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The  latest  strong  testimony  to  the  worth  of 

Denison  Interlocking  Hollow  Tile 


The  Allen  Theatre,  Toronto 

Architect— G.   Howard  Crane,  Detroit  Contractors— Frank  Farrington  Co. 

Associate,  Hynes,  Feldman  &  Watson  Detroit 

Denison  Interlocking  Hollow  Tile  was  used  in  the  construc- 
tion of  the  above  building  because  of  its  great  insulating 
value,  its  fireproofness  and  its  strength.  This  Tile  was  used 
on  all  bearing  walls  from  footings  to  the  roof. 

Sun  Brick  Company,  Limited 

Toronto  St.        -        -        Toronto,  Ont. 
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Looking  Forward 

The  Dominion  Rubber  System  policy 
is  "To  Serve  and  Please  the  Trade,'' 

That   pohcy   will   be   more   in  evidence 
during  191  8  than  ever  before. 

Despite  changed  and  changing  condi- 
tions, in  Trade  and  Manufacturing,  there 
will  be  no  lessening  of  our  efforts  to  meet 
every  need  in  Rubber,  no  matter  from 
what  source  it  may  emanate.  For  more 
than  half  a  century  we  have  set  the  pace, 
and  our  position  this  year  will  be  pnore 
pronounced  because  of  the  greater  and 
better  service  we  can  and  will  render. 

Our  service  branches  in  the  principal  cities 
of  Canada,  will  give  prompt  and  intelligent 
attention  to  all  enquiries.  Our  experts 
are  ready  with  their  advice,  where  needed. 

Canadian  Consolidated  Rubber  Co. 

Limited 

Head  Office    -  MONTREAL 

Service  Branches  at  Halifax,  St.  John,  Quebec,  Ottawa, 
Toronto,  Hamilton,  Kitchener,  London,  North  Bay,  Fort 
William,  Winnipeg,  Regina,  Saskatoon,  Calgary,  Lethbridge, 
Edmonton,  Vancouver  and  Victoria. 


Largest  Rubber  IVlanufacturing  Organization  in  the 

British  Empire. 
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"BEATTY" 

Auxiliary  Ship  Machinery 


Ash  Hoist  for  ships  now  being  built  in  Canada. 
—   Agents  — 

H.  E.  Plant,  Montreal,  Que.  R.  Hamilton,  Vancouver 

E.  Leonard  &  Sons,  St.  John,  N.B.     Kelly-Powell,  Winnipeg 


Cargo  Winches 
Warping 
Winches 
Anchor  Wind- 
lasses 
Ash  Hoists 

Also 

Hoisting  Engines, 
Electric  Hoists, 
Steel  Derricks, 
Derrick  Irons, 
Clamshell  Buckets, 

Let  us  know  what  you  want 
along  this  line 
We  will  tender  promptly 

M.  BEATTY  &  SONS,  LTD.,  WELLAND 


London  Tile  Machines  and 

Sewer  Pipe  and  Tile  Moulds 

240  illustrates  the  London  Cement  Drain  Tile  Machine,  which  makes  all  sizes 
of  drain  tile  from  3  in.  to  12  in.  in  diameter. 

THERE  ARE  LARGE  PROFITS  in  the  manufacture  of  Cement  Drain  Tile. 
The  demand  is  increasing-  daily.  Over  700  of  these  machines  now  in  use.  If  inter- 
ested ask  for  Catalog-  No.  2. 

iMg.  255  illustrates  The  Lon- 
don Tile  and  Sewer  Pipe 
Moulds,  which  are  made  m 
all  sizes  from  4  in.  to  10  ft. 
in  diameter. 


Fig.  240— Drain  Tile  Machine 


Srwt-r  ripe  Mould. 


>     The  London  Sewer  Pipe  and  Tile 

Moulds 

are  used  by  Contractors  and  Muni- 
cipalities throughout  Canada. 

Send  for  Catalog  No,  2-B. 


London  Concrete  Machinery  Co.,  Ltd.,  Dept.  7,  London,  Ont. 

AGENCIES 

R.  I<    Power.  Haliliix.  U.S.  Rene  Talbot,  Quebec,  Que.  The  General  Supply  Company  of  Canada,  Toronto,  Ont. 

The  Foss  &  Hill  Machinery  Company,  Montreal,  Que.  The  General  Supply  Company  of  Canada,  Winnipeg,  Man. 

The  General  Supply  Company  of  Canada,  Ottawa,  Ont.  The  B.  C.  Equipment  Company,  Vancouver,  B.C. 
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PERMANENCE  WITH  ECONOMY 

Which  Permanent  Pavement  Gets  the  Yardage  in  Cities  ? 

The  Following  Two  Charts  Tell  the  Story: 

Total  Yardage  of  Permanent  Pavements  in  the  Six  Largest  Canadian  Cities. 

Hot  Mix  Asphalt..  9,972,072  sq.  yds.  — — — 

Concrete                  536,744  "  "  — 

Brick  (   1,278,884  "  — — _ 

Wood  Block            1,158,118  "  " 

Stone  Block              240,934  *'  "  — 

Total  Yardage  of  Permanent  Pavements  Lai-d  in  1915  in  the  Six  Largest 

Canadian  Cities. 

Hot  Mix  Asphalt  .  1,050,830  " 

Concrete   27,047  "      "  — 

Brick   87,067  "  " 

Wood  Block   16,321  "       "  — 

Stone  Block   73,643  "  " 

What  has  been  the  wise  course  in  the  cities,  after  experiment,  will  prove  wise  in  suburban 
areas,  town  streets,  and  national  highways,  because  traffic  load  is  as  heavy  now  on  these  roads 
as  it  was  in  cities  when  asphalt  was  so  generally  adopted. 

The  above  graphs  are  compiled  from  official  figures  published  in  the  CANADIAN  ENGIN- 
EER, May  11th.  1916. 

Note  that  the  second  graph  clearly  shows  that  asphalt  is  increasing  its  already  enormous  lead. 

IMPElRIflli 

CANADIAN  MADE 

ASPHALtT 

PAVING  ASPHALT  for  construction  of  Hot  Mix  Asphalt  Roads.    The  finest  and  most 
economical  of  all  roads. 

ASPHALT  BINDERS  for  Penetration  Asphalt  Macadam  Roads.    Cheap,  durable  and  dust- 
less. 

LIQUID  ASPHALT  for  dust  prevention  and  increasing  traffic  efficiency  of  earth,  gravel 
and  macadam  roads. 

Write  Our  Road  Engineering  Department  for  Further  Information. 


IMPERIAL  OIL,  LIMITED 

Road  Department      -      Imperial  Oil  Bldg.,  Toronto 


BRANCHES  IN  ALL  CITIES 
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Acetylene  Gas 

Tlie  Prest  O-Lite  Co.,  Inc. 

Air  Compressors 

Can.  IngersoU-Rand  Co.,  Ltd. 
Canadian  Allis-Chalmers,  Ltd. 

Aluminium 

Spielniann  Agencies  Regd. 

Air  Hoists 

Canadian    IngersoU-Rand  Co. 
Xorthein  Crane  Works 

Architectural  Iron  Works 

Canadian  Allis-Chalmers  Ltd. 
Canada  Wire       Iron  Goods  Co. 
McGregor  &  Mclntyre 

Architectural  Terra  Cotta 

Toronto  Plate  Glass  Imp'tg  Co. 

Ash  Hoists 

(lillis   ^:  Geogliegan 

Asphalt 

.\sphalt   cS:   Supply  Company 
Imperial    Oil  Company' 

Blast  Hole  Drills 

Hopkins  &  Co.,  F.  H. 

Blowers  and  Compressors 

Canadian  Blower  and  Forgs  Co. 
Can.  Ingersoll-Rand  Co.,  Ltd. 
Slieldons  Limited 

Boilers 

i'.calty  &  Sons,  M. 

Canadian  Allis-Chalmers  Ltd. 

Jnglis  Company,  John 

Marsh  &  Henthorn 

McDougall  Caledonian  Iron  Wks. 

Mnssens  Limited 

Boxes — Junction 

Standard  Underground  Cable  Co. 
of    Canada,  Limited 

Brick  Dryers 

Canadian  Blower  and  Forge  Co. 
.Sheldons  Limited 

Brick  Machinery  and  Supplies 
Sheldons  Limited 
Wettlaufer  Bros. 

Brick  Manufacturers 

.Sun    T^rick  Company 

Bridges 

Canadian    .Mli.'.i-Chalniers  I^td. 

Bridges  (Steel) 

Canadian  liridge  Company 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co, 
DesMoincs  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works 
.MacKinnon-Holmes  &  Co. 
.Manitoba   T.ridgf  Si   Iron  Works 
Maritime    liridge  (Vnnpany 

Buckets 

llcatty  &  Sons,  M. 
Hopkins  it-  Co..  F.  TL 
Manitoba  Bridge  l<;  Iron  Works 

Buckets — Steel 

Marsli   it  Hcntliorii.  Lid. 

Cable 

Dominion  Wire  Hope  Co..  Ltd. 
Standard  ITndcrground  Cable  Co. 
'  of   (Canada,  Linntcd 

Cable  Terminals 

Standa"!   I 'ndcrni out  il  Cahli   (  o, 
of  Canada.  Limited 


Cars — Steel  Body 

Marsh  &  Henlhorn,  Ltd. 

Car  Wheeis 

Marsh  &  Henthorn,  Ltd. 
Steel  Co.  of  Canada  Limited 

Castings — Grey  Iron 

Marsh  &  Henthorn,  Ltd. 

Casements 

Trussed  Concrete  Steel  Co. 

Cement 

Britnell  &  Company 
Rogers   Supply  Company 

Cetnent  Waterproofing 

Ideal  Concrete  Machinery  Co. 
Imperial   Oil  Company 
Paterson   Mfg.  Company 
Tiussed  Concrete  Steel  Co. 

Centrifugal  Pumps 

I'.tjviug  Hydraulic  &•  Engineering 

(  '  )miVany 
(  anadian    .Allis-Clialnicrs  Lid. 
Canadian   IngersoU-Rand  Co, 

Chemists 

Canadian  Inspection  and  Testing 
I  laboratories 

Coal  Chutes 

Manitoba  Bridge  &  Iron  Works 

Coal  Handling  Apparatus 
lieatty  &  Sons,  M. 

Cold   Storage  Insulation 

Armstrong  Cork  Company 

Compressed  Acetylene  Gas 

Tlie    Prest-O-Lite    Co.,  Inc. 

Concrete  Block  Machines 

Ideal  Concrete  Machinery  Co, 
London  Concrete  Machinery  Co. 
Wettlaufer  Bros, 

Concrete  Culvert  Pipe 
I'.lair,  B. 

Dominion  Concrete  Company 

Concrete  Mixers  and  Appliances 

( ioold,  Shapley  Sr  Muir  Co. 

Hopkins  &  Co.,  F.  H. 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co. 

Mussens  Limited 

Wettlaufer  Bros. 

Concrete  Sewer  Pipe 
Blair,  B. 

Dominion  Concrete  Company 

Conduits 

Conduits  Company,  Limited 

Contractprs 

.\nglinR  Limited 
Foundation  Company 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 
Wells  8c  Gray  Limited 

Contractors'  Plant  &  Supplies 
P.eatty  &  Sons,  M. 
Boving  Hydraulic  &  F.ngincering 

Company 
Canadian  AUis-CIialmcrs  Ltd. 
Hake  Kngine  Company 
Marsh  &  Henthorn 

Conveyor  Belting 

Diinlop  Tire  it  Rubber  Company 

Conveying  Machinery 

Canadian    Mathews   Gravity  Car 
lirr  Company 


Core  Drills 

Canadian  AUis-Chalmers  Ltd. 
Can.  Ingersoll-Rand  Co.,  Ltd. 

Corrugated  Iron 

Pedlar   People  Limited 

Cranes,  Travelling  and  Locomotive 
Boving  Hydraulic  &  Engineering 

Company 
Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Northern  Crane  Works 

Crushed  Stone  and  Granite 

Canada   Crushed    Stone  Corpora- 
tion 

Crushed  Stone,  Limited 
Morrison  Company,  T.  A. 
Rogers   Supply  Company 

Crushers  (Stone  and  Rock) 

Canadian  Allis-Chalmers  Ltd. 
London  Concrete  Machinery  Co. 
Mussens  Limited 
Wettlaufer  Bros. 

Culverts 

Pedlar  People 

Damp  Proof  Coating 

Imperial  Oil  Company 
Paterson  Mfg.  Company 
Trussed  Concrete  Steel  Co. 

Derricks  and  Derrick  Fittings 

Beatty  &  Sons,  M. 
Hopkir^s  &   Company,   F.  II. 
Maritime  Bridge  Company 
Marsh  &  Henthorn,  Limited 
Northern  Crane  Works 

Dredging  Pumps 

Boving  Hydraulic  &  Engineering- 
Company 

Dredges 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 

Drills 

Canadian  AUis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian  Inger.soU-Rand  Co. 
Hopkins  &  Company,  F.  H. 

Drill  Steel  Sharpeners 

.  Canadian  Ingersoll-Rand  Co. 

Dump  Cars.  Wheels,  etc. 
Hopkins  &  Company,  F.  H. 
Manitoba  Bridge  &  Iron  Works 
Maritime    Bridge  Company 
Marsh  &  Henthorn 
Sheldons  Limited 
Wettlaufer  Bros. 

Drying  Apparatus 

Canadian  Blower  &  Forge  Co. 

Elastite 

Carey  Mfg.   Co.,  Philip 
Trussed  Concrete  .Steel  Co. 

Electric  Fans 

Stiirtevant  Co.  of  Can,.  I,td..  B.  F. 

Electric  Air  Rock  Drills 

Canadian  IngersoU-Rand  Co. 

Electric  Impulse  Clocks 
(!ent  Si  Compaiiy 

Electric  Water  Systems 

Ontario  Wind  Engine  Pump 
Company 

Electrical  Specialties 

Spielniann  Agencies  Regd. 

Electrical  Supplies 

Canadian  General  Flcrtrir  Co. 


Elevator  Doors 

Ormsby  Company,  A.B. 

Elevators 

Northern   Crane  Works 
Turnbull  Elevator  Company 

Engines 

Canadian  AUis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Hopkins  &  Company,  F.  H. 
Inglis  Company,  John 
McDougall  Caledonian  Iron  Wks, 

Engineers  (Civil  and  Mechanical) 

Bowman  &  Connor 
Chipman  &  Power 
Dominion  Engineering  &  Inspec- 
tion Company 
Foundation  C  omjianv 
I'addin  Mi'-s 
Hunt  &  Co.,  Robt.  W. 
.Vlilton  Hersey  Co. 
I'    &  W,  S,  I.ea 
Wynne-Roberts,  R,  O, 

Excavators 

Beatty  Sf  Sons, ,  M. 
Hopkins  &  Company,  F.  H. 

Exhaust  Heads 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Expanded  Metal 

Pedlar  People  Limited 
Trussed  Concrete  Steel  Co, 

Fans 

Canadian  Blower  and  Forge  Co, 
Sheldons  Limited 

Fireproof  Doors  and  Windows 

Ormsby  Company,  A'.  B. 
Pedlar  People  Limited 
Trussed    Concrete   Steel  Co. 

Fire  Escapes 

Dennis  Wire  &  Iron  Works  Co. 
Manitoba  Bridge  &  Iron  Works 
McGregor  &  Mclntyre 

Fire  Escape  Spirals 

Canadian   Mathews   Gravity  Car- 
rier Company 

Fire  Protection  Appliances 

Bickle  Company,  R.  S. 

Flag  Poles 

Ontario  Wind  Engine  it  Pinnp 
Company 

Flooring  Materials 

Armstrong  Cork  Company 
Imperial  Oil  Company 

Forges 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Gasoline  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
London  Concrete  Machinery  Co. 
Ontario  Wind   Engine  it  Pumj) 

Company 

Generators 

Canadian  General  Electric  Co. 

Glass 

Toruiilo  I'l.ili'  (;i,iss  TniplK,  Co, 

Governors 

Boving  Hydraulic  &  Engineering 
Company 

Gravity  Carriers 

Canadian   Mathews   Gravity  Cav- 
rier  Company 

(Contintied  on  page  .S) 
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Hammer  Drills  , 
(  anailian  Allis-C'lialmers  l.lil. 
(  unailian  Iiigersoll  Rand  Co. 

Heating  Apparatus 

t'anadiaii  lilower-and  Forge  t'o. 
SheMons  l.imitctl 

Heat  Insulating  Materials 

Armstrong  Cork  Company 

High  Pressure  Pipe  Lines 

I'ittsbtngh  \'alve,  Foundry  S: 
Construction  Company 

Hoists,  Electric 

Northern  Crane  Works 

Hoisting  Apparatus 
r.eatty  &  Sons,  M. 
Canadian  Ingersoll-Raiul  Co. 
Gillis  &  Geoghegan 
London  Concrete  Machinery  Co. 
Marsh  &  Hentliorn 
AFussens  TJmited 
Northern  Crane  Works 
Wettlaufer  Bros. 

Hoisting  Engines 

r.eatty  &  Sons..  M. 
Canadian  AlUs-Chalmers  Ltd. 
Hopkins  &  Company,  F.  II. 
Marsh  &  Ilenthorn,  Limited 

Hose 

Can.  Consolidated  Rubber  Co. 
Ounlop  Tire  &  Rubber  Co. 

Hydrants 

("aiiada  Iron  Foundries 
Gartshore-Thompson  Pipe  Co. 
Kerr  Engine  Company 
McAvity  &  Sons,  T. 

Industrial  Cars 

.MacKinnon-Holmes  &  Co. 


Inspection  Engineers 

Canadian  Inspection  and  Testing 
J-aboratories 

Insulating  Compounds 

Imperial  Oil  Company 
Spielmann  Agencies  Regd. 
Standard  I'nderground  Cable  Co. 
of  Canada,  Limited 

Industrial  Cars 

Hopkins  S;  Company,  F.  11. 
Maritime  Bridge  Company 
Marsh   &•   Henthorn.  Ltd. 

Interior  Finish  and  Doors 

Ca-nadian  Office  &  School  Furni- 
ture Company  - 

Insulating  Bricks 

.\rm.strong   Cork  Company 

Jib  Cranes   (all  kinds) 
Northern   Crane  Works 

Kilns 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Lead  Pencils 

.\merican  Lead  Pencil  Company 

"Lidgerwood"  Hoists 

Canadian  Allis-Chalmers  Ltd. 

Lockers  (Clothes) 

Canada  Wire  &  Iron  Goods  Co. 
Dennis  Wire  &  Iron  Works  Co. 

Machinery  Insulation 

.\rnistrong  Cork  Company 

Metal  Lath 

Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 


Metallic  Roofing 

Pedlar  People  Limited 

•Meters,  Water 

McDougall  Caledonian  JronWks. 
Neptune  -Meter  Company 

Motors 

Canadian  Cieneral  Electric  Co. 

Oil  Tanks 

Boving  Hydraulic  &  Engineering 

Company 
Imperial  Oil  Company 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 

Ornamental  Iron 

Dennis  Wire  &  Iron  Works  Co. 

Ornamental  Moulds 

Iiieal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 

Paints  and  Varnishes 

Dominion  Paint  Works 
Hopkins  &  Company,  F.  H. 
Siiiclmaun  Agencies  Regd. 

Paints  (Bridge  and  Structural  Iron 
and  Pipe  Coating) 
Dontinion   Paint  Works 
Imperial  Oil  Company 
Paterson  Mfg.  Company 
■Spielmann  Agencies  (Regd.), 
Trussed  Concrete  Steel  Co. 

Paving  and  Paving  Materials 

-\sphalt  &  Supply  Company 
Carey   Mfg.   Co.,  Philip 
Imperial   Oil  Company 
Paterson  Mfg.   Co.,  B. 
'J'russed  Concrete  Steel  Co. 


Pipe  (Concrete,  Iron  &  Wood) 

Boving  Hydraulic  &  Engineering 

Company 
Dominion  Concrete  Company 
Gartshore  Thomson  Pipe  Co. 
National  Iron  Works 

Pipe  and  Boiler  Coverings 
Dominion  Paint  Works 

Pencils  (Lead) 

American  Lead  Pencil  Company 

Perforated  Metals 

Canada  Wire  &  Iron  Goods'  Co. 

Pile  Driving  Machinery 

Beatty  &  Sons,  M. 
Canadian  Allis-Chalraers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  G. 
Marsh  &  Ilenthorn,  Limited 

Pipe  Fittings  and  Flanges 

Pittsburgh    Valve,    Foundry  & 
Construction  Company' 

Pipe  Covering  (Cold  and  Steam) 
Armstrong  Cork  -Company 

Plumbing  Supplies 

Mueller  Mfg.  Company,  H. 

Planing  Mill  Exhausters 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Plaster 

Britnell  &  Company 

Plug  Drillers 

Canadian  Ingersoll-Rand  Co. 
(Continued  on  page  10) 


Hoisting  Engines 

We  design  and  build  Hoisting  En- 
gines, Winches,  Derricks,  Steel  Buckets, 
etc.,  for  all  purposes. 

For  nearly  a  quarter  of  a  century  we 
have  been  designing  special  equipment  for 
all  sorts  of  uses  in  nearly  every  part  of 
Canada. 

Our  experience  gained  through  all 
these  years  is  at  your  service  free  of 
charge. 


Steam  Hoists  Gasoline  Hoists 
Electric  Hoists  Belt  Hoists 

Made  in  7  sizes,  from  10  to  50  horse-power; 
with  one,  two,  three  or  more  drums,  as  desired. 


For  handling  any  kind  of  material — 
heavy  or  light — at  high  or  low  speed, 
as  required. 


Let  our  experts  help 
you  in  designing  or 
selecting  the  best  equip- 
ment for  your  work. 


USE  MACHINERY  IN 
PLACE  OF  MEN 

and  .so 

REDUCE  YOUR 
OPERATING  EXPENSES 

and  so 

INCREASE 
YOUR  PROFITS 
Let  us  help  you  do  this 


S  I  EEL  BUCKETS  made  lo 
order.  Any  style  or  size, 
'lipping  oi  I'.oltom  Dump 
ing. 


MARSH  &  HENTHORN,  Ltd. 


BELLEVILLE 


ONTARIO 


DERRICK   IRONS  fi 

lyin's  (if  dfrriek 


ill    si/i's    and  standaid 
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Pneumatic  Machinery 

Canadian  Ingeisoll-Rand  Co. 


Power  Engines 

Roving  Hydraulic  &  Jingiiifering 

Company 
Inglis  Company,  lolui 


Pumps  and  Pumping  Machinery 
American  Well  Works 
Keatty  &  Sons,  M. 
r.oving  Hydraulic  &  Engineering 

Company 
Canadian  AUis-Chalmers  Ltd.^ 
Canadian  Blower  and  Forge  Co. 
Canadian  Ingersoll-Rand  Co. 
Cook,  A.  D. 
Darling  Bros. 

Hopkins  &  Company,  1>.  ti. 
Inglis  Company,  John 
McDougall  Caledonian  Iron  Wks. 
Ontario   Wind   Engine   &  Pump 

Company  „r    ,  n 

Waterous  Engine  Works  Co. 
Wettlaufer  Bros. 


Quarry  Machinery 

Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 


Railway  Supplies 

Can.  Cliicago  Bridge  &  Iron  Co. 
nonunion  Iron  &  Wrecking  Co. 
Gartshore,  John  J. 
Hopkins  &  Company,  F.  H. 


Reinforcements,  Concrete  and  Steel 
Burlington  .Steel  Company 
Canada  Wire  &  tron  Goods  Co. 
Pedlar   People  Limited 
.Steel  Co.  of  Canada,  Limited 
Trussed  Concrete  Steel  Co. 


Refrigeration  Machinery 

Boving  Hydraulic  &  Engineering 
Company 


Road  Asphalt 

.\splialt  &  Supply  Company 
Imperial  Oil  Company 


Road  Oil 

Imperial   Oil  Company 


Road  Machinery 

Hopkins  8c  Company,  K.  H. 
Waterous   Engine   Works  Co. 


Scrap  Iron 

Dominion  Iron  &  Wrecking  Co. 


Screens 

Canada  Wire  &  Iron  Goods  Co. 


Sewer  Pipe 

Britnell  &  Company 
Canada   Iron  Foundries 
Dominion  Sewer  Pipe  Co. 
Gartshore  Thompson  Pipe  Co. 
Hamilton  &  Toronto  Sewer  Pipe 

Company 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
National  Iron  Works 
Ontario  Sewer  Pipe  Company 
Standard  Clay  Products  Ltd. 


Shovels  (Steam) 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 


Silo  Moulds 

Loudon  Concrete  Macliinery  Co. 


Skylights 

Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 


Smoke  Stacks 

Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
MacKinnon,  Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime   Bridge  Company 
Marsh  &  Henthorn,  Ltd. 
Pedlar  People  Limited 


Sprinkler  Tanks  (Steel) 

Can.  Chicago  Bridge  &  Iron  Co. 


Stair  Builders 

Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  McTntyre 


Steel   Plate  Construction 

MacKinnon-Holmes  &  Co. 
Marsli  &  Henthorn,  Ltd. 
Waterous  Engine  Works  Co. 


Steel'  Sash 

Ormsby  Company,  A.  B. 
Trussed   Concrete   Steel  Co. 


Stone 

Britnell  &  Company 
Rogers    Supply  Company 
Sackville  Freestone  C^ompany 


Steam  Appliances 
Darling  Bros. 


Steam  Apparatus  and  Specialties 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
McAvity  &  Sons,  T. 
Sheldons  Limited 


Structural  Iron  and  Steel 

Burlington  Steel  Company 
Canadian  Allis-Chalmers  Ltd. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
MacKinnon-Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 
McGregor   &  McTntyre 
Reid  &  Brown  Structural  Steel  & 
Tron  Works 


Swinging  Gears 

Dake   Engine  Company 


Switchboards 

Canadian  General  Electric  Co. 


Tanks  and  Steel  Pipes 

Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  DesMoines  Steel  Co. 
Inglis,  John 

Manitoba  Bridge  &  Iron  Works 
Marsh  Sz  Henthorn 
McDougall  Caledonian  Iron  Wks. 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 
Ontario  Wind  Engine  &  Pump 

Company 
Waterous  Engine  Works  Co. 


Telescopic  Hoists 

Black  Building  Supply  Cojiipany 
Gillis  &  Geoghegan 


Testing  and   Inspecting  Bureau 
Hunt  &  Company,  Robt.  W. 


Tile  Moulds 

London  Concrete  Machinery  Co. 
Wettlaufer  Bros. 


Ventilating    &    Heating  Apparatus 
Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 


Varnishes — Insulating 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 


Wagons 

Tififin   Wagon  Company 


Water    Level  Apparatus 

Cient   &  Company 


Waterproofing 

Imperial  Oil  Company 
Paterson  Mfg.  Company 
Trussed   Concrete   Steel  Co. 


Water  Softeners  and  Filters 

Manitoba  Bridge  &  Iron  Works 


Water  Tapping  Machines 

Mueller   Mfg.    Company,  H. 


Water  Turbines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
McDougall  Caledonian  Iron  Wks. 


Welding  Apparatus 

I'rest-O-Lite  Company,  Inc. 


Welding  and  Cutting  Plants 

Prest-O-Lite  Company,  Inc. 


Well  Drilling  Plants 
American  Well  Works 
Ontario  Wind  Engine  &  Pump 
Company 


Window  Sash 

Steel  &  Radiation  Limited 
Trussed  Concrete  Steel  Co. 


Wires  and  Cables 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 


Rolling  Steel  Doors 

<  )t  ni^Ii>'  ( "onijiMny.  .\.  K. 


Roofing  Material 

Carey  Company,  I'liilip 
Imperial  Oil  Company 
Noble,  Clarence  W. 
Paterson  Mfg.  Company 
Pedlar  People  Limited 


Rubber  Goods 

Can.  Consolidated  Kubber  Co. 
Diinlop  Tiro       Rubber  Co. 


Sand  and  Gravel 

|<ogris  Supply  Company 


Steam  Turbines 

McDougall  Caledonian  Iron  Wks. 


Steel 

Uurlinglon    .Steel  Company 
Dominion  Iron  &  Wrecking  Co. 
Hopkins  &  Company,  F.  H. 
Steel  Company  of  Can.,  IaA. 
Tnisscd  Concrete  .Steel  Co. 


Steel  Bars 

Burlington  Steel  Company 
Hopkins  Sr  Company,  F.  H. 
.\Taritimc   Bridge  Company 
Steel  Company  of  Canada,  Ltd. 
Trussed  Concrete  Steel  Co. 


Steel  Pipe 

Can.  Chicago  Bridge  &  Iron  Wk 


Towers 

Can.  Chicago  Bridge  &  Iron  Co. 
Goold,  ,Shapley  &  Muir  Co. 


Transformers 

Canadian  General  Electric  Co. 


Turnbuckles 

Canadian  Billings  &  Spencer 
Limited 


Valves 

Canada    Iron  Foundries 
Gartshoro-Thomson    Pipe  Co, 
Kerr    lingine  Company 
.McAvity  &  Sons,  T. 
Dunlop  Tire  &  Rubber  Cii. 


Wire  Guards  and  Screens 

Canada  Wire  &  Iron  Goods  Co. 


Wire  Rope 

Dominion   Wire   Rope  Co.,  Ltd. 


Wood  Pipe 

Canadian  Pipe  Company 
Pacific  Coast  Pipe  Company 
\'ancouver    Wood    Pipe   &   Tank  , 
Company 


Wood  Tanks 

Pacific  Coast  Pipe  Company 
Vancouver  Wood  Pipe  and  Tank 
Company 
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Structural  Steel  painted  with 
"SUPERIOR  GRAPHITE  PAINT" 


Section  of  Canadian  Pacific  Railway  Terminals,  TORONTO 

Because  Architects  and  Engineers 
know 

it's  "A  LITTLE  BETTER" 
DOMINION  PAINT  WORKS,  Limited 


WHY? 


TORONTO 
WINNIPEG 


WALKERVILLE,  ONT. 


MONTREAL 
VANCOUVER 


Turbine 
Pumps 

Electric  and  Steam 

Water  Works 
Factory  and 
Fire  Services 

Humphrey  Gas 
Pumps 

Any  capacity  or  pressure 

THE  JOHN  McDOUGALL 
CALEDONIAN  IRON  WORKS  CO.,  LIMITED 

Works:  Seigneurs  ft  William  Sts.,  Montreal. 
Manufacturers  of  Boilers,  Castings,  Condensers,  Elevators,  Engines,  Filters,  Forgiags,  Hydraulic 
Machinery,  Pumps,  centrifugal  and  reciprocatiag,  Steam  Turbines,  Tanks,  Water  Wheels,  Water 

Works  Plants 


Lachine  Water  Works 
Three  millioa  gallons,  eighty  pounds  domestic,  110  lbs.  fire. 
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SWANSEA 

Salt  Glazed  and  Vitrified 

SEWER  PIPES 


True  to  Size 
Impervious  to  Water 

Sizes  manufactured  and  al- 
ways in  stack  4  in.  to  24  in. 


Ask  for  Price  List 
and  Discounts 


also 

Chimney  Tops 
Flue  Lining:s 
Wall  Coping 
Culvert  Pipe 
Inverts 

Telephone  (Toronto  Connection) 
Parkdale  5000 


The  Dominion  Sewer  Pipe  Co. 

(The  Independent  Co.)  Limited 

SWANSEA  (near  Toronto) 


To  Secure 
ECONOMY  and  DURABILITY 

Construct  Your 

SEWERS 

from 

Reinforced  Concrete  Pipe 

Manufactured  by 

Dominion  Concrete  Co. 

Limited 

KEMPTVILLE       -  ONTARIO 

"Better  good  pipe  at  a  fair 
Price  than  poor  pipe 
at  any  price. " 


N.  B.  The  adjolnlnsr  Illustration  shows  a  line  of  42-ln.  pipe 
In  a  tiencb  ready  for  filling. 


Dealers  in 

Scrap  Iron,  Steel 
and  Metals 

Railway  Equipment,  Rails 
and  Machinery 

Dismantlers  of  Bridges,  Plants, 
Steamers,  Mills 

Dominion  Iron  &  Wrecking 

Company,  Limited 

General  Office* : 

Traniportation  Bldg.,  MONTREAL 

Quebec  St.  John  N.B. 
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Barber-Greene  Portable  Conveyors 

For  unloading  Coal,  Crushed  Stone,  Cement,  etc.,  direct  from  cars  to 

stock  pile  or  wagons 

SEND    FOR  PARTICULARS 


MUSSENS  UNITED 


MONTREAL       QUEBEC— Pruncau  &  Co. 
WINNIPEG        TORONTO-H.  TurnbuU  &  Co. 
VANCOUVER      COBALT -H.  L.  Usbornc 


B  U  I  L.  D  I  N  G 
P  R  O  D  U  CTS 


IMMEPIATE  SHIPMENT 


The  Rib  l^ar  for  reinforcing  concrete  is  a  special 
rolled  section  with  a  series  of  cross  ribs  so  de- 
signed as  to  secure  maxiniiun  grip  on  the  concrete. 


Size 

Vs  in. 

'A  in. 

Vs  ill. 

'-4  in. 

'.s  ill. 
1  ill. 
1 '  «  in. 
IM  in 


Area 

.140G  sq.  in. 

.251X1  sq.  in. 

.•.mm  sq.  in. 

.5U25  sq.  in. 

.7656  sq.  in. 
1.0000  sq.  in. 
1.2656  sq.  in, 
l..'')625'sq.  in. 


Wei  gilt  Per  Foot 
.4.S  lbs. 
.86  lbs. 
1.85  lbs. 
1.95  lbs. 
2.65  lbs. 
3.46  lbs. 
.    4.38  lbs. 
5.21  lbs. 


We  have  large  tonnages  of  all  sizes  in  stock,  in 
lengths  up  to  60  feet  and  can  make  immediate 
shipment.    Get  our  quotation. 


Trussed  Concrete  Steel  Co. 

of  Canada,  Limited 
WALKERVILLE      -  ONTARIO 
Montreal       .        Toronto       -  Winnipeg 


Standard 
20-inch 
Drill 
Press 


The  Canadian  Standard 
20-inch  Drill  Press  can 
be  used  for  the  various 
operations  of  reaming, 
sizing,  centering,  tap- 
ping, etc.,  on  high  ex- 
plosive shells.  It  is  adapted  to  meet  the  severe 
demands  of  shell  manufadurers,  and  is  fulfilling 
all  requirements  for  specialized  work. 

Write  for  full  particulars 

Canadian  Blower  &  Forge  Co. 

KITCHENER,  ONI.  limited 

St.  John,   Montreal,  Toronto,   Winnipeg,  Vancouver 


J  AMES  Thomson,  President. 


J.  G.  Allan,  Vice-President. 


James  A.  Thomson,  Secretary. 


THE  GARTSHORE-THOMSON  PIPE  &  FOUNDRY  GO. 


LIMITED 


Manufacturers  of 


Flexible  and  Flange  Pipe, 
Special  Castings  and  all  kinds 
of  Waterworks  Supplies. 


3  inches  to  60  inches  diameter. 

for  Water,  Gas,  Culvert  and  Sewer 
HAMILTON,  ONT. 
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ALPHABETICAL  LIST  OF  ADVERTISERS 


American  Lead  Pencil  Company  . . . 

11 

National  Iron  Works  

IG 

American  Well  Works   

Dominion  Sewer  Pipe  Company  . .  . 

.  12 

45 

48 

Dominion  Wire  Rope  Company  . .  . 

.  52 

Neptune  Meter  Company  

43 

Armstrong  Cork  Company   

Northern  Crane  Works,  Ltd.  . .  . 

.  .  43 

Asbestos  Manufacturing  Company.. 

15 

Nova  Scotia  Steel  and  Coal  Co.  . . 

47 

Asphalt  and  Supply  Company  

42 

Engineers  and  Contractors,  Ltd.  . . 

.  40 

49 

Foundation  Company 


Barber,  Frank   •  •  •  •  •  48 

Barrett  Company  

Beatty  &  Sons,  Ltd.,  M   4 

Berlin  Mills  Company   

Bickle  Company,  R.  S   43 

Bishopric  Wallboard  Company  ....  16 

Blair  Company,  B  

Black  Building  Supply  Company  . .  . 
Boving  Hydraulic  and  Engineering 

Company  

Britnell  Company,  Ltd   43 

Burlington  Steel  Company    7 

Burns  &  Roberts   . . 


Canada  Iron  Foundries,  Ltd   IC 

Canada  Wire  and  Iron  Goods  Co.  . .  . 

Canadian  AUis-Chalmers   41 

Canadian  Billings  &  Spencer  

Canadian  Blower  and  Forge  Co.  ...  13 
Canadian  Chicago  Bridge  and  Iron 

Company   49 

Canadian   Consolidated   Rubber  Co.  3 

Canadian  Des  Moines  Steel  Co   42 

Canadian  General  Electric  Co   41 

Canadian  Ingersoll-Rand  Company. 
Canadian    Inspection    and  Testing 

Laboratories   48 

Canadian  Mathews   Gravity  Carrier 

Company   47 

Canadian  Office  School  Furniture  Co.  38 

Canadian  Pipe  Company,  Ltd   42 

Canadian  Surety  Company   40 

■  Carey  Company,  Philip  

Chipman  &  Power,  Ltd   48 

Conduits  Company,  Ltd   49 

Cook,  A.  D  

Crushed  Stone,  Limited    43 


Dake  Engine  Company   16 

Darling  Brothers   48 

Dennis  Wire  and  Iron  Company  . .  . 

Dominion  Concrete  Company   12 

Dominion  Engineering  and  Inspec- 
tion Company   48 

Dcxninion  Iron  and  Steel  Company  45 

Dominion  Iron  and  Wrecking  Co.  ..  13 


Gartshore,  John  J  

Gartshore-Thompson  Pipe  and  Foun- 
dry Company   13 

Gent  Company   16 

Gillis  &  Geoghegan  

Gray  Construction  Co.,  John  V  


Haddin  &  Miles   48 

Hamilton  &  Toronto  Sewer  Pipe  Co. 

Hamilton  Bridge  Works  Company  .  2 

Hopkins  &  Co.,  F.  H   52 

Hunt  &  Co.,  Robert  W   48 


Ideal  Concrete  Machinery  Company  16 

Imperial  Oil  Limited   5 

Inglis  Company,  John   37 


Jenckes  Machine  Company  

Kerr  Engine  Company,  Ltd   50 


Lachute  Shuttle  Company   48 

Lea,  R.  S.  &  W.  S   48 

London  Concrete  Machinery  Co.  ...  4 

London  and  Lancashire  Life  Ins.  Co.  48 

Lymburner,  Limited  ...    17 


MacKinnon,  Holmes  &  Co  

Manitoba  Bridge  &  Iron  Works  Co.  18 

Maritime  Bridge  Works  Co.   49 

Marsh  &  Henthorn,  Ltd   8 

McAvity  &  Sons,  T  

McDougall  Caledonian  Iron  Works 

Company   n 

McGregor  &  Mclntyre    49 

Miller  &  Co.,  George  M  

Milton  Hersey  Company   48 

Morrison  &  Co.,  T.  A   48 

Mueller  Manufacturing  Co.,  Ltd.  ...  17 

Mussens  Limited   13 


Office  Specialty  Company  

Ontario  Sewer  Pipe  Company  ....  39 

Ontario  Wind  Engine  and  Pump  Co.  43 

Ormsby  Company,  A.  B   18 

Orpen  Conduit  Company   40 


Pacific  Coast  Pipe  Company   16 

Pedlar  People  

Pittsburgh-DesMoines '  Steel  Co.  ...  43 

Power  &  Son   48 

Prest-O-Lite  Company   50 


Quinlan  &  Robertson 


Reid  &  Brown  Structural  Steel  and 
Iron  Works   48 


Sheldons   Limited   •• 

Standard  Clay  Products,  Ltd   46 

Standard  Underground  Cable  Com- 
pany of  Canada,  Limited    49 

Steel  and  Radiation   40 

Steel  Company  of  Canada,  Ltd   9 

Sun  Brick  Company  .-.  1 

Spielmann  Agencies  


Thompson  Brothers   48 

Tiftin  Wagon  Company  

Toch  Brothers  

Toronto  Plate  Glass  Importing  Co. 
Trussed  Concrete  Steel  Company  ...  13 
Turnbull  Elevator  Company   51 


Vancouver  Wood  Pipe  and  Tank  Co. 


Waterous  Engine  Works  Company 

Wells  &  Gray,  Limited  

Williams  Machinery  Co.,  Ltd.,  A.  R.  42 
Wynne-Roberts,  R.  0   48 


Our  advertisers  represent  the  most  progressive  manufacturers  and  dealers.  Make 
your  purchases  of  them.   Give  your  business  to  the  man  who  is  enterprise 
ing  enough  to  spend  money  and  time  to  get  in  touch  with  you. 
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Residence  roofed 

with 
ASBESTOSLATE 

Diagonal  or 
French  Method 


2nd  Story  Half 
Timbered  with 
Fireproof 
Asbestos  Building 
Lumber 


Why  Buy  Perishable  Roofs? 

There  is  no  reason  at  all  why  the  roof  of  a  house  should  not  be  as  permanent  as  the  founda- 
tion. It  can  be  made  part  of  the  original  investment  instead  of  a  constant  expense  and  annoy- 
ance. It  is  the  only  part  of  the  house  that  seems  to  require  much  attention  and  it  is  the  one  part 
of  the  house  that  first  shows  the  lack  of  it. 

Further — it  seems  rather  discouraging  that  the  roof  we  buy  for  protection  must  in  turn 
be  protected  with  paint  or  dipping  or  treatment  of  some  kind — and  the  treatment  at  its  best  is 
only  a  temporary  makeshift — an  addition  to  the  original  cost — -that  wipes  out  any  temporary 
saving  that  may  have  been  made  in  the  beginning. 

Analyse  every  roofing  material  offered  you — analyse  it  in  the  light  of  your  own  particular 
problem.    Consider  every  advantage  of  appearance — of  utility — of  economy. 

Consider  the  original  cost  only  in  connection  with  the  cost  of  maintenance  and  repair ; 
for  after  all  it  is  this  periodic  expense  that  indicates  whether  or  not  you  paid  too  much  for  the 
protection  you  received  when  you  first  bought  and  paid  for  your  roof. 

You  buy  a  roof  for  PROTEOTION  against  FIRE  and  against  the  elements.  You  should 
also  buy  it  as  PROTECTION  against  EXPENSE;  if  not,  you  will  have  the  expense  even  if 
you  never  have  a  fire,  and  there  is  no  reason  why  you  should  have  either. 

BUT  WHAT  ROOFING  SHALL  I  SELECT? 

The  solution  is  a  simple  one  very  

"  ASBESTOSLATE  "     (manufactured  from  Asb  estos  Fibre  and  Portland  Cement)  can't  wear 

out  —  Requires  no  paint  or  repairs  —  lb  is,  in  fact 

"The  LAST  FOR  EVER  Roof  Covering'' 

Samples,  booklets  and  further  information  on  request 

Asbestos  Manufacturing  Company 

809  Drummond  Building 
MONTREAL 
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Canada  Iron  Foundries,  Limited 


CAST  rRW  PII>E^ 


Head  Office 

Mark  Fisher  Building 
MONTREAL 


Car  Wheels,  Cast  Iron  Water  and  Gas  Pipe,  Specials,  Valves,  Hydrants,  etc.,  Casting^s 
of  all  kinds,  Mooringr  Bollards  for  both  Concrete  and  Wooden  Docks 


SCARCITY  OF  LABOR 
PROVIDED  FOR 

The  Ideal  Automatic  Power  Tamper, 
used  with  an  Ideal  'Block  Machine, 
saves  labor,  which  is  today  recog- 
nized as  conservation  of  man  power, 
the  great  necessity  during  the 
War  Period. 

At   the   same    time   you  are 
producing  building  units  much 
superior  to  those  made  by  man 
power.     Our  catalogue  tells  you 
'  all  about  it.     Write  for  a  free 

copy. 

Ideal  Concrete  Machinery 

Company,  Limited 
WINDSOR  ONTARIO 


DAKE  SINGLE  DRUM  HOISTS 


The  Dake  single  drum, 
double  geared  hoist,  is  the 
best  all-round  machine  for 
general  service.  Can  be  fur- 
nished with  clutch,  tight  or 
friction  drum.  All  parts  are 
most  substantially  built  so 
that  hoist  will  stand  twice 
tlie  load  of  its  rated  capa- 
city. Made  in  sizes  2  to  30 
horse  power.  .Send  for  com- 
plete catalogue. 

DAKE  ENGINE  CO.,  grand  haven. mich.. 

Canadian  Agents: 
Montreal:  Musaens  Ltd.    Toronto:  A.R.  Williams  Machinery  Co.,  Ltd. 


National  Iron  Works 

LIMITED 

Head  Office,  Works  and  Docks— TORONTO 

CAST  IRON  PIPE 

Every  Size  for  Water,  Gas,  Culvert  or  Sewer, 
Carried  in  Stock  at 

MONTREAL  -  TORONTO  -   PORT  ARTHUR 

LAKE  OR  RAIL  SHIPMENTS 


Residence  of  Herbert  W.  George,  Architect,  3:-!  Monkland  Avenue, 
Ottawa,  Out.  Bishopric  Stucco  Board  as  background  for  cement 
stucco  e.Nterior  and  plaster  interior  outside  walls. 

When  the  contract  hinges  on  speed,  depend  on 

A<«i^  BISHOPRIC 

STUCCO  BOARD 

takes  the  place  of  boarding,  sheathing  paper,  furring  strips  and 
latlis — saves  the  cost  of  these  extra  materials,  and  fully  75  per  cent, 
of  tlie  time. 

Made  of  heavy  sheets  of  Asphalt-Mastic  one  side  surfaced  with 
sizel  sulpliide  fibre  board,  the  other  reinforced  with  kiln-dried, 
lievel-eilsed  latlis.  It  comes  in  sheets  4  ft.  wide  and  4  ft.  to  25  ft. 
long,  ready  to  be  nailed,  lath  side  out,  direct  to  the  studding. 

Where  speed  is  essential  to  success  and  profit,  you  can  easily 
understand  the  wisdom  of  choosing  Bishopric  Stucco  Board  as  the 
foundation  for  all  interior  plaster  and  for  the  stucco  on  exterior 
walls.     More  details  and  sample  sent  on  request. 

BISHOPRIC  WALL  BOARD  COMPANY,  LTD. 

529J  BANK  ST.         -         OTTAWA,  ONT. 


Pacific  Coast  Pipe  Co.,  Ltd. 

Wire  Wound  Wood  Stave  Pipe 

from  2  in.  to  24  in.  diameter 

Continuous  Stave  Pipe 

from  16  in.  to  12  ft.  diameter 


1551  Granville  Street 


Vancouver,  B.C. 
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Lead  Ring  Gasket 
(Patented) 

Mueller  Service  Clamps 

Double  Strap  Pattern 

This  Clamp  is  satisfactory  for  the  highest  pressures;  the  most  severe  climatic  conditions, 
and  can  be  had  for  services  of  any  size.  It  is  made  of  malleable  iron,  galvanized  and  is 
tapped  for  iron  pipe  or  corporation  cock  thread.  We  strongly  advise  the  use  of  corporation 
cock  tapping  w^here  ever  the  clamp  is  used  for  water  as  it  enables  the  use  of  the  same  cor- 
poration cocks  as  are  used  with  the  Mueller  Tapping  Machines. 

Moulded  lead  ring  gaskets  are  used  with  all  Mueller  service  clamps  to  make  an  absolutely 
tight  joint.  These  gaskets  are  made  with  ears  that  bend  up  over  the  side  of  the  clamp  to 
hold  the  gasket  in  place  when  the  joint  is  being  made.  One  gasket  is  furnished  with  every 
clamp.    This  is  distinctly  a  Mueller  feature. 

By  using  ells  these  clamps  may  also  be  used  for  taking  a  service  from  steam  lines,  etc. 

H.  MUELLER  MFG.  CO.,  LIMITED 

Sarnia       -       Ontario,  Canada 

New  York,  N.Y.  San  Francisco,  Gal.  Decatur.  111.,  U.S.A. 


Now  on  Munitions 

LYMBURNER,  LIMITED 

The  well  known  manufacturers  of  ornamental  metal  work  and 
special  machinery  are  entirely  occupied  making  munitions, 
and  cannot  execute  orders  for  above  work  until  a  later  date, 
when  they  will  be  glad  to  receive  enquiries  and  will  again 
produce  first  class  Metal  Specialties  of  Every  Description — 
Machinery,  Tools  and  Gauges. 

360  St.  Paul  St.  E.      -  MONTREAL 
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Bar  Iron 

Carried  in  all  sizes  and  lengths 
for  immediate  shipment.  Special 
prices  on  certain  sizes. 

Steel  Sheets 

A  complete  range  from  10  gauge  to  26 
gauge,  for  immediate  shipment. 


Small  Angles 

From  ^"  X  ^"  x  ^"  to  2"  x  2"  x 
54  "  in  all  sizes,  thicknesses  and 
lengths. 

Steel  Plates 

All  sizes  from  3/16"  to  1"  thick,  in  stock 
nov/. 


We  have  a  large  stock  of  BOILER  TUBES  of  all  sizes  for  immediate  shipment. 

Write  to  our  WAREHOUSE  DEPT.  regarding  your  needs. 

Reinforcing  Bars  for  Concrete 

Shipment  from  Mill  or  Stock 

We  desien  and  fabricate  all  kinds  of  structural  steel,  and  carry  at  all  times  a  large  stock  of  Beams,  Chan- 
nels, Broad  Flange  Beams,  Plates  and  Angles,  Rivets,  Bolts,  Shafting,  Transmission  Machinery,  etc.,  besides 
those  mentioned   above — ready  for  immediate  shipment. 

We  have  a  monthly  stock  list  that  should  be  on  your  desk.   Ask  for  it. 


Manitoba  Bridge  &  Iron  Works,  Ltd. 

Winnipeg       -  Manitoba 


Whenever  you  want  to  SEE 
how  well  they  work 

We  are  alvvay.s  glad  when  a  prospective  customer  wishes  to  actually 
See  C)rmsby  Rolling  Steel  Doors.  Nine  times  out  of  ten  that  customer 
is  the  man  who  knows  what  he  wants  and  knows  when  he  gets  what 
he  wants.  The  very  best  way  we  know  of  selling  Ormsby  Doors 
is  to  let  a  man  see  them  in  operation. 


THE   HURLBUT   CO.,  LIMITED, 
Infants'  Soft  Sole  Shoes 

Preston,  Ont.,  Oct.  25,  1917. 

The  A.   li.  Ormsl>y  Co.,  Limited, 

Toronto. 
(Jentlemen, — 

Yon  installed  for  us  some  months 
ago  one  of  your  Rolling  .Steel  Doors, 
and  five  Sliding.  Although  they  arc 
ail  giving  us  good  service,  wo  arc  par- 
ticularly pleased  witli  the  Rolling  Steel 
Fire  Door.  It  gives  full  fjrc  protection 
to  our  elevator  shaft,  is  easy  and  simple 
to  operate,  takes  up  very  little  space, 
^  anil  is  strong  and  rugged.  We  should 
.say  almost  indestructible. 

liccatise  of  the  satisfaction  we  have 
had  with  this  door,  we  arc  thinking  of 
replacing  the  slide  doors,  and  putting  in 
all  Rolling  Steel  Doors.  I'lease  send 
us  your  catalogue  and  price  list. 
Yours  truly, 
Mif   llMrlhiil    Cr.niijaiiy,    I, id. 


Rolling  Steel  Fire  Doors 

Read  tliis  interestiiif^  recommendation  from  Messrs.  Hurlbut  Co.,  of  Preston. 
This  is  one  of  many  we  could  show  you  that  come  to  us  entirely  unsolicited. 
These  people  are  "particularly  well  pleased"— that's  the  way  we  can  serve  you. 
Let  us  work  on  your  new  plans,  or  call  in  our  specialists  regarding  those 
contemplated  alterations. 

A.  B.  Ormsby  Co.,  Limited,  Toronto 


Associated  with  the  Metal  Shingle  &  Siding  Co.,  Ltd.      Factories  at  Preston,  Montreal 
Winnipeg,  Saskatoon,  Calgary. 
ACENTS:— F.  A.  Cillis  Co.,   Ltd.,  Halifax,  N.S.  ;   J.  R.   Bell,  St.  John,  N.H.-    M    T  Skelly 
D.  A.  Cummings,  lirockvillc.  Out.;  A.  T.  Chambers.  Vancouver.  BC 


Ottawa,  Ont. 
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The  Significance  of  the  Engineering  Institute 
of  Ganada' 

OF  very  important  significance  is  the  announce- 
ment contained  in  the  Contract  Record  of  De- 
cember 26,  of  the  change  in  the  name  of  the 
Canadian  Society  of  Civil  Engineers.  The  ac- 
ceptance by  the  members  at  large  of  this  recommenda- 
tion of  the  Commitee  on  Society  Affairs  is  a  foregone 
conclusion,  so  that  early  this  year  we  may  expect 
to  see  the  Canadian  Society  of  Civil  Engineers,  as 
such,  a  thing  of  the  past.  Not  that  it  Avill  have  passed 
out  of  existence  or  lose  the  power  it  has  gained 
through  long  years  of  struggle  for  recognition,  but 
it  will  be  transformed  from  a  force  of  limited  possi- 
bilities to  a  weapon  of  unbounded  potentialities.  The 
alteration  in  name  is  no  mere  change  of  dress ;  it  sig^ 
nifies  an  entire  revision  of  character,  such  as  com- 
ports with  the  dignity  and  importance  of  the  engi- 
neering profession.  To  recast  the  whole  structure  of 
the  society  has  required  much  fitting  of  cloth,  but  we 


believe  the  result  is  such  as  will  appeal  to  all  who 
have  the  uplift  of  the  profession  at  heart. 

As  the  "Engineering  Institute  of  Canada,"  the  Can- 
adian Society  of  Civil  Engineers  will  accomplish,  we 
trust,  in  full  measure,  the  aim  and  dream  of  all  worthy 
engineers — the  unity  and  fellowship  of  the  entire  pro- 
fession. Engineers  are  just  engineers,  whether  they 
be  civil,  mechanical,  electrical,  chemical  or  what  not, 
and  in  making  adequate  provision  for  the  incorporation 
of  all  these  on  the  same  footing,  the  Engineering  In- 
stitute of  Canada  is  giving  a  broader  meaning  to  the 
work  and  accomplishments  of  the  engineer. 

An  auspicious  instance  of  such  unity  was  actuated 
a  month  ago  when  the  great  American  Society  of 
Civil  Engineers  joined  its  sister  national  engineering 
bodies  in  a  joint  home  in  the  Engineering  Societies' 
Building,  New  York.  So  impressive  and  suggestive 
were  the  proceedings  on  this  occasion  that  we  cannot 
refrain  from  quoting,  in  part,  from  the  addresses.  "Let 
us  organize,"  said  Mr.  W.  L.  Saunders,  past-president 
of  the  American  Institute  of  Mining  Engineers,  "for  in 
organization  there  is  the  secret  of  strength,  the  basis 
of  influence  and  the  opportunity  for  power."  Mr. 
G.  H.  Pegram,  president  of  the  American  Society  of 
Civil  Engineers,  stated  that  "there  is  a  great  awaken- 
ing among  engineers  as  to  the  necessity  of  co-opera- 
tive action  for  service  to  the  country  and  to  the  ad- 
vancement of  the  profession  It  is  not  surprising 

that  while  other  classes  of  the  community  have  been 
organized  for  concerted  action  in  their  several  lines, 
the  engineers  have  been  divided  into  a  number  of 
groups  determined  by  the  technical  differences  in  the 
character  of  their  work.  While  for  scientific  progress 
this  must  go  forward  in  an  ever-increasing  degree,  for 
economic  progress  there  must  be  unity  of  effort.  .  .  . 
The  unity  which  we  celebrate  is  not  a  step  to  meet 
a  temporary  need,  nor  the  result  of  a  happy  thought ; 
it  is  an  answer  to  a  nation-wide  call  on  engineers  to 
get  together.  Engineers  feel  that  they  have  not  re- 
ceived just  public  recognition."  The  keynote  of  the 
whole  is  contained  in  Professor  Swain's  statement : 
"The  engineering  profession  is  one  profession — not 
many." 

A  like  spirit  is  being  manifested  in  the  develop- 
ments that  promise  to  take  place  in  the  Canadian  So- 
ciety of  Civil  Engineers.  Its  amended  organization 
makes  substantial  provision  for  a  full  representation 
of  all  engineers  whatever  may  be  their  field  of  en- 
deavor. Who  can  say  that  the  engineering  profes- 
sion should  be  sectarian?  For  particular  purposes, 
maybe,  but  not  for  economic  progress  and  the  general 
advancement  of  the  profession — an  avowed  purpose 
of  the  Canadian  Society  of  Civil  Engineers.  The 
change  in  name  is  just  a  measure  that  will  make  this 
purpose  more  self-evident  and  supply  the  answer  to 
those  critics  who  have  argued  that  the  Canadian  So- 
ciety of  Civil  Engineers  was  too  close  and  narrow  a 
body. 


Western  Gities  Need  Buildings 

IN  response  to  a  request  for  information  on  the 
building  situation  in  Winnipeg,  the  Contract  Re- 
cord has  received  the  following  letter  from  W.  P. 
Alsip,  president  of  the  Alsip  Brick,  Tile  &  Lum- 
ber Company,  Limited : 

Last  October  C.  H.  Enderton  &  Company  held  an 
auction  sale  of  property  in  Crescentwood,  the  best 
residential  district  in  Winnipeg.   At  this  sale  the  aver- 
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age  price  was  about  one-third  of  -the  price  that  lots 
were  held  at,  and  sold  for,  nj)  to  1914.  An  auction  sale 
of  this  property,  if  held  in  1912  or  1913,  would,  no 
doubt,  have  realized  C.  H.  Enderton  &  Company 
double  the  amount.  This  sale  has  established  a  new 
value  on  residential  lyts  throughout  the  city,  which, 
to  illustrate  my  contentions,  I  will  say  is  50  per  cent, 
less  than  the  pre-war  price. 

Take  a  .lot  valued  at  $6,000  in  1913  with  a  b.ouse 
built  before  the  war  at  a  cost  of  $12,000.  This  would 
make  the  total  cost  of  such  a  home  $18,000.  A  similar 
lot  today  can  be  purchased  at  $3,000  or  less  and  a  dup- 
licate of  the  house  will  cost  about  $16,000,  making  the 
house,  if  erected  now,  cost  $19,000,  5'  j  per  cent,  or 
$1,000  in  excess  of  the  pre-war  cost. 

INIany  pieces  of  property  can  be  purchased  for  one- 
third  their  1913  value,  and  a  home  erected  in  191S 
on  such  a  lot  would  cost  the  same  as  if  built  at  pre- 
war prices. 

There  was  a  falling  oft'  in  population  in  the  city  of 
Winnipeg  during  1914  and  1915,  when  building  opera- 
tions were  sus])ended  and  many  workmen  were  thrown 
out  of  employment,  some  of  whom  joined  the  army 
and  others  were  forced  to  leave  the  city.  The  city  will 
have  made  up  for  the  decrease  in  population  and  show 
some  gain  at  the  end  of  1917.  Further,  it  does  not 
hold  the  large  floating  population,  which  were  housed 
in  hotels  and  rooming  houses,  many  of  whom  were 
employed  on  public  improvements  and  allied  trades 
in  the  building  of  the  city,  for  which  there  was  $20,- 
000,000  worth  of  permits  issued  in  1913.  The  great 
army  of  men  used  in  the  manufacture,  distribution, 
fabrication  and  erection  of  brick,  cement,  plaster,  lum- 
ber, sash  and  doors,  builders'  supplies,  steel  and  iron, 
etc.,  to  complete  the  undertaking  brought  about  by  the 
expenditure  of  the  $20,000,000  have  been  reduced  to 
about  15  per  cent,  of  the  number  so  employed  in  1912 
and  1913.  The  other  85  per  cent,  of  these  men  have 
taken  up  other  occupations  in  the  city,  enlisted,  or 
have  left  for  other  points. 

We  had  less  men  employed  in  building  in  Winni- 
peg in  1917  than  the  increase  in  populatioh  requires 
to  house  and  care  for  them.  The  result  is  the  filling 
up  of  all  the  apartment  blocks  and  many  of  the  dwell- 
ings. Rents  in  apartments  last  fall  were  advanced  to 
about  the  rate  charged  in  1912  and  1913.  There  has 
been  an  advance  in  rents  for  dwellings,  but  the  sup- 
])ly  in  most  districts  is  still  up  to  the  demand.  [f 
more  apartments  and  dwellings  are  not  built  in  1918, 
our  increase  in  population  will  find  all  our  apartments 
and  dwellings  occupied  and  rents  at  or  about  the 
normal  rate.  Rents  for  apartments  will,  without 
doubt,  be  advanced  again  next  fall,  in  the  hope  of  re- 
imbursing the  owners  for  the  loss  sustained  in  1914-15- 
16,  when  there  were  so  many  suites  vacant  and  rents 
were  reduced  to  a  rate  so  low  that  there  was  not 
enough  revenue  to  meet  running  expenses,  taxes,  and 
interest  on  mortgage,  the  owner  being  left  with  no- 
thing for  his  investment,  and  in  many  instances  large 
overdue  interest  and  tax  accounts. 

Building  operations  should  commence  next  spring 
and  a  part  at  least  of  the  buildings  required  to  house 
rnir  increase  of  poi)ulation  erected,  .\nyonc  owning 
a  lot  can  build,  as  set  forth  above,  for  a  cost  not  to 
exceed  5  ])er  cent,  over  pre-war  prices.  Taxes  and 
interest  will  continue  to  be  a  loss  on  vacant  property 
and  there  is  no  imme'diate  i)rospcct  for  much,  if  any, 
advance  in  these.    Hanks  and  loan  ronipanirs  will  be 


slow  to  take  hold  of  anything  that  looks  like  specu- 
lative building. 

It  will  take  time,  high  rents,  conservative  build- 
ing operations  and  methods  to  restore  confidence.  To 
this  end  the  builders,  manufacturers,  and  supply  in- 
terests must  work.  Our  statistics  show  the  increase 
in  population  for  the  city  of  Winnipeg  for  the  past 
seventeen  years,  is  about  155,000  people;  to  house 
and  care  for  these  people  $155,000,000  worth  of  build- 
ing permits  were  issued,  making  an  averag'e  of  $1,000 
in  building  permits  issued  for  each  man,  woman  and 
child,  added  to  the  population.  Winnipeg  increased 
in  population  during  1917  about  10,000;  to  keep  up 
with  this  growth  $10,000,000  of  permits  should  be 
issued.  This  was  not  required  in  1917  as  Ave  had  the 
vacancies  brought  about  by  war  conditions,  but  if  we 
continue  to  increase  at  the  same  rate  our  building  per- 
mits must  in  the  very  near  future  be  at  the  same  rate 
as  the  increase  set  forth  above,  which  would  mean 
$10,000,000  worth  of  permits  in  place  of  a  little  over 
two  million  that  were  issued  in  1917.  Should  Winni- 
peg continue  to  grow  at  the  rate  of  10,000  inhabitants 
per  year  we  must,  to  keep  the  same  conditions  as  now 
prevail,  build  $10,000,000  worth  of  buildings.  To  do 
this  we  will  need  a  great  many  men  in  each  of  the 
several  building  crafts,  together  with  those  required 
in  the  trades  that  serve  their  daily  needs. 

Yours  truly, 

W.  P.  Alsip. 


Awards  for  Meritorious  Papers 

LIEUT. -Col.  R.  W.  Leonard,  of  St.  Catharines, 
Ont.,  has  presented  a  gold  medal,  to  be  known 
as  the  Leonard  medal,  for  annual  competition 
open  to  the  members  of  the  Canadian  Society  of 
Civil  Engineers  and  the  Canadian  Mining  Institute. 
The  medal,  provided  out  of  a  special  fund,  is  to  be  for 
papers  presented  to  either  societies.  It  is  to  be  pre- 
sented alternately  at  annual  meetings  of  the  societies, 
irrespective  of  the  winner's  membership  therein.  A 
committee  of  five  will  judge  the  papers  entered  for 
competition,  all  of  whom  are  to  be  members  of  both 
societies ;  one  member  of  the  committee  is^  to  be  the 
donor  or  his  nominee  and  two  each  appointed  by  the 
dififerent  organizations.  Should  the  committee  not 
consider  the  papers  presented  in  any  one  year  of  suffi- 
cient merit  no  award  is  to  be  made,  but  in  the  follow- 
ing year  or  years' the  committee  will  have  power  to 
award  the  accumulated  medals  or  to  award  a  second 
prize  in  the  value  of  a  silver  medal,  or  a  third  prize  of 
books.    The  medal  is  to  be  suitably  engraved. 


Approval  of  Montreal  Permits 

Recently  Mr.  Tremblay,  chief  of  the  Montreal  fire 
department,  requested  that  he  be  consulted  before 
building  permits  are  issued.  Mr.  A.  Chausse,  the  city 
architect,  objected  to  this  on  the  ground  that  such 
consultation  is  unnecessary.  The  Association  of  Ar- 
chitects of  the  Province  have  communicated  with  the 
Legislation  Committee  on  the  (piestion.  They  take  the 
stand  that  while  Mr.  Tremblay  should  be  consulted 
as  to  new  buildings,  the  final  decision  should  be  left 
to  Mr.  Chausse  as  the  chief  building  inspector. 


Brigadier  F.  O.  W.  Loomis,  of  D.  G.  Loomis  & 
Sons,  contractors,  Montreal,  who  has  returned  from 
the  front,  was  entertained  by  the  Canadian  Club  of 
New  York,  on  his  way  to  Canada. 


Jamuiry  ;i.  t'JlS 
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Million  Dollar  Steel  Bridge  Across  the  Peace 
River  to  Open  Up  New  Country 

Central  Canada  Railway  is  Constructing  First  Bridge  Across  this 
Waterway  —  Substructure    Built    Under    Severe    Ice  Conditions 

  By  W.  R.  Smith*  — 


PROBABLY  the  most  important  single  item  of 
construction  now  being  undertaken  in  Western 
Canada  is  the  b'.i;-  bridge  now  being  constructed 
across  the  Peace  River,  at  Peace  River  Cross- 
ing. This  will  be  the  first  bridge  to  span  this  world- 
famous  waterway,  and  forms  part  of  the  extensi\c 
railroad  activities  of  the  McArthur  interests  in  con- 
necting up  the  wonderfully  rich  Peace  River  basin 
with  the  markets  of  ihe  world.    With  the  completion 


Piers  3,  4  and  5;  No.  9  at  extreme  left  barely  visible. 


of  this  bridge,  which  is  being  built  by  the  Central  Can- 
ada Railway,  under  a  provincial  government  bond  guar- 
antee, one  of  the  richest  agricultural  districts  on  the 
continent,  lying  to  the  west  of  the  Crossing  and  here- 
tofore completely  isolated,  will  at  once  be  brought  into 
direct  contact  with  the  railroad  system  of  an  entire 
continent.  To  the  north  extends  three  thousand  miles 
of  territory  as  yet  unde\-eloped,  but  with  practically 
unlimited  potentialities.  This  vast  region  will  now 
])ecome  reasonably  accessil^le,  and  undoubtedly  will 
see  wonderful  development  in  the  next  few  years. 

So  much  for  the  economic  importance  of  the  Peace 
River  bridge.  Perhaps  it  may  be  of  interest  to  give  a 
few  details  of  the  structure  itself,  and  to  describe  in  a 
brief  manner  some  unique  methods  which  are  being 
used,  so  far  as  the  construction  of  the  substructure  is 
concerned. 

Designed  for  Highway  and  Railway  Traffic 

The  bridge  will  l)e  of  single-track  type,  and  is  de- 
signed to  carry  highway  attachments  on  each  side. 
These  attachments  will,  however,  not  be  placed  until 
traffic  conditions  warrant  them,  and  temporarih^  the 
deck  will  be  floored  in  order  to  provide  a  roadway  for 
vehicular  traffic. 

After  considering  various  designs  and  having  re- 
gard to  all  the  requirements,  present  and  future,  of  a 
navigable  waterway  of  this  importance,  the  following 

~  General  manager,  and  chief  engineer  of  the  Edmonton,  Dunvegan  & 
British  Columbia  Railway  Company. 


arrangement  of  spans  was  finally  decided  upon  as  gi\- 
ing  the  most  economical  and  satisfactory  form  of  de- 
sign: 

From  the  east  abutment  the  spans  will  be  arranged 
as  follows :  One  70  ft.  deck  plate  girder ;  two  80  ft.  deck 
plate  girders;  three  200  ft.  deck  truss  spans;  one  200 
ft.  through  truss  span ;  three  200  ft.  deck  truss  spans ; 
one  70  ft.  deck  plate  girder. 

The  length  between  al^utment  parapets  will  be 
1,737.2  feet.  The  through  span  is  designed  to  give  a 
clearance  of  65  feet  above  low-water  elevation  and  48 
feet  above  extreme  high  water,  this  being  sufficient  to 
meet  the  requirements  of  all  Northern  river  naviga- 
tion. The  deck  spans  will  give  19  feet  clearance  above 
high-water  level. 

Character  of  Substructure 

The  substructure,  which  was  designed  in  the  office 
of  the  chief  engineer  by  Mr.  William  Jackson,  late 
principal  assistant  engineer,  consists  as  follows : 

East  abutment — Skeleton  type,  buried,  and  of  rein- 
forced concrete  masonry,  approximately  58  ft.  high. 

Pier  No.  1 — Concrete  pedestal. 

Pier  No.  2 — Concrete  pedestal. 

i'ier  No.  3 — Concrete  masonry,  appro.ximatelv  48  it. 
high. 

Pier  No.  4 — Concrete  masonry,  approximately  62  ft. 
high. 

Pier  No.  5 — Concrete  masonry,  approximately  70  ft. 
high. 

l^ier  No.  6 — Concrete  masonry,  approximately  78  ft. 


The  east  approach  is  a  trestle  which  has  been  filled  in. 

high. 

Pier  No.  7 — Concrete  masonry,  ap])roximatelv  82  ft. 
high. 

Pier  No.  8 — Concrete  masonry,  approximately  86  ft. 
high. 

Pier  No.  9 — Concrete  masonry,  approximatelv  70  ft. 
high. 

Pier  No.  10 — Concrete  pedestals. 

West  abutment — Skeleton  j:ype,  buried,  and  of  rein- 
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forced  concrete  masonry,  approxima-tely  29  ft.  high. 

It  was  the  original  intention  to  commence  the  work 
earlv  last  winter,  and  endeavor  to  get  in  all  the  deep- 
water  piers,  at  least,  before  the  ice  broke  up,  but  owing 
to  various  unavoidable  delays  it  was  impossible  to  get 
the  necessary  equipment  and  material  assembled  at 
the  bridge  site  before  the  first  week  in  February.  From 
the  outset  it  was  apparent  that,  owing  to  the  depth  of 
water  at  Piers  6,  7,  and  8  (about  25  feet  at  low  water), 
some  form  of  caisson  would  have  to  be  used,  and  as 
the  element  of  time  had  now  become  the  dominating 
factor,  it  was  decided  that  an  open  concrete  caisson, 
which  would  form  an  integral  part  of  the  structure, 
was  the  one  which  gave  the  only  possible  chance  of 
accom,plishment  in  the  time  available — that  is,  the 
three  deep-water  piers  had  to  be  in  before  the  second 
week  in  April. 

As  this  is  probably  the  first  time  this  system  has 
])een  adopted  in  Western  Canada  a  general  descrip- 
tion of  the  methods  used  in  sinking  these  caissons  may 
prove  interesting. 

Caisson  Sinking 

Guide  piles  were  first  driven  through  the  ice  at  the 
exact  location  of  each  pier,  and  inside  these  the  foun- 
dations of  the  caisson  were  started.  The  cutting  edge 
consisted  of  a  7  in.  "point"  of  channel  iron,  with  sides 
of  in.  boiler  plate  extending  30  in.  up  the  sides,  the 
outside  edge  being  perpendicular  and  the  inside  edge 
battered  one  to  one  and  a  half.  Carefully  bevelled  12 
in.  X  12  in.  timbers  were  then  fitted  into  the  cutting 
edge,  and  these  timbers  were  carried  solidly  up  to  a 
height  of  10  feet,  all  the  timbers  being  strongly  drifted 
and  strapped  at  four  feet  intervals  on  the  outside  with 
Yz  X  23/2  in.,  wrought  iron  straps.  At  this  stage  the  ice 
was  cut  through  around  the  entire  structure,  and  the 
caisson  launched  in  the  water.  One  course  of  12  in.  x 
12  in.  was  then  carried  on  up  on  each  side  of  the 
caisson  wall  and  the  filling  of  the  space  between  with 
concrete  commenced  so  as  to  gradually  sink  the  cais- 
son until  it  came  to  rest  on  the  river  bottom. 

Dredging  was  then  started  in  each  of  the  caisson 
compartments  by  means  of  orange  peel  and  olam  shell 
excavators,  and  as  soon  as  a  good  size  hole  was  ex- 
cavated the  services  of  divers  were  utilized  to  exca- 
vate from  around  the  cutting  edge  and  to  keep  the 
whole  caisson  slowly  settling.  A  high-pressure  water 
jet  was  used  with  considerable  success  in  this  work. 
An  exceptionally  hard  bottom  was  encountered  in 
J'ier  8,  and  dynamite  was  used  almost  continuously  in 
order  to  loosen  the  material,  and  this  method  was  re- 
sorted to,  though  to  a  less  extent,  in  Piers  6  and  7  also. 

Successful  Operations  Under  Severe  Conditions 

As. soon  as  it  was  decided  that  a  satisfactory  foun- 
dation had  Ijeen  obtained,  the  work  of  filling  the  cais- 
sons with  concrete  was  started,  and  as  at  this  time  the 
ice  was  getting  in  poor  condition,  it  was  decided  to 
make  no  attempt  to  get  the  three  piers  above  water, 
and  concreting  was  sto])])ed  when  a  point  about  five 
feet  below  ice  level  was  reached,  in  order  that  the  ice 
could  pass  over  the  uncompleted  piers  without  danger 
of  jamming,  in  spite  of  exceptionally  severe  weather 
vonditions,  the  work  was  carried  on  continuously  day 
aiYd  niglit,  and  the  whole  operation  may  well  be  con- 
sidered a  success. 

No  attempt  was  made  during  the  summer  to  com- 
plete these  three  piers,  ljut  work  was  started  on  the 
abutment,  pedestals,  and  the  remaining  piers,  and 
these  were  completed  early  in  November.    Good  foun- 


dations were  obtained  in  every  case,  the  depth  vary- 
ing from  3  feet  for  Pier  9,  consisting  of  a  sandstone 
bottom,  to  12  feet  of  hard  clay  in  Pier.  3. 

Possibly  Completed  by  This  Summer 

Prej^arations  are  now  being  made  (December  15) 
for  the  continuation  of  the  work  required  to  carry 
Piers  6,  7,  and  8  to  completion,  and  it  is  anticipated 
that  the  whole  substructure  will  be  completed  by  Feb- 
ruary 15,  1918. 

Mr.  S.  C  Hill,  a  veteran  Western  bridge-builder,  is 
superintendent  of  construction  on  this  work,  and^IMr. 
E.  A.  Shuler  is  resident  engineer. 

The  contract  for  the  superstructure  has  been  let 
to  the  Canadian  Bridge  Company,  of  Walkerville, 
Ont.,  and  although  some  delay  has  been  experienced 
in  the  fabrication  of  steel .  owing  to  the  difficulty  of 
obtaining  steel  from  the  mills,  it  is  hoped  to  commence 
erection  about  January  1,  1918,  with  a  view  to  having 
all  .the  spans  completed  before  the  spring  break-up.  If 
this  can  be  successfully  accomplished,  trains  should 
be  crossing  the  bridge  by  the  summer  of  1918. 

The  cost  of  the  entire  structure,  it  is  expected,  will 
be  in  the  neighborhood  of  one  million  dollars. 

Washed  Out  Bridge  in  Quebec  Temporarily 
Replaced  in  Two  Days 

THAT  the  road  work  in  Quebec  during  the  past 
season  was  seriously  handicapped  by  heavy 
rain  was  pointed  out  in  an  article  by  B. 
Michaud  in  the  Contract  Record  of  Dec.  19. 
The  annual  report  just  to  hand  cites  a  particular  in- 
stance where  such  difficulties  were  met  with.  The  re- 
pair of  the  bridge  in  question  within  two  days  after  its 
demolition  is  an  illustration  of  the  highway  organiza- 
tion in  Quebec. 

At  St.  Come,  on  Patrick  Hill,  a  concrete  bridge  of 
25-foot  span  and  30  feet  in  height  was  demolished, 
with  its  approaches,  in  an  instant  'by  a  heavy  cloud- 
burst, and  blocks  of  concrete  15  to  20  feet  long  and 
from  7  to  8  feet  wide  and  thick  were  carried  down  150 
feet  abruptly,  cutting  an  opening  of  over  60  feet  be- 
tween the  two  sides.  Nevertheless,  two  days  later  a 
very  solid  temporary  bridge  was  built  on  the  site  of 
the  old  road,  oft'ering  the  public  a  roadway  which,  if 
not  as  pleasant,  was  at  least  as  safe  as  before.  At 
present  the  bridge  is  completely  rebuilt,  timber  having 
lieen  substituted  for  concrete.  This  change  was  made 
for  reasons  of  both  economy  and  improvement.  Not- 
withstanding the  rule  the  department  has  laid  down 
for  themselves — namely,  to  have  economy  as  a  basis 
for  all  its  operations — it  would  have  been  right  in  seek- 
ing to  have  the  most  durable  system  of  reconstruc- 
tion and  rebuilding  the  bridge  in  concrete.  The  depart- 
ment was  dissuaded  from  this,  however,  through  fear 
that  the  accident  might  be  repeated  in  the  future,  for 
then  the  total  loss  on  a  bridge  such  as  the  one  which 
was  rebuilt  would  be  50  per  cent,  less  than  that  of  a 
concrete  bridge. 


Declined  to  Offer  Aid  for  Halifax 

While  expressing  regret  at  the  Halifax  disaster,  the 
Montreal  Trades  and  Labor  Council  declined  to  ofifer 
aid  on  the  ground  that  there  was  a  clanger  of  labor 
rates  being  lowered  and  of  interference  with  union 
laws.  No  Montreal  workmen  going  to  Halifax  should 
be  asked  to  receive  lower  rates  than  those  current  in 
Montreal. 


January  3,  1918 


THE    CONTRACT  RECORD 


A  construction  view  of  the  SIierbrool<e  municipal  dam,  looking  downstream. 


Pneumatic  Placing  of  Concrete  in  Below-Zero 
Weather  on  Sherbrooke  Dam 

Capacity  of  Power  Plant  Increased  by  Construction  of  a  285  ft.  Dam 
56  ft.  High — Steam  Pipes  Prevented  Frozen  Concrete  at  10°  Below  Zero 

 ■   By  W.  W.  Plum'  


TO  provide  for  the  increased  demand  for  electric 
p'ower,  the  city  of  Sherbrooke  recently  built  a 
concrete  dam  across  the  Magog  River  at  the 
site  of  the  existing  power  house  on  Frontenac 
Street.  This  dam  is  formed  of  two  sections  of  approxi- 
mately equal  length,  meeting  at  aa  angle  of  150  de- 
grees, pointing  downstream.  One  -section  contains  the 
headgates  and  the  other  the  spillway.  The  total  length 
of  the  dam  is  285  feet;  in  the  spillway  section,  the 
height  from  rock  to  stoplog  platform  is  56  feet.  The 
concrete  yardage  is  about  6,000,  made  of  a  1 :4  mix ; 
the  stop-log  piers,  curves 'and  platforms  being  heavily 
reinforced. 

The  increase  in  head,  with  the  new  wheels  and 
generators  adds  approximately  1,500  h.p.  to  the  former 
capacity  of  this  plant. 

Of  MacBean  &  Williams,  Montreal. 


Concrete  Placed  Pneumatically 

The  concrete  was  poured  from  one  point,  by  a  pneu- 
matic mixer,  which  both  mixed  and  conveyed  the  con- 
crete to  the  forms,  by  compressed  air,  the  air  being 
furnished-by  a  420  cu.  ft.  compressor.  The  mixer  was 
installed  on  a  slope  below  the  street,  at  one  end  of  the 
job.  This  enabled  the  mixer  to  be  charged  by  gravity 
with  the  gravel  which  was  unloaded  directly  from  the 
street  line  into  a  bin.  An  8-inch  conveyor  pipe  was 
run  from  the  mixer  to  any  part  of  the  job,  and  was 
a  factor  in  eliminating  trouble  with  the  high  tension 
transmission  lines  which  hang  over  the  site,  and  which 
would  have  made  the  use  of  a  cableway  very  difficult 
and  dangerous.  Large  stones  were  placed  in  the  con- 
crete, up  to  a  maximum  volume  allowance  of  35  per 
cent. 

Concrete  was  poured  Avhen  the  temperature  was  as 
low  as  10  degrees  below  zero,  gravel  and  water  being 


The  finished  dam. 


Concrete  was  mi.\ed  and  poured  pneumatically. 
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heated  by  steam,  and  new  concrete  covered  with  tar- 
paiiHns  and  kept  warm  with  steam  until  well  set.  A 
steam  coil  placed  in  the  bottom  of  the  gravel  pile 
proved  very  satisfactory  and  in  very  cold  weather  was 
assisted  by  pipes  driven  into  the  pile  from  the  surface. 
In  protecting  the  stop-fog  platform,  which  is  a  15-in. 
slab,  with  a  15-ft.  span,  building  paper  was  put  down 
on  the  new  concrete,  on  which  was  spread  3  inches 
I  if  wood  shavings,  and  3  inches  of  manure.  This  made 
sufficient  covering  and  left  a  smooth  surface  with  no 
discoloration. 

Concreting  at  30  Degrees  Below  Zero 

During  the  process  of  this  work,  the  temperature 
dropped  several  times  to  around  30  degrees  below 
zero,  but  little  trouble  was  experienced  from  frozen 
concrete.  Over  the  sluices,  which  were  left  in  the 
dam  to  take  the  flow  of  the  river  during  construction. 


spray  froze  in  heavy  sheets,  which  required  much 
dynamiting  to  dislodge. 

Under  the  contract  the  city  agreed  to  unwater  the 
pond  to  facilitate  the  construction,  but  found  it  im- 
practicable to  do  so.  This  necessitated  the  construction 
of  cofferdams  during  the  winter  in  the  headgate  sec- 
tion in  order  to  allow  continuous  operation  of  the 
power  plant.  Divers  were  necessary,  the  maximum 
head  of  water  at  these  cofferdams  being  25  feet.  About 
300  linear  feet  of  cofferdam  was  constructed. 

The  contractors  on  the  work  were  MacBean  & 
AVilliams,  of  Montreal,  who  executed  the  contract  un- 
der the  supervision  of  Mr.  Thos.  Tremblay,  city  en- 
gineer of  Sherbrooke,  and  Mr.  M.  A.  Sammett,  con- 
sulting engineer,  of  Montreal.  The  concreting  equip- 
ment was  furnished  by  the  Pneumatic  Concrete  Plac- 
ing Company  of  Canada,  Limited. 


Fabrication  and  Shop  Work  for  Quebec  Bridge 

Extraordinary  Size  of  Bridge  Members  and  Machine  Tools 
Called  for  Entirely  New  Shops — Specially  Built  Machines 


THE  fabrication  of  the  superstructure  and  the 
shop  work  of  the  Quebec  Bridge  were  des- 
cribed by  Mr.  Phelps  Johnson,  president  of  the 
St.  Lawrence  Bridge  Company,  at  the  meeting 
of  the  Canadian  Society  of  Civil  Engineers,  Montreal, 
on  December  20.  This  was  the  third  of  the  series  of 
talks  on  the  Quebec  Bridge,  and  as  on  the  previous 
occasions,  the  address  was  in  the  form  of  a  comment- 
ary on  a  series  of  slides. 

Mr.  K.  W.  Blackwell,  a  past  president,  was  in  the 
chair,  and  prior  to  introducing  Mr.  Johnson,  referred 
to  the  death  of  Mr.  J.  Hobson,  who  was  a  great  engi- 
neer, and  who  had  done  splendid  work,  especially  in 
railway  engineering.  He  hoped  the  Council  would 
send  a  message  of  condolence  to  the  family.  , 

Mr.  Johnson,  in  describing  the  Avork,  commented 
on  its  great  accuracy,  and  the  immensity  of  the  un- 
dertaking. He  explained  that  although  the  Dominion 
Bridge  Company,  Eachine,  and  the  Canadian  Bridge 
Company,  Walkerville  (who  combined  to  form  the 
St.  Lawrence  Bridge  Co.),  had  fine  shops,  it  was  de- 
cided to  build  an  entirely  new  shop  at  Rockfield,  near 


Kearning  and  a,s.seml)lin){  main  »lioe  in  sliippins  shed. 


Montreal.  This  was  owing  to  the  fact  that  many 
of  the  members  of  the  bridge  were  extremely  large 
and  heavy  and  called  for  tools  of  greater  capacity 
than  any  in  existence.  The  position  of  the  Rockfield 
shop  had  decided  advantages,  as  it  enabled  the  ma- 
terial to  be  conveniently  sent  to  both  sides  of  the  river. 
The  shop  was  a  fine  specimen  of  workmanship  and 
was  very  well  equipped.  In  this  connection  Mr.  John- 
son paid  a  compliment  to  Mr.  Ladd  for  the  manner  in 
which  the  work  was  fabricated  and  for  his  ingenious 
way  of  meeting  problems,  notably  in  the  matter  of 
drilling. 

Mr.  Johnson  then  described  how  the  shops  were 
designed,  the  method  of  dealing  with  material,  and 
the  various  operations.  One  shop  was  660  feet  long, 
and  was  divided  into  two  sections.  The  shop  was 
ecjuipped  with  two  70-ton  cranes  for  the  heavy  work 
and  two  35-ton  cranes  for  the  lighter  members.  The 
heavy  members  were  dealt  with  on  one  side  of  the 
shop  and  the  lighter  material  on  the  other. 

Fifty  per  cent,  of  the  tools  were  Canadian  made, 
some  came  from  the  old  countrv,  and  others  were 


Shoe  assembled  before  shipment. 
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Shop  where  heavy  members  were  riveted,  faced  and  bored. 


American.  x\  series  of  pictures  showed  drills,  made 
expressly  for  the  work,  horizontal  and  vertical  planers, 
large  borers,  and  riveters.  The  latter  were  stated  to 
be  very  powerful,  and  were  so  designed  as  to  give 
the  full  effect  at  the  end  of  the  stroke.  There  was 
ample  stock  used  in  the  rivets.  In  showing  pictures 
of  the  shoes,  Mr.  Johnson  said  that  the  steel  castings 
were  the  largest  made  in  Canada,  and  were  of  differ- 
ent descriptions.  The  large  boring-  machine  was  speci- 
ally built  for  the  work.  In  planing,  as  much  time  was 
occupied  in  setting-  up  the  work  as  in  doing  it.  The 
main  posts  weighed  1,200  tons,  made  up  of  four  sec- 
tions. All  the  heavy  work  was  done  on  concrete 
skids  carried  down  to  rock. 

Replying  to  questions,  Mr.  Johnson  said  that  the 
rivets  were  of  carbon  steel. 

The  Chairman  spoke  of  the  microscopic  accuracy 
of  the  work,  and  it  was  satisfactory  to  know  that  so 
many  of  the  special  tools  were  designed  and  produced 
in  Canada. 

Brig.  Gen.  Sir  Alexander  Bertram,  in  moving  a  vote 
of  thanks  to  Mr.  Johnson,  stated  that  he  (Sir  Alexan- 
der) had  had  much  to  do  with  the  machining  work.  A 
great  deal,  of  rock  had  to  be  quarried  in  order  to  place 
the  machines  on  the  proper  level,  and  thus  secure  ab- 
solute accuracy  in  the  boring  work. 


Middle  section  of  main  shoe  loaded  for  shipment. 


Bottom  chord  of  cantilever  arm,  section  next  to  shoe,  showinf  pin  boring. 


Senator  J.  P.  B.  Casgrain  seconded  the  vote,  and 
gave  details  of  the  inside  history  connected  with  the 
decision  to  abandon  the  proposed  two  23-ft.  roadway 
drives  proposed  in  the  original  plans.  He  had  a  con- 
siderable influence  in  this,  decision,  which  saved  four 
and  one-half  million  dollars. 


Dominion  Bridge  Company's  Profits 
For  Past  Year 

Eor  the  year  ending  October  31st,  the  profits  of  the 
Dominion  Bridge  Company  totalled  $1,186,436,  a  de- 
cline of  $1,575,844,  due,  it  is  stated,  to  unremunerative 
contracts  for  shells  and  other  munition  work.  Re- 
ferring to  the  successful  completion  of  the  Quebec 
Bridge,  Mr.  Phelps  Johnson,  the  president,  states  that 
the  company  will  receive  about  $1,500,000  as  its  share 
of  the  profits  accumulated  in  the  seven  years  the  work 
has  been  in  progress  and  also  benefit  by  the  return  of 
a  good  portion  of  the  cash  capital  investment  in  the 
work.  The  company  has  secured  contracts  for  marine 
boilers  and  engines  totalling-  about  $1,700,000,  at  prices 
which  it  is,  believed  will  prove  satisfactory.  The  com- 
pany has  also  secured  contracts  for  fabricating  ships' 
])lates  and  frames  which  will  keep  the  structural  de- 
partments in  Lachine  and  Toronto  busy  for  seven 
months. 


Main  shoe  showing  connection'^  !"ado  to  cantilever  a'Pi  5'-de, 
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Roads  the  Keynote  to  Military  Success 

A  Condensed  Address  by  W.  D.  Sohier  Before  American  Association 
of  State  Highway  Officials  Describes  Road  Work  in  the  War  Zone 


THE  subject  of  military  roads  is  one  of  the  utmost 
importance  to  the  world  at  the  present  time in 
fact,  the  results  of  the  war  really  are  going  to 
depend  fully  as  much  upon  roads  and  highways 
as  the}^  are  upon  any  other  one  factor,  because  it  is 
manifest  that  if  you  cannot  feed  your  men,  move  your 
guns,  supply  them  with  artillery  and  ammunition,  you 
cannot  maintain  an  army  in  an  existing  location. 

While  the  railroads  and  steamships  are  vitally 
necessary  to  bring  the  supplies  and  men,  ammunition 
to  the  artillery,  and  everything  needed  for  modern 
war,  to  the  country,  and  from  the  large  storehouses 
to  the  railheads,  the  soldiers  in  the  trenches,  and  more 
particularly  the  soldiers  back  of  the  trenches  that  are 
hold  ing  the  long  battle  lines,  have  to  be  almost  en- 
tirely supplied  over  the  roads. 

Roads  the  Keynote  t.o  Military  Success 

The  whole  battle  of  V erdun  was  really  fought,  as 
far  as  the  French  were  concerned,  with  soldiers,  am- 
munition, guns,  and  supplies  that  were  transported  over 
the  "roads,  because  one  railroad  which  originally  sup- 
plied that  region  was  cut  by  the  Germans,  and  the 
other  one  was  dominated  by  their  artillery.  The  con- 
sequence was  that  the  army  was  supplied  with  am- 
munition, guns  and  men  that  came  over  the  roads. 

From  one  point  of  view,  all  roads  which  are  of  any 
importance  are  military ;  to  wit,  any  roads  which  have 
to  be  used  for  the  transportation  of  any  of  the  pro- 
ducts which  are  necessary  for  the  conduct  of  the  war 
or  the  feeding  of  the  people  with  the  articles  that  are 
necessary  to  sustain  life.  It  is  a  question  of  relative 
importance,  but  under  existing  conditions  we  should 
certainly  confine  our  efforts  to  those  roads  which  are 
of  the  most  importance  from  this  point  of  view. 

Virtually  all  of  the  roads  in  France  were  military 
roads.  The  French  road  system  was  admirably  adapt- 
ed to  be  used  for  military  purposes.  This  can  be  illus- 
trated by  a  few  figures : 

France  had,  when  the  war  started,  over  371,000 
miles  of  macadam  road.  These  roads  had  been  built 
for  many  years ;  they  were  all  graded,  with  founda- 
tions where  necessary,  and  all  had  adequate  drainage. 
Virtually  all  had  a  hardened  surface  of  waterbound 
macadam,  though  a  certain  percentage  had  been  built 
with  a  bituminous  surface. 

There  were  about  32,000  miles  of  national  or  depart- 
mental highways,  or  about  10  per  cent.-  of  the  whole. 
These  main  arteries  connected  all  the  more  important 
cities  and  villages  with  a  network  of  main  highways 
through  the  whole  of  France.- 

The  width  of  the  "Route  Nationale,"  including 
ditches,  was  60  feet ;  the  macadam  surface  was  usually 
24  ft.  wide,  with  about  15  ft.  of  graded  road  on  each 
side  and  then  a  ditch.  The  "Route  Departmentale" 
was  about  42  ft.  in  width,  with  a  macadam  surface 
usually  about  18  ft.  wide. 

Secondary  Roads 

There  were  also  over  107,000  miles  of  road  of  sec- 
ondary importance,  what  might  be  called  cotmty  roads, 
connecting  all  the  little  towns,  villages  and  hamlets. 


There  were  47,500  miles  of  road  that  were  perhaps  of 
interest  to  two  or  more  towns.  These  roads  were 
graded  about  30  ft.  in  width,  including  ditches.  Then 
there  were  about  184,000  miles  of  what  might  be  called 
ordinary  country  roads. 

The  roads  of  the  least  importance  had  a  macadam 
surface  about  9  ft.  in  width,  but  were  graded  27  ft.  in 
width. 

So  far  as  I  can  learn,  it  was  this  road  system  which 
enabled  the  armies  of  France  to  stem  the  German 
armies'  rush  on  Paris,  and  to  throw  them  back  to 
where  the  trenches  were  first  made. 

France  has  been  so  well  supplied  with  roads  in 
most  of  the  sections  on  the  battle  line  that  it  has  been 
unnecessary  to  build  very  many  more,  except  in  par- 
ticular places.  The  big  problem  has  been  to  keep  up' 
and  maintain  what  they  had,  with  the  tremendous 
traffic  that  had  to  go  continuously  over  them. 

In  a  few  instances,  when  the  battle  line  became 
established  certain  roads  and  cross  roads  were  so 
located,  for  instance,  near  Verdun,  that  they  were 
easily  visible  and  subject  to  shell  fire.  Therefore,  a 
few  miles  of  road  have  been  relocated  on  the  lee  side 
of  the  hills  where  they  were  out  of  sight  of  the  Ger- 
man batteries  and  relatively  safe  from  shell  fire. 

Maintenance  Under  Tremendous  Traffic 

The  traffic  has  been  so  tremendous  that  naturally 
the  roads  have  been  very  rapidly  worn  out,  and  as 
they  had  to  be  kept  in  continuous  use,  certainly  when- 
ever that  particular  section  of  the  battle  line  was  active, 
it  was  impossible  to  do  more  than  throw  material  onto 
the  road  and  allow  the  traffic  to  roll  it  down. 

When  divisions  have  to  be  moved  the  utmost  capa- 
city of  the  main  roads  is  required  for  the  trucks,  ar- 
tillery, etc.,  and  the  slow-moving  trucks  and  the  light 
motor  ambulances  and  other  motor  vehicles  have  to 
take  longer  routes  on  the  roads  of  less  importance, 
so  that  these  country  roads  have  been  absolutely  neces- 
sary during  the  war. 

The  slow-moving  horse-drawn  vehicles  are  required 
to  hug  the  shoulders  of  the  road,  the  fleets  of  motor 
trucks  pounding  steadily  by  in  the  middle,  spaced 
about  50  ft.  apart,  travelling  at  from  12  to  15  miles 
an  hour. 

During  the  attack  at  Verdun,  the  Bar-le-Duc-Ver- 
dun  road,  about  50  miles  in  length,  had  to  carry  a  con- 
tinuous procession  of  about  5,000  motor  trucks  every 
24  hours. 

The  roads  were  kept  constantly  in  repair  by  put- 
ting on  broken  stone  wherever  it  could  be  obtained, 
though,  of  course,  when  any  serious  large  break  in  the 
road  occurred  it  had  to  be  filled  with  any  material 
available,  quite  often  stone  from  the  foundations  of 
buildings,  brick  and  other  material. 

Whenever  there  was  a  lull  and  it  was  possible  to 
put  the  roads  into  better  condition,  it  has  usually  been 
done  by  scarifying  by  hand  and  building  half  the  road 
surface,  possibly  1  or  2  inches  in  depth,  of  broken 
stone,  in  some  localities  obtained  by  rail  but  usually 
from  some  local  stone  supply,  or  the  stone  taken  from 
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the  villages  where  the  buildings  had  been  destroyed. 
The  stone  has  been,  broken  up  by  hand,  either  at  the 
source  of  supply  or  on  the  side  of  the  road,  and  when 
it  was  possible  steam  rollers  have  been  used  to  con- 
solidate it. 

When  the  actual  fighting  is  going  on  it  has  had  to 
be  shoveled  in  from  the  roadside  and  allowed  to  com- 
pact under  traffic,  which  it  does  very  rapidly  in  wet 
weather.  Occasionally  clay  or  dirt  has  been  used  to 
help  it  hold. 

Army  Roads  in  Charge  of  Experienced  Engineer 

The  experienced  road  builder  of  executive  ability 
has  found  his  place  in  this  war.  The  roads  back  of  the 
English  army  are  being  built  and  cared  for  under  the 


direction  of  Brig. -Gen.  H.  P.  Maybury,  who  was  one 
of  the  English  county  engineers  and  was  afterward 
one  of  the  engineers  on  the -Road  Board  in  England; 
and  he  has  under  him,  in  charge  of  the  road  work,  ex- 
perienced men.  One  of  these  men,  formerly  with  one 
of  our  large  companies,  is  now  a  lieutenant-colonel. 
Back  of  one  of  the  British  armies  this  engineer  has  had 
charge  of  the  roads  for  two  years,  and  has  had  from 
10,000  to  12,000  men  working  on  them  constantly. 
Twenty-five  or  thirty  per  cent,  of  these  have  been  Ger- 
man prisoners. 

In  order  to  keep  the  roads  merely  passable  they 
have  had  to  vise  up  to  2,000  tons  of  metal  a  day.  Broken 
stone  costs  $7.50  a  ton.  It  isn't  a  question  of  cost, 
however ;  it  is  a  question  of  keeping  the  traffic  going. 


Chicago's  Revised  Flat  Slab  Ruling 

Original  Ghieago  Code,  an  Accepted  Standard,  Has  Been  Amended 
in  the  Light  of  Three  Years'  Experience  with  This  Type  of  Building 


BECOMING  effective  on  January  1,  1918,  a  re- 
vised ruling  on  the  design  of  reinforced  con- 
crete flat-slab  construction  has  been  issued  by 
Charles  Bostrom,  commissioner  of  buildings, 
Chicago.  The  original  "Chicago  Ruling,"  which  was 
put  into  efifect  three  years  ago,  has  been  widely  ac- 
cepted as  a  standard  method  of  computing  for  the 
flat-slab  system  and  recognized  as  perhaps  the  leading 
code  on  this  type  of  construction.  As  buildings  of 
the  girderless  type  h-ave  gained  in  favor,  experience 
has  shown  the  need  for  some  modifications,  mainly 
in  form  or  in  enlargement  of  scope.  The  amended 
ruling,  therefore,  has  been  produced  to  include  the 
most  up-to-date  information  on  the  subject.  Owing 
to  ,the  interest  the  Chicago  ruling  has  for  all  design- 
ers of  flat-slab  buildings,  we  reproduce  it  in  full  here- 
with : 

Definitions 

1.  Flat  slabs  as  understood  by  this  ruling  are  rein- 
forced concrete  slabs,  supported  directly  on  reinforced 
columns  with  or  without  plates  or  capitals  at  the  top, 
the  whole  construction  being  hingeless  and  monolithic 
without  any  visible  beams  or  girders.  The  construc- 
tion may  be  such  as  to  admit  the  use  of  hollow  panels 
in  the  ceiling  or  smooth  ceiling-  with  depressed  panels 
in  the  floor. 

2.  The  column  capital  shall  be  defined  as  th^  grad- 
ual flaring  out  of  the  top  of  the  column  without  any 
marked  of¥set. 

3.  The  drop  panel  shall  be  defined  as  a  square  or 
rectangular  depression  around  the  column  capital  ex- 
tending below  the  slab  adjacent  to  it. 

4.  ' The  panel  length  shall  be  defined  as  the  dis- 
tance c.  to  c.  of  columns  of  the  side  of  a  square  panel, 
or  the  average  distance  c.  to  c.  of  columns  of  the  long 
and  short  sides  of  a  rectangular  panel. 

Columns 

5.  The  least  dimension  of  any  concrete  column 
shall  be  not  less  than  one-twelfth  the  panel  length,  nor 
one-twelfth  the  clear  height  of  the  column.- 

Slab  Thickness 

6.  The  minimum  total  thickness  of  the  slali  in 
inches  shall  be  determined  by  the  formula  :  t  =  V  ■W/44 
(=  square  root  of  W  divided  by  44),  where  t  —  total 


thickness  of  slab  in  inches,  W  =  total  live  load  and 
dead  load  in  pounds  on  the  panel,  measured  c.  to  c.  of 
columns. 

7.  In  no  case  shall  the  thickness  be  less  than  1/32 
of  the  panel  length  (L/32)  for  floors,  nor  1/40  of  the 
panel  length  (L/40)  for  roofs  (  L  being  the  distance  c. 
to  c.  of  columns  J. 

8.  In  no  case  shall  the  thickness  of  slab  be  less  than 
6  in.  for  floors  or  roofs. 

Column  Capital 

9.  When  used  the  diameter  of  the  column  capital 
shall  be  measured  where  its  vertical  thickness  is  at 
least  V/2  in.,  and  shall  be  at  least  0.225  of  the  panel 
length. 

The  slope  of  the  column  capital  shall  nowhere  make 
an  angle  with  the  vertical  of  more  than  45  degrees. 
Special  attention  shall  be  given  to  the  design  of  the 
column  capital  in  considering  eccentric  loads  and  the 
efl:'ect  of  wind  upon  the  structure. 

Drop  Panel 

10.  When  used,  the  drop  panel  shall  be  square  or 
circular  for  square  panels  and  rectangular  or  elliptical 
for  oblong  panels. 

11.  The  length  of  the  drop  shall  not  ])e  less  than 
one-third  of  the  panel  length  (L/3)  if  square,  and  not 
less  than  one-third  of  the  long  or  short  side  of  the 
panel  respectively  if  rectangular. 

12.  The  depth  of  the  drop  panel  shall  be  determined 
by  computing  it  as. a  beam,  using  the  negative  moment 
over  the  column  capital  specified  elsewhere  in  this  rul- 
ing. 

13.  In  no  case,  however,  shall  the  dimensions  of 
the  drop  panel  be  less  than  required  for  punching  shear 
along  its  perimeter,  using  the  allowable  unit  shearing 
stresses  specified  below. 

Shearing  Stresses 

14.  The  allowable  unit  punching  shear  on  the  peri- 
meter of  the  column  capital  shall  be  3/50  of  the  ulti- 
mate compressive  strength  of  the  concrete  as  given  in 
section  533  of  the  building  ordinance.  The  allowable 
unit  shear  on  the  perimeter  of  the  drop  panel  shall  be 
0.03  of  the  ultimate  compressive  strength  of  the  con- 
crete.   In  computing  shearing  stress  for  the  purpose 
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of  determining  the  resistance  to  diagonal  tension  the 
method  specified  by  the  ordinance-  shall  be  used. 

Panel  Strips 

15.  l-"or  the  purpose  of  establishing  the  bending 
moments  and  the  resisting  moments  of  a  square  panel 
the  i)anel  shall  be  divided  into  strips,  known  as  strip 
.\  and  stri])  11.  Strif)  A  shall  include  the  reinforce- 
ment and  slab  in  a  width  extending  from  the  centre 
line  of  the  columns  for  a  distance  each  side  of  this 
centre  line-  equal  to  one-quarter  of  the  panel  length. 
Stri])  1!  shall  include  the  reinforcement  and  slab  in 
the  half  width  remaining-  in  the  centre  of  the  panel.  At 
right  angles  to  these  strips  the  panel  shall  ])e  divided 
into  similar  strips  A  and  B,  having'  the  same  widths 
and  relations  to  the  centre  line  of  the  columns  as  the 
above  strips.  These  .strips  shall  be  for  designing  pur- 
poses only,  and  are  not  intended  as  the  ])oundary  lines 
of  any  bands  of  steel  used. 

16.  These  strips  shall  apply  to  the  system  of  rein- 
forcement in  which  the  reinforcing  bars  are  placed 
parallel  and  at  right  angles  to  the  centre  line  of  the 
columns,  hereinafter  known  as  the  two-way  system, 
and  also  to  the  system  of  reinforcement  in  which  the 
reinforcing  bars  are  placed  parallel,  at  right  angles  to 
and  diagonal  to  the  centre  line  of  the  columns  herein- 
after known  as  the  four-way  system. 

17.  Any  other  system  of  reinforcement  in  which 
the  reinforcing-  bars  are  placed  in  circular,  concentric 
rings  and  radial  bars,  or  .systems  with  steel  rods 
arrang'ed  in  any  manner  whatsoever,  shall  comply  with 
the  requirements  of  either  the  two-way  or  the  four- 
way  system  herein  specified. 

Bending  Moment  Coefficients,  Interior  Panel, 
Two-way  System 

18.  In  ])anels  where  standard  drops  and  column 
capitals  are  used  as  above  specified,  the  negative 
l)ending-  moment,  taken  at  a  cross  section  of  each  strip 
A  at  the  end  of  the  column  capital  or  over  it,  shall  be 
taken  as  WT/30. 

19.  The  positive  liending  moment  taken  at  a  cross- 
section  of  each  strip  .V  midway  between  column  cen- 
tres shall  l)e  taken  as  \yh/60.  * 

20.  The  positive  bending  moment  taken  at  a  cross- 
section  of  each  strip  1!  in  tlie  middle  of  the  panel  shall 
be  taken  as  WL/120. 

21.  The  negative  Ijending  moment  taken  at  a  cross- 
section  of  each  strip  15  (;n  the  centre  line  of  the  columns 
.shall  be  taken  as  WL/120. 

22.  In  the  formulas  hereinabove  given  W  —  total 
live  and  dead  load  on  the  whole  panel  in  pounds,  L  = 
panel  length,  c.  to  c.  of  columns. 

Bending  Moment  Coefficients,  Interior  Panel, 
Four-way  System. 

23.  In  ])anels  where  standard  drops  and  column 
capitals  are  used  as  above  .specified,  the  negative 
Ijending  moment,  taken  at  a  cross-section  of  each  stri]) 
.\  at  the  edge  of  cohunn  capital  or  over  it,  shall  ])e 
taken  as  WL/30. 

24.  The  positive  bending  moment  taken  at  a  cross- 
section  of  each  strip  A,  midwav  ])etwcen  column  cen- 
tres, shall  be  taken  as  WL/SO." 

23.  The  positive  bending  mcjuicnl,  taken  at  a  cro^,-.- 
sec<inn  of  each  slrij)  !!.  taken  in  the  middle  of  llu- 
l)anei,  shall  l)e  taken  as  WL/12(). 

2().  The  negative  bending  inoiiiciil,  taken  at  a  cr(is> 
section  of  each  strij)  15  on  the  centre  line  of  the  col- 
umns, shall  be  taken  as  WL/120. 


Bending  Moment  Coefficients,  Wall  Panels 

27.  Where  wall  panels  with  standard  drops  and 
capitals  are  carried  by  columns  and  girders  built  in 
walls,  as  in  skeleton  construction,  the  same  coefficients 
shall  l^e  used  as  for  an  interior  panel,  except  as  fol- 
lows: The  positive  bending  moments  on  strips  A  and 
1>  midway  between  wall  and  first  line  of  columns  shall 
be  increased  25  per  cent. 

28.  Where  wall  panels  are  carried  on  new  brick 
walls  these  shall  be  laid  in  portland  cement  mortar, 
and  shall  be  stiffened  with  pilasters  as  follows :  If  a 
16  in.  wall  is  used,  it  shall  have  a  4  in.  pilaster;  if  a  12 
in.  wall  is  used,  it  shall  have  an  8  in.  pilaster.  The 
length  of  pilasters  shall  be  not  less  than  the  diameter  of 
the  column,  nor  less  than  one-eighth  of  the  distance  be- 
tween pilasters.  The  pilasters  shall  be  located  oppo- 
site the  columns  as  nearly  as  practicable,  and  shall  be 
corbeled  out  4  in.  at  the  top,  starting  at  the  level  of  the 
base  of  the  column  capital.  Not  less  than  8  in.  bearing- 
shall  be  provided  for  the  slab,  the  full  length  of  wall. 

The  coefficients  of  bending  moments  required  for 
these  panels  shall  be  the  same  as  those  for  the  interior 
panels  except  as  provided  herewith :  The  positive  bend- 
ing momen,ts  on  strips  A  and  B  midway  between  the 
wall  and  first  line  of  columns  shall  be  increased  50  j^er 
cent. 

29.  Wliere  wall  panels  are  supported  on  old  brick 
walls  there  shall  be  columns  with  standard  drops  and 
capitals  built  against  the  wall,  which  shall  be  tied  to 
the  same  in  an  approved  manner,  and  at  least  an  8  in. 
l)earing  provided  for  the  slab,  the  full  length.  Where 
this  is  impracticable  there  shall  be  built  a  beam  on  the 
underside  of  slab,  adjacent  to  the  wall  between  col- 
umns, strong  enough  to  carry  25  per  cent,  of  the  panel 
load. 

The  coefficients  of  bending  moments  for  the  two 
cases  of  slab  support  herein  described  shall  be  the 
same  as  those  specified  in  Section  27  and  Section  28 
for  skeleton  and  wall  bearing  condition  respectively. 

30.  Nothing  specified  above  shall  be  construed  as 
applying  to  a  case  of  slabs  merely  resting  on  walls  or 
ledges,  without  any  condition  of  restraint.  These  shall 
bt  figured  as  in  ordinary  beam-and-girder  construc- 
tion specified  in  the  ordinances. 

Bending  Moment  Coefficients,  Wall  and  Interior 
Columns 

31.  Wall  columns  in  skeleton  construction  shall  be 
designed  to  resist  a  bending  moment  of  WL/60  at 
floors  and  WL/30  at  roof.  The  amount  of  steel  re- 
quired for  this  moment  shall  be  independent  of  that 
required  to  carry  the  direct  load.  It  shall  be  placed 
as  near  the  surfaces  of  the  column  as  practicable  on 
the  tension  sides,  and  the  rods  shall  be  continuous  in 
crossing-  from  one  side  to  another.  The  length  of  rods 
below  the  base  of  the  capital  and  above  the  floor  line 
shall  be  sufficient  to  develop  their  strength  through 
bond,  l)ut  not  less  than  40  diameters,  nor  less  than 
one-tiiird  the  clear  height  between  the  floor  line  and 
the  base  of  the  column  capital. 

32.  The  interior  columns  must  ])e  analyzed  for  the 
worst  condition  of  unlialanced  loading.  It  is  the  in- 
tention of  this  ruling  to  cos  er  ordinary  cases  of  eccen- 
tric loads  on  the  columns  by  the  requirement  of  Sec- 
tion .-1.  Where  the  minimum  size  of  column  therein 
s|)ecified  is  f(jund  insufficient,  however,  the  effect  of  the 
resulting  bending  moment  shall  be  ])roi)erly  divided 
between  the  adjoining  slab  and  the  columns  al>ove  and 
below  according  to  best  jjrinciples  of  engineering,  and 
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the  columns  enlarged  sufficiently  to  carry  the  load 
safely. 

Bending  Moment  Coefficients,  Panels  Without  Drops, 
or  Capitals,  or  Both 

33.  In  square  panels  where  no  column  capital  or 
no  depressions  are  used  the  sum  total  of  positive  and 
negative  bending-  moments  shall  be  equal  to  that  com- 
puted by  the  following-  formula: 

B.M.  =  (WL/8)  (1.53  —  4k  +  4.18k^'j 

where 

B.M.  =  Numerical  sum  of  positive  and  negative 
bending-  moments,  regardless  of  alge- 
braic signs. 

W  =  Total  live  and  dead   load   on  the  whole 
panel ; 

L  =  Length  of  side  of  a  square  panel,  c.  to  c.  of 
columns ; 

k  =  Ratio  of  the  radius  of  the  column  or  col- 
umn capital  to  panel  length,  L. 
This  total  bending"  moment  shall  be  divided  be- 
tween the  positive  and  the  negative  moments  in  the 
same  proportion  as  in  the  typical  square  panels  for 
two-way  or  four-way  systems  specified  above  for  in- 
terior and  wall  panels  respectively. 

Point  of  Inflection 

34.  For  the  purpose  of  making-  the  calculations  of 
the  bending-  moment  at  the  sections  away  from  the 
column  capital,  the  point  of  inflection  shall  be  con- 
sidered as  being-  one-quarter  the  distance  c.  to  c.  of 
columns,  both  crosswise  and  diagonally,  from  the  cen- 
tre of  the  column. 

Tensile  Stress  in  Steel  and  Compressive  Stress  in 
Concrete 

35.  The  tensile  stress  in  steel  and  the  compres- 
sive stress  in  the  concrete  to  resist  the  l)ending-  mo- 
ment shall  be  calculated  on  the  basis  of  the  reinforce- 
ment and  slab  in  the  width  included  in  a  given  strip, 
and  according-  to  the  assumptions  and  requirements 
given  in  Sections  532-535,  inclusive,  of  the  building- 
ordinance.  The  steel  shall  be  considered  as  being  con- 
centrated at  the  centre  of  gravity  of  all  the  bands  of 
steel  in  a  given  strip. 

36.  For  the  four-way  system  of  reinforcement  the 
amount  of  steel  to  resist  the  negative  bending-  moment 
ovej  the  support  in  each  strip  A  shall  be  taken'  as  the 
sum  of  the  areas  of  steel  in  one  cross-band  and  one 
diagonal  band.  The  amount  of  steel  to  resist  the  posi- 
tive bending  moment  of  each  strip  B  shall  be  consid- 
ered as  the  area  of  the  steel  in  a  diagonal  band.  The 
amount  of  steel  to  resist  the  positive  bending  moment 
in  each  strip  A  shall  be  considered  as  the  area  of  the 
steel  in  a  cross  band,  and  the  amount  of  steel  to  resist 
the  negative  moment  in  each  strip  B  shall  be  the  steel 
included  in  the  width  of  strip  B. 

37.  For  the  two-way  system  of  reinforcement  the 
amount  of  steel  to  resist  the  bending  moment  in  any 
strip  shall  be  considered  as  the  area  of  steel  included 
in  the  width  of  the  strip. 

38.  In  both  systems  of  reinforcement  the  com- 
pressive stress  in  the  concrete  in  any  strip  shall  be  cal- 
culated by  taking-  the  area  of  steel  considered  for  each 
strip  and  applying  it  in  a  beam  formula  based  on  the 
principles  of  Section  535  of  the  building-  ordinance. 

39.  Where  drop  panels  are  used,  the  width  of  ])eam 
assumed  to  resist  the  compressive  stresses  over  the 
column  capital  shall  be  the  width  of  the  drop. 

40.  The  width  of  beam,  where  no  drop  panels  are 
used,  shall  be  the  width  of  steel  bands.    Where  this  is 


f(jund  insufficient,  the  area  shall  be  increased  by  intro- 
ducing compression  steel  in  the  bottom  of  slab. 

Rectangular  Panels 

41.  W  hen  the  length  of  panel  in  eitlier  two-way 
or  hnir-way  system  does  not  exceed  the  iM'eadth  by 
more  than  5  per  cent.,  all  computations  shall  be  based 
on  a  square  panel  whose  side  equals  the  mean  of  the 
length  and  breadth,  and  the  steel  equally  distributed 
among  the  strips  according  to  the  coefficients  above 
specified. 

42.  In  no  rectangular  panel  shall  the  length  exceed 
the  breadth  by  more  than  one-third  of  the  latter. 

Rectangular  Panels,  Four-way  System 

43.  In  the  four-way  system  of  reinforcement,  where 
length  exceeds  breadth  ])y  more  than  5  per  cent.,  the 
amount  of  steel  required  in  strip  A,  long  direction, 
both  positive  and  negative,  shall  be  the  same  as  that 
required  for  the  same  strip  in  a  square  panel  whose 
length  is  equal  to  the  long  side  of  the  rectangular 
panel. 

44.  The  amount  of  steel,  strip  A,  short  direction, 
])ositive  and  negative,  shall  be  the  same  as  that  re- 
quired for  the  same  strip  in  a  square  panel,  whose 
length  is  equal  to  the  short  side  of  the  rectangular 
panel. 

45.  The  amount  of  steel  in  strip  B,  positive  and 
negative,  shall  be  the  same  as  that  required  for  simi- 
lar strip  in  a  square  panel  whose  length  is  equal  to  the 
mean  of  tlie  long  and  the  short  side  of  the  rectangular 
])anel. 

46.  In  no  case  shall  the  amount  of  steel  in  the  short 
side  be  less  than  two-thirds  of  that  required  for  the 
long-  side. 

Rectangular  Panels,  Two-way  System 

47.  In  the  two-way  system  of  reinforcement  the 
amount  of  steel  required  for  the  positive  and  the  nega- 
tive moment  of  each  strip  A  shall  be  determined  in 
the  same  manner  as  indicated  for  the  four-way  system 
above. 

48.  The  amount  of  steel  in  strip  B,  positive  and 
negative,  running  in  short  direction,  shall  be  equal  to 
that  required  for  the  same  strip  in  a  square  panel 
whose  length  equals  the  long-  side  of  the  rectangular 
panel. 

49.  The  amount  of  steel  in  strip  B,  long  direction, 
positive  and  negative,  shall  be  equal  to  that  required 
for  the  same  strip  in  a  square  panel,  whose  length 
equals  the  short  side  of  the  rectangular  panel. 

50.  In  no  case  shall  the  amount  of  steel  in  strip  B, 
long  direction,  be  less  than  two-thirds  of  that  in  the 
short  direction. 

Walls  and  Openings 

51.  Girders  and  beams  shall  l)e  constructed  under 
walls,  around  openings,  and  to  carry  concentrated 
loads. 

Spandrel  Beams 

52.  The  spandrel  beams  or  girders  shall,  in  addi- 
tion to  their  own  weight  and  the  weight  of  the  span- 
drel wall,  be  assumed  to  carry  20  per  cent,  of  the  wall 
panel  load  uniformly  distributed  upon  them. 

Placing  of  Steel 

53.  In  order  that  the  slab  bars  shall  be  maintained 
in  the  position  shown  in  the  design  during  the  work  of 
piiuring-  the  slab,  spacers  and  supimrts  shall  be  pro- 
\  ided  satisfactory  to  the  commissioner  of  buildings.  All 
bars  sliall  be  secured  in  place  at  intersections  by  wire 
or  t>ther  metal  fastenings.  In  no  case  shall  the  spac- 
ing of  the  bars  exceed  9  in.    The  steel  to  resist  the 
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negative  moment  in  each  strip  B  shall  extend  one- 
quarter  of  the  panel  length  beyond  the  centre  line  of 
the  columns  in  both  directions. 

54.  Splices  in  bars  may  be  made  wherever  conven- 
ient, but  preferably  at  points  of  minimum  stress.  The 
length  of  splice  beyond  the  centre  point,  in  each  direc- 
tion, shall  not  be  less 'than  40  diameters  of  the  bars  nor 
less  than  2  ft.  The  splicing  of  adjacent  bars  shall  be 
avoided  as  far  as  possible. 

55.  Slab  bars  which  are  lapped  over  the  column,  the 
sectional  area  of  both  being  included  in  the  calcula- 
tions for  negative  moment,  shall  extend  not  less  than 
0.25  of  the  panel  length  for  cross  bands  and  0.35  of  the 
panel  length  for  diagonal  bands,  beyond  the  column 
centre. 

Computations 

56.  Complete  computations  of  interior  and  wall 
panels  and  such  other  portions  of  the  building  as  may 
be  required  by  the  commissioner  of  buildings  shall  be 
left  in  the  office  of  the  commissioner  of  buildings  when 
plans  are  presented  for  approval. 

Test  of  Workmanship 

57.  The  commissioner  of  buildings-  or  his  repre- 
sentative may  choose  any  two  adjacent  panels  in  the 
building  for  the  purpose  of  ascertaining  the  character 
of  workmanship.  The  test  shall  not  be  made  sooner 
than  the  time  required  for  the  cement  to  set  thor- 
oughly, nor  less  than  six  weeks  after  the  concrete  has 
been  poured. 

58.  All  deflections  under  test  load  shall  be  taken  at 
the  centre  of  the  slab,  and  shall  be  measured  from  the 
normal  unloaded  position  of  the  slab.  The  two  panels 
selected  shall  be  uniformly  loaded  over  their  entire 
area  with  a  load  equal  to  the  dead  load  plus  twice  the 
liA'e  load,  thus  obtaining  twice  the  total  design  load. 
The  load  shall  remain  in  place  not  less  than  24  hours. 
If  the  total  deflection  in  the  centre  of  the  panel  under 
the  test  load  does  not  exceed  1/800  of  the  panel  length 
the  slab  may  be  placarded  to  carry  the  full  design  live 
load.  If  it  exceeds  this  amount  of  deflction,  and  re- 
covers not  less  than  80  per  cent,  of  the  total  deflection 
within  seven  days  after  the  load  is  removed^  the  slab 
may  be  placarded  to  carry  the  full  design  live  load.  If 
the  deflection  exceeds  the  allowable  amount  above 
specified,  and  the  recovery  is  less  than  80  per  cent,  in 
seven  days  after  the  removal  of  the  test  load,  other 
tests  shall  be  made  on  the  same  or  other  panels,  the 
results  of  which  will  determine  the  amount  of  live  load 
the  slabs  will  be  permitted  to  carry. 

General 

59.  Tlie  design  and  execution  of  the  work  shall  con- 
form to  the  general  provisions  and  the  spirit  of  the 
Chicago  iSuilding  Ordinances  in  points  not  covered  by 
this  ruling  and  t(j  the  best  engineering  practice  in  gen- 
eral. 

Enforcement 

60.  This  ruling  shall  go  into  efl:'ect  on  and  after 
January  1,  1918.  All  previous  rulings  on  flat  slabs  are 
hereby  rescinded. 


Tests  to  Determine  Loss  of  Heat 
By  Radiation 

Ql'ITiC  a  unique  test  for  determining  loss  of  heat 
by  radiation  from  boiler  settings  and  steam 
drums  has  been  run  by  Mr.  C.  A.  Eastwood, 
Sui)erintendent  of  Station  A,  Pacific  Gas  and 
Electric  Com])any,  San  l^'rancisco,  Cal.    1^'or  his  experi- 
ment Mr.  Eastwood  selected  a  560  h.p.  B  &  W  boiler, 


the  steam  drums  of  which  were  covered  with  one 
course  of  common  brick.  A  rectangular  can  contain- 
ing a  measured  quantity  of  water  Avas  placed  on  top 
of  one  drum  and  the  boiler  was  run  at  its  rated  capa- 
city for  a  period  of  three  days.  During  this  time  the 
rise  in  temperature  of  the  water  was  carefully  noted, 
and  with  these  data  it  was  a  comparatiA^ely  simple 
matter  to  determine  (a)  the  amount  of  heat  radiated 
per  sciuare  foot  of  surface  per  hour;  (b)  the  amount 
of  heat  radiated  from  the  total  exposed  area  of  the 
drums;  and  (c)  the  quantity  of  fuel  which  was  being 
burned  to  make  up  for  this  loss.  Mr.  Eastwood's  fig- 
ures showed  that  the  loss  totalled  390  barrels  of  oil 
per  year. 

63  Per  Cent.  Saving  with  Insulating  Brick 

To  determine  how  much  of  this  fuel-loss  could 
be  saved  by  the  use  of  an  effective  heat  insulating 
material,  one  2y^-'mch.  course  of  Nonpareil  Insulating 
Brick,  manufactured  by  the  Armstrong  Cork  &  Insula- 
tion Company,  Pittsburgh,  Pa.,  Avas  then  placed  on 
top  of  the  common  brick  covering,  and  readings  were 
taken  as  in  the  preceding  tests.  The  result  showed 
that  Avith  the  insulating  brick  in  place  the  loss  of  heat 
amounted  to  only  144  barrels  of  oil  per  year — a  saving 
of  246  barrels,  or  63  per  cent.  With  oil  costing  only 
70  cents  per  barrel,  the  saving  amounted  to  $172.20 
per  year — more  than  enough  to  pay  for  the  cost  of  the 
insulating  brick  and  the  labor  required  for  installing 
them. 

In  considering  these  figures,  there  are  two  points  in 
connection  with  them  that  should  not  be  overlooked  : 
First,  the  total  amount  of  heat  loss  represents  that 
radiated  from  the  steam  drums  alone ;  second,  only  2j^ 
inches  of  insulating  brick  were  used.  Had  the  radia- 
tion from  the  exposed  boiler  walls  been  included  as 
well,  the  total  heat-loss  would  have  been  greatly  in- 
creased. Furthermore,  if  the  common  brick  had  been 
removed  entirely  and  replaced  Avith  a  course  of  in- 
sulating brick  set  on  edge,  giving  4j4  inches  of  insula- 
tion instead  of  2^  inches,  a  still  greater  saving  would 
have  been  effected,  since  these  brick,  the  manufacturers 
state,  are  ten  times  better  heat  insulators  than  either 
common  brick  or  fire  brick. 


Mr.  Hawken,  Ontario  Representative 
Dominion  Paint  Works 

To  cope  with  the  increase  of  their  business,  the 
Dominion  Paint  Works,  Limited,  have  appointed  Mr. 
Arthur  J.  S.  HaAvken  as  Ontario  representative.  Mr. 
Hawken  is  a  native  of  Toronto,  the  son  of  the  late 
James  Hawken,  of  the  Manning  Estate.  His  old  friends 
Avill  remember  him  as  an  active  member  of  the  Toronto 
Canoe  Club  and  of  the  Queen's  Oavu  Rifles. 

Mr.  Hawken  has  latterly  been  located  in  Mont- 
real, Avhere  he  joined  the  Victoria  Rifles  and  for  the 
last  six  months  has  been  acting  adjutant  of  the  bat- 
talion under  Lieut. -Col.  B.  G.  Winans.  He  will  now 
have  his  headquarters  in  Toronto  at  the  offices  of  the 
company  in  the  Lumsden  Building,  along  with  Mr.  E. 
L.  Warner,  the  sales  manager  for  the  company. 


Officers  of  Calgary  Branch  C.S.  C.  E. 

At  the  annual  meeting  of  the  Calgary  Branch  of 
the  Canadian  Society  of  Civil  Engineers,  held  on  De- 
cember 1,  officers  for  the  ensuing  year  Avere  elected  as 
follows:  Chairman,  William  Pearce ;  secretary-treas- 
urer, C.  M.  Arnold;  executive  committee,  S.  (i.  Porter, 
A.  S.  Chapman  and  H.  Sidenius. 
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Methods  Employed  in  the  Construction  of  a 

Siphon  Tunnel 


THE  siphon  tunnel  discussed  in  this  article  is  one 
of  three  large,  concrete,  double-deck  siphons 
included  in  the  construction  of  the  new  inter- 
cepting sewer  system  being  built  for  the  city 
of  Milwaukee,  Wis.  In  addition  to  the  construction  of 
the  actual  intercepting  sewers,  a  complete  disposal 
plant  is  also  to  be  built,  the  entire  project  being  car- 
ried on  under  the  engineering  supervision  and  direc- 
tion of  the  Sewerage  Commission  of  the  city  of  Mil- 
waukee. All  work  on  this  tunnel  is  being  done  by 
the  John  F.  Casey  Engineering  and  Construction  Com- 
pany of  Pittsburgh  as  part  of  a  contract  awarded  them 
in  April,  1916.  The  following  discussion  is  limited  to 
a  general  description  of  the  siphon  tunnel  and  a  review 
of  the  constructional  methods  used  in  driving  and 
concreting,  but  contains  practictally  no  data  on  design. 

General 

The  intercepting  sewer  system  is  of  the  dual  type. 
For  purposes  of  general  design  the  city  was  divided 
into  four  watersheds,  each  drained  by  one  of  the  four 
watercourses  in  Milwaukee.  Since  each  of  these  areas 
included  lands  too  low  to  permit  sewage  to  be  delivered 
to  the  site  selected  for  the  disposal  plant  and  also 
areas  that  would  permit  a  gravity  flow  to  the  plant, 
the  high  and  low  level  intercepting  system  was  decided 
upon.  At  the  point  where  the  sewage  is  delivered  to 
this  siphon  tunnel  the  high-level  sewer  has  a  diameter 
of  72  inches,  and  the  low-level  sewer  is  48  inches  in 
diameter. 

The  sewage  is  delivered  to  the  siphon  at  a  drop 
shaft  located  at  the  corner  of  Fowler  and  W^st  Streets, 
at  a  point  128  feet  west  of  the  west  bank  of  the  Mil- 
waukee River  and  is  carried  to  a  riser  shaft  situated 
at  the  corner  of  Detroit  and  Broadway  Streets,  a  dis- 
tance of  604  feet  from  the  east  bank  of  the  river  and 
a  total  distance  of  1,015  feet  from  the  drop  shaft. 

Compressed  air  was  delivered  to  the  tunnel  im- 
mediately after  the  drop  shaft  was  sunk  and  was  used 
continuously  thereafter.  A  maximum  pressure  of  21 
lbs.  per  square  inch  was  required  during  the  early 
stages  of  the  work,  particularly  when  the  eye  of  the 
tunnel  was  being  cut,  while  an  average  pressure  of 
14  lbs.  was  sufficient  for  the  remainder  of  the  work. 

The  power  house  constructed  on  the  job  contains 
three  complete  motor-driven  compressor  units,  a  steam 
boiler  for  the  steam  pumps,  and  a  hydraulic  pressure 
machine.  The  Watson  Stillman  hydraulic  machine 
was  driven  by  a  30  h.p.  motor,  its  accumulator  -car- 
ried weights  from  10  to  15  tons  and  was  capable  of 
furnishing  a  pressure  up  to  5,000  lbs.  per  square  inch. 

The  Shafts 

The  site  at  West  Water  and  Fowler  vStreets  being 
definitely  chosen  for  the  sinking  of  the  drop  shaft, 
work  was  commenced  by  the  contractor  on  June  27, 
1916.  The  shaft  is  rectangular  in  shape,  has  bottom 
dimensions  of  23  ft.  x  23  ft.  and  is  16  ft.  square  on  the 
bottom.  It  is  excavated  to  a  depth  sufficient  to  give 
the  top  of  the  tunnel  an  elevation  of  minus  39.  The 
material  encountered  at  first  was  sand  and  stiff  clay, 
but  the  character  of  the  ground  encountered  at  lower 


depths  and  determinations  made  by  several  borings 
under  the  Milwaukee  River  indicated  that  below  minus 
39  it  was  probable  that  sand  and  gravel  would  con- 
stantly occur.  To  avoid  tunneling  in  this  material 
permission  was  granted  the  contractor  to  change  the 
elevation  of  the  top  of  the  tunnel  from  minus  50  to 
minus  39. 

The  shaft  was  driven  by  means  of  Lackawanna 
steel  sheathing.  After  the  first  set  of  28-ft.  x  14-in; 
sheathing  was  placed,  excavation  was  carried  on  to 
a  depth  of  —  18.00,  the  second  set  of  50-ft.  x  14-in. 
sheathing  was  then  arranged  to  form  a  complete  box 
16  ft.  square,  and  each  piece  was  driven  separately 
and  in  place,  insuring  a  tight,  compact  job.  When 
excavation  had  progressed  to  within  several  feet  of 
grade,  grout  pipes  were  driven  in  and  a  mushroom 
bottom  grouted  at  the  end  of  the  sheathing,  2.fter 
which  excavation  was  continued  to  grade  and  a  6-in. 
concrete  slab  poured.  A  cradle  for  the  hydraulic  shield 
was  now  constructed  on  the  bottom  of  the  shaft  and 
the  shield  erected  into  place.  A  timber  deck  was  then 
set  several  feet  above  the  top  of  the  shield,  and  the 
upper  part  of  the  shaft  was  immediately  concreted  in, 
all  the  steel  sheathing  being  left  in  place.  Air  locks 
were  now  set  in,  compressed  air  was  supplied  and  the 
eye  for  the  tunnel  was  cut  through  the  steel. 

The  inside  dimensions  of  the  riser  shaft,  which 
will  include  a  valve  chamber,  is  16-ft.  3-in.  x  17-ft.  9-in. 
and  was  driven  by  the  use  of  three  sets  of  timber 
sheathing.  The  outside  set  was  made  up  of  4-in.  x 
10-in.  timbers  driven  to  a  depth  of  9  ft.  This  was 
followed  by  a  box  of  4-in.  x  8-in.  timbers  driven  20  ft., 
and  the  inside  timbers  were  4-in.  x  8-in.  and  20  ft. 
long.  After  a  10-in.  slab  was  placed  on  the  bottom  of 
the  shaft,  forms  for  the  riser  section  of  the  36-in. 
sewer  were  put  in  and  concrete  was  poured  to  a  depth 
of  6  ft.  No  more  work  was  done  on  this  shaft  until 
the  shield  emerged  through  the  sheathing,  after  which 
the  wooden  forms  for  the  arch  transition  section  were 
set.  This  transition  section  converts  the  arch  section 
(or  high-level  sewer)  into  two  60-inch  circular  risers, 
one  of  which  will  connect  through  a  "Y"  special  into 
the  60-inch  high-level  sewer  on  Broadway  Street.  The 
other  60-inch  riser  of  the  transition  section  will  be 
temporarily  capped  and  made  available  for  future  con- 
nections. The  36-inch  riser  makes  connections  with 
the  low-level  concrete  68-in.  x  49-in.  sewer  on  Broad- 
way. 

During  all  driving  operations  a  2-inch  Nye  pump 
was  able  to  handle  all  seepage  in  the  riser  shaft,  while 
a  3-inch  Nye  pump  was  required  for  the  drop  shaft. 

Driving  the  Tunnel 

•  The  1,015-ft.  tunnel  which  connects  the  drop  and 
riser  shafts  was  driven  circular  in  shape,  with  an  out- 
side diameter  of  13  ft.  The  floor  of  the  tunnel  at  the 
drop  shaft  heading  is  49.09  ft.  below  water  level, 
whence  it  slopes  up  at  a  grade  of  .14  per  cent,  to  a 
point  beneath  the  east  shore  of  the  Milwaukee  River, 
where  the  grade  is  changed  to  3.2  per  cent.,  and  con- 
tinues at  this  grade  to  the  bottom  of  the  riser  shaft,  the 
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elevation  here  being  28.65  ft.  behnv  the  river  water 
level. 

The  tunnel  \va.^  excavated  by^neans  of  a  hydraulic 
shield,  which  was  9  ft.  6  in.  long  and  built  of  steel. 
Motive  power  was  applied  to  it  through  14  hydraulic 
jacks,  each  designed  to  carry  a  working  pressure  of 
6,000  lbs.  per  square  inch,  and  having  an  extension  of 
22  in.  Hydraulic  pressure  varying  from  2,800  to  5,000 
was  sufficient  to  push  the  shield  at  all  points  m  the 
tunnel.  After  100  ft.  of  tunnel  had  been  driven  a  steel 
airlock  of  two  chambers  was  constructed  and  securely 
concreted  into  place. 

As  the  shield  was  pushed  along  6-in.  x  8-in.  hard- 
wood and  4-in.  x  8-in.  yellow  pine  cants  w^ere  placed, 
the  hydraulic  jacks  being  pushed  directly  against  them. 
This  resulted  in  a  very  tight  job  of  the  timbering.  The 
muck  was  shoveled  into  3^-yard  collapsible  cars,  which 
were  pushed  out  through  the  material  lock,  led  onto  a 
hoist,  lifted  up  and  dumped  into  a  hopper  on  top  of 


nel  (a  monkey  drift)  was  now  started  from  the  riser 
shaft  and  carried  in  towards  the  shield.  Meanwhile 
driving  with  the  shields  from  the  inside  was  con- 
tinned,  and  when  only  18  ft.  of  the  marsh  clay  was 
left  between  the  heading  of  the  monkey  drift  and  the 
cutting  edge  of  the  shield  a  material  loss  of  compressed 
air  occurred.  The  bulkhead  door  was  now  closed,  the 
monkey  drift  was  driven  into  the  shield  and  the  shield 
was  driven  straight  ahead,  completely  "biting  off" 
the  smaller  tunnel.  When  the  shield  finally  reached 
the  riser  shaft  the  jacks  were  removed,  the  platform 
and  pockets  .cut  away,  and  the  shell  was  allowed  to 
remain  in  the  ground. 

The  character  of  the  material  encountered  varied, 
although  the  greater  portion  of  the  last  600  feet  was 
marsh  clay.  For  a  considerable  distance  underneath 
the  river  large  quantities  of  running  sand  and  gravel 
were  continually  met  with.  This  necessitated  a  con- 
stant breasting  of  the  face  at  the  cutting  edge  of  the 


Profile  of  siphon  tunnel. 


the  shaft  and  then  delivered  into  auto  trucks.  The 
shield  carried  a  platform  placed  on  springiine  and  a 
timber  platform  at  the  same  elevation  was  built  in 
the  tunnel  in  successive  sections  as  the  shield  was 
pushed  along.  Upon  this  platform  the  tracks  were 
laid,  which  greatly  facilitated  the  removal  of  muck 
by  allowing  the  cars  to  be  led  directly  into»the  shield. 
The  shield  was  also  divided  into  quadrants,  two  open- 
ings being  below  the  platform  and  two  above.  The 
two  miners  in  the  lower  part  of  the  shield  threw  their 
muck  onto  a  small  timber  platform,  which  was  set 
within  one  foot  of  the  bottom  of  the  tunnel  and  car- 
ried along  close  to  the  shield ;  here  it  was  relayed  by 
two  muckers  to  the  springiine  platform  and  then 
thrown  into  the  cars.  The  miners  in  the  upper  part 
of  the  shield  dumped  the  muck  directly  into  the  cars, 
or  threw  it  onto  the  tunnel  platform,  from  which  it 
was  thrown  into  the  cars. 

Checked  After  Each  Push 

After  each  push  a  check  was  made  upon  the  shield 
by  the  engineer  and  data  of  the  following  nature  were 
furnished  the  shield  operator:  (1)  Position  of  shield 
with  respect  to  center  line  of  tunnel;  (2)  horizontal 
lead;  (3)  vertical  lead;  and  (4),  grade;  With  this  in- 
formation, the  shield  operator  could  constantly  ad- 
just the  ])Osition  of  the  shield. 

After  the  tunneling  had  ])rogrcssed  to  a  point  some 
900  feet  from  the  drop  shaft  and  the  concrete  had  been 
ciirried  up  to  station  8+91,  a  steel  bulkhead  was  placed 
in  both  the  arch  and  circular  sections,  a  door  being 
left  in  the  arch  so  as  not  to  interfere  with  the  operation 
of  the  muck  cars  dviring  mining.    A  timbered  box  tun- 


shield,  but  when  the  end  of  the  river  was  reached 
and  a  change  of  grade  occurred  the  shield  gradually 
rose  out  of  the  sand  into  a  uniform  bed  of  marsh 
clay.  Practically  all  work  on  the  siphon  tunnel  was 
carried  on  24  hours  per  day,  employing  three  shifts 
of  17  men  each.  One  day's  mining  and  tim"^bering 
averaged  from  10  to  15  ft. 

Concreting 

The  concrete  work  on  the  siphon  tunnel  was  done 
in  three  distinct  stages ;  first,  the  bottom  was  placed, 
entirely  enclosing  the  36-inch  sewer,  the  top  of  the  pour 
being  7  inches  from  the  top  of  the  circular  forms ; 
the  arch  was  then  concreted  in,  and  finally  a  5-inch 
slab  was  laid  along  the  bottom  of  the  arch  section, 
making  the  total  distance  from  the  top  of  the  36-inch 
sewer  to  the  flow  line  of  the  upper  sewer  12  inches. 

In  placing  the  lower  sewer,  circular  steel  forms 
built  in  4-ft.  lengths  were  used.  The  sections  for  put- 
ting in  the  concrete  were  set  in  various  lengths,  usual- 
ly 47  ft.,  and  after  the  proper  reinforcing  steel  was 
set  the  section  was  closed  off  by  means  of  temporary 
timber  bulkheads,  on  which  were  placed  4-in.  x  6-in. 
keys.  Since  the  platform  built  during  the  mining- 
operations  was  entirely  clear  of  this  bottom  pour,  the 
^-yard  cars  of  concrete  could  be  brought  in  upon 
it  to  the  place  immediately  above  the  section  to  be 
concreted  and  the  concrete  dumped  directly  into  place. 
This  permitted  a  minimum  of  shoveling,  and  by  keep- 
ing two  spaders  continually  below  the  platform  a  well- 
tamped  concrete  job  was  secured.  A  4-inch  galvanized 
iron  pipe  was  carried  along  between  the  timbering 
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and  the  fcinns,  which  succeeded  in  draining  off  the 
water. 

In  concreting  the  arch,  hydraulic  pressed  steel 
forms  were  used.  Each  set  of  forms  making  an  arch 
section  of  the  correct  dimensions,  consisted  of  eight 
plates  and  one  pair  of  pressed  steel  ribs.  The  plates 
were  made  in  4-ft.  lengths  of  varying  widths  and  had 
steel  facings  with  laminated  wooden  backs.  The  forms 
were  set  up  in  16-ft.  sections,  most  of  the  steel  rein- 
forcing being  set  before  the  form  ribs  were  put  up, 
and  the  sections  were  closed  off  with  timber  bulk- 
heads similar  to  those  used  in  the  bottom.  By  putting 
up  the  wall  plates  in  single  rows  the  concrete  could  be 
conveniently  placed,  tamped  and  inspected.  Except 
for  the  two  top  key  plates,  each  row  of  plates  was 
clamped  in  as  soon  as  the  concrete  had  reached  the 
top  of  the  preceding  row,  but  in  "keying  up"  each 
4-ft.  section  was  entirely  completed  before  the  next  pair 
of  key  plates  were  put  up.  Two-inch  grout  pipes  were 
placed  through  the  concrete  in  the  top  of  the  arch 
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every  16  ft.,  grout  being  pumped  through  them  after 
all  the  rest  of  the  concreting  was  completed. 

After  the  bottom  sewer  and  arch  were  concreted  the 
5-inch  slab  was  placed.  The  surface  on  which  the 
slab  was  to  be  laid  was  thoroughly  cleaned  and  chip- 
ped and  a  rich  mixture  of  concrete  was  placed  through 
the  entire  length  of  the  tunnel.  The  surface  of  the 
slab  was  carefully  screeded  and  finished. 

Except  for  the  small  section  of  tunnel  adjoining 
the  airlock,  no  concreting  was  done  until  the  wing 
had  progressed  half  way  across  the  river,  a  distance  of 
some  200  feet.  Concreting  of  the  bottom  was  then 
commenced  and  followed  along  about  100  feet  behind 
the  shield.  After  the  mining  had  progressed  entirely 
across  the  river  and  •  the  bottom  section  had  been 
placed  up  to  the  same  point,  the  shield  work  was 
entirely  suspended  and  the  arch  section  was  concreted 
in.  In  placing  this  portion  of  the  arch,  work  was 
started  at  a  point  about  half  way  across  the  river  and 
the  concreting  was  carried  on  in  both  directions.  The 
first  400  feet  of  siphon  tunnel  Avas  now  completel)" 
concreted,  except  for  the  slab,  and  the  mining  was  re- 
sumed. After  this  the  concreting  and  mining  were 
done  alternately,  each  being-  carried  on  under  the 
most  favorable  circumstances.    The  last  150  feet  of 


concrete  work  was  done  in  free  air,  since  that  purti(jn 
of  the  tunnel  was  open  to  the  riser  shaft;  the  remainder 
of  the  concreting  was  done,  however,  under  com- 
l)ressed  air. 

A  j/^-yard  motor-driven  mixer,  stationed  direct!)' 
at  the  top  of  the  drop  shaft,  delivered  the  concrete  in- 
to collapsible  cars,  which  were  lowered  by  the  shaft 
hoist,  run  through  the  material  lock  and  into  the  tun- 
nel. For  the  150  ft.  of  open  tunnel  a  mixer  was  placed 
at  the  top  of  the  riser  shaft  and  the  concrete  was  de- 
livered to  the  cars  below  by  means  of  a  chute.  A 
1  :2y2  'Ayz  mix  was  used  throughout.  The  information 
contained  in  this  article  is  due  to  Municipal  Engineer- 
ing. 


Judgment  Regarding  Montreal  Aqueduct 
Controversy 

Mr.  Justice  Bruneau,  in  the  Practice  Court,  Mont- 
real, has  dismissed  the  petition  of  Mr.  J.  E.  Ijorque, 
acting  for  the  Citizens'  Association,  for  an  interlocu- 
tory injunction  restraining  the  Civic  Board  of  Control 
from  putting  into  effect  a  resolution  cancelling  the  con- 
tract with  the  Cook  Construction  for  widening  the 
acjueduct.  Part  of  the  work  has  been  done,  and  the 
controllers  and  the  Cook  Construction  Company  have 
agreed  to  arbitrate  the  claims  and  counterclaims.  The 
judge  held  that  the  cancellation  of  the  contract  was 
l)urely  one  of  administration  and  that,  as  the  controllers 
had  authority  to  pass  the  contract,  they  had  also 
authority  to  annul  it.  No  allegation  of  fraud  or  mal- 
versation in  the  cancellation  had  been  made,  nor  had 
the  petitioner  shown  any  particular  interest  in  prevent- 
ing the  cancellation  of  the  contract. 


Low  Maintenance  on  Toronto-Hamilton 
Highway 

The  second  year  of  maintenance  on  the  Toronto- 
Hamilton  concrete  highway  closed  October  31,  1917, 
and  the  results  only  serve  to  emphasize  the  conclu- 
sions that  could  have  been  drawn  last  year.  When 
the  Commission  is  freed  from  the  excessive  cost  of 
maintaining  the  short  stretches  of  macadam  at  bridge 
approaches  the  cost  of  repairs  to  the  road  surface  will 
be  almost  negligible.  On  312,100  square  yards  of  con- 
crete (approximately  30  miles)  the  Commission  spent 
in  1917  on  tarring  cracks  and  joints  a  total  for  labor 
and  materials  of  $767.70.  This  result  is  extremely 
favorable  when  contrasted  with  a  cost  of  $5,932.12  for 
repairs  to  7,900  square  yards  (approximately  34  mile) 
of  macadam. 


Suitable  Foremen  for  Halifax  Recon- 
struction Being  Listed 

At  the  request  of  the  Halifax  Reconstruction 
Committee  the  Montreal  Builders'  Exchange  is  co- 
operating with  the  committee  in  the  plans  for  re- 
building the  ruined  districts.  The  Exchange  has  ob- 
tained a  large  number  of  names  of  superintendents, 
foremen,  timekeepers,  etc.,  of  the  various  sections  of 
the  building  trades  with  a  view  to  their  employment 
at  Halifax.  The  qualifications  of  these  men  have  also 
been  ascertained,  and  the  list  forwarded  to  Halifax. 
The  manager  of  the  reconstruction  committee.  Col. 
R.  S.  Low,  has  written  expressing  his  appreciation 
of  the  assistance  of  the  Exchange  and  of  the  offer  to 
aid  in  an)^  wa)^  which  may  be  desirable. 
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Fig.  C  21.    Mantel  Clock 


ARTISTIC  MERIT 

as  well  as  accuracy  in 
Time-keeping  is  embodied 
in  all  Pulsynetic  Electric 
Clocks.  No  matter  wheth- 
er they  are  to  be  fixed  in 
the  Residence,  Office,  Fac- 
tory, Warehouse,  or  Tower, 
we  have  the  corredt  design 
at  the  right  price. 

One  mailer  transmitter  con- 
trols any  number  of  dials, 
irrespedive  of  size  or  posi- 
tion and  never  wants 
winding. 

Architects,  Engineers  and 
all  interested  in  Corred 
Time  should  send  at  once 
for  our  Book  Five,  or  full 
particulars  and  prices  may 
be  obtained  from: — 

W.  Ashall 
442  Sherbourne  St. 
TORONTO 

Gent  &  Co.,  Ltd. 

Leicester,  Eng. 
Cables,  Lodestone 


Mainly  Constructional 

East  and  West— From  Coast  to  Coast 


The  Lachute  Shovel  Company  have  at  Lachute  Mills  a 
plant  for  treating  timbers  with  carbolineum. 

It  is  reported  that  the  military  authorities  have  been 
requested  to  establish  a  fully-equipped  hospital  of  250  beds 
in  Regina,  Sask.,  at  the  earliest  possible  time. 

The  Bloor  Street  Viaduct  has  finally  passed  into  the 
hands  of  the  city  of  Toronto.  The  contractors'  work  on  the 
structure  has  been  completed  and  there  remains  only  the 
paving  of  the  roadway  and  the  laying  of  car  tracks  to  be 
carried  out. 

At  a  recent  meeting  of  the  council  of  Wellington  County, 
Ont.,  the  treasurer's  report  showed  that  since  January  last 
$38,337.50  had  been  expended  on  county  roads,  $4,748.22  in 
towns  and  villages  off  county  roads,  $1,070.62  on  road  ma- 
chinery, a  total  of  $40,855.25. 

The  Pacific  Construction  Company,  which  is  conducting 
shipbuilding  operations  at  Port  Coquitlam,  B.C.,  expects  to 
have  vessel  No.  20  ready  for  launching  by  the  end  of  Febru- 
ary or  the  beginning  of  March.  Ship  21,  which  has,  under 
the  contract,  a  longer  period  for  construction,  is  also  well 
advanced.  The  steel  keelson  has  been  placed  and  the  fasten- 
ing work  is  being  pushed  rapidly  ahead. 

The  council  of  Lanark  County,  Ont.,  has  decided  to  carry 
out  no  new  road  construction  next  summer.  Maintenance 
work  will,  however,  be  taken  care  of  and  a  new  structure 
is  to  be  built  to  take  the  place  of  the  present  Mcllquham 
bridge.  The  tender  of  the  Ontario  Bridge  Company  for  the 
steel  work  on  this  bridge  has  been  accepted  and  the  piers 
and  concrete  floor  are  to  be  constructed  by  the  county  com- 
missioner. 

The  sewer  system  at  Trail,  B.C.,  now  just  about  com- 
pleted, comprises  upwards  of  20,000  lineal  feet  of  sewers, 
with  70  brick-laid  manholes.  The  J.  E.  Broley  Company 
were  the  general  contractors,  but  the  latter  part  of  the  work 
was  taken  over  by  Victor  Bianco,  who  constructed  some 
7,300  feet  of  the  sewer.  In  connection  with  the  waterworks 
system,  work  on  the  distribution  reservoir,  which  is  to  hold 
1,000,000  gallons,  has  been  discontinued  for  the  season,  but 
will  be  completed  in  the  spring.  The  plans  of  the  engi- 
neer call  for  a  by-pass  from  Cambridge  Creek,  around  the 
reservoir,  and  this  is  now  being  used  in  bringing  the  new 
water  supply  to  the  old  and  new  city  mains.  Mr.  A.  L.  Mc- 
Culloch  is  engineer  for  both  the  sewerage  and  waterworks 
systems.    The  contracts,  however,  are  separate. 


Obituary 

Professor  Clement  Henry  McLeod,  of  McGill  Univer- 
sity, who  was  well  known  to  engineers  all  over  the  Dominion 
as  the  former  secretary  of  the  Canadian  Society  of  Civil  En- 
gineers, died  on  December  26  while  seated  in  his  office  at 
the  University.  Professor  McLeod  was  66  years  of  age, 
and  was  born  at  Strathlorne,  Cape  Breton.  In  1873  he  gradu- 
ated from  McGill  and  since  then  had  attained  prominence 
in  the  University  and  held  important  offices.  He  was  pro- 
fessor of  astronomy,  of  surveying  and  of  geology,  and  vice- 
dean  of  the  Faculty  of  Applied  Science,  also  formerly  hav- 
ing held  tlie  position  of  professor  of  civil  engineering..  He 
was  a  charter  member  of  the  Canadian  Society  of  Civil  En- 
gineers and  had  been  secretary  since  18!)1  up  till  the  be- 
ginning of  1017. 


Contracts  Department 


News    of  Special  Interest  to  Contractors,  En^neers,  Manufacturers  and 

Dealers  in  Building  Supplies 


Waterworks,  Sewerage  and 
Roadways 

Quebec,  Province  of 

The  Department  of  Public  Works,  Pro- 
vincial Government,  contemplate  the  con- 
struction of  highways  in  Sherbrooke, 
Knowlton  and  Lacolle.  Engineer,  G. 
Henry,  Parliament  Buildings,  Quebec. 

St.  John,  N.B. 

City  Council  contemplate  the  construc- 
tion of  10,000  yards  of  pavements  in  the 
spring.    Acting  engineer,  G.  N.  Hatfield. 

York  Township,  Ont. 

Specifications,  etc.,  at  office  of  the  en- 
gineer, Frank  Barber,  40  Jarvis  Street, 
Toronto,  who  will  receive  tenders  until 
noon,  January  12,  for  trenching  and  lay- 
ing water  main  in  Buttonwood  Ave.  for 
the  Township  Council. 


Railroads,  Bridges  and  Wharves 

Anderdon  Township,  Ont. 

Town  Council  contemplates  rebuild- 
ing bridges  at  Canard  River  at  a  cost  of 
.$13,000.  Engineer,  J.  J.  Newman,  Flem- 
ing Block,  Windsor. 

Edmonton,  Alta. 

The  City  Council  have  recommended 
the  following  repairs  to  bridges: — New 
floor  on  82nd  St.  bridge;  painting  low 
level  bridge;  painting  105th  St.  bridge, 
repairs  to  Mill  Creek  and  Clover  Bar 
Rd.  bridge  and  repairs  to  Mill  Creek 
and  76th  Ave.  bridge.  Engineer,  A.  Had- 
dow. 

Pelee  Island,  Ont. 

Town  Council  contemplate  embank- 
ment and  dredging.  Engineer,  Alex. 
Baird,  Leamington. 

CONTRACTS  AWARDED 

Ste.  Marie,  Que. 

The  Phoenix  Bridge  &  Iron  Works 
Ltd.,  83  Colborne  St.,  Montreal,  have  the 
contract  for  superstructure,  and  M.  Jo- 
seph Morissette,  Ste.  Marie,  the  sub- 
structure for  concrete  and  steel  bridge 
over  Chaudiere  River  for  the  Municipal 
Council  of  Beauce. 

Public  Buildings,  Churches 
and  Schools 

Cornucopia,  Alta. 

Tenders  received  by  the  secretary-trea- 
surer, David  Ferguson,  until  noon,  Janu- 
ary 19,  for  the  construction  of  a  frame 
school  for  Leader  School  District  No. 
3494.  Plans  and  specifications  with  the 
secretarj'-treasurer. 

Montreal,  Que. 

The  Church  of  St.  Andrew  and  St. 
Paul  Congregation  contemplate  the  erec- 
tion of  a  union  church. 

Moose  Jaw,  Sask. 

By-law  has  been  passed  granting  $10,- 
000  towards  the  erection  of  a  $3.5,000 
children's  home  for  the  Children's  Aid 


Society.  Architect,  R.  G.  Bunyard,  323 
Hammond-  Bldg. 

Notre  Dame  de  Grace,  Que. 

The  Roman  Catholic  Congregation 
contemplate  the  erection  of  a  church. 
Priest,  Father  Peter  HefTerman,  254  De- 
carie  Blvd. 

Pointe  du  Lac,  Que. 

Les  Soeurs  Grisses  d'Ottawa  will  re- 
build their  convent  at  a  cost  of  $35,000. 

Quebec,  Que. 

Tenders  will  be  called  shortly  by  the 
pastor.  Rev.  Peres  Dominicains,  301 
Grand  Alice,  for  the  erection  of  a  $200,- 
000  church  for  the  Conrgegation. 

St.  Bonaventure,  Que. 

Tenders  will  be  called  on  January  19 
for  alterations  to  church  and  presbytery 
costing  $25,000  for  the  Parish.  Archi- 
tect, P.  Levesque,  115  St.  John  Street, 
Quebec. 

Ste.  Flavie,  Que. 

Tenders  will  be  called  about  the  end 
of  January  for  alterations  costing  $15,- 
000  to  church  for  the  parish.  Architect, 
P.  Levesque,  115  St.  John  Street. 

St.  Marcel  de  L'Islet,  Que. 

Plans  and  specifications  with  the  ar- 
chitect, Oscar  Beaule,  21  d'Aiguillon  St., 
who  will  call  tenders  in  February  to 
close  in  March  for  addition  and  repairs 
costing  $20,000  to  church  for  the  Parish. 

,  CONTRACTS  AWARDED 
East  St.  John,  N.B. 

R.  A.  Corbett,  272  Douglas  Ave.,  has 
the  general  contract,  masonry,  carpentry 
and  plastering  for  nurses'  home,  etc.,  for 
the  Military  Hospitals  Commission,  22 
Vittoria  St.,  Ottawa. 

Point  Grey,  B.C. 

H.  D.  Crawford,  2341  Gravely  Street, 
Vancouver,  has  the  general  contract  for 
school  for  the  School  Board. 

St.  John,  N.B. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  power  house  and  laundry  for  the 
General  Public  Hospital: — Boilers,  pip- 
ing, pumps,  valves,  etc.,  F.  S.  Walker,  18 
Germain  St.,  $38,500;  washing  machines, 
soap  tank  ,etc.,  Canadian  Laundry  Ma- 
chine Co.,  Ltd.,  672  St.  Catherine  St.,  $7.- 
000;  brick  chimney  and  tunnel  connecting 
laundry  with  present  hospital,  R.  A.  Cor- 
bett, 272  Douglas  Ave.,  $9,800. 

R.  A.  Corbett,  272  Douglas  Ave.,  has 
the  general  contract,  masonry,  carpen- 
try, roofing  and  plastering,  and  Hiram 
Webb,  Germain  St.,  the  electrical  work 
for  addition  to  County  Hospital  for  the 
Military  Hospitals  Commission,  22  Vit- 
toria St.,  Ottawa. 

Whitby  Township.  Ont. 

Thos.  S.  Deverell,  Brock  St.,  has  the 
general  contract  for  $4,000  school  for 
the  School  Board. 


Business  Buildings  and  Indus- 
trial Plants 

FuUarton,  Ont. 

J.  Harmer  contemplates  rebuilding  his 
saw  mill  which  was  destroyed  at  a  loss 
of  $10,000. 

Maisonneuve,  Que. 

The  Bank  of  Montreal,  109  St.  James 
St.,  Montreal,  have  secured  a  site  at 
the  corner  of  Notre  Dame  and  Second 
Ave.,  on  which  they  will  erect  a  bank. 
Assistant  manager,  H.  Wood. 

Moose  Jaw,  Sask. 

The  Merchants  Bank  of  Canada,  head 
office,  Montreal,  have  secured  a  site  on 
which  they  will  erect  a  bank. 

Ranfurly  ,AIta. 

Mr.  Porteous  has  secured  a  site  on 
which  he  will  erect  a  chopping  mill  at 
once. 

St.  George,  Que. 

Morissette  &  Freres  will  rebuild  their 
store  and  residence  at  a  cost  of  $10,000. 

St.  John,  N.B. 

The  Paterson  Printing  Co.,  7  Water 
St.,  contemplate  the  conversion  of  build- 
ings into  printing  plant. 

Gandy  &  Allison  want  a  small  hydrat- 
ing  plant  for  their  Brockville  Lime 
Works.  Tenders  for  the  whole  or  any 
part  of  this  plant  will  be  received  up 
to  January  15. 

Stetson,  Cutler  &  Co.,  Indiantown, 
will  rebuild  their  cooper  shop  at  a  cost 
of  $5,000. 

Toronto,  Ont. 

The  Union  Bank  of  Canada, '53  King 
St.  W.,  are  making  alterations  at  51 
King  West. 

John  Lucas  &  Company,  508  Dupont 
St.,  will  erect  a  $5,000  frame  coal  shed. 

D.  Mann,  9  Pembroke  St..  general  con- 
tractor for  retaurant  for  the  \^endome 
Restaurant,  279  Yonge  St..  wants  ten- 
ders for  plumbing  contract. 

Westlock,  Alta. 

The  Westlock  Agricultural  Associa- 
tion contemplate  the  erection  of  exhibi- 
tion buildings.  President,  J.  H.  Mac- 
kinley. 

CONTRACTS  AWARDED 
Hamilton,  Ont. 

F.  W.  Bird  &  Son,  70  King  St.  E., 
has  the  roofing  contract  for  $20,000  the- 
atre for  Mackay  Bros.,  Lister  Chambers. 

Lindsay,  Ont. 

Irwin  Simpson,  326  Seaton  St.,  Toron- 
to, has  the  general  contract  and  will  let 
all  sub  trades  for  the  erection  of  a  $100.- 
000  factory  for  Allen  &  Hanbury's  Co.  of 
Canada  Ltd.,  54  Gerrard  St.  E.,  Toronto. 

Montreal,.  Que. 

G.  Demers  &  Sarrasin,  1231  St.  Denis 
St.,  have  the  general  contract  for  re- 
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pairs  to  building  costing  $12,000  for  los. 
\'ersailles,  90  St.  James  Street. 

Port  Colborne,  Ont. 

Peter  Berczoski  has  the  general  con- 
tract for  .$4,000  picture  theatre  for  Wm. 
X.  &:  S.  Matcvczvk. 

Toronto,  Ont.  ' 

The  following"  contracts  have  been 
awarded  in  connection  with  alterations 
costing  $10,000  to  hotel  for  store  for  the 
Sparrow  Estate,  119  Church  St.: — Ma- 
sonry, H.  N.  Dancy  &  Son.  C.P.R.  Bldg.; 
carpentry,  A.  W.  Betson,  3  Fenwick  Ave.; 
plumbing  and  heating,  R.  Rose,  1.349 
Queen  W. 

Carmichael  Waterproofing  Co.,  Ltd.. 
367  Delaware  Ave.,  have  the  roofing,  and 
Bennet  &  Wright  Co..  73  Queen  E..  the 
plumliing  and  heating  contracts  for  $30,- 
000  addition  to  areoplane  factory  for  the 
Canadian  Aeroplane  Co.,  Dufferin  & 
Lappin. 

Vancouver,  B.C. 

The  following  contracts  have  been 
awarded  in  connection  with  the  con- 
version of  hotel  into  stores  for  Frank 
Mclntyre,  of  W.  H.  Malkin  &  Co.,  147 
Hastings  St.  W. : — General  contract, 
Baynes  &  Horie,  836  Howe  St.;  plumb- 
ing and  heating,  McDonald  &  Perry, 
033  Smithe  St.;  sheet  metal.  New  Idea 
Sheet  Metal  Works,  3.56>^  Sixth  Ave. 
E.;  steel  work,  J.  Coughlan  &  Sons,  500 
Beatty  Street. 


Residences 

Almaville,  Que. 

A.  E.  Guillemette,  Fifth  Ave.,  Shaw- 
inigan  Falls,  contemplates  the  erection  of 
a  number  of  bungalows. 

Cap  de  la  Madeleine,  Que. 

J.  A.  Roy  contemplates  the  erection 
of  a  number  of  bungalows. 

London,  Ont. 

Plans  are  in  progress  for  two  resi- 
dences costing  $6,000  to  be  erected  by 
John  .A.  MacDonald.  330  Duchess  Ave. 

Ranfurly,  Alta. 

C.  Tittnian  contemplates  the  erection 
of  u  residence  shortly. 

Renfrew,  Ont. 

Wilfred  Bolan  will  erect  two  $2,500 
two  storey  brick  veneer  residences. 

St.  Anne  de  la  Perade,  Que. 

Alphonse  Ricard  will  erect  a  $4,000 
two-storey  frame  residence. 

Toronto,  Ont. 

('.  .S.  Lucas,  2  Lipton  .\ve.,  will  erect 
a  $3,2.')0  two-storey  ))rick  residence. 

D.  Mann,  9  Pembroke  St.,  general  con- 
tractor for  alterations  to  residence  for 
duplex  at  a  cost  of  $3,000  for  Mrs. 
Fleming,  03  McGill  St.,  wants  tenders 
for  pluml)in«-  and  hot  water  heating. 

CONTRACTS  AWARDED 
Fort  William,  Ont. 

F".  .S.  [ones.  Mary  .Si.  S.,  has  the  elec- 
trical contract  for  $50,000  residence  for 
Jas.  Murphy.  Syndicate  Ave. 

Hamilton,  Ont. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $().000  double  residence  for  E.  Lam- 
bert. 221  Balsam  Ave.: — Plunibing  and 
heating,  P.  \.  Moore,  939  King  St.  E.; 


plastering,  C.  Chewter,  273  East  Ave. 
N.;  painting,  Mr.  Mcllroy,  1  Hill  St. 

Moncton,  N.  B. 

Thos.  Johnson,  Main  St.,  has  the 
plumbing,  heating  and  electrical  con- 
tracts for  $3,200  single  residence  for  H. 
G.  Wadman,  cor.  Lutz  and  Park  Streets. 

Sydney,  N.S. 

W.  J.  Kennedy,  108  Rockdale  Avenue, 
has  the  general  contract  for  residence  on 
Union  Street  .for  Alias  Cobb. 

W.  S.  Fortune  has  the  general  con- 
tract for  bungalow  for  Fred  W.  Mer- 
chant, Woodill  Street. 

R.  C.  Bulley,  Alexandra  Rd.,  has  the 
general  contract  for  $3,500  residence  for 
McArthur  Fleming,  care  Wood  &  Mc- 
Connell,  Pitt  Street. 

Toronto,  Ont. 

H.  A.  Johnston,  03  Normandy  Blvd., 
has  the  general  contract  and  lets  smaller 
trades  for  the  erection  of  a  $3,750  resi- 
dence for  Wm.  Barber,  106  Roncesvalles 
Ave. 

Welland,  Ont. 

Benjamin  Fox  Co.,  Boston,  Mass.,  have 
the  general  contract,  and  Wm.  Mitchell, 
120  Acquedust  St.,  the  foundation  work 
for  $6,000  one-storey  frame  residence  for 
the  Plymouth  Cordage  Company. 

Woodstock,  Ont. 

Davison  &  Mclnnes,  Dundas  Street, 
gave  the  heating  and  electrical  contracts 
for  two-storey  brick  residence  for  W. 
Waghorn. 

Power  Plants,  Electricity  and 
Telephones 

Port  Colborne,  Ont. 

A.  E.  Augustine,  Box  110,  wants  elec- 
tric motor,  15  h.p.,  with  starter  or  starter 
separate. 


Fires 

Angus,  Ont. 

Buildings,  etc.,  owned  by  S.  Lee  to- 
tally destroyed  by  fire. 

Argyle,  Ont. 

Residence  owned  by  Lindley  M.  Flett. 
Loss  considerable. 

Edmonton,  Alta. 

Business  block  owned  by  C.  Cock- 
shutt  Plow  Co.,  Ltd.,  9909-lOla  Ave., 
Moses  Lyons,  1013G-99th  St.,  and  J.  A. 
Werner,  10142-99th  St.  Loss  about 
$28,500. 

Halifax,  N.S. 

Clayton  Military  Hospital  owned  by 
the  Military  Hospitals  Commission,  32 
Yittoria  St.,  Ottawa.  Loss  considerable; 
will  likely  rebuild. 

Port  Greville,  N.S. 

School  owned  by  the  .School  Board 
totally   destroyed.     Loss  $0,000. 

St.  Boniface,  Man. 

Grain  elevator  owned  by  the  Northern 
Elevator  Co.,  309  (Jrain  Exchan.ge  Bldg., 
Winnipeg.  Estimated  loss  $250,000. 
Will  likely  rebuild. 

St.  Lambert,  Que. 

Residence  owned  by  E.  S.  Howard. 
Loss  $10,000. 

Residence  owned  by  W.  Leroy.  I^oss 
$10,000. 

St.  Phillipe  D'Argenteuil,  Que. 

Factory  and  garage  owned  by  Teles- 


phore  Laframboise.  Loss  estimated  at 
$24,000.    Will  rebuild  at  once. 

Verdun,  Que. 

Stores,  flats,  etc.,  owned  by  C.  R.  Rice, 
W.  R.  Wilkie,  1348  Wellington  St.,  and 
Madame  Pelletier.     Loss  about  $40,000. 


Miscellaneous 

Forest,  Ont. 

By-law  will  be  submitted  for  electrical 
fire  engine  and  equipment  costing  $8,- 
500  for  the  Town  Council.  Secretary- 
treasurer,  Wm.  English. 

Harrow,  Ont. 

The  Imperial  Oil  Co.,  Ltd.,  Christina 
St.,  Sarnia,  plan  to  install  two  large 
gasoline  storage  tanks  at  Pere  Mar- 
quette Station. 

London,  Ont. 

London  &  Petrolia  Barrel  Company, 
Simcoe  St.,  are  in  the  market  for  a 
large  quantity  of  elm,  basswood  and 
hard  maple  lumber. 

Sauli  Ste.  Marie,  Ont. 

The  Algoma  Steel  Corporation  have 
started  work  on  35  by-product  coke  ovens 
for  the  manufacture  of  tar,  coke,  am- 
monia, etc. 

Ste.  Anne  de  la  Perade,  Que. 

The  Roman  Catholic  Church  are  hav- 
ing plans  prepared  for  footing  for  a 
monument.  Engineer,  W.  Germain,  174 
Notre  Dame  St.,  Three  Rivers. 

St.  John,  N.B. 

R.  A.  Corbett,  373  Douglas  Ave.,  is  in 
the  market  for  325,000  stock  brick,  300 
libls.  cement,  38  squares  Barrett  Speci- 
fication roofing. 

Toronto,  Ont. 

The  Swift  Canadian  Co.,  Ltd.,  St.  Cl^T 
Ave.  and  Keele  St.,  wants  a  boiler,  loco- 
motive type,  capacity  50  h.p.  and  up. 


Incorporated  Companies 

Hamilton,  Ont. 

The  Hop  Malt  Co.,  Ltd.,  capital  $40,- 
000,  to  manufacture  beverages,  etc. 

Owen  Sound,  Ont. 

The  Great  Lakes  Steel  Corporation, 
Ltd.,  capital  $1,000,000,  to  manufacture 
and  deal  in  iron  and  steel  products. 
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BOILERS 


Erie  City  Vertical  and  Horizontal 
water  tube  boilers  of  any  size  and 
capacity  can  be  built  and  installed  by 
us  on  short  notice. 

We  are  equipped  to  submit  suggestions 
or  quote  on  your  specifications. 


The  John  Inglis  Company,  Limited 

ENGINEERS  AND  BOILERMAKERS 
14  Strachan  Ave.       -       -       Toronto,  Canada 

Ottawa  Representative-!.  W.  ANDERSON,  7  Bank  Street  Chambers 


Tenders  and  For  Sale  Department 


TENDER 


Sealed  tenders,  marked  "Tender  for  Road  Con- 
sti-uction,"  will  be  received  by  Adrian  I.  Mac- 
Donnell.  County  Clerk,  Cornwall,  Ont.,  until 
noon.  Monday,  January  21st,  1918,  for  the  con- 
struction of  approximately  60  miles  of  County 
Road. 

Tenders  may  be  submitted  on  sections  of  five 
miles  or  more,  each  tender  to  be  accomplished  by 
a  cash  deposit  or  marked  cheque  equal  to  five  per 
cent,   of  tlie  tendered  price. 

Plans,  profiles  and  specifications  may  be  seen 
and  forms  of  tender  obtained  at  the  office  of  .T.  G. 
Cameron.  C.E.,  County  Road  Superintendent, 
Finch,  Ont. 

The  lowest  or  any  tender  not  necessarily  ac- 
cepted. 

(Signed)   ELI  MERKLEY, 

Chairman  Road  Committeer 
gj^.o  Iroquois,  Ont. 


FOR  SALE 


The  plant  and  machinery  formerly  known  as 
the  Knechtel  Wood  Turning  and  Foundry  Co. 
Fully  equipped  with  machinery  for  wood  work- 
ing and  specialties.  Has  40  H.P.  Motor  as  well 
as  steam  power.     I^iberal  terms.  Apply 

1-2  Southampton   Town  Council. 


Late  News 

Copper  Cliff,  Ont. 

The  Dominion  Bridge  Co.,  Ltd.,  Do- 
minion Station,  Lachine,  have  the  struc- 
tural steel,  and  the  Allis-Chalmers  Co., 
Milwaukee,  Wis.,  the  converter  contract, 
for  $100,000  addition  to  building  and  new 
converter  for  the  Canadian  Copper  Co. 

Duflerin  County,  Ont. 

County  Council  have  passed  a  by-law 

authorizing  good  roads  system.  Clerk, 
J.  C.  Reid,  Orangeville. 

Lethbridge,  Alta. 

The  Mayor  and  Commissioners  are 
now  in  touch  with  reliable  firms  regard- 
ing Dower  plant  material  and  equipment, 
value  $f):i,000. 

Mellowdale,  Alta. 

The  Paddle  River  Agricultural  So- 
ciety contemplate  the  erection  of  an  ag- 
ricultural building.  Secretary,  Mrs.  H. 
Burch. 

Moncton,  N.B. 

Ceo.  S.  Hopey,  Sunny  Brae,  has  the 
general  contract  for  .$3,000  skating  rink 
at  corner  of  Main  and  King  Streets  for 
Geo.  Raymond,  26  Steadman  Street. 

T.  &  A.  Bourque,  18.5  Church  St.,  will 
erect  a  $:{,ri00  two-storey  residence  and 
is  receiving  tenders  on  pUnnl?ing,  heat- 
ing and  electrical  work. 

Ojibway,  Ont. 

The  Government  has  approved  plans 
for  waterworks  system,  work  on  which  is 
to  he  commenced  shortly.  Clerk,  J. 
Moynahan,  21  Parent  Ave.,  Windsor. 

Port  Arthur,  Ont. 

The  Barrett-McQueen  Co.,  Ltd..  Cuth- 
bertson  Block,  May  St.,  Fort  William, 
have  the  pile  foundation  contract  for 
.$450,000  elevator  for  tlie  Saskatchewan 


Co-operative  Elevator  Co.,  Ltd.,  333 
Grain  Exchange  Bldg.,  Winnipeg. 

Regina,  Sask. 

Plant  owned  by  the  Imperial  Oil  Co., 
Ltd.,  Winnipeg  and  First  Sts.,  destroyed 
by  fire.  Loss  $30,000.  Manager,  J.  F. 
Donohue. 

Renfrew,  Ont. 

Wilfrid  Bolam,  Patrick  St.,  contemp- 
lates the  erection  of  two  residences. 

Sault  Ste.  Marie,  Ont. 

Laundry  owned  by  the  Pearl  Laundry 
Co.,  Ltd.,  Dennis  St.,  destroyed  by  fire. 
Total  loss  .$50,000.  Manager,  P.  M. 
Everett. 

Three  Rivers,  Que. 

City  Council  contemplate  the  construc- 
tio.n  of  pavements.  Engineer,  Zephirin 
Lambert. 

Toronto,  Ont. 

The  Dickie  Construction  Co.,  Ryrie 
Bldg.,  have  the  general  contract,  and 
Purdy,  Mansell  Ltd.,  63  Albert  St.,  the 
plumbing  and  steam  heating  for  $75,000 
restaurant  to  be  erected  on  Yonge  St. 
for  Childs  Co.,  200  Fifth  Ave.,  New  York. 

The  Howrey  Creek  Mining  Corpora- 
tion, Ltd.,  capital  $1,000,000,  have  been 
incorporated  to  engage  in  general  min- 
ing operations. 

Transcona,  Man. 

Bakery  owned  by  James  &  Edward 
Lantier,  destroyed  by  fire.  Loss  con- 
siderable. 

Vancouver,  B.C. 

Gardiner  &  Mercer,  718  Granville  St., 
have  prepared  plans  for  alterations  and 
addition  to  offices  for  the  Union  Steam- 
ship Co.  of  British  Columbia,  Ltd.,  Ft. 
Carrall.  ► 

The  following  contracts  have  been 
awarded  in  connection  with  schools  for 
the  School  Board: — Cariboo  and  Albert 
Sts.,  H.  D.  Crawford,  2341  Graveley  St., 
$1,285;  Clinton  and  Albert  Sas.,  Wm. 
McNee,  2258  Oxford  St.,  $1,145;  Com- 
mercial Drive  in  Grandview,  Ira  C.  Jones, 
12th  Ave.  West,  $1,265. 


Civil  Engineers  Should  Teach  and 
Lead  the  Public 

The  time  will  come  when  a  civil  en- 
gineer will  be  considered  censurable  if 
he  does  not  persistently  bring  to  public 
attention  his  knowledge  of  ways  of  sav- 
ing public  money  and  increasing  general 
efficiency.  The  public,  for  the  most  part, 
is  incapaljle  of  solving  economic  prol)- 
lems.  Engineers  are  trained  economists 
and  their  function  is  not  merely  to 
solve  economic  problems,  but  to  see  to 
it  that  the  public  takes  action  along  ec- 
onomic lines.  For  example,  it  can  be 
demonstrated  that  it  pays  to  treat  city 
water  with  liquid  chlorine,  for  the  re- 
duced loss  of  health  and  life  is  worth  far 
more  to  society  than  the  small  cost  of 
chlorinating  the  water.  Or,  again,  it 
can  be  demonstrated  that  it  pays  to  me- 
ter city  water,  for  the  annual  cost  of 
metering  is  much  less  than  the  saving 


in  fuel  and  fixed  charges  on  the  excess 
plant  needed  where  meters  are  not  used. 
These  are  but  typical  economic  facts  well 
known  to  engineers.  Engineers  discuss 
these  things  among  themselves  and  be- 
wail public  blindness  to  such  facts.  But 
who  will  ever  enlighten  the  public  un- 
less engineers  do?  The  time  has  come 
for  civil  engineers  individually  and  col- 
lectively to  teach  the  public  and  to  lead 
it  to  action. — Engineering  &  Contract- 
ing. 


Monolithic  Brick  Slabs  as  Strong  at 
Concrete  Slabs 

If  a  concrete  pavement  6  inches  thick 
is  strong  enough  to  carry  a  given  wheel 
load,  what  thickness  of  monolitTiis  brick 
pavement  is  necessary  to  carry  the  same 
load? 

If  transverse  strength  tests  on  66  slabs 
made  under  the  direction  of  C.  C.  Wiley, 
instructor  in  highway  engineering  at  the 
University  of  Illinois,  are  sufficient  evi- 
dence, the  answer  to  the  above  question 
is  6  inches.  In  other  words,  a  com- 
posite slab  made  of  paving  brick  laid 
direct  on  concrete  is  as  strong  as  an  all 
concrete  slab  of  equal  thickness. 

The  tests  showed  that  for  1:2:3  con- 
crete slabs  6  to  7  incites  thick  and  23  x 
45  inches,  28  days  old,  the  modulus  of 
rupture  was  about  480  lbs.  per  square 
inch.  Monolithic  slabs  made  of  a  course 
of  4  inch  of  brick,  bedded  in  1:3:5  con- 
crete 3  inches  thick,  and  grouted  with 
1:1  grout,  showed  almost  the  same  modu- 
lus of  rupture,  480  lbs.  at  the  end  of  28 
days. 

Mr.  Wiley  concludes  that  a  monolithic 
brick  slab  7  inches  thick  should  not  be 
regarded  as  a  4-inch  wearing  coat  of 
brick  upheld  by  a  3-inch  concrete  base, 
but  it  should  be  regarded  as  having  as 
much  strength  as  a  concrete  slab  7 
inches  thick. 


Queer  Accident  Burns  Up  Road 

An  unusual  accident  which  destroyed 
an  oil  distributor,  tank  and  100  ft.  of  road 
surface  is  recounted  in  the  latest  annual 
report  of  the  Arizona  State  Highway  De- 
partment. A  live  coal,  dropped  on  the 
road  by  the  steam  roller  pulling  the  oil- 
ing equipment,  ignited  the  hot-oil  spray 
and  set  fire  to  the  oiling  equipment. 


CONTRACTORS 
and  TENDERERS 

for  Superior  Service 

THE 

Canadian  Surety  Co. 

26  Wellinston  St..  Eatt 

Phone  Main  2609    TORONTO,  Ont. 
Represented  in  all  the  principal 
cities  and  towns  in  the 
Dominion. 

BONDS  INSURANCE 

of  every  description      Plate  Glass— Burglary 
Automobile 
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SERVICE 


in  the  trenches  is  the  test  of 

a  soldier's  stamina  and  worth 

Vitrified  Clay  Pipe 

"THE  PERMANENT  PIPE" 

is  holding  the  trenches  against  disease  in  every 
Canadian  City. 

Attacks  by  such  enemies  as  corrosion,  electrolysis  and 
decay  are  repelled  without  a  casualty.  No  siege  is 
long  enough   to  put  its   resistance  to  the  test. 

For  public  or  private  sewerage,  for  drains  and  for 
culverts.  Vitrified  Clay   Pipe  is  the  logical  Material. 

Ontario  Sewer  Pipe  Co.  Limited 

Mimico,  Ont. 
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More  Daylight  M^^Ii^tSTl^CL^     Lower  Insurance  Rates 


Steel  Sash  has  won  its  place.  Architeds  and  Contradors  all  over  Canada  are 
now  specifying  Fenestra  ^eel  sash  more  than  any  other  kind.  Fenestra  is 
absolutely  fireproof  and  '  weather  proof.     Write  for  particulars  and  terms. 

Steel  AND  It ADIAJ70N,  Limited 

Manufacturers  of  Hot  Water  awo!:  Steam  Boilers  <?/?<jf^Radiators;  Fenestra  Steel  Sash       Concrete  Reinforcing, 
Head  Office       -      Fraser  Avenue,  TORONTO 


XCELADUCT 


(GALVANIZED  CONDUIT) 


Made  in  Canada 

by 

Orpen  Conduit  Co.,  Limited 

Toronto 

Engineers  &  Contractors,  Limited 

102  Prince  William  Street,  ST.  JOHN,  N.  B. 

E.  R.  REID,  President  E.  M.  ARCHIBALD,  Chief  Engineer 

The  Moncton  Bridge  Foundations 

were  built  by  our  firm 

We  are  equipped,  both  in  plant  and  organization,  for  difficult  foundation  work,  water  power  develop- 
ments, tunnels,  industrial  plants,  etc. 
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Speed  up  with  Electric  Power 

C-G-E  Motors  and  Control  increase  production  and  reduce  maintenance. 


Here  are  some  of  the  ways  in  which  modern 
industry  has  been  speeded  up  by  putting  electric 
power  to  work  in  the  right  place. 

Metal  mines  have  boosted  output  to  meet  world- 
wide demands.  All  tonnage  records  have  been 
smashed  in  the  steel  industry.  Greater  automobile 
output  has  lowered  ■  prices  and  given  better  road 
transportation.  More  and  better  cloth  has  been  pro- 
duced at  lower  power  costs.  Contractors  find  elec- 
tric drive  faster,  more  elastic  and  cheaper  than  any 
other  for  hoists,  pumps,  concrete  mixers,  cableways 
and  other  equipment. 


On  the  left  is  shown  the  standard  C.G.E.  induc- 
tion motor  for  general  purposes.  The  C.G.E.  mill 
type  motor,  on  the  left,  is  specially  designed  for  the 
severe  service  of  steel  mills,  but  is  equally  applicable 
to  crane,  shovel,  bridge  and  other  heavy  duty. 

Any  problem  involving  the  use  of  power  can  be 
simplified  by  the  application  of  electricity.  The 
Canadian  General  Electric  Company  is  well  equipped 
to  lend  valuable  assistance  in  working  out  such  prob- 
lems and  is  glad  to  co-operate  with  contractors, 
manufacturers  and  engineers  in  every  possible  way. 


C-G-E  Motor  Drive 

For  further  particulars  write  to  our  nearest  office 

CANADIAN  GENERAL  ELECTRIC  CO. 

LIMITED 

Head  Oflnce:  Toronto.    Sales  Offices:  Montreal,  Halifax,  Sydney,  Ottawa,    Cobalt,    South    Porcupine,    London,    Winnipeg,    Calgary,  Edmonton, 

Nelson  and  Vancouver. 
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For  Sale 

New  and  Used  Contractors'  Equipment 

Clam  .Shell  Buckets,  54,  H,  1.  I'A  yard. 

Orange  Peel,  1  yard  Hayward. 

Beatty  S  x  12,  double  drum  Hoisting  Engine. 

American  7  x  10,  double  drum  Hoist  with  Swinger. 

Mundy  Q'/2  x  12,  double  drum  Hoist  with  Swinger. 

New  6>2  X  S  Doty  double  drum  Hoist  with  Boiler. 

New  7  X  10  double  drum  Hoist  with  Boiler. 

Dake  Steam  Swinger,  8  H.P. 

5  ton  Stiff  Leg  Derrick;  5  ton  Guy  Derrick. 

Assorted  Hand  Power  Derricks. 

14   yd.   and   '/z   yd.   Concrete  Mixers  with   Engine  and 

Boiler  on  Wheels. 
yi  yd.  and  1  yd.  Smith  Mixers  on  Skids. 
2000  feet  of  Portable  Track,  24-in.  gauge. 
Six  IVz  yd.  V-shaped  Steel  Cars,  Side  Dump,  24-in.  gauge. 
Ten  4  yd.  Western  Dump  Cars,  36-in.  gauge. 
20  ton  Porter  Standard  Gauge  Locomotive. 
1.5  ton  Porter  Standard  Gauge  Locomotive. 
Two  10  ton  Vulcan  Locomotives,  36-in.  gauge. 
Gyratory  Crushers,  Nos.  3,  4  and  5. 
Jaw  Crushers,  7  x  10  and  10  x  16,  Acme  Portable. 
No.  0  Thew  Steam  Shovel,  on  Railway  Wheels. 
.35  H.P.,  40  H.P.,  and  60  H.P.  Locomotive  Boilers. 
Large  Assortment  Vertical  Boilers,  5  H.P.  to  125  H.P. 
Two  Diaphragm  Pumps,  driven  by  Gasoline  Engines. 
Five  New  and  Used  Pulsometers,  various  sizes. 
Twenty  Tons  25  lb.  rail ;  Seventy  tons  56  lb.  rail. 

Write  for  prices  and  further  particulars. 

The 

A.  R.Williams  Machinery  Co. 

Limited 

64-66  Front  St.  W.,  Toronto,  Ont. 
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CANADIAN   DES  MOINES 
STEEL  CO.,  Limited 


Elevated  Tanks 
Standpipes 

Structural  Steel  for  all  purposes 


Barges  Bridges 
Wireless  Towers 


Let  us  bid  on  your  requirements. 
Attractive  Prices — Prompt  Deliveries. 


Sales  Offices  and  Plant 
CHATHAM,  ONT.  275  Inshes  Ave 

Associated  with 
PITTSBURGH-DES  MOINES  STEEL  CO. 
Pittsburgh,  Pa.  New  York  City 

945  Curry  Bldg.  42  Church  St. 

DES  MOINES  BRIDGE  AND  IRON  CO. 
Des  Moines,  Iowa,  938  Tuttle  Street 


WOODEN  PIPE 


Wire  wound  wood  stave  pipe,  2  in.  to  24  in.  diameter.  Con- 
tinuous wood   stave  pipe,   any  diameter  required. 

CANADIAN  PIPE  CO.,  LIMITED 

EstablUhed  1904  New  Factory  Erected  1910 

Equipped  with  the  most  up-to-date  machinery.  Every 
machine  driven  by  a  separate  electric  motor.  Satisfaction 
Guaranteed. 

Office  and  Factory— 550  Pacific  St.,  VANCOUVER,  B.C. 


Makes  roads  last  longer 

Fluxphalte  is  the  best  macadam  road  preservative.  Being  used  by  road  com- 
missioners and  contractors  all  over  Canada  with  finest  results.  Binds  the  sur- 
face of  roadway  so  that  no  dusting  occurs.  Makes  surface  smooth  as  asphalt 
pavement  and  keeps  it  in  this  condition.  Saves  expense  of  repairs  and  constant 
attention. 

Send  for  free  booklet  and  further  details. 


OM©  OP  TRM 
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Do  You  Want  Crushed  Stone  ? 

That  is  Clean,  Tough  Stone  of  a  Quality 
suitable  for  Macadam  Road  and  Concrete 

We  can  supply  you  in  any  size  or  quantity. 

Our  cervice  is  unexcelled  and  our  prices  right. 

Ph^nc  or  write  u*  for  quotations  when  you  are  In  the  market. 
Office -M  4515-M  4516      Re»idence-P  2278 

Crushed  Stone  Limited 

47  Yonge  St.  Arcade,  Toronto 

G.  W.  Essery,  Manager 


SPRINKLER 
TANKS 

AND 

TOWERS 

We  are  the  largest  manu- 
facturers in  Canada  of 
both  wood  and  steel  Tanks 
and  substructures  for  fac- 
tory sprinkler  systems 
and  for  Municipal 

RAILROAD  AND 

SUBURBAN 
WATER  SUPPLY 

We  shall  be  pleased  to 
furnish  you  with  all  the 
information  and  data  you 
may  require  on  this  class 
^    of  work. 

   «i    Send  us  your  blue  prints 

for  estimates. 

Send  for  special  Tank  and  Tower  Catalogue 

Ontario  Wind  Engine  &  Pump  Co. 

Winnipeg  Calgary 


Toronto  Montreal 


Limited 


Sand,  Gravel  and  Crushed  Stone 

Lime  Fire  Clay 

Cement  Fire  Brick 

Plaster  Sewer  Pipe 

Hair  Weeping  Tile 

Building  Stone 

Our  prices  are  right  and  our  service  good. 

Britnell  &  Co.,  Limited 

C.P.R.  Crossing,  Yonge  St.,  North  Toronto 

Phones,  Office  North  Evenings.  North  2107 


Durability 
Accuracy 

Trident  Meters 


TriHent   Disc  Meter."- 


ustratcd  are  made  in  sizo 
the  ideal  type  of  meter  foi 


Neptune  Meter  Company 

NEW  YORK 


Atlanta 
Boston 


Chicaso 
Cincinnati 


Los  Angeles 
San  Francisco 


CRANES 


Heavy  Mill 
Crane 
Patented 


Made 
Canada 


Electric  and  Hand  Traveling  Cranes 
Electric  and  Air  Hoists 

NORTHERN    CRANE  WORKS,  LTD. 

WALKERVILLE,  ONT. 
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Current  Prices  of  Building  and  Engineering  Materials 


TORONTO  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement—delivered  in  S  barrel  lots,  $2.60  per  bbl. ; 
wjth  bags;  $3.00;  car  lots,  $2.00  on  tlie  track, 
with  pkgs..  $2.40. 

Lime— grey  50c,  white  60c  per  100  lbs,,  delivered 
in  not  less  thar.  1500  lb.  lots.  At  the  ware- 
house, grey  45c,  white  55c.  Hydrated  lime, 
$15.25  per  ton  delivered;  $14.25  at  warehouse. 

Brick— No.  1  dry  pressed  red  brick,  $20;  buff, 
$20,  f.o.b.  the  job;  No.  2,  $18;  common  red 
stock  brick,  $16;  grey,  $15;  wire-cut  brick 
for  foundation  work,  $12.50  on  the  cars,  de- 
livered $14;  "Tapestry"  brick,  imported,  $25 
to  $35;  local  Rug,  $20;  sand-lime  brick,  $10.25 
f.o.b.  car  at  King  Edward  Siding;  $9.00  f.o.b, 
car  or  wagon  at  plant.  Paving  brick,  local 
manufacturers  not  quoting  prices  at  present, 
imported  paving  squares,  delivered  at  job 
in  Toronto,  best  quality  $80,  second  quality 
$75,  third  quality  $70.  (These  prices  are 
merely  approximate,  as  no  sales  are  recorded). 
Sun-Tex  face  brick,  $20  to  $30  at  plant,  $24 
to  $34  delivered,  price  depending  on  color 
and  texture.  Denison  interlocking  hollow 
tile,  $80  per  M.  at  plant,  $97.50  delivered. 
Lots  over  100,000,  $75. 

Fire  brick — $60  to  $80  per  M.,  according  to  qual- 
ity.   Fire  clay,  $15  per  tbn. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 
Toronto  prices,  F.  O.  B.  Car: 

Crushed  stone— 2  in.,  $1.50;  1  in.,  $1.65;  Vs  in,, 
$1.65;  rubble  stone,  in  car  lots,  .$1.40  per  ton, 
f.o.b.  car. 

Sand — for  cement  or  brick  work,  95  cents  per  ton, 

f.o.b.  Toronto. 
Gravel — Pit  run,   $1.05  per  ton  f.o.b.  Toronto; 

screened,  $1.30  per  ton  f.o.b.  Toronto. 

T.TTMBER  (-RTTTLDINn  MATERTALI 
Toronto  retail  prices,  delivered. 

Hemlock— 2  x  4  in.  to  2  x  12  in.,  12  and  14  ft.. 
$35;  10  and  16  ft.,  $.37;  18  ft.,  $39;  No.  1 
liemlock  decking,  1x4  in.,  $34;  1x5  in., 
$.37;  1x6  in.,  $.39;  No.  2  hemlock  decking, 
$5  less  than  No.  1. 

Pine — 1  in.  x  4  in.  and  5  in.,  $40;  1  in.  x  6  in.  to 
8  in.,  .$42;  1  in.  x  10  in.,  $45;  1  in.  x  12  in., 
$50;  2  in.  X  4  in.  to  2  in.  x  12  in.,  and  10  ft. 
to  16  ft.  long,  Norway  pine,  $42  to  $50;  %  x 
r,  to  10  in.  pine  shelving,  .$57  to  $67 ;  ^  x  12 
in.  pine  shelving,  $75;  No.  1  pine  flooring, 
.$55;  No.  1  spruce  flooring,  $44;  No.  1  pine 
V  or  beaded  sheeting,  .$58;  No.  2  ditto,  $42; 
|)ine  trim,  4  in.  casing,  $2.75  per  100  ft. ;  5  in. 
ilitto,  $3.25;  8  in.  pine  base,  $4.75;  4  in.  pine 
window  stool,  $4.00. 

Shingles— XXX  B.  C.  shingles,  !i!5..50;  N.  B.  ex- 
tras, $6.00;  N.  B.  clears,  .$5.75;  No.  1  pine 
lath,  $7.00;  No.  2  pine  lath.  $6.50;  No.  1 
spruce  lath,  $5.7.5. 

Dimension  timber  (B.  C.  fir)— 10  x  14,  12  x  12, 
12  X  14,  14  X  14,  14  X  16,  10  x  16,  12  x  16. 
16  x  16,  $60;  14  x  18,  is  y  IS  20  x  20,  12  x 
18,  18  X  20,  10  X  18,  12  x  20,  14  x  20,  16  x 
20,  $65.  These  prices  apply  to  .32  ft.  lengths ; 
.32  to  .35  ft.,  $1  to  $2  per  thousand  extra; 
36  to  40  ft.,  $2  to  $3  per  thousand  extra. 

STEEL  AND  IRON 
Steel  and  Iron  Bars— $5.00  to  $7.00  base;  twist- 
ed and  deformed,  $5.35. 
Shapes— Over  35  lbs.  per  yard,  .$.5.25  per  100  lbs.; 

under  35  lbs.  per  yard.  $6.50  per  100  lbs. 
Plates — 6  ins.  and  over  and  under  30  ins.,  $11  per 
100  lbs.  ;  .30  ins.  and  over,  $12.00.  Tank 
.-ind  boiler  plates—  54  in.  and  over  and  un- 
der .36  ins..  $10.00;  r«5  ins  and  over,  $6.70 
GauRe  plates  Nos.  10,  12,  14.  $9.15  to  «9.3r. 
per  100  lb«.  Black  American  Bessemer  Plates 
—28  jrauge.  «!)  60  per  100  lbs. 
Plata— 6  fns.  wide  and  under,  $B  00  per  100  lbs. 


Rivets — Button  and  cone  head — 14,  Yi  and  %  in. 
made  up,  $5.50;  ^  and  1  in.  made  up,  $6.50; 
54  and        in.  rods  only  $4.50. 

Extras — 1/lOc  per  lb.  extra  for  cutting  to  length, 
for  plate  less  than   54  thick,  for  angles 

less  than  5  in.  combined  legs  and  beams  and 
channels  under  6  ins.,  for  18,  20,  and  24  in. 
beams';  1/lOc  to  J^c  per  lb.  extra  for  all 
Bethlehem  sections. 

Galvanized   iron— 28  gauge,  $10.00. 

Cast-iron  pipe — Standard  prices,  carload  lots, 
f.o.b.  Toronto :  4-iK.  $78  to  $79  per  net  ton ; 
6-in.  and  up  $75  to  $76.  Lower  price  for 
Class  B.  Higher  price  for  Class  A  and  gas 
pipe.  Less  than  car  lots,  $2  extra. 
SEWER  PIPE 

Sewer  pipe — Toronto  prices  (wliolesale),  with  dis- 
counts as  below,  f.o.b.  factory — 4  in.,  ,30c  pei 
ft.;  6  in.,  45c;  8  in.,  70c;  9  in.,  90c;  10  in., 
$1.05;  12  in.,  $1.35;  15  in.,  $1.80;  18  In., 
$2-50;  20  in.,  $3;  22  in.,  $4;  24  in.,  .$4.50. 
Discounts — 4  in.  to  24  in.  standard,  65  per 
cent. ;  15  in.  to  24  in.  double  strength,  62 
per  cent. 

Tile  wall  coping — S  or  9  in.  wall,  50c  per  ft.  ;  12 
in.  or  13  in.  wall,  75c  per  ft;  18  in.  wait, 
$1.50  per  ft.;  carried  in  6,  12,  IS.  and  24  in. 
lengths.     Discount  65  per  cent. 

PAINTS  AND  OILS 

White  lead — groun4  in  oil,  less  than  ton  lots, 
$16.55  per  100  lbs. ;  ton  lots,  $16.20  per  100 
lbs. 

Boiled  linseed  oil — ^in  bbls.,  $1.51  per  gal.  of  9  lbs. 

Raw  linseed  oil — in  bbls.,  $1.48  per  gal.;  red  lead, 
dry,  $19  per  100  lbs. ;  putty  in  bulk,  $5.00  per 
100  lbs.;  in  100-lb.  drums,  .$5.60;  putty  in 
25-lb.  tins,  $5.75  per  100  lbs. ;  steel  sash 
putty  in  25-lb.  tins,  $6.00  per  100  lbs.;  tur- 
pentine, in  bbls.,  77c  per  Imp.  gal.,  based 
on  southern  gauge. 


MONTREAL  PRICES 

CEMENT,  LIME,  AND  BRICK 
Cement — $2.80    steam    car    load    lots,  including 

sacks,  less  5  per  cent,  for  cash. 
Lime --l^fydrated,  $18  per  ton;  lump,  $12. 
Brick — No.  1  pressed,  $18;  No.  2  pressed,  $15; 

Manganese  rustic,  $20;  buflf  rustic,  $20;  red 

rustic.  No.  1,  $15;  red  rustic.  No.  2,  $13; 

buff  (smooth),  $21;  buff  (rough),  $20;  plastic 

$12.2.^. 

Concrete  Brick— grey  $22,  red  $22,  buff  $23,  white 
$45,  plain  pressed  $12  per  thousand,  all  f.o.b. 

Works,  Mascouche,  P.Q. 

CONCRETE  SEWER  PIPE 
Straight  pipes  (per  foot)  ;  not  reinforced,  8-in. 
26c.;  9-in.  30c.  10-in.  34c;  12-in.  40c;  15-in. 
60c;  18-in.  74c.  Reinforced,  18-in.  90c;  21- 
in.  $1;  24-in.  $1.20;  30-in.  $1.60;  36  in.  $2.40; 
42  in.  $3;  48-in.  $4.20. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 
Crushed  Stone — 2  in.,  $1.40;  J<-in.  $1.65;  fi-in., 

$1.75  per  ton,  delivered. 
Sand — $1  per  ton,  car  load,  on  cars. 
Gravel — $1.20  per  ton  f.o.b.  cart. 

STEEL  AND  IRON 

Steel  angles — 3  in.  x  ,3  in.  and  up,  $5.75;  1  in. 
X  1  in.  X  H  >"■•  26c  extra;  in.  x  H  'X- 
X   H   >n.   60c  extra.     Boiler  plates — %  in. 

Iliick  and  thicker,  $13.00.  Circular  plates  — 
Flange  quality,  36  in.  dimeniion  and  over, 

$13.30;  under  .36  in.  diameter,  $13.65.  Beams 
and  channels — Under  35  lbs.,  per  yd.,  $5.75; 
.35  lbs.  per  yd.  and  over,  $5.50;  f.o.b.  Mont- 
real, net  cash,  nominal.  Corrugated  iron — 26 
gauge,  $«.(»;  28  gauge,  .$8  70  per  100  sq.  feet, 
subject  to  change  without  notice.  Copper 
bearing  sheets  —  Keystone  black,  28  U.  S. 
gauge,  $6.50  per  100  lbs.  nominal. 


SEWER  PIPE 
Straight  pipe  (per  foot) — 4  in.,  30c;  6  in.,  45c;  J 
in.  70c:  9  in.,  85c;  10  in.,  $1.05;  12  in.,  $1.35 
l,-)  in.,  $1.80;  18  in.,  $2.50;  20  in..  $3;  22  in. 
$4;  24  in.,  $4.50;  27  in.,  $6.50;  30  in.,  $7.20 
Channel  pipe  (4  in.  to  30  in.)  24c,  36c.  66c, 
72c,  84c,  $1.08,  $1.44,  $2.00,  $2.40,  $3.20 
$3.60,  $6.20,  $5.75.  One-eighth  bends  ^^ 
in.  to  30  in.),  $1.20,  $1.80,  $2.80,  $3.60, 
.$4.20,  $5.40,  $7.20,  $10.  $12.  $16.  $18,  $26, 
$28;  1/4,  $1.20,  $1.80,  .$3.15,  $4.05,  $4.75, 
$6.10,  $14.40,  $20,  $24,  $32,  $36,  $52,  $57.60. 
Double  collar,  90c,  $1.35,  $2.10,  $2.55.  $3.15, 
$4.05,  $5.40;  slant  1  foot  long  side  (4  in.  tfl 

15  in.),  90c,  $1.35.  $2.10,  $2.55,  $3.15,  $4.05, 
$5.40.  Single  branch  (6  in.  to  9  in.),  3  ft.; 
$2.25,  $3.50,  $4.25;  2  and  2'/5  ft.  (4  in.  to  30 
in.),  $1.35,  $1.80,  $3.15,  .$3.85,  $4.75,  $6.10, 
$8.10,  $11.25,  $13.50,  $18,  $20.25.  $32.50,  $.36. 
.Single  squares  (4  in.  to  30  in.)  ditto.  Double 
branch  and  double  square  and  Y  pipe  (4  in.  to 
.30  in.),  $1.80,  $2.70,  $4.90.  $6..30,  $7..35.  $10.80, 
$14.40,  $20,  $24,  $32.  $36,  $45.50,  $50.40. 
Syphon,  cesspool,  and  buchan  trap  (4  in.  to 

16  in.),  $3,  $4,  $7,  $9,  $10.60,  $18.  Double 
syphon,  running  trap,  and  hand  hole  trap  (4 
in.  to  12  in.),  $3,  $4,  $7,  .$9.  $10.50,  $18. 
These  prices  are  subject  to  a  discount  of  50 
per  ceftt.  for  less  than  car  load  lots  delivered, 
and  a  discount  of  from  61  to  66  per  cent,  for 
car  load  lots  f.o.b.  Montreal. 

SUNDRIES 

Hard  wall  plaster — $15  per  ton.  Plaster  of  Paris 
$2.95  per  bbl.,  both  less  5  per  cent,  for  cash. 
Rope — Best  Manilla,  39c  basis  per  pounds; 
Britisli  Manilla,  33c  basis;  sisal  rope,  2TAc 
basis;  lath  yarn,  27j4c.  Boiled  linseed  oil — 
in  barrels,  $1.39  per  gal.  of  9  lbs.  Raw  lin- 
seed oil — in  barrels,  $1.3654  per  gal. 


WINNIPEG  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — Portland,  $4.00  per  bbl.;  mortar  ce-, 
ment,  64c  per  70-lb.  bag,  in  ton  lots;  Keenes, 
$6.45  to  $1.3.55  per  bbl.,  depending  on  qual- 
ity.     (All   prices    include  bags). 

Lime — White  or  grey,  in  bulk,  45c  per  bushel ;! 
per  barrel,  $2.10  to  $2.40. 

Hydrated  Lime — In  paper  bags,  $16.35  per  ton 
in  cotton  bags,  $19.55. 

Brick — No.  1  dry  pressed,  red  and  buff,  $35 
common  red  stock,  .$25;  common  grey  stock 
$12;  No.  1  enamelled  brick,  all  colors,  fro 

$100;  sand  lime,  $12;  firebricks,  $70  to  $90. 

CRUSHED  STONE,  SAND.  AND  GRAVEL 
'     (Including  delivery) 

Crushed  stone — 154 -in.  to  2-in.,  $2.60  per  yard; 
%-in.  to  1-in.,  $2.85;  stone  dust,  $2.55;  rub- 
ble stone,  $14.20  per  cord. 

Sand,  gravel  and  torpedo  sand — $2.10  per  yard. 

Crushed  granite — lyi  and  2-in.,  $2.65;  f^-in.  and 
1-in.,  .$2.90;   H-in.  and  dust,  $3.20. 

Gravel— Per  yard,  delivered,  $1.86. 

Crushed  Granite — I'A  and  2-in.,  $2.66;  ^  in.  and 
1-in.,  $2.90;  J^-in.  and  dust,  $3.20. 

LUMBER  (BUILDING  MATERIAL) 
(Including  delivery) 
(15  per  cent,  discount  for  cash) 

Flooring — No.  2  red  pine,  4  in.,  $43;  6  in.,  $46: 
No.  8  red  pine,  4  in.,  $38;  6  in.,  $40;  No.  4 
red  and  white  pine  or  spruce,  4  in.,  $28;  <l 
in.,  $32;  No.  1  and  2  fir,  edge  grain.  8  in.. 
$60;  4  in.  and  6  in.,  $66:  No.  S  fir.  edge  and 
flat  grain,  4  and  ft  in.,  $4B;  No.  4  fir  ship- 
lap  grade.  4  and  ft  in..  $32:  common  2  x  ft 
pine,  spruce  or  fir.  4  and  ft  in.,  $33:  No.  2 
white  pine,  4  and  ft  in.,  $66;  No.  3,  $46;  No. 
2  red  pine.  4  and  ft  in..  $46;  No.  3,  $40;  No. 
4.  $.32:  No.  6.  $24 

Dimension  Timber  fNo  1  pine,  sprtice.  tamarac. 
fir  or  cedarl- S  X  S.  8  X  10.  in  X  in.  in  r 
12.  12  T  12.  «SS:  in  X  14.  14  x  14.  14  x  1«. 
«  T  10  6  X  12.  S  T  12.  *.39:  in  X  1R,  12  x  16. 

in  X  10  14  V  IS.  in  V  IS  i«  X  18  20  r  20 

UO:  fi  X  14  S  X  14.  12  X  IS.  19  x  20.  .1!42 :  ft 
r  1R.  O  r  IS.  ft  r  ?0.  9  V  in.  S  X  IS.  «  x  20. 
10  Y  IS.  10  X  20.  12  X  20.  14  x  20.  1«  x  20, 
$43 

f Continued  on  Dire  46) 
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RAILS 


BILLETS 


Concrete  Reinforcement  Bars 

Plain  Round,   Square  and  Cold  Twisted  Squares 

DOMINION  IRON  &  STEEL  COMPANY 

LIMITED 

BAR  STEEL 


Wkrehoute  Stocks  : 

SYDNEY.  N.  S, 
MONTREAL.  QUE. 
TORONTO.  ONT. 
FT.  WILLIAM,  ONT. 


Sales  Offices  : 

SYDNEY,  N.  S. 

MONTREAL 
112  St.  James  St. 

TORONTO 
18  Wellington  St.,  E. 


Mills  and  General 
Offices : 

SYDNEY,  N.  S. 


WIRE  NAILS 


and  other 


WIRE  PRODUCTS 


rO  Spare  more  men  for  the  firing  line,  yet  accomplish 
more  work — this  is  the  task  which  the  war  imposes 
on  Canada's  industrial  leaders  and  business  men. 

Are  you  giving  this  task  the  same  unselfish,  untiring 
devotion  which  our  fighting  men  are  showing  in  France? 

Are  you  turning  your  profits  to  National  Service  by 
investing  them  in  Canadian  War  Savings  Certificates? 

Full  particulars — and  the  Certificates — may  be 
had  at  any  Bank  or  Money  Order  Post  Office. 


The  National  Service  Board 

of  Canada 

{This  space  is  donated  by  MacKinnon,  Holmes  &  Co.,  Limited) 
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CURRENT  PRICES  OF  BUILDING  AND  ENGINEERING  MATERIALS— continued. 


(Continued  from  page  44' 

Pine— common,  6  to  10  in.,  $105;  12  in., 
$110;  pine  trim  4-in.  casing,  $3.70  per  100 
ft.  5f4-in.  ditto,  $4.40;  8-in.  pine  base,  $6; 
10-in.,  $7;  4-in.  pine  window  stool,  $7.50. 

Shingles— No.  1  B.  C.  cedar,  $4;  No.  2,  $3.50; 
No.  1  B.  C.  cedar  dimension,  $5.50;  hand- 
sawn,  $7. 

STEEL  AND  IRON 
Steel— Round  bars,  $5.25  per    100    lbs.;  square 
twisted,   $5.25   per   100   lbs. ;    channels  and 
angles,  $5.50;  beams,  $5.25;  plates,  $8.25  per 
100  lbs. 

Cast  Iron  Pipes — Standard  price,  car  load  lots, 
f.o.b.  Winnipeg,  $38  per  ton.  * 
SEWER  PIPE 

Sewer  Pipe— Wholesale "  prices  f.o.b.  Winnipeg, 
per  ft.,  3  in.,  9  cents;  4  in.,  11  cents;  5  in., 
16  cents;  6  in.,  18}4  cents;  8  in.,  30  cents; 
9  in.,  35  cents;  10  in.,  40  cents;  12  in.,  50 
cents;  15  in.,  75  cents;  18  in.,  $1.00;  20  in., 
$1.50;  24  in.,  $2.00. 

SUNDRIES 
(Including  delivery) 
Hard  Wall  Plaster— $19  to  $22.50  per  ton;  Plaster 
of  Paris,  $20.50  per  ton  ;  in  barrels,  $4.40  per 
bbl.  of  320  lbs. 
Plasterers'  Hair — $3.30  per  bale ;  90c  per  bushel. 

PAINTS  AND  OILS 

Mortar  Color — Red,  .i;4.5()  per  lUO  lbs. ;  black  or 
buff,  $5.50;   chocolate,  $6.50. 

Paints  and  Oils — White  lead,  ground  in  oil,  $11.50 
per  100  lbs. ;  boiled  linseed  oil,  in  bbls.,  98 
cents  per  gal.  ;  raw  linseed  oil,  in  bbls.,  95 
cents  per  gal. ;  dry  red  lead,  $10.00  per  100 
lbs. ;  putty  in  bulk,  $3.25  per  bbl. ;  putty  in 
25-lb.  tins,  $3.75;  turpentine,  in  bbls.,  80 
cents  per  gal.  Mixed  paint,  ordinary  colors, 
per   gal.,  $3.10. 


VANCOUVER  PRICES 

CEMENT,  LIME,  AND  BRICK 
Cement  Clrey  l'i)rtl;inil,  l^'J-Xyo  per  bbl.  f.o.b.  ware- 
liiiuse,  saclo  ivtra;  Kecii.s  cement,  .ttj.lKI  jicr 
bill.,  ^acks  extra;  line  whtc,  .flS.tlO  ijcr  oi 
300  lbs. ;  superfine,  white,  $9.50  per  bbl. ; 
white  Portland  cement,  $2.65  per  bbl.  of  250 
lbs.,  sacks  10c  extra,  f.o.b.  Voncouver. 
Lime — $1.75  per  bbl.  f.o.b.  warehouse  or  delivered. 
Brick— Common  red  brick,  $14.50  to  $16.00  f.o.b. 
warehouse;  $12.50  and  up  in  car  lots  f.o.b. 
Vancouver ;  pressed  red  brick,  $30  f.o.b.  wharf 
Vancouver;  pressed  buff  brick  $40  at  ware- 
house; $33  in  car  lots;  tapestry  brick,  $45  at 
warehouse;  impervious  brick,  $45  f.o.b.  build- 
ings ;  fire  brick,  $40  in  car  lots,  $45  in  ware- 
house ;  fire  clay,  $12.50  per  ton  in  car  lots. 

SAND  AND  GRAVEL 
Sand — Brick  and  plaster  sand  $2.25  per  cu,  yd. 
f.o.b.  bunkers. 

.Gravel — $2.25  per  yard  delivered. 

LUMBER  (BUILDING  MATERIAL) 
Vancouver  prices,  f.o.b.  mills: 

Dimension  timber — Douglas  fir — 8  x  8,  10  x  10, 
10  X  12,  10  X  14,  12  X  12,  12  x  14,  14  x  14, 
14  X  16,  $18 ;  -6  X  10,  6  x  12,  8  x  10,  8  x  12, 
10  X  16,  12  X  16,  16  x  16,  $18.50;  6  x  14, 
.S  X  14,  12  X  18,  18  X  20,  $19 ;  6  X  16,  8  x  16, 
10  X  18,  18  X  20,  14  X  20,  16  x  18,  16  x  20, 
18  X  18,  20  X  20,  $19.50. 

Fir  flooring — 1  x  3  edge  grain,  $28 ;  1  x  4  edge 
grain,  $31;  1  x  4  flat  grain,  $24;  No.  1  and 
2,  1-inch  clear  fir  rough,  $33;  No.  1  and  2, 
Wi  and  1J4  inch  clear  fir  rough,  $39;  No.  1 
and  2,  2  inch  clear  fir  rough,  $35;  hemlock 
lath,  $1.15;  pine  lath,  $2.35  to  $2.65;  X:?^ 
B.  C.  cedar  shingles,  $2.15;  XXX,  $3.25; 
XXXXX,  $3.60. 


STEEL  AND  IRON 
Vancouver  prices  f.o.b.  warehouse : 

Steel — tround  and  square  bars)  $4.50  base;  tvvis 
ed  and  deformed,  $4.50  base;  structural  set 
tioiis,  .fb.OO  to  $7.00. 

Galvanized  iron — 2S  gauge,  .$12. .'■•")  per  HKI  lb;-. 

Corrugated  iron — 26  gauge,  6,  7  and  8  ft.  sheet; 
$10.90;  5,  9  and  10  ft.  sheets,  $11.05  per  s( 
I  Hack  steel  sheets,  'li  gauge,  $10.33  per  ItJ 
lbs.  i 

Steel  angles — $6.U0  to  .$7.00  per  100  lbs.,  depctU 
ing  on  size,  quantity  and  specilicatiop.s. 

Steel  channels,  beams— $6.00  to  $7.(10  per  100  lbs 
depending  on  size,  c|uantiiy  and  spcciiicaiiou 

Steel  plates— $12.00  to  $15.00. 

SEWER  PIPE 

Sewerpipe — Vancouver  prices  .fo.b.  warehouse! 
4-in.,  135^c  per  ft. ;  6-in.,  23c  per  ft. ;  S-in.,  35 
ft.;  10-in.,  45c  ft.;  12-in.,  55c  ft.;  15-in 
.$1.10  ft.;  18-in.,  $L30  ft.;  20-in.,  $1.55  ft. 
24-in.,  .$2..30  ft.    (all  net  prices). 

SUNDRIES 

Hard  wall  plaster — $16.50  in  car  lots  f.o.b.  Var 

couver,  bags  extra. 
Hydrated  lime-  $1G.IKI  in  car  lots. 
Alca  lime — $16  per  ton. 

Plaster  of  Paris — Hammer  brand,  $4.50  per  bbl. 
Finishing  Plaster — $19  per  ton,  sacks  extra. 
Welsh  slate— $11.50  to  $12.00  per  spuare,  f.o.b 
Vancouver. 

Rope,  Manilla,  %  in.,  39c  base;  39^c 
Yi  in-,  40c;  in.,  40Hc;  2nd  grade,  33^^.: 
base;  sisal  rope,  28}^c  base. 

PAINTS  AND  OILS 
Boiled  linseed  oil — In  bbls.,  $1.67  per  gal.  of 

lbs. 

Mixed  Paint— Per  gal.,  $2.95  to  $3.25. 

Raw   linseed   oil — In   bbls.,   $1.65   per   gal. ;  rei 

lead,  dry,  $21.25  per  100  lbs.,  in  oil,  24c. 

putty  in  bulk,  Standard,  $4.50;  Pure,  $5.50 
•  Turpentine,   in   bbls.,   95c.   to  $1.00. 
White  Lead— Ground  in  oil,  $18  to  $20  per  100  lbs 
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ALL  SIZES  OF  PIPES  and  CONNECTIONS  from  4  inch  to  30  inch  always  IN  STOCK 

High  Grade  Salt  Glazed  Vitrified  Sewer  Pipes  and  connections  are  a  specialty 
with  us.  We  also  manufacture  culvert  pipes,  inverts,  flue  linings,  stove  linings, 
fire  bricks,  locomotive  blocks,  guUey  traps,  range  bricks,  cupola  linings,  wall 
coping  and  all  kinds  of  vitrified  and  fire  clay  goods.  Prompt  shipments  on  all 
goods. 

Vitrified  Hollow  Building  Blocks 
Ground  Fire  Clay,  in  Bulk  or  Bagged. 
"Amco"  Segment  Sewers— From  30'  to  108"  diameter 
Send  for  Illustrated  Book  on  "Building  Segment  Sewers" 

Standard  Clay  Products  Limited 

i  HRKK  SKWKK  I'li'E  FACTORIES  :  St.  Johus,  P.  Q.,  aud  Ncw  GUsgow,  N.  S. 

ALSO   F"IRE  CLAV   KACTORY  AT  ST.   JOHNS,    P.  Q. 
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Nova  Scotia  Steel  &  Coal  Company^  Ltd. 

Beg  To  Announce 

That  their  new  steam-hydrauHc  forge  shop  is  now  in  opera-  • 
tion,  as  also  is  their  recently  installed  "Harmet"  fluid  com- 
pression-plant. 

These  improvements  bring  ''Scotia's"  equipment  abreast 
of  the  best  foreign  forges. 

They  are  accordingly  open  to  supply  forgings  of  all  shapes 
and  sizes.  Made  of  ordinary  or  fluid  compressed  open- 
hearth  steel,  and  satisfying  the  most  severe  specifications. 

For  Prices  and  Particulars  Apply  to 

Head  Office  -  -  New  Glasgow,  N.  S. 
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Civil 

Electrical 
Mechanical 


Directory  of  Engineers 


Contractors 

Special 

Interests 


Chipman  &  Power 

Civil  Engineers 

TORONTO  WINNIPEG 

Willis  Chipman.       Geo.  H.  Power. 


Anglins  Limited 

Contracting  Engineers 

65  Victoria  St.  MONTREAL 


H.  J.  Griswold, 

Montreal. 


B.  W.  Seton, 

Toronto. 


DOMINION  ENGINEERING 
&  INSPECTION  CO. 

Inspecting  and  Testing  Engineers 
Head  Office  and  Laboratories, 
880  Lagauchetiere  St.  West,  Montreal. 

BRANCH  OFFICES: 
24  Adelaide  Street  East,  Toronto. 
806  Union  Trust  Building,  Winnipeg 
CEMENT  TESTING  AND  REIN- 
FORCED CONCRETE  INSPECTION 
MILL,  SHOP  AND  FIELD  INSPEC- 
TION OF  STEEL  STRUCTURES 
AND  BRIDGES 
TESTS  AND  INSPECTION  OF  IRON 

AND  STEEL  PIPE,  ETC. 
LOCOMOTIVES,  CARS,  NEW  AND 

SECOND-HAND  EQUIPMENT 
Represented  at  New  York,  Pittsburgh  and 
Chicago;  Glasgow  and  London,  Eng. 


Canadian  Inspection  & 
Testing  Laboratories 

Limited 

Inspecting  Engineers 
and  Chemists 

Mill,  shop  and  field  inspec- 
tion of  bridges  and  struc- 
tural work;  test  of  materi- 
als; mill  inspection  of  rails 
and  track  supplies;  found- 
ry inspection  of  steel  and 
iron  castings  of  all  classes; 
expert  examinations  and 
reports.  Representatives 
at  all  important  Canadian, 
American  and  European 
Works. 

Head  Office  MONTR FAI 

•  nd  Main  Laboratories:  IVCAL. 

Hranch    Offices   and    Laboratories — 
TORONTO,  WINNIPEG.  EDMONTON, 
VANCOUVER  and   NEW  QLA8GOW 


HADDIN  &  MILES 

LIMITED 

(Formerly  The  John  Gait  Engineering  Co.,  Ltd.) 

Consulting 
Civil  Engineers 

Water  Supply,  Sewerage,  Sewage 
Disposal,  Electric  Lighting 
and  Power 

WINNIPEG     —  CALGARY 


R.  S.  &  W.  S.  LEA 

Consulting  Engineers 

Waier  Supply  ;  Sewerage  and  Drainagre  ;  Water 

Purification;  Disposal  of  Sewage  and  Refuse ; 

Water  Power  Developments  and  Power  Plants. 
Reports,  Designs,  Supervision  of  Construction 
New  Birks  Bldg.  Telephone 

MONTREAL,  P.Q.  Uptown  783 


FRANK  BARBER 

Bridge  and  Structural  Engineer 

Steel  and  Reinforced  Concrete  Bridges  and 
Buildings,    Foundations,    Municipal  Work 

40  JARVIS  STREET,  TORONTO 


kobert  W.  Hunt, 
Thos.  C.  Irving,  Jr. 


Charles  Warnock, 
Jas.  W.  MoflFat, 


Robert  W.  Hunt  &  Co. 

»  LlmiUd 

Consulting  and  Inspecting  Engineers, 

Chemists  and  Metallurgists 

Expert  Inspection  and  tests  of  all  structural 
materials  and  mechanical  equipment 

Inspectors  at  all  important  industrial  centres. 

Reports  on  Properties  and  Processes 

Head  Office  and  Laboratories : 
McGill  Building,  Montreal 
Branches : 

Toronto         Vancouver         London,  England 


Crushed 
Stone 

BRICK 


TAHCO 

o 


Cut 

Stone 
SAND 


T.  A.  Morrison  &  Co.,  ^^^^SV-'treal"* 


Reid  &  Brown  Structural  Steel 
&  Iron  Works,  Limited 

We  carry  a  large  stock 

Steel  Beams,  Channels,  Angles, 
Plates,  Columns,  etc. 

FOR  IMMEDIATE  SHIPMENT 
Officeand  Works— 63  Esplanade  E,  TORONTO 

Phones— Main  904  and  905 


R.  O. 
WYNNE  -  ROBERTS 
Consulting  Engineer 

40  JARVIS  STREET 

TORONTO 

Water  Supply,  Sewerage,  Sewage  Dis- 
posal, Civic  and  General  Engineering, 
Arbitrations,  Investigations,  Valuations, 
Reports,  etc. 


If  your  client  desires  to  erect  a 

RESIDENCE  or  FACTORY 
in  TORONTO  I  can  arrande  a 
URST  MORTGAGE  LOAN  from 
$2,000  to  $100,000. 

Walter  J.  Morris, -Branch  Manager 
London    &   Lancashire   Life  Ass'n. 
10  Adelaide  Street  East     -  TORONTO 


Milton   Hersey  Co.,  Ltd. 

Engineers,  Chemists,  Inspectors 

PAVING 

designed,  superintended,  inspected. 
Montreal  Winnipeg  New  York 


Power  &  Son, 


Architects  and  Buildings  Surveyors 

Merchants  Bank  Chambers, 

Kingston,  Canad 


We  protect 

TIMBER 

from 

DECAY 

at  our  Carbolineum  Treating  Plant 

The  Lachute  Shuttle  Co.,  Ltd. 

Lachute  Mills,  P.Que. 


THOMSON  BROS. 

CONTRACTORS 

Kstahlislied  1884. 
Masoiiiy    and    all    kinds    of  Reinforced 
Concrete  Construction  Work  carried  out. 

Main  245:i     413  Ryrie  HIiIk.,  Toronto. 
Park.  r)3S,  Park.  3302  NiRlits,  Sundays,  and 
Holidays. 


DARLING  BROTHERS  LIMITED 

ENGINEERS  &  MANUFACTURERS 

MONTREAL,  CANADA 

Branches:  Af^rnts: 

Toronto.  Winnipeg       Halifax.  Calgary.  Vancouver 

PUMPS  FOR  ANY  SERVICE    .  STEAM  APPLIANCES  OFEVERyIcIND 


raiinar.\-  :.'.M',ils 
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Built  for  C.P.R.  Montreal 


CANADIAN 
CHICAGO  BRIDGE  &  IRON  CO. 

Limited 
BRIDGEBURG.  ONTARIO 

Our  Specialty  is  the  Design,  Manufacture 
and  Erection  of  Elevated  Steel  Tanks 
for  Municipal,  Railroad  and  Factory  Service. 
We  also  design,  manufacture  and  construct 
Oil  Tanks,  Coaling  Stations,  Bridges,  Turn- 
tables, Building  and  Structural  IVuterlal. 

"Write  our  nearest  Sales  Office  for  prices,  plans 
and  specifications.  Our  catalogue  No.  15  gladly 
mailed  to  you  upon  request." 

Sales  Offices:—  _ 
Bridgeburs,  Ontario.  130  Janet  Street 

Chicago,  Illinois,  2014  Old  Colony  Bldg 
New  York,  N.  Y.,  30  Church  Street 

Shops:— BridseburE,  Ont. 
Chicago,  111.  Greenville,  Pa. 


The  Maritime  Bridge 

Company,  limited 

Manufacturers  and  Erectors  of 

Steel  Railway  and  Highway  Bridges, 
Buildings,  Girders,  Trusses,  lowers, 
Turntables,  Tanks,  Smoke  Stacks, 
Riveted  Pipe,  and  Structural  Steel  and 
Plate  Work  of  all  descriptions. 

We  have  the  only  complete  stock  of 
Steel  Shapes,  Plates  and  Bars  in  the 
Maritime  Provinces. 

Office  and  Plant : 

New  Glasgow,  Nova  Scotia 


"Galvaduct"  and  "Loricated" 

Conduits 

for  Interior  Construction 

Conduits  Company,  Limited 

Sole  Manufacturers  uader  Canadian  and  U.  S.  Letteri  Patent 

Toronto      -  Canada 


Standard 
rground  Cable  Co. 
anada,  Limited 

nufactiircrs  of 

,  Bronze  Rods  and  Wires 
r  and  Brass  Tubes 
opper  Clad  Steel  Wire 
roof  and  Magnet  Wire 
er  Insulated  Wire 
Covered  Cables 
rmored  Cables 
ble  Accessories 

iniates  or  prices  upon 
o  nur  nearest  office. 

Hamilton 
St-atlle.  Wasli 


STRUCTURAL  STEEL 

and 

BRIDGE  BUILDERS 


Capacity  18,000  Tons. 

We  build  and  erect  all  kinds  of  Structural  Steel,  Bridges, 
Roof  Trusses,  Bank  and  Office  Railings,  Stair 
Work,  Elevator  Grilles,  Fire  Escapes,  etc. 

Over  5,000  Tons  in  Stock  of 
Beams,  Column  Sections,  Angles,  Tees,  Plates,  Bars, 
Checkered  Floor  Plates,  etc. 

McGregor  &  Mclntyre,  Limited 

1139  Shaw  St.  -  -  TORONTO,  CAN. 

Telephone  Hillcrest  1614—1615—1616. 


BITUNAMEL 

Unsurpassed  (or  waterproofing  foundadoni  and  prevent- 
ing nut  and  corrodon  on  exposed  iron 
and  metal  work. 

WRITE  FOR  SAMPLE 

The  Ault  &  Wiborg  Co.  of  Canada 
Ltd.,  Varnish  Works 


Montreal 


TORONTO 


Winnipeg 
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'j;  HE    C  (.)  N  T  R  A  C 


T  RKCORD 


J  amiary  2,  1  '.H  s 


Works  at  Walkerville,  Ontario 


When    placing  your 
order  for 

HYDRANTS, 
VALVES 

and 

VALVE 
BOXES 

place  it  with  us. 


MADE  IN  CANADA 


Strong,  Substantial  and 
Modern  Designs. 
Prices  right. 

Write  (or  prices  and  see. 


JIMT 


VALVE- riYDRANT  MANUFACTURERS 

WALKERVILLE,  ONT. 


OxyAcetylene  \\^lding  and  Cutting 

Investigate  the  Money- Saving 
Advantages  of  This  Process 

There  is  practically 
no  line  of  metal  manu- 
facturing or  repairing 
in  which  oxy-acetylene 
welding  has  not  already 
established  itself  firmly 
as  standard,  routine 
method. 

All  kinds  of  metals 
are  welded  by  the  Prest- 
C.)-Lite  process  of  oxy- 
acetylene  welding.  \'al- 
uable  castings,  and  brok- 
en machinery  parts 
worth  thousands  of  dol- 
lars-, arc  saved  and 
C|uickly  put  back  into 
service. 

Through  avoiding 
costly  tie-ups  and  de- 
lays in  p  r  o  d  u  c  t  i  o  n 
caused  by  the  break- 
down of  an  important 
machine — or  by  saving 
the  cost  of  a  new  part — 
one  Prest-O-Lite  Weld- 
ing repair  may  save  the 
cost  of  the  entire  weld- 
ing outfit  many  times 
over. 

If  you  are  interested  in  making  your  plant 
more  profitable — in  reducing  operating  costs  and 
effecting  man}-  economies  in  production — if  you 
wish  to  make  your  product  stronger,  neater,  l)et- 
ter — investigate  what  Prest-(  )-I.ite  \Velding  will 
accDUiplish  for  you. 


(  i>cy-.\cetylene  Welding  Oul- 
I'll  employing  I'rest-(>- 1  .itc 
eruly-made  .\celylenc  ;tnil 
coni])resse(l  ().xygen,  liotli  in 
|)f)rtal)le  cylinders. 


PROCESS 


i  in|)l(iys  liolli  gases  (acetylene  and  oxygen)  in  portable  cyl- 
ndtis,  ['rest-(  )•  Lite  Dissolved  Acetylene  is  backed  by 
I'll -.I  ( )  I  "-^trvict,  '.vliicli  insures  prompt  exchange  oi 
full  ryhnclirs  \nr  i-ini>ly  nuts.  I'riivides  dry,  piirilied  gas, 
iu^uiiu:.^  lnil(i   wclils,  i|uicl<er  work  and  lower  operating  cost. 

\|'i)aialus  consist.s  of  an  eqital  pressure  blow  pipe, 
.iuli.niatic  regulators  and  gauges,  and  all  necessary  equip- 
nienl.  Adajitable  for  oxy-acetylene  cutting  by  tbc  addition 
ol   s])ecial  ciUting  Mow  iiipc. 

Tbornugh  iustructinus  are  fui  iiislied  free  to  every  user 
iif  l'rest-( )- Lite  Dissolved  Acetylene.  Any  average  workman 
uIhi  uudei --lauds  nietals  can  learn  tbc  welding-  process 
<iui(kl>-   au)l  easily. 

We  will  gladly  send  illustrated  literature  and  interesting 
daiM   showing  actual  instances  of  savings  made  by  others. 

ii  m.iy  suggest  valuable  ideas  to  yon.     Write  for  it. 


A.l.lr 


Depl.  ('-1(1'), 


THE  PREST-O-LITE  CO.,  INC. 

CANADIAN  GENERAL  OFFICES 

Prest-O-Lilc  Building 
Corner  Elm  Street  and  Centre  Avenue 
TORONTO 

Direct  Factory  Canadian  Plants: 

Branches:  Toronto,  Out. 

Toronto,    Out.  Merritton,  Ont. 

.Montreal.  P.Q.  >t.  Boniface,  Man. 

Merritton.    Out.  Shawinigan  Falls, 

Winniiiog,   Man.  P, 


World's  Largest  Makers  of  Dissolved  Acetylene 


January  2,  1918 
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TURNBULL 
ELECTRIC 
ELEVATORS 


Freight  and  Passenger  Service 
SAFE— RELIABLE— EFFICIENT 

Installations  in  every  city  in  Canada, 
Send  us  your  inquiries. 

The  TurnbuU  Elevator  Mfg.  Co. 

TORONTO,  CANADA 

Montreal  Office— 202  Mappin  BIdg. 
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DOMINION  Wire  Rope 

Repeat  orders  tell  their  own  story 

Use  our  WIRE  ROPE  on  any  job 

Its  DURABILITY  has  been  proved 
in  its  extensive  use 


The  Dominion  Wire  Rope  Company,  Limited 

MONTREAL  TORONTO  WINNIPEG 


"C.  H.  &  E." 
Contractor's  Equipment 


HOISTS 


Either  Gasoline  Engine 
or  Electric  Motor  Driven 


MATERIAL  ELEVATORS 

Either  Single  or  Double  Cage 

MORTAR  MIXERS 


"MARION"  Shovels 

for  all  classes  of  work 

"Ransome^'  Concrete  Mixers 
"Andrews'^  Drill  and  Tool  Steel 


Branch : 
108  Mail  Building, 
TORONTO 


Head  Office 

MONTREAL 


The  Quebec  Bridge  Erection  Travellers 


DUNLOP 

RUBBER  HOSE 


Emphatic  Endorsation  by  Highest  Authorities 


The  masterly  qualities  of  Dunlop  Mill 
Fire  Hose  —  the  undeniable  superiority 
under  every  test — are  what  secured  for 
the  Dunlop  Line  the  approval  of  the 
Underwriters'  Laboratories,  Inc.,  Chi- 
cago. The  approval  takes  the  form  of 
authorizing  Dunlop  to  use  the  Under- 
writers' label,  or,  in  other  words,  their 
O.K.  mark,  on  Dunlop  Underwriters' 
Mill  Fire  Hose  (Cotton  Rubber  Lined). 


Underwriters  do  not  have  a  habit  of 
putting  their  approval  on  secondary  pro- 
ducts. They  have  a  passion  for  going- 
straight  to  the  brand  which  has  leader- 
ship written  all  over  it.  You  can  figure 
out  for  yourself  the  merit  Dunlop  Under- 
writers' Mill  Fire  Hose-  (Cotton  Rubber 
Lined)  must  have  to  be  so  highly  regard- 
ed by  the  Chicago  Underwriters. 


Nation-Wide  Demand  for  "Dunlop" 


Steam  Hose  is  a  line  that  cannot  sur- 
vive very  long  on  make-believe  virtues. 
Hence,  the  reason  we  feel  proud  that 
Dunlop  Hose  is  in  such  nation-wide  de- 
mand by  critical  observers  of  just  what 


merits  a  Steam  Hose  must  possess.  Dun- 
lop "Gibraltar"  arid  Dunlop  "Peerless" 
have  a  pretty  good  monopoly  of  favor 
with  Steam  Hose  users.. 


Dunlop  Tire  &  Rubber  Goods  Co.,  Limited 


Head  Office  and  Factories:  Toronto 


Branches  in  Leading  Cities 


Vol.  32 


Toronto,  January  9,  1918 
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Company  Limited 
Hamilton 


Looking  Forward 

The  Dominion  Rubber  System  policy 
is  "To  Serve  and  Please  the  Trade," 

That   pohcy  will  be   more   in  evidence 
during  191 8  than  ever  before. 

Despite  changed  and  changing  condi- 
tions in  Trade  and  Manufacturing,  there 
will  be  no  lessening  of  our  efforts  to  meet 
every  need  in  Rubber,  no  matter  from 
what  source  it  may  emanate.  For  more 
than  half  a  century  we  have  set  the  pace, 
and  our  position  this  year  will  be  more 
pronounced  because  of  the  greater  and 
better  service  we  can  and  will  render. 

Our  service  branches  in  the  principal  cities 
of  Canada,  will  give  prompt  and  intelligent 
attention  to  all  enquiries.  Our  experts 
are  ready  with  their  advice,  where  needed. 

Canadian  Consolidated  Rubber  Co. 

Limited 

Head  Office    —  MONTREAL 

Service  Branches  at  Halifax.  St.  John,  Quebec,  Ottawa, 
Toronto.  Hamilton,  Kitchener,  London,  North  Bay,  Fort 
William,  Winnipeg,  Regina,  Saskatoon,  Calgary,  Lethbridge, 
Edmonton,  Vancouver  and  Victoria. 


Largest  Rubber  Manufacturing  Organization  in  the 

British  Empire. 
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"BEATTY" 

Auxiliary  Ship  Machinery 

Cargo  Winches 
Warping 
Winches 
Anchor  Wind- 
lasses 
Ash  Hoists 

Also 

Hoisting  Engines, 
Electric  Hoists, 
Steel  Derricks, 
Derrick  Irons, 
Clamshell  Buckets, 

Let  us  know  what  you  want 
along  this  line 

A     ^    .  «     ^.  ^  .    ^  .   .  ^  will  tender  promptly 

Ash  Hoist  for  ships  now  being  built  in  Canada. 
—   Agents  — 

H.  E.  Plant,  Montreal,  Que.             R.  Hamilton,  Vancouver       JLM      Rp  A  TT V            ^OIMQ    I  TT^  AA/FI  I    A  MF\ 

E.  Leonard  &  Sons,  St.  John,  N.B.     Kelly-Powell,  Winnipeg'                ■D*-".^^  *   1   1  OC    0\jnDf  Lt  1  U,f  W  tiLiJLAllLI 


" London*'  Batch  Concrete  Mixer 


Figure  130  illustrates  the  London  Batch  Mixer  No.  6. 
Capacity  6  cu.  ft.  per  batch,  or  60  cu.  yds.  p^r  day.  Just 
the  machine  for  building  bridges,  sidewalks,  foundation 
walls,  or  any  medium  size  work  requiring  a  portable  ma- 
chine.  Ask  for  catalog  No.  IB. 

Figure  96  illustrates  the  London  Batch  Mixer  No.  4.  Capa- 
city 4  cu.  ft.  per  batch,  or  40  cu.  yds.  per  day.  Just  the 
machine  for  building  curbs,  manholes,  gutters,  small  foun- 
dations, barn  walls,  concrete  silos,  or  other  small  jobs.  Ask 
for  catalog  No.  IK. 

We  build  23  dififerent  sizes 
of  Concrete  Mixers 
and  a  full  line  of  con- 
crete machinery. 


Figure  96,  London 
Batch  Mixer  No.  4. 

AGENCIES 

R.  R.  Power,  Halifax,  N.S.  Rene  Talbot,  Quebec,  Que. 

The  Foss  &  Hill  Machinery  Company,  Montreal,  Que. 
The  General  Supply  Company  of  Canada,  Ottawa,  Ont. 


"LONDON"  CONCRETE  MIXERS  ARE  NOT  BUILT  DOWN 
TO  A  PRICE,  but  up  to  standard.  London  Concrete  Mixers  are  being 
used  exclusively  for  the  building  of  the  Winnipeg  aqueduct,  a 
$40,000,000.00  job  for  the  same  reason  that  they  are  used  on  practically  all 
other  Government  jobs — they  run  continuously  for  years  without  break- 
downs or  repairs. 

London  Concrete  Machinery  Co.,  Ltd. 

Dept.  7,    LONDON,  ONTARIO 
World's  Largest  Manufacturers  of  Concrete  Machinery 


Tlie  General  Supply  Company  of  Canada,  Toronto,  Ont. 
The  General  Supply  Company  of  Canada,  Winnipeg,  Man. 
The  B.  C.  Equipment  Company,  Vancouver,  B.C. 


January  9,  1918 
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DERRICKS— Hand  and  Power 

Ironwork  and  Complete  Outfits, 
Hoisting  Engines,  Blocks,  etc. 


CARRIED   IN  STOCK 


MUSSENS  UNITED 


MONTREAL 

WINNIPEG 

VANCOUVER 


?UEBEC— Pruncau  &  Co. 
ORONTO-H.  TurnbuU  &  Co. 
COBALT -H.  L.  Usborne 


Durability 
Accuracy 

Trident  Meters 

Trident  Disc  Meters  as  illustrated  are  made  in  fizei 
^  inch  to  1  inch,  producing  the  ideal  type  of  meter  for 
house  and  small  service.  Frostproof  and  simple.  Built 
strongly.  All  parts  interchangeable.  Hard  rubber  bush- 
ings prevent  corrosion.  Patented  breakable  bottom  pre- 
vents damage  from  freezing.  All  Trident  Meters  are 
fully  guaranteed.  Recognized  as  the  best  by  thousands 
of  users.    Send  for  catalogue  and  price  list. 

Neptune  Meter  Company 

NEW  YORK 


Atlanta 
Boston 


Chicago 
Cincinnati 


Los  Angeles 
San  Francisco 


From  15  to  25  per 
cent,  less  power  is  re- 
quired to  drive  a 

CANADIAN 

Slow  Speed 
Reversible 

Mill  Exhauster 

than  any  other  high- 
speed fan. 

Designed  especially 
for  handling  shavings 
and  other  stringy  ma- 
terial, as  well  as  bark, 
sawdust,  gases,  etc. 


Write  for 
Catalog  256  12 


Canadian 
Blower  & 
Forge  Co., 
Limited 

Kitchener, 
Ont. 


Illlil 


James  Thomson,  President. 


J.  G.  Allan,  Vice-President. 


James  A.  Thomson,  Secretary. 


THE  GARTSHORE-THOMSON  PIPE  &  FOUNDRY  GO. 


LIMITED 


Manufacturers  of 

Flexible  and  Flange  Pipe, 
Special  Castings  and  all  kinds 
of  Waterworks  Supplies. 


(EAST fRON  PIPE 


3  Inches  to  60  inches  diameter. 

for  Water,  Gas,  Culvert  and  Sewer 
HAMILTON,  ONT. 
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CLASSIFIED  INDEX  TO  ADVERTISEMENTS 

The  following  regulations  apply  to  all-  advertisers; — Eighth  page,  every  issue,  three  headings; 
quarter  page,  six  headings;   half  page,   twelve  headings;     full     page,    twenty-four  headings. 

cetylene  Gas  Cars — Steel  Body  Core  Drills  Elevator  Doors 

The  Prest-O-Lite  Co.,   Inc.  Marsh  &  Henthorn,  Ltd.  Canadian  Allis-Chalmers  Ltd.  Ormsby  Company,  A.B. 

Can.  Ingersoll-Rand  Co.,  Ltd. 


Air  Compressors 

Can.  Ingersoll-Rand  Co.,  Ltd. 
Canadian  Allis-Chalmers,  Ltd. 

Aluminium 

Spielmann  Agencies  Regd. 

Air  Hoists 

Canadian    Ingersoll-Rand  Co. 
Northern  Crane  Works 

Architectural  Iron  Works 

Canadian  Allis-Clialmers  Ltd. 
Canada  Wire  &  Iron  Goods  Co. 
.McC.regor  &  McTntyre 

Architectural  Terra  Cotta 

Toronto  Plate  Glass  Imp'tg  Co. 

Ash  Hoists 

Gillis   &  Geoghegan 

Asphalt 

Asphalt   &  Supply  Company 
Imperial    Oil  Company 

Blast  Hole  Drills 

Hopkins  &  Co.,  F.  H. 

Blowers  and  Compressors 

Canadian  Blower  and  Forgs  Co. 
Can.  Ingersoll-Rand  Co.,  Ltd. 
Sheldons  Limited 


Boilers 

Beatty  &  Sons,  M. 

Canadian  Allis-Chalmers  Ltd. 

Inglis  Company,  John 

Marsh  &  Henthorn 

McDougall  Caledonian  Iron  Wks. 

Mussens  Limited 

Boxes — Junction 

Standard  Underground  Cable  Co. 
of    Canada,  Limited 

Brick  Dryers 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Brick  Machinery  and  Supplies 
Sheldons  Limited 
Wettlaufer  Bros. 

Brick  Manufacturers 

Sun  Brick  t.'ompany 

Bridges 

Canadian    Allis-C'halmers  Ltd. 

Bridges  (Steel) 

Canadian  Bridge  Company 
(;an.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works 
MacKinnon-Holmes  &  Co. 
Manitoba  I'.ridgc  &   Iron  Works 
Maritime    Uri'lgc  Company 

Buckets 

Beatty  &  Sons,  M. 
Hopkins  &  Co.,  F.  H. 
Manitoba  Bridge  &  Iron  Works 

Buckets — Steel 
'    Marsh  i<t  Henthorn,  Ltd. 

Cable 

Dominion  Wire  Rope  Co.,  htd. 
Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Cable  Terminals 

.Standard   I 'ndcrgrotind  (  abb-  Cn. 
of  Canada,  Limited 


Car  Wheels 

Marsh  &  Henthorn,  Ltd. 
Steel  Co.  of  Canada  Limited 

Castings — Grey  Iron 

Marsh  &  Henthorn,  Ltd. 

Casements 

Trussed  Concrete  Steel  Co. 

Cement 

liritnell  &  Company 
Rogers   Supply  Company 

Cement  Waterproofing 

Ideal  Concrete  Machinery  Co. 
Imperial   Oil  Company 
Paterson   Mfg.  Company 
Trussed  Concrete  Steel  Co. 

Centrifugal  Pumps 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 

Chemists 

Canadian  Inspection  and  Testing 
Laboratories 

Coal  Chutes 

Manitoba  Bridge  &  Iron  Works 

Coal  Handling  Apparatus 

Beatty  &  Sons,  M. 

Cold   Storage  Insulation 

Armstrong  Cork  Company 

Compressed  Acetylene  Gas 

The    Prest-O-Lite   Co.,  Inc. 

Concrete  Block  Machines 

Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
Wettlaufer  Bros.  * 

Concrete  Culvert  Pipe 
Hlair,  B. 

Dominion  Concrete  Coinpany 

Concrete  Mixers  and  Appliances 

Goold,  Shapley  &  Muir  Co. 

Hopkins  &  Co.,  F.  H. 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co. 

Mussens  Limited 

Wettlaufer  Bros. 

Concrete  Sewer  Pipe 

Blair,  B. 

Dominion  Concrete  Company 

Conduits 

Conduits  Company,  Limited 

Contractors 

Anglins  Limited 
Foundation  Company 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 
Wells  &  Gray  Limited 

Contractors'  Plant  &  Supplies 

I'.calty  &  Sons,  M. 

Boving  Hydraulic  &  Kngineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Dake  Engine  Company 
Marsh  &  Henthorn 

Conveyor  Belting 

Dunlop  Tire  &  Rubber  Company 

Conveying  Machinery 

Canadian   Mathews   Gravity  Car- 
rier Company 


Corrugated  Iron 

Pedlar   People  Limited 

Cranes,  Travelling  and  Locomotive 

Boving  Hydraulic  &  Engineering 

Company 
Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Northern  Crane  Works 

Crushed  Stone  and  Granite 

Canada   Crushed   Stone  Corpora- 
tion 

Crushed  Stone,  Limited 
Morrison  Company,  T.  A. 
Rogers  Supply  Company 

Crushers  (Stone  and  Rock) 

Canadian  Allis-Chalmers  Ltd. 
London  Concrete  Machinery  Co. 
Mussens  Limited 
Wettlaufer  Bros. 

Culverts 

Pedlar  People 

Damp  Proof  Coating 

Imperial  Oil  Company 
Paterson  Mfg.  Company 
Trussed  Concrete  Steel  Co. 

Derricks  and  Derrick  Fittings 

Beatty  &  Sons,  M. 
Hopkins  &  Compai>y,   F.  H. 
Maritime  Bridge  Company 
Marsh  &  Henthorn,  Limited 

Northern  Crane  Works 

Dredging  Pumps  , 

Boving  Hydraulic  &  Engineering 
Company 

Dredges 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 

Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian  Ingersoll-Rand  Co, 
Hopkins  &  Company,  F.  H. 

Drill  Steel  Sharpeners 

Canadian  Ingersoll-Rand  Co. 

Dump  Cars,  Wheels,  etc. 

Hopkins  &  Company,  F.  IT. 
Manitoba  Bridge  &  Iron  Works 
Maritime   Bridge  Company 
Marsh  &  Henthorn 
.Sheldons  Limited 
Wettlaufer  Bros. 

Drying  Apparatus 

Canadian  Blower  &  Forge  Co. 

Elastite 

Carey   Mfg.   Co.,  Philip 
Trussed  Concrete  Steel  Co. 

Electric  Fans 

Sturlevant  Co.  of  Can.,  Ltd.,  B.  F. 

Electric  Air  Rock  Drills 

Canadian  Ingersoll-Rand  Co. 

Electric  Impulse  Clocks 

Gent  &  Company 

Electric  Water  Systems 

f)ntario  Wind  Engine  &  Ptnnp 
Company 

Electrical  Specialties 

.Spielmann  Agencies  Regd. 

Electrical  Supplies 

Canadian  General  Electric  Co. 


Elevators 

.Xorthern   Crane  Works 
Turnbull  Elevator  Company 

Engines 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Hopkins  &  Company,  F.  H. 
Inglis  Company,  John 
McDougall  Caledonian  Iron  Wks, 

Engineers  (Civil  and  Mechanical) 

Bowman  &  Connor 

Chipman  &  Power 

Dominion  Engineering  &  Inspec 

tion  Company 
Foundation  Company 
Iladdin  &  Miles 
Hunt  &  Co.,  Robt.  W. 
Milton  Hersey  Co. 
R.  &  W.  S.  Lea 
Wynne-Roberts,  R.  O. 

Excavators 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 

Exhaust  Heads 

Canadian  Blower  and  Forge  Co 
Sheldons  Limited 

Expanded  Metal 

Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Fans 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Fireproof  Doors  and  Windows 

Ormsby  Company,  A.  B. 
Pedlar  People  Limited 
Trussed   Concrete   Steel  Co. 

Fire  Escapes 

Dennis  Wire  &  Iron  Works  Co. 
Manitoba  Bridge  &  Iron  Works 
McGregor  &  Mclntyre 

Fire  Escape  Spirals 

Canadian   Mathews   Gravity  Cat 
rier  Company 

Fire  Protection  Appliances 

Bickle  Company,  R.  S. 

Flag  Poles 

Ontario  Wind  Engine  &  Pump 
Company 

Flooring  Materials 

.\rmstrong  Cork  Company 
Imperial  Oil  Company 

Forges 

Canadian  Blower  and  Forge  C< 
.Sheldons  Limited 

Gasoline  Engines 

Boving  Hydraulic  &  Engineerin 

Company 
Canadian  Allis-Chalmers  Ltd. 
London  Concrete  Machinery  Co. 
Ontario  Wind  Engine  &  Pumf 

Company 

Generators 

Canadian  General  Electric  Co. 

Glass 

Toronto  Plate  Glass  Iniptg.  C 

Governors 

Boving  Hydraulic  &  Engineer! 
Company 

Gravity  Carriers 

Canadian   Mathews  Gravity  Csi 
rier  Company 

(Continued  on  page  R) 
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Hammer  Drills 

Canadian  Allis-Chalmers  I^td. 
Canadian  Ingersoll-Rand  Co. 

Heating  Apparatus 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Heat  Insulating  Materials 

Armstrong  Cork  Company 

High  Pressure  Pipe  Lines 

Pittsburgh  Valve,  Foundry  & 
Construction  Company 

Hoists,  Electric 

Northern  Crane  Works 

Hoisting  Apparatus 
Beatty  &  Sons,  M. 
Canadian  Ingersoll-Rand  Co. 
Gillis  &  Geoghegan 
London  Concrete  Machinery  Co. 
Marsh  &  Henthorn 
Mussens  Limited 
Northern  Crane  Works 
Wettlaufer  Bros. 

Hoisting  Engines 
Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Hopkins  &  Company,  F.  H. 
Marsh  &  Henthorn,  Limited 

Hose 

Can.  Consolidated  Rubber  Co. 
Dunlop  Tire  &  Rubber  Co. 

Hydrants 

Canada  Iron  Foundries 
Gartshore-Thompson  Pipe  Co. 
Kerr  Engine  Company 
McAvity  &  Sons,  T. 

Industrial  Cars 

MacKinnon-Holmes  &  Co. 


Inspection  Engineers 

Canadian  Inspection  and  Testing 
Laboratories 

Insulating  Compounds 

Imperial  Oil  Company 
Spielmann  Agencies  Regd. 
Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Industrial  Cars 

Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Marsh   &  Henthorn,  Ltd. 

Interior  Finish  and  Doors 

Canadian  Office  &  School  Furni- 
ture Company 

Insulating  Bricks 

Armstrong  Cork  Company 

Jib  Cranes  (all  kinds) 

Northern   Crane  Works 

Kilns 

Canadian  TBlower  and  Forge  Co. 
Slieldons  Limited 

Lead  Pencils 

American  Lead  Pencil  Company 

"Lidgerwood"  Hoists 

Canadian  Allis-Chalmers  Ltd. 

Lockers  (Clothes) 

Canada  Wire  &  Iron  Goods  Co. 
Dennis  Wire  &  Iron  Works  Co. 

Machinery  Insulation 

Armstrong  Cork  Company 

Metal  Lath 

Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 


Metallic  Roofing 

Pedlar  People  Limited 

Meters,  Water 

McDougall  Caledonian  Iron  Wks. 
Neptune  Meter  Company 

Motors 

Canadian  General  Electric  Co. 

Oil  Tanks 

Boving  Hydraulic  &  Engineering 

Company 
Imperial   Oil  Company 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 

Ornamental  Iron 

Dennis  Wire  &  Iron  Works  Co. 

Ornamental  Moulds 

Idea!  Concrete  Machinery  Co. 
London  Concrete  Machiilery  Co. 

Paints  and  Varnishes 
Dominion  Paint  Works 
Hopkins  &  Company,  F.  H. 
Spielmann  Agencies  Regd. 

Paints  (Bridge  and  Structural  Iron 
and  Pipe  Coating) 
Dominion   Paint  Works 
Imperial  Oil  Company 
Paterson  Mfg.  Company 
Spielmann  Agencies  (Regd.) 
Trussed  Concrete  Steel  Co. 

Paving  and  Paving  Materials 
Asphalt  &  Supply  Company 
Carey  Mfg.   Co.,  Philip 
Imperial  Oil  Company 
Paterson  Mfg.  Co..  B. 
Trussed  Concrete  Steel  Co, 


Pipe  (Concrete,  Iron  &  Wood) 
Boving  Hydraulic  &  Engineerir 

Company 
Dominion  Concrete  Company 
Gartshore  Thomson  Pipe  Co. 
National  Iron  Works 

Pipe  and  Boiler  Coverings 
Dominion  Paint  Works 

Pencils  (Lead) 

Amei-ican  Lead  Pencil  Companj 

Perforated  Metals 

Canada  Wire  &  Iron  Goods  Co. 

Pile  Driving  Machinery 
Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  G. 
Marsh  &  Henthorn,  Limited 

Pipe  Fittings  and  Flanges 

Pittsburgh   Valve,    Foundry  & 
Construction  Company 

Pipe  Covering  (Cold  and  Steam) 

Armstrong  Cork  Company 

Plumbing  Supplies 

Mueller  Mfg.  Company,  H. 

Planing  Mill  Exhausters 

Canadian  Blower  and  Forge  Co 
Sheldons  Limited 

Plaster 

Britnell  &  Company 

Plug  Drillers 

Canadian  Ingersoll-Rand  Co. 
(Continued  on  page  10) 


Hoisting  and  Haulage  Engines 

for  Handling  All  Sorts  of  Heavy  Materials 

You  buy  a  Hoisting  or  Haulage  Engine  because  you  want  to  handle  material  quickly 
and  cheaply. 

Probably  you  don't  buy  one  very  often,  but  when  you  do  you  want  the  best. 
We  have  specialized  in  the  making  of  these  engines  for  nearly  a  quarter  of  a  century. 

Our  tools  are  designed  for  this  purpose.  Our  spare  dollars 
for  years  have  been  invested  in  factories  and  plant  for  this 
purpose. 

We  have  given  these  engines  thorough  study  to  ascertain  how 
wc  can  inii)rove  them  so  they  will  give  the  best  service. 
The  accumulated  knowledge  and  experience  of  all  these  years 
have  been  built  into  our  Hoisting  and  ?Iaulage  Engines. 
The  result  is  that  the  Marsh  &  Henthorn  Engines  work  well, 
iiid  arc  unexcelled  for  certainty  and  ease  of  operation. 

getting  rich  selling  repairs  for  them,  because  almost  no  repairs  are  needed,  even  after  years 


wear  well,  ; 
Nor  arc  we 
of  service. 


MARSH  &  HENTHORN,  LIMITED 


BELLEVILLE 


ONT. 
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LITTLE  WORDS  WITH  BIG  MEANING 


Webster's  definition  of 
"Service"  is;  "The  per- 
formance of  labor  for  the 
benefit  of  another." 


According'  to  "Webster," 
Quality  is  "an  excellence 
of  character;  natural 
superiority." 

We  use  these  words  advisedly — fully  understanding  their 
detinitions — and  realizing  the  obligation  we  plaoe  upon  our- 
selves by  their  oontinued  use  in  connection  with  our  products 
of  Iron  and  Steel,  and  our  attitude  to  the  people  we  serve. 

THE 

STEEL  COMPANY 

OF 

CANADA 

LIMITED 


MONTREAL 


HAMILTON 


Pig  Iron, 

Steel  &  iron  Bars, 
Horse  Shoes, 
Steel  and  iron  Products. 


Steel  Billets, 
Track  Spikes  & 
Bolts,  ForginsfSjWire 
of  every  description. 
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Pneumatic  Machinery 

Canadian  IngersoU-Rand  Co, 


Power  Engines 

Boving  Hydi-aulic  &  Engineering 

Company 
Inglis  Company,  John 


Pumps  and  Pumping  Machinery 

American   Well  Works 

Beatty  &  Sons,  M. 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian  Ingersoll-Rand  Co. 
Cook,  A.  D. 
Darling  Bros. 

Hopkins  &  Company,  F.  H. 
Inglis  Company,  John 
McDougall  Caledonian  Iron  Wks. 
Ontario   Wind   Engine   &  Pump 

Company  „,    ,  ^ 

Waterous  Engine  Works  Co. 
Wettlaufer  Bros. 


Quarry  Machinery 

Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 


Railway  Supplies 

Can.  Chicago  Bridge  &  Iron  Co. 
Dominion  Iron  &  Wrecking  Co. 
Gartshore,  John  J. 
Hopkins  &  Company,  F.  H. 


Reinforcements,  Concrete  and  Steel 

Burlington  Steel  Company 
Canada  Wire  &  Iron  Goods  Co. 
Pedlar  People  Limited 
Steel  Co.  of  Canada,  Limited 
Trussed  Concrete  Steel  Co. 


Refrigeration  Machinery 

Boving  Hydraulic  &  Engineering 
Company 


Road  Asphalt 

Asphalt  &  Supply  Company 
Imperial  Oil  Company 


Road  Oil 

Imperial   Oil  Company 


Road  Machinery 

Hopkins  &  Company,  F.  II. 
Waterous  Engine  Works  Co. 


Scrap  Iron 

Dominion  Iron  &  Wrecking  Co. 


Screens 

Canada  Wire  &  Iron  Goods  Co. 


Sewer  Pipe 

Britnell  &  Company 
Canada   Iron  Foundries 
Dominion  Sewer  Pipe  Co. 
Gartshore  Thompson  Pipe  Co. 
Hamilton  &  Toronto  Sewer  Pipe 

Company 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
National  Iron  Works 
Ontario  Sewer  Pipe  Company 
Standard  Clay  Products  Ltd. 


Shovels  (Steam) 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 


Silo  Moulds 

London  Concrete  Machinery  Co. 


Skylights  t  -  i 

Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 


Smoke  Stacks 

Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
MacKinnon,  Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 
Marsh  &  Henthorn,  Ltd. 
Pedlar  People  Limited 


Sprinkler  Tanks  (Steel) 

Can.  Chicago  Bridge  &  Iron  Co. 


Stair  Builders 

Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 


Steam  Appliances 

Darling  Bros. 


Steam  Apparatus  and  Specialties 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
McAvity  &  Sons,  T. 
Sheldons  Limited 


Steel  Plate  Construction 

MacKinnon-Holmes  &  Co. 
Marsh  &:  Henthorn,  Ltd. 
Waterous  Engine  Works  Co. 


Steel  Sash 

Ormsby  Company,  A.  B. 
Trussed  Concrete  Steel  Co. 


Stone 

Britnell  &  Company 
Rogers    Supply  Company 
Sackville  Freestone  Company 


Structural  Iron  and  Steel 

Burlington  Steel  Company 
Canadian  Allis-Chalmers  Ltd. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
MacKinnon-Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 
McGregor   &  Mclntyre 
Reid  &  Brown  Structural  Steel  & 
Iron  Works 


Swinging  Gears 

Dake   Engine  Company 


Switchboards 

Canadian  General  Electric  Co. 


Tanks  and  Steel  Pipes 

Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  DesMoines  Steel  Co. 
Inglis,  John 

Manitoba  Bridge  &  Iron  Works 
Marsli  &  Henthorn 
McDougall  Caledonian  Iron  Wks. 
MacKinnon-Holmes  &  Co.  , 
Maritime  Bridge  Company 
Ontario  Wind  Engine  &  Pump 

Company 
Waterous  Engine  Works  Co. 


Telescopic  Hoists 

Black  .  Building  Supply  Company 
Gillis  &  Geoghegan 


Testing  and   Inspecting  Bureau 

Hunt  &  Company,  Robt.  W. 


Tile  Moulds 

London  Concrete  Machinery  Co. 
Wettlaufer  Bros. 


Ventilating    &    Heating  Apparatus 
Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 


Varnishes — Insulating 

Standard  Underground  Cable  Co.J 
of  Canada,  Limited 


Wagons 

Tiffin   Wagon  Company 


Water    Level  Apparatus 

Gent   &  Company 


Waterproofing 

Imperial  Oil  Company 
Paterson  Mfg.  Company 
Trussed  Concrete  Steel  Co. 


Water  Softeners  and  Filters 

Manitoba  Bridge  &  Iron  Works  1 


Water  Tapping  Machines 
Mueller  Mfg.   Company,  H. 


Water  Turbines 

Boving  Hydraulic  &  Engineering^ 

Company 
Canadian  Allis-Chalmers  Ltd. 
McDougall  Caledonian  Iron  Wks.: 


Welding  Apparatus 

Prest-O-Lite  Company,  Inc. 


Welding  and  Cutting  Plants  'I 

Prest-O-Lite  Company,  Inc. 


Well  Drilling  Plants 
American  Well  Works 
Ontario  Wind  Engine  &  Pump 
Company 


Window  Sash 

Steel  &  Radiation  Limited 
Trussed   Concrete   Steel  Co. 


Wires  and  Cables 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 


Rolling  Steel  Doors 

Ormsby  Company,  A. 


Roofing  Material 

Carey  (Company,  Philijj 
Imperial  Oil  (!ompany 
Noble,  Clarence  W. 
Paterson  Mfg.  Company 
Pedlar  People  Limited 


Rubber  Goods 

Can.  Consolidated  Rubber  Co. 
Dunlop  Tire  &  Rubber  Co. 


Sand  and  Gravel  . 

Rogers  Supply  Company 


Steam  Turbines 

McDougall  Caledonian  Iron  Wks. 


Steel 

Burlington    Steel  Company 
Dominion  Iron  &  Wrecking  Co. 
Hopkins  &  Company,  F.  H. 
Steel  Compafiy'of  Cafi.,  Ltd. 
Trussed  Concrete  Steel  Co. 


Steel  Bars 

Burlington  Steel  Company 
Hopkins  &  Company,  F.  H. 
Maritime   Bridge  Company 
.Steel  Company  of  Canada,  Ltd. 
Trussed  Concrete  Steel  Co. 

Steel  Pipe  .        .  . 

Can.  Chicago  Bridge  &  Iron  Wks.' 


Towers 

Can.  Chicago  Bridge  &  Iron  Co. 
Goold,  Shapley  &  Muir  Co. 


Transformers 

Canadian  General  Electric  Co. 


Turnbuckles 

Canadian   Billings   &  Spencer 
Limited 


Valves 

Canada    Iron  Foundries 
.Gartshore- Thomson   Pipe  Co. 
Kerr    Engine  Company 
McAvity  &  Sons,  T. 
■  Dunlop  Tire  &  Rubber  Co. 


Wire  Guards  and  Screens 

Canada  Wire  &  Iron  Goods  Co. 


Wire  Rope 

Dominion   Wire  Rope   Co.,  Ltd.; 


Wood  Pipe 

Canadian  Pipe  Company 
Pacific  Coast  Pipe  Company 
Vancouver   Wood   Pipe   &  Tank-; 
Company 


Wood  Tanks 

Pacific  Coast  Pipe  Company 
Vancouver  Wood  Pipe  and  Tank 
Company 
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illlllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllll^^ 

To  our  Many  Customers  and  Friends  | 

since  1860  | 

Our  sincere  wish  is  that  your  | 

New  Year  will  be  Happy  | 

and  Prosperous.  | 

If  we  can  further  this  wish  | 

we  are  at  your  service.  | 

1860-1918  I 

The  Hamilton  &  Toronto  Sewer  Pipe  Co.  Ltd.  | 

HAMILTON  OR  TORONTO  ■ 


Turbine 
Pumps 

Electric  and  Steam 

Water  Works 
Factory  and 
Fire  Services 

Humphrey  Gas 
Pumps 
Any  capacity  or  pressure 

THE  JOHN  McDOUGALL 
CALEDONIAN  IRON  WORKS  CO.,  LIMITED 

Works:  Seigneurs  &  William  Sts.,  Montreal. 
Manufacturers  of  Boilers,  Castings,  Condensers,  Elevators,  Engines,  Filters,  Forgimgs,  Hydraulic 
Machinery,  Pumps,  centrifugal  and  reciprocatimg,  Steam  Turbines,  Tanks,  Water  Wkeels,  Water 

Works  Plants 


Lachine  Water  Works 
Three  milliom  gallons,  eighty  pounds  domestic,  1(0  lbs.  fire. 
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SWANSEA 

Salt  Glazed  and  Vitrified 

SEWER  PIPES 


True  to  Size 
Impervious  to  Water 

Sizes  manufactured  and  al- 
ways in  stock  4  in.  to  24  in. 


Ask  for  Price  List 
and  Discounts 


also 

Chimney  Tops 
Flue  Liningfs 
Wall  Copingr 
Culvert  Pipe 
Inverts 

Telephone  (Toronto  Connection) 
Parkdale  5000 


The  Dominion  Sewer  Pipe  Co. 

(The  Independent  Co.)  Limited 

SWANSEA  (near  Toronto) 


To  Secure 
ECONOMY  and  DURABILITY 


Construct  Your 


SEWERS 

from 

Reinforced  Concrete  Pipe 

Manufactured  by 

Dominion  Concrete  Co. 

Limited 

KEMPTVILLE       -  ONTARIO 

"Better  good  pipe  at  a  fair 
price  than  poor  pipe 
at  any  price. " 

N.  B.  The  adjolnlae  Illustration  shows  a  line  of  42-ln.  pipe 
in  a  trench  ready  (or  filling;. 


Dealers  in 

Scrap  Iron,  Steel 
and  Metals 

Railway  Equipment,  Rails 
and  Machinery 

Dismantlers  of  Bridges,  Plants, 
Steamers,  Mills 

Dominion  Iron  &  Wrecking 

Company,  Limited 

General  Offices : 

Transportation  BIdg.,  MONTREAL 

Quebec  St.  John  N.B. 
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XCELADUCT 


(GALVANIZED  CONDUIT) 


Made  in  Canada 


by 


Orpen  Conduit  Co.,  Limited 

Toronto 


Sold  taparately 


Now  Ready — 

Bridges  and  Culverts 

Vol.  Ill  of  the  Serie* 

Reinforced  Concrete  Construction 

By  G.  A.  Hool,  Associate  Professor  of  Structural 
Engineering,  University  of  Wisconsin. 

This  is  the  first  treatise  on  practical  design  and  construction  of 
bridges  and  culverts.  It  completes  this  remarkable  series.  You  prob- 
ably know  something  about  these  books — 

How  they  came  out  without  the  advantage  of  a  widely  known  name 
as  author. 

How  the  leading  civil  engineering  papers  hailed  them  as  the  best 
on  the  subject. 

How  they  were  at  once  recognized  as  the  most  useful  and  practical 
books  that  have  appeared. 

They  are  today  standard  among  engineers,  architects  and  con- 
tractors, as  well  as  in  colleges. 

Vol.  I — Fundamental  Principles.  254  pages,  6  x  9,  88 

illus.,  $3.50  net,  postpaid. 
Vol.  II — Retaining  Walls  and  Buildings,  675  pages, 

6x9,  412  illus.,  34  plates,  $5.00  net,  postpaid. 
Vol.  Ill — Bridges  and  Culverts,  688  pages,  6x9,  over 

600  illus.,  41  plates,  $5.00  net,  postpaid. 

SEND  YOUR  ORDERS  TO 

Contract  Record  &  Engineering  Review 

347  Adelaide  St.  We.t,  TORONTO 
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American  Lead  Tencil  Company  . 

American  Well  Works  

Anglins  Limited  

Armstrong  Cork  Company  

Asbestos  Manufacturing  Company 
Asphalt  and  Supply  Company  . .  . 
Ault  &  Wihorg  Company  


16 

Dominion  Iron  and  Wrecking  Co.  . 

12 

National  Iron  Works  

39 

54 

52 

Dominion  Sewer  Pipe  Company  . .  . 

12 

Neptune  Meter  Company  

5 

47 

Dominion  Wire  Rope  Company  .. 

56 

Northern  Crane  Works,  Ltd  

46 

Dunlop  Tire  &  Rubber  Goods  Co.  . 

1 

Nova  Scotia  Steel  and  Coal  Co 

53 


Barber,  Frank     52 

Barrett  Company   43 

Beatty  &  Sons,  Ltd.,  M   4 

Brown  Company  '   54 

Bickle  Company,  R.  S  

Bishopric  Wallboard  Company  .... 

Blair  Company,  B   45 

Black  Building  Supply  Company  ...  49 
Boving  Hydraulic   and  Engineering 

Company   51 

Britnell  Company,  Limited   46 

Burlington  Steel  Company    7 


Canada  Iron  Foundries,  Limited  45 

Canada  Wire  and  Iron  Goods  Co.  ...  45 

Canadian  AUis-Chalmers   19 

Canadian  Billings  &  Spencer   20 

Canadian  Blower  and  Forge  Co.  ...  5 
Canadian  Chicago  Bridge  and  Iron 

Company   53 

Canadian   Consolidated   Rubber  Co.  3 

Canadian  Des  Moines  Steel  Co   45 

Canadian  General  Electric  Co   19 

Canadian  Ingersoll-Rand  Company  55 
Canadian    Inspection    and  Testing 

Laboratories   52 

Canadian   Mathews   Gravity  Carrier 

Company  

Canadian  Office  School  Furniture  Co. 

Canadian  Pipe  Company,  Limited  . .  46 

Canadian  Surety  Company   40 

Carey  Company,  Philip   42 

Carter  White  Lead  Company   17 

Chipman  &  Power,  Limited   52 

Conduits  Company,  Limited    53 

Cook,  A.  D   51 

Crushed  Stone,  Limited   46 

Dake  Engine  Company   47 

Darling  Brothers   52 

Dennis  Wire  and  Iron  Company  ...  44 

Dominion  Concrete  Company   12 

Dominion  Engineering  and  Inspec- 
tion Company   52 

Dominion  Iron  and  Steel  Company  49 


Engineers  and  Contractors,  Ltd. 


Foundation  Company   18 


Gartshore,  John  J   51 

Gartshore-Thompson  Pipe  and  Foun- 
dry Company   5 

Gent  Company  

Gillis  &  Geoghegan   49 


Haddin  &  Miles   52 

Hamilton  &  Toronto  Sewer  Pipe  Co.  11 

Hamilton  Bridge  Works  Company  .  2 

Hopkins  &  Company,  F.  H   56 

Hunt  &  Company,  Robert  W   52 


Ideal  Concrete  Machinery  Company 

Imperial  Oil  Limited  

Inglis  Company,  John   41 


Jenckes  Machine  Company   18 


Kerr  Engine  Company,  Limited  ...  54 
King  Construction  Company   52 


Lachute  Shuttle  Company   52 

Lea,  R.  S.  &  W.  S   52 

London  Concrete  Machinery  Co.  ...  4 

Lymburner,  Limited   16 


MacKinnon,  Holmes  &  Co  

Manitoba  Bridge  &  Iron  Works  Co. 

Maritime  Bridge  Works  Co   53 

Marsh  &  Henthorn,  Limited   8 

McAvity  &  Sons,  T  

McDougall  Caledonian  Iron  Works 

Company   n 

McGregor  &  Mclntyre    53 

Miller  &  Co.,  George  M   52 

Milton  Hersey  Company   52 

Morrison  &  Co.,  T.  A.   53 

Mueller  Manufacturing  Co.,  Ltd.  . .  . 
Mussens  Limited   1-, 


Office  Specialty  Company   44 

Ontario  Sewer  Pipe  Company  ...  . 
Ontario  Wind  Engine  and  Pump  Co.  46 

Ormsby  Company,  A.  B  

Orpen  Conduit  Company   13 


Paciric  Coast  Pipe  Company  . . . 

Pedlar  People  

Pittsburgh-DesMoines  Steel  Co. 

Power  &  Son  

Prest-O-Lite  Company  


Reid  &  Brown  Structural  Steel  and 
Iron  Works   


47 


45 


Quinlan  &  Robertson   51 


52 


Sheldons  Limited   44 

Standard  Clay  Products,  Ltd   50 

Standard  Underground  Cable  Com- 
pany of  Canada,  Ltd.    53 

Steel  and  Radiation   47 

Steel  Company  of  Canada,  Ltd   9 

Sun  Brick  Company  

Spielmann  Agencies  

Thompson  Brothers   52 

Tiffin  Wagon  Company  

Toch  Brothers   ...   17 

Toronto  Plate  Glass  Importing  Co. 
Trussed  Concrete  Steel  Company  . .  17 
Turnbull  Elevator  Company  


Vancouver  Wood  Pipe  apd  Tank  Co.  51 


Waterous  Engine  Works  Company  20 

Wells  &  Gray,  Limited   15 

Williams  Machinery  Co.,  Ltd.,  A.  R.  46 

Wynne-Roberts,  R.  0   52 


Our  advertisers  represent  the  most  progressive  manufacturers  and  dealers.  Make 
your  purchases  of  them.   Give  your  business  to  the  man  who  is  enterprisM 
ing  enough  to  spend  money  and  time  to  get  in  touch  with  you. 
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r\URING  the  past  seven  years  our  men  have  worked  without 
'-^  interruption  winter  and  summer  for  the  Ford  Motor  Company 
of  Canada,  Limited,  at  Ford,  Ontario.  We  have  had  many  new 
and  difficult  problems  to  solve.  The  photograph  above  shows  a 
reinforced  concrete  building  70'  x  700'  in  course  of  construction. 
This  building  was  built  in  water  from  1 5  to  20  feet  in  depth. 
There  was  also  840  feet  of  concrete  wall  to  be  built.  This  also 
was  carried  down  from  1 5  to  20  feet  below  water.  The  entire 
structure  is  carried  on  piles.  These  problems  have  all  been 
solved  successfully  and  economically. 

We  would  be  pleased  to  solve  your  building  problems. 

WELLS  &  GRAY,  Limited 

Engineers  and  Contractors 

248  Confederation  Life  Building  TORONTO,  ONTARIO 

Branch  Office  :  Bank  of  Commerce  Building,  Windsor,  Ontario 
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X 

X 
X 
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Now  on  Munitions 

LYMBURNER,  LIMITED 

The  well  known  manufacturers  of  ornamental  metal  work  and 
special  machinery  are  entirely  occupied  making  munitions, 
and  cannot  execute  orders  for  above  work  until  a  later  date, 
when  they  will  be  glad  to  receive  enquiries  and  will  again 
produce  first  class  Metal  Specialties  of  Every  Description^ — 
Machinery,  Tools  and  Gauges. 


X 


360  St  Paul  St  E. 


MONTREAL 


Remember  the  perfect  pencils  for  your  work  are  VENUS 


^The  largest  selling  drawing  pencil  in  the 
world  is  VENUS. 

flLook  for  the  distinctive  VENUS 
finish. 


^VENUS  pencils  because  of  their  smooth- 
ness, strength,  durability,  and  adaptability 
for  every  purpose  are  the  world's  stand- 
ard. 


Rubs  out 
Cleanly  and 
E&sily 


Will  not  soil  or  streak.  12  sizes. 

From  ioo  to  box.to  4  to  box.  Box  price  ^2.oo 


FREE! 


Trial  Samples  of 
VENUS  Pencils  and 
Eraser  sent  free  on 
request.  Write  for 
Please  enclote  6c.  for  .  .  .  f^^av ! 
postage  and  packing    ^^^^         ^OQ3rj  I 


17  black  degrees  from  6B  softest  to  9H  hardest,  and  hard  and  medium  copying 

American  Lead  Pencil  Co.,  236  Fifth  Avenue,  new  york 

and  Clapton,  London,  Eng. 
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Elks  Home,  Columbus,  Ohio. 
Architects : — F.  L.  Packard,  G.  R.  Bassitt. 
"R.  I.  W."  Marine  Cement  and  No.  110  "R.I.W."  used  to 
waterproof  foundations  and  walls. 

When  Elks  Voted  Dry 

THIS  handsome  edifice  is  built  to  weather 
any  storm.     It  is  thoroughly  water- 
proofed with 


\R£MCMBER  ITS  WiTCKPROOfX 

ivJ.ff. 


PROTECTIVE 
PRODUCTS 


"R.I.W."  Marine  Cement  was  used  for 
damp-proofing  the  exterior  of  foundation 
walls  and  footings.  It  is  a  black  composi- 
tion, easily  applied  cold  with  brush.  Valu- 
able also  in  filling  seams,  waterproofing  be- 
tween boat  decks,  and  floors  of  railway  cars. 


No.  1  10  "R.I.W."  a  black,  alkali-and-water- 
proof  composition,  was  used  in  backing  ihe 
walls  of  building.  It  also  protects  cut  stone 
from  chemical  action  and  discoloration  due 
to  alkali  in  cement.  It  has  a  record  of  many 
years  continuous  success. 

Send  for  literature,  addressing  Dept.  5 1 . 

R.I.W.  DAMP.RESISTING  PAINT  CO. 
TOCH  BROTHERS 

Gerrard  St.  and  Carlaw  Ave.,  Toronto,  Ont. 

Agents  in  —  Vancouver,  Winnipeg,  Edmonton,  Calgary, 
Montreal,  Quebec,  St.  John>  N.B. 


STEEL  NEED  NOT  RUST! 
WOOD  NEED  NOT  ROT! 
NOR  CONCRETE  DUST! 


REG  U-S.PAT.  OFF. 


B  U  I  I.  D  I  N  G 
PRODUCTS 


IMMEDIATE  SHIPMENT 


The  Rib  bar  for  reinforcing  concrete  is  a  special 
rolled  section  with  a  series  of  cross  ribs  so  de- 
signed as  to  secure  maximum  grip  on  the  concrete. 


34  in. 

Vs  in- 
1  in. 

IVs  in. 

m  in. 


Area 
.1406  sq.  in. 

.2500  sq.  in. 

..3906  sq.  in. 

.5625  sq.  in. 

.7656  sq.  in. 
1.0000  sq.  in. 
1.2656  sq.  in. 
1.5625  sq.  in. 


We  have  large  tonnages  of  all  sizes  in  stock,  in 
lengths  up  to  60  feet  and  can  make  immediate 
shipment.   Get  our  quotation. 


Trussed  Concrete  Steel  Co. 

of  Canada,  Limited 
WALKERVILLE      -  ONTARIO 
Montreal       -       Toronto       -  Winnipeg 


For  Profitable  Results 


advertise   in   the   most   widely   read   and  leading 
publication,    reaching   the    majority   of   the  con- 
tracting,    engineering     and     municipal  officials. 
Rates  on  application 

Contract  Record   &   EngineeriDg  Review 

347  Adelaide  St.  West,  TORONTO 
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THE 

FOUNDATION  COMPANY 


LIMITED 

ENGINEERS  CONTRACTORS 

MONTREAL  WINNIPEG 


n 


ROCK  CRUSHING  OUTFITS 


FOR  ROAD  BUILDING 


Shipments  from 
Stock 

Jenckes  Rock  Crushing 
Outfits  are  reliable  all  the 
time.  They  will  stay  on  job 
when  you  most  need  them. 
Crushers  are  constructed 
specially  according  to  our 
time  tested  approved  de- 
sign. We  can  make  ship- 
ments from  stock  on  hand, 
subject  to  previous  sale. 
We  can  also  furnish  from 
stock,  Portable  Boiler  and 
Engine  to  operate  our 
Crusher  Outfits. 


The  Jenckes  Machine  Co.,  Ltd. 

Sherbrooke    Montreal    Cobalt    So.  PorcuTpine    St.  Catharines   Toronto    Vancouver  Nelson 
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CONTRACTORS'  EQUIPMENT 


LIDGERWOOD  APPARATUS 

We  have  the  exclusive  rights  for  the  manufacture  and  sale 
in  Canada  of  the  well-known  apparatus  of  the  Lidgerwood 
Manufacturing  Company. 

Lidgerwood  hoisting  engines  have  gained  a  world-wide 
reputation  for  durability  and  efficiency  and  the  same  care  is 
taken  in  the  manufacture  of  the  patented  devices  used  in  con- 
junction with  their  Hoists  and  applied  to  Cableway  Systems, 
Logging  Systems,  Rapid  Ballast  Unloading  and  other  adapta- 
tions of  these  engines. 


Lidgerwood  Standard  Contractors'  Steam  Hoist 


Orange  Peel  and  Clam  Shell  Buckets 


Excavating  Bucket  on  Lidgerwood 
Cableway  with  Equalising  Carriage 


Lidgerwood  Contractors'  Gasoline  Hoist 


CANADIAN  ALLIS-CHALMERS 

LIMITED 

HEAD  OFFICE:  TORONTO.     SALES  OFFICES:    MONTREAL,    HALIFAX,    SYDNEY,  OTTAWA,  COBALT  SOUTH  PORCL'- 
PINE,  LONDON,  WINNIPEG,    CALGARY,   EDMONTON,    NELSON,  and  VANCOUVER. 
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Standard  Turnbuckles 

Made  in  Canada 
All  Sizes  in  Stock 


Canadian  Billings  &  Spencer 

Limited 

Welland,  Ontario 


iiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiii^ 

ELEVATORS 

iiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiii^ 

We  build  Elevators  and  Conveyors 
for  all  kinds  of  work. 

BARREL,  KEG  and  SACK  HOISTS, 
COAL  and  ORE  ELEVATORS  and 
CONVEYORS,  STEEL  BUCKETS 
—All  Sizes. 

Our  Chain  Ore  Elevators  are  adapt- 
ed for  handling  coal,  clinker,  stone 
or  other  bulky  material. 

iiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiii^^ 

W^a  t  e  r  o  u  s 

BRANTFORD,  ONTARIO,  CANADA 

iiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiy^ 
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Get  Government  Recognition  for  the 
Engineering  Profession 

OUR  new  Union  Government  is  undoubtedly  giv- 
ing evidence  of  ability  to  tackle  big  problems, 
act  promptly  and  back  up  their  decisions  with 
vigor  and  firmness. 
One  big  problem  with  tremendous  possibilities  not 
only  for  shortening  the  present  struggle,  but  for  mak- 
ing it  possible  that  Canada  should  assume  a  prominent 
place  in  the  constructive  period  that  mUst  follow  the 
war  has  apparently  been  overlooked. 

This  problem  is:  What  is  the  value  of  the  engineer- 
ing profession  to  the  nation? 

For  the  technical  man,  the  man  wlio  knows  of  the 
work  the  engineer  has  accomplished  during  the  past 
three  and  a  half  years  in  Europe,  the  question  answers 
itself.  Is  it  possible  the  public  does  not  recognize  the 
truth,  or  that  our  government  is  blind  to  the  fact  that 
the  work  of  technical  men  has  been  the  pivot  about 
which  all  the  operations  of  the  other  elements  in  the 
war  have  centered?  Imagine  for  a  moment  the  elimin- 
ation of  the  engineer  from  the  operations  in  France ! 
The  war  would  end  overnight. 


In  spite  of  this,  (nir  government  is  doing  nothing  to 
conserve  this  profession.  Trained  for  a  specific  work, 
engineers  are  ibeing  drafted  into  the  infantry  rank.^. 
Students  with  half-completed  courses'  are  being  re- 
fused exemptions  to  complete  their  special  training. 
No  extra  encouragement  is  being  given  our  youths  to 
fit  themselves  for  this  necessary  work — indeed,  the  an- 
ticipation of  being  called  to  the  colors  in  the  middle  of 
their  course  is  deterring  many  young  men  from  enter- 
ing our  engineering  colleges  at  all. 

Isn't  the  government  waiting  for  someone  to  give 
them  a  "lead"?  The  average  elector  won't  do  it  for 
the  simple  reason  that  he  doesn't  understand.  The  col- 
leges can  scarcely  do  it  for  fear  of  being  accused  of 
self-interest.  It  falls  then— and  rightly,  we  think— on 
the  engineering  profession  as  a  whole — the  Canadian 
Society  of  Civil  Engineers,  with  its  3,000  members; 
the  various  societies  covering  the  mining,  chemical, 
electrical,  and  mechanical  technical  fields;  and  the 
various  provincial  sections  of  the  Joint  Committee  of 
Technical  Organizations. 

If  the  engineering  profession  in  Canada  is  to  up- 
hold its  reputation  for  effectiveness  and  efficiency;  if 
it  is  going  to  establish  its  identity  as  a  powerful  influ- 
ence during  the  war,  and  as  an  essential  element  in 
the  reconstruction  which  will  follow  the  war,  these 
societies  must  surely  act  promptly,  vigorously,  and 
co-operatively. 


Be  Prepared  for  Reconstruction 

WE  are  just  entering  upon  the  fourth  New  Year 
which  has  found  the  world  embroiled  in  the 
terrors  of  warfare;  and,  though  there  is  still 
no  lifting  of  the  cloud,  it  would  seem  that  the 
nations  are  straining  their  eyes  for  the  first  signs  of 
the  coming  of  peace.  All  our  "wise  men"  and  "seers" 
have  been  prophesying  as  to  its  advent,  but  we  only 
know  tha-t  it  must  come — not  how  or  when.  And  with 
peace  comes  reconstruction  and  adjustment  —  recon- 
struction of  the  homes,  the  factories,  and  the  towns 
which  war  has  devastated,  and  adjustment  of  the  eco- 
nomic and  industrial  conditions  which  it  has  over- 
thrown. Thus  the  cessation  of  hostilities  can  bring  lit- 
tle or  no  relaxation  of  effort,  for  the  problems  which 
will  then  confront  the  world  will  demand  as  much 
energy  and  determination  and  as  thorough  organiza- 
tion as  we  are  throwing  into  the  present  struggle. 
Therefore,  we  must  be  prepared  to  direct  all  our  forces 
in  this  new  direction,  else  we  may  find  ourselves  over- 
whelmed by  the  rising  tide  of  totally  unprecedented 
economic  conditions — conditions  regarding  which  we 
can  only  hazard  a  guess. 

One  iphase  of  the  problem,  in  which  the  readers  of 
the  Contract  Record  are  particularly  interested,  is  the 
probable  demand  on  the  constructional  organizations  of 
Canada.  This  question  is  one  probably  to  which  no 
definite  answer  can  be  given  until  the  time  comes,  but 
investigation  would  no  doubt  shed  some  light  upon  it. 
Great  Britain  is  already  making  her  preparations  along 
this  line,  and  a  national  housing  and  town  planning 
council  has  been  formed.  In  the  Contract  Record  of 
December  19  there  appea;red  an  item  regarding  the 
work  of  this  council  and  its  recommendations  as  to  the 
types  of  houses  which  would  be  required.  In  our  pres- 
ent issue,  also,  we  have  made  further  mention  of  the 
plans  of  the  British  Government  for  after-the-war  con- 
struction work.  The  authorities  in  the  Old  Countrv 
feel  that  their  facilities  for  building  work  will  be  taxed 
to  the  utmost,  and  they  are  already  organizing  their 
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forces  to  meet  the  situation.  Would  it  not  l)e  the  part 
or  wisdom  for  Lanacht  to  take  similar  acticm? 

At  the  present  time  there  is  a  shortage  of  housing 
facilities  in  many  localities,  and  there  is  very  little 
building  work  going  on.  During  this  year  it  is 
to  be  expected  that  the  demand  will  grow  greater,  but 
those  who  have  moneV  to  build  with  are  holding  off  till 
"after  the  war."  When  that  time  comes  and  several 
hundred  thousand  soldiers  return  to  civil  life  and  to 
their  homes,  will  the  supply  be  at  all  adequate  to  the 
demand?  Is  there  not  a  danger,  almost  a  certainty,  of 
congestion?  Then,  what  will  be  the  result?  Just  this, 
that  an  undertaking  which  demands  thorough  organ- 
ization and  systematizing  will  be  left  to  the  speculative 
builder  and  controlled  largely  by  the  real  estate  man- 
ipulator, resulting  in  a  waste  of  money,  time,'  and 
material  and  a  more  than  ever  haphazard  development 
of  Canada's  cities  and  towns. 

There  is,  too,  another  phase  of  the  problem  which 
must  not  be  left  out  of  consideration,  and  that  is  the 
question  of  immigration.  It  is  scarcely  safe  even  to 
hazard  an  opinion  as  to  whether  Canada  may  expect  a 
large  increase  in  population  from  this  source  when  hos- 
tilities are  over.  It  is  well  to  remember,  however,  that 
Canada  has  been  advertised,  tremendously  advertised, 
by  the  deeds  of  her  soldiers  on  the  European  battle 
fronts,  and  as  an  inexhaustible  source  of  supplies. 
Great  Britain  and  her  allies  have  been  hearing  more 
and  thinking  more  of  this  Dominion  in  the  last 
three  years  than  they  ever  did  previously.  And  this 
advertising  may  be  more  effective  than  anyone  has 
imagined  in  attracting  emigrants  from  a  devastated 
and  war-weary  Europe  to  the  big,  free  country  across 
the  sea. 

There  really  seems  only  one  thing  to  do,  and  that  is 
— he  prepared — for  it  is  better  to  be  prepared  for  an 
emergency  that  never  arises  than  to  take  the  chance  of 
meeting  an  emergency  without  preparation.  The  situa- 
tion calls  for  action  on  the  part  of  the  government. 
Also  the  building  and  engineering  organizations  of  the 
country  must  be  fore-warned  and  fore-armed,  and 
these,  all  working  together,  should  have  their  plans  so 
laid  as  to  provide  for  a  systematic  development  of  Can- 
ada's cities  and  towns.  Close  co-operation  between 
immigration  officials  and  local  governing  bodies  will  Ije 
required,-  and  care  must  be  taken  in  the  selection  of  the 
types  of  houses  -erected  so  as  to  provide  for  the  differ- 
ent classes  of  population.  No  precautions  should  be 
neglected,  else  we  may  find  ourselves  helplessly  en- 
cumbered with  the  slum  and  the  tenement  .system. 

This  year  i.pon  which  we  are  entering  may  see — as 
we  all  devoutly  hope — the  termination  of  the  war. 
Therefore,  let  us  begin  now,  so  as  to  be  ready  when  it 
conies.  We  were  unprepared  for  war;  let  us  not  be 
e(|ually  unprepared  for  peace. 


The  Housing  Situation  in  Great  Britain 

Tl  11^  llritish  ( iox'ernment,  acting  through  com- 
mittees a]>pointed  by  the  Lcjcal  Government 
Hoard  and  the  Ministry  of  Reconstruction,  is 
taking  definite  steps  to  facilitate  the  provision 
of  adequate  housing  for  the"  industrial  classes  at  the 
close  of  the  war.  It  is  realized  that  tliere  are  great 
cjifificulties  tf)  be  overcome  and  that  there  .'-hould  be  no 
delay  in  tackling  the  situation.  lC\  en  before  the  war  a 
shortage  of  workmen's  cottages,  especially  of  the  l)et- 
ter  class,  had  begun  to  manifest  itself  in  many  locali- 
ties, and,  since  hostilities  commenced,  ];rivate  building 
has,  of  course,  practically  ceased,  owing  to  the  diCfi- 


culty  of  obtaining  lal)or,  the  high  prices  of  material, 
and  the  restriction  imi)osed,  in  the  national  interest,  on 
all  i>ndertakings  costing  more  than  $500  or  involving 
the  use  of  construotional  steel. 

As  a  result,  it  is  estimated  that  the  number  of 
workmen's  houses  in  urban  and  rural  areas  has  already 
fallen  short  of  normal  requirements  by  some  200,000. 
During  1918  this  figure  will  in  all  probability  rise  to 
300,000,  and  some  authorities  even  go  so  far  as  to  say 
that  if  adequate  provision  is  made  for  the  natural  in- 
crease of  population,  and  the  dilapidations  of  the  last 
three  years,  schemes  will  have  to  be  laid  out  for  at 
least  half  a  million  cottages. 

In  view  of  the  high  prices  likely  to  rule  for  some 
time  after  the  war,  it  cannot  be  left  to  private  enter- 
prise to  grapple  with  a  problem  of  such  magnitude. 
During  the  reconstruction  period  it  will  be  necessary 
to  rely  far  more  than  formerly  upon  local  authorities, 
to  provide  not  only  the  cottages  required,  but  the 
roads,  the  water  sirpplies,  and  the  drainage  incidental 
to  them.  Recognizing  this,  the  government  has  an- 
nounced its  purpose  to  give  substantial  assistance  from 
public  funds  to  such  public  bodies  as  are  prepared  to 
deal  in  an  adequate  way  with  the  situation  which  has 
arisen  in  their  particular  areas.  In  this  way  financial 
difficulties  in  the  main  will  be  overcome. 

In  order  to  deal  with  the  question  of  providing  the 
necessary  materials,  so  that  this  factor  of  the  case  may 
cause  no  delay,  a  building  materials  committee  has 
been  appointed  by  the  Minister  of  Reconstruction, 
under  the  chairmanship  of  Mr.  J.  Carmichael,  chairman 
of  the  Munition  of  Works  Board.  This  committee  will 
ascertain  what  supplies  are  available,  not  only  for 
housing,  but  for  all  purposes,  and  will  report  how  these 
may  be  increased  in  order  that  building  operations  may 
be  commenced  promptly  at  the  close  of  hostilities. 


First  "Emergency"  Ship  Launched 

The  Foundation  Company,  on  December  27th, 
launched  the  first  of  the  ships  outlined  on  the  Imperial 
Munitions  Board  emergency  shipbuilding  program. 
Last  spring  the  I.  M.  B.  placed  several  orders  for  wood- 
en shi^s,  and  these  are  being  constructed  in  many  dif- 
ferent parts  of  Canada.  The  ships  are  rated  at  approxi- 
mately 2,500  tons,  and  have  a  length  of  250  ft.  and  a 
beam  of  43  ft.  6  in.  The  elapsed  time  from  the  break- 
ing of  the  ground  to  the  launching  of  this  ship  was 
approximately  six  months,  which  bears  testimony  to 
the  al)ility  of  Canadian  organizations  to  come  to  the 
as  sistance  of  their  country  in  these  times  of  emergency. 
The  Foundation  Company's  shipyard  is  in  charge  of 
W^  I.  Bishop,  who  is  well  known  in  the  contracting  and 
engineering  field  in  Montreal  and  Toronto.  His  many 
friends  will  be  pleased  to  know  of  his  success  in  the 
new  enterprise. 


To  Enquire  into  Canada's  Resources 

It  is  announced  from  Ottawa  that  active  steps  are 
being  taken  by  the  Reconstruction  and  Development 
Committee,  of  which  Hon.  A.  K.  MacLean,  is  the  head, 
to  institute  a  full  enquiry  into  the  country's  resources 
and  their  immediate  development.  Mr.  MacLean  has 
been  raised  to  the  full  rank  of  cabinet  minister. 


The  Toronto  Section  of  the  American  Institute  of 
l'"Jectrical  Engineers  was  addressed  on  December  21 
I)y  Charles  H.  Riches  on  the  subject,  "The  History  and 
Development  of  Patents." 


Jamiary  >),  1!)1H 


THE   CONTRACT  RF.CORD 


1!l 


Tower  Travellers  of  Gantry  Crane  Type  Used 

to  Erect  Quebec  Bridge 

Details  of  Devices  that  Handled  and  Placed  Steel  for  the  Entire  Structure — 
Each  Traveller  Equipped  with  Two  Large  Capacity  Cranes  and  Four  Derricks 

•  —   By  A.  J.  Meyers*  


TO  erect  the  main  bridge  material,  tower  travel- 
lers of  the  gantry  crane  type  were  used.  The 
height  and  range  of  travel  of  these  machines 
and  their  equipment  of  cranes,  derricks,  and 
auxiliary  hoists  were  such  that  all  the  members  of  the 
cantilever  systems  were  handled  from  the  carrying 
trucks  on  the  main  bridge  floor  and  placed  into  final- 
position  in  the  bridge,  sometimes  in  pairs  and  some- 
times singly,  entirely  by  this  means.  These  travellers, 
of  which  there  were  two — one  for  use  on  the  north 
shore  and  the  other  for  use  on  the  south  shore — were 
carried  between  the  main  bridge  trusses  on  runways, 
located  at  the  elevation  of  the  bridge  floor.  On  the 
anchor  arms  these  runways  were  carried  on  special 
staging-,  placed  between  the  falsework  bents  which 
supported  the  anchor  arm  trusses.  On.  the  cantilever 
arms  they  were  carried  entirely  by  the  permanent 
bridge  floor  and  the  trusses  of  the  cantilever  arms. 

Ihe  inside  type  of  g^antry  crane  traveller  adopted 
was  given  the  preference  over  the  outside  gantry  crane 
traveller  and  over  the  top  chord  traveller  sometimes 
used  in  the  erection  of  cantilever  bridges,  because  this 
inside  type  offered  distinct  advantages  both  in  econo- 
my of  erection  material  and  ease  of  operation.  The 
girders  used  for  the  runways  were  mostly  part  of  the 
permanent  bridge  floor,  and,  having  once  been  placed, 
did  not  have  to  be  handled  again.  The  entire  control 
of  the  traveller  equipment  was  located  practically  at 
the  centre  of  operations,  greatly  facilitating  super- 
vision and  the  transmission  of  orders  while  handling 
the  heavy  truss  memibers. 

General  Description  of  Traveller 

As  shown  in  Figures  1  and  2,  the  body  of  each 
traveller  was  a  structural  steel  tower,  about  190  ft.  high 
over  all,  divided  vertically  into  six  tiers,  with  horizon- 
tal bracing  on  floors  at  the  tier  division  points.  The 
horizontal  cross-section  of  the  middle  portion  of  the 
tower  was  a  rectangle,  34  ft.  by  37  ft.  on  side  measure- 
ment and  the  vertical  bracing  in  each  tier  of  this  mid- 
dle portion  was  double  intersecting  on  all  four  sides  of 
the  tower.  The  base  or  lowest  tier  of  each  traveller 
was  made  up  of  two  Warren  trusses,  23  ft.  3  in.  deep, 
running  longitudinally,  parallel  to  the  trusses  of  the 
main  bridge  and  projecting  to  fhe  rear  to  a  total  length 
of  90  ft.  This  tier  was  braced  transversely  with  portal 
and  lateral  bracing,  designed  to  allow  derrick  cars  and 
material  trains  to  pass  on  the  two  railway  tracks  un- 
derneath the  main  tower.  These  cantilever  base  trusses 
supported  the  main  tower,  and  were  carried  on  four 
six-wheeled  trucks,  runnings  on  double  lines  of  rails, 
6  ft.  6  in.  centre  to  centre  for  each  truck,  the  centre  to 
centre  distance  of  double  tracks  being  54  ft.  and  the 
length  of  wheel  base  on  each  track  being  65  ft.  11  in. 

The  top  or  uppermost  'tier  of  each  traveller  con- 
sisted of  a  pair  of  trusses  of  the  sub-vertical  Warren 
truss  type,  running  longitudinally  and  cantilevered  out 
beyond  the  main  tower,  a  distance  of  57  ft.  front  and 

'  Chief  Draftsman,  Board  of  Engineers,  Quebec  Bridge. 


rear.  These  trusses  were  18  ft.  deep  and  155  ft.  long. 
They  were  braced  transversely  in  vertical  and  horizon- 
tal iplanes,  and  served  as  runways  for  the  two  travel- 
ling cranes  above.  From  the  base  of  the  traveller  run- 
way rail  to  the  top  of  these  upper  travelling  cranes  the 
completed  traveller  was  210  ft.  high,  and  weighed  in 
working  condition  920  tons. 

Two  Travelling  Cranes  and  Four  Derricks 

Each  traveller  was  equipped  with  two  upper  travel- 
ling cranes,  each  crane  having  a  longitudinal  travel  on 
the  top  chord  of  the  upper  trusses  of  119  ft.  3  in.  These 
cranes  were  cantilevered  out  transversely  beyond  the 
tower  of  the  traveller  a  distance  of  29  ft.,  giving  a  total 
length  of  crane  of  112  ft.  between  the  end  stop  channels 
for  the  auxiliary  gantry  cranes,  and  they  were  designed 
with  two  55-ton  hoists  each,  which  could  work  separ- 
ately, in  pairs,  or  all  four  together,  in  handling  the 
heaviest  bridge  members.  At  each  extreme  end  of  a 
crane  was  located  a  small  auxiliary  gantry  crane  which 
travelled  with  the  main  crane  and  formed  part  of  its 
equipment.  These  small  gantry  cranes  were  designed 
for  a  maximum  lift  of  10  tons  on  two  5-ton  block  and 
falls,  and  were  used  for  handling  the  pin-driving  and 
riveting  cages. 

Approximately  100  ft.  up  from  the  base  of  the  tra- 
veller runway  rail,  seats  for  four  70-ft.  20-ton  derrick 
booms  were  located,  one  seat  at  each  of  the  four  cor- 
ners of  the  main  tower.  The  ordinary  working  length 
of  these  booms  was  70  ft.,  but  in  case  of  necessity  the 
two  front  booms  could  be  lengthened  to  90  ft.,  in  which 
case  the  seat  of  the  boom  was  lowered  36  ft.  to  the  floor 
below,  provision  having  been  made  to  accommodate 
the  booms  at  these  points. 

As  shown  in  Figures  1  and  2,  the  derrick  hoists  and 
operating  machinery  were  placed  on  the  second  and' 
third  floors  of  the  traveller.  These  floors,  where  the 
control  for  the  hoisting  and  operating  machines  for 
the  whole  traveller  was  located,  were  the  working 
floors  for  the  operators.  The  controller  house,  which 
contained  the  switchboards,  main  hoist  magnetic  con- 
trollers, and  resistances,  was  situated  just  underneath 
floor  2,  to  the  rear  of  the  traveller.  Communication 
between  the  top  and  bottom  of  the  traveller  and  the 
several  intermediate  floors  was  attained  by  means  of 
an  electrically-operated  elevator  and  stairwa}'  encircl- 
ing the  elevator  shaft,  located  in  the  centre  of  the  rear 
face  of  the  traveller,  and  also  by  a  system  of  field  tele- 
phones which  thoroughly  connected  up  the  dift'erent 
fields  of  operation. 

Transferring  Load  to  Trucks 

Each  supporting  truck  of  the  traveller  had  six  truck 
wheels,  three  for  each  rail,  spaced  at  4  ft.  6  in.  centres 
longitudinally,  giving  a  wheel  base  for  each  truck  of 
9  ft.  The  details  of  one  truck  are  shown  in  Fig.  5. 
When  the  traveller  was  in  motion  along  the  bridge 
floor  the  two  top  travelling  cranes  rested  to  the  ex- 
treme rear  of  the  upper  trusses,  g^iving-  a  condition  of 
almost  e<[u:il  distribution  of  traveller  dead  weight  upon 
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the  lour  iriicks.  'I'he  reaction  takeivby  one  front  truck 
under  these  conditions  was  486,000  pounds.  This 
486.000-pound  truck  reaction  was  transferred  from  the 
bottom  cliords  of  the  trusses  through  a  6  in.  diameter 
])in  to  a  longitudinal  box  girdei',  located  between  the 
web  of  the  truss  cho;-d,  with  built  vertical  hangers 
riveted  into  the  ends.  These  hangers  distributed  tlie 
load  to  transverse  box  girder  beams  through  two  6  in. 
diameter  pin^  at  right  angles  to  the  pin  connecting  the 
truck  to  the  bottom  chord  of  the  trusses.  The  trans- 
verse box  girder  beams  were  riveted  to  four  vertical 
diaphragms  projecting  up  from  the  two  longitudinal 
box  girders  which  transferred  the  reaction  to  the  truck 
wheels. 

That  portion  of  the  reaction  taken  by  each  one  of 
the  six  truck  wheels  was  transferred  from  the  box 
girder  to  the  wheels  by  means  of  four  helical  car 
springs.  These  springs  each  carried  a  load  of  21,000 
pounds  while  the  traveller  was  in  motion,  but  were 
designed  to  take  a  load  of  30,000  pounds  each  before 
they  would  compress  to  their  solid  height.  The  use 
of  these  car  springs  and  having  the  6-inch  connecting- 
pins  arrang-ed  at  right  angles  to  each  other,  as  shown, 
insured  that  the  truck  reaction  would  be  taken  con- 
centrically and  symmetrically,  and  would  be  distri- 
buted equally  over  the  six  truck  wheels,  even  if  the 
traveller  runways  were  somewhat  uneven  or  out  of 
level — a  condition  which  could  not  be  avoided. 


Upper  Runways  Kept  Horizontal 

On  account  of  the  floor  of  the  bridge  being  on  a 
grade,  which  varied  in  inclination  to  the  horizontal  as 
the  bridge  was  erected  panel  by  panel,  it  was  neces- 
sary to  make  provision  for  keeping  horizontal  the 
plane  of  the  top  chord  of  the  upper  trusses,  which  car- 
ried the  main  travelling  cranes.  This  was  accom- 
])Hshed  by  making  the  connection  between  the  bottom 
chords  of  the  lower  trusses  and  the  rear  trucks  of  the 
traveller  adjustable,  by  using,  as  shown  in  Fig.  5,  two 
5-anch  diameter  vertical  bolts  to  transfer  the  reactions 
from  the  traveller  to  the  trucks.  The  distance  from  the 
centre  line  of  the  bottom  chords  of  the  lower  trusses 
to  the  base  of  traveller  runway  rail  could  be  changed 
by  moving  the  top  travelling  cranes  to  the  extreme 
front  of  the  traveller,  thus  reducing  the  dead  load  re- 
action on  the  rear  trucks  to  a  minimum  and  enabling 
the  cast  steel  nuts  at  the  upper  ends  of  the  5-inch 
,diameter  bolts  to  be  turned  and  the  rear  end  of  the 
traveller  raised  or  lowered  as  desired,  in  order  to  bring 
the  runway  for  the  tipper  crane  girders  into  a  horizon- 
tal plane. 

Provision  was  also  made  at  the  rear  end  of  the  bot- 
tom trusses  to  anchor  the  traveller  to  the  floor  girders 
whenever  the  traveller  was  lifting  the  heavier  bridge 
members  with  the  travelling  cranes  in  their  forward 
position,  and  whenever  the  traveller  was  lifting  with 
these  cranes  to  the  rear,  shims  were  driven  between 


-isi'face  fb  face  of  iompers- 
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Figs.  1  and  2— Each  traveller  is  a  six-tier  tower  with  two  top  travelling  cranes  and  four  derricks. 
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the  ends  of  the  trusses  at  the  rear  and  the  supporting 
floor  girders  'SO  as  not  to  overload  the  rear  truck 
springs.  Under  all  working  conditions  the  truck 
springs,  both  of  the  front  and  rear  trucks,  were  locked 
at  a  height  of  spring  which  allowed  the  springs  to 
take  only  a  reaction  equal  to  that  which  they  carried 
while  the  traveller,  with  the  top  travelUng  cranes  to  the 
extreme  rear  of  the  upper  trusses,  was  moving  from 
one  operating  position  to  another.  The  front  and  rear 
reactions  from  the  loads  lifted  were  always  taken  care 


Fig.  3— View  showing  traveller  on  its  last  trip  to  the  main  pier,  placing  the 
upper  web  members  and  the  upper  bracing  of  the  north  anchor  arm. 

of  by  shimming  between  the  traveller  bottom  trusses 
and  the  supporting  floor  girders  or  by  anchoring  the 
rear  of  the  traveller  against  lifting. 

Four  70  ft.  Booms  Handle  Small  Material 

About  100  ft.  up  from  the  base,  on  the  fifth  floor  of 
the  traveller,  were  located  the  four  70-ft.  20-ton  booms. 
These  booms  were  used  for  handling  the  smaller  ma- 
terial, such  as  sway  and  lateral  bracing  and  floor 
material,  and  also  pin-driving  and  riveting  cages. 
They  were  built  of  four  6  x  6  x  ^  in.  angles,  latticed, 
the  outside  dimensions  of  the  cross-section  at  the  cen- 
tre of  the  boom  being  3  ft.  x  2  ft.  6  in.  back  to  back  of 
angles.  Both  ends  of  the  booms  were  tapered  to  a 
bevel  of  13^  in.  in  36  in.  At  the  upper  end  three  sets 
of  sheaves  were  provided  to  accommodate  the  foui- 
part  ^-inch  diameter  wire  rope  tackle  of  20-ton  lifting 
capacity,  and  one  set  of  sheaves  to  accommodate  the 
six-part  ^-inch  diameter  top  lifting  tackle  which  oper- 
ated the  boom.  At  the  lower  end  the  booms  were  pin- 
connected  to  a  revolving-  pedestal  or  bull  wheel,  hav- 
ing a  horizontal  angle  of  turning  of  270  degrees,  al- 
lowing the  booms  to  operate  in  any  position  from  the 
horizontal  to  the  vertical,  on  two  adjacent  faces  of  the 
traveller.  The  front  booms  and  their  revolving  pedes- 
tal were  moved  to  seats  on  the  fourth  floor,  36  ft.  9  in. 
lower  down,  whenever  it  was  found  necessary,  in 
placing  material,  to  increase  the  reach  of  the  boom 
from  70  ft.  to  90  ft.,  hy  inserting  a  boom  section  20  ft. 
long  in  the  middle  of  the  length. 


Derricks  Operated  Electrically 

These  derricks  were  operated  by  four  electric 
hoists,  located  on  the  second  floor  of  the  traveller. 
Each  hoist  was  driven  by  a  51  h.p.  220  volt  d.c.  motor, 
with  drum  type  controller  and  resistance  necessary 
for  hoisting,  having  a  .sipeed  of  295  r.p.m.,  and  geared 
to  give  a  lifting  speed  under  full  load  of  37  ft.  per  min- 
ute. These  hoists  were  designed  for  a  rope  pull  of 
10,000  pounds  with  eight  layers  of  J^-inch  wire  cable 
on  a  drum.  The  two  drums  were  each  15  in.  diameter 
and  31  in.  long,  and  were  furnished  with  a  difit'erential 
brake  band  and  a  patent  automatic  brake  on  the  pinion 
shaft  strong  enough  to  hold  the  maximum  load.  Each 
hoist  had  four  spools  12  in.  in  diameter  and  15  in.  long, 
each  spool  being  loose  on  the  shaft  and  provided  with 
sliding  steel  jaw  clutch,  operated  by  hand  lever  with 
latch  and  quadrant. 

Each  revolving  pedestal  or  bull  wheel  of  a  boom 
was  operated  by  5  h.p.  220  volt  d.c.  motor,  700  r.p.m., 
located  on  the  third  floor  of  the  traveller,  and  geared 
to  give  a  rope  speed  of  25  ft.  per  minute  with  a  maxi- 
mum pull  of  6,000  pounds  in  the  rope.  This  motor  was 
fitted  with  a  mechanically-operated  brake  on  the  ex- 
tended armature  shaft.  The  use  of  this  brake  was  to 
block  the  machine  at  night  or  when  not  in  use.  The 
motor  was  furnished  with  a  reversible  controller  and 
the  necessary  resistance. 

Pair  of  Travelling  Cranes  Handle  Heavy  Members 

Travelling  longitudinally,  with  the  top  chords  of 
the  upper  trusses  of  the  traveller  as  runways,  was  a 


Fig.  4— Traveller  hoisting  and  placing  the  corresponding  members  of  the 
east  and  west  trusses  of  the  north  archer  ai  mat  the  s;  rr.i  time. 

pair  of  transverse  cranes,  equipped  to  handle  the  heav- 
iest members  in  the  bridge,  as  shown  in  Fig.  6.  Each 
of  these  cranes  was  built  of  two  single  webbed  plate 
girders  5  ft.  6  in.  deep  and  113  ft.  4  in.  long,  spaced  8  ft. 
6  in.  centre  to  centre,  and  braced  together  for  that  por- 
tion of  the  crane,  beween  the  runway  trusses,  with  top 
and  bottom  laterals  and  vertical  cross  frames.  Reyond 
the  runway  trusses  the  main  girders  cantilevered  out 
on  each  side  of  the  traveller'a  distance  of  29  ft.  8  in.,  or 
far  enough  to  command  the  vertical  planes  of  the  main 
1)ridge  trusses. 

These  cantilevered  portions  carried  between  the 
main  crane  girders  two  runway  girders  36  in.  deep  by 
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25  ft.  long,  spaced  symmetrically  about  the  longitu- 
dinal axis  of  the  cranes  and  3  ft.  IT  in.  apart,  and  fram- 
ing into  two  cross  plate  girder  diaphragms,  one  at  the 
end  of  the  crane  girders  and  the  other  at  the  point  of 
runway  support.  On  these  ■  smaller  girders  were 
placed  the  runway  rails  for  the  sheave  carriage  of  the 
55-ton  hoist.  These  'sheave  carriages  travelled  longi- 
tudinally on  these  runway  girders  when  handling  ma- 
terial from  the  loading"  cars  on  the  main  bridge  floor  to 
the  final  position  in  the  main  bridge  trusses.  These 
girders  were  braced  to  the  main  crane  girders  by  in- 
termediate cross  frames,  but  a  space  of  2  ft.  10  in.  be- 
tween the  girders  was  left  clear  for  the  full  length  of 
25  ft.,  to  allow  for  the  longitudinal  travel  without 
obstruction  of  the  55-ton  block  and  tackle  of  the  main 
hoists. 

Two  55-ton  Hoists 

The  two  main  S5-ton  hoists  were  symmetrically 
placed  about  the  centre  line  of  the  crane  girders,  and 
were  mounted  on  a  carriage  which  travelled  on  cast 
steel  rack  rails  running"  along  the  top  flange  of  the 
main  plate  girders.   The  distance  of  travel  longitudin- 


mum  lowering  speed  of  12  ft.  per  minute.  The  arma- 
ture shaft  had  an  automatic  disc  brake  capable  of  hold- 
ing the  maximum  load.  It  was,  therefore,  impossible 
for  a  load  to  run  away,  as,  in  lowering,  the  motor 
worked  through  a  resistance  greater  than  the  load  car- 
ried by  the  crane.  The  burning  out  of  a  fuse  applied 
the  full  force  of  electrical  resistance,  preventing  all 
motion.  In  order  to  guard  against  attempting  to  lift 
loads  greater  than  those  calculated  upon,  special  fyses 
were  provided  which  would  blow  out  when  the  load 
reached  its  maximum.  The  hoisting  drum  was  divided 
into  two  independent  sections,  separately  driven  from 
a  second  reduction  shaft,  which  in  turn  was  driven 
through  a  single  pair  of  cut  gears  off  the  back  gear 
shaft  of  the  hoisting  motor.  One  drum  was  securely 
attached  to  the  axle ;  the  other  was  sufficiently  loose  to 
insure  equal  division  of  the  load  between  the  two  gears. 
Each  drum  was  36  in.  in  diameter  and  31  in.  between 
flanges,  and  capable  of  holding  five  layers  of  %  in.  wire 
cable. 

In  case  of  failure  of  the  automatic  brakes  on  the 
armature  shaft,  a  hand-operated  band  brake  was  fur- 


Fig.  5— Details  of  one  rear  truck  of  traveller  showing  method  of  adjustment  to  keep  top  crane  runway  horizontal. 


ally  was  limited  to  the  section  of  the  crane  girders  be- 
tween the  centre  line  of  the  traveller  tower  and  the 
longitudinal  runway  trusses.  The  sheave  carriage  for 
the  55-ton  block  and  tackle  was  connected  to  the  main 
hoist  carriage-'by  a  latticed  channel  strut,  pin-connect- 
cd  at  both  ends,  and  moved  longitudinally  with  the 
main  hoist  carriage  at  a  fixed  distance  from  it.  This 
arrangement  enabled  the  two  main  hoists  of  each 
crane,  with  their  carriages,  to  be  kept  always  within 
the  two  points  of  runway  support  for  the  cranes,  giv- 
ing greater  stability  to  the  design.  Six  24-in.  diameter 
sheaves  were  placed  in  the  sheave  carriage  to  accom- 
modate the  ten-'part  %  in.  diameter  wire  rope  tackle 
for  the  55-ton  block  vertically  below. 

The  55-ton  capacity  block  and  tackle  of  each  main 
hoist  was  operated  by  one  75  h.p.  220  volt  d.c.  motor, 
with  a  speed  of  550  r.p.m.  Each  hoist  was  designed  to 
lift  a  gross  load  of  120,000  pounds  at  a  speed  of  12  ft. 
l)er  minute,  through  a  double  five-ipart  tackle,  l)oth 
'ends  of  the  hoisting  wire  rope  being  wound  on  the 
drums,  thus  making  a  rope  speed  of  60  ft.  per  minute. 

Impossible  for  Load  to  Run  Away 

The  controller  system  was  of  the  magnetic  switcli 
t\l)e  and  arranged  for  dynamic  braking,  with  a  niini- 


nished  on  the  extension  of  the  back  gear  shaft  of  the 
motor.  This  brake  was  of  sufficient  capacity  to  stop 
and  hold  the  maximum  load  lifted.  It  was  operated  by 
a  lever  with  a  locking  attachment  so  that  the  hoisting 
block  could  be  locked  fast  at  any  point  independent  of 
all  other  brakes. 

A  5  h.p.  230  volt  d.c.  motor,  with  a  speed  of  800  r. 
p.m.,  was  used  to  move  the  hoist  and  sheave  carriage 
along  the  rack  rail.  The  propelling  gear  moved  the 
sheave  carriage  with  the  maximum  load  suspended  at 
a  rate  of  10  ft.  per  minute,  and  was  capable  of  holding 
the  hoist  carriage  against  an  endwise  thrust  of  30,000 
pounds,  due  to  fleeting  loads  from  the  centre  of  the 
traveller,  but  was  not  capable  of  moving  the  carriage 
against  this  thrust. 

The  main  shackle  blocks,  55-ton  capacity,  weighed 
\y2  tons  each.  They  were  designed  to  be  self-lubri- 
cating. In  their  highest  position  these  main  blocks 
were  193  ft.  above  the  base  of  runway  rail  for  the  tra- 
veller. To  prevent  over-winding,  each  main  hoist  was 
provided  with  a  Youngstown  limit  stop,  which  inter- 
rupted the  lifting  motor  current  and  applied  the  brake 
immedialely  when  the  block  reached  llic  limiting  posi- 
tion. 

A I  each  end  of  the  main  travelling  cranes  was  lo- 
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cated  a  small  auxiliar}-  crane  of  the  gantry  type,  having- 
an  overhang  from  one  support  of  2  ft.  and  from  the 
other  support  of  9  ft.,  for  the  purpose  of  handling-  pin- 
driving  and  riveting  cages.  These  auxiliary  hoists 
spanned  over  the  sheave  carriages  for  the  55-ton  falls, 
and  travelled  on  eyebeam  vrunways  placed  on  the  top 
flanges  of  the  cantilever  section  of  the  main  crane  gird- 
ers, having  locking  wheels  underneath  the  top  flange 
of  the  eyebeams  to  keep  the  gantry  in  place  and  to 
take  the  uplift  from  the  maximum  lift  of  10  tons  at  the 
end  of  the  '  9-ft.  arm.  Each  auxiliary  crane  was 
equipped  with  two  5-ton  blocks,  which  had  a  trans- 
verse travel  from  end  to  end  of  channel  runways  of  20 
ft.  normal  to  the  axis  of  the  main  travelling  crane. 
They  were  moved  longitudinally  on  the  evel^eam  run- 
ways by  hand  power.    The  5-ton  l^locks  with  two-part 


^/s  in.  diameter  wire  rope  tackle  were  controlled  by 
hoists  located  in  tlie^ centre  of  the  main  crane  girders 
on  platforms  carried  ])etween  the  bottom  flanges. 
Each  hoist  had  two  16  in.  diameter  drums,  and  each 
drum  was  operated  by  a  30  h.p.  220  volt  d.c.  motor, 
with  a  speed  of  575  r.p.m.,  and  geared  to  give  a  rope 
speed  under  full  load  of  150  ft.  per  minute. 

Crane  Trucks 

Each  main  travelling  crane  was  carried  i>n  fnur 
trucks  ha\-ing  two  30  in.  diameter  wheels  per  truck, 
spaced  at  4  ft.  centres  with  3  in.  thread,  the  total  length 
of  wheel  base  on  one  runway  rail  being  12  ft.  6  in.  '1  he 
trucks  were  made  of  a  double  web  box  plate  girdi'r  30 
in.  deep  and  7  ft.  6  in.  long.  Each  crane  was  driven  ])y 
a  220  volt  16  h.p.  d.c.  motor,  having  725  r.p.m.,  and 


Fig.  7— Showing  main  55-ton  hoist,  auxiliary  gantry  cr^ne  and  sheave  cairiage. 
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geared  to  give  a  traversing-  speed  of  25  ft.  per  minute 
when  climbing  a  1  per  cent,  grade -under  full  load,  esti- 
mated at  500,000  pounds,  including  the  weight  of  the 
crane  itself.  The  mator  was  located  between  the  main 
girders  at  the  centre  on  a  platform  on  the  level  of  the 
bottom  flange,  and  the  driving  power  was  transmitted 
symmetrically  to  the;  trucks  on  each  "rail  by  gearing 
and  a  33^  in.  diameter  shaft.  Provision  was  made  in 
this  shafting  to  take  down  any  section  without  having 
to  remove  any  other  section.  Only  two  truck  wheels 
at  each  end  of  a  crane  were  driven.  These  driving 
wheels  were  keyed  to  their  axles,  which  carried  gears 
on  an  extension,  the  other  wheels  turning  loose  on 
their  axles. 

While  the  main  cranes  were  in  motion  along-  the 


The  traveller  was  moved  a  long  the  bridge  floor  at  a 
rate  of  about  10  ft.  per  minute,  by  taking  hold  of  the 
runway  girders  on  both  sides  of  the  traveller  either  to 
the  front  or  to  the  rear,  depending  upon  the  desired 
direction  of  motion,  with  a  1%  in.  diameter  wire  rope, 
which  passed  through  sheaves  located  in  the  bottom 
chords  of  the  lower  trusses  just  below  the  rear  face  of 
the  tower.  These  1^4  in.  ropes  ran  vertically  up  and 
connected  to  a  six-part  1%  in.  manilla  rope  tackle,  one 
at  each  rear  leg  of  the  traveller  tower.  The  134  in. 
rope  was  continuous  from  the  tackle  on  one  side  of  the 
traveller  to  the  tackle  on  the  other  side  of  the  traveller, 
and  was  overhauled  by  the  drums  of  the  derrick  hoists 
located  on  the  second  floor.  By  this  arrangement  of 
tackle  the  pull  at  the  two  sides  of  the  traveller  was 


mm 


Maximum  reactions;  letters  refer  to  loading  giving  maximum 
stresses  anrf  reactions, 

runways  ihc  contact  for  the  electrical  current  for  the 
numerous  motors  was  maintained,  as  shown  in  Fig- 
ures 2,  6  and  7,  by  a  system  of  20  lines  of  Ij^  x  ^ 
in.  trolley  bars,  four  tiers  deep. 

Electric  Lift  to  Connect  Floors 

Tlie  electrically-operated  elevator  which  gave  ready 
access  to  the  dif¥erent  floor  level-s  and  working  plat- 
forms of  the  traveller  was  driven  by  a  15  h.p.  d.c. 
nT(jtor,  running  at  575  r.p.m.,  and  geared  to  give  a  full 
load  lifting  s])ecd  of  75  ft.  per  minute.  The  passenger 
car  was  supported  by  two  falls  of  y»  in.  wire  rope, 
winding  one  part  on  a  14-in.  drum,  and  tlie  whole  of 
the  machinery  was  located  at  the  fool  of  the  shaft  on 
the  third  floor  of  the  traveller.  The  controller  was 
located  in  the  car,  and  was  arranged  for  dynamic  con- 
trol.   The  motor  was  provided  with  a  solenoid  brake, 


Method  of  loading  cranes  to  obtain  wheel  loadings  shown  above  ;  loads 
in  pounds. 

always  the  same,  no  matter  if  one  or  two  hoists  were 
working. 

Weight  of  Traveller  Was  920  Tons 

The  total  weight  of  one  traveller,  including  its  com- 
plete equipment  of  derricks  and  cranes,  was  920  tons. 
The  amounts  of  this  W'eight  contributed  by  the  difl^er- 
ent  component  parts  of  the  traveller  were: 

Tons. 

Runway  trucks    65 

Bottom  supporting  trusses  and  bracing   120 

Main  tower  frame,  floors,  and  bracing    170 

Wood  in  floors,'  etc   30 

Top  crane  runway  trusses  and  bracing   165 

I'^.lcvator  shaft  and  stairway   19 

Afain  travelling  cranes    210 

Auxiliary  gantry  cranes   36 
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Derrick  booms  and  tackle   50 

Wire  and  manilla  rope  (except  for  main  cranes; .  8 

Electric  wiring   3 

Derrick  hoisting'  engines   32 

Miscellaneous  machinery  on  operating  flour  3  .  .  .  12 


Total    920 

Shims  Take  Live  Load  Reactions 

When  the  traveller  was  being  moved  from  one 
working  position  to  another,  both  top  travelling  cranes 
were  moved  to  the  extreme  rear  positions  and  anchored. 
For  this  condition  of  loading  the  reaction  on  one  front 
truck  was  486,000  pounds,  and  on  one  rear  truck 
450,000  pounds.  When  the  travellers  were  in  operation 
the  weight  of  the  main  top  travelling  cranes  was  treated 
as  a  live  load  along  with  the  loads  lifted  by  these 
cranes.  Under  these  working  conditions  shims  were 
driven  at  the  front  and  rear  of  the  traveller  between 
the  lower  trusses  and  the  supporting  runway  girders 
and  floornbeams.  When  placing  these  shims  the  main 
travelling  cranes  were  moved  into  such  positions  So 
that  the  final  reactions  from  the  dead  weight  of  the  tra- 
veller, exclusive  of  the  weight  of  the  main  cranes,  was 
486,000  pounds  on  one  front  truck,  36,000  pounds  on 
the  front  shim  reaction,  a-nd  165,000  pounds  on  the  rear 
shim  reaction.  The  rear  truck  springs  were  locked  at 
this  working  height,  but  the  front  truck  springs  were 
left  free,  because  no  negative  reaction  could  possibly 
reduce  the  reaction  on  the  front  truck  below  the 
486,000  pounds  which  it  carried  under  moving  condi- 
tions. Under  working  conditions  the  rear  of  the  tra- 
veller was  anchored  to  the  runway  girders  in  order  to 
take  a  negative  reaction  when  the  main  cranes  were 
working  in  the  extreme  forward  position. 

Features  of  Design 

Although  in  the  actual  erection  of  the  largest  bridge 
members  the  members  were  lifted  and  placed  by  the 
travellers  in  pairs,  one  for  each  truss  at  the  same  time, 
giving  a  condition  of  symmetrical  loading  for  the  tra- 
veller, the  traveller  itself  was  designed  to  lift  only  one 
of  these  heaviest  members  for  one  truss  at  oye  time, 
this  unsymmetrical  condition  of  loading-  giving  con- 
siderably larger  stresses  and  reactions  on  the  side  of 
the  traveller  carrying  the  load  than  would  maintain 
with  the  symmetrical  loading. 

The  positions  of  the  main  travelling  cranes  and  the 
wheel  concentrations  for  maximum  lifts  in  these  posi- 
tions are  shown  in  Fig.  8.  These  positions  give  the 
maximum  reactions  and  stresses  for  the  traveller  and 
its  members.  Cases  Al  and  A2  might  have  existed 
when  the  first  section  nearest  the  main  pier  of  the  bot- 
tom chord  of  the  cantilever  arm  was  erected.  This 
member  weighed  160,000  pounds,  the  weight  when 
lifted  being  equally  distributed  between  the  two  cranes 
and  on  one  side  of  the  traveller.  Cases  Bl,  B2,  and  B3 
were  for  the  assumed  maximum  capacity  of  lift  on  one 
55-ton  block  and  tackle — that  is,  llO,000  pounds  on  one 
side  of  the  traveller.  Case  C  occurred  when  lifting  the 
heaviest  section  of  the  main  shoe,  weighing  130,000 
pounds,  on  one  side  of  the  traveller,  65.000  pounds 
being  taken  by  each  crane.  Cases  D  and  E  occurred 
when  placing  the  compression  diagonal  members  of 
the  anchor  arm.  In  both  cases  the  full  weight  was 
taken  by  the  front  crane,  65,000  pounds  for  case  D,  and 
60,000  pounds  for  case  E.  Case  F  occurred  when  erect- 
ing the  end  compression  diagonal  of  the  anchor  arm 
the  whole  weight  of  the  member — 113,000  pounds — 
being  taken  by  the  rear  crane. 


2r, 

Impact  Proportions 

In  proportioning  the  runway  girder.-i,  sujjporting 
floor-beams  and  .staging,  20  per  cent.  im])act  was  added 
to  the  reactions  from  the  load  lifted  and  from  the 
weight  of  the  lifting  blocks  and  tackle.  In  proportion- 
ing the  members  of  the  traveller  tower  and  trusses  50 
per  cent,  impact  was  added  to  the  reactions  from  the 
same  causes. 

Stresses  and  reactions  from  longitudinal  and  trans- 
verse wind  acting  on  the  traveller  were  calculated  on 
the  assumption  of  a  wind  pressure  of  30  pounds  per 
square  foot  on  the  exposed  area  of  two  parallel  faces. 
No  wind  was  assumed  to  be  acting  when  members 
were  being  lifted  and  placed. 

The  members  of  the  traveller  when  Ijeing  manu- 
factured in  the  shop  were  made  of  such  a  length  that, 
under  the  dead  weight  of  the  traveller,  the  front  and 
rear  ends  of  the  top  runway  trusses  would  be  6.21 
inches  and  5.95  inches  respectively  above  their  geo- 
metrical position.   This  camber  was  so  chosen  that  the 


Fig.  9— Traveller  completing  erection  of  suspended  span.    The  top  runway 
trusses  and  main  travelling  cranes  were  not  needed  for  this  work. 

crane  track  at  the  loaded  end  would  be  approximately 
level  under  maximum  deflection  during  operation. 

In  designing  the  traveller  the  unit  stresses  allowed 
were :  For  compression  on  carbon  steel,  16,800  pounds 
per  square  inch,  for  members  with  1/r  less  than  50,  and 
21,000  —  84  1/r  for  members  with  1/r  greater  than  50.  For 
tension  stress  on  carbon  steel  and  for  extreme  fibre 
stresses  in  bending  in  girders  and  beams  21,600,  pounds 
per  square  inch  was  used,  and  for  shear  in  the  webs  of 
plate  girders  and  beams  12,000  pounds  per  square  inch. 
Wherever  nickel-steel  was  used  these  allowed  unit 
stresses  were  increased  by  40  per  cent. 

Nickel-Steel  Reduced  Weight 

In  order  to  reduce  the  weig-'ht  of  the  completed  tra- 
veller as  much  as  possible  nickel-steel  was  used  for  the 
main  material  in  the  main  traveling  cranes  and  the  top 
runway  trusses.  The  material  in  the  main  tower  and 
the  lower  supporting  trusses  and  all  the  bracing  was 
of  carbon  steel. 

The  largest  stress  in  the  tower  columns  was 
1.299,000  pounds,  demanding  a  carbon  steel  section  of 
79  square  inches.  This  member  was  made  up  of  two 
24  X  •)4  ill.  plates  and  four  angles  8  x  6  x  13/16  in.  lat- 
ticed. In  the  runway  trusses  at  the  top  of  the  traveller 
the  largest  stress  in  the  top  chords  Avhich  carried  the 
runway  rail  for  the  main  cranes  was  1,344,000  pounds 
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axial,  increased  by  a  bending  moment  of  340,000  ft. 
pounds  where  the  chord  was  continuous  over  the  panel 
points.  This  section  was  made  of  nickel-steel  plates 
and  angles  of  the  box  section  type  with  cover  plate  on 
the  top  riange  and  latticed  on  the  bottom.  The  bottom 
chord  and  all  the  web  members  of  these  trusses  were 
built  of  a  nickel-steel  H  section,  made  up  of  four  angles 
and  one  plate.  The  members  of  the  lower  supporting 
trusses,  except  the  verticals,  which  were  H  section, 
were  all  of  the  box  channel  section  type,  latticed  on 
[WO  sides,  and  made  of  carbon  steel  plates  and  angles. 
The  flanges  of  the  web  members  were  turned  in,  but 
the  flanges  of  the  chord  members  were  turned  out.  All 
the  connections  for  the  members  of  the  traveller  were 
riveted  except  the  connection  for  the  top  trusses  to  the 
main  tower  columns,  where  10  in.  diameter-  pins  were 
used. 

Erection  of  Travellers 

The  north  shore  traveller  was  erected  on  special 
supporting'  girders  on  shore,  just  clear  of  the  abut- 
ment, the  top  of  these  girders  being  in  line  with  the 
girders  carrying  the  traveller  trucks  on  the  bridge.  The 
erection  of  this  traveller  started  on  November  8,  1913, 
was  proceeded  with  during  the  winter  of,  1913  and  1914, 
and  was  completed  on  May  18,  1914.  The  members  of 
the  two  lower  tiers  were  placed  into  position  by  means 
of  a  derrick  car,  while  the  upper  tiers  were  erected  by 
using  a  derrick  boom  and  mast  stayed  to  the  four  cor- 
ners of  the  tower.  This  derrick  was  moved  up  from 
floor  to  floor  as  the  erection  of  the  tiers  proceeded. 

The  north  shore  anchor  arm  was  erected  by  the 
north  sihore  traveller  during  the  season  of  1914.  On 
August  5,  1914,  the  erection  of  the  south  sbore  traveller 
was  begun.  AVork  on  the  erection  of  this  traveller  was 
proceeded  with  slowly  during-  the  remainder  of  the 
simimer  of  1914,  and  during  the  following  winter,  the 
tra\  eller  being  completed  on  May  12,  1915.  During  the 
season  of  1915  the  north  shore  traveller  erected  the 
north  shore  cantilever  arm  and  the  south  shore  travel- 
ler erected  the  south  shore  anchor  arm.  The  north 
shore  traveller  was  then  taken  down  and  moved  to  the 
erection  site  of  the  suspended  span,  where  it  was  re- 
ereoted,  with  the  top  trusses  and  travelling  cranes  left 
off,  the  work  of  erecting  the  suspended  span  being- 
done  by  the  four  70-ft.  20-ton  booms.  The  first  sus- 
pended span  was  erected  by  this  traveller  during  the 
season  of  1916,  while  the  south  shore  traveller  was 
erecting  the  south  shore  cantilever  arm.  The  second 
su.spended  span  was  erected  by  the  same  traveller  dur- 
ing the  season  of  1917. 

Program  of  Erection 

The  diflicully  of  i)utting  in  the  sway  bracing  when 
using  the  inside  type  of  gantry  traveller  adopted  was 
overcome  in  the  anchor  arms  by  the  program  of  erec- 
tion followed.  In  accordance  with  this  ])rogram,  the 
traveller  on  its  first  trip  from  the  anchor  pier  to  the 
main  pier  erected  the  inside  staging,  which  carried  the 
main  bridge  floor  material  and  the  extra  lines  of  girders 
f(-)r  the  traveller  track  and  also  erected  the  outside  stag- 
ing columns  which  supported  the  main  bridge  trusses, 
sway  and  lateral  bracing  of  the  anchor  arm.  The  main 
bridge  shoes  were  then  erected  on  the  main  pier  and 
the  traveller  moved  back  to  the  anchor  pier,  placing  the 
anchor  arm  bottom  chords  and  bottom  laterals  during 
the  tri]).  The  bottom  chords  being  placed,  the  traveller 
again  adxanccd  to  the  main  pier,  without,  however, 
erecting  any  material.  ( )n  the  second  return  trip  to  the 
anchor  pier  the  truss  web  members,  with  their  sway 


bracing,  were  erected  up  to  the  points  where  the  verti- 
cals and  diagonals  intersect,  or  to  a  line  sligditly  above 
the  floor  line.  The  portal  and  the  upper  half  truss  of 
diagonals  and  verticals,  together  with  the  top  chord 
eyebars,  were  then  erected  as  the  traveller  advanced 
again  towards  the  main  pier,  the  sway  bracing  for  the 
upper  half  truss  being  placed  by  the  rear  -booms  of  the 
traveller. 

Cantilever  Arm  Erection 

The  traveller  then  proceeded  with  the  erection  of 
the  cantilever  arm,  placing  the  truss  members  and 
bracing  below  the  floor  line,  with  the  cranes  generally 
in  the  forward  position  and  with  the  front  derricks, 
while  the  remaining  upper  truss  members  and  the 
upper  sway  bracing  was  placed  hy  the  rear  booms  and 
cranes  in  the  rear  position  as  the  traveller  advanced 
panel  by  panel. 

All  the  operations  of  the  traveller  were  controlled 
and  directed  from  the  third  floor.  The  controllers  for 
all  the  motors  were  located  on  this  floor,  about  25  ft. 
above  the  base  of  runway  rail,  or  175  ft.  below  the 
crane  girders.  By  this  arrangement  the  operators  were 
in  close  touch,  and  had  an  unobstructed  view  of  all  the 
work  being-  done  and  could  anticipate  and  promptly 
execute  all  orders  by  the  foreman  in  charge.  Each  tra- 
veller had  an  operating  crew  of  ten  men,  six  being  sta- 
tioned on  the  operating-  platform  on  the  third  floor  and 
one  on  each  of  the  travelling-  cranes  at  the  top  of  the 
traveller. 


The  Late  Professor  G.  H.  McLeod 

THE  funeral  of  the  late  Professor  C.  H.  McLeod, 
of  McGill  University,  and  former  secretary  of 
the  Canadian  Society  of  Civil  Eng'ii|ieers,'  on 
Saturday,  December  29,  was  attended  by  a  large 
number  of  representatives  of  McGill,  Toronto,  and 
Kingston  Universities,  Canadian  Society  of  Civil  Engi- 
neers, and  other  educaitional  and  scientific  bodies.  The 
service  was  held  at  the  Montreal  residence  of  the  late 
professor,  and  was  conductd  by  the  Rev.  I.  A.  Mont- 
gomery, pastor  of  Knox  Church.  Dr.  Symons,  vicar  of 
Christ  Church  Cathedral,  and  a  very  old  friend  of  Pro- 
fessor McLeod,  was  also  present,  and  in  the  course  of 
a  short  address  paid  a  warm  tribute  to  Professor  Mc- 
Leod as  a  scholar,  student,  and  Christian,  emphasizing 
his  devotion  to  whatever  branch  of_work — social  and 
scientific — he  applied  himself.  After  the  service  the 
body  was  interred  in  Mount  Royal  Cemetery. 

Many  beautiful  floral  tributes  were  sent  by  various 
bodies,  including  McGill  and  Toronto  Universities  and 
the  Canadian  Society  of  Civil  Engineers,  and  also  by 
l:)ranches  of  the  society  in  Toronto,  Ottawa,  and  Mani- 
toba. 

McGill  University  was  represented  at  the  funeral 
by  Principal  Sir  William  Peterson  and  a  large  number 
of  the  university  staff,  many  of  whom  are  members  of 
the  Canadian  Society  of  Civil  Engineers.  The  latter 
body  was  represented  by  Lieut. -Col.  Monsarrat,  Adce- 
prcsident ;  Mr.  Walter  J.  Francis,  member  of  the  coun- 
cil; Mr.  Eraser  S.  Keith,  secretary;  Mr.  R.  F.  Uniackc, 
of  the  Ottawa  branch ;  Mr.  W.  J.  Orirock,  Prof.  E.  A. 
Stone,  Queen's  University,  Kingston ;  Mr.  F.  B  Brown, 
and  others.  The  University  of  Toronto  was  represent- 
ed bv  I'rof.  11.  1^.  Haultain  and  Mr.  Hugh  Vallance, 
]>resi(k'nl  of  the  l'i-()\'incc  of  Ouebec  Architects'  Asso- 
ciation. 
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Changes  in  Highway  Design  and  Construction 

Constantly  Vary^ing  Conditions  Require  New  Methods— Improvements 
and    New    Types    Induced    by    Heavy   and    More    Intense  Traffic 


IN  a  paper  read  before  the  annual  meeting  of  the 
American  Association  of  State  Highway  Officials, 
H.  E.  Breed,  First  Deputy  Highway  Commis- 
sioner, New  York  State,  said  that  conservative 
people  may  question  the  need  for  many  of  the  recent 
changes  in  the  design  and  construction  of  highways. 
It  is  even  a  frequent  reproach  to  highway  engineers 
that  they  waste  good  money  in  futile  experiments,  yet 
the  roads  that  exist  today  afford  only  too  great  evi- 
dence of  the  need  of  improvements  that  can  come  only 
through  change.  A  condensed  review  of  the  paper 
follows : — 

There  are  legitimate  reasons  why  so  many  changes 
are  being  made.  In  the  first  place,  engineers  are 
thinking  along  different  lines.  Different  experiences 
and  different  conditions  of  soil,  climate,  weight  and 
density  of  traffic  have  to  be  met.  In  large  measure, 
each  man  has  had  to  learn  through  his  own  experi- 
ence, and  in  this  process  has  often  repeated  mistakes 
of  others,  which  might  have  been  easily  avoided  if 
there'  had  been  a  more  thorough  interchange  of  in- 
formation. Lack  of  this  results  in  much  duplication 
of  experiments  with  the  consequent  waste  of  money. 

Second,  the  conditions  are  constantly  changing,  due 
chiefly  to  traffic.  The  increase  in  quantity  of  traffic 
comprises  the  natural  increase,  which  each  improved 
road  brings  to  itself,  and  the  further  increase  that  it 
invites  when  it  becomes  a  link  in  a  completed  sys- 
tem. Today  war  conditions,  military  needs,  and  the 
lack  of  adequate  railroad  facilities  force  an  even  greater 
traffic  upon  the  highways  in  many  localities. 

Character  of  Traffic  Must  be  Considered 

And  as  the  quantity  of  traffic  increased,  its  charac- 
■  ter  also  has  changed.  A  few  years  ago  the  steel-tired 
horse-drawn  vehicle  carrying  a  load  of  approximately 
three  tons  was  the  greatest  destructive  factor.  Then 
came  the  pleasure  car,  whose  rapid  movement  made 
necessary  a  surface  which  should  be  dustless  and  pos- 
sess high  cohesion.  Next,  the  motor  truck  of  15  to 
20  tons  required  stronger  fovindations  and  heavier 
types  of  construction,  as  well  as  a  greater  integrity 
of  surface.  And  now  the  steel-tired,  as  well  as  the 
rubber-tired  trailers,  with  greater  wheel  loading  even 
than  the  motor  truck,  must  be  considered  in  designing. 

Such  changes  as  seem  uniformly  desirable  for  all 
types  of  pavement  are  primarily  those  which  affect 
public  safety  and  commercial  expediency.  These  are : 
First,  depth  of  foundation.  This  new  and  heavier 
traffic  has  cut  through  and  broken  the  old  6-inch 
waterbound  macadam,  which  for  years  was  thought 
adequate  for  all  needs.  The  waterbound  macadam 
roads  of  the  French  war  front  have  shown  astonishing 
endurance  because  they  have  had  such  splendid  foun- 
dations. At  present  they  are  being  built  2  to  3  feet 
thick  to  enable  them  to  carry  the  concentrated  mil- 
itary traffic.  This  tendency  to  strengthen  founda- 
tions can  be  noticed  everywhere,  and  is  unquestion- 
ably necessary  under  the  weight  and  impact  of  mod- 
ern high-speed  traffic. 

Second,  more  complete  drainage.  It  has  been  found 
possible  in  many  cases  to  render  the -soil  so  stable 


through  proper  drainage  that  it  is  able  to  withstand 
the  extra  loading  imposed  upon  it.  In  flat  country, 
large  ditches  as  much  as  a  half  mile  long  have  some- 
times been  dug  for  this  purpose. 

Banking  and  Splitting  Curves 

Third,  bank  of  curves.  Objections  are  raised  to 
this  growing  practice  on  the  ground  that  it  encourages 
people  to  travel  at  high  speed,  but  the  banking  of 
curves  certainly  makes  the  roads  safer  to  the  careful 
])erson  driving  under  strange  conditions.  In  New 
York  State  16-foot  roads  have  been  widened  or 
"mooned"  so  that  in  many  cases  where  the  radius  is 
srnall  the  actual  curve  is  as  much  as  24  to  28  feet 
wide.  Furthermore,  this  gives  an  increased  range 
of  vision,  the  super-elevation  makes  steering  easier, 
and  the  likelihood  of  skidding  is  lessened  to  a  notice- 
able degree. 

Fourth,  split  curves.  Sight  distances  cannot  be 
secured  in  some  cases  where  the  curve  is  sharp  and 
dangerous.  In  order  that  the  traffic  might  be  held  to 
its  own  side  of  the  road,  the  curve  has  been  separated 
and  a  curbed  parking  provided. 

Fifth,  appi'oaches  to  bridges,  to  grade  crossings, 
and  at  intersections.  If  the  grade  crossing  of  a  rail- 
road is  above  the  roadway  proper,  it  is  safer  if  the 
roadway  be  carried  out  level  for  25  feet  or  more  on 
each  side  of  the  track,  so  that  it  may  not  be  necessary 
to  change  gears  in  so  dangerous  a  place.  Bridge  ap- 
proaches should  have  a  level  stretch  of  road  before 
the  bridge  floor  is  reached,  and  this  .should  be  as 
long  as  is  economically  possible.  Street  intersections 
also  should  be  approached  as  nearly  on  the  level  as 
is  possible.  Greater  safety  is  secured  by  cutting  the 
corners  to  a  longer  radius. 

Sixth,  danger  signs.  To  accomplish  their  purpose, 
and  not  be  in  themselves  a  danger,  these  signs  should 
be  visible  day  and  night,  and  should  be  placed  at  stand- 
ard distances  from  the  conditions  to  which  they  call 
attention.  There  has  been  a  tendency  to  a  more  fre- 
quent use  of  guide  signs,  which  in  all  cases  should  be 
large  and  legible  enough  to  be  read  easily  at  the  aver- 
age speed  of  travel. 

In  what  I  have  said  above,  I  have  interpreted  the 
subject  assigned  me  rather  liberally  to  mean  the  fin- 
ished highway.  I  come  now  to  a  more  literal  inter- 
pretation in  considering  changes  in  design  and  con- 
struction of  specific  types  of  pavement. 

Larger  Stone  for  Waterbound  Macadam 

There  has  been  a  general  tendency  to  increase  the 
size  of  the  stone  in  waterbound  macadam,  bituminous 
macadam,  penetration  method  and  concrete  pavements, 
from  ly'2  in.  to  2^  in.  A  larger  amount  of  the  pro- 
duct of  the  crusher  is  made  available,  thereby  cheapen- 
ing the  cost  of  the  top  course  stone  as  well  as  pro- 
ducing a  better  surface  containing  more  stone,  and 
having  less  tendency  toward  raveling. 

A  method  used  during  the  past  few  years  in  the 
construction  (if  waterbound  macadam  has  been  to 
form  the  last  puddle  with  light  cold  tar,  or  light  cold 
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oil.  This  iTas  the  advantage  of  strengthening  the  sur- 
face l)()iul,  as  well  as  making  the  road  dvistless. 

Calcium  Chloride  Treatment 

Another  method  is  to  treat  all  waterbound  mac- 
adam with  calcium  chloride, .  and  give  it  a  surface 
treatment  of  light  cold  tar,  or  light  cold  oil.  All  work 
that  has  been  properly  puddled  and  bound,  and  has 
been  opened  to  traffic  for  three  to  six  months,  should 
be  swept  clean,  given  a  surface  application  of  bi- 
tuminous material,  and  covered  lightly  with  stone 
chips  or  coarse  sand.  This  forms  a  mat  or  cushion 
on  the  surface,  preventing  it  from  disintegration  or 
raveling.  Those  parts  of  the  surface  that  are  not  sea- 
soned enough  to  receive  the  bituminous  material 
sh'ould  be  treated  with  Ij^  lbs.  of  calcium  chloride 
per  yard.  Later,  if  necessary,  a  second  application 
of  1  lb.  per  square  yard  should  be  applied.  This  will 
maintain  the  integrity  of  the  surface  until  the  follow- 
ing year,  when  the  surface  can  be  treated  with  tar 
or  oil  under  maintenance. 

Vary  Methods  on  Tar  and  Asphalt 

Until  the  last  three  years  the  penetration  type  of 
bituminous  macadam  was  built  in  many  cases  under 
practically  the  same  specifications  whether  asphalt  or 
tar  was  used,  even  though  asphalt  generally  stays 
near  the  surface,  bleeding  up  in  warm  weather,  while 
tar  has  a  tendency  to  work  down,  leaving  no  material 
to  prevent  surface  disintegration.  One  experiment 
made  to  avoid  this  consequence  was  made  on  a  road 
built  by  the  writer.  After  the  proper  thickness  of 
stone  had  been  spread  it  was  lightly  rolled  once  to 
shape  it.  It  was  then  filled  with  No.  1  and  No.  2 
stone  in  an  amount  just  sufficient  to  fill  the  void. 
The  top  course  was  rolled  again  after  which  the  tar, 
heated  to  a  temperature  of  between  200  and  300  degs. 
F.,  was  applied.  The  amount  of  tar  for  this  applica- 
tion approximated  1^  gals,  of  tar  per  square  yard 
for  a  compacted  top  course  3  inches  thick.  The  sur- 
face was  immediately  covered  with  a  layer  of  clean 
No.  1  and  No.  2  broken  stone  mixed,  after  which  it 
was  again  rolled  and  additional  No.  1  and  2  broken 
stone  applied  and  broomed  into  the  voids  until  the 
No.  3  or  top  course  was  entirely  filled.  After  this 
was  done,  all  loose  stone  was  swept  from  the  surface 
and  a  seal  coat  of  approximately  ^  gal.  of  tar  per 
square  yard  was  applied.  The  road  was  immediately 
covered  with  No.  1  broken  stone  Avhich  was  spread 
and  broomed,  and  again  rolled.  The  rolling  was 
continued  and  additional  No.  1  stone  added  until  a 
smooth,  uniform,  and  thoroughly  compacted  surface 
was  produced.  The  first  road  on  which  this  was  tried 
is  now  two  years  old  and  has  been  under  average 
heavy  traffic.  The  results  are  exceptionally  good, 
so  that  all  of  our  penetration  work  done  with  tar  will 
be  constructed  according  to  the  same  specifications. 

A  Veneer  Top  on  Ordinary  Top  Course 

Another  good  method  of  lower  first  cost  where  the 
local  stone  is  not  of  good  enough  quality  for  top  sur- 
facing, is  to  place  a  veneer  top  of  ^  inch  trap  rock, 
or  some  other  stone  of  high  quality,  on  the  ordinary 
top  course  after  the  first  pour  of  bituminous  material 
is  comi)leted.  This  course  should  he  from  }i  inch 
to^  1  inch  thick  and  poured  and  finished  with  the  usual 
s(|ueegce  course. 

There  have  been  two  changes  in  tlie  mixed  surface 
type  of  bituminous  macadam  recently.  Where  there  is 
to  be  a  large  amount- of  motor  traffic  less  asphalt  is 


used  because  of  the  large  amount  of  oil  dropped  over 
the  pavement  by  motor  vehicles.  Another  method 
which  has  been  used  to  some  extent  is  that  of  rolling 
hot  stone  varying  in  size  from  V$  inch  to  ^  inch  into 
.  the  surface  of  a  Topeka  pavement. 

Belt  Finish  for  Concrete 

In  finishing  concrete  pavement  surfaces  the  belt 
has  largely  taken  the  place  of  floating  and  also  of  the 
finishing  machine.  It  is  cheaper  than  either  of  the 
other  methods  and  at  the  same  time  gives  a  good, 
smooth,  easy  riding  surface.  The  advocates  of  the 
roller  method  claim  that,  on  account  of  the  importance 
of  a  proper  water  content,  the  roller,  if  properly  used, 
will  not  only  give  a  good  finish,  but  also  greater 
strength,  taking  out  the  excess  water  and  result  in  a 
satisfactory  stiff  mixture  which  it  is  impossible  to  use 
in  most  concrete  road  construction. 

A  tendency  in  brick  surfacing  that,  from  an  econ- 
omic standpoint  has  many  advantages,  is  the  use  of 
S'jA  or  3-inch  brick  in  place  of  the  ordinary  4-inch 
paver.  In  the  use.  of  the  3-inch  brick  there  is  a  sav- 
ing of  %  in  the  freight  charges  and  a  consequent 
saving  in  handling.  This  type  of  work  in  a  number 
of  instances  has  given  every  indication  of  being  sat- 
isfactory. Some  work  under  consideration  may  use 
2j/<-inch  and  even  2-inch  brick,  and  if  successful  the 
resulting  economies  will  make  brick  pavements  feas- 
ible in  many  localities  where  now  they  are  vinecon- 
omical. 

Laboratory  Work  to  Ensure  Good  Results 

In  even  this  cursory  review  of  recent  changes  I 
cannot  conclude  without  reference  to  the  development 
of  laboratory  work  in  relation  to  road  surfacing.  There 
should  be  laboratory  control  in  connection  Avith  every 
piece*  of  highway  work.  To  insure  good  work  all 
materials  should  be  up  to  a  standard  which  has  proven 
its  adequacy  in  service.  Field  tests  by  men  in  charge 
of  the  work  should  be  made  in  parallel  with  labora- 
tory tests  to  keep  a  constant  check  upon  the  materials 
going  into  the  work. 

As  a  matter  of  cost  it  may  not  be  entirely  prac- 
tical for  every  department  in  its  early  stages  of  de- 
velopment to  have  a  fully  equipped  laboratory,  but  if 
there  is  a  sufficient  demand  for  laboratory  work,  the 
commercial  laboratory  in  existence  would  certainly  be 
willing  to  equip  themselves  to  render  this  service  at 
a  nominal  charge.  This  would  stabilize  all  work,  and 
the  amount  expended  would  be  the  cheapest  kind  of 
insurances. 


Windsor  City  Engineer  Makes  Report 

CIT^^  ENGINEER  BRIAN.  Windsor.  Out.,  has 
completed  his  report  for  the  past  year.  It  shows 
that  Windsor  has  45  miles  of  paving,  43jA  miles 
of  sewers,  and  125  miles  of  cement  sidewalks. 
The  paving  for  the  past  year  cost  approximatelv 
$200,000. 

This  year's  sewer  construction  included  the  Glad- 
stone Avenue  sewer,  which  has  been  completed,  and 
the  Parent  Avenue  sewer,  furnishing  an  outlet  for  the 
east  end  of  the  city,  and  which  will  cost  approximately  . 
^38.000.  The  Parenr  Avenue  job  will  not  be  completed 
imtil  the  coming  spring.  In  addition  to  these  big 
trunk  sewers,  smaller  ones,  namely,  the  Louis.  Catara- 
qui.  and  Montmorenci,  the  Grove  and  Jcannetle  .\\c- 
nne  sewers  have  been  built,  costing  approxiinalc!\- 
$20,000. 

The  bridge  at  WyandoUe  Street  and  the  M.C.R.R. 
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lias  been  finished.  Some  excavation  work  remains  and 
the  job  of  changing-  the  car  tracks  is  yet  to  be  done. 
The  undertaking  will  not  ije  entirely  completed  before 
spring",  and  it  is  estimated  that  the  cost  of  tlie  work 
will  reach  $40,000. 

The  C.P.R.  bridge  on  London  Street  is  estimated 


to  cost  $.j.\000.  Thi  rl)-li\  e  per  cent,  of  this  sum  will 
be  paid  by  the  city  and  the  street  railway  company. 

The  engineer's  report  shows  that  $15,000  worth  of 
new  sidewalks  have  been  made  during-  the  year,  and 
that  eight  small  allev  sewers,  built  last  season,  have 
cost  $12,000. 


More  Adequate  Strength  Tests  Are  Needed 

Engineering  Requirements  Gall  for  Less  Empirical  and 
Irrational  Methods  in  Determining  Strength  of  Materials 

  By  Henry  M.  Howe,  Sc.D.*  


LKT  me  remind  you  that  the  practice  of  our  art  is 
still  empirical  m  that  most  fundamental  matter 
— the  strength  of  the  materials  -which  we  use, 
their  ability  to  resist  the  stresses  to  which  -we 
expose  them.  It  will  suffice  to  touch  on  two  phases  of 
this  subject — that  our  reception  tests  are  quiescent, 
though  in  many  cases  they  should  be  kinetic,  and  that 
they  do  not  determine  the  true  resistance  of  the  mater- 
ial even  to  relative  quiescent  stress,  as  it  is  applied  in 
many  important  services.  Let  us  consider  these  two 
in  series. 

Should  Consider  Service  Conditions 

It  should  be  an  axiom  that  reception  tests  should 
represent  the  most  trying-  service  stresses,  which  in 
many  important  cases  are  kinetic,  arising  from  impact, 
shock,  or  very  rapid  application  of  stress.  This  is  true 
of  gun  hoops,  shells,  rails,  tires,  axles,  and  many  parts 
I  of  motor  cars,  and  of  agricultural  and  other  important 
classes  of  machinery;  The  fitness  of  such  materials 
for  enduring  these  kinetic  stresses  should  be  deter- 
mined primarily  hy  means  of  impact  tests.  For  each 
service  the  severity  of  this  impact  should  represent  the 
greatest  and  most  rapidly  applied  stress  which  is  to  be 
expected. 

What  would  you  say  to  using  a  hydraulic  press  to 
determine  the  ballistic  resistance  of  armor  plate  or  the 
resistance  of  a  safe  to  a  burglar's  sledge?  Yet  it  is 
only  in  degree  that  our  present  practice  is  less  rational 
than  this,  and  it  is  only  because  familiarity  has  dulled 
our  sense  of  incongruity  that  we  do  not  rebel  against 
its  irrationality. 

Machines  for  determining-  quantitatively  the  resist- 

I  ance  of  steel  to  impact  of  any  desired  degree  of  vio- 
lence have  been  on  the  market-  for  about  twenty  years, 
and  they  have  come  into  use  to  a  considerable  extent 
in  Europe  for  reception  tests,  though  even  there  they 
have  not  received  a  fraction  of  the  attention  which 
they  deserve,  so  fully  has  habit  blinded  us  to  the  irra- 
tionality of  our  present  practice.  These  machines  mea- 
sure quantitatively  the  energy  consumed  in  breaking 
a  test  piece  under  impact  of  given  violence,  and  also 
the  capacity  of  the  material  for  plastic  deformation 

I    under  these  same  conditions. 

Fallacy  in  Applying  Factor  of  Safety 

j  It  is  pure  empiricisrn  to  measure  fitness  for  these 
kinetic  conditions  by  applying  a  factor  of  safety  to  the 
I  results  of  quiescent  tests.  Not  only  must  such  a  factor 
I  be  a  matter  of  guesswork,  but  that  which  suffices  for 
certain  materials  is  wholly  insufficient  for  others.  We 
know  that  certain  steels,  which  we  call  "fragile,"  be- 
have very  well  under  quiescent  tests  but  are  very  brit- 

*Rea(l  before  the  engineering  section  of  the  Association  for  the  Advance- 
ment of  Science,  December  28,  1917. 


tie  under  impact.  A  factor  suitable  for  them  would  in- 
\-olve  a  great  waste  if  applied  to  infragile  steel,  while 
one  suited  to  infragile  steel  might  lead  to  death  and 
disaster  if  apphed  to  that  which  is  fragile.  Unfortu- 
nately, the  fragile  and  infragile  cannot  be  distinguished 
by  our  present  quiescent  tests,  though  certain  causes 
of  fragility  can  be  detected  with  the  microscope.  Under 
these  conditions,  unhesitatingly  preferring  waste  to 
disaster,  we  adopt  a  factor  suited  for  fragile  steels. 
This,  in  turn,  means  that  we  load  the  community  with 
the  cost  of  a  superfluity  of  material  in  that  large  ma- 
jority of  cases  in  which  we  use  infragile  steel,  lest  we 
invite  certain  disaster  by  our  present  neglect  to  take 
the  simple  precautions  of  using  the  impact  test  so  as  to 
detect  fragility.  To  secure  infragility  by  regulating 
the  composition  of  the  product  and  the  process  of 
manufacture  is  far  better  than  nothing;  but  these  pre- 
cautions, which  the  buyer  can  enforce  with  difficulty, 
if  at  all,  should  in  his  interest  be  supplemented  by  the 
direct  and  positive  exclusion  of  fragile  material  bv 
means  of  the  impact  test. 

Ductility  and  Endurance  to  Shock  Not  Related 

A  like  overloading  occurs  through  our  trying  to 
provide  for  the  shocks  incident  to  these  kinetic  ser- 
vices by  requiring  great  plastic  deformability,  which 
we  currently  call  "ductility,"  in  the  shape  of  perman- 
ent elongation  and  contraction  of  area  under  quiescent 
tests.  This  provision  at  first  seems  wholly  irrational, 
because  these  services  imply  no  appreciable  plastic  de- 
f(jrmatioii,  so  that  we  demand  properties  which  will 
never  be  utilized.  Neither  guns,  nor  rails,  nor  tires  de- 
form plastically  in  use  to  any  appreciable  extent.  The 
excuse  is  that  to  increase  the  ductility,  even  that  de- 
termined quiescently,  is  to  increase  the  power  to  en- 
dure shock.  Unfortunately,  the  shock  resistance  thus 
implied  is  far  less  in  fragile  steels  than  in  infragile 
ones,  so  that  in  order  to  secure  enough  of  it  for  the 
fragile  steels  which  we  may  use  unwittingly  we  specify 
a  degree  of  ductility  wholly  superfluous  in  infragile 
ones.  This  sujierfluous  ductility  is  very  costly,  whether 
it  is  got  without  sacrifice  of  strength  by  means  of  spe- 
cial heat  treatment  or  composition,  or,  sacrificing  unit 
strength,  by  using  much  more  of  a  much  weaker  steel 
following  the  principle  that  for  given  grade  of  steel 
every  gain  of  ductility  carries  with  it  a  corresponding- 
loss  of  strength.  We  could  save  this  needless  expense 
by  using  the  impact  test  and  thus  detecting  fragility, 
for  then  we  could  lessen  the  ductility  which  we  exact 
to  that  needed  for  infragile  steels. 

It  is  beside  the  mark  that  for  many  uses,  including 
some  kinetic  ones,  more  material  is  needed  for  rigidity 
than  for  strength,  and  that  here  the  teachings  of  the 
impact  test  would  not  lead  to  economy.  That  cast  iron 
is  strong  enough  for  sash  weights,  flywheels,  and  bed- 
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plates  (Iocs  not  prex-cnt  <nir  hcat-trcatin,^-  alloy  steels 
lor  aeroplanes. 

Fatigue  Strengh 

Turning  to  our  second  subject,  my  assertion  that 
we  do  not  determine  the  true  resistance  of  our  mater- 
ial, even  to  relati\-ely  quiescent-  stress,  refers  to  fatigue 
strength,  the  resistance  ito  stresses  applied  repeatedly. 
Of  the  four  propertie's  which  we  habitually  determine 
the  elongation  and  reduction  of  area  certainly  throw- 
little  light  on  fatigue  strength,  nor  can  we  expect  much 
from  tile  tensile  strength,  which  represents  the  exal- 
tation of  the  elastic  limit  induced  by  the  plastic  de- 
.  formation  after  the  initial  elastic  limit  has  Ueen  passed. 
This  deformation  cannot  be  tolerated  in  hypo-elastic 
services — that  is,  in  those  which  demand  that  each 
member  must  retain  its  initial  size  and  shape ;  and  here 
the  ability  of  'the  material  to  undergo  the  resultant  ex- 
altation of  its  elastic  strength  is  useless,  save  as  form- 
ing a  basis  for  calculating  the  ductility  from  an  addi- 
tional point  of  view,  through  the  elastic  ratio,  and  thus 
supplementing  the  elongation  and  reduction  of  area  as 
suggestions  of  impact  resistance.  How  is  it,  then,  with 
the  fourth  of  these  properties  which  we  determine — the 
elastic  limit? 

Before  answering  this  it  is  well  to  refresh  our  con- 
ception that,  because  the  innumerable  ferrite  and 
cementite  grains  of  our  steel  lie  with  their  slip  planes 
inclined  in  every  possible  direction*,  and  because  the 
stresses  are  not  distributed  exactly  evenly  throughout 
the  member  or  test  piece  there  is  some  one  slip  plane 
in  some  one  grain  that  is  less  favorably  disposed  than 
any  of  the  others  towards  the  existing  stress.  That  is 
the  weakest  spot  in  the  bar.  If  we  increase  the  stress 
gradually  slip  occurs  along  that  slip  plane  before  any- 
where else.  The  failure  of  this  metal  to  bear  its  load 
tends  to  overload  its  neighbors.  The  stress  which 
causes  slip  along  this  weakest  plane  is,  strictly  speak- 
ing, the  true  elastic  limit,  l^ecause  this  slip  changes  the 
dimensions  of  the  bar  permanently.  Perfect  elasticity, 
the  power  to  return  exactly  to  the  initial  dimension.;, 
exists  only  below  this  limit  of  stress,  which  hence,  by 
definition,  is  the  elastic  limit.  That  this  first  slip  can- 
not now  be  recognized,  and  probabl}'  never  can  be,  and 
hence  that  the  true  elastic  limit  caniKjt  he  determined, 
affects  this  inference  as  little  as  our  inability  to  see 
atoms  and  molecules  interferes  with  our  l^elief  in  their 
existence. 

The  ela.stic  limit  which  we  determine  with  our  ex- 
tensometers  may,  for  clearness,  be  distinguished  from 
the  true  elastic  limit  by  calling  it  the  "observed  elastic 
limit."  That  it  must  needs  recede  as  our  extenso- 
meters  become  more  sensitive  and  mu.st  thus  approach 
the  true  elastic  limit  ;\symptotically  is  clear. 

True  Elastic  Limit  is  Fatigue  Strength 

If  this  stress  which  has  caused  the  i^irst  inci]nent 
sli])  is  released  the  elasticity  of  the  rest  of  the  metal 
reverses  the  slip,  and  if  the  .stress  is  quickly  re-applied 
new  sli])  recurs  along  this  same  plane,  and  so  on  with 
quickly  succeeding  applications  of  stress,  according  to 
our  conception,  which,  moreoxer,  holds  that  this  re- 
l)eated  slipping  back  and  forth  causes  'local  degenera- 
tion. Moreover,  the  overlf)ading  of  the  adjoining  i)arts 
by  the  slip  along  this  one  sli])])ing  plane  leads  them  in 
time  to  begin  sli])])ing,  so  that  after  many  re])etiti()ns 
(){  the  cycle  this  (legeneration  extends  through  so  much 
of  the  section  that  the  remaining  sound  metal  is  unable 
to  susjtain  the  .stress,  and  hence  breaks.  This  leads 
naturally  to  the  conception  lliat  llic  true  elastic  limit  is 
the  fatigue  strength. 

VV^ithout  insisting  on  the  accuracy  <i\  I  his  picture,  it 


certainly  helps  us  to  understand  why  our  present  ob- 
served elastic  limit  does  not  measure  the  fatigue 
strength,  and  stimulates  us  to  determine  much  earlier 
stages  of  slip,  in  the  hope  that  as  we  approximate  the 
true  elastic  limit  we  shall  thereby  approximate  the 
fatigue  streng^th  as  well. 

Two  methods  which  might  lead  to  much  closer  ap- 
])roximations  than  can  be  expected  from  refining  our 
direct  measurement  of  the  changes  of  dimension  by 
means  of  extensometers  are  the  thermal  and  the  mag- 
netic. 

In  the  thermal  method  the  fatigue  strength  is  deter- 
mined as  the  stress  of  which  rapid  repetitions  cause  a 
detectable  rise  of  temperature,  supposed  to  represent 
the  heat  evolved  by  the  friction  along  the  first  slipping 
planes.  This  method  owes  its  attractiveness  to  our 
Conception  that  the  thermo-electric  measurements  of 
temperature  seem  intrinsically  capable  of  greater  sen- 
siti\'eness  than  the  direct  measurement  of  length.  On 
further  examination  the  method  loses  some  of  its  pro- 
mise, for  though  a  slip  over  a  very  minute  area  might 
vield  enough  heat  to  be  detected  if  it  lay  at  the  very 
outside  of  the  specimen,  if  it  were  deep-seated  it  might 
not,  because  the  heat  in  working  outwards  would 
spread  itself  over  a  very  large  area  of  surface,  and  this 
would  lessen  correspondingly  the  acti'ial  rise  of  tem- 
perature. Hence,  if  we  took  the  stress  which  causes 
the  first  detectable  rise  of  temperature  as  our  best  ap- 
proximation to  the  fatigue  strength,  our  results  might 
vary  greatly  with  the  po'sition  of  the  first  slipping  area. 

The  Magnetic  Method 

The  magnetic  method  would  determine  the  fatigue 
strength  as  the  least  stress  of  which  repeated  applica- 
tions cause  a  detectable  change  in  the  magnetic  pro- 
pjerties.  The  developments  of  this  method  which  are 
now  occurring  at  the  Bureau  of  Standard  deserve  our 
most  careful  attention. 

From  the  fact  that  the  ability  to  endure  many  mil- 
lions of  repetitions  of  stress  is  much  less  than  the  ob- 
served elastic  limit,  and  from  our  natural  explanation 
that  the  difference  represents  some  form  of  progressive 
degeneraition  under  indefinitely  repeated  .stresses,  we 
naturally  infer  that  when  the  repetitions  are  in  the 
hundreds  of  thousands,  a  like  but  smaller  degree  of  this 
same  degeneration  occurs.  From  this,  in  turn,  we  infer 
that  e\'en  when  the  repetitions  are  only  in  the  thou- 
sands this  degeneration  may  occur,  though  in  corre- 
spondingly smaller  amount.  From  this  we  generalize 
that  the  gap  between  the  observed  elastic  limit  and  the 
safe  working  load  should  increase  as  some  function  of 
the  number  of  repetitions  of  stress  to  be  expected  dur- 
ing the  life  of  the  member,  and' we  ask  whether  this 
increment  should  not  be  considered  even  in  designing 
bridges,  and  whether  it  should  not  increase  with  their 
expected  life  and- the  frequency  of  the  passage  of  trains. 

A  natural  question  which  arises  in  this  connection 
is  whether,  as  regards  fatigue  strength,  that  part  of  the 
elastic  limit  of  steel  which  is  caused  hy  a  low  finishing 
tenii)eraturc  in  rolling  is  valid  or  fictitious  and  re- 
niox  ed  during  the  exposure  to  repeated  .stresses.  The 
great  life  of  piano  wires,  strained  very  severely  and 
e.\])osed  to  a  repetition  of  stress  with  each  sound  wave, 
and  of  sus])ension  bridge  wires,  both  of  which  owe 
much  of  their  elastic  strength  to  cold  deformation  in 
the  shape  of  wire-drawing,  is  reassuring.  An  interest- 
ing case  is  that  of  j^iaiio  wire,  which  is  credibly  re- 
ported to  lia\  e  s])rung  back  into  a  helix  when  cut  after 
lifty-four  years'  service,  showing  that  it  retains,  even 
llirougli  its  enormous  number  of  repetitions  of  stress, 
the  bending  given  it  in  coiling  it. 
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Letters  to  the  Editor 


Steel  Shingles  for  Houses 

jMlitor,  Contract  Record: 

I  read  with  interest  an  article  contributed  by  Les- 
lie H.  Allen,  entitled  "Problems  in  Industrial  Hous- 
ing," and  was  particularly  interested  in  that  portion 
relative  to  roofs  on  moderately  priced  industrial  homes. 

Mr.  Allen's  experience  may  be  widespread,  but  I 
am  under  the  impression  that  his  sphere  of  operation 
is  practically  confined  to  the  Atlantic,  coast.  I  am 
convinced  that  during  the  past  ten  years  more  resi- 
dences have  been  covered  with  galvanized  iron 
shingles  than  with  all  other  combined  materials,  with 
the  exception  of  wooden  shingles. 

Any  of  the  firms  engaged  in  the  manufacture  of  gal- 
vanized steel  shingles  for  the  last  25  years  or  more, 
can  point  to  thousands  of  roofs  in  the  towns,  villages 
and  rural  municipalities  of  Canada  that  are  today  in 
splendid  condition  and  apparently  good  for  another 
half  century.  Until  the  war  these  shingles  were  sold 
at  a  very  moderate  price,  and  being  absolutely  fire- 
proof and  of  quiet  design,  became  very  popular.  It 
was  the  galvanized  steel  shingle  that  replaced  the 
cedar  shingle  in  Canada. 

Steel  also  replaced  wood  lath  in  a  great  many  of 
the  houses  erected  in  Canada  during  the  past  ten 
years,  foresighted  contractors  and  owners  using  metal 
lath  throughout  if  they  could  afford  it,  but  invariably 
in  the  ceiling,  where  permanency  of  the  plaster  was 
desirable.  This  program  is  recommended  to  any  con- 
tractor or  owner  who  wishes  to  keep  down  mainten- 
ance charges,  and  be  assured  of  the  stability  of  the 
workmanship. 

Yours  truly, 

W.  E.  Ramsay, 

The  Pedlar  People  Limited, 
Montreal,  Que. 


Reply  to  Barber  Asphalt  Paving  Co. 

Editor,  Contract  Record : 

On  page  1032  of  your  December  19th,  1917,  issue 
of  the  Contract  Record,  we  note  a  letter  signed  by 
Mr.  Daniel  T.  Pierce,  Executive  Assistant  of  the  Bar- 
ber Asphalt  Paving  Company,  in  which  he  comments 
upon  a  former  communication  signed  by  us  that  ap- 
peared in  your  number  of  November  28th. 

Mr.  Pierce'  letter  does  not  seem  to  get  much  fur- 
ther along  the  road  towards  an  understanding  of  why 
we  should  differentiate  asphalts  to  be  used  for  paving 
])urposes  into  those  derived  from  native  asphalts  and 
those  derived  from  oil  asphalts.  Admitting  that  "spe- 
cifications of  the  blanket  type  are  always  unsatisfac- 
tory at  the  best,"  which  Mr.  Pierce  quotes  from  our 
former  letter,  such  statement  does  not,  of  itself,  prove 
that  anything  more  satisfactory  can  at  present  be  de- 
vised. Certainly  we  do  not  want  to  adopt  any  other 
type  of  specifications  until  we  definitely  know  the 
reasons  for  doing  so,  and  that  such  reasons  are  both 
sufficient  and  legitimate. 

Any  line  of  demarcation  that  cannot  be  followed 
down  to  its  eft'ect  upon  the  square  yard  or  other  unit 
of  finished  asphalt  pavement  does  not  seem  to  be  of 


much  interest  to  the  travelling — and  paying — public, 
for  whose  use  and  protection  standard  specifications 
arc  prepared.  We  have  yet  to  learn  of  such  a  dis- 
tinction between  the  pavements  produced  by  cement- 
ing their  mineral  aggregate  with  asphalt  cement  man- 
ufactured "(a)  By  fluxing  refined  .solid-native  asphalt 
with  petroleum  residuum  .  .  .  ,"  and  those  produced  by 
cementing  their  mineral  aggregates  with  asphalt  ce- 
ment manufactured,  "(b)  By  the  distillation  or  refining 
of  crude  liquid  mineral  bitumen  "  The  quota- 
tions above  are  from  the  alternate  or  differentiating 
specifications  suggested  by  Mr.  C.  N.  Forrest,  and 
contain  all  there  is,  of  any  importance  to  us  for  the 
present  purpose,  in  the  said  specifications.  The  re- 
mainder of  what  follows  the  "A"  and  the  "B"  altern- 
ates is  practically  parallel,  for  the  slight  distinctions 
made  are  of  no  importance,  and  could  easily  be  cover- 
ed in  single  "blanket"  paragraphs. 

Again  we  ask,  as  in  our  former  letter,  "why  dif- 
ferentiate along  the  lines  of  native  and  oil  asphalts?" 
What  are  the  reasons,  which  Mr.  Pierce  says  are  so 
"obvious,"  that  should  cause  us  to  do  as  the  Barber 
Company  wishes?  Such  reasons  may  exist,  but  we 
do  not  know  them.  Mr.  Pierce  has  not  advised  us, 
nor  has  Mr.  Forrest ;  but  possibly,  as  manager  of  the 
technical  department,  Mr.  Forrest  has  something  in 
preparation. 

At  present,  we  might  admit  that  the  only  reason 
we  know  for  adopting  the  alternate  specification  sug- 
•  gested  by  Mr.  Forrest  is  that  we  believe  our  good 
friends,  the  Barber  Asphalt  Paving  Company,  would 
then  have  a  complete  commercial  monopoly  of  the 
"solid-native"  crude  asphalts  required  to  manufacture 
the  necessary  asphalt  cement  in  accordance  with  the 
alternate  "A"  formula,  which  monopoly  they  could 
no  doubt  use  in  their  business.  This  reason  does  not 
seem  to  us  quite  sufficient  when  examined  from  the 
viewpoint  of  a  member  of  the  American  Society  of 
Municipal  Improvements. 

Yours  truly, 

Milton  Llersey  Company,  Ltd., 
C.  A.  Mullen, 
Director  of  Paving  Department. 


The  Dominion  Textile  Go.  to  Start  Building 

F.  G.  Daniels,  general  manager  of  the  Dominion 
Textile  Company,  Ltd.,  announced  that  work  on  the 
new  St.  Lambert,  Que.,  plant  will  be  started  during 
the  coming  summer.  The  destruction  of  the  Halifax 
mill  has  made  it  necessary  to  hasten  the  South  Shore 
plans,  and,  while  the  operations  during  the  coming- 
summer  will  not  be  on  an  extensive  scale,  it  is  i)ro- 
posed  to  erect  a  weave  shed  and  the  preparatorv  build- 
ings in  the  very  near  future.  The  new  plant  is  to  he 
built  of  reinforced  steel  and  concrete,  and  will  cost 
something  like  $3,000,000.  It  has  not  been  decided  as 
yet  whether  the  Halifax  mill  will  be  rebuilt. 


$50,000,000  Petroleum  Refining  Concern 

The  incorporation  of  "Imperial  Oil,  Limited,"  with 
a  capital  of  $50,000,000,  and  headquarters  in  Montreal, 
is  announced,  to  take  over  the  business  of  refining 
and  marketing-  petroleum  in  its  various  forms  as  now 
carried  on  in  Canada  and  Newfoundland  bv  the  Im- 
perial Oil  Company,  Limited. 
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Mainly  Constructional 

East  and  West— From  Coast  to  Coast 


A  contract  for  cleari;:g  a  large  section  of  the  devastated 
area  in  Halifax  has  been  let  by  the  reconstruction  committee 
to  Cavicchi  &  Pegano. 

By  a  unanimous  vote  the  Council  of  Dufierin  County, 
Ont.,  at  its  December  session,  adopted  a  good  roads  scheme, 
under  the  Ontario  Highways  Act. 

Two  bridges  on  the  C.N.R.  in  British  Columbia  were 
carried  away  during  the  recent  floods— one  at  Yale  and 
another  at  Mile  38,  near  Mt.  Lehman. 

Brantford's  building  permits  for  1917  show  an  increase  in 
value  over  the  previous  year  of  $144,000.  There  were  30o 
permits  in  all  isued,  the  value  being  $387,195. 

Building  permits  issued  in  Welland,  Ont.,  in  the  month 
of  December  are  valued  at  $1,000,  as  against  $11,235  the  same 
month  last  year.  The  1917  total  is  ahead  of  the  1916  total, 
the  hgures  being  respectively  $241,334  and  $203,587. 

There  were  105  building  pennits  issued  in  Gait,  Ont.,  in 
1917,  at  a  value  of  $186,430,  while  in  1916  the  total  was  145 
permits,  valued  at  $253,795.  The  number  of  new  buildings 
erected  in  1917  was  30.  There  were  only  two  factory  addi- 
tions. 

Commissioner  of  Works  Harris,  of  Toronto,  has  stated 
definitely  that  the  city  will,  as  soon  as  the  weather  moder- 
ates sufficiently  in  the  spring,  proceed  immediately  with  that 
portion  of  the  work  on  the  Bloor  Street  Viaduct  which  still 
remains  to  be  completed. 

London,  Ont.,  building  (permits  for  the  month  of  Decem- 
ber number  26,  and  are  valued  at  $34,590,  as  compared  with 
31,  valued  at  $18,705,  in  the  same  month  last  year.  The  total 
for  the  year  1917  is  843  permits,  at  a  value  of  $837,890,  com- 
pared with  1,034,  valued  at  $926,135,  for  1916. 

Governmental  approval  has  been  received  for  a  new 
waterworks  system  to  serve  the  town  of  Ojibway,  where  the 
Canadian  Steel  Corporation  is  engaged  in  the  construction  of 
its  huge  steel  plant.  The  supply  is  to  be  drawn  from  the  De- 
troit River,  in  which  a  250-foot  intake  pipe  is  to  be  laid. 

A  new  bridge  is  being  built  by  the  municipalities  of 
North  and  West  Vancouver  over  the  Capilano  River  at 
Keith  Road.  Recent  freshets  changed  the  course  of  the 
stream  to  such  an  extent  that  the  main  pier  was  in  the  centre 
of  the  water  course,  and  the  engineer  recommended  that  a 
little  dredging  be  done  to  divert  it  into  its  former  channel. 

The  Algoma  Steel  Corporation  has  started  construction 
work  on  twenty-five  new  by-,product  coke  ovens  for  the  manu- 
facture of  tar,  coke,  ammonia,  benzole,  totuol,  etc.  The  new 
ovens  will  be  auxiliary  to  those  now  in  operation,  and  will 
incerasc  the  output  30  per  cent.  More  orders  for  munitions 
are  to  be  taken  when  the  work  is  completed  next  midsum- 
mer. 

The  Montreal  building  season  of  1917  is  over,  and  the 
total  value  of  the  permits  is  available.  The  figures  arc 
$4,387,638,  a  decrease  of  $946,546.  Of  the  total,  $3,252,757  was 
f(;r  new  buildings  and  $1,134,881  for  repairs.  The  permits  are 
the  lowest  since  1904,  and  in  comparison  with  the  boom  year, 
]913,  show  a  very  marked  decline,  that  year  having  a  total  of 
$27,037,297. 

Work  is  starting  on  the  foundations  for  the  main  build- 
ings of  the  shipbuilding  plant  for  the  Dominion  Shipbuilding 
Company,  at  the  foot  of  Spadina  Avenue,  Toronto.  The  con- 
struction will  be  carried  out  by  the  staff  of  the  Toronto  Har- 


bor Commissioners,  under  the  supervision  of  Assistant  Chief 
Engineer  J.  G.  R.  Wainwright.  The  foundations  will  be  of 
pile  and  concrete  construction. 

To  meet  the  demands  of  their  rapidly  increasing  busi- 
ness, the  John  Bertram  &  Sons  Coniipany  have  found  it  neces- 
sary to  extend  their  plant  at  Dundas,  Ont.,  and  have  let  the 
contract  for  a  new  wing,  to  cost  about  $150,000,  to  P.  H. 
Secord  &  Sons,  of  Brantford.  The  new  building  will  be  of 
brick  and  steel,  and  will  be  on  the  site  of  the  old  pattern  and 
woodworking  shop,  which  has  been  moved.  In  dimensions 
it  will  be  approximately  70  ft.  x  300  ft.  The  contract  calls  for 
its  completion  in  six  weeks. 

Three  new  pavilions  of  fifty  beds  each  are  to  be  erected 
at  once  at  Kentville,  N.S.,  Sanatorium,  by  the  Military  Hos- 
pitals Commission  for  the  accommocLation  of  returned  sol- 
diers suffering  from  tuberculosis.  Two  pavilions  of  thirty- 
two  beds  each  have  already  been  erected  and  occupied  and  a 
sixty-bed  infirmary  for  advanced  cases  will  be  ready  for  occu- 
pation shortly.  It  is  planned  that  four  more  of  the  fifty-bed 
sanatoriums  will  be  erected  later  on  as  required  until  the 
Kentville  Sanatorium  becomes  a  five  hundred-bed  institution. 

A  rather  difficult  and  unusual  piece  of  work  has  been 
carried  out  by  Messrs.  Green  &  Woolrich  at  the  factory  of 
William  Kennedy  &  Sons,  Ltd.,  on  Eleventh  Street  West, 
Owen  Sound,  Ont.  In  order  to  provide  for  the  extension  of 
the  electric  crane  from  the  steel  plant  through  to  the  machine 
shop  it  was  necessary  to  remove  all  interior  supports  for  the 
roof,  as  well  as  raise  the  roof  of  the  machine  shop.  This  in- 
volved the  jacking  up  of  the  roof  to  the  required  position  and 
the  building  of  trusses  about  six  feet  high  on  the  stone  side- 
walls. 


Personals 

Mr.  George  N.  Hatfield,  road  engineer  of  St.  John,  N.B., 
has  been  temporarily  appointed  city  engineer  to  fill  the 
vacancy  caused  by  the  death  of  the  late  Mr.  William  Mur- 
doch. 

Major  E.  F.  Lynn,  who  has  already  won  the  Military 
Cross,  has  received  additional  honors,  'now  being  decorated 
with  the  Distinguished  Service  Order..  Major  Lynn,  who  is 
a  civil  engineer,  left  for  Valcartier  as  a  lieutenant  in  August, 
1914.  While  attached  to  the  Second  Field  Company,  Cana- 
dian Engineers,  he  distinguished  himself  by  his  skill  and 
bravery  in  carr3nng  out  many  difficult  operations. 

Lieutenants-Colonels  Frederic  Clarke,  James  Cornwall, 
Athol  Griffin,  Chilion  Hervey,  James  Macdonald,  Lawrence 
T.  Martin,  Walter  Moodie,  Kenneth  Ramsay,  and  Blair  Rip- 
ley, all  of  the  Railway  Construction  Corps,  have  been  award- 
ed the  D.S.O.  Lieut. -Col.  Ramsay  raised  the  first  railway 
construction  battalion  in  Canada,  and,  prior  to  that,  was  for 
several  years  with  the  C.P.R.  as  construction  engineer. 


Obituary 

Mr.  R.  Mackay  Fripp,  the  well-known  architect,  passed 
away  recently  at  his  home  in  Vancouver. 

Mr.  Charles  Unwin,  a  well-known  resident  of  Toronto, 
died  recently  at  his  home  in  that  city,  at  the  age  of  88  years. 
Mr.  Unwin  was  a  Dominion  and  Ontario  land  surveyor,  and 
was  at  one  time  secretary  of  the  Provincial  Board  of  Exam- 
iners. He  was  city  assessor  for  some  thirty-two  years,  and 
was  city  surveyor  fmin  1905  to  1910.  Born  in  Mansfield, 
England,  in  1829,  he  came  to  Canada  in  1843  and  attended 
Upper  Canada  College  imtil  1847.  In  1852  he  received  his 
diploma  as  provincial  land  surveyor.  He  carried  out  a  num- 
ber of  important  commissions  for  the  government,  among 
which  may  be  mentioned  the  surveying  of  the  Indian  reserves 
on  the  north  shore  of  Lake  Huron. 
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Dealers  in  Building  Supplies 


Waterworks,  Sewerage  and 
Roadways 

British  Columbia,  Province  of. 

The  Department  of  Agriculture,  Pro- 
vincial Government,  contemplate  exten- 
sion to  drainage  system  at  Beggars 
Prairie.  Minister,  Hon.  John  Oliver, 
Parliament  Buildings,  Victoria. 

Guelph,  Ont. 

City  Council  contemplate  the  construc- 
tion of  a  roadway  and  drainage  system 
on  Ontario  Street.  Engineer,  F.  Mc- 
Arthur. 

Hamilton,  Ont. 

City  Council  contemplate  the  construc- 
tion of  a  sewer  on  Tisdale  St.,  from  Main 
St.  to  Alien  Place,  at  a  cost  of  $8,000. 
Engineer,  E.  R.  Gray. 

Kincardine,  Ont. 

By-law  has  been  submitted  for  repairs, 
etc.,  costing  $17,000,  to  roads  and  bridges. 
Clerk,  J.  H.  Scougall. 

Leamington,  Ont. 

Tenders  will  be  called  about  February 
.  or  March  for  the  construction  of  a  $9,000 
cement  crock  drain  for  the  Town  Coim- 
cil. 

Portage  la  Prairie,  Man. 

By-law  has  been  passed  and  tenders 
will  be  called  for  the    construction  of 
:  roads  and  bridges,  costing  $170,000,  for 
I  the  City  and  Municipal  Councils. 

Stellarton,  N.S. 

Town  Council  contemplate  the  con- 
struction of  permanent  streets  and  side- 
walks.   Clerk,  C.  W.  Dickson. 

Tilbury,  Ont. 

Town   Council   contemplate   the  con- 
struction of  concrete  pavement.  Clerk, 
'  W.  A.  Hutton. 

Toronto,  Ont. 

The  York  Highways  Commissioners 
have  approved  of  plans  for  good  roads 
system.  Engineer,  E.  A.  James,  57  Ade- 
laide E. 

CONTRACTS  AWARDED 

Hamilton.  Ont.  ' 

J.  D.  Armstrong,  138  Erie  .A-ve.,  has  the 
general  contract  for  the  construction  of 
sewers  on  McNulty  Boulevard  and  Beach 
Road,  at  a  cost  of  $3,000,  for  the  Engi- 
neering Department,  City  Council. 


Railroads,  Bridges  and  Wharves 

Brantford,  Ont. 

By-law  has  been  submitted  for  $40,000 
subway  at  St.  Paul  Ave.  and  G.T.R. 
tracks.    Engineer,  T.  Harry  Jones. 

Brantford  Township,  Ont. 

Township  Council  contemplate  the 
construction  of  two  concrete  bridges, 
costing  $3,500.  Engineers,  Jackson  & 
Lee,  Temple  Building,  Brantford. 

Southwold  Township,  Ont. 

Township  Council  are  negotiating  with 


officials  of  the  Michigan  Central  Railway 
for  the  construction  of  a  subway  near 
Shedden.    Clerk,  J.  C.  McLennan,  Fingal. 

Vancouver,  B.C. 

Tenders  will  be  called  shortly  for  the 
erection  of  a  $100,000  freight  shed  for  the 
Department  of  Public  Works,  Dominion 
Government.  Secretary,  R.  C.  Desroches, 
Ottawa. 

Yarmouth,  N.S. 

The  Works  Department,  Dpminion 
Government,  Ottawa,  contemplate  dredg- 
ing harbor  and  straightening  channel. 
Secretary,  R.  C.  Desrochers. 

CONTRACTS  AWARDED 
HaUfax,  N.S. 

The  Cook  Construction  Company, 
Pleasant  St.,  have  the  general  contract 
for  repairs  to  piers  3  and  4  and  the  erec- 
tion of  sheds,  etc.,  for  the  Canadian  Gov- 
ernment Railways,  Ottawa. 

Port  Arthur,  Ont. 

The  Thunder  Bay  Harbor  Improve- 
ment Company,  27  Cumberland  St.  S., 
have  the  general  contract  for  $50,000  pile 
breakwater  for  the  Department  of  Public 
Works,  Dominion  Government. 


Public  Buildings,  Churches 
and  Schools 

HaUfax,  N.S. 

The  Sons  of  Temperance  Association 
contemplate  the  erection  of  a  home.  Sec- 
retary-treasurer, George  D.  Wallace,  533 
Barrington  St. 

Huntingdon,  B.C. 

The  Sumas  School  Board  contemplate 
the  erection  of  a  school.  Secretary,  J.  W. 
Winson. 

Kingston,  Ont. 

The  Queen's  University  will  raise 
funds  amounting  to  $1,000,000  for  the 
erection  of  a  memorial  club  house.  Regis- 
trar, G.  Y.  Chown,  B.A. 

London,  Ont. 

Plans  are  being  pre,pared  and  tenders 
will  be  called  shortly  for  the  erection  of 
a  military  hospital  for  the  Military  Hos- 
pitals Commission,  22  Vittoria  St.,  Ot- 
tawa. Architect.  Capt.  W.  L.  Symons, 
C.E. 

The  Militia  Department  will  erect  a 
.$3,000  hospital  addition  and  are  consider- 
ing the  erection  of  other  additions.  Ar- 
chitect, Major  Bishop,  Hayman  Court. 

Ottawa,  Ont. 

The  Department  of  Public  Works,  Do- 
minion Government,  will  make  altera- 
tions to  buildings  on  Wellington  Street. 
Secretary,  R.  C.  Desrochers,  Ottawa. 

Port  Hope,  Ont. 

The  Trinity  College  School  Old  Boys' 
Association  will  erect  a  college  building. 

Regina,  Sask. 

The  Exhibition  Board,  City  Council, 
propose  to  rebuild  main  building,  which 


was  recently  destroyed  l)y  fire,  at  a  cost 
of  about  $100,000. 

The  Roman  Catholic  Church  contem- 
plate the  erection  of  a  $20,000  college. 

Ste.  Anne  de  la  Pocatiere,  Que. 

Plans  will  be  completed  about  the  end 
of  February  and  tenders  will  be  called  by 
the  architect,  P.  Levesque,  115  St.  John 
St.,  in  March  for  the  erection  of  a  $135,- 
000  church  for  the  congregation. 

St.  Henri  de  Mascouche,  Que. 

Tenders  will  be  called  about  January 
12  for  the  erection  of  a  $15,000  boys'  col- 
lege for  the  School  Commissioners, 
Montreal.  Architect,  P.  L.  W.  Dupre,  15 
St.  Lawrence  Boulevard. 

Spirit  River,  Alta. 

Town  Council  contemplates  the  erec- 
tion of  a  hospital.  Secretary-treasurer, 
M.  R.  Upton. 

Welland,  Ont. 

County  Council  contemplate  the  erec- 
tion of  a  home  for  children.  Clerk,  Rob- 
ert Cooper. 

Youngstown,  Alta. 

The  erection  of  a  school  addition,  cost- 
iiu.;'  $15,000,  is  contemplated  by  the  Pub- 
lic School  Board.    Address,  secretary. 

CONTRACTS  AWARDED 
Dartmouth,  N.S. 

A.  A.  McDonald,  Pickford  &  Black's 
Wharf,  has  the  general  contract  for  re- 
pairs to  school  for  the  School  Board. 

Halifax,  N.S. 

The  Cook  Construction  Company. 
Pleasant  St.,  have  the  general  contract 
for  four  storehouses  and  offices,  frame 
construction,  lor  the  Naval  Service,  Ot- 
tawa. 

S.  M.  Brookfield,  Ltd.,  Granville  St., 
have  the  general  contract  for  repairs  to 
hospital  for  the  Naval  Service,  Ottawa. 

Lachine,  Que. 

A.  Leguin,  145  Second  Ave.,  has  the 
painting  and  Nap.  Deguire,  52  Third  Ave- 
nue, the  roofing,  plumbing,  and  heating 
contracts  for  $70,500  school  for  the 
School  Commissioners,  Tres  Saint  Sacra- 
ment. 

Quebec,  Que. 

Joseph  St.  Hilaire,  St.  Romuald. 
D'Etchemin,  has  the  general  contract  for 
$200,000  church  for  the  congregation. 
Architect,  Albert  Larue,  Esplanade  Ave., 
Montreal. 

Business  Buildings  and  Indus- 
trial Plants 

East  Sooke,  B.C. 

A  company  contemplate  the  erection  of 
a  mining  plant,  costing  $1,000,000.  Mana- 
ger, Mr.  Gurlie,  East  Sooke. 

Hamilton,  Ont. 

The  Hamilton  Bridge  Works  Com- 
pany, Ltd.,  Bay  St.  N.,  will  erect  a  $20,000 
one-storey  factory  addition  to  carrj'  out 
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the  steel  work.    Secretary-treasurer,  W. 
B.  Champ. 

Ottawa,  Ont. 

N.  D.  Porter,  lllj/^  Bank  St..  will  re- 
build his  store  and  office  on  Sparks  St., 
which  were  recently  destroyed  by  fire. 

Regina,  Sask. 

The  erection  of  a  steam  laundry,  cost- 
ing $30,000,  is  under  consideration. 

Foundations  are  in  for  $60,000  theatre 
which  is  being  erected  at  Broad  and 
Eleventh  Streets  by  Alex.  Pantages, 
Theatre  Bldg.,  Seattle,  U.S.A. 

Stellarton,  N.S. 

The  Bank  of  Nova  Scotia,  head  office 
Halifax,  have  secured  a  site,  on  which 
they  will  erect  a  bank  building.  Mana- 
ger, H.  A.  Flemming. 

Three  Rivers,  Que. 

Eug.  Julien  &  Cie.,  Ltd.,  1238  St.  Vaher 
St.,  Quebec,  will  rebuild  their  store, 
which  was  recently  destroyed  by  lire,  at 
a  cost  of  $20,000.  Superintendent,  Jos. 
Linteault. 

Toronto,  Ont. 

T.  W.  Lamb,  614  Eighth  Avenue,  New 
York  City,  is  preparing  plans  for  $250,000 
steel  and  reinforced  concrete  theatre  to 
be  erected  near  Bloor  and  Yonge  Streets 
by  Loew's  Syndicate,  New  York  City. 

Graham  Burnham  Company,  80  East 
Jackson  Boulevard,  Chicago,  111.,  are  pre- 
paring plans  for  mail  order  warehouse, 
estimated  to  cost  $1,000,000,  for  the  T. 
Eaton  Company.  190  Yonge  St.  Toronto 
office,  H.  J.  White,  408  Ryrie  Building. 

Vancouver,  B.C. 

Syndicate  contemplate  building  ship- 
yards for  the  construction  of  steel  steam- 
ships. Address,  Major  Moore,  North- 
west Trust  Building. 

Seattle,  U.S.A.,  interests  have  secured 
site  and  have  plans  now  under  prepara- 
tion for  cordage  and  binder  factory. 

Plans  are  being  prepared  for  $15,000 
one-storey  brick  building  for  the  Taylor 
Engineering  Company,  Ltd.,  850  Hast- 
ings St.  W.    Secretary,  L.  R.  Taylor, 

Victoria,  B.C. 

David  Spencer  Company,  View  St.,  will 
remodel  their  store,  at  a  cost  of  $20,000. 

CONTRACTS  AWARDED 

Brantford,  Ont. 

Schultz  Brothers  Company,  Ltd.,  37 
Albion  St.,  have  the  general  contract  for 
$3,000  kettle  house  for  the  Brantford 
Roofing  Company,  26  Sydenham  St. 

The  Austin  Company,  Cleveland,  Ohio, 
have  the  general  contract  and  P.  PL  Se- 
cord  &  Sons,  Ltd.,  135  Nelson  St.,  Brant- 
ford, the  excavating  for  $132,000  exten- 
sion to  plant  for  the  Dominion  Steel  Pro- 
ducts, Ltd.,  Morrell  St. 

Copper  Cliff,  Ont. 

The  Dominion  F.ridge  Company,  Ltd., 
Dominion  Station,  Lachine,  Que.,  have 
the  contract  for  converter  and  stack  in 
connection  with  $100,000  addition  to 
l)uilding  and  new  converter  for  the  Cana- 
dian Copper  Company. 

Dundas,  Ont. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $150,000  one-storey  l)rick  shell  fac- 
tory for  John  Bertram  &  Sons  Company, 
Ltd..  Hatt  St.:  General  contract,  P.  Sc- 
cord  &  Son,  Hatt  St.;  steel  sash,  A.  U. 
Ornisby  Company,  Ltd.,  18  Aljcll  St.,  To- 


ronto; steel,  Hamilton  Bridge  Works 
Company,  Ltd.,  Bay  N. 

London,  Ont. 

H.   Mathers  has  the  general  contract 
for  a  lyi  storey  frame  store  for  R.  W.- 
Chapple,  1094  Dundas  St. 
Montreal,  Que. 

P.  Girard,  112  Drolet  St..  has  the  gen- 
eral contract  and  wants  quotations  on 
iron  stairway  in  connection  with  altera- 
tions, costing  $4,500,  to  store  for  Estate 
Masson. 

Toronto,  Ont. 

The  John  V.  Gray  Construction  Com- 
pany, Ltd.,  have  been  awarded  a  contract 
for  a  new  boiler-house  by  the  Swift  Can- 
adian Company. 

The  Ontario  Wrecking  and  Construc- 
tion Company,  1348  Dufferin  St.,  have  the 
contract  for  wrecking  old  building  on  the 
site  of  new  $75,000  restaurant  to  be  erect- 
ed on  Yonge  St.  by  Childs  Company,  200 
Fifth  Ave.,  New  York. 


Residences 

Brantford,  Ont. 

F.  W.  Nichols,  13  Temple  Bldg.,  is 
prenaring  plans  for  $10,000  residence  for 
Fred  Webster,  80  Erie  Ave. 

Halifax,  N.S. 

The  Reconstruction  Committee  has  ac- 
cepted plans  prepared  by  Commision  of 
Conservation  for  terrace  cottages  for 
1,500  families. 

Cutremont,  Que. 

P.  L.  W.  Dupre,  15  St.  Lawrence 
Boulevard,  is  preparing  plans  for  $10,000 
two-storey  cottage  for  P.  O.  Casavint, 
237  Bloomfield  Ave. 

Quebec,  Que. 

The  congregation  contemplate  rebuild- 
ing their  residence  in  the  spring,  at  a 
cost  of  $10,000,  which  was  recently  de- 
stroyed by  fire.  Curate,  Rev.  M.  Cough, 
Auteuil  St. 

Welland,  Ont. 

Claude  Sager  has  secured  a  site  on 
Griffitli»  St.,  on  which  he  will  erect  a 
$4,000  residence. 

CONTRACTS  AWARDED 
Halifax,  N.S. 

Cavicchi  &  Pagano,  Bank  of  Commerce 
Building,  have  the  general  contract  for 
large  temporary  building,  for  the  City 
Council. 

Ottawa.  Ont. 

William  St.  George,  651  Cumberland 
St.,  has  the  brick  and  masonry  and  A. 
Gauthier  &  Co.,  307  Dalhousie  St.,  the 
plumbing  contract  for  $13,000  apartment 
house  for  Dr.  Robert  Law,  Laurier  Ave. 
East. 

Toronto,  Ont. 

Roljerts  Brothers.  241  Dovercourt  Rd.. 
have  the  masonrv  contract  for  $3,500  2^- 
storey  brick  residence  and  garage  for  W. 
J.  Brown,  487^  Concord  Ave. 


Fires 

Calais.  N.B. 

F'actorv  and  .store  owned  hv  IJeckett 
&  Co.,  Main  St..;  the  Calais  Advertiser, 
North  St.,  and  Percy  L.  Lord,  Main  St. 
Loss,  about  $30,000. 

Glace  Bay,  N.S. 

Cluirch   and   convent    owned    by  St. 


Ann's  Roman  Catholic  Church.  Estima 
ed  loss,  $100,000. 

Lachine,  Que. 

Plant  owned  by  the  Rapid  Tool  and 
Machine  Company,  Ltd.,  174  St.  Joseph! 
St.  Loss,  $55,000.  Proprietor,  E.  Har^' 
rington.  i 

Lennoxville,  Que.  % 

Library  owned  by  Bishop's  College';! 
Loss  considerable.  Principal,  Rev.  R.  A. 
Parfock,  The  Lodge. 

London,  Ont. 

Garage  owned  by  J.  H.  Wainwright.l 
695  Talbot  St..  totally  destroyed.  Will! 
rebuild  in  the  spring. 

Montreal,  Que. 

Arena  owned  by  the  Montreal  Arena 
Company.  Loss,  about  $100,000.  Mana- 
ger, William  Northey. 

Building  owned  by  James  Shearer 
Company,  Ltd.,  225  St.  Patrick  St.  Loss; 
considerable. 

Building  owned  by  the  Canadian  Vine- 
gar Company,  449  St.  Germain  St.,  com- 
pletely destroyed. 

Three  stores  and  residences  owned  by 
Louis  Baillen,  119  Sanguinet  St.  Loss 
to  buildings,  $40,000. 

Murray  Bay,  Que. 

Bank  owned  by  La  Banque  Nationale, 
head  office  101  St.  James  St.,  Montreal. 
Loss  $4,000.    Will  rebuild  in  the  spring. 

Norwood,  Ont. 

Residence  owned  by  Thomas  W.  Mor- 
rison, Belmont  St.    Loss  considerable. 

Ottawa,  Ont. 

Business  block  at  the  corner  of  Rideau 
and  Mosgrove  Streets.    Loss,  $35,000. 

Outremont,  Que. 

Three  residences  owned  by  Augustin 
Wells,  746  De  L'Epee  Ave.;  R.  G.  Mar- 
tin and  Mrs.  Shipman.  Loss  consider- 
able. 

Shediac,  N.B. 

Residence  owned  by  the  estate  of  D. 
Hannigton  completely  destroyed  by  fire. 

St.  Hyacinthe,  Que. 

Apartment  house  owned  by  Henri  Ger- 
vais.    Loss,  $14,000.    Will  rebuild. 

Two  residences  owned  by  Jules  Pavan, 
138  Girourd  St.  Loss,  $12,000.  Will  re- 
build at  once. 

St.  John,  N.B. 

Store  owned  by  A.  B.  Smalley  &  Son. 
Ltd.,  91  Prince  William  St.  Estimated 
loss,  $50,000.    Will  likely  rebuild. 

Two  factory  buildings  ovvned  by 
Hamm  Brothers,  459  Main  St.  Estimat- 
ed loss,  $75,000.    Will  likely  rebuild. 

Simcoe,  Ont. 

Storehouses  owned  by  the  Simcoe 
Wool  Stock  Company,  Norfolk  St.  Es- 
timated loss,  $20,000. 

Smith's  Falls,  Ont. 

Residence  owned  by  G.  Hedley,  Cham- 
bers St.,  totally  destroyed.  Loss  consid- 
erable. 

Smith's  Mills,  Que. 

Store  owned  by  O.  F.  Ticehurst.  Loss, 
$11,000.    Will  rebuild  at  once. 

Sussex,  N.B. 

Dairy  building  owned  by  the  Sussex 
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'■'Cheese  and  Butter  Company,  Main  St. 
Estimated  total  loss,  $20,000. 


THE    CONTRACT  RECORD 

Xavier  St.,  is  in  the  market  for  a  large 
crane  or  hoisting  machine  to  lift  35  tons. 


Sidney,  N.S. 

Mill  house  owned  by  Cross  Fertilizer 
'iCompany,  Ltd.,  Prince  St.    Loss  consid- 
ierable. 

IWelland,  Ont. 

F'urniture  factory  owned  by  Jef¥ries 
'  Furniture  Company,  Patterson  St.  Loss, 
^  $4,000.    Not  decided  as  to  rebuilding. 

Windsor,  Ont. 

Offices  owned  by  the  Hydro-Electric 
Commission,  31  Chatham  St.  W.  Loss, 
•-.-.,000. 


,  Banff,  Alta. 

The  Alberta  Electro-Chemical  Com- 
pany, Ltd.,  expect  shortly  to  install  ma- 
chinery for  manufacture  of  carbide  m 
their  plant  at  Kananaskis  Falls.  Address, 
Dr.  K.  Harry  Brett,  Banff. 

Brock  Township,  Ont. 

Milton  Doble,  R.R.  1,  Sunderland,  con- 
templates the  erection  of  a  large  barn. 

Copper  Cliff,  Ont. 

W.  Waterbury,  purchasing  agent  Cana- 
dian Copper  Company,  is  in  the  market 
for  large  steel  castings  suitable  for  Pol- 
lock slag  cars. 

J.  C.  Nichols,  mine  superintendent 
Canadian  Copper  Company,  is  in  the 
market  for  one  electric  150  gallons  capa- 
city per  minute  pump,  mine  pump  head 
1,100  ft.  discharge  6  in.;  one  100  h.p.  A.C. 
'j50  volts  D.  drive  motor. 

Frank  Ludham,  of  the  Jut  Nickel  Com- 
pany, 43  Exchange  Place,  New  York,  is 
m  the  market  for  ten  rocker  dump-cars. 
Arthur  Koppel  type,  30  cu.  ft.  capacity, 
:;<)  in.  gauge,  with  Manganese  steel 
wheels,  to  be  delivered  here.  Plans  and 
liarticulars  at  New  York  office. 

Hillsdale,  Ont. 

P'itzgerald  Brothers  require  prices,  etc., 
on  portable  steam  engine,  12  to  16  h.p., 
suitable  for  running  ensilage  cutter.  State 
make,  pounds  of  steam  carried,  etc. 

Ottawa,  Ont. 

Thomas  Williams,  Hurdman's  Bridge, 
will  rebuild  his  barns  and  outhouses,  at 
a  cost  of  $10,000,  which  were  recently  de- 
stroyed by  fire. 

Three  Rivers,  Que. 

Jules  Caron,  architect,  69  St.  Francois 


Toronto,  Ont. 

J.  A.  Johnston,  171  King  St.  E.,  re- 
quires prices,  etc.,  on  12  or  14  h.p.  port- 
able steam  engine. 

Victoria,  B.C. 

Tenders  are  being  received  by  the 
Wooden  Shipbuilding  Department,  Im- 
perial Munitions  Board,  Belmont  House, 
for  the  supply  of  a  quantity  of  material, 
including  pipe,  valves,  blocks,  and  tackle, 
etc.  Complete  specifications  with  the 
board  and  at  office  of  MacLean  Daily 
Reports,  Ltd.,  345  Adelaide  St.  W.,  To- 
ronto. 


Beamsville,  Ont. 

The  Kaustine  Company,  Ltd.,  858  Du- 
pont  St.,  Toronto,  have  the  contract  for 
equipping  latrine  buildings  in  connection 
with  aviation  field,  etc.,  with  their  system 
for  the  Royal  Flying  Corps,  56  Church 
St.,  Toronto. 

West  St.  John,  N.B. 

Hiram  Webb  &  Son,  91  Germain  St., 
have  the  lighting  contract  for  No.  5  shed 
for  the  Department  of  Public.  Works,  Do- 
minion Government. 


Incorporated  Companies 

Brantford,  Ont. 

The  Electric  Smelting  Company,  of 
Brantford,  Ltd.,  capital  $45,000,  to  con- 
duct general  smelting  business. 

Fort  Francis,  Ont. 

The  Nickel  Lake  Mining  Company, 
Ltd..  capital  $1,000,000,  to  engage  in  gen- 
eral mining  operations. 

Prescott,  Ont. 

The  Protestant  General  Hospital  As- 
sociation of  the  Town  of  Prescott  have 
been  incorporated  to  acquire  property 
and  to  erect  and  maintain  hospital. 

Toronto,  Ont. 

The  (British)  Young  High  Velocity 
Carburetor  Co.,  Ltd.,  capital  $250,000,  to 
manufacture  autos,  engines,  etc. 

The  Indian  Trail  Mines  Ltd.,  capital 
$100,000,  to  engage  in  general  mining  op- 
erations. 

The  Chamberlain  Co.,  Pittsburgh,  Pa., 
have  been  licensed  to  conduct  business 
in  Ontario  and  have  established  their 
head  office  here.  Will  probably  engage 
in  the  manufacture  of  chemicals.  At- 


39 

torney,  T.  A.  Gibson,  Barrist  r,  43  .Ade- 
laide St.  E. 

Wilberforce,  Ont. 

Paudash  Lake  Molyixlenite  Mines, 
Ltd.,  care  of  solicitors,  F"asken,  Robert- 
son, Chadwick  &  Sedgewick,  Excelsior 
Life  Bldg.,  Toronto,  capital  $150,000,  to 
engage  in  general  mining  operations. 


Air  Hammer  Drills  for  Large  Holes 

The  air  hainmer  is  commonly  regarded 
as  being  adapted  only  for  drilling  holes 
of  small  diameter;  but  R.  C.  Starr,  chief 
engineer  of  the  Southern  California  Edi- 
son Co.,  Los  Angeles,  has  found  it  prac- 
ticable to  drill  5-inch  holes  3  feet  deep  in 
Cyclopean  masonry,  using  air  hammers. 
Three  such  holes  were  drilled  per  hour, 
with  Leyner-Ingersoll  hammer  drills  of 
the  kind  used  in  tunnel  work.  But  in- 
stead of  mounting  the  drill  on  a  quarry 
bar  or  tripod,  it  was  fitted  with  a  handle 
and  operated  by  two  men.  The  drill  cut- 
tings were  not  removed  by  water,  as  is 
common  with  the  Leyner-Ingersoll  drill, 
but  by  a  compressed  air  blow  pipe.  The 
holes  drilled  in  this  manner  were  used  as 
anchorage  places  for  steel  anchor  rods. 
However,  the  economic  drilling  of  such 
large  holes  with  air  hammers  suggests 
possibilities  of  using  this  type  of  drill 
for  putting  down  large,  shallow  blast 
holes  in  confined  places. 


Wear  of  Wood-Block  Paving  in 
Minneapolis 

An  official  inspection  of  wood-block 
pavement  laid  in  Minneapolis  during 
1906  shows  that  in  only  two  out  of  thir- 
teen sections  were  more  than  5  per  cent, 
of  the  block  depressed  as  much  as  yi 
inch  below  the  general  level  of  the  street. 
The  two  exceptions  were  in  the  heaviest 
traffic  districts  of  the  city,  and  one  of 
them  showed  13.5  per  cent,  of  the  block 
depressed  as  compared  with  16.5  per  cent, 
in  the  other  section.  Those  sections  of 
pavement  made  with  longleaf  pine  and 
birch  showed  only  3  per  cent,  of  the 
blocks  depressed  after  ten  years'  service. 


When  a  set  of  blue  prints  is  to  be  used 
on  a  job,  it  will  keep  them  in  good  con- 
dition if  the  corners  are  clipped  or 
rounded  off.  This  prevents,  to  some  ex- 
tent, the  aggravating  curling  at  the  cor- 
ners. 


Tenders 

A  few  dollars  spent  in  advertising- 
your  proposals  in  the 

Contract  Record 

and  Engineering  Review 

would  result  in  additional  competition, 
which  might  save  your  city  or  town  or 
your  client  many  hundreds  of  dollars. 


Miscellaneous  contracts  awarded 


National  Iron  Works 

LIMITED 

Head  Office,  Works  and  Docks— TORONTO 

CAST  IRON  PIPE 

Every  Size  for  Water,  Gas,  Culvert  or  Sewer, 
Carried  in  Stock  at 

MONTREAL  -  TORONTO  -   PORT  ARTHUR 

LAKE  OR  RAIL  SHIPMENTS 


I 


in 


TENDER 


Sealed  tenders,  marked  "Tender  for  Road  Con- 
<;ti-uction;'  will  be  received  by  Adrian  I.  Mac- 
bonnell,  '  County  Clerk,  Cornwall,  Ont.,  until 
noon,  Monday,  January  21st,  1918  for  the  con- 
struction of  approximately  60  miles  ot  County 
Road. 

Tenders  may  be  submitted  on  sections  of  five 
miles  or  more,  each  tender  to  be  accomplished  by 
a  cash  deposit  or  marked  cheque  equal  to  five  per 
cent,   of  the  tendered  price. 

Plans,  profiles  and  specifications  may  be  seen 
and  forms  of  tender  obtained  at  the  office  of  J.  G. 
Cameron,  C.E.,  County  Road  Superintendent, 
Finch,  Ont. 

'  The  lowest  or  any  tender  not  necessarily  ac- 
cepted. 

(Signed)   ELI  MERKLEY, 

Chairman  Road  Committee, 

Iroquois,  Ont. 


Sealed  tenders  addressed  to  the  undersigned,  and 
endorsed  "Tender  for  Purchase  of  Materials  in 
Temporary  Bridge  at  Kingston,  Ont.,"  will  be 
received  at  this  office  until  4  p.m.,  on  Monday, 
January  28,  1918,  for  the  purchase  of  all  ma- 
terials comprised  in  temporary  bridge  over  the 
Cataraqui  River,  at  Kingston,  Ont. 

Forms  of  tender  can  be  obtained  at  this  De- 
partment and  at  the  office  of  the  District  Engi- 
neers at  Equity  Building,  Toronto,  and  on  ap- 
plication to  tlie  I'ostmaster  at  Kingston,  Ont. 

The  party  whose  tender  is  accepted  must  make 
cash  payment  before  the  materials  are  removed. 

Persons  tendering  are  notified  that  tenders  will 
not  be  considered  unless  made  on  tlie  printed 
forms  supplied  and  signed  with  their  actual  sig- 
natures, stating  their  occupations  and  places  of 
residence.  In  the  case  of  firms,  the  actual  sig- 
nature, the  nature  of  the  occupation,  and  place 
of  residence  of  each  member  of  the  firm  must  be 
given. 

Each  tender  must  be  accompanied  by  an  ac- 
cepted cheque  on  a  chartered  bank,  payable  to  the 
order  of  the  Honourable  the  Minister  of  Pubhc 
Works,  for  .'i!2(K),  which  will  be  forfeited  if  tlie 
person  tendering  decline  to  enter  into  a  contract 
when  called  upon  to  do  so,  or  fail  to  complete 
the  work  contracted  for.  If  the  tender  be  not 
accepted  the  cheque  will  be  returned. 

The  Department  does  not  bind  itself  to  accept 
the  highest  or  any  tender. 

By  onler, 

R.  C.  DESROCIIERS, 

Secretary. 

Department  of   Public  Works, 

Ottawa,  December  28,  1017. 

Newspapers  will  not  be  paid  for  this  advertise- 
ment if  they  insert  it  without  authority  from  the 
Department.  2-2 


POSITIONS  WANTED 


TO  ARCHITECTS,  ENGINEERS,  CON- 
TRACTORS— Energetic,  practical  man  with  fif- 
teen, years'  experience  in  building  construction, 
wishes  position  as  Estimator  or  Superintendent. 
B^x   fJOO,   Contract    Record,   Toronto.  2-2 


MAN  WITH  EXPERIENCE  in  building  con- 
struction and  knowledge  of  lumber  and  all  kinds 
of  building  material  wishes  position  as  salesman. 
Understands  jilans  and  can  take  off  ciuantitic. 
Box  (Contract    Record,    loronto.  2  2 


Tenders  Wanted 


Sealed  tenders,  addressed  to  Chas.  G.  Booker, 
Esq.,  Mayor,  Chairman  Board  of  Control,  care  of 
S.  H.  Kent,  City  Clerk,  Hamilton,  Ont.,  will  be 
received  at  the  office  of  the  City  Clerk  in  the 
City  Hall  until  5  o'clock  p.m.  on  Monday,  Janu- 
ary 21st,  1918,  for  supplying  the  Corporation  of 
the  City  of  Hamilton  with  the  following  sup- 
plies for  the  year  ending  March  1st,  1919. 

ASPHALT  CEMENT. 
REFINED  ASPHALT. 

Copy  of  specification  and  form  of  tender  for 
the  above  can  be  obtained  at  the  office  of  the 
City  Engineer,  together  with  any  additional  in- 
formation  that   may  be  desired. 

Tenders  must  be  on  forms  supplied  and  plainly 
marked  on  the  outside  as  to  contents. 

The  lowest  or  any  tender  not  necessarily  ac- 
cepted. 

S.  H.  KENT, 
2-2  City  Clerk. 


FOR  SALE 


The  plant  and  machinery  formerly  known  as 
the  Knechtel  Wood  Turning  and  Foundry  Co. 
Fully  equipped  with  machinery  for  wood  work- 
ing and  specialties.  Has  40  H.P.  Motor  as  well 
as  steam  power.     Liberal  terms.  Apply 
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Southampton   Town  Council. 


Late  News 

Hamilton,  Ont. 

Tenders  addressed  to  the  Mayor,  Chas. 
G.  Booker,  Chairman  Board  of  Control, 
received  by  the  Clerk,  S.  H.  Kent,  until 
5  p.m.,  January  21,  for  the  supply  of 
asphalt  cement  and  refined  asphalt  for 
one  y^ar  ending  March  1,  1919.  Specifi- 
cations, etc.,  with  the  city  engineer,  E. 
R.  Gray. 

Ottawa,  Ont. 

M.  C.  Neale,  Rockcliffe,  Ottawa,  con- 
templates the  erection  of  six  two-storey 
stucco  and  brick  veneer  residences  on 
Ivy  Avenue,  at  a  cost  of  $5,000. 

Paris,  Ont. 

Tenders  are  being  received  by  the  ar- 
chitect. Brigadier  Miller,  Albert  Street, 
Toronto,  for  the  erection  of  a  $10,000 
hall  for  the  Salvation  Army. 

Salmon  Arm,  B.C. 

Tenders  will  be  called  about  May  1  for 
the  erection  of  a  $15,000  school  for  the 
School  Board.    Town  Clerk,  Frank  Wil- 


Saskatoon,  Sask. 

N.  L.  Thompson,  ;J5  Willoughby  Block, 
is  preparing  plans  for  $25,000  addition  to 
school  for  the  School  Board.  Secretary, 
Wm.  P.  Bate. 

Stellarton,  N.S. 

Ratepayers  have  sanctioned  extension 
to  sewer  line  in  the  south  end  of  town. 
Engineer,  Jos.  Pott. 

Sydney,  N.S. 

The  Cross  Fertilizer  Co.,  Ltd.,  Prince 


St.,  will  rebuild  at  once  mill  house  an 
engine  room  which  were  recently  des 
troyed  by  fire,  at  a  cost  of  $20,000. 

Winnipeg,  Man. 

Plans  are  ready  and  tenders  will  likel 
be  called  shortly  for  the  erection  of 
frame  and  brick  convalescent  home  fo 
the  Military  Hospitals  Commission,  2 
Vittoria  St.,  Ottawa.  Architect,  Capt.  W 
L.  Symons,  C.E. 


Automatic  Signals  in  Australia 

Asitomatic  block  signaling  is  approve 
on  the  New  South  Wales  Governmen 
Railways,  and  is  being  introduced  unde 
two  distinct  conditions.  On  suburbail 
lines  it  is  used  in  order  to  shorten  th 
headway  between  trains,  and  thus  in 
crease  the  traffic  capacity.  On  countr 
lines  in  districts  that  are  thinly  settle 
but  have  considerable  through  traffic  it 
found  that  automatic  signals  between  sta 
tions  afford  improved  facilities  for  deal 
ing  with  through  trains  without  requirinj 
an  increased  force.  The  cos  of  installa 
lion  and  maintenance  is  greater  thai 
with  manual  signals,  but  there  is  a  ne 
saving  in  co'st  and  an  increase  in  safet} 
due  to  the  elimination  of  manual  opera 
tion.  Thus  the  108  block  sections  equip 
ped  in  1916  would  have  required  46  signa 
towers,  with  a  staff  of  138  men  whosi 
wages  would  amount  to  not  less  thai 
$120,000  per  year.  A  cab-signal  and  train 
control  system  is  being  tried  e.xperi 
mentally  on  the  Richmond  branch.  Ai 
audible  signal  is  given  in  the  cab  anc 
must  be  acknowledged  by  the  engine 
man.  If  he  fails  to  stop  within  a'  giver 
distance  after  receiving  a  "stop"  signal,  ; 
partial  application  of  the  brakes  is  mad( 
automatically. 


Farm  Machinery  for  Road  Work 

Sand  may  be  applied  to  a  clay  road  bj 
means  of  a  grain  drill,  and  clay  may  bt 
applied   to   sand  roads  by  means   of  a 
manure  spreader,  while  a  spike-tooth  har- 
row may  be  used  to  remove  grass  and 
weeds  from  a  newly-graded  road  or  tci 
smooth  the  roadway  m  much  the  same 
way  as  with  a  road-drag.    The  Missouri 
State    Highway    Department  suggesi 
these  methods  to  the  farmers  as  mean 
of  helping  in  local  improvement  of  b) 
ways  as  well  as  of  highways. 


CONTRACTORS 
and  TENDERERS 

for  Superior  Service 

THE 

Canadian  Surety  Co. 

26  Wellinston  St.,  Eait 

Phone  Main  2609   TORONTO,  Ont. 
Represented  in  all  the  principal 
cities  and  towns  in  the 
Dominion. 

BONDS  INSURANCE 

of  every  description      Plate  Glass— Burglary 
Automobile 
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Boil 


e  r  s 


make  the  well  known  Inglis 
*  ^  Standard  Return  Tubular  Boilers, 
in  all  sizes  and  capacities.  Inglis  boilers 
are  made  in  Canada  and  have  been  in- 
stalled in  many  of  the  largest  steam  plants 
in  Canada. 

Quotations  gladly  furnished. 


The  John  Inglis  Company,  Limited 

ENGINEERS  AND  BOILERMAKERS 
14  Strachan  Ave.       -       -       Toronto,  Canada 

Ottawa  Representative— J.  W.  ANDERSON,  7  Bank  Street  Chambers 
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Lay  the  Joints  First ! 


The  best  joint  in  any  pavement  or  any  structure  is  the  "built-in"  joint,  part  and 
parcel  of  the  job  and  not  an  afterthought.  The  best  joint  is  accurately  shaped  and 
perfectly  proportioned,  as  uniform  in  size  and  thickness  as  the  paving  or  building 
block  or  the  concrete.    That  joint  is 


It  will  be  delivered  to  you  on  the  job,  uniform 
in  size,  unvarying  in  quality,  scientifically  cor- 
rect in  chemical  and  physical  make-up.  A 
laborer  can  set  it  in  place  against  the  curbing 
in  front  of  the  pavers  and  in  front  of  the  in- 
spectors. Set  the  blocks  or  pour  the  concrete 
against  it,  grout  the  finished  surface,  and  the  job 
is  complete,  perfect,  uniform  from  earth  to  top. 


EXPANSION 
JOINT 


Zero  weather  and  blistering  midsummers  are 
alike  powerless  to  buckle  such  a  pavement  or 
to  open  up  cracks  in  the  structure  built  with 
Elastite  Expansion  Joints.  The  substantial 
body  of  tempered  asphalt  compound  between 
its  faces  of  asphalt  treated  felt  expands  or  con- 
tracts as  the  road  material  contracts  or  expands 
keeping  the  surface  smooth,  firm,  and  solid. 


All  over  the  United  States  and  in  Canada  Carey  Elastite  Expan- 
sion Joints  are  proving  their  superiority  over  all  other  forms  of  ex- 
pansion joints.  Detailed  information,  sample,  and  prices  on  request. 

Address  Elastite  Dept. — 

THE  PHILIP  CAREY  COMPANY,  Toronto,  Ont. 

The  Wm.  Rutherford  &  Sons  Co.,  Limited,  Montreal,  Que. 
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One  of  the  many  streets  in 
Coppercliff,  Ontario,  treated 
with  "Tarvia-B,"  1917. 


Illlllllllllllllllllllllllllllll 

Made  in  Canada 


Sudbury-Copijercliff  Road. 
Ontario,  three  and  a  half 
miles  long.  Resurfaced  in 
]916  with  three-inch  "Tar- 
via-X"  top,  three-coat  meth- 
od. 

Illlllllllllillllllllllllllllllllllllllllllllllllllllllllllllllllllllll^^^ 


Applying  "Tarvia-X,"  Sud- 
bury-Coppercli  Road,  On- 
tario, 1917. 


Frost-proof  Roads  in  the  "Frozen  North" 


Winter  temperatures  in  the  Algoma  district 
in  northern  Ontario  are  so  severe  that  few 
road-making  materials  can  withstand  them. 
Tarvia  does ! 

Under  the  severest  tests, 
Tarvia  has  proved  itself 
frost-proof,  mud-proof  and 
traffic-proof,  regardless  of 
long-continued  zero  wea- 
ther or  other  equally  rig- 
orous climatic  conditions. 
The  Sudbury-Copperclifif 
Road  pictured  above  is 
three  and  a  half  miles  long.  It  carries  a  very 
heavy  wagon-traffic.  It  has  a  three-inch  Tar- 
via surface,  making  it  impervious  to  the  wear 
of  traffic,  the  effects  of  the  severe  northern 
winter,  and  to  the  equally  trying  spring  thaw 
when  ordinary  roads  soon  become  impass- 
able. 

Tarvia  is  a  coal-tar  preparation  shipped  in 
barrels  or  in  tank-cars. 


It  is  made  in  several  grades  for  varying  road 
conditions. 

"Tarvia-A"  is  applied  hot  for  resurfacing  a 
road  already  built. 

"Tarvia-B"  is  used  cold.  It 
sinks  readily  into  the  road- 
surface,  yet  is  strong 
enough  to  bind  it  firmly 
together.  It  is  the  cheapest 
form  of  road  maintenance 
yet  invented. 
'''Tarvia-X"  is  to  be  used 
in  constructing  a  new  road. 
Macadam  roads  treated 
with  Tarvia  are  durable,  smooth,  mudless, 
dustless,  frost-proof  and  water-proof. 

Used  in  place  of  water  as  a  binder,  it  makes 
a  lasting,  resilient  road-surface  that  will  not 
grind  to  powder  under  automobile  or  horse- 
drawn  traffic. 

Booklets  describing  the  Tarvia  treatments 
free  upon  request. 


Presences  Roads 
Pret/ents  Dust^ 


Special  Service  Department 


This  company  has  a  corps  of  trained  engineers  and 
chemists  who  have  given  years  of  study  to  modern  road 
problems. 

The  advice  of  these  men  may  be  had  for  the  asking  by 


any  one  interested. 

If  you  will  write  to  the  nearest  office  regarding  road 
problems  and  conditions  in  your  vicinity,  the  matter  will 
have  prompt  attention. 


The  Company 

(VBr**^^^  LIMITED 


MONTREAL  TORONTO  WINNIPEG  VANCOUVER  = 

ST.  JOHN,  N.B.  HAHFAX,  N.S.  SYDNEY,  N.S.  J 

lllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllll^ 
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_      When  you  want   

=  that  paper  quick !  = 

  — there  must  be  no  dilly-dallying  . 

— waiting  around  while  an  assistant  fumbles  _ 

I—  through  the  files 

' . .  ~.  — and  after  a  distressing  wait  reports  that  ~ 

■  "she  saw  it  on  the  filing  desk  yesterday — 

-  must  have  been  mislaid  somewhere." 

'    ~  And  maybe  a  decisive  talk  pending — a  customer  ■■ 

—  waiting — an  important  telephone  conversation  ■ 
 •  in  progress.    An  "  Office  Specialty "  • 

=  Half  Section  Stack  = 

gets  you  away  from  all  this  difficulty. 
Close  by  your  desk  you  keep  this  "always-on-  ^ 

~  the-job"  assistant.  _, 

■  Into  it  "  live  "  papers  go — those  little  closely  ■ 

  personal  matters  you  want  at  instant  call  in 

,  day-in-day-out  work. 

'  To  the  business  man  who  wants  to  fight  shy  of  . 

■  1  delays,  conserve  time  and  energy,  we'll  be  glad 

-  to  send  a  descriptive  folder.  Write  for  it  today.      .  .  ,_ 

S  dlFFICE5»ECIALTYMFG,fl!t  ^ 

Filing  Equipment  Stores  at :   

3^1^  Toronto        Montreal        Ottawa       Halifax  Hamilton 

I  Winnipeg      Regina      Edmonton      Vancouver  ■ 

!r=r.       Home  Office  and  Factories:  NEWMARKET,  CAN.  .  


Keith 
Fans 


The  oppor- 
t  u  n  i  t  y  for 
greater  econ- 
omy and  effic- 
iency in  Heat- 
ing and  Ven- 
tilating is  em- 
phasized in  the   "Keith**   Fan.  Com- 
paraltive  tests  of  other  types  of  fans  have 
resulted  in  the  "Keith"  being  proclaimed 
the  most  efficient  and  economical  in  the 

Fan  World.        yf^^^^  j^j^  catalogue  No.  55. 

SHELDONS  LIMITED,  Gait.,  Ont. 

Toronto  Office :  609  Kent  Building 

AGENTS : 

Messrs.  BOSS  &  GREIG,  412  James  St.,  Montreal,  Que. 
Messrs.  WALKER'S  LTD.,  259-261  Stanley  St.,  Winnipeg,  Man. 
Messrs.  GORMAN,  GLANCE Y  &  GRINDLEY,  LTD.,  Calgary 

and  Edmonton,  Alta. 
Messrs.  ROBERT  HAMILTON  &  CO.,  LTD.,  Bank  of  Ottawa 
Bide-,  Vancouver,  B.  C. 


We  Specialize  in 
nRNAMENTAI 

^    BRONZE,  IRON  &  WIRE  ^ 


First  class  equipment,  skilled  workmanship  and 
the  ability  to  deliver  on  time,  have  earned  a  high 
reputation  for  the  Dennis  shops  throughout 
Canada. 

Write  for  loose  leaf  sheets  on  any  of  the  fol- 
lowing lines : — 

Balconies,  Marquises,  Fire  Escapes,  Crestings,  Grilles,  Wickets, 
Elevator  Cars  and  Enclosures,  Stairways,  Iron  and  Bronze  Gates, 
Bank  and  Office  Railing,  Church  Furnishings. 

Also   Steel   Lockers,   Shelving,   Bins   and  Cabinets. 

The  Dennis  Wire  and  Iron 
Works  Co.  Limited 
London 
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CANADIAN   DES  MOINES 
STEEL  CO.,  Limited 


Elevated  Tanks 
Standpipes 

Structural  Steel  for  all  purposes. 


Barges  Bridges 
Wireless  Towers 


Let  us  bid  on  your  requirements. 
Attractive  Prices — Prompt  Deliveries. 


Sales  OSices  and  Plant 
CHATHAM,  ONT.  275  Inshes  Ave 

Associated  with 
PITTSBURGH-DES  MOINES  STEEL  CO. 
Pittsburgh,  Pa.  New  York  City 

945  Curry  BIdg.  42  Church  St. 

DES  MOINES  BRIDGE  AND  IRON  CO. 
Des  Moines,  Iowa,  938  Tuttle  Street 


Concrete  Bonding 
Lockers  for  Clothes 
Iron  Stairways 

Enquiries  solicited. 

CANADA   WIRE    &  IRON 
 GOODS  CO.,  Hamilton 


Blair  Concrete  Pipe 


I  mm 


^^^^ 


We  use  only  the  finest 
grade  materials  in  all  our 
work.  Clean,  sharp  sand 
and  hig-h-g-rade  cement. 
Gravel  sorted  and  crushed 
in  our  own  plant.  After 
thoroug-h  mixing,  the  con- 
crete is  power  tamped,  to 
ensure  great  density.  Pipe 
is  then  allowed  to  set  for 
72  hours  in  vaporizing 
chambers,  with  automatic 
sprinklers,  giving  the  pipe 
great  hardness.  We  make 
large  sizes  of  pipe  in  our 
portable  plant  at  the  place 
where  they  will  be  used. 
We  also  have  a  special 
feature  in  our  continuous 
reinforced  concrete  pipe. 

Write  to-day  for  further 
details  and  prices. 


Blair  Company,  Limited 


WOODSTOCK 


ONTARIO 


Canada  Iron  Foundries,  Limited 


Head  Office 

Mark  Fisher  Building 
MONTREAL 


Car  Wheels,  Cast  Iron  Water  and  Gas  Pipe,  Specials,  Valves,  Hydrants,  etc.,  Castingrs 
of  all  kinds,  Mooring  Bollards  for  both  Concrete  and  Wooden  Docks 
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Do  You  Want  Cnished  Stone  ? 

That  is  Clean,  Tough  Stone  of  a  Quality 
suitable  for  Macadam  Road  and  Concrete 

We  can  aupply  you  in  any  size  or  quantity. 

Our  service  is  unexcelled  and  our  prices  right. 

Phone  or  write  us  for  quotations  when  you  are  in  the  market 
Office-M  4515— M  4516  Reiidence— P  2278 

Crushed  Stone  Limited 

47  Yonge  St.  Arcade,  Toronto 

G.  W.  Essery,  Manager 


SPRINKLER 
TANKS 

AND 

TOWERS 

We  are  the  largest  manu- 
facturers in  Canada  of 
both  wood  and  steel  Tanks 
and  substructures  for  fac- 
tory sprinkler  systems 
and  for  Municipal 

RAILROAD  AND 

SUBURBAN 
WATER  SUPPLY 

We  shall  be  pleased  to 
furnish  you  with  all  the 
information  and  data  you 
may  require  on  this  class 
of  work.  ' 

Send  us  your  blue  prints 
for  estimates. 

Send  for  special  Tank  and  Tower  Catalogue 

Ontario  Wind  Engine  &  Pump  Co. 

Winnipeg  Calgary 


Toronto  Montreal 


Limited 


WOODEN  PIPE 


Wire  wound  wood  stave  pipe,  2  in.  to  ?4  in.  diameter.  Con- 
tinuous  wood   stave  pipe,   any   diameter  required. 

CANADIAN  PIPE  CO.,  LIMITED 


E*t>bli*hed  1904 


New  Factory  Erected  1910 


Equipped  with  the  most  up-to-date  machinery.  Every 
machine  driven  by  a  separate  electric  motor.  Satisfaction 
Guaranteed. 

Office  and  Factory— 550  Pacific  St.,  VANCOUVER,  B.C. 


Sand,  Gravel  and  Crushed  Stone 

Lime  Fire  Clay 

Cement  Fire  Brick 

Plaster  Sewer  Pipe 

Hair  Weeping  Tile 

Building  Stone 

Our  prices  are  right  and  our  service  good. 

Britnell  &  Co.,  Limited 

C.P.R.  Crossing,  Yonge  St.,  North  Toronto 

Phones,  Office  North  jg^j   Evenings.  North  2107 


1 


For  Sale 

New  and  Used  Contractors'  Equipment 

Clam  Shell  Buckets,  ^,  J4,  1,  ly^  yard. 

Orange  Peel,  1  yard  Hayward. 

Beatty  8  x  12,  double  drum  Hoisting  Engine. 

American  7  x  10,  double  drum  Hoist  with  Swinger. 

Mundy  6}4  x  12,  double  drum  Hoist  with  Swinger. 

Nevif  QYz  X  8  Doty  dotible  drum  Hoist  with  Boiler. 

New  7  X  10  double  drum  I-Ioist  with  Boiler. 

Dake  Steam  Swinger,  8  H.P. 

5  ton  Stiff  Leg  Derrick ;  5  ton  Guy  Derrick. 

Assorted  Hand  Power  Derricks. 

J4    yd.   and   Yz    yd.    Concrete  Mixers   with   Engine  and 

Boiler  on  Wheels. 
Yi  yd.  and  1  yd.  Smith  Mixers  on  Skids. 
2000  feet  of  Portable  Track,  24-in.  gauge. 
Six  XYz  yd.  V-shaped  Steel  Cars,  Side  Dump,  24-in.  gauge. 
Ten  4  yd.  Western  Dump  Cars,  36-in.  gauge. 
20  ton  Porter  Standard  Gauge  Locomotive. 
3.T)  ton  Porter  Standard  Gauge  Locomotive. 
Two  10  ton  Vxilcan   Locomotives,  .36-in.  gauge. 
Gyratory  Crushers,  Nos.  3,  4  and  5. 
Jaw  Crushers,  7  x  10  and  10  x  16,  Acme  Portable. 
No.  0  Thew  Steam  Shovel,  on  Railway  Wheels. 
35  H.P.,  40  H.P.,  and  60  H.P.  Locomotive  Boilers. 
Large  Assortment  Vertical  Boilers,  5  H.P.  to  125  H.P. 
Two  Diaphragm  Pumps,  driven  by  Gasoline  Engines. 
Five  New  and  Used  Pulsometers,  various  sizes. 
Twenty  Tons  25  lb.  rail ;  Seventy  tons  56  lb.  rail. 

Write  for  prices  and  fvirther  particulars. 

The 

A.  R.  Williams  Machinery  Co. 

Limited 

64-66  Front  St.  W.,  Toronto,  Ont. 


Electric  Cranes 


Electric  and  Hand 
Travelling  Cranes 

II  Electric  and  Air 

MARE  IN  CANADA  ^  HoiSts 

NORTHERN  CRANE  WORKS,  LTD. 

WALKERVILLE,  ONT. 


1 
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More  Daylight 


Lower  Insurance  Rates 


SOLID  STEEL  WINDOWS 


Steel  Sash  has  won  its  place.  Architeds  and  Contractors  all  over  Canada  are 
now  specifying  Fenestra  Seel  sash  more  than  any  other  kind.  Fenestra  is 
absolutely  fireproof  and  weather  proof.     Write  for  particulars  and  terms. 

jSteel  AND  JtADiAiiON.  Limited 

Manufacturers  of  Hot  Water       Steam  Boilers  a«<^adiators;  Fenestra  Steel  Sash  a/stf' Concrete  Reinforcing, 
Head  Office       -       Fraser  Avenue,  TORONTO 


Strong  in  Structure — Convenient  in  Form 

One  of  the  principal  requirements  of  an  insulating  material 
for  furnaces,  ovens,  blast  mains,  etc.,  is  that  it  shall  be  strong  in 
structure  and  of  such  form  that  it  will  be  easy  to  handle  and 
install. 

Under  the  strains  of  expansion  and  contraction,  fragile  sub- 
stances will  crush  and  settle,  leaving  unprotected  spaces.  In- 
sulating materials  in  loose  form  also  will  settle  in  time.  Fur- 
thermore, the  percentage  of  waste  and  the  cost  of  handling  them 
is  much  greater  than  with  a  solid  insulator. 

The  structural  strength  and  convenient  form  of 

Nonpareil  Insulating  Brick 

For  Furnaces,  Blast  Mains,  Ovens,  etc. 

are  two  big  points  in  their  favor.  They  will  withstand  crushing  loads  up 
-  CO  140  pounds  per  square  inch — 30,160  pounds  per  square  foot — which  is 
ample  for  all  ordinary  conditions.  Their  convenient  brick  form  and  size, 
nominally  9  x  4^  x  2^  inches,  make  it  possible  to  bond  the  Nonpareil 
Brick  with  the  courses  of  fire  brick  and  red  brick.  The  solid  walls  thus 
made  possible  are  undoubtedly  much  stronger  than  those  in  which  u 
space  is  left  to  be  filled  with  a  loose  material 

In  all  respects.  Nonpareil  Insulating  Brick  are  a  perfectly  satisfactory 
material  for  reducing  the  loss  of  heat  through  the  walls,  arches  and 
doors  of  high  temperature  equipment. 

Armstrong  Cork  &  Insulation  Co.,  Ltd.,  505  mcgui  Building,  Montreal,  Que. 

Send  in  this  blank  witli  your  name  and  address  on  it  and  we  will  send  the  interesting  booklets,  "Good  Fiirnaees  Made  Better"  and  ■'.Savine  Fuel." 


Electric  heat  treating  furnace  protected  against  heat  loss 
with  Nonpareil  Insidating  Urick.  lUiilt  for  the  Otis 
Elevator  Company  by  the  Electric  Furnace  Company, 
.Mliance,  O. 


Pacific  Coast  Pipe  Co.,  Ltd. 

Wire  Wound  Wood  Stave  Pipe 

from  2  in.  to  24  in.  diamet.r 

Continuous  Stave  Pipe 

from  16  in,  to  12  ft.  diameter 


1551  Granville  Street 


Vancouver,  B.C. 


Dake  Double  Drum  Friction  Hoist 


Made  in  six  sizes,  5 
to  30  horse  power,  steam 
or  compressed  air — Dake 
motor  directly  connected. 
Furnished  with  clutch 
drums  if  preferred.  Can 
be  double  geared  to 
double  the  lifting  capa- 
city and  decrease  speed 
by  one  half.  Made  to 
carry  overload  as  great 
as  rated  capacity. 


DAKE  ENGINE  CO.,  grand  haven. mich.. 

Canadian  Agents : 
Montreal:  Mufiens  Ltd.   Toronto:  A.R.  Williams  Machinery  Co..  Ltd. 
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Current  Prices  of  Building  and  Engineering  Materials 


TORONTO  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement— delivered  in  S  barrel  lots,  $2.60  per  bbl. ; 
with  bags,  $3.00;  car  lots,  $2.Q0  on  the  track, 
with  pkgs.,  $2.40. 

Lime— grey  50c,  white  60c  per  lOD  lbs.,  delivered 
in  not  less  than  1500  lb.  lots.  At  the  ware- 
house, grey  45c,  white  55c.  Hydrated  lime, 
$15.25  per  ton  delivered  ;  $14.25  at  warehouse. 

Brick— No.  1  dry  pressed  red  brick,  $20;  buff, 
$20,  f.o.b.  the  job;  No.  2,  $18;  common  red 
stock  brick,  $16;  grey,  $15;  wire-cut  brick 
for  foundation  work,  $12.50  on  the  cars,  de- 
livered $14;  "Tapestry"  brick,  imported,  $25 
to  $35;  local  Rug,  $20;  sand-lime  brick,  $10.25 
f.o.b.  car  at  King  Edward  Siding;  $9.00  f.o.b, 
car  or  wagon  at  plant.  Paving  brick,  local 
manufacturers  not  quoting  prices  at  present, 
imported  paving  squares,  delivered  at  job 
in  Toronto,  best  quality  $80,  second  quality 
$75,  third  quality  $70.  (These  prices  are 
merely  approximate,  as  no  sales  are  recorded). 
Sun-Tex  face  brick,  $20  to  $30  at  plant,  $24 
to  $34  delivered,  price  depending  on  color 
and  texture.  Denison  interlocking  hollow 
tile,  $80  per  M.  at  plant,  $97.50  delivered. 
Lots  over  100,000,  $75. 

Fire  brick— $60  to  $80  per  M.,  according  to  qual- 
ity.    Fire  clay,  $15  per  ton. 

CRUSHED  STONE,  SAND.  AND  GRAVEL 
Toronto  prices.  F.  O.  B.  Car: 
Crushed  stone— 2  in.,  $1.50;  1  in.,  $1.65;  Vs  in-. 
'       $1.65;  rubble  stone,  in  car  lots,  $1.40  per  ton, 
f.o.b.  car. 

Sand — for  cement  or  brick  work,  95  cents  per  ton, 

f.o.b.  Toronto. 
Gravel — Pit   run,   $1.05   per   ton   f.o.b.  Toronto; 

screened,  $1.30  per  ton  f.o.b.  Toronto. 

T.imBER  CBTTTLDINf;  MATERTAT,1 
Toronto  retail  prices,  delivered. 

Hemlock— 2  x  4  in.  to  2  x  12  in.,  12  and  14  ft.. 
$.35;  10  and  .16  ft.,  .$37;  18  ft.,  $39;  No.  1 
hemlock  decking,  1x4  in.,  $34;  1x5  in., 
$.37;  1x6  in.,  $39;  No.  2  hemlock  decking, 
$5  less  than  No.  1. 

Pine — 1  in.  x  4  in.  and  5  in.,  $40;  1  in.  x  6  in.  to 
8  in.,  $42;  1  in.  x  10  in.,  $45;  1  in.  x  12  in., 
$50;  2  in.  X  4  in.  to  2  in.  x  12  in.,  and  10  ft. 
to  16  ft.  long,  Norway  pine,  $42  to  $50;  Ys  x 
6  to  10  in.  pine  shelving,  $57  to  .$67 ;  %  x  12 
in.  pine  shelving,  $75 ;  No.  1  pine  flooring, 
$55;  No.  1  spruce  flooring,  .$44;  No.  1  pine 
V  or  beaded  sheeting,  $58;  No.  2  ditto,  $42; 
pine  trim,  4  in.  casing,  $2.75  per  100  ft.;  5  in. 
ditto,  .$3.25;  8  in.  pine  base,  $4.75;  4  in.  pine 
window  stool,  $4.00. 

Shingles— XXX  B.  C.  shingles,  $5.50;  N.  B.  ex- 
tras, $6.00;  N.  B.  clears,  $5.75;  No.  1  pine 
lath,  $7.00;  No.  2  pine  lath,  .$6.50;  No.  1 
spruce  lath,  $5.75. 

Dimension  timber  (B.  C.  fir)— 10  x  14,  12  x  12, 
12  X  14,  14  X  14,  14  X  16,  10  x  16,  12  x  16, 
16  X  16,  $60;  14  x  18,  1«  x  18  20  x  20,  12  x 
18,  18  X  20,  10  x  18,  12  x  20,  14  x  20,  16  x 
20,  $65.  These  prices  apply  to  32  ft.  lengths ; 
32  to  35  ft.,  $1  to  $2  per  thousand  extra; 
,36  to  40  ft.,  $2  to  $3  per  thousand  extra. 

STEEL  AND  IRON 
Steel  and  Ir»n  Bars — $5.00  to  $7.00  base;  twist- 
ed and  deformed,  $5.35. 
Shapes— Over  35  lbs.  per  yard,  $5.25  per  100  lbs.  ; 

under  35  lbs.  per  yard,  $5.50  per  100  lbs. 
Plates— 6  ins.  and  over  and  under  .30  ins.,  $11  per 
100   lbs.  ;    .30  ins.    and    over,   $12.00.  Tank 
and  boiler  plates — %    in.   and  over  and  un- 
der ,36  ins.,  $10.00;  36  ins.  and  over,  $6.70. 
Gauge  plates— Nos.  10,  12,  14.  $9.15  to  .$9.35 
per  100  lbs.    Black  American  Bessemer  Plates 
—28  gauge,  $9.60  per  100  lbs. 
Flats — 6  Ins.  wide  and  under,  $6.00  per  100  lbs. 


Rivets — Button  and  cone  head — 14,  ^  and  in. 
made  up,  $5.50;  54  and  1  in.  made  up,  $6.50; 
yi  and  yg  in.  rods  only  $4.50. 

Extras — 1/lOc  per  lb.  extra  for  cutting  to  length, 
for  plate  less  than  14  >n-  thick,  for  angles 
less  than  5  in.  combined  legs  and  beams  and 
channels  under  6  ins.,  for  18,  20,  and  24  in. 
beams;  1/lOc  to  lie  per  lb.  extra  for  all 
Bethlehem  sections. 

Galvanized  iron — 28  gauge,  $10.00. 

Cast-iron  pipe — Standard  prices,  carload  lobs, 
f.o.b.  Toronto:  4-in.  $78  to  $79  per  net  ton; 
6-in.  and  up  $75  to  $76.  Lower  price  for 
Class  B.  Higher  price  for  Class  A  and  gas 
pipe.  Less  than  car  lots,  $2  extra. 
SEWER  PIPE 

Sewer  pipe — Toronto  prices  (wholesale),  with  dis- 
counts as  below,  f.o.b.  factory — i  in.,  30c  pei 
ft.;  6  in.,  45c;  8  in.,  70c;  9  in.,  90c;  10  in., 
$L05;  12  in.,  $L35;  15  in.,  $L80 ;  18  In., 
$2-50;  20  in.,  $3;  22  in.,  $4;  24  in.,  $4.50. 
Discounts — 4  in.  to  24  in.  standard,  65  per 
cent. ;  15  in.  to  24  in.  double  strength,  62 
per  cent. 

Tile  wall  coping — 8  or  9  in.  wall,  50c  per  ft. ;  12 
in.  or  13  in.  wall,  75c  per  ft;  18  in.  wall, 
$1.50  per  ft. ;  carried  in  6.  12,  18,  and  24  in. 
lengths.    Discount  65  per  cent. 

PAINTS  AND  OILS 

White  lead — ground  in  oil,  less  than  ton  lots, 
$16.55  per  100  lbs. ;  ton  lots,  $16.20  per  100 
lbs. 

Boiled  linseed  oil — in  bbls.,  $1.51  per  gal.  of  9  lbs. 

Raw  linseed  oil — in  bbls.,  $1.48  per  gal. ;  red  lead, 
dry,  ,$19  per  100  lbs. ;  putty  in  bulk,  $5.00  per 
100  lbs. ;  in  100- lb.  drums,  $5.60 ;  putty  in 
25-lb.  tins,  $5.75  per  100  lbs.;  steel  sash 
putty  in  25-lb.  tins,  $6.00  per  100  lbs. ;  tur- 
pentine, in  bbls.,  77c  per  Imp.  gal.,  based 
on  southern  gauge. 


MONTREAL  PRICES 

CEMENT,  LIME,  AND  BRICK 
Cement — $2.80    steam    car    load    lots,  including 

sacks,  less  5  per  cent,  for  cash. 
Lime-^Hydrated,  $18  per  ton;  lump,  $12. 
Brick — No.  1  pressed,  $18;  No.  2  pressed,  $15; 

Manganese  rustic,  $20;  buflf  rustic,  $20;  red 

rustic.  No.  1,  $15;  red  rustic.  No.  2,  $13; 

buff  (smooth),  $21;  buff  (rough),  $20;  plastic 

$12.25. 

Concrete  Brick— grey  $22,  red  $22,  buff  $28,  white 
$45,  plain  pressed  $12  per  thousand,  all  f.o.b. 

Works,  Mascouche,  P.Q. 

CONCRETE  SEWER  PIPE 
Straight  pipes  (per  foot) ;  not  reinforced,  8-in. 
26c.;  9-in.  30c.  10-in.  34c;  12-in.  40c;  15-in. 
60c;  18-in.  74c.  Reinforced,  18-in.  90c;  21- 
in.  $1;  24-in.  $1.20;  30-in.  $1.60;  36  in.  $2.40; 
42-in.  $3;  48-in.  $4.20. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 
Crushed  Stone — 2  in.,  $1.40;  ii-ln.  $1.65;  H-in., 

$1.75  per  ton,  delivered. 
Sand — $1  per  ton,  car  load,  on  cars. 
Gravel — $1.20  per  ton  f.o.b.  cart. 

STEEL  AND  IRON 

Steel  angles — 3  in.  x  3  in.  and  up,  $5.75;  1  in. 
X  1  in.  X  %  in.,  28c  extra;  ^  in.  x  ^  in. 
X   X   in.   80c  extra.     Boiler  plates — in. 

thick  and  thicker,  $13.00.  Circular  plates  — 
Fiance  quality,  38  in.  dimension  and  over, 

$1.3,.30;  under  .36  in.  diameter,  .$1,3.65.  Beams 
and  channels — Under  35  lbs.,  per  yd.,  $8.76; 
.35  lbs.  per  yd.  and  over,  $5.60;  f.o.b.  Mont- 
real, net  cash,  nominal.  Corrugated  iron — 26 
gauge.  $960;  2.S  gauge.  .$8.70  per  100  sq.  feet, 
suljject  to  change  without  notice.  Copper 
bearing  sheets  —  Keystone  black,  28  U.  S. 
gauge,  $0.50  per  100  lbs.  nominal. 


SEWER  PIPE 

Straight  pipe  (per  foot) — 4  in.,  30c;  6  in.,  45c; 
in.  70c;  9  in.,  85c;  10  in.,  $1,115:  12  in..  $1.3E 
15  in.,  $1.80;  18  in.,  $2.50;  20  in.,  $3;  22  m 
$4;  24  in.,  $4.50;  27  in.,  $6.50;  30  in.,  $7.2i 
Channel  pipe  (4  in.  to  30  in.)  24c,  36c.  86< 
72c,  84c,  $1.08,  $1.44,  $2.00,  $2.40,  $3.2i 
$3.60,  $6.20,  $8.78.  One-eighth  bends  ( 
in.  to  30  in.),  $1.20,  $1.80,  $2.80,  $3.61 
$4.20,  $5.40,  $7.20,  $10,  $12,  $16,  $18,  $2( 
$28;  1/4,  $1.20,  $1.80,  $3.15,  $4.05,  $4.7i 
$6.10,  $14.40,  $20,  $24,  $32.  $36,  $52.  $57.61 
Double  collar,  90c,  $1.35,  $2.10,  $2.55,  $3.11 
$4.05,  $5.40;  slant  1  foot  long  side  (4  in.  | 
15  in.),  90c,  $1.35,  $2.10.  $2.55,  $3.15,  $4.ffl 
$5.40.  Single  branch  (6  in.  to  9  in.),  3  B 
$2.25,  $3.50,  $4.25 ;  2  and  2!^  ft.  (4  in.  to  I 
in.),  $1.35,  $1.80,  $3.15,  $3.85,  $4.75,  $6.1( 
$8.10,  $11.25,  $13.50,  $18.  $20.25,  $32.50.  $3< 
Single  squares  (4  in.  to  30  in.)  ditto.  Doubl: 
branch  and  double  square  and  Y  pipe  (4  in.  1 
30  in.),  $1.80,  $2.70,  $4.90,  $6.30,  $7.35,  $10.8( 
$14.40,  $20,  $24,  $32,  $36,  $45.50,  $50.41 
Syphon,  cesspool,  and  buchan  trap  (4  in.  t 
15  in.),  $3,  $4,  $7,  $9,  $10.50,  $18.  Doubl 
syphon,  running  trap,  and  hand  hole  trap  ( 
in.  to  12  in.),  $3,  $4,  $7,  $9.  $10.50.  $«: 
These  prices  are  subject  to  a  discount  of  I 
per  cent,  for  less  than  car  load  lots  deliverej 
and  a  discount  of  from  61  to  66  per  cent,  fc 
car  load  lots  f.o.b.  Montreal. 

SUNDRIES 

Hard  wall  plaster — $15  per  ton.  Plaster  of  Pari 
$2.95  per  bbl.,  both  less  5  per  cent,  for  casl 
Rope — Best  Manilla,  39c  basis  per  pounds 
British  Manilla,  33c  basis;  sisal  rope,  27 J4 
basis;  lath  yarn,  27^c.  Boiled  linseed  oil-' 
in  barrels,  $1.39  per  gal.  of  9  lbs.  Raw  St 
seed  oil — in  barrels,  $1.3654  per  gal.  ' 


WINNIPEG  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — Portland,  $4.00  per  bbl.;  mortar  c< 
ment,  64c  per  70-lb.  bag,  in  ton  lots;  Keenei 
$6.45  to  $13.55  per  bbl.,  depending  on  qua 
ity.      (All    prices   include  bags). 

Lime — White  or  grey,  in  bulk,  45c  per  bushel 
per  barrel,  $2.10  to  $2.40. 

Hydrated  Lime — In  paper  bags,  $16.35  per  ton 
in  cotton  bags,  $19.55. 

Brick — No.  1  dry  pressed,  red  and  buff,  $35 
corrimon  red  stock,  $25;  common  grey  stoc) 
$12;  No.  1  enamelled  brick,  all  colors,  froi 

$100;  sand  lime,  $12;  firebricks,  $70  to  $90. 

CRUSHED  STONE.  SAND,  AND  GRAVEL 
(Including  delivery) 
Crushed  stone — I'/i-in.   to  2-in.,  $2.60  per  yard 

3A-in.  to  1-in.,  $2.85;  stone  dust,  $2.55;  rvA 

ble  stone,  $14.20  per  cord. 
Sand,  gravel  and  torpedo  sand— $2.10  per  yard. 
Crushed  granite — lyi  and  2-in.,  $2.65;  ^-m.  ar 

1-in.,  $2.90;  54 -in.  and  dust.  $3.20. 
Gravel — Per  yard,  delivered.  $1.86. 
Crushed  Granite — 154  and  2-tn.,  $2.66:  54 -in.  an 

1-in.,  $2.90;  5^-in.  and  dust,  $3.26. 

LUMBER  (BUILDING  MATERIAL) 
(Including  delivery) 
(15  per  cent,  discount  for  cash) 

Flooring — No.  2  red  pine,  4  in.,  $43;  9  in.,  $4( 
No.  8  red  pine,  4  in.,  $38;  9  in.,  |40;  No. 
red  and  white  pine  or  spruce,  4  In.,  $28: 
in.,  $32;  No.  1  and  2  fir,  edge  grrain,  8  in 
$60;  4  in.  and  6  in.,  $68;  No.  3  fir,  edge  ir 
flat  grrain,  4  and  6  in.,  $46;  No.  4  fir  shi] 
lap  grade,  4  and  0  in.,  $32;  common  2  x 
pine,  spruce  or  fir,  4  and  9  in.,  $33;  No. 
white  pine,  4  and  6  in.,  $86;  No.  3,  $46;  N' 
2  red  pine.  4  and  9  in.,  $46;  No.  3,  $40;  N 
4.  $32;  No.  6,  $24 

Dimension  Timber  (No.  1  pine,  spruce,  tamara 
fir  or  cedar)— R  x  8,  8  x  10.  10  x  10.  10 
12.  12  X  12.  $38;  10  x  14.  14  x  14.  14  x  1' 
«  X  10.  6  T  12.  R  X  12,  $39;  10  x  16.  12  x  J> 
IB  X  16.  14  X  18.  16  X  18.  18  x  18.  20  x  3 
$40;  «  X  14.  8  X  14.  12  X  IS.  18  x  20,  $42: 
T  16.  B  X  18.  B  X  20.  fl  X  IB.  R  X  18.  R  X  a 
1"  X  18,  10  X  20,  12  X  20,  14  x  20.  16  x  2 
$43. 
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RAILS 


BILLETS 


Concrete  Reinforcement  Bars 

Plain  Round,  Square  and  Cold  Twisted  Squares 

DOMINION  IRON  &  STEEL  COMPANY 

LIMITED 

BAR  STEEL 


Warehouse  Stock*  t 

SYDNEY.  N.  S. 
MONTREAL,  QUE. 
TORONTO,  ONT. 
FT.  WILLIAM.  ONT. 


Sales  Offices : 

SYDNEY,  N.  S. 

MONTREAL 
112  St.  James  St. 

TORONTO 
18  Wellington  St.,  E. 


Mills  and  General 

Offices  t 

SYDNEY,  N.  S. 


WIRE  NAILS    » WIRE  PRODUCTS 


•vriihAuiomstic  CearShiftin^  Brake 
Device  and  Silencer. 

lAT-HEREVER  Ash  Removal 
**  problems  exist,  they  can 
be  completely  remedied  by  the 
installation  of  a  G.  &  G.  Tele- 
scopic Hoist.  Architects  and 
contractors  throughout  Canada 
are  repeatedly  specifying  and 
installing  them. 

G.  &  G.  Telescopic  Hoists  pro- 
vide the  means  for  the  speedy  and 
economical  removal  of  ashes  and 
increase  the  efficiency  of  operating 
equipment. 

Send  to  Nearest 


MODEL  A 


MADE 
IN 
CANADA 

&  G.  Telescopic  Hoists 
embody  many  exclusive 
features.  They  are  noiseless  in 
operation,  absolutely  safe,  and 
raise  a  load  of  300  pounds  at 
a  speed  of  30  feet  per  minute. 
When  not  in  use  entire  hoist 
telescopes  below  grade. 

MODEL  A,  Illustrated,  is  one 
of  five  models.  There  is  a  type 
for  your  building. 


Agent  for  bulletin  describing  all  models 


GILLIS  &  GEOGHEGAN,  Sherbrooke,  Quebec 


B.  &  S.  H.  THOMPSON  CO., 
LTD.,  Montreal   and  Toronto, 
Agents  for  Quebec  and  Ontario 


WM.  N.  O'NEIL  CO..  LTD., 

VANCOUVER, 
Agents    for    British  Columbia 

III! 


R.  C.  GRANT, 
NEW  GLASGOW, 
Agent  for  the  Maritime  Provinces 

III 


W.  T.  GROSE, 
Agent  for  Manitoba,  Saskatchewan, 
Alberta,  Winnipeg 
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{Continued  from  page  44' 

Pine — common,  6  to  10  in.,  $105;  12  in., 
$110;  pine  trim  4-in.  casing,  $3.70  per  100 
ft.  5'A-in.  ditto,  $4.40;  Sin.  pine  base,  $6; 
10-in.,  $7 ;  4-in.  pine  window  stool,  $7.50. 

Shingles— No.  1  B.  C.  cedar,  $4;  No.  2,  $3.50; 
No.  1  B.  C.  cedar  dimension,  $5.50;  hand- 
sawn,  $7. 

STEEL  AND  IRON 
Steel— Round  bars,  $5.25  per    100    lbs.;  square 
twisted,   $5.25   per    100   lbs. ;    channels  and 
angles,  $5.50;  beams,  $5.25;  plates,  $8.25  per 
100  lbs. 

Cast  Iron  Pipes — Standard  price,  car  load  lots, 
f.o.b.  Winnipeg,  $38  per  ton. 

SEWER  PIPE 

Sewer  Pipe— Wholesale  prices  f.o.b.  Winnipeg, 
per  ft.,  3  in.,  9  cents;  4  in.,  11  cents;  5  in., 
16  cents;  6  in.,  18yi  cents;  8  in.,  30  cents; 
9  in.,  35  cents;  10  in.,  40  cents;  12  in.,  50 
cents;  15  in.,  75  cents;  18  in.,  $1.00;  20  in., 
$1.50;  24  in.,  $2.00. 

SUNDRIES 
(Including  delivery) 
Hard  Wall  Plaster— $19  to  $22.50  per  ton  ;  Plaster 
of  Paris,  $20.50  per  ton ;  in  barrels,  $4.40  per 
bbl.  of  320  lbs. 
Plasterers'  Hair — $3.30  per  bale ;  90c  per  bushel. 

PAINTS  AND  OILS 

Mortar  Color — Red,  .$4.5U  per  100  lbs. ;  black  or 
buff,  $5.50;   chocolate,  $6.50. 

Paints  and  Oils — White  lead,  ground  in  oil,  $11.50 
per  100  lbs. ;  boiled  linseed  oil,  in  bbls.,  98 
cents  per  gal.;  raw  linseed  oil,  in  bbls.,  95 
cents  per  gal.;  dry  red  lead,  $10.00  per  100 
lbs.;  putty  in  bulk,  $3.25  per  bbl.;  putty  in 
25-lb.  tins,  $3.75;  turpentine,  in  bbls.,  80 
cents  per  gal.  Mixed  paint,  ordinary  colors, 
per  gal.,  $3.10. 


VANCOUVER  PRICES 

CEMENT,  LIME,  AND  BRICK 
Cement— Grey  Portland,  $2.05  per  bbl.  f.o.b.  ware- 
liouse,  sacks  extra ;  Keens  cement,  $9.00  per 
l)bl.,  sacks  extra;  line  whte,  $S.0O  per  bbl.  oi 
300  lbs. ;  superfine,  white,  $9.50  per  bbl. ; 
white  Portland  cement,  $2.65  per  bbl.  of  250 
lbs.,  sacks  10c  extra,  f.o.b.  Voncouver. 
Lime — $1.75  per  bbl.  f.o.b.  warehouse  or  delivered. 
Brick— Common  red  brick,  $14.50  to  $16.00  f.o.b. 
warehouse;  $12.50  and  up  in  car  lots  f.o.b. 
Vancouver;  pressed  red  brick,  $30  f.o.b.  wharf 
Vancouver;  pressed  buff  brick  $40  at  ware- 
house; $33  in  car  lots;  tapestry  brick,  $45  at 
warehouse;  impervious  brick,  $45  f.o.b.  build- 
ings ;  fire  brick,  $40  in  car  lots,  $45  in  ware- 
liouse;  fire  clay,  $12.50  per  ton  in  car  lots. 

SAND  AND  GRAVEL 
Sand — Brick  and  plaster  sand  $2.25  per  cu.  yd. 
f.o.b.  bunkers. 

Gravel — $2.25  per  yard  delivered. 

•     LUMBER   (BUILDING  MATERIAL) 
Vancouver  prices,  f.o.b.  mills : 

Dimension  timber — Douglas  fir — 8  x  8,  10  x  10, 
10  X  12,  10  x  14,  12  X  12,  12  x  14,  14  x  14, 
14  x  16,  $18;  6  X  10,  6  x  12,  8  x  10,  8  x  12, 
10  X  16,  12  X  16,  16  X  16,  $18.50;  6  x  14, 
8  X  14,  12  X  18,  18  X  20,  $19 ;  6  x  16,  8  x  16, 
10  X  18,  18  X  20,  14  X  20,  16  x  18,  16  x  20, 
18  X  IS,  20  X  20,  $19.50. 

Fir  flooring — 1  x  3  edge  grain,  $28;  1x4  edge 
grain,  $31;  1x4  flat  grain,  $24;  No.  1  and 
2,  1-inch  clear  fir  rough,  $33;  No.  1  and  2, 
I'/i  and  lyi  inch  clear  fir  rough,  $39;  No.  1 
and  2,  2  inch  clear  fir  rough,  $35;  hemlock 
lath,  $1.15;  pine  lath,  $2.35  to  $2.65;  XX 
B.  C.  cedar  shingles,'  $2.15;  XXX,  $3.25; 
XXXXX,  $3.60. 


STEEL  AND  IRON 
Vancouver  prices  f.o.b.  warehouse : 

Steel — (round  and  square  bars)  $4.50- base;  twist- 
ed and  deformed,  $4.50  base;  structural  sec- 
tions, $6.00  to  $7.00. 

Galvanized  iron — 2.S  gauge,  .fl2.^.j  per  1()0  llis. 

Corrugated  iron — 26  gauge,  6,  7  and  8  ft.  sheets, 
$10.90;  5,  9  and  10  ft.  sheets,  $11.05  per  sq. 
lilack  steel  sheets,  24  gauge,  .flO.SS  per  lUO 
lbs. 

Steel  angles— $6.00  to  $7.00  per  100  lbs.,  depend-' 
ing  on  size,  quantity  and  specihcations. 

Steel  channels,  beams — $G.U0  to  $7.00  per  100  Ibs.,' 
depending  on  size,  quantity  and  specilicalioiis. 

Steel  plates— $12.00  to  $15.00. 

SEWER  PIPE 

Sewerpipe — Vancouver    prices    .fo.b.    warehouse  {■ 
4-in.,  131^ c  per  ft. ;  6-in.,  23c  per  ft. ;  8-in.,  35r 
ft. ;    10-in.,  45c   ft. ;   12-in.,   55c   ft. ;  15-in, 
$1.10  ft.;  18-in.,  $1.30  ft.;  20-in.,  $L55  ft. 
24-in.,  $2.30  ft.    (all  net  prices). 

SUNDRIES 

Hard  wall  plaster — $16.50  in  car  lots  f.o.b.  Vaa 

couver,  bags  extra. 
Hydrated  lime — .$16.00  in  car  lots. 
Alca  lime — $16  per  ton. 
Plaster  of  Paris — Hammer  brand,  $4.50  per  bbl. 
Finishing  Plaster — $19  per  ton,  sacks  extra. 
Welsh  slate— $11.50  to  $12.00  per  square,  f.o.b, 

Vancouver. 

Rope,  Manilla,   %  in.,  39c  base;     J^in.,  39}4 
Vs  in.,  40c;  Id  in.,  iOVzc;  2nd  grade,  33}^ 
ba^e ;  sisal  rope,  '/S'/ic  base. 

PAINTS  AND  OILS 
Boiled  linseed  oil — In  bbls.,  $1.67  per  gal.  of 

lbs. 

Mixed  Paint— Per  gal.,  $2.95  to  $3.25. 

Raw  linseed  oil — In  bbls.,  $1.65  per  gal. ;  rei 
lead,  dry,  $21.25  per  100  lbs.,  in  oil,  24c. 
putty  in  bulk.  Standard,  $4.50;  Pure,  $5.50 
Turpentine,  in  bbls.,  95c.   to  $1.00. 

White  Lead— Ground  in  oil,  $18  to  $20  per  100  Ibai 


i 


andST.JOHHS,EQ. 
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Town  and  City  Sewers 

ALL  SIZES  OF  PIPES  and  CONNECTIONS  from  4  inch  to  30  inch  always  IN  STOCK 

In  our  salt  glazed  vitrified  sewer  pipe  we  offer  the  highest  type  of  sewer  material.  Pipe 
of  our  manufacture  have  been  used  in  practically  every  city  in  Canada.  Highly  glazed  and  per- 
fectly vitrified. 

If  you  are  contemplating  sewer  construction  we  can  quote  you  some  attractive  prices.  We 
also  make  all  classes  of  fire  clay  goods. 
Prompt  shipment  on  all  orders. 

Ground  Fire  Clay,  in  Bulk  or  Bagged. 
"Amco"  Segment  Sewers— From  30  to  108  diameter 
Send  for  Illustrated  Book  on  "Building  Segment  Sewers*' 

Standard  Clay  Products  Limited 

St.  Johns,  P.  Q.,  and  New  Glasgow,  N.  S. 


THREE  SEWER   PIPE  FACTORIES 


ALSO   FIRE  CLAY  FACTORY  AT  ST.   JOHNS,    P.  Q. 


i.  January  !),  Kiis 
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VANCOUVER  WOOD  PIPE 

&  TANK  CO.,  LTD. 


Contractors  for  Waterworks  Construction, 
Manufacturers  ot  Wire- Wound  Wood  Pipe,  Continuous  Stave 

Pipe,  Tanks,  Silos,  Steam  Casing. 
See  our  new  patented  Wood  Pipe  Coupling-Positively  LEAK  PROOF. 
We  ara  the  originators  of  the  BORED  OUT  Wood  Sleeve  Coupling 
Write  for  Illustrated  Catalogue. 

850  Hastings  St.  W.      VANCOUVER,  B.C. 


Boviog  Hydraulic  &  Engineering 
Company,  Limited 


LINDSAY, 


ONTARIO 


We  Manufacture 
Water  Wheels,    Hydraulic  Governors, 
Centrifugal  Pumps,       Mill  Machinery 
Fly- Wheels  (up  to  28  feet  dia.) 

Prompt  Shipment 
Prices  etc.,  on  request 


U  A  f  T   Q  New  and  Relaying 

Switches,  Turntables,  Etc. 

Carried  in  Stock 

Locomotives  and  Cars 
Jno.  J.  Gartshore,  Toronto 


Water  Supply 

from  ' 

Deep  Wells 

is  obtained  at  a  mini- 
mum cost  by  use  ot  our 
deep  well  pumps. 


Write  for 
Bulletin  26 
explaining: 
the  use  ot 
Cook's 
Patent 
Brass  Tube 
Well 
Strainer 


A.  D.  COOK 

Lawrenceburg  Indiana,  U.  S.  A. 

Manufacturer  of  a  Complete  line  of  DEEP  WELL 
SUPPLIES  including  Steam,  Belt  and  Motor  Driven 
DEEP  WELL  PUMPS,  Wind-mill  and  Hand  Pumps, 
Working  Barrels  and  Valves,  Pump  Rods  and  Pump 
Rod  Joints,  Drill  Rods  and  Drill  Rod  Joints,  Drilling 
and  Well  Tools. 

Catalogue  Mailed  Upon  Request 


Crushed  Rubble  Dimension 

CROOKSTON  QUARRIES 

Crushed  Stone — Clean,  tough  stone,  specially  suitable  for  concrete  mix  and  macadam  roads.  Although  we 
have  supplied  hundreds  of  cars  of  stone  to  Toronto,  Montreal  and  intervening  points  we  have  never  had  one 
car  rejected. 

Rubble  Stone — From  one  man  size  to  blocks  weighing  many  tons. 
Plmension  Stone — The  stone  that  has  stood  the  test  for  half  a  century. 

Capacity  500  tons  a  day  C.P.R.  and  G  T.R.  Connection*  Telephone  Madoc  2.  R  3—2 

ASK  US  FOR  QUOTATIONS 

QUINLAN  &  ROBERTSON,  Limited,  Crookston,  Ontario 
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Civil 

Vi^UllH  AV'LVl  9  1 

Electrical 
Mechanical 

Directory  or 

Engineers 

Special 
Interests 

Chipman  &  Power 

Civil  Engineers 

TORONTO  WINNIPEG 

Willis  Chipman.      Geo.  H.  Power. 


Anglins  Limited 

Contracting  Engineers 

65  Victoria  St.  MONTREAL 


H.  J.  Griswold, 

Montreal. 


B.  W.  Seton, 

Toronto. 


DOMINION  ENGINEERING 
&  INSPECTION  CO. 

Inspecting  and  Testing  Engineeri 
Head  Office  and  Laboratories, 
820  Lagauchetiere  St.  West,  Montreal. 

BRANCH  OFFICES: 
24  Adelaide  Street  East,  Toronto. 
806  Union  Trust  Buildrng,  Winnipeg 
CEMENT  TESTING  AND  REIN- 
FORCED CONCRETE  INSPECTION 
MILL,  SHOP  AND  FIELD  INSPEC- 
TION OF  STEEL  STRUCTURES 
AND  BRIDGES 
TESTS  AND  INSPECTION  OF  IRON 

AND  STEEL  PIPE,  ETC. 
LOCOMOTIVES,  CARS,  NEW  AND 

SECOND-HAND  EQUIPMENT 
"Represented  at  New  York,  Pittiburgh  and 
Chicago;  Glacgow  and  London,  Eng. 


Canadian  Inspection  & 
Testing  Laboratories 

Limited 

Inspecting  Engineers 
and  Chemists 

Mill,  shop  and  field  inspec- 
tion of  bridges  and  struc- 
tural work;  test  of  materi- 
als; mill  inspection  of  rails 
and  track  supplies;  found- 
ry inspection  of  steel  and 
iron  castings  of  all  classes; 
expert  examinations  and 
reports.  Representatives 
at  all  important  Canadian, 
American  and  European 
Works. 


MONTREAL 


Head  Office 
and  Main  Laboratories: 

Branch    OFRcet   and    Laboratoriei — 
TORONTO,  WINNIPEG,  EDMONTON, 
VANCOUVER  and   NEW  GLASGOW 


HADDIN  &  MILES 

LIMITED 

(Formerly  The  John  Gait  Engineering  Co.,  Ltd.) 

Consulting 
Civil  Engineers 

Water  Supply,  Sewerage,  Sewage 
Disposal,  Electric  Lighting 
and  Power 


WINNIPEG 


CALGARY 


R.  S.  &  W.  S.  LEA 

Consulting  Engineer* 

Water  Supply  ;  Sewerage  and  Drainage  ;  Water 

Purification;  Disposal  of  Sewage  and  Refuse ; 

Water  Power  Developments  and  Power  Plants. 
Reports,  Designs,  Supervision  of  Construction 
New  Birks  Bldg.  Telephone 

MONTREAL.  P.Q.  Uptown  783 


FRANK  BARBER 

Bridge  and  Structural  Engineer 

Steel  and  Reinforced  Concrete  Bridges  and 
Buildings,    Foundations,    Municipal  Work 

40  JARVIS  STREET,  TORONTO 


Robert   W.  Hunt 
Thoa.  C.  Irving,  Jr. 


Chtrles  Warnock, 
Jai.  W.  Moffat, 


Robert  W.  Hunt  &  Co. 

Limltad 

Consulting  and  Inspecting  Engineers, 
Chemists  and  Metallurgists 

Expert  inspection  and  tests  of  all  structural 
materials  and  mechanical  equipment. 

Inspectors  at  all  important  industrial  centres. 

Reports  on  Properties  and  Processes 

Head  Office  and  Laboratories : 
McGill  Building,  Montreal 
Branches : 

Toronto         Vancouver         London,  England 


Crushed 
Stone 

BRICK 


Tigco 
o 


Cut 

Stone 
SAND 


T.  A.  Morrison  &  Co.,  ^".JS^tiTeal'* 


Reid  &  Brown  Structural  Steel 
&  Iron  Works,  Limited 

We  carry  a  large  stock 

Steel  Beams,  Channels,  Angles, 
Plates,  Columns,  etc. 

FOR  IMMEDIATE  SHIPMENT 
Office  and  Worka— 63  Esplanade  E,  TORONTO 

Phones— Main  904  and  905 


R.  O. 
WYNNE  -  ROBERTS 
Consulting  Engineer 

40  JARVIS  STREET 

TORONTO 

Water  Supply,  Sewerage,  Sewage  Dis- 
posal, Civic  and  General  Engineering, 
Arbitrations,  Investigations,  Valuations, 
Reports,  etc. 


Sash 

Operating  Machinery 

of  all  kinds 

KING  CONSTRUCTION  CO- 

40  Dovercourt  Rd.,  TORONTO 


1 


Geo.  M.  Miller  &  Co. 

Architects 

93  Yonge  Street        -  TORONTO 


We  protect 

TIMBER 

from 

DECAY 

atour  Carbslineum  Treating  Plant 

The  Lachute  Shuttle  Co.,  Ltd. 

Lachute  Mills,  P.  Que. 


THOMSON  BROS. 

CONTRACTORS 

Established  1884. 
Masonry    and    all    kinds    of  Reinforced 
Concrete  Construction  Work  carried  out. 

Main  2453     413  Ryrie  BIdg.,  Toronto. 
Park.  538.  Park.  3302  Nights.  Sundays,  and 
Holidays. 


DARLING  BROTHERS  LIMITED 

ENGINEERS  &  MANUFACTURERS 

MONTREAL,  CANADA 

Branches:  Agents: 

Toronto.  Winnipeg       Halifax,  Calgary.  Vancouver 

PUMPS  FOR  ANY  SERVICE    •  STEAM  APPLIANCES  OFEVERY  KIND 


Milton   Hersey  Co.,  Ltd. 

Engineers,  Chemists,  Inspectors 

PAVING 

designed,  superintended,  inspected. 
Montreal  Winnipeg  New  York 


,  January  0,  1918 
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Built  for  C.P.R. Montreal 


CANADIAN 
CHICAGO  BRIDGE  &  IRON  CO. 

Limited 
BRIDGEBURG.  ONTARIO 

Our  Specialty  Is  the  Design,  Manufacture 
and  Erection  of  Elevated  Steel  Tanks 
for  Municipal,  Railroadand  Factory  Service. 
We  also  design,  manufacture  and  construct 
Oil  Tanks,  Coaling  Stations,  Bridges,  Turn- 
tables, Building  and  Structural  Material. 

"Write  our  nearest  Sales  Office  for  prices,  plans 
and  specifications.  Our  catalogue  No.  15  gladly 
mailed  to  you  upon  request." 

Sales  Offices  :— 
Bridsaburs,  Ontario.  130  Janet  Street 

Chicago,  Illinois,  2014  Old  Colony  Bldg. 
New  York,  N.  Y..  30  Church  Street 

Shops:— Bridsaburs,  Ont. 

Chicago,  m.  GreenvlUa,  Pa. 


The  Maritime  Bridge 

Company,  Umited 

Manufacturers  and  Erectors  of 

Steel  Railway  and  Highway  Bridges, 
Buildings,  Girders,  Trusses,  Towers, 
Turntables,  Tanks,  Smoke  Stacks, 
Riveted  Pipe,  and  Structural  Steel  and 
Plate  Work  of  all  descriptions. 

We  have  the  only  complete  stock  of 
Steel  Shapes,  Plates  and  Bars  in  the 
Maritime  Provinces. 


Office  and  Plant: 

New  Glasgow,  Nova  Scotia 


"GalTaduct"  and  **Loricated" 

Conduits 

for  Interior  Construction 

Conduits  Company,  Limited 

Sola  Manuiactureri  under  Caoadiaa  and  U,  S.  Letteri  Patent 

Toronto      -  Canada 


Standard 
Underground  Cable  Co. 
of  Canada,  Limited 

Manufacturers  of 

Copper,   Brass,   Bronze  Rods  and  Wires 
Copper  and  Brass  Tubes 
Colonial  Copper  Clad  Steel  Wire 
Weatherproof  and  Magnet  Wire 
Rubber  Insulated  Wire 
Lead   Covered  Cables 
Armored  Cables 
Cable  Accessories 

Samples,  estimates  or  prices  upon 
request  to  our  nearest  office. 

Montreal 

Toronto 


Hamilton 
Seattle,  Wasli.  ^ff^'i^- 


STRUCTURAL  STEEL 

and 

BRIDGE  BUILDERS 


Capacity  18,000  Tons. 

We  build  and  erect  all  kinds  of  Structural  Steel,  Bridges, 
Roof  Trusses,  Bank  and  Office  Railings,  Stair 
Work.  Elevator  Grilles,  Fire  Escapes,  etc. 

Over  5,000  Tons  in  Stock  of 

Beams,  Column  Sections,  Angles,  Tees,  Plates,  Bars, 
Checkered  Floor  Plates,  etc. 

McGregor  &  Mclntyre,  Limited 

1139  Shaw  St.  -  -  TORONTO,  CAN. 

Telephone  Hillcrest  1614—1615—1616. 


BITUNAMEL 

Unsurpassed  for  waterpiooBng  foundations  and  prevent- 
ing nut  and  coirodon  on  exposed  iron 
and  metal  work. 

WRITE  FOR  SAMPLE 

The  Ault  &  Wiborg  Co.  of  Canada 
Ltd.,  Varnish  Works 


Montreal 


TORONTO 


Winnipa^ 
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Jainiar\  '.i.  iillfi 


Works  at  Walkerville,  Ontario 


When    placing  your 
order  for 

HYDRANTS, 
VALVES 

and 

VALVE 
BOXES 

place  it  with  us. 


MADE  IN  CANADA 

Strong,  Substantial  and 
Modern  Designs. 
Prices  right. 

Write  for  prices  and  see. 


VALVL- HYDRANT  MANUFACTURERS 

WALKERVILLE,ONT. 


BERMICO 

KYANIZED  ^ 

CROSS-ARMS  ' 
POLES  AND  TIES 


are 


PROTECTED 

FROM  DECAY 

Manufactured  In  Our 
Own  Plant  From  Care- 
fully   Selected  Stock 

W^rifc  for  Samples 
and  Particulars 

BROWN  COMPANY 

FOUNDED  1852 
Formarly  Berlin  Mills  Co.— Burgess  Sulphite  Fibre  Co. 

PORTLAND       -       -  MAINE 


I 


Economy  in  Large  Capacity 
Deep  Well  Pumping 


A  large  water  supply  from  deep 
wells  is  most  successfully  obtained 
with  "American"  Deep  Well  Turbine 
Centrifugal  Pumps,  because  they  de 
liver  a  remarkably  large  quantity  of 
water  from  a  deep  drilled  well,  main- 
tain higli  efficiencies  and  are  reliable 
in  operation. 
These  pumps  are  made  in  styles  to 
deliver  water  at  the 
surface  or  in  com- 
b  i  n  a  t  i  o  n  with  a 
booster  centrifugal 
operating  on  the 
same  shaft  at  the 
surface,  to  produce 
a  pressure  in  the 
mains. 

Pumps  of  this  type 
operate  in  drill  holes 
12  inches  in  diam- 
eter and  larger,  and 
deliver  to  3,000  gal- 
lons of  water  per 
minute. 

Catalog  1352  describes  them. 
Write  for  it. 


The  American  Well  Works 

General  Office  and  Work* :  AURORA.  ILL. 
Chicago  Office:    First  National  Bank  Building 

Special  Canadian  Dealers 
R.  H.  Buchanan  &  Co.,  -  Montreal. 

Gorman,  Clancy  &  Grindley,  Ltd., 

Edmonton  and  Calgary. 
B.  C.  Equipment  Co.,  Vancouver,  B.C. 


January  9,  1918 
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Compressed  Air  Machinery,  Tools  and  Appliances 


Class  "RL-3"  Duplex  Type,  Steam  Driven  Air  Compressor,  with  Cross  Compound  Steam  and  Cross  Compound  Air  Cylinders  with 
Intercooler.     Machine  is  convertible  to  Belt  Drive  when  required,  and  is  equipped  with  Speed  and  Pressure  Governor,  "Circo" 
Silent  Leaf  Inlet  and  Outlet  Valves,  Enclosed  Dust-Proof  Construction,  Flood  Lubrication  System,  and  Meyer  Adjust- 
able Cut-off. 

FOR  PERMANENT  INSTALLATIONS 

the  type  of  Air  Compressor  shown  in  the  cut  is  often  the  most  desirable.  Its  over-all  economy- 
is  obtained  without  complication  of  valve  gear  or  other  parts,  and  it  is  simple  and  compact 
without  losing-'  any  of  its  easy  accessibility  of  parts  when  adjustment  or  inspection  are  re- 
quired. Two  sizes  of  this  machine  are  available,  732  and  1,160  cubic  feet  displacement  respec- 
tively. 

We  have  many  Compressors,  of  various  sizes  and  types,  under  construction  at  all  times,  and  4 
can  usually  make  very  prompt  deliveries.    A  number  of  sizes  in  medium  and  small  capacities  can 
be  shipped  from  stock. 

Bulletins,  estimates,  and  specifications  promptly  supplied,  on  application  to  our  nearest  Branch 
Office. 


CANADIAN  INGERSOLL-RAND  CO.,  LTD. 

General  Offices:  MONTREAL,  QUE. 

BRANCH  OFFICES: 

Sydney,  N.S.  Sherbrooke,  Que.  Montreal,  Que.  Toronto,  Ont. 

Cobalt,  Ont.  Timmins,  Ont.  Winnipeg,  Man.  NeUon,  B.C.  Vancouver,  B.C. 
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DOMINION  Wire  Rope 


Repeat  orders  tell  their  own  story 

Use  our  WIRE  ROPE  on  any  job 

Its  DURABILITY  has  been  proved 
in  its  extensive  use 


The  Dominion  Wire  Rope  Company,  Limited 

MONTREAL  TORONTO  WINNIPEG 


"C.  H.  &  E." 
Contractor's  Equipment 


HOISTS 


Either  Gasoline  Engine 
or  Electric  Motor  Driven 


MATERIAL  ELEVATORS 

Either  Single  or  Double  Cage 

MORTAR  MIXERS 


"MARION"  Shovek 

for  all  classes  of  work 

^^Ransome"  Concrete  Mixers 
"Andrews'^  Drill  and  Tool  Steel 


Branch : 
108  Mail  Building, 
TORONTO 


Head  Office 

MONTREAL 


Vol.  32 


Toronto,  January  16,  1918 


No.  3 


GLASS  BENDERS 


TO  THE  TRADE 


THE  TORONTO  PLATE  GLASS 
IMPORTING  COMPANY  u, 


IMITED 


GLASS  IMPORTERS  AND  MANUFACTURERS 

91-113  DON  ROADWAY.  TORONTO 


Alphabetical  Index  to  Advertisers,  Page  14 


Classified  Directory  to  Advertisements,  Page  6 
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THE 


LIMITED. 


»€>, 


FOR  ANY  CLA5S  OR  r-<: / 
^  KIND  OF  BUILDING  ^ 


Beam  Spans 
I'in  Spans 
Riveted  Spans 
Swing  Bridges 

Rivets 
Through  Spans 
Deck  Spans 
Truss  Rods 
Drift  Bolts 
Machine  Bolts 
Anchor  Bolts 
Punched  Washers 
Cast  Washers 


/50  feci  Stving  andge  over  Csno.-:--^. 
PnC/fic  ffa/iwai/  near  Brsverton 
Oritar/Q  sfioiving  met^oa  of 
erecting  such  strwciures 
^•/tth  Steel  Oernck  Cer-r^ 


KAILWAYand  HIGHWAY  ^ 
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Looking  Forward 

The  Dominion  Rubber  System  policy 
is  "To  Serve  and  Please  the  Trade," 

That   pohcy  will   be   more   in  evidence 
during  191  8  than  ever  before. 

Despite  changed  and  changing  condi- 
tions in  Trade  and  Manufacturing,  there 
will  be  no  lessening  of  our  efforts  to  meet 
every  need  in  Rubber,  no  matter  from 
what  source  it  may  emanate.  For  more 
than  half  a  century  we  have  set  the  pace, 
and  ,  our  position  this  year  will  be  more 
pronounced  because  of  the  greater  and 
better  service  we  can  and  will  render. 

Our  service  branches  in  the  principal  cities 
of  Canada,  will  give  prompt  and  intelligent 
attention  to  all  enquiries.    Our  experts 
,    are  ready  with  their  advice,  where  needed. 

Canadian  Consolidated  Rubber  Co. 

Limited 

Head  Office    —  MONTREAL 

Service  Branches  at  Halifax,  St.  John,  Quebec,  Ottawa. 
Toronto,  Hamilton,  Kitchener,  London,  North  Bay,  Fort 
William,  Winnipeg,  Regina,  Saskatoon,  Calgary,  Lethbridge, 
Edmonton,  Vancouver  and  Victoria. 


Largest  Rubber  Dlanufacturing  Organization  in  the 

British  Empire. 
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"BEATTY" 

Auxiliary  Ship  Machinery 


Ash  Hoist  for  ships  now  being  built  in  Canada 
—   Agents  — 

H.  E.  Plant,  Montreal,  Que.  R.  Hamilton,  Vancouver 

E.  Leonard  &  Sons,  St.  John,  N.B.     Kelly-Powell,  Winnipeg 


Cargo  Winches 
Warping 
Winches 
Anchor  Wind- 
lasses 
Ash  Hoists 

Also 

Hoisting  Engines, 
Electric  Hoists, 
Steel  Derricks, 
Derrick  sirons. 
Clamshell  Buckets, 

Let  us  know  what  you  want 
along  this  line 
We  will  tender  promptly 

M.  BEATTY  &  SONS,  LTD.,  WELLAND 


LONDON 


ELEVATED  DRUM 


The  Elevated 
Drum  allows  a 
great  descent 
for  the  concrete. 
Provides  for  a 
rapid  and  uni- 
form delivery. 


Paving  Mixer 

Forward  Loader  and  Rear  Dis- 
charge take  up  little  room  on 
the  roadway. 

Traction  Drive.  Moves 
anywhere  with  its  own  power. 

The  Rotary  Distributing  Chute 
turns  in  a  complete  half  circle,  also 
opens  up  at  different  points.  The  con  ■ 
Crete  is  distributed  to  any  part  of  the 
road.  No  wheeling.  No  sliovel- 
ling  of  concrete. 

ONE-THIRD  LESS  MEN  REQUIRED.  A  BETTER  JOB.  We  guarantee  that  this  Machine  will  deliver  Con- 
crete on  a  roadway  at  a  saving  of  1  0  per  cent  over  any  other  type  of  Machine.    Full  particulars  on  request.     Send  for 

Catalogue  No.  I  A.  ...       ^.^  ...       ,  ... 

We  have  twenty-three  different  sizes  and  styles  of  Mixers. 
Also  a  full  line  of  Concrete  Machinery  and  Cement  Working  Tools. 

LONDON  CONCRETE  MACHINERY  CO.,  LIMITED 

DEPT.  7,  LONDON,  ONTARIO 

World's  Largest  Manufacturers  of  Concrete  Machinery 

AGENCIES 

R   R   Power,  Halifax,  N.S.               Rene  Talbot,  Quebec,  Que.  Tlie  General  Supply  Company  of  Canada,  Toronto,  Ont. 

Tlie  F'oss  &  Hill  Machinery  Company,  Montreal,  Que.  The  General  Supply  Company  of  Canada,  Winnipeg,  Man. 

Til'  General  Supply  Company  of  Canada,  Ottawa,  Ont,  .  Tlie  B.  C.  Equipment  Company,  Vancouver,  B.C. 


mm 
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Permanence  with  Economy 
in  Road  Building 

Hot-mix  asphalt  pavement  is  the  finest  road  surface  at  any  cost.  It  is 
practically  permanent.  It  is  customary  for  the  contractor  when  building  this 
pavement  to  guarantee  the  same  to  be  in  perfect  condition  after  withstanding 
ten  years'  severe  traffic.  It  costs  no  more  than  many  roads  which  carry  no 
guarantee. 

The  other  types  of  asphalt  roads  are  the  "traffic  mat"  and  the  "penetration 
pavement."    Both  serve  their  uses  worthily. 

Experts  testify  that  initial  cost  and  upkeep  of  asphalt  road  surfaces  are  lower 
than  any  other  types  of  construction  of  similar  durability.  This  can  be 
demonstrated  to  engineers  or  commissions  contemplating  new  road  con- 
struction. Asphalt  pavements  have  been  laid  and  tested  for  over  half  a 
century. 

IMPEHIAli 

CAIMA.DI/XISI  MADE 

ASPHAUT 

is  the  finest  of  this  fine  material.    Made  from  Mexican  asphaltic  crude  oil. 

PAVING  ASPHALT  for  construction  of  Hot  Mix  Asphalt  Roads.    The  finest  and  mo 
economical  of  all  roads. 

ASPHALT  BINDERS  for  Penetration  Asphalt  Macadam  Roads.    Cheap,  durable  and  dust- 
less. 

LIQUID  ASPHALT  for  dust  prevention  and  increasing  traffic  efficiency  of  earth,  gravel 
and  macadam  roads. 

Write  Our  Road  Engineering  Department  for  Further  Information. 


IMPERIAL  OIL,  LIMITED 

Road  Department      -      Imperial  Oil  Bldg.,  Toronto 
BRANCHES  IN  ALL  CITIES 
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Acetylene  Gas 

The  Prest-O-Lite  Co.,  Inc. 

Air  Compressors 

Can.  IngersoU-RaTid  Co.,  Ltd. 
Canadian  Allis-Chalmers,  Ltd. 

Aluminium 

.Spielmann  Agencies  Regd. 

Air  Hoists 

Canadian   Ingeisoll-Rand  Co. 
Northern  Crane  Works  ■ 

Architectural  Iron  Works 

Canadian  Allis-Chalmers  Ltd.^ 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Architectural  Terra  Cotta 

Toronlo  Plate  Glass  Imp'tg  Co. 

Ash  Hoists 

Gillis   &  Geoghegan 

Asphalt 

Asphalt  &  Supply  Company 
Imperial    Oil  Company 

Axes 

Canada    Foundries    &  Forgings, 

Blast  Hole  Drills 

Hopkins  &  Co.,  F.  H. 

Blowers  and  Compressors 

Canadian  Blower  and  Forgs  Co. 
Can.  IngersoU-Rand  Co.,  Ltd. 
Sheldons  Limited 

Boilers 

Beatty  &  Sons,  M. 

Canadian  Allis-Chalmers  Ltd. 

Inglis  Company,  John 

Marsh  &  Henthorn 

McDougall  Caledonian  Iron  Wks. 

Mussens  Limited 

Boxes — Junction 

Standard  Underground  Cable  Co. 
of    Canada,  Limited 

Brick  Dryers 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Brick  Machinery  and  Supplies 
Sheldons  Limited 
Wettlaufer  Bros. 

Brick  Manufacturers 
Sun  Brick  Company 

Bridges 

Canadian   Allis-Chalmers  Ltd. 

Bridges  (Steel) 

Canadian  Bridge  Company 
Can.  Chicago  Bridge  &  Iron  Co, 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works 
MacKinnon-Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime    Bridge  Company 

Buckets 

Beatty  &  Sons,  M. 
Hopkins  &  Co.,  F.  H. 
Manitoba  Bridge  &  Iron  Works 

Buckets — Steel 

Marsh  &  Henthorn,  Ltd. 

Cable 

Dominion  Wire  Rope  Co.,  Ltd. 
Standard  Underground  (  able  Co. 
oj  Canada,  Limited 

Cable  Terminals 

Slatularrl   Underground   (  able-  Co. 
of  Canada,  Limited 

Cars— Steel  Body 

Marsh  Sc  Henthorn,  Ltd. 


Car  Wheels 

Marsh  &  Henthorn,  Ltd. 
Steel  Co.  of  Canada  Limited 

Castings — Grey  Iron 

Marsli  &  Henthorn,  Ltd. 

Casements 

Trussed  Concrete  Steel  Co. 

Cement 

liritnell  &  Company  • 

Cement,  High  Temperature 

lieveridge  Paper  Co.,  Ltd. 

Cement  Waterproofing 

Barrett  Company 
Ideal  Concrete  Machinery  Co. 
Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 

Centrifugal  Pumps 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  IngersoU-Rand  Co. 

Chemists 

Canadian  Inspection  and  Testing 
Laboratories 

Coal  Chutes 

Manitoba  Bridge  &  Iron  Works 

Coal  Handling  Apparatus 
Beatty  &  Sons,  M. 

Cold   Storage  Insulation 

Armstrong  Cork  Company 

Compressed  Acetylene  Gas 

The   Prest-O-Lite   Co.,  Inc. 

Concrete  Block  Machines 

Ideal  Concrete  Machinery  Co 
London  Concrete  Machinery  Co. 

Concrete  Culvert  Pipe 

Blair,  B. 

nominion  Concrete  Company 

Concrete  Hardener  and  Water- 
proofer 

Beveridge  Paper  Co.,  ttd. 

Concrete  Mixers  and  Appliances 
Hopkins  &  Co.,  F.  H. 
Ideal  Concrete  Machinery  Co. 
I,ondon  Concrete  Machinery  Co. 
Mussens  Limited 

Concrete  Sewer  Pipe 
Blair,  B. 

Dominion  Concrete  Company 

Conduits 

Conduits  Company,  Limited 

Connecting  Rods 

Canada    Foundries    &  Forgings, 

Contractors 

Anglins  Limited 
Foundation  Company 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 
Wells  &  Gray  Limited 

Contractors'  Plant  &  Supplies 

Beatty  &  Sons,  M. 

Boving  Hydraulic  &  Engineering 

Company' 
Canadian  Allis-Chalmers  Ltd. 
Dake  Engine  Company 
Marsh  &  Henthorn 

Conveyor  Belting 

Dunlop  Tire  &  Rubber  Company 

Conveying  Machinery 

Canadian    Mathews   Gravity  Car- 
rier Company 

Core  Drills 

Canadian  Allis-Chalmers  Ltd. 
Can.  fngersoll-Rand  Co.,  Lid. 


Corrugated  Iron 

Pedlar   People  Limited 

Cranes,  Travelling  and  Locomotive 
Boving  Hydraulic  &  Engineering 

Company 
Hopkins  &  Company,  F.  II. 
Maritime  Bridge  Company 
Northern  Crane  Works 

Crank  Shafts 

Canada    Foundries    &  Forgings, 

Crushed  Stone  and  Granite 

Canada   Crushed   Stone  Corpora- 
tion 

Crushed  Stone,  Limited 
Morrison  Company,  T.  A. 

Crushers  (Stone  and  Rock) 

Canadian  Allis-Chalmers  Ltd. 
London  Concrete  Machinery  Co. 
Mussens  Limited 

Culverts 

Pedlar  People 

Damp  Proof  Coating 

Barrett  Company 
Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 

Derricks  and  Derrick  Fittings 
Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  II. 
Maritime  Bridge  Company 
Marsh  &  Henthorn,  Limited 
Northern  Crane  Works 

Dredging  Pumps 

Boving  Hydraulic  &  Engineering 
Company 

Dredges 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 

Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 

Drill  Steel  Sharpeners 

Canadian  Ingersoll-Rand  Co. 

Dump  Cars,  Wheels,  etc. 

Hopkins  &  Company,  F.  H. 
Manitoba  Bridge  &  Iron  Works 
Maritime    Bridge  Company 
Marsh  &  Henthorn 
Sheldons  Limited 

Drift  Pins 

Canada    Foundries    &  Forgings, 

Drying  Apparatus 

Canadian  Blower  &  Forge  Co. 

Elastite 

Carey  Mfg.   Co.,  Philip 
Trussed  Concrete  Steel  Co. 

Electric  Fans 

Sttirtevant  Co.  of  Can.,  Ltd.,  B.  F. 

Electric  Air  Rock  Drills 

Canadian  Ingersoll-Rand  Co. 

Electric  Impulse  Clocks 
Gent  &  Company 

Electric  Water  Systems 

Ontario  Wind  Engine  &  Pump 
Company 

Electrical  Specialties 

Spielmann  Agencies  Regd. 

Electrical  Supplies 

Canadian  General  Electric  Co. 

Elevator  Doors 

Ormsby  Company,  A.B. 

Elevators 

Norlhrrn   Crane  Works 
Tnrnbiil!  Elevator  Company 


Engines 

Canadian  AUis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Hopkins  &  Company,  F.  H. 
Inglis  Company,  John 
McDougall  Caledonian  Iron  Wks. 

Engineers  (Civil  and  Mechanical) 

Bowman  &  Connor 
Chipman  &  Power 
Dominion  Engineering  &  Inspec- 
tion Company 
Foundation  Company 
Haddin  &  Miles 
Hunt  &  Co.,  Robt.  W. 
Milton  Hersey  Co. 
R.  &  W.  S,  Lea 
Wynne-Roberts,  R.  O. 

Excavators 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 

Exhaust  Heads 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Expanded  Metal 

Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Fans 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Fibre,  Vulcanized 

Beveridge  Paper  Co..  Ltd. 

Fire  Brick,  Jointless 

Beveridge  Paper  Co,,  Ltd. 

Fireproof  Doors  and  Windows 
Ormsby  Company,  A.  B. 
Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Fire  Escapes 

Dennis  Wire  &  Iron  Works  Co. 
Manitoba  Bridge  &  Iron  Works 
McGregor  &  Mclntyre 

Fire  Escape  Spirals 

Canadian   Mathews   Gravity  Car- 
rier Company 

Fire  Protection  Appliances 
Bickle  Company,  R.  S. 

Flag  Poles 

Ontario  Wind  Engine  &  Pump 
Company 

Flooring  Materials 

Armstrong  Cork  Company 
Imperial  Oil  Company 

Forges 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Forgings,  Steel  &  Iron 

Canada    Foundries    &  Forgings, 

Gasoline  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
London  Concrete  Machinery  Co. 
Ontario  Wind  Engine  &  Pump 

Company 

Generators 

Canadian  General  Electric  Co. 

Glass 

Toronto  Plate  Glass  Tnipt,!;,  Co, 

Governors 

Boving  Hydraulic  &  Engineering 
Company 

Gravity  Carriers 

Canadian   Mathews   Gravity  Car- 
rier Company 

(Continued  on  page  <S) 
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The  BEST  Results  in  Painting 

are  obtained  from 

Special   Paints  made  Specially  to  meet  Special  Conditions 

A  Paint  made  to  give  the  best  possible  results  on  ALL  kinds  of  surfaces 
cannot  (the  fact  is  self  evident)  give  the  same  protection  that  a  paint 
made  specially  to  protect  ONE  special  surface  will  give. 

SPECIAL  PAINTS  ARE  OUR  SPECIALTY 

If  You  Contemplate  the  Painting  of : 

BRIDGES  STRUCTURAL  STEEL  TANKS 

BUILDINGS  STACKS  and  BOILERS  PENSTOCKS 

GAS  HOLDERS  ROOFS  (metal  or  canvas)  PIPING 

STEEL  CARS  GRAIN  ELEVATORS  TROLLEY  POLES 

We  shall  be  glad  to  tell  you  of  these  Special  Coatings 
They  will  REDUCE  YOUR  MAINTENANCE  COST 

DOMINION  PAINT  WORKS,  LIMITED 

Montreal  WALKERVILLE,  ONT.  Winnipeg 

Toronto  l^^jg  ;„  u.  s.  A.  by  DETROIT  GRAPHITE  CO.  Detroit.  Mich.  Vancouver 


Lead  Ring  Gasket 
(Patented) 

Mueller  Service  Clamps 

Double  Strap  Pattern 

This  Clamp  is  satisfactory  for  the  highest  pressures  ;  the  most  severe  climatic  conditions, 
and  can  be  had  for  services  of  tmy  size.  It  is  made  of  malleable  iron,  galvanized  and  is 
tapped  for  iron  pipe  or  corporation  cock  thread.  We  strongly  advise  the  use  of  corporation 
cock  tapping  where  ever  the  clamp  is  used  for  water  as  it  enables  the  use  of  the  same  cor- 
poration cocks  as  are  used  with  the  Mueller  Tapping  Machines. 

Moulded  lead  ring  gaskets  are  used  with  all  Mueller  service  clamps  to  make  an  absolutely 
tight  joint.  These  gaskets  are  made  with  ears  that  bend  up  over  the  side  of  the  clamp  to 
hold  the  gasket  in  place  when  the  joint  is  being  made.  One  gasket  is  furnished  with  every 
clamp.    This  is  distinctly  a  Mueller  feature. 

By  using  ells  these  clamps  may  also  be  used  for  taking  a  service  from  steam  lines,  etc. 

H.  MUELLER  MFG.  CO.,  LIMITED 

Sarnia       ■       Ontario,  Canada 

New  York,  N.Y.  San  Francisco,  Gal.  Decatur.  111.,  U.S.A. 
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Hammers 

Canada    Fouiulvies    &  Forcings, 

Hammer  Drills  ' 

Canadian  Allis-Clialmeis  Ltd. 
Canadian  IngersoU-Rand  Co. 

Heating  Apparatus 

Canadian  BlowSr  and  Forge  Co. 
Sheldons  Limited 

Heat  Insulating  Materials 

Armstrong  Cork  Company 
Hoists,  Electric  ' 

Northern  Crane  Works 
Hoisting  Apparatus 

Beatty  &  Sons,  M. 

Canadian  Ingersoll-Rand  Co. 

Gillis  &  Geoghegan 

London  Concrete  Machinery  Co. 

Marsh  &  Henthorn 

Mussens  Limited 

Northern  Crane  Works 

Hoisting  Engines 
Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Hopkins  &  Company,  F.  H. 
Marsh  &  Henthorn,  Limited 

Hose 

Can.  Consolidated  Rubber  Co. 
Dunlop  Tire  &  Rubber  Co. 

Hydrants 

Canada  Iron  Foundries 
Gartshore-Thompson  Pipe  Co. 
Kerr  Engine  Company 
McAvity  &  Sons,  T. 

Industrial  Cars 

MacKinnon-Holmes  &  Co. 

Inspection  Engineers 

Canadian  Inspection  and  Testing 
Laboratories 


Insulating  Compounds 
Imperial  Oil  Company 
Spielmann  Agencies  Regd. 
Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Industrial  Cars 

Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Marsh   &  Henthorn,  Ltd. 

Interior  Finish  and  Doors 

Canadian  Office  &  School  Furni- 
ture Company 

Insulating  Bricks 

Armstrong  Cork  Company 

Jib  Cranes  (all  kinds) 
Northern   Crane  Works 

Journal  Wedges 

Canada    Foundries    &  Forgings, 

Kilns 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Lead  Pencils 

American  Lead  Pencil  Company 

"Lidgerwood"  Hoists 

Canadian  Allis-Chalmers  Ltd. 

Lockers  (Clothes) 

Canada  Wire  &  Iron  Goods  Co. 
Dennis  Wire  &  Iron  Works  Co. 

Machinery  Insulation 

Armstrong  Cork  Company 

Metal  Lath 

Pedlar  People  Limited 
Trussed  Concrete  Steel  Co, 


Metallic  Roofing 

Pedlar  People  Limited 

Meters,  Water 

McDougall  Caledonian  Iron  Wks. 
Neptune  Meter  Company 

Motors 

Canadian  General  Electric  Co. 

Oil  Tanks 

Boving  Hydraulic  &  Engineering 

Company 
Imperial  Oil  Company 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 

Ornamental  Iron 

Dennis  Wire  &  Iron  Works  Co. 

Ornamental  Moulds 

Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 

Paints  and  Varnishes 
Dominion  Paint  Works 
Hopkins  &  Company,  F.  H. 
Spielmann  Agencies  Regd. 

Paints  (Bridge  and  Structural  Iron 
and  Pipe  Coating) 
Barrett  Co. 

Dominion   Paint  Works 
Imperial  Oil  Company 
Spielmann  Agencies  (Regd.) 
Trussed  Concrete  Steel  Co. 

Paving  and  Paving  Materials 

Asphalt  &  Supply  Company 
Barjett  Co. 

Carey   Mfg.   Co.,  Philip 
Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 


Pipe  (Concrete,  Iron  &  Wood) 
Boving  Hydraulic  &  Engineering 

Company 
Dominion  Concrete  Company 
Gartshore  Thomson  Pipe  Co. 
National  Iron  Works 

Pipe  and  Boiler  Coverings 
Dominion  Paint  Works 

Pencils  (Lead) 

American  Lead  Pencil  Company 

Perforated  Metals 

Canada  Wire  &  Iron  Goods  Co. 

Pile  Driving  Machinery 
Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  G. 
Marsh  &  Henthorn,  Limited 

Pipe  Fittings  and  Flanges 

Pittsbtugh    Valve,    Foundry  & 
Construction  Company 

Pipe  Covering  (Cold  and  Steam) 
Armstrong  Cork  Company 

Plumbing  Supplies 

Mueller  Mfg.  Company,  H. 

Planing  Mill  Exhausters 

Canadian  Blower  and  Forge  Co. 
Slieldons  Limited 

Plaster 

Britnell  &  Company 

Plug  Drillers 

Canadian  Ingersoll-Rand  Co. 
(Continued  on  page  10) 


Hoisting  Engines 


For  All  Purposes 

MODERN  IN  DESIGN 
PRACTICAL  IN  SERVICE 
ECONOMICAL  OF  FUEL 
DURABLE  BY  TEST 
MODERATE  IN  PRICE 


We  are  specialists  in  designing  and  build- 
ing machinery  to  handle  all  sorts  of  heavy 
materials. 

I'f  steam  power,  as  shown  al)ovc,  is  un- 
suited  to  your  work,  we  can  supply  you 
with  apparatus  operated  l)y  either  electric, 
gasoline  or  belt  power,  to  liandle  your  loads. 

MARSH  &  HENTHORN,  LIMITED 

Belleville,  Ont. 


STEEL  FLUMES  and 
PENSTOCKS 

For  Water  Powers 

Send  us  your  specifications  and  allow  ■  us  to  submit 
a  price. 

Smoke  Stacks 

Large  or  Small. 

We  are  prepared  to  build  steel  smoke  stacks  any  size 
required.  None  too  large  or  too  small  for  our  capa- 
city.   Priced  reasonable. 

Steel  Tanks 

Any  Size  or  Shape. 

Hundreds  of  our  steel  tanks  in  use,  and  for  nearly 
as  many  purposes.  Made  tight,  and  made  right.  No 
design  too  complicated  or  too  simple  for  our  experts. 
Let  us  figure  on  your  requirements. 

Steel  Piping 

Straight  or  Curved. 

Our  shops  have  turned  out  some  very  difificult  jobs  of 
•steel  piping,  and  the  many  repeat  orders  furnish  the 
l)est  evidence  of  satisfaction  to  the  buyers.  Let  us 
see  your  drawings  and  give  you  a  price. 

MARSH  &  HENTHORN,  LIMITED 

Belleville,  Ont. 
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Pneumatic  Machinery 

Canadian  IngersoU-Rand  Co. 


Power  Engines 

Eoving  Hydraulic  &  Engineering 

"Company 
Inglis  Company,  John 


Purnps 

Canada    Foundries    &  Forgings, 


Pumps  and  Pumping  Machinery 
American  Well  Works 
Beatty  &  Sons,  M. 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian  Ingersoll-Rand  Co. 
Cook,  A.  D. 
Darling  Bros. 

Hopkins  &  Company,  F.  H. 
Inglis  Company,  John 
McDougall  Caledonian  Iron  Wks. 
Ontario   Wind   Engine   &  Pump 

Company 
Waterous  Engine  Works  Co. 


Quarry  Machinery 

Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 


Railway  Supplies 

Can.  Chicago  Bridge  &  Iron  Co. 
Dominion  Iron  &  Wrecking  Co. 
Gartshore,  John  J. 
Hopkins  &  Company,  F.  H. 


Reinforcements,  Concrete  and  Steel 
Burlington  Steel  Company 
Canada  Wire  &  Iron  Goods  Co. 
Pedlar  People  Limited 
Steel  Co.  of  Canada,  Limited 
Trussed  Concrete  Steel  Co. 


Refrigeration  Machinery 

Boving  Hydraulic  &  Engineering 
Company 


Road  Asphalt 

Asphalt  &  Supply  Company 
Imperial  Oil  Company 


Road  Oil 

Imperial   Oil  Company 


Road  Machinery 

Hopkins  &  Company,  F.  H. 
Waterous  Engine  Works  Co. 


Rolling  Steel  Doors 

Ormsby  Company,  A.  1!. 


Roofing  Material 
Barrett  Co. 

Carey  Company,  Pliilip 
Imperial  Oil  Company 
Xoble,  Clarence  W. 
Pedlar  People  Limited 


Rrfofing,  Rubber 

Beveridge  Paper  Co..  l.lil. 


Rubber  Goods 

Can.  Consolidated  Ruhhei  Co. 
Dunlop  Tire  &  Rubber  Co. 


Scrap  Iron 

Dominion  Iron  &  Wrecking  Co. 

Screens 

Canada  Wire  &  Iron  Goods  Co. 

Sewer  Pipe 

Britnell  &  Company 
Canada   Iron  Foundries 
Dominion  Sewer  Pipe  Co. 
Gartshore  Thompson  Pipe  Co, 
Hamilton  &  Toronto  Sewer  Pipe 

Company 
Ideal  Concrete  Machiiiery  Co. 
London  Concrete  Macfiinery  Co. 
National  Iron  Works 
Ontario  Sewer  Pipe  Company 
Standard  Clay  Products  Ltd. 


Sheathings 

Beveridge  Paper  Co.,  Ltd. 


Ship  Forgings 

Canada    Foundries    &  Forgings, 


Shovels  (Steam) 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 

Silo  Moulds 

London  Concrete  Machinery  Co. 

Skylights 

Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 


Smoke  Stacks 

Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
MacKinnon,  Holmes  &  Co.  * 
Manitoba  Bridge  &  Iron  Works 
Maritime   Bridge  Company 
Marsh  &  Henthorn,  Ltd„ 
Pedlar  People  Limited 

Sprinkler  Tanks  (Steel) 

Can.  Chicago  Bridge  &  Iron  Co. 

Stair  Builders 

Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Steam  Appliances 
Darling  Bros. 

Steam  Apparatus  and  Specialties 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
McAvity  &  Sons,  T. 
Sheldons  Limited 


Steam  Turbines 

McDougall  Caledonian  Iron  Wks. 


Steel 

Burlington   Steel  Company 
Dominion  Iron  &  Wrecking  Co. 
Hopkins  &  Company,  F.  H. 
Steel  Company  of  Can.,  Ltd. 
Trussed  Concrete  Steel  Co. 


Steel  Bars 

Burlington  Steel  Company 
Hopkins  &  Company,  F.  IT. 
Maritime   Bridge  Company 
Steel  Company  of  Canada,  Ltd. 
Trussed  Concrete  Steel  Co. 

Steel  Pipe 

Can.  Chicago  Bridge  &  Iron  Wks. 


Steel   Plate  Construction 
MacKinnon-Holmes  &  Co. 
Marsh  &  Henthorn,  Ltd. 
Waterous  Engine  Works  Co. 


Steel  Sash 

Ormsby  Company,  A.  B. 
Trussed  Concrete  Steel  Co. 


Stone 

Britnell  &  Company 
Rogers    Supply  Company 
Sackville   Freestone  Company 


Structural  Iron  and  Steel 
Burlington  Steel  Company 
Canadian  Allis-Chalmers  Ltd. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
MacKinnon-Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 
McGregor   &  Mclntyre 
Reid  &  Brown  Structural  Steel  & 
Iron  Works 


Swinging  Gears 

Dake  Engine  Company 


Switchboards 

Canadian  General  Electric  Co. 


Tanks  and  Steel  Pipes 

Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  DesMoines  Steel  Co. 
Inglis,  John 

Manitoba  Bridge  &  Iron  Works 
Marsh  &  Henthorn 
McDougall  Caledonian  Iron  Wks. 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 
Ontario  Wind  Engine  &  Pump 

Company 
Waterous  Engine  Works  Co. 


Telescopic  Hoists 

Black  Building  Supply  Company 
Gillis  &  Geogliegan 


Testing  and   Inspecting  Bureau 
Hunt  &  Company,  Robt.  W. 


Tile  Moulds 

London  Concrete  Machinery  Co. 


Thumb  Screws  and  Nuts 

Canada    Foundries    &  Forgings, 


Towers 

Can.  Chicago  Bridge  &  Iron  Co. 


Transformers 

Canadian  General  Electric  Co. 


Turnbuckles 

t'anada    Foundries    &  Forgings, 


Valves 

Canada    Iron  Foundries 
Gartshorc-Thomson    Pipe  Co. 
Kerr    Engine  Company 
McAvity  &  Sons.  T. 
Dunlop  Tire  &  Rubber  Co. 


Ventilating    &    Heating  Apparatus 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 


Varnishes — Insulating 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 


Wagons 

Tiffin   Wagon  Company 

Water    Level  Apparatus 
Gent   &  Company 


Waterproofing 
Barrett  Co. 

Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 


Water  Softeners  and  Filters 

Manitoba  Bridge  &  Iron  Works 

Water  Tapping  Machines 
Mueller  Mfg.   Company,  H. 

Water  Turbines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
McDougall  Caledonian  Iron  Wks. 


Welding  Apparatus 

Prest-O-Lite  Company,  Inc. 


Welding  and  Cutting  Plants 

I'rest-O-Lite  Company,  Inc. 


Well  Drilling  Plants 
American  Well  Works 
Ontario  Wind  Engine  &  Pump 
Company 


Window  Sash 

Steel  &  Radiation  Limited 
Trussed  Concrete  Steel  Co. 


Wires  and  Cables 

Standard  Underground  Cable  Co, 
of  Canada,  Limited 


Wire  Guards  and  Screens 

Canada  Wire  &  Iron  Goods  Co. 


Wire  Rope 

Dominion   Wire  Rope  Co.,  Ltd. 

Wrenches 

Canada    Foundries    &  Forgings, 

Wood  Pipe 

Canadian  Pipe  Company 
Pacific  Coast  Pipe  Company 
Vancouver   Wood   Pipe  &  Tank 
Company 

Wood  Tanks 

I'acific  CoasI  Pipe  Company  . 
Vancouver  Wood  Pipe  and  Tank 
Company 
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Turbine 
Pumps 

Electric  and  Steam 

Water  Works 
Factory  and 
Fire  Services 

Humphrey  Gas 
Pumps 
Any  capacity  or  pressure 

THE  JOHN  McDOUGALL 
CALEDONIAN  IRON  WORKS  CO.,  LIMITED 

Works:  Seigneurs  ft  William  Sts.,  Montreal. 
Manufacturers  of  Boilers,  Castings,  Condensers,  Elevators,  Engines,  Filters,  Forgirngs,  Hydraulic 
Machinery,  Pumps,  centrifugal  and  reciprocating.  Steam  Turbines,  Tanks,  Water  Wheels,  Water 

Works  Plants 


Lachine  Water  Works 
Three  milliom  gallons,  eighty  pounds  domestic,  1(0  lbs.  fire. 
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Built  for  125  lbs.  steam  pressure 
A  New 

25  H.  P.  FARQUHAR  BOILER  AND  ENGINE 

ON  WHEELS 

At  a  Special  Price  -  For  Quick  Sale  From  Stock 


MUSSENS  LIMITED 


MONTREAL       QUEBEC— Pruneau  &  Co. 
WINNIPEG        TORONTO-H.  Turnbull  &  Co. 
VANCOUVER      COBALT -H.  L.  Usborne 


Durability 
Accuracy 

Trident  Meters 

Trident  Disc  Meters  as  illustrated  are  made  in  sizes 
H  inch  to  1  inch,  producing  the  ideal  type  of  meter  for 
house  and  small  service.  Frostproof  and  simple.  Built 
strongly.  All  parts  interchangeable.  Hard  rubber  bwih- 
ings  prevent  corrosion.  Patented  breakable  bottom  pre- 
vents damage  from  freezing.  All  Trident  Metert  are 
fully  guaranteed.  Recognized  as  the  best  by  thousands 
of  users.    Send  for  catalogue  and  price  list. 

Neptune  Meter  Company 

NEW  YORK 


Atlanta 
Boston 


Chicago 
Cincinnati 


Los  Angeles 
San  Francisco 


I 


CANADIAN 

Slow  Speed  Reversible 

MILL  EXHAUSTERS 

require  from  15  to  25  percent  less  power — and  they 
are  designed  to  handle  shavings  and  other  stringy 
material   as  well  as  sawdust,  bark,  gases,  smoke,  etc. 

Bulletin  256-12  gives  tables  of  speed  and  powei 
requirements.     May  we  send  you  a  copy? 

Canadian  Blower  &  Forge 
Company,  Limited 

Kitchener,  Oht. 


CANADIAN   DES  MOINES 
STEEL  CO.,  Limited 

Elevated  Tanks  Barges  Bridges 

Standpipes  Wireless  Towers 

Structural  Steel  for  all  purposes. 


Let  us  bid  on  your  requirements. 
Attractive  Prices— Prompt  Deliveries. 


Sales  Offices  and  Plant 
CHATHAM,  ONT.  275  Inshes  Ave. 

Associated  with 
PITTSBURGH-DES  MOINES  STEEL  CO. 
Pittsburgh,  Pa.  New  York  City 

94.';  Curry  BIdg.  42  Church  St. 

DES  MOINES  BRIDGE  AND  IRON  CO. 
Des  Moines,  Iowa,  9.38  Tuttle  Street 


WOODEN  PIPE 


Wire  wound  wood  stave  pipe,  2  in.  to  24  in.  diameter.  Con- 
tinuous wood   stave  pipe,   any   diameter  required. 

CANADIAN  PIPE  CO.,  LIMITED 


Established  1904 

Equipped    with  the 
machine  driven  by  a 
'  Gua  ranteed. 


New  Factory  Erected  1910 

most  up-to-date  machinery.  Every 
separate  electric  motor.  Satisfaction 


Office  and  Factory— 550  Pacific  St.,  VANCOUVER,  B.C. 


A 
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SWANSEA 

Salt  Glazed  and  Vitrified 

SEWER  PIPES 


True  to  Size 
Impervious  to  Water 

Sizes  manufactured  and  al- 
ways in  slock  4  in.  to  24  in. 


Ask  for  Price  List 
and  Discounts 


also 

Chimney  Tops 
Flue  Linini^s 
Wall  Coping 
Culvert  Pipe 
Inverts 

Telephone  (Toronto  Connection) 
Parkdale  5000 


The  Dominion  Sewer  Pipe  Co. 

(The  Independent  Co.)  Limited 

SWANSEA  (near  Toronto) 


To  Secure 
ECONOMY  and  DURABILITY 

Construct  Your 

SEWERS 

from 

Reinforced  Concrete  Pipe 

Manufactured  by 

Dominion  Concrete  Co. 


Limited 


KEMPTVILLE 


ONTARIO 


Better  good  pipe  at  a  fair 
price  than  poor  pipe 
at  any  price. " 

N.  B.  The  adjolnlne  Illustration  shows  a  line  of  42-ln.  pipe 
In  a  trench  ready  {or  fllUne. 


B  U  I  L.  D  I  N  G 
PRODUCTS 


IMMEDIATE  SHIPMENT 


The  Rib  bar  for  reinforcing  concrete  is  a  special 
rolled  section  with  a  series  of  cross  ribs  so  de- 
signed as  to  secure  maximum  grip  on  the  concrete. 

Size 


'A 

M  ■ 
% 

1 

I'/s  in. 
VA  in. 


Area 
.1406  sq.  in. 
.2500  sq.  in. 
.3906  sq.  in. 
.5625  sq.  in. 
.7656  sq.  in. 
1.0000  sq.  in. 
1.2656  sq.  in. 
1.5625  sq.  in. 


We  have  large  tonnages  of  all  sizes  in  stock,  in 
lengths  up  to  60  feet  and  can  make  immediate 
shipment.   Get  our  quotation. 


Trussed  Concrete  Steel  Co. 

of  Canada,  Limited 
WALKERVILLE      -  ONTARIO 
Montreal       -       Toronto       -  Winnipeg 
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American  Lead  Pencil  Company  .  .  . 

American  Well  Works   . :  

Anglins    Limited    52 

Armstrong  Cork  Company   

Asbestos  Manufacturing  Company..  15 

Asphalt  and  Supply  Company   46 

Ault  &  Wiborg  Company   53 

Barber,  Frank   52 

Barrett  Company  

Beatty  &  Sons,  Ltd.,  M   4 

Beveridge  Paper  Company    4fi 

Brown  Company  

Bickle  Company,  R.  S   47 

Bishopric  Wallboard  Company   

Blair  Company,  B  

Black  Building  Supply  Company  .  .  . 
Boving  Hydraulic    and  Engineering 

Company  

Britnell  Company,  Limited   47 

Burlington   Steel   Company    43 

Canada  Iron  Foundries,  Limited  ...  16 
Canada  Foundries  &  Forgings,  Ltd.  11 
Canada  Wire  and  Iron  Goods  Co.  . . . 

Canadian  Allis-Chalmers   45 

Canadian  Blower  and  Forge  Co.  ...  12 
Canadian    Chicago  Bridge  and  Iron 

Company   •  ■  •  53 

Canadian   Consolidated  Rubber   Co.  3 

Canadian  Des  Moines  Steel  Co   12 

Canadian  General  Electric  Co   45 

Canadian  Ingersoll-Rand  Company. 
Canadian    Inspection    and  Testing 

Laboratories   52 

Canadian  Mathews    Gravity  Carrier 

Company  

Canadian  Office  School  Furniture  Co. 
Canadian  Pipe  Company,  Limited  . .  12 

Canadian  Surety  Company   38 

Carey  Company,  Philip  

Carter  White  Lead  Company   4(5 

Cliipman  &  Power,  Limited  ...   ...  52 

Conduits  Company,  Limited   53 

Cook,  A.  D  

Crushed  Stone,  Limited   47 


Dake  Engine  Company   16 

Darling  Brothers   52 

Dennis  Wire  and  Iron  Company  . .  . 

Dominion  Concrete  Company   13 

Dominion  Engineering  and  Inspec- 
tion Company   52 

Dominion  Iron  and  Steel  Company  49 

Dominion  Iron  and  Wrecking  Co.  .  .  16 

Dominion  Paint  Works   7 

Dominion  Sewer  Pipe  Company  ....  13 

Dominion  Wire  Rope  Company  ...  56 
Dunlop  Tire  &  Rubber  Goods  Co.  . . 

Engineers  and  Contractors,  Ltd.  ...  44 

Foundation  Company  

Gartshore,  John  J  

Gartshore-Thompson  Pipe  and  Foun- 
dry Company   14 

Gent  Company  

Gillis  &  Geoghegan  

Haddin  &  Miles   52 

Hamilton  &  Toronto  Sewer  Pipe  Co. 

Hamilton  Bridge  Works  Company  .  2 

Hopkins  &  Company,  F.  H   56 

Hunt  &  Company,  Robert  W   52 

Ideal  Concrete  Machinery  Company  .  16 

Imperial  Oil  Limited   5 

Inglis  Company,  John   41 

Jenckes  Machine  Company  

Kerr  Engine  Company,  Limited  ...  54 

King  Construction  Company   52 

Lachute  Shuttle  Company   52 

Lea,  R.  S.  &  W.  S   52 

London  Concrete  Machinery  Co.  ...  4 

Lymburwer,  Limited   17 

MacKinnon,  Holmes  &  Co   49 

Manitoba  Bridge  &  Iron  Works  Co.  18 

Maritime  Bridge  Works  Co   53 

Marsh  &  Henthorn,  Limited   8 

McAvity  &  Sons,  T   51 

McDougall  Caledonian  Iron  Works 

Company   11 

McGregor  &  Mclntyre    53 


Miller  &  Co.,  George  M  

Milton  Hersey  Company   52 

Morrison  &  Co.,  T.  A   53 

Mueller  Manufacturing  Co.,  Ltd.  ...  7 

Mussens  Limited   12 

National  Iron  Works   10 

National  Service  Board  

Neptune  Meter  Company   li 

Northern  Crane  Works,  Ltd   47 

Nova  Scotia  Steel  and  Coal  Co  

Office  Specialty  Company  _  ml 

Ontario  Sewer  Pipe  Company  ....  " 
Ontario  Wind  Engine  and  Pump  Co.  47 

Ormsby  Company,  A.  B   18 

Orpen  Conduit  Company   44 

Pacific  Coast  Pipe  Company   16 

Pedlar  People   17 

Pittsburgh-DesMoines  Steel  Co.  ...  12 

Power  &  Son   52 

Prest-O-Lite  Company    54 

Quinlan  &  Robertson  

Reid  &  Brown  Structural  Steel  and 
Iron  Works   52 

Sheldons  Limited  

Standard  Clay  Products,  Ltd   50 

Standard  Underground  Cable  Com- 
pany of  Canada,  Ltd   33 

Steel  and  Radiation   44 

Steel  Company  of  Canada,  Ltd.  .....  9 

Sun  Brick  Company  

Spielmann  Agencies   

Thompson-  Brothers   53 

Tiffn  Wagon  Company   

Toch  Brothers  

Toronto  Plate  Glass  Importing  Co.  1 

Trussed  Concrete  Steel  Company  . .  13 

Turnbull  Elevator  Company   55 

Vancouver  Wood  Pipe  and  Tank  Co. 

Waterous  Engine  Works  Company 

Wells  &  Gray,  Limited  

Williams  Machinery  Co.,  Ltd.,  A.  R.  47 
Wynne-Roberts,  R.  O.   53 


James  Thomson,  President. 


J.  G.  Allan.  Vice-President. 


James  A.  Thomson,  Secretary. 


THE  GARTSHORE-THOMSON  PIPE  &  FOUNDRY  GO. 


LIMITED 


Manufacturers  of 


Flexible  and  Flange  Pipe, 
Special  Castings  and  all  kinds 
of  Waterworks  Supplies. 


3  inches  to  60  inches  diameter. 

for  Water,  Gas,  Culvert  and  Sewer 
HAMILTON,  ONT. 
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Why  Buy  Perishable  Roofs? 

There  is  no  reason  at  all  why  the  roof  of  a  house  should  not  be  as  permanent  as  the  founda- 
tion. It  can  be  made  part  of  the  original  investment  instead  of  a  constant  expense  and  annoy- 
ance. It  is  the  only  part  of  the  house  that  seems  to  require  much  attention  and  it  is  the  one  part 
of  the  house  that  first  shows  the  lack  of  it. 

Further — it  seems  rather  discouraging  that  the  roof  we  buy  for  protection  must  in  turn 
be  protected  with  paint  or  dipping  or  treatment  of  some  kind — and  the  treatment  at  its  best  is 
only  a  temporary  makeshift — an  addition  to  the  original  cost — that  Avipes  out  any  temporary 
saving  that  may  have  been  made  in  the  beginning. 

Analyse  every  roofing  material  offered  you — analyse  it  in  the  light  of  your  own  particular 
problem.    Consider  every  advantage  of  appearance — of  utility — of  economy. 

Consider  the  original  cost  only  in  connection  with  the  cost  of  maintenance  and  repair ; 
for  after  all  it  is  this  periodic  expense  that  indicates  whether  or  not  you  paid  too  much  for  the 
protection  you  received  when  you  first  bought  and  paid  for  your  roof. 

You  buy  a  roof  for  PROTECTION  against  FIRE  and  against  the  elements.  You  should 
also  buy  it  as  PROTECTION  against  EXPENSE;  if  not,  you  will  have  the  expense  even  if 
you  never  have  a  fire,  and  there  is  no  reason  why  you  should  have  either. 

BUT  WHAT  ROOFING  SHALL  I  SELECT  ? 

The  solution  is  a  simple  one  very— — 

**ASBESTOSLATE''     (manufactured  from  Asb  est  OS  Fibre  and  Portland  Cement)  can't  wear 

out  —  Requires  no  paint  or  repairs  —  It  is,  in  fact 

"The  LAST  FOR  EVER  Roof  Covering'' 

Samples,  booklets  and  further  information  on  request 

Asbestos  Manufacturing  Company 

809  Drummond  Building 
MONTREAL 


i. 
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Canada  Iron  Foundries,  Limited 


CAOT  IR0  N  ^rPE 


Head  Office 


Mark  Fisher  Building 
MONTREAL 


Car  Wheels,  Cast  Iron  Water  and  Gas  Pipe,  Specials,  Valves,  Hydrants,  etc..  Castings 
of  all  kinds.  Mooring  Bollards  for  both  Concrete  and  Wooden  Docks 


SCARCITY  OF  LABOR 
PROVIDED  FOR 

The  Ideal  Automatic  Power  Tamper. 

used  with  an  Ideal  Block  Machine, 
saves   labor,    which   is   today  recog- 
nized as  conservati6n  of  man  power, 
the  great  necessity  during  the 
War  Period. 

At  the  same  time  you  are 
producing  building  units  much 
superior  to  those  made  by  man 
power.  Our  catalogue  tells  you 
all  about  it.  Write  for  a  free 
copy. 

Ideal  Concrete  Machinery 

Company,  Limited 
WINDSOR        -  ONTARIO 


DAKE  SWINGING 
ENGINE 

with  Automatic 
Brake  Attachment 

Always  ready  and  speeds 
up  the  work  on  any  job. 
Engine  has  no  dead  center — 
It  starts,  stops  and  reverses 
instantly.  The  brake  re- 
lieves all  stress  on  the  gears 
in  coasting  and  spotting  the 
boom.  Investigate  some- 
thing that  will  save  money 
for  you  by  writing  for  our 
catalog. 


DAKE  ENGINE  CO.,  grand  haven. mich.. 

Canadian  Agents : 
Montreal:  Mutiens  Ltd.  Toronto:  A.R.  Williams  Machinery  Co.,  Ltd. 


National  Iron  Works 

LIMITED 

Head  Office,  Works  and  Docks— TORONTO 

CAST  IRON  PIPE 

Every  Size  for  Water,  Gas,  Culvert  or  Sewer, 
Carried  in  Stock  at 

MONTREAL  -  TORONTO  -   PORT  ARTHUR 

LAKE  OR  RAIL  SHIPMENTS 


Dealers  in 

Scrap  Iron,  Steel 
and  Metals 

Railway  Equipment,  Rails 
and  Machinery 

Dismantlers  of  Bridges,  Plants, 
Steamers,  Mills 

Dominion  Iron  &  Wrecking 

Company,  Limited 

General  Offices : 

Transportation  Bldg.,  MONTREAL 

Quebec  St.  John 


Pacific  Coast  Pipe  Co.,  Ltd. 

Wire  Wound  Wood  Stave  Pipe 

from  2  in.  to  24  in.  diameter  ^ 

Continuous  Stave  Pipe 

from  16  in.  to  12  ft.  diameter 


1551  Granville  Street 


Vancouver,  B.C. 
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PERFECT"  5HEET  METAL 


No  architect  or  engineer  can  do 
full  justice  to  himself  unless  he  uses 
the  best  materials  available  for  the 
work  in  hand. 


Protect  yourself,  therefore,  by  specifying  Pedlar's  Perfect 
Sheet  Metal  Products.  For  various  forms  of  reinforced 
concrete  construction  specify  PEDLAR'S  FEURO- 
DOVETAIL  PLATES,  PEDLAR'S  RIB  FABRIC,  or 
CLINTON  ELECTRICALLY  WELDED  WIRE.  If  a 
firedoor  is  to  be  installed,  consider  the  exclusive  merits  of 
PEDLAR'S  "SAINO"  FIREDOOR— automatic  in  action 
and  quite  impervious  to  the  fiercest  fire.  For  every  pur- 
pose where  a  culvert  is  required  insist  upon  PEDLAR'S 

Write  for  Reference  Book  "C.R." 

The  Pedlar  People 

Limited 

(Established  1861) 
Executive  Office  and  Factories: 
OSHAWA      -  ONT. 

Branches:    Montreal,   Ottawa,  Toronto,   London,  Winnipeg, 
Vancouver. 


PERFECT  <riiNtA^  CULVERTS— they  cannot  rot,  rust, 
decay,  or  crack  from  frost  or  exposure.  P"or  protecting 
plastered  corners  use  PEDLAR'S  "PERFECT"  CORNER 
BEADS.  For  stucco  houses  there  is  no  material  superior 
to  PEDLAR'S  "PERFECT"  TRUSS  FABRIC. 
These  and  many  other  Pedlar  Products  are  made  in  the 
largest  plant  of  its  kind  in  the  British  Empire,  and  are 
backed  by  a  reputation  extending  over  a  oeriod  of  nearly 
60  years. 


Now  on  Munitions 

LYMBURNER,  LIMITED 

The  well  known  manufacturers  of  ornamental  metal  work  and 
special  machinery  are  entirely  occupied  making  munitions, 
and  cannot  execute  orders  for  above  work  until  a  later  date, 
when  they  will  be  glad  to  receive  enquiries  and  will  again 
produce  first  class  Metal  Specialties  of  Every  Description — 
Machinery,  Tools  and  Gauges. 


360  St.  Paul  St.  E. 


MONTREAL 
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Bar  Iron 

Carried  in  all  sizes  and  lengths 
for  immediate  shipment.  Special 
prices  on  certain  sizes. 

Steel  Sheets 

A  complete  range  from  10  gauge  to  26 
gauge,  for  immediate  shipment. 


Small  Angles 

From  y^'  X  ^"  x  ^"  to  2"  x  2"  x 
54"  in  all  sizes,  thicknesses  and 
lengths. 

Steel  Plates 

All  sizes  from  3/16"  to  1"  thick,  in  stock 
now. 


We  have  a  large  stock  of  BOILER  TUBES  of  all  sizes  for  immediate  shipment. 

Wrifg  to  our  WAREHOUSE  DEPT.  regarding  your  needs. 

Reinforcing  Bars  for  Concrete 

Shipment  from  Mill  or  Stock 

We  design  and  fabricate  all  kinds  of  structural  steel,  and  carry  at  all  times  a  large  stock  of  Beams.  Chan- 
nels, Broad  Flange  Beams,  Plates  and  Angles,  Rivets,  Bolts,  Shafting,  Transmission  Machinery,  etc.,  besides 
those  mentioned   above — ready  for  immediate  shipment. 

We  have  a  monthly  stock  list  that  should  be  on  your  desk.   Ask  for  it. 


Manitoba  Bridge  &  Iron  Works,  Ltd. 

Winnipeg       »  Manitoba 


Ormsby 


ROLLING 


James  M,  Aird's  liakery  Stables,  Montreal,  One. 


Associated  with  The   Metal  Shingle  &  Siding  Co.,  Ltd. 
Factories  at: 

Preston,   Toronto.   Montreal,   Winnipeg.   Saskatoon,  Calgary. 


Steel  Doors 


WHEREVER  difficult  fire-door  problems 
arise,  Ormsby  Rolling  Doors  seem 
the  logical  answer.  For  these  doors 
require  no  sliding  room  or  swinging  space. 
They  roll  up  out  of  the  way.  In  case  of 
fire  they  are  a  perfect  barrier,  endorsed  by 
the  Underwriters. 

Ormsby  Rolling  Doors  are  easily  raised 
and  lowered.  Counter-balancing  springs 
relieve  the  weight  of  the  door.  Very  large 
doors  open  with  chain  and  gear. 

Blue  T^rints  and  Literature  covering  Ormsby  Trolling 
Steel  T)oors  will  he  sent  on  request 


A.   B.   ORMSBY   CO.,  LIMITED 


TORONTO,  ONTARIO 


.\C.K\IS 


I''-    \-  <.illi-  Co..   1.1,1.,  nalifa.\,  N..'^. 

.\.   T.   ClKiinlnTs,   X'aiicouvrr,    II. C 


.1.    K.    Kill.  .^1.   .lolni,    X.r..  M.  J.  .Skelly,  OUaua,  Out. 

1).  .\.  CtimininRs,  Urockvillc,  Om. 
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Fair  Outlook  for  Building  Trade 

WHILE  compl-ete  returns  of  the  building  per- 
mits in  Canada  during  the  past  year  are  not 
yet  available,  the  aggregate  of  the  building- 
permits  issued  for  the  first  eleven  months  of 
1917  is  lower  by  over  five  per  cent,  than  the  corres- 
ponding value  of  1916.  If  the  building  permits  are 
to  be  taken  as  a  gauge  of  the  volume  of  construction, 
the  situation  in  the  building  and  contracting  fields,  as 
indicated  by  the  comparison  above  stated,  has  failed 
to  improve  during  the  past  year.  The  conditions  this 
year  will  be  hard  to  predict  but  a  set-back  has,  with- 
in the  last  week  or  so,  been  forecast  in  a  statement 
by  Hon.  F.  B.  Carvell,  Minister  of  Public  Works,  that 
all  expenditures  outside  of  maintenance  are  to  cease  on 
the  public  works  of  Canada,  the  Halifax  reconstruc- 
tion alone  excepted. 

To  many,  this  situation  appears  to  be  critical  and 
anything  but  o])timistic.  Many  intimately  connected 
with  the  engineering  and  contract!  112:  fields  see  in 


the  low  ebb  to  which  building  in  general  has  sunk, 
a  condition  well  nigh  hopeless.  No  doubt  individual 
contractors  are  suffering  by  the  scarcity  of  work,  but 
a  general  survey  seems  to  indicate  that  pessimism 
should  be  far  from  the  rule. 

While  prices  of  labor  and  material  were  never 
so  high,  we  believe  that  it  is  not  first  cost  that  is 
deterring  owners  from  building.  The  purchasing  pub- 
lic in  general  is  in  a  stronger  position  than  it  has 
been  for  years.  This  fact,  with  the  industrial  activity 
imposed  by  the  demand  for  war  supplies,  would  ord- 
inarily indicate  considerable  activity  on  the  part  of 
private  interests.  After  three  and  a  half  years  of  war, 
however,  there  is  a  certain  frame  of  mind  that  is  .so 
acting  as  to  confine  purchases  to  necessities.  It  is  this 
tendency,  and  not  the  fear  of  first  cost,  we  think,  that 
is  operating  to  keep  construction  at  a  low  ebb.  Specu- 
lation, ordinarily  resulting  in  superfluous  building  has 
been  practically  killed,  and  in  reality  only  urgent  struc- 
tures, or  those  directly  contributing  to  the  waging 
of  the  war,  are  contemplated. 

While  this  tendency  has  doubtless  added  to  the 
troubles  of  the  contractor,  there  is  still  room  for  opti- 
mism. The  restraint  on  construction  has  prevented 
expansion  to  such  a  degree  that  the  country  is  under 
rather  than  over-built.  AVhen  war  comes  to  an  end, 
therefore,  the  contractor  will  be  in  an  excellent  posi- 
tion. It  will  be  necessary  to  make  up  the  deficit 
in  our  requirements  and  there  is  every  promise  that 
contractors  will  find  plenty  to  do  in  constructing  those 
projects  that  have  been  held  over. 

In  the  meantime,  however,  there  is  a  little  work 
being  picked  up  here  and  there.  Increasing  rents  will 
have  a  tendency  to  drive  people  to  build  their  own 
houses.  Of  course,  the  centre  of  activity  for  some 
time  to  come  will  be  Halifax.  Here  the  alternative 
is  presented  of  handing  the  contract  for  rebuilding  to 
one  or  two  big  firms  or  distributing'  it  among  a  num- 
ber of  smaller  contractors.  In  view  of  the  nature 
of  the  work  to  be  performed  the  latter  would  seem 
to  be  the  proper  course.  Would  it  not  be  well,  then, 
for  our  builders'  exchanges  to  get  together  and  see 
whether  some  scheme  cannot  be  worked  out  by  which 
they  can  help  Halifax  and  at  the  same  time  keep  their 
own  organizations  together? 


Fire  and  Load  Tests  of  Building  Columns 

FIRE  tests  of  building  columns,  being  jointly  con- 
ducted by  the  Associated  Factory  Mutual  Fire 
Insurance  Companies,  the  National  Board  of 
Fire  Underwriters,  and  the  Federal  Bureau  of 
Standards,  at  Underwriters'  Laboratories,  are  pro- 
gressing according  to  schedule,  two  columns  being  test- 
ed each  week.  The  work  of  testing  began  last  sum- 
mer, and  will  require  a  year  for  the  completion  of  the 
full  series  of  100  tests.  This  was  preceded  by  several 
years'  work  in  designing  and  erecting  the  testing  ap- 
paratus and  in  preparing-  and  covering"  the  test  speci- 
mens bv  the  difl:erent  methods  and  with  the  various 
materials  required  for  a  full  investigation.  In  the  Con- 
tract Record  of  August  15,  1917,  a  brief  outline  of  the 
test  equipment  was  presented.  The  ])aragraphs  that 
follow  embody  the  essential  features  of  the  apparatus. 

The  apparatus  used  in  the  tests  consists,  briefly,  of 
a  gas  furnace,  capable  of  being  controlled  according  to 
a  specified  standard  temperature  curve,  reaching  a 
nia.vimum  of  2.300  degrees  Fahr.  (1,260  degrees  Cent.) 
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at  the  end  of  an  eight-hour  test.  The  load  on  the  col- 
umns, while  being-  subjected  to  lire  test,  is  supplied  by 
means  of  a  hydraulic  ram,  an  average  load  of  100,000 
pounds  being  maintained  during  the  test,  this  being 
calculated  for  the  various  sections  according  to  accept- 
ed formulas  for  working  load.  ■ 

Thermo-Coup^es  Measure  Temperature 

The  temperature  of  the  column  furnace  is  measured 
by  means  of  platinum  and  base  metal  thermo-couples, 
supported  . in  porcelain  tubes  at  two  elevations,  and 
that  of  the  columns  by  means  of  base  metal  thermo- 
couples attached  to  the  metal  of  the  column  at  four 
elevations  and  at  different  points  in  the  section.  The 
temperature  indications  are  read  with  a  potentiometer 
indicator  and  connections  are  also  made  to  an  auto- 
matic potentiometer  recorder,  so  that  graphic  records 
can  be  obtained,  if  desired,  of  the  indications  of  any  set 
of  couples. 

The  vertical  compression  and  expansion  of  the  col- 
umns, due  to  the  load  and  heat,  are  measured  over  a 
gauge  length  of  37  inches  in  the  upper  half  of  the 
column  by  means  of  wires  attached  to  the  column  at 


Effect  of  load  and  fire  on  building  columns. 


each  end  of  the  gauge  length,  the  other  ends  l)eing 
weighted  and  passed  over  an  idler  at  a  point  outside  of 
the  furnace  and  as  far  from  the  column  as  room  condi- 
tions will  permit.  The  wires  are  protected  inside  and 
outside  of  the  furnace  by  suitable  insulating  and  pro- 
tecting tubes.  Readings  of  vertical  movement  are 
taken  at  intermediate  points  on  the  wires  by  means  of 
miscroscopes  mounted  in  micrometer  slides,  the  true 
movement  at  the  column  being  calculated  from  the  dis- 
tance relations  of  the  microscopes  and  the  fixed  end  of 
tl;ie  wire,  with  reference  to  the  point  of  attachment  to 
the  column.  The  lateral  deflection  of  the  column  is 
measured  by  means  of  readings  on  scales  placed  per- 
pendicular to  and  parallel  with  the  wires. 

All  of  the  tests  are  of  fuU-si/.cd  columns  of  12  ft.  <S 
in.  effective  length,  and  of  various  slccl  sections,  which 


are  protected  by  concrete,  tile,  and  other  forms  of  fire- 
protective  coverings.  One  column  of  each  type  is 
tested  unprotected ;  also  several  concrete  columns  re- 
inforced according  to  methods  used  in  current  practice 
have  been  introduced. 

The  tests  are  continued  to  a  breakdown  of  the 
sample,  and  hence  no  inferences  as  to  the  comparative 
merits  of  the  various  column  designs  and  column  cov- 
erings should  be  drawn  from  the  illustrations,  which 
show  simply  the  effect  of  load  and  fire  on  a  number  of 
samples  which  have  been  subjected  to  test.  The  time 
required  to  obtain  failure  varies  with  the  type  of  ma- 
terial and  thickness  of  covering,  the  periods  for  the  col- 
umns so  far  tested  ranging  from  seventeen  minutes  for 
the  unprotected  column  to  over  eight  hours  for  the 
heavier  types  of  protection. 

This  is  the  first  work  of  this  character  ever  under- 
taken employing  modern  forms  of  columns  and  meth- 
ods of  protection,  and  it  is  expected  that  it  will  develop 
data  of  great  nterest  to  city  governments,  underwrit- 
ers, manufacturers,  architects,  and  engineers. 

Specifications  for  columns  and  column  coverings 
have  necessarily  been  made  ever  since  the  advent  of 
modern  fire-resistive  construction,  but  there  has  been 
little  or  no  experimental  data  as  a  basis  for  the  various 
requirements  promulgated,  which  in  point  of  amount 
of  protection  required  differ  by  more  than  100  per  cent, 
as  between  various  city  building  codes. 

It  is  also  thought  that  the  tests  will  give  much  in- 
formation on  the  general  fire-resistive  qualities  of  the 
covering  materials  employed.  Differences  in  point  of 
effectiveness  of  over  100  per  cent,  have  already  been 
found  as  between  concretes  made  from  different  aggre- 
gates, some  showing  up  unexpectedly  well  and  others 
indicating"  decided  unsuitability  for  use  where  the  fire- 
resistive  feature  is  a  point  of  importance. 


G.S.G.E.  Annual  Meeting 

THE  feature  of  the  annual  meeting  of  the  Cana- 
dian Society  of  Civil  Engineers,  on  January  21- 
23,  at  Montreal,  will  be  the  unveiling  of  the 
honor  roll  of  the  members  who  have  g"one  over- 
seas. The  honor  roll,  containing  over  800  names,  is 
placed  in  the  lobby  of  the  society's  building,  and  is 
framed  in  oak  panelling,  designed  by  members  of  the 
society.  The  Minister  of  Militia,  General  Mewburn, 
and  a  representative  of  the  American  Society  of  Civil 
Engineers  have  been  invited  to  take  part  in  the  cere- 
mony, which  will  take  place  on  January  22,  following 
the  annual  address  of  the  retiring  president,  Lieut.- 
Col.  J.  S.  Dennis. 

With  regard  to  the  ordinary  business,  the  most  im- 
portant item  will  be  the  discussion  of  the  report  of  the 
Committee  on  Society's  Affairs,  summarized  in  our 
issue  of  December  26.  This  includes  recommendations 
for  a  revision  of  the  by-laws,  changes  in  organization, 
and  a  proposal  to  alter  the  name  to  the  Engineering 
Institute  of  Canada.  The  report  of  the  Committee  on 
Steel  Bridge  Specifications  will  also  be  presented. 

Mr.  F.  B.  Haanel,  chief  of  the  division  of  fuels  and 
fuel  testing.  Department  of  Mines,  Ottawa,  will  read 
a  paper  on  "Fuels,"  followed,  it  is  expected,  by  an  ad- 
dress by  Mr.  C.  A.  McGrath,  Fuel  Controller,  who  is 
a  member  of  the  Society.  Mr.  R.  A.  Ross  and  Mr.  A. 
Surveyer,  who  have  given  considerable  attention  to  this 
matter  as  members  of  the  Advisory  Council  for  Scien- 
tific Research,  will  take  part  in  the  discussion. 

On  the  night  of  January  21  a  dinner  will  be  held  at 
the  University  Clulb,  followed  by  a  smoking  concert  at 
the  society's  rooms. 
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Fine  School  Buildings  in  New  Brunswick 

Descriptions  of  Recently  Completed  Structures,  Typical  of  Modern 
Glass    of    Schools    Being    Erected    in    the    Eastern  Provinces 


Aberdeen  School,  Moncton,  N.  B. 

THE  Aberdeen  School  building  recently  erected 
in  Moncton  is  the  largest  structure  of  its  kind 
in  the  Maritime  Provinces.    It  contains  twenty 
class  rooms,  an  assembly  hall  seating  1,000, 
waiting  room,  armory,  shooting  gallery,  library,  play- 
rooms, and  girls'  and  boys'  sanitaries. 

The  building  is  of  concrete  and  stock  brick,  with 
Atlantic  terra  cotta  trimmings,  sills,  lintels,  archi- 
traves, cornices  and  columns.  The  terra  cotta  col- 
umns of  the  portico,  4  ft.  6  ins.  in  diameter,  are  an 
exceptionally  good  piece  of  work. 

The  interior  finish  throughout  is  of  Douglas  fir 
finished  with  P.  &  L.  Alcolac  and  two  coats  of  No. 
38  peservative  varnish,  the  doors  havings  an  additional 


tion,  and  warm  air  is  forced  by  an  electrically-driven 
fan  throughout  the  building  for  ventilation.  There 
are  two  fire-box,  smokeless  boilers,  burning  natural 
gas.  In  a  30-day  test,  from  January  15  to  February 
15,  with  the  thermometer  below  zero  for  19  days, 
the  building  was  very  comfortably  heated  at  an  aver- 
age cost  of  $6.70  per  day. 

The  cost  of  the  building  was  about  $104,000. 

The  King  George  School,  St.  John,  N.  B. 

THIS  new  building,  most  modern  in  its  planning 
and  equipment,  was  occupied  for  the  first  time, 
in  the  last  week  of  November.   It  contains  nine 
class  rooms,  27  ft.  x  32  ft.,  with  ceilings  12  ft. 
high,  and  an  assembly  hall,  37  ft.  x  66  ft.,  with  a  15 


The  Aberdeen  School  at  Moncton,  N.  B.,  Is  the  largest  school  building  in  the  Maritime  Provinces. 


(F.  Neil  Brodie,  Architect.) 


coat  of  varnish.  All  floors  are  of  selected  birch,  2^4 
ins.  wide. 

The  class  rooms  are  26  ft.  x  32  ft.,  with  12  ft.  ceil- 
ing. They  have  burlap  wainscoting  54  ins.  high,  and 
are  provided  with  slate  blackboards,  teachers'  cabi- 
nets, bulletin  boards  and  tack  boards. 

Each  floor  is  supplied  with  bubbler  drinking  foun- 
tains, and  2^  in.  hose  reels  for  fire  protection. 

The  general  toilet  rooms  are  in  the  basement, 
while  two  additional  toilets  are  provided  on  the  third 
floor.  All  toilet  rooms  have  individual  porcelain 
water  closets. 

The  building  is  lighted  by  electricity  and  has  a 
Holtzer-Cabot  fire  alarm  system  with  break-glass 
stations  in  all  halls,  assembly  room,  basement  and 
furnace  room. 

The  heating  and  ventilating  system,  designed  by 
F.  M.  Hoadley,  engineer,  of  Montreal,  is  direct  radia- 


ft.  ceiling.  This  latter  room  is  situated  on  the  ground 
floor,  is  wired  for  electric  lighting  and  moving  pic- 
tures, and  can  be  utilized  apart  from  the  rest  of  the 
building  if  so  desired.  The  building  has  a  concrete 
foundation  and  stock  brick  walls  with  Sackville  red 
stone  trimmings. 

A  sloping  site  necessitated  the  construction  of  a 
retaining  wall,  at  some  points,  23  ft.  high,  and  to 
make  this  secure  against  the  jarring  of  passing  trains, 
it  was  strengthened  with  reinforced  concrete  but- 
tresses, placed  at  a  distance  of  15  ft.  along  its  entire 
length. 

In  the  basement  are  the  boys'  and  girls'  sanitaries, 
fitted  with  J.  L.  Mott  "Colonial"  porcelain  ranges  and 
urinals ;  boiler  room,  cadet  room,  and  play  room ;  all 
floors  being  finished  with  "Lapidolith."  Concrete 
walls  are  finished  with  "Cemcoat."  The  ground  floor 
contains  an  assembly  hall  and  four  class  rooms.  On 
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Elevation  of  King  George  sctiool. 


F.  Neil  Brodie,  Architect. 


the  second  floor  are  five  class  rooms  and  teachers' 
room,  with  adjoining  toilet. 

The  building  is  heated  throughout  by  a  two-pipe, 
gravity  system,  with  Dunham  traps  and  valves,  air 
separating  tank  and  receiver,  and  pump  for  return- 
ing the  condensation  to  boiler.  The  boiler  is  a  50  h.p. 
return  tubular,  with  Spencer  damper  regulator.  The 


Rothesay  Consolidated  School 

THIS   school  building  was   erected   about  two 
years  ago,  in  the  village  of  Rothesay,  10  miles 
from  St.  John,  N.B.,  at  a  cost  of  $29,000.  It 
is  built  of  concrete  and  stock  brick  with  sand- 
stone trimmings  and  metal  cornice. 

The  walls  of  the  lavatories,  furnace  room,  coal 
room  and  corridors  in  basement  are  of  brick,  the  floors 
throughout  the  basement  being  concrete  with  cement 
finish.  The  ceilings  of  lavatories,  furnace  and  coal 
rooms  and  corridors  in  basement  are  finished  with 
cement  mortar.  Walls  and  other  ceilings  throughout 
the  building,  including  those  of  the  domestic  science 
and  manual  training  rooms  in  the  basement,  are  plas- 
tered in  three-coat  work. 

Floors  and  stairs  are  of  brick.  Interior  finish 
throughout  is  of  Douglas  fir,  and  all  corridors,  class 
rooms  and  wardrobes  are  wainscoted. 

The  building  contains  five  class  rooms,  teachers' 
room,  principal's  office  and  assembly  hall  on  ground 


Floor  plan  of  the  King  George  school. 

class  rooms  have  wall  radiators  placed  beneath  the 
windows,  rpoms  with  a  northern  exposure  having  an 
additional  radiator.  In  the  entrance  hall  are  four  large 
foot  warmers.  Each  floor  has  a  cleaning-up  closet  con- 
taining a  slop  sink  with  hot  and  cold  water  supply 
run  frcnn  a  small  jacket  heater  in  the  basement. 

/vll  class  rooms  have  burlap  wainscoting  54  inches 
high,  slate  blackboards  and  teachers'  cabinets,  and 
'arc  wired  for  electric  lighting.  The  building  has  a 
Holtzer-Cabot  fire  alarm  system  with  break-glass 
stations  in  halls,  basement  and  assembly  hall,  and  a 
complete  system  of  electric  bells.  The  total  cost  of 
the  building  was  about  $75,000. 


Floor  plan  of  the  Aberdeen  school. 

and  second  floors.  The  class  rooms  are  25  ft.  x  32' 
ft.  with  a  teacher's  cabinet.  All  windows  are  fitted 
with  the  Chamberlain  weather  strips.  The  assembly 
hall,  a  well-lighted  and  well-ventilated  room,  36  ft.  xJ 
49  ft.,  is  situated  on  the  second  floor.  Drinking  foun-^ 
tains  are  provided  on  each  floor.  ; 
The  heating  system  is  two-pipe  steam,  with  wet  re- 
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Floor  plan  of  Rothesay  school. 

turn,  Kewanee  boiler,  and  direct  wall  radiation.  The 
building  is  lighted  by  electricity. 


Beaconsfield  School,  Lancaster 

THIS  building  is  similar  in  plan  to  the  Rothesay 
School,  with  a  slight  difi'erence  in  the  arrange- 
rnent  of  assembly  hall  and  class  rooms.  The 
latter  are  25  ft.  x  30  ft.  with  a  12  ft.  ceiling. 
The  heating  is  by  steam,  direct  radiation,  with  wall 
coils  under  the  windows.     Steam  is  supplied  by  a 
Kewanee  boiler. 

This  school  was  recently  opened.  The  cost  of  the 
building  is  about  $33,000. 

*      *  * 

The  designer  of  all  these  schools  was  Mr.  F.  Neil 
Brodie,  architect,  of  St.  John, 

The  general  contracts  and  contracts  for  various 
trades  on  these  buildings  were  carried  out  by  the  fol- 
lowing firms : 


Aberdeen  School 

General  coiuract,  the  Paul  Lea  Co.,  of  Moncton, 
N.B.;  blackboards,  Slatington  Blackboard  Co.;  boil- 
ers and  radiators,  Taylor-Forbes  Co.;  plumbing,  Ha- 
gen  &  Co.,  Amherst,  N.S.;  desks  and  chairs,  Can- 
adian Office  &  School  Furniture  Co. ;  plaster,  Albert 
Mfg.  Co.,  Hillsborough,  N.B. ;  plumbing  fixtures,  Jas. 
Robertson  Co.,  Ltd.;  structural  iron,  Maritime  Bridge 


Floor  plan  of  Beaconsfield  school. 

Co.,  Ltd.,  New  Glasgow,  N.S. ;  terra  cotta,  Atlantic 
Terra  Cotta  Co.,  New  York ;  varnish,  Pratt  &  Lam- 
bert, Buffalo,  N.Y. ;  ventilators  and  fan,  B.  F.  Stur- 
tevant  Co.,  Montreal ;  heating  engineer,  F.  M.  Hoad- 
ley,  Montreal. 

King  George  School 

General  contractor,  B.  Mooney  &  Sons;  carpentry, 
Ernest  Green ;  heating  and  plumbing,  G.  &  E.  Blake ; 
painting  and  glazing,  Jas.  H.  Pullen ;  sheet  metal 
work,  Jas.  McDade ;  roofing,  Joseph  Cameron ;  elec- 
tric wiring,  H.  Webb  &  Sons ;  desks  and  furniture,  S. 
Lordly. 


Elevation  of  Rothesay  Consolidated  school. 


F.  Neil  Brodie,  Architect. 
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Rothesay  Consolidated  School 

General  contract,  Joseph  Henderson,  Rothesay ; 
mason  work,  Jas.  Sproul ;  sheet  metal  work,  J.  E.  Wil- 
son, Ltd.;  iron  work,  James  Fleming;  electric  wir- 
ing, Hiram  Webb  &  Sons. 

Beaconsfield  School 

]\lason  work,  Grant  &  Horne ;  carpentry,  J.  M.  Bel- 
yea  ;  sheet  metal  work,  J.  E.  Wilson,  Ltd.  ;  painting 
and  glazing,  Wm.  E.  Demings ;  electric  wiring,  Frank 
E.  Jones. 

How  to  Avoid  Efflorescence  on  Face  Brick 

PROBABLY  one  of  the  things  most  annoying  to 
architects  and  owners  of  brick  Iniildings  con- 
structed in  recent  years  is  the  unsightly  appear- 
ance of  efflorescence  on  the  brick  every  spring, 
in  some  cases  completely  covering  the  upper  storeys. 

It  has  been  noticed  that  this  is  more  pronounced 
under  the  copings,  sills,  belt  courses,  etc.,  or  wherever 
a  part  of  the  building  has  been  subjected  to  a  greater 
wash  by  water.  This  indicates  that  the  mortar,  as  well 
as  the  brick,  is  absorbent,  causing  the  walls  to  become 
thoroughly  soaked  during  the  winter  months,  while 
the  warm  rays  of  the  sun  attract  the  moisture  to  the 
exterior,  bringing  with  it  the  lime,  magnesia,  and  alkali 
salts  contained  in  both  the  brick  and  the  cement  mor- 
tar. 

It  is  agreed  by  all  interested  in  brick  construction 
that  both  brick  and  cement  mortar  are  absorbent,  yet 


little  has  been  done  to  overcome  this  objectionable 
serious,  and  dangerous  obstacle.    Hydrated  lime  wil 
add  to  the  plasticity  of  the  mortar,  increase  the  density 
and,  being  a  water  retainer,  will  add  crystallizatio 
when  used  in  places  where  it  is  difficult  to  apply  wate' 
at  frequent  intervals.    Tests  have  repeatedly  shown 
that  slabs  containing  10  per  cent,  hydrated  lime,  when 
taken  out  of  the  water,  after  one  hour  will  contain  a 
larger  percentage  of  water  than  a  similar  sample  of 
cement  and  sand,  yet  on  the  surface  the  lime  sample  is 
apparently  bone  dry. 

The  best-known  solution  of  the  above  problem, 
which  has  withstood  a  test  of  over  two  years,  having 
been  adopted  in  the  construction  of  a  prominent  East- 
ern eollege,  is  impervious  cement  mortar  to  consist  of 

One  part  approved  portland  cement. 

Three  parts  sharp,  clean  sand,  showing  not  over  3; 
per  cent,  voids  by  water. 

Ten  per  cent,  of  weight  of  the  cement  of  hydrate( 
lime  (sufficient  to  add  to  the  plasticity  of  the  morta 
and  retain  enough  water  to  perfect  crystallization). 

Two  per  cent,  of  weight  of  the  cement,  Medusj 
paste  waterproofing.  Each  gallon  (eight  pounds)  t< 
he.  mixed  with  equal  parts  of  water,  later  adding  tw^en 
ty  more  gallons.  All  mortar  to  be  gauged  with  thii 
solution. 

If  the  sand  is  damp,  a  one  to  fifteen  solution  shouk 
be  used  to  of¥set  the  moisture  already  in  the  sand. 

All  exterior  brick  and  stone  work  to  the  depth  ol 
12  inches  should  be  embedded  in  this  mortar. 

The  extra  cost  of  waterproofing  the  cement  morta 
will  not  exceed  $1  per  M.  bricks. 


Terrace  Cottage  Type  of  Houses  for  Halifa: 

Temporary  Housing  Being  Rapidly  Provided — Buildings  of  Eight 
Apartments   Each  with  Modern  Conveniences  at   Low  Rental 


THE  cut  reproduced  herewith  shows  the  type  of 
house  which  is  being  provided  by  the  Recon- 
struction Committee  at  Halifax  for  the  refugees 
in  that  city.  As  will  be  noted,  edch  separate 
building  contains  eight  apartments — four  upstairs  and 
four  downstairs.  The  four  upstairs  apartments  are 
approached  from  the  street  by  two  entrances,  one 
stairway  leading  to  each  pair.  Every  house  has  a 
l)ath  room,  supplied  with  hot  and  cold  water,  and 
the  kitchen  is  provided  with  a  range  and  hot  water 
tank. 

The  reconstruction  committee  are  erecting  320  of 
these  houses  on  the  Exhibition  race  track.  There  will 
be  forty  buildings,  each  containing  eight  apartments, 
the  whole  accommodating  320  families  or  from  1,920 
to  2,240  persons. 

The  buildings  are  calculated  to  last  for  five  years 
without  renewal  of  material.  The  construction  is 
substantial  and  the  roof  and  exterior  walls  are  covered 
with  roofing  paper,  insulating  material  being  laid  be- 
tween the  floors  and  behind  the  interior  sheathing. 

The  houses  are  being  erected  in  six  rows  facing 
east  and  west  on  streets  forty  feet  wide,  the  water 
and  drain  pipes  leading  from  mains  laid  in  the  rear 
of  the  houses.  Fire  protection  is  given  by  hydrants 
fed  from  water  mains,  and  the  plumbing  is  installed 
in  accordance  with  standard  regulations. 

Work  on  these  buildings  was  started  on  Decembei 
21,  but  bad  weather  and  slow  delivery  of  materials 


held  operations  up  considerably.  At  the  time  of  writ- 
ing, however  (January  7),  the  greatest  delay  was  over 
and  material  was  comings  at  the  rate  of  about  three 
carloads  per  day.  Another  difficulty  was  the  secur- 
ing of  sufficient  labor,  but  over  400  men  had  beep 
obtained  and  very  rapid  progress  was  expected.  Seven 
of  the  buildings,  which  were  directly  undertaken  by 
the  Reconstruction  Committee,  had  been  boarded  up 
and  roofed  in,  and  of  these  five  were  completed  out- 
side except  for  the  door  and  windows.  One  apart- 
ment was  ready  for  occupation. 

While  the  Committee  has  the  lead  in  the  matter 
of  rapidity  of  work,  contractors  who  have  undertaken 
the  construction  of  temporary  houses,  are  making  good 
headway.  Bate,  McMahon  and  Company  have  start- 
ed work  on  the  erection  of  ten  buildings,  with  160 
apartments,  120  of  three  rooms  and  40  of  two  rooms. 
These  are  built  on  the  Military  Apartment  Houses 
design  and  will  be  excellent  salvage  as  they  can  be 
used  by  the  military  for  barracks  after  their  need  as 
emergency  shelter  is  passed.  These  apartments  have 
hot  and  cold  water  in  each  room  from  a  central  boiler. 
The  total  capacity  is  from  400  to  600  persons.  The 
rent  is  $7.50  per  month  for  a  three  room  apartment 
and  $5.00  for  a  tw^o  room  apartment. 

Other  Types 

Then  on  the  South  Common  fronting  on  North 
i'ark  Street  there  are  what  arc  known  as  the  Sillikcr 
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Type  of  eight-apartment  temporary  dwelling  for  Halifax. 


I'liits;  the  Eastern  Investment  Company,  contractors. 
I'hese  are  built  on  a  smaller  type  of  the  Reconstruc- 
tion Committee  design  at  the  Exhibition  race  track, 
rhere  will  be  twenty  buildings  here,  with  160  apart- 
ments or  houses,  each  house  having  four  rooms  and 
l)athroom,  and  range,  boiler,  bath,  closet  and  sink, 
with  hot  and  cold  water.  The  total  capacity  is  from 
^00  to  960  persons.    The  rent  is  $10  per  month. 

On  the  South  Common,  fronting  on  the  Bell  Road 
ire  being  built  twenty-four  houses.  Falconer  and  Mac- 
lonald  being  contractors.  These  are  of  the  same  design 
1^  those  on  the  Exhibition  race  track.  Here  there  will 
)C  192  apartments,  with  a  total  capacity  of  1,152  to 
1,344  persons.  The  rent  here  is  $12  per  month. 
I  The  total  capacity  of  all  these  houses  is  5,336  per- 
sons. They  are  furnished  as  comfortably  as  condi- 
tions permit  and  the  only  qualification  for  tenancy  is 
that  applicants  had  their  homes  rendered  uninhabit- 
able by  the  explosion. 


Montreals'  Filtration  Plant  Soon  Ready 

The  new  filtration  plant  of  the  city  of  Montreal  will 
be  ready  for  operation  at  the  end  of  February.  The 
capacity  is  50,000,000  gallons  per  day,  and  as  the  high 
point  of  water  consumption  has  already  exceeded  this 
amount,  Controller  Cote  announces  'that  a  supplement- 
ary plant  will  have  to  be  constructed.  This  plant  was 
described  in  the  Contract  Record  of  Tanuarv  26.  1916. 


Toronto  Electrical  Engineers 

The  Toronto  Section  of  the  American  Institute  of 
Fdectrical  Engineers,  at  its  meeting  on  January  bS.  will 
have  a  paper  by  Maurice  J.  McHenry,  of  the  Canadian 
General  Electric  Company,  on  the  subject  of  "Commer- 
cial Applications  of  Synchronous  Motors.'' 

The  Toronto  Section  is  co-operating  with  the 
Cleveland  Section  in  holding  a  meeting  at  Clex  claiul  on 
March  8. 
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Proper  Formulation  of  a  Building  Code 

Something  More  Than  Writing  Ordinances  or  Drawing  Up  i 
Specifications  —  Suggested  Classification  —  Fire  Regulations 


"r^UlLUIXG  a  1)uilding-  code  is  something-  more 
1—^  than  writing-  ordinances  or  dra-wdng  up  spe- 

JL#  citications.  It  is  the  laying  of  the  foundation 
for  Iniilding  a  city  full  of  structures.  It  is 
the  setting  of  a  city's  standards  of  safety  and  security. 
It  is  an  index,  of  the  intelligence  of  its  people,  and  may 
well  be  said  to  l)e  a  measure  of  their  comfort,  happi- 
ness, and  prosperity.  These  things  may  be  said  of  a 
l-)uilding-  code  when  it  covers  all  the  phases  of  the  sub- 
ject." 

This  parag-rai;h  frum  a  paper  read  by  J.  A.  Fergu- 
son, secretary-engineer  of  the  Building  Code  Com- 
mittee of  the  city  of  Pittsburg,  before  the  American 
Association  for  the  Advancement  of  Science,  ex- 
presses the  necessity  of  more  widespread  study  in  the 
formation  of  building  codes.  A  review  of  his  paper 
follows  : 

A  properly  planned  building  law  will  cover  practi- 
cally every  phase  of  the  occupancy  and  construction  of 
all  the  structures  within  its  limits,  and  may  even  be 
found  properly  to  have  the  right  to  regulate  the  loca- 
tion of  the  various  types  of  buildings. 

While  taking  into  account  the  rights  and  freedom 
of  those  most  immediately  afifected  by  its  positions, 
the  necessity  for  safety  regulations  as  well  as  safe 
construction,  the  rights  of  its  citizens  to  protection 
from  nuisance,  and  annoyance  of  disagreeable  en- 
croachment upon  their  privacy  and  property  rights, 
the  scope  of  a  real  building-  code  should  conform  to 
the  following  definition: 

To  provide  regulations  for  and  control  over  the 
occupancy,  construction,  and  location  of  Ibuildings  so 
as  to  safeguard  the  city  and  its  inhabitants  against 
disease  and  the  spread  of  disease,  immoral  conditions, 
loss  of  life,  limb,  and  property  from  unsafe  and  im- 
proper construction,  and  from  fire  and  the  spread  of 
fire  and  any  other  danger  or  hazard  thereto. 

The  fundamental  principle  upon  which  all  good  law 
should  be  based  should  be  safety  of  the  individual  in 
the  exercise  of  his  rights.  In  order  to  assure  proper 
working  of  the  building  law  the  principle  objective 
should  be  a  clear  statement  of  limitations  of  rights. 
However,  when  it  is  necessary,  a  clear  statement,  not 
of  limitations  of  rights,  but  of  a  person's  rights  under 
the  code  to  do  certain  things  not  prohibited  by  the 
code,  will  operate  to  prevent  injustices  from  improper 
or  overzealous  interpretation  on  the  part  of  the  ad- 
ministrative force. 

The  legal  principles  involved,  then,  are  based  upon 
questions  of  public  and  private  safety,  and  the  safety 
points  involved  are  life,  limb,  health,  and  property. 
All  legal  rights  cease  when  these  have  been  safeguard- 
ed. Each  has  its  ramifications  and  each  its  limits,  for 
the  right  of  the  builder  and  owner  to  individual  free- 
dom must  be  clearly  recognized  and  conserved  as  long 
,  as  it  does  not  infringe  upon  the  rights  of  others.  This 
last  must  be  clearly  kept  in  mind.  Too  often  building- 
laws  arc  one-sided  and  unjust,  due  to  a  mistaken  con- 
ception of  legal  rights,  for  it  must  ])e  remembered  that 
in   endeavoring  to  prevent   encroachment   upon  the 


rights  of  individuals  the  rights  of  others  may  be  cur^ 
tailed  beyond  the  point  of  fairness. 

As  a  ibuilding-  law  is  a  legal  document  all  the  way 
through,  strict  adherence  to  the  principles  of  law  areS 
necessary.  However,  if  each  case  is  tested  out  upori 
its  merits  under  the  statement  of  principles  no  injus4 
tice  will  be  done.  It  will  become  necessary  to  neve]| 
fail  in  the  slightest  instance  to  apply  the  principles. 

Systematic  Outline 

Building-  laws  of  the  past  have  not  been  planned' 
with  systematic  management  of  the  matter  in  view.  In 
fact,  it  would  seem  as  if,  in  the  majority  of  cases,  thej 
\'arious  provisions  had  been  jotted  down  and  left  id 
the  document  in  just  the  casual  sequence  of  their  oc- 
currence to  one  whose  mind  was  not  framed  to  arrange; 
and  classify  the  available  information.  This  very  coma 
mon  defect  renders  much  uncertainty  to  the  use  of  thi 
document.  Regulations  on  a  specific  subject  are  harjs 
to  locate  and  are,  more  often  than  not,  conflicting  in; 
their  nature.  Bibliographies  of  a  suibject  have  often 
resulted  in  finding  many  conflicting-  provisions,  and 
also  have  shown  that  the  provisions,  when  brought  to- 
gether, were  absurd  and  unenforceable,  while  if  separ- 
ated their  absurdity  was  not  apparent. 

Thus  it  will  be  seen  that  a  building  code  is  in  as 
much  need  of  systematic  planning  and  arrangement  as 
any  other  business  or  scientific  work.  So  much  of  the 
building-  code  concerns  itself  with  scientific  matter  and 
engineering-  of  materials  that  the  systematic  outline  of 
such  portions  of  it  is  indispensable  if  the  code  is  to  be 
correct  in  detail  and  readil}-  usable. 

Outline  of  Typical  Building  Law 

The  proper  outline  for  a  typical  building  law  will 
follow  the  outline  given  below : 

(A)  — Administrative  Sections:  (a)  Organization 
of  administrative  force;  (lb)  statenlent  of  general  legal 
powers  and  duties  of  administrative  force  and  outline 
of  methods  of  interpretation  and  enforcement. 

(B)  — General  Building  Regulations:  (a)  Enforce- 
ment and  legal  instructions;  (b)  definitions  of  words 
and  terms ;  (c)  classifications  of  buildings  in  groups 
according  to  types  of  occupancy  with  respect  to  dan- 
ger or  menace  to  life,  limlj,  or  property;  (d)  grading 
of  types  of  construction  into  groups  according  to  the 
resistance  to  hazards  afforded  by  the  materials  and 
their  arrangement;  (e)  requirements  for  minimum 
allowable  construction,  grades  for  each  class  of  occu- 
pancy, based  upon  the  hazard  of  each ;  (f)  safety  regu- 
lations containing-  requirements  for  exits  in  the  form 
of  doors,  stairways,  fire  escapes,  and  other  means  of 
exit;  (g)  safety  regulations  containing-  requirements 
for  fire  preventive  and  fire  fighting  aj^paratiis;  (h) 
general  regulations  for  measures  to  prevent  the  spread 
of  fire. 

(C)  — General  Engineering  Regulations:  (a)  Plan 
for  interpretation  and  enforcement  of  the  various  sec- 
tions; (lb)  definitions  of  the  A-arious  words  and  ])lans;. 

(c)  floor  loads  for  each  kind  of  l)uilding  occu])ancv; 

(d)  regulations  for  (piality  of  materials   to  pro\ide 
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I strength  requirements' (this -should  be  in  the  form  of 
requirements  for  performance  and  results  to  be  ac- 
complished, and  not  specifications  or  prescribed  meth- 
y  ods  or  processes  for  obtaining  results)  ;  (e)  regula- 
tions for  quality  of  materials  as  required  for  fire  re- 
sistance (this  regulation  should  be  in  the  nature  of  a 
standard  for  performance  accomplished  by  lire  test 
specification,  and  be  administered  as  above  .for 
strength,  and  consist  of  a  set  of  physical  test  stan- 
dards for  each  of  the  necessary  grades). 

(D)  — Special  Engineering  Regulations :  (a)  Special 
ordinance  regulating  steel  construction;   (b)  special 

'^.i  ordinance  regulating  reinforced  concrete  construction; 

(c)  special  regulations  for  various  building  materials 
'  1  and  forms  of  building  construction  which  must  be 
1 '  regulated  in  detail. 

(E)  — Special  Building  Regulations:   (a)  Regula- 
tions for  classificatiouh  of  buildings  which  are  peculiar- 

,j  ly  hazardous,  such  as  the  congested  factory,  store, 
i,  '  theatre,  and  assembly  buildings  of  various  kinds,  and 
buildings  in  which  the  fire  hazard  is  heavy  or  easily  set 
off,  as  well  as  those  in  which  are  materials  which  are 
explosive  or  become  so  upon  being  mixed ;  (b)  special 
regulations  covering  safety  of  handling  of  explosive  or 
highly  inflammable  materials;  (c)  special  regulations 
covering  safety  requirements  during-  erection  and  de- 
i  molition  of  buildings. 

j        (F) — Regulation  for  Fire  Zones:  (a)  Descriptions 
r  of  areas  of  fire  zones.    I.  High  value  district,  contain- 
i]i  i  ing  highly  valued  buildings,  closely  crowded  tog^ether. 
n.  Moderate  value  district,  containing  buildings  of 
moderate  value,  spread  farther  apart  relatively.  III. 
Low  value  district — Residence  districts  and  all  remain- 
„  ing  area  within  the  city  limits  not  included  within  I. 
ji  , '  and  H.    (b)  Reg'ulations  for  minimum  allowable  fire 
resistive  construction  which  should  be  permitted  in 
each  of  the  above  districts. 

(G)  — Fire  Prevention  and  Preventive  Apparatus. 

(H)  — Fire  Fighting  Regulations  and  Apparatus. 

(I)  — Plumbing  Regulations. 
(J) — Electric  Wiring  Regulations. 
(K) — Health  Regulations. 
(L) — Elevator  Regulations. 

(M) — Regulations  for  Zones  for  Business,  Manu- 
i  facturing,  Mercantile,  Residence,  and  Other  Building 
"I  ;  Occupancies. 

These  regulations  should  take  into  account  the  in- 
convenience to  persons  and  loss  of  property  values 
occasioned  by  those  who  build  or  occupy  buildings  in 
an  especially  obnoxious  and  dissimilar  manner  from 
all  other  buildings  in  the  neighliorhood  and  zone,  regu- 
late and  guard  zones  against  encroachments,  for  each 
of  the  principle  classes  of  buildings. 

(N) — Creations  of  Appeals  Board:  (a)  Creating 
board  and  describing  personnel ;  (b)  describing  powers 
and  duties  of  board ;  (c)  providing  rules  and  regula- 
tions under  which  board  must  act  and  work ;  (d)  regu- 
late the  -work  of  the  board  of  standards  in  such  a  man- 
ner that  they  will  approve  or  disapprove  of  materials 
and  form's  of  construction  under  the  standards  provid- 
ed in  the  building  law,  and  the  board  of  appeals  hear 
and  decide  appeals  from  the  administrative  officers 
when  they  feel  thev  have  been  wronged  by  the  decision 
of  administrative  ofificers. 

Classification  of  Buildings 

It  is  the  purpose  of  this  paper  to  deal  in  detail  with 


only  those  portions  of  the  building  law  which  are  gen- 
erally tiiought  of  as  having  a  scientific  application. 

Referring  to  the  classification  of  buildings,  the  fol- 
lowing classification  of  buildings  according  to  equiva- 
lent hazard  of  life  and  limb  has  been  arranged  in  two 
groups : 

I.  Those  buildings  in  which  the  danger  or  hazard 
from  fire  is  high  and  very  much  alike  and  in  which  the 
dangers  from  the  number  of  occupants  or  the  chances 
they  have  to  escape  are  not  high. 

II.  Those  buildings  in  which  the  dangers  from  the 
number  of  occupants  are  relatively  much  higher  than 
those  arising  from  the  fire  hazard  and  in  which  the 
occupancy  hazard  is  high  while  the  fire  hazard  is  apt  to 
be  low. 

Thus  the  above  two  main  divisions  work  into  each 
other's  hands,  and  by  so  doing  simplify  the  .situation 
by  reducing  the  physical  difficulty  of  providing  proper 
means  of  safety.  This  is  accomplished  because  it  is 
not  necessary  to  provide  concurrently  the  following, 
except  in  a  very  few  cases  where  by  the  nature  of  the 
occupancy  it  cannot  be  helped,  for  as  a  rule  high  fire 
hazard  usually  occurs  in  buildings  with  relative  low 
number  of  occupants : 

f.  Exit  facilities  to  empty  the  building  of  its  occu- 
pants quickly  and  safely. 

II.  Fire  protection  to  fit  the  inflammability  of  the 
contents  of  the  building  and  prevent  loss  of  life  and 
property  by  fire  and  the  spread  of  fire. 

General  Plan  of  Classification 

Following  is  the  general  plan  for  classification  of 
buildings  worked  out  to  fit  conditions  I.  and  II. : 

Class  1 — Buildings  of  a  public  character:  All  build- 
ings designed  or  occupied  in  whole  or  in  part  for  the 
use  of  the  general  public,  either  for  the  purpose  of 
state  or  public  assemblage. 

Class  2 — Buildings  for  the  purpose  of  public  educa- 
tion and  culture :  All  buildings  designed  or  occupied 
in  whole  or  in  part  for  the  purpose  of  education,  art,  or 
culture. 

Class  3 — Buildings  for  the  purpose  of  public  assem- 
blage :  All  buildings  designed  or  occupied  for  the  pur- 
pose of  amusement,  entertainment,  social  intercourse, 
or  worship. 

Class  4 — Buildings  of  a  semi-public  nature :  All 
buildings  to  which  the  public  has  access,  and  which  are 
designed  or  occupied  for  the  service  of  the  general  pub- 
lic. ' 

Class  5 — Mercantile  buildings :  All  buildings  or 
parts  of  buildings  designed  or  used  for  the  sale  of 
merchandise,  objects  of  utility  and  supplies. 

Class  6 — Industrial  buildings  :  All  buildings  or  parts 
of  building-s  designed  or  occupied  for  the  manufacture, 
use,  or  storage  of  merchandise,  objects  of  utility  and 
supplies. 

Class  7 — Garages:  Buildings  or  parts  of  buildings 
designed  or  occupied  for  the  storage,  repair,  or  hous- 
ing of  automobiles  when  containing-  volatile  o'-  highly 
inflammable  fuel. 

Class  8 — Residence  building-s:  All  buildings  or 
parts  of  buildings  designed  or  occupied  for  family  resi- 
dence purposes. 

Class  9 — Buildings  for  housing  of  animals:  All 
buildings  or  parts  of  buildings  designed  or  occupied 
for  the  shelter,  stabling,  or  housing  of  animals. 

Class  10 — Miscellaneous  buildings:  It  will  be  noted 
that  the  above  classification  has  not  asi  yet  accounted 
for  the  variation  in  the  inflammability  of  the  contents 
or  number  of  occupants  in  buildings  of  Ihe  same  classi- 
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tication.  This  is  to  be  done  by  ag^aiu  appropriately 
subdividing-  each  class. 

Fire  Hazard  - 

This  subdividing-  should  be  done  in  the  case  of  the 
No.  1  or  occupancy  group  into  those  buildings  which 
have  a  relatively  large  or  small  number  of  occupants 
and  those  in  which  the  distribution  of  occupants  may 
become  hazardous,  as' when  they  sleep  on  the  premises 
or  have  a  tendency  to  become  panic-stricken  or  m 
which  occupants  are  forcibly  detained. 

In  the  case  of  No.  2,  by  sub-classifying  accordmg 
to  the  relatively  high  or  low  inflammability  of  con- 
tents this  would  indicate  the  following  typical  sub- 
classification  of  each  of  the  foregoing  classes:  (a) 
When  contents  have  high  flamability ;  (b)  when  con- 
tents have  moderate  flamability;  (c)  when  contents 
have  low  flamability ;  (d)  when  contents  have  very  lit- 
tle flamabilitv. 

Again,  each  of  the  above  will  subdivide  accordmgly 
as  the  fires  are  flash  fires  or  long  fires,  hot  fires,  or  rela- 
tively cooler  fires.  This  separation  must  be  studied  out 
for  each  municipality  according  to  its  individual  needs 
and  rapidity  of  growth,  and  is  too  intricate  a  subject 
for  detail  treatment  in  a  short  paper. 

In  order  to  ])rovide  appropriate  structures  which 
will  adecjuately  provide  for  the  above  contingencies 
the  regulations  naturally  divide  themselves  into  the 
two  groups  mentioned  before:  I.  Exit  faciUties.  II. 
Fire  prevention  and  resistance. 

Exit  Facilities  and  Fire  Prevention 

A  description  of  the  general  principles  underlying 
each  follows : 

I.  Exit  faciUties  may  be  provided  with  little  trouble 
by  remembering  that  it  is  wrong  to  Tiave  less  than  two 
means  of  egress ;  that  the  width  of  exits  should  be  in 
proportion  to  the  number  of  occupants,  and  so  located 
and  arranged  that  exit  will  be  direct  and  sure.  In 
order  to  make  exit  safe  in  buildings  of  high  flamma- 
bility  the  enclosures  around  the  stairways  should  be 
made  fire-resistive  in  proportion  to  the  fire  hazard. 

II.  The  subject  of  fire  protection  and  fire  resist- 
ance, which  until  very  recent  times  was  not  thought  to 
be  a  legitimate  field  for  engineers,  is  now  known  to  be 
one  of  the  most  intricate  problems  science  lias  had  to 
solve.  We  are  onl)^  just  beginning  to  grasp  the  pro- 
blem. 

This  subject  is  to  be  studied  from  two  angles — one 
being  the  degree  of  fire  to  be  resisted,  and  the  other 
the  design  of  fire-resistive  materials. 

Classification  of  Fire  Hazards  and  Resistances 

After  much  study  and  discussion,  a  joint  committee 
of  a  number  of  learned  societies  have  tentatively  de- 
cided upon  standard  fire  classification  for  fire  hazards 
by  rating  some  twelve  hundred  different  occupancies 
into  groups  relatively  to  each  other.  These  have  ap- 
peared to  the  writer  to  come  in  three  classes :  "A," 
high  flammability;  "R,"  moderate  flammability ;  "C," 
low  flammal)ility. 

The  same  learned  societies  ha\-c  accordingly  classi- 
fied three  degrees  of  fire  resistance.  The  fire-resistive 
materials  are  to  be  classified  by  test.  The  class  to  which 
the  material  belongs  will  be  determined  by  a  time  tem- 
perature test.  The  National  Fire  Protection  Association 
has  defined  three  grades  of  fire  protection  as:  (1)  Four- 
ftour  protection  ;  (2)  two-hour  ]-)rotection  ;  (3)  one-hour 
])rotection. 

The  writer  docs  not  agree  at  all  willi  the  last  two 
of  these,  for  many  reasons,  both  from  the  physical 


standpoint  and  that  of  general  advisability.  In  his 
work  the  author  has,  with  good  reason,  classified  the 
grades  of  fire-resistive  construction  as  follows:  (1) 
Four-hour  fire  protection  ;  (2)  three-hour  fire  protec- 
tion ;  (3)  two-hour  fire  protection. 

Fire-Resistive  Construction 

Next  in  order  comes  the  classification  of  buildings 
with  respect  to  types  of  construction  of  equivalent  re- 
sistance to  the  danger  or  hazard.  This  classification 
or  grading  of  construction  should  provide  for  the  essen- 
tial portions  of  the  building,  such  as  structural  frame, 
enclosure  of  building,  enclosure  of  vertical  openings 
through  floors,  such  as  enclosed  fire  exit  stairways, 
shaftways  for  elevators,  etc.  The  proper  grading  for 
fire-resistive  buildings  only  is  here  given,  in  which  all 
parts  resisting  stresses  and  carrying  loads  are  pro- 
tected from  the  efifects  of  fire  by  insulating  materials 
capable  of  passing  the  fire  test  required.  The  first  four 
grades  are  given  by  the  table : 

Structural  ,    Stairs,  shafts. 

Frame.  Roof.       and  openings. 

Grade  "A"  ....    4-hour  3-hour  4-hour 

Grade  "B"  ....    3-hour  2-hour  3-hour 

Grade  "C"  ....    2-hour  2-hour  2-hour 

Grade  "D"  ....     IncomImstil)le  materials  unprotected 
b)'-  fire-resistive  materials. 

The  following"  classifications  come  next  in  order, 
l)ut  are,  however,  not  classed  as  fire-resistive  construc- 
tion : 

Grade  "E" — Slow-burning  or  wood  frame  construc- 
tion of  heavy  or  mill  type. 

Grade  "F" — Masonry  enclosing  walls  with  ordinary 
wood  joisted  construction  and  frame. 

Grade  "G" — Wood  frame  construction.  Avith  veneer 
of  masonry  to  protect  from  weather. 

Grade  "H" — Wood  frame  construction. 

Formulation  of  Code  Is  a  Science 

The  building  of  a  building  code  is  deserving  of 
being  called  a  science.  Enough  scientific  subjects 
come  under  its  provisions  to  occupy  a  corps  of  build- 
ing experts,  engineers,  and  scientists  for  many  years  to 
come.  It  is  capable  of  being — and  to  be  properly  plan- 
ned should  be — subjected  to  a  very  scientific  analysis. 
Complete  analysis  would  disclose  the  fact  that  the 
foregoing  article  has  only  scratched  the  surface — has 
only  indicated  the  principle  matters,  without  stating, 
explaining,  or  reasoning  out  any  of  the  vital  detail.  So 
far  as  the  classification  of  the  principles  of  building 
law  and  reasoning  in  a  constructive  manner  to  produce 
a  logical  result  is  concerned,  the  writer  finds  little  has 
been  heretofore  done.  What  is  needed  is  more  wide- 
spread study  of  a  constructive  plan  for  a  proper  build- 
iuii'  law. 


Substitute  for  Sheet  Steel 

In  England  a  substitute  for  sheet  steel  for  various 
purposes  has  ])een  found  in  an  asbestos-cement  com- 
position. Ground  asbestos  is  mixed  in  the  proportion 
of  one  to  six  with  portland  cement  and  worked  into  a 
paste  with  water.  A  machine  something  on  the  order 
of  those  used  in  making  paper  forms  it  into  sheets, 
which  are  trimmed  to  size  and,  if  desired,  corrugated 
for  roofing  purposes.  After  seasoning  the  material  is 
ready  for  use.  It  is  durable,  resistant  to  climatic  con- 
ditions, particularly  acids  in  the  atmos])hcre,  fireproof, 
and  alst)  a  non-conductor  of  heat. 
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Production  and  Consumption 
of  Building  Materials 


A REPORT  just  issued  by  ithe  Department  of 
Mines  for  the  calendar  year  1916  contains  a 
quantity  of  information  of  interest  to  the 
building-  trade.  The  materials  included  are 
cement,  clay  products  of  various  kinds,  such  as  brick, 
sewer  pipe  and  tile,  pottery,  etc.,  lime,  sand-lime  brick, 
sand  and  gravel,  slate,  and  stone  for  ]3uilding  and  other 
.purposes,  including-  granite,  marble,  limestone,  sand- 
stone, etc.  A  summary  of  the  production  of  these  vari- 
ous materials  during  the  years  1912  to  1916  is  shown 
in  Table  1.  It  will  be  noted  that  there  was  an  increase 
in  volume  in  1913  and  decreases  for  1914,  1915,  and 
1916,  the  drop  in  1916,  however,  amounting  to  only  2.5 
per  cent.,  as  compared  Avith  the  previous  year. 

TABLE  I. 


1912  1913  1914  1915  1916 


Cement  

Sand-liine  brick  

Sand  and  gravel  

.S  9,016,556 
10,575,869 
1 .844,849 
1,020,386 
1.512.099 
8,939 
4,726,171 

$  11 ,019,418 
9,504,314 
1 ,609,398 
906,665 
2,258,874 
6,444 
5,504.639 

$  9,187,924 
6,871 ,957 
1 ,360,628 
609,515 
2.505.310 
4.837 
5,469,056 

$6,977,024 
3,914,488 
1,015,702 
141,742 
1,624,767 
2.039 
4,244,997 

S6, 547, 728 
4,120.805 
1,091,463 
126,235 
1 ,838,320 
6.223 
3,736,412 

28.794,869 

30,809,752 

26,009,227 

17,920,759 

17,467, 186 

Cement 

!  The  total  quantity  of  cement  manufactured  in  1916, 
according-  to  returns  received  from  the  manufacturers, 
was  4,753,033  barrels  of  350  pounds  net  each  (831,781 
tons),  as  compared  with  5,153,763  barrels  (^901,^09 
tons),  made  in  1915.  a  decrease  of  400.730  barrels 
70,128  tons),  or  nearly  7.8  per  cent.  The  sale.^  during 
this  year  exceeded  the  output,  and  the  quantity  held 

I   in  stock  at  the  end  of  the  year  showed  a  decrease  of 

i  618,086  barrels,  as  compared  with  1915.  The  average 
price  per  barrel  at  the  mills  for  all  plants,  with  the  ex- 

']  ception  of  those  in  Manitoba,  had  been  steadily  falling 
lip  till  1916,  being-  $1.22  in  that  vear,  as  against  $1.23 
in  1915,  $1.28  in  1914,  $1.27  in  1913,  $1.27.H  in  1912, 
and  $1.34  in  1911. 

In  Table  II.  is  shown  the  annual  consumption  of 
Portland  cement,  both  Canadian  and  imported,  for  the 
years  1901  to  1916.  It  will  be  noted  that  the  imports 
have  decreased  fairly  regularly,  except  in  the  years 

\    1910,  1911,  and  1912,  from  64  per  cent,  in  1901  to  0.4 

i   per  cent,  in  1916. 

Ontario  continues  as  the  most  important  cement- 
producing  province  in  Canada,  having  sixteen  com- 
pleted plants,  with  a  total  daily  capacity  of  19.850  bar- 
rels, at  the  end  of  1916.  Quebec  comes  next,  with  three 
cement  mills,  having  a  total  daily  capacity  of  16,600, 
according  to  the  figures  then  compiled.  The  total  pro- 
duction in  the  Dominion  during  1916  was  derived  from 
fifteen  plants.  Fourteen  other  plants  were  idle 
throughout  the  year,  one  of  them,  howe\er,  making 

i  shipments  from  stock.  The  total  daily  capacity  of 
a     these  twenty-nine  plants  is  53,415  barrels. 

Clay  and  Clay  Products 

J,'  The  clay  products  made  in  Canada  comprise  lirick 

i,  I   of  various  kinds,  fireproofing  blocks,  sewer  pipe  and 
drain  tile,  pottery  and  sanitary  ware,  the  last  two  pro- 
,   ducts  chieily  from  imported  clays. 

The  total  value  of  the  clay  products  sold  or,  mar- 


keted in  1916  was  $4,120,805,  as  com])ared  with  $3,914.- 
488  in  1915,  $6,871,957  in  1914,  $9,504,314  in  1913,  and 
$10,575,869  in  1912.  The  production  in  1916  showed  a 
slight  increase  over  1915 — $206,317,  or  5.3  per  cent.  It 
was  but  little  over  one-third  the  maximum  production 
reached  in  1912. 

For  a  few  years  previous  to  1913  the  annual  produc- 
tion of  clay  products  increased  very  rapidly,  having 
more  than  doubled  in  that  period.  In  1913,  however, 
the  financial  stringency  affected  building  operations  to 
such  an  extent  as  to  greatly  reduce  the  demand  for 
building  brick.  There  was  actually  a  considerable  in- 
crease in  the  quantity  of  ccjmmon  and  pressed  ljuilding 
brick  manufactured  during  the  year,  but  a  large  falling 
ofif  in  sales,  so  that  large  stocks  of  brick  must  have  re- 
mained in  manufacturers'  hands  at  the  close  of  the 
year.  In  1914,  and  again  in  1915,  there  was  a  large 
falling  ofif  both  in  quantities  of  brick  made  and  in 
quantities  sold.  Sales  in  1915  exceeded  actual  output, 
.stocks  having  been  depleted  considerably  to  supply  the 
demand.  All  classes  of  clay  products  showed  a  falling 
ofif  in  production,  with  the  exception  of  firebrick.  ])ot- 
tery,  and  kaolin.  During  1916,  however,  the  total  quan- 
tity sold  was  about  the  same  as  that  manufactured, 
while  stocks  of  common  and  pressed  brick  held  on  hand 
at  the  close  of  the  year  fell  to  slightly  over  100,000,  and 
all  classes  of  'clay  products  showed  increased  sales. 

Of  the  total  value  of  the  sales  in  1916,  building  and 
paving"  brick,  including  fireproofing,  contriljuted  $2,- 
732,000,  or  about  66.3  per  cent.,  as  against  $2,571,153, 
or  about  65.6  per  cent,  of  the  total  in  1915.  Sewer  pipe 
and  tile  production  in  1916  were  valued  at  $1,075,674, 
or  26.1  per  cent,  of  the  total,  as  against  $1,154,742,  or 
29.5  per  cent,  of  the  total  in  1915. 

The  average  price  of  common  building  brick  for  the 
whole  of  Canada  in  1916  was  $7.71  per  M.,  as  compared 
with  $7.48  per  M.  in  1915,  $7.99  in  1914,  $8.85  in  1913, 
$9.11  in  1912,  $8.37  in  1911,  and  $8.13  in  1910.  The 
average  prices  of  pressed,  or  front,  brick  for  the  same 
vears  were  respectively  $10.95,  $9.89,  $11.91,  $12.40, 
$12.86,  $12.53,  and  $11.89,  thus  showing  a  general  in- 


TABLE  n.--CONSUMPTION  OF  CEMENT  IN  CANADA. 


Calendar  Year. 

Canadian. 

Imported. 

Total. 

Barrels 

Per  cent. 

Barrels. 

Per  cent. 

Barre's. 

1901  

317,066 

36 

555,900 

64 

872,966 

1902  

594,594 

52 

544,954 

48 

I .139,548 

1903  

627, 741 

45 

773,678 

55 

1,401.419 

1904  

910, 35X 

54 

784,630 

46 

I ,694.988 

1905  

1 ,346,548 

59 

918,701 

41 

2 , 265 , 249 

2,119,764 

76 

665 , S45 

24 

2.785.609 

2,436,09.; 

78 

672,630 

22 

3,10.'*.  723 

1908  

J,6'i5,2,S" 

85 

469,049 

15 

3.  1 34.  33.x 

1909  

4,067,70'' 

97 

142,194 

3 

4. 20". 903 

1010  

4,753,975 

93 

349,310 

5.I03,2,X5 

1911  

5,692,915 

90 

661 ,916 

10 

6,354,831 

1912  

7,132,732 

83.3 

1 ,434,413 

16.7. 

.8,567,145 

1913  

,'<,65K,S(I5 

97.1 

254,093 

2  9 

8,912,898 

1914  

7.  172,4'<0 

9,S-7 

'>8,(;>2 

1  3 

7.270.502 

1915  

5,681,032 

99  5 

2.x  ,  I9!l 

0-5 

5, 709.. '22 

1916  

5 , 369 , 560 

99  6 

20,506 

0  4 

5,390, 156 

crease  in  the  cost  of  ljuilding  brick  until  1912,  falling 
ofif  again  in  1913,  1914,  1915,  with  a  higher  price  ruling 
again  in  1916,  though  still  less  than  any  previous  year 
with  the  exception  of  1915.  These  figures  are  the 
values  at  the  kilns,  and.  not  including  the  cost  of  deliv- 
erv.  do  not  represent  the  actual  price  to  the  consumer. 

C)ntario  is  by  far  the  largest  producer  of  clay  pro- 
ducts, having  contributed  in  1916  over  52  per  cent,  of 
the  total  values  marketed  during  the  year  as  against 
iiearlv  58  per  cent,  of  the  total  values  marketed  during 
1"15.  Quebec  contri])Uted  24.1  per  cent,  in  l''l().  as 
against  23.5  per  cent,  in  1915;  Alberta  5.5  per  cent,  in 
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1*->16,  as  compared  with  2.9  per  cent,  in  1915  ;  Manitoba 
2.5  per  cent,  in  1916,  as  against  2.4  per  cent,  in  1915; 
and  British  Columbia  7.1  per  cent,  in  1916,  as  compared 
with  5.8  per  cent,  in  the  previous  year.  Nova  Scotia 
contributed  5.8  per  cent.,  as  against  5.7  per  cent,  in 
1915. 

The  total  vahie  of  the  impoits  in  1916  was  $4,554,- 
167,  and,  after  deducting  a  small  export,  a  total  ap- 
proximate consumption  of  clay  products  valued  at 
$8,594,860  is  shown,  of  which  48  per  cent,  was  of  do- 
mestic production.  For  the  seven  years  -previous  the 
consumption  was  as  follows:  1915,  $6,867,381,  of  which 
57  per  cent,  was  of  domestic  production  ;  1914,  $11,291,- 
024,  of  which  about  61  per  cent,  was  of  domestic  pro- 
duction;  1913,  $16,212,733,  of  which  58.6  per  cent,  was 
of  domestic  production;  1912,  $17,149,659;  1911,  $13,- 
516,477;  1910,  $11,958,591  ;  1909,  $9,696,324,  of  which  70 
per  cent,  was  of  domestic  production. 

In  the  case  of  building  brick  the  imiports  are  small 
compared  with  the  home  production,  amounting  to  not 
much  more  than  5  per  cent,  of  the  latter. 

Clay  Pa.ving  Brick 

This  brick  is  made  chiefly  at  West  Toronto,  Ont., 
from  shale  obtained  from  the  banks  of  the  Humber 
River,  although  diu'ing  the  past  few  years  there  has 
been  a  production  reported  from  Clayburn,  B.C.  The 
imports,  however,  during  the  past  five  years  have  con- 
siderably exceeded  the  domestic  production. 

Fireelay  and  Fireclay  Products 

The  total  value  of  the  sales  of  fireclay,  firebrick,  and 
fireclay  products  in  1916  was  $234,562,  as  compared 
with  a  valuation  of  $110,693  in  1915.  There  was,  in 
addition,  in  1916,  a  production  of  fireclay  products 
valued  at  $22,484  reported  as  being  made  from  import- 
ed clays.  The  production  in  1916  included  fireclay,  or 
refractory  clav  sold  as  such,  9,206  tons,  valued  at 
$30,767;  firebrick,  5,688,511,  valued  at  $147,757,  or  an 
average  of  $25.97  per  thousand ;  and  other  fireclay  pro- 
ducts valued  at  $56,038.  The  production  in  1915  in- 
cluded fireclay  and  refractory  clay  sold  as  such,  2,328 
tons,  valued  at  $12,065;  firel)rick,  2,895,640,  valued  at 
$68,700,  o?-^an  average  of  $23.73  per  thousand;  and 
other  fireclay  ^Loducts  valued  at  $29,928.  ' 

Sewer  Pipe  and  Drain  Tile 

The  total  value  of  the  production  of  sewer  pipe  in 
1916  was  $716,287,  as  compared  Avitrk  a  value  of  $799,- 
446  in  1915,  $1,104,499  in  1914,  and  $r,G35,906  in  1913. 
About  45  per  cent,  of  the  production  in  1^1,6  was  made 
in  Ontario.  The  1916  imports  of  drain  pipe^'&nd  sewer 
pipe  were  valued  at  $40,233  and  the  1915  imports  at 
$41,801. 

The  total  sales  of  drain  tile  in  Canada  in  191tj\were 
valued  at  $359,387,  as  compared  with  sales  of  $35Si296 
in  1915  and  $366,340  in  1914.  The  greater  part  of  tKjis 
production  is  in  Ontario,  the  sales  in  this  province, 
reported  by  the  producers,  being  20,205,837.  valued  a\ 
$343,677,  as  against  18,812,712,' valued  at  $341,467  in\ 
1915.  ■  \ 

Lime 

The  production  of  lime,  whicii  in  1916  amounted  to 
5,493,250  bushels  (equivalent  lo  al)out  192,264  tons), 
valued  at  $1,091,463,  or  an  average  of  20  cents  per 
bushel,  or  v$5.75  per  ton.  shows  an  increase  of  446,006 
bushels,  or  8.8  per  cent,  over  the  1915  production,  of  \ 
5,047,244  bushels  ("equivalent  to  about  176,654  tons), 
valued  at  $1,015,702,  also  an  average  of  20  cents  i)er 
bushel. 

In     l')14    tin-    production    was    7,028,582  busliels 


(equivalent  to  aboiit  246,000  tons),  valued  at  $1,360,- 
628,  an  average  of  19  cents  iper  bushel,  or  $5.53  per  ton. 

The  Province  of  Ontario  is  the  principal  limc-pro- 
ducing  province,  having  in  recent  years  contributed 
from  30  to  42  per  cent,  of  the  total  output.  In  1916  the 
contribution  was  37  per  cent,  of  the  total  i)roduction. 

Sand-lime  Brick 

Sales  in  1916  were  made  very  largely  from  stock, 
since  the  total  number  of  brick  made  during"  the  year 
was  reported  as  only  13,884,400,  while  stocks  at  the 
end  of  the  year  amoimted  to  5.178,175. 

Sand  and  Gravel 

The  production  of  sand  and  gravel  in  Canada  dur- 
ing 1916  was  8,156,207  tons,  valued  at  $1,838,320,  show- 
ing an  increase  in  quantity  of  1,710,490  tons,  or  26.5  per 
cent.,  and  an  increase  in  value  of  $213,553,  or  13.1  per 
cent.,  as  compared  with  the  production  reported  for 
1915.  The  value  of  the  production  for  the  years  1912, 
1913,  1914,  and  1915  is  respectively  as  follows:  $1,512,- 
099,  $2,258,874,  $2,505,310,  $1,624,767. 

The  1916  production  included;  ijuilding  sand  and 
sand  for  concrete  and  road  building,  etc.,  1,379,319  tons, 
valued  at  $475,811  ;  gravel  and  crushed  gravel,  553,125 
tons,  valued  at  $162,250;  sand  and  gravel,  1,505,775 
tons,  valued  at  $605,280;  railway  ballast,  4,559,689  tons, 
valued  at  $521,189;  moulding  sand,  19,251  tons,  valued 
at  $16,726;  and  other  sands  (mostly  engine  sands), 
139,051  tons,  valued  at  $57,064. 

Slate 

There  is  a  small  annual  production  of  slate  in  Can- 
ada, obtained  from  the  New  Rockland  quarries,  Mel- 
bourne Township,  Richmond  County,  operated  by 
Messrs.  Frazer  &  Davies.  The  production  in  1916  was 
1,262  squares,  valued  at  $>5,223,  as  compared  with  a  pro- 
duction in  1915  of  397  squares,  valued  at  $2,039,  and  of 
1,075  squares,  valued  at  $4,837  in  1914. 

The  total  value  of  the  imports  during  the  calendar 
year  1916  was  $96,776,  and  included :  Roofing  slate, 
4,412  squares,  valued  at  $21,335;  school  writing  slate, 
$35,887;  slate  pencils,  $11,309;  and  other  slates  and 
manufactures  of,  $28,245,  The  total  value  of  the  im- 
ports during  the  calendar  year  1915  was  $108,676,  and 
included :  Roofing  slate,  7,483  squares,  valued  at 
$34,528;  school  writing  slate,  $38,874;  slate  pencils, 
$4,954;  and  other  slates  and  manufactures  of  $30,320. 

Stone 

The  total  value  of  the  production  of  stone  in  1916, 
according  to  returns  received,  was  $3,736,412,  a  de- 
crease of  over  12  per  cent,  from  1915.  This  comprised 
granite,  at  a  value  of  $1,247,267;  limestone,  valued  at 
$2,224,091;  m-arble,  $118,810;  and  sandstone,  $146,244. 
The  percentages  according  to  values  used  for  various 
jiurposes  was  as  follows  :  Building,  31.4  per  cent. ;  orna- 
mental and  monumental,  4.9;  paving  and  curbstone, 
2.0;  rubble,  11.1  ;  crushed.  37.7;  furnace  flux,  12.9.  In 
1915  the  value  of  the  production  was  $4,244,997.  distri- 
buted as  follows:  Granite,  $1,525,553;  limestone, 
$2.312,081 ;  marble,  $158,027 ;  sandstone,  $249,336.  The 
value  of  the  imports  of  stone  in  1914,  1915,  and  1916 
were  respectively  as  follows:  $1,252,869.  $539,173, 
$587.v304 ;  and  the  exports  for  the  same  three  vears 
were  respectively  $72,080,  $72,777.  $143,988.  It  w'ill  be 
noted  that  the  exi)ort  figures  for  1916  are  al)OUt  double 
Ihc  ]ire\-ious  years. 

In  tlu'  abox  e  figures  slonc  used  for  burning"  lime  or 
ni;inuf;K'ltiring  cement  is  not  included. 
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Fuel  Conservation  Through  Smoke  Regulation 

Smoke  Means  Waste  and  Poor  Combustion — Its  Abatement 
Conserves  Fuel  and  Produces  Savings  in  Other  Directions 

 —  By  J.  W.  Henderson*  —  


A FORMER  president  of  the  United  States,  in  a 
special  message  to  Congress  on  the  subject  of 
conservation,  said :  "The  underlying  principle 
of  conservation  has  been  described  as  the  ap- 
plication of  common  sense  to  common  problems  for 
the  common  good."  Conservation  that  merely  contem- 
plates witholding  the  natural  resources  from  use,  keep- 
ing them  in  their  natural  state,  can  hardly  be  consid- 
ered conservation  in  its  broadest  application.  Common 
sense  would  dictate  conserving  them  from  their  natural 
source  through  the  processes  of  production,  distribu- 
tion, and  consumption. 

The  problem  is  based  on  the  assumption  that  the 
people  of  the  country  as  a  whole  are  the  rightful  own- 
ers of  all  the  natural  resources.  It  naturally  follows 
that  the  federal  government  is  the  only  power  to  be 
depended  upon  to  act  in  the  capacity  of  storekeeper 
and  managing-  director  -  of  those  natural  resources. 
Conditions  resulting  from  the  great  world  war  have 
established  this  relationship  of  the  federal  government 
and  made  its  position  acceptable  to  the  people. 

The  logical  starting  point  is  that  of  "taking  stock" 
of  the  natural  resources.  Having  this  knowledge,  con- 
servation can  be  carried  on,  on  the  basis  of  "the  appli- 
cation of  common  sense  to  common  problems  for  the 
common  good." 

Smoke  Means  Waste 

The  fuels  of  the  country  are,  perhaps,  the  most  im- 
portant natural  resources,  particularly  at  this  period  of 
our  history  with  the  success  of  the  great  war  being-  de- 
pendent upon  the  availability  of  their  supply.  Under 
this  heading  and  as  relating  to  the  subject  of  this  paper 
the  term  "fuel"  has  reference  to  the  following:  Wood, 
coal,  oil,  gas  and  their  by-products. 

Investigations  and  experience  demonstrate  that  the 
production  and  emission  from  stacks  of  smoke  pro- 
hibited by  law  means  waste — direct  waste  of  combust- 
ible materials  and  their  by-products,  and  contributory, 
contingent  waste  of  building  materials,  household 
goods,  vegetation,  and  of  human  energy,  both  physical 
and  mental. 

Most  of  the  large  cities  and  some  smaller  ones  have 
on  their  statute  Ibooks  laws  regulating  the  production 
and  emission  of  smoke  from  stacks.  Generally  the  pro- 
duction and  emission  from  a  stack  of  "dense  smoke" 
beyond  a  specified  number  of  minutes  in  a  certain 
period  of  minutes  constitutes  a  violation  of  the  law. 

In  a  few  cases  in  the  United  States  the  work  of 
smoke  regulation  is  under  state  control.  Many  foreign 
countries  have  realized  the  importance  of  the  question 
by  placing  it  within  the  activities  of  their  central  gov- 
erning powers.  Having-  heard  of  the  progress  of  the 
work  in  Pittsburg,  the  Bengal  Smoke  Nuisance  Com- 
mission, Calcutta,  India,  and  officials  in  Tokio,  Japan ; 
Melbourne  and  Sydney,  Australia ;  England  and  Can- 
ada, and  in  twenty-nine  states  have  made  enquiries  as 
to  the  methods  employed  in  carrying-  on  the  work  in 
Pittsburg. 

The  work  in  Pittsburg-  has  proven  that  smoke  regu- 
lation is  essentially  a  fuel  conservation  problem.  Rut, 

*  Chief  of  Bureau  of  Smoke  Regulation,  Pittsburg,  before  American  Asso- 
ciation for  the  Advancement  of  Science. 


disregarding  our  experiences  and  the  specilic  instances 
where  the  facts  confirm  this  conclusion,  and  antedating 
our  appointment  to  ofifice  at  the  beginning  of  the  pres- 
ent city  administration,  you  will  find  evidence  in  the 
publications  of  the  Mellon  Institute  of  Industrial  Re- 
search, of  the  results  of  their  investigation  of  the 
smoke  nuisance,  to  cause  you  t(j  come  to  the  same  de- 
cision in  this  matter. 

Smoke  means  waste.  It  is  evidence  of  incomplete 
combustion.  It  is  produced  by  users  of  wood,  coal, 
oil,  and  gas.  Proper  smoke  regulation  results  in  sav- 
ing these  fuels.  Conservation  as  proposed  will  induce 
complete  combustion  of  them  and  stop  the  production 
of  smoke. 

Smoke  regulation  is  so  closely  related  to  conserva- 
tion as  to  indicate  the  necessity  of  the  government 
taking  it  into  consideration  in  its  program  of  conserv- 
ing the  country's  natural  resources.  The  work  cannot 
be  of  a  constructive  and  permanent  character  if  left  to 
the  fluctuating-  political  activities  of  the  cities,  coun- 
ties, or  states. 

An  important  phase  of  the  case  is  that  of  the  larger 
governmental  units  not  being  amenable  to  the  laws 
and  regulations  of  the  smaller  units.  Many  of  the  gov- 
ernment plants  have  been  found  violating  city  laws, 
and  any  action  taken  towards  meeting  the  regulations 
has  been  only  in  the  nature  of  courtesy  and  not  as 
recognizing-  any  responsibility  under  the  .city  law.  The 
same  is  true  of  county  and  state  institutions. 

Numerous  means  have  been  proposed  for  doing 
away  with  the  "smoke  nuisance."  Considerable  time 
and  energy  have  been  spent  in  devising  patented  de- 
vices for  catching  the  smoke  when  the  merest  t)'ro  in 
combustion  should  know  that  this  is  but  multiplying 
the  loss.  The  way  to  meet*  the  requirements  is  to  not 
make  the  smoke  in  the  first  place.  This  is  accom- 
plished 'by  securing  more  perfect  combustion.  And 
this  is  in  line  with  the  work  of  conservation. 

Smoke  Abatement  Saves  Fuel 

Smoke  abatement  accomplished  in  the  most  intelli- 
gent manner  saves  fuel  and  labor  and,  in  the  case  of 
industrial  plants,  generally  aids  in  increasing-  the  out- 
put of  improved  products.  At  the  same  time,  in  many 
instances,  profits  are  realized  b}-  recovery  of  bv-pro- 
ducts.  The  writer  has  in  mind  a  certain  coke  plant 
where,  under  present  practice,  there  is  a  loss  of  gas 
sufficient  to  supply  the  heating  requirements  of  about 
30,000  homes.  Accompanying  this  loss  are  the  tar, 
ammonium  sulphate,  benzol,  and  other  valuable  by- 
products which  might  he  reco^■ered  under  more  mod- 
ern methods  of  production. 

Smoking  stacks  are  indicators  pointing  to  plants 
and  furnaces  where  fuel  is  l^eing  needlessly  wasted  and 
where  regulation  can  and  should  be  applied  immedi- 
ately. Given  two  plants  turning  out  an  equal  quantilv 
of  the  same  kind  of  materials,  the  wasteful  plant  should 
be  compelled  to  attain  to  the  effi  cienc\'  of  the  one  con- 
suming the  smaller  quantity  of  fuel.  One  of  these 
l^lants  should  not  be  permitted  to  use  1,000  tons  of  coal 
a  day  if  a  competitor  is  securing  the  same  prtnluction 
through  the  use  of  but  750  tons  per  day. 

Journey  in  any  direction  and  smoking  stacks  are 
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ex  erywhere  in  evidence,  showing  the  widespread  ineffi- 
cient use  of  fuel.  This  is  true  in  the  small  town  as 
well  as  in  the  case  of  the  large  cities  having  important 
industrial  centres. 

In  Pennsylvania  only  cities  of  the  first  and  second 
class  have  been  authorized  by  the  legislature  to  "regu- 
late the  production  and  emission  of  smoke  from 
stacks."  This  leaves  the  smaller  communities  without 
any  remedy  in  the  matter  of  protection  from  polluted 
air  and  the  destruction  of  buildings,  household  goods 
and  wearing  apparel,  not  to  say  anything  about  their 
individual  interest  in  the  conservation  of  the  natural 
resources  of  the  country. 

Pittsburg  spends  annually  less  than  $14,000  in 
maintaining  its  bureau  of  smoke  regulation  in  the  De- 
partment of  Public  Idealth.  There  are  numerous  cases 
where  plant  owners  have  been  compelled  to  make 
changes  to  furnaces  that  have  resulted  in  saving  of  fuel 
and  labor  to  this  amount  and  more.  In  one  case  a  new 
plant  was  put  in,  costing  $130,000,  and  the  economies 
resulting  exceeded  $60,000.  This  is  the  most  marked 
case,  but  it  is  typical  of  the  possibilities. 

Savings  in  Other  Directions 

Disreg"arding  all  direct  reductions  in  operating  ex- 
penses and  lowering  of  expenditures,  just  consider 
what  smoke  regulation  may  mean  to  the  people  in  gen- 
eral in,  say,  the  smaller  item  of  laundry  expense.  Con- 
sider that  the  cleaning  cost  has  been  reduced  a  little 
less  than  4c  i)er  week,  or  $2  per  year,  per  person  in  the 
city  of  Pittsl)urg,  having  a  population  of  600,000  indi- 
\  iduals.  This  means  a  saving"  of  $1,200,000  annually. 
The  local  United  States  weather  records  show  the 
smoke  has  been  reduced  about  75  per  cent.  The  Mel- 
lon Institute  investigation  placed  the  cost  of  the  smoke 
nuisance  at  its  worst  at  $10,000,000  annually  to  the 
people  of  Pittsburg. 


Canadian  Society  of  Civil  Engineers 
Elections  and  Transfers 

The  following  have  been  elected  members,  associate 
members,  juniors,  etc.,  of  the  Canadian  Society  of  Civil 
Engineers : 

Members — Mr.  Wiliam  R.  Bonnycastle,  Vancouver, 
B.C.,  private  practice  as  consulting  hydro-electrical  en- 
gineer, specializing  on  water-power  development,  engi- 
neer for  the  Bridge  River  Power  Company  and  Indian 
River  Power  Company,  of  British  Columbia ;  prior  to 
that  electrical  engineer  with  Stave  Lake  Power  Com- 
pany and  hydraulic  and  electrical  designing  engineer 
with  the  Western  Canada  Power  Company,  and  also 
engineer  for  Smith,  Kerry  &  Chace ;  Mr.  D.  T.  Main, 
Winnipeg,  with  the  C.P.R.  since  1904,  and  now  works 
manager,  Winnipeg." 

Associate  members — Mr.  T.  C.  Connell,  La  Loutre 
Dam,  P.Q.,  with  the  St.  Maurice  Construction  Com- 
pany, as  chief  assistant  to  Mr.  Luscombe,  chief  engi- 
neer of  La  Loutre  Dam ;  Mr.  C.  P.  Howrigan,  East 
I^'airfield,  Vt.,  U.S.A.,  with  Eraser,  Brace  &  Co.,  in 
charge  of  railway  construction  and  assistant  superin- 
tendent La  Loure  Dam,  P.Q. ;  Mr.  E.  N.  Johnson,  Re- 
gina,  Sask.,  resident  engineer  on  construction,  C.l'.R., 
East  End,  Sask.,  and,  prior  to  that  lieutenant  with 
Canadian  Engineers  and  Royal  Engineers  in  France; 
Mr.  T.  C.  Main,  Winnipeg,  formerly,  with  C.N.R.  on 
various  engineering  works,  and  at  present  in  charge  of 
construction  and  maintenance  of  Seres  Road  in  Salon- 
ika, with  139th  Arm_\-  'i'roop  Company,  Royal  Engi- 
neers; Mr.  A.  V.  Mitchell,  V'ictoria,  B.C.,  acting  dis- 
trict engineer  for  Major-General  G.  B.  Hughes,  D.S.O., 


C.  B.,  in  charge  of  railroad  improvements,  Victoria  and 
Nanaimo,  construction  and  maintenance  of  Dominion 
Government  wharves,  Esquimalt  graving  docks,  quar- 
antine station,  wharves,  roads,  and  pipe  lines  and  other 
works  of  the  department  in  Vancouver;  Mr.  E.  B.  Tilt, 
Madrid,  Spain,  president  and  general  manager,  Socie- 
dad  Hispano  Americano ;  Gaston  Williams,  of  Wig- 
more,  C.A.,  Madrid,  prior  to  that  chief  inspector  of 
steel,  Imperial  Munitions  Board ;  Mr.  D.  O.  Wing,  To- 
ronto, British  Columbia  land  surveyor,  and  formerly  on 

D.  L.  S.  Survey  for  Department  of  Interior. 

Juniors — Mr.  L.  J.  Devereux,  Prince  George,  B.C., 
assistant  engineer  G.T.P,,  on  maintenance  and  in  re- 
sponsible charge  of  bridges  and  construction  of  de- 
pots, etc. ;  Mr.  Ulric  R.  Moore,  Ottawa,  adjuster,  Im- 
perial Munitions  Board,  and  previously  acting"  chief 
oi^rce  and  assistant  engineer  on  Welland  Ship  Canal ; 
Mr.  J.  A.  MacGillivray,  Point  du  Bois,  Lac  du  Bonnet, 
Man.,  resident  eng'ineer  on  extension  of  city  of  Winni- 
peg hvdro-electric  plant  at  Point  du  Bois,  with  W.  M. 
Scott.' 

Transferred  from  associate  member  to  member — 
Mr.  C.  E.  Henderson,  St.  Augustine,  Fla.,  county  engi- 
neer, St.  John's  County,  Fla.,  in  charge  of  design  and 
construction  of  reinforced  concrete  bridge  and  fifty- 
five  miles  of  paving. 

Transferred  from  junior  to  associate  memiber — Mr. 
W.  S.  Ford,  Stave  Falls,  B.C.,  with  Royal  Garrison 
Artillery,  second  lieutenant  122nd  Siege  Battery,  B.E. 
F.,  France,  and  formerly  with  Western  Canada  Power 
Company,  Stave  Falls,  design  of  plants,  etc. 

Transferred  from  student  to  associate  memiber  — 
Mr.  S.  Bourgoing,  Montreal,  assistant  engineer  city  of 
Montreal,  supervising  construction  of  sewers  for  west- 
ern division ;  Mr.  F.  W.  Douglas,  New  York,  with 
Foundation  Company,  of  New  York,  as  resident  engi- 
neer on  various  contracts,  and  formerly  assistant  to  P. 
B.  Street  on  survey  of  Dominion  lands  along  Pludson 
Bay  Railway ;  Mr.  J.  S.  Galbraith,  "somewhere  in 
France,"  with  123rd  Canadian  Pioneer  Battalion,  Royal 
Grenadiers,  prior  to  that  on  various  engineering  work 
and  demonstrator  in  the  fourth  year.  Faculty  of  Ap- 
plied Science  and  Engineering",  University  of  Toronto ; 
Lieut.  C.  N.  Mitchell  (M.C.),  Canadian  Engineers,  No. 
1  Tunnelling  Company,  B.E.F.,  France,  and  formerly 
eng'ineer  on  the  straightening"  of  the  C.P.R.  elevator, 
North  Transcona,  Man. 

Transferred  from  students  to  juniors  —  Mr.  J.  H. 
Dupuis,  Montreal,  civil  engineer  for  Mr.  Malcolm  D. 
Barclay,  A.M.Can.Soc.C.E.,  Montreal;  Mr.  C.  A.  Buck, 
Toronto,  Brinell  testing"  engineer  for  Imperial  Ministry 
of  Munitions  in  the  Toronto  district ;  Mr.  W.  F. 
Noonan,  Kingston,  Ont.,  civil  draughtsman,  C.R.C.E. 
ofifice.  Military  District  No..  3,  Kingston. 


The  final  report  of  the  International  Joint  Commis- 
sion in  the  Lake  of  the  Woods  Reference  has  just  been 
published  in  bound  form,  stiff  linen  cover.  The  report 
covers  260  pages  and  includes  some  54  illustrations.  It 
is  the  work  of  Lawrence  J.  Burpee  and  Whitehead 
Kluttz,  secretaries  respective!}^  of  the  Canadian  and  the 
United  ^States  sections  of  the  International  Joint  Com- 
mission. 


The  Report  of  the  Roads  Department  of  the  Pro- 
x'ince  of  QucIk'c  for  the  year  1917,  as  submitted  to  the 
Licutenant-Go\ernor  of  the  Province  by  Hon.  J.  A. 
Tessier,  Minister  of  Roads,  has  recently  been  issued. 
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Steam   Road    Rail  Failures 

Paper  Before  Association  for  the  Advancement 
of  Science  Discusses  Causes  and 
Remedies  of  Track  Defects 

  By  G.  H.  Barbour  

STANDARD  steam  road  track  as  generally  con- 
structed in  this  country  comprises  a  well- 
drained  subgrade  of  compressible  soil  whereon  is 
spread  and  compacted  a  cushion  of  broken  stone 
ballast  from  15  to  24  inches  in  depth,  on  which  are 
strung  at  intervals  of  about  22  inches,  7  by  9  inch  by 
Sy2  ft.  wooden  crossties,  to  which  are  spiked,  often 
with  the  interposition  of  flat  or  inclined  metal  tie- 
plates,  steel  rails  in  30  to  33  ft.  lengths,  and  ranging 
in  weight  per  yard  from  85  lbs.  on  sidetracks  and  minor 
roads,  to  100  lbs.  on  mainline  tracks  of  more  import- 
ant right-of-ways.  I  purposely  reserve  inclusion  of 
the  recent  130  to  136  lb.  installations,  as  their  use  so  far 
is  restricted. 

The  ordinary  observer  visualizes  a  solid  structure, 
but  steam  road  track  is  anything  but  restful  and  qui- 
escent under  the  hurtling  mass  and  projectile  impulse 
of  the  fast-flying  equipment.  The  rails  undulate  and 
wave,  the  crossties  rise  and  fall  and  the  whole  track 
depresses  under  the  wheel  contacts  of  the  train,  which 
subsidence  is  in  direct  proportion  to  the  weights  on 
the  wheels,  the  depth  of  the  ballast  and  the  com- 
pressibility of  the  latter  and  of  the  subgrade,  and  in- 
versely to  the  area  of  crosstie  bearing  upon  the  bal- 
last ;  except  as  Dr.  Dudley  has  established,  that  the 
maximum  subsidence  occurs  approximately  under  the 
center  of  gravity  of  the  combined  locomotive  and  ten- 
der, due  probably  to  the  projectile  impact  of  the  gi- 
gantic mass  with  its  dynamic  augments.  This  sub- 
sidence from  which  the  track  returns  to  its  normal 
level  or  trackmen's  surface  directly  the  train  has 
passed,  very  aptly  has  been  named  the  transitory  de- 
pression. 

Shallow  Rail  Has  Lower  Stresses 

While  the  cushioning  action  of  the  compressible 
ballast  and  subgrade  and  the  resultant  undulations 
of  the  rail  are  the  salvation  of  railroading,  excessive 
deflections  are  perilous ;  for,  as  no  conceivable  ra.il 
is  of  sufficient  strength  to  more  than  follow  the  ver- 
tical curves  of  the  transitory  depression,  its  extreme 
fibers  are  bound  to  experience  the  stresses  induced 
by  such  curves.  Hence  the  advisability  of  reducing 
the  depth  of  the  ballast  and  of  increasing  the  bear- 
ing area  of  the  crossties,  since  Dr.  Dudley  has  es- 
tablished that  from  75  to  80  per  cent,  of  the  sub- 
sidence occurs  in  the  ballast  and  the  remainder  in  the 
subgrade.  And  grave  danger  is  involved  in  increasing 
the  height  of  the  rail  to  obtain  the  requisite  girder 
strength  now  that  85  to  100  lb.  rails  are  found  to  be 
inadequate ;  for,  as  the  magnitude  of  the  stresses  in- 
duced in  the  extreme  fibers  of  the  rail  by  the  curves 
of  the  transitory  depression  are  directly  as  the  dis- 
tances of  those  fibers  from  the  rail's  center  of  gravity, 
the  lower  the  rail  the  less  the  amounts  of  those  stresses. 

An  unappreciated  feature  of  track  is  the  sufflciency 
and  frequency  of  the  rail's  lateral  fastenings.  "Turned- 
out"  rails  and  spikes  "forced  back  into  the  wood"  are 
of  common  occurrence  and  reveal  the  magnitude  and 
intensity  of  the  lateral  forces.  Double  fastenings  could 
be  provided  for  each  crosstie  were  broader  ones  adopt- 
ed. 


Tlic  rail  is  commonly  considered  a  girder  s|)anning 
from  crosstie  to  crosstie.  it  has  been  demonstrated, 
however,  that  the  span  from  wheel  to  wheel  wherein 
the  wheel  loads  are  compensated  by  the  reactions  of 
the  ballast-bearing  of  the  crossties  governs  the  maxi- 
mum vertical  bending  moment ;  and  that  the  maximum 
combined  stresses  are  experienced  at  a  wheel  contact 
when  it  occurs  half  way  between  a  pair  of  crossties, 
for,  in  that  position,  the  lateral  forces  proxluce  the 
greatest  horizontal  bending  moment.  The  head  of 
the  rail  is  in  compression  at  the  wheel  contacts  and 
in  tension  between  them  and  its  base,  and  vice  versa. 
Hence  continually  .repeated  reversals  of  stress  and  al- 
ternate vertical  deflections  result  as  the  wheels  tra- 
verse their  attendant  transitory  depression.  Inde- 
pendent of  magnitude  and  spacing  is  the  importance 
of  so  loading  the  locomotive  wheels  that  heavy  loads 
should  not  have  wide  spacing.  An  ideal  loading  would 
have  the  forward  truck  wheel  the  lightest  with  a 
gradual  increase  to  the  middle  driver  and  a  tapering 
oft'  to  the  trailer,  which  should  not  have  over  two- 
thirds  the  static  load  of  the  main  driver.  A  great 
many  locomotives  produce  greater  stresses  under  the 
trailer  than  anywhere  else,  to  which  its  position  ap- 
proximately under  the  center  of  gravity  of  the  com- 
bined engine  and  tender  and  its  wider  spacing  are  con- 
tributary. 

The  Joint  is  the  Great  Defect 

The  joint  is  the  great  defect  in  rails,  due  to  14 
inches  more  or  less  of  the  railend  being  held  so  rigidly 
in  the  vise-like  grip  of  the  splicebars  that  it  cannot 
deflect  freely.  For  this  condition  there  is  no  cure, 
though  it  can  be  ameliorated  by  diminishing  the  depth 
of  the  transitory  depression,  as  already  described,  and 
by  the  use  of  a  splicebar  contacting  with  the  rails  only 
at  its  ends  and  center. 

Other  defects,  even  in  such  heavy  installations  as 
the  130  lb.  PRR  and  136  lb.  Lehigh  Valley  rails,  are 
lack  of  lateral  strength,  insufficient  width  of  head  and 
low  center  of  gravity.  In  rail  design  the  problem  is 
not  only  to  satisfy  the  vertical  loads  on  the  wheels 
plus  their  dynamic  augments,  together  with  the  later- 
al forces  resulting  from  the  swaying,  lashing  and 
tangential  impulses  of  the  equipment,  but  also  to  com- 
pensate the  accompanying  torsional  or  polar  moments, 
which  are,  first,  the  product  of  the  lateral  forces  by 
the  vertical  distance  from  top  to  center  of  gravity  of 
rail  (their  lever  arm)  and,  second,  the  product  of  the 
load  on  the  wheel  by  the  horizontal  distance  from  the 
rail's  vertical  axis  to  the  center  of  the  black  streak 
or  line  of  wheel  contact  which  generally  occurs  on 
the  outside  of  the  railhead.  At  the  same  time  it  should 
be  borne  in  mind  that  the  height  of  the  rail  should  be 
maintained  at  the  minimum  to  relieve  the  critical 
fibers  of  its  head  during  the  transitory  depression, 
because  the  head  is  the  point  of  peril  on  account  of 
the  peening  punishment  of  the  impinging  wheels,  the 
grinding  action  of  their  flanges  and  the  friction  of 
their  brake-bound  treads,  cumulatively  aggravated  as 
the  wheels  become  ragged  and  worn.  These  con- 
siderations are  best  met  by  making  the  railhead 
broader  in  order  to  bring  the  black  streak  nearer  its 
center ;  by  raising  the  rail  s  center  of  gravity  to  reduce 
the  torsional  lever  arm  of  the  lateral  forces  as  well  as 
the  distance  from  the  center  of  gravity  to  the  critical 
fiber's  of  its  head ;  by  increasing  the  rail's  lateral 
strength  to  resist  the  liorizontal  bending  moment  as 
^\'ell  as  to  augment  its  polar  or  torsional  section  modu- 
lus: and  withal,  bv  strivin"-  for  the  lowest  rail  that 
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will  i)rovicle  the  necessary  i^irder  strength  and  satisfy 
the  above  conditions. 

Investigation  of  Accrdent 

As  particularly  pertinent  to  the  proposition,  note 
the  following-  excerpts  from  the  report,  dated  V(;h. 
12,  1917,  of  the  chief  of  the  Division  of  Safety,  Inter- 
state .  Commerce  Commission,  covering  the  investi- 
gation of  an  accident  'which  occurred  on  the  Galves- 
ton, Harrisburg  and  San  Antonio  Railway,  near  Iser, 
Tex.,  January  31,  1916: 

"The  direct  investigation  of  the  rail  which  rup- 
tured attaches  the  causes  of  its  failure  to  the  develop- 
ment of  transverse  fissures  in  different  parts  of  its 
length.  Transverse  fissures  are  held  to  represent  a 
modified  type  of  fatigue  fracture,  the  formation  of 
which  is  due  to  repeated  alternate  stresses  received 
in  the  track.  A  fatigue  fracture  is  one  which  results 
from  the  repetition  of  loads  too  great  for  the  steel  to 
long  endure.  It  is  a  progressive  fracture  in  its  usual 
development,  one  to  which  the  name  "detail  fracture" 
is  often  applied.  It  is  gradual  in  its  development, 
chiefly  when  the  loads  which  cause  it  are  variable.  It 
is  a  tension  fracture  and  occurs  where  the  tension 
stresses  reach  a  maximum.  In  a  rail,  the  greatest  ten- 
sion in  the  head  is  along  certain  interior  elements,  by 
reason  of  the  initial  strains  of  compression  set  up  at 
the  running  sSurface  by  the  cold-rolling  of  the  wheels. 
The  location  of  the  metal  in  maximum  tension  ac- 
counts for  the  interior  origin  of  transverse  fissures, 
which  is  a  distinguishing  feature  over  other  fatigue 
fractures  where  the  compressive  component  is  not 
present.  Incipient  fissures  are  found  at  frequent  in- 
tervals along  the  interior  elements  of  the  head  in 
rails  which  have  failed  in  this  manner.  The  same  is 
true  in  fatigue  fractures  made  in  the  laboratory.  The 
integrity  of  the  steel  is  destroyed  locally,  and  fine 
checks  appear  on  the  surface  of  the  bars  when  they 
are  subjected  to  direct  tension  stresses,  after  failure 
under  repeated  loads.  Experimentally,  transverse  fis- 
sures have  been  inade  in  new  rails,  where  control 
over  their  location  in  the  head  has  been  demonstrated. 
They  were  located  at  Avill,  centrally  over  the  web, 
and  on  the  right  side  or  the  left  side  of  the  head,  ac- 
cording to  that  on  which  the  load  was  applied." 

No  Definite  Cause  for  Fissures 

"Neither  chemical  analyses  or  microscopic  exam- 
inations have  shown  a  definite  cause  for  the  develop- 
ment of  transverse  fissures,  and  they  develop  in  rails 
which  are  structurally  and  chemically  free  from  any 
known  defect.  They  preponderate  on  the  gauge  side  of 
the  head  and  the  side  on  which  the  wheels  have  the 
greatest  cff'ect.  They  have  occurred  in  rails  of  dif- 
ferent weights;  in  those  of  difi^erent  'ingot  positions'; 
in  the  product  of  each  of  the  two  great  methods  of 
steel  making,  Bessemer  and  open-hearth;  in  direct- 
rolled  rails  and  in  those  from  reheated  blooms;  in  rails 
laid  on  curves  and  in  those  on  tangent  track ;  over  ties 
and  between  them.  They  have  made  their  appearance 
in  the  different  seasons.  They  occur  where,  accord- 
ing to  chance,  the  rail  may  have  been  gagged  and, 
from  the  number  and  ])roximity  of  the  fissures,  where 
they  probably  were  not  gagged.  They  have  displayed 
themselves  singly,  and  independent  of  other  types  of 
ru])ture,  and  also  associated  with  shearing  fractures 
or  seams  which  have  developed  at  right  angles  to  the 
lissurcs.  They  are  found  in  the  head  and  not  in  the 
base  of  the  rail.  They  a])pear  in  rails  which  show 
very  little  wear;  they  are  not  confined  to  any  one 


rail  mill,  nor  to  northern  or  sovithern  mills,  nor  to  any 
year's  rolling,  but  have  been  displayed  by  rails  rolled 
at  periods  of  time  separated  by  at  least  two  decades. 
The  latter  fact  should  remove  doubts  concerning  any 
peculiar  conditions  having  found  their  way  into  mod- 
ern mill  practice,  influencing  this  type  of  failure.  On 
the  other  hand,  traffic  has  increased,  wheel  loads  have 
increased,  and  speeds  have  increased ;  and  transverse 
fissures  are  in  general  found  where  these  conditions 
are  well  advanced.  The  girder  strength  of  the  rails 
has  been  increased,  while  the  impinging  pressures  of 
the  wheels  still  remain  wdthout  ainelioration.  It  is  a 
disquieting  matter  that  rails  of  the  heavier  sections 
recently  laid  have  displayed  transverse  fissures.  Mere 
increase  in  weight  of  section  has  not  brought  with  it 
immunity  from  failure  in  this  manner." 

Result  of  Repeated  Stresses 

"The  general  law  enunciated  some  50  years  ago 
in  respect  to  the  invariable  result  of  repeated  stresses 
in  causing"  rupture  in  sound  steel,  and  without  display 
of  ductility,  applies  to  this  type  of  fracture.  To  this 
law  there  are  no  exceptions.  The  continued  use  of 
rails  without  exact  knowledge  upon  their  resistance  to 
relocated  alternate  stresses,  which  constitutes  their 
regular  fvmction  in  service,  and  without  exact  know- 
ledge upon  the  magnitude  of  the  track  stresses  Avhich 
they  daily  receive,  presents  an  engineering  anomaly 
which  has  extended  far  beyond  its  proper  limits  of 
time.  The  continued  use  of  steel  rails  without  funda- 
mental information  is  unjustifiable.  Data  are  needed 
upon  the  magnitude  of  the  track  stresses,  and  upon 
the  limit  of  endurance  of  rails  to  such  repeated  stresses. 
The  magnitude  of  the  loads  received  and  the  number 
of  repetitions  are  factors  which  determine  the  life  of 
the  rail  against  fatigue  fractures.  The  satisfactory 
use  of  rails  requires  the  determination  of  this  infor- 
mation, with  such  limitation  placed  upon  the  number 
of  repetitions  of  loads  that  a  proper  margin  of  residual 
strength  shall  be  maintained." 

Dr.  James  E.  Howard,  engineer-physicist  of  the 
Commission's  Division  of  Safety,  might  have  added, 
"or  with  such  limitation  placed  upon  the  depth  or  de- 
gree of  deflection  as  would  allow  the  maximum  num- 
ber of  such  repetitions ;"  for,  naturally,  the  rail  would 
endure  more  repeated  alternate  vertical  deflections 
of  a  less  than  of  a  greater  degree ;  an  added  argument 
for  reducing  the  depth  of  the  transitory  depression 
under  the  moving  equipment  by  increasing  the  area 
of  crosstie  bearing  on  the  ballast,  diminishing  the 
depth  of  the  ballast,  and  maintaining  the  height  of 
>  the  rail  at  a  minimum.  A  thin  spring  will  withstand 
more  flexures  of  the  same  degree  than  a  thick  one. 


Prices  Still  Increasing 

Business  in  building  supplies  in  Montreal  is  very 
dull,  even  for  this  time  of  the  year.  Prices,  too,  of 
several  commodities  have  again  advanced,  so  that  it 
seems  as  if  the  period  of  cheaper  building,  which  some 
expect,  and  which  has  resulted  in  many  projects  being 
postponed,  is  still  a  long  way  oft".  The  advocates  of 
"build  now"  are  apparently  being  justified  in  their  view 
that  ])rices  will  tend  to  increase  rather  than  diminish. 


The  annual  meeting  of  the  Montreal  liuilders'  Ex- 
change will  be  held  on  January  28,  in  the  rooms  of  the 
exchange,  Drnmmond  Building. 


January  Ki.  191S 


THE    CON  T  R  A  C  '1'    R  \i  C  C)  R  D 


4!) 


The  Sanborn  Pressure  Recorder 

THE  Sanborn  pressure  recorder  shown  in  the  ac- 
companying cut  is  designed  to  overcome  the 
defects  of  other  types  of  automatic  gauge  re- 
cording devices  by  obviating"  stilUng  wheel, 
floats  and  rubber  diaphragms.  The  outfit,  which  is 
used  for  gauging  streams,  sewers,  etc.,  comprises  the 
recorder,  compensator,  or  inlet  tub  and  the  connecting 
tubing".  The  recorder  may  be  placed  at  any  conven- 
ient distance  above  the  water  surface  or  away  from  the 
inlet  and  still  record  the  variations  in  depths  of  flow. 
The  device  is  operated  by  a  set  of  corrugated  dia- 
phragms, the  movement  of  which  is  transmitted  to  a 


recording  pen  arm  by  a  simple  mechanism  that  con- 
sists of  two  levers  and  axis.  After  the  inlet  tubing  or 
compensator  has  been  lowered  into  position  at  the 
bottom  of  sewer  or  fastened  to  the  walls  of  a  sewer  or 
other  channel,  the  water  tries  to  enter  the  open  end  of 
the  cylindrical  tubing.  There  is  simply  air  in  this  tul)e, 
and  as  the  water  tries  to  enter,  the  air  becomes  com- 
pressed by  the  column  of  water  and  a  pressure  is  ex- 
erted which  moves  the  pen  arm  of  the  recorder.  Thus 
the  actuating  medium  is  a  head  of  water,  the  pressure 
of  which  is  transmitted  to  a  pen  that  records  on  a 
chart,  which  is  turned  by  clock  mechanism. 

For  a  range  of  10  feet  in  fluctuations  of  water  sur- 
face this  form  of  recorder  will  read  directly  to  the 
nearest  tenth  of  a  foot,  and  half-tenths  may  l^e  esti- 
mated. For  a  range  of  20  feet  it  reads  to  two-tenths, 
and  tenths  may  readily  be  estimated. 


Jenckes  Machine  Company  Expanding 

The  Jenckes  Machine  Company  has  secured  large 
additional  contracts,  which  will  involve  the  employ- 
ment of  several  hundred  more  men.  Additional  capital 
has  been  brought  into  the  business  through  those  in- 
terests which  are  identified  with  the  Canadian  Inger- 
soU  Rand  Company,  another  of  Sherbrooke's  large  in- 
dustries. At  a  recent  meeting  of  shareholders  of  the 
Jenckes  Machine  Compan\'  some  changes  were  made 


in  the  ])crs()nncl  of  the  board,  Mr.  George  J^oubleday, 
of  New  N'ork,  becoming  the  new  president  and  Mr. 
W.  (lilman  general  manager. 


Building  Permits  for  November  Show 
Decrease  in  Value 

Estimated  Cost  of  Building  Work  as  Indicated  by  Building  Permits  Issued 
in  Thirty-five  Cities 

Xovember,  I'JlT,  comparcl 
November,     X'ovember,    with  Xovember,  J9Hi. 
t'ity.  1917.  lino.      Increase  ft).  Decrease  (*). 


$81,373 

$121,185 

1)!»,4.*^5 

* 

$39,812 

* 

$32.36 

Halifax   

64,277 

* 

G4.61 

4(i,i(r. 

21,700 

24.40.-. 

V 

112,74 

New  Brunswick  .  . . 

26,903 

19,800 

t 

7,103 

T 

35.87 

]s,4o:! 

4,.S(I(» 

T 

i:;,60;; 

2.s:;.4o 

St.  John   

x,.")0(i 

15.000 

6,.500 

43.:;:! 

784,170 

1,842,705 

1,058,535 

* 

57.44 

Maisonne^ive  .... 

1,2(XI 

15,.5.j0 

14,3.50 

92.2-'< 

219,3.5.5 

S65,.530 

046,175 

* 

74.00 

Quebec   

495,945 

783,875 

* 

287,930 

* 

.36.73 

Sherbrooke   

5.S,400 

15,450 

t 

37,950 

t 

245.63 

Three  Rivers  .... 

12,770 

127,100 

114,330 

* 

89.95 

l,.50O 

35,200 

33,700 

* 

95.74 

971,142 

1,624,693 

653,551 

* 

40.23 

27,346 

9,945 

t 

17,401 

t 

174.97 

Fort   Wilh'am    . . . 

11,100 

4,225 

t 

6,875 

T 

102.72 

Oueliili   

6,515 
153,460 

t 

6,515 
25,460 

t 

Hamilton   

178,920 

* 

14.23 

Kingston   

4,247 

10,0.53 

* 

5,806 

* 

.57.75 

Kitchener   

11,765 

7,710 

4,055 

t 

52.59 

London 

.S5,010 

64,850 

t 

20  160 

31  09 

Ottawa   

104,200 

1.50,575 

46!.375 

* 

.30.80 

Peterborough    .  . . 

7,235 

5,040 

2,195 

30.  .34 

Port  Arthur   

5,9.32 

3,454 

y 

2,478 

71.74 

Stratford   

6,060 

6,485 

425 

6,55 

St.  Catharines  .  . . 

56,448 

54,470 

t 

1,978 

t 

3.63 

.St.  Thomas   

2,400 

10,890 

* 

8,490 

77.96 

418,019 

948,026 

* 

530,007 

* 

55.81 

Windsor   

71,405 

170,050 

98,645 

* 

58.01 

49,300 

209,900 

160,600 

* 

76.51 

2,700 

16,500 

]3,S<00 

83.64 

Winnipeg   

46,600 

193,400 

140,800 

75.96 

Saskatchewan   

109,290 

15,580 

T 

93,710 

t 

601,48 

33,950 

0,050 

27,900 

461.16 

13,240 

4,720 

8,520 

180.51 

Saskatoon   

62,100 

4,810 

57,290 

1101.06 

Alberta   

83,700 

72,700 

11,000 

15.13 

Calgary   

27,700 

38,400 

10,700 

27.86 

Edmonton   

.56,000 

34,300 

21,700 

04.15 

British   Columbia  .. 

43,345 

129,295 

85,950 

66.43 

New  Westminster 

4,550 

4,725 

175 

3.49 

35,075 

100,695 

65,620 

65.16 

3,720 

23,875 

20,155 

84.42 

Total,  S5  cities  .  . 

,'t;2,149,223 

!f4,0.35,858 

*.'i!l,S80,6.35 

* 

46.70 

Publication  Received 

"Rules  and  Regulations  of  War  Trade  Board,"  published 
by  the  War  Trade  Board,  Washington,  containing-  official  in- 
formation for  shippers,  exporters,  importers,  and  commercial 
and  trade  organizations. 


$2,000,000  Business  Machine  Corporation 

A  $2,000,000  corporation  has  been  formed  to  take 
over  and  operate  the  business  and  Canadian  plants  of 
the  International  Time  Recorder  Company,  Ltd.,  the 
Dayton  Computing  Scale  Compan}^  Ltd.,  and  the  Hol- 
lerith Tabulating  Machine  Company,  of  Montreal.  The 
new  company  will  (be  known  as  the  International  Busi- 
ness Machines  Company,  Ltd.  All  business  will  in 
future  be  operated  under  one  central  management  in 
Toronto,  but  the  branch  offices  of  each  company  will 
be  continued  under  central  direction  in  every  important 
city  in  Canada.  It  is  the  company's  intention,  in  addi- 
tion to  catering  to  domestic  'business,  to  develop  an  ex- 
])ort  trade  with  Australia,  New  Zealand,  South  .Africa, 
and  South  America. 


During  1916  the  value  of  municipal  water  and  sew- 
erage plants  in  the  Province  of  Quebec  declined  from 
$52,482,337  to  $48,122,253.  Municipalities,  however, 
increased  their  holdings  in  electric  light  plants  from 
$2,867,081  to  $4,105,001.  In  the  same  period  new  mills 
and  factories  erected  in  the  pro\-ince  totalled  S6,327.- 
180,  as  compared  with  $974,784  in  the  previous  vear. 
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Convention  of  Canadian  National  Clay 
Products  Association 

THE  Canadian  National  Clay  Products  Associa- 
tion will  hold  their  sixteenth  annual  convention 
at  the  Prince  George  Hotel,  Toronto,  on  Tues- 
day, Wednesday,  and  Thursday,  January  29,  30, 
and  31.   The  followi^ig  is  a  list  of  papers  and  addresses 
to  be  given  at  this  convention : 

"The  Workings  of  the  Workmen's  Compensation 
Act  and  How  Assessments  Are  Determined  for  the 
Different' Classes,"  by  Samuel  Price,  chairman  of  the 
Workmen's  Compensation  Board  of  Ontario,  Toronto. 

"The  Relation  of  the  Economic  Geologist  to  the 
Clay  Industry,"  l)v  X.  P..  I^avis,  B.Sc,  M.A.,  Kingston. 

"Kiln  Ko'nstruclion  Ivinks,"  by  W.  G.  Worcester, 
secretary  of  the  Alberta  Clay  Products  Manufactur- 
ers' Association. 

"Burning  by  the  Use  of  Eorced  Draft  and  Low 
Grade  Fuel/'  by  W.  G.  Worcester. 

"Features  of  Construction  of  a  Big  Brick  Factory," 
by  A.  F.  Greaves-Walker,  ceramic  engineer  of  the  Am- 
erican Refractories  Company,  Baltimore,  INId. 

"Manufacture  of  Floor  and  Wall  Tile,"  by  James' 
McCabe,  ceramic  engineer  of  the  Frontenac  Floor  and 
Tile  Company,  Kingston. 

"Producer  Gas-fired  Dryers,"  by  R.  H.  McElroy, 
International  Clay  Machinery  Company,  Dayton,  Ohio, 
'based  on  experiments  by  Professors  Parmalee  and 
Hursh,  at  the  University  of  Illinois. 

"Tile,"  by  Professor  W.  PI.  Day,  B.A.,  Ontario  Ag- 
ricultural College.  Guelph. 

"Motor  Trucks  in  the  Brick  Business,"  by  Angus 
German,  manager  Sun  Brick  Company,  Toronto. 

It  is  expected  also  that  Joseph  Keele,  chief  engineer 
Ceramic  Branch,  Department  of  Mines,  Ottawa,  and  C. 
W.  Price,  field  secretary  of  the  National  Safety  Coun- 
cil, Chicago,  will  be  present  and  take  part  in  the  con- 
vention. 


A  message  from  New  York  states  that  the  Ameri- 
can International  Shipbuilding  Corporation  has  placed 
two  large  contracts  for  fabricating  structural  steel,  to 
be  used  in  building  cargo  boats  for  the  Qovernment, 
with  the  Dominion  Bridge  Company,  Lachine.  The 
orders  amount  to  40,000  tons  of  steel  plates  and  shapes. 


1ias    retiinifcl    from   France   after   eighteen  months   in  the'' 
irenchcs.     He  is  a  fully  qualified  civil  engineer  of  fifteen] 
years  standing  and  has  his  Bachelor  of  Science  degree  frorr 
the  University  of  Edinburgh,  Scotland. 

Lieut.  John  S.  Galbraith,  who  has  won  the  Military  Cross, 
is  a  1913  graduate  of  the  Faculty  of  Applied  Science  and  En- 
gineering, University  of  ToTono.  He  was  first  attached  as 
adjutant  to  the  123rd  Battalion,  and  in  April,  1917,  after  hav- 
ing served  as  instructor  with  the  Engineers  at  Valcartier 
Camp,  he  crossed  to  England,  finally  reaching  France  with 
the  Pioneers.  Lieut.  Galbraith  is  a  son  of  the  late  dean  of 
the  Faculty  of  Applied  Science,  and  previous  to  his  enlist- 
ment was  on  the  faculty  staf¥. 


Personals 

Mr.  W.  D.  Cowan,  the  newly-elected  Union  candidate  for 
Regina,  is  an  associate  of  the  Saskatchewan  branch  of  the 
Canadian  Society  of  Civil  Engineers. 

The  following  Canadians  have  been  elected  associate 
members  of  the  Institution  of  Civil  Engineers:  Lieut.  John 
(kimmings,  Canadian  railway  troops;  Lieut.  Jas.  Boyd  Mac- 
Lavhlan,  1st  Canadian  Heavy  Battery,  France. 

Captain  Everall,  a  returned  officer,  who  was  in  France 
for  over  two  years,  has  been  aiipointed  assistant  engineer 
with  the  Dominion  Public  Works  Department  at  Victoria. 
Prior  to  joining  the  army,  he  was  engineer  for  the  Dominion 
department  at  Port  Arthur,  Ont. 

Captain  1^  J.  Durley,  M.E.,  M.C.S.C.E.,  Montreal,  has 
been  made  a  member  of  the  Order  of  the  British  Em])irr. 
Captain  Durley,  who  is  by  profession  a  consulting  engineer, 
s])ecializing  in  heating  and  ventilation,  holds  a  i)nsition  in 
Ottawa  under  the  Imperial  Mtinitions  Board. 

Major  A.  G.  Tweedie  lias  been  appointed  city  engineer 
of  Sault  Ste.  Marie,  Ont.,  taking  the  place  of  Mr.  VV.  L.  Mc- 
I'^aul,  who  has  joined  the  military  forces.    Major  Tweedie 


Mainly  Constructional 

East  and  West — From  Coast  to  Coast 


The  Alberta  Flour  Mills  have  taken  out  a  permit  in  the 
city  of  Calgary,  Alta.,  for  the  erection  of  a  $.500,000  building. 

The  Military  Hospitals  Commission  have  all  plans  ready 
to  construct  within  90  days  a  600-bed  military  hospital  in 
London,  Ont. 

The  by-law  submitted  to  the  ratepayers  of  Mimico,  Ont., 
to  appoint  a  commission  to  take  over  the  public  utilitres,  the 
waterworks,  and  the  Hydro  has  carried  by  a  large  majority,  jj 

It  is  reported  that  the  T.  Eaton  Company  will  go  ahead 
with  the  construction  of  their  new  mail  order  building  on 
Harbor  Square,  Toronto,  this  spring.    Plans  have  been  pre-A 
pared  for  a-  .$1,000,000  structure,  200  x  400  feet  in  dimensions.  1 

The   Structural   Steel   Company,   Limited,   has  recently| 
been  incorporated  with  a  capital  of  $5,000,  and  headquarters 
at  Montreal,  to  carry  on  the  business  of  bridge  building  and 
engage  in  the  erection  of  steel  and  iron  structural  work  of 
every  description. 

The  receiving  depot  of  the  Military  Hospitals.  Commis- 
sion, on  Pier  2,  at  Halifax,  which  was  badly  damaged  in  the 
great  explosion,  has  been  repaired,  and  is  now  ready  to  re- 
ceive the  ships  from  overseas  bearing  the  invalids  and  dis- 
al)led  men  back  to  Canada. 

The  Standard  Engineering  Company,  Limited,  has  been 
incorporated  with  a  capital  of  $10,000,  headquarters  at  Van- 
couver, B.C.  The  new  firm  will  carry  on  a  general  con- 
tracting and  engineering  business,  both  electric,  hydro-elec- 
tric, and  otherwise,  and  act  as  consulting  engineers. 

The  value  of  the  factories  erected  in  Toronto  during  the 
past  year  was  slightly  less  than  in  1916,  but  there  is  a  con- 
siderable increase  in  the  value  of  the  dwellings  built.  The 
figures  are  as  follows:  1917 — factories,  $2,413,765;  dwellings, 
$2,273,345.     1916— factories,  $3,486,613;  dwellings  $1,813,900. 

The  new  school  at  Stouffville,  Ont.,  built  to  replace  the 
old  building  which  was  destroyed  by  fire  last  year,  is  now 
almost  complete.  It  contains  six  rooms  and  a  full-sized  base- 
ment, and  the  cost  is  estimated  at  about  $30,000.  It  is  on  the 
site  of  the  old  structure,  but  additional  land  has  been  ac- 
quired. 

The  water  board  of  the  Greater  Winnipeg  Water  District 
will  require  $4,000,000  for  its  work  during  1918,  and  Mayor 
Davidson  and  the  commissioners  of  the  district  will  go  to 
Ottawa  in  order  to  obtain  go\'ernniental  sanction  for  the 
issue  of  the  necessary  debentures.  The  following  year 
$3,000,000  will  probably  be  required. 

The  total  of  the  building  permits  issued  in  Chatham,  Ont., 
during  1917  amounts  to  $390,997.  This  as  a  considerable  de- 
crease from  the  previous  year,  but  it  is  due  to  the  fact  that  in 
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December,  1916,  the  Dominion  Sugar  Company  took  out  a 
permit  of  $1,000,000  for  their  new  factory.  Exclusive  of  this 
large  permit  the  1917  total  exceeds  the  1916  total  by  $52,073. 

After  the  war  it  is  planned  to  erect  a  "Union  Building"  at 
Queen's  University,  Kingston,  as  a  memorial  to  the  students 
of  the  college  who  have  been  killed  in  action.  The  project, 
which  has  not  yet  been  definitely  shaped,  carries  with  it  an 
endowment  of  a  million  dollars,  which  would  be  sufficient  to 
erect  and  equip  the  building.  The  idea  is  that  it  should  be  a 
kind  of  club  house  for  students. 

The  Dominion  Government,  through  Hon.  C.  C.  Ballan- 
tyne,  Minister  of  Marine,  has  intimated  that  about  $60,000,000 
per  annum  will  be  expended  on  shipbuilding.  It  is  not  the 
present  intention  to  establish  new  shipyards,  but  to  utilize 
those  now  in  operation  to  full  capacity.  Rolling  mills  are  to 
be  erected  for  the  production  of  ship-plates,  in  conjunction 
with  the  steel  plants  now  at  Sydney,  N.S.,  New  Glasgow,  N.S., 
Hamilton  and  Sault  Ste.  Marie,  Ont. 

The  announcement  has  been  made  in  Toronto  building- 
circles  that  Marcus  Loew  will  build  a  second  theatre  in  l"o- 
ronto  during  1918.  The  site  is  said  to  be  Bloor  Street  near 
Yonge  Stree.  The  new  house  will  cost  $200,000.  The  archi- 
tect is  Mr.  Thomas  Lamb,  644  Eighth  Avenue,  New  York. 
The  Loew  syndicate  opened  its  latest  Canadian  theatre  at 
Hamilton  recently,  and  a  mUlion-dollar  vaudeville  house  was 
opened  some  lime  ago  in  Montreal  by  the  same  interests. 
Loew  theatres  are  also  in  prospect  for  Ottawa  and  London,  it 
is  declared. 

The  Halifax  reconstruction  committee  has  accepted  plans 
prepared  by  the  Commision  of  Conservation  for  terrace-cot- 
tage types  of  dwellings  for  temporary  homes  for  1,500  families 
in  that  city.  This  matter  has  involved  great  difficulty  owing 
to  the  combined  necessity  for  rapid  and  cheap  construction 
and  good  sanitary  arrangements  in  the  temporary  dwellings. 
The  first  scheme  proposed  involved  the  placing  of  groups  of 
two  .families  in  tenements.  Mr.  Thomas  Adams,  however, 
recommended  the  cottage  type  of  residence,  and  submitted 
plans  to  the  reconstruction  committee. 

If  the  projects  at  present  tentatively  discussed  materialize 
during  the  coming  year,  it  appears  that  Regina's  1918  building 
program  will  exceed  a  million  dollars.  The  following  are 
buildings  which  it  is  said  will  probably  be  built  this  season: 
G.T.P.  hotel,  $500,000;  T.  Eaton  warehouse,  $200,000;  Roman 
Catholic  college,  $200,000;  increase  of  accommodation  at  ex- 
hibition grounds,  $100,000;  (laundry,  $30,000;  public  comfort 
station,  $15,000;  garages  and  other  buildings  contemplated,  at 
least  $100,000).  The  construction  of  the  new  Pantages  thea- 
tre, on  the  corner  of  Broad  and  Eleventh,  at  a  cost  of  approxi- 
mately $60,000,  has  been  commenced. 

The  first  concrete  ship  has  made  a  round  trip  and  sailed 
into  its  home  port,  after  a  successful  voyage.  It  is  a  Nor- 
wegian vessel,  called  the  Nansenfjord,  and  has  just  returned 
from  the  British  Isles,  after  having  steamed  two  thousand 
miles.  This  ship  was  built  several  months  ago,  and  is  made 
of  structural  steel  and  concrete.  It  is  said  to  have  answered 
every  test  satisfactorily,  unaffected  by  the  vibration  of  the 
engines  and  withstanding  the  jamming  which  a  ship  fre- 
quently receives  when  it  is  docked.  Also  it  shows  no  ill- 
effects  caused  by  contraction  and  expansion.  The  vessel  is  of 
the  single-screw  type,  driven  by  a  heavy  oil  engine,  and  has 
a  displacement  of  about  five  hundred  tons. 

Up  till  the  time  of  the  explosion,  1917  had  been  a  ban- 
ner year  for  the  city  of  Halifax.  Business  had  been  flourish- 
ing and  the  shipping  tonnage  had  been  abnormal,  totalling 
15,552,836  up  to  the  close  of  November.  This  places  Hali- 
fax as  the  third  port  on  the  Atlantic  seaboard  in  respect 
of  tonnage.  Building,  also,  had  been  satisfactory.  The 
permits   for   the   year   amounted   to   a  value   of  $830,850. 


This  shows  a  considerable  decrease  from  last  year's  total 
of  $1,167,809,  but  there  was  a  considerable  quantity  of  gov- 
ernment work  not  included.  There  was  the  big  hospital  at 
Camp  Hill,  also  warehouses  for  government  occupation,  etc., 
and  these  would  have  boosted  the  figures  considerably. 

An  extensive  good  roads  scheme  has  been  adopted  by 
Yorks  County,  Ont.,  having  received  the  approval  of  the  On- 
tario Government.  Over  100  miles  of  improved  highway  have 
already  been  constructed  under  the  supervision  of  Mr.  E.  A. 
James,  chief  engineer  of  the  York  County  Highways  Com- 
mission, and  when  the  new  plan  has  been  completed  the 
county  will  have  245  miles  of  good  roads.  This  rounds  out 
the  system  adopted  in  1911  The  various  sections  added  are 
as  follows:  Kingston  Road  from  Highland  Creek  to  Pickering 
towjn  line,  1-54  miles  (this  section  must  be  completed  during 
1918)  Vaughan  Road,  from  Maple  north  to  King  City,  2Y2 
miles;  Weston  Road,  from  Kleinburg  to  Nobleton,  3^  miles; 
Malton  Road,  from  Scarlet  Road  to  Weston  Road,  5^  mile; 
extension  of  Weston  Road  from  Black  Creek  Hill  to  the  city 
limits.  In  Etobicoke  Township,  O'Connor's  Road,  the  first 
road  east  of  the  Etobicoke,  has  been  added  to  join  the  Lake 
Shore  Road  and  Dundas  Street,  thus  giving  an  alternative 
entrance  to  the  city  for  the  Toronto-Hamilton  highway  traf- 
fic. A  new  road,  called  the  York  Road,  has  also  been  in- 
cluded, running  through  Agincourt,  O'Sullivan's,  Lansing,  and 
Elia,  thus  forming  a  belt  with  the  Vaughan  Road,  Yonge 
Street,  the  Don  Road,  and  the  Kennedy  Road.  This  is  the 
first  cross-road  that  has  been  added  to  the  system. 


Obituary 

Mr.  Robert  Gash,  of  London,  Ont.,  a  retired  contractor, 
died  recently,  as  a  result  of  a  fall  from  a  tree  at  his  home  in 
that  city. 

Mr.  Reuben  Bowman,  for  many  years  one  of  the  best- 
known  contractors  of  Kitchener,  Ont.,  passed  away  recently 
at  his  home  in  that  city.  Mr.  Bowman  was  born  in  Kitch- 
ener sixty-five  years  ago  and  had  always  resided  there.  For 
the  past  ten  years  he  had  been  living  retired. 

Mr.  William  Earle,  C.E.,  died  recently  in  St.  John,  N.B. 
The  late  Mr.  Earle  was  former  manager  of  the  St.  John  street 
railway,  and  latterly  was  district  engineer  for  the  Dominion 
Government  Department  of  Public  Works  in  Manitoba.  He 
had  also  done  some  engineering  work  for  the  C.P.R. 

Mr.  W.  E.  Soeder,  a  well-known  contractor,  of  Stratford, 
Ont.  recently  met  his  death  by  a  fall  from  a  defective  scaf- 
fold at  the  G.T.R.  shops.  Mr.  Soeder  was  30  years  of  age 
and  a  native  of  Ellice  Township.  He  was  an  active  member 
of  the  Stratford  Builders'  Exchange;  also  a  member  of  the 
I.O.O.F. 

Mr.  Robert  Clohecy,  one  of  Hamilton's  foremost  archi- 
tects, died  suddenly  on  January  3  from  heart  trouble.  The 
deceased  had  been  born  in  Hamilton  seventy-nine  years  ago, 
and  had  spent  practically  his  whole  life  in  that  city.  He  de- 
signed many  of  its  important  buildings,  including  all  the 
Roman  Catholic  churches  with  the  exception  of  the  Cathed- 
ral and  St.  Patrick's;  also  the  House  of  Providence  at  Dun- 
das, St.  Joseph's  Convent  on  Park  Street  North,  and  several 
of  the  Roman  Catholic  schools. 

Captain  William  J.  Wilson,  a  graduate  in  civil  engineer- 
fng  of  McGill  University,  is  reported  killed  in  action.  Be- 
fore enlistment  he  was  connected  with  the  Toronto  Harbor 
Commission.  Captain  Wilson  went  overseas  with  the  74th 
Battalion,  in  March  1916,  as  a  lieutenant,  and  was  attached 
to  the  2nd  Canadian  Mounted  Rifles,  with  which  unit  he  par- 
ticipated in  the  actions  on  the  Somme,  Courcelette,  Vimy 
Ridge,  and  Passchendaele.  He  won  his  captaincy  on  the 
field,  and  for  some  months  had  been  acting  major  in  com- 
mand of  a  company. 


Tenders  and  For  Sale  Department 


TENDER 


Sealed  tendeis,  marked  "Tender  for  Road  Con- 
stniction,"  will  be  received  by  Adrian  I.  Mac- 
Donnell,  County  Clerk,  Cornwall,  Ont.,  until 
noon,  Monday,  January  21st,  1918,  for  the  con- 
struction of  approximately  60  miles  of  County 
Road. 

Tenders  may  be  submitted  on  sections  of  five 
miles  or  niore,  each  tender  to  be  accomplished  by 
a  cash  deposit  or  marked  cheque  equal  to  five  per 
cent,   of  the  tendered  price. 

Plans,  profiles  and  specifications  may  be  seen 
and  forms  of  tender  obtained  at  the  office  of  J.  G. 
Cameron,  C.E.,  County  Road  Superintendent, 
Finch,  Ont. 

The  lowest  or  any  tender  not  necessarily  ac- 
cepted. 

(Signed)   ELI  MERKLEY, 

Chairman  Road  Committee, 
5X-2  Iroquois,  Ont. 


Sealed  tenders  addressed  to  the  undersigned,  and 
endorsed  "Tender  for  Purchase  of  Materials  in 
Temporary  Bridge  at  Kingston,  Ont.,"  will  be 
received  at  this  office  until  4  p.m.,  on  Monday, 
January  28,  1918,  for  the  purchase  of  all  ma- 
terials comprised  in  temporary  bridge  over  the 
Cataraqui  River,  at  Kingston,  Ont. 

Forms  of  tender  can  be  obtained  at  this  De- 
partment and  at  the  office  of  the  District  Engi- 
neers at  Equity  Building,  Toronto,  and  on  ap- 
plication to  tlie  Postmaster  at  Kingston.  Ont. 

The  party  whose  tender  is  accepted  must  make 
cash  payment  before  the  materials  are  removed. 

Persons  tendering  are  notified  that  tenders  will 
not  be  considered  unless  made  on  the  printed 
forms  supplied  and  signed  with  their  actual  sig- 
natures, stating  their  occupations  and  places  of 
residence.  In  the  case  of  firms,  the  actual  sig- 
nature, the  nature  of  the  occupation,  and  place 
of  residence  of  each  member  of  the  firm  must  be 
given. 

Each  tender  must  be  accompanied  by  an  ac- 
cepted cheque  on  a  chartered  bank,  payable  to  the 
order  of  the  Plonourable  the  Minister  of  Public 
Works,  for  .$200,  which  will  be  forfeited  if  tlie 
person  tendering  decline  to  enter  into  a  contract 
when  called  upon  to  do  so,  or  fail  to  complete 
the  work  contracted  for.  If  the  tender  be  not 
accepted  the  cheque  will  be  returned. 

The  Department  does  not  bind  itself  to  accept 
the  highest  or  any  tender. 

By  order, 

R.  C.  DESROCHERS, 

Secretary. 

Department  of  Public  Works, 

Ottawa,  December  28,  1917. 

.N'ewspapers  will  not  be  paid  for  this  advertise- 
ment if  they  insert  it  without  authority  from  the 
I  )ciiartinent.  2-2 


POSITIONS  WANTED 


TO  AKCIIITKCTS,  ENGINEERS,  CON- 
TRACTORS—  Energetic,  practical  man  with  fif- 
teen years'  experience  in  building  construction, 
wishes  position  as  ICstimator  or  Suiieriiitcndenl. 
Box   WO,   Contract    Record,   Toronto.  2  2 


MAN  WITH  EXPERIENCE  in  building  con- 
slrurtion  and  knowledge  of  lumber  and  all  kinds 
i>f  building  material  wishes  position  as  salesnian. 
(Iiiilerslanils  jilans  and  can  take  olT  quantities, 
llox    <><11,    ((iiih.-Kl    Kcrorrl.    Toronto  2-2 


Late  News 

Chipman,  Alta. 

Plans  and  specifications  with  the  sec- 
retary-treasurer, P.  J.  Glanzer,  who  will 
receive  tenders  until  January  ."24  for  the 
erection  of  a  public  school  for  the  Mil- 
liard School  District  No.  :!.346. 

Halifax,  N.S. 

City  let  contract  rebuilding  sewerage 
system,  layout  of  streets,  docks,  piers, 
etc.  to  H.  P.  Starrett  Corp.,  115  Broad- 
way, New  York  City. 

Hamilton,  Ont. 

Plans  and  specifications  with  the  ar- 
chitect, F.  W.  Warren,  Bank  of  Hamil- 
ton Building,  who  will  receive  tenders 
until  Januarj'  19  for  alterations,  costing 
$10,000,  to  store  on  King  St.  E. 

Montreal,  Que. 

Bank  of  Hochelaga,  112  St.  James  St., 
contemplate  alterations,  costing  $7,500, 
to  stores.    Manager,  F.  G.  Leduc. 

Regina,  Sask. 

'lenders  received  by  the  architects, 
Woodman  &  Cubbidge,  o02  Lindsay 
Building,  Winnipeg,  for  the  erection  of 
a  $200,000  reinforced  concrete  and  brick 
warehouse  for  the  T.  Eaton  Company, 
Ltd.,  190  Yonge  St.,  Toronto. 

Three  Rivers,  Que. 

The  Canada  Iron  h'oundries,  Ltd.,  St. 
Maurice  St..  contemplate  the  purchase  of 
a  16-ton  crane  elevator  and  the  erection 
of  a  $50,000  frame  and  brick  extension  to 
their  plant.  Superintendent,  Douglas  J. 
I'eake. 

Toronto,  Ont. 

Tenders  received  by  the  architect,  W. 

G.  Hunt,  17  Queen  E.,  until  January  19 
for  all  trades  in  connection  with  the 
erection  of  apartments,  costing  $25,000. 

Vancouver,  B.C. 

Vancouver  and  Districts  Joint  Sewer- 
age and  Drainage  Board  let  contract  for 
cement,  steel,  and  brick  sewer  to  Evans, 
Coleman  &  Evans  Ltd.,  Fort  Columbia, 
at  a  cost  of  $;!5,000. 

Victoria,  B.C. 

The  City  Council  will  call  tenders 
shortly  for  the  supply  of  60,000  fir  pav- 
ing blocks  (untreated).    Engineer,  Chas. 

H.  Rust. 

Westmount,  Que. 

Block  of  residences,  Metcalfe  Street, 
owned  l)y  Geo.  M.  Martin,  J.  A.  Cameron, 
W.  J.  Heller,  Wm.  Bryce  and  G.  H. 
Hulm.    Loss  about  $15,000. 


Miscellaneous 

Meteghan  River,  N.S. 

.Siffroi  Robichan  requires  spruce,  pine, 
Douglas  fir,  hardwood,  iron  knees  and 
bars,  etc.,  in  connection  with  shipbuild- 
ing. 

Montreal,  Que. 

Ross  &  MacDonald,  1  Belmont  St..  are 
preparing  plans  for  a  Y.  M.  C.  A.  hut 
for  the  Young  Men's  Christian  Associa- 
tion. 137  Drummond  .St. 

The  Canadian  Pacific  'i'clcgraph  Co., 
1    Hospital   St.,   will   purchase  a  motor 


generator  (Lundell)-25  volts,  60  am- 
peres. Superintendent,  W.  D.  Neil,  4 
Hospital  Street. 

Nanoose  Bay,  B.C. 

Powder  plant,  etc.,  owned  by  the  Giant 
Powder  Company  damaged  by  explosion. 
Will  rebuild  at  once.  Superintendent, 
J.  B.  Turner. 

Ottawa,  Ont. 

By-law  in  connection  with  the  estab- 
lishing of  a  coal  yard  at  a  cost  of  $300,r 
000  has  been  carried.    Clerk,  W.  H.  Lett 

Stayner,  Ont. 

John  Knox  wants  prices  on  one  30* 
h.p.  and  one  3-h.p.,  220  volt,  60  cycle, 
3  phase  A.C.  motors. 

Sydney,  N.S.  *| 

The  Sydney  Foundry  &  Machine  Co. 
contemplate  steel  shipbuilding  opera- 
tions. 

Three  Rivers,  Que. 

G.  C.  Bastien,  Civil  Engineer,  174 
Notre  Dame  St.,  wants  prices  on  a  few 
thousand  feet  of  wooden  pipe  6  inches 
in  diameter. 

Toronto,  Ont. 

J.  W.  Devitt,  93  Albany  Ave.,  wants 
a  three-ton  endless  chain  pulley  about 
30  feet  long. 

Woodstock,  Ont. 

City  Council  contemplate  the  purchase 
of  motor  fire  truck  and  hose.  Engineer, 
F.  J.  Ure. 

Yorkton,  Sask. 

A.  M.  McNichol,  Box  536,  is  in  the 
market  for  one  350-gallon  vertical  cen- 
trifugal subinerged  pump  and  one  vertic- 
al 40-h.p.,  A.C,  3  phase,  60  cycle,  550, 
volts,  direct  drive  motor. 

CONTRACTS  AWARDED 
North  Vancouver,  B.C. 

The  Lyall  Shipbuilding  Co.,  Fell  St., 
have  recevied  contract  for  construction 
of  a  number  of  ships,  approximate  66,000 
tons. 

Toronto,  Ont. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  hog  pens  costing  $50,000  for  the 
Union  Stock  Yards  Co.,  Kcelc  Street:— 
General  contract,  Archibald  &  Holmes 
Excelsior  Life  Bldg.;  roofing,  Maitlanc 
Roofing  Co.,  39  Colborne  St.:  glass,  Pil- 
kington  Bros.,  19  Mercer  St. 


CONTRACTORS 
and  TENDERERS 

for  Superior  Service 

THE 

Canadian  Surety  Co. 

26  Wellinston  St.,  Eail 

Phone  Main  2609    TORONTO,  Ont. 
Represented  in  all  the  principal 
cities  and  towns  in  the 
Dominion. 

BONDS  INSURANCE 

of  every  description      Plate  Glass— Burglary 
Automobile 


Contracts  Department 


News    of  Special  Interest  to  Contractors,  Engineers,  Manufacturers  and 

Dealers  in  Building  Supplies 


I  Waterworks,  Sewerage  and 
Roadways 

Amherstburg,  Ont. 

I  By-law  will  be  submitted  shortly  to 
spend  $18,000  for  a  distribution  pipe  line 
ito  supply  part  of  the  town  for  the  Brun- 
'ner-Mond  Company.  Plans  in  progress 
'by  owners.  Engineer,  Morris  Knowles, 
care  of  Essex  Board  Utilities,  Windsor. 

Erieau,  Ont. 

By-law  has  been  passed  and  plans  will 
be  prepared  for  concrete  roadway,  cost- 
ing $11,000.  Clerk,  George  W.  Rise- 
borough,  Blenheim. 

Gait,  Ont. 

By-law  has  been  passed  for  extension 
to  waterworks  system,  at  a  cost  of 
$18, .558.    Engineer  W.  H.  Fairchild. 

Port  Colborne,  Ont. 

Town  Council  contemplate  the  con- 
Istruction  of  sidewalks  costing  $25,000. 
; Engineer,  W.  J.  Guinter. 

Port  Rowan,  Ont. 

'  By-law  has  been  carried  for  the  con- 
struction of  a  permanent  roadway,  cost- 
ing $20,000,  on  Main  St.  Clerk  W.  A. 
Mabee. 

St.  Hyacinthe,  Que. 

Waterworks  Department.  City  Coun- 
cil, contemplate  the  purchase  of  water 
ireservoir,  150,000  imperial  gallons.  Tower 
75  feet  high.    Engineer,  L.  A.  Ste.  Marie. 


Railroads,  Bridges  and  Wharves 

Annapolis  Royal,  N.S. 

W'orks  Department,  Town  Council,  will 
construct  a  dam  below  Grand  Lake. 
Clerk,  Fred  W.  Harris. 

British  Columbia,  Province  of. 

Two  bridges  over  Mosquito  Creek  and 
Marine  River,  on  the  line  of  the  British 
I  uluniba  Electric  Railroad,  435  Carroll 
St.,  Vancouver,  have  been  damaged.  Ad- 
dress Clerk  William  McQueen. 

Halifax,  N.S. 

The  Department  of  Public  Works  Do- 
minion   Government,    contemplates  ex- 
tension to  drydock.  Secretary,  R.  C.  Des- 
,  rochers,  Ottawa. 

I|i    The  Department  of  Railways  and  Can- 
il-^.  Canadian  Government  Railway,  Ot- 
A'a,   contemplate    extensive  improve- 
■  ents  at  Richmond  Yard.    Manager,  C. 
\.  Hayes. 

Department  of  Railways  and  Canals, 
I  anadian  Government  Railway,  Ottawa. 
'  ■mtemplate  enlarging  and  the  laying  of 
louble  tracking  between  here  and  Monc- 
'lon  trackage  at  Campbell  Road  bridge. 
Manager,  C.  A.  Hayes. 

Morse  Hills,  Alta. 

i"he  Grand    Trunk    Pacific  Railway. 
I  ad  office,  Montreal,  contemplates  the 
erection  of  an  addition  to  depot.  Gen- 
|eral  manager,  W.  P.  Hinton,  Union  Sta- 
tion, Winnipeg. 

MOttawa,  Ont. 

By-law  has  been  carried  for  the  erec- 


tidii  of  a  $150,000  reinforced  concrete 
l)ridge  at  St.  Patrick  St.  for  the  City 
Council.    Clerk,  N.  H.  Lett. 

Vancouver,  B.C. 

Tenders  received  by  the  secretary,  U. 
C.  Desrochers,  Ottawa,  until  4  p.m.,  Felj- 
ruary  4,  for  the  erection  of  a  $100,000 
steel  and  frame  freight  shed  for  the  De- 
partment of  Public  Works,  Dominion 
Government.  Plans  and  specifications  at 
department  and  offices  of  district  engi- 
neers, Equity  Chambers,  Toronto;  Shaug- 
nessy  Building,  Montreal,  and  Post-Of- 
fice,  Vancouver.  Specifications  only  at 
office  of  MacLean  Daily  Reports,  Ltd., 
345  Adelaide  St.  W.,  Toronto. 

CONTRACTS  AWARDED 
Halifax,  N.S. 

The  Eastern  hnestment  Corporation. 
Ltd..  Cragg  Building,  have  the  general 
contract  for  repairs  to  Piers  No.  ,'!  and  4. 
at  Water  Street,  for  the  I-!.ailways  and 
Canals  Department,  Dominion  Govern- 
ment, Ottawa. 

St.  John,  N.B. 

D.  C.  Clark,  159  Union  St.,  St.  John 
West  has  the  general  contract  and  is  in 
the  market  for  quantities  of  3  in.  hemlock 
deal,  spruce  piling,  13  x  13  birch  and 
hemlock  timbers  for  repairs,  costing 
$30,000,  to  Robertson's  upper  wharf  for 
the  Dominion  Coal  Company,  Ltd.,  Do- 
minion Coal  Company  Wharf. 


Public  Buildings,  Churches 
and  Schools 

Belleville,  Ont. 

By-law  has  been  carried  for  the  pur- 
chase of  a  site  worth  $38,000  for  the  erec- 
tion of  college  buildings  for  the  Albert 

Chipman,  Alta. 

The  Hilliard  School  District  No.  3546 
contemplate  the  erection    of    a  school. 
Secretary,  P.  J.  Glanzer. 
College  Board  of  Trustees. 

Devlin,  Ont. 

Separate  tenders  are  being  received  by 
the  secretary-treasurer,  A.  D.  Whiddon, 
for  stone,  concrete  block,  and  frame 
building  for  school  for  School  Section 
No.  3.  Plans  and  specifications  with  sec- 
retary-treasurer and  Malcolm  McRitch- 
ies,  Devlin. 

Fairbank,  Ont. 

School  Section  No.  15  contemplates  the 
erection  of  a  school.  Secretary,  J.  Dea- 
coff. 

Fairmont,  B.C. 

Plans  are  in  progress  and  tenders  will 
be  called  shortly  for  the  erection  of  a 
vocational  building  for  the  Military  Hos- 
pitals Commission,  23  Vittoria  St.,  Ot- 
tawa. 

Glace  Bay,  N.S. 

St.  Ami's  I-toman  Catholic  Church  will 
relniild  their  church  and  glelie  house  on 
Main  St.    Priest  Rev.  Dr.  Tliompson, 

Halifax,  N.S. 

The   Salvation   Army.   Brunswick  St., 


are  erecting  a  temporary  hall  on  Gerricli 
St.    Superintendent  Major  Crichton. 

The  Department  of  Public  Works,  Do- 
minion Government,  contemplate  addi- 
tions to  Wellington  Barracks,  on  Got- 
tingen  St.  Secretary,  R.  C.  Desrochers, 
Ottawa. 

The  Department  of  Marine  and  Fisher- 
ies, Dominion  Government,  contemplate 
the  erection  of  a  na\al  college.  Minister, 
Hon.  C.  C.  Hallantyne.  Ottawa. 

Irma,  Alta. 

Town  Council  contemplate  the  erection 
of  a  hospital.  .Address,  1.  R.  Gates,  A. 
A.  Dickson. 

Kingston,  Ont. 

Tenders  have  Ijeen  received  for  the 
erection  of  a  convalescent  hospital  ff)r 
the  Military  Hospitals  Commission,  22 
Vittoria  St.,  Ottawa.  Architect  Capt.  W. 
L.  Symons,  C.  E. 

Sedgewick,  Alta. 

Winnipeg  School  District  No.  1024, 
Maxville  S.  D.  No.  3599,  Rosecliff  S.  D. 
No.  3840,  and  Fawn  S.  D.  No.  3017,  con- 
template the  erection  of  a  consolidated 
school.  Address,  Secretary,  Public  School 
Board,  Sedgewick. 

Shaughnessy  B.C. 

Plans  are  Ijeing  prepared  and  tenders 
will  be  called  sliortly  for  the  erection  of 
a  vocational  building  for  the  Military 
Hospitals  Commission,  33  Vittoria  St., 
Ottawa, 

St.  Hyacinthe,  Que. 

By-law  has  been  passed  granting 
$15,000  towards  rebuilding  hospital,  at  a 
cost  of  $600,000,  for  the  Grey  Nuns. 

Stellarton,  N.S. 

Department  of  Public  Works,  Domin- 
ion Government,  have  secured  a  site,  on 
which  they  will  erect  a  post-office.  Sec- 
retary, R.  C.  Desrochers,  Ottawa. 

Town  Council  contemplate  the  erection 
of  a  school.    Mayor,  Hugh  C.  Campbell. 

Three  Rivers,  Que. 

City  Council  contemplates  the  erection 
of  a  technical  school.  Clerk,  Arthur 
Beliveau. 

Toronto,  Ont. 

The  erection  of  an  addition  to  Colle- 
giate Institute  for  the  Board  of  Educa- 
tion has  been  included  in  estimates.  Sec- 
retary-treasurer, W  C.  W'ilkinson.  155 
College  St. 

The  following  items  have  been  includ- 
ede  in  the  Board  of  Education  estimates 
for  1918: — Providing  and  improving  the 
heating  and  ventilating  apparatus,  $4,000; 
new  plumbing,  $5,000;  piping,  wiring  and 
fixtures  for  lighting,  $5,000,  and  a  quan- 
tity of  furniture. 

The  Separate  School  Board  contem- 
plate additions  to  Holy  Name,  St.  Ce- 
cilias,  St.  Paul's,  and  Loudes'  Schools. 
Secretary.  J,  G.  Hall,  65  Bond  St. 

West  Hamilton.  Ont. 

Luigi  Marta,  care  of  priest.  Rev.  J. 
Bonomi.   56   Mulberry   St,  is  prei)aring 
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plans  for  a  $:!0.000  Italian  church  for  the 
Roman  Catholic  Church. 

Winnipeg,  Man. 

Tenders  will  be  called  shortly  for  the 
erection  of  a  $500,000  deaf  and  dumb  in- 
stitute at  Tuxedo  Park  for  the  Depart- 
ment of  Public  Works,  Provincial  Gov- 
ernment.   Minister,  Hon.  T.  H.  Johnson. 

Vancouver,  B.C. 

The  Children's  Aid  Society  contem- 
plates the  erection  of  a  home  for  children, 
at  a  cost  of  .1;35,00.  Rev  Dr.  Leslie  Clay, 
A.  B.  McNeill,  Mrs.  Maria  Grant,  and  H. 
A.  Beckwith  are  interested. 

CONTRACTS  AWARDED 
Grantham  Township,  Ont. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  an  $18,000  school  building  for  School 
Section  No.  7:  Masonry,  Newman  Broth- 
ers, 75  St.  Paul  St.,  St.  Catharines;  car- 
pentry and  roofing,  C.  F.  Monk,  Wilson 
St.,  St.  Catharines;  plumbing  and  heat- 
ing, S.  P.  Gourlay  &  Son,  31  King  St.,  St. 
Catharines;  painting,  Leach  &  Jones,  46 
James  St.,  St.  Catharines. 

Halifax,  N.S. 

The  Eastern  Investment  Corporation, 
Cragg  Building,  have  the  general  con- 
tract for  repairs  to  all  fire  engine-houses 
for  the  Fire  Department,  City  Council. 

The  Eastern  Investment  Corporation, 
Cragg  Building,  have  the  general  con- 
tract for  repairs  to  Dalhousie  University, 
Cobourg  Road. 

Killam,  Alta. 

Mr.  Kreig  has  the  general  contract  for 
addition  to  church  for  the  Roman  Catho- 
lic congregation. 

Maisonneuve,  Que. 

Lepage  Marble  Works,  Ltd.,  -.i-t  bt. 
Lawrence  Boulevard,  Montreal,  have  the 
marble  contract  for  $150,000  school  for 
the  Roman  Catholic  school  commission- 
ers, 87  St.  Catherine  W. 

Montreal,  Que. 

Emile  Lepage,  184  Fourth  Avenue, 
Maisonneuve,  has  the  marble  contract  for 
$204,000  school  for  Ecole  Maternal  St. 
Jean  Baptisse,  1322  St.  Hubert  St. 

Anglins,  Ltd.,  65  Vittoria  St.,  have  the 
general  contract  for  alterations,  costing 
$6,000,  to  church  for  St.  James  Methodist 
Church,  St.  Catherine  St.  W. 

Ste.  Anne  de  la  Pocatiere,  Que. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $700,000  college  for  the  College  of 
Ste.  Anne:  General  contract  M.  St.  Hi- 
laire,  St.  Roniuald;  plastering,  Adelaid 
Turgeon,  Wolfe  St.,  Levis;  painting,  E. 
Lajoie,  St.  Pascal. 

St.  John,  N.B. 

R.  A.  Corbett,  372  Douglas  Ave.,  has 
the  general  contract  for  $70,00  brick  ex- 
tension to  tuberculosis  hospital  for  the 
Military  Hospitals  Commission,  22  Vit- 
toria St.,  Ottawa. 

Toronto,  Ont. 

Arthur  Key,  54  Arlington  Ave.,  has  the 
l>lumbing  and  heating  contracts  for 
$10,000  church  for  the  Modern  Spiritual- 
ist Church  congregation.  The  general 
The  general  contractor,  F.  &  A.  E.  Ham, 
83  Salem  Avenue,  will  let  all  sub-trades. 

Whitby  Township,  Ont. 

John  Scott,  Whitby,  has  the  cari)entry 
contract  for  school,  costing  $4,000,  forthe 
School  Board. 


Business  Buildings  and  Indus- 
trial Plants 

Czar,  Ont. 

The  United  Farmers'  Association  con- 
templates the  erection  of  a  hall  and 
warehouse.    Address,  Local  Secretary, 

Galahad,  Alta. 

The  Merchants  Bank  of  Canada,  head 
office  Montreal,  have  secured  a  site,  on 
which  they  will  erect  a  bank. 

Halifax,  N.S, 

W.  D.  Piercey,  Sunnyside,  Halifax, 
contemplates  the  erection  of  a  wood- 
working plant. 

The  Department  of  Public  Works,  Do- 
minion Government,  contemplate  the 
erection  of  steel  shipbuilding  plant.  Sec- 
retary R.  C.  Desrochers,  Ottawa. 

Hamilton,  Ont. 

F.  W.  Woolworth  Company,  Ltd.,  27- 
31  King  E.,  contemplate  the  erection  of  a 
store. 

F.  Litvack,  424  James  St.  N.,  contem- 
plates the  erection  of  a  moving  picture 
theatre,  costing  $30,000. 

The  Swift  Canadian  Company,  Ltd., 
Chicago,  111.,  local  office  4  Hamilton  Ave., 
Hamilton,  contemplate  the  erection  of  a 
factory,  packing  house,  etc.,  on  Jarvis  St. 
Engineers,  Mackay,  Mackay  &  Webster, 
Bank  of  Hamilton  Building. 

Kyuquot,  B.C. 

The  Victoria  Whaling  Company,  Ltd., 
736  Granville  St„  Vancouver,  contemplate 
the  erection  of  a  canning  and  refrigerat- 
ing plant  at  Vancouver  Island  Vice- 
president,  W.  A.  Lawson. 

Owen  Sound,  Ont. 

By-law  ito  guarantee  the  King  Shoe 
Company  $30,000  for  the  erection  of  a 
shoe  factory  has  been  carried. 

Port  Moody,  B.C. 

R.  Smith,  Strand  Hotel,  contemplates 
romodelling  Tourist  Hotel. 

Sasaktoon,  Sask. 

The  Central  Storage  and  Forwarding 
Company  contemplate  the  erection  of  a 
three-s'torey  warehouse.  Superintendent, 
A.  O.  L.  Christie  313  Twenty-ninth  St. 
W. 

St.  John,  N.B. 

Hamm  Brothers,  459  Main  St.,  and  the 
Blue  Ribbon  Beverage  Company,  82-84 
Elm  St.,  will  rebuild  their  factories,  at  a 
cost  of  $25,000. 

The  Booth  Canneries  Company,  East- 
port,  contemplate  the  erection  of  a  $100,- 
000  sardine  factory. 

Simcoe,  Ont. 

The  Simcoe  Wool  Stock  Company, 
Norfolk  St.,  will  rebuild  at  once  store- 
houses, etc.,  at  a  cost  of  $4,000. 

Sydney,  N.S. 

The  Merchants  Bank  of  Canada,  head 
office,  Montreal,  will  remodel  two  stores 
on  Charlotte  St.  into  a  bank,  at  a  cost  of 
$5,000.    Architect,  F.  R.  Little. 

Construction  Department,  Dominion 
Iron  and  Steel  Company,  contemplate  the 
erection  of  a  wash  plant  in  connection 
v/ith  their  ovens. 

Toronto,  Ont. 

The  Massey-Harris  Company,  Ltd.,  915 
King  St  W.,  are  making  alterations  and 
fitting  up  quarters,  at  a  cost  of  $10,000, 
for  restaurant  for  their  employees. 

Vancouver,  B.C. 

The  Canadian  iMshing  Conipanj',  Ltd., 


Gore  Ave.,  contemplate  the  erection  of  a 
$100,000  cannery.  Superintendent,  A.  W, 
Sterrett. 

CONTRACTS  AWARDED 
Chatham,  Ont. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $40,000  bank  for  the  Canadian  Bank 
of  Commerce,  23  King  St.  W.,  Toronto: 
Plumbing,  Purdy,  Mansell,  Ltd.,  63  Al- 
bert St.,  Toronto;  roofing,  H.  W.  Johns- 
Manville  Company,  19  Front  St.  E.,  To- 
ronto; terra  cotta,  Federal  Terra  Cotta 
Company,  agent,  Mr.  John  Lindsay,  34 
Victoria  St.,  Toronto;  cut  stone,  Nichol- 
son, Curtis  &  Vick,  1117  Yonge  St.,  To- 
ronot;  vault,  J.  &  J.  Taylor,  145  Front  St. 
T.,  Toronto;  frames,  Batts  Ltd.,  374  Pa- 
cific Ave.;  fixtures,  S.  Hadley  Lumber 
Company,  47  Wellington  St.  W.,  Chat- 
ham. 

Dundas,  Ont. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $150,000  steel  factory  for  John  Bert- 
ram &  Sons  Company,  Ltd.,  Hatt  St.: 
Ornamental  iron  work,  Dennis  Wire  and 
Iron  Works  Company,  Ltd.,  22-26  Dun- 
das St.,  London;  plumbing,  heating,  and 
sprinkler  system,  Bennett  &  Wright  Co., 
13  Queen  St.  E.,  Toronto;  painting  and 
glazing,  Fred  G.  Roberts  &  Co.,  Ltd.. 
106  Wells  St.,  Toronto;  Natco  Johnston 
system  floor  tile  and  partition  tile.  Na- 
tional Fireproofing  Company  of  Can- 
ada, Ltd.,  Plains  Road,  Hamilton. 

Langley  Prairie  B.C. 

S.  J.  Newitt,  954  Seventeenth  Ave.  W., 
Vancouver,  have  the  general  contract 
for  $5,000  feed  warehouse  for  the  Van- 
couver Milling  and  Grain  Company,  230 
Smith  St.,  Vancouver. 

Halifax,  N.S. 

J.  Starr,  Son  &  Co.,  Ltd.,  Granville 
St.,  have  the  electrical  contract  for  offi- 
ces and  warehouse  costing  $18,000  for  C. 
W.   Outhit,   576  Harrington  Street. 

London,  Ont. 

The  Dennis  Wire  and  Iron  Works 
Company,  Ltd.,  33-26  Dundas  St.,  have 
the  contract  for  iron  and  glass  mar- 
quise in  connection  with  repairs  to  W. 
L.  Mara's  store.  134  Dundas  St. 

Montreal,  Que. 

E.  B.  Evans,  1113  St.  Patrick  Street, 
has  the  general  contract  for  two-storey 
stone  and  brick  factory  for  the  Burland 
Estate,  2  Place  D'Armes. 

Z.  St.  Aubin,  223  Bleury  St.,  has  the 
heating  contract  for  $53,000  picture  thea- 
tre for  J,  S.  Jacobs  and  William  Bell, 
Jacobs  Building. 

E.  B.  Evans,  1113  St.  Patrick  St.,  has 
the  general  contract  for  alterations,  cost- 
ing $6,000,  to  factory  for  the  Berliner 
Gramaphone  Company,  Lenoir  St. 

Rimouski,'Que. 

Ferdinand  Sauterre  has  the  general 
contract  to  rebuild  steam  laundry,  at  a 
cost  of  $5,000,  for  the  Sisters  of  the  "St 
Rosaire." 

Rosebud,  Alta. 

F.  W.  McDougall,  Grain  Exchange 
Calgary,  has  the  general  contract  foi 
the  erection  of  a  $10,000  frame  elevatoi 
for  the  Pike  Grain  Co.,  Grain  Exchang< 
Bldg.,  Calgary. 

Toronto,  Ont. 

J.  D.  Young  &  Son,  835  College  St. 
have  the  carpentry  and  McGregor  &  Mc 
Intyre  1139  Shaw  St..  the  steel  contrj^c 
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PUMPS 


Horizontal  Belt  Driven  Turbine  Pump  supplied  the 
University  of  Toronto. 


This  Pump  is  hydraulically  balanced  against 
end  thrust,  and  in  addition  has  a  water 
cooled  thrust  bearing.  The  Pump  is  arranged 
so  that  it  may  be  operated  with  guide  vanes, 
or  without  for  demonstration  purposes.  Oil 
rings,  hydraulic  balance  and  water  cooled 
thrust  bearings  are  standard  for  all  "Inglis" 
Turbine  Pumps.  We  make  pumps  of  all  kinds 
for  any  service. 

Inglis  Products  are  Made  in  Canada 
Write  us  for  Prices 


The  John  Inglis  Company,  Limited 

ENGINEERS  AND  BOILERMAKERS 
14  Strachan  Ave.       -       -       Toronto,  Canada 

Ottawa  Representative— J.  W.  ANDERSON,  7  Bank  Street  Chambers 
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for  afldilioM  ui  litlio  plant  for  Kolph, 
Clark  &  Stone.  I-td.,  .'M:!  Carlaw  Ave. 

The  follo\vins>  contracts  have  bee-ii 
awarded  in  connection  with  the  erection 
of  a  $50,000  distributing  warehouse  and 
stables  on  Coxwell,  north  of  Gerrard: 
Carpentry,  Brown  &  Cooper,  297  .Carl- 
ton St.;  roofing-  and  galvanized  iron,  W. 
T.  Stewart,  110  Church  St.;  steel  sash, 
Steel  and  Radiation,  Ltd!,  Fraser  Ave. 


Residences 

Halifax,  N.S.. 

'flic  reconstruction  committee  will 
ercet  forty  two-storey  temporary  resi- 
dent t-s.  Manager.  Col.  R.  S.  Low,  Hali- 
fax JJotcl. 

I'ctcr  Kelly,  H)  Willianjs  St.,  will  erect 
a  $4.")()  :i'/2-stoT€y  frame'  residence  and 
carry  out  the  masonry,  carpentry,  and 
rooiing.  ► 

Hamilton,  Ont. 

George  E.  Mills,  614  Kng  St.  E.,  will 
eretc  two  $;2."),00()  three-storey  apartment 
buildings  on  Herkimer  Street,  and  will 
carry  out  the  masonry  work. 

St.  Catharines,  Ont. 

A.  E.  Xicholson,  40  Queen  St.,  is  pre- 
paring plans  and  will  likely  take  tenders 
privately  for  the  erection  of  a  large 
three-storey  stone  and  brick  residence. 

Toronto,  Ont. 

William  Gordon  3C  North  Shaw  St., 
will  erect  three  $-1,800  two-storey  brick 
residences,  and  wants  tenders  for  ex- 
cavating and  stone  work  for  cellars. 

CONTRACTS  AWARDED 
Halifax,  N.S. 

I'alconer  &  McDonald,  Davison  St., 
have  tlie  general  contract  for  193  tem- 
porary residences  for  the  reconstruction 
committee. 

The  Eastern  Livestment  Corporation, 
Ltd.,  Cragg  Building,  have  the  general 
contract  for  169  temporary  residences  for 
the  reconsitruction  committee. 

The  Eastern  Investment  Corporation, 
Cragg  Building,  have  the  general  con- 
tract for  repairs  to  city  homes  for  the 
City  Council. 

Bate,  McMahon,  Sparks  St.,  Ottawa, 
and  Halifax  Hotel  Halifax,  have  the 
general  contract  for  160  frame  residences 
for  the  reconstruction  committee. 

H.  L.  Gates,  Spring  Garden  Road,  has 
the  general  contract  for  repairs,  costing 
$."),000,  to  residence  for  Mrs.  I^ucy  Mosh- 
cr,  6  Lorne  Terrace. 
Hamilton,  Ont. 

(icorge  Mills,  (il4  King  St.  E.,  lias  the 
general  contract,  will  carry  masonry, 
steel,  carpentry,  and  roofing  and  let 
plumbing,  heating,  plastering,  painting, 
and  electrical  work  in  connection  with 
the  conversion  of  hotel  into  apartments, 
at  a  cost  of  $10,000,  for  Edward  Carlcton, 
86")  Main  St.  E. 

J.  Moreland,  ")20  Cannon  St.  M.  has 
the  plastering  and  I".  Thornton,  174  Bal- 
moral Ave.,  the  electrical  work  for  two 
two-storey  brick  residences,  costing 
$4,000  for  r.  M.  lloneyford,  I  (i  Kensing- 
tr)n  Ave. 

Moncton,  N.B. 

'I'homas  Jfthnson  Ltd.,  Main  St..  have 
the  plumbing  and  heating  and  .\.  I!. 
I.elliveau,  Main  St.,  the  electrical  work 
ff)r  $:!,:!00  three-storey  residence  for  'I". 
&  A.  r.ourque,  18.5  Church  St. 

Montreal,  Que. 

Morris  I'elletier,  iiOl  I!  l)e  l.aynaudiere 
.St.,  have  the  plumbing,  heatin.g,  plaster- 


ing, and  electrical  contracts  for  altera- 
ti(.)ns,  costing  $7,000  to  residence  for  Ls. 
Albert  Dubrule,  323  Redfern  St. 

R.  S.  Muir  Company  33  Park  Ave., 
have  the  tile  work  for  two  two-storey 
residence  to  be  erected  on  Hampton 
Ave.,  for  Owen  Roberts,  360  Hingston 
St.,  at  a  cost  of  $8,000. 

Ottawa,  Ont. 

i'ete  Beaupre,  91  Sunnyside  Avenue, 
has  the  plastering  contract  for  one  $4,000 
residence  and  two  residences,  costing 
$6,000,  ,for  D.  Arbuckle,  38  Gwynne  Ave. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $5,000  residence  for  W.  H.  Craig, 
345  Fourth  Ave.,  who  will  carry  out  the 
painting:  Brick,  Weatherdon  &  Camp- 
l)ell,  Bronson  Ave.;  wiring,  Mr.  Young, 
care  of  owner;  plumbing,  W.  H.  Ran- 
kin, Sunnyside  Ave.;  heating.  Pease 
Foundry  Company,  Lyon  St.;  plastering, 
T.  H.  Jarvis,  Fourth  Ave. 

Sydney,  N.S. 

H.  G.  Hagen  &  Co.,  453  George  St., 
have  the  plumbing  and  heating  and  E. 
D.  Murphy,  Charlotte  St.,  the  electrical 
work  for  $3,500  frame  residence  on  Union 
St.  for  Elias  Cobb. 

Toronto,  Ont. 

E.  C.  Hurlbut,  44  Castlefield  Ave.,  has 
the  general  contract  and  will  sub-let  all 
small  trades  in  connection  with  the  erec- 
ition  of  a  $4,500  3>4-storey  brick  resi- 
dence for  James  Skelton,  70  Lawton 
Avenue. 

Victoria,  B.C. 

John  Sherburn,  1353  Oscar  St..  has  the 
general  contract,  buj's  material  and  lets 
masonry,  plumbing,  painting,  and  elec- 
trical work  for  $3,000  residence  for  Mrs. 
B.  W.  Pearse,  "Fernwood"  1618. Fort  St. 


Power  Plants,  Electricity  and 
Telepiiones 

Vancouver,  B.C. 

The  British  Columbia  Telephone  Co., 
655  Seymour  Street,  are  laying  sub- 
marine* telephone  cables  in  False  Creek 
across  span  of  Connaught  Bridge. 

CONTRACTS  AWARDED 
Niagara  Falls,  Ont. 

The  Pacific  Coast  Pipe  Co.,  1551  Gran- 
ville Street,  Vancouver,  have  the  con- 
tract for  13>^  foot  wood  stave  flume 
from  Chippewa  to  Niagara  Falls  for  the 
Ontario  Power  Company  and  Ontario 
Hydro  Electric  Commission,  University 
Ave.,  Toronto,  who  will  expend  about 
$1,800,000  on  development  work  this 
year.  Generators  and  turbines  will  be 
awarded  shortly. 


Miscellaneous 

Aylmer,  Ont. 

The  Carnation  Milk  Products  Co..  con- 
template the  installation  of  condenser 
c'C|ui])ment  costing  $35,000.  Manager. 
Mr.  Coyle.  New  building  may  be  erect- 
ed. 

Forest,  Ont. 

By-law  has  been  passed  and  tenders 
will  be  called  shortly  for  electrical  fire 
engine  and  equipnu'iit  costing  $8,500. 
Secretary-treasurer.   W'm.  English. 

Grand  Prairie,  Alta. 

Mr.  Jameson  has  the  general  contract 


f(jr  fire  protection  system  and  will  in- 
stall a  75,000  gallon  lank  for  the  Town 
Council  who  will  purchase  about  600 
feet  of  hose. 

Halifax,  N.S. 

The  following  vessels  are  being 
built: — At  Diligent  Rover,  by  J.  New- 
ton Pugsley  and  Chas.  Robertson,  a  475- 
ton  tern  schooner;  Fox  River,  by  S.  J. 
Boley  and  G.  T.  Hatfield,  a  375-ton  tern 
schooner;  Port  Greville,  by  J.  W.  Kirk- 
patrick  and  L.  E.  Graham,  a  350-ton  tern 
schooner;  Brookville,  by  L.  S.  Canning, 
a  300-ton  tern  schooner;  Spencer's  Is- 
land, by  J.  E.  Pettis,  a  450-ton  torn 
schooner;  Cape  D'Or,  l)y  S.  M.  Fields, 
a  350-ton  tern  schooner;  Advocate  Har- 
bor, by  T.  Bentley,  a  465-ton  tern 
schooner;  Parrsboro,  by  W.  R.  Huntlev 
&  Son,  a  850-ton  four-masted  schooner: 
Port  Greville,  by  G.  M.  Cochrane,  a» 
800-ton  four-masted  schooner,  also,  hyr 
H.  Elderkin  &  Co.,  a  550-ton  four-masted 
schooner;  Weymouth,  by  S.  St.  C.  and  H. 
Jones,  an  800-ton  gross  double  decked 
tern  schooner;  Meteghan,  by  Chas.  T. 
Ritcey,  a  399-ton  tern  schooner;  Belli- 
veau's  Cove,  by  P.  A.  Theriault  &  Co.. 
a  350-ton  tern  schooner,  and  by  the  Hank- 
inson  Shipbuilding  Co.,  a  300-ton  tern 
schooner;  Weymouth,  by  Beazley  Bros.. 
Roy  Bldg.,  Halifax,  a  394-ton  tern 
schooner,  and  by  Rice,  Warren  &  Co., 
a  334-ton  tern  schooner;  Belliveau's  Co.  2, 
by  A.  A.  Theriault,  a  400-ton  net  tern 
schooner;  Weymouth,  by  E.  R.  Gaudet, 
a  350rton  tern  schooner,,  and  by  E.  P. 
Rice,  a  350-ton  net  tern  schooner; 
Crosses  Coques,  by  F.  K.  Warren  &  Co.,' 
Union  Bank  Chambers,  Halifax,  a  350- 
ton  tern  schooner,  and  by  Jos.  Gascolt, 
a  350-ton  tern  schooner;  Golberte  Cov.e, 
by  B.  N.  Melanson,  a  360-ton  steamer; 
Yarmouth,  by  the  Wedgeport  Transport- 
ation Co.,  a  200-ton  steamer;  Wedgeport, 
by  Capt.  Alfred  LeBlanc,  a  schooner. 

Nova  Scotia,  Province  of 

The  following  vessels  are  being  built 
throughout  the  province: — At  New  Glas- 
g-ow,  by  the  Nova  Scotia  Steel  &  Coal 
Co.,  a  900-ton  steel  steamer;  Upper  La- 
have,  by  Maurice  Leary,  a  tern  schooner; 
Bridgewater,  ])y  W.  A.  Naugler,  a  295- 
ton  tern  schooner;  Upper  Lahave,  by  N. 
Rafuse  and  Sons,  a  tern  schooner;  Lunen- 
burg, l)y  Smith  &  Rhuland,  two  100-ton 
schooners;  Brooklyn,  by  the  Southern 
Salvage  Co.,  a  3,000-ton  steamer  for  the 
Munitions  Board;  Shelburne,  by  the  Jos. 
McGill  Shipbuilding  &  Transportation 
Company,  a  140-ton  gross  schooner,  a:-d 
by  Geo.  A.  Cox,  a  110-ton  vessel;  Che- 
verie.  by  G.  M.  Parsons,  a  400-ton  ves- 
sel; Hantsport,  by  Foley  Bros.,  threx.- 
four-masted  900-ton  schooners;  Fal- 
mouth, by  the  Falmouth  Shipbuilding 
&  Transportation  Co.,  a  tern  schooner. 

The  following  firms  arc  building  ves- 
sels and  are  in  the  market  for  iron, 
spruce,  Douglas  fir,  hardwood  and  gaso- 
line engines: — Comeau  Shipbuilding  Co., 
Ltd..  Comeauville;  Saulnierville  Ship- 
building Co.,  Ltd.,  Saulnierville;  Dt.  T. 
H.  McDonald,  Meteghan;  Clare  Ship- 
building Co.,  Meteghan  River;  J.  E.  Gas- 
kill,  Grand  Manan;  J.  E.  Gaskele,  Mete- 
ghan. 

Victoria,  B.C. 

Tenders  received  by  the  clerk.  W.  T. 
Dowler.  until  4  ]).m.,  January  31,  for  sup- 
ply of  road  oil,  sewer  pipe,  sand  for  as- 
phaltic  paving,  asiihaltic  cement,  :'uel 
oil,  sand.  gr;ivel  and  Portland  cement. 


January  10,  191 S 
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BARS 


FOR  CONCRETE 
JElNFORCiNCi 


ROUNDS  SQUARES 
TWISTED  SQUARES 


FLATS  CHANNELS  ANGLES 
SPECIAL  SECTIONS 


BARS  BENT  TO  SHAPE  FOR  BEAMS,  STIRRUPS,  ETC. 

PROMPT  SHIPMENT 
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More  Daylight 


Lower  Insurance  Rates 


Stepl  Sash  has  won  its  place.  Architects  and  Contractors  all  over  Canada  are 
now  specifying  Fenestra  ^eel  sash  more  than  any  other  kind.  Fenestra  is 
absolutely  fireproof  and  weather  proof.     Write  for  particulars  and  terms. 

jSTEELA2\rDJtADIAITON:ZlMlTED 

Manuracturers  of  Hot  Water  <2«<j^  Steam  Boilers  a/?<;^adiators;  Fenestra  Steel  Sash       Concrete  Reinforcing. 
Head  Office       -       Fraser  Avenue,  TORONTO 


XCELADUCT 


(GALVANIZED  CONDUIT) 


Made  in  Canada 


by 


Orpen  Conduit  Co.,  Limited 

Toronto 


Engineers  &  Contractors,  Limited 

102  Prince  William  Street,  ST.  JOHN,  N.  B. 

E.  R.  REID,  President  E.  M.  ARCHIBALD,  Chief  Engineer 

The  Moncton  Bridge  Foundations 

were  built  by  our  firm 

We  are  equipped,  both  in  plant  and  organization,  for  difficult  foundation  work,  water  power  develop- 
ments, tunnels,  industrial  plants,  etc. 


lanuarv  16.  1<)1S 
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Speed  up  with  Electric  Power 

C-G-E  Motors  and  Control  increase  production  and  reduce  maintenance. 


Here  are  some  of  the  ways  in  which  modern 
industry  has  been  speeded  .up  by  putting  electric 
power  to  work  in  the  right  place. 

Metal  mines  have  boosted  output  to  meet  world- 
wide demands.  All  tonnage  records  have  been 
smashed  in  the  steel  industry.  Greater  automobile 
output  has  lowered  prices  and  given  better  road 
transportation.  More  and  better  cloth  has  been  pro- 
duced at  lower  power  costs.  Contractors  find  elec- 
tric drive  faster,  more  elastic  and  cheaper  than  any 
other  for  hoists,  pumps,  concrete  mixers,  cableways 
and  other  equipment. 


On  the  left  is  shown  the  standard  C.G.E.  induc- 
tion motor  for  general  purposes.  The  C.G.E.  mill 
type  motor,  on  the  right,  is  specially  designed  for  tlu' 
severe  service  of  steel  mills,  but  is  equally  applicable 
to  crane,  shovel,  bridge  and  other  heavy  duty. 

Any  problem  involving  the  use  of  power  can  be 
simplified  by  the  application  of  electricity.  The 
Canadian  General  Electric  Company  is  well  equipped 
to  lend  valuable  assistance  in  working  out  such  prob- 
lems and  is  glad  to  co-operate  with  contractors, 
manufacturers  and  engineers  in  every  possible  way. 


C-G-E  Motor  Drive 

For  further  particulars  write  to  our  nearest  office 

CANADIAN  GENERAL  ELECTRIC  CO. 

LIMITED 

Head  Office:  Toronto.    Sales  Offices:  Montreal,  Halifax,  Sydney,  Ottawa,    Cobalt,    Soutli    Porcupine,    London,    Winnipeg,    Calgary,  Edmonton, 

Nelson  and  Vancouver. 
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LAPIDOLITH 


Economy 


Means 

STONE 


Efficiency 


Will  make  your  concrete  floors  as  hard  as  granite  and  wearproof.  LAPIDOLITH  applied  to  new  floors 
eliminates  all  future  trouble.  LAPIDOLITH  on  old  floors  means  no  more  patching  necessary — ■ 
jUST  FLUSH  IT  ON— dust  will  disappear. 


The  Best  Known  Architects  Are  Specifying  It. 


-SALES  AGENTS— 


BEVERIDGE  PAPER  CO.,  LIMITED 


MONTREAL 


Also  Toronto  and  St.  John,  N.  B. 


J 


Preserves  Roads^  Saves  Expense 

Fluxphalte  binds  and  hardens  the  surface  of  macadam  roads  making  them  smooth  and  durable  as 
asphalt  pavements.  It  prevents  the  surface  dusting  and  w^earing  dow^n  to  the  rock.  It  makes  the 
road  wear  many  years  longer,  thereby  saving  great  expense  in  continuous  road  repairs. 

Send  for  new  illustrated  book.    Free  on  request. 


mm  cmmim  mem, 

BOMi  OP  mm 


Cart 


E  R'S 


Policy  is  to  Render  the  Architects  Every  Assistance 


Rust  an<l  corrosir)n  are  responsililc  for  a  loss  ot  many  niilliiins  of  dollars  each  year 
Carter's  Genuine  Red  Lead  Dry  is  the  means  ol  saleguarding  against  such  losses 


P>y  insisting  in  the  use  of  Carter's  (jeiiuine  Red  Lead 
Dry,  metal  and  structural  work  of  all  kinds  recei\e  (he 
licsl  protective  coat  it  is  possible  to  get. 


3CIIII=ll=ll=3i: 


3IZZIIZZ]IZZIC 


The  Carter  White  Lead  Co. 

of  Canada,  Limited 

91  Delorimier  Ave.  MONTREAL 

31  II  It^l  II  II  II  ir 
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Do  You  Want  Crushed  Stone  ? 

That  is  Clean,  Tough  Stone  of  a  Quality 
suitable  for  Macadam  Road  and  Concrete 

We  c«n  supply  you  in  any  size  or  quantity. 

Our  service  is  unexcelled  and  our  prices  right. 

Phone  or  write  us  for  quotations  when  you  are  in  the  market 
OflSce-M  4515— M  4516      Residence— P  2278 

Crushed  Stone  Limited 

47  Yonge  St.  Arcade,  Toronto 
G.  W.  Essery,  Manager 


SPRINKLER 
TANKS 

AND 

TOWERS 

We  are  the  largest  manu- 
facturers in  Canada  of 
both  wood  and  steel  Tanks 
and  substructures  for  fac- 
tory sprinkler  systems 
and  for  Municipal 

RAILROAD  AND 

SUBURBAN 
WATER  SUPPLY 

We  shall  be  pleased  to 
furnish  you  with  all  the 
information  and  data  you 
may  require  on  this  class 
of  work. 

Send  us  your  blue  prints 
for  estimates. 

Send  for  special  Tank  and  Tower  Catalogue 

Ontario  Wind  Engine  &  Pump  Co. 


Toronto  Montreal 


Limited 


Winnipeg  Calgary 


Sandy  Gravel  and  Crushed  Stone 

Lime  Fire  Clay 

Cement  Fire  Brick 

Plaster  Sewer  Pipe 

Hair  Weeping  Tile 

Building  Stone 

Our  prices  are  right  and  our  service  good. 

Britnell  &  Co.,  Limited 

C.P.R.  Crossing,  Yonge  St.,  North  Toronto 

Phones,  Office  North  Evenings,  North  2107 


For  Sale 

14B  Bucyrus  Shovel, 

Traction  Wheels,  ys  yd.  dipper. 

Clam  Shell  Buckets,  yi,  Ji,  1,  lyi  yard. 
Orange  Peel,  1  yard  Hayward. 
Beatty  8  x  12,  double  drum  Hoisting  Engine. 
American  7  x  10,  double  drum  Hoist  with  SwHnger. 
Mundy  -6j4  x  12,  double  drum  Hoist  with  Swinger. 
New  (iyi  X  8  Doty  double  drum  Hoist  with  Boiler. 
New  7  X  10  double  drum  Hoist  with  Boiler. 
Dake  Steam  Swinger,  8  H.P. 
5  ton  Stiff  Leg  Derrick;  5  ton  Guy  Derrick. 
Assorted  Hand  Power  Derricks. 

%   yd.   and         yd.   Concrete  Mixers   with   Engine  a 

Boiler  on  Wheels. 
yi  yd.  and  1  yd.  Smith  Mixers  on  Skids. 
2000  feet  of  Portable  Track,  24-in.  gauge. 
Six  lyi  yd.  V-shaped  Steel  Cars,  Side  Dump,  24-in.  gauge 
Ten  4  yd.  Western  Dump  Cars,  36-in.  gauge. 
1.5  ton  Porter  Standard  Gauge  Locomotive. 
Two  10  ton  Vulcan   Locomotives,  36-in.  gauge. 
Gyratory  Crushers,   Nos.  3,  4  and  5. 
.Taw  Crushers,  7  x  10  and  10  x  16,  Acme  Portable. 
No.  0  Thew  Steam  Shovel,  on  Railway  Wheels. 
.35  H.P.,  40  H.P.,  and  60  H.P.  Locomotive  Boilers. 
Large  Assortment  Vertical  Boilers,  5  H.P.  to  125  H.P, 
Two  Diapliragm  Pumps,  driven  by  Gasoline  Engines. 
Five  New  and  Used  Pulsometers,  various  sizes. 
Twenty  Tons  25  lb.  rail ;  Seventy  tons  56  lb.  rail. 


nd 


Write  for  prices  and  further  particulars. 


The 


A.  R.  Williams  Machinery  Co. 


Limited 


64-66  Front  St.  W,,  Toronto,  Ont. 


Electric  Cranes 


Electric 
and  Hand 
Traveling 

Cranes 

Electric 
and  Air 
Hoists 


Patent  Type  E  Crane  Trolley 
Made  in  Canada 


NORTHERN  CRANE  WORKS,  LTD- 

WALKERVILLE,  ONT, 


CONTRACT 


TORONTO  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement— delivered  in  5-barrel  lots,  $2.60  per  bbl.  ; 
with  bags,  $3.00;  car  lots,  $2.00  on  the  track, 
with  pkgs.,'$2.40. 

Lime— grey  50c,  wliite  60c  per  100  lbs.,  delivered 
in  not  less  than  1500  lb.  lots.  At  the  ware- 
house, grey  45c,  white  55c.  Kydrated  lime, 
$15.25  per  ton  delivered ;  $14.25  at  warehouse. 

Brick — No.  1  dry  pressed  red  brick,  $20;  buff, 
$20,  f.o.b.  the  job;  No.  2,  $18;  common  red 
stock  brick,  $16;  grey,  $15;  wire-cut  brick 
for  foundation  work,  $12.50  on  the  cars,  de- 
livered $14;  "Tapestry"  brick,  imported,  $25 
to  $35;  local  Rug,  $20;  sand-lime*  brick,  $10.25 
f.o.b.  car  at  King  Edward  Siding;  $9.00  f.o.b, 
car  or  wagon  at  plant.  Paving  brick,  local 
manufacturers  not  quoting  prices  at  present, 
imported  paving  squares,  delivered  at  job 
in  Toronto,  best  quality  $80,  second  quality 
$75,  third  quality  $70.  (These  prices  are 
merely  approximate,  as  no  sales  are  recorded). 
Sun-Tex  face  brick,  $20  to  $30  at  plant,  $24 
to  $34  delivered,  price  depending  on  color 
and  texture.  Denison  interlocking  hollow 
tile,  $80  per  M.  at  plant,  $97.50  delivered. 
Lots  over  100,000,  $75. 

Fire  brick— $60  to  $80  per  M.,  according  to  qual- 
ity.    Fire  clay,  $15  per  ton. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 
Toronto  prices,  F.  O.   B.  Car : 
Crushed  stone— 2  in.,  $1.50;  1  in.,  $1.65;  H  in., 
$1.65;  rubble  stone,  in  car  lots,  $1.40  per  ton, 
f.o.b.  car. 

Sand — for  cement  or  brick  work,  95  cents  per  ton, 

f.o.b.  Toronto. 
Gravel — Pit   run,  $1.05  per  ton  f.o.b.  Toronto; 

screened,  $1.30  per  ton  f.o.b.  Toronto. 

LUMBER  fBUILDfNr,  MATKKI.XL) 
Toronto  retail  prices,  delivered. 
Hemlock— 2  x  4  in.  to  2  x  12  in.,  12  and  14  ft., 
$35;    10  and  .16  ft.,  $37;  18  ft.,  $39;  No.  1 
hemlock  decking,  1x4  in.,  $34;  1x5  in., 
$37;  1x6  in.,  $39;  No.  2  hemlock  decking. 
$5  less  than  No.  1. 
Pine — 1  in.  x  4  in.  and  5  in.,  $40;  1  in.  x  6  in.  to 

5  in.,  $42;  1  in.  x  10  in.,  $45;  1  in.  x  12  in., 
$50;  2  in.  X  4  in,  to  2  in.  x  12  in.,  and  10  ft. 
to  16  ft.  long,  Norway  pine,  $42  to  $50;  Ji  x 

6  to  10  in.  pine  shelving,  $57  to  $67;  7/g  x  12 
in.  pine  slielving,  $75;  No.  1  pine  flooring, 
$55;  No.  1  spruce  flooring,  $44;  No.  1  pine 
V  or  beaded  sheeting,  $.58;  No.  2  ditto,  .$42; 
pine  trim,  4  in.  casing,  $2.75  per  100  ft. ;  5  in. 
ditto,  $3.25;  8  in.  pine  base,  $4.75;  4  in.  pine 
window  stool,  .$4.00. 

Shingles— XXX  B.  C.  shingles,  $5.50;  N.  B.  ex- 
tras, .$6.00;  N.  B.  clears,  .$5.75;  No.  1  pine 
lath,  $7.(K);  No.  2  pine  lath,  $6.50;  No.  1 
spruce  lath,  $5.7.5. 

Dimension  timber  (B.  C.  fir)— 10  x  14,  12  x  12, 
12  X  14,  14  X  14,  14  X  10,  10  x  16,  12  x  16, 
16  X  10,  $60;  14  x  18,  x  is  20  x  20,  12  x 
18,  18  x  20,  10  x  18,  12  X  20,  14  x  20,  16  x 
20,  $65.  These  prices  apply  to  .32  ft.  lengtlis; 
.32  to  ,35  ft.,  $1  to  $2  per  thousand  extra; 
.36  to  40  ft.,  $2  to  $3  per  thousand  extra. 

STEEL  AND  IRON 

Steel  and  Iron  Bars— $5  00  to  $7.00  base;  twist- 
ed and  deformed,  $5.35. 
Shapes— Over  35  lbs.  per  yard,  $5.25  per  100  lbs.  ; 

under  35  lbs.  per  yard,  $5.50  per  100  lbs. 
Plates — 6  ins.  and  over  and  under  .30  ins.,  $11  per 
100   lbs.;    .30  ins.    and    over,   $12.00.  Tank 
and  boiler  plates  —  %   in.   and  over  and  un- 
der 36  ins.,  $10.00;  .36  ins.  and  over,  .$6.70, 
Gauge  plates  -Nos.  10,  12,  14.  .$»,]5  to  .$9..35 
per  100  lbs.     Black  American  Bessemer  Plates 
—28  gauge,  $9.60  per  100  lbs 
Flats — 6  ins.  wide  and  under,  $5.00  per  100  lbs. 


Rivets — Button  and  cone  head—yi,  %  and  %  in. 
made  up,  $5.50;  -34  and  1  in.  made  up,  $6.50; 
Yz  and  Yi  in.  rods  only  $4.50. 

Extras — 1/lOc  per  lb.  extra  for  cutting  to  length, 
for  plate  less  than  J4  in.  thick,  for  angles 
less  than  5  in.  combined  legs  and  beams  and 
channels  under  6  ins.,  for  18,  20,  and  24  in. 
beams;  1/lOc  to  %c  per  lb.  extra  for  all 
Bethlehem  sections. 

Galvanized  iron — 28  gauge,  $10.00. 

Cast-iron  pipe — Standard  prices,  carload  lots, 
f.o.b.  Toronto:  4-in.  $78  to  $79  per  net  ton; 
6-in.  and  up  $75  to  $76.  Lower  price  for 
Class  B.  Higher  price  for  Class  A  and  gas 
pipe.  Less  than  car  lots,  $2  extra. 
SEWER  PIPE 

Sewer  pipe — Toronto  prices  (wholesale),  with  dis- 
counts as  below,  f.o.b.  factory — 4  in.,  30c  pei 
ft.;  6  in.,  45c;  8  in.,  TOc ;  9  in.,  90c;  10  in., 
$1.05;  12  in.,  $1.35;  15  in.,  $1.80;  18  In., 
.$2-50;  20  in.,  $3;  22  in.,  $4;  24  in.,  .$4.50. 
Discounts— 4  in.  to  24  in.  standard,  65  per 
cent. ;  15  in.  to  24  in.  double  strength,  62 
per  cent. 

Tile  wall  coping — 8  or  9  in.  wall,  50c  per  ft.;  12 
in.  or  13  in.  wall,  75c  per  ft ;  18  in.  wall, 
$1.50  per  ft. ;  carried  in  0,  12,  18.  and  24  in. 
lengths.     Discount  65  per  cent. 

PAINTS  AND  OILS 

White  lead — ground  in  oil,  less  than  ton  lots, 
$16.55  per  100  lbs. ;  ton  lots,  $16.20  per  100 
lbs. 

Boiled  linseed  oil — in  bbls.,  $1.51  per  gal.  of  9  lbs. 

Raw  linseed  oil — in  bbls,,  $1.48  per  gal. ;  red  lead, 
dry,  $19  per  100  lbs. ;  putty  in  bulk,  $5.00  per 
100  lbs. ;  in  100-lb.  drums,  $5.60 ;  putty  in 
25-Ib.  tins,  $5.75  per  100  lbs. ;  steel  sash 
putty  in  25-lb.  tins,  $6.00  per  100  lbs. ;  tur- 
pentine, in  bbls.,  77c  per  Imp.  gal.,  based 
on  southern  gauge. 


MONTREAL  PRICES 

CEMENT.  LIME,  AND  BRICK 

Cement — $3.00    steam    car    load    lots,  including 

sacks,  less  5  per  cent,  for  cash. 
Time— Tlydrated,  $18  per  ton;  lump,  $12. 
Brick — Ao.  1  pressed,  $18;  No.  2  pressed,  $15; 

Manganese  rustic,  $20;  buff  rustic,  $20;  red 

rustic.   No.  1,  $15;  red  rustic.   No.  2,  $13; 

buff  (smooth),  $21;  buff  (rough),  $20;  plastic 

$12.2.5. 

Concrete  Brick— grey  $22,  red  $22,  buff  $23,  white 
.$45,  plain  pressed  $12  per  thousand,  all  f.o.b. 
Works,  Mascouche,  P.Q. 

CONCRETE  SEWER  PIPE 
Straight  pipes  (per  foot) ;  not  reinforced,  8-in. 
26c.;  9-in.  30c.  lO-in.  34c;  12-in.  40c;  15-in. 
60c;  18-in.  74c.  Reinforced,  18-in.  90c;  21- 
in.  $1;  24-in.  $1.20;  30-in.  $1.60;  36-in.  $2.40; 
42-in.  $3;  48-in.  $4.20. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 
Crushed  Stone — 2  in.,  $1.40;  yi-\n.  $1.65;  J^-in., 

$1.75  per  ton,  delivered. 
Sand — $1  per  ton,  car  load,  on  cars. 
Gravel— $1.20  per  ton  f.o.b.  cars. 

STEEL  AND  IRON 

Steel  angles — 3  in.  x  .3  in.  and  up,  $5.75;  1  in. 
X  1  in.  X  H  in.)  26c  extra;  ^  in.  x  ^  in. 
X    %   in.   BOc  extra.     Boiler  plates — in. 

thick  and  thicker,  .$1.3.00.  Circular  plates  — 
Flange  quality,  Sfl  in.  dimension  and  over, 
$13.30;  under  .36  in.  diameter,  $1.3.05.  Beams 
and  channels — Under  35  lbs.,  per  yd.,  $5,75; 
.35  lbs.  per  yd.  and  over,  $5.50 ;  f.o.b.  Mont- 
real, net  cash,  nominal.  Corrugated  iron — 26 
gauge,  $9  60;  28  gauge,  $8.70  per  100  sq.  feet, 
subject  to  change  without  notice.  Copper 
bearing  sheets  —  Keystone  black,  28  U.  S. 
gauge,  $6. .50  per  100  lbs.  nominal. 


SEWER  PIPE 

Straight  pipe  (per  foot) — 4  in.,  30c;  6  in.,  45c; 
in.  70c;  9  in.,S5c;  10  in.,  $1.05;  12  in..  $1.: 
15  in.,  $1.80;  18  in..  $2.50:  20  in..  $3;  22  m 
$4;  24  in.,  $4.50;  27  in.,  $6.50;  30  in.,  $7.2( 
Channel  pipe  (4  in.  to  30  in.)  24c,  36c, 
72c,   84c,   $1.08,   $1.44,   $2.00,   $2.40,  $3.2( 
$3.60,   $5.20,    $5.75.      One-eighth    bends  (■ 
in.    to   30   in.),    $1.20,    $1.80.   $2.80.  $3.i 
$4.20,  $5.40,  $7.20,  $10,  $12,  $16,  $18,  $; 
$28;   1/4,  $1.20,   $1.80,  $3.15.  $4.05,  $4.7 
$6.10,  $14.40,  $20,  $24,  $32,  $36,  $52,  $57.^ 
Double  collar,  90c,  $1.35,  $2.10,  $2.55,  $3.1( 
$4.05,  $5.40;  slant  1  foot  long  side  (4  in 
15  in.),  90c,  $1.35,  $2.10,  $2.55,  .$3.15.  $4.01 
$5.40.     Single  branch  (6  in.  to  9  in.),  3  fl 
$2.25,  $3.50,  $4.25;  2  and  2'-A  ft.  (4  in.  to 
in.),  $1.35,  $1.80,  $3.15,  $3.85.  $4.75,  $6.1 
$8.10,  $11.25,  $13.50,  $18,  $20.25.  $32.50.  $31 
Single  squares  (4  in.  to  30  in.)  ditto.  Doubli 
branch  and  double  square  and  Y  pipe  (4  in 
30  in.),  $1.80.  $2.70.  $4.90.  $6.30.  $7.35,  $10.81 
$14.40,  $20,  $24,  $32,  $36,    $45.50,  $50.407 
Syphon,  cesspool,  and  buchan  trap  (4  in.  to 
15  in.),  $3,  $4,  $7.  $9.  $10.50,  $18.  Doublj 
syphon,  running  trap,  and  hand  hole  trap 
in.   to  12  in.),  $3,  $4,  $7,  $9.  $10.50.  $11 
These  prices  are  subject  to  a  discount  of 
per  cent,  for  less  than  car  load  lots  deliverei 
and  a  discount  of  from  61  to  66  per  cent,  fof' 
car  load  lots  f.o.b.  Montreal. 

SUNDRIES  ^ 

Hard  wall  plaster — $10  per  ton.  Plaster  of  Pai-p 
.$3.05  per  libl.,  both  less  5  per  cent,  for  cash. 
Rope — Best  Manilla,  39c  basis  per  pounds; 
British  Manilla,  33c  basis;  sisal  rope,  27V5c 
basis;  lath  yarn,  27J4c.  Boiled  linseed  oil — 
in  barrels,  $1.39  per  gal.  of  9  lbs.  Raw  lin- 
seed oil — in  barrels,  $1.36J4  per  gal. 


WINNIPEG  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — Portland,  $4.00  per  bbl. ;  mortar  ce- 
ment, 64c  per  70-lb.  bag,  in  ton  lots;  Keenes, 
$6.45  to  $13.55  per  bbl.,  depending  on  qual- 
ity.     (All    prices    include  bags). 

Lime — White  or  grey,  in  bulk,  45c  per  bushel; 
per  barrel,  $2.10  to  $2.40. 

Hydrated  Lime — In  paper  bags,  $16.35  per  ton; 
in  cotton  bags,  $19.55. 

Brick — No.  1  dry  pressed,  red  and  buff,  $35; 
common  red  stock,  $25 ;  common  grey  stock. 
$12;  No.  1  enamelled  brick,  all  colors,  from 

$100;  sand  lime,  $12;  firebricks,  .$70  to  $90. 

CRUSHED  STONE,  SAND.  AND  GRAVEL 
(Including  delivery) 

Crushed  stone — l}4-in.  to  2-in.,  $2.60  per  yard; 
54-in.  to  1-in.,  $2.85;  stone  dust,  $2.55;  rub- 
ble stone,   $14.20  per  cord. 

Sand,  gravel  and  torpedo  sand — $2.10  per  yard. 

Crushed  granite — lYi  and  2-in.,  $2.65;  Vi-'in.  and 
1-in.,  $2.90;   5<-in.  and  dust,  $3.20. 

Gravel — Per  yard,  delivered,  $1.85. 

Crushed  Granite — lYi  and  2-in.,  $2.66;  V^-in.  and 
1-in.,  $2.90;  Ji-in.  and  dust,  $3.20. 

LUMBER   (BUILDING  MATERIAL) 
(Including  delivery) 
(15  per  cent,  discount  for  cash) 

Flooring — No.  2  red  pine,  4  in.,  $43;  •  in..  $46: 
No.  3  red  pine.  4  in.,  $38;  6  in.,  $40;  No.  4 
red  and  white  pine  or  spruce.  4  in.,  $28;  6 
in.,  $32;  No.  1  and  2  fir,  edge  grain.  3  in.. 
$60;  4  in.  and  6  in..  $65:  No.  3  fir.  edge  and 
flat  grain,  4  and  «  in.,  .t46;  No.  4  fir  ship- 
lap  grade,  4  and  6  in..  $32:  common  2x1 
pine,  spruce  or  fir.  4  and  6  in..  ;  No.  2 
white  pine,  4  and  fi  in..  $.55;  No.  3.  $46;  Mo 
2  red  pine,  4  and  6  in..  $46;  No.  3.  $40;  No. 
4.  $.32:  No.  6.  $24 

Dimension  Timber  fNo  1  pine,  spruce,  tama'ar, 
fir  or  cedar")— «  X  S.  8  T  10.  10  V  in  10  » 
12.  12  T  12.  t.3S:  m  V  14.  14  x  14  14  r  IB. 
fi  X  10,  R  X  12.  «  X  12.  $.30:  10  x  1fi,  12  x  11. 
IB  X  16.  ,14  V  IS,  1R  V  19  IS  v  1«  20  x  20, 
$40;  fl  X  14  S  T  14,  12  r  IS,  IS  y  20.  $42:  « 
T  16.  fi  X  19.  «  T  20.  S  X  1R,  S  X  IS,  9  x  ?« 
10  X  19,  10  X  20.  12  X  20,  14  x  20.  1R  t  20, 
$43 

(Continued  on  page  .Sflt 
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RAILS 


BILLETS 


Concrete  Reinforcement  Bars 

Plain  Round,  Square  and  Cold  Twisted  Squares 

DOMINION  IRON  &  STEEL  COMPANY 

LIMITED 

BAR  STEEL 


Warehouse  Stock*  : 

SYDNEY,  N.  S. 
MONTREAL,  QUE. 
TORONTO.  ONT. 
FT.  WILLIAM,  ONT. 


Sale*  Office*  : 

SYDNEY,  N.  S. 

MONTREAL 
112  St.  James  St. 

TORONTO 
18  Wellington  St.,  E 


Mill*  and  General 
Office* : 

SYDNEY.  N.  S. 


WIRE  NAILS 


and  other 


WIRE  PRODUCTS 


An  example  of  our  work. 
These 

TANKS 

are  30  feet  by  55  feet'  erect- 
ed at  Shawinigan  Falls,  Que. 

We  also  build  tanks  for 


PULP  and  PAPER  MILLS 

CHEMICAL  WORKS 
OIL    REFINERIES,  ETC. 

and  for  any  other  purpose. 

Write  for  estimates 

MacKinnon,  Holmes 
&  Company  Limited 

SHERBROOKE,  QUE. 
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CURRENT  PRICES  OF  BUILDING  AND  ENGINEERING  MATERIALS— continued. 


(Cqntinued  from  page  44' 
Pine— common,  6  to  10  in.,  $105;  12  in 
$110;  pine  trim  4-in.  casing,  $3.70  per  100 
ft.  5'A-in.  ditto,  $4.40;  8in.  pine  base,  $6 
10-in.,  $7;  4-in.  pine  window  stool,  $7.50. 
Shingles— No.  1  B.  C.  cedar,  $4;  No.  2,  $3.50 
No.  1  B.   C.   cedar  dimension,  $5.50 ;  hand- 
sawn,  $7. 

STEEL  AND  IRON 
Steel— Round  bars,  $5.25  per    100    lbs.;  square 
twisted,   $5.25   per   100   lbs.;    channels  and 
angles,  $5.50;  beams,  $5.25;  plates,  $8.25  per 

100  lbs.  .  ,     .   ,  . 

Cast  Iron  Pipes— Standard  price,  car  load  lots, 

f.o.b.  Winnipeg,  $38  per  ton. 

SEWER  PIPE 
Sewer  Pipe— Wholesale  prices  f.o.b.  Winnipeg, 
per  ft.,  3  in.,  9  cents;  4  in.,  11  cents;  5  in., 
16  cents;  6  in.,  IS'A  cents;  8  in.,  30  cents; 
9  in.,  35  cents;  10  in.,  40  cents;  12  in.,  50 
cents;  15  in.,  75  cents;  18  in.,  $1.00;  20  in., 
$1.50;  24  in.,  $2.00. 

SUNDRIES 
(Including-  delivery) 
Hard  Wall  Plaster— $19  to  $22.50  per  ton ;  Plaster 
of  Paris,  $20.50  per  ton  ;  in  barrels,  $4.40  per 
bbl.  of  320  lbs. 
Plasterers'  Hair— $3.30  per  bale;  90c  per  bushel. 

PAINTS  AND  OILS 

Mortar  Color — Red,  .$4,50  per  lUU  lbs.  ;  black  or 
buff,  $5.50;   chocolate,  $0.50. 

Paints  and  Oils — White  lead,  ground  in  oil,  $11.50 
per  100  lbs.;  boiled,  linseed  oil,  in  bbls.,  98 
cents  per  gal. ;  raw  linseed  oil,  in  bbls.,  95 
cents  per  gal. ;  dry  red  lead,  $10.00  per  100 
lbs. ;  putty  in  bulk,  $3.25  per  bbl. ;  putty  in 
25-lb.  tins,  $3.75;  turpentine,  in  bbls.,  80 
cents  per  gal.  Mixed  paint,  ordinary  colors, 
per   gal.,  $3.10. 


VANCOUVER  PRICES 

CEMENT,  LIME,  AND  BRICK 
Cement — Grey  Portland,  $2.05  per  bbl.  f.o.b.  ware- 
house, sacks  extra ;  Keens  cement,  $9.00  per 
l)bl.,  sack^.  extra;  line  whte,  .$8.00  per  bbl.  oi 
300  lbs.;  superfine,  white,  $9.50  per  bbl.; 
white  Portland  cement,  $2.65  per  bbl.  of  250 
lbs.,  sacks  10c  extra,  f.o.b.  Voncouver. 
Lime — $1.75  per  bbl.  f.o.b.  warehouse  or  delivered. 
Brick— Common  red  brick,  $14.50  to  $16.00  f.o.b. 
warehouse ;  $12.50  and  up  in  car  lots  f.o.b. 
Vancouver ;  pressed  red  brick,  $30  f.o.b.  wharf 
Vancouver;  pressed  buff  brick  $40  at  ware- 
house ;  $33  in  car  lots ;  tapestry  brick,  $45  at 
warehouse;  impervious  brick,  $45  f.o.b.  build- 
ings ;  fire  brick,  $40  in  car  lots,  $45  in  ware- 
house; fire  clay,  $12.50  per  ton  in  car  lots. 

SAND  AND  GRAVEL 
Sand — Brick  and  plaster  sand  $2.25  per  cu.  yd. 
f.o.b.  bunkers. 

Gravel — $2.25  per  yard  delivered. 

LUMBER  (BUILDING  MATERIAL) 
Vancouver  prices,  f.o.b.  mills: 

Dimension  timber — Douglas  fir — 8  x  8,  10  x  10, 
10  X  12,  10  X  14,  12  X  12,  12  x  14,  14  x  14, 
14  X  16,  $18;  6  X  10,  6  X  12,  8  X  10,  8  x  12, 
10  X  16,  12  X  16,  16  X  16,  $18.50;  6  x  14, 
8  x  14,  12  X  18,  18  X  20,  $19 ;  6  x  16,  8  x  16, 
10  x  18,  18  X  20,  14  X  20,  16  x  18,  16  x  20, 
18  X  18,  20  X  20,  $19.50. 

Fir  flooring — 1  x  3  edge  grain,  $28 ;  1  x  4  edge 
grain,  $31 ;  1  x  4  flat  grain,  $24;  No.  1  and 
2,  1-inch  clear  fir  rough,  $33;  No.  1  and  2, 
I'A  and  inch  clear  fir  rough,  $39;  No.  1 
and  2,  2  inch  clear  fir  rough,  $35;  hemlock 
lath,  $1.15;  pine  lath,  $2.35  to  $2.65;  XX 
B.  C.  cedar  shingles,  $2.15;  XXX,  $3.25; 
XXXXX,  $3.60. 


STEEL  AND  IRON 
Vancouver  prices  f.o.b.  warehouse : 
Steel — (round  and  square  bars)  $4.50  base;  iwii 

ed  and  deformed,  $4.50  base;  structural  se 

tions,  $6.00  to  $7.00. 
Galvanized  iron— 28  gauge,  $12.S-5  per  100  lbs. 
Corrugated  iron — 26  gauge,  6,  7  and  8  ft.  sheet 

$10.90;  5,  9  and  10  ft.  sheets,  $11.05  per  s 

lilack  steel  sheets,  24  gauge,  $10.35  per  1( 

lbs. 

Steel  angles— $6.00  to  $7.00  per  100  lbs.,  depen 
ing  on  size,  quantity  and  specifications. 

Steel  channels,  beams-  $6.00  to  $7.00  per  100  Ibi 
depending  on  size,  quantity  and  specilicatioii 

Steel  plates— $12.00  to  $15.00. 

SEWER  PIPE 

Sewerpipe — Vancouver    prices    .fo.b.  wareh 
4-in.,  13Hc  per  ft.;  6-in.,  23c  per  ft.;  8-in.; 
ft.;    10-in.,   45c   ft.;   12-in.,   55c   ft.;  If 
$1.10  ft.;  18-in.,  $1.30  ft.;  20-in.,  $1.55 
24-in.,  $2.30  ft.   (all  net  prices). 

SUNDRIES 
Hard  wall  plaster— $16.50  in  car  lots  f.o.b.  v£ 

couver,  bags  extra.  tf; 
Hydrated  lime — $16.00  in  car  lots.  '^^ 
Alca  lime — $16  per  ton.  5| 
Plaster  of  Paris — Hammer  brand,  $4.50  per  bl^ 
Finishing  Plaster — $19  per  ton,  sacks  extra.  ^ 
Welsh  slate— $11.50  to  $12.00  per  square,  f.|^| 

Vancouver.  ' 
Rope,  Manilla,  s/s  in.,  39c  base;     >iin.,  39^; 

Ys  in.,  40c;  %  in.,  40^0 ;  2nd  grade,  3^ 

base;  sisal  rope,  28J4c  base. 

PAINTS  AND  OILS 
Boiled  linseed  oil — In  bMs.,  $1.67  per  gal. 
lbs. 

Mixed  Paint— Per  gal.,  $2.95  to  $3.25. 

Raw   linseed   oil — In   bbls.,   $1.65   per  gal. 

lead,  dry,  $21.25  per  100  lbs.,  in  oil,  24c  j 
putty  in  bulk.  Standard,  $4.50;  Pure,  $5.B] 
Turpentine,  in   bbls.,  95c.   to  $1.00.  ] 

White  Lead— Ground  in  oil,  $18  to  $20  per  100  lb] 


Sewer 
Pipes 


and  Sr.  JOHNS.IQ., 


ALL  SIZES  OF  PIPES  and  CONNECTIONS  from  4  inch  to  30  inch  always  IN  STOCK 

High  Grade  Salt  Glazed  Vitrified  Sewer  Pipes  and  connections  are  a  specialty 
with  us.  We  also  manufacture  culvert  pipes,  inverts,  flue  linings,  stove  linings, 
fire  bricks,  locomotive  blocks,  guUey  traps,  range  bricks,  cupola  linings,  wall 
coping  and  all  kinds  of  vitrified  and  fire  clay  goods.  Prompt  shipments  on  all 
goods. 

Vitrified  Hollow  Building  Blocks 
Ground  Fire  Clay,  in  Bulk  or  Bagged.  ^ 
"Ameo"  Segment  Sewers— From  30  to  108  diameter 

Send  for  Illustrated  Book  on  "Building  Segment  Sewers" 

Standard  Clay  Products  Limited 

thrp:e  sev^er  pipe  factories  :  St.  Johns,  P.  Q.,  and  New  Glasgow,  N.  S. 

ALSO-  FIRE  CLAY   FACTORY  AT  ST.   JOHNS,    P.  Q. 
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"McAVlTY" 


Just  Off  the  Press  I 

OUR  NEW 

MARINE  CATALOG 

NO.  1005 

Illustrating  and  Describing 

Marine  Specialties  -    Port  Lights 
Rudder  Braces  -  Dumb  Braces 
Dove  Tails  -  Clinch  Rings 
Marine  Valves,  etc. 

SEND    FOR    YOUR    COPY  TODAY 

T.  McAVITY  &  SONS,  Ltd. 

Wholesale  and  Retail  Hardware— Brass  and  Iron  Founders, 

Marine  Specialties 

St.  John,  N.B. 

Canada 

MONTREAL  TORONTO  WINNIPEG  VANCOUVER 

LONDON,  England  DURBAN,  South  Africa 
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l^lVli 

v^oniiaciors 

Electrical 
Mechanical 

Directory  of 

Engineers 

Special 
Interests 

I 


Chipman  &  Power 

Civil  Engineers 

TORONTO  WINNIPEG 

Willis  Chipman.      Geo,  H.  Power. 


Anglins  Limited 

Contracting  Engineers 

65  Victoria  St.  MONTREAL 


H.  J.  Gnswold, 

Montreal. 


B.  W.  Seton, 

Toronto. 


DOMINION  ENGINEERING 
&  INSPECTION  CO. 

Inspecting  and  Testing  Engineers 
Head  Office  and  Laboratories, 
820  Lagauchetiere  St.  West,  Montreal. 

BRANCH  OFFICES: 
24  Adelaide  Street  East,  Toronto. 
808  Union  Trust  "Building,  Winnipeg 
CEMENT  TESTING  AND  REIN- 
FORCED CONCRETE  INSPECTION 
MILL,  SHOP  AND  FIELD  INSPEC- 
TION OF  STEEL  STRUCTURES 
AND  BRIDGES 
TESTS  AND  INSPECTION  OF  IRON 

AND  STEEL  PIPE,  ETC. 
LOCOMOTIVES,  CARS,  NEW  AND 

SECOND-HAND  EQUIPMENT 
Keiiicfcented  at  New  York,  Pittsburgh  «nd 
Chicago;  Glasgow  and  London,  Eng. 


Canadian  Inspection  & 
Testing  Laboratories 

Limited 

Inspecting  Engineers 
and  Chemists 

Mill,  shop 'and  field  inspec- 
tion of  bridges  and  struc- 
tural work;  test  of  materi- 
als; mill  inspection  of  rails 
and  track  supplies;  found- 
ry inspection  of  steel  and 
iron  castings  of  all  classes; 
expert  examinations  and 
reports.  Representatives 
at  all  important  Canadian, 
American  and  European 
Works. 


MONTREAL 


Head  Office 
and  Main  Laboratories: 

Branch    Offices    »nd    Lsborstories — 
TORONTO.  WINNIPEG.  EDMONTON. 
VANCOUVER  and   NEW  GLASGOW 


HADDIN  &  MILES 

LIMITED 

(Formerly  The  John  Gait  Engineering  Co.,  Ltd.) 

Consulting 
Civil  Engineers 

Water  Supply,  Sewerage,  Sewage 
Disposal,  Electric  Lighting 
and  Power 

WINNIPEG    —  CALGARY 


R.  S.  &  W.  S.  LEA 

Consulting  Engineers 

Water  Supply  ;  Sewerage  and  Drainage  ;  Water 

Purification;  Disposal  of  Sewage  and  Refuse ; 

Water  Power  Developments  and  Power  Plants. 
Reports,  Designs,  Supervision  of  Construction 
New  Birks  BIdg.  Telephone 

MONTREAL.  P.Q.  Uptown  783 


FRANK  BARBER 

Bridge  and  Structural  Engineer 

Steel  and  Reinforced  Concrete  Bridges  and 
Buildings,    Foundations,    Municipal  Work 

40  JARVIS  STREET,  TORONTO 


Kobert    W.  Hunt 
Thos.  C.  Irving,  Jr. 


Charles  Warnock, 
J  as.  W.  Moffat. 


Robert  W.  Hunt  &  Co. 

LlmiUd 

Consulting  and  Inspecting  Engineers, 
Chemists  and  Metallurgists 

Expert  Inspection  and  tests  of  all  structural 
materials  and  mechanical  equipment. 

Inspectors  at  all  important  industrial  centres. 

Reports  on  Properties  and  Processes 

Head  Oflfice  and  Laboratories : 
McGlll  Building,  Montreal 
Branches : 

Toronto         Vancouver         London,  England 


Crushed 
Stone 

BRICK 

T.  A.  Morrison  &  Co.,  ''^l,\,{TEAt' 


Reid  &  Brown  Structural  Steel 
&  Iron  Works,  Limited 

We  carry  a  large  stock 

Steel  Beams,  Channels,  Angles, 
Plates,  Columns,  etc. 

FOR  IMMEDIATE  SHIPMENT 
Office  and  Works— 63  Esplanade  E,  TORONTO 

Phonos— Main  904  and  905 


R.  O. 
WYNNE  -  ROBERTS 
Consulting  Engineer 

40  JARVIS  STREET 

TORONTO 

Water  Supply,  Sewerage,  Sewage  Dis- 
posal, Civic  and  General  Engineering, 
Arbitrations,  Investigations,  Valuatioiw 
Reports,  etc.  m 


I 


Sash 

Operating  Machine] 

of  all  kinds 

KING  CONSTRUCTION  C( 

40  Dovercourt  Rd.,  TORONTO 


Milton   Hersey  Co.,  Ltd. 

Engineers,  Chemists,  Inspectors 

PAVING 

designed,  superintended,  inspected. 
Montreal  Winnipeg  New  York 


Power  &  Son, 

Architects  and  Building  Surveyori 
Merchants  Bank  Chambers, 

Kingiton,  Canii 


1 


1 


We  protect 

TIMBER 

from 

DECAY 

at  our  Carbolineum  Treating  Plant 

The  Lachute  Shuttle  Co.,  Ltd. 

Lachute  Mills,  P.  Que. 


THOMSON  BROS. 

CONTRACTORS 

Establislied  1884. 
Masonry    and    all    kinds    of  Reinforced 
Concrete  Construction  Work  carried  out. 

Main  2453     413  Ryrie  BMr.,  Toronto. 
Park.  538,  Park.  3302  NiRhts,  Sundays,  and 
Holidays. 


DARLING  BROTHERS  LIMITED 

ENGINEERS  &  MANUFACTURERS 

MONTREAL,  CANADA 

Branches : 

Toronto,  Winnipeg 
PUMPS  FOR  ANY  SERVICE 


Agents : 

Halifax.  Calgary.  Vancouvir 


STEAM  APPLIANCES  OF  EVERY  KIND 


niiarv  1 '1.  101S 
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Built  for  C.P.R.  Montreal 


CANADIAN 
CHICAGO  BRIDGE  &  IRON  CO. 

Limited 
BRIDGEBURG.  ONTARIO 
Our  Specialty  Is  the  Design,  Manufacture 
and  Erection  of  Elevated  Steel  Tanks 
for  Municipal,  Railroadand  Factory  Service. 
We  also  design,  manufacture  and  construct 
Oil  Tanks,  Coaling  Stations,  Bridges,  Turn- 
tables, Building  and  Structural  Material. 

"Write  our  nearest  Sales  Office  for  prices,  plans 
and  specifications.  Our  catalogue  No.  15  gladly 
mailed  to  you  upon  request." 

Sales  Offices:— 
Brideeburg,  Ontario.  130  Janet  Street 

Chicago,  Illinois,   1305  West  105th  Street 
New  York,  N.  Y.,  oO  Church  Street 

Sbofs:— Bridsebure.  Ont. 
Chicago,  111.  Greenville,  Pa. 


The  Maritime  Bridge 

Company,  Umited 

Manufacturers  and  Erectors  of 

Steel  Railway  and  Highway  Bridges, 
Buildings,  Girders,  Trusses,  Towers, 
Turntables,  Tanks,  Smoke  Stacks, 
Riveted  Pipe,  and  Structural  Steel  and 
Plate  Work  of  all  descriptions. 

We  have  the  only  complete  stock  of 
Steel  Shapes,  Plates  and  Bars  in  the 
Maritime  Provinces. 


Office  and  Plant : 

New  Glasgow,  Nova  Scotia 


'Galvaduct"  and  "Loricatcd" 

Conduits 


for  Interior  Constructon 


Conduits  Company,  Limited 

Sole  Manufacturers  under  Canadian  and  U.  S.  Letters  Patent 


Toronto 


Canada 


Standard 

Wires  and  Cables 


Bare  Copper,  Brass  and  Bronze  Wires 
Standard  C.C.C  Wire  (Colonial  Copper  Clad) 
Weatherproof  Wire,  Rubber  Insulated  Wire 
Varnished  Cambric  Cables,  Leaded  or  Braided 
Fibre,  Paper  and  Rubber  Leaded  Cables 
Steel-Wire  and  Steel-Tape  Armored  Cables 
Cable  Terminals,  Junction  Boxes,  etc. 

J^or  further  inforvialion  write  our  iiecn  est  cffice. 

Standard  Underground  Cable  Co.  of  Canada,  Limited 
Hamilton,  Ont. 


Montreal,  Que. 


'J'oronto,  Out. 


.Seatlie,  Wash. 


STRUCTURAL  STEEL 

and 

BRIDGE  BUILDERS 


Capacity  18,000  Tons. 

We  build  and  erect  all  kinds  of  Structural  Steel,  Bridges, 
Roof  Trusses,  Bank  and  Office  Railings,  Stair 
Work,  Elevator  Grilles,  Fire  Escapes,  etc. 

Over  5,000  Tons  in  Stock  of 

Beams,  Column  Sections,  Angles,  Tees,  Plates,  Bars, 
Checkered  Floor  Plates,  etc. 

McGregor  &  Mclntyre,  Limited 

1139  Shaw  St.  -  TORONTO,  CAN. 

Telephone  Hillcrest  1614—1615—1616. 


BITUNAMEL 

Unsurpassed  for  waterproofing  foundations  and  prevent- 
ing rust  and  corrosion  on  exposed  iron 
and  metal  work. 

WRITE  FOR  SAMPLE 

The  Ault  &  Wiborg  Co.  of  Canada 
Ltd.,  Varnish  Works 


Montreal 


TORONTO 


Winnipeg 


1 
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Works  at  Walkerville,  Ontario 


When    placing  your 
order  for 

HYDRANTS, 
VALVES 

and 

VALVE 
BOXES 

place  it  with  us. 


MADE  IN  CANADA 


Strong,  Substantial  and 
Modern  Designs. 
Prices  right. 

Write  for  prices  and  see. 


IIMITED 


VALVE- HYDRANT  MANUFACTURERS 

WALKERVILLE,  ONT. 


OxyAcetylene\\felding  and  Cutting 


Better  Work  at  Less  Cost 

In  thousands  of  Machine  Shops,  Mines,  Rail- 
road Shops,  and  Factories,  both  in  Canada  and  the 
States,  the  adoption  of  this  process  has  made  pos- 
sible many  important  improvements  and  econo- 
mies. Leading  manufacturers  are  increasing  their 
output,  and  making  stronger,  neater  products,  at 
less  cost. 

On  repair  work  alone,  one  Prest-O-Lite  weld- 
ing operation  frequently  pays  for  the  outfit  by 
avoiding  a  replacement  or  preventing  a  tie-up. 


employs  both  gases  (acetylene  and  oxygen),  in 
portable  cylinders.  I'rest-O-Lite  Dissolved  Ace- 
tylene is  backed  by  Prest-O-Lite  Service,  which 
insures  prompt  exchange  of  full  cylinders  for 
empty  ones.  Provides  dry,  purified  gas  insuring 
])etter  welds  quicker  work,  and  lower  operating 
cost. 

y\pparatus  consists  of  an  equal  pressure  blow- 
pipe, automatic  regulators  and  gauges,  and  all 
necessary  equipment.  Adaptable  for  oxy-acety- 
lene  cutting  by  the  addition  of  special  cutting 
Ijlow-pipe. 

Thorough  instructions  are  furnished  free  to 
■every  user  of  Prest-O-Lite  Dissolved  Acetylene. 
Any  average  workman  who  understands  metals 
can  learn  the  welding  process  quickly  and  easily. 

We  will  gladly  send  illustrated  literature  and 
interesting  data  showing  actual  instances  of  sav- 
ings made  by  others.  ft  may  suggest  valuable 
ideas  to  you.    Write  for  it.    Address  Dept.  C-105. 


THE  PREST-O-LlTE  CO.,  INC. 

CANADIAN  GENERAL  OFFICES 

Prest-O-Lite  Building 
Corner  Elm  Street  and  Centre  Avenue 
TORONTO 
Direct  Factory  Canadian  Plants: 


Branches : 
Montreal,  P.O. 
Mcrritton,  Out. 
Toronto,  Onl. 
Winnipeg,  Man. 


Toronto,  Oiit. 
Merritton,  Ont. 
St.  Boniface,  Man. 
.Sliawinigan  Falls, 

P.O 


World's  Largest  Makers  of  Dissolved  Acetylene 


i|   January  16,  1918 

I 
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"Why  do  you  like  to  travel 


m  a 


TURNBULL 
ELEVATOR" 

9 


BECAUSE  you  find  it  the  best  and  smoothest 
running  elevator  you  ever  used.  Turnbull 
Elevators  are  made  right  to  begin  with,  which 
ensures  long  service  and  the  minimum  of  trouble. 
Absolutely  no  risk  of  accident.  You  feel  safe  in  a 
Turnbull  elevator.  You  get  there  quicker.  They 
are  easier  to  work  and  more  economical.  Bring 
your  freight  and  passenger  elevator  service  Right 
Up-to-the-Minute.     Install  a  Turnbull." 

All  particulars,  estimates  and  prices 
on  request 

Turnbull  Elevator  Mfg.  Co 

126  John  St.,  TORONTO 
Montreal  Office— 202  Mappin  &  Webb  BIdg. 
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DOMINION  Wire  Rope 

Repeat  orders  tell  their  own  story 

Use  our  WIRE  ROPE  on  any  job 

Its  DURABILITY  has  been  proved 
in  its  extensive  use 


The  Dominion  Wire  Rope  Company,  Limited 

MONTREAL  TORONTO  WINNIPEG 


"C.  H.  &  E." 
Contractor's  Equipment 


HOISTS 


Either  Gasoline  Engine 
or  Electric  Motor  Driven 


MATERIAL  ELEVATORS 

Either  Single  or  Double  Cage 

MORTAR  MIXERS 


"MARION"  Shovels 


for  all  classes  of  work 


Ransome"  Concrete  Mixers 


I 


"Andrews'^  Drill  and  Tool  Steel 


Branch : 
108  Mail  Building, 
TORONTO 


i 
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No.  4 


NATIONAL  IRON  WORKS,  Limited 

Head  Office,  Works  and  Docks :— TORONTO 


Every  Size  of  Cast  Iron  Pipe  for  Water,  Gas  Culvert  or  Sewer,  Carried  in  Stock  at 
Lake  or  Rail  Shipments     MONTREAL,  TORONTO  and  PORT  ARTHUR 


Alphabetical  Index  to  Advertisers,  Page  14 
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Everything 
in 
Rubber 


Looking  Forward 

The  Dominion  Rubber  System  policy 
is  "To  Serve  and  Please  the  Trade,'' 

That   pohcy  will  be   more   in  evidence 
during  191 8  than  ever  before. 

Despite  changed  and  changing  condi- 
tions in  Trade  and  Manufacturing,  there 
will  be  no  lessening  of  our  efforts  to  meet 
every  need  in  Rubber,  no  matter  from 
what  source  it  may  emanate.  For  more 
than  half  a  century  we  have  set  the  pace, 
and  our  position  this  year  will  be  more 
pronounced  because  of  the  greater  and 
better  service  we  can  and  will  render. 

Our  service  branches  in  the  principal  cities 
of  Canada,  will  give  prompt  and  intelligent 
attention  to  all  enquiries.  Our  experts 
are  ready  with  their  advice,  where  needed. 

Canadian  Consolidated  Rubber  Co. 

«  Limited 

Head  Office    —  MONTREAL 

Service  Branches  at  Halifax,  St.  John,  Quebec.  Ottawa. 
Toronto,  Hamilton,  Kitchener,  London,  North  Bay,  Fort 
William,  Winnipeg,  Regina,  Saskatoon,  Calgary,  Lethbridge, 
Edmonton,  Vancouver  and  Victoria. 


Largest  Rubber  Manufacturing  Organization  in  th 

British  Empire, 
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"BEATTY" 

Auxiliary  Ship  Machinery 


Ash  Hoist  for  ships  now  beingr  built  in  Canada 
—   Agents  — 

H.  E.  Plant,  Montreal,  Que.  R.  Hamilton,  Vancouver 

E.  Leonard  &  Sons,  St.  John,  N.B.     Kelly-Powell,  Winnipeg: 


Cargo  Winches 
Warping 
Winches 
Anchor  Wind- 
lasses 
Ash  Hoists 

Also 

Hoisting  Engines, 
Electric  Hoists, 
Steel  Derricks, 
Derrick  Irons, 
Clamshell  Buckets, 

Let  us  know  what  you  want 
along  this  line 
We  will  tender  promptly 

M.  BEATTY  &  SONS,  LTD.,  WELLAND 


LONDON  Batch  Mixers 

London  Batch  Mixers  cost  less  because  they  will  run  for  years 
without  repairs  or  breakdowns.  They  produce  more  Concrete, 
they  make  better  Concrete,  and  do  it  in  less  time.  These  features 
mean  clear  profits  to  the  Contractor  instead  of  loss. 
Every  Mixer  Sold  Sells  Ten  More.  Nearly  2,000  now  in  use.  Made 
in  all  sizes  from  %  yard  to  2]^  yard  batch.  Get  prices  now  before 
starting  on  the  next  job.    Send  for  Catalogue  No.  1. 

SEVENTEEN   LONDON   BATCH   MIXERS  are  used  on  the 
Winnipeg  Aqueduct,  the  largest  Con-  1 
Crete  Job  ever  attempted  in  Canada.  \  ard^Kow^To 

'  a  Price. 


London  Batch  Mixer 


CHAMPION  HOIST^ 


Direct  connected.  No  lost  power.  Built  very  strong.  A  high- 
grade  hoist  at  a  moderate  price.  We  make  a  full  line  of  Hoists, 
both  Gasoline  and  Steam. 

Send  for  Catalogue  No.  23,  stating  requirements. 


Champion  Reversible  Hoist 


LONDON  CONCRETE  MACHINERY  CO.,  LIMITED 

Dept.  7,  LONDON,  ONTARIO 

World's  Largest  Manufacturers  of  Concrete  Machinery 

AGENCIES 

R.  R.  Power,  Halifax,  N.S.  Rene  Talbot,  Quebec,  Que.  The  General  Supply  Company  of  Canada,  Toronto,  Ont. 

The  Foss  &  Hill  Machinery  Company,  Montreal,  Que.  The  General  Supply  Company  of  Canada,  Winnipeg,  Man. 

The  General  Supply  Company  of  Canada,  Ottawa,  Ont.  The  B.  C.  Equipment  Company,  Vancouver,  B.C. 


jaiuiary  lOIS 
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10x16  Austin  Jaw  Crusher 

On  Trucks  with  23  ft.  Folding  Elevator 
Only  used  2  months 
Low  price 

MUSSENS  UNITED 


MONTREAL 

WINNIPEG 

VANCOUVER 


?UEBEC— Pruncau  &  Co. 
ORONTO-H.  Turnbull  &  Co. 
COBALT -H.  L.  Usbornc 


Dominion  Iron  and 
Wrecking  Co.,  Ltd. 

Canada's  Largest 
Cash  Buyers  and  Liquidators 


Factories  and  Complete  Plants. 

Marine  Wreckers  and  Dismantlers. 

Scrap  Iron,  Steel,  Metals,  and  Waste  Materials. 

Distributors  of  Spelter,  Ingot  Copper,  Lead,  Tin, 
Antimony. 

Iron  and  Steel  Shafting,  all  sizes  and  lengths. 
New  and  Used  Electrical  Equipment. 

Power  Machinery,  Electrical,  Hydraulic,  Steam 
and  Gas. 

Relaying  Rails  of  all  sizes  always  in  stock. 

General  Offices : 

Transportation  Bldg.,  MONTREAL 

Tel.  Main  3751 

Quebec  St.  John  N.B. 


For  Quick  Heats  You  Need 

"CANADIAN" 
Rivet  Forges 

Write  for  Catalog  18C-12 

Canadian  Blower  &  Forge  Co.,  Limited 

KITCHENER,  ONT. 


James  Thomson,  President. 


J.  G.  Allan,  Vice-President. 


James  A.  Thomson,  Secretary. 


THE  GARTSHORE-THOMSON  PIPE  &  FOUNDRY  GO. 


LIMITED 


Manufacturers  of 


Flexible  and  Flange  Pipe, 
llspecial  Castings  and  all  kinds 
ii)f  Waterworks  Supplies. 


3  inches  to  60  inches  diameter. 

for  Water,  Gas,  Culvert  and  Sewer 
HAMILTON,  ONT. 


6 
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quarter  page, 


Acetylene  Gas 

The  Prest-O-Lite  Co.,  Inc. 

Air  Compressors 

Can.  Ingersoll-Rand  Co.,  Ltd. 
Canadian  AlUs-Clialmers,  Ltd. 

Aluminium 

Spielmann  Agencies  Regd. 

Air  Hoists 

Canadian   Ingersoll-Rand  Co. 
Northern  Crane  Works 

Architectural  Iron  Works 

Canadian  Allis-Chalmers  Ltd. 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Architectural  Terra  Cotta 

Toronto  Plate  Glass  Imp'tg  Co. 

Ash  Hoists 

Gillis  &  Geoghegan 

Asphalt 

Asphalt  &  Supply  Company 
Imperial   Oil  Company 

Axes 

Canada    Foundries    &  Forgings, 

Blast  Hole  Drills 

Hopkins  &  Co.,  F.  H. 

■Blowers  and  Compressors 

Canadian  Blower  and  Forgs  Co. 
Can.  Ingersoll-Rand  Co.,  Ltd. 
Sheldons  Limited 

Boilers 

lieatty  &  Sons,  M. 

Canadian  Allis-Chalmers  Ltd. 

Inglis  Company,  John 

Marsh  &  Henthorn 

McDougall  Caledonian  Iron  Wks. 

Mussens  Limited 

Boxes — Junction 

Standard  Underground  Cahle  Co. 
of   Canada,  Limited 

Brick  Dryers 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Brick  Machinery  and  Supplies 
Sheldons  Limited 
Wettlaufer  Bros. 

Brick  Manufacturers 
Sun  Brick  Company 

Bridges 

Canadian   Allis-Chalmers  Ltd. 

Bridges  (Steel) 

Canadian  Bridge  Company 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works 
MacKinnon-Holmes  &  Co. 
Manitoha  Bridge  &  Iron  Works 
Maritime    Bridge  Company 

Buckets 

lieatty  &  Sons,  M. 
Hopkins  &  Co.,  F.  H. 
Manitoha  Bridge  &  Iron  Works 

Buckets — Steel 

Marsh  &  Henthorn,  Ltd. 

Cable 

Dominion  Wire  Rope  Co.,  Ltd. 
Standard  Underground  Cable  Co. 
of  Canada,   Limit od 

Cable  Terminals 

Standard  Undcru' oiii'il  Cililc  (  n. 
of  Canada,  Limited 

Cars— Steel  Body 

Marsh  &  Hentliorn,  Ltd. 


Car  Wheels 

Marsh  &  Henthorn,  Ltd. 
Steel  Co.  of  Canada  Limited 

Castings — Grey  Iron 

Marsh  &  Henthorn,  Ltd. 

Casements 

Trussed  Concrete  Steel  Co. 

Cement 

Britnell  &  Company 

Cement,  High  Temperature 
lieveridge  Paper  Co.,  Ltd. 

Cement  Waterproofing 

Barrett  Company 
Ideal  Concrete  Machinery  Co. 
Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 

Centrifugal  Pumps 

Boving ,  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 

Chemists 

Canadian  Inspection  and  Testing 
Laboratories 

Coal  Chutes 

Manitoba  Bridge  &  Iron  Works 

Coal  Handling  Apparatus 
Beatty  &  Sons,  M. 

Cold   Storage  Insulation 
Armstrong  Cork  Company 

Compressed  Acetylene  Gas 

The  Prest-O-Lite  Co.,  Inc. 

Concrete  Block  Machines 

Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 

Concrete  Culvert  Pipe 

Blair.  B. 

Dominion  Concrete  Company 

Concrete  Hardener  and  Water- 
proofer  ' 

Beveridge  Paper  Co.,  Ltd. 

Concrete  Mixers  and  Appliances 
Hopkins  &  Co.,  F.  H. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
Mussens  Limited 

Concrete  Sewer  Pipe 
Blair,  b! 

Dominion  Concrete  Company 

Conduits 

Conduits  Company,  Limited 

Connecting  Rods 

Canada    Foundries    &  Forgings, 

Contractors 

Anglins  Limited 
Foundation  Company 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 
Wells  &  Gray  Limited 

Contractors'  Plant  &  Supplies 
Beatty  &  Sons,  M. 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Dake  Engine  Company 
Marsli  &  Henthorn 

Conveyor  Belting 

Dunlop  Tire  &  Rubber  Company 

Conveying  Machinery 

Canadian   Matlicws   Gravity  Car- 
rier Company 

Corejrilla 

Canadian  Allis-Clialmers  Ltd. 
Can.  Ingersoll-Rand  Co.,  Ltd. 


Corrugated  Iron 

Pedlar  People  Limited 

Cranes,  Travelling  and  Locomotive 
Boving  Hydraulic  &  Engineering 

Company 
Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Northern  Crane  Works 

Crank  Shafts 

Canada    Foundries    &  Forgings, 

Crushed  Stone  and  Granite 

Canada   Crushed   Stone  Corpora- 
tion 

Crushed  Stone,  Limited 
Morrison  Company,  T.  A. 

Crushers  (Stone  and  Rock) 

Canadian  Allis-Chalmers  Ltd. 
London  Concrete  Macliinery  Co. 
Mvissens  Limited 

Culverts 

Pedlar  People 

Damp  Proof  Coating 

Barrett  Company 
Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 

Derricks  and  Derrick  Fittings 
Beatty  &  Sons,  M. 
Hopkins  &   Company,   F.  II. 
Maritime  Bridge  Company 
Marsh  &  Henthorn,  Limited 
Northern  Crane  Works 

Dredging  Pumps 

Boving  Hydraulic  &  Engineering 
Company 

Dredges 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 

Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 

Drill  Steel  Sharpeners 

Canadian  Ingersoll-Rand  Co. 

Dump  Cars,  Wheels,  etc. 

Hopkins  &  Company,  F.  H. 
Manitoba  Bridge  &  Iron  Works 
Maritime    Bridge  Company 
Marsh  &  Henthorn 
Sheldons  Limited 

Drift  Pins 

Canada    Foundries    &  Forgings, 

Drying  Apparatus 

Canadian  Blower  &  Forge  Co. 

Elastite 

Carey  Mfg.   Co.,  Philip 
Trussed  Concrete  Steel  Co. 

Electric  Fans 

Sturtevant  Co.  of  Can.,  Ltd.,  B.  F. 

Electric  Air  Rock  Drills 

Canadian  Ingersoll-Rand  Co. 
Electric  Impulse  Clocks 

Gent  &  Company 
Electric  Water  Systems 

Ontario  Wind  Engine  &  Pump 
Company 

Electrical  Specialties 

Spielmann  Agencies  Regd. 
Electrical  Supplies 

Canadian  Genera!  Electric  Co. 
Elevator  Doors 

Ormsby  Company,  A.B. 
Elevators 

Northern  Crane  Works 

Tin  nbuU  Elevator  Company 


Engines 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  < 
Hopkins  &  Company,  F.  H. 
Inglis  Company,  John 
McDougall  Caledonian  Iron  V 

Engineers  (Civil  and  Mechanica' 

Bowman  &  Connor- 
Chipman  &  Power 
Dominion  Engineering  &  Ins 

tion  Company 
Foundation  Company 
Haddin   &  Miles 
Hunt  &  Co.,  Robt.  W. 
Milton  Hersey  Co. 
R.  cSi  W.  S.  Lea 
Wynne-Roberts,  R.  O. 

Excavators 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 

Exhaust  Heads 

Canadian  Blower  and  Forge 
Sheldons  Limited  < 

Expanded  Metal 

Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Fans 

Canadian  Blower  and  Forge  C 
Sheldons  Limited 

Fibre,  Vulcanized 

Beveridge  Paper  Co.,  Ltd. 

Fire  Brick,  Jointless 

Beveridge  Paper  Co.,  Ltd. 

Fireproof  Doors  and  Windows  » 

Ormsby  Companj',  A.  B. 
Pedlar  People  Limited 
Trussed  Concrete  Steel  Co, 

Fire  Escapes 

Dennis  Wire  &  Iron  Works 
Manitoba  Bridge  &  Iron  W( 
McGregor  &  Mclntyre 

Fire  Escape  Spirals 

Canadian   Mathews  Gravity 
rier  Company 

Fire  Protection  Appliances 
Bickle  Company,  R.  S. 

Flag  Poles 

Ontario  Wind  Engine  &  Pu 
Company 

Flooring  Materials 

Armstrong  Cork  Company 
Imperial  Oil  Company 

Forges 

Canadian  Blower  and  Forgi 
Sheldons  Limited 

Forgings,  Steel  &  Iron 

Canada    Foundries    &  Fori 

Gasoline  Engines 

Boving  Hydraulic  &  Engin< 

Company 
Canadian  Allis-Chalmers  Lti 
London  Concrete  Machinery 
Ontario  Wind  Engine  &  f 

Company 

Generators 

Canadian  General  Electric  C 

Glass 

Toronto  Plate  Glass  Iniptg. 

Governors 

Boving  Hydraulic  Sc  Engin 
Company 

Gravity  Carriers 

Canadian   Mathews  Gravity 
rier  Company 

(Continued  on  page  8) 
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Forged  Steel  Standard  Turnbuckles 

with  or  without  stubs 

Specify  for  Such  Quantities  as  The  Quality  and  Service  will  be  Attended 

You  Require  to  by  us 

The  Government  asks  you  to  buy  wifely 

SMITHERIES  AT  WELLAND,  ONT. 


Turbine 
Pumps 

Electric  and  Steam 

Water  Works 
Factory  and 
Fire  Services 

Humphrey  Gas 
Pumps 

Any  capacity  or  pressure 

THE  JOHN  McDOUGALL 
CALEDONIAN  IRON  WORKS  CO.,  LIMITED 

Works:  Seigneurs  ft  William  Sts.,  Montreal.  i 
Manufacturers  of  Boilers,  Castings.  Condensers,  Elevators,  Engines,  Filters,  Forgimes,  Hydraulic 
Machinery,  Pumps,  centrifugal  and  reciprocati«g.  Steam  Turbines,  Tanks,  Water  Wheels,  Water 

Works  Plants 


Lachine  Water  Works 
Three  milliom  gallons,  eighty  pounds  domestic.  1(0  lbs.  fire. 
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Hammers 

Canada    Fouiulries    &  For<'ings, 

Hammer  Drills  ' 

Canadian  Allis-Chalnievs  Ltd. 
Canadian  Ingersoll-Rand  Co. 

Heating  Apparatus 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Heat  Insulating  Materials 

Armstrong  Cork  Company 
Hoists,  Electric 

Northern  Crane  Works 
Hoisting  Apparatus 

Beatty  &  Sons,  M. 

Canadian  Ingersoll-Rand  Co. 

Gillis  &  Geoghegan 

London  Concrete  Machinery  Co. 

Marsh  &  Henthorn 

Mussens  Limited 

Northern  Crane  Works 

Hoisting  Engines 
Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Hopkins  &  Company,  F.  H. 
Marsh  &  Henthorn,  Limited 

Hose 

Can.  Consolidated  Rubber  Co. 
Dunlop  Tire  &  Rubber  Co. 

Hydrants 

Canada  Iron  Foundries 
Gartshore-Thompson  Pipe  Co. 
Kerr  Engine  Company 
McAvity  &  Sons,  T. 

Industrial  Cars 

MacKinnon-Holmes  &  Co. 
Inspection  Engineers 

Canadian  Inspection  and  Testing 
Laboratories 


Insulating  Compounds 
Imperial  Oil  Company 
Spielmann   .*\gencies  Regd. 
Standard  Underground  Cable  Lc. 
of  Canada,  Limited 

Industrial  Cars 

Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Con;pany 
Marsh   &   Henthorn,  Ltd. 

Interior  Finish  and  Doors 

Canadian  Office  &  School  Furni- 
ture Company 

Insulating  Bricks 

.\rmstrong  Cork  Company 

Jib  Cranes   (all  kinds) 

Xortlicrn    Crane  Works 

journal  Wedges 

Car.ada    Foundries    cS:  Forgings, 

Kilns 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Lead  Pencils 

American  Lead  Pencil  Company 

"Lidgerwood"  Hoists 

Canadian  Allis-Chalmers  Ltd. 

Lockers  (Clothes) 

Canada  Wire  &  Iron  Goods  Co. 
Dennis  Wire  &  Iron  Works  Co. 

Machinery  Insulation 

Armstrong  Cork  Company 

Metal  Lath 

Pedlar   People  Limited 
Trussed  Concrete  Steel  Co. 


Metallic  Roofing 

Pedlar  People  Limited 

Meters,  Water 

McDougall  Caledonian  Iron  Wks. 
Neptune  Meter  Company 

Motors 

Canadian  General  Electric  Co. 

Oil  Tanks 

Boving  Hydraulic  &  Engineering 

Company 
Imperial  Oil  Company 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 

Ornamental  Iron 

Dennis  Wire  &  Iron  Works  Co. 

Ornamental  Moulds 

Ideal  Concrete  Machinery  Co. 
London   Concrete  Machinery  Co. 

Paints  and  Varnishes 

Dominion  Paint  Works 
Hopkins  &  Company,  F.  H. 
Spielmann  Agencies  Regd. 

Paints  (Bridge  and  Structural  Iron 
and  Pipe  Coating) 
Barrett  Co. 

Dominion   Paint  Works 
Imperial  Oil  Company 
Spielmann  Agencies  (Regd.^ 
Trussed  Concrete  Steel  Co. 

Paving  and  Paving  Materials 

Asphalt  &  Supply  Company 
Barrett  Co. 

Carey   Mfg.   Co.,  Philip 
Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 


Pipe  (Concrete,  Iron  &  Wood) 
Boving  Hydraulic  &  Engineering 

Company 
Dominion  Concrete  Company 
Gartshore  Thomson  Pipe  Co. 
National  Iron  Works 

Pipe  and  Boiler  Coverings 
Dominion  Paint  Works 

Pencils  (Lead) 

American  Lead  Pencil  CompS 

Perforated  Metals 
Canada  Wire  &  Iron  Goods  Cp 

Pile  Driving  Machinery 
Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd 
Canadian  Ingersoll-Rand  CoJ 
Hopkins  &  Company,  F.  G.l 
Marsh  &  Henthorn,  Limited 

Pipe  Fittings  and  Flanges 

Pittsburgh    Valve,    Foundry  k 
Construction  Company 

Pipe  Covering  (Cold  and  Steam) 

Armstrong  Cork  Company 

Plumbing  Supplies 

Mueller  Mfg.  Company,  H. 

Planing  Mill  Exhausters 

Canadian  Blower  and  Forge 
Sheldons  Limited 

Plaster 

Britnell  &  Company 

Plug  Drillers 

Canadian  Ingersoll-Rand  Co.\ 
(Continued  on  page  10) 


The  Guaranteed  Hoist 


MADE 
IN 
CANADA 


GUARANTEED 
IN 
CANADA 


We  thoroughly  guarantee  each  one  of  our  Hoisting  Engines, 
whether  made  ior  Steam,  Electric,  ("lasoline,  or  Belt  drive,  to 
lift  the  full  load  we  Iniilt  it  for,  as  shown  in  our  catalog. 

We  guarantee  it  will  lift  its  load  safely,  at  the  catak)g  speed, 
or  faster. 

We  guarantee  it  to  be  built  strong  enough  for  all  normal  work- 
ing conditions  incidental  to  the  class  of  work  for  which  it  is  designed,  and  to  have  in  addition  a  libera! 
margin  of  strength  and  ca])acity  beyond  its  catalog  rating. 

A  Money  Earner  and  Saver 

If  von  have  heavy  materials  of  any  sort  to  lift  or  haul,  one  of  our  guaranteed  hoisti 
will  mo\  e  these  materials  more  s])eedily  and  at  a  much  lower  cost  than  by  man  o| 
horse  i)ower. 

t  w  ill  reduce  \  our  labor  costs.    It  will  reduce  your  overhead  exi)enses.    It  will  increas 
the  earning  power  of  your  plant,  and  the  men  empk)yed  therein. 


W  r  also  iiiakr  and  .miarantce  DERRICKS,  STEEL  BUCKETS  and 
INDUSTRIAL  CARS  in  j^reat  varii't)'  of  design,  Ui  assist  in  llir  more 
i'Confiniii.'ai    li;indliiig    cd'    heavy  materials. 


Marsh  &  Henthorn,  Limited 


BELLEVILLE 


ONT. 


I 
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LITTLE  WORDS  WITH  BIG  MEANING 


Accordingr  to  "Webster," 
Quality  is  "an  excellence 
of  cliaracter;  natural 
superiority." 


Webster's  definition  of 
"Service"  is;  "The  per- 
formance of  labor  for  the 
benefit  of  another." 


We  use  these  words  advisedly — fully  understanding  their 
definitions — and  realizing  the  obligation  we  place  upon  our- 
selves by  their  continued  use  in  connection  with  our  products 
of  Iron  and  Steel,  and  our  attitude  to  the  people  we  serve. 

THE 

STEEL  COMPANY 

OF 

CANADA 

UNITED 


MONTREAL 


HAMILTON 


Pig  Iron, 

Steel  &  Iron  Bs^rs, 
Horse  Shoes, 
steel  and  Iron  Products. 


Steel  Billets, 
Track  Spikes  & 
Bolts,  Forg:lnjg^s,Wire 
of  every  description. 
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Pneumatic  Machinery 

Canadian  Ingersoll-Rand  Co. 


Power  Engines 

Roving  Hydraulic  &  Engineering 

Company 
Inglis  Company,  John 


Pumps 

Canada    Foundries    &  Forgings, 


Pumps  and  Pumping  Machinery 
American  Well  Works 
Beatty  &  Sons,  M.  . 
Boving  Hydraulic  &  Engineering 

Company  , 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian  Ingersoll-Rand  Co. 
Cook,  A.  D. 
Darling  Bros 

Hopkins  &  Company,  t.  a. 
Inglis  Company,  John 
McDougall  Caledonian  Iron  Wks. 
Ontario^  Wind   Engine    &  Pump 

Company      .      „r    i  „ 
Waterous  Engine  Works  Co. 


Quarry  Machinery 

Canadian  Ingersoll-Rand  Co^ 
Hopkins  &  Company,  1'.  H. 


Railway  Supplies 

Can.  Chicago  Bridge  &  Iron  Co 
Dominion  Iron  &  Wrecking  Co. 
Gartshore,  John  J. 
Hopkins  &  Company,  1*.  ti. 


Reinforcements,  Concrete  and  Steel 

Burlington  Steel  Company 
Canada  Wire  &  Iron  Goods  Co. 
Pedlar  People  Limited 
Steel  Co.  of  Canada,  Limited 
Trussed  Concrete  Steel  Co. 


Refrigeration  Machinery 

Boving  Hydraulic  &  Engineering 
Company 


Road  Asphalt 

Asphalt  &  Supply  Company 
Imperial  Oil  Company 


Road  Oil 

Imperial  Oil  Company 


Road  Machinery 

Hopkins  &  Company,  F.  H. 
Waterous  Engine  Works  Co. 


Rolling  Steel  Doors 

Ormsby  Company,  A.  B. 


Roofing  Material 
Barrett  Co. 

Carey  Company,  Philip 
Imperial  Oil  Company 
Noble,  Clarence  W. 
Pedljr  People  Limited 


Roofing,  Rubber 

BcvcriilRC  Paper  Co.,  Lid. 


Rubber  Goods 

Can.  Consolidated  Rubber  Co 
Dunlop  Tire  &  Rubber  Co. 


Scrap  Iron 

Dominion  Iron  &  Wrecking  Co. 

Screens 

Canada  Wire  &  Iron  Goods  Co. 


Sewer  Pipe 

Britnell  &  Company 
Canada   Iron  Foundries 
Dominion  Sewer  Pipe  Co. 
Gartshore  Thompson  Pipe  Co. 
Hamilton  &  Toronto  Sewer  Pipe 

Company 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
National  Iron  Works 
Ontario  Sewer  Pipe  Company 
Standard  Clay  Products  Ltd. 


Sheathings 

Beveridge  Paper  Co.,  Ltd. 

Ship  Forgings 

Canada    Foundries    &  Forgings, 


Shovels  (Steam) 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 


Silo  Moulds 

London  Concrete  Machinery  Co. 


Skylights 

Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 


Smoke  Stacks 

Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
MacKinnon,  Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 
Marsh  &  Henthorn,  Ltd. 
Pedlar  People  Limited 


Sprinkler  Tanks  (Steel) 

Can.  Chicago  Bridge  &  Iron  Co. 


Stair  Builders 

Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 


Steam  Appliances 
Darling  Bros. 


Steam  Apparatus  and  Specialties 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
McAvity  &  Sons,  T. 
Slieldons  Limited 


Steam  Turbines 

McDougall  Caledonian  Iron  Wks. 


Steel 

Burlington   Steel  Company 
Dominion  Iron  &  Wrecking  Co. 
Hopkins  &  Company,  F.  H. 
Steel  Company  of  Can.,  Ltd. 
Trussed  Concrete  Steel  Co. 


Steel  Bars 

Burlington  Steel  Company 
Hopkins  &  Company,  F.  H. 
Maritime   Bridge  Company 
Steel  Company  of  Canada,  Ltd. 
Trussed  Concrete  Steel  Co. 


Steel  Pipe 

Can.  Chicago  Bridge  &  Iron  Wks. 


Steel   Plate  Construction 

MacKinnon-Holmes  &  Co. 
Marsh  &  Henthorn,  Ltd. 
Waterous  Engine  Works  Co. 


Steel  Sash 

Ormsby  Company,  A.  B. 
Trussed   Concrete  Steel  Co. 


Stone 

Britnell  &  Company 
Rogers    Supply  Company 
Sackville  Freestone  Company 


Structural  Iron  and  Steel 

Burlington  Steel  Company 
Canadian  Allis-Chalmers  Ltd. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
MacKinnon-Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 
McGregor    &  Mclntyre 
Reid  &  Brown  Structural  Steel  & 
Iron  Works 


Swinging  Gears 

Dake   Engine  Company 


Switchboards 

Canadian  General  Electric  Co. 


Tanks  and  Steel  Pipes 

Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  DesMoines  Steel  Co. 
Inglis,  John 

Manitoba  Bridge  &  Iron  Works 
Marsh  &  Henthorn 
McDougall  Caledonian  Iron  Wks. 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 
Ontario  Wind  Engine  &  Pump 

Company 
Waterous  Engine  Works  Co. 


Telescopic  Hoists 

Black  Building  Supply  Company 
Gillis  &  Geoghegan 


Testing  and   Inspecting  Bureau 
Hunt  &  Company,  Robt.  W. 


Tile  Moulds 

London  Concrete  Machinery  Co. 


Thumb  Screws  and  Nuts 

Canada    Foundries    &  Forgings, 


Towers 

Can.  Chicago  Bridge  &  Iron  Co. 

Transformers 

Canadian  General  Electric  Co. 


Turnbuckles 

Canada    Foundries    &  Forgings, 


Valves 

Canada    Iron  Foundries 
Gartshore-Thomson    Pipe  Co. 
Kerr    Engine  Company 
McAvity  &  Sons,  T. 
Dunlop  Tire  &  Rubber  Co. 


Ventilating    &    Heating  Apparatus 
Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 


Varnishes — Insulating 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 


Wagons 

Tiffin  Wagon  Company 


Water   Level  Apparatus 
Gent  &  Company 


Waterproofing 
Barrett  Co. 

Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 


Water  Softeners  and  Filters 
Manitoba  Bridge  &  Iron  Woij 


Water  Tapping  Machines 
Mueller  Mfg.   Company,  H. 


Water  Turbines 

Boving  Hydraulic  &.  Engineer 

Company 
Canadian  Allis-Chalmers  Ltd. 
McDougall  Caledonian  Iron  W 


Welding  Apparatus 

Prest-O-Lite  Company,  Inc. 


Welding  and  Cutting  Plants 

I'rest-O-Lite  Company,  Inc. 


Well  Drilling  Plants  ^ 
American  Well  Works  •H 
Ontario  Wind  Engine  &  Pump 
Company 


Window  Sash 

Steel  &  Radiation  Limited 
Trussed   Concrete   Stee]  Co. 


Wires  and  Cables 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 


Wire  Guards  and  Screens 

Canada  Wire  &  Iron  Goods  Co. 


Wire  Rope  ' 

Dominion   Wire  Rope   Co.,  Ltd 


Wrenches 

Canada    Foundries    &  Forgings 


Wood  Pipe 

Canadian  Pipe  Company 
Pacific  Coast  Pipe  Company 
Vancouver   Wood   Pipe  &  Tan! 
Company 


Wood  Tanks 

Pacific  Coast  Pipe  Company 
Vancouver  Wood  Pipe  and  TanI 
Company 
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Now  on  Munitions 

LYMBURNER,  LIMITED 

The  well  known  manufacturers  of  ornamental  metal  work  and 
special  machinery  are  entirely  occupied  making  munitions, 
and  cannot  execute  orders  for  above  work  until  a  later  date, 
when  they  will  be  glad  to  receive  enquiries  and  will  again 
produce  first  class  Metal  Specialties  of  Every  Description — 
Machinery,  Tools  and  Gauges. 


3| 


360  St.  Paul  St.  E.      -  MONTREAL 


XCELADUCT 


(GALVANIZED  CONDUIT) 


I 


Made  in  Canada 

by 

Orpen  Conduit  Co.,  Limited 

Toronto 


12 
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SHORTAGE  SKILLED  LABOR,  FIREBRICKS  and  COAL 

THESE  ARE  BAD   NOW  AND  GOING  TO  BE  MUCH  WORSE! 

Why  continue  using  unsatisfactory  Firebricks  and  Fireclay  when  you  know  their  shortcomings?  Be  up-to-date.  Use 
without  skilled  labor. 

PLIBRICO- — One-piece  Plastic  Jointless  Firebrick,  for  all  purposes  where  heat  does  not  exceed  2,500  degrees  to 
2,800  degrees.    Makes  a  gas-proof  and  air-projf  furnace,  and  thereby  decreases  your  coal  bill. 

AMMUNITION  PLANTS— Try  Plibrico  in  your  Xosing  Furnaces. 

PLIBRICO   BOND — High  temperature  cements  will  stand  3,100  degrees  to  3,800  degrees  F.    In  three  qualities 
— for  wide  and  fine  joints  using  firebrick,  as  a  plaster  on  surface  bricks,  and  bonding  silicate  bricks. 

LAPIDOLITH — The  last  word  in  concrete  hardening,  wear-proofing  and  waterproofing. 

BEVERIDGE  PAPER  CO.,  LTD.,  Montreal  and  Toronto 

AGENTS  COAST  TO  COAST 


Builders'  Iron  Work 

Strap  Anchor. 


Bolt  and  Strap  Anchor. 


Bolt  Anchor. 

We  specialize  in  general  builders'  ironwork  and  have  unequalled 
facilities  for  quick,  first-class  execution  and  prompt  delivery  of : 


Area  Gratings 
Sidewalk  Doors 
Window  Guards 
Wheel  Guards 
Balconies 


Marquises 

Fire  Escapes 

Stairways 

Spiral  Stairs 

Cast  Iron  Columns 


Bolts  anfl  Anchors 
Steel  Beams 
Lintels 
Pipe  Railing 
Etc.,  Etc.,  Etc. 


Write  for  illustrated  literature. 


The  Dennis  Wire  and  Iron 
Works  Co.  Limited 

Lo  IM  D  ON 

C  AM  AOA. 


Keith 
Fans 


The  oppor- 
t  u  n  i  t  y  for 
greater  econ- 
omy and  effic- 
iency in  Heat- 
ing and  Ven-  - 
tilating  is  em- 
phasized in  the   "Keith*'   Fan.  Com- 
parative tests  of  other  types  of  fans  have 
resulted  in  the  "Keith"  being  proclaimed 
the  most  efficient  and  economical  in  the 

Fan  World.        vv^te  for  our  New  Catalo«ue  No.  55. 

SHELDONS  LIMITED,  Gait.,  Ont. 

Toronto  Office :  609  Kent  Building 

AGENTS : 

Messrs.  ROSS  &  GREIG,  412  James  St.,  Montreal,  Que. 
Messrs.  WALKER'S  LTD.,  259-261  Stanley  St.,  Winnipeg,  Man. 
Messrs.  GORMAN,  CLANCEY  &  GRINDLEY,  LTD.,  Calgary 

and  Edmonton,  Alta. 
Messrs.  ROBERT  HAMILTON  &  CO.,  LTD.,  Bank  of  Ottawa 
Bldg.,  Vancouver,  B.  C. 


Made  by  ,y 

Grif  f  iiKs  Bros  &  Co  Ltd 
London,  Kncland 


■■.■\\-.y#"?i^^''^ 


, '  Con  tractors  to  the 


'  Admiralty  ^WarOffice 


Rust-Proof 


PAINT 


Elastic 


lasts  where  no  other  paint  will  stand. 

It  is  impervious  to  all  external  influences,   and   possessing  wonderful   qualities  of 
FIRMNESS.    DURABILITY,   and   ELASTICITY,  it  affords 

PERFECT  PROTECTION 

for  IRON,   STEEL  AND  WOOD.    That  is  why  it  is  used  by  the  British  Navy  and 
Army  and  leading  Railway  and  Shipping  Companies. 

Write  for  our  interesting  booklet. 

Spi  ELMANN  Agencies,  Regd. 

Specialists   in   Protective.  Paints 
Read  Bldg.  MontreA-L^. 
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SWANSEA 

Salt  Glazed  and  Vitrified 

SEWER  PIPES 


Tme  to  Size 
Impervious  to  Water 

Sizes  manufactured  and  al- 
ways in  stock  4  in.  to  24  in. 


Ask  for  Price  List 
and  Discounts 


also 

Chimney  Tops 
Flue  Lining^s 
Wall  CopinfiT 
Culvert  Pipe 
Inverts 

Telephone  (Toronto  Connection) 
Parkdale  5000 


The  Dominion  Sewer  Pipe  Co. 

(The  Independent  Co.)  Limited 

SWANSEA  (near  Toronto) 


Construct  Your 


SEWERS 

from 

Reinforced  Concrete  Pipe 

Manufactured  by 

Dominion  Concrete  Co. 

Limited 

KEMPTVILLE       -  ONTARIO 

'* Better  good  pipe  at  a  fair 
price  than  poor  pipe 
at  any  price.'* 

N.  B.  The  adjolnlne  Illustration  shows  a  line  of  42-in.  pip* 
In  a  trench  ready  for  fllllntr. 


B  U  I  L.  D  I  N  G 
PROD  U  CTS 


IMMEDIATE  SHIPMENT 


The  Rib  bar  for  reinforcing  concrete  is  a  special 
rolled  section  with  a  series  of  cross  ribs  so  de- 
signed as  to  secure  maximum  grip  on  the  concrete. 


Size 

a  in. 

y2  in. 

y»  in. 
in. 

Vi  in. 
1  in. 
IVt  in. 
m  in. 


Area 

.1406  sq.  in. 

.2500  sq.  in. 

.3906  sq.  in. 

.5625  sq.  in. 

.7656  sq.  in. 
1.0000  sq.  in. 
1.2656  sq.  in. 
1.5625  sq.  in. 


We  have  large  tonnages  of  all  sizes  in  stock,  in 
lengths  up  to  60  feet  and  can  make  immediate 
shipment.   Get  our  quotation. 


Trussed  Concrete  Steel  Co. 

of  Canada,  Limited 
WALKERVILLE      -  ONTARIO 
Montreal       -       Toronto  Winnipeg 


To  Secure 
ECONOMY  and  DURABILITY 
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ALPHABETICAL  LIST  OF  ADVERTISERS 


American  Lead  Pencil  (jOmpan}-  . .  . 

American  Well  Works    54 

Anglins  Limited    53 

Asmstrong  Cork  Company   ,  47 

Asbestos  Manufacturing  Company.. 

Asphalt  and  Supply  Company  

Ault  &  Wiborg  Company    53 

Barber,  Frank    53 

Barrett  Company    45 

Beatty  &  Sons,  Ltd.,  M   4 

Beveridge  Paper  Company    13 

Brown  Company    54 

Bickle  Company,  R.  S  

Bishopric  Wallboard  Company  .... 

Blair  Company,  B   IS 

Black  Building  Supply  Company  ...  49 
Boving  Hydraulic  and  Engineering- 
Company    51 

Britnell  Company,  Limited    4G 

Burlington  Steel  Company    4:i 


Canada  Iron  Foundries,  Limited  ...  IS 

Canada  Foundries  and  Forgings,  Ltd.  7 

Canada  Wire  and  Iron  Goods  Co.  ..  18 

Canadian  Allis-Chalmers    17 

Canadian  Blower  and  Forge  Co.  ...  5 
Canadian  Chicago  Bridge  and  Iron 

Company    53 

Canadian  Consolidated  Rubber  Co.  .  3 

Canadian  Des  Moines  Steel  Co   18 

Canadian  General  Electric  Company.  17 

Canadian  Ingersoll-Rand  Company.  55 
Canadian     Inspection    and  Testing 

Laboratories    52 

Canadian   Mathews   Gravity  Carrier 

Company   

Canadian  Office  School  Furniture  Co. 

Canadian  Pipe  Company,  Ltd   46 

Canadian  Surety  Company    44 

Carey  Company,  Philip   

Carter  White  Lead  Company   

Chipman  &  Power,  Ltd   53 

Conduits  Company,  Ltd   53 

Cook,  A.  D   51 

Crushed  Stone,  Ltd   46 

Dake  Engine  Company    47 

Darling  Brothers    52 

Dennis  Wire  and  Iron  Company  ....  12 

Dominion  Concrete  Company    13 

Dominion  Engineering  and  Inspec- 
tion Company    53 


Dominion  Iron  and  Steel  Company 
Dominion  Iron  and  Wrecking  Co.  . 

Dominion  Paint  Works   

Dominion  Sewer  Pipe  Company  . .  . 
Dominion  Wire  Rope  Company  .  .  . 


49 


13 
56 


Engineers  and  Contractors,  Ltd  

Foundation  Company    16 

Gartshore,  John  J   51 

Gartshore-Thonipson  Pipe  and  Foun- 
dry Company    5 

Gent  Company   

Gillis  &  Geoghegan    49 

Haddin  &  Miles    52 

Hamilton  &  Toronto  Sewer  Pipe  Co. 

Hamilton  Bridge  Works  Company  .  2 

Hopkins  &  Co.,  F.  H   56 

Hunt  &  Co.,  Robert  W   52 

Ideal  Concrete  Machinery  Company. 

Imperial  Oil  Limited   

Inglis  Company,  John    41 

Jenckes  Machine  Company   16 

Kerr  Engine  Company,  Ltd   54 

King  Construction  Company    53 

Lachute  Shuttle  Company   53 

Lea,  R.  S.  &  W.  S   53 

London  Concrete  Machinery  Co.  ...  4 

Lymburner,  Limited    11 

MacKinnon,  Holmes  &  Co  

Manitoba  Bridge  &  Iron  Works  Co. 

Maritime  Bridge  Works  Company  . .  53 

Marsh  &  Henthorn,  Ltd   8 

McAvity  &  Sons,  T  

McDougall  Caledonian  Iron  Works 

Company    7 

McGregor  &  Mclntyre    53 

Miller  &  Co.,  George  M   52 

Milton  Hersey  Company    52 

Morrison  &  Co.,  T.  A  


Mueller  Manufacturing  Co.,  Ltd. 
Mussens  Limited   


National  Fireproofing  Company  ....  20 

National  Iron  Works    l 

National  Service  Board   

Northern  Crane  Works,  Ltd   46 

Nova  Scotia  Steel  and  Coal  Company 


Office  Specialty  Company   

Ontario  Sewer  Pipe  Company   

Ontario  Wind  Engine  and  Pump  Co. 

Ormsby  Company,  A.  B  

Orpen  Conduit  Company   


Pacific  Coast  Pipe  Company  . . . . 

Pedlar  People   

Pittsburgh-DesMoines  Steel  Co. 

Power  &  Son   

Prest-O-Lite  Company  


Quinlan  &  Robertson   61 


Reid  &  Brown  Structural  Steel  and 
Iron  Works   


Sheldons  Limited   

Standard  Clay  Products,  Ltd  

Standard  Underground  Cable  Com- 
pany of  Canada,  Ltd  

Steel  and  Radiation   

Steel  Company  of  Canada,  Ltd.  

Sun  Brick  Company   

Spielniann  Agencies   


Thompson  Brothers   

Tiffin  Wagon  Company   

Toch  Brothers   

Toronto  Plate  Glass  Importing  Co... 
Trussed  Concrete  Steel  Company  . .  . 
Turnbull  Elevator  Company  


Vancouver  Wood  Pipe  and  Tank  Co.  51 


Waterous  Engine  Works  Conxpany  .  20 

Wells  &  Gray,  Ltd   15 

Williams  Machinery  Co.,  Ltd.,  A.  R.  46 

Wynne-Roberts,  R.  0   52 


Our  advertisers  represent  the  most  profjressive  manufacturers  and  dealers.  Make 
your  purchases  of  them.   Give  your  business  to  the  man  who  is  enterpris-^ 
ing  enough  to  spend  money  and  time  to  get  in  touch  with  you. 
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r^URING  the  past  seven  years  our  men  have  worked  without 
interruption  winter  and  summer  for  the  Ford  Motor  Company 
of  Canada,  Limited,  at  Ford,  Ontario.  We  have  had  many  new 
and  difficult  problems  to  solve.  The  photograph  above  shows  a 
reinforced  concrete  buildiiig  70'  x  700'  in  course  of  construction. 
This  building  was  built  in  water  from  1 5  to  20  feet  in  depth. 
There  was  also  840  feet  of  concrete  wall  to  be  built.  This  also 
was  carried  down  from  1 5  to  20  feet  below  water.  The  entire 
structure  is  carried  on  piles.  These  problems  have  all  been 
solved  successfully  and  economically. 

We  would  be  pleased  to  solve  your  building  problems. 

WELLS  &  GRAY,  Limited 

Engineers  and  Contractors 

248  Confederation  Life  Building  TORONTO,  ONTARIO 

Branch  Office  :  Bank  of  Commerce  Buildingy  Windsor,  Ontario 
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Construction  of  the  Grand  Trunk  Railway's  new  bridge  over 
the  Trent  River  Canal,  Campbellford,  Ontario. 

This  class  of  work,  which  involves  under-water  work,  is  a 
line  in  which  we  specialize. 

THE  FOUNDATION  COMPANY,  LIMITED 


Engineers  —  Contractors 


Montreal  —  Winnipeg 


ROCK  CRUSHING  OUTFITS 


FOR  ROAD  BUILDING 


Shipments  from 
Stock 

Jenckes  Rock  Crushing 
Outfits  are  reliable  all  the 
time.  They  will  stay  on  job 
when  you  most  need  them. 
Crushers  are  constructed 
Specially  according  to  our 
time  tested  approved  de- 
sign. We  can  make  ship- 
ments from  stock  on  hand, 
subject  to  previous  sale. 
We  can  also  furnish  from 
stock.  Portable  Boiler  and 
Engine  to  operate  our 
Crusher  Outfits. 


II 


The  Jenckes  Machine  Co.,  Ltd. 

Sherbrooke    Montreal    Cobalt    So.  Porcupine    St.  Catharines   Toronto    Vancouver  Nelson 
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ROCK  AND  ORE  CRUSHERS 

Crushing  Plants  complete  in  every  detail,  including  Crushers,  Screens, 
Elevators,  Conveyors,  Hoists,  Skips  and  Power  Equipment 


Gates'  Gyratory  Breaker — See  Bulletin  1448 


Blake  Jaw  Crusher — See  Bulletin  1451 


Heavy  Duty  Crushing  Rolls — See  Bulletin  1811 


L.B.H.  Hummer  for  crushing  limestone — 
See  Bulletin  2037 


Head  Office:  Toronto.    Sales  Offices;     Montreal,   Halifax,   Sydney,  Ottawa,    Cobalt,    South   Porcupine,    London,    Winnipeg,  Calgary, 

Edmonton,  Nelson  and  Vancouver.. 

CANADIAN  ALLIS-CHALMERS 

LIMITED 

Power  Plant  Equipment,   Mining,   Crushing,  Hydraulic  and   Milling  Machinery,  Contractors'  Plant  and  Architectural  Bronze  and  Iron  Work. 
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CANADIAN   DES  MOINES 
STEEL  CO.,  Limited 

Elevated  Tanks  Barges  Bridges 

Standpipes  Wireless  Towers 

Structural  Steel  for  all  purposes. 


Let  us  bid  on  your  requirements. 
Attractive  Prices — Prompt  Deliveries. 


Sales  Offices  and  Plant 
CHATHAM,  ONT.  275  Inshes  Ave. 

Associated  with 
PITTSBURGH-DES  MOINES  STEEL  CO. 
•   Pittsburgh,  Pa.  New  York  City 

945  Curry  Bldg.  42  Church  St. 

DES  MOINES  BRIDGE  AND  IRON  CO. 
Des  Moines,  Iowa,  938  Tuttle  Street 


Concrete  Bonding 
Lockers  for  Clothes 
Iron  Stairways 

Enauirles  solicited. 

CANADA   WIRE    &  IRON 
 GOODS  CO.,  Hamilton 


Blair  Concrete  Pipe 


We  use  only  the  finest 
g^rade  materials  in  all  our 
work.  Clean,  sharp  sand 
and  hig^h-grade  cement. 
Gravel  sorted  and  crushed 
in  our  own  plant.  After 
thorough  mixing,  the  con- 
crete is  power  tamped,  to 
ensure  great  density.  Pipe 
is  then  allowed  to  set  for 
72  hours  in  vaporizing 
chambers,  with  automatic 
sprinklers,  giving  the  pipe 
great  hardness.  We  make 
large  sizes  of  pipe  in  our 
portable  plant  at  the  place 
where  they  will  be  used. 
We  also  have  a  special 
feature  in  our  continuous 
reinforced  concrete  pipe. 

Write  to-day  for  further 
details  and  prices. 


B.  Blair  Company,  Limited 


WOODSTOCK 


ONTARIO 


Canada  Iron  Foundries,  Umited 


Head  Office 

Mark  Fisher  Buildinj; 
MONTREAL 


CAST  IRON  Pli^^ 


Car  Wheels,  Cast  Iron  Water  and  Gas  Pipe,  Specials,  Valves,  Hydrants,  etc.,  Casting^s 
of  all  kinds.  Mooring:  Bollards  for  both  Concrete  and  Wooden  Docks 


I 
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=  It  runs  my  detail  work  = 


No  more  that  fussy  fumbling — 

That  useless  waste  of  nervous  energy  in 

scrambling  thru  a  desk  for  the  important 

paper  I  must  have — instanter. 

All  "dead  and  buried"   experience  is  this 

for  me. 

I  keep  my  temper  now — and,  too,  free  my 
assistant  from  those  incessant  calls  I  used  to 
make. 

Clear  is  my  desk  top  now.  Arranged  for 
instant  reference  the  papers  I  must  have  at 
any  moment  in  the  day.  And  all  this  thanks 
in  no  small  measure  to  my 


EFFICIENCY  DESK 

Hundreds  of  business  men  throughout  the 
land,  captains  of  big  affairs  whose  time  must  pay  a 
dividend  are  cashing  in  on  the  time-and-worry-saving 
certificates  they  get  in  working  back  of  an  Efficiency 
Desk. 

Send  just  a  post  card  to-day  for  a  descriptive  folder 
showing  how  the  "Office  Specialty"  Efficiency  Desk 
can  run  your  detail  work. 

OFFICE  SPECIALTY  MFG.  CO.,  LIMITED 
Home  Office         NEWMARKET  Canada 

Filing  Equipment  Stores  at  : 
Montreal    Ottawa    Halifax     Hamilton  Winnipeg 
Vancouver 


LV5 


Dry  Dock  No.  4. — New  York  Navy  Yard. 
Waterproofed    with    "R.I.W."  Tcxement. 

Where  Protection  Means 
Increased  War  Efficiency 

T  T  pays  Uncle  Sam  now,  to  see  that  every  ounce 
of  protection  is  taken  to  guard  government 
property  against  destructive  agencies.  It  pays 
better  than  rebuilding.  On  this  principle  the  Dry 
Dock  No.  4,  New  York  Navy  Yard,  was  endowed 
with  original  strength  and  permanency  by  the 
use  of 


MvJ.wr, 


',.  </.S.  PAT.  0F9m , 


TCXEMENT 


This  valuable  product  fulfills  the  exacting  require- 
ments of  an  integral  waterproofing  compound.  It 
is  a  dry,  grayish  .powder  which  when  added  to 
Portland  Cement,  lubricates  the  mass,  reduces  the 
number  of  voids  to  the  minimum  and  makes  the 
construction  absolutely  waterproof. 

It  is  especially  recommended  for  waterproofing 
foundations,  piers,  silos,  elevator  and  boiler  pits, 
floors,  walls,  etc.  Architects,  Engineers  and 
Builders  are  invited  to  avail  themselves  of  the 
services  of  our  technical  staff. 

For  interesting  information  write  Dept.  51. 

R.I.W.  DAMP  RESISTING  PAINT  CO. 
TOCH  BROTHERS 

Gerrard  St.  and  Carlaw  Ave.,  Toronto,  Ont. 

Agents  in  —  Vancouver,  Winnipeg,  Edmonton,  Calgary, 
Montreal,  Quebec,  St.  John,  N.B. 


\REM EMBER  /TS  WATERPROOF] 

w  • 

STEEL  NEED  NOT  RUSTf    reg.u.s.pat.  off. 
\  WOOD  NEED  NOT  ROT!  ^ 
NOR  CONCRETE  DUST! 


I 
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Detail  in  perspective  of  Long 
Span  Combination  Hollow 
Tile  and  Reinforced  Concrete 
Floor. 


Have  You  the  Data  ! 

on  this  improved  modern  method  of  saving  much  of  the  ' 
cost  of  steel  and  foundations  1  ^ 

Long  Span  Floor  Construction  I 
of  NATCO  HOLLOW  TILE 

and 

Reinforced  Concrete 

First  in  the  Mind 
of  the  Designer 

when  seeking  a  minimum  in  cost 
and  weight,  and  the  maximum  in 
strength  and  fireproof  qualities  for 
his  floor  construction. 


Write  to-day  for  our  Long  Span  Catalogue, 

National  Fireproofing  Co.  of  Canada,  Limited 

Factory— HAMILTON  Head  Office— Dominion  Bank  Bldg.,  TORONTO 


ELEVATORS 


iiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiii^^^ 

We  build  Elevators  and  Conveyors 
for  all  kinds  of  work. 

BARREL,  KEG  and  SACK  HOISTS, 
COAL  and  ORE  ELEVATORS  and 
CONVEYORS,  STEEL  BUCKETS 
— All  Sizes. 

Our  Chain  Ore  Elevators  are  adapt- 
ed for  handling  coal,  clinker,  stone 
or  other  bulky  material. 


W^t  t  e  r  o  u  s 


BRANTFORD,  ONTARIO,  CANADA 

lllllilililllliiillillllllillillllllllllliiiiiiiiiiiiiii 
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The  Acute  Goal  Situation 

THE  acute  situation  regarding  the  coal  supply  at 
various  points  throughout  Canada  during  the 
past  few  weeks  adds  timeliness  to  a  strong 
article  by  Mr.  Arthur  V.  White,  consulting  en- 
gineer to  the  Commission  of  Conservation,  which  ap- 
pears in  the  annual  numiber  of  the  Monetary  Times, 
under  the  heading,  "Coal  Problem  of  Canada  Demands 
National  Action."  Mr.  AVhite  points  out  that  the  sup- 
ply of  coal  is  far  from  being  inexhaustible  in  the 
United  States,  and  that  we  may  naturally  expect  to  be 
obliged  in  the  near  future  to  depend  on  our  own  re- 
sources. In  other  words,  the  temporary  crisis  of  the 
l)ast  month  will  become  a  permanent  condition,  the 
^^olution  of  which  must  rest  with  ourselves.  In  thai 
sense  our  troubles  might  prove  to  have  been  a  blessing 
ui  disguise  if  they  succeed  in  impressing  upon  us  the 
necessity  of  getting  ready  for  that  inevitable  event  of 
which  we  can  now,  from  our  recent  experience,  form 
some  reasonable  estimate. 

As  a  substitute  for  United  States  coal,  which,  in  all 


human  i>r< ibability,  we  shall  lose,  Canada  lias  two  con- 
sideraljle  resources — soft  coal  and  vvater-])owcr.  Can- 
ada may,  indeed,  claim  to  be  well  supplied  with  coal, 
but,  unfortunately,  it  is  of  a  (juality  not  suitable,  in  it.s 
natural  state,  for  shipment  across  the  continent.  One 
of  the  big  problems  before  us,  then,  is  to  discover  some 
means  of  economically  utilizing  this  vast  rescnirce;  it 
may  be  by  transforming  our  coal  into  more  stable  form 
so  that  it  will  stand  shipment,  or  it  may  be  by  convert- 
ing it  at  the  mines  into  electric  energy  and  transmit- 
ting the  power  in  this  form.  'J"he  latter  alternative, 
however,  awaits  developments  in  the  electric  industry 
that  we  may  not  see  in  the  near  future.  The  former  is 
said  to  be  an  accomplished  fact,  hut  very  exi])ensive  in 
operation. 

The  other  substitute — water-power — Canada  also 
possesses  in  consideralde  degree;  Mr.  White  says 
roughly  20.000,000  horse-power.  Much  of  this,  however, 
is  located  so  far  from  our  more  thickly  populated  areas 
that  it  is,  temporarily  at  least,  without  value  to  us- 
That  is  all  the  more  reason  why  we  should  guard  with 
the  greatest  care  the  small  fraction  of  the  total  found 
within  our  useful  areas.  The  better  located  a  water- 
power  is,  the  more  reason  why  its  control  should  be 
guarded,  and  also  the  more  vigilance  required  in  pro- 
perly guarding  it,  as,  naturally,  control  of  such  power 
would  be  more  eagerly  sought  in  proportion  as  its  avail- 
ability increases. 

One  does  not  realize  the  vast  heritage  with  which 
the  people  of  Eastern  Ontario,  for  example,  have  been 
endowed,  by  simply  gazing  on  the  St.  Lawrence  River. 
Figures  change  the  viewpoint,  however.  Let  us  sup- 
pose that  the  Long  Sault  is  capable  of  developing 
:iOO,000  horse-power  continuously.  Roughly  speaking, 
it  requires  ten  tons  of  coal  to  provide  one  horse-power 
year.  Thus  the  power  of  the  Long  Sault  Rapids  is  the 
equivalent  to  the  Province  of  Ontario  of  5,000,000  tons 
of  coal  per  annum  for  all  time.  The  total  import  of 
anthracite  in  1916  was  4,570,815.  Therefore,  a  proper 
guarding  of  our  Long  Sault  heritage  alone  will  take 
care  of  the  situation  when  the  United  States  finds  it 
necessary  to  withhold  her  anthracite  for  her  own  peo- 
ple's use. 

How  soon  that  may  be  is  pro])lematical.  Our 
neighbors  to  the  south  have  been  tremendously  ''white" 
during'  the  crisis  just  passed,  but  let  us  not  forgot  that 
their  resources  are  limited,  and  that  charity  begins  at 
home.  The  necessity  to  withhold  export  to  Canada 
may  arise  sooner  than  they,  or  we,  expect. 

For  a  permanent  crisis,  such  as  we  have  just  had  a 
taste  of.  and  which  may  come  to-morrow,  shall  the  peo- 
ple of  Canada  not  do  well  to  hold  themselves  in  readi- 
ness, so  far  as  is  humanly  possilde,  by  con.serving  for 
our  own  people  the  heritage  Pro\idence  has  willed  us? 


Infringing  on  Rights  of  Givil  Engineers 

AlilLL  promoted  in  itlie  Oue])ec  Legislature  by 
the  Oue])ec  and  Atlantic  Railway  Company, 
seeking  a  charter,  contains  one  clause  which 
appears  to  infringe  on  the  rig'hts  of  civil  engi- 
neers, and  to  be  contrary  to  Act  2,  Edward  Vll..  Cap. 
25,  which  defines  the  qualifications  of  persons  acting 
as  civil  engineers  in  the  province. 

The  Quebec  and  Atlantic  Railway  Companv  pro- 
pose to  take  some  very  wide  powers,  including  those 
enabhng  them  to  carry  on  business  as  lumber  dealers, 
agriculturists,  owners  of  water-powers,  w'ool.  cotton, 
and  paper  manufacturers,  miners,  and  smelters,  and  so 
on.    The  clause,  however,  which  may  be  regarded  as 
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very  objectionable  from  the  engineers'  point  of  view 
is  D.,  Art.  8.  This  gives  power  "to  erect  and  operate 
blast  furnaces,  plants  for  the  manufacture  of  Bessemer 
and  open-hearth  steel,  electric  furnaces,  steel  plants, 
rolling-  mills,  foundries,  plants  for  the  construction  of 
steel  bridges  and  machinery ;  also  to  act  as  engineer 
and  contractor  for  the  construction  of  iron  and  steel 
bridges,  railways,  highways,  steamboats,  cars,  and  for 
the  manufacture  of  steel  and  iron  productions  of  all 
kinds. 

Now,  the  Act  referred  to  above  is  very  explicit  in 
defining  who  shall  practise  as  civil  engineers.  It  says : 
"The  expression  civil  engineer  means  any  one  who 
acts  or  practises  as  an  engineer  in  advising  on,  in 
making  measurements  for,  or  in  laying  ouit,  designing, 
or  supervising  the  construction  of  railways,  metallic 
bridges,  wooden  bridges,  the  cost  of  which  exceeds 
$600;  public  highways  requiring  engineering  know- 
ledge and  experience,  roads,  canals,  harbors,  river  im- 
provements, lighthouses,  and  hydraulic,  municipal, 
electrical,  mechanical,  or  other  engineering"  works,  not 
including  government  colonization  roads  or  ordinary 
roads  in  rural  municipalities ;  but  it  is  not  deemed  to 
apply  to  a  mere  skilled  artisan  or  workman." 

It  is  further  provided  that  no  person  shall  be  en- 
titled in  the  Province  of  Quebec  to  use  the  title  of  civil 
engineer,  or  any  abbreviation  'thereof,  or  any  name, 
title,  or  description  implying  that  he  is  a  corporate 
member  of  the  Canadian  Society  of  Civil  Engineers, 
nor  to  act  or  practise  as  a  civil  engineer  within  the 
meaning  of  the  Act,  unless  he  is  a  member  of  the  so- 
ciety, or  was  practising  as  such  before  the  Act  came 
into  force. 

The  whole  efifect  of  the  Act  is  to  enable  eligible  per- 
sons in  their  individual  capacity  to  become  members 
of  the  society,  and  the  seeking  of  powers  to  practise  as 
engineers  by  such  concerns  as  the  Quebec  and  Atlantic 
Railway  Company  appears  to  be  contrary  to  the  Act 
quoted  above.  Companies,  in  short,  are  not  allowed  to 
practise  as  engineers. 


Ontario  Road  Superintendents  Will  Meet 

THE  fourth  annual  conference  on  road  construc- 
tion for  county  road  superintendents  and  engi- 
neers of  Ontario  will  be  held  at  the  Parliament 
^  Buildings,  Toronto,  on  Eebruar}'  25-28.  These 
conferences  have  been  arranged  with  a  view  to  enabl- 
ing the  road  builders  of  the  province  to  meet  and  dis- 
cuss the  many  phases  of  highwav  construction  and  to 
afford  the  engineers  of  the  Department  of  Public  High- 
ways an  opportunity  of  becoming  familiar  with  condi- 
tions in  the  counties  and  townships.  Such  co-ordina- 
tion between  the  department  and  the  county  and  town- 
ship road  authorities  is  desirable,  in  order  to  develop  a 
uniformity  of  methods  and  organizations  throughout 
the  province,  as  demanded  by  the  i)romulgation  of  a 
general  scheme  of  improvement. 

This  year's  conference  will  differ  from  past  ones  by 
having  some  of  the  subjects  placed  before  the  meeting 
by  the  superintendents  and  county  engineers  rather 
than  by  the  engineers  of  the  department. 

The  program  includes  the  following  topics:  Muni- 
cipal Drainage  as  Related  to  Highway  Construction, 
by  G.  R.  Marston,  C.E.,  Simcoe ;  Cjravel  Road  Con- 
struction in  Middlesex  County,  by  C.  Talbot,  London  ; 
Ontario  Highway  Eaws,  by  W-  A.  McT>ean,  Mem. Can. 
.Soc.C.E.,  Toronto;  Legal  and  Engineering  Features  of 
the  Elimination  of  Grade  Crossings,  by  E.  R.  Black- 
well,  C.E.,  M. Can. Soc.C.E.,  Brockville;  Better  Bridges 


and  Culverts,  'by  A.  Sedgewick,  Toronto,  assistant  en- 
gineer. Department  of  Public  Highways ;  Bituminous 
Surfaces  in  York  County,  by  E.  A.  James,  C.E.,  M. 
Can. Soc.C.E.,  Toronto ;  Heavy  Grading  of  Earth 
Roads  in  Lincoln  County,  by  P.  Robertson,  Beams- 
ville ;  Preliminary  Work  on  Provincial  Highways,  by 
George  Hogarth,  O-L.S.,  A.M. Can. Soc.C.E.,  Toronto, 
engineer  of  highways,  Department  of  Public  High- 
ways; Clay  Road  Maintenance  in  Essex  County,  by  J. 
F.  Millen,  Sandwich ;  Asphaltic  Concrete  Construction 
on  Dundas  Street,  York  County,  by  R.  C.  Muir,  To- 
ronto, assistant  engineer,  Department  of  Public  High- 
ways;  Macadam  Road  Construction  in  Frontenac 
County,  by  R.  H.  Fair,  Kingston ;  County  and  Town- 
ship Road  Organizations,  by  W.  Huber,  Toronto, 
assistant  engineer,  Department  of  Public  Highways; 
Concrete  Road  Construction,  by  T.  Harry  Jones,  B.A. 
Sc.,  city  engineer,  Brantford- 

The  sixteenth  annual  meeting  of  the  Ontario  Good 
Roads  Association  will  be  held  in  Toronto  on  Febru- 
ary 27,  28,  and  March  1.  As  the  last  session  of  the  con- 
ference will  be  held  on  Thursday  morning,  February  28, 
and  the  meeting  of  the  association  commences  on  Wed- 
nesday, the  27th,  it  will  be  possible  for  the  superinten- 
dents to  attend  the  last  three  sessions  of  the  Good 
Roads  Association  meeting. 


Goal  Production  in  Canada 

ACCORDING  to  a  recently  issued  report  of  the 
Department  of  Mines,  the  production  of  coal 
during  1916  was  14,483,395  tons,  valued  at 
$38,817,481,  or  an  average  of  $2.68  per  ton,  as 
compared  with  a  production  in  1915  of  13,267,023  tons, 
valued  at  $32,111,182,  or  an  average  of  $2.42  per  ton, 
and  a  production  in  1914  of  13,637,529  tons,  valued  at 
$33,471,801,  or  an  average  of  $2.45  per  ton.  Compared 
with  1915  the  production  in  1916  shows  an  increase  of 
1,216,372  tons,  or  about  9.2  per  cent. 

While  exceeding  the  production  of  each  of  the  two 
preceding  years,  that  of  1916  was  less  than  the  produc- 
tion attained  in  1912  and  in  1913. 

The  average  number  of  men  employed  during  1916 
was  23,611  and  total  wages  paid  $20,884,236,  as  com- 
pared with  an  average  of  24,574  men  employed  in  1915 
and  $17,385,200  paid  in  wages,  and  27,571  men  em- 
ployed during  1914  and  $19,060,011  paid  in  wages. 

The  total  exports  of  Canadian  coal  in  1916  were 
2,135,359  tons,  valued  at  $7,099,387,  as  compared  withj 
1,766,543  tons,  valued  at  $5,406,058  in  1915.  There  is 
also  a  small  export  of  coal  "not  the  produce  of  Can- 
ada," amounting  in  1916  to  62,783  tons,  valued  at  $150,- 
799. 

The  total  imports  of  coal  in  1916  were  17,580,603 
tons,  valued  at  $38,289,666,  as  compared  with  imports 
in  1915  of  12,465,902  tons,  valued  at  $28,345,605. 

The  total  consumption  of  coal  in  1916  was  29,865,- 
856  tons,  as  compared  with  23,906,692  tons  in  1915  add 
26,852,323  tons  in  1914. 

Bituminous  coal  constitutes  by  far  the  largest  pro- 
portion of  the  annual  production.  Lignite  only  is  pro- 
duced  in  Saskatchewan,  and  in  Alberta  it  forms  a  larg< 
proportion  of  the  province's  production.  Of  anthracit< 
there  is  a  small  output — less  than  200,000  tons  anntt 
ally — from  one  mine,  at  Bankhead,  Alta. 


The  United  States  Department  of  Agriculture  ha: 
recently  issued  Bulletin  No.  555,  entitled  "Standan 
Forms  for  Specifications,  Tests,  Reports,  and  Meth 
ods  of  Sampling  for  Road  Materials." 
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Two  Units  of  College  at  Lennoxville,  P.  Q. 

Buildings  of  Steel  Frame  and  Concrete  Construction  with  Sieg- 
wart  Beam  Floors — Water  Supply  Derived  from  2000  Foot  Well 


IN  our  issue  of  January  3,  1917,  we  published  a  pre- 
liminary description  of  the  first  unit  —  the  pre- 
paratory building — of  the  Lennoxville  School,  the 
entire  designs  for  which  have  been  prepare4  'by 
Mr.  Kenneth  G.  Rea,  F.R.I.B.A.,  Montreal.  The 
■school  is  for  preparing  pupils  for  the  universities,  and 
is  being  erected  through  the  generosity  of  Mr.  J.  K. 
L.  Ross,  of  Montreal.  The  style  is  Tudor,  the  build- 
ings being  based  on  the  lines  ot  the  great  English  pub- 
lic schools.  No  money  has  been  spared  to  make  the 
'buildings  of  the  highest  class  of  construction,  and 
nothing  has  been  left  tmdone  in  the  matter  of  decora- 
tion. 

The  contract  for  the  first  unit  was  let  to  John  Quiu- 
lan  &  Co.,  Montreal,  who  have  also  obtained  the  con- 
tract for  the  second  unit — ^the  dining-hall  building. 
The  wiork  now  erected  consists  of  the  preparatory 
school,  200  ft.  X  64  ft.,  of  four  storeys ;  the  dining-hall 
building,  160  ft.  x  56  ft.,  three  storeys;  a  cloister,  80  ft. 
long  by  10  ft.  wide.    The  power-house  erected  by  G. 
B.  Mitchell,  Montreal,  is  -60  x  60  ft.  and  50  ft.  high, 
with  a  125  ft.  chimney,  and  contains  the  boilers,  ma- 
chinery, transformers,  etc.,  and   a   complete  laundrv 
equipment  on  the  upper  floor.    An  underground  tun- 
nel leading  from  the  power-house  to  the  buildings  has 
been  constructed  by  the    Loomis,  Dakin  Company, 
Sherbrooke,  who  also  erected  the  water-towers.  Two 
miles  of  sewerage  pipes  leading  to  a  septic  tank  and 
distributing  bed  have  been  installed  by  Charles  Mc- 
i  Neilly,  Ste.  Agathe.    In  addition,  20  teams  and  50  men 
[are  employed  in  laying  out  the  grounds,  walks,  ter- 
'il races,  roads,  etc.,  covering  about  three-quarters  of  a 
|i square  mile.    Altogether  250  men  are  now  at  work  on 
'  the  buildings,  etc.,  for  whom  temporarv  accommoda- 
tion has  been  erected,  together  with  warehouses  and 
offices. 

Steel  Frame,  With  Siegwart  Floors 

The  preparatory  unit  affords  accommodation  for  60 
boys,  and  is  divided  into  two  houses,  with  separate 


entrances.  The  building  comprises  play,  music,  read- 
mg,  writing,  class,  and  masters'  rooms,  besides  a  large 
number  of  dormitories,  masters'  and  matron's  bed  and 
sitting-rooms,  and  sick  rooms  with  nurses'  quarters. 
The  superstructure  consists  of  a  steel  frame,  with 
Seigwart  beams  and  walls  of  wax-faced  brick,  and 
trimmings  of  Ohio  sandstone,  with  a  base  of  Stanstead 
granite.  The  brick  is  backed  with  terra  cotta.  The 
large  corridors  and  the  partitions  of  the  rooms  are  of 
Kittanning  brick,  the  floors  of  terrazzo,  trimmed  with 
marble,  the  lavatories  of  Missisquoi  marble,  while 
marble  is  also  freely  employed  in  some  of  the  rooms 
for  wainscoating. 

The  dining-hall  building  has  the  same  general  fea- 
tures, as  far  as  materials  are  concerned,  as  the  pre- 
paratory school,  with  this  important  exception,  that 
in  place  of  a  steel  frame,  reinforced  concrete  is  em- 
ployed. The  entire  basement  is  laid  out  for  kitchen 
purposes ;  thus  there  is  a  very  large  kitchen  proper, 
with  the  most  modern  ranges,  dressers,  etc.,  refrigera- 
tion room,  receiving  room,  stewards'  room,  matron's 
and  helps'  rooms,  and  heater  room.  The  passages  are 
lined  with  Kittanning  brick,  and  the  rooms  have  plas- 
tered walls  and  ceilings.  The  main  features  of  the 
first  floor  are  the  preparatory  and  the  upper  school 
dining-rooms,  with  a  servery  in  the  centre,  communi- 
cating with  both  dining-rooms.  The  servery  is  to  be 
fitted  up  with  serving  tables,  and  is  to  be  equipped 
with  an  elevator  running  to  the  kitchen.  Small  halls 
are  located  at  either  side  of  the  dining-rooms.  The 
preparatory  school  dining-room  has  an  oak  floor,  with 
plaster  walls  and  hung  ceiling,  while  the  upper  school 
dining-room  has  also  an  oak  floor  with  an  oak  beam 
ceiling  and  plaster  walls.  The  end  halls  have  terrazzo 
floors,  with  marble  borders  and  hung  plaster  ceilings. 

The  greater  part  of  the  second  floor  is  occupied  by 
an  assembly  hall,  104  x  45.6  ft.,  having  a  raised  plat- 
form at  one  end.  The  floor  here  is  of  quartered  oak; 
the  ceiling  has  ornamental  plaster  cornices,  and  the 


Preparatory  school  building— Lennoxville  school. 
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Dining  Hall  building— Lennoxville  school. 


walls  are  panelled  in  oak.  At  either  end  of  the  assem- 
bly hall  there  is  a  small  hall,  having  faced  brick  wails 
and  marble  dados  ;  while  on  a  mezzanine  Hoor  there 
will  be  located  a  dressing-room  and  a  storeroom. 

There  are.  two  entrances,  the  main  one,  with  suit- 
able mouldings  and  ornamentation  of  Cleveland  sand- 
stone, and  above  this  there  will  be  leaded  glass. 

The  two  buildings  are  connected  by  a  cloister  with 
five  open  arches  of  Ohio  sandstone,  the  floors  being  of 
terrazzo,  with  marble  trim. 

On.  the  upper  portion  of  the  land  a  well  has  been 
sunk  to  the  depth  of  2,000  ft.,  and  from  there  the  water 
is  elevated  by  compressed  air  into  two  water-towers, 
about  60  ft.  higher  than  the  elevation  of  the  buildings, 
so  that  the  water  runs  by  gravity  into  the  various 
parts  of  the  schools.  The  pipes,  together  with  those 
from  the  power-house,  are  conveyed  in  the  concrete 
tunnel,  which  is  1,000  ft.  long,  the  inside  dimensions 
being  17  x  18  ft. 

The  general  contractors  for  the  preparatory  school 
and  dining-hall  are  John  Ouinlan  &  Co.,  Montreal. 
Sub-contracts  have  been  let  as  follows :  Structural 
steel,  Dominion  Bridge  Company;  ornamental  iron. 
Dominion  Architectural  Iron  Works ;  electrical  work, 
CoUyer  &  Brock;  plumbing  and  heating,  Thomas 
(3'Connell ;  marble,  Missisquoi  Marbles,  Ltd. ;  tile 
work,  James  Walker  Hardware  Company ;  roofing, 
ventilation,  and  metal  doors,  Macfarlane-Douglass 
Company,  Ltd. ;  painting  and  glazing,  E.  Mapes  (pre- 
paratory school),  and  Alexander  Craig  (dining-room 
building)  ;  elevator,  Otis  Fensom  Elevator  Company  ; 
refrigeration,  Frick  Ice  and  Refrigeration  Company ; 
boring  of  well,  Wallace  Bell  Company,  Ltd. ;  mechani- 
cal end  of  water  service,  William  Perrv. 


Canadian  Aloxite  Co/s  Plant 

New  Development  Comprises  Series  of  Build- 
ings, Chiefly  of  One-Storey  Steel-Frame 
Type— Extensions  Provided  For 


AT  Shawinigan  Falls,  P.Q.,  Church,  Ross  Com- 
pany, Ltd.,  Montreal,  are  constructing  for  the 
Canadan  Aloxite  Company,  Ltd.,  a  series  of 
buildings  for  the  manufacture  of  aloxite  and 
carborundum.  The  company  is  a  branch  of  the  Car- 
l)orundum  Company,  of  Niagara  Falls,  N.Y.,  and  the 
plant  now  nearing  completion  is  similar  to  that  in  New 
York  State.  Before  the  work  of  erection  was  com- 
menced the  land  had  to  be  cleared  of  brush  and  stumps, 
while  a  certain  amount  of  fill  had  also  to  be  done. 

The  buildings  cover  a  very  large  area,  and  in  the 
main  are  of  one  storey,  with  steel  frame  and  columns. 
The  only  structure  not  of  one  storey  is  the  mainten- 
ance building,  with  two  floors.  It  comprises  a  ma- 
chine shop,  general  stores,  wash  and  locker  rooms  for 
the  men,  boiler-house,  laboratory,  and  general  offices. 
The  building  is  166  x  64  ft.,  constructed  of  brick,  with 
concrete  foundation  walls,  and  concrete  floors  on  the 
ground  floor.  The  boiler-room  also  has  a  reinforced 
concrete  floor.  The  remainder  of  the  building  is  pi 
mill  construction.  The  interior  partitions  are  of  brick 
and  wood.  The  floors  are  supported  by  wood  posts, 
except  in  the  ]:)oiler-room,  where  they  are  of  concrete. 

The  aloxite  building,  59  x  162  ft.,  has  a  steel  frame, 
with  asbestos  corrugated  irou  roofing  and  siding,  on 


Gineral  view  of  plant  development  of  Canadian  Aloxite  Company  at  Shawinigan  Falls. 
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concrete  foundations.  The  floor  is  of  concrete  and 
brick. 

The  aloxite  mixing  building-  is  60  x  162  ft.  The 
foundations  are  of  concrete'  and  the  frame  of  wood, 
Qovered  with  an  asbestos  corrugated' iron. 

The  carborundum  building,  on  a  site  91  x  252  ft., 
has  a  steel  frame,  with  an  asbestos  corrugated  iron 
roof  and  sides,  the  foundations  being  of  concrete  and 
the  floors  of  brick. 

•  The  plant  for  carborundum  mixing  will  be  in  a 
building-  60  x  113  ft.,  having  an  extension  16  x  50  ft. 

'  The  frame  is  of  wood  and  the  roof  of  asbestos  corru- 

I  gated  iron.  This  section  also  comprises  three  large 
storage  bins  of  laminated  wood,  on  concrete  founda- 

i  tions.    The  bins  are  for  the  storage  of  raw  materials ; 

i  two  are  60  ft.  in  diameter  and  the  other  30  ft.  in  diame- 

j  ter. 

i  A  very  complete  water  system  is  being  installed, 
j  including  a  pumping-house  on  the  river  bank.  The 
I  pumping-house  is  of  concrete  and  brick,  16  x  16  ft.  The 
i  water  will  be  pumped  from  the  river  and  distributed 
■j  through  mains  to  the  various  buildings.    The  entire 


II  steel  frame  of  aloxite  building, 

iplant  is  to  be  electrically  operated,  and  for  this  pur- 
pose si.x  transformer  houses  of  concrete  and  brick  have 
l)een  constructed.  The  company  will  use  about  20,000 
horse-power,  the  greater  part  l^eing  used  in  connection 
with  the  aloxite  and  carborundum  buildings.  These 
latter  are  to  be  equipped  with  electric  travelling  cranes, 
running  the  entire  lengths  of  the  buildings,  for  hand- 
ling material. 

Two  railway  sidings  have  been  constructed,  each 
ihout  800  feet  long. 

To  take  care  of  the  employees  the  company  have 
■rected  a  large  kitchen  and  bunk-house,  30  x  150  ft.,  in 
which  90  men  will  be  fed  and  housed. 

The  plant  has  been  designed  with  a  view  to  exten- 
sions in  the  near  future. 

j     All  the  work  has  been  done  by  the  Church,  Ross 
Company,  Ltd.,  with  the  exception  of  the  electrical 
"irtion,  which  has  been  carried  out  b}'  the  Aloxite 
impany.    The  brick  was  supplied  l)y  the  Citadel 
llrick  Company,  Quebec,  and  the  National  IJrick  Com- 
lany  of  Laprairie,  Montreal;  drainage  tiles  and  fire- 
l||jricks  for  boilers  by  William  McNally,  Montreal:  and 


cast-iron  water  mains  by  the  Canada  irtjn  Foundries, 
Ltd.,  Montreal. 

The  steel  was  supplied  by  tlie  JIamilton  Uridge 
Works  Company,  Hamilton,  ()nt. 


Great  Activity  in  Vancouver's  Industrial 
Centre — Descriptions  of  New  Plants 

V.\NC0UVP:R'S  latest  industrial  centre  — 
(Iranville  Island — is  teeming  with  activity 
nowadays.  On  this  island,  in  the  heart  of  the 
city,  already  are  situated  the  plants  of  the 
\'ulcan  Iron  Works,  the  Wallace  Foundry  Company, 
Ltd.,  the  Pacific  AVhite  Lead  Company,  Ltd-,  the 
Schaake  Machine  Company,  Ltd.,  the  British  Colum- 
bia Equipment  Company,  and  the  Pacific  Dredging 
Company.  Practically  all  the  lots  are  taken  up,  and 
many  new  industries  plan  to  establish  plants  during 
the  coming  year. 

The  Vulcan  Iron  Works,  whose  plant  was  com- 
pleted a  few  months  ago,  is  already  working  to  full 
capacity.  The  shop  has  an  area  of  220  ft.  by  105  ft., 
and  is  designed  to  handle  the  heaviest  and  largest  boil- 
er and  pipe  work.  It  is  of  post  and  beam  construction, 
on  pile  foundation.  All  the  machinery  is  on  piles.  The 
plant  is  equipped  with  four  travelling  cranes,  and  has 
all  the  latest  and  most  modern  machinery  installed.  It 
is  considered  the  most  up  to  date  (although  not  the 
largest)  jjoiler  and  pipe  plant  on  the  Pacific  Coast, 
(lardiner  tK:  Mercer,  of  Vancouver,  were  the  architects, 
while  l  lodtjson  &  Kin"-  were  the  general  contractors, 
and  C.  H.  E.  "Williams  the  electrical  contractor. 

Shipbuilding  Results  in  Activity 

The  building  of  the  Wallace  P'oundry  Company  is 
designed  as  an  iron  and  brass  foundry,  erected  chiefly 
to  look  after  the  large  ship  and  machinery  orders 
which  have  resulted  from  Vancouver's  growing  ship- 
building industry.  The  building  was  designed  by  Gar- 
diner &  Mercer,  and  is  the  largest  and  most  up-to-date 
foundry  west  of  Winnipeg-  The  building"  has  a  ground 
area  of  200  x  74  ft.,  exclusive  of  the  pattern  shop  and 
offices,  which  are  housed  in  a  separate  building.  It  is 
of  post  and  beam  construction,  and  equipped  to  handle 
the  largest  marine  castings.  It  has  three  large  casting 
pits,  ranging  from  10  x  10  ft.  to  16  x  16  ft.,  and  has 
three  large  coke  ovens  installed.  Two  cupolas — one 
three-ton  and  the  other  five-ton — are  part  of  the  equip- 
ment which  handles  the  steel  work.  The  plant  has  ex- 
cellent railway  and  motor  facilities,  a  railway  spur 
coming  into  the  yard  close  to  the.  cupola  loading  plat- 
form. This  plant  is  also  working  to  capacity,  but  ex- 
periences difficulty  in  securing-  competent  moulders. 
Contractors  for  this  plant  were  Hodgson  &  King,  with 
Mundy  &  Rowland  contracting  for  the  electrical  equip- 
ment. 

The  Pacific  White  Lead  Company  have  erected  on 
Granville  Island  a  new  wihite  lead  corroding  plant, 
which  they  found  necessary  to  meet"  their  increasing 
export  trade.  This  plant  is  housed  in  a  building  150  x 
75  feet,  built  of  interlocking  tile  construction,  cement 
rendered  on  the  outside.  The  floors  are  also  concrete 
and  the  roof  designed  on  the  Howe-truss  principle,  s:i 
as  to  retain  warmth  in  the  building.  Architects,  Gar- 
diner &  Mercer;  general  contractors,  Hodgson  &  King; 
electrical  c(Tntractors,  Cope  &  Son. 

The  plant  of  the  Schaake  Machine  Companv.  Ltd.. 
which  is  stijl  in  course  of  erection,  is  of  the  post  and 
])eani  construction,  of  wood  frame.  It  is  designed  as  a 
machine  shop,  and  has  a  floor  area  of  160  x  65  feet. 
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Bituminous  Surface  Treatments  for  Gravel 
and  Broken  Stone  Roads 

Paper  Presented  to  American  Association  for  Advancement  of  Science 
Discussess  Efficiency  of  the  Application   of   Bituminous  Materials 

 .  ^By  Julius  Adler*.   


A  BOUT  ten  years  ago  the  dual  problem  of  dust 
/%  prevention  and  road  preservation — to  borrow 
^  ^  the  commonly  used  terms — first  assumed  im- 
portance. A  large  mileage  of  hard  surfaced 
roads,  which  had  been  built  and  maintained  according 
to  varying  ideas  and  methods,  were  threatened  with 
destruction ;  and  a  variety  of  bituminous  products,  dif- 
fering widely  in  origin,  consistency  and  behavior,  many 
of  which  have  now  disappeared  entirely  from  the  mar- 
ket, were  applied  in  the  efforts  to  preserve  them.  Prior 
to  that  time  a  good  macadam  road  had  been  defined  as 
one  having  a  smooth,  hard  surface,  furnishing  a  water- 
tight roof  for  the  earth  subgrade  beneath,  and  acting 
as  a  "more  or  less  rigid  stratum  to  distribute  the  con- 
centrated pressure  of  wheel  loads" — in  other  woras,  a 
foundation  and  wearing  surface  in  one.  Under  this 
description,  however,  were  included  many  roads  which 
were  in  no  wise  suited  to  carry  successfully  a  bitumin- 
ous surface  treatment. 

Suitable  Surface  for  Bituminous  Material 

The  present-day  macadam  road  requires  at  least 
equal  rigidity,  and  regularity  of  surface  contour  has 
assumed  even  greater  importance ;  but,  in  addition,  it 
must  meet  the  special  requirement  of  presenting  a  suit- 
able surface  for  the  application  of  a  liquid  bituminous 
material.  For  the  latter  purpose  there  is  fairly  general 
agreement  as  to  the  necssity  for  a  clean  Mosaic  sur- 
face, with  a  maximum  exposed  area  of  tightly  locked, 
coarse  road  metal  and  the  least  possible  part  of  the 
surface  occupied  or  covered  by  screenings,  dust,  or 
other  fine  material.  If  a  graded  aggregate  has  been 
used  in  the  construction  or  resurfacing  of  the  road  it  is 
■essential  that  the  distribution  of  the  different  sizes  shall 
be  uniform,  the  smaller  pieces,  tending  as  nearly  'as 
possible  to  assist  in  locking  the  larger  pieces  and  to  re- 
duce the.  size  of  the  individual  surface  voids  surround- 
ing them,  and  that  there  shall  be  a  complete  absence 
of  "pockets"  of  segregated  small  sizes.  If  this  result  is 
accomplished  successfully  the  bitumen,  after  applica- 
tion, will  have  a  direct  and  approximately  uniform 
anchorage  to  the  surfaces  of  pieces  of  solidly  embedded 
road  metal,  and  the  gaps  between  the  individual  pieces, 
which  must  be  filled  and  spanned  by  the  mixture  of 
bituminous  material  and  mineral  coverings,  will  be  of 
the  least  practicable  size.  Stated  in  other  words,  it 
may  be  said  that  it  is  now  an  established  fact  that  the 
success  of  bituminous  surface  treatments  is  far  more 
dependent  upon  the  condition  of  the  roadway  treated 
than  upon  the  kind  of  bituminous  material  used  or  any 
other  details  in  the  process  of  application. 

Binds  and  Seals  Road  Crust 

.After  making  reasonal)le  allowance  for  availability 
of  bituminous  materials  and  for  all  the  differences  in 
the  climatic  and  traffic  conditions  to  which  the  bitum- 
inous surface  treated  road  will  be  exposed,  it  appears 
that  a  greater  and  desirable  degree  of  uniformity  of 
practice  in  connection  with  this  work  will  be  reached 

'  Knffineer  of  tests,  Pennsylvania  State  Ilighwav  Department. 


only  by  more  careful  enquiry  into  the  real  purposes  of 
bituminous  surface  treatments  leading  to  a  more  gen- 
eral agreement  among  engineers  as  to  general  types, 
materials,  and  methods  to  be  employed  to  meet  similar 
sets  of  conditions.  Bituminous  surface  treatments  at 
first  appear  to  serve  a  number  of  distinct  purposes  in 
the  preservation  of  the  road  surface,  but  upon  analysis 
these  may  be  placed  into  two  classes' — (a)  priming  and 
binding  the  upper  portion  of  the  road  crust;  (b)  sealing 
and  smoothing  the  road  surface. 

The  screenings  or  fine  material  occupying  the  small 
voids  surrounding  the  coarser  pieces  of  aggreg'ate  must 
l)e  saturated  by  th*e  bituminous  material  to  a  degree 
that  the  particles  will  adhere  to  one  another  as  well  as 
to  the  contact  surfaces  of  the  adjacent  road  metal. 
This  should  further  result  in  the  formation  of  an  ir- 
regular, but  continuous,  waterproofing  layer  below  the 
road  surface,  serving  to  intercept  water,  drawn  by 
capillary  attraction  from  the  subgrade.  Contrasted 
with  this,  the  sealing  action  consists  in  the  formation 
of  a  continuous  film  of  bitumen  or  bitumen-coated  par- 
ticles coating  the  exposed  surfaces  of  the  upper  layer 
of  road  metal  and  filling  and  bridging  the  gaps  between 
the  individual  pieces  of  the  latter  with  a  tough,  elastic 
mixture  of  mineral  covering  material  and  bitumen. 
This  seal  coat,  so  long'  as  it  remains  intact,  serves  to 
waterproof  the  road  surface  and  tends  to  produce  a 
generally  smooth  and  slightly  resilient  surface,  lower- 
ing tractive  resistance,  reducing  the  abrasive  and  pick- 
ing action  of  horse-drawn  traffic,  and  offering  more 
eft'ective  resistance  to  the  shearing'  and  displacmg  ac- 
tion of  motor-driven  trafffc. 

Selection  of  Proper  Material 

In  the  selection  of  the  proper  material  for  applica- 
tion to  a  stone  or  gravel  road  these  two  functions 
should  be  weighed  according  to  the  necessities  of  the 
case.  Roads  receiving  their  first  treatment  undoubt- 
edly require  the  priming  action  above  described,  as  the 
first  essential  to  successful  results.  Contrary  to  the 
practice  of  some  localities,  this  would  seem  to  limit 
first  application  materials  to  those  which  are  liquid  at 
normal  air  temperature.  The  full  range  of  products 
which  can  be  applied  successfully  for  this  purpose  is 
not  yet  known,  but  in  a  given  case  the  selection  of  the 
particular  material  to  be  used  should  undoubtedly  be 
influenced  by  the  question  of  whether  the  priming  coat 
will  be  followed  by  the  seal  coat  within  a  period  of  a 
day,  a  month,  or  whether  an  entire  season  would 
elapse.  In  the  latter  case  it  is  obvious  that  a  more 
heavily  bodied  material  would  be  required  than  in  the 
first  instance.  On  the  other  hand,  it  cannot  safely  be 
assumed  that  all  bituminous  materials — regardless  of 
character  or  origin — are  necessarily  of  the  same  value ! 
as  primers  simply  because  they  are  of  approximately 
the  same  liquid  consistency.  Observation  and  experi-i 
euce  have  taught  that  there  is  a  considerable  difference 
in  behavior  in  this  respect;  and,  while  no  specifica-| 
tions  as  yet  attempt  to  cover  definitely  this  particular 
])()int,  it  has  been  suggested  that  a  study  of  the  surface 
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tension  of  different  i^roducts  of  about  the  same  con- 
sistency be  made,  since  this  property  bears  a  direct 
relation  to  the  height  to  which  a  liquid  will  rise  in  a 
capillary  tube,  which  may  also  be  regarded  as  a  mea- 
sure of  its  ability  to  creep  down  into  the  irregular 
capillary  tubes  formed  between  the  fine  particles  of 
mineral  matter  in  a  road  surface. 

Should  Not  Thicken  Too  Rapidly 

In  this  same  connection  it  should  be  remembered 
that  just  as  the  usual  "hot  application"  bituminous 
material  is  liquid  only  so  long  as  its  retains  its  heat, 
similarly  many  products  which  are  liquid  at  normal 
temperature  may  remain  so  only  so  long  as  they  retam 
their  volatile  constituents.  If  the  latter  are  lost  too 
quickly,  the  bituminous  material  will  thicken  so  rapidly 
as  to  fail  to  serve  its  purpose  as  a  primer.  If,  as  is  fre- 
quently the  case,  a  bituminous  material  for  first  appli- 
cation must  serve  not  only  as  a  primer,  but  also  pro- 
vide sufficient  surface  sealing  so  that  the  road  may 
safely  carry  a  season's  traffic,  the  most  desirable  pro- 
duct is  that  which  is  so  constituted  that,  while  not 
changing  in  consistency  too  rapidly  upon  exposure  to 
the  air,  it  will  nevertheless  leave  a  residue  of  heavier 
consistency  on  the  road  surface  to  serve  as  a  cement- 
ing material  for  a  partial  seal  coat. 

Considering  the  second'case,  if  the  bituminous  ma- 
terial is  to  serve  almost  entirely  in  the  production  or 
(maintenance  of  a  seal  coat,  the  character  of  .the  resi- 
dual bituminous  material  finally  left  on  the  road  sur- 
face is  the  most  important  factor  to  be  considered.  In 
so  far  as  consistency  at  the  time  of  application  is  con- 
cerned, the  necessity  for  a  material  that  is  liquid  at 
ordinary  air  temperature  is  largely  removed,  since  no 
ipriming  or  penetrating  qualities  are  required.  There 
is,  however,  a  greater  assurance  of  a  complete  union 
ibetween  the  old  and  newly-applied  material,  and  of  an 
ienlivening  of  the  former  (in  the  case  of  roads  which 
have  been  treated  in  previous  seasons)  with  the  use  of 
this  class  of  material.  If  a  liquid  material  is  to  be 
kised  for  this  purpose,  it  becomes  quite  important, 
Ifrom  the  standpoint  of  the  convenience  of  the  traveling 
'public,  that  it  should  contain  a  considerable  percent- 
age of  volatile  material,  since  a  product  of  the  reverse 
character,  placed  and  held  on  the  surface  of  a  fairly 
impervious  road,  creates  a  slippery  and  unsafe  condi- 
tion, which  requires  excessive  time  for  correction  be- 
jCause  of  its  slow  volatilization. 

I  These  considerations  indicate  that  a  given  liquid 
bituminous  product  can  hardly  be  equally  suitable  for 
luse  both  as  priming  and  sealing  material.  Whether 
^  hot  or  cold  application  material  is  used  in  seal  coat, 
jpr  retreatment  work,  the  essential  point  is  that  the 
[original  bituminous  material,  or  the  final  residue  from 
t,  shall  be  of  the  proper  consistency,  pliable  and  elas- 
ic,  and  retain  these  properties  under  temperature 
,:hanges,  aging,  and  exposure  to  traffic  and  atmos- 
pheric agencies. 

Influence  of  Road  Metal  on  Success  of  Treatment 

The  influence  of  the  character  or  quality  of  the  road 
iit'tal  on  the  success  of  bituminous  surface  treatments 
-  still  an  uncertain  factor.  Material  of  an  argillaceous 
haracter — that  is,  argillaceous  sandstone  or  lime- 
•lone,  slates,  and  argyllite — and  bank  gravel  with  a 
iiL;h  clay  content,  have  been  noted  to  affect  the  results 
diversely.  This  may  be  due  largely  to  the  usual 
■sence  of  earthly  or  shaley  material  in  the  screen- 
's used  in  bonding-  the  road,  and  again  to  the  smooth, 
nghly  polished  surfaces  of  the  fragments  of  some  of 


these  varities  of  rock.  Hard,  crystalline,  metamor- 
phic  rocks,  of  the  general  character  of  gneiss,  are  dif- 
ficult to  bond  with  their  own  screenings,  and  are  slow 
in  forming  a  solid,  impervious  crust.  The  road  sur- 
face frequently  ravels  in  spots  under  traffic  before  the 
first  bituminous  application  is  made,  thus  interfering 
with  the  complete  success  of  the  treatment.  Occa- 
sional instances  have  also  been  noted  of  stone  so  soft 
as  to  be  crushed  by  the  weight  of  traffic  beneath  the 
bituminous  seal,  causing  a  local  breaking  up  of  the 
bituminous  seal.  In  general,  however,  the  require- 
ments for  stone  for  surfaces  intended  to  receive  bitum- 
inous treatments  are  less  exacting  than  in  the  case  of 
waterbound  macadam,  and  a  hard  limestone  may  be 
used  with  the  same  bituminous  material  and  under 
almost  as  severe  traffic  conditions,  and  give  as  suc- 
cessful results  as  trap  rock- 
Surface  Treatments  Mere  Films  at  First 

The  completed  surface  treatment  is  immediately 
subjected  to  the  destructive  influence  of  traffic,  atmos- 
pheric, and  climatic  agencies.  As  regards  traffic,  it  is 
evident  that  the  life  and  completeness  of  the  bitumin- 
ous seal  depends  directly  upon  the  ability  of  the  under- 
lying road  crust  to  furnish  complete  and  uniform  sup- 
port. Surface  treatments  for  at  least  the  first  few 
years  of  their  application  can  scarcely  be  regarded  as 
more  than  films;  and,  however  perfect  or  elastic  this 
film  may  be,  it  is  questionable,  in  view  of  its  small 
depth  and  the  impact  which  must  be  transmitted  to 
the  piece  of  road  metal  beneath,  whether  it  can  reason- 
ably be  expected  to  withstand  the  pounding-  of  the 
hoofs  and  wheels  of  heavy  horse-drawn  traffic  or  the 
shearing  action  of  heavily-laden  solid-tired  trucks, 
especially  when  acting  in  the  presence  of  a  coating  of 
mud  or  melting  snow  or  ice  on  the  road  surface.  In 
this  connection  excellent  examples  of  bituminous  sur- 
face treated  roads  in  suburban  sections  of  cities  in 
which  a  real  estate  development  unexpectedly  begins 
have  l)een  seen  to  deteriorate  rapidly ;  while,  on  the 
other  hand,  inferior  roads  in  localities  where  the  sur- 
face is  blanketed  with  snow  or  ice,  which  remains  from 
the  early  part  of  the  winter  to  the  final  spring  thaw, 
are  found  to  be  preserved  in  excellent  condition. 

It  Avill  always  be  difficult  to  define  the  exact  locali- 
ties in  which  bituminous  surface-treated  roads  can  be 
relied  upon  to  meet  all  requirements  because  of  the 
uncertainty  of  changes  in  the  amount  and  character  of 
traffic  resulting  from  tmexpected  developments  in  in- 
dustrial operations  of  all  sorts,  as  vvell  as  temporary 
severe  increases  resulting  from  a  condition  such  as 
ipreviously  mentioned.  On  the  other  hand,  systemati- 
cally maintained  bituminous  treated  roads  have  been 
found  to  be  an  entire  success  under  the  conditions  for 
which  they  were  originally  designed — that  is,  for  large 
amounts  of  motor  traffic.  In  an  analysis  of  the  cost  of 
such  roads  in  Maryland  in  1917,  Mr.  H.  G.  Shirley  has 
shown  that  the  annual  maintenance  cost  per  mile  of 
bituminous  surface  treated  roads  divided  by  the  annual 
tonnage  passing  over  the  road  is  less  for  main  auto- 
mobile traffic  routes  than  for  any  other  set  of  traffic 
conditions.  Experience  up  to  date  may  be  said  to  have 
demonstrated  that  in  so  far  as  traffic  is  concerned  the 
well-built  bituminous  surface  treated  road  will  give 
satisfactory  service  in  many  localities  where  there  is 
reasonable  assurance  of  a  continuance  of  a  preponder- 
ance of  pneumatic-tilled  motor  traffic  with  lesser 
amounts  of  solid-tired  motor  and  hea\-y  horse-drawn 
traffic. 

As  regards  climatic  conditions,  it  has  already  been 
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;ugge.<ted  that  roiu\>  of  this  type  built  and  maintained 
by"  similar  methods  apparently  encoimter  the  most  ad- 
verse condition  when  exiposed  to  a  winter  climate 
which  includes  alternate  freezing  and  thawing-  coupled 
with  the  maintenance  of  traffic  over  the  road  through- 
out the  winter  and  early  spring-  season;  while  the  re- 
verse conditit)n  may  act  as  an  actual  preservative  of  a 
bituminous  surface  treatment. 

All  bituminous  materials  will  deteriorate  to  some 
degree  on  exposure  to  the  air  and  weather.  Well- 
drained  macadam  road  crusts  'having-  a  complete  bit- 
uminous seal  have  been  found  to  contain  a  very  appre- 
ciable amount  of  moisture  during-  the  early  spring, 
drawn  undoubtedly  from  the  sub-grade  and  adjacent 
earth  shoulders.  This  moisture  in  the  body  of  the 
road,  under  freezing  temperature,  does  more  damage 
to  bitumiinous  surface  films  than  any  other  natural 
agency,  especially  in  the  case  of  roads  which,  as  a  re- 
sult of  careless  construction,  etc,  do  not  conform  to 
some  of  the  requireinents  ipreviously  described.  As  a 
further  illustration  of  the  importance  of  frost  action, 
it  is  reported  that  in  extreme  southern  states  it  is  pos- 
sible to  maintain  bituminous  treated  gravel  roads  as  a 
permanent  form  of  construction,  in  so  far,  of  course, 
as  this  type  can  be  called  permanent ;-  while  in  certain 
New  England  states,  even  with  careful  iattention  to 
drainage,  it  is  found  impossilile  to  hold  the  impervious 
bituminous  surface  on  gravel  roads  subjected  to  the 
heaviu"-  and  consequent  settling  of  the  spring  break- 
up. There  is  no  assurance,  of  course,  that  the  gravel 
in  the  two  cases  is  of  equal  quality,  but  all  indications 
point  to  this  as  an  illustration  of  the  limitations  im- 
posed by  climatic  conditions  upon  the  possible  success 
of  this  type  of  construction. 

Repeated  Applications 

Assuming  that  traffic  and  climatic  conditions  are 
reasonably  favorable  to  this  class  of  work,  it  still  re- 
mains to  be  determined  what  are  its  further  limita- 
tions. Improved  rnethods  of  construction,  more  at- 
tention to  details  in  the  construction  of  road  and  better 
selection  and  application  of  bituminous  materials,  on 
the  one  hand,  may  to  some  degree  widen  even  its  pres- 
ent range  of  usefulness.  Repeated  annual  treatments, 
however,  introduce  problems  which  are  not*  yet  entirely 
soh-ed.  More  or  less  heavy,  unstal^le  carpets  of  bitum- 
inous material  produced  during  some  of  the  early 
stages  of  this  work  proved  entirely  unsuccessful.  Suc- 
cessive applications  (varying  very  C(jnsiderably  with 
the  kinds  of  material  used  and  the  nature  of  the  traffic 
over  the  road)  show  indications  of  producing  a  similar 
condition  only  modified  by  the  facts  that  the  general 
character  of  the  materials  in  use  is  now  more  suitable 
than  some  of  the  early  ones,  and  that  the  production 
of  a  carpet  by  a  succession  of  thin  layers  thoroughly 
tniitcd,  and  ha\ing  good  adhesion  to  the  surface  i)e- 
neath.  is  more  apt  to  produce  a  stable  combination. 
On  the  other  hand,  attempts  to  resurface  old  macadam 
roads  with  bituminous  concrete  mixttu'es,  even  where 
the  mineral  aggregate  is  scientifically  graded  and  the 
bitumen  of  selected  consistency  and  quality  have  been 
found  not  to  meet  with  unfailing  success  and  there  is 
a|j])arently  no  good  reason  to  believe  that  superior  re- 
sults should  be  exi)ected  from  the  type  of  construc- 
tion imder  discussiou. 

P'roni  an  economic  standpoint,  it  may,  under  S(jme 
'  conditions,  be  demonstrated  that  there  is  a  i)ossil)le 
saving  in  llic  cnn^tnu-tion,  nv  more  fre(|uenllv  the  re- 
sin-facing, of  an  cxisiing  macadam  road,  if  maintained 
]>y  systematic  surface  treatments,  as  compare!  to  the 


construction  of  one  of  the  highernpriced  and  so-called 
permanent  types  of  surfaces.  Generally  speaking, 
however,  it  will  be  found  that  the  combined  cost  of  an 
annual  bituminous  treatment  with  the  caretaker  or 
patrol  system,  totalling  from  $500  to  as  high  as  $1,000 
per  mile  of  16  ft.  roadway,  represents  an  annual  charge 
in  excess  of  the  maintenance,  interest  on  the  difference 
in  first  cost,  and  depreciation  on  a  road  of  greater  ini- 
tial cost.  Consequently,  the  most  apparent  recom- 
mendation for  the  bituminous  treated  road  lies  in  its 
relatively  low  first  cost,  making  possible  a  larger  total 
mileage  with  the  same  outlay. 

Present  ho)pes  for  enlarging  the  field  of  success  and 
usefulness  of  this  type  of  work  lie  in  the  more  careful 
construction  of  the  original  road,  more  scientific  selec- 
tion of  bituminous  materials  so  as  best  to  serve  the 
two  functions  considered  as  necessary,  and  the  adop- 
tion of  systematic  and  continuous  maintenance,  so  that 
it  may  become  possible  to  preserve  at  least  a  consider- 
able proportion  of  these  roads  in  satisfactory  condition, 
Avith  fewer  than  annual  complete  retreatments  and  at 
a  consequent  lower  annual  maintenance  cost. 


Female  Labor  Proving  Success 

Employment  of  Women  Helps  to  Solve 
Labor  Shortage  Problem  -Experience 
of  Two  Canadian  Shops 


W 


'OMEN  by  proving  a  success  in  the  machine 
shops  of  this  country  have  largely  solved 
one  labor-shortage  problem.  In  machine 
and  inspection  operations,  heretofore  con- 
sidered altogether  man's  work,  female  labor  has  shown 
itself  efficient  and  capable.  A  large  number  of  the 
munition  shops  throughout  Canada  find  places  for 
thousands  of  women  on  work  requiring  both  skill  and 
speed.  While  female  operators  are,  on  the  whole, 
proving  successful,  it  is  only  when  vital  considerations 
are  recognized  that  this  holds  true.  Careful  attention 
to  various  psychological  peculiarities  of  women,  for 
example,  is  required  if  the  greatest  benefit  is  to  be 
derived  from  their  employment  in  large  numbers.  At 
the  recent  annual  meeting  of  the  American  Society 
of  Mechanical  Engineers,  many  manufacturing  con- 
cerns of  this  country  and  the  United  States  reported 
their  experiences,  with  results  generally  in  favor  of 
women  employees.  The  experience  gained  by  these 
concerns  is  typified  in  a  report  made  by  J.  W.  Upp, 
of  the  General  Electric  Company,  Schenectady,  N.Y., 
which  is  reviewed  in  the  following  paragraphs : 

Successfully  Employed  in  Electrical  Shops 

"W e  have  foimd  women,  under  proper  conditions 
and  with  proper  training,  almost,  if  not  quite,  the  equal 
of  men.  We  have  been  much  siu'prised  at  woman's 
strength  and  endurance  and  are  now  willing  and  ready 
to  assign  her  the  duties  which  were  recently  assumed 
to  be  entirely  beyond  her  ability.  She  is  remarkably 
(|uick  to  learn.  We  have  found,  however,  that  it  is 
necessary  to  recognize  some  fundamental  difficulties 
if  women  are  employed  in  these  unusual  occupations. 
In  considering  her  ability  to  withstand  successfully 
work  in  the  factory,  it  should  be  remembered  that  she 
is  not  so  strongly  built  as  man,  that  she  is  not  .so  tall, 
that  her  reach  is  not  so  great,  that  she  cannot  stanifl 
so  long,  that  she  is  unsuitable  for  lifting  and  carrying 
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of  heavy  weights,  and  that  she  must  have  a  great  many 
conveniences  which  men  do  not  require. 

"We  had  a  smaller  percentage  of  failures  when  our 
women  employees  came  from  the  industrial  walks  of 
life ;  that  is,  from  families  in  which  husband,  brother 
or  father  was  a  mechanic.  The  women  then  under- 
'.stood  many  of  the  machine  operations.  If  we  drew 
our  prospective  employees  from  those  walks  of  life 
where  the  men  of  the  families  were  engaged  as  book- 
. keepers,  clerks  or  in  similar  work,  the  women  had  to 
receive  much  more  instruction  and  they  were  more 
easily  discouraged. 

"It  has  been  necessary  to  supervise  and  inspect 
more  closely  the  work  turned  out  by  the  women  than 
by  our  regular  run  of  men  employees ;  for  few  wo- 
men have  any  conception  of  the  importance  of  di- 
mensions or  any  judgment  as  to  mechanical  strength 
or  requirements.  You  can  be  sure,  however,  that  once 
a  woman  employee  is  taught  how  to  use  a  gauge  or 
learns  what  constitutes  satisfactory  work,  the  good 
work  produced  in  the  afternoon  will  be  exactly  the 
same  as  that  produced  in  the  morning".  The  judgment 
which  is  frequently  so  disastrous  on  the  part  of  our 
men  employees  will  not  enter  into  the  work  of  the 
women  operatives. 

"Machines  must  be.  somewhat  more  carefully 
guarded  if  women  are  to  operate  them,  than  if  men 
were  doing  the  work.  In  general,  safety  for  women 
who  we.ar  proper  shop  clothes  is  provided  by  the  same 
safeguards  as  for  men,  except  that  with  wire  guards  it 
is  necessary  to  make  the  mesh  smaller  so  that  the  hair 
cannot  get  through,  and  to  place  guards  farther  from 
the  moving  parts. 

"In  all  classes  of  factory  operations,  women  are 
more-  attentive  to  their  work  than  men.  They  are 
more  prompt,  observe  factory  regulations  in  a  better 
manner,  and  in  general  are  neater  about  their  work, 
but  we  have  not  been  able  to  impress  them  with  the 
importance  of  being"  on  hand  ever}'-  day.  Our  record  of 
absentees  of  women  is,  as  a  rule,  about  20  per  cent, 
greater  than  among  men." 

Psychological  Peculiarities  of  Women 

There  are  certain  psychological  peculiarities  of 
female  labor  which  affect  their  work  and  which  must 
be  taken  into  consideration.  The  temperament  of  wo- 
men makes  them  acutely  sensitive  to  colors,  neatness 
and  cleanliness,  and  harmony  in  these  features  must 
be  maintained  in  the  factory  and  its  equipment  if  it 
is  desired  to  circumvent  discontent.  The  matter  of 
clothes  also  calls  for  careful  treatment  in  order  that 
I  the  clothes-consciousness  of  women  may  be  success- 
'  fully  abated." 

The  question  of  pay  is  a  perplexing  problem  and 
one  which  must  be  settled  locally.  The  report  by  Mr. 
C.  B.  Lord,  of  the  Wagner  Electric  Mfg.  Co.,  states: 
"Woman  is  not  as  strong  as  a  man  but  is  more  dexter- 
ous ;  she  has  not  the  reasoning  power  of  a  man,  but 
has  a  quicker  mind.  Where  either  of  these  attributes 
adds  to  her  ability  she  should  reap  the  advantage. 
Where  piece  rates  are  set  they  should  apply  equally 
to  both  sexes,  but  when  I  am  asked,  'Should  she  receive 
equal  hourly  compensation  with  a  man?'  I  must  ans- 
wer, 'No,'  but  she  should  receive  as  much  or  more  than 
a  good-sized  boy." 

Among  the  large  Canadian  concerns  that  have  suc- 
cessfully employed  women,  are  the  Ross  Rifle  Co.,  in 
Quebec,  and  the  Canadian  Fairbanks-Morse  Co.,  Ltd., 
Toronto.  At  the  former  plant  there  are  three  women 
experts  in  rifling  that  set  their  own  machines,  grind 


their  own  cutters  and  give  an  output  in  cjuantity  and 
quality  as  high  as  exjjcrt  riflers. 

The  system  in  v(jgue  at  the  Canadian  l<"airl;anks- 
Morse  Company's  plant  is  reported  as  follows  by  P. 
C.  Brooks : 

Time  Schedule  at  Fairbanks-Morse  Plant 

"In  order  to  get  continuous  and  sustained  effort 
from  the  women,  we  arranged  our  work  on  a  six-hour 
continuous  basis,  which  is  as  long  a  period  of  time  as 
anyone  can  work  without  stopping  to  eat  or  rest.  There 
was  no  intermission  between  shifts  and  there  was  no 
general  change  of  shifts  at  any  hour.  Each  machine 
had  its  operating  hours  designated  on  the  sign  over 
the  machine  and  the  four  women  employees  who  work- 
ed during  the  24  hours,  knew  at  what  time  they  were 
to  report  to  keep  this  machine  going.  This  scheme 
was  coupled  with  an  arrangement  at  the  time  office 
for  a  reserve  force  of  women,  so  that  the  machines 
were  kept  in  operation  at  all  times  seven  days  a  week 

"We  gained  a  large  advantage  by  not  having  the 
usual  loss  of  time  in  a  general  change  of  shifts  at  a 
given  hour.  We  had  women  coming  in  and  going 
out  every  hour  in  the  twenty-four.  We  employed 
about  1,500  under  these  conditions.  Over  certain  per- 
iods the  number  of  women  who  were  discharged  or 
quit  was  just  one-half  the  percentage  of  men  who  left 
our  service  under  sii-nilar  conditions. 

"Our  experience  proved  to  us  that  we  oljtained  50 
per  cent,  more  general  intelligence  from  women,  more 
punctuality  and  loyalty,  more  consistent  effort  and  les." 
trifling,  and  as  to  quantity  and  quality  of  workman- 
ship, after  some  experience  and  under  the  same  con- 
ditions, they  were  fully  equal  to  men  in  every  respect." 


Plastic  Cement  Resists  Locomotive  Blast 

PLASTIC  material  to  protect  the  undersides  of 
bridge  floors  from  the  blasts  and  gases  from  the 
smokestacks  of  locomotives  is  being  tested  on 
the  Atchison,  Topeka  and  Santa  Fe  Railway,  as 
a  substitute  for  the  hard  and  dense  materials  usually 
used  for  this  purpose.  The  material  is  Toch  Brothers' 
self-healing  bridge  cement,  which  has  been  used  espe- 
cially for  the  waterproofing  of  bridge  decks.  It  gets  its 
name  from  the  fact  that  if  the  coating  is  cut  or  torn  the 
cut  is  closed  or  sealed  automatically  by  the  flow  or 
creeping  of  the  cement.  It  is  a  viscous  material  that 
does  not  harden.  It  will  not  flow  in  hot  weather,  and 
retains  its  elasticity  even  at  very  low  tmperatures.  A 
coat  of  this  material  is  brushed  upon  the  concrete  or 
other  surface"  for  a  suitable  width  over  the  centre  of  the 
track.  It  is  not  aft'ected  by  the  heat  of  the  exhaust,  and 
sparks  and  cinders  become  emibedded  in  it.  \\'hen  this 
coat  is  well  filled,  a  second  application  is  made  on  the 
rough  surface,  the  operation  being  repeated  until  a 
coating  about  1  in.  thick  has  been  built  up. 


Toronto  G.  S.  G.  E.  Elections 

The  annual  meetiuL^-  of  the  Toronto  branch  of  the 
Canadian  Society  of  Civil  Engineers  was  held  on  the 
evening  of  the  16th,  at  the  Engineers'  Club.  The  offi- 
cers elected  for  the  }  ear  1918  are  as  follo'ws :  Chairman. 
Prof.  Peter  ( lillespie ;  secretary-treasurer,  George  Ho- 
garth ;  executive  committee,  J.  R.  W.  Ambrose,  Willis 
Chapman,  E.  L.  Cousins.  Prof.  Haultain,  E.  G.  Hew- 
son,  R.  ( ).  \\  ynne-R()1)erts.  Committee  reports  for  ihc 
past  \-car  were  submitted  at  the  meeting"  and  tiic  gen- 
eral business  of  the  branch  was  transacted. 
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Committee  Reports  of  Canadian  Society 

Presented  at  Annual  Meeting — Report  of  Council,  Financial 
Statement  and   New   Steel   Highway  Bridge  Specifications 


The  annual  meeting  of  the  Canadian  Society  of  Civil  En- 
gineers is  being  held  this  week  in  Montreal.  Probably  the 
most  important  item  to  come  up  for  consideration  was  the 
change  in  name  to  "The  Engineering  Institute  of  Canada." 
Under  the  new  name  the  scope  of  this  organization  will  be 
enlarged  so  as  to  embrace  all  the  different  sections  of  the 
professioh — civil,  electrical,  mechanical,  mining,  and  chemical. 
From  the  president's  report  we  quote  the  following  interest- 
ing items: 

Report  of  Council  for  the  Year  1917 

.\11  recommendations  of  the  Committee  on  Society  Af- 
fairs adopted  at  the  last  annual  meeting  have  been  either  car- 
ried into  efYect  or  are  in  course  of  arrangement,  the  most 
important  item  being  that  a  secretary  has  been  secured  to 
devote  all  his  time  to  the  society. 

Of  the  greatest  importance  to  the  welfare  of  the  society 
is  the  report  of  the  Committee  on  Society  Af?airs,  presented 
to  council  on  October  31,  embracing  a  proposed  revision  of 
the  by-laws  and  a  suggestion  to  change  the  name  of  the 
society  to  "The  Engineering  Institute  of  Canada."  The  pro- 
posed by-laws  were  approved  by  council  and  submitted  to  the 
membership  for  a  vote,  as  was  also  done  in  connection  with 
changing  the  name,  with  a  view  to  a  final  decision  being  made 
at  the  annual  meeting. 

The  suggestion  of  the  president  that  an  executive  com- 
mittee of  the  council  be  formed  was  carried  into  effect,  and 
this  committee,  consisting  of  the  president,  the  local  vice- 
presidents,  and  the  chairmen  of  the  committees  of  council, 
handled  a  large  part  of  the  detail,  the  results  of  these  com- 
mittee meetings  being  submitted  to  council  in  the  form  of  a 
series  of  recommendations  from  the  executive. 

Activities  of  Legislative  Committee 

A  legislative  committee  was  appointed  to  look  after  all 
legislative  matters  affecting  engineers,  consisting  of  three 
members  of  council,  through  whom  three  memtfers  of  each 
branch  co-operated.  The  Legislative  Committee's  report  to 
council  has  shown  that  this  departure  was  an  important  de- 
velopment in  its  relation  to  the  society's  future. 

Having  in  mind  more  effective  co-operation  between 
headquarters  and  the  branches,  the  secretary  was  instructed 
to  visit  the  Western  branches  during  the  summer,  and  on  his 
return  it  was  decided  that  he  should  visit  each  at  least  once  a 
year,  with  a  view  to  being  of  the  greatest  possible  assistance, 
the  welfare  of  the  branches  having  been  the  subject  of  con- 
siderable attention  on  the  part  of  council  during  the  past 
year. 

The  council  acknowledges  with  sincere  appreciation  the 
hearty  co-operation  of  the  officers  of  the  branches  in  assist- 
ing the  Finance  Committee  in  the  collection  of  arrears  of 
dues;  and  conveys  thanks  to  the  Papers  and  Meetings  Com- 
mittee and  the  Publications  Committee  on  their  activities  in 
having  all  back  transactions  and  publications  of  the  society 
issued  before  the  fall  session;  the  Finance  Committee  for  the 
time  and  efforts  spent  in  the  collection  of  dues  and  arrears; 
and  the  Board  of  Examiners  and  Education  for  their  active 
support  in  dealing  witli  the  educational  requirements  of  ap- 
plicants for  admission. 

The  importance  of  the  Maritime  Provinces  as  centres  of 
engineering  activity  has  liecn  considered  and  the  initial  steps 
taken  towards  the  establishing  of  branphes  there,  it  being  in- 


tended that  immediately  after  the  annual  meeting  the  arrange- 
ments already  instituted  will  be  successfully  completed. 

Unveiling  of  Honor  Roll 

Recognition  of  the  great  part  members  of  this  society 
are  playing  in  the  world  war  has  been  exemplified  in  the  pre- 
paration and  completion  of  an  honor  roll  containing  eight 
hundred  and  fifty-nine  (859)  names,  all  of  whom  have  sacri- 
ficed much  and  many  of  whom  have  sacrificed  all  for  the 
world's  civilization.  The  unveiling  of  this  honor  roll  will  be 
made  a  prominent  feature  of  the  annual  meeting.  As  a  fur- 
ther evidence  of  recognition  of  the  men  on  the  honor  roll, 
council  authorized  the  raising  of  a  tobacco  fund  to  provide  a 
remembrance  at  Christmas  time  to  each  of  the  men  at  the 
front,  and  the  response  met  with  both  from  the  branches  and 
the  membership  at  large  showed  the  keen  interest  taken  in 
this  fund.  Tobacco  and  cigarettes  have  been  sent  to  all  whose 
addresses  are  known. 

A  committee  has  been  appointed  to  report  on  a  form  pro- 
posed to  be  sent  to  the  membership  in  order  to  have  on  file 
at  headquarters  a  complete  and  up-to-date  record  of  the  pro- 
fessional career  of  each  member,  in  order  that  the  society 
may  be  in  a  better  position  to  be  of  service  to  the  individual. 

Following  the  newly-adopted  policy  of  the  society  to 
engage  in  useful  public  service,  the  decision  of  the  council  to 
co-operate  with  the  Honorary  Advisory  Council  for  Scientific 
and  Industrial  Research  resulted  in  the  memibership  at  large 
taking  an  active  part  in  assisting  the  Research  Council  to  dis- 
tribute an  industrial  questionnaire,  the  major  portion  of  the 
detail  for  Montreal  and  Quebec  being  handled  from  head- 
quarters office. 

Fraternal  Relations  With  Other  Organizations 

The  spirit  of  closer  affiliation  with  other  organizations 
has  been  exemplified  in  the  invitation  from  the  Institution  of 
Civil  Engineers  extending  to  members  the  use  of  the  institu- . 
tion's  library  and  reading  rooms,  and  a  cordial  resolution  of  . 
the  Board  of  Directors  of  the  American  Society  of  Civil  En- 
gineers, placing  the  privileges  of  their  house  at  the  disposal 
of  members  of  this  society  and  suggesting  co-operation  and 
joint  meetings  to  discuss  matters  of  mutual  interest.  These 
illustrate  the  greater  fraternity  of  spirit  that  is  developing  in 
the  engineering  profession. 

The  completion  of  the  Quebec  Bridge  during  the  past 
year— erected  from  designs  and  constructed  under  the  direc- 
tion of  members  of  this  society,  is  an  achievement  worthy  of  . 
a  permanent  place  in  the  society's  annals,  and  it  is  intended 
to  place  at  headquarters  a  memorial  commemorating  this 
event. 

It  is  with  deep  regret  that  council  records  the  death  of 
the  late  secretary.  Professor  C.  H.  McLeod,  who  for  twenty- 
five  years,  as  secretary  and  member  of  council,  took  a  leading 
part  in  the  direction  and  development  of  this  organization, 
and  whose  sudden  passing  is  a  real  loss  to  the  society  and  the 
engineering  profession. 

Finances 

The  financial  statement,  of  the  secretary  showed  an  ex-' 
cess  of  receipts  over  expenditures  for  the  year  of  .$486.70. 
The  iMnance  Committee  also  reported  as  follows: 

I.  Arrears  Collected — In  spite  of  greater  exertions,  ar£ 
IJractically  the  same  as  for  the  two  previous  years,  indicating' 
llial  most  of  the  cream  has  been  extracted. 

:i.  Current  Fees  Collected — Shows  recovery,  in  spite  of 
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war  and  consequent  remission  of  fees  to  active  service  mem- 
bers. 

3  Entrance  Fees — Have  increased  in  a  gratifying  way 
over  those  of  other  war  years. 

4.  Salaries  and  Wages — Have  been  increased,  due  to  the 
appointment  of  a  permanent  secretary  and  the  greater  activi- 
ties of  the  society  during  the  past  year. 

5.  It  will  be  noted  that  the  branches  have  secured  a  con- 
siderable increase  in  rebates. 

6.  In  spite,  however,  of  the  absence  at  the  front  of  over 
S50  members,  whose  fees  would  total  about  $6,000,  and  of  in- 
creased salaries,  the  society  is  in  a  position  to  show  a  small 
excess  of  receipts,  which  should  increase  next  year  when  the 
effects  of  new  activities  become  evident. 

New  Highway  Bridge  Specifications 

The  Committee  on  Steel  Bridge  Specifications  of  the 
Canadian  Society  of  Civil  Engineers  presented  its  report  em- 
bodying general  specifications  for  steel  highway  bridges.  The 
formulation  of  these  has  been  under  way  for  some  time,  and 
during  the  past  year  the  discussion  regarding  them  has  been 


continued  and  a  specification  for  movable  bridges  added.  The 
specification  which  has  been  finally  drafted  applies  to  steel 
highway  bridges,  including  those  carrying  electric  street  cars 
in  addition  to  the  regular  highway  traffic.  Bridges  for  elec- 
tric railway  traffic  only,  or  for  traffic  which  includes  heavily- 
loaded  freight  cars,  are  to  be  designed  under  the  general 
specification  for  steel  railway  bridges.  The  highway  bridge 
specification  has  Ijeen  prepared  with  a  view  to  their  general 
adoption  throughout  Canada.  Provision  is  made  for  four 
classes  of  bridges — (a)  those  in  the  manufacturing  districts 
of  cities  and  large  towns,  subject  to  heavy  concentrated  load- 
ing; (b)  those  in  residential  districts  of  cities  and  large 
towns;  (c)  those  on  country  highways  and  in  small  towns 
and  villages;  (b)  those  in  remote  or  mountainous  districts 
difficult  of  access,  and  where  the  first  cost  is  the  most  im- 
portant consideration. 

In  the  Contract  Record  of  January  31,  1917,  the  work  of 
the  Committee  on  Bridge  Specifications,  up  to  the  time  of  the 
last  annual  meeting,  was  outlined,  and  the  issue  of  December 
13,  1916,  contained  comprehensive  proposals,  drawn  up  by 
Mr.  Pratley,  which  were  considered  in  the  final  draft  of  the 
committee. 


TheWorld'sLargestSimpleTrussBridge 

Important  Problem  in  Designing  720  ft.  Span  was  to  Keep  Weight 
Down   to   a   Minimum   by   Special   Details    and    Silicon  Steel 


T 


ft. 


HE  largest  simple  truss  bridge  span  in  the  world 
is  the  main  channel  span  of  the  Ohio  River 
bridge  at  Metropolis,  111.,  U.S.A.,  which,  being 
720  ft.  in  length,  exceeds  the  next  largest  by  52 
The  Ohio  River  is  crossed  at  Metropolis  by  a  5,700 


girder 


ap- 


ft.  bridge,  comprising  trestle  and  plate 
preaches,  one  deck  truss  span  and  six  through  truss 
spans.  The  length  of  the  main  span  crossing  the  chan- 
nel was  determined  by  the  War  Department's  require- 
ment for  a  700  ft.  channel  width.  For  such  a  length 
the  cantilever  type  of  bridge  has  heretofore  been  re- 
garded as  standard.  The  engineers  of  the  Chicago, 
BurUngton,  and  Quincy  Railroad,  for  which  company 
the  bridge  was  built,  believed,  however,  that  'there  were 
favorable  possibilities  in  a  simple  truss  span  providing 
that  steel  of  higher  quality  than  ordinary  60,000-pound 
bridge  steel  was  used. 

As  this  is  a  record-breaking  simple  truss  span,  its 
design  naturally  constituted  an  engineering  problem  of 


The  largest  simple  truss  span  in  the  world. 


first  magnitude-  In  this  case  eight  years'  planning 
formed  the  background  for  the  final  design.  The  Engi- 
neering News-Record  gives  a  sketch  of  some  of  the  de- 
termining ideas  in  the  design  of  this  span,  and  as  the 
study  of  these  is  important  to  the  bridge  constructor, 
the  following  notes  will  be  of  interest : 

It  has  been  believed  by  some  that  a  simple  span  of 
this  length  would  be  virtually  impossible  to  build  of 
60,000-pound  steel.  This  is  not  the  case,  though  the 
difficulties  of  design  would  have  been  very  seriously 
increased,  especially  as  to  sizes  of  members  and  joint- 
packing.  The  fact  remains  that  special  steel  was  con- 
templated from  the  first,  on  the  ground  that  in  this 
range  of  magnitude  of  span  it  secures  economy  of  total 
cost  by  reducing  the  dead  weight  to  be  carried. 

Cantilever  vs.  Simple  Span 

Several  of  the  engineers  advised  a  cantilever  span. 
Comparison  of  a  simple  span  with  a  cantilever  design 
was  made,  and  the  latter  showed  materially  lower  cost, 
despite  the  reduced  opportunity  for  using  eyebars.  The 
advantage  of  safety  in  erection,  by  dispensing  with 
falsework,  weighed  even  more  heavily  in  favor  of  the 
cantilever.  Experienced  bridge  erectors  say  that  erect- 
ing so  large  a  span  on  falsework  in  the  uncertain  flow 
conditions  of  the  Ohio  is  inevitably  hazardous.  The 
contractors  for  the  bridge  were  distinctly  relieved 
when,  after  remarkably  rapid  and  smooth  erection, 
thev  closed  and  swung  the  big  span  (last  December) 
with  out  high-water  troubles. 

Mr.  Cartlidge,  chief  engineer  of  the  Burlington 
Railroad,  favored  the  simple-span  type  strongly.  The 
main  consideration  was  rigidity,  but  belief  in  the  great- 
er wear-resistance  of  the  simple  type  may  have  been 
an  additional  factor.  The  pier  caissons  of  the  bridge 
resit  on  sand,  and  there  is  some  reason  for  thinking 
that  rock  foundations  would  have  led  to  more  favor  for 
the  cantilever;  that  possible  settlement  of  the  piers 
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was  thought  hkely  to  derange  a  cantilever  structure 
more  than  a  simple-span  bridge. 

Full  pin-connected  construction  was  also  early  de- 
cided upon.  Large  joint  connections  were  thus  eli- 
minated and  the  use  of  eyebars  provided  for.  Through 
these  features  much  weight  was  saved ;  and  in  the 
Metroipolis  span  weight-saving  was  so  vitally  import- 
ant that  it  dominated  the  detail  design,  when  once  the 
general  elements  had  been  fixed- 

With  respect  to  eyebars,  all  the  engineers  favored 
extensive  use  of  eyebars  in  the  span.  The  superior 
strength  and  reliability  of  the  eyebar  over  other  forms 
of  tension  member  is  a  decisive  advantage,  supple- 
mented by  great  saving  of  weight  in  dead  metal.  The 
disadvantages  of  eyebars  disappear  ,in  a  span  of  this 
size.  Mr.  Cartlidge  carried  the  preference  for  eyebars 
to  unusual  limits,  however. 

After  decidmg  for  a  simple  span,  selection  of  truss 
type  lay  between  two — the  subdivided  Pratt  truss  and 
the  K-truss,  both  with  curved  top-chord.  The  engi- 
neers believed  the  former  preferable,  but  a  K-truss  de- 
sign was  carried  far  enough  to  prove  the  Pratt  truss 
more  advantag'eous,  and  therefore  the  latter  was 
adopted. 

Silicon  Steel  Reduces  Weight 

The  choice  of  material  lay  at  first  between  high- 
carbon  steel,  Mayari  steel,  and  nickel  steel'  Later  a 
special  steel  was  offered  under  the  name  "silicon  steel," 
a  carbon  steel  with  its  silicon,  carbon,  and  manganese 
raised  well  above  ordinary  bridge  practice.'  Compari- 
son among  these  materials  involved  l:)oth  cost  esti- 
mates and  strength  tests.  A  set  of  large-size  column 
tests  was  made  by  the  fUireau  of  Standards  for  the 
purpose,  abstracts  of  which  were  pul^lished  two  or 
three  years  ago.  Allowable  unit  stresses  Avere  deter- 
mined on  the  ibasis  of  these  tests. 

Silicon  steel  received  the  final  preference.  A  com- 
l)arison  with  a  design  using  hig'h-carbon  steel  in  top 
chord  and  end  ])osts  (and  ordinary  steel  elsewhere) 
sh(jwed  the  laitter  design  to  be  considerably  heavier. 
The  competition  of  silicon  with  Mayan  and  nickel 
steels  seems  to  have  been  decided  by  price. 

The  adoi)ted  material  was  at  first  proposed  for  ihc 
compression  members  of  the  trusses  only.  Eyeibars  of 
silicon  steel  were  not  offered  by  the  makers;  in.'^tead, 
nickel-steel  eyebars  were  jiroposed  and  used.  For  the 
riveted  tension  members  in  the  end  ])ancls  of  the  bot- 
tom chord  and  the  diagonals  of  the  four  middle  |)ancls 
(where  reversing  members  were  adopted  instead  of 
using  counters)  it  was  ])lanned  to  use  plain  carbon 
steel-  The  engineers  did  not  Irnsl  tlu'  lensik'  rcliri- 
•)ility  of  silicon  steel  in  a  inxfled  ineiuhcr.     I!ul  ihcir 


convictions  on  this  point  changed  later,  when  it  be- 
came apparent  that  the  material  could  be  worked  with- 
out injury  (in  a  certain  range  of  thickness).  Conse- 
cpiently,  the  members  in  question  were  made  of  silicon 
.siteel,  but  strbjected  to  lower  unit  stresses  than  the 
nickel-steel  eyebars. 

The  selected  materials  made  it  possible  to  use  a 
basal  unit  stress  of  25,000  pounds  per  square  inch  in 
tension  and  30,000  in  compression  for  the  built  mem- 
I)ers  of  the  trusses,  and  35,000  in  tension  for  eyebars. 
As  compared  with  a  20,000-pound  unit  stress,  this  in- 
crease of  20  per  cent,  and  over  decreased  the  total  steel 
weight  of  the  span  by  more  than  30  per  cent.,  even 
with  ordinary  bridge  steel  in  the  floor. 

Shop  Operations  on  Silicon  Steel 

Experience  in  the  shop  demonstrated  that  silicon 
steel  could  be  punched  in  thicknesses  up  to  Yz  in.  with 
no  greater  effect  than  in  ordinary  bridge  steel.  The 
early  beliefs  of  iboth  makers  and  engineers  had,  how- 
ever, been  opposed  to  the  practice  of  punching  silicon 
steel,  and  for  this  reason  throughout  the  job  the  holes 
were  drilled  from  the  solid. 

For  the  floor  system  it  was  at  no  time  contemplated 
to  use  anything-  but  plain  bridge  steel.  The  best  ex- 
pression of  the  reason  for  this  is  that,  with  the  uncer- 
tainties of  a  new  material  opposed  to  the  recognized 
punishing  qualities  of  carbon  steel,  it  was  believed  that 
the  latter  could  not  be  dispensed  with.  Additional  fac- 
tors were  the  desire  to  have  thick  metal  in  the  floor 
members  and  the  striving-  for  maximum  rig-idity. 

Opinions  have  changed  somewhat  since  the  Metro- 
polis bridge  was  designed,  and  two  bridges  are  now 
under  way  which  use  silicon  steel  in  the  floor  as  well 
as  in  the  trusses.  In  both  cases  the  floor  is  double- 
track,  just  as  at  Metropolis.  Calculations  have  shown 
that  with  long-  panels  and  douible  track  the  cost  of  a 
floor  of  silicon  steel  is  no  greater  than  the  cost  of  a 
carbon-steel  floor,  and  the  influence  of  the  reduced 
floor  weight  on  the  trusses  of  a  long-span  bridge  is, 
therefore,  a  net  gain.  This  has  bearing  wherever  the 
consideratif)ns  above  quoted  as  determinative  in  the 
Metropolis  case  are  not  held  to  be  decisive. 

In  developing-  the  outlines  of  the  simple  si)an  de- 
sign the  truss  depth  and  the'])anel  length  were  studied 
by  comparative  estimates- 

The  calculaticMis  of  weight  for  different  truss  depths 
led  to  a  decrease  of  the  first-chosen  dei)th  (120  ft.)  to 
110  ft.  The  panel  length  was  increased  to  36  ft.,  after 
c()ni])arison  with  a  panel  of  about  30  ft.,  the  former 
shdw  ing  lower  weight.  None  other  than  a  subdivided 
wel)  system  was  in  \-icw  at  any  time.  'i1ie  width  of 
bridge  (s])acing  of  trusses)  was  made  slightly  greater; 
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ihaii    the    traditional   s-pecification    requirement    for  , 
width  not  less  than  one-twentieth  of  the  span.    A  spac- 
ing-of  37  ft.  was  adopted  ;  earlier,  a  spacing  of  40  ft.  had 
been  considered. 

To  assure  long  life  of  l)ridge,  a  large  future  increase 
of  loading-  was  counted  on.  The  train  load  was 
assumed  at  7,500  pounds  per  foot  of  track,  and  the  en- 
gine driving-axle  loads  at  90,000  pounds.  These  fig- 
ures represent  a  margin  of  at  least  25  per  cent,  over 
present-day  traffic  weights.  They  may  be  regarded 
either  as  regular  design  loading  for  normal  service 
stresses  or  as  emergency  loading  1)y  which  to  test  the 
design  for  safety  under  limiting  conditions. 

Big  Problem  Was  to  Keep  Down  Weight 

The  important  problem  in  the  detail  designing  was 
to  hold  down  the  weight  to  an  absolute  minimum. 

It  was  Mr.  Cartlidge's  strong  conviction  that  all  the 
weight  economy  obtainable  by  the  use  of  eyebars  as 
tension  members  should  be  obtained-  In  carrying  this 
into  efifect,  even  the  sub-hangers,  which  carry  the  in- 
termediate floorbeams,  were  detailed  as  eyebars.  The 
hip  vertical  is  also  made  an  eyebar  member,  but  for 
erection  service  it  wa^  given  some  value  as  a  strut  by 
riveting  a  transverse  plate  diaphragm  longitudinally 
between  the  bars. 

Most  characteristic  of  the  bridge  is  the  use  of  long 
(72  ft.)  eye'bars  in  the  bottom  chord.  There  is  no  con- 
nection between  these  bars  and  the  floorbeams  at  the 
subipanel  points,  but  a  simple  stirrup  at  the  end  of  the 
floorbeam  supports  the  bars.  By  this  arrangement 
secondary  stresses  due  to  distortion  of  the  subpanel 
triangle  under  load  are  eliminated,  while  at  the  same 
time  the  weig"ht  of  a  pin  and  two  sets  of  eyebar  heads 
is  saved- 

The  economy  secured  through  use  of  the  eyebars  is 
represented  by  the  sum  of  10  to  15  per  cent,  saving  of 
section  in  rivet  holes  and  details  and  5  to  10  per  cent, 
increase  in  unit  stress  allowable  in  eye'bars  over  built 
memibers.  Thus,  about  25  per  cent,  of  the  weight  of 
tension  members  in  the  trusses  was  saved,  comparing 
with  built  members  of  nickel-steel,  and  about  35  to  40 

,per  cent,  when  comparing  with  members  of  silicon 
steel.  Because  the  eyebars  were  so  important  for 
economy,  they  were  used  even  where  serious  difficulty 
was  encountered  in  making  room  for  the  end  connec- 
tions. Diagonal  U4-L6  was  a  case  where  the  substitu- 
tion of  a  built  member  would  have  simplified  the  joint 

, details  considerably,  but  eyebars  were  retained. 

Contractors  Objected  to  Eyebars 

When  the  erection  problem  was  worked  out  by  the 
contractor,  the  eyebars  in  the  web  system  and  the  long 
l.ottom-chord  eyebars  were  objected  to  because  of  the 
delay  resulting  from  the  awkwardness  of  handling  such 
long,  flexible  members.  But  the  engineers  adhered  to 
their  plans,  and,  as  already  stated,  the  only  use  of  built 
members  in  tension  is  in  the  diag'onals  of  the  four  mid- 
dle panels  and  the  bottom  chord  in  the  end  main  panel. 

To  save  weight  of  lattice  and  other  detail  metal  in 
compression  members,  the  top  chord  and  the  posts 
were  detailed  of  H-section,  using  a  central  transverse 
diaphrag'm.  For  example,  the  middle  top-chord  mem- 
ber consists  of  two  webs  42  x  in-,  four  angles  8x8 
X  1^  in.,  four  flats  10  x  13/16  in.,  and  a  diaphragm  with 
web  32  X  34  in.,  and  four  angles  6x6x5^  in.  All  of 
this  metal  is  effective  cross-section,  and,  while  to])  and 
bottom  lattice  is  also  used,  it  forms  a  much  smaller 
proportion  of  weight  than  would  otherwise  be  needed. 

Partly  because  of  the  ]-)resence  of  the  diaphragm, 


very  tliick  ])lates  in  the  side  ribs  of  the  top  chord  were 
thought  permissible — as  the  l}i  in.  plates  just  noted. 
•Some  difficulty  developed  in  the  shop  in  securing  ac- 
ceptable plates  of  these  dimensions,  especially  with  re- 
gard to  straightness,  or  freedom  from  waviness  at  the 
edges.  It  is  now  believed  to  be  better  practice  to  use 
plates  not  thicker  than  1  in.  to  1)4  inches. 

In  the  floor  occur  one  or  two  interesting  weight- 
saving  details.  There  is  only  one  stringer  lateral  sys- 
tem, l)etween  the  twf)  centre  stringers ;  (occasional 
struts  in  the  jolane  of  the  upper  flange  extend  over  to 
the  outer  stringers  to  ibrace  them.  There  is  no  tractinn 
bracing".  Longitudinal  forces  pass  from  the  stringer> 
into  the  sul)panel  floorI)eam,  and  this  must  transmit 
them  (l)y  bending)  to  the  middle  of  its  length,  where 
the  diagonals  of  the  main  bottom  lateral  system  are 
attaclied  to  the  lower  flange.  These  diagonals  clear 
the  lower  flanges  of  the  stringers,  but  are  hung  from 
them  by  stirrups. 


Quebec  Bridge  Designs  Discussed  at 
G.S.  G.  E.  Meeting 

YET  another  phase  of  the  design  and  construc- 
tion of  the  Quebec  Bridge  was  dealt  with  by 
Mr.  George  H.  Duggan  at  the  meeting  of  the 
Canadian  Society  of  Civil  Engineers,  Montreal, 
on  January  10.  Mr.  Duggan,  chief  engineer  of  the  St. 
Lawrence  Bridge  Company,  spoke  on  "Tendering  De- 
signs of  the  Quebec  Bridge."  He  firsit  outlined  the 
steps  taken  to  form  the  board  of  engineers,  to  collect 
data,  and  to  prepare  trial  designs.  The  board  made 
the  most  careful  investigations  into  the  engineering- 
features  of  great  bridges  in  many  countries.  Mr.  Dug- 
gan explained  in  detail  the  differences  in  design  be- 
tween the  Forth  Bridge,  the  Quebec  Bridge  which  col- 
lapsed, the  design  by  Mr.  H.  E.  Vautelet,  the  ex-chair- 
man of  the  Quebec  Board  of  Engineers,  which  was  not 
adopted,  the  official  design  ultimateh^  decided  on,  and 
the  design  of  the  St.  Lawrence  Bridge  Company  now 
carried  out.  The  company  made  thirteen  bids  on  the 
official  design  and  on  their  own,  and  spent  many 
months  working  out  the  details  of  both  plans  and  in- 
vestigating the  use  of  nickel  and  carbon  steel  before 
tendering. 

Mr.  Duggan  also  pointed  out  what  he  considered 
weak  elements  in  Mr.  Vautelet's  design  and  also  in  the 
official  plan,  emphasizing  the  phases  of  erection  in  re- 
lation to  the  travellers  proposed  to  be  installed.  He 
showed  that,  owing  to  different  conditions,  it  was  im- 
possible to  adopt  the  same  methods  of  erection  as  in 
the  case  of  the  Forth  Bridge,  and  gave  reasons  for  the 
non-adoption  of  feajtures  in  that  bridge  and  in  the  first 
Quebec  Bridge. 

.V  considerable  portion  of  Mr.  Duggan's  address 
was  devoted  to  explanations  of  why  various  plans  were 
adhered  to,  directing  special  attention  to  the  value  of 
the  K  truss.  He  stated  that  they  considered  seriously 
the  adoption  of  the  truss  in  the  central  span,  but  found 
certain  difficulties  which  made  it  advisable  not  to  use 
it  for  that  portion  of  the  work.  He  concluded  by  an 
appreciation  of  the  services  of  various  meml)ers  of  the 
stafif  of  the  bridge  company. 


Clearing  Snow  from  Country  Roads 

Snow  may  be  removed  from  roads  by  using  a  road- 
drag  in  reversed  positioi-i,  so  that  it  will  push  the  snow 
into  the  side  ditches. 
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Investigating  War  Inventions 

Procedure  of  British  Munitions  Inventions 
Department  in  Selecting  and  Develop- 
ing Meritorious  Ideas 


FACILITIES  for  the  investigation  of  inventions 
are  of  prime  importance  in  a  time  of  war.  Thou- 
sands of  ideas  directly  or  indirectly  relating  to 
war  equipment  and  its  manufacture  are  being 
submitted  annually  to  the  governments  of  the  warring- 
countries.  When  it  is  realized  that  ibut  a  very  few  of 
the  schemes  suggested  can  ever  prove  worthy  of  ex- 
tended consideration,  it  is  obvious  that  there  must  be 
some  well-organized  technical  department  for  the  in- 
vestigation of  all  inventions  submitted,  so  that  those  of 
supreme  merit  may  be  selected  and  given  more  ex- 
haustive tests.  In  England  work  of  this  character  is 
undertaken  by  the  Munitions  Inventions  Department 
(M.I.D.),  a  branch  of  the  Ministry'of  Munitions-  "The 
Engineer"  contains  an  outline  of  the  organization  of 
this  department,  which  is  admirably  planned  for  the 
work  it  has  to  perform. 

The  M.  I.  D.  has  to  select  from  the  thousands  of 
inventions  submitted  annually  those  that  are  worth 
considering  at  all — not  more  than  4  or  5  per  cent,  at 
most — and  of  these  to  eliminate  those  that  prove  value- 
less on  further  trial.  To  simulate  as  far  as  possible 
war  conditions  the  department  has  a  special  trial 
ground,  and  certain  liaison  officers  watch  inventions  in 
the  field  and  report  upon  them  to  the  ministry,  so  that 
they  may  be  modified,  rejected,  or  approved,  while 
other  officers  keep  in  touch  with  the  work  of  our  French 
ally,  so  that  there  may  be  frequent  exchange  of  ideas. 
The  M.  I.  D.,  according  to  "The  Engineer,"  has  not 
only  given  great  assistance  in  the  field  by  the  encour- 
agement of  useful  inventions,  but  has,  in  the  workshop 
and  in  chemical,  metallurgical,  optical,  and  many  other 
classes  of  factories  at  home,  encouraged  invention  and 
developed  industries  in  a  manner  which  will  only  be 
fully  appreciated  when  the  history  of  its  endeavors  sees 
the  light. 

The  Munitions  Inventions  Department  Was  formed 
in  1915,  with  the  object  of  ensuring  that  any  proposal 
likely  to  be  of  service  to  the  state  in  carrying  on  land 
warfare,  from  whatever  source  it  may  emanate,  should 
be  fully  considered,  developed,  and  experimented  with, 
in  order  to  exploit  as  far  as  possible  the  inventive  in- 
genuity and  information  placed  at  the  service  of  the 
Ministry  of  Munitions. 

The  department  is  constantly  in  communication 
with  the  various  branches  of  the  War  Office,  such  as 
those  of  the  Director  of  Aircraft  Equipment,  Quarter- 
master-General, Director  of  Fortifications  and  Works, 
and  the  Director-General  of  the  Army  Medical  Ser- 
vices, and  it  collaborates  with  these  ibranches  respect- 
ing the  military  technical  value  of  stores  for  which  the 
branches  are  respon-sible.  Problems  for  solution  have 
been  presented  by  these  branches  from  time  to  time  ; 
the  personnel  and  organization  of  the  Munitions  In- 
ventions Departme:n:;  is  peculiarly  adapted  to  solve 
such  problems  and  to  give  the  necessary  assistance 
with  regard  to  the  provision  of  new  and  improved 
forms  of  service  stores. 

Machinery  and  Procedure 

The  machinery  consists  of  an  honorary  advisory 
panel  of  scientific,  technical,  military,  and  liaval  ex- 
perts of  the  highest  reputation.    The  office  staff  con- 


sists of  the  comptroller,  assistant  coiniptroller,  secre- 
tary, technical  advisers,  examiners,  military  advisers, 
draughtsmen,  and  clerical  stafl^. 

The  general  procedure  in  the  treatment  of  inven- 
tions submitted  to  the  department  is  as  follows : 

The  description,  when  received,  forms  the  basis  of 
an  official  file,  which  is  classified  and  sent  to  the  corre- 
sponding examiner.  He  reports  upon  the  case,  and,  in 
conjunction  with  a  military  adviser,  submits  it  first  of 
all  to  a  small  sub-committee  of  the  main  committee  of 
the  advisory  panel  which  deals  with  the  particular  sub- 
ject. 

The  committee  of  the  advisory  panel  holds  periodi- 
cal meetings — generally  once  a  fortnight — at  which  all 
tihe  cases  which  have  been  examined  since  the  preced- 
ing committee  meeting  are  brought  before  the  commit- 
tee by  the  examiner,  and  a  decision  is  arrived  at  as  to 
the  action  to  be  taken.  This,  for  instance,  may  be  a 
decision  further  to  develop  the  invention  in  the  draw- 
ing office  of  the  department  or  to  construct  models  or 
actual  apparatus  for  trial,  as  nearly  as  possible  under 
service  conditions,  at  the  experimental  ground  of  the 
department  at  Claremont  Park,  Esher.  Those  cases 
which  present  no  features  of  novelty  or  practical  mili- 
tary utihty,  or  do  not  bear  upon  more  economical  or 
expeditious  production  of  munitions,  are  dechned  by 
the  committee. 

Avoiding  Controversy 

The  next  stage  in  the  procedure  is  that  a  letter  con- 
veying the  decision  of  the  comptroller  is  despatched  to 
the  inventor.  Great  care  is  necessary  in  conveying  an 
intimation  that  the  invention  has  been  rejected.  The 
inventor  is  often  completely  obsessed  with  his  ideas, 
and  cannot  tolerate  the  mere  official  formal  rejection 
of  his  proposals,  wihich  have  probably  engrossed  his 
attention  for  some  time,  to  the  exclusion  of  all  other 
interests.  The  policy  of  the  department  is  to  ensure 
that  sufficient  reason  for  declining  an  invention  is  ad- 
vanced, while  at  the  same  time  the  decision  is  so 
framed  that  controversy  may,  if  possible,  be  avoided. 
With  this  object  in  view  the  letters  declining  inven- 
tions are  drawn  in  such  a  way  as  to  emphasize  those 
aspects  of  refusal  which  are  decisive  against  the  inven- 
tion without  making  any  direct  attack  upon  its  merits; 
at  the  same  time  the  susceptibilities  of  the  inventor 
himself  are  considered.  Having  regard  to  the  very 
large  numbers  of  cases  considered  since  the  institution 
of  the  department — some  35,000 — it  is  satisfactory  to 
point  out  that  the  number  of  inventors  who  have  been 
thoroughly  discontented  with  the  action  of  the  depart- 
ment is  relatively  very  small. 

Where  further  research  or  experiments  are  ordered 
to  be  carried  out  by  the  committee,  advantage  is  taken 
of  the  voluntary  assistance  of  many  technical  and  sci- 
entific institutions. 

The  Department  and  the  Inventor 

It  will  be  seen  from  the  above  notes  that  the  work 
of  the  department  is  of  a  research  character,  and  that 
the  policy  is  to  give  every  possible  assistance  to  any 
inventor  submitting  a  scheme  which  appears  to  have 
even  a  scintilla  of  value.  The  advice  of  examiners, 
who  are  all  technically  trained  men  drafted  from  the 
Patent  Office,  and  of  the  military  advisers  of  the  de- 
partment; the  facilities  of  the  drawing  office  and  the 
workshop  actually  on  rthe  premises,  together  with 
those  which  are  afforded  by  the  experimental  ground 
at  Esher,  and  the  assistance  given  by  various  scientific 
laboratories,  are  all  at  the  disposal  of  the  inventor,  and 
the  department  is  thus    enabled    to   afford  him  an 
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amount  of  technical  assistance  which  it  would  be  very 
difficult,  if  not  impossible,  for  him  to  obtain  elsewhere 
at  the  present  time,  even  at  a  very  great  expense. 

Liaison  Officers 

An  attempt  is  made  to  keep  in  touch  with  problems 
which  arise  for  solution  at  the  front  by  means  of  Haison 
officers,  who  pay  frequent  visits  overseas  for  the  pur- 
pose of  consultation  with  G.  H.  Q-  in  France  with  a 
view  to  collecting-  information  as  to  matters  on  which 
±he  department  might  be  able  to  afiford  valuable  assist- 
ance. There  is  also  frequent  inter-communication  be- 
tween the  department  and  officers  arriving  in  England 
irom  G.  H.  Q.  from  time  to  time. 

Relations  are  also  maintained  with  the  French  Min- 
istry of  Munitions  by  means  of  an  officer  of  that  min- 
istry, who  has  an  office  in  this  department,  and  attends 
the  meetings  of  the  committee.  In  addition,  a  liaison 
officer  attached  to  the  department  spends  most  of  his 
time  in  France,  and  keeps  in  touch  with  the  work  that 
is  being  done  by  French  inventors,  transmits  reports, 
and  pays  frequent  visits  to  the  department  to  discuss 
the  information  that  has  been  placed  at  his  disposal  by 
the  French  authorities. 

Patents  and  Rewards 

There  is  also  attached  to  the  department  and  housed 
in  the  same  building  a  patents  and  rewards  section, 
which  is  charged  with  the  duties  of : 

1.  Investigating  applications  from  officers,  N.  C. 
O.'s,  and  men,  and  of  civilians  employed  under  the 
War  Department,  for  permission  to  take  out  patents. 

2.  Arranging  for  the  taking  out  of  secret  patents 
and  the  assignment  thereof  to  the  Secretary  of  State 
for  War. 

3.  Investigating  claims  for  rewards  and  royalties  in 
respect  of  inventions  that  have  been  adopted  in  the 
service  of  the  crown,  making  recommendations  to  the 
War  Department  as  to  the  payments  proposed,  and 
conducting  negotiations  with  inventors- 

4.  Arranging  with  the  Comptroller  of  Patents  for 
the  prohibition  of  publication  of  patents  which  it  is 
thought  desirable  to  suspend. 

5.  DeaHng  with  applications  from  inventors  for 
permission  to  submit  particulars  of  their  inventions  to 
foreign  governments. 

This  section  keeps  in  touch  with  the  Admiralty, 
and  receives  and  transmits  particulars  of  patents  which 
have  been  taken  out  by  officers,  petty  officers,  and  men 
of  the  navy. 


Large  Scale  Operations  in  Housing 

By  Leslie  H.  Allen 

UNTIL  quite  recently  small  Uouse  construction 
in  connection  with  industrial  developments 
has  been  entirely  in  the  hands  of  the  local 
builder,  operating  on  a  small  scale.  During 
the  past  year,  however,  with  the  institution  of  several 
large  housing  developments  in  which  speed  of  con- 
struction and  durability  of  worktnanship  were  import- 
ant essentials,  large  contracting  organizations  have 
taken  up  this  class  of  work,  so  that  the  manufacturer 
can  now  get  the  same  kind  of  service  in  his  house  con- 
struction as  he  has  been  accustomed  to  get  in  his  plant 
contracts.  A  good  deal  of  economy  is  alwavs  gained 
when  a  large  number  of  houses  are  built  at  one  time  by 
"He  contractor.  The  money  saved  by  purchasing  direct 
Irom  manufacturing  firms  in  carload  lots  rather  than 
in  team-loads  from  a  local  dealer,  the  continuous  em- 


ployment of  large  gangs  of  men,  the  taking  of  cash 
discounts  and  other  economies  practised  by  big  con- 
tracting organizations  are  quite  a  help  in  reducing 
costs. 

When  the  whole  development  is  under  t}ie  control 
of  one  responsible  contractor  the  disappointments  so 
often  experienced  of  houses  built  but  roads  not  finished 
or  sewers  not  completed  are  avoided.  The  grade  of 
workmanship  is  better,  and  the  work  is  finished 
promptly  instead  of  being  allowed  to  drag  far  beyond 
the  scheduled  contract  time. 


Building  Permits  Are  Falling  Off 

THE  value  of  building  permits  issued  in  thirty- 
five  cities,  showed  a  decrease  during  December 
as  compared  with  the  previous  month,  the  to- 
tal value  of  permits  falling  from  $2,149,223  in 
November,  to  $874,689  in  December,  a  decrease  of 
$1,274,534,  or  59.3  per  cent.  The  only  province  to  re- 
cord an  increase  was  British  Columbia.  As  compared 
with  the  corresponding  month  of  1916,  there  was  a  de- 
crease of  81.6  per  cent.,  the  value  for  December,  1916, 
being  $4,765,313.  In  this  comparison  none  of  the  pro- 
vinces reported  increases. 

Of  the  larger  cities — Montreal,  Toronto,  Winnipeg 
and  Vancouver — the  last  named  only  showed  an  in- 
crease as  compared  with  November,  1917,  while  each 
of  the  centres  recorded  a  decrease  in  comparison  with 
December,  1916.  Of  the  smaller  cities.  Three  Rivers, 
Westmount,  Brantford  and  Kingston  showed  increases 
in  both  cases. 

Estimated  Cost  of  Building  Work  as  Indicated  by  Building  Permits 
Issued  in  Thirty-Five  Cities 

December,  1917,  compared 
with  December,  i916 
City  December,  December,  Increase(*)  Decrease(t) 


Nova    Scoia    .  .  . 

Halifax  

Sydney   

New  Brunswick 

Moncton  

St.  John  ...  . 


1917 
$24,390 

13,25.5 
11,135 

2,625 

1,125 
1,500 


1916 
$61,020 

.52,820 
8,200 

18,100 

16,100 
2,000 


Amount  Per  cent, 

t  -$36,630  t  60.03 

t     .39,.565  t  74.90 

2,935  *  .35.79 


15,475       t  85.50 

14.975       t  93.01 
500       t  25.00 


Quebec   132,610       487,383       t  354,773       t  72.79 


Maisonneuve 
Montreal  . . . 
Quebec   ...  . 
Sherbrooke   . , 
Three  Rivers 
Westmount  . 


56,270 
8,440 

50,666 
17,900 


298,000 
89,009 
88,500 
3,750 
8,064 


Ontario   

Brantford  

Fort  William  ...  . 

Guelph  

Hamilton   

Kingston   

Kitchener  

London   

Ottawa  

Peterborough  ...  . 
Port  Arthur   ...  . 

Stratford   

St.  Catharines  . . . 
St.  Thomas   ...  . 

Toronto  

Windsor  


620.485  3,809,765 


149,915 
850 
150 
26,450 
9,607 


Manitoba  .  .  . 
Brandon  .  . 
Winnipeg  .  . 

Saskatchewan 

Moose  Jaw 
Regina  . .  . 
Saskatoon  . 


34,590 
11,100 
335 
2,740 
790 
8,215 
800 
370,358 
4,585 

9,600 


5, 
1, 
43, 
116, 
2 

13! 
18, 
41, 
1 
6, 

36 
4 

3,428 

8' 


735 
500 
750 
,750 
,370 
,825 
705 
125 
,025 
272 
115 
145 
,700 
,848 
,400 


Alberta   

Calgary  

Edmonton   

British   Columbia    .  . 

New  Westminster 

Vancouver  

Victoria  


9,600 

12,534 

800 
7,050 
4,734 

10,200 

10,200 


62,195 

1,600 
56,295 
4,300 


29,205 

125 
28,900 

18,380 

125 
2,655 
15,600 

29,700 

9,200 
20,500 

311,940 

1,700 
286,365 
23,875 


t  241,730 
t  80,629 
t  88,500 

*  46,250 

9,836 

t3,189,280 

*  144,180 

650 
43,600 
90,300 
6,737 
13,825 
15,885 
30,025 
690 
3,532 
675 
27,930 
3,900 
3,058,490 
82,815 

19,425 

125 
19,300 


5,796 
675 
4,.S95 
10,866 


t  81.12 
t  90.52 

•1233! 33 
*121.97 

t  83.07 

•2514.04 
t  43.33 
t  99.66 
t  77.. 34 
*234.74 


*  84.92 
t  73.01 
t  67.31 
t  56.. 31 
*586.96 
t  77.27 
t  82.98 
t  89.11 
t  94.75 

t  66.92 


19,500 

1,000 
20,500 

249.745 

100 

2.S0.070 

19,575 


t  06.78 

t  31.53 

*540.00 
♦165.54 
t  69.6.- 

t  65.66 
*  10.87 


t  90.05 

■I-  5 . 88 

t  S(i.:u 

t  8U9!) 


Total— 35  cities 


$874,689   $4,765,313    t$3, 890.624       t  81.64 
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Wide  Variety  of  Topics  to  be  Discussed 
at  Road  Builders*  Convention 

THE    program    of    the    eighth  American  Good 
Roads  Congress,  to  be  held  at  the  Hotel  Statler, 
St.  Louis,  Mo.,  Eebruary  4  to  7,  1918,  under  the 
auspices  of  the  American  Road  Builders'  Asso- 
ciation, is  in  course  of  preparation,  and,  up  to  this 
time,   the    following   tentative    su]:)jects    have  been 
selected: 

"A  Study  of  the  Relative  Efficiency  of  Motor 
Trucks  as  Affected  by  the  Length  of  Haul." 

"The  Value  of  Improved  Roads  for  ]\Iotor  Truck 
Transportation  as  Auxiliary  to  the  Railroads." 

"Neces-sity  for  Uniformity  in  Motor  Truck  Legis- 
lation." 

"Roads  in  the  Hudson  River  I^istrict  \\'ith  L'U- 
usual  Construction  Features." 

"The  Necessity  for  the  Immediate  Development  of 
Commercial  Roads  That  Are  of  Military  and  Strategic 
Advantage." 

"Surety  Bonds  for  Highway  Purposes." 

"A  State  Highway  Department  as  a  Contractor." 

"Massachusett's  Scheme  for  Contractors." 

"New  Features  in  Design  and  Consitruction  of 
Earth,  Sand,  Clay,  Gravel,  and  Waterbound  Macadam 
Roads  and  Pavements." 

"New  Features  in  Design  and  Construction  of 
Bituminous  Roads  and  Treatments  and  Cement  Con- 
crete Roads  and  Pavements." 

"New  Features  in  Brick,  Wood  Block,  and  Stone 
Block  Pavements." 

"New  Features  in  the  Maintenance,  Reconstruc- 
tion, and  Repair  of  Earth,  Sand,  Clay,  Gravel,  and 
Waterbound  Macadam  and  ]^)ituminous  Roads,  Pene- 
tration Method." 

"New  Features  in  the  Maintenance,  Reconstruc- 
tion, and  Repair  of  Bituminous  Roads,  Mixed  Method; 
Cement  Concrete,  Wood  I'lock,  Brick  and  Stone  Block 
Pavements." 

"How  to  Lay  Out  and  Justify  a  War  Program  for 
the  Building  of  Roads." 


Use  of  Vibrator  on  Newly  Laid  Concrete 
Pavement  Produces  Dense  Surface 

ANEW  method  of  construction  for  concrete  pave- 
ments, for  which  several  advantages  are 
claimed,  has  been  experimented  with  on  roads 
in  several  parts  of  the  continent.  The  principle 
feature  of  the  process  is  the  treatment  of  the  layer  of 
green  concrete  with  gasoline-engine  vibrators  in  or- 
der to  obtain  the  densest  possible  concrete.  The  ma- 
chine and  the  process  have  been  patented,  and  while 
it  is  understood  that  there  are  pavements  seven  years 
old  which  have  been  cpn.structed  under  this  specifica- 
tion, it  is  within  the  last  3'-ear  or  so  that  particular  at- 
tention has  been  given  to  the  method. 

Exccjjt  that  the  mix  is  somewhat  drier  than  usual, 
specifications  and  method  of  construction,  up  to  the 
time  when  the  concrete  has  been  placed  on  the  road- 
bed, do  not  differ  from  ordinary  good  practice.  Im- 
mediately after  j)lacing,  raking  and  smoothing  the 
freshly  laid  concrete  to  grade,  however,  a  coating  of 
^  granite  or  trap  rock  between  1  in.  and  2  in.  iu  size 
is  spread  over  the  surface  to  a  dei)th  of  between  1  and 
2  inches.  Flexible  board  platforms  are  then  laid  on 
the  surface  with  the  boards  jiarallel  to  the  centre  line 
of  the  ])avement.  On  these  ])latforms  the  vibrators 
are  rolled.    The  vibrator  machine  is  merely  a  4  h.p. 
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motor-cycle  engine  mounted  on  a  steel  frame  with 
steel  roller  wheels.  The  pulsations  of  this  unbalanced 
engine  are  about  1,000  per  minute. 

By  using  such  a  machine,  the  result  of  the  vibra- 
tion or  quaking  is,  of  course,  to  force  the  surfacing 
of  broken  stone  into  the  concrete  and  to  flush  out  the 
surplus  water  and  mortar,  thus  tending  to  produce  a 
dense  mass  and  surround  the  stone,  which  will  be  the 
wearing  surface,  with  a  rich,  dense  mortar. 

After  the  concrete  is  a  day  or  two  old,  a  high 
speed  revolving  broom  is  passed  over  the  surface  to 
remove  laitance  and  surplus  mortar  and  leave  a  clean, 
hard,  stony  surface.  A  hot  tar  carpet  is  immediately 
spread  on  this  surface  and  covered  with  pea  stone  or 
grit.  The  object  of  this  tar  carpet  is  chiefly  to  protect 
the  concrete  during  the  curing  process  by  retaining 
the  moisture  until  a  complete  set  has  occurred,  and 
saving  the  green  concrete  from  the  abrasions  of  traffic. 
The  pavement  does  not  require  to  be  kept  dampened 
or  covered  with  mortar,  water  or  earth  as  is  the  usual 
practice. 

The  advantages  of  this  process  are  summed  up  as 
follows :  The  vibrations  produce  density  in  the  entire 
mass  and  permit  the  economical  addition  of  broken 
stone  in  the  upper  part  of  the  slab  and  bring  to  the 
surface  a  rich,  dense  mortar  to  bind  the  added  stone, 
while  the  stoiae,  being  at  or  near  the  surface,  forms  the 
ultimate  wearing  surface.  The  seal  coat  of  tar,  cov- 
ered with  pea  stone  or  sand,  forms  the  temporary  wear- 
ing surface,  improves  the  appearance  of  the  pavement, 
and  makes  it  noiseless,  gives  it  a  non-skid  surface  and 
aids  in  uniform  curing  of  the  concrete.  Pieces  actu- 
ally broken  out  of  old  pavements  show  the  stones  in 
close  proximity  with  each  other  and  a  smooth,  flinty 
plane  of  cleavage  characteristic  of  a  dense  and  thor- 
oughly hydrated  concrete. 


Nominations  for  OflBce  in  Montreal 
Builders'  Exchange 

The  secretary  of  the  Builders'  Exchange,  Montreal, 
has  received  from  the  Nomination  Committee  the  fol- 
lowing nominations  for  1918 :  President,  J-  P.  Anglin, 
B.Sc. ;  first  vice-president,  Robert  F.  Dykes;  second 
vice-president,  W.  M.  Irving;  past  president,  John 
Quinlan ;  directors,  A.  Charette,  H.  Fussing,  Fred.  B. 
Locker,  W.  E.  Ramsay,  J.  J.  Roberts,  A.  Rutherford, 
Walter  Ryan,  Charles  F.  Smallpiece,  H.  Vincent,  I.  E. 
Walsh,  A.  H.  Webster. 

Of  these  Mr.  Locker  is  the  representative  of  the 
Montreal  Mantel  and  Tile  Dealers'  Association,  and 
Mr-  Ryan  the  representative  of  the  Master  Plumbers' 
Association  of  Montreal  and  vicinity. 

Members  can  still  'be  nominated,  provided  notice  is 
given  to  the  secretary  in  writing-  at  least  one  week  be- 
fore the  date  of  election,  January  28,  and  provided  that 
the  nomination  is  supported  by  the  signatures  of  at 
least  two  members. 


Annual  Meeting  of  Ottawa  C.S.C.E. 

The  annual  meeting  of  the  Ottawa  branch,  Cana- 
dian Society  of  Civil  Engineers,  was  held  on  Thurs- 
day, January  10.  The  following  officers  were  elected 
by  the  Managiu.g  Committee  for  the  year  1*^18:  Chair- 
man, G.  Gordon  Gale ,  vice-president  and  general  man- 
ager of  the  Hull  Electric  Railway;  secretary-treasurer, 
J.  1).  Challies,  superintendent  Dominion  Water-Power 
I 'ranch.    The  new  members  of  the  Managing  Commit- 
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tee  are :  W.  J.  Dick,  consulting  mining  engineer  to  the 
Commission  of  Conservation;  E-  B.  Jost,  h3'draulic  en- 
gineer of  the  Department  of  Railways  and  Canals.  The 
other  members  of  the  committee  consist  of  S.  J.  Fortin, 
structural  engineer,  Department  of  Public  Works ;  J. 
H.  McLaren,  hydraulic  engineer;  and  \'V.  F.  McK. 
Bryce,  city  engineer's  staff.  The  afifairs  of  the  Ottawa 
branch  are  in  a  flourishing  condition,  it  being  reported 
that  there  is  a  surplus  of  about  $1,200.  The  past  year 
•was  one  of  the  most  successful  and  prosperous  in  the 
history  of  the  branch. 


OflScers  of  Saskatchewan  Branch  G.S.G.E. 

The  election  of  ofificers  at  the  annual  meeting  of  the 
Saskatchewan  branch  of  the  Canadian  Society  of  Civil 
Engineers,  held  on  January  10,  1918,  resulted  in  the  fol- 
lowing appointments :  Chairman,  G.  D.  Mackie,  Moose 
Jaw ;  vice-chairman,  H.  S-  Carpenter,  Regina ;  secre- 
tary-treasurer, J.  H.  deStein,  Regina;  executive  com- 
mittee: H.  R.  Mackenzie,  Regina;  E.  G.  W.  Montgom- 
ery, Regina ;  W.  H.  Greene,  Moose  Jaw ;  C.  J.  Yorath, 
Saskatoon ;  J.  E.  Underwood,  Saskatoon. 


At  the  last  council  meeting  of  the  Canadian  Society 
of  Civil  Engineers  a  vote  of  sympathy  to  the  famil}^  of 
the  late  Professor  C.  H.  McLeod  was  passed. 


Mainly  Constructional 

East  and  West — From  Coast  to  Coast 


A  proposal  to  take  over  the  port  of  St.  John  and  make  it 
a  Dominion  property,  under  a  commission  similar  to  the  har- 
bor commission  at  Montreal,  is  being  taken  up  by  the  Domin- 
ion Government. 

About  February  l  the  Toronto  Builders'  Exchange  will 
remove  from  their  present  quarters  in  the  Goodyear  Building 
to  the  O'Neil  Building,  on  the  southwest  corner  of  Adelaide 
and  Victoria  Streets. 

Work  on  the  Dufferin  Street  section  of  the  relief  trunk 
sewer,  in  St.  Catharines,  Ont.,  is  progressing  rapidly,  bem.g 
about  half  completed.  The  contractors  finish  about  50  or  6u 
feet  each  day,  using  a  day  shift  for  the  excavation  work  only 
and  the  night  shift  for  the  construction  of  the  sewer.  The 
work  will  probably  reach  completion  early  in  March. 

The  total  value  of  the  building  permits  issued  in  Strat- 
ford, Ont.,  for  the  year  1917  was  $216,338,  an  increase  over 
last  year  of  $25,719.  Of  this  total  $125,550  went  towards  the 
erection  of  dwellings,  the  number  of  permits  for  this  class  of 
work  being  86.  The  total  number  issued  was  270.  The  larg- 
est piece  of  work  was  the  Shakespeare  School  addition,  cost- 
'  ing  $26,000. 

Undermined  by  the  flooding  Capilano  River,  the  east 
abutment  of  the  reinforced  concrete  bridge  on  Marine  Drive, 
connecting  North  and  West  Yancouver,  sank  about  fourteen 
feet  on  New  Year's  Day  and  twisted  the  structure  out  of 
shape.  This  bridge  was  build  in  1915,  at  a  cost  of  $40,000.  It 
is  expected  that  the  necessary  repairs  will  cost  in  the  neigh- 
borhood of  $10,000. 

The  Executive  Committee  of  the  Ontario  Good  Roads 
Association  has  decided  to  hold  the  annual  convention  in  To- 
ronto, February  27  to  March  1,  inclusive,  in  the  York  County 
Buildings,  Adelaide  Street  East.  This  will  be  the  sixteenth 
annual  convention,  and  the  attendance  is  expected  to  be  about 


300.  During  the  same  week  the  annual  conference  of  county 
road  superintendents  will  be  held  at  the  Parliament  Buildings. 

Toronto  harbor  work  during  1918  will  be  confined  to  the 
sea  wall  on  Ashbridge's  Bay,  and  operations  on  the  break- 
water will  be  suspended  indefinitely,  according  to  a  recent 
government  announcement.  This  does  not  mean,  however, 
that  there  will  be  any  great  reduction  in  the  work  this  year, 
as  it  is  expected  the  Harbor  Commission  will  proceed  on  the 
Ashbridge's  Bay  section  on  almost  as  large  a  scale  as  last 
year. 

The  R.  H.  Howes  Construction  Company,  of  Boston  and 
New  York,  are  commencing  shipbuilding  operations  in  Nova 
Scotia,  having  leased  the  late  James  Cosman  shipyards,  at  the 
mouth  of  the  Meteghan  River.  Mills,  and  pattern  shops  have 
also  been  erected,  and  are  now  in  operation.  The  company 
recently  closed  a  deal  for  a  tract  of  500  acres  of  valuable 
timberland  on  the  Meteghan  River,  and  a  large  gang  of  men 
is  now  engaged  on  the  property  getting  out  ship  framing  and 
timber. 

On  the  evening  of  Saturday,  January  12,  Mr.  G.  H.  Dug- 
gan,  chief  engineer  of  the  St.  Lawrence  Bridge  Company, 
gave  an  address  on  the  Quebec  Bridge  before  before  the 
Royal  Canadian  Institute  in  Toronto.  Lantern  slides  were 
shown,  and  Mr.  Duggan  took  up  the  history  of  the  bridge, 
from  its  early  stages  as  far  Dack  as  1899.  In  the  latter  part  of 
his  address  he  dwelt  on  the  technical  side  of  the  work,  telling 
something  about  the  construction  and  strength  of  the  bridge. 
He  also  showed  photographs  of  every  stage  of  the  work. 

Additional  contracts  have  just  been  awarded  by  the  On- 
tario Power  Company  in  connection  with  extensions  to  the 
Niagara  plant,  the  Canadian  General  Electric  Company  being 
the  successful  tenderer  for  the  installation  of  two  generators, 
and  the  turbines  to  be  bought  from  the  Tallahassee  Power 
Company.  The  placing  of  these  contracts  is  'the  sequel  to  the 
recent  meeting  of  the  Hydro-Electric  heads  with  the  Ontario 
Government,  the  endorsement  of  the  provincial  authorities 
having  enabled  the  Ontario  Power  Company  to  negotiate  a 
loan  of  $1,250,000  for  power  plant  extensions  with  the  Bank  of 
Montreal.  The  government  does  not  anticipate  difficulty  in 
securing  moneys  necessary  for  the  carrying  forward  of  the 
Chippewa  scheme. 


Personals 

Mr.  H.  R.  Safford,  M.C.S.C.E.,  chief  engineer  of  the 
Grand  Trunk  Railway,  has  been  nominated  for  the  vice-presi- 
dency of  the  American  Railway  Engineering  Association. 

Mr.  David  J.  Davidge  has  been  appointed  secretary  of  the 
Toronto  Builders'  Exchange,  to  succeed  Mr.  George  Mc- 
Sweeny.  Mr.  Davidge  is  well  qualified  to  fill  the  position, 
having  been  associated  witli  the  well-known  firm  of  Davidge 
&  Lunn,  genira!  contractors!  for  the  past  three  years. 

Mr.  George  B.  McSweeny,  who  has  been  associated  with 
the  Toronto  Builders'  Exchange  for  the  past  four  years  as 
assistant  secretary  and  latterly  as  secretary,  has  received  a 
commission  in  the  Royal  Naval  Flying  Corps  and  has  gone  to 
England  to  take  his  training.  Mr.  Frank  Saunders,  on  behalf 
of  Mr.  McSweeny's  many  friends  in  the  exchange,  presented 
him  with  a  steamer  trunk,  a  traveling  bag,  and  purse  of  gold. 


Obituary 

Flight-Lieutenant  George  Allan  Cockburn,  of  Toronto, 
reported  missing  last  November,  is  now  reported  killed  in 
action.  Flight-Lieutenant  Cockburn  was  a  graduate  of  St. 
Andrew's  College  and  a  third-year  science  student  at  Toronto 
University.  He  went  to  France  with  the  Third  Howitzer 
Battery,  but  after  being  wounded  in  October,  1916,  he  wa.s 
transferred  to  the  Royal  Flying  Corps. 


Contracts  Department 


News    of  Special  Interest  to  Contractors,  En^neers,  Manufacturers  and 

Dealers  in  Building  Supplies 


Waterworks,  Sewerage  and 
Roadways 

Guelph,  Ont. 

The  Wellington  and  Guelph  Suburban 
Road  Commission  has  been  organized, 
and  will  carry  out  a  plan  for  improve-' 
ment  of  31  miles  of  suburban  roads.  Sec- 
retary, George  Penfold. 

London,  Ont. 

Plans  are  being  prepared  and  tenders 
will  be  called  shortly  for  8-in.  sanitary 
sewer  costing  $3,500  for  Cheapside  Street 
for  the  City  Council.  Engineer,  H.  A. 
Brazier. 

Marysville,  N.B. 

Town  Council  contemplate  the  con- 
struction of  sewers  costing  $5,000.  Clerk, 
A.  D.  MacPherson. 

Picton,  Ont. 

Town  Council  contemplate  the  installa- 
tion of  a  1,000  gallon  per  minute  capa- 
city waterworks  pump.  Clerk,  P.  C. 
Macnee. 

St.  John,  N.B. 

The  City  Council  contemplate  the  con- 
struction of  permanent  pavement  on 
Main  Street.    Engineer,  Wm.  Murdock. 

Toronto,  Ont. 

The  York  County  Highways  Board 
will  ask  the  County  Council  for  $150,000 
for  road  work  for  1918.  Engineer,  E.  A. 
James,  57  Adelaide  Street  East. 

Wallace,  Man. 

By-law  has  been  passed  and  tenders 
will  likely  be  called  in  February  for  the 
construction  of  highways  and  roads  cost- 
ing $48,000.  Secretary-treasurer,  Wm. 
Whiteford,  Virden. 

CONTRACTS  AWARDED 
York  Township,  Ont. 

Mitchell  &  Mohan,  London,  have  the 
general  contract  for  watermain  on  But- 
tonwood  Avenue  for  the  Township  Coun- 
cil. 


Railroads,  Bridges  and  Wharves 

Anderdon  Township,  Ont. 

By-law  has  been  passed  and  tenders 
will  likely  be  called  for  the  erection  of 
bridges  costing  $13,000  over  the  Canard 
River.  Engineer,  J.  J.  Newman,  Flem- 
ing Block,  Windsor. 

Cap  de  la  Madeleine,  Que. 

Plans  are  Ijeing  prepared  for  three  sta- 
tions costing  $0,000  for  the  Three  Rivers 
Traction  Co.,  St.  Maurice  St.,  Three 
Rivers.    Manager,  W.  Baptist. 

Sangudo,  Alta. 

The  Canadian  Northern  Railway,  head 
office,  Toronto,  contemplate  the  erection 
of  a  station.  Engineer,  A.  T.  Eraser, 
C.  N.  R.  Station,  Edmonton. 


Public  Buildings,  Churches 
and  Schools 

Calgary,  Alta. 

The  Military  Hospitals  Commission, 
32  Vittoria  St.,  Ottawa,  and  the  Pro- 
vincial Government,  contemplate  the 
erection  of  a  convalescent  home.  Gen- 
eral superintendent,  J.  H.  W.  Bower. 

East  Point,  P.E.I. 

C.  B.  Chappell  &  Hunter,  Des  Brisay 
Bldg.,  Charlottetown,  are  preparing  plans 
for  $25,000  brick  church  for  the  Roman 
Catholic  Congregation. 

Edmonton,  Alta. 

•  The  Young  Women's  Christian  Asso- 
ciation, 103rd  Street,  contemplate  the 
erection  of  a  Y.  W.  C.  A.  building.  Ad- 
dress, General  Secretary. 

Georgetown,  P.E.I. 

The  Roman  Catholic  Congregation  are 
having  plans  prepared  for  a  $20,000  stone 
church.  Architects,  C.  B.  Chappell  & 
Hunter,  Des  Brisay  Bldg.,  Charlotte- 
town. 

Golden  Spike,  Alta. 

The  Govenor  School  District  No.  3464 
will  call  tenders  shortly  for  the  erection 
of  a  public  school.  Secretary,  J.  F.  Phe- 
lan. 

Joliette,  Que. 

Soeurs  des  Saints  Coeurs  Jesus-Marie, 
28  St.  Louis  St.,  contemplate  the  erec- 
tion of  a  stone  and  cement  addition. 

Ottawa,  Ont. 

Separate  tenders  received  by  the  ar- 
chitects, J.  A.  Pearson  and  J.  A.  Mar- 
chand,  Centre  Block,  until  noon,  Febru- 
ary 5  for  (a)  rolled  steel  casements,  (b) 
bronze  covered  frames  and  sash  for  the 
Parliament  Buildings. 

Parkland,  Alta. 

Tenders  will  be  called  shortly  for  the 
erection  of  a  public  school  for  Litchfield 
School  District  No.  3496.  Address,  Sec- 
retary, R.  Melbourne. 

St.  Jean  de  Dieu,  Que. 

Plans  and  specifications  with  the  pas- 
tor. Rev.  J.  A.  Ouellet,  who  is  receiv- 
ing tenders  for  furnaces,  hot  water  and 
steam  heating  system  for  church  and  sac- 
risty for  the  Church  Congregation. 

Toronto,  Ont. 

The  Health  Department  has  included 
$56,000  in  estimates  for  a  new  centra! 
heating  plant  at  the  Isolation  Hospital. 

Trail,  B.C. 

City  Council  contemplate  the  erection 
of  fire  hall,  etc.    Clerk,  Wm.  Monypenny. 

Trenton.  Ont, 

The  First  Presbyterian  Church  will  call 
tenders  shortly  for  the  erection  of  a 
church  hall  and  also  contemplate  the 
erection  of  a  church.  F.  R.  Clayden,  D. 
McK.  Reed  and  Rqht.  Logan  are  mem- 
bers of  the  building  committee. 


CONTRACTS  AWARDED 
Glace  Bay,  N.S. 

D.  J.  Mclsaac  has  the  general  con- 
tract for  $4,000  frame  temporary  church 
for  the  Roman  Catholic  Episcopal  Cor- 
poration of  Antigonish. 

Montreal,  Que. 

J.  B.  Gratton,  600  Labrecque  St.,  has 
the  general  contract  for  alterations  cost- 
ing $4,000  to  offices  for  the  Department 
of  Public  Works  &  Labor,  Provincial 
Government. 

South  Osgoode,  Ont. 

Murphy  &.  Morrow,  Billings  Bridge, 
Ottawa,  have  the  plastering,  and  Jos. 
Meagher,  Hinton  St.,  Ottawa,  the  car- 
pentry contract  for  $15,000  church  for 
St.  Johns  Congregation. 

Business  Buildings  and  Indus- 
trial  Plants 

Cap  de  la  Madeleine,  Que. 

Isaie  de  Grand'  Mont  contemplate  the 
erection  of  a  $12,000  brick  store. 

Dartmouth,  N.S. 

The  Consumers  Cordage  Company  will 
make  repairs  to  their  cordage  plant 
Superintendent,  R.  L.  Graham. 

Griffin  Creek,  Alta. 

The  Social  Society  and  United  Farm- 
ers' Association  have  secured  a  site  on 
which  they  plan  to  erect  a  hall.  Sec- 
retary, Cecil  McKenzie. 

Halifax,  N.S. 

Hillis  &  Sons  Ltd.,  Hollis  St.,  plan  to 
rebuild  their  foundry.  Secretary-trea- 
surer, L.  J.  Kaye,  Hollis  St. 

Hamilton,  Ont. 

The  Canada  Steel  Goods  Co.,  Ltd. 
Arthur  St.,  contemplate  the  erection  of 
a  $150,000  four-storey  reinforced  con- 
crete factory.    Manager,  A.  F.  Hatch. 

The  Canada  Steel  Goods  Co.,  Ltd., 
Arthur  St.,  will  erect  a  $3,000  one-storey 
frame  storage  warehouse  and  will  carry 
out  the  carpentry. 

Lake  Isle,  Alta. 

The  United  Farmers  of  Alberta  con- 
template the  erection  of  a  large  hall. 
Address,  local  secretary. 

Listowel,  Ont. 

J.  W.  Schinbein  will  rebuild  business 
block  on  Main  St.  which  was  recently 
destroyed  by  fire  at  a  loss  of  $25,000, 

London,  Ont. 

The  McClary  Mfg.  Co.,  333  Wellington 
St.,  will  remodel  building  into  offices  at 
a  cost  of  $3,500.  Superintendent,  Col. 
W.  M.  Gartshore. 

Tenders  will  be  called  ai)out  February 
15  for  the  erection  of  a  $50,000  office 
building  for  the  Huron  and  Erie  Com- 
pany, Richmond  St.  Architects,  Watt  & 
Blackwell,  Bank  of  Toronto  Building. 

Montreal,  Que, 

The  Royal  Bank  of  Canada,  147  St. 
James  St.,  Montreal,  have  secured  a  site 
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on  which  they  will  erect  a  bank.  Gen- 
eral manager,  C.  E.  Neil. 
;  The  Imperial  Oil  Company,  918  St. 
IPatrick  St.,  will  erect  a  $5,000  one-storey 
galvanized  iron  private  garage.  Gen- 
eral manager,  W.  W.  Oswald. 

Nicolet,  Que. 

:  E.  Beauchemin  will  rebuild  his  store 
,and  residence  at  a  cost  of  .$15,000. 

Outremont,  Que. 

Molson  Bank,  300  St.  James  St.,  Mont- 
real, have  secured  a  site  on  which  they 
kvill  erect  a  branch  bank.  General  man- 
iger,  Edward  C.  Pratt. 

Owen  Sound,  Ont. 

The   Great   Lakes   Steel  Corporation, 
Ltd.,  23  King  St.  E.,  Toronto,  will  start 
f  )uilding  operations  on  a  steel  plant  about 
j;\.pril  1st. 

^edcliffe,  Alta. 

The  Rolling  Mills  are  rebuilding  and 
■nlarging  their  plant.  Address,  G.  De- 
ane. 

{egina,  Sask. 

The  Military  Hospitals  Commission.  23 
"ittoria  St.,  Ottawa,  are  having  plans 
repared  for  a  central  storage,  building. 
)fficer  in  charge,  W.  L.  Symons,  C.E. 

Jenfrew,  Ont. 

J.  J.  Finney  contemplates  the  erection 
(  z  tyi  storey  corrugated  iron  and 
"ame  ice  house. 

arnia,  Ont. 

Watt  &  Blackwell,  Bank  of  Toronto 
■  uilding.  London,  are  preparing  plans 
nd  tenders  will  be  called  about  April 
ir  the  conversion  of  hotel  into  stores, 
tc,  at  a  cost  of  $20,000,  for  Mr.  Rich- 
"dson,  Belchamber  Hotel. 

trathroy,  Ont. 

Geo.  Rivers  is  considering  rebuilding 
^  factory  which  was  recently  blown 
)wn. 

hree  Rivers,  Que. 

Asselin  &  Denoncourt,  Notre  Dame 
,  are  preparing  plans  for  offices  cost- 
g  $8,000  for  the  Exhibition  Commis- 
in.    Manager,  J.  H.  Vigheau. 

The  City  Council  have  granted  guar- 
;(ee  for  $100,000  to  the  Page  Wire  Fence 
of  Canada,  head  office,  Walkerville, 
locate  their  complete  plant  here.  The 
mpany  will  spend  $150,000. 

E.  Julien  &  Cit.,  Ltd.,  1238  St.  Valier 
.  Quebec,  want  prices  on  brick,  spruce 
nber,  flooring,  etc.,  in  connection  with 
erection  of  a  $30,000  two-storey  store. 

Vnselme    Dube,    Bellefeuille  St.,  will 
like  repairs  costing  $5,000  to  his  fae- 
ry which  was  damaged  by  fire.  Ma- 
linery,  belting,  etc.,  will  be  replaced, 
'llsonburg,  Ont. 

The  erection  of  a  $35,000  extension  to 
I  tory  is  contemplated  by  the  Maple 
I  af  Harvest  Tool  Company. 

H^untley  Mfg.  Co.,  Tillson  Ave.,  con- 
t  iiplate  the  erection  of  factory  addi- 
t  n. 

Jronto,  Ont. 

)born  &  Ellis,  22  College  St.,  will  re- 
vc  tenders  until  January  30  for  addi- 

i  II  to  building  at  Defoe  and  Stafford. 

Yolles,  377  Queen  St.  W.,  is  hav- 

ii  plans  drawn  and  will  erect  a  three- 
s  rey  brick  store  and  warehouse. 

tf-he  TurnbuU  Elevator  Mfg.  Co.,  126 


John  St.,  are  having  plans  prepared  for 
an  addition  to  their  plant. 

Vancouver,  B.C. 

The  Canadian  Metal  &  Equipment  Co., 
Ltd.,  195  Alexander  St.,  are  having  plans 
prepared  for  smelter  and  warehouse. 
Architect,  T.  H.  Tracy,  744  Bute  St. 

Wallaceburg,  Ont. 

The  Dominion  Sugar  Company  have 
decided  to  rebuild  their  drying  house 
and  warehouse  at  a  cost  of  $30,000.  Sec- 
retary-treasurer, C.  H.  Housen. 

CONTRACTS  AWARDED 
Brantford,  Ont. 

A.  J.  Cromar,  446  Colborne  St.,  has 
the  general  contract  for  addition  and  al- 
terations to  bank  for  the  Bank  of  Ham- 
ilton, head  office,  Hamilton. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $132,000  extension  to  plant  for  the 
Dominion  Steel  Products,  Ltd.,  Morrell 
St.:  Masonry,  P.  H.  Secord  &  Sons,  Ltd., 
135  Nelson  St.;  steel,  Hamilton  Bridge 
Works  Company,  Ltd.,  Bay  N.,  Hamil- 
ton; roofing,  Turnbull  &  CutlifTe,  Ltd., 
50  Colborne  St.  Tenders  are  being  re- 
ceived for  plumbing.  Austin  Company, 
Cleveland,  Ohio,  will  carry  out  the  car- 
pentry, heating,  plastering,  painting,  and 
electrical  work. 

Ford,  Ont. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  bank  for  the  Canadian  Bank  of 
Commerce,  33  King  St.  W.,  Toronto: — 
Plastering,  E.  A.  Murby,  71  West  Ave., 
Toronto;  heating  and  plumbing,  Purdy- 
Mansell  Ltd.,  63  Albert  St.,  Toronto; 
painting,  F.  G.  Roberts  &  Co.,  106  Wells 
St.,  Toronto;  roofing,  Canadian  H,  W. 
Johns-Manville  Co.,  Ltd.,  19  Front  St. 
E.,  Toronto;  safe  and  vault  doors,  J,  & 
J.  Taylor,  19  Front  St.  E.,  Toronto. 

Gait,  Ont. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $60,000  bank  for  the  Merchants 
■Bank,  head  office,  Montreal: — Cut  stone, 
Ritchie  Cut  Stone  Co.,  Ltd.,  191  Grant 
Ave.,  Hamilton;  structural  steel,  Mc- 
Gregor &  Mclntyre,  Ltd.,  1139  Shaw  St., 
Toronto;  ornamental  iron,  Canada  Wire 
&  Iron  Goods  Co.,  183  King  William  St., 
Hamilton;  roofing  and  sheet  metal.  Turn- 
bull  &  Cutlif¥e  Ltd.,  60  Colborne  St., 
Brantford;  electrical  wiring,  plumbing 
and  heating,  Scott  &  Bennett,  13  Dickson 
St.,  Gait;  painting  and  glazing,  F.  G. 
Roberts  &  Co.,  Ltd.,  106  Wells  St.,  To- 
ronto; cork  floor,  Canadian  David  E. 
Kennedy  Ltd.,  304  University  St.,  Mont- 
real. 

London,  Ont. 

Hyatt  Bros.,  388  Egerton  St.,  have  the 
general  contract  for  converting  building 
into  stores  and  apartments  for  J.  Selak, 
317  Dundas  Street. 

Montreal.  Que. 

J.  P.  Dupuis  Ltd.,  592  Church  Ave., 
Verdun,  has  the  carpentry,  and  the  Star 
Electric  Co.,  845  St.  Lawrence  Bldg., 
the  electrical  work  in  connection  with 
alterations  costing  $6,000  to  factory  for 
the  Berliner  Gramophone  Co..  Lenoir 
St.  The  general  contractor,  E.  B.  Evans, 
1112  St.  Patrick  Street. 

Nanoose  Bay,  Ont. 

Wallace  &  McGougan,  1007  Burrard 
St.,   Vancouver,  have  the   general  con- 


tract for  rebuilding  powder  plant,  etc., 
for  the  Giant  Powder  Co.  of  Canada, 
Ltd.,  602  Hastings  St.  W.,  Vancouver. 

Ottawa,  Ont. 

Alex.  Christie  &  Son,  Kenniston  Apart- 
ments, have  the  general  contract  for  al- 
terations costing  $6,000  to  theatre  for 
stores  for  F.  Carling,  Sparks  Street. 

St.  John,  N.  B. 

Edward  Bates,  73  Duke  .St.,  has  the 
general  contract  for  rebuilding  store  for 
Edgar  H.  Fairweather,  14  Canterbury  St. 

Toronto,  Ont. 

R.  G.  Kirby,  539  Yonge  St.,  has  the 
general  contract  for  alterations  to  offices 
for  the  Consumers  Gas  Company. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $75,000  restaurant  to  be  erected  on 
Yonge  St.  for  Childs  Co.,  300  Fifth  Ave., 
New  York: — Steel,  Reid  &  Brown,  Es- 
planade E.;  plastering,  R.  C.  Dancy,  153 
Spadina  Rd.;  glass,  Robbs  Mfg.  Co.,  Ltd., 
279  King  W.;  painting,  J.  McCausland  & 
Son,  11  Nelson  St.;  terra  cotta,  Atlantic 
Terra  Cotta  Co.,  care  of  S.  L.  Ham- 
mond, 65  Victoria  Street. 

Vancouver,  B.C. 

The  Davies  Construction  Co.,  850 
Hastings  W.,  have  the  general  contract 
for  addition  and  alterations  to  offices, 
for  the  Union  Steamship  Co.  of  British 
Columbia,  Ltd.,  foot  of  Carrall  Street. 


Residences 

Cap  de  la  Madeleine,  Que. 

Tsaie  de  Grand'Mont  contemplate  the 
erection  of  four  or  five  tenements,  cost- 
ing $4,000  each. 

Charlottetown,  P.E.I. 

Bishop  O'Leary,  The  Palace,  secretary 
of  St.  Dunstan's  College,  will  purchase 
plaster  paris,  rockwall.  hardwood  floor- 
ing, etc.,  for  the  erection  of  a  $35,000 
residence. 

Gait,  Ont. 

P.  Nicol,  51  Cambridge  St.,  will  erect 
a  $3,000  two-storey  stucco  residence  on 
Blair  Road  and  probably  let  plumbing, 
heating,  plastering,  and  electrical  work. 

Hamilton,  Ont. 

Stewart  &  Witton,  7  Hughson  St.  S., 
are  preparing  plans  for  $20,000  addition 
to  apartment  house  owned  by  W.  P.  Wit- 
ton,  290  Hess  St.  S.,  and  George  E.  Mills, 
614  King  St.  E.  Mr.  Mills  will  carry  out 
the  masonry  work. 

Islington,  Ont. 

S.  Barrett  is  open  to  receive    prices,  . 
etc.,  on  hot  water  heating,  asbestos,  slate 
shingle  roofing,  and  hardwood  flooring 
in  connection  with    the    erection    of  a 
$3,000  2^-storey  brick  residence. 

Ottawa,  Ont. 

J.  A.  McAllister,  .365  Sunnyside  Ave., 
contemplates  the  erection  of  a  residence. 

Plans  will  be  prepared  for  a  $5,590  resi- 
dence to  be  erected  on  Woodlawn  Ave. 
by  J.  McL.  Allister,  22  Willard  St. 

Toronto.  Ont. 

F.  J.  Cummings,  care  46  King  St.  \\'., 
contemplates  the  erection  of  four  $3,000 
two-storey  brick  residences, 

CONTRACTS  AWARDED 
Chatham,  Ont. 

Tlie  following  contracts  have  been 
awarded  in  connection  with  the  erection 
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of  a  $3,200  1 '/'-storey  frame  residence  for 
Earl  Bolton,  Park  St.:  Plumbing,  ].JW. 
Draper.  Third  St.:  plastering,  Fred  Cra- 
go,  Joseph  St.;  painting,  W.  Marshall, 
Raleigh  St.;  electrical  work,  Hydro-Elec- 
tric Power  Commission,  113  King  W. 

Halifax,  N.S. 

J.  T.  Dorey.  Granville  St.,  has  the  elec- 
trical contract  for  192  temporary  resi- 
dences for  the  reconstruction  committee. 

Levis,  Que. 

Telesphore  Guay.  9^4  St.  Leon,  Bien- 
ville, has  the  general  contract  for  $3,000 
two-storey  frame  residence  for  Edmond 
Poitras,  Fraser  St.,  Bienville. 

Montreal,  Que. 

William  Rochon,  454  Park  Lafontaine 
St..  has  the  electrical  work  in  connection 
with  the  conversion  of  a  residence  into 
flats,  at  a  cost  of  $13,000,  for  Miss  F. 
Murray,  66  Morris  St.,  Ogdensburg,  N.Y. 

Morris  Pelletier,  301b  De  Lanaudiere 
St.,  has  the  electrical  work  in  connection 
with  alterations,  costing  $7,000,  to  resi- 
dence for  Ls.  Albert  Dubrule,  322  Red- 
fern  St. 

Ottawa,  Ont. 

Ihe  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $5,000  residence  for  B.  A.  Grison,  21 
Fentiman  St.:  Electrical  work,  H.  L. 
Alan,  377  Bank  St.;  plumbing,  P.  Band  & 
Co.,  775  Bank  St.;  heating.  Capital  Hard- 
ware Company,  845  Bank  St. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $4,0.00  2^-9torey  stucco  residence  for 
B  A  Grison,  21  Fentiman  Ave.:  Electri- 
cal work,  H.  L.  Allen,  272  Bank  St.; 
plumbing,  J.  P.  Band  &  Co.,  775  Bank  St.; 
heating.  Capital  Hardware  Company,  845 
Bank  St. 

W.  McQuade,  1058  Somerset  St.,  has 
the  plumbing  and  A.  L.  Young,  320  Third 
Ave.,  the  electrical  work  for  $5,000  2;^- 
storey  brick  veneer  residence  for  W.  H. 
Lee,  36  Baron  St. 

Three  Rivers,  Que. 

J.  B.  Badeau,  471  St.  Maurice  St.,  has 
the  electrical  contract  for  tenements  cost- 
ing $10,000  for  Joseph  Lessard,  437  St. 
Francois  Xavier  St.,  who  wants  prices  on 
plumbing  supplies,  etc. 

Toronto,  Ont. 

W.  Thompson,  45  Innis  Ave.,  has  the 
Ijlumbing  and  heating  contracts  for 
$4,500  duplex  residence  for  the  Griffin 
Contracting  Company,  7a  McRoberts 
.\venue. 


Bank  Building,  Toronto,  the  Natco  par- 
tition tile  work  for  hydro  office,  costing 
$10,000,  for  the  Utilities  Commission. 


Power  Plants,  Electricity  and 
Telephones 

Merritton,  Ont. 

The  Riordon  Pulp  and  Paper  Com- 
pany, Ltd.,  head  office  355  Beaver  Hall 
Square,  Montreal,  will  call  tenders  for 
the  erection  of  a  power  plant. 

CONTRACTS  AWARDED 

London,  Ont. 

The  Canadian  Wcstinghouse  Company, 
Ltd.,  Traders  Bank  Building,  Toronto, 
have  the  contract  for  machinery,  costing 
$25,000,  for  addition  to  sub-station  for  the 
Utilities  Commission,  City  Council. 

The  Halian  Mosaic  and  Marble  Com- 
pany of  Canada,  Ltd.,  Crown  Tailoring 
Building,  Torf)nto,  have  the  terrazzo  and 
mosaic  work  and  the  National  Fireproof- 
ing  Company  of  Canada,  Ltd.,  Dominion 


Fires 

Annapolis  Royal,  N.S. 

Tool-house,  etc.,  owned  by  the  An- 
napolis Shipping  Co.,  St.  Anthony  St., 
totally   destroyed.     Loss  considerable. 

Baden,  Ont. 

Woolen  mills  owned  by  Elias  A.  Bru- 
bacher.    Loss  about  $7,000. 

Brantford,  Ont. 

Plant  owner  by  the  Watson  Mfg.  Co., 
Holmedale  St.  Total  loss  considerable. 
Will  likely  repair  damage  immediately. 

Brighton,  Ont. 

Residence  owned  by  T.  Stanton  to- 
tally destroyed.    Loss  considerable. 

Chatham,  Ont. 

Plant  owned  by  the  Pittsburg  &  Des 
Moines  Steel  Co.,  Inshes  Ave.  Total 
loss  $10,000. 

Chicoutimi,  Que. 

Store  owned  by  Gaudreau  &  Gagnon 
totally  destroyed.  Loss,  $12,000.  Will 
rebuild  in  the  spring,  at  a  cost  of  $15,000. 

Cornwall,  Ont. 

Business  block  owned  by  J.  H.  Tar- 
diff,  382  St.  Catherine  St.  E.,  Montreal, 
almost  completely  destroyed. 

Edmonds,  B.C. 

Residence  owned  by  Sergt.  W.  Lyne, 
care  of  Burnaby  Police  Department, 
Burnaby.    Estimated  loss,  $3,000. 

Gananoque,  Ont. 

Factory  owned  by  the  Ontario  Steel 
Products  Company,  Ltd.,  King  St.,  con- 
siderably damaged. 

Grand  Mere,  Que. 

Store  owned  by  Edmund  Doyon.  Loss, 
$13,000,    Will  rebuild  at  once. 

Hamilton,  Ont. 

"I^ilett"  block,  owned  by  the  Main 
Railway  Company.    Loss  about  $40,000. 

School  owned  by  the  School  Board. 
Loss  $14,000.    Secretary,  R.  H.  Foster. 

Plant  owned  by  the  Steel  Co.  of  Can- 
ada Ltd.,   Harvey   Lane.     Loss  $10,000. 

Synagogue  owned  by  the  Jewish  con- 
gregation, Hughson  St.  S..  considerably 
damaged.    Will  reipair  immediately. 

Hartland,  N.B. 

"Taylor"  business  block,  owned  by  C. 
H;  Taylor  and  T.  G.  Simms,  completely 
destroyed.    Loss  estimated  at  $18,000. 

Knowlton,  Que. 

Residence  owned  by  John  Baillie,  care 
of  Dominion  Oilcloth  Co.,  Ltd.,  1192  St. 
Catherine  St.  E.,  Montreal.  Estimated 
loss  $15,000. 

Lachute,  Que. 

Outbuildings,  etc.,  owned  by  W.  J. 
Burk.  Loss  considerable.  Will  likely 
rebuild  at  once. 

Lauzon,  Que. 

Residence  and  store  owned  by  G.  S. 
Vien.  Loss  $15,000.  Will  rebuild  in  the 
spring  at  a  cost  of  .$20,000. 

Listowel,  Ont. 

Residence  owned  l)y  A.  E.  Malcolm, 
care   Andrew  Malcolm    i'"urniturc  Cqm- 


pany,  Ltd.,  Elma  St.,  completely  de| 
stroyed.    Loss  considerable. 

Marysville,  N.B. 

Residence  owned  by  Frank  J.  Smitl 
Loss,  $3,000. 

Mitchellton,  Sask. 

Business  block  owned  by  W.  H.  Pritch 
ard,  R.  Jampolsky,  and  H.  Jampolsk) 
Total  loss,  $26,000. 

Moncton,  N.B. 

"Victoria"  business  block,  owned  by^ 
H.  Higgins,  681  Main  St.,  completely 
stroyed.    Loss  considerable. 

Montreal,  Que. 

Abattoir  owned  by  the  Montreal 
attoir   Ltd.,   139   Mill   Ct,  considera 
damaged. 

Building  owned  by  M.  Vincent, 
St.    Hubert   St.,   considerably  daina| 
by  fire. 

Morrin,  Alta. 

Business  block  owned  by  the  Morri 
Trading  Company  completely  destroyei 
Loss  about  $35,000. 

Nanton,  Alta. 

Office  and  engine  room  owned  by  th 
Alberta  Pacific  Elevator  Company  tota 
ly  destroyed.  Loss  considerable.  Mai 
ager,  M.  J.  Armstrong. 

North  Bay,  Ont. 

Hardware  store  owned  by  Williaij 
Munns.    Total  loss  estimated  at  $6,000.  | 

Norwick,  Ont. 

Flour  mills  owned  by  T.  L.  Wood,  cat 
of  Wood  Flour  Mills,  completely  d' 
stroyed.    Loss  considerable. 

Okotoks,  Alta.  j 

Rink  owned  by  the  Town  Council  del 
troyed  by  fire.  By-law  will  be  submittd 
to  ratepayers  to  decide  whether  new  rirj 
will  be  built.    Clerk,  R.  Knowles. 

Ottawa,  Ont. 

Hospital  owned  by  the  Grey  Nun 
Water  St.    Loss  about  $25,000. 

Stores  and  residence  owned  by  H. 
J.  A.  Brouse,  370  Cooper  St.   Loss  $8,0C 

Peterboro,  Ont. 

Boat  works  owned  by  the  Peterbo 
Canoe  Co.,  290  Water  St.  Loss  $4 
000.    Expect  to  rebuild  at  once. 

Boston  Cafe,  owned  by  Mrs.  Loui 
Dunne,  361  Park  St.,  destroyed  by  fii 
Total  loss  $7,000. 

Portage  la  Prairie,  Man. 

Roundhouse  owned  by  Canadi 
Northern  Railway,  Union  Station,  Wi 
nipeg,  completely  destroyed.  Loss  CO 
siderable.  General  manager,  M.  H.  Mc 
Leod. 

Port  Hawkesbury,  N.S. 

Residence  owned  by  Freeman  Embr 
completely  destroyed.    Loss  about  $5,0' 

Quebec,  Que.  <* 

Store  owned  by  Arthur  Paquet,  6^ 
St.  Joseph  St.  Loss  $15,000.  Willf 
build  shortly. 

Storehouse   occupied   by   the  Broc 
side  Dairy.  St.  Louis  Rd.    Loss  $lO,Oi 
Will  rebuild  next  summer  at  a  cost 
$20,000. 


Riversglade,  N.S. 

Residence   owned   by  Jas.  Pri 
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Plant  of  John  Inglis  Co.,  Limited,  Toronto 


OUR  facilities  and  long  experience 
enable  us  to  design  and  manufac- 
ture engines,  boilers,  pumps,  and  plate 
work  of  every  kind. 

No  project  is  too  big  for  our  en- 
gineers and  plant  and  no  job  too  small 
to  receive  intelligent  attention. 

Quotations  gladly  furnished. 


The  John  Inglis  Company,  Limited 

ENGINEERS  AND  BOILERMAKERS 
14  Strachan  Ave.       -       -       Toronto,  Canada 

Ottawa  Representative— J.  W.  ANDERSON,  7  Bank  Street  Chambers 
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Battery  Hill,  Pictoii,  totally  destroyed 
by  fire. 

St.  Boniface,  Que. 

Residence  and  sheds  owned  by  Nazaire 
Lafond  totally  destroyed.  Will  rebuild 
immediately. 

Ste.  Anne  de  la  Pocatiere,  Que. 

Damage  to  College  ot  Set.  Anne.  Loss, 
.$4,000.  "  Will  probably  rebuild  in  the 
spring.    Superior,  Rev.  Noel  Pelletier. 

Ste.  Clothilde,  Que. 

Store  owned  by  Edmond  Champagne. 
Loss  $8,000. 

Stettler,  Alta. 

Creamery  plant  owned  by  the  Edmon- 
ton City  Dairy  Ltd.,  Strathcona  Road, 
completely  destroyed.  Manager,  W.  W. 
Prevey. 

St.  John,  N.B. 

Residence  owned  by  F.  E.  Williams, 
197  Germain  St.  Loss  $13,000.  Will  re- 
build. 

St.  Jovire,  Que. 

Residence  owned  by  T.  E.  Draper. 
Loss  consideral^le. 

St.  Regis,  Que. 

Station  owned  by  the  Ottawa  and  New 
York  Railway,  head  office  Carleton 
Chambers,  Ottawa,  completely  destroyed. 
Loss  considerable.  General  manager,  S. 
R.  Payne,  Ottawa. 

St.  Sauveur  des  Montagnes,  Que. 

Convent,  church,  and  parsonage  owned 
by  the  Roman  Catholic  Church.  Loss, 
$87,000.  Address,  Parish  Priest  and  Su- 
perioress of  the  Sacred  Heart. 

Three  Rivers,  Que. 

Factory  owned  by  Anselme  Dube, 
Bellefeuille  St.,  totally  destroyed.  Loss 
considerable. 

Toronto,  Ont. 

Ferry  sheds  at  the  foot  of  Bay  Street, 
owned  by  the  Toronto  Harbour  Com- 
missioners, 50  Bay  St.  Total  loss  $55,- 
000. 

Vancouver,  B.C. 

Printing  plant  owned  by, A.  H.  Tirnms, 
230-14th  St.  E.,  completely  destroyed. 
Loss  $30,000. 

Building  owned  by  Barker  &  Moir, 
care  tenant,  the  National  Paper  Box  and 
Carton  Company,  Ltd.,  587  Seventh  Ave- 
nue W.    Estimated  loss,  $6,000. 

Welland,  Ont. 

Block  owned  by  J.  B.  Taylor  Estate. 
Loss,  $15,000.  Not  decided  when  will 
build. 

Two  residences  owned  by  W.  A.  Kel- 
sey.    Loss,  .$3,000. 

Winnipeg,  Man. 

"Enderton"  business  block  owned  by 
C.  H.  Enderton  &  Co.,  226  Portage  Ave. 
Loss  -$275,000. 

Factory  owned  by  the  Winnipeg  Brass 
&  F"ixtures  Co.,  Clifton  and  Riddle  Sts. 
Loss  $13,000. 

Factory  owned  by  the  Codville  Co., 
Ltd.,  Portage  and  Victoria  Sts.  Esti- 
mated loss  $10,000. 


Miscellaneous 

Brantford,  Ont. 

Tenders  received  by  the  chairman  of 
the  Board  of  Works,  Aid.  J.  W.  English, 
until    l'"ebrnary    7,    for    motor,  costing 


$2,500,  for  sewage  pumping  station.  Plans 
and  specifications  with  the  engineer. 

Cap  de  la  Madeleine,  Que. 

Town  Council  contemplate  the  pur- 
chase of  a  few  thousand  feet  of  fire  hose. 
Secretary,  J.  Bourgue. 

Chesley,  Ont. 

The  Chesley  Chair  Company,  Ltd.,  are 
in  the  market  for  second-hand  motors,  5 
to  30  h.p.,  230  volt,  60  cycle. 

Fort  William,  Ont. 

Plans  and  specifications  with  the  archi- 
tect, R.  E.  Mason,  Victoria  Block,  who  is 
receiving  tenders  until  January  31  for 
freight  hoist  at  the  post-office,  May  St. 
N.,  for  the  Department  of  Public  Works, 
Dominion  Governmenit. 

Halifax,  N.S. 

The  Lorne  Aquatic  Club,  Renforth  St., 
will  rebuild  their  club  house  on  old  site. 

London,  Ont. 

City  Council  contemplate--the  purchase 
of  about  150,000  gallons  of  road  oil.  En- 
gineer, Harry  Brazier. 

Tenders  are  being  called  by  the  engi- 
neer, Harry  Brazier,  for  yearly  supply  of 
hardware,  including  square  and  round 
iron,  nails  and  general  hardware,  for  the 
City  Council. 

Ottawa,  Ont. 

City  Council  have  decided  to  apply  to 
the  Ontario  Railway  and  Municipal 
Board  for  leave  to  borrow  $250,000  for 
coal  yard.    Clerk,  N.  H.  Lett. 

Tenders  received  by  the  architects,  J. 
A.  Pearson  and  J.  O.  Marchand,  Centre 
Block,  until  noon,  February  5,  for  eleva- 
tors and  hoist  equipment  required  for  the 
Parliament  Buildings.  Plans  and  specifi- 
cations at  the  office  of  the  general  con- 
tractors, P.  Lyall  &  Sons  Construction 
Company,  Ltd.,  Parliament  Buildings. 

Three  Rivers,  Que. 

The  Shawinigan  Water  and  Power 
Company,  83  Craig  St.  W.,  Montreal, 
contemplate  the  erection  of  two  steel 
towers  on  concrete  base  on  pile  founda- 
tion. General  superintendent,  Julian  C. 
Smith. 

s 

Toronto,  Ont. 

The  Board  of  Control  contemplate  the 
purchase  of  fire  apparatus,  including 
combined  hose,  chemical  and  punip 
truck,  $39,400;  aerial  hook  and  ladder 
truck,  $17,000;  and  miscellaneous  equip- 
ment, ,$28,153. 

Tenders  close  January  24  for  vault  fit- 
tings at  Administration  Building;  also 
for  white  lead,  linseed  oil,  turpentine, 
colors,  pails,  brushes,  nails,  and  screws 
for  the  Board  of  Education.  Secretary- 
treasurer,  W.  C.  Wilkinson,  155  College 
Street. 

CONTRACTS  AWARDED 
Ottawa.  Ont. 

The  Des  Moines  Company  of  Canada, 
Chatham,  have  the  contract  for  three 
storage  tanks  for  the  City  Council. 

Toronto,  Ont. 

Thomson  Brothers,  Ryrie  Building, 
have  the  general  contract  for  $4,500  one- 
storey  brick  shipping  enclosure  for  the  T. 
Eaton  Company,  190  Yonge  St. 

Victoria,  B.C. 

W.  R.  Moncriefif,  care  of  Department, 
Victoria,  has  the  general  contract  for 
.'S3.850  oil  shed  for  the  Denartment  of 
Marine  and  Fisheries,  Dominion  Govern- 
ment. 


Incorporated  Companies 

Brandon,  Man. 

The  Great  West  Coal  Co.,  Ltd.,  cap 
ital  $2,000,000,  to  develop  mining  opera 
tions  and  conduct  wholesale  and  retail 
coal  business. 

Georgetown,  Ont. 

The  Canada  Needle  Works  Ltd.,  cap 
tial  $50,000,  to  manufacture  needles,  etc. 
and  all  similar  parts  for  knitting  and 
other  textile  machinery. 

Guelph,  Ont. 

The  Modern  Paper  Box  Co.,  Ltd.,  cap 
ital  $100,000,  to  manufacture  paper  boxes 
bags,  etc. 

Quebec,  Que. 

Lgare-Automobile  and  Supply  Com 
pany,  Ltd.,  capital  $500,000,  to  manufac 
ture  and  deal  in  automobile  acessories 
etc. 

Louis  Beaubien,  Limitee,  capital  $149, 
000,  to  manufacture  boots,  shoes,  rav 
felts,  tanned  skins,  etc. 

Toronto,  Ont. 

The  Hull  Construction  Ltd.,  capita 
$40,000  ,to  conduct  general  building  an{ 
contracting  business. 

The  Ontario  Hardwoods  Ltd.,  care 'o 
Mr.  Geo.  Glendenning,  Room  405,  Stand 
ard  Bank  Bldg.,  capital  $40,000,  to  cu 
and  manufacture  timber,  lumber  ties,  etc 

Walkerville,  Ont. 

The  Beaver  Truck  and  Tractors,  Ltd 
capital  $500,000,  to  manufacture  mote 
trucks,  farm  tractors,  etc. 


Shuttle  Car  Carries  Concrete  to  Form 

Concrete  for  a  harbor  wall  along  th 
Genesee  River  at  Rochester,  N.Y.,  fo 
the  New  York  Barge  Canal,  is  placed  b 
a  dump  car  running  upon  the  top  of  th 
completed  portion  of  the  wall.  The  cor 
Crete  is  made  in  a  stationary  plant,  an 
delivered  from  the  mixer  to  the  buck( 
of  an  elevator  tower  at  the  back  of  th 
wall.  From  the  tower  it  is  spouted  int 
a  steel  dump  car  running  on  a  track  o 
top  of  the  wall  and  operated  by  a  sma 
locomotive. 

On  reaching  the  section  that  is  bein 
concreted  the  car  is  run  up  an  inclir 
to  the  top  of  the  Blaw  steel  form, 'an 
is  there  dumped.  The  car  is  of  the  sid/ 
dump  type,  but  adopted  to  bottom  dumi] 
ing  by  cutting  a  hole  in  the  bottom  ar 
fitting  this  with  a  cast-iron  frame  ar 
gate.  A  wooden  frame  on  top  of  tl 
car  body  increases  its  capacity.  With 
1-yard  mixer  and  car,  concrete  can  I 
placed  at  the  rate  of  20  yards  per  hou 


CONTRACTORS 
and  TENDERERS 

for  Superior  Service 

THE 

Canadian  Surety  Co. 

26  Wellington  St..  Eait 

Phone  Main  2609    TORONTO,  Ont. 
Represented  in  all  the  principal 
cities  and  towns  in  the 
Dominion. 

BONDS  INSURANCE 

of  every  description      Plate  Glass— Burglary 
Automobile 

—  ( 
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STEEL 
BARS 


FOR  CONCRETE 
.REINFORCINCi 


I 


Tenders  and  For  Sale  Department 


WANTED 


A  number- of  cement  block  and  tile  cars  witli 
^iteel  track — second-hand. 

PETTYPIECES  LIMITED, 
4.4  Amherstburg,  Ont. 


TENDERS 

will  be  received  by  the  undersigned  until  noon  on 
Saturday,  February  2nd,  for  the  various  trades  re- 
quired in  the  erection  and  completion  of  a  brick 
house  on  Malvern  Street,  East  Toronto. 

The  lowest  or  any  tender  not  necessarily  ac- 
cepted. 

GORDON  &  HELLIWELL,  Architecls, 
4-5  Confederation  Life  Bldg.,  Toronto. 


Parliament  Building,  Ottawa 


Tenders  Wanted  for  Rolled  Steel 
Casements  and  Bronze  Cov- 
ered Frames  and  Sash 


Sealed  tenders  will  be  received  by  the  under- 
signed until  noon,  February  5,  1918,  for  Rolled 
Steel  Casements  and  Bronze  Covered  Frames  and 
Sash. 

All  tenders  to  be  based  on  the  execution,  erec- 
tion and  completion;  together  with  the  furnish- 
ing of  all  material;  tools;  appliances;  labor,  etc, 
as  requi  red  and  described  by  the  Plans  and 
Specifications  for: 

(A)  Rolled  Steel  Casements. 

(B)  Bronze  Covered  Frames  and  Sash. 
Separate  tenders  to  be  submitted  for  "A"  and 

"B." 

The  work  included  under  this  contract  shall 
be  commenced  immediately  on  the  signing  of 
the  same,  or  at  such  time  as  may  be  directed, 
and  be  carried  out  in  such  a  manner  as  to  in- 
sure the  completion  thereof  by  September  31,  191S. 

Plans  and  Specifications  ,and  any  other  in- 
formation required  can  be  obtained  at  the  office 
of  the  General  Contractor,  P.  Lyall  &  Sons 
Construction   Company,   Limited,  Ottawa. 

Each  tender  must  be  accompanied  by  an  ac- 
cepted cheque  on  a  chartered  bank,  payable  to 
the  order  of  the  Minister  of  Public  Works,  for 
a  sum  not  less  than  five  per  cent.  (5  p.c.)  of 
the  amount  of  the  tender,  which  will  be  for- 
feited if  the  parties  tendering  decline  to  enter 
into  a  contract  when  called  upon  to  do  so.  If 
the  tender  is  not  accepted  the  cheque  will  be 
returned.  If  the  tender  is  accepted  an  additional 
cheque  for  a  sum  equivalent  to  five  per  cent. 
(5  p.c.)  of  the  amount  of  the  tender  must  be  de- 
posited before  the  contract  is  signed.  The  total 
security  will  be  forfeited  if  the  contractor  fails  to 
complete    the    work    contracted  for. 

Certificates  of  payment  shall  be  issued  monthly 
as  the  work  progresses  and  shall  not'  exceed  in 
the  aggregate  ninety  per  cent.  (90  p.c.)  of  the 
value  of  the  labor  and  material  furnished  and 
set  out  in  the  work. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

Envelopes  containing  tenders  to  be  marked, 
"Tender  for  Rolled  Steel  Casements  and  Bronze 
Coverecl  Frames  and  Sash,  and  addressed  to  the 
undersigned. 

JOHN   A.    PEARSON,  Architect, 
J.  O.  MARCITAND,  Associate, 

Centre  Block,  Parliament  Bldgs., 

Ottawa.  4-4 


Parliament  Building,  Ottawa 


Tenders  Wanted  for  Elevators 
and  Hoist  Equipment 


Sealed  tenders  will  be  received  "by  the  under- 
signed until  noon,  February  5,  1918,  for  the 
Elevators  and  Hoist  Equipment  required  in  the 
re-construction  of  the  above  building. 

All  tenders  to  be  based  on  the  execution,  erec- 
tion and  completion,  together  with  the  furnish- 
ing of  all  material;  tools;  appliances;  labor,  etc., 
as  required  and  described  by  the  Plans  and  Speci- 
fications for  Elevators  and  Hoist  Equipment. 

The  work  of  this  contract  shall  be  proceeded 
with  immediately  upon  the  signing  of  the  same 
and  continued  as  directed,  in  such  manner  as 
to  insure  the  completion  thereof  by  December  31, 
1918. 

Plans  and  Specifications,  and  any  other  in- 
formation required  can  be  obtained  at  the  office 
of  the  General  Contractor,  P.  Lyall  &  Sons  Con- 
struction Company,  Limited,  Ottawa. 

Each  tender  must  be  accompanied  by  an  ac- 
cepted cheque  on  a  chartered  bank,  payable  to 
the  order  of  the  Minister  of  Public  Works,  for  a 
sum  not  less  than  five  per  cent.  (5  p.c.)  of  the 
amount  of  the  tender,  which  will  be  forfeited 
if  the  parties  tendering  decline  to  enter  into  a 
contract  when  called  upon  to  do  so.  If  the  ten- 
der is  not  accepted  the  cheque  will  be  returned. 
If  the  tender  is  accepted  an  additional  cheque 
for  a  sum  equivalent  to  five  per  cent.  (5  p.c.)  of 
the  amount  of  the  tender  must  be  deposited  be- 
fore the  contract  is  signed.  The  total  security 
will  be  forfeited  if  the  contractor  fails  to  com- 
plete  the   work   contracted  for. 

Certificates  of  payment  shall  be  issued  monthly 
as  the  work  progresses  and  shall  not  exceed  in 
the  aggregate  ninety  per  cent.  (90  p.c.)  of  the 
value  of_  the  labor  and  material  furnished  and 
set  out  in  the  work. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

Envelopes  containing  tenders  to  be  marked, 
"Tender  for  Elevators  and  Hoist  Equipment," 
and    addressed    to   the  undersigned. 

JOHN  A,  PEARSON,  Architect, 
J.  O.  MARCHAND,  Associate. 
Centre   Block,   Parliament  Bldgs., 

Ottawa.  4-4 


Locomotive  Crane 
For  Sale 


15  ton  8  wheel  Browning,  46  ft.  boom  witli 
14  ft.  extension.     Good  condition. 

The  A.  R.  Williams  Machinery  Co.,  Ltd., 
4-."i  (54-66  Front  St.  West,  Toronto. 


POSITIONS  WANTED 


EXPERIENCED  CONTRACTOR,  at  iiresent 
student  ill  engineering,  ilesircs  cniployment  (turing 
sjiare  time.  Estimator,  drau.ghtsnian.  liox  660, 
Contract  Record,  Toionto.  4- 


ENGINEER  PREPARED  TO  HEAR  of  new 

opportunity.  Seven  years  steam  turbine  design 
and  layout  of  auxiliaries  (expert).  Experience 
of  factory  maintenance  and  fire  protection  engi- 
neering. Four  years  in  sales  office,  estimates, 
tenders,  specifications,  on  power  house  and 
pumping  equipment.  Present  location  Montreal. 
Married,  under  40.  Box  66S,  Contract  Record, 
Toronto,  Ont.  4-4 


CITY  OF  BRANTFORD 


Tenders  for 

Electric  Motor 


Sealed  tenders,  addressed  to  Alderman  J.  V 
English,  Chairman  of  the  Board  of  Works,  in  ca 
of  the  City  Clerk,  Brantford,  Ont.,  will  be  receivi' 
until  12  o'clock  noon,  on  Thursday,  February  7t 
1918,  for  one  40  h.p.  vertical  induction  motCi| 
switchboard,  and  accessories,  with  installation 
the  Sewage  Pumping  Station,  Brantford,  Ont. 

Specifications  may  be  obtained  on  application 
the  City  Engineer. 

The  lowest  or  any  tender  not  necessarily  I'i 
cepted. 

T.  HARRY  JONES, 
City  Engineer. 

City  Hall,  Brantford,  Ont., 

January  22,  1918.  fl 


MINING 
EQUIPMENll 

FOR  SALE  il 

at  the  Antimony  Mine, West  Gro\| 
Hants  Co.,  N.  S.,  consisting  of 


1 


Boilers 
Compressors 
Hoists,  etc., 

also 

i 

Concentrating 
Machinery 


A  complete  inventory  will  be  i 
nished  on  application  to  the  mj 
manager. 


January  23,  1918 


THE   CONTRACT  RECORD 


llllllllllllllllllllillllll 


IIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIP^ 
Made  in  Canada 


Barrett  Specification  Roof  on 
Canadian  Fairbanks-Morse  Co.,  Limited, 
Toronto.  Ont. 

Engineers:  T.  Prinple  &  Son,  Limited, 
Montreal  and  Toronto 
Roofer:  K.  Gilday,  Toronto 


The  Roofing 
Of  No  Regrets— 

LIKE  most  modern  manufacturing 
plants,  the  shop-buildings  of  the 
Canadian  Fairbanks-Morse  Co.,  Limitea, 
illustrated  above,  are  covered  with  a  Bar- 
rett Specification  Roof. 
So  it  is  all  over  the  country.  The  big, 
permanent  structures,  such  as  factories, 
warehouses,  railroad  terminals,  sky- 
scraper office-buildings,  apartments,  ho- 
tels, etc.,  are  usually  covered  with  such 
roofs. 

Barrett  Specification  Roofs  are  more 
popular  for  permanent  buildings  than  any 
other  type,  because 

They  cost  less  per  year  of  service, 

Require  nothing  for  maintenance, 

Take  the  base  rate  of  fire  insurance. 
In  addition,  they  are  guaranteed  for  twen- 
ty years  under  the  following  conditions: 

A  copy  of  The  Barrett  20- Year  Specification,  with  roofing  diagrams,  sent  free  on  request. 


20- Year  Guaranty 

The  20-Year  Guaranty  is  now  given  on  all 
Barrett  Specification  Roofs  of  fifty 
squares  and  over  in  all  towns  with  a  pop- 
ulation of  25,000  and  over,  and  in  smaller 
places  where  our  Inspection  Service  is 
available.  Our  only  requirements  are  that 
The  Barrett  Specification  dated  May  1, 
1.916,  shall  be  strictly  followed  and  that 
the  roofing  contractor  shall  be  approved 
by  us. 

What  This  Means  to  You  ! 

You  can  secure  exactly  the  same  roof  on  your 
building  as  covers  the  factory  above  and  other 
huge  structures  throughout  the  country,  by 
simply  stating  to  your  architect  or  roofing  con- 
tractor that  you  wish  your  roof  constructed  in 
strict  accordance  with  The  Barrett  Specifica- 
tion dated  May  1,  1916,  and  requesting  him  to 
deliver  to  you  a  20-Year  Surety  Bond  upon 
completion  of  the  job. 


The 


Company 


LIMITED 


MONTREAL  TORONTO  WINNIPEG  VANCOUVER  g 

ST.  JOHN.  N.B.  HALIFAX.  N.S.  SYDNEY,  N.S.  g 

iiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiii   iiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiii   iiiiiiiiiiiiiiiiiiiiiiii  mil  iniiiiiiiiiiii  iiiiiiiiiiiiiiiiiii  iiiiiiiiiiiiiiiiiiiiiiiiiiiiii  iiiiiiiiiiiiiiii  iiiiiiii 


46 


THE  CONTR 


ACT  RECORD 


January  23,  1918 


Do  You  Want  Crushed  Stone  ? 

That  is  Clean,  Tough  Stone  of  a  Quality 
suitable  for  Macadam  Road  and  Concrete 

W«  can  supply  you  in  any  size  or  quantity. 

Our  service  is  unexcelled  and  our  prices  right. 

Phone  or  write  lu  for  quotations  when  you  are  in  the  market 
Office-M  4515— M  4516     Residence— P  2278 

Crushed  Stone  Limited 

47  Yonge  St.  Arcade,  Toronto 

G.  W.  Essery,  Manager 


SPRINKLER 
TANKS 

AND 

TOWERS 

We  are  the  largest  manu- 
facturers in  Canada  of 
both  wood  and  steel  Tanks 
and  substructures  for  fac- 
tory sprinkler  systems 
and  for  Municipal 

RAILROAD  AND 

SUBURBAN 
WATER  SUPPLY 

We  shall  be  pleased  to 
furnish  you  with  all  the 
information  and  data  you 
may  require  on  this  class 
of  work. 

^    Send  us  your  blue  prints 
for  estimates. 

Send  for  special  Tank  and  Tower  Catalogue 

Ontario  Wind  Engine  &  Pump  Co. 

Winnipeg  Calgary 


Toronto  Montreal 


Limited 


WOODEN  PIPE 


Wire  wound  wood  stave  pipe,  2  in.  to  24  in.  diameter.  Con- 
tinuous  wood   stave  pipe,   any   diameter  required. 

CANADIAN  PIPE  CO.,  LIMITED 

Established  1904  New  Factory  Erected  1910 

Equipped  with  the  most  upt6-date  machinery.  Every 
machine  driven  by  a  separate  electric  motor.  Satisfaction 
Gua  ranteed. 

Office  and  Factory— 550  Paoific  St.,  VANCOUVER,  B.C. 


Sandy  Gravel  and  Crushed  Stone 


Lime 
Cement 
Plaster 
Hair 


Fire  Clay 
Fire  Brick 
Sewer  Pipe 
Weeping  Tile 


Building  Stone 

Our  prices  are  right  and  our  service  good, 

Britnell  &  Co.,  Limited 

C.P.R.  Crossing,  Yonge  St.,  North  Toronto 

Phones,  Office  North  |  ^   Evenings.  North  2107 


For  Sale 


14B  Bucyrus  Shovel, 

Traction  Wheels,  5^  yd.  dipper. 

t 

Clam  Shell  Buckets,  'A,  H,  1.  IV2  yard. 
Orange  Peel,  1  yard  Hayward. 
Beatty  8  x  12,  double  drum  Hoisting  Engine. 
American  7  x  10,  double  drum  Hoist  with  Swinger. 
Mundy  G'/i  x  12,  double  drum  Hoist  with  Swinger. 
New  6^  X  8  Doty  double  drum  Hoist  with  Boiler. 
New  7  X  10  double  drum  Hoist  with  Boiler. 
Dake  Steam  Swinger,  8  H.P. 
5  ton  Stiff  Leg  Derrick ;  5  ton  Guy  Derrick. 
Assorted  Hand  Power  Derricks. 

'/i   yd.   and         yd.   Concrete  Mixers  with  Engine 

Boiler  on  Wheels. 
yi  yd.  and  1  yd.  Smith  Mixers  on  Skids. 
2000  feet  ot  Portable  Track,  24-in.  gauge. 
Six  1J4  yd.  V-shaped  Steel  Cars,  Side  Dump,  24-in.  gauge 
Ten  4  yd.  Western  Dump  Cars,  36-in.  gauge. 
1.5  ton  Porter  Standard  Gauge  Locomotive. 
Two  10  ton  Vulcan   Locomotives,  .36-in.  gauge. 
Gyratory  Crushers,  Nos.  3,  4  and  5. 
Jaw  Crushers,  7  x  10  and  10  x  16,  Acme  Portable. 
No.  0  Thew  Steam  Shovel,  on  Railway  Wheels. 
35  H.P.,  40  H.P.,  and  60  H.P.  Locomotive  Boilers. 
Large  Assortment  Vertical  Boilers,  5  H.P.  to  125  H.P. 
Two  Diaphragm  Pumps,  driven  by  Gasoline  Engines. 
Five  New  and  Used  Pulsometers,  various  sizes. 
Twenty  Tons  25  lb.  rail;  Seventy  tons  56  lb.  rail. 


nd 


Write  for  prices  and  further  particulars. 


Th« 


A.  R.Williams  Machinery  Co. 


Limited 


64-66  Front  St.  W.,  Toronto,  Ont. 


CRANES 


Heavy  Mill 
Crane 
Patented 


Electric  and  Hand  Traveling  Cranes 
Electric  and  Air  Hoists 

NORTHERN    CRANE  WORKS,  LTD. 

WALKERVILLE,  ONT. 


1 
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More  Daylight 


Lower  Insurance  Rates 


Steel  Sash  has  won  its  place.  Architeds  and  Contradlors  all  over  Canada  are 
now  specifying  Fenestra  ^eel  sash  more  than  any  other  kind.  Fenestra  is 
absolutely  fireproof  and  weather  proof.     Write  for  particulars  and  terms. 

Steel  ANj>  It ADiATrON:ZiMiTED 


Head  Office 


Fraser  Avenue,  TORONTO 


Strong  in  Structure — Convenient  in  Form 

One  of  the  principal  requirements  of  an  insulating  material 
for  furnaces,  ovens,  blast  mains,  etc.,  is  that  it  shall  be  strong  in 
structure  and  of  such  iorm  that  it  will  be  easy  to  handle  and 
install. 

Under  the  strains  of  expansion  and  contraction,  fragile  sub- 
stances will  crush  and  settle,  leaving  unprotected  spaces.  In- 
sulating materials  in  loose  form  also  will  settle  in  time.  Fur- 
thermore, the  percentage  of  waste  and  the  cost  of  handling  them 
is  much  greater  than  with  a  solid  insulator. 

The  structural  strength  and  convenient  form  of 

Nonpareil  Insulating  Brick 

For  Furnaces,  Blast  Mains,  Ovens,  etc. 

are  two  big  points  in  their  favor.  They  will  withstand  crushing  loads  up 
to  140  pounds  per  square  inch — 30,160  pounds  per  square  foot — which  is 
ample  for  all  ordinary  conditions.  Their  convenient  Ijrick  form  and  size, 
nominally  9  x  4^  x  2^  inches,  make  it  possible  to  bond  the  Nonpareil 
Brick  with  the  courses  of  fire  brick  and  red  brick.  The  solid  walls  thus 
made  possible  are  undoubtedly  much  stronger  than  those  in  which  a 
space  is  left  to  be  filled  with  a  loose  material 

In  all  respects,  Nonpareil  Insulating  Brick  are  a  perfectly  satisfactory 
material  for  reducing  the  loss  of  heat  through  the  walls,  arches  and 
doors  of  high  temperature  equipment. 


Electric  heat  treating  furnace  protected  against  heat  loss 
with  Nonpareil  Insulating  Brick.  Built  for  the  Otis 
Elevator  Company  by  the  Electric  Furnace  Company, 
Alliance,  O. 


Armstrong  Cork  &  Insulation  Co.,  Ltd.,  505  mcgiii  Building,  Montreal,  Que. 

Send  in  this  blank  with  your  name  and  address  on  it  and  we  will  send  the  interesting  booklets,  "Good  Furnaces  Made  Better"  and  "Saving  Fuel." 


I 


JB  1 


Pacific  Coast  Pipe  Co.,  Ltd. 

Wire  Wound  Wood  Stave  Pipe 

from  2  in.  to  24  in.  Jiamet.r 

Continuous  Stave  Pipe 

from  16  in.  to  12  ft.  diameter 

1551  Granville  Street    -    Vancouver,  B.C. 


DAKE  MOTOR  CRABS 


SINGLE  AND  DOUBLE  DRUM 


Speed  up  your  contracting  jobs 
by  equipping  your  derricks  with 
these  machines.  No  delays.  The 
Dake  motors  used  on  these  mach- 
ines have  no  dead  centres.  They 
start,  stop,  and  reverse  instantly. 
Made  very  strong  and  substantial. 

Write  for  catalogue  and  prices. 


DAKE  ENGINE  CO.,  Grand  Haven,  Mich.,  U.S.A. 

Canadian  Asents 

MONTREAL— Mussens  Ltd.   TORONTO— A.  R.  Williams Mach.  Co.,  Ltd. 
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Current  Prices  of  Building  and  Engineering  Materials 


TORONTO  PRICES 

(.  EMEXT,  LIME,  AND  P.RKK 

Cement— delivered  in  5-ban  el  lots,  !1!2.6(»  per  bbl.  ; 
with  bags,  IS.IH);  car  lots,  .fli.lM)  on  the  track, 
with  pkgs.,  .'i!2.40. 

Lime  -grey  50c,  white  OOc  per  lUO  lbs.,  delivered 
in  not  less  than  1500  lb.  lots.  At  the  ware- 
house, grey  45c,  white  55c.  Hydrated  lime, 
.$15.25  per  ton  delivered  ;  $14.25  at  warehouse. 

Brick — No.  1  dry  pressed  red  brick.  .$20 ;  buff, 
$20,  f.o.b.  the  job;  No.  2,  $1.'^;  common  red 
stock  brick,  $10;  grey,  .$15;  wire-cut  brick, 
for  foundation  work,  $12.50  on  the  cars,  de- 
livered $14;  "Tapestry"  brick,  imported,  $25 
to  .$35;  local  Rug,  $2o ;  sand-lime  brick,  $10.2.") 
f.o.b.  car  at  King  h-dward  Siding;  .$9.00  f.o.b. 
car  or  wagon  at  plant.  Paving  brick,  local 
manufacturers  not  quoting  prices  at  present, 
imported  paving  sciuares,  delivered  at  job 
in  Toronto,  best  quality  $80,  second  quality 
$75,  third  quality  $70.  (These  prices  are 
merely  approximate,  as  no  sales  are  recorded). 
Sun-Tex  face  brick,  $20  to  $30  at  plant,  $24 
to  $34  delivered,  price  depending  on  color 
and  texture.  Denison  interlocking  hollow 
tile,  $80  per  M.  at  plant,  $07. .50  delivered. 
Lots  over  100,000,  $75. 

Fire  brick— $G0  to  $.S0  per  M.,  according  to  qual- 
ity.    Fire  clay,  $15  per  ton. 

CRUSHED  STOXE,  SAND,  AND  (..KAVEL 
Toronto  prices,   F.O.B.   Car : 
Crushed  stone— 2  in.,  $1.50;  1  in.,  $1.05;  %  in., 
■  $1.05;  rubble  stone,  in  car  lots,  $1.40  per  ton, 
f.o.b.  car. 

Sand — for  cement  or  brick  work,  95  cents  per  ton, 

f.o.b.  Toronto. 
Gravel — Pit   run,   $1.05   per   ton,   f.o.b.   Toronto ; 

screened,  $1.30  per  ton,  f.o.b.  Toronto. 

LUMBER  (BUILDING  MATERIAL) 
Toronto  retail  prices,  delivered. 

Hemlock— 2  x  4  in.,  to  2  x  12  in.,  12  and  14  ft., 
$35;  10  and  IG  ft.,  $37;  IS  ft.,  $39;  Xc.  1 
hemlock  decking,  1x4  in.,  $34;  1  x  C  in., 
$37;  1  X  0  in.,  .$39;  No.  2  liemlock  decking, 
.$5  less  than  No.  1. 

Pine — 1  in.  x  4  in.  and  5  in.,  .$40;  1  in.  x  0  in.  to 
S  in.,  $42;  1  in.  x  10  in.,  $45;  1  in.  x  12  in., 
$.50;  2  in.  X  4  in.  to  2  in.  x  12  in.,  and  10  ft. 
to  1()  ft.  long,  Norway  pine,  $42  to  $50;  ^^  x 
(i  to  10  in.  pine  shelving,  $.57  to  $07;  %  x  12 
in.  pine  shelving,  $75;  Xo.  1  pine  flooring, 
$.55;  No.  1  spruce  flooring,  $44;  No.  1  pine 
V  or  beaded  sheeting,  $.5S ;  No.  2  ditto,  $42: 
pine  trim,  4  in.,  casing,  $2.75  per  100  ft. ;  5  ir. 
ditto,  .$3.25;  8  in.  pine  base,  .$4.75;  4  in.  pine 
window  stool,  .$4.00. 

Shingles— XXX  B.  C.  shingles,  .$5..50;  X.  I!,  ex- 
tras, $0.00;  N.B.  clears,  $5.75;  No.  1  pine 
lath,  $7. (JO;  No.  2  pine  lath,  $0.50;  No.  1 
spruce  lath,  $5.75. 

Dimension  timber  (li.  C.  lir)— 10  x  14,  12  x  12, 
12  x  14,  14  X  14,  14  X  le,  10  x  10,  12  x  10, 
16  X  10,  $00;  14  X  18,  18  x  LS,  20  x  20,  12  x 
18,  18  X  20,  10  X  18,  12  x  20,  14  x  20,  10  x 
20,  .$65.  These  prices  apply  to  32  ft.  lengths ; 
32  to  35  ft.,  $1  to  $2  per  thousand  extra ; 
30  to  40  ft,,  ,$2  to  $3  per  thousand  extra. 

STEEL  AND  IRON 
Steel  and   Iron  Bars  -  $5.0<)  lo  $7.00  base;  luisl- 

i-il   ;niil   ilcformed,  $.5.35. 
Shapes     'Iv.t  :;5  Ih-.  per  yarrl,  .$5.25  per  KHt  lbs.; 

under  .35  lbs.  pii   yard,  .$.5..50  pci   100  lbs. 


Plates — 0  ins.  and  over  and  under  30  ins.,  $11  per 
KlO  Ills.  ;  30  ins.  and  over,  $12.00.  Tank 
and  boiler  plates — J4  •'■>•  and  over  and  under 
:;()  ins.,  $10.00;  36  ins.  and  over,  $6.70. 
Gauge  plates— Nos.  10,  12,  14,  .$9.15  to  $9.35 
per  100  lbs.  Black  American  Bessemer  Plates 
— 2fS  gauge,  .$9.00  per  KMJ  lbs. 

Flats — 6  ins.  wide  and  under,  $5.00  per  100  lbs. 

Rivets — Button  and  cone  head — Vs  a"d  %  in. 
made  up,  $5.50;  M  and  1  in.  made  up,  $()..50; 
Ji  and  i/i  in.  rods  only  .$4.50. 

Extras — 1/lOc  per  lb.  extra  for  cutting  to  length, 
for  plate  less  than  'A  in.  thick,  for  angles 
Ifcis  than  5  in.  combined  legs  and  beams  and 
channels  under  0  ins.,  for  18,  20,  and  24  in. 
beams;  1/lOc  to  %c  per  lb.  extra  for  all 
Bethlehem  sections. 

Galvanized  iron — 28  gauge,  $10.00. 

Cast-iron  pipe — Standard  prices,  carload  lots, 
f.o.b.  Toronto:  4-in.  $78  to  $79  per  net  ton; 
0-in.  and  up  $75  to  $7().  Lower  price  for 
Class  B.  Higher  price  for  Class  A  and  gas 
pipe.     Less  than  car  lots,  $2  extra. 

SEWER  PIPE 
Sewer  pipe — Toronto  prices  (wholesale),  with  dis- 
counts as  below,  f.o.b.  factory — 4  in.,  30c  per 
!t.  :  0  in.,  45c;  .S  in.,  70c;  9  in.,  OOc;  10  in., 
$1.05;  12  in.,  $1.35;  15  in.,  $1.S0;  18  in., 
$2.50;  20  in.,  $3;  22  in.,  .$4;  24  in.,  $4.50. 
Discounts — 4  in.  to  24  in.  standard,  05  per 
cent.  ;  15  in.  to  24  in.  double  strength,  62 
per  cent. 

Tile  wall  coping — 8  or  9  in.  wall,  50c  per  ft.  ;  12 
in.  or  13  in.  wall,  75c  per  ft.  ;  l.S  in.  wall, 
$1.50  per  ft. ;  carried  in  0,  12,  18,  and  24  in. 
lengths.     Discount  6.5  per  cent. 

PAINTS  AND  OILS 

White  lead — ground  in  oil,  less  than  ton  lots, 
$16.55  per  loo  lbs.  ;  ton  lots,  $16.20  per  100  lbs. 

Boiled  linseed  oil — in  bbls.,  $1.51  per  gal.  of  9  lbs. 

Raw  linseed  oil — in  bbls.,  ,$1.48  per  gal. ;  red  lead, 
dry,  $19  per  100  lbs. ;  putty  in  bulk,  $5.00  per 
100  lbs.;  in  l(JO-lb.  drums,  $5.60;  putty  in 
25-lb.  tins,  $5.75  per  100  lbs.;  steel  sash 
putty  in  25-lb.  tins,  $(;.oo  yci-  100  lbs.;  tur- 
pentine, in  bbls.,  77c  per  Imp.  gal.,  based 
on   southern  gauge. 


MONTREAL  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — $3. (Ml    steam    car    load    lots,  including 

sacks,  less  5  per  cent,  for  cash. 
Lime — Hydrated,  .$18  per  ton;  lump,  $12. 
Brick — No.  1  pressed,  $18;   No.  2  pressed,  $15; 

Manganese  rustic,  $20;  buff  rustic,  $20;  red 

•■ustic.   No.   1,  $15;   red   rustic,   Xo.   2,  $13; 

buff  (smooth),  $21;  buff  (rough),  $20;  plastic 

$12.25. 

Concrete  Brick — grey  $22,  red  $22,  buff  $2;!,  white 
.t!45,  plain  pressed  $12  ]ier  thousand,  all  f.o.b. 
Works,  Mascouche,  P.(,.). 

CONCRETE  SEWER  PIPE 

Straight  pipes  (per  foot)  :  not  reinforced,  8-in. 
2(ic;  !>-in.  :!0c ;  10-in.  '-'Ac :  12-in.  40c;  15-in. 
OOc;  IS-in.  74c.  Kci nf. irt 1 ,  is  in.  OOc;  21- 
in.  $1;  24-in.  $1.20;  30-in.  $l.(iO;  :;(i-in.  $2.40; 
42-in.  .$3;  48-in.  .$4.20. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— -2  in.,  .$140;  H-in.  $1.65;  5^-in. 

$1.75  i)er  ton,  delivered. 
Sand — $1  per  ton.  car  load,  on  cars. 
Gravel — $1.20  per  ton   f.o.b.  cars. 

STEEL  AND  IRON 

Steel  angles — ."!  in.  x  3  in.  and  up,  $5.75;  1  in. 
X  1  in.  X  '/i  in.,  2.5c  extra;  in.  x  H  in. 
X  %  in.  .50  cents  extra.  Boiler  plates — '/i  in. 
tliick  and  thicker,  $13.00.  Circular  plates — 
Flange  finality,  30  in.  dimension  and  over, 
$13..30;  under  .36  in.  diameter,  $1;>.(!5.  Beams 
and  channels-  Under  35  lbs.,  per  yd.,  $5.75; 
.",5  lbs.  pel-  yd.  and  over,  $5..50 ;  f.o.b.  Mont- 
real, net  cash,  nominal.  Cnrrugalecj  iron  -  26 
gauge,  $9.00;  28  Kau.yc,  $N.70  per  101)  s<|.  feet. 


subject  to  change  without  notice.  Coj 
bearing  sheets  —  Keystone  black,  28  Uj 
gauge,  $6.50  per  100  lbs.  nominal. 

SEWER  PIPE 

Straight  pipe  (per  foot) — 4  in.,  30c;  6  in.,  4i 
in.,  70c;  9  in.,  S5c  ;  10  in.,  .$1.05;  12  in.,  $' 
15  in.,  .$1.80;  l.S  in.,  .$2.50;  20  in..  $3;  2^ 
.$4;  24  in.,  $4.50;  27  in.,  $(;.."0;  In., 
Channel  pipe  (4  in.  to  30  m.  1  l:4c,  36c 
72c,  S4c,  $1.08,  $1.44,  $2. on,  .$2.40,  .$i 
$3.60,  $5.20,  ,$5.75,  One-eighth  bends  (4 
to  30  in.),  $1.20,  $l.so,  $2.80,  .$3.(;o,  .* 
$5.40,  $7.20,  $10,  $12,  $16,  $1S,  $26,  ; 
J4,  $1-20,  $1.80,  .$3.15,  .$4.05,  $4.75,  .$(, 
$14.40,  $20,  $24,  $32,  $3(5,  $52,  $57.60.  Do 
collar,  9(tc,  $1.35,  $2.10,  $2.55,  $3.15,  $ 
$5.40;  slant  1  foot  long  side  (4  in.  t( 
in.),  90c,  $1.35,  $2.10,  $2.55,  .$3.15,  $ 
$5.40.  Single  branch  (0  in.  to  0  in.),  3 
.$2.25,  .$3..50,  .$4.25;  2  and  2'A  ft.  (4  in.  t 
in.),  $1.35,  $1.80,  $3.15,  $3.85,  $4.75 
$8.10,  $11.25,  $13.50,  $18,  $20.25,  $32.50, 
Single  squares  (4  in.  to  30  in.)  ditto.  Dc 
branch  and  double  square  and  Y  pipe  (4  i: 
30  in.),  $1.80.  $2.70,  .$4.90,  $6.30,  $7.35,  $1 
$14.40,  $20,  $24,  $32,  $36,  .$45.50,  $5 
Syphon,  cesspool,  and  buchan  trap  (4  ii 
15  in.),  .$.3,  .$4,  $7,  .$9,  $10..50,  $18.  Dof 
syphon,  running  trap,  and  hand  hole  tra 
ill.  to  12  in.),  .$3,  .$4,  $7,  .$9,  $10..50, 
These  prices  are  subject  to  a  discount  o 
per  cent,  for  less  than  car  load  lots  delivi 
and  a  discount  of  from  61  to  (;6  per  cent 
car  load  lots  f.o.b.  Montreal. 

SUNDRIES 

Hard  wall  plaster — $16  per  ton.     Plaster  of  1 
$;!.05  per  bbl.,  both  less  5  per  cent,  for 
Rope — Best    Manilla,    39c    basis   per  po^ 
British  Manilla,  33c  basis;  sisal  rope, 
basis;  lath  yarn,  275'2C.     Boiled  linseed  oil 
in  barrels,  $1.39  per  gal.  of  9  lbs.     Raw  Ii 
seed  oil — in  barrels,  $1.36^  per  gal. 


WINNIPEG  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — Portland,  $4.00  per  bbl. ;  mort" 
ment,  (i4c  per  70-lb.  bag,  in  ton  lots;  K 
.$6.45  to  .$13.5.5  per  bbl.,  rlepending  on 
ity.     (All  prices  include  bags). 

Lime — White  or  grey,  in  bulk,  45c  per  b" 
per   barrel,   $2.10  to  $2.40. 

Hydrated  Lime — In  paper  bags,  .$16.35  pe 
in  cotton  bags,  $19.55. 

Brick — No.    1    dry   pressed,    red   and  buff, 
common  red  stock,  $25 ;  common  grey 
$12 :  No.  1  enamelled  brick,  all  colors, 
$100;  sand  lime,  $12;  firebricks,  .$70  t 

CRUSHED  STONE,  SAND,  AND  GRA" 
(Including  delivery) 

Crushed   stone — l!4-in.  to  2-in.,  $2.60  per  ya 

H-in.  to  1-in.,  $2.85;  stone  dust,  $2.55;  r 

ble  stone,  .$14.20  per  cord. 
Sand,  gravel  and  torpedo  sand — $2.10  per  yarid' 
Crushed  granite— 1^^  and  2-in.,  .$2.65;  -K-in.  }i 

1-in.,  .$2.90;    H-in.  and  dust,  .$.3.20. 
Gravel —  Per  yard,  delivered,  $1.8.5. 
Crushed  Granite— 1 J4  and  2-in.,  $2.65;  -M-in. 

1-in.,  $2.90;   .i^-in.  and  dust,  .$.3.20. 

LUMBER  (BUILDING  MATERIAL) 
(Including  delivery) 
(15  per  cent,  discount  for  cash) 

Flooring — No.  2  red  pine,  4  in.,  .$43;  6  in.;'( 
No.  .3  red  pine,  4  in.,  $38;  6  in.,  .$40;  N( 
red   and   white  pine  or  spruce,  4  in.,  $38 
in.,  $.32;  No.  1  and  2  fir,  edge  grain.  8 
.$60;  4  in.  and  6  in.,  $.55;  No.  3  fir,  edge 
flat  grain,  4  and  6  in.,  .$45;  No.  4  fir  s' 
lap  grade,  4  and  6  in.,  $32;  common  2 
pine,  spruce  or  fir,  4  and  6  in.,  .$.33;  N< 
white  pine,  4  and  6  in.,  $.55;  No.  3,  .$45; 
2  red  pine,  4  and  6  in.,  $46;  No.  3,  .$4tt;- 
4,  .$.32 ;  No.  5.  $24.  C 

Dimension  timber  (No.  1  pine,  spruce,  taflu! 
fir  or  cedar)--S  x  8,  8  x  10,  10  x  10,  1 
12,  12  X  12,  $38;  10  X  14,  14  x  14.  14  X 
6  X  10.  6  X  12,  8  X  12,  .$39;  10  x  16,  12"X 
16  X  16,  14  X  IS,  16  X  l.S.  IS  x  IS,  20.X 
.$40;  6  X  14.  8  x  14,  12  x  l.S,  IS  x  20,  Mi 
X  16,  6  X  18,  6  X  20,  8  x  16,  S  x  18,  S  St 
10  X  18,  10  X  20,  12  X  20,  14  x  20,  10  X 
$•13. 

(Continued   on   payc  50) 
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RAILS 


BILLETS 


Concrete  Reinforcement  Bars 

Plain  Round,  Square  and  Cold  Twisted  Squares 

DOMINION  IRON  &  STEEL  COMPANY 

LIMITED 

BAR  STEEL 


Warehouce  Stock*  i 

SYDNEY.  N.  S. 
MONTREAL,  QUE. 
TORONTO,  ONT. 
FT.  WILLIAM.  ONT. 


Sale*  Office*  : 

SYDNEY,  N.  S. 

MONTREAL 
112  St.  James  St. 

TORONTO 
18  Wellington  St..  E. 


Mill*  and  General 
Office*  t 

SYDNEY,  N.  S. 


WIRE  NAILS  -  o  -  WIRE  PRODUCTS 


iiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiii^ 


MADE 
IN 
CANADA 


■wi//j  Auiomaiic  CearShiftin^  Brake 
Device  and  Silencer 

1\7HEREVER  Ash  Removal 
*•  problems  exist,  they  can 
be  completely  remedied  by  the 
installation  of  a  G.  &  G.  Tele- 
scopic Hoist.  Architects  and 
contractors  throughout  Canada 
are  repeatedly  specifying  and 
installing  them. 

G.  &  G.  Telescopic  Hoists  pro- 
vide the  means  for  the  speedy  and 
economical  removal  of  ashes  and 
increase  the  efficiency  of  operating 
equipment. 

Send  to  Nearest 


MODEL  A 


&  G.  Telescopic  Hoists 
^*  embody  many  exclusive 
features.  They  are  noiseless  in 
operation,  absolutely  safe,  and 
raise  a  load  of  300  pounds  at 
a  speed  of  30  feet  per  minute. 
When  not  in  use  entire  hoist 
telescopes  below  grade. 

MODEL  A,  Illustrated,  is  one 
of  five  models.  There  is  a  type 
for  your  building. 


Agent  for  bulletin  describing  all  models 


GILLIS  &  GEOGHEGAN,  Sherbrooke,  Quebec 


B.  &  S.  H.  THOMPSON  CO., 
LTD.,   Montreal   and  Toronto, 
Agents  for  Quebec  and  Ontario 


WM.  N.  O'NEIL  CO.,  LTD., 

VANCOUVER, 
Agents    for    British  Columbia 


R.  C.  GRANT, 
NEW  GLASGOW, 
Agent  for  the  Maritime  Provinces 


m 


IIIIIIIIIIIIIIIIIIIIIIIIUIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIII^ 


W.  T.  GROSE, 
Agent  for  Manitoba,  Saskatchewan, 
Alberta,  Winnipeg 

II 
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CURRENT  PRICES  OF  BUILDING  AND  ENGINEERING  MATERIALS— continued 


(Continued  from  page  48) 
Pine — 1-in.  common,  6  to  10  in.,  $105;  12  in., 
$110;  pine  trim  4-in.  casing,  $3.70  per  100 
ft.;  5>4-in.  ditto,  $4.40;  S-in.  pine  base,  $6; 
10-in.,  $7;  4-in.  pine  window  stool,  $7.50. 
Shingles— No.  1-  B.  C.  cedar,  $4;  No.  2,  $3.50; 
No.  1  B.  C.  cedar  dimension,  $5.50;  hand- 
sawn,  $7.  ■ 

STEEL  AND  IRON 

Steel — Round  bars,  $5.25  per  100  lbs. ;  square 
twisted,  $5.25  per  100  lbs. ;  channels  and 
angles,  $5.-50 ;  beams,  $5.25;  plates,  $8.25  per 
100  lbs. 

Cast  Iron  Pipes — Standard  price,  car  load  lots, 
f.o.b.  Winnipeg,  $38  per  ton. 

SEWER  PIPE 

Sewer  Pipe — Wholesale  price  f.o.b.  Winnipeg,  per 
ft.,  3  in.,  9  cents;  4  in.,  11  cents;  5  in.,  10 
cents;  C  in.,  IS^^  cents;  8  in..  30  cents;  9  in., 
35  cents;  10  in.,  40  cents;  12  in.,  50  cents; 
15  in.,  75  cents;  IS  in.,  $1.00;  20  in.,  $1.50; 
24  in.,  $2.00. 

SUNDRIES 
(Including  delivery) 

Hard  Wall  Plaster~$19  to  $22.50  per  ton;  Plaster 
of  Paris,  $20.50  per  ton  ;  in  barrels,  $4.40  per 
1)1)1.  of  320  lbs. 

Plasterers'  Hair — $3.30  per  bale;  90c  per  bushel. 

PAINTS  AND  OILS 

Mortar  Color—Red,  .$4.50  per  100  lbs. ;  black  or 
bull,  $5..'50;   chocolate,  $6.50. 

Paints  and  Oils — White  lead,  ground  in  oil,  $11.50 
per  100  lbs.  ;  boiled  linseed  oil,  in  bbls.,  9S 
cents  per  gal. ;  raw  linseed  oil,  in  bbls.,  95 
cents  per  gal. ;  dry  red  lead,  $10.00  per  100 
Ills.  ;  putty  in  bulk,  $3.25  per  bbl.  ;  putty  in 
25-lb.  tins,  $3.75;  turpentine,  in  bbls.,  80 
cents  per  gal.  Mixed  paint,  ordinary  colors, 
per  gal.,  $3.10. 


VANCOUVER  PRICES 

CEMENT,  LIME.  AND  BRICK 

Cement — Grey  Portland,  $2.65  per  bbl.  f.o.b.  ware- 
house, sacks  extra ;  Keens  cement,  $9.00  per 
bbl.,  sacks  extra;  fine  white,  $8.00  per  bbl.  of 
300  lbs. ;  superfine,  white,  $9.50  per  bbl.  ; 
white  Portland  cement,  $2.65  per  bbl.  of  250 
lbs.,   sacks  10c   extra,  f.o.b.  Vancouver. 

Lime — $1.75  per  bbl.  f.o.b.  warehouse  or  delivered 

Brick— Common  red  brick,  $14.50  to  $16.00  f.o.b 
warehouse;  $12.50  and  up  in  car  lots  f.o.b 
Vancouver ;  pressed  red  brick,  f.o.b.  wharf 
Vancouver ;  pressed  buff  brick,  $40  at  ware- 
house; $33  in  car  lots;  tapestry  brick,  $45  at 
warehouse;  impervious  brick,  $45  f.o.b.  build 
ings ;  fire  brick,  $40  in  car  lots,  $45  in  ware 
house ;  fire  clay,  $12.50  per  ton  in  car  lots. 


SAND  AND  GRAVEL 

Sand — Brick  and  plaster  sand  $2.25  per  cu.  yd. 

f.o.b.  bunkers. 
Gravel — $2.25  per  yard  delivered. 


■      LUMBER    (BUILDING  MATERIAL) 

Vancouver  prices,  f.o.b.  mills : 
Dimension  timber — Douglas  fir — 8  x  S,  10  x  10, 
lit  x  12,  10  x  14,  12  X  12,  12  x  14,  14  x  14, 

14  X  10,  $18;  6  X  10,  6  X  12,  8  x  10,  .S  x  12, 
10  X  10,  12  X  16,  16  X  10.  $18.50;  6  x  14, 
.s  X  14,  12  X  18,  18  X  20,  $19;  6  X  16,  8  x  16, 
111  X  IS,  18  X  20,  14  X  20,  16  x  18,  16  x  20, 

15  x  18,  20  X  20,  $19..50.  • 

Fir  flooring — 1  x  3  edge  grain,  $2S ;  1x4  edge 
grain,  .$31;  1  x  4  flat  grain,  $24;  No,  1  and 
2,  l-ii;ch  clear  fir  rough,  $33;  No.  1  and  2, 
I'j  and  inch  clear  fir  rough,  .$39;  No.  1 
anrl  2,  2  inch  clear  fir  rough  $35;  hemlock 
lath,  $1.15;  pine  lath,  $2..35  to  $2.65;  XX 
P..    ('.    cedar    shingles,   $2.15;    XXX,  $3.25; 

;3.no. 


STEEL  AND  IRON 

Vancouver  prices  f.o.b.  warehouse: 
Steel — (round  and  square  bars)  .$4.50  base  ;  twist- 

and  and  deformed,  $4.50  base ;  structural  see 

tions,  $6.00  to  $7.00. 
Galvanized  iron — 28  gauge,  $12.85  per  100  lbs. 
Corrugated  iron — 26  gauge,  6,  7  and  8  ft.  sheets, 

$10.90;  5,  9  and  10  ft.  sheets,  $11.05  per  sq. 

Black  steel  sheets,  24  gauge,  $10.35  per  100 

lbs. 

Steel  angles— $6.00  to  $7.00  per  100  lbs.,  depend- 
ing on  size,  quantity  and  specifications. 

Steel  channels,  beams— $6.00  to  $7.00  per  100  lbs., 
depending  on  size,  quantity  and  specifications. 

Steel  plates— $12.00  to  $15.00 

SEWER  PIPE 

Sewer  pipe — Vancouver  prices  f.o.b.  warehouse; 
4-in.,  IS'/zC  per  ft.;  6-in.,  23c  per  ft.  ;  8-in.,  35c 
ft.  ;  10-in.,  45c  ft. ;  12-in.,  55c  ft,  ;  15-in., 
$1.10  ft.;  18-in.,  $L30  ft.;  20-in.,  $L55  " 
24-in.,  $2.30  ft.    (all  net  prices). 


SUNDRIES 

Hard  wall  plaster— $16.50  in  car  lots  f.o.b.  Va 

couver,  bags  extra. 
Hydrated  lime — $16.00  in  car  lots. 
Alca  lime — $16  per  ton. 

Plaster  of  Paris — Hammer  brand,  $4.50  per 
Finishing  Plaster — $19  per  ton,  sacks  extra. 
Welsh  slate— $11.50  to  $12.00  per  square,  f.( 
\^ancotiver. 

Rope,  Manilla,        in.,  39c  base;   H  in.,  39} 
Vs  in.,  40c;  54  in.,  40^c;  2nd  grade,  33} 
base;  sisal  rope,  2S^c  base. 


1 


PAINTS  AND  OILS 

-In  bbls.,  $1.67  per 


?al. 


Boiled  linseed  oil- 
lbs. 

Mixed  Paint- Per  gal.,  $2.95  to  $3.25. 

Raw   linseed   oil — In   bbls.,   .$1.65   per  gal.; 
.  lead,   dry,  $21.25  per  100  lbs. ;   in  oil, 
putty  in  bulk.  Standard,  .$4.50;  Pure,  $i5.50  ] 
Turpentine,    in   bbls.,   95c   to  $1.00. 

White  Lead— Ground  in  oil,  $18  to  .$20  per  100  111 


lEW  GliA§GOW,M.S. 
andSxJIOHNS,!©.:.. 


Town  and  City  Sewers 

ALL  SIZES  OF  PIPES  and  CONNECTIONS  from  4  inch  to  30  inch  always  IN  STOCK 

In  our  salt  glazed  vitrified  sewer  pipe  we  offer  the  highest  type  of  sewer  material.  Pipe 
of  our  manufacture  have  been  used  in  practically  every  city  in  Canada.  Highly  glazed  and  per- 
fectly  vitrified. 

If  you  are  contemplating  sewer  construction  we  can  quote  you  some  attractive  prices.  We 
also  make  all  classes  of  fire  clay  goods. 
Prompt  shipment  on  all  orders. 

Ground  Fire  Clay,  in  Bulk  or  Bagged. 
"Amco"  Segment  Sewers— From  30"  to  108"  diameter  i 
Send  for  Illustrated  Book  on  "Building  Segment  Sewers*'  I 

Standard  Clay  Products  Limited 


THREE  SEWER   PIPE    FACTORIES  :  St.  JohuS,  P.  Q.,  aud  NcW  GUsgOW,  N.  S. 

ALSO   FIRE  CLAY   FACTORY  AT  ST.   JOHNS,    P.  Q. 


I 


J  a  Hilary 
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VANCOUVER  WOOD  PIPE 

&  TANK  CO.,  LTD. 


Contractors  for  Waterworks  Construction, 
Manufacturers  ot  Wire-Wound  Wood  Pipe,  Continuous  Stave 

Pipe,  Tanks,  Silos,  Steam  Casing. 
See  our  new  patented  Wood  Pipe  Coupling— Positively  LEAK  PROOF' 
We  are  the  originators  of  the  BORED  OUT  Wood  Slet  ve  Coupling 
Write  for  Illustrated  Catalogue. 

850  Hastings  St.  W.      VANCOUVER,  B.C. 


Boving  Hydraulic  &  Engineering 
Company,  Limited 

LINDSAY,  ONTARIO 


We  Manufacture 
Water  Wheels,    Hydraulic  Governors, 
Centrifugal  Pumps,       Mill  Machinery 
Fly- Wheels  (up  to  28  feet  dia.) 

Prompt  Shipment 
Prices  etc.,  on  request 


Y\  A  Y¥   O   New  and  Relaying 
JlX/^lLjiO  Switches,  Turntables,  Etc. 


Carried  in  Stock 


Locomotives  and  Cars 
Jno.  J.  Gartshore,  Toronto 


Water  Supply 
from 
Deep  Wells 

is  obtained  at  a 
minimum  cost  by 
use  of  our  deep 
well  pumps. 


Write  for  Bulletin  26 
explaining  the  use  of 
Cook's  Patent  Brass 
Tube  Well  Strainer. 


A.  D.  COOK 

Lawrenceburg  Indiana,  U.  S.  A. 

Manufacturer  of  a  Complete  line  of  DEEP  WELL 
SUPPLIES  including  Steam,  Belt  and  Motor  Driven 
DEEP  WELL  PUMPS,  Wind-mill  and  Hand  Pumps, 
Working  Barrels  and  Valves,  Pump  Rods  and  Pump 
Rod  Joints,  Drill  Rods  and  Drill  Rod  Joints,  Drilling 
and  Well  Tools.  * 

Catalogue  Mailed  Upon  Request 


Crushed  Rubble  Dimension 

CROOKSTON  QUARRIES 

Crushed  Stone — Clean,  tough  stone,  specially  suitable  for  concrete  mix  and  macadam  roads.  Although  we 
have  supplied  hundreds  of  cars  of  stone  to  Toronto,  Montreal  and  intervening  points  we  have  never  had  one 
car  rejected. 

Rubble  Stone — From  one  man  size  to  blocks  weighing  many  tons. 
Dimension  Stone — The  stone  that  has  stood  the  test  for  half  a  century. 

Capacity  500  ton*  a  day  C.P.R.  and  G  T.R.  Connections  Telephone  Madoc  2.  R  3—2 

ASK  US  FOR  QUOTATIONS 

QUINLAN  &  ROBERTSON,  Limited,  Crookston,  Ontario 
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Civil 

Electrical 
Mechanical 

Directory  of 

J 

Engineers 

Contractors 

Special 

Interests 

Chipman  &  Power 

Civil  Engrineers 

TORONTO  WINNIPEG 

Willis  Chipman.       Geo.  H.  Power. 


Anglins  Limited 

Contracting  Engineers 

65  Victoria  St.  MONTREAL 


H.  J.  Gnswold, 

Montreal. 


B.  W.  Seton, 

Toronto. 


DOMINION  ENGINEERING 
&  INSPECTION  CO. 

Inspecting  and  Testing  Engineers 
Head  Office  and  Laboratories, 
880  Lagauchetiere  St.  West,  Montreal. 

BRANCH  OFFICES: 
24  Adelaide  Street  East,  Toronto. 
806  Union  Trust  Building,  Winnipeg 
CEMENT  TESTING  AND  REIN- 
FORCED CONCRETE  INSPECTION 
MILL    SHOP  AND  FIELD  INSPEC- 
TION OF  STEEL  STRUCTURES 
AND  BRIDGES 
TESTS  AND  INSPECTION  OF  IRON 

AND  STEEL  PIPE.  ETC. 
LOCOMOTIVES,  CARS,  NEW  AND 

SECOND-HAND  EQUIPMENT 
Reprekented  at  New  York,  Pittiburgh  and 
Chicago;  Glasgow  and  London.  Kng. 


Canadian  Inspection  & 
Testing  Laboratories 

Limited 

Inspecting  Engineers 
and  Chemists 

Mill,  shop  and  field  inspec- 
tion of  bridges  and  struc- 
tural work;  test  of  materi- 
als; mill  inspection  of  rails 
and  track  supplies;  found- 
ry inspection  of  steel  and 
iron  castings  of  all  classes; 
expert  examinations  and 
reports.  Representatives 
at  all  important  Canadian, 
.American  and  European 
Works. 

He.d  OHice  MONTREAL 

.nd  Main  Laboratories:    "IVll  1  l^t.ri*' 

Branch    Offices    and    Laboratories — 
TORONTO.  WINNIPEG.  EDMONTON. 
VANCOUVER   and   NEW  GLASGOW 


HADDIN  &  MILES 

LIMITED 

(Formerly  The  John  Gait  Engineering  Co.,  Ltd.) 

Consulting 
Civil  Engineers 

Water  Supply,  Sewerage,  Sewage 
Disposal,  Electric  Lighting 
and  Power 

WINNIPEG     —  CALGARY 


R.  S.  &  W.  S.  LEA 

Consulting  Engineers 

Water  Supply  ;  Sewerage  and  Drainage  ;  Water 

Purification;  Disposal  of  Sewage  and  Refuse  ; 

Water  Power  Developments  and  Power  Plants. 
Reports,  Designs,  Supervision  of  Construction 
New  Birks  B\dg.  Telephone 

MONTREAL.  P.Q.  Uptown  783 


FRANK  BARBER 

Bridge  and  Structural  Engineer 

Steel  and  Reinforced  Concrete  Bridges  and 
Buildings,    Foundations,    Municipal  Work 

40  JARVIS  STREET,  TORONTO 


Robert  W.  Hunt, 
Thos.  C.  Irving,  Jr. 


Chtrlei  Warnock, 
Jai.  W.  MoSat, 


Robert  W.  Hunt  &  Co. 

Limltad 

Consulting  and  Inspecting  Engineers, 
Chemists  and  Metallurgists 

Expert  inspection  and  tests  of  all  structural 
materials  and  mechanical  equipment. 

Inspectors  at  all  important  industrial  centres. 

Reports  on  Properties  and  Processes 

Head  Office  and  Laboratories  : 
McGill  Building,  Montreal 
Branches : 

Toronto         Vancouver         London,  England 


Crushed 
Stone 

BRICK 


TamcO 
o 


Cut 

Stone 
SAND 


T.  A.  Morrison  &  Co.,  ^^.J^Vtr-eal'* 


Reid  &  Brown  Structural  Steel 
&  Iron  Works,  Limited 

We  carry  a  large  stock 

Steel  Beams,  Channels,  Angles, 
Plates,  Columns,  etc, 

FOR  IMMEDIATE  SHIPMENT 
Office  and  Works— 63  Esplanade  E,  TORONTO 

Phones— Main  904  and  905 


R.  O. 
WYNNE  -  ROBERTS 

Consulting  Engineer 

40  JARVIS  STREET 

TORONTO 

Water  Supply,  Sewerage,  Sewage  Dis- 
posal, Civic  and  General  Engineering, 
Arbitrations,  Investigations,  Valuations, 
Reports,  etc. 


Sash 

Operating  Machinery 

of  all  kinds 

KING  CONSTRUCTION  CO. 

40  Dovercourt  Rd.,  TORONTO 


Milton   Hersey  Co.,  Ltd. 

Engineers,  Chemists,  Inspectors 

PAVING 

designed,  superintended,  inspected. 
Montreal  Winnipes  New  York 


Geo.  M.  Miller  &  Co. 

Architects 

93  Yonge  Street        -  TORONTO 


We  protect 

TIMBER 

from 

DECAY 

at  our  Carbolineum  Treating;  Plant 

The  Lachute  Shuttle  Co.,  Ltd. 

Lachute  Mills,  P.  Que. 


THOMSON  BROS. 

CONTRACTORS 

Established  1884. 
Masonry    and    all    kinds    of  Reinforced 
Concrete  Construction  Work  carried  out. 

Main  2453     413  Ryrie  Bldj?.,  Toronto. 
Park.  538.  Park.  3.302  NiRhts.  Sundays,  and 
Holidays. 


DARLING  BROTHERS  LIMITED 

ENGINEERS  &  MANUFACTURERS 

MONTREAL,  CANADA 

Branclu-s:  Agents : 

Toronto.  Winnipeg        Halifax.  Calgary,  Vancouver 

PUMPS  FOR  ANY  SERVICE    .  STEAM  APPLIANCES  OF  EVERvlaNB 
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Built  for  CP. R.Montreal 


CANADIAN 
CHICAGO  BRIDGE  &  IRON  CO. 

Limited 
BRIDGEBURG.  ONTARIO 

Our  Specialty  is  the  Design,  Manufacture 
and  Erection  of  Elevated  Steel  Tanks 
for  Municipal,  Railroadand  Factory  Service. 
We  also  design,  manufacture  and  construct 
Oil  Tanks,  Coaling  Stations,  Bridges,  Turn- 
tables, Building  and  Structural  Material. 

"  Write  our  nearest  Sales  OflSce  for  prices,  plans 
and  specifications.  Our  catalogue  No.  15  gladly 
mailed  to  you  upon  request." 

Sales  Offices:— 
Bridgeburs,  Ontario.  130  Janet  Street 

Chicago,  Illinois,   1305  West  10.5tli  Street 
New   York,  N.  Y.,  30  Church  Street 

Shops:— BridseburK,  Ont. 

Chicago,  111.  Greenville,  Pa. 


The  Maritime  Bridge 

Company,  Umited 

Manufacturers  and  Erectors  of 

Steel  Railway  and  Highway  Bridges, 
Buildings,  Girders,  Trusses,  Towers, 
Turntables,  Tanks,  Smoke  Stacks, 
Riveted  Pipe,  and  Structural  Steel  and 
Plate  Work  of  all  descriptions. 

We  have  the  only  complete  stock  of 
Steel  Shapes,  Plates  and  Bars  in  the 
Maritime  Provinces. 


Office  and  Plant : 

New  Glasgow,  Nova  Scotia 


'Galvaduct"  and  "Loricated" 

Conduits 


for  Interior  Constructon 


Conduits  Company,  Limited 

Sole  Manufacturers  under  Canadian  and  U.  S.  Letters  Patent 


Toronto 


Canada 


Standard 

Wires  and  Cables 


Bare  Copper,  Brass  and  Bronze  Wires 
Standard  C.C.C.  Wire  (Colonial  Copper  Clad) 
Weatherproof  Wire,  Rubber  Insulated  Wire 
Varnished  Cambric  Cables,  Leaded  or  Braided 
Fibre,  Paper  and  Rubber  Leaded  Cables 
Steel-Wire  and  Steel-Tape  Armored  Cables 
Cable  Terminals,  Junction  Boxes,  etc. 

I^or  /jiri/ier  information  write  our  nearest  office. 

Standard  Underground  Cable  Co.  of  Canada,  Limited 
Hamilton,  Ont. 

Monticol,  One. 


Toronto,  Ont. 


Seattle,  Wasli. 


STRUCTURAL  STEEL 

and 

BRIDGE  BUILDERS 


Capacity  18,000  Tons. 

We  build  and  erect  all  kinds  of  Structural  Steel,  Bridges, 
Roof  Trusses,  Bank  and  Office  Railings,  Stair 
Work.  Elevator  Grilles,  Fire  Escapes,  etc. 

Over  5,000  Tons  in  Stock  of 
Beams,  Column  Sections,  Angles,  Tees,  Plates,  Bars, 
Checkered  Floor  Plates,  etc. 

McGregor  &  Mclntyre,  Limited 

1139  Shaw  St.  -  -  TORONTO,  CAN. 

Telephone  Hillcrest  1614 — 1615 — 1616. 


BITUNAMEL 

Unsurpassed  for  waterproofing  foundations  and  prevent- 
ing rust  and  corrosion  on  exposed  iron 
and  metal  work. 

WRITE  FOR  SAMPLE 

The  Ault  &  Wiborg  Co.  of  Canada 
Ltd.,  Varnish  Works 


Montreal 


TORONTO 


Winnipeg 


j4 
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Works  at  WalkerviUe,  Ontario 


When    placing  your 
order  for 

HYDRANTS, 
VALVES 

and 

VALVE 
BOXES 

place  it  with  us. 


MADE  IN  CANADA 


Strong,  Substantial  and 
Modern  Designs. 
Prices  right. 

Write  for  prices  and  see. 


TIMITED 


IfttKtRRHSB^ 

YALVEHIYDRANT  MANUFACTURERS 

WALKERVILLE,ONT. 


BERMICO 

KYANIZED 

CROSS  -  ARMS 
POLES  AND  TIES 


are 


PROTECTED 

FROM  DECAY 

Manufactured  In  Our 
Own  Plant  From  Care- 
fully   Selected  Stock 

Write  for  Samples 
and  Particulars 

BROWN  COMPANY 

FOUNDED  1852 
Formerly  Berlin  Mills  Co.  -Burgess  Sulphite  Fibre  Co. 


PORTLAND 


MAINE 


I 


Meet  All  Requirements 

"Ameiican"  Fire  Pumps  meet  all  requirements  of 
Underwriters'  Associations,  because  in  their  design, 
material  and  workmanship  high  quality  is  maintained, 
and  every  pump  is  carefully  tested  in  our  own  lab- 
oratory before  it  is  permitted  to  leave  our  Works. 

Wlien  so  ordered,  these  pumps  are  furnished  direct 
connected  liy  flexible  shaft  coupling  to  high  speed 
enclosed  veivtilated  motor,  so  designed  that  in  case 
of  hose  rupture  it  will  not  deluge  the  motor. 

Catalog  1352  describes  them. 
Write  for  your  copy. 

The  American  Well  Works 

General  Office  and  Works :  Aurora,  III. 
Chicago  Office :  First  National  Bank  Building 

Special  Canadian  Dealers 
R.  H.  Buchanan  &  Co.,  Montreal. 
Gorman,    Clancy   &    Grindley,    Ltd.,    Edmonton  and 
Calgary. 

B.  C.  Equipment  Co.,  Vancouver,  B.  C. 
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Compressed  Air  Machinery,  Tools  and  Appliances 


"Crown"  Sand  Rammer.    Ramming:  dirt  around  water  main 

We  have  many  pneumatic  tools  and  appliances  for  contractors' 
use,  such  as  Hoists,  "Imperial,"  "Circo"  Direct  Lift,  and  "Little  Tug- 
ger";  "Little  David"  Chippers,  for  ripping  up  concrete,  "Little  David" 
Drills,  Portable  Grinders  and  Saws,  etc.    Drift  Bolt  Drivers,  etc. 

Ask  for  Bulletins. 


TAMP  WITH 
"CROWN" 
SAND  RAMMERS 


Save  Time 
Get  Better  Work 


Pneumatic  tools  for  contractors 
are  not  used  for  convenience  only. 

There  are  deeper  reasons,  such 
as : — 

Labor  saving, 

Increased  prodtiction, 

Uniformity  of  work. 

In  trench  filling  on  water  works- 
and  sewer  contracts,  the  "Crown" 
Sand  Rammer  relieves  the  work- 
man of  fatigue,  and  secures  the 
best  possible  job  in  the  least  time. 

For  tamping-  concrete,  the 
"Crown"  Sand  Rammer  has  ad- 
vantages that  you  cannot  afford 
to  overlook. 

For  concrete  in  massive  form, 
such  as  piers,  foundations,  etc., 
"Crown"  sand  ramming  produces 
an  unusually  solid,  rock-like  con- 
crete, of  higher  quality  than  you 
could  otherwise  secure. 

Almost  any  one  of  the  advant- 
ages cited  above  would  justify  the 
adoption  of  pneumatic  tamping, 
but  taken  in  combination,  the  sav- 
ing is  beyond  question. 

Ask  for  Bulletin  8508.  de- 
scribing the  "Crown"  Sand 
Rammer. 


^1  CANADIAN  INGERSOLL-RAND  CO.,  LTD. 

General  Offices:  MONTREAL,  QUE. 


BRANCH  OFFICES: 

Sydney,  N.S.  Sherbrooke,  Que.  Montreal,  Que. 

Cobalt,  Ont.  '  Timmins,  Ont.  Winnipeg,  Man.  Nelson,  B.C. 


Toronto,  Ont. 

Vancouver,  B.C. 
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Let  us  quote  you  for 


OUR 


WIRE  ROPE 


FOR 


Ships'  Rigging,  Cargo  Falls,  Hawsers 
and  Towing  Lines 

The  Dominion  Wire  Rope  Company,  Limited 

MONTREAL  TORONTO  WINNIPEG 


Use  our 


Industrial  Works  Locomotive 
Coaling  and  Wrecking  Cranes 

and  have 
the  HIGHEST  TYPE  of 

Digging  and  Handling  Equipment 


General  Marine  Supplies 


Winches 

Windlasses 

"Shipmate"  Ranges 


Blocks 

Rigging  Screws 
Marine  Lamps 


^'Hayward^^  Buckets 


for 


Rapid  Loading  or  Unloading 

"Built  to  Dig,  and  Last  While  Digging" 


Branch : 
108  Mail  Building, 
TORONTO 


Head  Office 

MONTREAL 


Report  of  Annual  Meeting  Can,  Soc.  C.  E, 


The  latest  strong  testimony  to  the  worth  of 

Denison  Interlocking  Hollow  Tile 


The  Allen  Theatre,  Toronto 

Architect— G.  Howard  Crane,  Detroit  Contractors— Frank  Farrington  Co. 

Associate,  Hynes,  Feldman  &  Watson  Detroit 


Denison  Interlocking  Hollow  Tile  was  used  in  the  construc- 
tion of  the  above  building  because  of  its  great  insulating 
value,  its  fireproofness  and  its  strength.  This  Tile  was  used 
on  all  bearing  walls  from  footings  to  the  roof. 

Sun  Brick  Company,  Limited 

Toronto  St.        -        -        Toronto,  Ont. 
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Looking  Forward 

The  Dominion  Rubber  System  policy 
is  "To  Serve  and  Please  the  Trade,'' 

That  pohcy  will  be  more  in  evidence 
during  19 1  8  than  ever  before. 

Despite  changed  and  changing  condi- 
tions in  Trade  and  Manufacturing,  there 
will  be  no  lessening  of  our  efforts  to  meet 
every  need  in  Rubber,  no  matter  from 
what  source  it  may  emanate.  For  more 
than  half  a  century  we  have  set  the  pace, 
and  our  position  this  year  will  be  more 
pronounced  because  of  the  greater  and 
better  service  we  can  and  will  render. 


Our  service  branches  in  the  principal  cities 
of  Canada,  will  give  prompt  and  intelligent 
attention  to  all  enquiries.  Our  experts 
are  ready  with  their  advice,  where  needed. 

Canadian  Consolidated  Rubber  Co. 

Limited 

Head  Office    —  MONTREAL 

Service  Branches  at  Halifax,  St.  John,  -  Quebec,  Ottawa, 
Toronto,  Hamilton,  Kitchener,  London,  North  Bay,  Fort 
Vv^illiam,  Winnipeg,  Regina,  Saskatoon,  Calgary,  Lethbridge, 
Edmonton,  Vancouver  and  Victoria. 


Largest  Rubber  Manufacturing  Organization  in  the 

British  Empire. 
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"BEATTY" 

Auxiliary  Ship  Machinery 


Cargo  Winches 
Warping 
Winches 
Anchor  Wind- 
lasses 
Ash  Hoists 

Also 

Hoisting  Engines, 
Electric  Hoists, 
Steel  Derricks, 
Derrick  Irons, 
Clamshell  Buckets, 

Let  us  know  what  you  want 
along  this  line 

We  will  tender  promptly 
Ash  Hoist  for  ships  now  being  built  in  Canada. 

—   Agents  —   

H.  E.  Plant,  Montreal,  Que.  R.  Hamilton,  Vancouver       JUI      Rp  ATTY  Jfe.    QOIMQ     I  TT^      AA/FI  I  AIMP^ 

E.  Leonard  &  Sons,  St.  John,  N.B.     Kelly-Powell,  Winnipeg  OELil^  I   I   1    OC    OKJiyOf  Lt  I  Lf,f  W 


London  Tile  Machines  and 

Sewer  Pipe  and  Tile  Moulds 

Fig.  240  illustrates  the  London  Cement  Drain  Tile  Machine,  which  makes  all  sizes 
of  drain  tile  from  3  in.  to  12  in.  in  diameter. 

THERE  ARE  LARGE  PROFITS  in  the  manufacture  of  Cement  Drain  Tile. 
The  demand  is  increasing  daily.  Over  700  of  these  machines  now  in  use.  If  inter- 
ested ask  for  Catalog  No.  2. 

Fig.  255  illustrates  The  Lon- 
don Tile  and  Sewer  Pipe 
Moulds,  which  are  made  in 
all  sizes  from  4  in.  to  10  ft. 
in  diameter. 


Fig.  240— Drain  Tile  Machine  " 


The  London 


Sewer  Pipe 
Moulds 


and  Tile 


are  used  by  Contractors  and  Muni- 
cipalities throughout  Canada. 


My.  2.i;)  — Sewer  I'ipe  Mould. 


Send  for  Catalog  No,  2-B. 

London  Concrete  Machinery  Co.,  Ltd.,  Dept.  7,  London,  Ont. 

AGENCIES 

R.  R.  Power,  Halifax,  N.S.  Rene  Talbot,  Quebec,  Que.  The  General  Supply  Company  of  Canada,  Toronto,  Ont. 

The  Foss  &  Hill  Machinery  Company,  Montreal,  Que.  The  General  Supply  Company  of  Canada,  Winnipeg,  Man. 

The  General  Supply  Company  of  Canada,  Ottawa,  Ont.  The  B.  C.  Equipment  Company,  Vancouver,  B.C. 
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NSINKING  FUND 


These  are  the  three  elements  that  must  be  considered  in  road-making.  The 
sinking  fund  retires  the  bond  issue  (first  cost) ;  interest  on  the  bonds  must  be 
paid  :  the  road  must  be  kept  up.  These  three  elements  of  cost  have  been 
reduced  by  experts  to  one  annual  cost  unit  for  all  types  of  pavement. 
Comparison  of  these  cost  units  for  all  types  of  road  proved  asphalt  the  most 
economical.  This  merely  means  that  the  maintenance  of  asphalt  is  less  than 
of  any  other  pavement  whose  first  cost  is  lower  ;  and  that  asphalt's  first  cost 
is  less*  than  any  pavement  whose  maintenance  is  lower. 


PAVING  ASPHALT  for  construction  of  Hot  Mix  Asphalt  Roads.    The  finest  and  most 
economical  of  all  roads. 

ASPHALT  BLVDERS  for  Penetration  Asphalt  Macadam  Roads.    Cheap,  durable  and  dust- 
less. 

LIQUID  ASPHALT  for  dust  prevention  and  increasing  traffic  efficiency  of  earth,  gravel 
and  macadam  roads. 


CA1MA.DI>\.1SI  MADE 


PERMANENCE  WITH  ECONOMY 


Write  Our  Road  Engineering  Department  for  Further  Information. 


IMPERIAL  OIL,  LIMITED 

Road  Department      -      Imperial  Oil  Bldg.,  Toronto 
BRANCHES  IN  ALL  CITIES 
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CLASSIFIED  INDEX  TO  ADVERTISEMENTS 

The  following  regulations  apply  to  all  advertisers: — Eighth  page,  every  issue,  three  headings; 
quarter  page,  six  headings;   half  page,   twelve  headings;   .  full     page,    twenty-four  headings! 


Acetylene  Gas 

The  Prest-O-Lite  Co.,  Inc. 

Air  Compressors 

Can.  IngersoU-Rand  Co.,  Ltd. 
Canadian  AUis-Chalmers,  Ltd. 

Aluminium 

Spielmann  Agencies  Regd. 

Air  Hoists 

Canadian   Ingeisoll-Rand  Co. 
Northern  Crane  Works 

Architectural  Iron  Works 

Canadian  Allis-Chalmers  Ltd. 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Architectural  Terra  Cotta 

Toronto  Plate  Glass  Imp'tg  Co. 

Ash  Hoists 

Gillis  &  Geoghegan 

Asphalt 

Asphalt  &  Supply  Company 
Imperial   Oil  Company 

Axes 

Canada    Foundries    &  Forgings, 

Blast  Hole  Drills 

Hopkins  &  Co.,  F.  H. 

Blowers  and  Compressors 

Canadian  Blower  and  Forgs  Co. 
Can.  Ingersoll-Rand  Co.,  Ltd. 
Sheldons  Limited 

Boilers 

TSeatty  &  Sons,  M. 

Canadian  Allis-Chalmers  Ltd. 

Inglis  Company,  John 

Marsh  &  Henthorn 

McDougall  Caledonian  Iron  Wks. 

Mussens  Limited 

Boxes — Junction 

Standard  Underground  Cable  Co. 
of   Canada,  Limited 

Brick  Dryers 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Brick  Machinery  and  Supplies 
Sheldons  Limited 
Wettlaufer  Bros. 

Brick  Manufacturers 

Sun  Brick  Company 

Bridges 

Canadian   Allis-Chalmers  Ltd. 

Bridges  (Steel) 

Canadian  Bridge  Company 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works 
MacKinnon-Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime   Bridge  Company 

Buckets 

Bcatty  &  Sons,  M. 
Hopkins  &  Co.,  F.  H. 
Manitoba  Bridge  &  Iron  Works 

Buckets — Steel 

Marah  &  Henthorn,  Ltd. 

Cable 

■*    Dominion  Wire  Rope  Co.,  Ltd. 
Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Cable  Terminals 

.Standard   Underground  C.-iIilc  Co. 
of  Canada,  Limited 

Cars — Steel  Body 

Marsh  Si  Henthorn,  ^AA. 


Car  Wheels 

Marsh  &  Henthorn,  Ltd. 
Steel  Co.  of  Canada  Limited 

Castings — Grey  Iron 

Marsh  &  Henthorn,  Ltd. 

Casements 

Trussed  Concrete  Steel  Co. 

Cement 

Britnell  &  Company 

Cement,  High  Temperature 

Beveridge  Paper  Co.,  Ltd. 

Cement  Waterproofing 

Barrett  Company 
Ideal  Concrete  Machinery  Co. 
Imperial   Oil  Company 
Trussed  Concrete  Steel  Co. 

Centrifugal  Pumps 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 

Chemists 

Canadian  Inspection  and  Testing 
Laboratories 

Coal  Chutes 

Manitoba  Bridge  &  Iron  Works 

Coal  Handling  Apparatus 
Beatty  &  Sons,  M. 

Cold   Storage   Insulation  ' 

Armstrong  Cork  Company 

Compressed  Acetylene  Gas 

The   Prest-O-Lite  Co.,  Inc. 

Concrete  Block  Machines 

Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 

Concrete  Culvert  Pipe 
Blair.  B. 

Dominion  Concrete  Company 

Concrete  Hardener  5nd  Water- 
proofer 

Beveridge  Paper  Co.,  Ltd. 

Concrete  Mixers  and  Appliances 
Hopkins  &  Co.,  F.  H. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
Mussens  Limited 

Concrete  Sewer  Pipe 
Blair,  B. 

Dominion  Concrete  Company 

Conduits 

Conduits  Company,  Limited 

Connecting  Rods 

Canada    Foundries    &  Forgings, 

Contractors 

Anglins  Limited 
Foundation  Company 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 
Wells  &  Gray  Limited 

Contractors'  Plant  &  Supplies 
Beatty  &  Sons,  M. 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Alh's-Chalniers  Ltd. 
Dake  Engine  Company 
Marsh  &  Henthorn 

Conveyor  Belting 

Dunlop  Tire  &  Rubber  Company 

Conveying  Machinery 

Canadian  Mathews  Gravity  Car- 
rier Company 

Core  Drills 

Canadian  Allis-Chalmers  Ltd. 
Can.  Ingersoll-Rand  Co.,  Ltd. 


Corrugated  Iron 

Pedlar   People  Limited 

'Cranes,  Travelling  and  Locomotive 

Boving  Hydraulic  &  Engineering 

Company 
Hopkins  &  Company,  F.  II. 
Maritime  Bridge  Company 
Northern  Crane  Works 

Crank  Shafts 

Canada    Foundries    &  Forgings, 

Crushed  Stone  and  Granite 

Canada   Crushed   Stone  Corpora- 
tion 

Crushed  Stone,  Limited 
Morrison  Company,  T.  A. 

Crushers  (Stone  and  Rock) 

Canadian  Allis-Chalmers  Ltd. 
London  Concrete  Machinery  Co. 
Mussens  Limited 

Culverts 

Pedlar  People 

Damp  Proof  Coating 

Barrett  Company 
Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 

Derricks  and  Derrick  Fittings 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  II. 
Maritime  Bridge  Company 
Marsh  &  Henthorn,  Limited 
Northern  Crane  Works 

Dredging  Pumps 

Boving  Hydraulic  &  Engineering 
Company 

Dredges 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 

Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 

Drill  Steel  Sharpeners 

Canadian  Ingersoll-Rand  Co. 

Dump  Cars,  Wheels,  etc. 

Hopkins  &  Company,  F.  H. 
Manitoba  Bridge  &  Iron  Works 
Maritime    Bridge  Company 
Marsh  &  Henthorn 
Sheldons  Limited 

Drift  Pins 

Canada    Foundries    &  Forgings, 

Drying  Apparatus 

Canadian  Blower  &  Forge  Co. 

Elastite 

Carey  Mfg.   Co.,  Philip 
Trussed  Concrete  Steel  Co. 

Electric  Fans 

Sturtevant  Co.  of  Can,,  Ltd.,  B.  F. 

Electric  Air  Rock  Drills 

Canadian  Ingersoll-Rand  Co. 

Electric  Impulse  Clocks 
Gent  &  Company 

Electric  Water  Systems 

Ontario  Wind  Engine  &  Pump 
Company 

Electrical  Specialties 

Spielmann  Agencies  Regd. 
Electrical  Supplies 

Canadian  General  Electric  Co. 
Elevator  Doors 

Ormsby  Company,  A.B. 
Elevators 

Northern   Crane  Works 

Turnbull  Elevator  Company 


Engines 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Hopkins  &  Company,  F.  H. 
Inglis  Company,  John 
McDougall  Caledonian  Iron  Wks. 

Engineers  (Civil  and  Mechanical) 

Bowman  &  Connor 
Chipman  &  Power 
Dominion  Engineering  &  Inspec- 
tion Company 
Foundation  Company 
Haddin  &  Miles 
Hunt  &  Co.,  Robt.  W. 
Milton  Hersey  Co. 
P.  &  W.  S.  Lea 
Wynne-Roberts,  R.  O. 

Excavators 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 

Exhaust  Heads 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Expanded  Metal 

Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Fans 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Fibre,  Vulcanized 

Beveridge  Paper  Co..  Ltd. 

Fire  Brick,  Jointless 

Beveridge  Paper  Co.,  Ltd. 

Fireproof  Doors  and  Windows 
Ormsby  Company,  A.  B. 
Pedlar  People  Limited 
Trussed  Concrete  Steel  Co.  1 

Fire  Escapes  1 
Dennis  Wire  &  Iron  Works  Co 
Manitoba  Bridge  &  Iron  WorH 
McGregor  &  Mclntyre  M 

Fire  Escape  Spirals  V 
Canadian  Mathews   Gravity  ui 
rier  Company  ; 

Fire  Protection  Appliances 
Bickle  Company,  R.  S. 

Flag  Poles 

Ontario  Wind  Engine  &  Pump 
Company  Jtit 

Flooring  Materials 

.Armstrong  Cork  Company 
Imperial  Oil  Company 

Forges 

Canadian  Blower  and  Forge  C< 
Slieldons  Limited 

Forgings,  Steel  &  Iron 

Canada    Foundries    &  Forging 

Gasoline  Engines 

Boving  Hydraulic  &  Engineerin 

Company 
Canadian  Allis-Chalmers  Ltd. 
London  Concrete  Machinery  Co, 
Ontario  Wind  Engine  &  Puraf 

Company 

Generators 

Canadian  General  Electric  Co. 

Glass 

Toronto  Plate  Glass  Iin|)t);,  Co. 

Governors 

Boving  Hydraulic  &  Engineerit 
Company 

Gravity  Carriers  *  '. 

Canadian  Mathews  Gravity  Ct 
rier  Company 

(Continued  on  page  8) 
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Section  of  Canadian  Pacific  Railway  Terminals,  TORONTO 


Structural  Steel  painted  with 
"SUPERIOR  GRAPHITE  PAINT" 


WHY? 


Because  Architects  and  Engineers 
know 

it's  "A  LITTLE  BETTER" 
DOMINION  PAINT  WORKS,  Limited 


TORONTO 
WINNIPEG 


WALKERVILLE,  ONT. 


MONTREAL 
VANCOUVER 


Lead  Ring  Gasket 
(Patented) 

Mueller  Service  Clamps 

Double  Strap  Pattern 

This  Clamp  is  satisfactory  for  the  highest  pressures  ;  the  most  severe  climatic  conditions, 
and  can  be  had  for  services  of  any  size.  It  is  made  of  malleable  iron,  galvanized  and  is 
tapped  for  iron  pipe  or  corporation  cock  thread.  We  strongly  advise  the  use  of  corporation 
cock  tapping  where  ever  the  clamp  is  used  for  water  as  it  enables  the  use  of  the  same  cor- 
poration cocks  as  are  used  with  the  Mueller  Tapping  Machines. 

Moulded  lead  ring  gaskets  are  used  with  all  Mueller  service  clamps  to  make  an  absolutely 
tight  joint.  These  gaskets  are  made  with  ears  that  bend  up  over  the  side  of  the  clamp  to 
hold  the  gasket  in  place  when  the  joint  is  being  made.  One  gasket  is  furnished  with  every 
clamp.    This  is  distinctly  a  Mueller  feature. 

By  using  ells  these  clamps  may  also  be  used  for  taking  a  service  from  steam  lines,  etc. 

H.  MUELLER  MFG.  CO.,  LIMITED 


Sarnia 


Ontario,  Canada 


New  York,  N.Y. 


San  Francisco,  Cal. 


Decatur.  III.,  U.S.A. 
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Hammers 

Canada  Fouiulries 


&  For<rings, 


Hammer  Drills 

Canadian  AUis-Clialmers  Ltd. 
Canadian  IngersoU-Rand  Co. 

Heating  Apparatus 

Canadian  Blower  and  Forge  Co. 
Slieldons  Limited 

Heat  Insulating  Materials 

Armstrong  Cork  Company 
Hoists,  Electric 

Northern  Crane  Works 
Hoisting  Apparatus 

Beatty  &  Sons,  M. 

Canadian  Ingersoll-Rand  Co. 

Gillis  &  Geoghegan 

London  Concrete  Machinery  Co. 

Marsh  &  Henthorn 

Mussens  Limited 

Northern  Crane  Works 

Hoisting  Engines 
Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Hopkins  &  Company,  F.  H. 
Marsh  &  Henthorn,  Limited 

Hose  1 

Can.  Consolidated  Rubber  Co. 
Dunlop  Tire  &  Rubber  Co. 

Hydrants 

Canada  Iron  Foundries 
Gartsliore-Tliompson  Pipe  Co. 
Kerr  Engine  Company 
McAvity  &  Sons,  T. 

Industrial  Cars 

MacKinnon-Holmes  &  Co. 
Inspection  Engineers 

Canadian  Inspection  and  Testing 
Laboratories 


Insulating  Compounds 

Imperial  Oil  Company 
Spielmann  Agencies  Regd. 
Standard  Underground  Cable  Cc. 
of  Canada,  Limited 

Industrial  Cars 

Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Marsh   &  Henthorn,  Ltd. 

Interior  Finish  and  Doors 

Canadian  Office  &  School  Furni- 
ture Company 

Insulating  Bricks 

Armstrong  Cork  Company 

Jib  Cranes  (all  kinds) 

Xortliern   Crane  Works 

Journal  Wedges 

Canada    Foundries    &  Forgings, 

Kilns 

Canadian  Blower  and  Forge  Co. 
Sheldons  I,,imited 

Lead  Pencils 

American  Lead  Pencil  Company 

"Lidgerwood"  Hoists 

Canadian  Allis-Chalmers  Ltd. 

Lockers  (Clothes) 

Canada  Wire  &  Iron  Goods  Co. 
Dennis  Wire  &  Iron  Works  Co. 

Machinery  Insulation 

Armstrong  Cork  Company 

Metal  Lath 

Pedlar   People  Limited 
Trussed  Concrete  Steel  Co. 


Metallic  Roofing 

Pedlar  People  Limited 

Meters,  Water 

McDougall  Caledonian  Iron  Wks. 
Neptune  Meter  Company 

Motors 

Canadian  General  Electric  Co. 

Oil  Tanks 

Boving  Hydraulic  &  Engineering 

Company 
Imperial  Oil  Company 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 

Ornamental  Iron 

Dennis  Wire  &  Iron  Works  Co. 

Ornamental  Moulds 

Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 

Paints  and  Varnishes 
Dominion  Paint  Works 
Hopkins  &  Company,  F.  H. 
Spielmann  Agencies  Regd. 

Paints  (Bridge  and  Structural  Iron 
and  Pipe  Coating) 
Barrett  Co. 

Dominion   Paint  Works 
Imperial  Oil  Company 
Spielmann  Agencies  (Regd.) 
Trussed  Concrete  Steel  Co. 

Paving  and  Paving  Materials 

Asphalt  &  Supply  Company 
Barrett  Co. 

Carey  Mfg.   Co.,  Philip 
Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 


Pipe  (Concrete,  Iron  &  Wood) 
Boving  Hydraulic  &  Engineering 

Company 
Dominion  Concrete  Company 
Gartshore  Thomson  Pipe  Co. 
National  Iron  Works 

Pipe  and  Boiler  Coverings 
Dominion  Paint  Works 

Pencils  (Lead) 

American  Lead  Pencil  Companv 

Perforated  Metals 

Canada  Wire  &  Iron  Goods  Co. 

Pile  Driving  Machinery 
Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  G. 
Marsh  &  Henthorn,  Limited 

Pipe  Fittings  and  Flanges 

Pittsburgh    Valve,    Foundry  & 
Construction  Company 

Pipe  Covering  (Cold  and  Steam) 

Armstrong  Cork  Company 

Plumbing  Supplies 

Mueller  Mfg.  Company,  H. 

Planing  Mill  Exhausters 

Canadian  Blower  and  Forge  Co, 
Sheldons  Limited 

Plaster 

Britnell  &  Company 

Plug  Drillers 

Canadian  Ingersoll-Rand  Co. 
(Continued  on  page  10) 


HOIST  Repairs 
CAR  Repairs 


CONTRACTORS! 


BOILER  Repairs 
GENERAL  Repairs 


GET  YOUR 


REPAIRING  -  DONE  -  NOW 


Large  Stock  Finished  Parts 

Large  Assortment  Patterns 

Prompt  Service 

Standard  Hoisting  Engines  and 
Derrick  Irons — In  Stock 

Steel  Work  of  All  Kinds 

Let  us  Quote  on  Your 
Requirements 

All  Work  Guaranteed  — 

MARSH  and  HENTHORN  Limited  - 


Prices  Moderate 


Belleville^  Ontario 
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STEEL  &  IRON 
PRODUCTS 


O  F 


Every  Description 


THE 


STEEL  COMPANY 


OF 


CANADA 

LIMITED 

HAMILTON      -  MONTREAL 


i 
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Pneumatic  Machinery 

Canadian  IngersoU-Rand  Co. 


Power  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Inglis  Company,  John 


Pumps 

Canada    Foundries    &  Forgings, 


Pumps  and  Pumping  Machinery 
American  Well  Works 
Beatty  &  Sons,  M. 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian  Ingersoll-Rand  Co. 
Cook,  A.  D. 
Darling  Bros. 

Hopkins  &  Company,  F.  H. 
Inglis  Company,  John 
McDougall  Caledonian  Iron  Wks. 
Ontario  Wind  Engine   &  Pump 

Company  ,  r„ 

Waterous  Engine  Works  Co. 


Quarry  Machinery 

Canadian  Ingersoll-Rand  Co^ 
Hopkins  &  Company,  F.  H. 


Railway  Supplies 

Can.  Chicago  Bridge  &  Iron  Co. 
Dominion  Iron  &  Wrecking  Co. 
Gartshore,  John  J. 
Hopkins  &  Company,  F.  H. 


Reinforcements,  Concrete  and  Steel 
Burlington  Steel  Company 
Canada  Wire  &  Iron  Goods  Co. 
Pedlar  People  Limited  _ 
Steel  Co.  of  Canada,  Limited 
Trussed  Concrete  Steel  Co. 


Refrigeration  Machinery 

Boving  Hydraulic  &  Engineering 
Company 


Road  Asphalt 

Asphalt  &  Supply  Company 
Imperial  Oil  Company 


Road  Oil 

Imperial   Oil  Company 


Road  Machinery 

Hopkins  &  Company,  F.  H. 
Waterous  Engine  Works  Co. 


Rolling  Steel  Doors 

f)rmsby  Company,  A.  B. 


Roofing  Material 
Barrett  Co. 

Carey  Company,  Philip 
Imperial  Oil  Company 
Noble,  Clarence  W. 
Pedlar  People  Limited 


Roofing,  Rubber 

Beveridge  Paper  Co.,  T«td. 


Rubber  Goods 

Can.  Consolidated  Rubber  Co 
Durilop  Tire  &  Rubber  Co. 


Scrap  Iron 

Dominion  Iron  &  Wrecking  Co. 


Screens 

Canada  Wire  &  Iron  Goods  Co. 


Sewer  Pipe 

Britnell  &  Company 
Canada   Iron  Foundries 
Dominion  Sewer  Pipe  Co. 
Gartshore  Thompson  Pipe  Co. 
Hamilton  &  Toronto  Sewer  Pipe 

Company 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
National  Iron  Works 
Ontario  Sewer  Pipe  Company 
Standard  Clay  Products  Ltd. 


Sheathings 

Beveridge  Paper  Co.,  Ltd. 

Ship  Forgings 

Canada   -Foundries    &  Forgings, 


Shovels  (Steam) 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 


Silo  Moulds 

London  Concrete  Machinery  Co. 


Skylights 

Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 


Smoke  Stacks 

Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
MacKinnon,  Holmes  &  Co. 
Manitoba  liridge  &  Iron  Works 
Maritime   Bridge  Company 
Marsh  &  Henthorn,  Ltd. 
Pedlar  People  Limited 


Sprinkler  Tanks  (Steel) 

Can.  Chicago  I^idge  &  Iron  Co. 


Stair  Builders 

Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 


Steam  Appliances 

Darling  Bros. 


Steam  Apparatus  and  Specialties 
Canadian   Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
McAvity  &  Sons,  T. 
Sheldons  Limited 


Steam  Turbines 

McDougall  Caledonian  Iron  Wks. 

Steel 

Burlington   Stee'  Company 
Dominion  Iron  &  Wrecking  Co. 
Hopkins  &  Company,  F.  H. 
Steel  Company  of  Can.,  Ltd. 
Trussed  Concrete  Steel  Co. 


Steel  Bars 

Burlington  Stee!  Company 
Hopkins  &  Company,  F.  IT. 
Maritime   Bridge  Company 
Steel  Company  of  Canada,  L(d. 
Tnis.^cd  Concrete  Steel  Co. 


Steel  Pipe 

Can.  Chicago  Bridge  &  Iron  Wks. 


Steel   Plate  Construction 

MacKinnon-Holmes  &  Co. 
Marsli  &  Henthorn,  Ltd. 
Waterous  Engine  Works  Co. 


Steel  Sash 

Ormsby  Company,  A.  B. 
Trussed  Concrete  Steel  Co. 


Stone 

Britnell  &  Company 
Rogers    Supply  Company 
Sackville  Freestone  Company 


Structural  Iron  and  Steel 

Burlington  Steel  Company 
Canadian  Allis-Chalmers  Ltd. 
Can.  Chicago  Bridge  &  Iron  Co. 
.Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
MacKinnon-Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 
McGregor   &  Mclntyre 
Reid  &  Brown  Structural  Steel  & 
Iron  Works 


Swinging  Gears 

Dake  Engine  Company 


Switchboards 

Canadian  General  Electric  Co. 


Tanks  and  Steel  Pipes 

Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  DesMoines  Steel  Co. 
Inglis,  John 

Manitoba   Bridge  &  Iron  Works 
Marsh  &  Henthorn 
McDougall  Caledonian  Iron  Wks. 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 
Ontario  Wind  Engine  &  Pump 

Company 
Waterous  Engine  Works  Co. 


Telescopic  Hoists 

Black  Building  Supply  Company 
Gillis  &  Geoghegan 


Testing  and  Inspecting  Bureau 
Hunt  &  Company,  Robt.  W. 


Tile  Moulds 

London  Concrete  Machinery  Co. 


Thumb  Screws  and  Nuts 

Canada    Foundries    &  Forgings, 

Towers 

Can.  Chicago  Bridge  &  Iron  Co. 

Transformers 

Canadian  General  Electric  Co. 


Turnbuckles 

Canada    Foundries    &  Forgings, 


Valves 

Canada    Iron  Foundries 
GartshoreTliomson    Pipe  Co. 
Kerr    Engine  Company 
McAvity  &  Sons,  T. 
Dimlop  Tire  &  Rubber  Co. 


Ventilating    &    Heating  Apparati 

Canadian  Blower  and  Forge  Co, 
Sheldons  Limited 


Varnishes — Insulating  '^j 
Standard  Underground  Cable  .'Q; 
of  Canada,  Limited 


Wagons 

Tiffin   Wagon  Company 


Water    Level  Apparatus 

Gent   &  Company 


Waterproofing 
Barrett  Co. 

Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 


Water  Softeners  and  Filters 

Manitoba  Bridge  &  Iron  Wor 


Water  Tapping  Machines 

Mueller  Mfg.    Company,  H. 


4 


Water  Turbines 

Boving  Hydraulic  &  Engineer! 

Company 
Canadian  Allis-Chalmers  Ltd. 
McDougall  Caledonian  Iron  Wl 


Welding  Apparatus 

Prest-O-Lite  Company,  Inc. 


Welding  and  Cutting  Plants 

I'rest-O-Lite  Company,  Inc. 


,1 


Well  Drilling  Plants 
American  Well  Works 
Ontario  Wind  Engine  &  Pum^i 
Company 


Window  Sash 

Steel  &  Radiation  Limited 
Trussed  Concrete  Stee]  Co. 


Wires  and  Cables 

Standard  Underground  Cable  ( 
■  oF  Canada,  Limited 


Wire  Guards  and  Screens 

Canada  Wire  &  Iron  Goods  Ci 


Wire  Rope 

Dominion   Wire  Rope  Co.,  L 


Wrenches 

Canada    Foundries   &  Forpn 


Wood  Pipe 

Canadian  Pipe  Company 
Pacific  Coast  Pipe  Company 
Vancouver   Wood   Pipe  &  T» 
Company 


Wood  Tanks 

Pacific  Coast  Pipe  Compan; 
Vancouver  Wood  Pipe  and 
Company 


0 


Cars 


\ 


H 
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CONCRETE  MACHINERY 

Famous  heart  shape  Mixers  built  in  all  sizes,  noted  for  mixing  Concrete 
Fast  and  Perfect.   Crushers,  Rolls,  Road  Pavers,  Sand  Screens,  Brick, 
Block,  Tile  and  Sewer  Pipe  Machines,  Elevators  and  Convey- 
ing Machinery,  Cement  Tools,  Engines,  Boilers,  Steel  Dump 
Cars,  Brick  Presses,  Builders  and  Contractors'  Machinery,  etc. 

Write  for 
Latest  Catalog 
and 

Special  Offers 


OF  THE 
LATEST 
TYPE 


OVER 
5,000 
IN  USE 


ALL  OUR  MACHINERY 
IS  MADE  IN  CANADA  BY  A  CANADIAN  FIRM 
AND  GUARANTEED. 


HOISTS 

Mounted  with  Steam,  Gas,  or 
Electric  Power.  Built  in  all 
.sizes  and  styles  to  suit  any 
class  of  work.  We  save  you 
much  money  on  your  Hoisting 
Equipment. 


WETTLAUFER  BROS.,  LIMITED   -   TORONTO,  ONT. 


^miiiiiiii 


iiiiiiiiiiiii 


Vitrified  Clay  Pipe 

is  Judged  by  Performance 

The  experienced  Engineer  takes  as  his  basis  of  preference  in  a 
Sewage  Conveyor  the  performance  of  the  article.  They  realize  that 
to  have  a  first-class  job  it  is  absolutely  necessary  that  same  should 
be  built  of  a  permanent  product. 

Hamilton  Vitrified  Salt  Glazed  Sewer  Pipe 

is  a  product  well  and  favorably  known  b}-  most  Canadian  luigineers. 
Many  other  so-called  "just  as  goods"  have  been  tried  out,  with  the 
only  possible  result,  "Failure." 

Use  only  the  best  is  good  business  for  you  and  the  tax  payer. 

The  Hamilton  &  Toronto  Sewer  Pipe  Co.  Ltd. 


HAMILTON  OR  TORONTO 


IIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIUIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIII^^ 
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CLEAN  STREETS 


,  The  cheapest  and  most  sanitary  way  is  to 

''ELGINIZE" 

The  "ELGIN"  Sprinkles,  Sweeps  and  Collects 

Send  for  Catalogue. 


MUSSENS  UNITED 


QUEBEC— Pruncau  &  Co. 
T( 


MONTREAL 

WINNIPEG  TORONTO-H.  Turnbull  &  Co. 
VANCOUVER      COBALT -H.  L.  Usborne 


CANADIAN   DES  MOINES 
STEEL  CO.,  Limited 

Elevated  Tanks  Barges  Bridges 

Standpipes  Wireless  Towers 

Structural  Steel  for  all  purposes. 


Let  us  bid  on  your  requirements. 
Attractive  Prices— Prompt  Deliveries. 


Sales  Offices  and  Plant 

CHATHAM,  ONT.  275  Inshes  Ave. 

Associated  with 
PITTSBURGH-DES  MOINES  STEEL  CO. 
Pittsburgh,  Pa.  New  York  City 

945  Curry  BIdg.  42  Church  St. 

DES  MOINES  BRIDGE  AND  IRON  CO. 
Des  Moines,  Iowa,  938  Tuttle  Street 


For  Quick  Heats  You  Need 

"CANADIAN" 
Rivet  Forges 

Write  for  Catalog  180-12 

Canadian  Blower  &  Forge  Co.,  Limited 

KITCHENER,  ONT. 


WOODEN  PIPE 


Wire  wound  wood  stave  pipe,  2  in.  to  24  in.  diameter.  Con- 
tinuous  wood   stave  pipe,   anv   diameter  required. 

CANADIAN  PIPE  CO.,  LIMITED 

Established  1904  New  Factory  Erected  1910 

Equipped  with  the  most  up-to-date  machinery.  Every 
machine  driven  by  a  separate  electric  motor.  Satisfaction 
Guaranteed. 

Office  and  Factory— SSO  Paoific  St.,  VANCOUVER,  B.C. 
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SWANSEA 

Salt  Glazed  and  Vitrified 

SEWER  PIPES 


True  to  Size 
Impervious  to  Water 

Sizes  manufactured  and  al- 
ways in  stock  4  in.  to  24  in. 


Ask  for  Price  List 
and  Discounts 


also 

Chimney  Tops 
Flue  LininiTS 
Wall  Coping: 
Culvert  Pipe 
Inverts 

Telephone  (Toronto  Connection) 
Parkdale  5000 


The  Dominion  Sewer  Pipe  Co. 

(The  Independent  Co.)  Limited 

SWANSEA  (near  Toronto) 


Construct  Your 


SEWERS 

from 

Reinforced  Concrete  Pipe 

Manufactured  by 

Dominion  Concrete  Co. 

Limited 

KEMPTVILLE       -  ONTARIO 

Better  good  pipe  at  a  fair 
price  than  poor  pipe 
at  any  prict. " 


N.  B.  The  adjolnlntr  Illustration  shows  a  line  of  42-ln.  pipe 
In  a  trench  ready  for  fllllnsr. 


IMMEDIATE  SHIPMENT 


The  Rib  bar  for  reinforcing  concrete  is  a  special 
rolled  section  with  a  series  of  cross  ribs  so  de- 
signed as  to  secure  maximum  grip  on  the  concrete. 


Size 
H  in. 
'A  in. 

H 

54  in. 

Vs  in. 
1  in. 
IVs  in. 
1J4  in 


Area 

.1406  sq.  in. 

.2500  sq.  in. 

.3906  sq.  in. 

.5625  sq.  in. 

.7656  sq.  in. 
1.0000  sq.  in. 
1.2656  sq.  in. 
1.5625  sq.  in. 


We  have  large  tonnages  of  all  sizes  in  stock,  in 
lengths  up  to  60  feet  and  can  make  immediate 
shipment.   Get  our  quotation. 


Trussed  Concrete  Steel  Co. 

of  Canada,  Limited 
WALKERVILLE      -  ONTARIO 
Montreal      Toronto      Winnipeg  Calgary 


BUI  1.  D  I  N  G 
PROD  U  CTS 


To  Secure 
ECONOMY  and  DURABILITY 
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ALPHABETICAL  LIST  OF  ADVERTISERS 


American  Lead  Pencil  Company  . .  . 

American  Well  Works  

Anglins  Limited   60 

Armstrong  Cork  Company   

Asbestos  Manufacturing  Company..  15 

Asphalt  and  Supply  Company   50 

Ault  &  Wiborg  Company   61 

Barber,  Frank     60 

Barrett  Company  

Beatty  &  Sons,  Ltd.,  M   4 

Beveridge  Paper  Company   50 

Brown  Company  

Bickle  Company,  R.  S   55 

Bishopric  W^allboard  Company   

Blair  Company,  B  

Black  Building  Supply  Company  . .  . 
Boving   Hydraulic   and  Engineering 

Company  

Britnell  Company,  Limited   55 

Burlington  Steel-  Company   49 


Canada  Iron  Foundries,  Limited  ...  51 

Canada  Foundries  and  Forgings,  Ltd.  17 
Canada  Wire  and  Iron  Goods  Co.  . . 

Canadian  Allis-Chalmers   53 

Canadian  Blower  and  Forge  Co.  . .  12 
Canadian  Chicago  Bridge  and  Iron 

Company   61 

Canadian  Consolidated  Rubber  Co.  .  3 

Canadian  Des  A^Eoines  Steel  Co   13 

Canadian  General  Electric  Company.  53 
Canadian  Ingersoll-Rand  Company. 
Canadian    Inspection    and  Testing 

Laboratories    60 

Canadian  Mathews  Gravity  Carrier 

Company  

Canadian  Office  School  Furniture  Co. 

Canadian  Pipe  Company,  Ltd   12 

Canadian  Surety  Company   46 

Carey  Company,  Philip   52 

Carter  White  Lead  Company  ....  16 

Chipman  &  Power,  Ltd   60 

Conduits  Company,  Ltd   61 

Cook,  A.  D  

Crushed  Stone,  Ltd   55 

Dake  Engine  Company   50 

Darling  Brothers   60 

Dennis  Wire  and  Iron  Company  .... 

Dominion  Concrete  Company   13 

Dominion  Engineering  and  Inspec- 
tion Company   60 


Dominion  Iron  and  Steel  Company.  57 

Dominion  Iron  and  Wrecking  Co.  . .  51 

Dominion  Paint  Works  .'   7 

Dominion  Sewer  Pipe  Company  ....  13 

Dominion  Wire  Rope  Company  ....  64 


Engineers  and  Contractors,  Ltd. 


Foundation  Company  

Gartshore,  John  J  

Gartshore-Thompson  Pipe  and  Foun- 
dry Company  ,  ■  14 

Gent  Company   54 

Gillis  &  Geoghegan  

Haddin  &  Miles   60 

Hamilton  &  Toronto  Sewer  Pipe  Co.  11 

Hamilton  Bridge  Works  Company  .  2 

Hopkins  &  Co.,  F.  H   64 

Hilnt  &  Co.,  Robert  W   60 

Ideal  Concrete  Machinery  Company  50 

Imperial  Brass  Company   12 

Imperial  Oil  Limited   5 

Inglis  Company,  John   45 


Jenckes  Machine  Company 


Kerr  Engine  Company,  Ltd. 
King  Construction  Company 


62 
60 


Lachute  Shuttle  Company   60 

Lea,  R.  S.  &  W.  S   60 

London  Concrete  Machinery  Co   4 

Lymburner,  Limited   16 


MacKinnon  Holmes  &  Co  

Maritime  Bridge  Works  Company  . .  61 
Manitoba  Bridge  &  Iron  Works  Co.  18 

Marsh  &  Henthorn,  Ltd  

McAvity  &  Sons,  T.  

McDougall  Caledonian  Iron  Works 

Company   17 

McGregor  &  Mclntyre    61 

Miller  &  Co.,  George  M  

Milton  Hersey  Company   60 

Morrison  &  Co.,  T.  A   CO 


Mueller  Manufacturing  Co.,  Ltd. 
Mussens  Limited  


National  Fireproofing  Company 

National  Iron  Works  

National  Service  Board   

Northern  Crane  Works,  Ltd.  . . 
Nova  Scotia  Steel  and  Coal  Co. 


Office  Specialty  Cdmpany  

Ontario  Sewer  Pipe  Company   47i 

Ontario  Wind  Engine  and  Pump  Co. 

Ormsby  Company,  A.  B  

Orpen  Conduit  Company  


Pacific  Coast  Pipe  Company  . .  . 

Pedlar  People  

Pittsburgh-DesMoines  Steel  Co. 

Power  &  Son  

Prest-O-Lite  Company  


Quinlan  &  Robertson 


Reid  &  Brown  Structural  Steel  and 
Iron  Works   


Sheldons  Limited  

Standard  Clay  Products,  Ltd   5! 

Standard  Underground  Cable  Com- 
pany of  Canada,  Ltd   6: 

Steel  and  Radiation   5!' 

Steel  Company  of  Canada,  Ltd   ) 

Sun  Brick  Company   : 

Spielmann  Agencies  


Thompson  Brothers  

Tiffin  Wagon  Company  

Toch  Brothers  

Toronto  Plate  Glass  Importing  Co. 
Trussed  Concrete  Steel  Company 
Turnbull  Elevator  Company   . .  . 


8     Vancouver  Wood  Pipe  and  Tank  Co. 


Waterous  Engine  Works  Company 

Wells  &  Gray,  Ltd  

Wettlaufer  Bros  

Williams  Machinery  Co.,  Ltd.,  A.  R. 
Wynne-Roberts,  R.  O  


Our  advertisers  represent  the  most  progressive  manufacturers  and  dealers.  Make 
your  purchases  of  them.   Give  your  business  to  the  man  who  is  enterpris- 
ing enough  to  spend  money  and  time  to  get  in  touch  with  you. 
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Will  this  Bungalow  Bring  Trade 

to  its  Builder? 

HE  BUILT  IT  OF  "ASBESTOSLATE"  SHINGLES  AND  ASBESTOS  BUILD- 
ING LUMBER.  He  pocketed  a  good  profit,  he  gave  his  customer  a  home  that  can't 
take  fire  from  Avithout,  that  neither  wind  or  weather  can  harm,  that  will  always  look 
as  clean,  fresh  and  beautiful  as  when  new,  without  repairing  or  painting,  and,  more 
than  this,  he  erected  a  permanent  advertisement  for  himself. 


ROOF 

"ASBESTO- 
SLATE" 
is  the  material  of 
beauty,  safety,  econ- 
omy, and  profit  for 
the  builder.  It  is 
made  of  Portland 
Cement,  reinforced 
with  long,  strong 
Asbestos  Fibres. 

FOR  THE 
INTERIOR 

use  Linabestos  Fire- 
proof Wallboard, 
3/16  in.  thick. 
42  in.  X  48  in.  48  in.  x 
48  in.,  42  in.  x  96  in., 
48  in.  x  96  in. 


EXTERIOR  OF 
WALLS 

ASBESTOS 
BUILDING 
LUMBER 

Same  composition  as 

"ASBESTO- 
SLATE" 
SHINGLES 

Manufactured  in 
large  size  sheets: 

42  in.  X  48  in. 

42  in.  X  96  in. 

Various  thicknesses. 


Advantages  of  Asbestos  Cement  Products: 

Fireproof  Quick  Construction 

Non-Conducting  &.^lZtll)    No  Paint  or  Repairs 

Beautiful — Permanent  Buildings 

Alterations  and  Additions  Made  Easy 


Give  us  particulars  of  your  problem— or 
send  us  plans.  We  will  make  suggestions 
and  give  you  estimates. 

Asbestos  Manufacturing  Company 

808-809  Drummond  Building 
MONTREAL,  Que. 
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Genuine 
Dry  Red  Lead 

Made  in  Canada  from  best  grade  Can- 
adian Pig  Lead. 

When  specifying  the  paint  to  be  used 
on  your  metal  work  insist  on  Carter's  Genuine 
Dry  Red  Lead,  mixed  with  pure  linseed  oil, 
being  used. 

It  Prevents  Rust  and  Corrosion 

Carter's  Genuine  Dry  Red  Lead  is  a 
highly  oxidized  pure  Red  Lead,  finely  pulver- 
ized which  insures  easy  application,  greatest 
covering  and  a  uniform  film  throughout  the 
whole  work. 

We  alto  manufacture  Orange  Lead, 
Litharge  and  Dry  White  Lead. 

The  Carter  White  Lead  Co. 


of  Canada,  Limited 
91  Delorimier  Ave.! 


MONTREAL 


It     M  ii— ir- 


31  il  II 


For  Profitable  Results 


advertise   in   the   most   widely   read   and  leading 
publication,    reaching   the    majority   of   the  con- 
tracting,    engineering     and     municipal  officials. 
Rates  on  application 

Contract   Record   &   Engineering  Review 

347  Adelaiae  St.  West,  TORONTO 


Now  on  Munitions 

LYMBURNER,  LIMITED 

The  well  known  manufacturers  of  ornamental  metal  work  and 
special  machinery  are  entirely  occupied  making  munitions, 
and  cannot  execute  orders  for  above  work  until  a  later  date, 
when  they  will  be  glad  to  receive  enquiries  and  will  again 
produce  first  class  Metal  Specialties  of  Every  Description — 
Machinery,  Tools  and  Gauges. 


u 

X 

I 

I 


360  St.  Paul  St.  E. 


MONTREAL 


I 
I 
I 
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Forged  Steel  Standard  Turnbuckles 

with  or  without  stubs 

Specify  for  Such  Quantities  as  The  Quality  and  Service  will  be  Attended 

You  Require  "  to  by  us 

The  Government  asks  you  to  buy  wisely 

SMITHERIES  AT  WELLAND,  ONT. 


Turbine 
Pumps 

Electric  and  Steam 

Water  Works 
Factory  and 
Fire  Services 

Humphrey  Gas 
Pumps 

Any  capacity  or  pressure 


Lachine  Water  Works 
Three  millioa  gallons,  eighty  pounds  domestic,  1(0  lbs.  fire. 


THE  JOHN  McDOUGALL 
CALEDONIAN  IRON  WORKS  CO.,  LIMITED 

Works:  Seigneurs  &  William  Sts.,  Montreal. 
Manufacturers  of  Boilers,  Castings,  Condensers,  Elevators,  Engines,  Filters,  Forgiags,  Hydraulic 
Machinery,  Pumps,  centrifugal  and  reciprocati«g.  Steam  Turbines,  Tanks,  Water  Wheels.  Water 

Works  Plants 
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Bar  Iron 

Carried  in  all  sizes  and  lengths 
for  immediate  shipment.  Special 
prices  on  certain  sizes. 

Steel  Sheets 

A  complete  range  from  10  gauge  to  26 
gauge,  for  immediate  shipment. 


Small  Angles 

From  54"  X  ^"  x  ^"  to  2"  x  2"  x 
y^"  in  all  sizes,  thicknesses  and 
lengths. 

Steel  Plates 

All  sizes  from  3/16"  to  1"  thick,  in  stock 
now. 


We  have  a  large  stock  of  BOILER  TUBES  of  all  sizes  for  immediate  shipment. 

Write  to  our  WAREHOUSE  DEPT,  regarding  your  needs. 

Reinforcing  Bars  for  Concrete 

Shipment  from  Mill  or  Stock 

We  desien  and  fabricate  all  kinds  of  structural  steel,  and  carry  at  all  times  a  large  stock  of  Beams,  Chan- 
nels, Broad  Flange  Beams,  Plates  and  Angles,  Rivets,  Bolts,  Shafting,  Transmission  Machinery,  etc.,  besides 
those  mentioned  above — ready  for  immediate  shipment. 

We  have  a  monthly  stock  list  that  should  be  on  your  desk.  Ask  for  it. 


Manitoba  Bridge  &  Iron  Works,  Ltd. 

Winnipeg       •  Manitoba 


LUPTON  STEEL  SASH 


A.   B.   ORMSBY   CO.,  LIMITED 


Associated  witih  The  Metal  Shingle  &  Siding  Co.,  Ltd. 

AGENT.S:—        F.  A.  Gillis  Co.,  I.td.,  Halifax,  N.S. 

A.  T.  Clianibers,  Vancouver,  B.C. 


J.  R. 


For  Every  Modern 
Building — 

In  specifying  Ormsby-Lupton  you  are  specify- 
ing steel  sash  of  superior  strength.  Its  rigidity 
stands  staunch  against  wind-pressure.  The  joints 
are  ingeniously  interlocked,  giving  maximum 
strength.  They  tighten  with  direct  strain  of 
wind.    They  resist  corrosion. 

The  ventilators  are  permanently  wind-and- 
weather-proof.  The  double-weathering  on  all 
sides  shuts  out  drafts  and  rains.  This  means 
economy  in  heating. 

The  rigidity  of  Ormsby-Lupton  Steel  Sash 
makes  it  easier  to  set.  Glazing  is  simplified  by 
special  glazing  wedges.  The  principles  are  ap- 
plicable to  any  window,  anywhere,  in  any  build- 
ing exterior  or  partition  walls. 

Hand-book  of  valuable  data,  blue 
prints,  etc.,  covering  all  Ormsby  fire- 
proof building  supplies,  sent  free  on 
request. 

TORONTO,  ONTARIO 

Factories  at:  Preston,     Montreal,  Winnipeg,  Saskatoon,  Calgary. 

Bell,  St.  John,  N.B.  M.  J.  Skelly,  Ottawa,  Ont. 

n.  A.  CiimmingR,  Brockville,  Ont. 
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HUGH  G.  Maclean,  limited 

HUGH  C.  MacLEAN,  Winnipeg,  President. 
THOMAS  S.  YOUNG,  General  Manager. 
I  iEAD  OFFICE  -   347  Adelaide  Street  West,  TORONTO 
Telephone  A.  2700 


lONTREAL  -  Telephone  Main  2299  -  119  Board  of  Trade 
?'  VlNNIPEG  -  Tel.  Garry  856  -  Electric  Railway  Chambers 
ANCOUVER  -  Tel.  Seymour  2013  -  Winch  Building 
EVV  YORK  -  Tel.  3108  Beekman  -  1123  Tribune  Building 
HICAGO  -  Tel.  Harrison  5351  -  1413  Gt.  Northern  Bldg. 
.ONDON,  ENG.     -      -     -     -     -     16  Regent  Street  S.W. 

SUBSCRIPTION  RATES 
anada  and  Great  Britain,  $2:00.    U.  S.  and  Foreign,  $3.00. 
Single  copies  10  cents. 

Authorized  by  the  Postmaster  General  for  Canada,  for  transmission 
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*  '  Entered  as  second  class  matter  July  18th,  1914,  at  the  Postoffice  at 
_    'uffalo,  N.  Y.,  under  the  Act  of  Congress  of  March  3,  1879. 
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V.  Timely  and  Gountry-Wide  Adoption  of 
Daylight  Saving  is  Wanted 

ijiT"^  AYLIGHT  saving,  which  during  last  summer 
""Pill     I  received  more  favorable  consideration  than 
«— ^  ever  before,  is  again  coming  into  prominence 
with  arguments  in  its  favor  made  more  force- 
ul  by  reason  of  the  present  endeavors  to  conserve 
uel  and  artificial  light.    The  movement  for  the  con- 
ummation  of  a  universal  daylight-saving  bill  should 
low  receive  the  attention  it  deserves  in  order  that  the 
lenefits  of  the  scheme  may  be  derived  early  enough  to 
nake  them  worth  while.    Daylight  saving  is  backed 
ly  the  .electric  railways  in  the  United  States  at  least, 
I  he  sentiment  of  which  is  expressed  in  a  recent  editori- 
il  in  the  Electric  Railway  Journal :  "In  all  the  zeal  of 
a  Trying  on  campaigns  for  higher  fares  and  co-operat- 
ng  with  the  government  in  the  various  suggested  ways 
I'r  the  conserving  of  fuel,  it  should  not  be  forgotten 
hat  one  desired  innovation  has  not  yet  been  effected 
-daylight  saving.    A  bill  to  move  forward  the  clock 
^  "^ne  hour  during  the  warm  months  should  now  be  en- 


acted into  law.  Daylight  saving  would  be  a  boon  to 
the  nation's  workers  and  the  inertia  of  conservatism, 
the  only  opponent,  should  be  overcome." 

The  trouble  with  the  application  of  a  daylight  sav- 
ing scheme  in  the  past  has  been  that  it  was  not  de- 
manded or  vigorously  urged  as  a  national  necessity. 
The  acceptance  of  a  saving  plan  was  dependent  on 
the  whims  and  desires  of  individual  municipalities; 
it  was  not  the  subject  of  national  legislation.  The  fal- 
lacy of  such  lack  of  concentrated  efifort  is  obvious,  for 
no  widespread  benefits  are  to  be  derived  and  only  end- 
less confusion  caused  by  an  arrangement  that  sets 
the  clock  ahead  in  one  community  and  leaves  it  un- 
changed in  an  adjoining  municipality.  If  the  supreme 
advantages  inherent  in  a  properly  formulated  daylight 
saving  plan  are  to  be  realized,  the  principles  must  be 
universally  applicable  and  uniformly  adopted.  Day- 
light saving  should  be  the  subject  of  national — and 
even  international — legislation ;  its  adoption  in  every 
community  of  Canada  and  the  United  States  will 
secure  for  the  people  a  boon  which  will  prove  ex- 
tremely profitable'  at  the  present  time  when  conserva- 
tion is  the  order  of  the  day. 

To  further  derive  the  maximum  benefit  from  the 
inauguration  of  a  daylight  saving  plan,  its  adoption 
must  not,  as  last  year,  be  delayed  until  so  late  in  the 
season  as  to  offset  the  advantages  that  otherwise  may 
have  accrued.  Sentiment  this  year  is  sufficiently  in 
favor  of  the  idea  to  warrant  early  legislation  without 
the  procrastination  that  characterized  last  year's  en- 
deavors. Let  our  legislators,  therefore,  keep  daylight 
saving  in  mind,  that,  as  soon  as  opportunity  per- 
mits, its  merits  may  be  appreciated  by  a  country-wide 
and  timely  adoption. 


Amendments  to  Ontario  Lien  Law 
Under  Discussion 

A MEETING  of  the  Toronto  Builders'  Exchange 
was  held  on  Thursday  afternoon,  January  24, 
in  their  office  in  the  Goodyear  Building,  to 
discuss  changes  and  improvements  in  the  On- 
tario Lien  Law.  Representatives  of  the  builders,  sup- 
ply men,  architects  and  the  building  trades'  council, 
were  present.  Mr.  W.  E.  Dillon,  the  president  of  the 
Exchange,  was  in  the  chair. 

The  clause  around  which  the  discussion  centred 
was  that  which  provided  that  the  sub-contractors  or 
supply  men  can  place,  any  time  within  thirty  days 
after  the  completion  or  abandonment  of  the  work,  a 
lien  for  the  amount  due  them  for  work  or  materials. 
The  weakness  appears  to  be  that  while  the  proprietoi 
is  entitled  to  retain  20  per  cent,  of  the  contract  price 
to  meet  these  liens  and  those  of  the  workmen,  this 
sum  is  frequently  altogether  inadequate  to  cover  the 
unpaid  debts.  Thus,  in  a  case  of  this  kind,  the  only 
person  who  benefits  by  the  working  of  the  Act,  is  the 
fly-by-night  contractor  who  undertakes  a  job  he  can- 
not finance  and  leaves  his  creditors  to  depend  on  their 
liens  for  payment. 

Mr.  Hynes,  of  Hynes,  Feldman  &  Watson,  sug- 
gested as  an  amendment  that,  in  order  to  establish  his 
right  of  lien,  the  dealer  or  sub-contractor  should  notify 
the  proprietor  that  he  is  about  to  deliver  material  or 
do  work  on  any  job  and  that  he  claims  the  right  to 
lien  for  this  amount  in  default  of  payment.  In  this 
case  the  proprietor  would  be  liable  for  the  full  amount 
of  the  debts  incurred,  and  ought  to  be  able  to  with- 
hold from  the  contract  price  any  amount  necessary  to 
cover  them — not  a  limit  of  20  per  cent.    The  supply 


THE   CONTRACT  RECORD 


Jammry  :'>0,  101 S 


men  raised  objections  to  the  suggestion  on  account  of 
existing  methods  of  ordering  and  delivery.  Also  the 
placing  of  a  lien  before  shipment  was  liable  to  show 
the  contractor  in  an  unfavorable  light.  Mr.  W.  E. 
Dillon,  the  president,  however,  seemed  quite  favorable 
to  the  suggestion,  though  no  decision  was  reached.  It 
was  decided  to  obtain  a  copy  of  the  Michigan  and 
other  state  building  laws  and  discuss  the  cjuestion  at 
a  later  meeting. 

Another  point  noted  was  that  the  clause  referring 
to  the  workmen's  right  to  lien  stated  that  no  officer, 
architect  or  foreman  nor  any  person  receiving"  more 
than  $5.00  per  day  should  come  under  the  ruling  of 
the  Act.  As  many  workmen  are  now  receiving  a 
larger  wage  than  this,  they  would  thus  be  without 
the  right  of  lien. 

The  question  which  has  been  raised  by  the  Toron- 
to Builders'  Exchange  in  regard  to  the  working  of  the 
lien  law  is  of  interest  to  the  building  trade  throughout 
the  province  and  no  doubt  suggestions  or  criticisms 
from  members  of  the  trade  would  be  welcomed. 


Guelph  City  Engineer  Urges  Street 
Maintenance 

CITY  ENGINEER  McARTHUR,  of  Guelph, 
Ont.,  has  submitted  to  the  Sewerage  and  Pub- 
lic Works  Commission  of  the  city  his  report, 
covering  the  work  carried  out  in  1917  and  em- 
bodying recommendations  for  the  present  year.  He 
made  particular  reference  to  the  condition  of  the  city's 
streets  and  the  necessity  for  repair  and  maintenance 
work,  pointing  out  that,  if  works  for  which  large  sums 
have  been  expended  are  allowed  to  go  beyond  repair, 
the  result  is  gross  extravagance  rather  than  economy. 
Guelph  has  about  132,000  square  yards,  or  practically 
5.3  miles,  of  paved  streets,  and  of  this  amount,  the 
report  stated,  there  was  only  one  block  —  Liverpool 
Street — not  in  need  of  repairs.  For  the  year  1917  the 
sum  of  $14,500  was  appropriated  by  the  City  Council 
for  the  current  expenditure,  under  the  direction  of  the 
Sewerage  and  Public  Works  Commission,  and  this 
sum  was  later  increased  by  $2,500,  making  a  total  of 
$17,000.  The  total  amount  expended  was  $16,990.78. 
Of  this,  $483.63  was  required  for  cleaning,  flushing, 
and  repairing  sewers ;  $3,520.37  for  the  sewage  disposal 
plant ;  $8,988.68  was  spent  under  the  Board  of  Works 
account,  exclusive  of  that  laid  out  in  actual  street  re- 
pairs. Thus  the  sum  left  for  repairs  and  maintenance 
of  highways  was  only  $3,994.90.  Guelph  has  a  total  of 
55  miles  of  streets,  so  that  the  expenditure  per  mile 
was  less  than  $80.  The  original  construction  cost  of 
the  paved  section  alone  was  $313,026.49. 

As  regards  new  paving,  the  report  stated  that  plans 
had  been  prepared  and  the  storm  drainage  system  was 
almost  completed,  ready  for  the  paving  of  Gordon 
Street,  from  Waterloo  Avenue  to  Dundas  bridge.  The 
question  of  paving  Ontario  Street  and  York  Road  had 
also  been  taken  up,  but  while  this  work  would  doubt- 
less be  of  great  benefit  if  finances  permitted  it,  the 
greater  importance  of  saving  pavements  already  laid 
than  of  entering  upon  new  work  was  pointed  out. 

The  report  stated  that  the  amount  of  work  done  in 
the  construction  of  new  domestic  sewers  was  probably 
the  smallest  for  any  one  year  since  the  first  installation 
of  the  sewerage  system,  only  a  few  short  pieces  being- 
laid.  Reference  was  made  to  complaints  being  made 
regarding  the  pollution  of  the  river  below  the  sewage 
outlet,  and.  in  view  of  the  fact  that  legal  action  was 


threatened,  new  plans  were  being  prepared  for  a  more 
efifective  system  of  disposal. 

In  concluding  his  report,  the  city  engineer  stated 
that  his  recommendations  regarding  necessary  street 
maintenance  work  were  made  after  giving  all  due  con- 
sideration to  the- extreme  conditions  occasioned  by  the 
war,  and  he  felt  that  the  carrying  out  of  such  work 
would  be  a  real  economy.  He  said,  however,  that  there 
were  certain  works,  particularly  sidewalks  and  sewers, 
for  which  petitions  were  continually  being  presented, 
but  which  he  thought,  in  view  of  the  present  financial 
stress,  might  be  postponed,  though  some  inconvenience 
might  he  caused  thereby. 


The  Fatal  Handicap  of  a  College  j 
Education?  * 

Two  advertisements  that  recently  appeared 
in  the  same  issue  of  a  technical  magazine. 

A  college  graduate  in  electrical  engineering 
wanted,  with  one  or  two  years'  experience,  for 
work  along  technical  lines,  in  a  permanent  posi-  ^ 
tion  on  telephone  office  equipment  in  Buffalo,  N. 
Y.  Will  pay  $16.00  per  week  for  man  with  one 
year's  experience  and  $18.00  per  week  for  man 
with  two  years'  experience. 

At  once,  experienced  pile  driver  wanted,  and 
dock-builder  foreman  for  government  job,  Phila- 
delphia; average  wages  $60.00  per  week.    Write  ' 
giving  experience  in  detail  and  earliest  date  of 
starting. 


Steel  Output  to  Be  Increased  20  Per  Gent 

As  a  result  of  a  conference  between  the  War  Com 
mittee  of  the  Dominion  Cabinet  and  the  Canadian  stee 
manufacturers,  it  is  announced  that  the  latter  havi 
undertaken  to  increase  their  steel  output  by  20  pe 
cent,  over  that  of  last  year.  This  should  be  of  benefi 
not  only  so  far  as  the  manufacture  of  munitions  is  con 
cerned,  but  also  to  the  railways.  Owing  to  the  im 
mense  amount  of  steel  being  put  into  munitions  ther 
has  been  a  shortage  of  material  for  the  production  c 
rails,  and  the  requirements  of  the  railroad  companie 
have  had  to  stand  aside.  The  maintenance  of  th 
roads,  however,  demands  an  adequate  supply  of  rail;' 
and  the  increased  output  of  steel  during  this  year  wi 
probal^ly  be  sufficient  to  relieve  the  situation. 


Doctors  Are  Really  Engineers 

Col.  W.  O.  Owens,  in  charge  of  the  Motion  Pictui 
Department  of  the  American  Medical  Museum  i 
Washington,  declared  recently  at  the  convention  ( 
the  American  Society  of  Mechanical  Engineers  that  1: 
had  come  to  look  upon  doctors  and  medical  men  c[ 
biological  engineers,  inasmuch  as  their  chief  busincii 
was  to  keep  the  human  engine  in  perfect  workin 
order.  His  statement  was  emphasized  by  Maj( 
Frank  ?>.  Gilbreth,  of  the  Engineer  Officers'  Resen 
Corps,  who  described  how  the  soldiers  crippled  in  tl 
war  are  provided  with  means  for  ])erforming  useful  ii 
dustrial  work  and  making  themselves  self-supporting 
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building  Permits  for  1917 

Seventeen  Per  Cent.  Drop  Accounted  for  by 
I      Lack  of  Munition  Factory  Construction, 

Prolongation  of  War  and  Excluded 
'  Government  Contracts 


FOR  the  year  just  closed,  the  value  of  building 
permits  issued  in  the  chief  cities  of  Canada 
shows  a  decline  from  the  value  of  those  taken 
out  in  1916.  From  the  information  collected  in 
5  towns  and  cities,  a  total  of  $35,019,318  was  reached 
:  1917,  as  compared  to  $42,642,324  in  the  previous  year, 
his  represents  a  decrease  of  17  per  cent.  To  illus- 
ate  how  the  value  of  building  permits  has  fiuctu- 
ed  during  the  past  few  years,  the  accompanying 
u'ves  have  been  prepared,  indicating  the  variations 
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Variation  in-value  of  building  permits. 


from  1908  to  1917  for  each  province  and  for  the  coun- 
try as  a  whole.  It  will  be  observed  that  the  total  of 
the  permits  issued  last  year  was  the  lowest  of  any 
year  recorded  in  the  chart,  even  below  the  record  of 
1915,  which  showed  a  very  marked  decline  owing  to 
the  war.  When  1916's  permits  reached  a  value  18  per 
cent,  in  excess  of  1915's,  it  was  felt  that  the  backbone 
of  the  slump  had  been  broken  and  that  perhaps  suc- 
ceeding years  would  witness  continued  improvement. 
The  decline  registered  during  1917,  however,  does  not 
entirely  support  this  hope.  However,  it  must  be  re- 
membered that  a  large  portion  of  war  building,  by 
which  is  meant  the  construction  of  munition  and  kin- 
dred shops,  has  now  ceased.  During  1916  there  was 
a  vast  development  in  this  regard,  but  the  needs  of 
the  situation  are  at  present  pretty  well  accommodated, 
so  that  munition  factory  erection  has  not  been  as  vig- 
orously continued,  though  during  the  past  year  there 
has  been  considerable  military  hospital  work ;  this, 
however,  being  a  government  development,  is  not 
shown  for  the  most  part  in  the  permits  list.  Many 
other  large  government  public  works,  involving  mil- 
lions of  dollars,  are  also  not  taken  into  consideration. 

Rural  Building  Not  Included 

The  permit  values  as  shown  in  the  table  and  curves 
are  not  entirely  satisfactory  guides,  either,  in  regard 
to  building  developments  that  haA^e  taken  place  in  the 
rural  and  suburban  districts  outside  the  limits  of  the 
cities  listed.  Such  projects  as  the  flying  corps  camps, 
for  instance,  are  not  taken  into  consideration.  The 
comparatively  poor  showing  in  1917  can  be  further  ac- 
counted for,  perhaps,  by  the  elimination  of  all  un- 
necessary building  as  the  war  continues.  The  prolong- 
ation of  the  struggle  has  meant  that  people  will  hold 
over  as  much  construction  work  as  possible  unless  it 
is  urgently  required  by  the  demands  of  war. 

Taking-  the  permits  by  provinces,  all  the  provinces 
except  Saskatchewan  show  a  decrease.  The  latter,  on 
the  other  hand,  exhibits  an  increase  of  nearly  73  per 
cent.  The  percentage  drops  in  the  other  provinces 
vary  from  60  per  cent,  in  British  Columbia  to  only 
3.6  per  cent,  in  the  Maritime  Provinces.  As  observed 
in  the  curves,  the  Maritime  Provinces  are  consistent- 
ly steady  in  building  activities  without  extremely 
pronounced  peaks  or  valleys.  Ontario  still  maintains 
its  usual  lead,  the  value  of  permits  in  the  province 
for  1917  being  53  per  cent,  of  the  total  for  the  Domin- 
ion ;  in  other  words,  the  value  of  permits  in  Ontario 
exceeds  that  of  all  the  other  provinces  combined. 

The  following  table  gives  details  of  the  permits  in 
the  53  cities  and  towns  of  Canada  during  1916  and  1917; 

Comparative  Building  Permits  for  1917  and  1916 

Maritime  Provinces  191G  1917  Change 

Halifax  $1,236,339  $804,5-19  t  $431,780 

St.    John    464,350  531,250  *  66,900 

Sydney   138,105  416,900  *  388,795 

Quebec 

Maisonneuve   180,345  993,780  *  813,435 

Montreal   5.334,184  4,387,638  f  946,546 

Outremont   453,038  173,385  f  279,653. 

Quebec   3,913,157  3,459,386  f  453,771 

Three  Rivers   537,345  433,950  f  114,395. 

Westmount   545,754  155,890  f  389.864- 

Sherbrooke   435,000  166,000  f  259,000 

Ontario 

Brantford    383,677  387,195  *  4;5ia: 

Brockville   ■  ...  170,430  67,382  f  103,138 

Chatham   1,338,934  390,997  f  947,937 

Fort  William   414,025  658,265  *  344,240 

Gait   353,795  186,430  f  67,365 
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Guelph  

155,333 

111,435 

t 

43,787 

Hamilton   

2,405,781" 

2,733,865 

* 

328,084 

Kitchener   

184,331 

150,705 

t 

33,616 

334,838 

205,352 

t 

119,486 

936,135 

837,890 

t 

88,235 

North  Bay  

15,870 

22,000 

* 

6,130 

1,530,400 

1,041,017 

t 

489,383 

Peterboro   <.  ... 

137,975 

953,383 

* 

825,408 

Port  Arthur  

1,565,095 

1,345,174 

t 

219,921 

Preston  

36,850 

35,000 

t 

11,850 

St.  Catharines   

616,515 

448,003 

t 

168,512 

St.  Thomas  

141,165 

75,925 

t 

65,240 

Stratford  

190,619 

316,378 

* 

25,659 

Sudbury   

165,500 

140,565 

t 

24,935 

Toronto  

9,881,671 

7,163,556 

t 

2,718,115 

Welland  

303,587 

341,334 

* 

38,747 

1,508,330 

1,163,375 

J. 

T 

344,955 

oo,cSUD 

* 

3  924 

Manitoba 

246,748 

180,338 

t 

66,410 

St.  Boniface  

135,393 

Winnipeg  

2,507,300 

3,212,450 

t 

394,850 

Saskatchewan 

Moose  Jaw  

318,945 

395,460 

t 

23,485 

Prince  Albert  

66,330 

4,000 

t 

62,330 

Regina  

Saskatoon   

223,075 

416,460 

194,385 

146,150 

583,739 

436,589 

Yorkton  

35,675 

63,445 

27,770 

Alberta 

663,500 

549,500 

t 

114,000 

Edmonton  

213,940 

359,800 

* 

145,860 

84,123 

53,498 

t 

30,624 

410,000 

103,455 

t 

307,545 

Red  Deer  

39,180 

British  Columbia 

14,606 

24,674 

* 

10,068 

New  Westminster  . .  .  . 

85,307 

81,515 

t 

3,792 

Prince  Rupert   

28,300 

99,000 

* 

70,700 

South  \^ancouver  ...  . 

98,602 
2,412,889 

Vancouver   

768,255 

t 

1,644,634 

Vernon   

17,880 

9,370 

t 

8,510 

Victoria  

170,265 

147,875 

t 

22,390 

*  Increase,    f  Decrease. 

Large  School  in  St.  John,  N.B. 

St.  Vincent's  High  School,  One  of  the  City's 
Finest  Institutions— Details  of  Plan 
and  Construction 


THE  St.  Vincent's  Girls'  High  School  is  the  latest 
addition  to  the  group  of  church  buildings  of  the 
cathedral  parish  in  the  city  of  St.  John,  N.B. 
Other  buildings  in  this  group  are  the  Cathedral 
of  the  Immaculate  Conception,  Bishop's  Palace,  Home 
of  the  Good  Shepherd,  St.  Vincent's  Convent  and 
School,  infirmary,  St.  Vincent's  Chapel,  maternity  hos- 
pital, infants'  home,  Catholic  Girls'  Guild,  and  the 
Young  Men's  Catholic  Institute. 

From  the  standpoint  of  design  and  accommodation 
the  St.  Vincent's  High  School  is  worthy  of  note,  being 
unsurpassed  in  this  respect  by  any  other  school  build- 
ing in  the  city.  In  addition  to  the  regular  school 
equipment,  an  auditorium,  with  a  seating  capacity  of 
over  800,  has  been  provided ;  also  a  well-equipped  gym- 
nasium and  a  swimming  pool,  25  x  50  ft.  The  tank  is 
of  white  hexagonal  tile,  and  the  floors  of  the  tank-room 
are  of  similar  material,  while  the  wall  panels  and  show- 
ers are  of  Tenessee  marble.  Dressing,  dry,  and  locker 
/  rooms,  with  individual  steel  lockers,  are  also  provided. 
A  special  heating  plant  is  used  for  heating  the  water 
in  the  tank. 

The  high  school  Iniilding  is  125  x  140  ft.  over  all, 
and  faces  south  on  Cliff  Street.  The  original  design 
called  for  fireproof  construction,  with  steel  frame  and 


Second  floor  view. 


concrete  floors  throughout,  but  the  enormous  increasB 
in  the  cost  of  labor  and  materials  made  it  advisable  tm 
abandon  this,  and  the  steel  frame  was  redesigned  an# 
much  of  the  concrete  floor  replaced  with  wood  cor^' 
struction,  thus  rendering  the  structure  only  semi-fire- 
proof. No  special  methods  were  employed  in  the  con- 
struction. Most  of  the  material  for  the  masonry  wc^ 
was  hoisted  in  barrows  on  a  platform  elevator  of  stan- 
dard design,  while  the  steel  was  set  with  a  pole  derrick 
and  the  stone  with  two  stifif-leg  derricks. 

The  gymnasium  floor  over  the  auditorium  is  car- 
ried on  heavy  steel  plate  girders,  and  the  roof  over  the 
gymnasium  is  supported  by  steel  trusses,  leaving  aU 
floors  clear  of  posts.  ^ 

The  building  consists  of  a  basement  and  three  stor- 
eys, the  general  layout  being'  as  follows:  Basement — 
Swimming  pool,  dressing,  locker,  shower,  and  dry- 
rooms,  apparatus  room,  chemical  laboratory,  furnace 
room,  and  fuel  storage.  Ground  floor — Auditorium, 
four  class  rooms,  teachers'  room,  office.  First  floor — 
Gymnasium,  four  class  rooms,  teachers'  room,  sewing 
room,  library.  Second  floor — Four  class  rooms,  do- 
mestic science  laboratory.  Lavatory  and  toilet  accom- 
modation is  provided  on  every  floor. 

The  walls  of  the  building  are  of  cream  tapestry 
brick,  laid  in  black  mortar,  with  raked  joints,  and  the^ 
basement  exterior  is  of  rock  faced  grey  granite,  with 
tooled  base  course  and  trim.    The  front  entrance  and 


Construction  proceeding  on  Cliff  Street  front. 
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steps  are  also  of  tooled  grey  granite  and  are  of  very 
massive  and  pleasing  design. 

All  interior  partitions  are  of  brick  to  al¥ord  protec- 
tion against  rapid  spread  of  fire,  and  tower  fire  escapes 
of  special  design  are  provided  on  the  exterior. 

The  windows  are  large,  to  give  a  maximum  of  light 
and  ventilation,  and,  in  addition,  there  is  an  elaborate 
system  of  ventilating  flues  serving  every  room.  A  per- 
manent vacuum  cleaning  plant  is  one  of  the  features  of 
the  equipment. 

Y.  M.  C.  I.  Building 

Another  recent  addition  to  the  same  group  of 
buildings  is  the  Young  Men's  Catholic  Institute.  This 
building  is  faced  with  cream  tapestry  brick,  laid  up 
with  black  mortar  and  raked  joints,  the  same  as  the 
liigh  school  building.  Features  worthy  of  note  in  the 
equipment  are  a  30  x  40  ft.  tile  swimming  pool,  show- 
ers, a  large  gymnasium,  four  bowling-  alleys,  billiard, 
reading  and  recreation  rooms,  library,  and  a  large  audi- 
torium. 

The  St.  Vincent's  High  School  was  designed  by  C. 
W.  West,  architect  and  engineer,  of  St.  John,  N.B. 
The  contractors  for  this  building  and  also  the  Y.M.C.I. 
iwere  John  Flood  &  Son,  of  St.  John. 


i    Toronto  Builders'  Exchange  Annual 
Meeting 

HE  annual  meeting  of  the  Toronto  Builders' 
Exchange  was  held  on  Monday,  the  21st  inst., 
when  the  following  were  elected  directors  for 
1918:  W.  E.  Dillon,  president;  S.  R.  Hughes, 
ast-president ;  Walter  Davidson,  vice-president ;  A.  D. 
rant,  first  vice-president;  John  Aldridge,  treasurer; 
eo.  Oakley,  Chas.  Bulley,  Wm.  Clark,  Jr.,  E.  Gear- 
ng,  James  Munro,  Geo.  Gander.    Messrs.  Arthur  N. 
Dancy  and  John  Barnes  were  appointed  auditors.  The 
secretary  is  Mr.  D.  J.  Davidge. 

The  general  business  of  the  exchange  was  trans- 
icted  afterwards.  One  point  of  importance  taken  up 
vas  the  selecting  of  new  quarters,  the  Goodyear  Com- 
)any,  owing  to  the  growth  of  their  business,  having 
equested  a  large  portion  of  the  flat  held  by  the  Ex- 
hange.  A  committee  was  appointed  to  procure  new 
)remises,  and  the  choice  was  for  a  portion  of  the  third 
torey  of  the  building  on  the  southwest  corner  of  Ade- 
aide  and  Victoria  streets.  This  being  a  central  loca- 
ion,  it  was  felt  that  it  would  be  more  convenient  for 
he  members.  Although  business  was  rather  quiet,  the 
nembers  were  optimistic  in  their  views  of  the  future. 
Different  unions  having  made  demands  for  higher 
vages,  committees  of  both  parties  were  working  to 
<ettle  these  questions.  The  Compensation  Act  and 
Jen  Law  were  criticized  and  the  members  felt  that 
)Oth  had  room  for  improvement. 

Mr.  Geo.  McSweeney,  the  late  secretary,  has  joined 
he  R.  N.  F.  Corps,  and  was  presented  with  a  steamer 
irunk,  club  bag  and  purse  of  money,  the  members  wish- 
ng  him  the  best  of  luck  and  safe  return. 

The  membership  committee,  comprising  Messrs. 
ames  Munro,  C.  T.  Penn,  W.  J.  Nicholson,  R.  Falk- 
ner,  A.  D.  Grant,  H.  Feather,  J.  Scott,  and  H.  Jen- 
lings,  are  making  plans  to  start  a  membership  cam- 
)aign. 


A  Toronto  committee  is  ta'king  steps  to  organize  a 
anadian  housing  conference  in  Toronto  in  the  spring 
f  1918. 


Letters  to  the  Editor 


Use  of  Wire  Mesh  in  Hollow  Tile 
Construction 

Editor  Contract  Record: 

Referring  to  an  article  appearing  in  your  issue  of 
November  28,  1917,  page  983,  we  desire  to  advise  you 
that  your  source  of  information  is  in  error  regarding 
the  use  of  wire  mesh  in  conjunction  with  end  or  verti- 
cal constructicjn  hollow  building  tile. 

To  the  best  of  our  knowledge,  no  hollow  tile  manu- 
facturers are  in  any  way  in  sympathy  with  the  use  of 
wire  mesh,  as  it  offers  no  structural  advantages,  and  is 
distmctly  a  means  of  increasing  the  cost  of  erection. 

Hollow  tile  of  the  vertical  cell  type,  when  correctly 
designed  and  manufactured,  is  possessed  of  sturdy 
shells  that  permit  of  easy  "buttering."  Skilled  brick- 
layers experience  no  difficulty  in  applying  the  mortar. 
The  amount  of  mortar  that  falls  in  the  cells  is  dis- 
tmctly negligible,  and  in  any  other  masonry  construc- 
tion falls  on  the  ground.  In  the  former  instance  the 
insulating  value  of  the  air  cells  is  not  injured. 

It  is  our  opinion  that  wire  mesh  used  in  the  mortar 
joints,  as  the  article  suggests,  would  soon  rust  out, 
thereby  losing  any  theoretical  value  it  is  supposed  to 
possess,  and  this  rusting  process  would  very  likely 
stain  the  interior  plaster  which  is  applied  directly  to 
the  tile. 

Yours  very  truly, 
National  Fire  Proofing  Company  of  Canada,  Ltd., 

M.  F.  Gibson,  General  Manager. 


Credit  for  Design  of  Quebec  Bridge 
Erection  Equipment 

Editor,  Contract  Record  : 

In  your  issue  of  January  9  I  notice  an  article  writ- 
ten by  Mr.  A.  J.  Meyers,  a  member  of  the  staff  of  the 
board  of  engineers,  describing  the  erection  traveller 
used  in  connection  with  the  erection  of  the  Quebec 
Bridge,  but  note  with  regret  that  credit  was  not  given 
to  the  St.  Lawrence  Bridge  Company,  who  originated 
and  developed  the  design  for  this  very  important  piece 
of  erection  equipment. 

1  would  like  to  take  this  opportunity  of  stating  that 
the  plans  for  the  superstructure  and  the  entire  plant 
and  equipment  used  in  connection  with  the  erection  of 
the  bridge  were  worked  out  in  the  offices  of  the  St. 
Lawrence  Bridge  Company,  who,  according  to  the 
terms  of  the  contract,  were  entirely  responsible  for  its 
successful  completion,  and  great  credit  is  due  their 
engineers  for  the  work  they  have  done  in  this  respect, 
since  they  had  little  or  no  precedent  to  guide  them. 
Yours  very  truly, 

C.  N.  Monsarrat, 
Chairman  and  Chief  Engineer, 
Board  of  Engineers,  Quebec  Bridge. 


Mr.  Wm.  D.  Uhler,  President  of  the  American  As- 
sociation of  State  Highway  Officials,  one  of  the  best 
known  roadway  engineers  in  the  United  States,  has 
been  commissioned  as  a  major  in  the  Ordnance  Re- 
serve of  the  United  States  army. 
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Canadian  Society  of  Civil  Engineers  Holds 
Momentous  Annual  Meeting 

Broadened  Scope  Under  Change  of  Name,  Recognition  of  Valor  of 
Members  in  the  War,  and  Discussion  of  Fuel  Situation  are  Features 


Two   features   stood   out   in   the   proceedings   of  the 
annual  meeting  of  the  Canadian  Society  of  Civil  En- 
gineers (or,  to  give  it  the  new  name.  The  Engineer- 
ing Institute  of  Canada),  held  on  January  21-33,  at 
the  society's  rooms,  Montreal — the  unveiling  of  the  honor  roll 
of  the  members  who  have  joined  overseas  forces  and  the 
paper  on  "The  Fuels  of  Canada,"  by  Mr.  B.  F.  Haanel. 

The  unveiling  of  the  roll,  placed  in  the  lobby  of  the 
building-,  was  a  very  impressive  ceremony,  performed  in  the 
presence  of  a  large  number  of  members,  many  of  whom 
have  relations  at  the  front  and  some  of  whom  have  lost  their 
sons.  It  was,  appropriately,  a  very  quiet  function,  the 
speeches  being  in  a  key  befitting  the  occasion. 

The  paper  on  fuel,  full  of  interesting  data,  was  followed 
by  a  discussion  emphasizing  the  serious  situation  and  the 
need  of  engineers  taking  a  strong  stand  in  getting  action 
with  a  view  to  the  development  of  our  natural  resources, 
now  to  a  certain  extent  dormant. 

It  was  apparent  from  the  general  proceedings  that  the 
society  intends  to  take  more  energetic  action  to  increase  its 
scope.  The  report  on  society  affairs  and  the  revised  bj'-laws 
are  steps  in  this  direction.  The  council  have  set  themselves 
to  rectify  certain  matters  which  admittedly  retarded  pro- 
gress and  caused  dissatisfaction  and.  to  obtaiii  closer  co-oper- 
ation between  the  members. 

The  speech  of  Mr.  H.  H.  Vaughan,  the  new  president, 
was  an  empliatic  endorsement  of  the  new  order  of  things, 
designed  to  embrace  all  branches  of  the  engineering  profes- 
sion, not  recognizing  sectional  qualilications  and  placing  all 
engineers  on  an  equality.  Mr.  Vaughan,  however,  makes  an 
appeal  to  the  members  to  do  their  part  in  this  work;  the 
revised  by-laws  are  but  a  means  to  an  end,  and  the  president 
asks  for  assistance  in  backing  up  the  efforts  of  the  council. 
The  annual  meeting  passed  off  very  smoothly,  and  was  not- 
able for  an  absence  of  that  criticism  which  characterized  some 
previous  gatherings. 

President  Devoting  Energies  to  Recruiting 

The  first  day's  sessions  were,  as  usual,  confined  to  purely 
business  matters,  reports  of  committees  and  of  the  branches, 
with  discussions.  Col.  C.  N.  Monsarrat  presided,  in  the  ab- 
sence of  Col.  J.  S.  Dennis,  the  president,  who  wrote  from 
Chicago  explaining  why  he  could  not  be  present.  The  letter, 
in  part,  was  as  follows: 

"For  something  over  six  months,  at  the  request  of  the 
Canadian  Government,  and  as  second  in  command  of  the 
British-Canadian  Recruiting  Mission  in  the  United  States,  1 
have  been  devoting  all  my  energies  to  the  matter  of  en- 
deavoring to  secure  recruits  in  tlie  United  States  for  our 
army.  Our  efiforts  have  met  with  a  fair  measure  of  success, 
as  will  l)e  indicated  l)y  the  fact  that  up  to  date  we  have  sent 
to  Canada  something  over  10.000  men. 

"These  duties  have  been  such  that  it  lias  Ijeen  impos- 
sible for  me  during  that  period,  as  your  president,  to  fulfil 
any  part  of  my  duties  in  connection  with  the  society's  affairs. 
^In  the  early  part  of  the  year  1  tried  to  do  what  I  could  to 
assist  in  the  reorganization  of  the  societj-  so  that  its  affairs 
might  bl'  put  into  a  good  condition,  and  I  hope  that  y<ni  will 
i)e  satisfied  with  the  woi'lc  then  initiated,  and  which  during 
ihe  latter  half  of  the  year  has  lieen  carried  out  so  loyally  by 
the  members  of  tlie  council,  with  the  assistance  of  our  al)le 


secretary,  with  the  desired  effect  of  rehabilitating  the  affairs 
of  our  society  and  putting  them  in  good  standing. 

"My  personal  thanks  are  due  to  the  vice-presidents,  sec- 
retary, and  the  members  of  the  council  for  the  loyal  way  in 
which  they  have  carried  on  the  work  without  any  assistance 
from  me;  and,  while  it  was  hoped  during  the  year  that  when 
the  annual  meeting  was  held  I  would  have  been  able  to  pre- 
side, and  feel  that  you  appreciated  the  efforts  made  during 
the  year,  I  hope  that  those  in  attendance  will  realize  that 
only  the  importance  of  the  duties  that  I  am  performing  here 
has  deprived  me  of  that  pleasure,  and  will  feel  that  as  your 
president  the  work  that  I  have  been  able  to  accomplish  in 
the  United  States  has  added  one  more  evidence,  if  any  were 
needed,  that  the  memibers  of  the  engineering  profession 
attached  to  our  society  have  been  doing  their  bit  to  help  Can- 
ada in  our  great  struggle. 

"I  especially  regret  that  I  will  not  l)e  present  at  the  un- 
veiling of  our  roll  of  honor  of  our  members  who  are  serving 
at  the  front.  I  feel  that  that  roll  can,  for  all  time,  be  pointed 
to  as  an  evidence  of  the  fact  that  the  C.S.C.E.  has  responded 
nolily  to  the  great  cause,  and  has  proved,  if  any  proof  were 
needed,  that  the  members  of  the  engineering  profession  are 
always  found  in  the  front  rank  when  duty  calls." 

After  the  appointment  of  the  scrutineers  the  meeting 
proceeded  with  the  reports.  The  first  was  that  of  the  council. 
This  was  reproduced  practically  in  full  in  our  last  issue,  Jan- 
uary 3:!.  On  the  motion  of  Mr.  W.  J.  Francis,  seconded  by 
Mr.  J-I.  R.  Safford,  the  report  of  council  was  received. 

The  council  reported  passing  a  resolution  recording  its 
sense  of  great  loss  by  the  death  of  Professor  C.  H.  McLeod 
(for  35  years  secretary  of  the  society),  who  for  over  40 
years  was  personally  interested  in  the  engineering  education 
of  a  great  number  of  young  Canadians,  and  who  had  ever 
before  him  the  best  interests  of  the  engineering  profession  in 
Canada.  A  suitable  brass  tablet  to  the  memory  of  Professor 
McLeod  is  to  be  prepared. 

The  Finance  Report 

Mr.  R.  A.  Ross,  in  moving  the  adoption  of  the  finance 
report,  pointed  out  that,  in  spite  of  the  difficult  times,  they 
had  a  surplus.  He  also  referred  to  the  fact  that  although 
the  committee  had  been  active  in  collecting  arrears  of  over 
$0,000,  there  were  still  $20,000  outstanding.  The  greater  part 
of  this  amount  would  probably  have  to  be  wiped  off  the 
l)0()ks,  as  they  would  do  well  if  they  collected  $.5,000  or  $6,000 
of  this  amount.  The  arrears  were  not  caused  by  the  absence 
of  members  at  the  front,  but  was  money  that  it  was  ahnost 
impossible  to  collect.  If  the  society  had  received  the  contri- 
l^utions  of  men  at  the  front  there  would  probably  be  an  addi- 
tional $10,000  on  the  right  side. 

The  Library  Committee's  Report  •■ 

The  Library  Committee,  in  its  report,  made  several  re- 
commendations, including  "that  an  effort  should  be  made  io 
case  the  society  decides  to  publish  a  iiKiiithly  magazine  lb 
obtain,  either  by  ourselves  or  through  an  arrangement  wi$i 
some  of  tlie  .American  societies,  a  monthly  review  of  tHfe 
articles  published  in  the  different  technical  periodicals.'' 

Mr,  M.  J.  i'utler,  referring  to  this  recoiiimcmlalion, 
(hnilited  the  wisdom  of  the  society  niiiniiig  the  risl<  ol'  pub- 
lisliiiig  a  technical  magazine. 

Mr.  II.  H.  Vaughan  stated  that  the  L'omiuittee  on  So- 
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ciety  AlYairs  had  gone  into  this  matter  very  th<jrou.L>lily. 
The  most  feasible  plan  appeared  to  be  one  l)y  wliich  the 
society  could  make  arrangements  with  one  of  the  existing 
papers  to  publish  a  society  bulletin.  Nothing  had  been 
definitely  decided,  but  he  was  of  opinion  that  an  arrange- 
inent  of  the  kind  referred  to  would  give  what  was  required. 
The  matter  would  have  to  be  left  to  the  council,  who  would 
not  incur  any  great  expense.  He  believed  that  an  arrange- 
ment of  the  kind  he  spoke  of  would  be  of  financial  benefit  to 
the  society,  as  well  as  a  desirable  thing. 

Mr.  Butler  was  against  establishing  a  paper  in  competi- 
tion with  existing  engineering  papers  which  might  luirt  them. 

Mr.  J.  White  agreed  with  Mr.  Butler,  and  was  absolutely 
opposed  to  any  action  likely  to  be  detrimental  to  existing 
journals.  They  must  be  careful  not  to  antagonize  any  engi- 
neering or  quasi-engineering  papers. 

Mr.  R.  A.  Ross  pointed  out  there  were  three  propositions 
to  be  considered — one  to  issue  a  bulletin;  another  was  to 
control  the  editorial  columns  of  an  existing  paper,  which 
would  bring  the  opposition  of  other  papers;  and,  if  the  society 
could  obtain  money,  to  publish  a  paper  of  their  own.  It  was, 
he  admitted,  a  big  "if."  The  publication  of  such  a  paper — 
he  did  not  mean  by  this  to  put  in  the  money  of  the  society — 
would  provide  means  of  getting  in  touch  with  the  public,  a 
feature  which  was  now  lacking.  In  such  a  publication  they 
could  insert  articles  describing  the  really  great  things  done 
in  the  engineering  world,  and,  in  addition,  could  have  news 
of  the  society's  doings,  and  thus  bring  the  society  in  closer 
touch  with  their  own  members. 

Mr.  Francis  was  very  much  in  agreement  with  Mr. 
Vaughan.  A  committee  of  the  council  was  dealing  with  this 
matter,  as  they  fully  realized  the  need  of  some  means  of 
communication  between  the  members.  The  committee  were 
not  going  to  take  any  action  which  would  load  up  the  society 
with  expense;  there  was  a  way  out  of  this  question  at  a  less 
cost  than  establishing  a  new  paper,  and  he  felt  satisfied  the 
committee  would  bring  in  a  report  which  would  be  satisfac- 
tory. 

The  report  was  adopted. 

Reports  of  Branches 

This  was  followed  by  the  reading  of  the  reports  of  the 
various  branches  and  divisions.  Practically  all  showed  con- 
siderable activity,  notwithstanding  the  adverse  war  condi- 
tions. Several  of  them  referred  to  the  large  percentage  of 
members  overseas  and  to  the  severe  casualties.  In  the  West- 
ern reports  allusion  was  made  to  the  visits  of  the  president 
and  to  Mr.  Fraser  Keith,  the  secretary,  it  being  stated  that 
these  visits  proved  of  material  assistance  in  arousing  interest 
in  the  branches'  doings  and  in  increasing  the  general  spirit 
of  loyalty  to  the  society.  The  following  is  a  summary  of 
the  various  reports: 

Manitoba — Twelve  meetings  were  held  in  addition  to 
those  of  the  electrical  section.  The  branch  now  numbers  203 
members,  .59  of  whom  are  on  active  service;  four  have  been 
killed. 

Toronto — Thirty-three  and  one-third  per  cent,  of  the 
members  are  overseas;  20  meetings  were  held,  in  addition  to 
eight  open  meetings.  Membership  totals  316.  The  society 
during  the  past  year  made  special  reports  on  roads,  pave- 
ments, and  sewage. 

Ottawa  —  Thirty-five  per  cent,  of  the  members  have 
joined  the  colors.  The  branch  has  a  surplus  of  $1,300.  The 
average  attendance  at  the  evening  meetings  was  100.  The 
report  added  that  the  visits  of  the  president  and  the  secre- 
tary were  very  helpful,  and  that  the  branch  had  decided  to 
issue  as  a  bulletin  for  general  distribution  Mr.  Keith's  paper 
on  "The  Awakening  Recognition  of  the  Engineer." 

Quebec — Six  meetings  were  held,  at  which  the  predom- 
inant subject  was  the  betterment  of  the  engineering  profes- 


sion. ( 'ontriliulions  of  $200  were  given  to  war  chariti'is.  The 
branch  has  a  balance  of  $024. 

Victoria — Tliirleen  meetings  were  held.  lJuring  the  year 
the  society  interviewed  members  of  the  provincial  govern- 
ment regarding  the  aims  of  the  society,  but,  added  the  report, 
it  was  clear  that  a  great  deal  of  work  had  to  be  done  to  ac- 
<iuaint  the  public  with  the  status  of  engineers.  Thirty-three 
members  have  gone  to  the  front,  this  Ijeing  40  jjer  cent,  of 
the  membership. 

Calgary — The  members  were  very  Inisy  during  the  year 
in  assisting  government  research  work.  An  engineering  sec- 
tion of  the  Board  of  Trade  had  been  organized,  consisting  of 
the  members  of  the  branch.  Questions  of  engineering  will 
be  referred  to  this  section  for  consideration.  There  are  06 
members. 

Saskatchewan — Report  showed  considerable  activity,  nine 
regular  meetings  being  held.  The  financial  positi(jn  im- 
proved and  the  membership  also  increased.  Mr.  Keith  added 
that  although  this  was  the  youngest  branch,  it  had  added  the 
largest  number  of  members  during  the  year. 

Edmonton — There  are  .56  members,  of  which  21  are  on 
acti-\'e  service.    The  account  showed  a  balance  sheet  of  $69. 

Alberta  Division  and  Vancouver  branch  also  sent  reports. 

It  was  agreed  that  in  future  the  branches  and  divisions 
should  submit  a  financial  statement  when  forwarding  the 
annual  reports. 

To  What  Extent  Should  C.S.C.E.  Prepare  Specifications? 

Mr.  M.  J.  Butler  moved  that  "it  is  the  opinion  of  the 
meeting  that  the  subject  of  special  committees  be  recon- 
sidered by  the  council,  and  that  hereafter  appointments  of 
such  committees  be  limited  to  such  subjects  as  defining  the 
quality  of  material  rather  than  the  wide  scope  heretofore 
emljraced  in  such  committees." 

Mr.  Butler  expressed  the  view  that  in  drawing  up  special 
specifications  the  society  were  departing  from  general  prin- 
ciples adopted  by  engineering  societies.  Specifications  for 
the  use  of  materials  were  right,  l3ut  he  objected  to  getting  up 
standard  specifications  which  might  be  used  by  non-technical 
members  of  town  councils.  Mr.  Saflord  seconded  the  mo- 
tion. 

Mr.  John  Kennedy  drew  attention  to  the  work  of  the 
standardization  committees  of  the  Institution  of  Civil  Engi- 
neers and  to  their  efforts  to  secure  standardization  practi- 
cally throughout  the  world.  The  institute  had  placed  their 
committee  on  Canada  on  a  broader  basis  than,  say,  Australia, 
because  Canada  was  a  manufacturing  country.  The  British 
standards  were  different  from  those  of  the  United  States,  but 
it  was  expected  that  there  would  be  some  co-ordination  of 
British,  American,  and  Canadian  standards.  The  matter  had 
lieen  brought  before  the  Canadian  Society  of  Civil  Engineers, 
the  Manufacturers'  Association,  and  the  government. 

Mr.  Francis  thought  the  society  was  getting  on  danger- 
ous ground  in  writing  specifications  which  were  too  educa- 
tive in  character.  The  members  of  the  society  were  pre- 
sumed to  have  a  certain  amount  of  knowledge,  and  it  was 
not  the  business  of  the  council  to  issue  text-books  for  the 
use  of  members  of  town  councils.  The  society  was  going 
beyond  what  other  professional  associations  were  doing. 

Mr.  A.  D.  Swan  supported  the  motion. 

Mr.  Vaughan  enquired  if  this  motion  was  aimed  at  the 
Bridge  Specifications  Committee.  The  more  publicity  given 
to  specifications  the  better,  and  it  was  very  difficult  to  draw 
the  line  between  specifications  which  referred  to  methods  of 
manufacture  and  those  relating  to  use. 

Mr.  Ross  urged  that  the  council  should  have  a  free  hand 
in  this  matter. 

Mr.   Butler  recognized    the    paramount    importance  of 
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world-wide  standardization,  and  he  supported  any  efforts  that 
the  society  might  make  in  the  direction  of  co-operating  with 
the  British  Institute. 

Mr.  Vaughan  expressed  himself  as  satisfied,  as  it  was 
understood  that  the  council  would  be  asked  to  continue  a 
bridge  specifications  committee. 

Mr.  White  moved  fhe  reception  of  the  report  of  the  Con- 
servation Committee,  and  announced  that  Mr.  Tye  had  been 
appointed  to  succeed  Sir  Sanford  Fleming  as  the  permanent 
representative  of  the  society  on  the  Conservation  Commis- 
sion.   The  report  is  published  on  page  82. 

Report  of  Roads  and  Pavements  Committee 

The  reception  of  the  Roads  and  Pavements  Committee 
report  was  moved  by  Mr.  G.  Hogarth. 

The  report  stated  that,  following  the  formation  of  the 
committee  in  191,5,  the  opinion  of  the  members  was  sought, 
with  a  view  to  deciding  on  what  lines  information  was  most 
generally  required.  It  appeared  that  a  survey  of  the  methods 
and  costs  of  pavements  of  various  types  would  result  in  the 
securing  of  valuable  data,  and  that,  in  addition,  there  was  a 
need  for  reliable  specifications  for  the  materials  used  in  road 
.and  pavement  construction. 

The  committee,  therefore,  proceeded'  to  work  on  two 
definite  lines — first,  the  collection  of  information  concerning 
the  construction  of  pavements,  with  a  view  to  correlating  it 
with  information  received  at  later  dates  indicating  the  success 
or  failure  of  different  methods  of  construction;  and,  secondly, 
the  compilation,  of  specifications  for  road-building  materials. 

In  the  report  of  the  committee  presented  at  the  last  an- 
nual meeting  of  the  society  a  list  of  the  pavements  concern- 
ing which  information  had  been  received  was  given,  specifica- 
tions for  crushed  stone,  gravel,  and  sand  were  presented  for 
adoption  by  the  society,  and  a  progress  report  on  specifica- 
tions for  asphaltic  road  oils,  with  tentative  specifications, 
were  included. 

The  specifications  for  crushed  stone  and  gravel  have  been 
used  by  members  of  the  committee  and  others,  and  up  to  the 
present  no  suggestions  for  improvement  have  been  received. 
As  there  was  a  lack  of  uniformity  between  the  specifications  for 
concrete  sand  issued  by  the  Committee  on  Concrete  and  Re- 
inforced Concrete  and  those  issued  by  this  committee,  it  was 
suggested  that  the  two  committees  consider  tke  matter  to- 
gether, with  a  view  to  obtaining  a  uniform  sand  specification. 
While  steps  in  this  direction  have  been  taken,  insufficient 
progress  has  been  made  to  enable  the  committee  to  offer  a 
revised  specification.  It  is  anticipated  that  during  the  com- 
ing year  a  satisfactory  specification  for  concrete  sand  will  be 
evolved. 

Progress  is  being  made  in  the  preparation  of  further  spe- 
cifications for  materials,  Init  they  are  not  sufficiently  ad- 
vanced to  submit  to  the  society.  The  attention  of  the  society 
should  be  drawn  to  the  fact  that  those  submitted  in  the  last 
annual  report  of  this  committee  were  of  the  nature  of  a  pro- 
gress report  only,  and  were  not  put  forward  for  use  by  the 
membership,  but  for  discussion  only. 

Progress  has  been  made  with  regard  to  the  collecting  of 
information  concerning  the  construction  of  pavements.  Dur- 
ing the  early  part  of  the  year  blank  forms  were  sent  to  the 
engineers  of  GO  of  tlie  cities  and  large  towns  of  the  Dominion, 
with  a  request  that  pavements  constructed  under  their  super- 
vision be  reported  on.  The  number  of  reports  received,  in- 
cluding those,  summarized  in  the  last  annual  report  of  the 
.committee,  makes  a  total  of  122  pavements,  which  number 
'  will  be  increased  considerably  before  the  end  of  the  year. 
This  means  that  the  committee  has  under  observation, 
through  the  co-operation  of  the  municipal  engineers  through- 
out the  Dominion,  the  aforementioned  number  of  pavements. 
Mr.  Hogarth  pointed  out  that  it  was  desirable  to  continue 
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certain  in\estigations,  and  the  council  was  therefore  asked  to 
continue  a  committee.  i 

The  Electro  Technical  Committee's  Report 

The  report  of  the  Electro  Technical  Committee  was  as 
follows: 

The  committee  l^egs  to  report  that  during  1917,  as  in  the 
two  years  previous,  the  committee's  activities  have,  of  course, 
been  considerably  curtailed,  though  the  central  office  in  Lon-, 
don  has  done  all  that  was  possible  under  the  circumstances  to^j^ 
keep  the  organization  together  and  to  forward  the  work.  ' 

To  this  end,  and  because  of  the  importance  of  the  subject, 
a  conference  on  the  rating  of  electrical  machinery  was  held 
in  London  in  September,  the  meetings  being  attended  by  dele- 
gates from  the  British  and  United  States  committees,  and  by 
Mr.  A.  P.  Trotter,  consulting  engineer,  of  London,  who  very 
kindly  accepted  our  chairman's  invitation  to  represent  the"' 
Canadian  committee.  When  the  work  of  this  conference  is' 
finished  and  all  details  settled,  another  great  step  will  have 
been  made  towards  world-wide  electrical  standardization,  with 
all  its  attendant  advantages.  For  instance,  to  mention  just 
one:  All  tenders,  whether  from  manufacturers  of  the  same  or 
different  nationalities,  will  then  be  comparable  on  a  uniform 
Isasis  as  to  performance  claims,  guarantees,  etc.,  a  condition 
that  has  not  always  obtained  in  the  past,  though  obviously 
most  desirable. 

The  committee  has  to  acknowledge,  with  thanks,  the  con- 
tinued financial  support  of  the  Dominion  Government, 
through  the  Department  of  Inland  Revenue,  whose  assistance 
is  much  appreciated  by  both  the  Canadian  members  and  the 
central  office  in  London. 

Finally,  we  have  pleasure  in  reporting  that  Prof.  Major 
L.  W.  Gill,  of  Kingston,  our  member  overseas,  continues  to 
command  his  battery  somewhere  on  the  French  front. 

Steel  Bridge  Specifications 

In  moving  the  reception  of  the  report  on  Steel  Bridge 
Specifications,  Mr.  P.  B.  Motley  stated  that  the  committee 
had  held  eight  meetings,  in  addition  to  several  meetings  of 
sub-committees.  It  might  be  necessary  to  make  some  addi- 
tions to  the  specifications  of  fixed  steel  and  reinforced  con- 
crete bridges  so  as  to  bring  them  in  accordance  with  the  spe-jj 
cifications  now  submitted.  These  latter  were  recommended^! 
to  the  various  municipalities  and  governments,  but  were  not 
to  take  the  place  of  engineers.  There  were,  no  doubt,  several 
controversial  points  in  the  specifications,  but  he  believed  that 
the  recommendations  embodied  the  most  recent  engineering 
practice.  The  committee  had  been  in  communication  with 
the  American  Railway  Engineering  Association,  with  a  view 
to  reciprocal  action.  Similar  action  might  be  extended  to 
other  committees  say,  for  instance,  that  on  cement. 

Mr.   R.   F.  Uniacke   seconded   the  motion,  which  was 
adopted.  ^ 
Publication  of  Suitable  Papers 

The  report  of  the  Education  and  Board  of  Examiner^,' 
Committee  was  submitted  by  Prof.  H.  MacKay,  who  state^. 
that  the  committee  were  endeavoring  to  keep  up  the  standard; 
of  the  society,  and  turned  aside  men  whose  qualifications  did 
not  entitle  them  to  membership.  Occasionally  this  had  hap- 
pened to  men  with  considerable  experience  but  whose  know- 
ledge did  not  stand  the  test. 

Tile  report  of  the  Committee  on  Society  Affairs  (already 
given  in  the  Contract  Record)  was  received. 

Mr.  Safford  drew  attention  to  the  fact  that  some  of  the 
l)ranclics  were  independently  publishing  their  transactions, 
and  suggested  that,  pending  the  determination  of  the  society's" 
policy  regarding  the  bulletin,  the  branches  should  discontinue 
the  publishing  of  their  papers. 

Mr.  Ross  remarked  that  the  publication  of  such  papers 
would  be  unnecessary  under  the  proposed  new  arrangement. 
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;The  whole  policy  would  he  olian^eil,  ami  no  artion  should  yd 
fcjbe  tak^n  in  regard  to  the  hrautdits. 

■   '    Mr.  Safford  only  desired  to  secure  co-ordination  and  save 
funds  for  the  general  bulletin. 

Mr.  Francis  said  that  the  revised  by-laws  changed  the 
|iolicy  of  the  society.    Montreal  would  in  future  become  a 
liranch.    Under  the  new  arrangement,  any  paper,  from  what- 
\  cr  branch  of  the  society,  would  be  considered,  on  its  merits, 

I  ith  a  view  to  publication. 

Reinforced  Concrete  Report 

The  report  of  the  Committee  on  Reinforced  Concrete 
led  to  some  discussion.    It  was  as  follows; 

When  this  committee  was  appointed  by  the  council  no 
instructions  were  given  as  to  the  line  of  work  to  be  done  by 
the  committee;  therefore,  in  the  absence  of  anything  definite 
ilong  this  line,  they  thought  that  a  comparison  of  existing 
^l)ecifications,  with  report  thereon,  would  be  most  beneficial 

II  the  society. 

In  the  United  States  a  joint  committee,  consisting  of 
epresentatives  of  the  American  Society  of  Civil  Engineers, 
he  Society  for  Testing  Materials,  the  American  Railway  Engi- 
leering  Association,  the  United.  States  Government,  the  Port- 
and  Cement  Association,  the  Concrete  Institute,  the  Institute 
if  Architects,  and  other  affiliated  organizations,  was  formed 
n  190-t,  and  have  recently  prepared  and  recommended  a  stan- 
lard  specification  for  cement,  which  has  been  adopted  by  the 
;aid  societies. 

These  specifications,  together  with  the  British  standard 
.pecifications  prepared  by  the  Engineering  Standards  Com- 
i;ittee,  supported  by  the  Institute  of  Civil  Engineers,  the  In- 
titution  of  Mechanical  Engineers,  the  Institution  of  Naval 
\rchitects,  the  Iron  and  Steel  Institute,  and  the  Institution  of 
ilectrical  Engineers,  and  other  eminent  eiigineers  in  Europe, 
,vere  compared  and  analyzed. 

Your  committee  realizing  that  it  is  desirable  to  have  as 
iiniform  a  specification  as  possible,  compared  the  present 
Canadian  specifications  Avith  the  new  American  specification 
Jnd  the  British  specification,  and  decided  that  certain  features 
in  both  specifications  did  not  appear  suitable  to  Canadian  con- 
kitions. 

Your  committee  recommends  that  the  magnesia  content 
-hould  not  exceed  4  per  cent. — at  least,  until  such  time  as 
"lore  information  may  be  had  as  to  the  results  obtained  bj' 
he  use  of  a  greater  amount  of  magnesia. 

Neat  Tests  Should  Remain 

In  the  American  specifications  the  test  for  tensile 
'trength  with  briquettes  of  neat  cement  has  been  omitted. 
Vour  committee  feel  that  this  test  should  remain,  omitting 
he  24-hour  test  and  reducing  the  7-day  and  28-day  require- 
nents  to  450  pounds  and  580  pounds  respectively,  thus  reduc- 
ng  the  tendency  of  manufacturers  to  produce  cement  giving  a 
ligh  tensile  value  on  the  shorter  test,  to  the  detriment  of  the 
nger  one.  The  committee  considers,  however,  that  more 
'  liance  may  be  placed  on  the  results  obtained  from  the 
cment  and  sand  tests. 

The  Canadian  cement  manufacturers  have  objected  to 
'^creasing  the  weight  of  cement  in  each  sack  to  94  pounds. 
'  Dur  committee  accordingly  gave  this  matter  mature  consid- 
lation,  and  decided  to  recommend  that  the  weight  of  94 
>'iunds  per  sack,  as  formerly  recommended,  should  be  adhered 
to. 

Enquiries  were  made  of  many  of  the  various  works  de- 
'  artments  of  cities  and  government  departments  in  Canada  to 
^certain  what  specifications  were  used  and  to  obtain  sug- 
i  stions  as  to  desirable  amendments.  Replies  indicate  that  the 
anadian  society  specification  was  used  in  most  cases,  but 
i'  arly  all  seemed  to  be  waiting  the  results  of  the  work  of 
lie  joint  committee,  above  mentioned.    Since  the  American 
M'ecihcation  has  been  published  numerous  commuilications 


have  been  received  i'idid  works  depart nicnl s.  railway  coni- 
panies,  and  nilier-.,  ihat  they  conciu'  with  the  tinding^  of  that 
comiTiittee. 

Your  coniniiitee,  therefore,  respectfully  recommend  the 
adoption  of  the  specilicalion  as  prepared  by  the  joint  com- 
mittee aforesaid,  subject  to  the  alteratiftns  and  additions  as 
herein  set  forth. 

Mr.  A.  D.  Swan  remarked  that  the  American  specifica- 
tions were  higher  in  the  matter  f)f  magnesia  when  compared 
with  the  ISrilish  specifications. 

Mr.  J.  A.  Jamiespn  did  not  agree  with  some  of  the  com- 
mittee's recommendations,  and  enquired  on  what  basis  these 
were  made.  Personally  he  was  of  opinion  that  they  were 
yet  far  from  obtaining  a  perfect  cement. 

Mr.  Ross  said  that  this  was  another  instance  of  the  im- 
portance of  securing 'universal  standardization. 

Mr.  Swan  replied  that  the  recrimmendation  of  the  com- 
mittee was  based  on  the  reports  of  110  engineers  in  America. 

Mr.  A.  Crumpton  said  that  the  American  society  con- 
ducted experiments  from  1912  to  191G,  and  the  result  was  a 
conclusion  that  magnesia  with  a  greater  percentage  of  5 
produced  just  as  good  results  as  it  did  with  4  per  cent. 

Professor  E.  Brown  remarked  that  since  the  time  the 
American  society  had  changed  its  specifications  municipal 
engineers  had  been  anxious  to  conform  with  that  standard. 
The  recommendation  was  in  order  to  accord  with  the  Ameri- 
can standard.  The  American  society  had  entirely  abolished 
the  neat  cement  tests. 

Mr.  Swan  said  that  it  was  questionable  whether  we 
should  follow  the  British  or  American  standards  or  adopt 
one  which  was  suitable  for  Canada. 

Mr.  Jamies'on  was  in  favor  of  specifications  which  met 
our  own  requirements.  He  pointed  out,  however,  that  our 
material  and  methods  of  manufacture  were  the  same  as  in 
the  States,  while  there  was  a  great  deal  of  difference  as 
compared  with  British  practice. 

The  report  was  received  and  referred  back  to  the  council. 

Sewage  Disposal 

Prof.  P.  Gillespie  read  the  report  of  the  Committee  (To- 
ronto branch)  on  Sewage  Disposal,  as  follows: 

The  committee  appointed  by  the  Toronto  branch  re 
sewage  disposal  has  held  five  meetings  since  September  last, 
at  v\'hich  many  questions  connected  with  sewage  disposal 
were  discussed  and  considered,  and  at  a  final  meeting  held 
on  January  14  it  was  decided  to  submit  the  following  recom- 
mendations to  the  Ijranch  for  submission  to  the  parent 
society : 

1.  That  the  provincial  pulilic  health  acts  of  the  difYcrent 
provinces  should  provide  that  two  or  more  members  of  each 
provincial  board  of  health  shall  be  engineers  and  corporate 
members  of  the  Canadian  Society  of  Civil  Engineers. 

2.  That  the  provincial  puljlic  health  acts  should  provide 
that  all  reports,  plans,  etc.,  respecting  schemes  for  sanitation 
and  sewage  disposal  required  to  be  filed  by  provincial  author- 
ities shall  be  prepared,  signed,  and  submitted  by  an  engineer, 
a  corporate  member  of  the  Canadian  Society  of  Civil  Engi- 
neers. 

3.  That  Dominion  legislation  should  be  enacted  respect- 
ing the  pollution  of  international  and  inter-provincial  waters, 
and  that  provincial  legislation  in  the  different  provinces  re- 
specting stream  pollution  be  made  uniform  as  far  as  prac- 
ticable. 

4.  That  the  public  health  acts  of  each  province  should  give 
to  the  provincial  boards  of  health  some  measure  of  control 
over  the  operation  of  municipal  water  purification  plants  and 
sewage  disposal  works. 

5.  That  all  provincial  public  health  acts  should  stipulate 
that  no  municipality  can  submit  to  the  votes  of  the  electors 
any  liy-law  providing  for  the  raising  of  money  for  the  con- 
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struclion,  alteration,  or  extension  of  any  waterworks  system 
or  water  purification  works,  or  of  any  sewerage  system  or 
sewage  disposal  works  without  having  had  the  approval  of 
tlie  provincial  board  of  health,  based  on  plans,  reports,  and 
designs  submitted  by  engineers. 

6.  That  the  keeping  of  accurate  and  up-to-date  records 
of  all  extensions  and  services  added  to  sewer  and  waterworks 
systems  should  be  required  of  municipalities  by  the  provin- 
cial board  of  health.  Where  municipalities  have  no  system 
of  their  own  for  keeping  such  records,  the  adoption  of  a 
method  by  the  provincial  board  might  be  insisted  upon. 

7.  That  where  provincial  boards  of  health  maintain 
laboratories  for  the  investigation  of  problems  in  puljlic  sani- 
tation, such  laboratories  might,  under  reasonable  conditions, 
and  with  much  advantage  to  the  country,  the  engineering 
profession,  and  the  boards  themselves,  be  placed  at  the  dis- 
posal of  this  society,  and,  through  iit,  of  its  members  who 
have  problems  in  municipal  sanitation  for  which  they  desire 
solutions. 

The  committee  proposed  to  submit  recommendations  re- 
specting rules  and  regulations  covering  the  filing  of  plans, 
reports,  etc.,  respecting  waterworks  systems  and  sewerage 
systems,  (1)  existing  systems,  (2)  projected  si'Stems,  and 
(3)  extensions  to  works,  but  we  found  the  time  too  limited 
for  proper  discussion  of  these  important  matters.  We  would, 
however,  recommend  that  this  committee  be  continued,  and 
that  the  scope  be  broadened  to  more  clearly  include  water 
supply  and  water  purification,  and  problems  of  interest  to 
sanitary  engineers. 

Prof.  Gillespie  asked  the  co-operation  of  the  society  in 
obtaining  'the  reforms  outlined  in  the  report.  The  Toronto 
branch  had  interviewed  the  Provincial  Secretary  on  the  sub- 
ject. 

Mr.  A  Surveyer  referred  to  a  deputation  from  the  society 
which  had  waited  on  the  Quebec  Board  of  Health  and  the 
good  reception  they  received.  The  Public  Health  Committee 
of  the  society  was  of  opinion  that  such  questions  should  be 
left  to  each  provincial  division  to  be  dealt  with,  so  that  the 
division  could  look  after  its  own  legislation. 

The  report  of  the  committee  was  received  and  referred 
back  to  the  council. 

The  Gzowski  Medal 

The  secretary  announced  tliat  the  GzjDwski  medal  had 
been  unanimously  awarded  to  Mr.  T3'e  for  his  paper  on 
"Canada's  Railway  Problem  and  Its  Solution."  The  students' 
prize  had  been  awarded  to  Mr.  W.  R.  Way,  Montreal,  for  his 
paper  on  "Insulated  Power  Cables." 

There  was  a  very  large  gathering  on  Tuesday  morning 
to  hear  a  paper  by  Mr.  B.  F.  Haanel,  chief  of  division  of  fuels 
and  testing,  Department  of  Mines,  Ottawa,  on  "The  Fuels  of 
Canada."  Mr.  A.  St.  Laurent,  Assistant  Deputy  Minister, 
Department  of  Pu1)lic  Works,  dttawa,  presided. 

The  Society's  Honor  Roll 

The  unveiling  of  the  roll  of  honor  in  the  afternoon  was 
the  most  impressive  function  which  has  occurred  in  the  his- 
tory of  the  society.  Before  assembling  in  the  lobby  of  the 
t)uilding,  Mr.  A.  St.  Laurent,  the  chairman,  remarked  that  no 
doubt  many  members  had  relatives  at  the  front,  and  he  was 
proud  of  the  fact  that  his  son  had  volunteered  to  go  overseas. 
Victory  and  a  permanent  peace  were  the  aims  of  those  who 
were  fighting  and  of  those  at  home  who  were  working  in  the 
great  cause;  and  thcname  of  the  society  would  be  well  to  the 
fore  on  the  national  honor  roll. 

Lieut.-Col.  S.  H.  Hill,  representing  Major-General  E.  W. 
Wilson,  unveiled  the  honor  roll,  which  was  co\'ired  j)y  the 
Union  Jack.  Addressing  a  large  gathering  of  numhrrs,  he 
recalled  the  fact  that  the  roll  contained  862  names,  to  whicli 
anf)thcr  100  ought  to  be  added,  as  the  society  was  unable  to 
locate  200  mcml/crs,  half  of  whom  were  nc)  doubt  fjverseas. 


l'"ifty-cigiit  members  had  died  in  action,  and  6')  iiad  ijeen  de 
corated,  including  Corporal  L.  P.  LeCointe,  who  had  beeiC 
awarded  the  Croix  de  Guerre,  with  a  star,  who  was  woundec'i 
discharged,  and  was  then  present.  Past  President  Colonei 
Anderson  had  three  sons,  all  of  whom  had  received  the  D.  f  l 
O.;  Past  President  G.  H.  Duggan  had  had  two  sons  killed  ij, 
action;  and  Past  President  Sir  John  Kennedy  had  lost  liii^; 
son  facing  the  foe.  The  society  had  a  glorious  record.ji^; 
clared  Colonel  Hill,  who  then  related  some  of  his  experi«| 
of  the  fine  work  done  by  the  engineers  at  the  front. 

Sir  John  Kennedy  was  asked  to  say  a  few  words,  bij 
was  overcome  with  emotion,  and  declared  he  could  noti 
anything. 

General  Sir  A.  Bertram,  in  the  course  of  a  brief  ad 
said  they  were  met  there  as  engineers,  on  a  historic  occ" 
to  pay  a  tribute  of  respect  and  to  ofifer  a  few  words  of 
prayer  for  the  gallant  men  who  had  volunteered  and  paid 
sacrifices  that  the  county  and  Empire  migbt  be  free, 
had  lost  many  of  their  most  promising  young  men,  men 
but  for  the  war  might  have  become  prominent  in  their  pr 
fession.  "We  cannot  all  follo.w  their  example,  but  it  is  for  i. 
as  engineers,  to  do  our  share  at  home,  and  lead  the  way 
developing  onr  natural  resources,  improving  our  water-powe 
and  railways,  and  in  other  ways  ensuring  that  this  Domim( 
shall  become  the  great  nation  they  have  fought,  and  are  fig} 
ing,  to  make  it.  To  do  this  we  must  make  our  country  slroi 
and  wealthy.  The  jealousies  created  by  this  war  will  not  c" 
out  for  years  to  come,  and  we  all  must  do  our  share  in  tl ' 
campaign  of  preparedness  at  home.  It  is  for  those  of  our  pi 
fession  to  carry  on  the  work  with  one  idea  in  mind — God  hW 
our  men  and  God  bless  our  country. 

Greetings  from  American  Society 

Captain  Duchastel  read  the  following  message  from  I 
Charles  W.  Hunt,  secretary  of  the  American  Society  of  Gi 
Engineers : 

"Past  President  George  H.  Pegram  directs  me  to  s 
that,  being  unable  to  be  present  on  the  occasion  of  the  ufivi 
ing  of  your  honor  roll  to-morrow,  he  has  used  his  utm 
endeavors  to  secure  the  attendance  of  a  representat 
speaker  to  express  the  sentiments  of  your  American  bro|h( 
Every  suitable  o'fficer  has  been  desirous  of  undertaking" 
mission,  but  finds  it  impossible,  due  to  important  eri^ 
ments  which  cannot  be  broken  on  short  notice.  It  is  linf 
tunate  that  our  sentiments  of  appreciation  of  the  glorious 
the  members  of  your  society  have  taken  in  the  world-strug 
for  right  cannot  be  expressed  in  person. 

"We  greet  you  in  the  name  of  our  entire  membership,! 
eluding  1,000  volunteer  officers  in  uniform.    We  are  with  : 
in  war  until  complete  victory  is  achieved,  and  are  looking.: 
ward  to  much  closer  union  with  our  Canadian  brethren  a 
that  time." 

Mr.  Vaughan,  in  moving  a  vote  of  thanks  to  those 
had  taken  part  in  the  ceremony,  said  that,  while  they  felt 
greatest  regret  at  the  loss  of  so  many  members  who 
passed  away,  they  could  not  hut  be  proud  of  the  fine  rec 
of  the  society  in  this  war. 

The  National  Anthem  concluded  the  ceremony. 

Have  Won  Honors  , 

'I'he  following  is  a  list  of  the  memliers  of  the  societ|f 
have  won  honors  in  the  war: 

Capt.  Robert  Bickerdike,  D.S.O.;  Capt.  John  R.  Co^ 
Military  Cross;  Lieut.-Col.  F.  A.  Creighton,  Cross  of 
of  Honor  (France);  Lieut.  J.  R.  Grant,  Military  Cross; 
Col.  C.  L.  S.  Hertzberg,  Military  Cross;  Lieut.-Col.  J.  .M 
keth,  D.S.O,;  Lieut.-Col.  H.  J.  Lamb,  D.S.O.;  Lieut.-q 
G.  T.  Lefcvre,  D.S.O. ;  Col.  A.  C.  Macdonald,  D.S.O. ; 
Col.  J.  A.  MacPhail,  D.S.O.;  Capt.  H.  F.  Meurling,  IVfli' 
Cross;  I'irst  Staff  Officer  C.  H.  Mitchell,  D.S.O.;  Lieut.- 
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.  W.  P.  Ramsay,  C.M.G.;  Col.  Karl  Weatherbe,  Military 
ross;  Lieut.-Col.  F.  A.  Wilkin,  Military  Cross. 
.  Il    Associate  members — Major  J.  C.  Ball,  D.S.O.;  Major  H. 

Bodwell,  D.S.O.;  Major  J.  A.  Delancey,  Military  Cross; 
ieiit.  H.  G.  Dimsdale,  Military  Cross;  Lieut.-Col.  A.  E. 
ubuc,  C.M.G.;  Capt.  E.  P.  Fetherstonhaugh,  Military  Cross; 

H.  Harrison,  Military  Cross;  Capt.  H.  ^^  Hertzberg,  Mili- 
ry  Cross;  Lieut.-Col.  H.  T.  Hughes,  D.S.O.,  C.M.G.;  Major 
.  C.  Irving,  Jr.,  D.S.O.;  Adjutant  J.  C.  Kemp,  Military  Cross, 
.S.O.;  Lieut.  L.  B.  Kingston,  Military  Cross;  Lieut.  L.  W. 
linger,  Military  Cross;  Brigadier-General  R.  G.  E.  Leckie, 
M.G. ;  Corporal  P.  L.  P.  LeCointe,  Croix  de  Guerre;  Capt. 

C.  Lott,  Military  Cross;  Major  J.  A.  MacKenzie,  D.C.M.; 
light-Commander  G.  G.  MacLennan,  Croix  de  Guerre; 
:ajor  G.  W.  MacLeod,  D.S.O.;  Lieut.-Col.  G.  E.  McCuaig, 
.S.O.;  Capt.  A.  P.  Miller,  Military  Cross  and  Bar;  Flight- 
ieut.  R.  H.  Mulock,  D.S.O.;  Lieut.  A.  C.  Oxley,  D.C.M.; 
ajor  K.  M.  Perry,  DS.O.;  Capt.  A.  B.  Ritchie,  Military 
ross;  Lieut.  R.  Sohier,  Croix  de  Guerre;  Major  A.  S.  J. 
aunton,  D.S.O.;  Major  H.  L.  Trotter,  D.S.O. 

Juniors — Lieut.  G.  F.  Anderson,  Military  Cross;  Lieut.  C. 

de  Gruchy,  Military  Cross;  Lieut.  D.  S.  Ellis,  Military 
ross;  Serg-t. -Major  C.  B.  Ferris,  Croix  de  Guerre;  Captain 
.  J.  Junkin,  Military  Cross;  Lieut.  G.  E.  LaMothe,  Military 
ross;  Major  H.  A.  Lefebvre,.  Military  Cross;  Lieut.  K.  R. 
acKinnon,  Military  Cross;  Liieut.-Col.  H.  F.  McDonald,  D. 
O.;  Major  A.  B.  McEwen  D.S.O. ;  Lieut.  R.  W.  Powell,  Mili- 
ry  Cross  and  Bar;  Lieut.  J.  H.  Ramsay.  Military  Cross; 
ipt.  R.  A.  Spencer,  Military  Cross  and  Bar;  Lieut.  F.  H. 
ingle}'.  Military  Cross;  Lieut.  G.  R.  Turner,  Military  Cross. 
Students — -Lieut.  J.  A.  Creasor,  Military  Cross;  Lieut.  J. 

Galbraith,  Military  Cross;  Lieut.  G.  A.  Johnson,  Military 
-oss;  Lieut.  A.  U.  Meikle,  Military  Cross;  Lieut.  W.  C. 
erston  (Meyerstein),  D.C.M.  and  Military  Cross;  Lieut.  C. 
.  Mitchell,  Jr.,  Military  Cross;  Lieut.  H.  R.  Urie,  Military 

•QSS. 

Favors  Change  in  Name 

The  first  business  on  Wednesday  was  the  report  of  the 
rutineers.  The  secretary  announced  that  the  voting  on  the 
vised  by-laws  resulted:  For,  427;  against,  13.  The  altera- 
jn  in  the  name  of  the  society  to  the  Engineering  Institute 
Canada  was  approved  by  490  votes  to  109. 

The  following  are  the  new  officers:  President,  Mr.  H.  H. 
aughan;  vice-presidents,  Mr.  H.  E.  T.  Haultain,  professor  of 
ining.  University  of  Toronto;  Mr.  R.  F.  Hay  ward,  chief  en- 
neer  and  manager  of  the  Western  Canada  Power  Company, 
mcouver.    Council:  District  No.  1 — Mr.  E.  Brown,  professor 

applied  mechanics  and  hydraulics,  McGill  University, 
^mtreal,  and  Mr.  J.  M.  Robertson,  consulting  engineer, 
iutreal.  District  No.  2 — Mr.  D.  H.  McDougall,  general 
anager  Dominion  Iron  and  Steel  Company,  Ltd.,  Sydney, 
S.  District  No.  3 — Mr.  Noel  E.  Brooks,  maintenance  of 
ly  engineer,  C.P.R..  Sherbrooke,  P.Q.  District  No.  4 — Mr. 
ihn  Murphy,  electrical  engineer  of  the  Department  of  Rail- 
lys  and  Canals,  Ottawa.  District  No.  5 — Mr.  P.  Gillespie, 
ofessor  of  applied  mechanics,  University  of  Toronto.  Dis- 
ict  No.  6 — Mr.  L.  A.  Thornton,  commissioner  of  public 
ilities,  Regina.  District  No.  6 — Mr.  E.  G.  Matheson,  pro- 
>sor  at  McGill  University  College,  Vancouver. 

The  New  President's  Address 

Mr.  Vaughan,  on  taking  the  chair  as  new  president,  ex- 
-sed  his  sincere  appreciation  of  the  honor,  especially  as  he 

following  so  many  splendid  engineers.  During  the  last 
I  years  he  had  been  a  member  of  the  Committee  on  Society 
ffairs,  and  although  he  had  not  done  a  great  deal  of  work  on 
'  committee,  he  was  thoroughly  in  accord  with  their  re- 

niendations.  He  was  now  one  of  those  who  would  have 
I'Ut  these  recommendations  into  effect.  World  conditions 
"c  disturbed,  and  the  occupations  of  many  members  had, 


in  consequence,  been  changed.  He  believed,  however,  that 
this  was  a  period  favorable  to  the  inauguration  of  the  new 
arrangements  of  the  society.  If  they  put  their  house  in  order 
during  this  time  of  disturbance  the  society  would  reap  the 
benefit  when  normal  times  returned.  The  council  could  only 
be  the  guiding  hand.  The  new  by-laws,  of  themselves,  could 
not  change  the  society,  but  the  spirit  of  those  by-laws  and 
the  alteration  in  the  name  of  the  society  should  effect  a 
change  in  the  society.  They  could  see  the  possibility  of  a 
broad  associaticm  of  engineers,  taking  in  every  branch  of  the 
profession  on  an  equality.  Through  the  branches  and  pro- 
vincial associations  the  members  could  represent  their  views 
to  the  federal  and  provincial  governments.  The  council  de- 
sired to  secure  every  engineer  who  was  eligible,  no  matter  to 
what  section  of  the  profession  he  belonged,  and  the  co-opera- 
tion of  members  was  desired  to  this  end.  Every  distinction 
of  rank  as  between  all  branches  of  the  profession  was  done 
away  with,  and  he  appealed  to  the  members  to  make  the 
En  gineering  Institute  of  Canada  a  marked  success. 

Mr.  J.  White  having  announced  his  intention  of  resigning 
as  a  member  of  the  council,  Mr.  A.  F.  Macallum  suggested 
that  the  council  might  take  action  in  the  direction  of  retain- 
ing Mr.  White  on  the  council.    This  was  left  to  the  council. 

It  was  decided  to  send  a  message  of  greeting  to  Mr.  G. 
R'lountain,  of  Ottawa. 

A  Branch  in  the  Maritime  Provinces 

Mr.  K.  H.  Smith,  _of  Halifax,  brought  up  the  subject  of 
establishing  a  branch  in  the  Maritime  Provinces.  Person- 
ally, he  regretted  that  during  the  disaster  in  Halifax  there 
was  no  engineering  organization  to  take  any  responsible 
share  in  the  work.  He  suggested  that  members  might  be 
secured  from  the  Halifax  University  and  also  from  the  Nova 
Scotia  Engineering  Society  ,a  local  organization.  He  also 
pointed  out  that  the  Maritime  Provinces  were  largely  in 
touch  with  the  New  England  States,  and  the  establishment 
of  a  branch  of  the  society  might  do  something  in  the  direc- 
tion of  promoting  a  more  national  Canadian  spirit.  Mr.  Smith 
stated  that  his  information  was  that  the  members  of  the 
society  in  the  Maritime  Provinces  complained  of  a  lack  of 
cooperation  on  the  part  of  the  society.  The  time  was  oppor- 
tune for  starting  a  branch  there,  and,  if  possible,  amalgamat- 
ing with  the  local  organization.  He  read  a  letter  addressed 
to  the  secretary  of  the  society  and  signed  by  certain  engi- 
neers, suggesting  a  visit  of  the  president  and  secretary,  with 
a  view  to  negotiations  for  this  amalgamation. 

Messrs.  Holgate  and  Ross  approved  of  the  council  taking 
up  the  question,  the  former  saying  that  the  apparent  lack  of 
interest  complained  of  might  be  due  to  geographical  condi- 
tions. 

On  the  motion  of  Mr.  Francis,  the  council  will  be  asked 
to  consider  the  subject  of  a  badge  for  the  society.  He  ex- 
hibited a  proposed  design,  with  the  beaver  as  the  predomin- 
ant figure. 

Mr.  F.  A.  Dallyn,  engineer  of  the  Ontario  Board  of 
Health,  offered  the  members  of  the  society,  on  behalf  of  his 
board,  the  use  of  a  sewerage  laboratory  in  Toronto,  either  for 
research  work  or  for  working  out  any  problems.  He  stated 
that  the  laboratory  had,  through  its  use  by  the  University  of 
Toronto,  proved  of  great  value  in  educating  Canadians  in  this 
special  branch,  and  also  of  value  to  municipal  engineers  in 
working  out  problems. 

Messrs.  Holgate,  Gillespie,  and  Macallum  spoke  in  ap- 
preciation of  this  offer,  which  will  be  considered  by  the 
council. 

A  vote  of  thanks  to  the  council  and  officers  concluded 
the  proceedings. 

On  the  evening  of  Januar>-  31  the  members  dined  to- 
gether at  the  L'uiversity  Clul)  and  afterwards  held  a  smoking 
concert  at  the  society's  rooms. 
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General  Review  of  Conservation  Work  in 

Canada  During  1917 

Report  of  Committee  on  Conservation  of  C.  S.  C.  E.  Recognizes  That 
Inefficient  Methods  Are  Making  Serious  Inroads  on  Our  Resources 


Stimulated  b\-  the  war  and  conditions  created  thereljy, 
Canadians  are  to-day  recognizing  in  greater  measure  than 
hitherto  that  our  r.  snurces  are  not  as  we  so  frequently  desig- 
nate them — "illimital)le"  or  "inexhaustible."  On  the  contrary, 
our  wastefulness,  our  carelessness,  and  our  inefficient  meth- 
ods have,  in  some  instances,  made  such  inroads  upon  them 
that  all  hut  the  ignorant  and  unol^serving  can  see  that  noth- 
ing but  the  practice  of  economic  and  efficient  methods  will 
permit  us  to  hand  down  to  our  posterity  an  inheritance  that 
will  suflice  for  their  needs. 

Although  the  war  has  already  exceeded  the  expectations 
of  practically  all  the  prophets,  its  termination  will  come, 
soon  or  late.  \\'e  will  then  be  face  to  face  with  unique  con- 
ditions, with  problems  that  the  world  has  never,  hitherto, 
been  confronted  with,  and  problems  on  such  a  gigantic  scale 
that  the  wisest  among  us  may  well  hesitate  to  undertake 
their  solution.  The  problems  must  be  solved,  and  will  be 
solved,  but  not  by  any  universal  remedy,  for  there  is  no 
great  panacea  for  such  questions,  any  more  than  there  is  for 
all  the  ills  to  which  man  is  subject.  It  behoves  us.  therefore, 
to  set  our  house  in  order:  each  of  our  members  should  en- 
deavor to  contribute  his  mite  toward  the  alleviation  of  post- 
war conditions  and  towards  increased  efficiency. 

One  of  the  outstanding  achievements  of  the  year,  and  one 
that  will  go  far  toward  promoting  economy  and  efficiency,  is 
the  elimination  of  the  curse  of  patronage  in  the  matter  of 
appointments  by  the  Dominion  Government. 

Respecting  our  principal  natural  resources  a  l^rief  survey 
of  the  accomplisliments  of  the  past  year  will  suffice. 

Water-Powers 

The  preliminary  survey  of  the  water-powers  of  Canada 
by  the  Commission  of  Conser\  ation  has  been,  completed,  and 
the  last  of  the  three  volumes  forming  this  series  will  be  pub- 
lished shortly.  The  development  of  hydro-electric  power  in 
Canada,  particularly  in  Ontario,  fias  been  phenomenal.  At 
the  present  time  the  Hydro-Electric  Commission  of  Ontario 
is  delivering  296,000  h.p.,  and  still  is  short  70,000  h.p.  There 
is  also  a  shortage  of  power  in  Eastern  Ontario,  though  up- 
wards of  60,000  h.p.  is  being  exported  from  the  Cedars  Rapids 
plant  to  Northern  Xew  York  State.  The  Cedars  povi^er  is 
used  by  the  Aluminum  Company  of  America  in  their  Mas- 
sena  plant  and  in  municipalities  in  the  vicinity  of  Masscna. 

Eight  years  a,go  the  Commission  of  Conservation  actively 
opposed  the  granting  to  private  interests  of  the  privilege  of 
developing  power  at  th&  Long  Sault  Rapids  of  the  St.  Law- 
rence. Recently  the  commission  has  also  opposed  an  appli- 
cation by  private  interests  for  permission  to  develop  the  Co- 
teau  Rapids  power. 

In  his  annual  address  to  the  Commission  of  Conserva- 
tion, November  27,  1917,  Sir  Clifford  Sifton  referred  to  the 
Niagara  I''alls  situation,  where  we  are  exporting  12.'),000  h.p.. 
and  are  unable  to  take  it  away  from  the  manufacturing  and 
other  interests  in  the  United  States.  He  also  advocated  the 
development  of  the  St.  Lawrence  |)owers  "by  an  interna- 
tional commission,  under  which  the  greatest  and  iicst  use  of 
the  powers  will  I)e  made,  the  most  economical  development 
will  be  effected,  a  just  and  e(|uitable  division  of  (he  power 
will  take  place,  and  the  gov-ernnienls  concerned  will  l)e  abli' 
to  administer  the  power  as  the  (J)nlarii)  Hydro-Electric  Com- 


mission administers  the  power  of  Niagara  for  the  benefit  of 
the  people  who  are  directly  concerned  in  its  use." 

This  pronouncement  will  appeal  to  the  engineers  of  Can- 
ada as  a  progressive,  a  constructive,  and  a  statesmanlike 
policy. 

Sir  Clifford  also  voiced  a  sentiment  that  will  doubtless 
receive  full  assent  and  heart)'  approval  from  the  members  of 
our  society.    He  said: 

"VVe  are  still  largely  dominated  in  Canada  by  the  ii 
that  any  ordinary,  capable  amateur  can  do  the  work  whidi 
ought  to  be  done  by  a  trained  scientific  man;  and,  until  we 
eradicate  this  fallacy  thoroughly,  and,  in  its  place,  implant 
the  view  that  men  who  are  technically  trained  are  the  onlj 
men  competent  to  deal  with  technical  problems,  we  shall  no) 
begin  to  attain  to  general  success  in  making  tlie  best  use  oi 
the  materials  which  are  at  our  disposal." 

In  this  connection  an  estimate  of  the  power  availabli 
from  the  rapids  of  the  St.  Lawrence  is  of  interest.  Mr.  A.  V 
White,  consulting  engineer  to  the  Commission  of  Conserva 
tion,  estimates  that  the  total  maximum  low-water.  24-hou 
horse-power  is  2, .'59.5, 000  h.p.,  and  the  average  24-hour,  low 
water  horse-power  is  2,150,000  h.p.  The  details  of  the  esti 
mate  are  given  in  the  below  table: 

Water-Power  on  the  St.   Lawrence  River§ 


.\v.  es 

Max.  head 

Max.  est. 

24  br.  lo 

availaljle. 

low  water 

water  h.i 

Site. 

Feet. 

24  hr.  h.p. 

(say) 

1. 

Mon-isburfr-Rapids  Plat   

15 

2.'?0,00fl 

200^00 

2 

40 

650,000 

5Tm 

*H. 

Coteaii  Kai)iil   

17 

260,000 

♦4. 

525,000 

*5. 

Split  Rocl<  and  Cascades  Rapids. 

.  IS 

2SO,000 

C. 

30 

450,000 

Total   

2,395,000 

2,15Q,0( 

§Tn  tliis  table  some  allowances  have  been  made  for  efficiency  and  6thi 
factors  in  order  to  have  the  estimates  fairly  representative  of  the  possib 
luiantities  wliich  might  be  expected  under  representative  low-water  flo 
conditions. 

tUnder  development  for  about  one-third  of  the  low-water  flow'  of  tl 
river. 

"Consideration  would  be  gfiven  to  the  possibility  of  combining  sit 
Nos.  .'5,  4,  and  5 ;  also  of  increasing  No.  0. 

Assuming  an  equal  division  of  the  international  power 
1,9.5."), 000  h.p.  of  the  maximum  low-water  power  belongs  ' 
Canada  and  440,000  to  the  United  States.  If  the  lower  figur 
for  the  average  estimated  power  are  accepted,  Canada  h ' 
1,713,500  h.p.  and  the  United  States  337,500  h.p.  | 

On  the  other  hand,,  if  we  use  the  experience  of  thejP 
tario  Hydro-Electric  Commission  as  a  basis,  we  get  a  d|fie 
sity  factor  of  30  per  cent.,  which  increases  Canada's  resowp 
to  the  equivalent  of  3,541,500  h.p.,  and  2,326,250  h.p.  for  ni43 
mum  and  average  low- water  power  respectively. 

■Mthough  the  above  figures  are  lower  than  those  ordi 
arily  quoted,  it  must  also  be  borne  in  mind  that  ice  conditioi| 
the  excessive  cost  of  full  development,  and  other  factors  m 
decrease  them.  i 

The  approximate  maximum  generation  capacity  auth( 
izetl  on  the  Canadian  side  at  Nia.gara  Falls,  Ont.,  is  388,5 
h.p..  and  on  the  United  States  side  365,000  h.p.  Total 
Niagara  Falls,  653,500  h.p.  Therefore,  the  St.  Lawrence  m 
yield  from  three  and  one-half  to  four  times  as  much  power 
ihe  total  now  authorized  at  Nia.gara. 

The  .great  conservation  dam  at  La  Loutre,  on  the 
Maurice  River,  is  approaching  completion,    it  will  iinpoii 
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the  third  largest  artificial  reservoir  in  the  world,  being  ex- 
ceeded only  by  the  Assuan  dam  on  the  Nile  and  Gatun  Lake 
on  the  Panama  Canal. 

The  St.  Francis  River  dam,  at  the  outlet  of  Lake  St. 
Francis,  Que.,  is  also  nearing  completion.  The  La  Loutre 
and  St.  Francis  dams  are  ibeing  constructed  by  the  Quebec 
Streams  Commission.  The  low-water  flow  of  the  St.  Maurice 
will  be  doubled  and  the  minimum  potential  horse-power  will 
be  increased  by  550,000  h.p.  The  minimum  low-water  flow  of 
the  St.  Francis  will  be  increased  from  100  c.f.s.  to  600  c.f.s. 

Forests 

The  past  year  has  seen  important  advances  in  forest  fire 
prevention.  In  Quebec  the  Lower  Ottawa  Forest  Protec- 
tive Association  has  more  than  doubled  the  area  it  previously 
protected,  and  two  new  associations — the  Laurentian  and  the 
Southern  St.  Lawrence — have  been  formed.  The  area  now 
under  co-operative  fire  protection  in  Quebec  aggregates 
45,000,000  acres. 

In  Ontario  the  provincial  government  has  taken  up  fire 
protection  on  an  extensive  scale.  In  1917  lookout  towers, 
connected  by  telephone  lines,  were  constructed;  power  boats, 
equipped  with  fire  pumps  were  operated  on  the  larger  lakes, 
and  over  1,000  fire  rangers  were  employed. 

The  investigation  by  the  Commission  of  Conservation  of 
the  situation  respecting  our  pulpwood  lands  has  disclosed  the 
necessity  for  radical  action  if  this  very  important  resource  is 
to  yield — as  it  should  yield — forest  crops  in  perpetuity.  As 
with  most  other  resources,  we  have  accepted  at,  or  near, 
their  face  value  the  statement  of  lumbermen  and  others  re- 
specting the  length  of  time  required  to  produce  a  new  crop. 
This  statement  has  usually  been  that  a  new  crop,  equivalent 
to  the  first,  could  be  taken  off  every  twenty  years.  The  in- 
vestigations in  the  valley  of  the  St.  Maurice  River,  Quebec, 
demonstrate  that,  on  the  cut-over  lands  in  that  district,  and 
under  existing  conditions,  the  limit-holder  would  have  to 
wait  fifty  years,  and  then  his  crop  would,  probably,  be  less 
than  three  cords  per  acre,  as  compared  with  five  cords  per 
acre  in  the  virgin  forests  of  the  same  region.  Dr.  C.  D. 
Howe,  the  investigator  for  the  commission,  sums  up  the 
situation  as  follows: 

"The  United  States  is  thoroughly  scared  over  its  declin- 
ing pulpwood  supply.  We  are  so  ignorant  of  our  own  sup- 
plies that  we  do  not  know  whether  to  be  scared  or  not." 

Provincial  Survey 

The  Commission  of  Conservation  has  completed  the  in- 
ventory of  the  forest  resources  of  British  Columbia  and 
Saskatchewan,  and  has  commenced  the  survey  of  Ontario's 
forest  wealth.  Alberta  and  Manitoba  have  been  fairly  well 
covered  by  the  Forestry  Branch  of  the  Department  of  the 
Interior.  The  Provincial  Government  of  Nova  Scotia  has 
inventoried  its  forests,  and  the  New  Brunswick  Government 
IS  surveying  the  forest  resources  of  that  province.  In  QueDec, 
as  already  stated,  the  provincial  government  has  made  a  be- 
i^inning,  and  the  Commission  of  Conservation  is  co-operat- 
ing in  the  examination  of  the  Quebec  pulpwood  area,  which, 
at  the  present  time,  is  the  most  important  in  Canada.  Quebec 
supplies  more  than  one-half  of  the  pulpwood  produced  in  the 
Dominion  and  contains  one-half  of  the  pulp  mills  in  Canada. 

The  white  pine  blister  rust  threatens  with  total  destruc- 
tion the  white  pine,  the  most  valuable  forest  tree  in  Canada. 
This  fungus  lives  alternately  on  the  white  pine  and  on  the 
currant  or  gooseberry,  both  wild  and  cultivated.  If  either 
liost  be  wanting  it  cannot  exist.  It,  therefore,  becomes  a 
'[uestion  which  is  more  valuable — the  white  pine  or  the  cur- 
rant and  gooseberry.  In  Queljec  the  disease  has  Ijeen  dis- 
covered in  five  counties,  and  in  Ontario  in  an  area  extending 
from  the  Niagara  District  on  the  west  to  Peterboro  County 
on  the  east.  The  white  pine  of  Canada  has  been  valued  at 
$300,000,000,  and  its  destruction  would  be  a  national  calamity. 


Lands 

The  most  important  development  in  this  connection  has 
been  the  work  in  Dundas  County,  Ont.,  which  was  selected 
by  the  Commission  of  Conservation  as  an  illustration  county, 
wherein  the  betterment  of  agricultural  conditions  could  be 
demonstrated.  The  initial  step  was  the  collection  of  full  data 
respecting  the  farms  and  farm  population  of  the  county.  In- 
formation respecting  every  phase  of  life  on  the  farm,  even  to 
the  nature  and  extent  of  education  possessed  by  the  farm 
residents,  was  obtained.  The  data  thus  obtained  point  to 
agricultural  education  and  co-operation  as  the  prime  necessi- 
ties if  the  agricultural  population  of  the  older  provinces  is  to 
be  kept  on  the  farm. 

Minerals 

The  most  outstanding  features  respecting  our  minerals 
are  the  stimulation  owing  to  the  demands  for  war  purposes 
and  the  acute  fuel  situation  now  existing  in  certain  areas  in 
Canada. 

As  one  result  of  the  war,  we  will  have  two  of  the  largest 
nickel  refineries  in  the  world — one  at  Port  Colborne,  Ont., 
and  the  other  near  Sudbury,  Ont.  These  plants  will  have 
initial  capacities  of  15,000,000  and  30,000,000  pounds  of  nickel 
respectively,  and  the  Port  Colborne  plant  will  have  an  ulti- 
mate capacity  of  60,000,000  pounds. 

In  Western  Canada  there  is  a  deplorable  waste  of  coal  in 
connection  with  mining  operations.  In  many  instances  the 
operator  leaves  in  the  mine  pillars  that  are  too  small  to  carry 
the  superincumbent  strata,  and  crushing  occurs.  The  so- 
called  "gophering"  is  also  carried  on  in  some  areas.  A  drift 
is  driA'en  in  a  few  hundred  feet  and  abandoned;  another  drift 
is  driven,  say,  500  feet  from  the  first,  and,  in  turn,  is  also 
abandoned.  This  operation  may  be  repeated  many  times.  As 
a  result  of  such  operations,  the  coal,  in  many  instances,  is 
rendered  irrecoverable  except  by  a  shaft  from  the  surface; 
but,  on  the  other  hand,  the  cost  of  sinking  the  shaft  is  often 
prohibitive.  The  so-called  Frank  Mine  is  an  example  of 
wasteful  methods.  Of  6,000,000  tons  of  coal  in  this  mine  only 
34  per  cent,  was  mined;  76  per  cent,  was  lost. 

Another  example  of  wasteful  methods  is  the  coking  of 
coal.  At  present  there  are  in  Canada  approximately  1,700 
beehive  ovens,  with  an  annual  production  of  443,460  tons,  and 
93  0  by-product  ovens,  with  a  production  of  1,005,333  tons. 
The  beehive  ovens,  in  converting  the  coal  into  coke,  waste 
all  the  valuable  by-products.  The  derivatives  of  these  by- 
products include  a  whole  series  of  valuable  substances,  such 
as  coal  gas  for  heating  and  lighting,  aniline  oil,  whence  the 
aniline  dyes  are  obtained;  benzol,  toluol,  and  other  raw  ma- 
terials for  high  explosives,  etc. 

Fire  Waste 

The  fire  waste  in  Canada  can  only  be  described  as  appall- 
ing. Our  per  capita  loss  is  greater  than  that,  of  any  other 
countrj'  in  the  world.  In  1913-15  it  was  $3.96  per  head,  as 
compared  with  $3.36  in  the  LTnited  States  and  71  cents  for  the 
whole  of  Europe.  Since  Confederation,  Canada  has  suffered 
a  direct  loss  from  fires,  other  than  forest  fires,  of  $350,000,000. 
Adding  the  cost  of  fire  protection  and  insurance  premiums 
pain  in  excess  of  indemnities,  gives  a  total  of  $700,000,000, 
which  is  ec|uivalent  to  our  gross  national  debt  prior  to  the 
war  and  more  than  double  our  net  debt  at  same  date.  Be- 
tween August,  1914,  and  December,  1916,  the  fire  loss  in  the 
LTnited  Kingdom,  exclusive  of  fires  caused  by  the  enemy,  was 
$41,0()0,,'!<I5,  only  four-fifths  of  our  loss,  $52,037,000,  although 
our  population  is  onlj'  about  one-sixth  tliat  of  the  British 
Isles. 

Fisheries 

Tlie  year  t917  should  have  iieen  a  so-called  "big  year"  for 
sockeye  salmon  on  the  Fraser  River.  Unfortunately,  there 
was  an  immense  rock-slide  from  the  Canadian  Northern 
grade  in  1913,  which  conxcrtctl  a  \ery  swift  current  into  a 
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fall  that  the  salmon  could  not  ascend  the  following  year.  As 
1913  was  a  "big"  year,  this  barrier  prevented  enormous  num- 
bers of  salmon  ascending  the  Fraser  to  spawn.  The  fish 
struggled  till  exhausted  and  then  died,  vast  numbers  being 
found  on  the  bars  of  the  Fraser,  between  Yale  and  Agassiz. 

The  results  are  little  short  of  a  calamity.  Not  only  was 
the  run  of  1917 — which  sliould  have  been  a  big  year — nearly 
destroyed,  but  the  disastrous  effect  will  be  repeated  upon  the 
run  of  1921  and  of  succeeding  "big"  years,  unless  the  govern- 
ments of  Canada  and  the  United  States  take  united  and  dras- 
tic action  to  restore  this  valuable  fisherj'. 

The  loss  in  1917  to  the  fishermen  of  British  Columbia  was 
upwards  of  $8,000,000,  and  to  the  fishermen  of  the  State  of 
Washington  $19,500,000,  or  a  total  loss  of  $37,500,000.  In  1913 
the  British  Columbia  pack  of  sockeye  was  719,796  cases;  in 
1917  it  was  only  33,146  cases.  In  191:'.  the  State  of  Washing- 
ton pack  was  1,673,099  cases,  as  compared  with  only  84,637  in 
1917.  In  other  words,  the  1917  pack,  instead  of  being  approxi- 
mately the  same,  was  only  one-twentieth  of  the  1913  pack. 

Game 

In  1916  Great  Britain  and  the  United  States  concluded  a 
treaty  providing  for  the  protection  of  migratory  game  and 
insectivorous  birds.  In  1917  the  Parliament  of  Canada  passed 
enabling  legislation  to  give  effect  to  the  treaty.  Parliament 
also  passed  a  new  Northwest  game  act,  providing  for  the 
protection  of  game  in  the  Northwest  Territories. 

This  legislation  will  protect  a  large  portion  of  our  wild 
life  which  was  threatened  with  extinction  in  the  case  of  some 
species  and  the  excessive  depletion  of  others. 

Additional  Data 

In  addition  to  the  data  incorporated  in  the  general  report 
of  the  committee,  the  following  members  have  made  special 
recommendations : 

Mr.  E.  T.  P.  Shewen  writes: 

"For  nearly  a  quarter  of  a  century  I  have  been  endeavor- 
ing to  awaken  attention  to  the  importance  of  commencing  on 
an  adecjuate  scale  the  distillation  of  domestic  coal,  and  that  is 
still  my  theme. 

'"One  ton  of  ordinary  coal  produces  10,000  cubic  feet  illu- 
minating gas,  Yi  ton  coke  (according  to  Dr.  Haanel,  more), 
12  gallons  coal  tar,  ammoniacal  water;  and,  on  being  dis- 
tilled, the  tar  yields  VY  gallons  light  oil,  from  which  are  made 
aniline  dyes,  chemicals,  etc.,  3  gallons  creosote,  6  to  8  gallons 
of  pitch  (the  residue). 

"Dr.  Haanel,  in  'Products  and  By-Products  of  Coal,' 
rather  discourages  the  further  treatment  of  the  light  oils  in 
saying  that  the  market  for  dyes  is  small,  while  he  appears  to 
throw  some  doubt  upon  the  profitable  recovery  in  Canada  of 
the  by-products  of  coal  in  general. 

"But  the  manufacture  of  dyes  and  chemicals  from  the 
light  oils  might  be  carried  on  here  just  as  well  as  it  has  been 
done  in  Germany,  provided  the  urgency  of  the  undertaking  is 
recognized,  and  Canadians  are  sent  to  England  or  Scotland 
to  receive  the  necessary  special  training  in  the  chemistry  of 
coal  and  the  practical  method  of  managing  the  manufacture 
of  the  by-products,  as  far  as  it  is  carried  on  in  Britain. 

"I  have  recently  pointed  this  out  to  the  Industrial  Com- 
mission, of  which  Sir  George  Foster  is  the  head,  in  response 
to  their  circular  sent  to  departmental  officers. 

".'Xt  the  same  time,  I  suggested  that  the  utilization  of  the 
li.ght  oils  might  be  left  in  abeyance  for  the  present,  until 
these  men  had  received  the  required  training;  and  that,  mean- 
while, the  distillation  of  tar  in  Canada  might  proceed  for  the 
<>ake  of  the  creosote  and  pitch.  Of  course,  the  coking  of  the 
coal  would  be  a  condition  precedent. 

"We  neefl  creosf)te  in  quantities  for  treating  the  timber 
from  which  so  many  of  pul)lic  works  are  built,  in  order  to 
preserve  everywhere  tliat  material  from  decay  above  water, 
and  on  the  coasts  from  llie  teredo  and  limmoria  below  water- 


level.  The  United  States  does  not  produce  sufficient  creosote 
for  home  consumption,  and  we  cannot  obtain  any  from  that 
quarter.  In  fact,  a  good  deal  of  London  oil  is  imported,  or 
was  imported  until  lately,  to  America. 

"For  shipbuilding,  for  roofing,  and  for  many  other  pur- 
poses pitch  is  in  demand. 

"Where  steam  is  used  coke  is  in  demand  as  fuel.  Perhaps 
if  put  to  it,  sanitary  engineers  might  devise  a  fireplate  and 
furnace  that  would  render  coke  as  satisfactory  as  coal  for 
house  use. 

"As  a  strict  matter  of  conservation,  I  do  not  think  that 
coal  in  the  natural  state,  being  the  most  valuable  raw  material 
we  possess,  should  be  consumed  as  fuel;  but  should  only  be 
burnt  in  order  to  save  the  by-products,  the  coke  being  used 
for  fuel  in  place  of  coal." 

Mr.  William  McNab  suggested  that: 

"One  feature  of  our  report  might  be  the  consideration  of 
the  specific  interest  to  railways  involved  in  their  relation  to 
the  several  important  conservation  projects,  ascertaining 
what  has  been  done  by  them  up  to  the  present  time  in  regard 
thereto,  and  then  particularize  and  recommend  on  policies 
economical  for  them  to  follow.  I  submit  this  as  a  sugges-  ^ 
tion."  .fl 
Town  Planning  in  Ontario  9 

Mr.  W.  H.  Breithaupt  reported  as  follows:  I 

"There  is  to  report  this  year,  as  to  town  planning,  that  '9 
the  Ontario  Government  enacted  at  its  last  session  a  town  ■ 
planning  law,  entitled  'An  Act  Respecting  Surveys  and  Plans  ■ 
of  Land  in  or  Near  Urban  Municipalities,'  which  is  a  begin-  1^ 
ning  in  the  right  direction. 

"This  act  provides  for  street  planning,  new  extensions, 
or  widening;  for  bringing  adjacent  territory  under  urban 
authority,  and  for  a  central  provincial  authority,  the  existing 
Railway  and  Municipal  Board.  The  local  authority  is  either  * 
the  municipal  council  or  the  town  planning  commission.  Ap- 
pointment of  a  commission  is  optional  with  the  council,  but 
once  appointed  the  commission  is  the  local  authority.  The  t- 
commission  consists  of  the  head  of  the  municipality  and  six 
ratepayers,  the  term  of  office  being  three  years.  Members  of 
the  first  commission  are  appointed  for  one,  two,  and  three 
years  respectively.  With  only  two  new  appointees  each  year, 
tlie  commission  is  a  continuing  body. 

"While  a  commission  appointed  under  this  act  has  con- 
siderable scope  for  beneficial  work,  it  is  felt  that  provision  for 
carrying  out  plans,  and  especially  provision  for  adjustments 
in  land  condemnations  and  sundry  other  powers,  would 
greatly  add  to  its  capacity  for  general  benefit. 

"Only  one  commission,  that  of  the  city  of  Kitchener,  has 
so  far  been  appointed  under  the  act.    The  Kitchener  commis-  j, 
sion  has  regular  monthly  sessions,  and  has  made  a  fair  be-*' 
ginning  in  the  work  of  opening  closed-of¥  areas  in  the  older  i'' 
parts  of  the  city  and  in  projectin.g  long-needed  connecting 
streets." 

Mr.  C.  R.  Coutlee  wrote: 

"It  only  remains  to  repeat  former  suggestions  respecting; 
forest  protection  and  the  prohibition  of  placing  settlers  onf 
granite  soils. 

"A  desirable  matter  is  also  the  handing  over  of  proyincial 
interests  on  rivers  of  20,000  square  miles  drainage  areas  and 
sufficient  flow  to  the  federal  government.  This  is  with  a  view 
to  ideal  development  of  water-power  at  public  expense." 

In  accordance  with  the  resolution  of  January  23  last,  the 
Committee  on  Conservation  was  reduced  by  council  from  22^' 
members  to  11— W.  H.  Breithaupt  J.  B.  Challies,  C.  R.  Cout-^ 
lee,  C.  E.  W.  Dodwell,  Lieut.-Col.  R.  W.  Leonard,  R.  McColl, 
William  McNab,  Lieut.-Col.  C.  H.  Mitchell,  P.  M.  Sander,  E. 
T.  P.  Shewen,  James  White  (chairman). 

Some  debate  as  to  whether  the  council  should  be  askedi 
lu  continue  a  committee  followed,  and  it  was  decided  to  re* 
quest  the  appointment  of  a  committee.  I 
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Fuel  Requirements  and  Resources  of  Canada 

Mr.  B.  F.  Haanel's  Paper  Before  Canadian  Society  of  Civil  En- 
gineers Gives  Practical  Data  on  a  Question  of  Timely  Importance 


If  the  violent  rupture  of  the  peaceful  conditions  existing 
some  four  years  ago,  had  not  occurred,  it  is  very  doubtful 
whether  the  subject  of  fuels  would  attract  any  special  atten- 
tion to-day,  unless,  perhaps,  a  discussion  of  such  a  subject 
disclosed  new  fields  for  profitable  exploitation.  To-day,  how- 
ever, the  attention  of  the  people  of  this  country  is  forcibly 
centered  on  this  very  subject,  because  we  are  realizing-,  per- 
haps for  the  first  time,  our  dependence,  to  so  large  an  extent, 
on  the  United  States  for  this  essential' commodity;  and, 
further,  are  beginning  to  understand  that  our  supply  of  fuels 
from  that  country  may  be  cut  off  at  any  time. 

In  the  past,  and  up  to  the  present,  we  have  been  depend- 
ing largely  on  fuels  mined  and  prepared  for  the  market  by 
labor  over  which  we  have  absolutely  no  control.  As  a  conse- 
quence, we  are  at  the  mercy  of  foreign  strikes  and  industrial 
disorganization,  and  either  one  or  both  of  these  are  liable  to 
occur. 

A  strike  of  coal  miners,  or  a  railroad  strike,  in  the  United 
.States  would  affect  Canada  more  seriously  in  certain  respects 
than  the  States,  since  in  Canada  we  would  not  have  the  ad- 
vantage of  accumulated  reserves  which  the  United  States 
would  be  certain  to  have  in  normal  times. 

But  there  is  even  a  more  important  factor  which  we 
must  consider,  viz.,  the  necessity  which  may  occur  for  the 
United  States  to  keep  her  fuels  within  her  own  country.  Such 
a  situation  may  not  arise  for  some  time,  but  the  indications 
are  that  we  may  have  to  meet  such  an  emergency  in  the  near 
future. 

Canada  to-day  is  facing  a  fuel  situation  of  great  gravity; 
a  situation  which  has  not  been  created  by  any  special  condi- 
tions in  this  country,  but  by  those  obtaining  in  the  neighbor- 
ing country.  The  United  States  is  suffering  from  a  shortage 
of  fuels  as  a  result  of  the  withdrawal  of  skilled  labor  from 
the  coal  mines  to  other  occupations,  and,  perhaps  more 
directly,  to  the  abnormal  demand  on  the  transportation  facili- 
ties of  that  country  for  the  carrying  of  material  directly  con- 
nected with  the  conduct  of  the  war. 

We  are  not  wholly  dependent  on  the  United  States  for 
our  fuel  supply,  but  we  are  dependent  to  the  extent  of  55  per 
cent,  of  our  total  coal  requirements  and  98^^  per  cent,  of  our 
crude  and  refined  oil  products.  Large  and  important  sections 
of  Canada,  moreover,  are  almost  wholly  dependent  on  im- 
ported coal  for  house-heating  purposes.  This  is  a  matter  for 
.grave  reflection,  since  in  a  country  such  as  ours,  where  arti- 
ficial heat  must  be  supplied  during  eight  months  of  the  year 
for  the  sole  purpose  of  maintaining  life,  a  continuous  and 
dependable  supply  of  fuel  is  absolutely  essential. 

i'he  fuel  situation  existing  in  Canada  to-day  is  due  to  the 
ease  with  which  fuels  of  all  kinds,  suitable  for  every  require- 
ment, were  imported  from  the  United  States,  and  to  the 
apathy  displayed  towards  the  exploitation  of  certain  of  our 
own  fuel  resources  by  the  public  at  large. 

We  have  not  exploited  our  fuel  resources,  with  the  ex- 
ception of  wood,  on  an  extravagant  scale;  but,  on  the  con- 
trary, we  have  been  culpably  neglectful  of  these  vast  sores  of 
energy,  in  so  far  as  we  have  failed  to  provide  for  the  future 
by  learning  how  to  use  our  low-grade  fuels,  on  which  at  no 
distant  time  we  shall  have  to  depend.  The  result  of  this 
neglect  to  improve  our  position  and  render  ourselves  inde- 
pendent, as  far  as  possible,  will  be  great  suffering  to  the 
people  of  Canada,  in  the  event  of  a  stoppage  of  fuel  supplies 
from  the  United  States,  if  we  do  not,  at  once,  take  steps  to 


render  our  own  fuel  resources  available  for  our  own  needs. 

The  present  unsatisfactory — indeed,  alarming — situation 
can  only  be  improved  by  a  determined  and  energetic  exploita- 
tion and  utilization  of  our  own  vast  fuel  resources. 

I  am  prepared  to  show  that  Canada  does  possess  abun- 
dant supplies  of  fuels,  favorably  situated,  and  that  these  can 
be  exploited  in  such  a  manner  as  to  render  her  much  less 
dependent  on,  if  not  entirely  independent  of,  foreign  sources 
for  her  fuel  supply. 

Before  enquiring  into  our  fuel  possibilities  it  is  necessary 
to  state  and  analyze  our  annual  fuel  requirements. 

Canada's  Fuel  Requirements 

The  total  fuel  requirements  of  this  country  during  the 
year  1916  amounted  to  nearly  30,000,000  tons  of  coal,  299,426,- 
131  imperial  gallons  of  crude  and  refined  oil  products,  and 
firewood  valued  approximately  at  $60,000,000. 

The  railways  burned  9,000,000  tons  of  bituminous  coal; 
7,000,000  tons  were  probably  required  for  the  purpose  of  gen- 
erating power,  and  a  large  quantity  was  used  for  making  re- 
tort or  town  gas,  heating  large  buildings,  and  the  manufac- 
ture of  coke.  Over  4,000,000  tons  of  anthracite  were  burned 
in  domestic  and  other  heating  plants,  and,  to  some  extent, 
were  used  for  industrial  purposes.  In  normal  times  practi- 
cally the  entire  imports  of  anthracite  coal  are  used  for  heating 
purposes. 

Compared  with  her  annual  requirements,  Canada's  pro- 
duction of  fuels  for  the  same  period  amounted  to  14,483,395 
tons  of  bituminous  coal,  of  which  2,135,359  tons  were  ex- 
ported; 6,934,288  imperial  gallons  of  crude  oil,  and  wood  fuel 
to  the  value  of  $60,000,000.  To  meet  our  own  needs,  therefore, 
it  was  necessary  to  import  17,580,603  tons  of  coal  and  292,- 
426,121  imperial  gallons  of  crude  and  refined  oil  products. 

Of  this  quantity  of  oil  approximately  50,000,000  gallons 
were  used  on  the  railroads,  30,000,000  gallons  for  steamships, 
and  the  remainder,  210,000,000  gallons,  was  used  for  lighting 
and  heating,  in  the  form  of  kerosene  and,  to  a  large  extent, 
in  the  form  of  gasoline,  for  power  purposes. 

This  is  a  general  statement  of  the  extent  of  our  depend- 
ency on  the  United  States  for  these  essential  commodities. 

An  analysis  of  our  fuel  resources,  their  location  and  ex- 
tent, will  reveal  the  reason  for  the  necessity  of  these  exces- 
sive imports. 

The  Fuel  Resources  of  Canada 

The  fuel  resources  of  Canada  exist  in  the  vast  coal  fields 
of  the  extreme  eastern  and  western  portions  of  Canada;  the 
lignite  fields  of  the  Western  provinces;  the  natural  gas  fields 
of  Western  Canada  and  the  Province  of  Ontario;  the  petro- 
leum fields  of  Ontario;  the  oil  shales  of  New  Brunswick, 
Nova  Scotia,  and  elsewhere;  the  standing  forests,  and,  last, 
but  not  by  any  means  the  least  important,  the  great  areas  of 
peat  bogs.  This  is  a  truly  formidable  array  of  resources. 
Now,  let  us  enquire  into  their  extent,  quality,  and  location, 
since  these  are  the  most  important  factors  concerning  their 
exploitation. 

The  following  is  an  estimate  of  the  actual  coal  reserves 
of  Canada,  based  on  actual  thickness  and  known  extent.  The 
location  and  approximate  classification  of  the  coals  are  also 
designated: 

Nova  Scotia — 3,137,000,000  tons  of  bituminous  coal  and 
50,000,000  tons  of  cannel  coal. 

Saskatchewan— 3,413.000,000  tons  of  lignite. 

Alberta — 383,500,000,000  tons  of  lignitic  or  sub-bituminous 
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coal,  1,197,000,000  tons  of  low  carbon  bituminous  coal,  2,036,- 
000,000  tons  of  anthracite  and  bituminous  coal,  069,000,000 
tons  of  semi-anthracite  coal. 

British  Columbia — 23,653,000,000  tons  of  semi-anthracite 
and  bituminous  coal,  118,000,000  tons  of  low  carbon  bitumin- 
ous coal,  and  60,000,000  tons  of  lignite. 

In  addition  to  the'se  admittedly  great  coal  reserves,  we 
have  in  this  country  37,000  square  miles  covered  with  peat 
bogs.  The  total  estimated  tonnage  of  fuel  represented  in 
this  area  is  28,000,000.000  tons  of  25  per  cent,  moisture  peat 
fuel,  equivalent,  i>n  the  basis  of  actual  heating  value,  to  aljout 
16,000,000,000  tons  of  good  coal.  Of  this  total  area,  however, 
only  a  portion  is  favorably  situated  with  respect  to  economic 
development.  Twelve  thousand  square  miles  of  peat  bogs 
are  distributed  throughout  the  central  provinces — Manitoba, 
Ontario,  Quebec,  and  New  Brunswick — and  the  estimated 
tonnage  of  peat  in  this  area  is  16,000,000,000  tons,  equivalent, 
on  the  basis  of  actual  heating  value,  to  9,000,000,000  tons  of 
coal. 

No  estimate  can  be  made  of  the  forests  of  Canada  which 
are  available  for  firewood,  and  natural  gas  has  a  special  value 
only  in  those  districts  which  can  be  economically  served  with 
this  fuel.  Natural  gas  is  of  great  value  when  it  can  be  ob- 
tained in  large  quantities  in  well-populated  and  industrial 
communities,  but  it  possesses  the  disadvantage  of  being  an 
uncertain  source  of  heat. 

Of  petroleum  all  that  I  shall  say,  at  the  present  time,  is 
that  Canada  is  manifestly  not  a  petroleum-producing  country. 

The  principal  fuel  resources,  then,  which  we  have  to  con- 
sider are  the  bituminous  and  anthracite  coal,  the  lignites,  and 
peat.  Oil  shales  and  other  sources  of  oils  will  be  considered 
later. 

The  statement  of  the  distribution  of  our  fuel  resources 
disci'^ses  the  fact  that  the  true  coals  are  situated  in  the  ex- 
treme east  and  west,  and  the  western  part  of  Alberta;  the 
lignite  coals  are  situated  in  the  Provinces  of  Alberta  and 
Saskalchewa:  ,  but  lying  between  the  limits  of  these  deposits 
is  a  great  stretch  of  territory  devoid  of  coal  measure  of  eco- 
nomic value.  The  3  2,000  square  miles  of  peat  bogs  are  situ- 
ated in  this  area. 

Natural  Divisions  of  Country  and  Their  Coal  Resources 

The  country  naturally  lends  itself  to  a  divisjon  into  four 
parts  or  districts,  and  each  district  has  an  abundance  of  fuel 
peculiar  to  its  own  area.  The  first  district  embraces  that  por- 
tion of  Western  Canada  which  can  be  economically  supplied 
with  bituminous  and  anthracite  coals;  the  second  district, 
that  area  which  can  be  supplied  with  lignite;  the  fourth  area, 
that  portion  of  Canada  which  can  enjoy  the  full  advantages 
of  Nova  Scotia  coal.  The  third  district  cannot  be  economi- 
cally supplied  with  any  of  the  above  coals.  This  area  must 
either  render  itself  independent  of  foreign  fuel  sources  by 
developing  and  utilizing  its  excellent  peat  bogs  or  remain,  to 
a  large  extent,  dependent  on  the  United  States.  A  large  por- 
tion of  the  Province  of  Ontario  is  principally  afifected  in  this 
manner. 

To  supply  certain  of  these  areas  with  fuel  of  the  desired 
quantity  and  of  a  quality  suitable  for  various  purposes  con- 
stitutes a  problem  which  must  be  satisfactorily  solved  before 
we  can  improve  our  fuel  situation. 

The  bituminous  coals  of  Canada  are  similar  to  those  of 
the  United  States,  and  include  large  quantities  of  excellent 
coking  coal.  Their  utilization  for  general  industrial  purposes 
presents  no  difficulties  whatever,  but  for  domestic  purposes 
^bituminous  coal,  in  its  raw  state,  is  far  inferior  to  anthracite, 
which  is  the  fuel  almost  entirely  used  for  this  purpose  in 
Canada.  A  most  excellent  fuel,  i)ractically  the  equal  of  an- 
thracite, can,  however,  be  jiroduced  from  Ijituminous  coal  by 
a  special  i)rf)cess,  consisting  <){  carbonization  at  low  tempera- 
lure  aTid  bri(]uelling.    'I'liis  process  is  in  actual  operation  to- 


day, turning  out  briquettes  of  this  description,  entirely  satis- 
factory for  domestic  purposes. 

With  lignite  and  peat,  however,  the  situation  is  totally 
different.  In  their  raw  state,  peat  and  a  large  portion  of  the 
lignite  are  not  suitable  for  use.  These  fuels  must  be  sub- 
mitted to  some  preliminary  treatment  before  they  can  be 
utilized  for  general  fuel  purposes. 

When  the  peat  deposits  of  the  central  provinces  and  the 
lignites  of  Saskatchewan  and  Alberta  are  rendered  into  forms 
convenient  and  suitable  for  domestic  and  industrial  purposes,, 
the  fuel  situation,  so  far  as  Canada  is  concerned,  will  have 
l)een  greatly  improved. 

Before  treating  these  two  fuels  in  detail  it  is  necessary 
to  draw  your  attention  to  the  fact  that  the  transcontinental 
railways  traversing  the  Western  provinces  are  prohibited  by 
an  order  of  the  Railway  Commission  from  burning  lignite  in 
the  locomotives  during  the  summer  months.  These  railways, 
on  their  westbound  trips,  are  consequently  compelled  to  burn 
imported  coal  to  that  point  in  the  Western  coal  fields  where 
they  can  again  replenish  their  tenders  with  native  bitumin- 
ous coal.  The  same  thing  takes  place  on  that  portion  of  the 
eastbound  trip  traversing  the  Province  of  Ontario. 

Apart  from  this  order  issued  by  the  I'lailway  Commission, 
the  railways  would  much  prefer  to  haul  and  burn  imported 
coal,  inasmuch  as  lignites — at  least,  certain  of  them — are  not 
suitable  for  locomotive  use. 

The  railways  of  Ontario  also  are  entirely  dependent  of 
imported  coal. 

Preparation  of  Lignite  and  Peat  for  Economic  Utilization 

The  utilization  of  certain  of  the  lignites  for  some  pur- 
poses is  possible  without  any  subsequent  treatment.  With 
others,  however,  notaljly  those  of  Saskatchewan,  the  lignites 
as  mined  as  not  suitable  for  use.  This  is  due  to  the  physical 
and  chemical  properties  peculiar  to  this  type  of  fuel. 

Lignites  usually  contain  large  quantities  of  moisture, 
ranging  from  16  to  35  per  cent,  of  the  weight  of  the  fuel,  and, 
the  evaporation  of  this  moisture,  whether  by  natural  or  arti- 
ficial agencies,  results  in  the  disintegration  of  the  fuel.  ThiS' 
disintegration,  however,  does  not  discontinue  when  the  eva- 
poration of  the  moisture  is  complete,  but  appears  to  go  on 
indefinitely. 

One  more  peculiarity  must  be  mentioned,  viz.,  the  dan- 
gerous sparks  emitted  from  the  stacks  of  locomotives  whent 
lignite  is  burned.  These  sparks,  when  they  emerge  from  the 
stack,  burn  with  a  small  flame,  and  this  flame  is  not  extin- 
guished by  its  passage  through  the  air,  as  is  the  case  with 
bituminous  coal  or  anthracite  coal  sparks,  but  continues  to 
burn  after  lighting  on  the  ground.  On  account  of  this  dan- 
gerous propert3^  lignites  cannot  be  safely  burned  in  locomo- 
tives. 

Lignite,  unlike  the  true  coals — bituminous  and  anthracite 
— lacks  definite  structure.  (This  term  is  employed  in  its 
physical  sense.)  To  this  may  be  attributed  the  reason  for  the 
difficulty  with  which  lignites  submit  to  mechanical  treatment, 

The  characteristics  of  lignites  must  be  altered  before 
they  can  be  converted  into  a  satisfactory  fuel.  Experiments 
on  a  commercial  scale  have  demonstrated  beyond  doubt  the, 
fact  that  our  lignites  cannot  be  briquetted  in  the  raw  statf^ 
with  or  without  the  addition  of  a  binder.  Briquettes  made  ill, 
this  manner  appear  on  casual  examination,  to  be  entirely 
satisfactory,  but  when  submitted  to  a  water  test,  or  when 
burned,  they  will  invariably  disintegrate. 

The  characteristics  of  a  lignite  are  changed  l)y  carl)on- 
izing  it  at  low  temperature.  During  this  iJrocess  the  moisturj 
and  volatile  matter  are  completely  distilled  off  and  there  re 
mains  in  the  retort  a  residue  composed  of  practically  Pi'^e 
ca)"l)on.  This  resichie  is  then  mixed  wilh  a  suitable  binder 
and  hri(|uel I ed.  In  order  to  render  this  hri<|uette  waterproof 
a  sectind   iieat   IrcalmenI,  or  baking,  is  necessary.     A  iw 
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entirely  satisfactory  in  every  way — waterproof,  capable  of 
resisting  disintegration  when  exposed  to  the  weather,  stand- 
ing rough  handling  without  breaking,  not  emitting  flaming- 
sparks,  and  capable  of  maintainii-^g  its  physical  structure  or 
shape  under  the  action  of  heat  until  completely  consumed — 
has  been  produced  by  such  a  process.  In  order  to  demon- 
strate that  this  process  will  solve  the  problem  in  connection 
w'ith  our  Western  lignites  it  is  advisable  to  erect  a  commer- 
cial plant  capable  of  producing-  one  or  two  hundred  tons  of 
lignite  briquettes  per  day.  Such  a  plant  would  have  to  be 
equipped  in  such  a  manner  as  to  allow  of  a  certain  amount  of 
experimental  work  being  performed,  e.g.,  in  connection  with 
binders. 

I  am  of  the  opinion  that  it  would  require  only  a  compara- 
tively small  amount  of  money,  i.e.,  compared  with  the  im- 
mense value  which  the  solution  of  this  vitally  importan;: 
problem  would  be  to  the  country,  to  successfully  demonstrate 
that  the  lignites  of  the  West  could,  by  means  of  such  a  pro- 
cess, be  converted  into  a  fuel  entirely  satisfactory  for  domes- 
tic and  industrial  purposes. 

The  establishment  of  briquetting  plants  at  strategic 
points  throughout  the  lignite  provinces  of  the  West  would 
very  greatly  help  in  reducing  our  dependency  for  fuels  on 
other  sources.  While  a  domestic  fuel  is,  of  course,  of  first 
importance,  lignite  briquetting  industries  would  prove  also  of 
great  value  to  the  railways  traversing  the  lignite  belts.  It 
would  even  be  within  the  realm  of  possibility  to  economically 
supply  at  least  a  portion  of  the  Province  of  Ontario  with  this 
class  of  fuel. 

The  onlj'  remaining  low-grade  fuel  to  consider  is  peat. 
Peat  Fuel 

The  exploitation  of  our  peat  resources  for  the  manufac- 
ture of  a  fuel  does  not  involve  any  research  work  or  experi- 
mentation. An  economic  process  for  the  manufacture  of  raw 
peat  into  an  excellent  fuel  suitable  for  domestic  and,  to  some 
extent,  industrial  purposes,  is  in  use  to-day,  and  has  been 
employed  for  many  years  in  the  peat-using  countries  of 
Europe.  There  is  a  flourishing  and  extensive  peat  industry 
in  several  of  the  European  countries,  but  in  Canada,  a  coun- 
try possessed  of  magnificent  peat  resources,  and  dependent 
to  so  large  an  extent  on  foreign  supplies  of  coal,  no  peat 
industry  exists.  This  deplorable  state  of  affairs  is  due  to 
misdirected  energy  in  connection  with  the  many  attempts 
made  to  manufacture  a  fuel  from  peat  and  to  a  general  lack 
of  interest  towards  anything  connected  with  "peat"  by  the 
influential  men  of  Canada. 

Whether  or  not  a  particular  natural  substance  shall  be 
exploited  has  usually  been  decided  from  a  "profit"  point  of 
view.  Peat,  not  holding  out  great  prospects  for  fabulous  pro- 
fits, failed  to  attract  the  attention  of  the  large  capitalists  and 
industrial  men.  The  creation  of  a  peat  industry  was,  there- 
fore, left  to  the  mercy  of  a  few  earnest  and  honest  men  with 
insufficient  capital  to  prosecute  an  undertaking  of  this  kind 
to  a  successful  issue,  and  to  a  few  fakirs  and  otherwise  un- 
scrupulous ptonioters,  whose  sole  aim  and  purpose  was  "to 
get  away  with  the  money"  before  being  discovered.  Without 
going  into  detail,  it  will  suffice  to  say  that  several  attempts 
have  been  made,  and  as  many  failures,  with  loss  of  capital 
involved,  have  been  recorded;  but  the  larger  portion  of  the 
capital  lost  could  have  been  saved  and  a  flourishing  peat  in- 
dustry long  ago  established  if  the  promoters  had  been  advised 
by  accredited  engineers  who  understood  their  business.  In- 
stead, however,  of  profiting  by  the  experience  of  European 
investigators — gained  at  great  expense — money  was  expended 
in  developing  and  trying  out  ideas  which  had  long  before 
been  discarded  as  impracticable,  and,  in  many  cases,  impos- 
sible, by  the  investigators  and  engineers  of  the  peat-using 
countries  of  Europe.  Not  until  the  results  of  the  iiu  cstiga- 
tions  conducted  by  the  Mines  Branch  of  the  Department  of 


Mines  concerrjmg  the  economic  methods  employed  for  the 
manufacture  of  peat  fuel  in  European  countries  were  placed 
at  the  (li.;poF;:!  of  the  public  were  men  with  impractical  ideas 
dissuaded  from  interesting  people  in  their  schemes.  Men  of 
this  description  are  still  found  going  from  place  to  place  in  a 
vain  endeavor  to  interest  c:ipital,  but  they  are  rapidly  disap- 
pearing. 

Not  until  the  utilization  of  a  natural  sul^stance  is  forced 
l)y  absolute  necessity  will  the  most  sincere  and  earnest  efforts 
be  put  forth  to  successfully  and  economically  convert  it  into 
a  usable  product.  It  appears  to  me  that  the  time  is  at  hand 
when  necessity  will  decide  that  we  Canadians  utilize  our  peat 
resources,  and  in  the  most  efficient  manner. 

Peat,  in  its  natural  state,  is  generally  associated  with 
about  nine  times  its  weight  of  water.  It  is,  therefore,  evi- 
dent that  1,800  pounds  of  water  must  be  removed  in  order  to 
recover  300  pounds  of  solid  matter.  Moreover,  this  solid  mat- 
ter not  only  represents  the  combustible  substance,  but  also 
the  ash  and  mineral  matter  which  is  associated  with  peat. 

The  separation  of  this  large  quantity  of  water  and  the 
handling  of  so  large  a  quantity  of  raw  peat  substance,  in  order 
to  obtain  a  comparatively  small  quantity  of  combustible 
matter,  represent  the  difficulties  with  which  we  are  con- 
fronted when  an  attempt  is  made  to  manufacture  peat  into 
a  fuel,  on  a  commercial  basis,  and  in  a  thoroughly  economic 
manner. 

The  only  economic  process  in  existence  to-day  is  that 
which  employs  the  forces  of  Nature — the  sun  and  the  wind — 
for  the  removal  of  the  moisture.  The  process  employing  these 
forces  is  called  the  "wet  process,"  and  the  product  obtained 
is  termed  "machine  peat,"  This  is  the  process  which  the 
Mines  Branch,  Department  of  Mines,  demonstrated  at  the 
government  peat  plant  at  Alfred,  Ont. 

We  not  only  have  the  process  for  manufacturing  peat 
fuel,  but  also  sufficient  detailed  information  concerning  peat 
bogs  of  immediate  importance  to  make  a  good  start  in  the 
formation  of  a  peat  industry. 

During  the  period  covering-  the  past  ten  years  the  Mines 
Branch  has  completely  investigated  and  mapped  58  Canadian 
bogs,  all  of  which  are  situated  conveniently  with  respect  to 
inhabited  and  industrial  communities,  and  also  well  situated 
with  respect  to  railway  and  other  transportation  facilities. 
The  investigations  are  conducted  with  a  view  to  determining 
the  principal  and  controlling  characteristics  of  a  bog,  viz.,  its 
area,  depth,  quality  at  different  depths,  quantity  in  tons,  and, 
in  general,  its  suitability  for  any  particular  purpose.  The 
area  examined  in  detail  comprises  170,000  acres,  and  repre- 
sents a  quantity  of  standard  peat  fuel,  i.e.,  fuel  containing-  2d 
per  cent,  moisture,  estimated  at  120,000,000  tons.  Seven  bogs 
conveniently  situated  with  respect  to  Toronto  could  supply 
that  city  with  2(),.")00,'000  tons  of  fuel,  and  seven  bogs  in  easy 
reach  of  Montreal  could  supply  3.'!, 500,000  tons  of  fuel.  Ex- 
cellent bogs  are,  likewise,  conveniently  situated  with  respect 
to  thickly  inhabited  communities  in  Nova  Scotia,  New  Bruns- 
wick, and  other  parts  of  Canada.  This  completes  our  in- 
ventory of  the  solid  fuels.  In  regard  to  oil  we  are  not  so 
favorably  situated. 

Economic  Utilization  of  Our  Fuels 

I  desire  now  to  deal  with  the  methods  to  be  employed 
for  the  utilization  of  fuels  in  general,  in  order  to  convert  the 
maximum  of  their  heat  energy  into  usable  forms  of  energy, 
and  to  recover  the-  maximum  of  the  valuable  chemical  com- 
pounds which  can  be  obtained  from  the  solid  fuels. 

All  of  the  solid  fuels  contain  the  element  nitrogen,  some 
to  a  very  large  extent,  and  this  is  the  basic  element  of  a  most 
important  chemical  compound — amnionium  sulphate.  In  nor- 
n-ial  times  this  substance  is  used  \cry  extensively  for  agri- 
cultural purposes,  in  order  to  restore  to  the  exhausted  wheat 
fields   and   other  agricultural   lands    tiie   essential  nitrogen 
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which  has  been  removed,  almost  to  exhaustion  in  certain  in- 
stances, by  the  repeated  raising  of  the  same  crops. 

The  necessity  for  employing-  such  a  fertilizer  on  our 
Western  wheat  fields  may  not  be  apparent  to  everyone,  be- 
cause of  the  large  increase  in  our-  wheat  production  from 
year  to  year.  This  is  directly  due  to  the  large  crops  realized 
from  the  new,  virgin  fields  which  are  put  under  cultivation 
each  year.  The  average  yield  per  acre  of  the  older  wheat 
fields,  however,  is  rapidly  decreasing,  and  if  their  production 
is  to  be  maintained  or  increased,  an  artificial  fertilizer  will 
have  to  be  employed. 

This  fertilizer  is,  however,  in  great  demand  in  other 
countries,  and  its  recovery  in  Canada  and  sale  to  other  coun- 
tries would,  in  many  cases,  prove  to  be  a  profitable  venture. 

The  solid  fuels  are  burned  on  a  large  and  continually 
increasing  scale  for  the  production  of  power,  town  or  retort 
gas,  for  the  manufacture  of  metallurgical  coke,  and  for  gen- 
eral heating  purposes. 

By-Product  Coke  Ovens  Receiving  Greater  Use 

The  employment  of  the  by-product  recovery  coke  oven 
for  the  manufacture  of  metallurgical  coke  is  taking  place  on 
a  large  and  rapidly  increasing  scale  in  the  United  States,  and 
Canada  is  now  employing  such  ovens  to  a  considerable  ex- 
tent. The  manufacture  of  coke  in  by-product  ovens  is 
attended  with  the  recovery  of  ammonia  and  the  oils  previ- 
ously referred  to.  The  entire  quantity  of  coal  used  for  coke 
and  gas-making  sliould  be  utilized  according  to  this  method. 

Power,  other  than  hydro-electric,  can  be  produced  from 
the  solid  fuels  in  two  principal  ways — through  the  media  of, 
first,  the  steam  generator  and  steam  engine;  second,  the  gas 
producer  and  gas  engine. 

When  the  energy  of  coal  is  converted  into  useful  work 
by  the  first  method  all  valuable  by-products  are  forever  lost. 
When  the  second  method  is  employed,  and  the  producer  is 
of  the  by-product-recovery  type,  it  is  possible  to  realize  a 
maximum  reco\'ery  of  the  nitrogen  content  of  the  fuel.  The 
thermal  efficiency  obtainable  with  tlie  latter  is  also  consider- 
ably higher  than  can  be  realized  with  the  steam  power  plant. 

The  producer  gas  by-product  recovery  plant  is  eminently 
suitable  for  the  production  of  a  power  and  industrial  gas,  and 
the  field  of  its  application  might  be  extended  to  include  the 
supply  of  gas  for  certain  domestic  purposes,  e.g.,  general 
heating.  Such  a  gas  possesses  the  advantage  of  low  cost,  in- 
as  much  as  the  plant  can  be  situated  at  or  near  the  source  of 
fuel.  Moreover,  the  cost  of  operating  the  plant  can  be  appre- 
ciably reduced  through  the  sale  of  the  by-products,  and  this 
results  in  a  further  reduction  of  the  cost  of  the  gas  per  1,000 
cubic  feet,  if  the  production  of  gas  is  the  main  purpose. 

We,  however,  possess  sources  of  fuels  especially  high  in 
nitrogen,  viz.,  the  peat  bogs.  The  average  nitrogen  content 
of  all  the  peat  bogs  so  far  examined  is  high,  but  there  are  a 
few  notable  peat  bogs  of  large  extent,  containing  fuel  of  ex- 
cellent quality,  in  which  the  nitrogen  content  is  very  high. 
Tile  fuel  of  such  bogs  should  unquestionably  be  utilized  in 
by-product  recovery  producer  gas  plants,  for  the  production 
of  power  or  a  power,  industrial,  and  domestic  gas.  The  bogs 
referred  to  and  described  in  detail  in  Mines  Branch  Report 
299  are  favoral)ly  situated  with  regard  to  populated  communi- 
ties and  industrial  centres. 

Some  of  our  fuels  are  especially  valuable  for  purposes 
for  which  no  other  fuel  can  be  substituted.  This  is  especially 
the  case  in  the  coking  variety  of  bituminous  coals,  and  these 
fuels,  at  the  present  time,  are  being  used  indiscriniinately  for 
alj  purposes,  notwithstanding  the  fact  that  the  coking  coals 
are  invalual)le  for  many  metallurgical  purposes  and  cannot 
be  rei)laced,  by  any  means  known  to-day,  with  non-coking 
coal.  A  coking  coal  sliould,  therefore,  never  be  used  for  any 
purpose  for  which  a  non-coking  coal  will  be  entirely  suitable. 

The  quantity  of  coke-  produced  in  Canada  to-day  is  small. 


and  the  necessity  for  conserving  this  class  of  coal  may  not 
be  apparent.  The  great  demand,  however,  for  metallurgical 
coke  in  the  United  States  and  the  probable  depletion  in  the 
not  far  distant  future  of  the  supplies  of  this  fuel  in  that  coun- 
try will,  in  time,  make  our  deposits  of  coking  coal  of  special 
value.  When  that  time  arrives,  we  shall  have  an  excellent 
commodity  for  purposes  of  barter,  if  we  now  take  steps  to 
conserve  our  supplies. 

The  problems  associated  with  the  distribution  of  fuel  to 
the  various  parts  of  Canada  are  somewhat  complicated,  owing 
to  the  distribution  of  its  population.  In  order  to  supply  heat 
and  power  in  the  most  economical  manner  and  at  the  lowest 
cost  to  a  population  so  widely  scattered  the  most  rigid  econo- 
my must  be  installed.  The  added  cost  to  a  fuel  consequent 
on  large  rail  haulage  and  local  distribution  can  be  very 
materially  reduced  by  centralizing  heating  and  power  plants. 

The  populated  sections  of  the  country  should  be  carefully 
studied  with  a  view  to  its  logical  division  into  sections,  each 
of  which  could  be  economically  supplied  with  heat  and  power 
by  one  central  heating  or  power  plant.  If  this  were  carefully 
followed  out,  very  marked  economy  would  result  in  both  the 
use  of  the  fuel  and  its  cost  to  consumer.  The  difficulties 
entailed  in  the  distribution  of  the  required  fuel  for  such  com- 
munities would,  at  the  same  time,  be  very  largely  overcome. 

Many  of  our  industrial  plants  have  been  located  without 
any  regard  to  the  source  of  power  or  fuel  on  which  they 
depend.  Such  industries,  wherever  it  is  possible  to  do  so, 
should  be  moved  to  a  locality  which  can  be  economically 
served  with  hydro-electric  energy  or  electric  energy  gener- 
ated in  a  large  central  plant,  and  industrial  sites  in  general 
should  be  set  aside  for  the  location  of  all  future  industries. 

Must  Practise  Conservation 

It  is  evident  that  our  fuels  cannot  be  used  indiscrimin- 
ately and  without  the  exercise  of  some  degree  of  intelligence. 
We  must  not  only  meet  all  our  own  fuel  requiremnts  and 
place  the  people  of  this  country  in  such  a  position  that  they 
will  not  need  to  worry  about  a  possible  coal  famine,  but  we 
must,  at  the  same  time,  utilize  our  fuels  in  the  most- advan- 
tageous and  economic  manner.  Great  as  our  fuel  sources 
are,  we  must  practise  conservation.  Only  by  doing  this  do 
nations  become  strong  and  powerful. 

The  fuel  situation  of  Canada,  as  I  view  it,  is  not  a  gloomj' 
or  discouraging  one,  for  we  are  endowed  with  fuel  deposits 
on  a  magnificent  scale.  All  that  is  necessary  now  is  that 
their  proper  exploitation  and  economic  use  be  assured. 

It  will,  therefore,  be  the  duty  of  the  engineering  societies 
represented  by  your  society  and  others  to  produce  the  neces- 
sary and  unremitting-  pressure  upon  the  proper  authorities  to 
give  effect  to  your  recommendations  for  the  betterment  of 
our  fuel  situation,  so  that  Canada  may  be,  for  years  to  come, 
relieved  from  the  ever-recurring  anxiety  of  where  the  next 
year's  fuel  supply  is  to  come  from. 

You  can  readily  understand  that  the  task  before  you,  as 
engineers,  is  a  difficult  one,  but  one  of  the  greatest  possible 
importance,  for  the  habitability  of  certain  now  populated 
sections  of  Canada  depend  upon  the  success  of  your  efforts. 

Discussion 

The  paper  was  followed  by  a  very  spirited  discussion, 
whicli  was  particularly  timely  in  view  of  the  general  fuel 
situation  on  the  continent. 

Mr.  A.  H.  Harkness  thought  the  paper  was  an  admirable 
one.  He  recalled  the  use  of  peat  briquettes  in  locomotives 
and  its  great  utility  in  the  locomotives  of  those  days.  The 
(juestion  of  by-products  was  very  pressing,  and  he  strongly 
ad\'ocated  the  installation  of  necessary  power  plants  at  the 
Source  of  fuel. 

Mr.  R.  A.  Koss  reminded  tlie  memliers  of  Ihe  world-wide 
scarcity  of  fuel,  and  said  that  generally  the  public  did  not 
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realize  liovv  civilization  depended  upon  encr.iiy.  <  )nly  10  per 
cent,  of  the  cyal  used  in  -the  United  States  and  ^'^  per  cent, 
in  Canada  was  for  domestic  purposes,  and  the  rest  was  for 
power  production.  We  ought  to  very  seriously  c(jnsider 
Canadian  resources  of  energy,  not  only  from  coal,  hut  also 
from  water-powers.  Mr.  Ross  then  outlined,  on  a  map,  the 
resources  of  power,  geographically  considered,  and  also  the 
points  of  distribution.  Apart  from  districts  in  the  West 
served  by  the  West  and  districts  in  the  East  served  by  the 
East,  there  was  an  area  of  1,500  miles  dependent  upon  United 
States  coal.  His  own  idea  was  that  each  area  ought  to  be 
considered  by  itself,  having  regard  to  the  supplies  of  power, 
either  in  the  form  of  coal  or  of  water-power,  or  in  combina- 
tion. It  was  a  question  of  engineering.  Up  to  the  present 
the  way  in  which  matters  had  been  dealt  with  resulted  in 
simple  chaos;  it  was  a  mere  patchwork.  The  Dominion  Gov- 
ernment had  alienated  water-powers  and  coal  fields,  and  the 
provincial  governments  had  done  the  same.  The  various 
governments  had  a  mass  of  information  on  this  subject,  em- 
balmed in  green  covers  and  put  on  the  shelves.  It  was  up  to 
the  society  to  help  the  government  in  the  matter  and  also  to 
help  themselves. 

Utilizing  Western  Lignite  Resources 

Mr.  Ross  then  referred  to  the  efforts  of  the  Advisory 
Council  for  Scientific  and.  Industrial  Research  in  the  direction 
of  utilizing  the  lignite  resources  of  Saskatchewan.  The 
proposal  was  for  the  federal  government  to  instal  a  plant 
with  a  view  to  converting  lignite  into  briquettes  on  a  com- 
mercial basis  for  domestic  fuel;  but  so  far  the  government 
had  not  done  anything  in  the  way  of  financial  assistance.  In 
this  connection  he  drew  attention  to  Mr.  Haanel's  address, 
in  which  the  engineering  societies  weie  advised  to  bring  un- 
remitting pressure  on  the  p.roper  authorities.  There  was,  in- 
deed, urgent  necessity  for  action  to  stir  up  the  authorities. 
How  could  it  be  done?  He  suggested  the  appointment  of  a 
ministry  of  power  and  fuels,  who  could  take  up  the  problem, 
having  the  necessary  administrative  and  executive  powers, 
or  the  situation  might  be  dealt  with  by  a  combined  commis- 
sion of  the  federal  and  provincial  governments.  But  the 
society  should  get  action,  as  the  time  was  now  ripe  for  it. 

Mr.  Francis  moved,  and  Mr.  E.  Marceau  seconded, 
"that  this  meeting  recommends  to  the  council  the  appoint- 
ment of  a  committee  to  make  representations  to  the  govern- 
ment regarding  the  advantages  and  benefits  of  a  proper  and 
systematic  development  of  our  fuel  resources  in  conjunction 
with  the  development  of  new  water-powers,  to  the  end  that 
the  most  advantageous  combined  use  may  be  made  of  these 
natural  resources  of  Canada." 

Mr.  J.  B.  Challies  related  the  steps  taken  by  the  Do- 
minion Government  which  resulted  in  the  map  used  by  Mr. 
Ross  being  prepared.  The  water-power  situation,  he  was 
afraid,  was  not  properly  appreciated  by  members  of  the 
society.  The  federal  government  controlled  the  water-pow- 
ers in  the  West,  while  the  provincial  governments  controlled 
those  in  the  East,  and  the  former  had  now  under  considera- 
tion the  question  of  co-ordinating  the  various  powers  and 
placing  under  one  head  various  administrative  organizations. 

Col.  W.  P.  Anderson  observed  that  the  question  was 
really  financial,  while  the  sul^ject  of  distribution  of  fuel  must 
not  be  overlooked. 

Mr.  White  prophesied  that  unless  the  war  were  speedily 
ended  the  fuel  position  in  Canada  next  winter  would  be  very 
grave.  He  told  of  the  steps  taken  by  the  Conservation  Com- 
mission to  obtain  in  Ontario  an  ample  supply  of  wood  for 
next  year. 

General  Sir  A.  Bertram  spoke  of  the  difficulty  of  getting 
government  officials  to  move  in  the  matter,  and  Mr.  W.  J. 
Dick  gave  details  of  the  location  of  fuel  in  Canada,  and  also 
referred  to  the  use  of  peat  and  powdered  coal. 


(    V     \<  I'.CC  )  k  \) 

Replying  to  a  su'-gcstioii  l)y  Mr.  Kerry,  that  the  com- 
mittee should  confine  its  work  to  the  technical  side,  Mr.  Ross 
declared  that  the  committee  should  deal  with  the  question  in 
a  broafl  spirit. 

'J'he  discussion  was  continued  in  the  afternoon  by  Mr. 
Vau.ghan,  who  was  of  opinion  that  no  good  could  be  accom- 
plished unless  the  committee  made  definite  proposals  to  the 
government.  He  was  sceptical  as  to  whether  business  men 
would  take  up  the  development  of  lignite  on  results  based  on 
a  government  experimental  plant.  If  the  government  under- 
took the  control  of  the  business  it  would  be  a  reversal  of  the 
general  policy  of  allowing  private  enterprise  to  exi)loit  such 
resources. 

Mr..  Ross  was  not  satisfied  with  the  fuel  position  to-day, 
and  he  was  afraid  it  would  become  worse,  forcing  the  govern- 
ment to  action.  It  was  not  possible  to  get  private  interests  tr. 
put  money  into,  say,  a  lignite  industry  while  it  was  in  the 
laboratory  stage..  He  did  ask  for  the  backing  of  the  technica'. 
men  of  Canada  in  order  to  tackle  this  question. 

Mr.  Francis  remarked  that  the  appointment  of  the  com- 
mittee was  to  study  the  subject,  which  was  really  one  of  engi- 
neering. It  was  a  question  of  economics,  and  economics  were 
part  of  engineering  practice. 

Mr.  Jamieson  and  Mr.  Motley  also  spoke,  the  latter  relat- 
ing his  experience  of  heating  his  home  with  electricity. 

The  motion  was  carried. 


Manufacture  of  Steel  from  Sudbury  Ores 
Reported  to  G.  S.  G.  E. 

Lieut. -Col.  R.  W.  Leonard  read  a  report  descriptive  of 
some  tests  carried  out  at  the  plant  of  the  Canada  Cement 
Company,  Montreal,  on  a  process  for  making  steel  direct  from 
Sudbury  ores.  Col.  Leonard  also  described  the  process  of 
making  the  steel  (in  which  the  Nickel-Copper  Steel  Corpora- 
tion is  interested),  and  stated  that  a  high-grade  alloy  steel 
was  being  made  from  ores  containing  iron,  nickel,  and  copper. 
The  report  claimed  certain  advantages  for  the  steel,  one 
being  that  it  was  practically  entirely  made  from  Canadian 
materials.  It  had  passed  certain  British  Government  tests, 
and  was  also  being  used  commercially  to  a  limited  degree. 


Officers  of  Quebec  Association  of  Architects 

The  Province  of  Quebec  Association  of  Architects 
held  their  annual  meeting  at  Quebec  on  January  19th, 
when  the  following  officers  were  elected :  President, 
Mr.  J.  A.  Monette ;  first  vice-president,  Mr.  J.  A.  Le- 
Bon;  second  vice-president,  Mr.  D.  Norman  McVicar ; 
secretary,  Mr.  J.  Emile  Vanier  ;  treasurer,  Mr.  D.  M. 
Miller.  The  following  members  of  the  Council  were 
also  elected  for  the  present  year:  Messrs.  U.  J.  Asse- 
lin,  A.  Beaugrand-Champagne,  Herbert  Raine,  G.  R. 
Macdonald,  and  L.  A.  Auger.  The  reports  of  the  Coun- 
cil and  of  the  treasurer  were  read  and  approved. 

A  special  committee  was  appointed  to  meet  a  dele- 
gation from  the  Board  of  Control,  of  Montreal,  to  dis- 
cuss, at  the  request  of  the  latter  body,  various  matters 
of  mutual  interest.  A  special  delegation  was  also  ap- 
pointed to  interview  the  city  of  Montreal  Legislative 
Committee,  with  a  view  to  passing  and  putting  into 
force  the  draft  of  the  new  buildings  by-laws  which  has 
been  for  a  long  period  in  abeyance. 


The  regular  meeting  of  the  Manitoba  branch  of 
the  Canadian  Society  of  Civil  Engineers  was  held  in 
the  engineering  building  of  the  University  of  Manitoba 
on  January  21.  An  interesting  paper  was  read  bv 
Mr.  J.  F.  Greene  on  the  durability  of  concrete  in 
prairie  soils. 
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Rattler  Tests  for  Shallow  Paving  Brick 

What  AUawance  Must  Be  Made  in  Rattler  Requirements 
To,  Correctly    Gauge    Quality    of    Three-Inch  Blocks? 


IT  is  very  important  to  have  a  definite,  universally 
accepted  method  of  testing  any  paving'  material. 
Paving  engineers  in  their  specifications  call  for  a 
certain  grade  of  material — one  designed  to  with- 
stand expected  conditions  of  traffic  and  loading- — and 
it  is  necessary  that  they  have  some  standard  method  of 
determining-  if  they  are  obtaining  what  they  call  for 
and  that  for  which  the  taxpayers  spend  their  money. 
In  a  paper  presented  before  the  American  Association 
for  the  Advancement  of  Science,  William  C.  Perkins, 
chief  engineer  of  the  Dunn  Wire-Cut  Lug  IJirick  Com- 
pany, discusses  the  rattler  test  as  aj^plied  to  paving- 
brick,  with  particular  reference  to  the  needs  of  some 
adjustment  of  the  test  regulations  as  to  apply  more 
correctly  to  3  in.  brick.    The  paper  follows : 

Man}'  methods  have  been  devised  foi"  the  testing  of 
paving  brick.  Tests  formerly  employed,  as,  for  in- 
stance, for  specific  gravity,  crushing  strength,  percent- 
age of  absorption,  etc.,  have  been  practically  aban- 
doned. 

The  main  test  now  is  for  abrasion  and  impact,  and 
it  is  generally  called  the  "rattler"  test.  This  exceeds 
in  importance  all  other  tests  combined ;  in  fact,  if  a 
paving  brick  passes  a  satisfactory  rattler  test,  it  should 
be  able  to  pass  any  and  all  of  the  other  tests. 

The  present  standard  rattler  is  a  development  of  the 
old  foundry  rattler,  and  in  the  old  days  the  bricks  and 
scrap  iron  were  tumbled  in  a  revolving  barrel,  such  as 
is  found  in  many  foundries,  and  thus,  in  a  crude  way, 
was  obtained  a  comparison  of  different  makes  of  pav- 
ing brick. 

Standardized  Rattler 

The  first  attempt  to  standardize  the  rattler  was 
made  by  Professor  Ira  C.  Baker,  about  1890.  Later 
Professor  Edward  Orton,  Jr.,  in  conjunction  with  the 
National  P)rick  Manufacturers'  Association,  made  a 
series  of  experiments,  and,  as  the  result  of  these  experi- 
ments, a  standard  method  of  testing  paving  brick  by 
the  rattler  was  adopted  in  1897.  This  was  only  a  be- 
ginning, and  further  experiments  were  made  by  Pro- 
fessor Talbot  of  the  University  of  Illinois,  principally 
along  the  lines  of  the  composition  and  shape  of  the 
abrasive  charge.  In  1901  the  National  Brick  Manu- 
facturers' Association  recommended  the  adoption  of  a 
standard  rattler,  using  an  abrasive  charge  of  300 
pounds  of  ordinary  machinery  cast  iron.  This  charge 
consisted  of  225  pounds  oi  V/i  inch  cubes,  with  square 
corners  and  edges,  each  weighing  about  seven-eighths 
of  a  pound,  and  75  pounds  of  rectangular  prisms,  2]/^ 
inches  square  by  inches  long,  with  their  edges 
rounded,  weighing  about  7j/^  pounds  each.  A  standard 
method  of  making  the  test  and  standard  methods  of 
calculating  the  results  and  making  the  records  were 
devised,  and  this  rattler  was  generally  adopted  by  pav- 
ing engineers. 

While  this  rattler  gave  fairly  good  results,  it  was 
Observed  that  its  efficiency  was  impaired  and  variable 
results  were  caused  ])y  seemingly  unimportant  details, 
such  as  the  condition  and  stiffness  of  the  staves  of  the 
barrel,  the  chemical  composition  of  the  cast  iron  of  the 
abrasive  charge,  the  number  of  times  the  rattle  was 


used  without  changing  the  staves  or  the  abrasive 
charge,  the  number  of  rotations  of  the  rattler,  and  the 
method  of  driving  it,  etc.  Efforts  were  made  to  cor- 
rect these  variations,  and  in  1910-11  the  National  Pav- 
ing Brick  Manufacturers'  Association  and  Professor 
Edward  Orton,  Jr.,  made  another  extended  series  of 
tests  and  devised  specifications,  which  gave  in  much 
detail  the  method  of  construction  of  the  rattler,  the 
method  of  driving  it,  the  shape,  size,  weight,  and  chem- 
ical composition  of  the  abrasive  charge,  the  manner  of 
operating  the  test,  etc.,  and  in  1915  these  specifications 
were  adopted  by  the  American  Society  of  Testing  Ma- 
terials, and  they  have  been  widely  used  by  engineers 
as  the  standard  method  of  testing  paving  brick. 

Abrasive  Charge  Comprises  Cast  Iron  Spheres 

These  specifications  made  several  radical  changes 
from  the  old  rattler,  notably  in  the  abrasive  charge. 
The  shape  of  the  charge  was  changed  from  cubes  and 
prisms  to  cast  iron  spheres  of  two  sizes,  of  which  the 
collective  weight  was  specified  as  300  pounds.  This 
charge  was  to  be  made  up  of  ten  cast  iron  spheres  3;?/4 
inches  in  diameter  and  weighing  about  7^/4  pounds  . 
each,  and  from  245  to  260  small  spheres  1%  inches  in 
diameter  and  weighing  about  0.95  pounds  each.  The 
chemical  composition  of  the  cast  iron  in  these  spheres 
was  also  defined  within  certain  limits. 

Paving  bricks  of  the  same  burn  tested  with  spheres 
in  the  new  rattler  show  a  differential  of  about  4  per 
cent,  over  the  test  in  the  old  rattler  in  which  cubes 
were  used.  In  other  words,  the  new  rattler  with 
spheres  is  more  severe  (but  at  the  same  time  more  uni- 
form) than  the  old  rattler  with  cubes.  Paving  engi- 
neers should  remember  this  in  designating  their  per-  ' 
missible  limit  of  loss.  Specifications  which  under  the 
old  rattler  called  for  an  18  per  cent,  brick  should  now 
call  for  a  22  per  cent,  brick  if  tested  on  the  new  rattler. 

Ten  Bricks  in  Charge 

The  specifications  for  the  brick  charge  call  for  ten 
bricks  of  the  so-called  "block-size,"  and  also  state  that 
when  bricks  of  larger  or  smaller  sizes  than  the  dimen- 
sion given  for  '''blocks"  are  to  be  tested,  the  same  num- 
ber of  bricks  per  charge  should  be  used,  but  allowance 
for  the  difference  in  size  should  ])e  made  in  setting  the 
limits  for  the  rattler  loss. 

The  first  paving  bricks  made  were  of  the  common 
])nick  size,  2^/2  inches  wide,  8><  inches  long,  and  4 
inches  in  depth.    Later   these   dimensions   were  in- 
creased to  the  "block  size,"  but  no  standard  block  size,' 
was  adopted — the  dimensions  falling  between  8  and  9? 
inches  in  length,  3  and  3^,  inches  in  width  and  3;>4  andv 
4j4  inches  in  depth.      Paving  engineers  asked  for  a-, 
standard  size,  but  the  manufacturers  claimed  that  it,'; 
was  im]-)ossible  to  standardize  a  paving  brick.  How-|' 
e\  cr,  their  claim  has  l)een  disproved,  and  the  manufac-' 
turers  are  now  making  brick  of  a  standard  size,  3^2' 
inches  wide  excluding  lugs,  8^  inches  long,  and  4 
inches  in  depth,  and  laying  in  the  pavement  40  bricks 
to  the  square  yard.   The  American  Society  of  Munici- 
pal Improvements,  at  their  meeting  in  1916,  eliminated 
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tlie  brick  size  ivnm  their  spcoiricati<.)ns  and  changed  tlie 
word  "block"  to  "brick,"  calhny  for  a  standard  paving 
I)rick  33/3  inclies  in  width,  4  inclies  in  depth,  and 
inches  in  lengtli,  with  certain  small  variations  from 
these  daniensions. 

Three-Inch  Bricks  Now  Used 

Since  the  use  of  monolithic  and  cement-sand  bed 
construction  there  has  been  a  demand  from  the  engi- 
neers for  a  brick  3  inches  in  depth,  but  of  the  same 
surface  measurement  as  the  standard  brick.  It  is 
claimed  that  a  brick  3  inches  in  depth,  laid  in  a  cement- 
-and  bed  or  directly  in  the  green  concrete,  will  give  a 
.stronger  pavement  than  a  brick  4  inches  in  depth  laid 
un  the  plain  sand  cushion. 

Many  articles  on  this  subject  have  appeared  in  the 
engineering  papers,  and  there  is  no  cjuestion  but  that  a 
l)rick  3  inches  in  depth  is  both  economical  and  durable, 
and  manufacturers  of  paving  brick  are  ready  to  meet 
the  demand  for  a  brick  of  this  depth  where  such  is 
specified. 

Now,  the  problem  is,  what  allowance  or  differential 
shall  be  given  to  a  brick  3  inches  in  depth?  The  speci- 
fications for  the  rattler  test  distinctly  state  that  some 
allowance  must  be  given  when  bricks  of  other  dimen- 
sion than  the  standard  are  tested.  Several  authorities 
have  given  an  arbitrary  allowance ;  others  have  tested 
12  and  13  bricks,  but  as  yet  no  standard  allowance  has 
l)een  determined.  The  practical  testing  of  3-inch  brick 
gives  no  authentic  data.  Some  3-inch  bricks  have  test- 
ed as  well  as  the  4-.inch  brick  of  the  same  make,  and 
others  have  run  poorer.  There  is  no  doubt  that  the 
liability  of  a  3-inch'  brick  breaking  in  the  rattler  is 
greater  than  that  of  the  4-inch  brick,  and  when  this 
happens  of  course  there  are  more  edges  under  abra- 
sion. 

Two  Factors  Control  Result 

In  the  testing-  of  brick  in  the  rattler  the  two  essen- 
tials in  determining  the  result   of  the  test   are  the 
weight  of  the  brick  and  the  number  of  lineal  inches  of 
edges  which  are  under  abrasion,  as  the  loss  in  the  rat- 
tler is  mainly  due  to  the  edges  being  worn  or  broken 
of¥.   This  loss  varies  with  the  form  of  the  edge  or  cor- 
ner of  the  brick.    If  a  brick  has  square  edges  it  will 
lose  more  in  the  rattler  than  one  having  rounded  edges. 
This  variation  is  especially  true  during  the  first  600 
revolutions  of  the  rattler.    Some  paving  engineers  re- 
jCOgnize  this  variation,  and  allow  a  dift'erential  of  from 
;11  to  2  per  cent,  in  testing  a  standard  wdre-cut  lug  brick. 
(I     A  standard  4-inch  brick  (3j4  in.  x  8^  in.  x  4  in.) 
'has  64  lineal  inches  of  edges,  while  a  standard  3-inch 
brick  (3J/2  in.  x  8^  in.  x  3  in.)  has  60  lineal  inches  of 
t  dge,  or  634  per  cent.  less.    Upon  an  examination  of 
;he  bats  of  3-inch  and  4-inch  brick  after  they  have  been 
rattled  the  centre  one  inch  of  the  4-inch  bat  shows 
very  little  loss  except  at  the  edges.    In  other  words, 
the  bats  shows  that  the  3-inch  and  4-inch  brick  will 
li  ise  very  nearly  the  same  weight  of  material,  the  3-incii 
'ick  possibly  losing  6^4  per  cent,  less  material,  on 
count  of  the  abrasion  on  the  edges  of  the  middle  inch 
1  the  4-inch  brick.    Therefore,  in  comparing  the  two 
iricks  we  will  not  consider  the  square  inches  of  sur- 
face under  abrasion,  as  undoubtedly  there  is  very  little 
variation  in  loss  due  to  surface  abrasion. 

Therefore,  the  two  determining  factors  in  the  rat- 
tler test  are  the  weight  of  the  brick  and  the  number  of 
lineal  inches  under  abrasion. 

Permissible  Loss  in  3-inch  Brick 

Let  us  assume  that  the  specifications  call  for  a  22 
per  cent,  loss  for  a  4-inch  brick.   Then  our  factors  are : 


(aj  'J'en  4-in.  bricks  weigh  100  pounds  and  liaviiig  640 
lineal  inches  of  edges;  (b)  ten  3-in.  bricks  weigh  75 
pounds  and  having  600  lineal  inches  cjf  edges. 

By  compound  ]jroportion,  remembering  that,  the 
heavier  the  brick  the  better  the  test,  and  the  more 
lineal  inches  of  edges  the  poorer  the  test,  we  have; 

::  22  :  X 

G40  :  600 

Solving  this  proportion,  wc  find  X  equals  27>4  per 
cent.,  which  would  be  the  theoretical  permissible  loss 
of  a  3-inch  brick  under  a  22  per  cent,  specification  for  a 
4-inch  brick. 

This  can  be  checked  by  putting  in  the  rattler  100 
pounds  of  3-inch  bricks  and  eliminating  the  weight 
factor,  thus:  (a)  Ten  4-in.  bricks  weighing  100  pounds 
and  having  640  lineal  inches  of  edges;  (b)  thirteen  and 
one-third  3-in.  bricks  weighing  100  pounds  and  hav- 
ing 800  lineal  inches  of  edges.  The  proposition  would 
then  be : 

600  :  800  ::  22  :  X 

Solving  for  X,  we  find  27jE4  per  cent,  the  same  as  in 
the  first  proposition. 

The  City  of  Baltimore  has  used  a  considerable  num- 
ber of  3-inch  brick,  and  below  is  submitted  a  report 
made  by  Frank  A.  Duncan,  principal  assistant  engi- 
neer to  Major  R.  Keith  Compton,  chairman  of  the 
Paving  Commission : 

'T  beg  to  submit  herewith  my  investigation  as  to 
the  allowance  that  should  be  made  in  testing  the  pav- 
ing bricks  3  inches  in  depth    .    .    . : 

"In  order  to  determine  this,  I  took  a  standard  — - — 
brick,  which  is  3><  inches  wide,  4  inches  deep,  and  8^ 
inches  long,  getting  its  cubical  contents  and  its  weight, 
and  then  selecting  a  tested  brick  showing  a  uni- 
form loss,  and  which  I  found  to  be  18  per  cent.  My 
idea  was  to  determine  the  loss  of  the  one-inch  in 
depth  which  is  eliminated  when  we  test  a  3-inch  brick. 
This  1-inch  strip  must  be  considered  as  coming  out  of 
the  centre  of  the  4-inch  brick.  This  is  so  because  the 
wearing  on  the  corners  and  edges  are  similar  in  a  4- 
inch  and  3-inch  brick.  I  found  that  the  loss  of  the  1- 
inch  strip  when  tested  in  the  4-inch  brick  was  7.3  per 
cent,  of  its  own  volume.  The  total  brick  is  represented 
as  100  per  cent,  and  the  1-inch  strip  as  25  per  cent,  of 
the  total  volume  of  the  brick.  Therefore,  a  loss  of  7.3 
per  cent,  on  25  per  cent,  of  the  brick  is  equal  to  a  pro- 
portionate loss  of  1.8  per  cent,  on  100  per  cent.,  or  the 
brick  itself;  and  the  total  loss  on  the  brick  being  18 
per  cent.,  1.8  per  cent,  would  be  10  per  cent,  of  the 
total  loss.  In  other  words,  the  1-inch  strip  would  lose 
10  per  cent,  of  the  total  loss  of  the  whole  brick." 

This  investigation  considers  the  surface  abrasion 
on  the  middle  inch,  as  well  as  the  abrasion  of  the  edges, 
and  Mr.  Duncan  states  in  this  instance  it  was  10  per 
cent,  of  the  total  loss.  This  is  an  inviting-  field  for 
further  investigation. 

Specify  Loss  in  Pounds 

Let  us  assume  that  ten  4-inch  brick  lose  22  pounds 
in  weight  when  rattled,  and  if  they  weigh  100  pounds, 
this  would  be  a  22  per  cent.  loss.  Now,  if  the  middle 
inch  loses  10  per  cent,  of  the  total  loss,  then,  theoreti- 
cally, ten  3-inch  bricks  should  lose  19.8  pounds  in 
weight  when  rattled ;  but  as  these  brick  only  weigh  75 
pounds,  this  would  mean  a  26.4  per  cent,  loss,  although 
in  reality  they  lost  less  weight  of  material  than  did  the 
ten  4-inch  brick.  It  is,  therefore,  offered  for  the  con- 
sideration of  engineers  that,  instead  of  spccifjang  in 
"per  cent,  of  loss,"  they  specify  the  maximum  amount 
of  "loss  in  pounds"  which  ten  bricks  shall  lose  in  the 
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rattler.  This  wotild  eliminate  the  element  of  weight, 
and  the  rattler  test  as  written  in  the  specifications 
would  apply  to  all  depths  of  standard  brick  (3><  inches 
wide  X  inches  long),  no  matter  whether  the  bricks 
are  5  inches.  4  inches,  or  3  inches  in  depth. 

In  the  testing-  of  brick  the  large  spheres  used  in  the 
abrasive  charge  weigh  TYi  pounds  each,  and  are 
heavier  than  the  average  weight  of  the  individual  3- 
inch  brick.  When  the  rattler  was  originally  designed 
the  large  shots  were  supposed  to  imitate  the  impact 
due  to  horses  hoofs  and  the  bumping  of  wagon  wheels. 
TrafBc  conditions  have  changed  to  some  degree,  and 
the  determination  of  impact  is  not  as  important  as 
formerly.  Some  engineers  believe  that  the  use  of  large 
spheres  are  detrimental  in  the  rattler,  .as  results  may 
be  obtained  which  are  accidental;  for  instance,  if  a 
brick  becomes  bridged  in  the  rattler  and  is  struck  in 
the  centre  with  a  large  shot,  the  briok  is  liable  to  break, 
although  there  may  be  no  structural  weakness.  Every 
broken  brick  adds  more  edges  under  abrasion  and 
causes  a  variation  in  the  test.  Would  we  not  obtain 
a  more  uniform  test  if  we  replaced  the  volume  of  large 
spheres  by  75  pounds  of  the  small  spheres,  thus  using 
the  same  weight  of  charges,  300  pounds,  for  testing, 
but  all  small  spheres? 

What  Size  of  Spheres? 

In  April,  1916,  the  Bureau  of  Tests  of  the  State 
Highway  Department  of  New  York  made  a  series  of 
tests  on  wire-cut  lug  brick,  using  the  (1)  standard 
charge,  (2)  using  300  pounds  of  small  shot  only,  and 
(3)  using  the  large  shot  only.  In  these  tests  the  bricks 
were  weighed  at  the  end  of  every  100  revolutions  and 
the  percentage  of  loss  calculated  and  these  results 
plotted  as  a  curve.  Upon  an  examination  of  these 
curves  the  curve  representing  the  percentage  of  loss 
due  to  the  charge  of  small  shot  is  much  more  uniform 
than  the  curves  representing  the  other  charges  ;  thus 
showing  that  this  test  is  not  subject  to  the  accidental 
breaking  of  bricks  or  spalHng  of  corners  incident  to 
tests  using  the  large  shot. 

At  the  present  time  the  Paving  Commission  of  the 
city  of  Baltimore,  when  they  test  their  3-inch  bricks, 
are  using  10  bricks,  replacing  the  weight  of  the  large 
spheres  by  small  ones,  and  bringing  the  abrasive 
charge  up  to  300  pounds,  and  allowing  an  additional 
loss  oi'XYi  per  cent,  to  their  standard  loss  of  22  per 
cent,  for  4-inch  brick. 

It  has  been  suggested  that  in  testing  the  3-inch 
brick  the  large  spheres  be  reduced  in  size  so  as  to  be 
able  to  obtain  a  uniform  comparison  of  the  tests  be- 
tween 3-inch  and  4-inch  brick.  However,  I  personally 
believe  that  if  the  large  spheres  are  discarded  and 
only  a  charge  of  300  pounds  of  small  spheres  are  used, 
a  more  uniform  test  of  the  brick  will  be  obtained. 
Here,  again,  is  a  fertile  field  for  investigation  by  test- 
ing engineers. 

There  is  no  doubt  that  a  difl'erential  must  be 
allowed  a  3-inch  brick  over  the  permissible  loss  in  per 
cent,  specified  for  a  4-inch  brick.  How  much  to  allow 
is  the  question.  Theory  shows  a  certain  allowance. 
Practical  tests  show  a  variation.  Some  advise  the 
elimination  of  the  large  shot  and  a  figured  allowance. 
hTom  present  data,  why  not  specify  the  permissible 
maximum  loss  in  weight  of  abrascd  material  or  com- 
'  promise  on  a  difTercntial  of  4  per  cent,  over  the  speci- 
fied i)er  cent,  of  loss  of  a  4-inch  brick? 

The  Quebec  Board  of  Engineers  is  [)re])aring  a 
monogra])h  on  the  Quebec  P.ridgc. 


Booklet  on  Pumps 

"Pumps  for  Any  Service"  is  the  title  of  an  84-page 
catalogue  just  issued  b}'  Darling"  Brothers,  Ltd.,  engi- 
neers and  steam  specialties,  120  Prince  Street,  Mont- 
real. It  describes  in  detail,  both  in  illustrations  and 
text,  the  many  and  varied  lines  of  pumps  and  com- 
pressors manufactured  by  this  firm.  It  also  contains 
several  pages  dealing  with  important  information  for 
the  benefit  of  intending-  purchasers  of  pumps. 


Mainly  Constructional 

East  and  West— From  Coast  to  Coast 


City  Engineer  Parsons,  of  Peterboro,  Ont.,  has  drafted j 
a  new  building  by-law,  and  a  committee  has  been  appointed,] 
to  give  it  preliminary  consideration. 

The  new  Byron  Sanatorivnn,  near  London,  Ont.,  for  the] 
care  of  returned  soldiers  affected  with  tul^erculosis,  was  re- ] 
ce-ntly  opened  by  the  Duke  of  Devonsliire. 

Last  year  there  were  1,900  summonses  issued  againsi' 
motorists  for  speeding  on  the  Toronto-Hamilton  highway 
with  the  result  that  fines  amounting  to  $6,000  were  collected. 

The  Water  Board  of  the  Greater  Winnipeg  Water  Dis- 
trict have  been  authorized  by  the  government  to  raise  tht 
necessary  funds  for  the  carrying  on  of  the  aqueduct  work^ 
through  the  issue  of  debentures.  '  ' 

The  plant  of  the  Ontario  Brick  Company  at  Oakville  ha: 
recently  been  sold  by  the  liciuidators.  The  purchaser  wa: 
Mr.  F.  W.  Palfield,  of  Montreal,  who  represents  Easteri 
interests,  and  the  price  paid  was  $250,000. 

A   concrete  roadway,  to  cost  in  the  neighborhood  o 
$27,000,  is  planned  by  farmers  living  on  the  Tecumseh  Road 
Raleigh  Township,  Ont.    It  is  intended  to  construct  the  high  ^ 
way  from  the  limits  of  Chatham  to  a  distance  of  V/2  mile  ' 
below  the  city.  ' 

A  resolution  passed  by  the  Council  of  North  Vancouve:,  i| 
B.C.,  and  endorsed  by  the  Council  of  West  Vancouver,  re  < 
quests  the  government  to  give  every  assistance  to  shipbuild  1 
ing  and,  because  of  the  consequen^t  demand  for  steel,  t  \  ; 
establish  a  steel  plant  in  the  Province  of  British  Columbia. 

Reports  from  Nelson,  B.C.,  state  that  the  Wanett 
Power  Company's  big  water-power  plant  on  the  Pend  TOrell  '  i( 
River,  south  of  Nelson,  is  nearing  completion.  Preliminar  ( 
construction  work  has  been  in  progress  for  some  year  1 
though  the  company  has  but  recently  been  incorporated,  wit  M 
a  capital  of  $1,500,000.  Power  will  be  supplied  to  industricB 
on  both  sides  of  the  international  border. 

The  average  daily  consumption  of  water  in  Kitchene« 
Ont.,  during  the  year  1917,  according  to  the  annual  repott  ijH 
-Superintendent  Hymen,  was  1,169,703  gallons,  or  59  ga'HorH 
per  capita.  The  report  showed  that  352,221,000  gallons  '11 
water  were  pumped  at  the  Kitchener  plant  and  73,720,675  ll 
Ions  were  received  from  Waterloo.  The  total  cost  of  pum  ! 
ing  was  $8,193.37,  of  which  $3,901.66  was  paid  to  Waterloo.  I 

The  County  of  Wellington  and  Guclph  Suburban  Ro:  1 
Commission  has  been  organized  under  the  provisions  of  t  4 
Ontario  Highways  Act,  its  members  being  Warden  Geor,,  j 
H.  Dickson,  of  the  County  Council;  George  Penfold,  a  : 
pointed  by  the  city,  and  John  L.  Carter,  formerly  reeve  :  i 
Guclph  Township  and  now  a  resident  of  Guelph.  The  coiij  J 
mission  has  designated  a  total  fif  31  miles  on  various 
iea(iini»-  out  of  the  city  as  snljurl)an  roads,  to  which  the  ci]H 
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will  subscribe  30  per  cent,  of  the  necessary  expenditures.  A 
resolution  was  also  carried  requesting  the  County  of  Well- 
ington, at  the  January  session,  to  make  an  appropriation  of 
$100  per  mile  for  repair  work  during  1918. 

Kananaskis,  situated  about  20  miles  east  of  Banf¥,  Alta., 
Ill  the  foothills  of  the  Rockies,  will  probably  be  the  location 
if  the  new  Dominion  .$400,000  tuberculosis  sanitarium,  ac- 
airdjng  to  Premier  Stewart.  The  sanitarium  will  accommo- 
ilate  300  patients,  soldiers  to  be  given  the  preference.  The 
estimated  cost  is  $-100,000,  of  which  the  province  has  under- 
taken to  pay  $200,000.  The  Dominion  authorities  are  ready 
til  proceed  with  the  erection  of  the  building  at  once,  and  ex- 
pect it  to  be  completed  by  next  fall.  It  will  be  built  on  the 
unit  system. 

A  deputation  from  Middlesex  County  recently  waited 
upon  Hon.  Finlay  Macdiarmid,  Minister  of  Public  Works  for 
Ontario,  to  obtain  approval  of  their  plans  for  a  good  roads 
system.  The  scheme  outlined  provides  for  the  construction 
1)1  good  roads  in  various  parts  of  the  county  to  link  up  the 
main  highways  and  complete  the  existing  system.  It  was 
requested  that  certain  roads  be  classed  as  provincial  county 
roads,  thus  entitling  the  county  to  the  60  per  cent,  govern- 
ment grant.  These  were  the  Longwood  Road,  running 
through  to  Chatham,  an  old  toll  road,  the  Sarnia  Gravel 
Road,  the  Proof  Line  Road,  the  Stratford  Road,  the  River 
Uoad,  and  a  large  section  of  the  Talbot  Road.  The  minister 
stated  that  an  engineer  would  be  sent  to  look  over  the  ground 
with  a  view  to  the  plans  being  approved. 

In  an  address  before  a  recent  meeting  of  the  Ontario 
Motor  League,  Hon.  Finlay  G.  Macdiarmid,  Provincial  Min- 
ister of  Public  Works,  dealt  with  the  importance  of  the  good 
niads  problem.  He  pointed  out  that,  while  millions  of  dol- 
1.1  rs  had  been  spent  by  the  government  in  assisting  the  rail- 
\\  ays,  the  roads  in  different  parts  of  the  province,  forming 

lie  avenues  over  which  produce  must  travel  for  marketing, 
I'.ul  been  neglected  to  a  certain  extent.    The  good  roads 

■  stem  would  ultimately  result  in  the  reduction  of  the  exist- 
u  prices  for  produce,  owing  to  the  increased  facility  of 
transportation  for  farmers.  The  minister  said  that  all  but 
three  counties  in  Ontario  had  endorsed  the  government  good 
roads  policy,  and  he  expected  these  counties  would  fall  in  line 
l>efore  the  end  of  the  year. 

The  Nova  Scotia  Steel  and  Coal  Company  are  extending 
cir  operations  at  Sydney  Mines,  both  in  the  production  of 
el  and  coal.    They  have' just  touched  on  the  fringe  of  two 
■<iuare  miles  of  submarine  territory,  acquired  under  lease 
mm  the  Dominion  Coal  Company  about  four  years  ago.  To 
ich  this  vast  coal  area  it  was  necessar}-  to  drive  a  new 
'  lulage  through  old  and  abandoned  workings  and  retimber 
b.e  roadway  as  the  work  progressed,  over  a  distance  of  10,000 
i  t.    Double  tracks  will  also  be  laid,  so  that  when  a  loaded 
un  is  ascending  another  train  of  empty  boxes  can  return 
"  the  working  face.    These  big  operations  will  be  in  full 
wing   when   the  shipping  season   opens.  Simultaneously 
'rk  is  progressing  on  the  construction  of  a  new  steel  bank- 
lad  for  the  handling  of  the  product  as  taken  from  the  mine. 
\t  the  steel  plant  a  new  250-ton  blast  furnace  has  recently 
en  completed.    The  first  step  in  the  installation  of  a  series 
waste  heat  boilers  was  also  undertaken  last  year.  The 
iler  now  working  under  this  process  is  supplied  by  the 
iste  gas  from  one  of  the  open  hearth  stacks,  and  it  has 
"■n  demonstrated  that  there  is  400  h.p.  available  from  this 
iirce  at  each  furnace.  The  coal  output  of  the  Sydney  Mines 
"Ueries  in  the  past  year  was  about  583,000  tons,  and  the 
el  plant  produced  86.300  tons  of  iron  and  128,200  tons  of 
cl.    There  was  also  a  coke  production  of  100.150.  There 
f  2,100  men  on  the  colliery  department  payroll  and  1,400 
iiployed  at  the  steel  plant. 

I 


Personals 

Captain  William  Abbott,  Montreal,  who  has  been  award- 
ed the  Military  Cross,  was,  prior  to  enlisting,  taking  a  course 
of  civil  engineering  at  McGill  University.  He  was  promoted 
on  the  field. 

Prof.  Ernest  Brown,  M.C.S.C.E.,  has  been  appointed  l)y 
the  Board  of  Government  of  McGill  University  a  member  of 
the  engineering  building  committee,  in  place  of  the  late  Pro- 
fessor MacLeod. 

Mr.  H.  B.  Pickering,  of  Seattle,  has  been  appointed  engi- 
neer of  construction  for  the  Foundation  Company,  and  will 
have  direct  charge  of  the  engineering  yards  now  established 
in  Victoria,  B.C.,  Tacoma,  and  Portland. 

Major  H.  F.  H.  Hertzberg,  M.C.,  who  has  recently  been 
mentioned  in  despatches  by  Sir  Douglas  Haig,  is  with  the 
Engineers,  and  is  a  1907  graduate  of  the  Faculty  of  Applied 
Science  and  Engineering  of  Toronto  University. 

Major  Gerald  Anglin,  M.C.,  of  Montreal,  has  been  award- 
ed a  bar  to  his  Military  Cross  for  bravery  at  the  Passchen- 
daele  fighting,  when  he  was  wounded  in  the  leg.  He  obtained 
the  Military  Cross  for  conspicuous  bravery  at  the  Somme. 
Prior  to  enlisting.  Major  Anglin  was  connected  with  the  firm 
of  Anglins.  Ltd.,  contractors,  Montreal. 

Lieut.  E.  Victor  McKague,  of  Toronto,  has  been  awarded 
the  Military  Cross  for  distinguished  conduct  at  the  front. 
Lieut.  McKague,  who  is  a  graduate  of  the  Faculty  of  Applied 
Science  and  Engineering  of  the  University  of  Toronto,  was 
employed  with  the  Toronto  Harbor  Commission  prior  to  his 
enlistment.  He  is  24  years  of  age,  and  has  been  overseas 
about  two  years,  having  left  Canada  in  December,  1915,  with 
the  Divisional  Cyclists. 

Lieut.-Col.  C.  H.  Mitchell,  D.S.O.,  C.M.G.,  has  been 
decorated  with  the  Belgian  Croix  de  Guerre  by  King  Albert 
of  Belgium.  Col.  Mitchell,  who  is  a  member  of  the  firm  of  C. 
H.  &  P.  H.  Mitchell,  consulting  engineers,  Toronto,  and  well 
known  in  the  Canadian  engineering  field,  is  at  present  acting 
as  general  staff  officer  (Intelligence)  with  the  Second  British 
Arm)'  on  the  Italian  front.  He  went  overseas  in  the  first 
contingent  with  the  Corps  of  Guides. 

Flight-Lieut.  E.  R.  Grange,  of  Toronto,  a  1915  graduate 
of  the  Faculty  of  Applied  Science  and  Engineering,  has  been 
promoted  to  flight-commander,  according  to  reports  recently 
received.  He  received  his  commission  in  the  Royal  Naval 
Air  Service  in  September,  1915,  and  since  then  has  been  men- 
tioned several  times  in  Sir  Douglas  Haig's  despatches,  and 
also  has  been  awarded  the  Croix  de  Guerre  and  the  D.S.O. 
He  is  a  son  of  Principal  E.  E.  A.  Grange,  of  the  Ontario 
Veterinary  College. 


Obituary 

Mr.  Alex,  G.  Cruickshank,  of  Owen  Sound,  Ont..  who 
formerly  was  engaged  in  the  building  and  contracting  busi- 
ness in  that  city,  passed  away  recently,  following  a  com- 
paratively brief  illness  as  a  result  of  paralytic  strokes. 

Sir  John  Wolfe  Barry,  the  well-known  engineer,  died  re- 
cently in  London,  England.  Sir  John  was  a  member  of  the 
Army  Railway  Council  and  consulting  engineer  to  many  rail- 
way and  public  works  corporations.  He  was  also  an  officer 
in  many  engineering  and  allied  societies.  He  was  born  in 
1836. 

Mr.  Thomas  Cote,  one  of  the  controllers  of  Montreal, 
who  had  supervision  of  public  works,  died  suddenly  on  Janu- 
ary 16.  He  was  a  very  strong  defender  of  the  much-discussed 
enlargement  of  the  aeiueduct  with  the  proposed  hydro-electric 
development,  but  recently  favored  the  postponement  of  the 
project  on  financial  grounds.  Mr.  Cote  was  in  1903  secretary 
of  the  International  Waterways  Commission. 


Contracts  Department 


News    of  Special  Interest  to  Contractors,  En^neers,  Manufacturers  and 

Dealers  in  Building  Supplies 


Waterworks,  Sewerage  and 
Roadways 

Carleton  County,  Ont. 

By-law  is  Ijeing  prepared  for  the  con- 
struction of  roads,  costing  $20,000,  near 
Huntley  Township.  Road  superinten- 
dent, C.  F.  McClure. 

Goderich,  Ont. 

Town  Council  contemplate  road  im- 
provements. Mayor,  E.  R.  Wigle  plans 
to  get  estimates  shortly. 

Louiseville,  Que. 

Town  Council  contemplate  construc- 
tion of  macadam  road.  Engineers.  Roy 
&  Toupin,  72  Notre  Dame  Street  East, 
Montreal. 

Montreal,  Que. 

City  Council  contemplate  widening 
Notre  Dame  E.  and  St.  Denis  Street. 
Engineer,  P.  Mercier. 

North  Vancouver,  B.C. 

City  Council  contemplate  construction 
of  a  number  of  sewers,  including  8th  and 
10th  Streets  from  Lonsdale  Ave.  to 
Ridgeway  Ave.    Engineer,  A.  R.  Clucas. 

Norwich,  Ont. 

Town  Council  contemplate  enlarging 
pump  house  and  installing  additional 
pump  at  a  cost  of  $4,000.  Engineer,  F. 
J.  Ure,  C.E.,  Woodstock. 

Town  Council  intend  to  do  some  road 
work  during  the  summer.  Engineer,  F. 
J.  Ure,  C.E.,  Woodstock. 

Port  Colborne,  Ont. 

Town  Council  contemplate  the  erec- 
tion of  a  waterworks  pump  plant  and 
equipment.    Clerk,  A.  G.  Ross. 

Raleigh  Township,  Ont. 

Township  Council  contemplate  the  con- 
struction of  concrete  roadway  costing 
$7,000  on  Tecumseh  Road.  Clerk,  A.  E. 
Robinson,  Charing  Cross. 

CONTRACTS  AWARDED 

Montreal,  Que. 

Alphonse  Gratton,  142  Fifth  Avenue, 
Maisonncuve,  has  the  general  contract 
for  sewerage  system  for  the  City  Coun- 
cil. 

West  Zorra  Township,  Ont. 

B.  Blair  Co.,  Ltd.,  Kiddell  St.,  have 
the  tile,  McKay  &  Armstrong,  Embro, 
the  hauling,  and  Arthur  Walters,  R.  R. 
No.  2,  limbro.  the  construction  contract 
tor  2,700  ft.  tile  drain  for  the  Township 
Council. 

Winnipeg,  Man. 

Thos.  Kelly  &  Sons,  rm-'y  Lindsay 
Bldg.,  have  the  contract  for  tunnel  for 
the  Greater  Winni))eg  Water  District. 
501  Tribune  Bldg. 


Railroads,  Bridges  and  Wharves 

Brantford  Township,  Ont. 

Tenders  will  likely  be  called  about  Feb- 
ruary 15  for  the  erection  of  two  $2,000 
reinforced  concrete  and  beam  bridges  for 
the  Township  Council. 

Christie  Township,  Ont. 

Township  Council  contemplate  the 
erection  of  a  bridge  over  the  Narrows. 
Clerk,  Wells  Thompson,  Orville. 

Fergus,  Ont. 

Town  Council  contemplate  either  re- 
building or  erecting  new  St.  David  Street 
bridge.    Reeve,  J.  C.  Templin. 

Kingston,  Ont. 

City  Council  contemplate  erection  of 
wharf  costing  $30,000.  Engineer,  R.  J. 
McLelland. 

Three  Rivers,  Que. 

The  Wayagamack  Pulp  and  Paper 
Company,  Ltd.,  Wayagamack  Island,  are 
having  plans  prepared  for  $90,000  wharf 
at  St.  Maurice  River  and  St.  Lawrence 
River.  Superintendent,  C.  R.  White- 
head. 

CONTRACTS  AWARDED 
Lauzon,  Que. 

Jos.  Gosselin,  St.  George  St.,  Levis,  has 
the  general  contract  for  dry  dock  sheds 
costing  $600,000  for  the  Davie  Shipbuild- 
ing &  Repairing  Co.,  Ltd. 

St.  John,  N.B. 

Kane  &  Ring,  85J/  Prince  William 
St.,  have  the  general  contract  for  repairs 
to  wharf  for  the  Department  of  Public 
Works,  Dominion  Government. 


Public  Buildings,  Churches 
and  Schools 

Belisle's  Mills,  Que. 

G.  R.  Richer,  Room  908,  New  Birks 
Bldg.,  10  Cathcart  Street,  Montreal,  has 
drawn  plans  for  $4,000  two-storey  frame 
])resbytery  for  F.  Brosseau. 

Cobourg,  Ont. 

Tenders  will  he  received  by  the  secre- 
tary, H.  Boggs,  until  February  14  for  the 
erection  of  a  brick  addition  to  school, 
etc.,  for  the  Public  School  Board.  Plans 
at  office  of  secretary  and  architects. 
Chapman  &  McGiffin,  95  King  E.,  To- 
ronto. 

Forestburg,  Alta. 

r'orestburg,  Grainland,  Prairie,  and 
{■iuff  School  Districts  plan  to  erect  a  con- 
solidated school.  Address  secretary, 
i<"orestl)urg. 

Hahfax,  N.S. 

Tenders  being  received  until  I-'el^ruary 
4,  addressed  to  Director  of  Contracts, 
Militia  Headquarters,  Ottawa,  for  the 
erection  of  military  huts  for  the  Depart- 
ment of  Militia.  Dominion  Gox'ernnicnt, 
Ot^tawa. 

Kanabaskis,  Alta. 

i'he  Dominion  and  Provincial  Govern- 


ments of  /\l])erta  contemplate  the  erec- 
tion of  a  $400,000  sanitarium. 

Kingston,  Ont. 

The  Queen's  University  contemplate 
the  erection  of  a  $100,000  women's  resi- 
dence.   Registrar,  G.  J.  Chown.  B.A. 

New  Glasgow,  N.S. 

Tenders  received  until  5  p.m.,  Febru- 
ary 31,  for  Trane  system  or  any  low  pres- 
sure steam  or  vacuum  system,  satisfac- 
tory to  the  School  Board,  for  the  old 
high  school.  Plans  ,etc.,  for  Trane  sys- 
tem with  the  secretary,  James  Roy. 

Ottawa,  Ont. 

Fireproof  doors,  auxiliary  fire  alarm 
system  and  chutes  will  be  installed  in 
$25,000  hospital  for  the  Grey  Nuns,  Wa- 
ter Street. 

Redcliff,  Alta. 

Redcliff  Public  School  Board  contemp- 
lates the  erection  of  an  addition  to  school. 
Secretary,  W.  H.  Riddell. 

St.  Cyprien,  Que. 

New  tenders  will  be  called  in  March 
for  the  erection  of  a  $50rOOO  church  for 
the  parish.  Architect,  L.  Auger,  39  St. 
Jean  St.,  Quebec. 

St.  Damase,  Que. 

Tenders  will  l^e  called  by  the  Curate, 
J.  E.  Lepage,  about  February  1  for  the 
erection  of  a  stone  and  steel  church  for 
the  Parish  Congregation. 

St.  Louis  de  Courville,  Que. 

Jos.  Gosselin,  55  St.  George  St.,  Levis, 
general  contractor  for  church  for  the 
Parish,  is  receiving  tenders  for  hot  wa- 
ter heating  for  same. 

Verdun,  Que. 

Tenders  will  likely  be  called  shortly  '.jy 
architect,  J.  E.  A.  Benoit,  1200  Welling- 
ton Street,  for  the  erection  of  a  $75,000, 
limestone,  steel  and  pressed  brick  exten- 
sion to  college  for  the  Roman  Catholic 
School  Commission. 

J.  E.  A.  Benoit.  1200  Wellington  St.. 
architect  for  $175,000  school  for  the  Ro- 
man Catholic  School  Commission,  ex- 
pects to  call  tenders  about  February  1 
for  the  erection  of  same. 

Warner,  Alta. 

School  District  contemplate  the  erec- 
tion of  a  consolidated  school.  Secretary, 
T.  A.  Spackman,  Wrentham. 

CONTRACTS  AWARDED 
Charlottetown,  P.E.L 

K.  H.  Ferguson  has  the  painting  con- 
tract for  nurses'  home  in  connection  with 
soldiers'  convalescent  home  for  the  Mil- 
itary Hospitals  Commission,  22  Vittoria 
Street,  Ottawa. 

Fredericton,  N.B. 

.\.  F.  Betts,  315  Queen  Street,  has  the 
l)lumbing  and  heating,  and  Wm.  Minto. 
321  Queen  St.,  the  electrical  work  for 
military  hospital  for  the  Military  Hos- 


January  30,  1918 


THE   CONTRACT  RECORD 


43 


billiard  rooms  costing  $5,000  on  Main 
Street  to  replace  ones  recently  destroyed 
by  fire. 

J.  H.  Gunther  plans  to  rebuild  two 
buildings  at  a  cost  of  $10,000. 

Warren  Hay  will  rebuild  store  on 
Main  Street  to  replace  one  destroyed  by 
fire. 

Henry  Karges  contemplates  the  erec- 
tion of  a  $5,000  shoe  store. 

Montreal,  Que. 

La  Banque  Nationale,  St.  Peter  St., 
Quebec,  will  call  tenders  this  week  for 
alterations  costing  $12,000  to  Bank  on 
St.  James  Street.  Architect,  P.  Levesque, 
115  St.  John  Street,  Quebec. 

Ottawa,  Ont. 

Dan  O'Connor,  553  Gilmour  St.,  con- 
templates rebuilding  stores  and  offices. 

H.  H.  Brennan,  210  Somerset  Street, 
contemplates  erection  of  stores  and  offi- 
ce building  on  Sparks  Street. 

Plans  have  been  drawn  by  Millson  & 
Burgess,  Union  Bank  Bldg.,  for  stucco 
garage  and  sunrooms  for  A.  H.  Cop- 
Ian,  Clemow  Ave. 

Pickandville,  Ont. 

G.   Fowler  contemplates  the  erection 
of  a  blacksmith  shop  shortly. 
AD  B  B 

Quebec,  Que. 

Joseph  &  Co.,  173  St.  Paul  St.,  will  re- 
build their  store,  etc.,  at  a  cost  of  $3,000. 

Red  Deer,  Alta. 

Manning-Sutherland  Lumber  Com- 
pany will  build  lumber  yards. 

Renfrew,  Ont. 

The.  British  Explosives  Ltd.,  are  mak- 
ing repairs  to  their  building  which  was 
recently  gutted  by  fire.  Superintendent 
of  work,  John  Honeycutt. 

South  Vancouver,  B.C. 

The  erection  of  a  $500,000  rope  and 
twine  factory  is  contemplated.  Judge 
W.  H.  Bard  is  interested. 

Ste.  Genevieve  de  Batiscan,  Que. 

Price  Brothers  &  Co.,  Ltd.,  56  St.  Peter 
St.,  Quebec  or  Batiscan,  contemplate  the 
erection  of  a  $30,000  pulp  and  paper  mill 
on  the  River  Batiscan,  near  St.  Narcisse. 

Sydney,  N.S. 

The  Dominion  Iron  &  Steel  Co.,  Ltd., 
will  start  work  at  once  on  the  erection 
of  a  $400,000  coal  washing  plant.  Sec- 
retary-treasurer, C.  S.  Cameron. 

The  Atlantic  Milling  Co.,  Ltd.,  Pic- 
tou,  contemplate  the  erection  of  mills. 
President,  J.  F.  Smith. 


remodel  their  departmental  store  at  a  cost 
of  $30,000.  Tenders  will  be  called  for  ex- 
cavating.   Manager,  David  Spencer,  Jr. 

Wiarton,  Ont. 

Plans  will  be  prepared  for  $10,000  ce- 
ment construction  creamery  for  T.  J. 
Scott. 

Winnipeg,  Man. 

Fingland  &  Hanford,  Enderton  Bldg.. 
are  preparing  plans  for  new  building  to 
be  erected  on  the  site  of  the  old  "Ender- 
ton" Block  by  C.  H.  Enderton  &  Co.,  228 
Portage  Ave. 

CONTRACTS  AWARDED 
Cap  de  la  Madeleine,  Que. 

Anglins  Ltd.,  65  Victoria  St.,  Mont- 
real, have  the  general  contract  for  $8,- 
000,  two-storey  plastic  brick  office  build- 
ing for  the  Tidewater  Shipbuilding  Com- 
pany. 

Chatham,  Ont. 

C.  &  J.  Hadley  Co.,  58  Thames  Street, 
have  the  carpentry  contract  in  connection 
with  repairs  to  plant  for  the  Pittsburg  & 
Des  Moines  Steel  Co.,  Inches  Ave. 

Levis,  Que. 

Jos.  Blais,  Mont  Marie  Ave.,  has  the 
general  contract  for  $15,000  addition  to 
foundry  for  P.  A.  Beaulieu,  Bienville. 

London,  Ont. 

W.  T.  Brown,  care  of  owner,  has  the 
general  contract  for  remodelling  ware- 
house at  a  cost  of  $3,000  for  the  London 
Shoe  Co.,  Richmond  Street. 

Montreal,  Que. 

Reid  Brothers,  213  Drummond  Build- 
ing, have  the  general  contract  for  altera- 
tions, costing  $9,500.  to  factory  for  Stuart 
Brothers,  41  Youville  Square. 

Jos.  Lavigueur,  273  Visitation  Street, 
has  the  general  contract  for  factory 
building  for  F.  O.  Lavigueur,  1325  Notre 
Dame  St.  E. 

Purdy  &  Henderson  Co.,  Ltd.,  10  Cath- 
cart  Street,  have  the  general  contract 
for  alterations  costing  $20,000  to  depart- 
mental store  for  the  Montreal  Light, 
Heat  &  Power  Co.,  83  Craig  St.  W. 

The  following  contracts  have  been 
awarded  in  connection  with  alterations 
costing  $8,000  to  store  for  Geo.  Feather- 
stone,  659  St.  Catherine  St.  W.:— Store 
fixtures.  Kent-McClain  Ltd.,  181  Carlaw 
Ave.,  Toronto;  electric  sign,  Denis  Ad- 
vertising Signs  Ltd.,  166  St.  Catherine  St. 
W.;  electrical  work,  McDonald  &  Will- 
son  Co.,  Ltd..  99  Drummond  St.;  plumb- 
ing and  heating,  W.  B.  Gilmour.  864  St. 
Cathe  rine  St.  W^. ;  store  front,  Kawneer 
Mfg,  Co.,  10  Cathcart  Street. 


,  pitals  Commission,  22  Vittoria  Street, 
I  Ottawa. 

Lotbiniere,  Que. 

Albert  Roy  has  the  general  contract  for 
ji   school  house  for  the  School  Commis- 
sioners. 

St.  Anne  de  Bellevue,  Que. 

I  W.  G.  Edge  Ltd.,  Booth  Bldg.,  Otta- 
'  wa,  have  the  plumbing  and  heating  con- 
tracts for  military  hospital  for  the  Mili- 
1  tary  Hospitals  Commission,  23  Vittoria 
St.,  Ottawa,  who  will  let  the  electrical 
work.  The  general  contractors,  E.  G.  M. 
Cape  &  Co.,  Ltd.,  10  Cathcart  St.,  Mont- 
real, will  carry  out  the  plastering. 

Ste.  Anne  de  la  Pocatiere,  Que. 

Jos.  St.  Hilaire,  St.  Romuald,  has  the 
general  contract  for  $135,000  church  for 
the  Congregation. 

St.  Romuald,  Que. 

Jos.  St.  Hilaire  has  the  general  con- 
tract for  alterations,  etc.,  costing  $10,000 
to  church  for  the  Roman  Catholic  Con- 
gregation. 

Business  Buildings  and  Indus- 
trial Plants 

Alberni,  B.C. 

Watson  Bros,  contemplate  the  erection 
of  a  fish  curing  plant. 

Alliston,  Ont. 

J.  H.  Mitchell,  Albert  St.,  contemp- 
lates the  erection  of  a  $6,000  grain  ele- 
vator. 

Cardston,  Alta. 

The  United  Farmers'  Association  will 
erect  an  elevator.  President,  J.  H.  An- 
derson. 

Chauvin,  Alta. 

Code  Bros.,  Second  Ave.,  are  erecting 
a  50  ft.  X  100  ft.  implement  warehouse 
on  Main  Street. 

Czar,  Alta. 

Geo.  Anderson  contemplates  the  erec- 
tion of  a  garage. 

Denton,  Alta. 

Tenders  will  be  called  shortly  for  the 
erection  of  a  school  for  Cottage  Public 
School  district  No.  3453.  Address,  W.  J. 
Rhoades. 

Drayton,  Ont. 

Robert  Cutting,  Hugh  C.  Gibb,  and  A. 
C.  Woodman  contemplate  rebuilding  their 
stores  which  were  recently  destroyed  by 
fire. 

J.  C.  Heinbecker  will  rebuild  "Queen's" 
Hotel  on  Wellington  Street. 

Grand'Mere,  Que. 

J.  A.  Robert  will  rebuild  his  store  at 
a  cost  of  $13,000. 

Uldoric  Leblanc  will  rebuild  his  two 
stores  at  a  cost  of  $8,000. 

Repairs  costing  $13,000  will  be  made 
to  store,  etc.,  owned  by  Dosithe  Leduc. 

Librairy  Leduc  will  rebuild  two  stores 
at  a  cost  of  $30,000  which  were  recently 
destroyed  by  fire. 

To  replace  those  recently  destroyed  by 
fire  C.  Doyon  will  erect  two  three-storey 
frame  and  brick  stores  costing  $15,000. 

N.  Baril  will  make  repairs  costing  $12,- 
000  to  his  store  which  was  recently  dam- 
aged by  fire. 

IListowel,  Ont. 


Toronto,  Ont. 

A.  W.  Wolfe,  163  Addelaide  W.,  con- 
templates the  erection  of  a  warehouse  at 
Wellington  St.  and  Spadina  Ave. 

The  Toronto  General  Trust  Corpora- 
tion, 85  Bay  Street,  will  make  repairs  to 
building  on  King  Street  West. 

British  Forgings  Ltd.,  Foot  of  Cherry 
Street,  are  erecting  a  $13,000  brick  office 
and  garage. 

The  Riverside  Athletic  Club,  58  Strange 
Street,  contemplate  the  erection  of  a 
club  house.  Secretary-treasurer.  D.  C. 
MacDonald. 

The  Bank  of  Nova  Scotia,  58  King  St. 
\Y.,  have  secured  a  site  on  which  they 
will  erect  a  bank  and  office  building. 

Victoria,  B.C. 

David   Spencer,   Ltd.,   View   St.,  will 


Ottawa,  Ont. 

Victor  B.  Hall,  471  Cooper  St.,  has 
the  general  contract  for  alterations  to 
stores  on  Bank  Street. 

Owen  Sound,  Ont. 

A.  J.  Rose,  438  Ninth  St.  E.,  has  the 
steam  heating,  etc..  and  W.  J.  Campbell, 
1760  Fourth  Ave.  E.,  the  carpentry  work 
for  alterations  to  hotel  for  factory  for 
the  King  Shoe  Co.,  Ltd.,  Wellington  W., 
Toronto. 

Sydney,  N.S. 

Rhodes,  Curry  Co..  Ltd.,  Wentworth 
Street,  have  the  general  contract  for  re- 
pairs to  roof  costing  $5,000  for  the  Cross 
Fertilizer  Co.,  Ltd.,  Prince  Street. 

Toronto,  Ont. 

E.  Gearing,  care  of  Builders'  Exchange. 
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l.)4  Simcoe  Street,  has  the  general  con- 
tract for  repairs  costing  $10,000  to  ware-- 
house  for  J.  I.  Dixon,  54  Chestnut  Park 
Road. 

Walter  Davidson  &  Co..  Ltd..  188  Duke 
Street,  have  the  general  contract  for  $10,- 
000  addition  to  plant  for  Turnbull  Ele- 
vator Mfg.  Co.,  126  John  Street. 


Residences 

Cap  de  la  Madeleine,  Que. 

J.  A.  Ray  requires  a  quantity  of  pitch 
pine,  cedar,  cement,  glass,  and  shingles, 
in  connection  with  the  erection  of  bun- 
galows, costing  $10,000. 

Drayton,  Ont. 

K.  O.  Xoecker  contemplates  rebuilding 
his  residence,  which  was  recently  de- 
stroyed by  fire. 

Montreal,  Que. 

J.  H.  Stoner.  41  Drake  St.,  contem- 
plates the  erection  of  a  one-storey  brick 
residence  on  Dorothy  St. 

John  Dominique,  360  St.  .Antoine  St., 
Montreal,  will  erect  three  three-storey 
residences,  costing  $1  .j.OOO,  and  let  plumb- 
ing, heating,  and  painting. 

Quebec,  Que. 

Jos.  Maheine.  i)S  Lamontagne  Ave.,  is 
erecting  a  $4,000  two-storey  frame  and 
brick  residence. 

Three  Rivers,  Que. 

Edmond  Doucet.  Sic.  .\ngele  St., 

will  erect  four  four-storey  frame  and 
plastic  l)rick  tenements,  costing  $7,000. 

La  Cie  J.  H.  Giroux,  Ltd.,  contemplate 
the  erection  of  apartments  costing  $75,- 
000.  President.  T.  H.  Giroux,  37  Plaisante 
St. 

Toronto,  Ont. 

Mrs.  Helen  Castor,  504  Sherbourne  St., 
contemplates  making  alterations  to  resi- 
dence for  private  hotel,  at  a  cost  of 
$20,000. 

E.  Taylor,  162  Delaware  Avenue,  will 
make  alterations  and  addition  to  resi- 
dence for  apartments,  at  a  cost  of  $5,000. 

Tenders  are  wanted  for  lathing  and 
plastering  for  $9,500  duplex  residence  for 
R.  E.  McDonagh,  299  Huron  St. 

V.  T.  Burgess,  36  Langley  Ave.,  will 
erect  four  two-storey  brick  residences  on 
Lanford  Ave. 

Tenders  are  being  received  by  the  ar- 
chitects, Gordon  &  Helliwell,  526  Con- 
federation Life  Building,  until  February 
2,  for  the  erection  of  a  brick  residence  on 
Malvern  Ave. 

Grant  &  Stevens,  4  Moscow  Ave.,  will 
erect  two  $2,000  two-storey  brick  resi- 
dences. 

D.  Mann,  9  Pembroke  St.,  general  con- 
tractor for  alterations  to  residence  for 
duplex  for  Mrs.  Fleming.  63  McGill  St., 
wants  tenders  for  painting  and  decorat- 
ing. 

E.  Parlow.  288  Sherbourne  St..  con- 
templates alterations  to  residence  for 
apartments. 

G.  TI.  McLaughlin.  48  Hogarth  Ave., 
contemplates  the  erection  of  a  $30,000 
th^ee-tsorcy  brick  apartment  house. 

CONTRACTS  AWARDED 

Bow  Island,  Alta. 

C.  T.  Dul)c  lias  tlic  general  contract 
for  eiglit-room  residence  for  Geo.  Allan. 


Calgary,  Alta. 

Bennett  &  White,  100  City  Hall  Cor- 
ner, have  the  general  contract  and  car- 
pentry and  Snyder  &  Co.,  East  Calgary, 
the  plumbing  and  heating  contracts  for 
apartments,  costing  $11,000,  for  T.  J.  S. 
Skinner  Company,  Ltd.,  813  First  St.  E. 

Dartmouth,  N.S. 

Smith  &  Webby  have  the  general  con- 
tract and  J.  I'iitchie  &  Co.,  Portland  St., 
the  plumbing  contract  for  three  tene- 
ments for  the  Dartmouth  Reconstruction 
Committee. 

Montreal,  Que. 

Beaudoin  Brothers,  217  Maisonneuve 
St.,  have  the  plastering  and  Collins  & 
Savaria,  97  Mansfield  St..  the  plumbing 
and  heating  contracts  for  alterations, 
costing  $7,000,  to  residence  for  Ls.  Al- 
bert Dubrule,  322  Redfern  St. 

D.  Nicholson  &  Co.,  837  St.  Paul  St. 
W.,  have  the  roofing  and  R.  S.  Muir  & 
Co.,  32  Park  Ave.,  the  electrical  work  for 
six  flats,  costing  $15,000,  for  Hand  & 
Pick,  4865  Sherbrooke  W. 

The  following  contracts  have  been 
awarded  in  connection  with  the  conver- 
sion of  residence  into  flats,  at  a  cost  of 
$12,000,  for  Miss  F.  Murray.  66  Morris 
St..  Ogdensburg,  N.Y. :  Roofing,  plumb- 
ing, and  heating,  J.  Champagne,  78a  In- 
spector St.;  painting,  Goodwins,  Ltd.,  St. 
Catharine  St.  W.;  glazing,  Ceramo  Vit- 
rail  Company,  Ltd.,  1410  St.  Lawrence 
Boulevard. 

Ottawa,  Ont. 

S.  I.^ewis,  168  Cartier  St.,  has  the  elec- 
trical contract  for  $4,500  residence  for  C. 
.■\.  Wallace,  150  Bethany  Road,  who  will 
carry  out  the  balance  of  the  work. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erectioii 
of  two  $3,000  stucco  residences  for  B.  A. 
Grison.  21  Fentiman  Avenue:  Electrical 
work.  E.  Headly,  645  Echo  Drive;  plumb- 
ing, J.  P.  Brand  &  Co.,  775  Bank  St.; 
heating.  Capital  Hardware  Company, 
Bank  St. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  two  .^,500  stucco  residences  for  B.  A. 
Grison.  21  Fentiman  Avenue:  Electrical 
work,  E.  Headly.  645  Echo  Drive;  plumb- 
ing, J.  P.  Brand  &  Co.,  775  Bank  St.; 
heating.  Capital  Hardware  Company, 
Bank  St. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  two  $4,000  2J'2-storey  stucco  resi- 
dences for  Barrett  Brothers.  260  Cather- 
ine St.:  Electrical  work.  C.  C.  Gould,  219 
Florence  St.;  heating,  J.  R.  Cameron,  488 
Lewis  St.;  latli,  E.  Jolicoeur,  St.  Andrew" 
Street. 


Light  Company,  Dundas  St.,  the  gas  con- 
tract for  two-storey  brick  residence  to 
be  erected  at  Ingersoll  Ave.  and  Well- 
ington St.  for  W.  Waghorn. 


Power  Plants,  Electricity  and 
Telephones 

Chilliwack,  B.C. 

The  Chilliwack  Telephone  Company 
intend  to  rebuild  system  recently  wreck- 
ed by  ice  storm.  President,  W.  L.  Mack- 
in. 

^'ergus,  Ont. 

The  question  of  extending  the  electric 
lighting  system  on  both  sides  of  St.  An- 
drew St.  and  eciuipping  the  lights  with 
modern  brackets  is  to  be  considered  by 
the  council.    Reeve,  J.  C.  Templin. 


Fires 

Bathurst,  N.B. 

Hotel  owned  by  W.  G.  Fenwick.  Loss, 
$30,000. 

Brantford,  Ont. 

Mill  owned  by  the  Slingsljy  Manufac- 
turing Company,  266  West  Mill  St..  con- 
siderably damaged.  Superintendent,  A.  J. 
Knoepfli. 

Edmonton,  Alta. 

Grocery  store  owned  by  F.  W.  Reich, 
One  Hundred  and  Twenty-seventh  Ave. 
and  Sixty-sixth  St.  Loss,  .$5,000. 

"Farney"  livery,  owned  by  John  Mc- 
Kinnon,  care  Farney  Auto  Liver,  10050 
One  Hundred  and  First  St.,  or  10035 
Jasper  Ave.    Loss  considerable. 

Grand'Mere,  Que. 

Business  block  destroyed  by  fire.  Total 
loss,  $55,700. 

Halifax,  N.S. 

Store  owned  by  R.  J.  Fitzpatrick,  493 
Barrington  St.,  or  104  Quinpool  Road. 
Total  loss,  $5,000. 

Kitchener,  Ont. 

Hospital  owned  by  the  General  Hospi- 
tal Board.    Estimated  loss,  about  $3,000. 

Listowel,  Ont. 

Building  owned  by  J.  W.  Scott  dam- 
aged by  fire.  Loss,  $5,000.  Will  repair 
at  once.  j. 

Meacham,  Sask. 

General  store  owned  by  E.  &  M.  Ho- 
gan.    Loss  considerable. 

Montreal,  Que.  * 

Fur  store  owned  by  B.  Silver  &  Co., 
St.  Paul  and  Shagouamigon  Streets.  To- 
tal loss,  $25,000. 


Quebec,  Que. 

Joseph  Poulin,  160  Hermine  St.,  has  the 
.general  contract  for  $5,000  three-storey 
citadel  ])rick  residence  for  Joseph  La- 
fond,  ^2y2  Berthelot  St. 

Three  Rivers,  Que. 

Edmond  Doucet,  313  Ste.  Angele  St., 
has  the  general  contract  for  $6,000  three- 
storey  tenements  for  Horace  Champoux. 
4  St.  Maurice  St. 

Toronto,  Ont. 

J.  McCandlish,  216  Lauder  Ave.,  has 
the  heating  and  plumbing  contracts  for 
$10,000  2;^-storey  residence  for  F.  IT. 
Miller,  307  Lauder  .A.ve. 

Woodstock,  Ont. 

i);i\ids()n  &  Mclnnes,  Dundas  .St.,  ha\e 
llir   iilumbing  and  the  Woodstock  Gas 


North  Sydney,  N.S. 

Garage,  carriage  shop,  residence,  etc., 
owned  by  A.  S.  MacDonald  Company, 
Ltd.,  King  and  Sumner  Streets.  Loss, 
$25,000. 

Rose  Point,  Ont. 

Hotel  owned  by  W.  F.  Thompson  to- 
tally destroyed.  Will  likely  rebuild  he- 
fore  summer. 

St.  Catharines,  Ont. 

NewsiJaper  office  owned  by  the  Daily 
Journal.  Loss.  $10,000.  Proprietor, 
$10,000. 

St.  John,  N.B. 

Tenement  owned  by  H.  J.  IVatt,  570 
Main  St.  Estimated  loss,  $8,000. 

St.  Louis  Nazaire,  Que. 

Church  owned  by  the  congregation  de- 
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BOILERS 


Erie  City  Vertical  and  Horizontal 
water  tube  boilers  of  any  size  and 
capacity  can  be  built  and  installed  by 
us  on  short  notice. 

We  are  equipped  to  submit  suggestions 
or  quote  on  your  specifications. 


The  John  Inglis  Company,  Limited 

ENCmEERS  AND  BOILERMAKERS 
14  Strachan  Ave.      -       -       Toronto,  Canada 


Ottawa 


Representative-;.  W.  ANDERSON.  7  Bank  Street  Chambers 
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stroyed  by  fire.  Loss.  $40,000.  Will  re- 
build next  spring,  at  a  cost  of  $75,000? 
Curate.  Rev.  Alfred  Simard. 

St.  Martins,  N.B. 

General  store  owned  by  A.  F.  Bentley 
&  Son,  Ltd.    Loss,  $5,000. 

Toronto,  Ont. 

Warehouse  owned  by  T.  A.  Thomas 
estate.    Loss  on  building,  $3,000. 

Trenton,  Ont: 

Tenement  owned  by  O.  Martm.  Loss, 
about  $10,000. 

Waterloo,  N.B. 

Store  owned  by  Mrs.  Wasson  com- 
pletely destroyed.  Will  not  likely  re- 
build until  spring. 

Welland,  Ont. 

Three  stores  on  East  Main  Street 
owned  by  Reilly  &  Reilly.    Loss,  $4,000. 


Miscellaneous 

Cap  de  la  Madeleine,  Que. 

Municipal  Council  contemplate  the 
purchase  of  a  30  h.p.  centrifugal  pump, 
intake  6  in.    Secretary,  J.  Bourque. 

East  Oxford  Township,  Ont. 

Township  Council  contemplate  pur- 
chase of  steam  stone  crusher.  Chairman, 
A.  T.  Walker,  Woodstock. 

Elmira,  Ont. 

A.  S.  Gingrich,  grain  dealer,  is  in  the 
market  for  a  30  to  35  h.p.  oil  engine. 

Fergus,  Ont. 

Town  Council  contemplate  purchase  of 
road  oil.    Reeve.  J.  C.  Templin. 

Georgetown,  Ont. 

J.  B.  MacKenzie  wants  woodworking 
machinery. 

London,  Ont. 

The  congregation  of  Christ  Church 
contemplate  purchasing  electric  motor 
and  equipment  for  operating  organ.  Ad- 
dress, Canon  Gonne,  300  Hill  St. 

Tenders  being  received  by  the  engi- 
neer, Harry  Brazier,  until  February  1,  for 
yearly  supply  of  hardware,  etc.;  also 
Portland  cement,  for  the  City  Council. 

New  Glasgow,  N.S. 

The  Nova  Scotia  Steel  and  Coal  Com- 
pany, Ltd.,  are  in  the  market  for  round 
logs.    Tenders  are  being  received. 

Paris,  Ont. 

G.  W.  McFarlane  Engineering  Com- 
pany, Spruce  St.,  want  prices  and  infor- 
mation at  once  on  approximately  1,500 
square  feet  of  new  or  second-hand  steel 
plate,  not  less  than  3/16  in.  thick 

Picardville,  Alta. 

N.  St.  Pierre  has  secured  a  site  on 
which  he  will  erect  livery  stables,  etc. 

Renfrew,  Ont. 

Tlie  British  Explosives.  Ltd.,  are  con- 
sidering the  purchase  of  1/15  h.p.  and 
1/2  h.p  electric  motors.  Manager,  W.  C. 
Cram. 

Toronto,  Ont. 

E.  I'ullcn.  20  Main  St.,  wants  one  10 
h.p.  motor,  D.C.,  550  volt,  high  speed. 

Vancouver,  B.C. 

A.  Guthrie  &  Co.,  foot  of  Campbell 
yVvenue,  are  open  for  tenders  on  roofing 
and  galvanized  iron  sheeting  for  Great 
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Northern  freight  sheds;  also  metal  work, 
down  spouts,  flashings,  and  mill  work. 

Weston,  Ont. 

The  Riverside  Cemetery  Company  con- 
template the  erection  of  a  morgue,  a  new 
main  entrance,  and  the  extension  of 
water  system.  Secretary,  James  R.  Den- 
nis. 

CONTRACTS  AWARDED 
London,  Ont. 

The  City  Council  have  awarded  .  the 
following  contracts  for  supplies:  Asphalt, 
United  States  Asphalt  Refining  Com- 
pany, New  York  City;  limestone  dust 
filler,  Crushed  Stone,  Ltd.,  Yonge  St. 
Arcade,  Toronto;  castings,  Mallough 
Foundry  Company,  London;  vitrified  tile, 
4  in.  to  12  in.,  William  Heaman  &  Son, 
326  Burwell  St.;  18  in.,  William  Copp, 
rear  85  York  St.;  24  in.,  Brick  Manufac- 
turing and  Supply  Company,  621  William 
St.;  15  in.,  Hayman  &  Mills,  280  Mait- 
land  St.;  land  tile,  3  in.,  Hayman  «&  Mills.; 
4  in..  Brick  Manufacturing  and  Supply 
.Company. 

Ottawa,  Ont. 

The  General  Supply  Company  of  Can- 
ada, Ltd.,  360  Sparks  St.,  have  the  con- 
tract for  three  storage  tanks  and  Mus- 
sens,  Ltd.,  211  McGill  St.,  Montreal,  the 
contract  for  street  sweepers  and  oil  dis- 
tributions for  the  City  Council. 

Toronto,  Ont. 

The  Canada  Starch  Company  have 
awarded  the  contract  for  rolling  steel 
doors  for  'their  elevator  shafts  to  the  A. 
B.  Ormsby  Company,  Ltd. 


Incorporated  Companies 

Beeton,  Ont. 

Kline  Farmin  Mills,  Ltd.,  capital 
$40,000,  to  conduct  general  milling  busi- 
ness. 

Dutton,  Ont. 

The  Dunwich  and  Dutton  Telephone 
Company,  Ltd.,  capital  $6,000,  to  operate 
in  Townships  of  Southwold,  Dunwich, 
Aldborgugh,  and  Ekfrid  and  village  of 
Dutton. 

Hamilton,  Ont. 

The  Boston  Insulated  Wire  and  Cable 
Company,  Ltd.,  capital  $200,000,  to  manu- 
facture wires  and  cables  used  for  electri- 
cal and  other  purposes. 

Niagara  Falls,  Ont. 

The  Auto  Road  Construction  Com- 
pany, Ltd.,  capital  $600,000,  to  carry  on 
the  business  of  general  contractors  to 
manufacture,  supply  and  lay  pavements, 
paving  blocks,  etc. 

Ottawa,  Ont. 

The  Wood  Molybdenite  Company,  Ltd.. 
capital  $1,000,000,  to  conduct  general  min- 
ing and  refining  operations. 

Toronto,  Ont. 

The  Molyl)denum  Alloys,  Ltd.,  capital 
$500,000.  It  is  expected  that  a  plant  for 
the  refining,  etc.,  of  the  ore  will  be  start- 
ed shortly  near  the  foot  of  Cherry  St. 


Movable  Flume  Saves  Time  on  Hydraulic 
Fill  Dam 

During  the  construction  of  a  large 
hydraulic  fill  dam  recently  completed 
in  the  West,  considerable  time  was  saved 
1)y  the  use  of  an  inclined  runway  for  the 
flume  from  which  material  was  deposit- 
ed  on   the   dam.     Although   the  flume 
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was  moved  by  hand,  it  was  only  neces- 
sary to  interrupt  the  flow  for  short  per- 
iods while  the  delivery  flume  was  skid- 
ded along  the  incline  to  the  desired  new 
position. 

Three  borrow  pits  were  used,  from 
which,  by  means  of  hydraulic  giants, 
material  was  sluiced  into  three  main 
flume  lines.  From  these  mains  the  ma- 
terial was  conveyed  through  flumes 
along  the  upstream  and  downstream  sides 
of  the  fill.  By  the  use  of  gates  the  S 
streams  were  discharged  from  the  flumes 
at  the  desired  intervals  toward  the  axis 
of  the  dam.  ' 

The  flume  box,  12  x  24  inches  in  sec- 
tion, was  built  up  of  l]!4-inch  boards/ 
and  was  paved  with  6  x  12  x  6-inch  hem- 
lock blocks  set  on  end.  Immediately 
above  the  blocks  1  x  6-ir>ch  projecting") 
strips  were  nailed  on  either  side.  This 
box  was  supported  on  2  x  6-inch  string-  1 
ers,  which  in  turn  were  carried  by  4  x 
6-inch  caps  on  the  low  sliding  bents 
spaced  15  feet  apart  and  inclined  on  a 
slope  of  5  to  1.  The  6  x  6-inch  inclined 
caps  were  supported  on  pieces  of  the 
same  size  resting  on  the  material  previ- 
ously deposited  and  tied  together  by 
cross-bracing. 

The  flume  proper  was  moved  up  the 
incline  by  means  of  a  lever  and  chain 
device  at  each  bent.  The  lever  consist- 
ed of  an  iron  bar  near  the  lower  end  of 
which  was  fastened  a  chain  connecting 
with  the  framing  of  the  flume  box.  At 
the  extreme  lower  end  of  the  bar  a  second 
chain  was  attached  which  passed  over  an 
iron  claw  fastened  to  the  upper  end  of 
the  inclined  6  x  6-inch  cap.  This  lever 
was  operated  by  one  man  at  each  bent. 
With  the  lever  in  an  upright  position, 
pulling  it  down  through  the  quadrant, 
which  it  was  possible  to  describe,  would 
move  the  flume  up  the  incline  a  few 
inches.  This  gain  was  then  caught  by 
taking  up  slack  in  the  chain  at  the  claw, 
and  the  operation  repeated. 

Short  lengths  of  lateral  flume  were 
attached  to  the  openings  in  the  upr 
stream  side  of  the  flume  box  to  facili- 
tate control  of  the  flow.  Doors  for 
closing  the  openings  were  provided  so 
that  material  could  be  discharged  at  any 
desired  point  along  the  crest  of  the  fill, 
a  duplicate  line  of  flume  being  used 
along  up  and  down  stream  faces.  Of 
course,  each  time  the  flume  was  moved 
it  was  necesary  to  establish  a  new  con- 
nection at  the  point  where  it  was  fed 
from  the  supply  flume.  Sluicing  was 
carried  on  practically  continuously  night 
and  day  in  order  to  save  time,  and  the 
movable  feature  of  the  flume  was  con- 
sidered to  be  a  factor  in  the  progress 
made  on  the  job. 


CONTRACTORS 
and  TENDERERS 

for  Superior  Service 

THE 

Canadian  Surety  Co. 

26  Wellinston  St.,  East 

Phone  Main  2609   TORONTO,  Ont. 
Represented  in  all  tlie  principal 
cities  and  towns  in  the 
Dominion. 

BONDS  INSURANCE 

of  every  description      Plate  Glass— Burglary 
Automobile 
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in  the  trenches  is  the  test  of 

a  soldier's  stamina  and  worth 


Vitrified  Clay  Pipe 

*'THE  PERMANENT  PIPE" 

is  holding  the  trenches  against  disease  in  every 
Canadian  City. 

Attacks  by  such  enemies  as  corrosion,  electrolysis  and 
decay  are  repelled  without  a  casualty.  No  siege  is 
long  enough  to  put  its  resistance  to  the  test. 

For  public  or  private  sewerage,  for  drains  and  for 
culverts,  Vitrified  Clay   Pipe  is  the  logical  Material. 


Ontario  Sewer  Pipe  Co.  Limited 

Mimico,  Ont. 


Tenders  and  For  Sale  Department 


CITY  OF  BRANTFORD 


Tenders  for 

Electric  Motor 


Sealed  tenders,  addressed  to  Alderman  J.  W. 
English,  Chairman  of  the  Board  of  Works,  in  care 
of  the  City  Clerk,  Brantford,  Ont.,  will  be  received 
until  12  o'clock  noon,  on  Thursday,  February  7tn, 
1918  for  one  40  h.p.  vertical  induction  motor, 
switcliboard,  and  accessories,  with  installation  ai 
the  Sewage  Pumping  Station,  Brantford,  Ont. 

Specifications  may  be  obtained  on  application  to 
the  City  Engineer. 

The  lowest  or  any  tender  not  necessarily  ac- 
cepted. 

T.  HARRY  JONES, 

City  Engineer. 

City  Hall,  Brantford,  Ont., 

January  22,  ]i)lS.  4-5 


Parliament  Building,  Ottawa 


Tenders  Wanted  for 
Heating  and  Ventilating 
Equipment 


Sealed  tenders  will  be  received  by  the  under- 
signed until  noon,  March  18,  1918,  for  Heating 
and  Ventilating  Equipment  required  in  the  re- 
construction of  the  above  building. 

All  tenders  to  be  based  on  the  execution,  erec- 
tion and  completion;  together  with  the  furnishing 
of  all  materials,  tools,  appliances,  scaffolding,  ap- 
paratus and  labour  required  for  the  installation  of 
the  Heating  and  Ventilating  Equipment  as  called 
for  in  the  plans  and  specifications. 

.Ml  information  can  be  obtained  at  the  office 
of  the  General  Contractors,  P.  Lyall  &  Sons  Con- 
struction Ciimpany,  Limite<l,  Ottawa.  A  set  of 
plans  and  speciFications  may  lie  had  by  depositing 
an  accepted  bank  che<|ue  for  twenty-five  ($25,00) 
dollars  made  payable  to  the  Honourable  the  Min- 
ister of  Public  Works,  which  will  be  returned  if 
the  intending  bidder  submits  a  regular  bid. 

Each  tender  must  be  accompanied  by  an  accept- 
ed cheque  on  a  cliartered  bank,  papable  to  the 
order  of  the  Minister  of  Public  Works,  for  a  sum 
not  less  than  five  per  cent.  (5  ]).c.)  of  the  amoiint 
of  the  tender,  which  will  be  forfeited  if  the  parties 
tendering  decline  to  enter  into  a  contract  when 
called  upon  to  do  so.  If  the  tender  is  not  accept- 
ed the  cheque  will  be  returned.  If  the  tender  is 
accepted  an  additional  cheque  for  a  sum  equiva- 
lent to  five  per  cent.  (5  p.c.)  of  the  amount  of 
the  tender  must  be  deposited  l)efore  the  contract 
is  signe<l.  The  total  security  will  be  forfeited  if 
the  contractor  fails  to  complete  the  work  cor.- 
traded  for. 

Payments  will  be  made  monthly  and  will  not 
exceed  in  the  aggregate  ninety  (90  p.c.)  per  cent, 
of  the  value  of  the  labour  and  materials  furnisheil 
'and  set  in  place. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

Envelopes  containing  tenders  to  be  marked 
"Tender  for  Heating  and  Ventilating  Equipment." 
and  addressed  to  the  undersigned. 

TOHX  A.  PEARSON,  Architect. 

J.  O.  MARCTIAND,  Associate. 
Centre  RIock.  Parliament  Bldgs., 

Ottawa,  C-.S 


TENDERS 

will  be  received  by  the  undersigned  until  noon  on 
Saturday,  February  2nd,  for  the  various  trades  rc:- 
quired  in  the  erection  and  completion  of  a  brick 
house  on  Malvern  Street,  East  Toronto. 

The  lowest  or  any  tender  not  necessarily  ac- 
cepted. 

CORDON  &  HELLIWEI.L.  Architects, 
4-5  Confederation  Life   KIdg,.  Toronto, 


Extension  of  Time 

The  time  for  receiving  tenders  for  Rolled  Steel 
Casements  and  Bronze  Covered  Frames  and  Sash 
is  hereby  extended  to  Monday,  March  18,  1918. 
By  order, 

R.  C.  DESROCHERS, 

Secretary. 

Department  of  Public  Works. 

Ottawa,   January   2.'!,   lOl.S,  5-0 


Locomotive  Crane 
For  Sale 


20  ton  .S  wheel  Browning,  46  ft.  boom  with 
14  ft.  extension.     Good  condition. 

The  A.  R.  Williams  Machinery  Co.,  Ltd., 

4-5  G4-66   Front   St.   West,  Toronto. 


FOR  SALE 


No.  IV2  Austin  Crusher 


This  machine  is  in  good  working  order,  the 
concaves  and  head  are  slightly  worn  but  are 
probably  good  for  another  year  or  two  at  least. 
Tliere  are  two  heads  for  this  crusher,  one  large 
and  one  small. 

H  you  vsant  a  crusher  of  this  size  cheap  let  us 
know  your  best  cash  offer. 

We  also  have  for  sale  a  Laidlaw  Dunn  Gordon 
belt-driven  air  compressor,  cylinder  14  x  12,  .5  in. 
intake  and  4  in.  discharge,  double  side  rods,  7  feet 
flywdieel,  10  in.  face,  floor  space  12  feet  x  3  feet 
4  ins.,  serial  No.  21442.  This  machine  has  been 
thoroughly  overhauled.  For  quick  sale  we  are 
willing  to  let  this  machine  go  cheap. 

Canada  Crushed  Stone  Corporation,  Ltd., 
5-5  Dundas,  Ont. 


POSITIONS  WANTED 


EXPERIENCED  CONTRACTOR,  at  present 
student  in  engineering,  desires  employment  during 
s|iare  lime.  Estimator,  drauglitsman.  P)Ox  0(i!), 
Cniilracl    Record,  'roroiilo.  4- 


ENGINEER  PREPARED  TO  HEAR  of  new 

opporlunily.  Seven  years  steam  turbine  design 
and  layout  of  auxiliaries  (expert).  Experience 
of  factory  maintenance  and  fire  protection  engi- 
neering. Four  years  in  sales  office,  estimates, 
lenders,  specifications,  on  power  house  and 
pumping  equipment.  Present  location  Montreal. 
Married,  under  40.  Box  (iOS,  Contract  Record, 
'I'oionto,  Ont.  4-5 


POSITIONS  VACANT 


WANTED 

Competent  structural  draftsman  for  steel  an  j 
coal  company  in  Canada,  wdio  has  had  technic; | 
education  and  experience  of  at  least  five  yeara 
with  up-to-date  bridge  company.  Must  positiveli! 
be  capable  of  designing  or  checking  design  cj 
steel  work  for  buildings,  tipples,  storage  bins,  etc} 
for  economical  design,  strength,  etc.  A  first  clas! 
man  to  handle  for  chief  engineer,  all  ciuestions  peil 
taining  to  structural  work.  Apply,  stating  educil 
tion,  experience,  age,  nationality,  dates  ami  namtl 
of  past  employers,  and  by  wdiom  employed 
])resent.  State  salary  and  when  available.  Bo) 
070,  Contract  Record,  Toronto.  S  j 


OPENING 

for  a  young  man  who  has  taken  engi; 
neering  course  or  had  practical  engineei] 
ing  or  contracting  experience,  for  tradi 
journal  work.  Must  be  resourceful,  carej 
ful  in  detail,  with  ability  to  write.  Stat 
experience  and  salary  expected.  Box  3!| 
Contract  Record. 


Late  News 

Cappon,  Alta. 

Tenders  addressed  to  the  Board  cl 
Trustees  will  be  received  by  the  secnj 
tary-treasurer,  Arthur  G.  Lewis  untf 
February  23  for  the  erection  of  a  fram| 
school  for  Lewis  School  District  Ni 
.3517.  Plans  and  specifications  with  th| 
secretary-treasurer. 

Dartmouth,  N.S.  ^1 

The  Department  of  Public  Works,  D( 
minion  Government,  contemplate  th 
erection  of  a  station  near  Ferry  wharf 

Mount  Forest,  Ont. 

Ernst  Bros.  Co.,  Ltd.,  Durham  Streel 
want  one  15  or  30  h.p.  motor,  new  (| 
second  hand,  3  phase,  60  cycle,  330  voltj 
information  and  prices  wanted  at  oncj 

Minden  Point,  Ont. 

A.  Langdon  wants  information  arj 
prices  on  planer  or  matcher,  combi^ 
state  size,  etc. 

I* 

Regina,  Sask. 

Tenders  are  being  received  by  the  a 
chitects.  Woodman  &  Cubbidge,  303  Lin 
say  Bldg.,  Winnipeg,  until  February 
for   the    erection    of   a   .$;!50,000  ihre 
storey  warehouse  for  the  T.  Eaton  Ci  ! 
Ltd.,  190  Yonge  St.,  Toronto,    Plans  ai,|  (  i| 
specifications    with    the    architects  aii 
Winnipeg  Builders'  Exchange. 

Vancouver,  B.C. 

Tiic  Sidney  Ruliber  Roofing  Co..  Si| 
ney,  Vancouver  Island,  contemplate  ll/l  i 
erection  of  a  $125,000  factory.    Superi  j 
Icndcnt,  M.  B.  D.  White. 


la,uiary  IK), 
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For  Floors 

lAPIDOllJH 

^^^^■■i     TRADE  MARK  HHBM 

^^It  makes  concrete 
hard  as  granite'^ 

If  you  know  of  a  better  flooring  material 
for  stores  and  factories,  then  we  will  be 
surprised. 

Do  not  confuse  "  Lapidolith  "  with  any  of 
the  old  treatments.  Get  our  books  and 
read  them.  Get  "  Lapidolith  "  for  your 
floors  and  you  are  sure  to  be  highly 
pleased  with  it. 

Sales  Agents 

Beveridge  Paper  Co.,  Ltd. 

Montreal  -  Quebec 


82  Water  St.  St.John,  N.B. 


58  Lombard  St.  Toronto 


Dake  Reversing  Motor 

The  Dake  reversing  air  or  steam  motor 
is  especially  .adapted  for  use  in  connection 
with  contractors'  machinery, 
cranes,  hoists,  marine,  sawmill 
and  mining  machinery,  where 
to  30  horse  power  can  be  used. 
Will  start,  stop  and  reverse  in- 1 
stantly.  Send  for  complete  cata- 
logue. 

DAKE  ENGINE  CO.,  Grand  Haven,  Mich.,  U.S.A.] 

CANADIAN  AGENTS: 
Montreal, 'Mutsens,  Ltd.— Toronto,  A.  R.  Williams  Machinery  Co.,  Ltd. 


SCARCITY  OF  LABOR 
PROVIDED  FOR 

The  Ideal  Automatic  Power  Tamper, ' 

used  with  an  Ideal  Block  Machine,! 
saves   labor,   which  is   today  recog- 
nized as  conservation  of  man  power, 
the  great  necessity  during  the  | 
War  Period. 

At  the  same  time  you  are! 
producing  building  units  muchl 
superior  to  those  made  by  man  I 
power.  Our  catalogue  tells  youj 
all  about  it.  Write  for  a  fretf 
copy. 

Ideal  Concrete  Machineij 

Company,  Limited 
WINDSOR  ONTARIOl 


For  Good  Roads- 


Fluxphalte  will  save  many  dollars  every  year  in  road  repairs.  For  macadam 
roads  it  will  make  a  perfect  surface  covering  that  will  not  dust  or  wear.  The  surface 
will  be  like  an  asphalt  pavement.      Makes  an  ideal  roadway  on  macadam  foundation. 

Write  for  illustrated  book  and  further  details 


mm 
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Canada  Iron  Foundries,  Limited 


CAST  IRtiN  prPE 


Head  Office 


Mark  Fisher  Building 
MONTREAL 


Car  Wheels,  Cast  Iron  Water  and  Gas  Pipe,  Specials,  Valves,  Hydrants,  etc.,  Castings 
of  all  kinds,  Mooringr  Bollards  for  both  Concrete  and  Wooden  Docks 


The  Glue  Book 


WHAT  IT  CONTAINS 

Chapter  1 — Historical  Notes 
Chapter  2 — Manufacture  of  Glue 
Chapter  3 — Testing  and  Grading 
Chapter  A— Methods  in  the  Glue  Room 
Chapter  5 — Glue  Room  Equipment 
Chapter  6 — Selection  of  Glue 


Contract  Record 

and  Engineering  Review 

347  Adelaide  St.  West,  Toronto 


National  Iron  Works 

LIMITED 

Head  Office,  Works  and  Docks— TORONTO 

CAST  IRON  PIPE 

Every  Size  for  Water,  Gas,  Culvert  or  Sewer, 
Carried  in  Stock  at 

MONTREAL  -  TORONTO  -   PORT  ARTHUR 

RAIL  OR  LAKE  SHIPMENTS 


Dominion  Iron  and 
Wrecking  Co.,  Ltd. 

Canada's  Largest 
Cash  Buyers  and  Liquidators 


Factories  and  Complete  Plants. 

Marine  Wreckers  and  Dismantlers. 

Scrap  Iron,  Steel,  Metals,  and  Waste  Materials. 

Distributors  of  Spelter,  Ingot  Copper,  Lead,  Tin, 
Antimony. 

Iron  and  Steel  Shafting,  all  sizes  and  lengths. 
New  and  Used  Electrical  Equipment. 

Power  Machinery,  Electrical,  Hydraulic,  Steam 
and  Gas. 

Relaying  Rails  of  all  sizes  always  in  stock. 

General  Offices : 

Transportation  Bldg.,  MONTREAL 


Quebec 


Tel.  Main  3751 


St.  John  N.B. 


Pacific  Coast  Pipe  Co.,  Ltd. 

Wire  Wound  Wood  Stave  Pipe 

from  2  in.  to  24  in.  diameter 

Continuous  Stave  Pipe 

from  16  in.  to  12  ft.  diameter 


1551  Granville  Street 


Vancouver,  B.C. 
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Build  your  walks 
so  they  will  not  crack 

CRACKS  are  the  bane  of  sidewalk  beauty.    They  let  water 
through  to  undermine  foundations  and  cause  the  walk  to  sag. 
They  are  always  the  first  point  of  decay  and  disruption. 
These  incurable  eyesores  make  an  otherwise  imposing  thorough- 
fare shabby. 


EXPANSION 
JOINT 

prevents  all  unsightly  cracks  and  protects  your  sidewalk  and  real 
estate  values. 

Elastite  strips  are  inserted  at  specified  intervals  in  pavements  of  con- 
crete, granite,  brick  or  wood  block.    They  absorb  all  natural  expansion 
^         and  contraction  caused  by  changes  of  temperature,  thus  acting  as 
a  safety  valve  to  prevent  the  pavement  from  destroying  itself. 

Elastite  is  made  of  asphalt  compressed  between  asphalt  felt  faces. 
It  is  uniform  in  thickness,  comes  in  any  length  ordered,  is  inexpen- 
sive to  buy,  easy  to  lay,  has  lasting  resilience  and  wears  like  iron. 

Carey  Elastite  is  used  in  many  of  the  most  important  highways 
of  America  including  Dixie,  Lincoln,  and  others. 

Write  for  samples,  prices,  and  engineering  testimony 
as  to  good  results  proved  in  notable  installations. 

Address  Elastite  Dept. — 

THE  PHILIP  CAREY  COMPANY,  Toronto,  Ont. 

The  Wm.  Rutherford  &  Sons  Co.,  Limited.  Montreal,  Que. 


January  30,  1!)IS 


THE   CONTRACT  RECORD 


Speed  up  with  Electric  Power 

C-G-E  Motors  and  Control  increase  production  and  reduce  maintenance. 


Here  are  some  of  the  ways  in  which  modern 
industry  has  been  speeded  up  by  putting  electric 
power  to  Vork  in  the  right  place. 

Metal  mines  have  boosted  output  to  meet  world- 
wide demands.  All  tonnage  records  have  been 
smashed  in  the  steel  industry.  Greater  automobile 
output  has  lowered  prices  and  given  better  road 
transportation.  More  and  better  cloth  has  been  pro- 
duced at  lower  power  costs.  Contractors  find  elec- 
tric drive  faster,  more  elastic  and  cheaper  than  any 
other  for  hoists,  pumps,  concrete  mixers,  cableways 
and  other  equipment. 


On  the  left  is  shown  a  350  h.p..  C.G.E.  induction 
motor  direct  connected  to  a  line  shaft  driving  beat- 
ing engines  in  a  pulp  mill.  The  illustration  on  the 
right  shows  two  50  h.p.,  C.G.E.  induction  motors 
belted  to  sluice  pumps  in  a  gold  mill. 

Any  problem  involving  the  use  of  power  can  be 
simplified  by  the  application  of  electricity.  The 
Canadian  General  Electric  Company  is  well  equipped 
to  lend  valuable  assistance  in  working  out  such  prob- 
lems and  is  glad  to  co-operate  with  contractors, 
manufacturers  and  engineers  in  every  possible  way. 


C-G-E  Motor  Drive 

For  further  particulars  write  to  our  nearest  office 

CANADIAN  GENERAL  ELECTRIC  CO. 

LIMITED 

Head  Office:  Toronto.    Sales  Offices:  Montreal,  Halifax,  Sydney,  Ottawa,    Cobalt,    South    Porcupine,    London,    Winnipeg.    Calgary,  Edmonton, 

Nelson  and  Vancouver. 
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The  rise  and  fall  of  water 
in  a  Reservoir,  Tank  or 
Well  can  be  accurately  re- 
corded in  the  Engineer's 
Office,  even  if  it  is  fifty  miles 
away.  The  Transmitter 
will  show  locally  the  varia- 
tion, and  will  send  impulses 
to  the  Recorder  for  every' 
inch  rise  and  fall.  The 
Recorder  will  show  all  this 
on  the  chart  and  the  pen 
acts  as  a  graphic  indicator, 
and  enables  the  level  of  the 
water  to  be  seen  at  a  glance. 

The  complete  outfit,  with- 
out batteries  or  line  wires, 
with  one  year's  supply  of 
charts  delivered  free,  duty 
paid  any  town  in  Canada 

$350.00 

Gent  &  Co.y  Ltd. 

Leicester,  Eng. 

Cables,  Lodestone 


BOOKS 

for  Engineers 
and  Contractors 

The  following  Books  are  Offered  subject  to  Pre- 
vious Sale: 

British  &  Foreign  Building  StoneE,  by  John  Watson.  Pub- 
lished in  1911  at  the  University  Press,  Cambridge.  Eng- 
land.    4S3  pages.  ,  Price  50  cents. 

Centrifugal  Pumps,  by  R.  L.  Daugherty.  Published  in  1915 
by  McGraw-Hill  Book  Company.  190  pages,  illustrated. 
Price  $2.00. 

Concrete  Construction  for  Rural  Communities,  by  Roy  A. 
Seaton.  Published  in  1916  by  the  McGraw-Hill  Book  Co. 
223  pages,  illustrated;  price  $2.00. 

Construction  of  Roads  &  Pavements,  by  T.  R.  Agg,  C.  E. 
Published  in  1916  by  McGraw-Hill  Book  Company.  432 
pages,  illustrated.     Price  $3.00. 

History  of  Bridge  Engineering,  by  Henry  Grattan  Tyrrell, 
C.E.     480  pages,  illustrated.     Price  $5.00. 

Irrigation  Practice  and  Engineering  (Volume  One),  by  B.  A. 
Etcheverry.  Published  in  1915  by  McGraw-Hill  Book  Com- 
pany.    213  pages,  illustrated.     Price  $2.00. 

Irrigation  Practice  &  Engineering  (Vol.  2),  by  B.  A.  Etche- 
verry. Published  in  1915  by  McGraw-Hill  Book  Com- 
pany.    364  pages,  illustrated.     Price  $3.50. 

Irrigation  Practice  &  Engineering,  Volume  3,  by  B.  A.  Etche- 
verry. Published  in  1916  by  McGraw-Hill  Book  Company. 
438  pages,  illustrated.     Price  $4.00. 

Locks  and  Builders'  Hardware,  by  Henry  R.  Towne.  Published 
in  1904  by  John  Wiley  &  Sons.  1,116  pages,  illustrated. 
Price  $1.50. 

"Operation  and  Maintenance  of  Irrigation  Systems,"  by  S.  T. 

Harding.  First  edition,  just  published  by  the  McGraw-Hill 
Book  Co.     271  pages,  illustrated.     Price  $2.50. 

Practical  Mathematics  for  the  Engineer  and  Electrician,  by 
Elmer  E.  Burns  and  Joseph  G.  Branch.  Second  edition. 
Published  by  the  Joseph  G.  Branch  Publishing  Company  in 
1914.     143  pages,  illustrated.     Price  $1.00. 

"Practical  Road  Building,"  by  Charles  E.  Foote.  Just  pub- 
lished by  David  McKay.    295  pages,  illustrated.   Price  $1.25. 

"Public  Utility  Rates."  A  discussion  of  the  Principles  and 
Practice  underlying  charges  for  Water,  Gas,  Electricity, 
Communication  and  Transformation  Services,  by  Harry 
Barker,  B.S.  First  edition,  just  published  by  the  McGraw- 
Hill  Book  Company.     387  pages.     Price  $4.00. 

Pumps  and  Pumping,  by  M.  Powis  Bale.  Published  in  1912  by 
Crosby,  Lockwood  &  Son.    120  pages.    Price  $1.50. 

Reinforced  Concrete  Design  Tables.  A  hand  book  for  Engi- 
neers and  Architects,  by  N.  Edgar  Thomas  and  Charles  E. 
><ichoIs.  First  edition,  just  published  by  McGraw-Hill 
Book   Company.     208  pages.     Price  $3.00. 

Some  Considerations  Regarding  Cast  Iron  and  Steel  Pipes,  by 
John  Sharp.  Published  in  1914  by  Longmans,  Green  & 
Company.     142  pages,  illustrated.     Price  $1.50. 

Steel  Bridge  Designing,  by  Melville  B.  Wells,  C.E.  Published 
By  Myron  C.  Clark  Publishing  Company  in  1913.  260 
pages,  illustrated.     Price  $2.00. 

Surveying  Manual — A  Manual  of  Field  and  Office  Methods  for 
Use  of  Students  in  Surveying,  by  William  D.  Pence,  C.E., 
and  Milo  S.  Ketclium,  C.E.  Published  in  1915  by  McGraw- 
Hill  Book  Co.    388  pages,  illustrated.    Price  $2.00. 

Use  of  Water  in  Irrigation,  by  Samuel  Fortier.  Published  in 
1915  by  McGraw-Hill  Book  Company.  265  pages,  illus-  , 
trated.     Price  $2.00. 

"Use  of  Water  in  Irrigation,''  by  Samuel  Fortier.  Second  edi- 
tion. Published  by  McGraw-Hill  Book  Company,  1916.  325 
pages,  illustrated.     Price  $2.00. 

Water  Power  Engineering,  by  Daniel  W.  Mead,  2nd  edition. 
The  Theory,  Investigation  and  Development  of  Water 
Powers.  Published  in  1915  by  McGraw-Hill  Book  Con> 
pany.    843  pages,  illustrated.    Price  $5.00. 

Water  Purification,  by  Joseph  W.  Ellins.  Just  published  b^d 
McGraw-Hill  Book  (Company.  485  pages,  illustrated.  Pric^| 
$5.00.  ...  M 

Waterworks  Engineering.  A  Practical  Treatise  on  the  Con-M 
struction  of  Waterworks  for  the  use  of  Engineers  andfl 
Students  of  Engineering,  by  Fred.  C.  Urcn,  M.  Inst.  C.jl 
E.  I.  With  numerous  plates  and  186  illustrations.  Pub<51 
lished  by  Castle  Litho  Limited,  Bristol,  England,  in  1914.t( 
268  pages.     Price  $3.00.  ^ 

Waterworks  Handbook,  by  Alfred  Douglas  Flinn,  Robert  Spurr  ", 
Weston  and  Clinton  Lathrop  Bogert.  Published  in  1916  by  j", 
McGraw-Hill  Book  Company.  824  pages,  illustrated.  Price  '. 
$6.00.  )^ 
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Do  Yott  Want  Crushed  Stone  ? 

That  is  Clean,  Tough  Stone  of  a  Quality 
suitable  for  Macadam  Road  and  Concrete 

We  can  supply  you  in  any  size  or  quantity. 

Our  aerrice  it  unexcelled  and  our  prices  right. 
Phone  or  write  us  for  auotattons  when  you  are  In  the  market 
Office -M  4515-M  4516     Re«ldence-P  2278 

Crushed  Stone  Limited 

47  Yonge  St.  Arcade,  Toronto 
G.  W.  Essery,  Manager 


SPRINKLER 
TANKS 

AND 

TOWERS 

We  are  the  largest  manu- 
facturers in  Canada  of 
both  wood  and  steel  Tanks 
and  substructures  for  fac- 
tory sprinkler  systems 
and  for  Municipal 

RAILROAD  AND 

SUBURBAN 
WATER  SUPPLY 

We  shall  be  pleased  to 
furnish  you  with  all  the 
information  and  data  you 
may  require  on  this  class 
of  work. 

j^i    Send  us  your  blue  prints 
for  estimates 

Send  for  special  Tank  and  Tower  Catalogue 

Ontario  Wind  Engine  &  Pump  Co. 

Toronto   Montreal  Limited        Winnipeg  Calgary 


Sand,  Gravel  and  Crushed  Stone 

Lime  Fire  Clay 

Cement  Fire  Brick 

Plaster  Sewer  Pipe 

Hair  Weeping  Tile 

Building  Stone 

Our  prices  are  right  and  our  service  good. 

Britnell  &  Co.,  Limited 

C.P.R.  Crossing,  Yonge  St.,  North  Toronto 

Phones,  Office  North  |  ggj   Evenings,  North  2107 


For  Sale 

14B  Bucyrus  Shovel, 

Traction  Wheels,  y%  yd.  dipper. 

Clam  Shell  Buckets,  Yz,  M,  1,  yard. 

Orange  Peel,  1  yard  Hayward. 

Beatty  8  x  12,  double  drum  Hoisting  Engine. 

American  7  x  10,  double  drum  Hoist  with  Swinger. 

Mundy  6^  x  12,  double  drum  Hoist  with  Swinger. 

New  6^  X  8  Doty  double  drum  Hoist  with  Boiler. 

New  7  X  10  double  drum  Hoist  with  Boiler. 

Dake  Steam  Swinger,  8  H.P. 

5  ton  Stiff  Leg  l3errick;  5  ton  Guy  Derrick. 

Assorted  Hand  Power  Derricks. 

J4    yd.   and   J4   yd.   Concrete  Mixers   witli   Engine  and 

Boiler  on  Wheels. 
Yz  yd.  and  1  yd.  Smith  Mixers  on  Skids. 
2000  feet  of  Portable  Track,  24-in.  gauge. 
Six  XYz  yd.  V-shaped  Steel  Cars,  Side  Dump,  24-in.  gauge. 
Ten  4  yd.  Western  Dump  Cars,  .36-in.  gauge. 
15  ton  Porter  Standard  Gauge  Locomotive. 
Two  10 .  ton  Vulcan   Locomotives,  .SO-in.  gauge. 
Gyratory  Crusliers,  Nos.  3,  4  and  5. 
Taw  Crushers,  7  x  10  and  10  x  16,  Acme  Portable. 
No.  0  Tliew  Steam  Shovel,  on  Railway  Wheels. 
35  H.P.,  40  H.P.,  and  60  H.P.  Locomotive  Boilers. 
Large  .Assortment  Vertical  Boilers,  5  H.P.  to  125  H.P. 
Two  Diaphragm  Pumps,  driven  by  Gasoline  Engines. 
Five  New  and  Used  Pulsometers,  various  sizes. 
Twenty  Tons  25  lb.  rail ;  Seventy  tons  56  lb.  rail. 


Write  for  prices  and  further  particulars. 


The 


A.  R.  Williams  Machinery  Co. 


Limited 


64-66  Front  St.  W.,  Toronto,  Ont. 


Electric  Cranes 


Electric  and  Hand 
Travelling  Cranes 

Electric  and  Air 
Hoists 

NORTHERN  CRANE  WORKS,  LTD. 

WALKERVILLE.  ONT. 
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Current  Prices  of  Building  and  Engineering  Materials 


TORONTO  PRICES 

CEMENT,  LIME,  AND  BRICK 

l  ement-  delivered  in  5-bari  el  lots,  $2.60  per  bbl. ; 
with  bags,  $3.00;  car  lots,  $2.00  on  the  track, 
with  pVgs.,  $2.40. 

Lime— grey  50c,  white  60c  per  100  lbs.,  delivered 
in  not  less  than  1500  lb.  lots.  At  the  ware- 
house, grey  45c,  white  55c.  Hydrated  lime, 
$15.25  per  ton  delivered ;  $14.25  at  warehouse. 

Brick— No.  1  dry  pressed  red  brick,  $20;  buff, 
,$20,  f.o.b.  the  job;  No.  2,  $18;  common  red 
stock  brick,  $16;  grey,  $15;  wire-cut  brick, 
for  foundation  work,  $12.50  on  tlie  cars,  de- 
livered $14;  "Tapestry"  brick,  imported,  $25 
to  $35;  local  Rug,  $20;  sand-lime  brick,  $10.25 
f.o.b.  car  at  King  Edward  Siding;  $9.00  f.o.b. 
car  or  wagon  at  plant.  Paving  brick,  local 
manufacturers  not  quoting  prices  at  present, 
imported  paving  squares,  delivered  at  job 
in  Toronto,  best  quality  $80,  second  quality 
$75,  third  quality  $70.  (These  prices  are 
merely  approximate,  as  no  sales  are  recorded). 
Sun-Tex  face  brick,  $20  to  $30  at  plant,  $24 
to  $34  delivered,  price  depending  on  color 
and  texture.  Denison  interlocking  hollow 
tile,  $80  per  M.  at  plant,  $97.50  delivered. 
Lots  over  100,000,  $75. 

Fire  brick— $60  to  $80  per  M.,  according  to  qual- 
ity.    Fire  clay,  $15  per  ton. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 
Toronto  prices,  F.O.B.  Car: 
Crushed  stone— 2  in.,  $1.50;  1  in.,  $1.65;  Vs  in., 
$1.05;  rubble  stone,  in  car  lots,  $1.40  per  ton, 
f.o.b.  car. 

Sand — for  cement  or  brick  work,  95  cents  per  ton, 

f.o.b.  Toronto. 
Gravel— Pit   run,  $1.05  per   ton,   f.o.b.  Toronto; 

screened,  $1.30  per  ton,  f.o.b.  Toronto. 

LUMBER  (BUILDING  MATERIAL) 
Toronto  retail  prices,  delivered. 

Hemlock  -2  x  4  in.,  to  2  x  12  in.,  12  and  14  ft., 
$35;  10  and  16  ft.,  $37;  18  ft.,  $39;  Nc.  1 
hemlock  decking,  1x4  in.,  $34;  1  x  t  in., 
$37;  1x6  in.,  $39;  No.  2  hemlock  decking, 
$5  less  than  No.  1. 

Pine — 1  in.  x  4  in.  and  5  in.,  $40;  1  in.  x  6  in.  to 
8  in.,  $42;  1  in.  x  10  in.,  $45;  1  in.  x  12  in., 
$50;  2  in.  X  4  in.  to  2  in.  x  12  in.,  and  10  ft. 
to  10  ft.  long,  Norway  pine,  $42  to  $50;  %  x 
0  to  10  in.  pine  shelving,  $57  to  $67;  %  x  12 
in.  pine  shelving,  $75;  No.  1  pine  flooring, 
$55;  No.  1  spruce  flooring,  $44;  No.  1  pine 
V  or  beaded  sheeting,  $58;  No.  2  ditto,  $42: 
pine  trim,  4  in.,  casing,  $2.75  per  100  ft. ;  5  ir: 
ditto,  $3.25;  8  in.  pine  base,  $4.75;  4  in.  pine 
window  stool,  $4.00. 

Shingles— XXX  B.  C.  shingles,  $5.50;  N.  B.  ex- 
tras, $6.00;  N.B.  clears,  $5.75;  No.  1  pine 
lath,  $7.00;  No.  2  pine  lath,  .$6.50;  No.  1 
spruce  lath,  $5.75. 

Dimension  timber  (B.  C.  fir)— 10  x  14,  12  x  12, 
]2  X  14,  14  X  14,  14  x  16,  10  x  16,  12  x  16, 
16  X  16,  $60;  14  x  18,  18  x  18,  20  x  20,  12  x 
18,  18  X  20,  10  X  18,  12  X  20,  14  x  20,  16  x 
20,  $65.  These  prices  apply  to  32  ft.  lengths; 
32  to  35  ft.,  $1  to  $2  per  thousand  extra; 
30  \i>  40  ft.,  $2  to  $3  per  thousand  extra. 

* 

STEEL  AND  IKON 

Steel  and  Iron  Bars— $5.00  to  $7,00  liase ;  twist- 
ed and  deformed,  $5.35. 

Shapes— Over  35  lbs.  per  yard,  $5.25  per  100  lbs.  ; 
under  :!5  lbs.  jicr  yard,  $5,50  per  100  lbs. 


Plates — 0  ins.  and  over  and  under  30  ins.,  $11  per 
100  lbs.  ;  30  ins.  and  over,  $12.00.  Ta'nk 
and  boiler  plates — in.  and  over  and  under 
36  ins.,  $10.00;  36  ins.  and  over,  $6.70. 
Gauge  plates— Nos.  10,  12,  14,  $9.15  to  $9.35 
per  100  lbs.  Black  Atnerican  Bessemer  Plates 
—28  gauge,  $9.60  per  100  lbs. 

Flats — 0  ins.  wide  and  under,  $5.00  per  100  lbs. 

Rivets — Button  and  cone  head — Vi  and  Yi  in. 
made  up,  $5.50;  M  and  1  in.  made  up,  $6.50; 
^2  and  Yi  in.  rods  only  $4.50. 

Extras — 1/lOc  per  lb.  extra  for  cutting  to  length, 
for  plate  less  than  Ya  in-  thick,  for  angles 
less  than  5  in.  combined  legs  and  beams  and 
channels  under  6  ins.,  for  18,  20,  and  24  in. 
beams;  1/lOc  to  J4c  per  lb.  extra  for  all 
Bethlehem  sections. 

Galvanized  iron — 28  gauge,  $10.00. 

Cast-iron  pipe — Standard  prices,  carload  lots, 
f.o.b.  Toronto:  4-in,  $78  to  $79  per  net  ton; 
6-in.  and  up  $75  to  $76.  Lower  price  for 
Class  B.  Higher  price  for  Class  A  and  gas 
pipe.     Less  than  car  lots,  $2  extra. 

SEWER  PIPE 
Sewer  pipe — Toronto  priqes  (wholesale),  with  dis- 
counts as  below,  f.o.b.  factory — 4  in.,  30c  per 
ft.:  6  in.,  45c;  8  in.,  70c;  9  in.,  90c;  10  in., 
$1.05;  12  in.,  $L35;  15  in.,  $1.80;  18  in., 
$2.50;  20  in.,  $3;  22  in.,  $4;  24  in.,  $4.50. 
Discounts — 4  in.  to  24  in.  standard,  05  per 
cent. ;  15  in.  to  24  in.  double  strength,  62 
per  cent. 

Tile  wall  coping — 8  or  9  in.  wall,  50c  per  ft. ;  12 
in.  or  13  in.  wall,  75c  per  ft.  ;  18  in.  wall, 
$1.50  per  ft. ;  carried  in  6,  12,  18,  and  24  in. 
lengths.     Discount  65  per  cent. 

PAINTS  AND  OILS 

White  lead — ground  in  oil,  less  than  ton  lots, 
$16.55  per  100  lbs. ;  ton  lots,  $16.20  per  100  lbs. 

Boiled  linseed  oil — in  bbls.,  $1.51  per  gal.  of  9  lbs. 

Raw  linseed  oil — in  bbls.,  $1.48  per  gal. ;  red  lead, 
dry,  $19  per  100  lbs. ;  putty  in  bulk,  $5.00  per 
100  lbs.;  in  100-lb.  drums,  .$5.60;  putty  in 
25-lb.  tins,  $5.75  per  100  lbs. ;  steel  sash 
putty  in  25-lb.  tins,  $6.00  per  100  lbs. ;  tur- 
pentine, in  bbls.,  77c  per  Imp.  gal.,  based 
on   southern  gauge. 


MONTREAL  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — $3.00    steam    car    load    lots,  including 

sacks,  less  5  per  cent,  for  cash. 
Lime — Hydrated,  $18  per  ton ;  lump,  $12. 
Brick— No.  1  pressed,  $18;   No.  2  pressed,  $15; 

Manganese  rustic,  $20 ;  buff  rustic,  $20 ;  red 

rustic.   No.   1,  $15;   red  rustic.   No.   2,  $13; 

I)ulT  (smooth),  $21;  buff  (rough),  $20;  plastic 

$12.2.^). 

Concrete  Brick— grey  $22,  red  $22,  buff  $23,  white 
$45,  plain  pressed  $12  per  thousand,  all  f.o.b. 
Works,  Mascouche,  P.O. 

CONCRETE  SEWER  PIPE 

Straight  pipes  (per  foot)  :  not  reinforced,  S-in. 
26c;  9-in.  30c;  10-in.  34c;  12-in.  40c;  15-in. 
60c;  IS-in.  74c.  Reinforced,  18-in.  90c;  21- 
in.  $]  ;  24-in.  $1.20;  .30-in.  $1.60;  30-in.  $2.40; 
42-in.  $3;  48-in.  .$4.20. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in.,  $1.40;  54-in.  $1.65;  J|-in. 

$1.75  per  ton,  delivered. 
Sand — $1  per  ton,  car  load,  on  cars. 
Gravel — $1,20  per  ton  f,o,b,  cars. 

STEEL  AND  IRON 

Steel  angles — 3  in,  x  3  in,  and  up,  $5,75;  1  in, 
x  1  in.  X  Yt,  in-.  25c  extra;  -J^  in.  x  -54  in. 
X  Yf.  in,  50  cents  extra.  Boiler  plates — Ys,  in, 
thick  and  thicker,  $13,00,  Circular  plates — 
Flange  quality,  36  in,  dimension  and  over, 
$13,30;  under  .30  in,  diameter,  $13,65.  Beams 
and  channels — lltuler  .3.5  Ib.s.,  per  yd.,  $.5.75; 
;;5  11)S.  per  yd.  and  over,  $5.50;  f.o.b.  Mont- 
I'cal,  net  cash,  nominal.  Corrugated  iron- -26 
gauge,  $»,W);  28  gauge,  .$.S.70  |icr  100  sq.  fed, 


subject  to  change  without  notice.  Col 
bearing  sheets  —  Keystone  black,  28  Ujl 
gauge,  $6,50  per  100  lbs,  nominal, 

SEWER  PIPE 

Straight  pipe  (per  foot) — 4  in,,  30c;  6  in,,  45i 
in,,  70c;  9  in,,  S5c  ;  10  in,,  $1,05;  12  in,,  $1 
15  in,,  $1,80;  18  in,,  $2,50;  20  in.,  $3;  22^^ 
$4;  24  in.,  $4.50;  27  in.,  $6.50;  30  in.,  $7.2 
Channel  pipe  (4  in.  to  30  in.)  24c,  36c,  5( 
72c,   S4c,   $1.08,   $1.44,   $2.00,   $2.40,  .$.3.2 
$3.60,  $5.20,  $5.75.     One-eighth  bends  (4  i 
to  30  in.),  $1.20,  $1.80,  $2.80,  $3.60,  $4.2 
$5.40,  $7.20,  $10,  $12,  $16,  $18,  $26,  $2 
Ya,  $1.20,   $1.80,   $3.15,   $4.05,  $4.75,  $6.1 
$14.40,  $20,  $24,  $32,  $36,  $52,  $57.60.  Doub 
collar,  90c,  $1.35,  $2.10,  $2.55,  $3.15,  $10 
$5.40;   slant   1   foot  long  side    (4  in.   to  ' 
in.),   90c,   ,$L35,   $2.10,   .$2.55,  $3.15,  $4.0 
$5.40.     Single  branch  (6  in.  to  9  in.),  3  f 
.$2.25,  .$3.50,  .$4.25;  2  and  2^  ft.  (4  in.  to  \ 
in.),  $1..S5,  $1.80,  $3.15,  $3.85,  $4.75,  $6.1 
$8.10,  $11.25,  $13.50,  $18,  $20.25,  $32.50,  $3 
Single  squares  (4  in.  to  30  in.)  ditto.  Doub 
branch  and  double  square  and  Y  pipe  (4  in. 
30  in.),  $1.80,  $2.70,  .$4.90,  $6.30,  $7.35,  $10.f 
$14.40,   $20,   $24,   $32,   $36,    $45.50,  $50.4 
Syphon,  cesspool,  and  buchan  trap  (4  in. 
15  in.),  .$3,  .$4,  $7,  .$9,  $10.50,  $18.  Doub 
syphon,  running  trap,  and  hand  hole  trap 
in.  to  12  in.),  $3,  .$4,  $7,  .$9,  $10.50,  .$1 
These  prices  are  subject  to  a  discount  of 
per  cent,  for  less  than  car  load  lots  deliverc 
and  a  discount  of  from  61  to  66  per  cent,  f 
car  load  lots  f.o.b.  Montreal. 

SUNDRIES 

Hard  wall  plaster — $16  per  ton.  Plaster  of  Pa 
$3.05  per  bbl.,  both  less  5  per  cent,  for  cas 
Rope — Best  Manilla,  39c  basis  per  pouni 
British  Manilla,  33c  basis;  sisal  rope,  27J' 
basis;  lath  yarn,  27j^c.  Boiled  Unseed  oil 
in  barrels,  $1.39  per  gal.  of  9  lbs.  Raw  ]i 
seed  oil — in  barrels,  $1.36^  per  gal. 


WINNIPEG  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — Portland,  $4.00  per  bbl.;  mortar  c 
nient,  64c  per  70-lb.  bag,  in  ton  lots ;  Keene 
$6.45  to  $13.55  per  bbl.,  depending  on  qui 
ity.     (All  prices  include  bags). 

Lime — White  or  grey,  in  bulk,  45c  per  bushe 
per  barrel,  $2.10  to  $2.40. 

Hydrated  Lime — In  paper  bags,  $10.35  per  toi 
in  cotton  bags,  $19.55. 

Brick — No.  1  dry  pressed,  red  and  buff,  $31 
common  red  stock,  .$25 ;  common  grey  stoc 
$12 :  No.  1  enamelled  brick,  all  colors,  fro 
$100;  sand  lime,  $12;  firebricks,  $70  to  $9 

CRUSHED  STONE,  SAND,  AND  GRAVEL 
(Including  delivery) 

Crushed  stone — 1^-in.   to  2-in.,  $2.60  per  yarc 

.54-in.  to  1-in.,  $2.85;  stone  dust,  $2.55;  ru 

ble  stone,  $14.20  per  cord. 
Sand,  gravel  and  torpedo  sand — $2.10  per  yard. 
Crushed  granite — 1^  and  2-in.,  $2.65;  -K-in.  ai 

1-in,.  .$2.90;   -M-in.  and  dust,  $3.20. 
Gravel — Per  yard,  delivered,  $1.85.  ,jj 
Crushed  Granite— 1'/5  and  2-in.,  $2.65;  ?4-'n."W 

1-in.,  $2.90;   -M-in.  and  dust,  .$3.20. 

LUMBER  (BUILDING  MATERIAL) 
(Including  delivery) 
(15  per  cent,  discount  for  cash) 

Flooring— No.  2  red  pine,  4  in.,  $43;  6  in.,  ^ 
No.  3  red  pine,  4  in.,  .$38;  6  in.,  .$40;  No. 
red  and  white  pine  or  spruce,  4  in.,  $28; 
in.,  .$.32;  No.  1  and  2  fir,  edge  grain,  3  \\ 
$60;  4  in.  and  6  in.,  .$55;  No.  3  fir,  edge  8i 
flat  grain.  4  and  6  in.,  $45;  No.  4  fir  sW 
lap  grade,  4  and  6  in.,  $32;  common  2  X 
pine,  spruce  or  fir,  4  and  6  in.,  $.33;  No. 
white  pine,  4  and  6  in.,  .$55;  No.  3,  .$45;  N 
2  red  pine,  4  and  6  in,,  .$46;  No.  3,  $40;  N 
4,  $.32;  No.  5,  $24. 

Dimension  timber  (No.  1  pine,  spruce,  tamars 
fir  or  cedar)— S  x  8,  8  x  10,  10  x  10,  10 
12,  12  X  12,  $.38;  10  x  14,  14  x  14,  14  X  J 
6  X  10,  0  X  12,  R  X  12,  $.39 ;  10  x  16,  12  x  1 
16  x  16,  14  X  ],S,  16  X  18,  18  x  1.S,  20  x  2 
.$40;  6  X  14.  8  x  14.  12  x  IS,  IS  x  20,  $42; 
X  16,  6  X  IS,  6  X  20,  8  x  16,  8  x  18,  S  x  S 
10  X  IS,  10  X  20,  12  X  20,  14  x  20,  16  x  2 
$4.3. 

(Continued   on   page  58) 
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RAILS  BILLETS 
Concrete  Reinforcement  Bars 

Plain  Round,  Square  and  Cold  Twisted  Squares 

DOMINION  IRON  &  STEEL  COMPANY 

LIMITED 

BAR  STEEL 


Mills  and  General 
Officer : 

SYDNEY.  N.  S. 


WIRE  NAILS    -He,  WIRE  PRODUCTS 


rO  spare  more  men  for  the  firing  line,  yet  accomplish 
more  work—  this  is  the  task  which  the  war  imposes 
on  Canada's  industrial  leaders  and  business  men. 

Are  you  giving  this  task  the  same  unselfish,  untiring 
devotion  which  our  fighting  men  are  showing  in  France? 

Are  you  turning  your  profits  to  National  Service  by 
investing  them  in  Canadian  War  Savings  Certificates? 

Full  particulars — and  the  Certificates — may  be 
had  at  any  Bank  or  Money  Order  Post  Office. 

The  National  Service  Board 

of  Canada 

{This  space  is  donated  by  MacKinnon,  Holmes  &  Co.,  Limited) 


Warehouse  Stock*  : 

SYDNEY,  N.  S. 
MONTREAL.  QUE. 
TORONTO,  ONT. 
FT.  WILLIAM,  ONT. 


Sale*  Office*  : 

SYDNEY,  N.  S. 

MONTREAL 
112  St.  James  St. 

TORONTO 
18  Wellington  St.,  E. 


5S 
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January  30,  1918 


CURRENT  PRICES  OF  BUILDING  AND  ENGINEERING  MATERIALS— continued 


(.Continued  from  page  56) 
Pine — 1-in.   common,  C  to  10  in.,  $105;   12  in., 

$110;  pine  trim  4-in.   casing,  $3.70  per  100 

ft.;  5J4-in.  ditto,  .$4.40;  S-in.  pine  base,  $C; 

10-in.,  $7;  4-in.  pine  window  stool,  $7.50. 
Shingles— No.  1  B.  C.  cedar,  $4;  No.  2,  .$3.50; 

No.  1  B.   C.  cedar  dimension,  $5.50;  hand- 

savvn,  $7. 

STEEL  AND  IRON 

Steel — Round  bars,  $5.25  per  100  lbs. ;  square 
twisted,  $5.25  per  100  lbs. ;  channels  and 
angles,  $5.50;  beams,  .$.5.25;  plates,  .$8.25  per 
100  lbs. 

Cast  Iron  Pipes — Standard  price,  car  load  lots, 
f.o.b.  Winnipeg,  .$38  per  ton. 

SEWER  PIPE 

Sewer  Pipe — Wholesale  price  f.o.b.  Winnipeg,  per 
ft.,  3  in.,  9  cents;  4  in  ,  11  cents;  5  in.,  IG 
cents;  6  in.,  18^  cents;  8  in.,  30  cents;  0  in., 
35  cents;  10  in.,  40  cents;  12  in.,  50  cents; 
15  in.,  75  cents;  18  in.,  $1.00;  20  in.,  $1.50; 
24  in.,  $2.00. 

SUNDRIES 
(Including  delivery) 

Hard  Wall  Plaster— $19  to  $22.50  per  ton;  Plaster 
of  Paris,  $20.50  per  ton  ;  in  barrels,  .1!4.40  per 
bbl.  of  320  lbs. 

Plasterers'  Hair — $3.30  per  bale;  90c  per  bushel. 

PAINTS  AND  OILS 

Mortar  Color— Red,  $4.50  per  100  lbs.  ;  black  or 
buff,  .$5.50;   chocolate,  .$6.50. 

Paints  and  Oils — White  lead,  ground  in  oil,  $11. .50 
per  100  lbs. ;  boiled  linseed  oil,  in  bbls.,  OS 
cents  per  gal. ;  raw  linseed  oil,  in  bbls.,  05 
cents  per  gal. ;  dry  red  lead,  $10.00  per  100 
lbs.  ;  putty  in  bulk,  $3.25  per  bbl. ;  putty  in 
25-11).  tins,  $3.75;  turpentine,  in  bbls.,  SO 
cents  per  gal.  Mi.xed  paint,  ordinary  colors, 
per  gal.,  $3.10. 


VANCOUVER  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — Grey  Portland,  $2.G5  per  bbl.  f.o.b.  ware- 
house, sacks  extra ;  Keens  cement,  $9.00  per 
bbl.,  sacks  extra;  tine  white,  $S.OO  per  bbl.  of 
oOO  lbs. ;  superfine,  white,  $9.50  per  bbl.  ; 
white  Portland  cement,  $2.(55  per  bbl.  of  250 
lbs.,   sacks   10c  e.xtra,   f.o.b.  Vancouver. 

Lime — $1.75  per  bbl.  f.o.b.  warehouse  or  delivered. 

Brick— Common  red  brick,  $14.50  to  $16.00  f.o.b. 
warehouse ;  $12.50  and  up  in  car  lots  f.o.b. 
Vancouver ;  pressed  red  brick,  f.o.b.  wharf 
Vancouver ;  pressed  buff  brick,  $40  at  ware- 
house; $33  in  car  lots;  tapestry  brick,  $45  at 
warehouse ;  impervious  brick,  $45  f.o.b.  build- 
ings; fire  brick,  $40  in  car  lots,  $45  in  ware- 
house; fire  clay,  $12.50  per  ton  in  car  lots. 


SAND  AND  GRAVEL 

Sand — Brick  and  plaster  sand  $2.25  per  cu.  yd. 

f.o.b.  bunkers. 
Gravel — $2.25  per  yard  delivered. 


LUMBER    (BUILDING  MATERIAL) 
Vancouver  prices,  f.o.b.  mills: 

Dimension  timber — Douglas  fir — 8  x  8,  10  x  10 
10  X  12,  10  X  14,  12  X  12,  12  x  14,  14  x  14, 
14  X  16,  $18;  0  X  10,  6  X  12,  8  x  10,  8  x  12, 
10  x  16,  12  X  16,  16  X  16,  $18.50;  6  x  14, 
8  x  14,  12  X  18,  18  x  20,  $19 ;  6  x  16,  8  x  16, 
10  X  18,  18  x  20,  14  x  20,  16  x  18,  16  x  20, 
18  X  18,  20  X  20,  $10.50. 

Fir  flooring — 1  x  3  edge  grain,  $28;  1x4  edge 
.k'rain.  .$31;  1  x  4  flat  grain.  $24;  No-.  1  and 
1  iiuli  clear  fir  rough,  $33;  No.  1  and  2, 
I'l  a.id  T..  inch  clear  fir  rough,  $39;  No.  1 
and  2,  2  iiicli  clear  fir  r£iugli  .f  ;  lienilock 
lath.  $1.15;  pine  lath,  .1;2..35  t..  ^L'.c,.-,:  XX 
B.  C.  cedar  shinijles,  $2.15;  \\\  S;3 '>5  • 
XXXXX,  .$.3.60.    "  ' 


STEEL  AND  IRON 

Vancouver  prices  f.o.b.  warehouse : 
Steel — (round  and  square  bars)  $4.50  base;  twist 

and  and  deformed,  .$4.50  base ;  structural  sec 

tions,  $6.00  to  $7.00. 
Galvanized  iron — 28  gauge,  $12.85  per  100  lbs. 
Corrugated  iron — 26  gauge,  6,  7  and  8  ft.  sheets 

$10.90;  5,  9  and  10  ft.  sheets,  $11.05  per  sq 

Black  steel  sheets,  24  gauge,  $10.35  per  101 

lbs. 

Steel  angles— $0.00  to  $7.00  per  100  lbs.,  dep^ 
ing  oti  size,  cjuantity  and  specifications. 

Steel  channels,  beams— $6.00  to  $7.00  per  100  1 
depending  on  size,  quantity  and  specificatiq 

Steel  plates— $12.00  to  .$15.00 

SEWER  PIPE 

Sewer  pipe — Vancouver  prices  f.o.b.  warehod 
4-in.,  13'/lc  per  ft.;  6-in.,  23c  per  ft.;  8-in.,  36| 
ft.;  10-in.,  45c  ft.;  12-in.,  55c  ft.;  15-in,J 
$1.10  ft.;  18-in.,  $1.30  ft.;  20-in.,  $1.55  ft.] 
24-in.,  .$2.30  ft.    (all  net  prices). 

SUNDRIES 

Hard  wall  plaster — $16.50  in  car  lots  f.o.b. 

couver,  bags  extra. 
Hydrated  lime — $16.00  in  car  lots. 
Alca  lime — $16  per  ton. 

Plaster  of  Paris — Hammer  brand,  $4.50  per 
Finishing  Plaster — $19  per  ton,  sacks  extra. 
Welsh  slate— $11.50  to  $12.00  per  square, 

V^ancouver. 
Rope,   Manilla,   ^   in.,  39c  base;   yi  in., 

a  in.,  40c;   M  in.,  iOyic;  2nd  grade, 

base;  sisal  rope,  2Sj4c  base. 

PAINTS  AND  OILS 

Boiled  linseed  oil — In  bbls.,  $1.67  per  gal. 
Ills. 

Mixed  Paint— Per  gal.,  $2.95  to  $3.25. 

Raw  linseed  oil — In  bbls.,  $1.65  per  gal.;  re  | 
lead,  dry,  $21.25  per  100  lbs.;  in  oil,  24cl 
putty  in  bulk.  Standard,  $4.50;  Pure,  $5.61 1 
Tmpentine,   in   bbls.,  95c  to  $1.00. 

White  Lead— Ground  in  oil,  $18  to  $20  per  100  IbJ 


Sewer 
Pipes 


i 


.  and  St.  JOHN§.ffiQ. 


ALL  SIZES  OF  PIPES  and  CONNECTIONS  from  4  inch  to  30  inch  always  IN  STOCK 

High  Grade  Salt  Glazed  Vitrified  Sewer  Pipes  and  connections  are  a  specialty 

with  us.   We  also  manufacture  culvert  pipes,  inverts,  flue  linings,  stove  linings, 

fire  bricks,  locomotive  blocks,  guUey  traps,  range  bricks,  cupola  linings,  wall 

coping  and  all  kinds  of  vitrified  and  fire  clay  goods.    Prompt  shipments  on  all  ■• 

goods.  V 

Vitrified  Hollow  Building  Blocks 
Ground  Fire  Clay,  in  Bulk  or  Bagged.  ' 
"Amco"  Segment  Sewers— From  30  to  108'  diameter  ^ 
Send  for  Illustrated  Book  on  "Building  Segment  S€Wers" 

Standard  Clay  Products  Limited 

THREE  SEWER  PIPE  FACTORIES  :  St.  Johus,  P.  Q.,  and  Ncw  Glasgow,  N.  S. 

ALSO   FIRE   CLAY   FACTORY   AT  ST.    JOHNS,    P.  Q. 
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More  Daylight 


Lower  Insurance  Rates 


Steel  Sash  has  won  its  place.  Architedts  and  Contradors  all  over  Canada  are 
now  specifying  Fenestra  §tee\  sash  more  than  any  other  kind.  Fenestra  is 
absolutely  fireproof  and  weather  proof.     Write  for  particulars  and  terms. 

Steel  AND  JiADiATroNiZiMiTED 

Manufacturers  of  Hot  Water  a«<^ Steam  Boilers  ^?/?<j^Radiators:  Fenestra  Steel  Sash       Concrete  Reinforcing 
Head  Office      -      Fraser  Avenue,  TORONTO 


XCELADUCT 

(GALVANIZED  CONDUIT) 


Made  in  Canada 

by 

Orpen  Conduit  Co.,  Limited 

Toronto 


Engineers  &  Contractors,  Limited 

102  Prince  William  Street,  ST.  JOHN,  N.  B. 

E.  R.  REID,  President  E.  M.  ARCHIBALD,  Chief  Engineer 

-  • 

The  Moncton  Bridge  Foundations 

were  built  by  our  firm 

We  are  equipped,  both  in  plant  and  organization,  for  difficult  foundation  work,  water  power  develop- 
ments, tunnels,  industrial  plants,  etc. 
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Civil 

Contractors 

Electrical 
Mechanical 

Directory  of 

Engineers 

Special 
Interests 

Chipman  &  Power 

Civil  Eng^ineers 

TORONTO  WINNIPEG 

Willis  Chipman.       Geo.  H.  Power. 


Anglins  Limited 

Contracting  Engineers 

65  Victoria  St.  MONTREAL 


B.  W.  Seton, 

Toronto. 


H.  J.  Griswold, 

Montreal 

DOMINION  ENGINEERING 
&  INSPECTION  CO. 

Inspecting  and  Testing  Engineers 
Head   Office  and  Laboratories, 
820  Lagauchetiere  St.  West,  Montreal. 

liKANCH  OFFICES: 
24  Adelaide  Street  East,  Toronto. 
806  Union  Trust  Building,  Winnipeg 
CEMENT  TESTING  AND  REIN- 
FORCED CONCRETE  INSPECTION 
MILL.  SHOP  AND  FIELD  INSPEC- 
TION OF  STEEL  STRUCTURES 
AND  BRIDGES 
TESTS  AND  INSPECTION  OF  IRON 

AND  STEEL  PIPE.  ETC. 
LOCOMOTIVES,  CARS,  NEW  AND 

SECOND-HAND  EQUIPMENT 
Represented  at  New  York,  Pittiburgh  and 
Chicago;  Glasgow  and  London,  Eng. 


Canadian  Inspection  & 
Testing  Laboratories 

Limited 

Inspecting  Engineers 
and  Chemists 

Mill,  shop  and  field  inspec- 
tion of  bridges  and  struc- 
tural work;  test  of  materi- 
als; mill  inspection  of  rails 
and  track  supplies;  found- 
ry inspection  of  steel  and 
iron  castings  of  all  classes; 
expert  examinations  and 
reports.  Representatives 
at  all  important  Canadian, 
American  and  European 
Works. 

Head  Office  MONTR FAI 

.nd  M.ia  Laboratories:  1  IVCAl- 

Hranch    Offices    and    Laboratories — 
TORONTO,  WINNIPEG,  EDMONTON, 
VANCOUVER   and   NEW  GLASGOW 


HADDIN  &  MILES 

LIMITED 

(Formerly  The  John  Gait  Engineering  Co.,  Ltd.) 

Consulting 
Civil  Engineers 

Water  Supply,  Sewerage,  Sewage 
Disposal,  Electric  Lighting 
and  Power 

WINNIPEG     —  CALGARY 


R.  S.  &  W.  S.  LEA 

Consulting  Engineer* 

Waier  Supply  ;  Sewerage  and  Drainage  ;  Water 

Purification;  Disposal  of  Sewage  and  Refuse  ; 

Water  Power  Developments  and  Power  Plants. 
Reports,  Designs,  Supervision  of  Construction 
New  Birks  Bids.  Telephone 

MONTREAL,  P.Q.  Uptown  783 


FRANK  BARBER 

Bridge  and  Structural  Engineer 

Steel  and  Reinforced  Concrete  Bridges  and 
Buildings,    Foundations,    Municipal  Work 

40  JARVIS  STREET,  TORONTO 


*.obcil  W.  Hunt, 
I'hos.  C.  Irving,  Jr. 


Charles  Warnock, 
Jai.  W.  Moffat. 


Robert  W.  Hunt  &  Co. 

Llmltad 

Consulting  and  Inspecting  Engineers, 
Chemists  and  Metallurgists 

Expert  inspection  and  tests  of  all  structural 
materials  and  mechanical  equipment. 

Inspectors  at  all  important  industrial  centres. 

Reports  on  Properties  and  Processes 

Head  OfAce  and  Laboratories : 
McGill  Building,  Montreal 
Branches : 

Toronto         Vancouver         London,  England 


Crushed 
Stone 

BRICK 


TamcO 
o 


Cut 

Stone 
SAND 


T.  A.  Morrison  &  Co..  ^"^AViiTAV^' 


Reid  &  Brown  Structural  Steel 
&  Iron  Works,  Limited 

We  carry  a  large  stock 

Steel  Beams,  Channels,  A  ngles, 
Plates,  Columns,  etc. 

FOR  IMMEDIATE  SHIPMENT 
Office  and  Works— 63  Esplanade  E,  TORONTO 

Phones— Main  904  and  90S 


R.  O. 
WYNNE  -  ROBERTS 
Consulting  Engineer 

40  JARVIS  STREET 

TORONTO 

Water  Supply,  Sewerage,  Sewage  Dis- 
posal, Civic  and  General  Engineering, 
Arbitrations,  Investigations,  Valuations,  i 
Reports,  etc. 
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Sash 

Operating  Machinery 

of  all  kinds 

KING  CONSTRUCTION  CO 

40  Dovercourt  Rd.,  TORONTO 


Milton   Hersey  Co.,  Ltd. 

Engineers,  Chemists,  Inspectors 

PAVING 

designed,  superintended.  Inspected. 
Montreal  Winnipes  New  York 


Power  &  Son, 

Architects  and  Building^  Surveyors 

Msrchants  Bank  Chambers, 

Kingston,  Canadal 


We  protect 

TIMBER 

from 

DECAY 

at  our  Carbolineum  Treating  Plant 

The  Lachute  Shuttle  Co.,  Ltd. 

Lachute  Mills,  P.  Que. 


THOMSON  BROS. 

CONTRACTORS 

Established  1884. 
Masoniy   and   all    kinds   of  Reinforced 
Concrete  Construction  Work  carried  out. 

Main  2453     413  Ryrie  Bldg.,  Toronto. 
Park.  538.  Park.  3302  Nights,  Sundays,  and 
Holidays. 


DARLING  BROTHERS  LIMITED 

ENGINEERS  &  MANUFACTURERS 

MONTREAL,  CANADA 

Branches:  Agents: 
Toronto.  Winnipeg        H;:lifax.  Calgary.  Vancouvtt 

PUMPS  FOR  ANY  SERVICE    .  STEAM  APPLIANCES  OFEVERY  KIND 
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Built  for  C.P.K 


CANADIAN 
CHICAGO  BRIDGE  &  IRON  CO. 

Limited 
BRIDGEBURG.  ONTARIO 
Our  Specialty  Is  the  Design,  Manufacture 
and  Erection  of  Elevated  Steel  Tanks 
for  Municipal,  Railroadand  Factory  Service. 
We  also  design,  manufacture  and  construct 
Oil  Tanks,  Coaling  Stations,  Bridges,  Turn- 
tables, Building  and  Structural  >uterial. 

"  Write  our  nearest  Sales  Office  for  prices,  plans 
and  specifications.  Our  catalogue  No.  15  gladly 
mailed  to  you  upon  request." 

Sales  Offices:— 
Bridgeburg,  Ontario.  130  Janet  Street 

Chicago,  Illinois,   1.305  West  105th  Street 
New   Vorl<,  N.  Y..  30  Church  Street 

Shops:— Bridifeburg,  Ont. 

^1    Chicagro.  tU.  Greenville,  Pa. 


The  Maritime  Bridge 

Company,  Limited 

Manufacturers  and  Erectors  of 

Steel  Railway  and  Highway  Bridges, 
Buildings,  Girders,  Trusses,  Towers, 
Turntables,  Tanks,  Smoke  Stacks, 
Riveted  Pipe,  and  Structural  Steel  and 
Plate  Work  of  all  descriptions. 

We  have  the  only  complete  stock  of 
Steel  Shapes,  Plates  and  Bars  in  the 
Maritime  Provinces. 


Office  and  Plant: 

New  Glasgow,  Nova  Scotia 


Galvaduct "  and  'Toricated" 


Conduits 


for  Interior  Constructon 


Conduits  Company,  Limited 

Sole  Manufacturers  under  Canadian  and  U.  S.  Letters  Patent 


Toronto 


Canada 


Standard 

Wires  and  Cables 


Bare  Copper,  Brass  and  Bronze  Wires 
Standard  C.C.C.  Wire  (Colonial  Copper  Clad) 
Weatherproof  Wire,  Rubber  Insulated  Wire 
Varnished  Cambric  Cables,  Leaded  or  Braided 
Filjre,  Paper  and  Rubber  Leaded  Cables 
Steel-Wire  and  Steel-Tape  Armored  Cables 
Cable  Terminals,  Junction  Boxes,  etc. 

For  further  informalton  write  our  neai  est  office. 

Standard  Underground  Cable  Co.  of  Canada,  Limited 
Hamilton,  Ont. 

Montreal,  Que.  Toronto,  Ont.  Seattle,  Wash. 


STRUCTURAL  STEEL 

and 

BRIDGE  BUILDERS 


Capacity  18,000  Tons. 

We  build  and  erect  all  kinds  of  Structural  Steel,  Bridges, 
Roof  Trusses,  Bank  and  Office  Railings,  Stair 
Work.  Elevator  Grilles,  Fire  Escapes,  etc. 

Over  5,000  Tons  in  Stock  of 

Beams,  Column  Sections,  Angles,  Tees,  Plates,  Bars, 
Checkered  Floor  Plates,  etc. 

McGregor  &  Mclntyre,  Limited 

1139  Shaw  St.  -  -  TORONTO,  CAN. 

Telephone  Hillcrest  1614 — 1615—1616. 


BITUNAMEL 

Unsurpassed  for  waterproofing  foundations  and  prevent- 
ing rust  and  corrosion  on  exposed  iron 
and  metal  work. 

WRITE  FOR  SAMPLE 

The  Ault  &  Wiborg  Co.  of  Canada 
Ltd.,  Varnish  Works 


Montreal 


TORONTO 


w 


innipeg 


ii 
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Works  at  Walkerville,  Ontario 


When    placing  your 
order  for 

HYDRANTS, 
VALVES 

and 

VALVE 
BOXES 

place  it  with  us. 


MADE  IN  CANADA 


Strong,  Substantial  and 
Modern  Designs. 
Prices  right. 

Write  for  prices  and  see. 


jlMITED 


VALVEH1YDRANT  MANUFACTURERS 

WALKERVILLE,  ONT. 


OxyAcetyleneVfeldingand  Cutting 


riiis  welding  repair  on 
broken  crank  shaft  saved 
an  experisive  tie-up,  at  a 
cost  of  50c. 


Reduces  Repair  Costs 
Saves  Time  and  Money 

Oxy-Acetylene  VVelding  is  saving  hundreds  of 
thousands  of  dolhirs  annually  in  Canadian  Fac- 
tories, Mills,  Mines,  Machine  Shops  and  wherever 
metal  or  machinery  is  used.  Broken  machinery 
parts,  tools  and  defective  castins^s  are  quickly 
and  permanently  repaired.  Many  economies  and 
advantages  are  derived  from  welding  in  construc- 
tion as  well  as  repairing 


employs  hoth  gases  (acetylene  and  oxygen)  in 
portable  cylinders.  Prest-O-Lite  Dissolved 
Acetylene  is  hacked  by  Prest-O-Lite  Service, 
which  insures  prompt  exchange  of  full  cylinders 
for  empty  ones.  Provides  dry,  purified  gas,  in- 
suring better  welds,  quicker  work  and  lower  oper- 
ating cost. 

Apparatus  consists  of  an  equal  pressure  blow 
pipe,  automatic  regulators  and  gauges,  and  all 
necessary  equipment.  Adaptable  for  oxy-acety- 
lene  cutting  by  the  addition  of  special  cutting  blow 
pipe. 

Thoroiigli  instructions  are  furnished  free  to  every  user 
■)f  Prest-(J-i,ite  l^issolved  Acetylene.  Any  average  workman 
v\hn  understands  metals  can  learn  the  welding  process 
(luickly  and  easily. 

We  will  gladly  send  illustrated  literature  and  interesting 
data  showing  actual  instances  of  savings  made  by  others. 
It  may  suggest  valuable  ideas  to  you.     Write  for  it. 

Address  Dept.  C-IO.'). 

THE  PREST-O-LITE  CO.,  INC. 

CANADIAN  GENERAL  OFFICES 
Prest  o-Life  Building 
Corner  Elm  Street  and  Centre  Avenue 
TORONTO 

Direct  Factory  Canadian  Plants: 

Branches:  Toronto,  Out. 


Montreal,  P.O. 
Merritton,  Out. 
Toronto,  Ont. 
Winnipeg,  Man, 


Merritton,  Ont. 
>t.  Boniface,  Man. 
Sliawinigan  Falls, 

P.O, 


World's  Largest  Makers  of  Dissolved  Acetylene  I 
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Fast  and  Smooth  Running; 

Perfect  Safety;   Real  Economy; 
Strength,  Lightness,  Brightness   

Merits  That  Spell 
Success  forTurnbulI 
Elevators 

The  above  good  points  claimed  for  Turnbull 
Elevators  are  endorsed  by  many  heads  of 
business  houses  on  the  continent — far  seeing 
men  who  understand  the  money  value  of  time 
and  are  quick  to  recognize  superior  methods 
in  whatever  sphere  they  may  find  them. 

These  men  vote  solid  for  Turnbull's 
''Built  For  Better  Business"  Elevators. 

Write  for  all  information 
EstimateSf  plans  and  prices  free  with  pleasure 

TURNBULL  ELEVATOR 

MANUFACTURING  COMPANY 

126  John  Street,  TORONTO 


MONTREAL  OFFICE: 
202  Mappin  &  Webb  Bldg 
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You  Can  Save  Money 


by  using 
our 


Wire  Rope 

"MADE  IN  CANADA"  ^ 

The  Dominion  Wiro  Rope  Company.  Umited* 

MONTREAL  TORONTO  WINNIPEG 


Do  You  Know  That 


We  are  HEADQUARTERS  for 

General  Marine  Supplies? 

Winches,  Windlasses,  Lamps, 

Rigging  Screws,  Shackles,  Blocks, 

"SHIPMATE"  RANGES  i 


COMBINE 

Rapidity,  Efficiency 

and  Lack  of  Waste 

with 

Low  Cost 

by  using 

RANSOME  Bantam  Mixers 


Branch : 
108  Mail  Building, 
TORONTO 


Head  Office 

MONTREAL 


Vol.  32 


Toronto,  February  6,  1918 


No.  6 


mMm 


Wood  Stave  Pipe  and  Tanks 

Wire  Wound  and  Continuous  Wood  Stave  Pipe, 
Wooden  Tanks  and  Silos 


MADE   FROM   BRITISH   COLUMBIA  FIR 


46  in.  Diameter  Continuous  Wood  Stave  Pipe  Installed  by  us  for  the  Hydro-Electric  Power  Commission  of  Ontario 
Wood  Pipe  and  Tanks  made  in  all  sizes— for  Municipal,  Mining,  Irrigation  and  Power  Purposes 

Write  for  Illustrated  Literature  and  Prices 

PACIFIC  COAST  PIPE  CO.,  LIMITED 

Established  1903  1551  Granville  Street  VANCOUVER,  B.C. 


Uphabetical  Index  to  Advertisers,  Page  16 
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Looking  Forward 

The  Dominion  Rubber  System  policy 
is  'To  Serve  and  Please  the  Trade,'' 

That  poHcy  will  be  more  in  evidence 
during  191 8  than  ever  before. 

Despite  changed  and  changing  condi- 
tions in  Trade  and  Manufacturing,  there 
will  be  no  lessening  of  our  efforts  to  meet 
every  need  in  Rubber,  no  matter  from 
what  source  it  may  emanate.  For  more 
than  half  a  century  we  have  set  the  pace, 
and  our  position  this  year  will  be  more 
pronounced  because  of  the  greater  and 
better  service  we  can  and  will  render. 

Our  service  branches  in  the  principal  cities 
of  Canada,  will  give  prompt  and  intelligent 
attention  to  all  enquiries.  Our  experts 
are  ready  with  their  advice,  where  needed. 

Canadian  Consolidated  Rubber  Co. 

Limited 

Head  Office    —  MONTREAL 

Service  Branches  at  Halifax,  St.  John,  Quebec,  Ottawa, 
Toronto,  Hamilton,  Kitchener,  London,  North  Bay,  Fort 
William,  Winnipeg,  Regina,  Saskatoon,  Calgary,  Lethbridge, 
Edmonton,  Vancouver  and  Victoria. 


Largest  Rubber  Manufacturing  Organization  in  the 

British  Empire, 
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"BEATTY" 

Auxiliary  Ship  Machinery 


Ash  Hoist  for  ships  now  being  built  in  Canada 
—   Agrents  — 

H.  E.  Plant,  Montreal,  Que.  R.  Hamilton,  Vancouver 

E.  Leonard  &  Sons,  St.  John,  N.B.     Kelly-Powell,  Winnipeg 


Cargo  Winches 
Warping 
Winches 
Anchor  Wind- 
lasses 
Ash  Hoists 

Also 

Hoisting  Engines, 
Electric  Hoists, 
Steel  Derricks, 
Derrick  Irons, 
Clamshell  Buckets, 

Let  us  know  what  you  want 
along  this  line 
We  will  tender  promptly 

M.  BEATTY  &  SONS,  LTD.,  WELLAND 


"London"  Batch  Concrete  Mixer 


Figure  i:;o  illustrates  the  London  Batch  Mixer  No.  G. 
Capacity  6  cu.  ft.  per  batch,  or  60  cu.  yds.  per  day.  Just 
the  machine  for  building  bridges,  sidewalks,  foundation 
walls,  or  any  medium  size  work  requiring  a  portable  ma- 
chine.   Ask  for  catalog  No.  iL!. 

Figure  96  illustrates  the  London  Batch  Mixer  No.  4.  Capa- 
city 4  cu.  ft.  per  batch,  or  40  cu.  yds.  per  day.  Just  the 
machine  for  building  curbs,  manholes,  gutters,  small  foun- 
dations, barn  walls,  concrete  silos,  or  other  small  jobs.  Ask 
for  catalog  No.  iK. 


We  build  23  different  sizes 
of  Concrete  Mixers 
and  a  full  line  of  con- 
crete machinery. 


Figure  9G,  Lo 
Hatch  Mixer  No. 

R.  R.  Power 
The  Foss  & 
The  General 


"LONDON"  CONCRETE  MIXERS  ARE  NOT  BUILT  DOWN 
TO  A  PRICE,  but  up  to  standard.  London  Concrete  Mixers  are  being 
used  exclusively  for  the  building  of  the  Winnipeg  aqueduct,  a 
$40,000,000.00  job  for  the  same  reason  tiiat  they  are  used  on  practically  all 
other  Government  jobs — they  run  continuQusly  for  years  without  break- 
downs or  repairs. 

London  Concrete  Machinery  Co.,  Ltd. 

Dept.  7,    LONDON,  ONTARIO 
World's  Largest  Manufacturers  of  Concrete  Machinery 


,  Halifax,  N. 
Hill  Machine 
Supply  Comp 


Rene  Talbot,  Quebec, 
pany,  Montreal,  Que. 
Canada,  Ottawa,  Ont. 


AGENCIES 

Que.  The  General  Supply  Company  of  Canada,  Toronto,  Ont. 

The  General  Supply  Company  of  Canada,  Winnipeg,  Man. 

The  B.  C.  Equipment  Company    Vancouver,  B.C. 
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ROAD  MACHINERY 

Rollers^  Crushers,  Graders,  Ploughs,  Scrapers, 
Sprinklers,  Traction  Engines,  Wagons  etc. 

MUSSENS  UNITED 


?UEBEC— Pruncau  &  Co. 
ORONTO-H.  Turnbull  &  Co. 


MONTREAL 
WINNIPEG 
VANCOUVER      COBALT -H.  L.  Usborne 


Dominion  Iron  and 
Wrecking  Co.,  Ltd, 

Canada's  Largest 
Cash  Buyers  and  Liquidators 


Factories  and  Complete  Plants. 

Marine  Wreckers  and  Dismantlers. 

Scrap  Iron,  Steel,  Metals,  and  Waste  Materials. 

Distributors  of  Spelter,  Ingot  Copper,  Lead,  Tin, 
Antimony. 

Iron  and  Steel  Shafting,  all  sizes  and  lengths. 
New  and  Used  Electrical  Equipment. 

Power  Machinery,  Electrical,  Hydraulic,  Steam 
and  Gas. 

Relaying  Rails  of  all  sizes  always  in  stock. 
General  Offices : 

Transportation  Bldg.,  MONTREAL 


Qaebc 


Tel.  Main  3751 


St.  John  N.B. 


For  Quick  Heats  You  Need 

"CANADIAN" 
Rivet  Forges 

Write  for  Catalog  18C-12 

Canadian  Blower  &  Forge  Co.,  Limited 

KITCHENER,  ONT. 


Jambs  Thomson,  President. 


J.  G.  Allan,  Vice-President. 


James  A.  Thomson,  Secretary. 


THE  GARTSHORE-THOMSON  PIPE  &  FOUNDRY  GO 


LIMITED 


Manufacturers  of 


Flexible  and  Flange  Pipe, 
Special  Castings  and  all  kinds 
of  Waterworks  Supplies. 


3  inches  to  60  inches  diameter. 

for  Water,  Gas,  Culvert  and  Sewer 
HAMILTON,  ONT. 
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Acetylene  Gas 

The  Prest-O-Lite  Co.,  Inc. 

Air  Compressors 

Can.  IngersoU-Rand  Co.,  LW. 
Canadian  AlUs-Chalraers,  Ltd. 

Aluminium  . 

Spielmann  Agencies  Kegd. 

Canat?n  Ingersoll-Rand  Co. 
Northern  Crane  Works 

Anchor  Bolts 

Hamilton  Bridge  &  Iron  Works 

Architectural  Iron  Works 

Canadian  AUis-Chalmers  Ltd 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Architectural  Terra  Cotta 

Toronto  Plate  Glass  Imp'tg  Co. 

Ash  Hoists 

Gillis  &  Geoghegan 

^Asphalt  &  Supply  Company 
Imperial   Oil  Company 

^cinada    Foundries    &  Forgings, 

Beam  Spam  „  ^  ,  . 

Hamilton  Bridge  &  Iron  Works 

Blast  Hole  Drills 

Hopkins  &  Co.,  r.  H. 

Blowers  and  Compressors 

Canadian  Blower  and  Forgs  Co. 
Can.  Ingersoll-Rand  Co.,  Ltd. 
Sheldons  Limited 

Boilers 

Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Inglis  Company,  John 
Marsh  &  Henthorn 
McDougall  Caledonian  Iron  Wks. 
Mussens  Limited 

Boxes — Junction 

Standard  Underground  Cable  Co. 
of    Canada,  Limited 

Brick  Dryers  _ 
Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Brick  Machinery  and  Supplies 

Sheldons  Limited 
Wettlaufer  Bros. 

Brick  Manufacturers 
Sun  Brick  Company 

■^^Can\dian  Allis-Chalmers  Ltd. 

Bridges  (Steel) 

Canadian  Bridge  Company 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works 
MacKinnon-Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime   Bridge  Company 

Buckets 

Beatty  &  Sons,  M. 
Hopkins  &  Co.,  F.  H. 
Manitoba  Bridge  &  Iron  Works 

Buckets — Steel 

Marsh  &  Henthorn,  Ltd. 

'    *"*nominion  Wire  Rope  Co.,  Ltd. 
Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Cable  Terminals  ,  ^.  ,  ,  ,. 

Statiflai  rl   Underground  C  alilc  (  n, 
of  Canada,  Limited 

Cars— Steel  Body 

Hamilton  Bridge  Works  Co. 
Marsh  &  Henthorn,  Ltd. 


Car  Wheels 

Marsh  &  Henthorn,  Ltd. 
Steel  Co.  of  Canada  Limited 

Castings — Grey  Iron 

Marsh  &  Henthorn,  Ltd. 

Casements 

Trussed  Concrete  Steel  Co. 

Cement 

Britnell  &  Company 

Cement,  High  Temperature 

Beveridge  Paper  Co.,  Ltd. 

Cement  Waterproofing 

Barrett  Company 
Ideal  Concrete  Machinery  Co. 
Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 

Centrifugal  .Pumps 
^    Boving  Hydraulic  &  Engineering 
Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 

Chemists 

Canadian  Inspection  and  Testing 
Laboratories 

Coal  Chutes 

Manitoba  Bridge  &  Iron  Works 

Coal  Handling  Apparatus 
Beatty  &  Sons,  M. 

Cold   Storage  Insulation 

Armstrong  Cork  Company 

Compressed  Acetylene  Gas 
The  Prest-O-Lite  Co.,  Inc. 

Concrete  Block  Machines 

Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 

Concrete  Culvert  Pipe 

Blair.  B. 

Dominion  Concrete  Company 

Concrete  Hardener»and  Water- 
proofer 

Beveridge  Paper  Co.,  Ltd. 

Concrete  Mixers  arid  Appliances 

Hopkins  &  Co.,  F.  H. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
Mussens  Limited 

Concrete  Sewer  Pipe 
Blair,  B. 

Dominion  Concrete  Company 

Conduits 

Conduits  Company,  Limited 

Connecting  Rods 

Canada    Foundries    &  Forgings, 

Contractors 

Anglins  Limited 
Foundation  Company 
Hamilton  Bridge  Works  Co. 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 
Wells  &  Gray  Limited 

Contractors'  Plant  &  Supplies 
Beatty  &  Sons,  M. 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Dake  Engine  Company 
Marsh  &  Henthorn 

Conveyor  Belting 

Dunlop  Tire  &  Rubber  Company 
Conveying  Machinery 

Canadian   Mathews   Gravity  Car- 
rier Company 

Core  Drills 

Canadian  Allis-Chalmers  Ltd. 
Can.  Ingersoll-Rand  Co.,  Ltd. 


Corrugated  Iron 

Pedlar   People  Limited 

Cranes,  Travelling  and  Locomotive 

Boving  Hydraulic  &  Engineering 

Company 
Hopkins  &  Company,  i.  ti. 
Maritime  Bridge  Company 
Northern  Crane  Works 

Crank  Shafts 

Canada    Foundries    &  Forgings, 

Crushed  Stone  and  Granite 

Canada   Crushed   Stone  Corpora- 
tion 

Crushed  Stone,  Limited 
Morrison  Company,  T.  A. 

Crushers  (Stone  and  Rock) 

Canadian  Allis-Chalmers  Ltd. 
London  Concrete  Machinery  Co. 
Mussens  Limited 

Culverts 

Pedlar  People 

Damp  Proof  Coating 

Barrett  Company 
Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 

Deck  Spans 

Hamilton  Bridge  &  Iron  Works 

Derricks  and  Derrick  Fittings 
Beatty  &  Sons,  M. 
Hopkins  &   Company,   F.  11. 
Maritime  Bridge  Company 
Marsh  &  Henthorn,  Limited 
Northern  Crane  Works 

Dredging  Pumps 

Boving  Hydraulic  &  Engineering 
Company 

Dredges 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 

Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 

Drill  Steel  Sharpeners 

Canadian  Ingersoll-Rand  Co. 

Dump  Cars,  Wheels,  etc. 

Hopkins  &  Company,  F.  H. 
Manitoba  Bridge  &  Iron  Works 
Maritime    Bridge  Company 
Marsh  &  Henthorn 
Sheldons  Limited 

Drift  Pins 

Canada  Foundries  &  Forgings, 
Hamilton  Bridge  Works  Co. 

Drying  Apparatus 

Canadian  Blower  &  Forge  Co. 

Elastite 

Carey  Mfg.   Co.,  Philip 
Trussed  Concrete  Steel  Co. 

Electric  Fans 

Sturtevant  Co.  of  Can.,  Ltd.,  B.  F. 

Electric  Air  Rock  Drills 

Canadian  Ingersoll-Rand  Co, 
Electric  Impulse  Clocks 

Gent  &  Company 
Electric  Water  System.s 

Ontario  Wind  Engine  &  Pump 
Company 

Electrical  Specialties 

Spielmann  Agencies  Regd. 
Electrical  Supplies 

Canadian  General  Electric  Co. 
Elevator  Doors 

Ormsby  Company,  A.B. 

Elevators 

Norlliern  Crane  Works 
Turnbull  Elevator  Company 


Engines 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co, 
Hopkins  &  Company,  F.  H. 
Inglis  Company,  John 
McDougall  Caledonian  Iron  Wit 

Engineers  (Civil  and  Mechanical)] 

Bowman  &  Connor 
Chipman  &  Power 
Dominion  Engineering  &  Insp 

tion  Company 
Foundation  Company 
Haddin  &  Miles 
Hunt  &  Co.,  Robt.  W. 
Milton  Hersey  Co. 
R.  &  W.  S.  Lea 
Wynne-Roberts,  R.  O. 

Excavators 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 

Exhaust  Heads 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Expanded  Metal 

Pedlar  People  Limited  ! 
Trussed  Concrete  Steel  Co. 

Fans  ' 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited  ' 

Fibre,  Vulcanized 

Beveridge  Paper  Co..  Ltd. 

Fire  Brick,  Jointless 

Beveridge  Paper  Co.,  Ltd. 

Fireproof  Doors  and  Windows 
Ormsby  Company,  A.  B. 
Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Fire  Escapes 

Dennis  Wire  &  Iron  Works  Co 
Manitoba  Bridge  &  Iron  Work: 
McGregor  &  Mclntyre 

Fire  Escape  Spirals 

Canadian  Mathews  Gravity  Ci 
rier  Company 

Fire  Protection  Appliances 
Bickle  Company,  R.  S. 

Flag  Poles 

Ontario  Wind  Engine  &  Pufflp 
Company 

Flooring  Materials 

Armstrong  Cork  Company 
Imperial  Oil  Company 

Forges 

Canadian  Blower  and  Forge  < 
Sheldons  Limited 

Forgings,  Steel  &  Iron 

Canada    Foundries    &  Forgir 

Gasoline  Engines 

Boving  Hydraulic  &  Engineer 

Company 
Canadian  Allis-Chalmers  Ltd. 
London  Concrete  Machinery  C 
Ontario  Wind  Engine  &  Fur 

Company 

Generators 

Canadian  General  Electric  Co. 

Glass 

Toronto  Plate  Glass  Implg.  C 

Governors 

Boving  Hydraulic  &  Engineer 
Company 

Gravity  Carriers 

Canadian  Mathews  Gravity  ' 
rier  Company 

(Continued  on  page  8) 
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Drop  Forged'iSteel  Drift  Pins 


7  SIZES 

A  very  small  item  on  a  big  job,  but  how  very  important  that  they  be  true  in  shape,  quality  and  service 

PINS  THAT  YOU  CAN  TRUST- 
REGULAR  SAFETY  FIRSTS— DON'T  WAIT 

Produced  at 

Canadian  Billings  Spencer  Plant 

WELLAND 


Lachine  Water  Works 
Three  million  gallons,  eighty  pounds  domestic,  160  lbs.  fire. 


Turbine 
Pumps 

Electric  and  Steam 

Water  Works 
Factory  and 
Fire  Services 

Humphrey  Gas 
Pumps 

Any  capacity  or  pressure 

THE  JOHN  McDOUGALL 
CALEDONIAN  IRON  WORKS  CO.,  LIMITED 

I  Works:  Seigneurs  &  William  Sts.,  Montreal. 

Manufacturers  of  Boilers,  Castings,  Condensers,  Elevators,  Engines,  Filters,  Forgings,  Hydraulic 
Machinery,  Pumps,  centrifugal  and  reciprocating.  Steam  Turbines,  Tanks,  Water  Wheels,  Water 

Works  Plants 
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Hammers 

Canada    Foundries    &  Forsrings, 

Hammer  Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  IngersolI  Rand  Co. 

Heating  Apparatus 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Heat  Insulating  Materials 

Armstrong  Cork  Company 
Hoists,  Electric 

Northern  Crane  Works 
Hoisting  Apparatus 

Beatty  &  Sons,  M. 

Canadian  Ingersoll-Rand  Co. 

Gillis  &  Geoghegan 

London  Concrete  Machinery  Co. 

Marsh  &  Henthorn 

Mussens  Limited 

Northern  Crane  Works 

Hoisting  Engines 
Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Hopkins  &  Company,  F.  H. 
Marsh  &  Henthorn,  Limited 

Hose 

Can.  Consolidated  Rubber  Co. 
Dunlop  Tire  &  Rubber  Co. 

Hydrants 

Canada  Iron  Foundries 
Gartshore-Thompson  Pipe  Co. 
Kerr  Engine  Company 
McAvity  &  Sons,  T. 

Industrial  Cars 

MacKinnon-Holmes  &  Co. 
Inspection  Engineers 

Canadian  Inspection  and  Testing 
Laboratories 


Insulating  Compounds 
Imperial  Oil  Company 
Spielmann  Agencies  Regd. 
Standard  Underground  Cable  Cc. 
of  Canada,  Limited 

Industrial  Cars 

Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Marsh   &  Henthorn,  Ltd. 

Interior  Finish  and  Doors 

Canadian  Office  &  School  Furni- 
ture Company 

Insulating  Bricks 

Armstrong  Cork  Company 

Jib  Cranes  (all  kinds) 

Northern   Crane  Works 

Journal  Wedges 

Canada    Foundries    &  Forgings, 

Kilns 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited  ' 

Lead  Pencils 

American '  Lead  Pencil  Company 

"Lidgerwood"  Hoists 

Canadian  Allis-Chalmers  Ltd. 

Lockers  (Clothes) 

Canada  Wire  &  Iron  Goods  Co. 
Dennis  Wire  &  Iron  Works  Co. 

Machine  Bolts 

Hamilton  Bridge  &  Iron  Works 

Machinery  Insulation 

Armstrong  Cork  Company 

Metal  Lath 

Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 


Metallic  Roofing 

Pedlar  People  Limited 

Meters,  Water 

McDougall  Caledonian  Iron  Wks. 
Neptune  Meter  Company 

Motors 

Canadian  General  Electric  Co. 

Oil  Tanks 

Boving  Hydraulic  &  Engineering 

Company 
Imperial  Oil  Company 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 

Ornamental  Iron 

Dennis  Wire  &  Iron  Works  Co. 

Ornamental  Moulds 

Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 

Paints  and  Varnishes 
Dominion  Paint  Works 
Hopkins  &  Company,  F.  H. 
Spielmann  Agencies  Regd. 

Paints  (Bridge  and  Structural  Iron 
and  Pipe  Coating) 
Barrett  Co. 

Dominion   Paint  Works 
Imperial  Oil  Company 
Spielmann  Agencies  (Regd.) 
Trussed  Concrete  Steel  Co. 

Paving  and  Paving  Materials 
Asphalt  &  Supply  Company 
Barrett  Co. 

Carey  Mfg.   Co.,  Philip 
Imperial   Oil  Company 
Trussed  Concrete  Steel  Co. 


Pipe  (Concrete,  Iron  &  Wood) 

Boving  Hydraulic  &  Engineerirt' 

Company 
Dominion  Concrete  Company 
(lartshore  Thomson  Pipe  Co. 
National  Iron  Works 


Pipe  and  Boiler  Coverings 
Dominion  Paint  Works 

Pencils  (Lead) 

American  Lead  Pencil  Conipa 

Perforated  Metals  1 
Canada  Wire  &  Iron  Goods  do,  * 

Pile  Driving  Machinery 
Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd, 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  G 
Marsh  &  Henthorn,  Limited 

Pipe  Fittings  and  Flanges 
Pittsburgh   Valve,  Foundry 
Construction  Company 

Pipe  Covering  (Cold  and  Stea 

Armstrong  Cork  Company 

Plumbing  Supplies 

Mueller  Mfg.  Company,  H. 

Planing  Mill  Exhausters 

Canadian  Blower  and  Forge 
Sheldons  Limited 

Plaster 

Britnell  &  Company 

Plug  Drillers 

Canadian  Ingersoll-Rand  Co. 
(Continued  on  page  10) 


HAND  POWER  HOISTS  AND  DERRICKS 


DOUBLE  PURCHASE  MAST  WINCH  with  Two  Drums 

We  make  this  Winch  as 
illustrated  in  two  sizes  — 
small  and  large — and  in  each 
we  give  a  choice  of  two  di- 
ameters of  drums.  Four  men 
will  lift  about  nine  tons  with  the 
larger  size  on  double-purchase. 


L  J 


HAND  POWER  DERRICKS 

We  make  a  large  assortment  of 
Derricks  for  hand-power  use,  and  in 
various  sizes  to  lift  up  to  eight  tons. 


See  our  General  Catalog  for  fuller  particulars  of  above. 


Marsh  &  Henthorn,  Limited,  Belleville,  Ont. 


SINGLE  DRUM 
MAST  WINCHES 

Although  not  illustrated 
here,  we  make  single  drum 
mast  winches  with  either 
single  or  double  purchase, 
and  with  the  same  lifting 
capacity  as  the  double  drum 
machine. 


We  also  make 

FLOOR  WINCHES 


I 


with  which  four 
men  will  lift  about 
five  tons  on  the 
double  -  purchase 
gearing. 
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Pneumatic  Machinery 

Canadian  IngersoU-Rand  Co. 


Power  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Inglis  Company,  John 


Pumps 

Canada    Foundries    &  Forgings, 


Pumps  and  Pumping  Machinery 
American  Well  Works 
Beattv  &  Sons,  M.  . 
Boving  Hydraulic  &  Engineering 

Company  -  , 

Canadian  Allis-Chalmers  Ltd 
Canadian  Blower  and  Forge  Co. 
Canadian  IngersoU-Rand  Co. 
Cook,  A.  D. 
Darling  Bros. 

Hopkins  &  Company,  H-. 
Inglis  Company,  John 
McDougall  Caledonian  Iron  Wks^ 
Ontario  Wind  Engine   &  fump 

Company      ,      ,,r    i  .  r« 
Waterous  Engine  Works  Co. 


Quarry  Machinery 

Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  i.  -H. 

Railway  Supplies 

Can.  Chicago  Bridge  &  Iron  Co^ 
Dominion  Iron  &  Wrecking  Co. 
Gartshore,  John  J. 
Hopkins  &  Company,  t.  ti. 

Reinforcements,  Concrete  and  Steel 
Burlington  Steel  Company 
Canada  Wire  &  Iron  Goods  Co. 
Pedlar   People  Limited 
Steel  Co.  of  Canada,  Limited 
Trussed  Concrete  Steel  Co. 


Refrigeration  Machinery  . 

Boving  Hydraulic  &  Engineering 
Company 


Riveted  Spans 

Hamilton  Bridge  &  Iron  Works 


Road  Asphalt 

Asphalt  &  Supply  Company 
Imperial  Oil  Company 


Road  Oil 

Imperial  Oil  Company 


Road  Machinery 

Hopkins  &  Company,  F.  H. 
Waterous  Engine  Works  Co. 


Rolling  Steel  Doors 

Ormsby  Company,  A.  B. 


Roofing  Material 
Barrett  Co. 

Carey  Company,  Philip 
Imperial  Oil  Company 
Noble,  Clarence  W. 
Pedlar  People  Limited 


Roofing,  Rubber 

Beveridge  Paper  Co.,  Ltd. 


Rubber  Goods 

Can.  Consolidated  Rubber  Co 
Dunlop  Tire  &  Rubber  Co. 


Scrap  Iron 

Dominion  Iron  &  Wrecking  Co. 


Screens 

Canada  Wire  &  Iron  Goods  Co. 


Sewer  Pipe 

Britnell  &  Company 
Canada  Iron  Foundries 
Dominion  Sewer  Pipe  Co. 
Gartshore  Thompson  Pipe  Co. 
Hamilton  &  Toronto  Sewer  Pipe 

Company 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
National  Iron  Works 
Ontario  Sewer  Pipe  Company 
Standard  Clay  Products  Ltd. 

Sheathings 

Beveridge  Paper  Co.,  Ltd. 

Ship  Forgings 

Canada    Foundries    &  Forgings, 


Shovels  (Steam) 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 


Silo  Moulds 

London  Concrete  Machinery  Co. 


Skylights 

Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 


Smoke  Stacks 

Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
MacKinnon,  Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime   Bridge  Company 
Marsh  &  Henthorn,  Ltd. 
Pedlar  People  Limited 


Sprinkler  Tanks  (Steel) 

Can.  Chicago  Bridge  &  Iron  Co. 


Stair  Builders 

Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Steam  Appliances 
Darling  Bros. 


Steam  Apparatus  and  Specialties 

Canadian   Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
McAvity  &  Sons,  T. 
Sheldons  Limited 

Steam  Turbines 

McDougall  Caledonian  Iron  Wks. 

Steel 

Burlington    Steel  Company 
Dominion  Iron  &  Wrecking  Co. 
Hopkins  &  Company,  F.  H. 
Steel  Company  of  Can.,  Ltd. 
Trussed  Concrete  Steel  Co. 


Steel  Bars 

Burlington  Steel  Company 
Hopkins  &  Company,  F.  H. 
Maritime   Bridge  Company 
Steel  Company  of  Canada,  Ltd. 
Trussed  Concrete  Steel  Co. 


Steel  Beams 

Hamilton  I'.ridgc  &  Iron  Works 

Steel  Pipe 

Can.  Chicago  Bridge  &  Iron  Wks. 


Steel  Plate  Construction 

Hamilton  Bridge  Works  Co. 
MacKinnon-Holmes  &  Co. 
Marsh  &  Henthorn,  Ltd. 
Waterous  Engine  Works  Co. 


Steel  Sash 

Ormsby  Company,  A.  B. 
Trussed  Concrete  Steel  Co. 


Stone 

Britnell  &  Company 
Rogers    Supply  Company 
Sackville  Freestone  Company 


Structural  Iron  and  Steel 

Burlington  Steel  Company 
Canadian  Allis-Chalmers  Ltd. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works  Co. 
MacKinnon-Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 
McGregor   &  Mclntyre 
Reid  &  Brown  Structural  Steel  & 
Iron  Works 


Swing  Bridges 

Hamilton  Bridge  &  Iron  Works 


Swinging  Gears 

Dake  Engine  Company 

Switchboards 

Canadian  General  Electric  Co. 

Tanks  and  Steel  Pipes 

Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  DesMoines  Steel  Co. 
Hamilton  Bridge  Works  Co. 
Inglis,  John 

Manitoba  Bridge  &  Iron  Works 
Marsh  &  Henthorn 
McDougall  Caledonian  Iron  Wks. 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 
Ontario  Wind  Engine  &  Pump 

Company 
Waterous  Engine  Works  Co. 


Telescopic  Hoists 

Black  Building  Supply  Company 
Gillis  &  Geoghegan 

Testing  and  Inspecting  Bureau 
Hunt  &  Company,  Robt.  W. 

Tile  Moulds 

London  Concrete  Machinery  Co. 

Thumb  Screws  and  Nuts 

Canada    Foundries    &  Forgings, 

Towers 

Can.  Chicago  Bridge  &  Iron  Co. 
Hamilton  Bridge  &  Iron  Works 

Transformers 

Canadian  General  Electric  Co. 


Truss  Rods 

Hamilton  Bridge  &  Iron  Works 

Turnbuckles 

Canada    Foundries    &  Forgings, 

Valves 

Canada    Iron  Foundries 
Gartshore-Thomson    Pipe  Co. 
Kerr    Engine  Company 
McAvity  Ik  Sons.  T. 
Tlunlop  Tire  &  Rubber  Co. 


Ventilating    &    Heating  Apparatus 
Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 


Varnishes — Insulating 

Standard  Underground  Cable  Ci 
of  Canada,  Limited 


Wagons 

Tiffin   Wagon  Company 


Water    Level  Apparatus 
Gent  &  Company 


f 


Waterproofing 
Barrett  Co. 

Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 


Water  Softeners  and  Filters 

Manitoba  Bridge  &  Iron  Work- 


Water  Tapping  Machines 
Mueller   Mfg.    Company,  H. 


Water  Turbines 

Boving  Hydraulic  &  Engineerinf 

Company 
Canadian  Allis-Chalmers  Ltd. 
McDougall  Caledonian  Iron  Wfcf 


Welding  Apparatus 

Prest-O-Lite  Company,  Inc. 


Welding  and  Cutting  Plants 

Prest-O-Lite  Company,  Inc. 


Well  Drilling  Plants 
American  Well  Works 
Ontario  Wind  Engine  &  Pump 
Company  • 


Window  Sash 

Steel  &  Radiation  Limited 
Trussed  Concrete  Steel  Co. 


Wires  and  Cables  ^ 
Standard  Underground  Cable  O 
of  Canada,  Limited 


Wire  Guards  and  Screens 

Canada  Wire  &  Iron  Goods  "€0 


Wire  Rope 

Dominion  Wire  Rope  Co.,  Lti 


Wrenches 

Canada    Foundries    &  Forglnf 


Wood  Pipe 

Canadian  Pipe  Company 
Pacific  Coast  Pipe  Company 
Vancouver   Wood   Pipe  &  Tai 
Company 


Wood  Tanks 

Pacific  Coast  Pipe  Company 
Vancouver  Wood  Pipe  and  Ta 
Company  ^ 


l''elirnary  (l,  lOlS 
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CONCRETE  MACHINERY 

Famous  heart  shape  Mixers  built  in  all  sizes,  noted  for  mixing  Concrete 
Fast  and  Perfect.   Crushers,  Rolls,  Road  Pavers,  Sand  Screens,  Brick, 
Block,  Tile  and  Sewer  Pipe  Machines,  Elevators  and  Convey- 
ing Machinery,  Cement  Tools,  Engines,  Boilers,  Steel  Dump 
Cars,  Brick  Presses,  Builders  and  Contractors'  Machinery,  etc. 

Write  for 
Latest  Catalog 
and 

Special  Offers 


OF  THE 
LATEST 
TYPE 


OVER 
5,000 
IN  USE 


ALL  OUR  MACHINERY 
IS  MADE  IN  CANADA  BY  A  CANADIAN  FIRM 
AND  GUARANTEED. 


HOISTS 

Mounted  with  Steam,  Gas,  or 
Electric  Power.  Built  in  all 
.sizes  and  styles  to  suit  any 
class  of  work.  We  save  you 
much  money  on  your  Hoisting 
Equipment. 


WETTLAUFER  BROS.,  LIMITED    -    TORONTO,  ONT. 


I  Nova  Scotia  Steel  &  Coal  Company^  Ltd< 

Beg  To  Announce 

That  their  new  steam-hydrauHc  forge  shop  is  now  in  opera- 
tion, as  also  is  their  recently  installed  "Harmet"  fluid  com- 
pression-plant. 

These  improvements  bring  ''Scotia's"  equipment  abreast 
of  the  best  foreign  forges. 

They  are  accordingly  open  to  supply  forgings  of  all  shapes 
and  sizes.  Made  of  ordinary  or  fluid  compressed  open- 
hearth  steel,  and  satisfying  the  most  severe  specifications. 


For  Prices  and  Particulars  Apply  to 

Head  Office  -  -  New  Glasgow,  N.  S. 


,o  THE    CONTRACT    RECORD  February  c.  mis 

IS 

Now  on  Munitions 

LYMBURNER,  LIMITED 


The  well  known  manufacturers  of  ornamental  metal  work  and 
special  machinery  are  entirely  occupied  making  munitions, 
and  cannot  execute  orders  for  above  work  until  a  later  date, 
when  they  will  be  glad  to  receive  enquiries  and  will  again 
produce  first  class  Metal  Specialties  of  Every  Description — 
Machinery,  Tools  and  Gauges. 


X 
X 


360  St.  Paul  St.  E.      -      MONTREAL  r, 

XCELADUCT 


(GALVANIZED  CONDUIT) 


Made  in  Canada 

by 

Orpen  Conduit  Co.,  Limited 

Toronto 


M 
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One  of  many  large  Western  installations  of 

Truscon  Steel  Sash 


The  Robert  Simpson  Co.,  Limited,  Regina 

The  owners  of  this  building  secured  maximum  daylight— 
fireproofness— ventilation— satisfaction. 

The  day  of  wood  sash  is  past.  It  is  short-lived  ;  daylight  is  shut  out  by  its 
wide  members ;  it  does  not  permit  of  more  than  50  per  cent,  ventilation,  and, 
in  case  of  fire,  spreads  the. flames  instead  of  retarding  them.  Truscon  Steel 
Sash  is  made  to  suit  any  size  or  shape  of  opening  in  any  size  or  style  of  build- 
ing and  Avith  any  required  type  or  area  of  ventilation.  It  is ' recommended 
especially  for  use  in  Factories,  Power-Houses,  W'arehouses,  etc. 

Let  us  figure  with  you  on  the  use  of  Truscon  Steel  Sash 

in  your  next  job. 

Trussed  Concrete  Steel  Company 

of  Canada,  Limited 
WALKERVILLE,  ONTARIO 

Montreal  Toronto  Winnipeg  Calgary  Vancouver 


1-1 


THE    CONTRACT  RECORD 


February  6,  1918  j 


CANADIAN   DES  MOINES 
STEEL  CO.,  Limited 

Elevated  Tanks  Barges  Bridges 

Slandpipes  Wireless  Towers 

,  Structural  Steel  for  all  purposes. 


Let  us  bid  on  your  requirements. 
Attractive  Prices— Prompt  Deliveries. 


Sales  Offices  and  Plant 

CHATHAM,  ONT.  275  Inshes  Ave. 

Associated  witli 
F'lTTSRURGII-DES  MOINES  STEEL  CO. 
Pittsburgh,  Pa.  New  York  City 

Mr,  Curry  T?1dg.  42  Church  St. 

PES  MOINES  PRIDGE  AND  IRON  CO. 
Pes  Moines,  Iowa,  938  Tuttle  Street 


Concrete  Bonding 
Locker*  for  Clothes 
Iron  Stairway* 

.  Enquiries  solicited. 

CANADA  WIRE  &  IRON 
GOODS  CO.,  Hamilton 


Blair  Concrete  Pipe 


^^^^  "  "^^'^^^^^ 


) 


%%  .ft 


We  use  only  the  finest 
i^rade  materials  in  all  our 
work.  '  Clean,  sharp  sand 
and  hi.s;"h-_c;rade  cement. 
Cira\  el  sorted  and  crushed 
in  our  own  plant.  After 
tlioroii,^li  mixino,  the  con- 
crete is  power  tamped,  lo 
ensure  oreat  density.  I'ipe 
i--  then  allowed  to  set  fur 
/2  hours  in  vaporizing 
chambers,  with  automatic 
sprinklers,  giving  the  pipe 
great  hardness.  We  make 
laro'e  sizes  of  pipe  in  our 
portable  i)lant  at  the  jilace 
where  they  will  be  used. 
We  also  have  a  special 
feature  in  our  continuous 
reinforced  concrete  pipe. 

Write  to-day  for  further 
details  and  prices. 


B.  Blair  Company,  Limited 


WOODSTOCK 


ONTARIO 


Canada  Iron  Foundries,  Limited 


CAST  IRaN  PIRE 


Head  Office 


Mark  Fisher  Building 
MONTREAL 


Car  Wheels,  Cast  Iron  Water  and  Gas  Pipe,  Specials,  Valves,  Hydrants,  etc..  Casting's 
of  all  kinds,  Mooring  Bollards  for  both  Concrete  and  Wooden  Docks 
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LiDGERWOOD  GABLEWAYS 

Lidgerwood  Cableways  are   built  to  be  operated  by  steam, 

compressed  air   or   electricity  and   may   be   provided  with  remote 

control  as  simple  as  that  used  for  controlling  electric  trams  and  may 

i  be  operated  from  any  convenient  point. 

The  long  span  of  the  Cableway,  with  its  travelling  towers,  enables  it  to  cover 
a  large  area  for  storage  work.  It  is  a  long-span  travelling  crane.  It  will  handl^ 
grab  buckets,  picking  up  coal,  sand,  gravel,  etc.,  from  barges  or  cars,  convey  and  pile 
it  in  storage  heaps,  or  carry  it  direct  to  hoppers. 

If  you  have  a  storage  problem,  or  wish  to  convey  materials  over  railroad 
tracks,  across  rivers,  or  over  obstructions  of  any  kind,  the  utility  and  economy  of 
the  Cableway  should  be  considered. 

The  Cableway  will  excavate  and  convey  material,  filling  in  marsh  and  swamp 
grounds. 

The  Lidgerwood  Straight  Line  Cableway  Excavator  shown  below  is  an  appli- 
cation of  high  speed  cableway  practice  to  excavation  work. 

Send  us  your  conditions.    Our  engineers  will  gladly  cooperate  with  you. 

CANADIAN  ALLIS-CHALMERS 

LIMITED 

Head  Office:  Toronto.     Sales  Offices:     Montreal,   Halifax,   Sydney,  Ottawa.    Cobalt,    South    Porcupine,    London,    Winnipeg,  Calgary, 

Edmonton,  Nelson  and  Vancouver. 
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ALPHABETICAL  LIST  OF  ADVERTISERS 


American  Lead  Pencil'  Company  .  .  . 

American  Well  Works   -^^ 

Anglins  Limited  

Armstrong  Cork  Company    •">! 

Asbestos  Manufacturing  Company.. 

Asphalt  and  Supply  Company  

Ault  &  Wiborg-  Company   -i"! 

Barber,  Frank  ■  •  •  -56 

Barrett  Company   47 

!',eatty  &  Sons.  Ltd.,  M   -i 

)5everidge  Paper  Company  

l')rown  Company   48 

Bickle  Company,  R.  S  

Bishopric  Wallboard  Company  .... 

B)lair  Company,  B   14 

]51ack  Building  Supply  Company  ...  53 
lioving  Hydraulic  and  Engineering 

Company   18 

Britnell  Company,  Limited   50 

]5urlington  Stcfil  Company  .......  45 


Canada  Iron  Foundries,  Limited  ...  14 

•  Jansrda  Foundries  and  Forgings,  Ltd.  7 

(-'anada  Wire  and  Iron  Goods  Co.  ..  14 

Canadian  AHis-Chalmers   15 

Canadian  Blower  and  Forge  Co.  . .  5 
Canadian  Chicago  Bridge  and  Iron 

('ompany   57 

Canadian  Consolidated  Rubber  Co.  .  3 

Canadian  Des  Moines  Steel  Co   14 

Canadian  General  Electric  Company  15 

Canadian  Ingersoll-Rand  Company.  59 
Canadian    Lispection    and  Testing 

Laboratories   50 

Canadian   Mathews   Gravity  Carrier 

Company   19 

t'anadian  Office  School  Furniture  Co. 

C  anadian  Pipe  Company,  Ltd   50 

("anadian  Surety  Company   44 

Carey  Comiiany,  Philip  

Carter  White  Lead  Company  ...  . 

Chipman  &  Power,  Ltd   50 

Conduits  Company,  Ltd   57 

Cook,  A.  D   55 

Crushed  Stone,  Ltd   50 

• 

Dake  Engine  Company   51 

Darling  Brothers   5() 

Dennis  Wire  and  Iron  Company  ....  55 

Dominion  Concrete  Company   49 


Dominion   Engineering  and  Inspec- 
tion Company   50 

Dominion  Iron  and  Steel  Company 
Dominion  Iron  and  Wrecking  Co. 

Dominion  Paint  Works   

Dominion  Sewer  Pipe  Company  ....  49 
Dominion  Wire  Rope  Company  ....  60 


Engineers  and  Contractors,  Ltd. 


Foundation  Company   19 


Gartshore,  John  J   55 

Gartshore-Thompson  Pipe  and  Foun- 
dry Company   5 

Gent  Company  

Gillis  &  Geoghegan   53 


Mueller  Manufacturing  Co.,  Ltd. 
Mussens  Limited  


Hamilton  &  Toronto  Sewer  Pipe  Co. 
Hamilton  Bridge  Works  Company  . 

Hopkins  &  Co.,  F.  H  

Hunt  &  Co.,  Robert  W  


Ideal  Concrete  Machinery  Company. 

Imperial  Brass  Company  

Imperial  Oil  Limited  

Inglis  Company,  John  


Kerr  Engine  Company,  Ltd. 
King  Construction  Company 


Lachute  Shuttle  Company  ...  . 

Lea,  R.  S.  &  W.  S  

London  Concrete  Machinery  Co, 
Lymburner,  Limited  


MacKinnon  Holmes  &  Co  

Maritime  Bridge  Works  Company  . . 
Manitoba  Bridge  &  Iron  Works  Co 

Marsh  &  Henthorn,  Ltd  

McAvity  &  Sons,  T  

McDougall  Caledonian  Iron  Works 

Company   7 

McGregor  &  Mclntyre    57 

Miller  &  Co.,  George  M   50 

Milton  Hersey  Company   50 

Morrison  &  Co.,  T.  A   50 


43 


58 
50 


50 
50 
4 


\ 


National  Fireproofing  Company 

National  Iron  Works  

National  Service  Board   

Northern  Crane  Works,  Ltd.  . . 
Nova  Scotia  Steel  and  Coal  Co. 


Office  Specialty  Company  

Ontario  Sewer  Pipe  Company  

Ontario  Wind  Engine  and  Pump  Co 

Ormsby  Company,  A.  B  

Orpen  Conduit  Company  


Pacific  Coast  Pipe  Company  .  .  . 

Pedlar  People  

Pittsburgh-DesMoines  Steel  Co. 

Power  &  Son  

Prest-O-Lite  Company  


^     Quinlan  &  Robertson  

60 
56 

Reid  &  Brown  Structural  Steel  and 
Iron  Works   


Sheldons  Limited  

Standard  Clay  Products,  Ltd  

Standard  Underground  Cable  Com- 
pany of  Canada,  Ltd  

Steel  and  Radiation  

Steel  Company  of  Canada,  Ltd  

Sun  Brick  Company  

Spielmann  Agencies  


Thompson  Brothers  

Tiffin  Wagon  Company  

Toch  Brothers  

Toronto  Plate  Glass  Importing  ('o. 
Trussed  Concrete  Steel  Company 
Turnbull  Elevator  Company  ...  . 


8     Vancouver  Wood  Pipe  and  Tank  Co. 


Waterous  Engine  Works  Company 

Wells  &  Gray,  Ltd  

Wettlaufer  Bros  

Williams  Machinery  Co.,  Ltd.,  A.  R. 
Wynne-Roberts,  R.  O  


Our  advertisers  represent  the  most  pro^^ressive  manufacturers  and  dealers.  Make 
your  purchases  of  them.   Give  your  business  to  the  man  who  is  enterpris- 
ing enough  to  spend  money  and  time  to  get  in  touch  with  you. 


I'cliriiary  (i,  101 S 


THE    CONTRACT  RECORD 


17 


TOURING  the  past  seven  years  our  men  have  worked  w^ithout 
^-^  interruption  winter  and  summer  for  the  Ford  Motor  Company 
of  Canada,  Limited,  at  Ford,  Ontario.  We  have  had  many  new 
and  difficult  problems  to  solve.  The  photograph  above  shows  a 
reinforced  concrete  buildnig  70'  x  700'  in  course  of  construction. 
This  building  was  built  in  water  from  1  5  to  20  feet  in  depth. 
There  was  also  840  feet  of  concrete  wall  to  be  built.  This  also 
was  carried  down  from  1 5  to  20  feet  below  water.  The  entire 
structure  is  carried  on  piles.  These  problems  have  all  been 
solved  successfully  and  economically. 

We  would  be  pleased  to  solve  your  building  problems. 

WELLS  &  GRAY,  Limited 

Engineers  and  Contractors 

248  Confederation  Life  Building  TORONTO,  ONTARIO 

Branch  Office  :  Bank  of  Commerce  Building,  Windsor,  Ontario 
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i  Your  Problem  of 
Plan  Protection 

:  Dust    and    dirt — the  possibility  of 

E  deterioration  from  liglit  rays — the  effacing  of 

;  essential  detail  due  to  cracking  and  crumbling 

r  brought  about  by  constant  and  unnecessary 

E  handling — these  are  but  a  few  of  the  com- 

E  mon    evils   which   constantly    beset  your 

E  valuable,  yes,  sometimes  irreplaceable,  draw- 

:  ings  and  blueprints  Avhen  they  are  kept  in 

=  the  familiar  "pigeon-holes"  or  steel  racks  of 

=  the  average  draughting  room.    In  the  "Office 

=  Specialty" 

i  MAMMOTH  VERTICAL  FILE 

E  your  drawings,  tracings  and  prints  are  given 

3  effective   and    absolute    protection     against  these 

r  destructive  elements.     The  valuable  original  draw- 

E  ings  whicl),  represent  so  many  hours  of  lal^or  and 

^  technical  knowledge  are  fortified  against  deterioration 

E  or  spoliation  from  external  influences. 

E  Twenty  large  pockets  of  a  peculiarly  light- 

E  resisting  substance  and  a  fibrous  quality  that  with- 

r  stands  unusually  severe  usage  are  capable  of  holding 

E  1,000  big  tracings  or  blue  prints.      The  prints  are 

5  all  filed  ^ff^  and  indexed  so  you  can  get  the  one  you 

E  want  instantly.     Aside  from  the  virtues  of  conveni- 

E  ence  and  instant  accessibility  to  your  plans  the  one 

E  vital  point  of   absolute  protection  alone   ought  to 

E  present  a  strong  appeal  to  you. 

E  The  Mammoth  Vertical  File  is  worthy  the  considera- 

E  tion  of  any  architect,  construction  engineer,  or  in  fact 

E  any  one  who  is  interested  in  the  effective  protection 

E  of  his  valuable  drawings  and  prints.    We've  prepared 

E  a  folder  that  outlines  clearly  its  practical  benefits  to 

E  you.     Put  a  postal   request   in  your  mail  basket 

E  to-night  and  a  copy  will  come  to  you  at  once. 

:  THE  OFFICE  SPECIALTY  MFti.  CO.,  LIMITED 

I  Home  Office         NEWMARKET  Canada 

;  Filing  fu/tiipiiiciil  SforcK  at: 

-  oa™"'°     Montrcil     OUawa    Halifax     Hamilton  Winnipeg 

:  8o7                 Rej^ina     Edmonton  Vancouver 


Boving  Hydraulic  &  Engineering 
Company,  Limited 

LINDSAY,  ONTARIO 


OUR  LINDSAY  WORKS  ^ 


We  Manufacture 
Water  Wheels,    Hydraulic  Governors, 
Centrifugal  Pumps,       Mill  Machinery 
Fly- Wheels  (up  to  28  feet  dia.) 

Prompt  Shipment 
Prices  etc.,  on  request 


Office  ^  Specialty 


FILING  SYSTEMS 


Tenders 
Wanted 


I 


should  be  advertised  for  in  the 
"Tenders  and  For  Sale  De- 
partment" of  the  Contract 
Record  and  Engineering 
Review.  This  paper  is  the 
"Tender  Ad."  medium  of 
Canada  and  always  brings 
bids  from  the  reliable  con- 
tractors and  supply  houses. 

File  your  plans  for  any 
work  on  which  you  are  invit- 
ing bids,  in  our  offices  at 
Toronto,  Montreal, Winnipeg 
or  Vancouver. 

Contract  Record 

and  Engineering  Review 
Toronto  Ontario 
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THE 

FOUNDATION  COMPANY 


LIMITED 

E  NCI  N  E  E  RS  CONTRACTORS 

MONTREAL  WINNIPEG 


llllllllllllllllllllillllllllllllllllllllllllllllllllllllllllllll^ 


illllllllll 
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Have  You  the  Data 

on  this  improved  modern  method  of  saving  much  of  the 
cost  of  steel  and  foundations  ? 

Long  Span  Floor  Construction  of 

NATCO 
HOLLOW  TILE 

and  Reinforced  Concrete 

First  in  the  Mind  of 
the  Designer 

when  seeking  a  minimum  in  cost 
and  weight,  and  the  maximum  in 
strength  and  fireproof  qualities  for 
his  floor  construction. 


Detail  in  perspective  of  Long 
Span  Combination  Hollow 
Tile  and  Rfeinforced  Concrete 
Floor. 

Write  to-day  for  our  Long  Span  Catalogue. 

National  Fire  Proofing  Co.  of  Canada,  Limited 


Factory— HAMILTON 


Head  Office    Dominion  Bank  Bldg.,  TORONTO 


illlllllllllllllllllllllllllllllllllllllllllllllllllllllllllH^ 


WATEROUS 


DOUBLE 
CYLINDER 


ROLLERJ 


lillllllllllllllllllllllllllllllllllllllllllllllllllllllllillillllilllllllllU 

NO  HORSES  ON 
THIS  JOB 


More  than  200  in  use  in  Canada  to-day 

iiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiii 

The  Waterous  Engine  Works  Co.,  Limited 

BRANTFORD  -  CANADA 

lllllllilllllllUlllllilllllllllllllllllllllllllllllllllllllllllP^ 


Many  contractors  are  saving  as 
much  as  $30.00  a  day  using  a 
Waterous  Roller  for  hauling 
their  road  materials. 

Rock,  crushed  stone,  bricks, 
tools,  etc.,  can  be  carried  in  a 
wagon  train  such  as  this  to  re- 
place the  work  of  sixteen  horses 
and  eight  drivers. 

As  a  hauling  power  the  Water- 
ous Roller  shows  decided  advan- 
tages over  traction  engines  and 
motor  trucks.  It  is  more  eco- 
nomical to  operate,  cheaper  to 
keep  in  condition,  more  reliable 
and  vastly  superior  in  durability. 

IT  REPRESENTS  NO 
EXTRA  INVESTMENT. 

When  not  used  for  hauling,  the 
Roller  can  be  put  back  on  roll- 
ing work.  Shifts  from  one 
operation  to  another  require  no 
mechanical  change  whatever. 
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The  Gountry  Must  Gonserve  Technical 
Ability  to  Win  the  War 

THE  tiu-wisdom  of  allowing  our  universities  to 
become  depleted  of  technical  students  can 
scarcely  be  better  demonstrated  than  by  a  cir- 
cumstance that  has  happened  within  the  last 
few  days.  A  larg-e  munitions  organization  required  im- 
mediately some  thirty  young  men  with  a  fair  amount 
'f  chemical  knowledge,  industrial  chemistry  prefer- 
il)ly.  Enquiry  at  one  of  our  largest  vmiversities  dis- 
losed  the  startling  fact  that  there  is  not  one  single 
"urth  year  student  in  attendance  in  this  department, 
iiul  only  one  student  in  the  third  year. 

This  indicates,  of  course,  that  many  demands  have 
fen  made  on  this  tniiversity  for  chemical  men,  and, 
course,  also,  many  of  those  who  have  gone  are  doing 
mportant  work  for  the  Empire  because  of  their  special 
training.    The  tragedy  of  the  situation,  however,  is 


that  a  considerable  percentage  of  these  trained  men, 
now  needed'so  urgently  for  special  work,  are  serving  in 
the  army  in  capacities  where  their  technical  training 
is  of  no  practical  value,  and,  still  more  tragic,  that  no 
effort  has  been  made  to  replenish  the  depleted  attend- 
ance, from  the  preparatory  schools  or  elsewhere. 


It  is  not  a  mere  professional  interest  that  influences 
us  to  return  again  and  again  to  this  matter  in  our 
editorial  pages.  Wc  believe  it  is  a  question  of  national 
importance.  In  the  concrete  case  noted  above,  is  it 
not  self-evident  that  the  manufacture  of  explosives  is 
of  such  primary  importance  as  to  demand  considera- 
tion before  any  other  arm  of  the  war  service?  And 
this  condition  has  not  been  sprung  upon  us  ;  it  ha.s 
come  gradually  and  naturally  and  logically  and  for  this 
reason  could  have  been,  and  must  have  been,  foreseen 
by  those  in  authority. 

The  chemistry  department  of  this  university  is 
merely  typical.  The  attendance  in  the  applied  science 
department  in  the  same  institution  is  a  mere  sugges- 
tion of  former  days.  And  what  is  trtte  of  one  of  our 
universities  is  doubtless  true  of  all.  And  yet,  with 
this  shortage  of  technical  men  so  urgently  in  demand, 
there  are  students  to-day  devoting  their  time  to  the 
study  of  languages — live  and  dead — to  art,  to  literature, 
to  philosophy;  Of  course,  no  sane  man,  in  this  en- 
lightened age,  doubts  the  value  of  such  studies  in  our 
national  endeavor  to  develop  an  "all  round"  man,,  but 
that  isn't  the  type  we  hap]:>en  io  waut  at  the  moment 
— we  want  specialists.  Not  only  want  them,  but  must 
have  them  or  lose  the  fig'ht.  This  is  no  time  for  a 
young"  man  to  insist  on  following  his  natural  "bent." 
His  duty  is  to  shape  his  course  according'  to  the  na- 
tion's need,  and  the  crying  need  now,  and  until  the 
war  ends,  is  "technical"  men. 


This  would  seem  to  point  the  first  step  then  to- 
wards filling  the  void  in  our  technical  departments — 
direct  ever3'thing  that  offers  for  university  training, 
men  and  women  alike,  into  the  course  that  will  best 
and  soonest  fit  them  for  war  work. 

The  second  source  of  supply  would  seem  to  be  our 
preparatory  schools,  where  many  young  men  are  spend- 
ing valuable  time  on  war-tmessentials  and  wdiere  many 
others  are  dropping  out  for  one  reason  and  another 
just  as  the}'  are  beginning-  to  become  useful  assets  to 
the  nation.  Quite  a  number,  no  dovibt,  fail  to  continue 
their  work  fiu-ther  on  account  of  the  feeling'  that  mil- 
itary demands  will  prevent  them  completing'  their 
course.  However,  the  cause  is  of  less  importance  than 
the  effect.  These  young  men  should  all  be  advanced 
into  technical  studies  as  rapidly  as  possible.  If  the 
urgency  of  the  situation  is  pointed  out  most  of  them 
will  willingly  sha]je  their  course  according'ly,  but  if 
not,  pressure  could  easily  be  brotight  to  bear  to  yield 
the  desired  results.  And  there  are  other  sources  of 
supply. 

^       ^  ^ 

We  may  as  well  look  at  the  real  situation  as  it 
exists.  Germany,  as  the  most  highly  develo))ed  na- 
tion in  the  world,  technicalh',  is,  so  far,  winning  the 
war  on  the  strength  of  this  fact.  Britain  and  her  al- 
lies are  going  to  thrash  (iermany  "scientifically"  or 
not  at  all.  With  these  facts  staring  us  in  the  face 
doesn't  it  seem  particularh'  stu]iid  and  unbusinesslike 
that  we  are  taking  ik)  steps  out  of  the  ordinarx  to 
s  u  p  p  1  }•  t  h  e  d  e  m  a  n  d  ? 
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Bill  to  Control  Practice  of  Civil  Engineering 

MR.  Adrien  Beai:dry  has  introduced  into  the 
Quebec  Legislature  a  Bill  affecting  the  status 
of  civil  engineers  in  the  province.  The  Bill, 
which  it  may  be  stated,  is  not  in  any  Avay  pro- 
moted by  the  Canadian  Society  of  Civil  Engineers, 
provides  penalties  against  any  person  who,  not  being 
the  holder  of  a  civil  engineer's  diploma  obtained  under 
the  laws  of  the  province  of  Quebec,  practises  the  pro- 
fession of  civil  engineer,  usurps  the  functions  of  the 
profession,  or  does  or  claims  to  do  any  act  connected 
therewith,  or  assumes  verbaily  or  otherwise  the  title 
of  civil  engineer,  or  makes  use  of  any  abbreviation  of 
such  title,  or  of  any  name,  title  or  designation  which 
might  lead  to  the  belief^that  he  is  a  civil  engineer,  or 
£  member  of  the  Canadian  Society  of  Civil  Engineers 
or  advertises  himself  as  such  in  any  way  or  by  any 
means,  or  acts  in  such  manner  as  to  lead  to  the  belief 
that  he  is  authorized  to  fulfil  the  office  of,  or  to  act 
as  a  civil  engineer.  Such  person  shall  be  liable,  on 
summary  conviction,  to  a  fine  of  not  less  than  $100 
nor  more  than  $200,  or  in  default  of  payment  to  im- 
prisonment for  not  more  than  three  rnonths  for  the 
first  offence,  and  to  a  fine  of  not  less  than  $200  nor 
more  than  $500  or  imprisonment  for  not  more  than  six 
months,  for  any  subsequent  offence. 


C.S.  C.  E.  Elections  and  Transfers 

THE  following  have  been  elected  members,  asso- 
ciate members,  etc.,  of  the  Canadian  Society  of 
Civil  Engineers  : — Member — Mr.  W.  Gore,  To- 
ronto, consulting  engineer  to  the  Ransome  ver- 
Mehr  Machinery  Co.,  of  London,  Eng.,  and  to  the  John 
verMehr  Engineering  Co.,  Toronto,  engaged  in  the 
development,  manufacture  and  installment  of  drifting 
sand  filters  as  exemplified  in  the  recent  installation  for 
the  city  of  Toronto. 

Associate  Members — Mr.  E.  F.  Cooke,  Victoria, 
B.  C,  in  1912-14  resident  engineer,  Vancouver  Island 
line,  C.  N.  P.  Railway;  Mr.  G.  M.  Hamilton,  7th  Field 
Co.,  Canadian  Engineers,  France,  subaltern  in  charge 
of  engineering  works,  and  previously  assistant  engi- 
neer in  charge  of  party  on  construction  surveys,  Wel- 
land  ship  canal ;  Mr.  J.  A.  Mendl,  Saint  Boniface,  Man., 
in  control  of  the  city  of  Boniface  construction  and 
maintenance;  Mr.  D.  Morris,  Victoria,  B.  C,  Imperial 
Munitions  Board,  shipbuilding  department,  Victoria ; 
Mr.  T.  R.  H.  Murphy,  consulting  engineer  for  Port 
Arthur  Pulp  and  Paper  Company;  Mr.  V.  A.  Newhall, 
divisional  hydrometric  engineer.  Department  of  In- 
terior, Calgary ;  Mr.  E.  D.  Todd,  Victoria,  engineer 
of  streets,  city  of  Victoria,  in  charge  of  all  engineering 
work  connected  with  the  construction  of  roadways 
and  sidewalks  and  of  the  asphalt  plant;  Mr.  J.  B.  Wil- 
kinson, Kingston,  Out.,  Lieut,  in  72nd  (Queen's)  Bat- 
tery, and  previously  with  Dominion  Government  as 
assistant  on  Geological  Survey,  Topographical  De])art- 
ment. 

Transferred  from  Associate  Member  to  Member — 
Mr.  F.  G.  Goodspeed,  St.  John,  N.B.,  district  engineer 
Dominion  Public  Works,  St.  John,  N.B. ;  Mr.  W.  H. 
Powell,  Vancouver,  field  instructor  and  lecturer  in 
geodetic  surveying  and  astronomy.  University  of  B.  C, 
and  in  charge  of  Dominion  Land  Surveyor's  examina- 
tions for  province  of  |->.  (  '.  ;  C  aptain  R.  H.  Winslow, 
on  active  service,  2n(l  Canadian  Infantry  Brigade, 
headquarters  I*"rance,  and  previously  engineer  in  charge 
of  Vancouver  Harbour  Conimissicjners. 


Transferred  from  Student  to  Junior — Mr.  F.  I 
Flett,  Chatham,  N.B.',  in  1914-16  Lieut.  No.  1  Tunne 
ling  Co.,  Canadian  Engineers,  and  now  casualt; 
previously  with  the  Public  Works  Department,  Cha 
ham. 


Quebec's  Road  Building  Plans 

THE  Quebec  Government  has  a  moderate  roa 
building  plan  for  the  present  year.  Accordinj 
to  a  correspondent,  the  Montreal-Quebec  higli 
way  will  be  completed  this  spring,  though  thei 
remains  little  to  be  done,  practically  the  linking  up  c 
the  road  at  Batiscan  by  a  bridge,  instead  of  the  ferj 
now  used.  'j 
The  Road  Department  is  preparing  to  build  its  S 
Lambert-Levis  road,  and  when  this  is  completed,  pgl 
alleling  the  Montreal-Quebec  road  on  the  north  s^ 
of  the  river,  the  counties  south  of  the  river  will  ha^ 
three  highways,  forming-  a  huge  arc,  the  ends  toucl" 
ing  points  in  the  United  States.  There  is  a  propos: 
tion  for  another  road  on  the  south  shore  running  frot 
St.  Lambert,  through  Sherbrooke  and  into  the  State!| 
On  the  south  shore  also  surveys  have  been  mad 
for  a  road  from  Levis  down  to  Fraserville,  in  Temis 
couata  County,  and  there  is  the  project  for  a  high 
way  from  Beauce  Junction  to  Robertsonville  for  th 
purpose  of  connecting  Quebec  with  Thetford  Mine 
and  Sherbrooke  by  the  Levis-Jackman  road.  Anothe 
road,  that  from  Beauceville  to  Sherbrooke,  throug 
Lambton,  has  been  completely  surveyed,  and  wor 
will  probably  start  at  an  early  date.  The  Minister  ha 
also  a  plan  for  a  road  from  Montreal  to  Ste.  Agath( 
running  through  Mont  Laurier,  which  will  serve  a 
an  aid  in  colonization. 


Supply  of  Drain  Tile  is  Not  SuflBcient 

AT  the  first  annual  meetmg  of  the  Ontario  Farr 
Drainage  Association,  held  recently  at  th 
Ontario  Agricultural  College,  Guelph,  the  pre 
sident,  Mr.  S.  W.  Hyatt,  stated  that  the  sup, 
ply  of  drainage  tile  is  very  much  below  the  demari' 
and  that  the  labor  question  was  quite  important.  Muc' 
poor  work,  he  claimed,  was  being  done  by  ditchin; 
machine  operators  throughout  the  country,  and  h 
suggested  that  if  an  arrangement  could  be  made  where 
by  a  certificate  of  efficiency  might  be  given  to  oper 
ators  after  having  passed  the  proper  examinations,  i 
would  be  a  great  help  to  the  drainage  work.  To  mak 
certain  of  obtaining  sufficient  supply  of  tile  for  th 
work  to  be  done  during  the  year,  it  was  suggested  thai 
the  farmers,  machine  operators  and  owners,  who  coml 
prise  the  membership  of  the  association,  would  do  we 
to  co-operate  with  the  tile  manufacturers. 

The  fuel  famine,  according  to  the  first  vice-presi 
dent,  Mr.  M.  Murray,  was  making  it  difficult  for  th 
tile  manufacturers,  particularly  the  clay  tile  manufacj 
turers,  to  make  tile  satisfactorily.  If  many  of  the  til 
makers  had  considerable  capital,  they  would  be  able  t 
make  tile  cheaper  because  they  could  make  it  in  large 
([uantities.  Mr.  Murray  claimed  that  in  some  district 
concrete  tile  was  selling  somewhat  cheaper  than  tli 
clay  tile  and  as  far  as  he  knew  was  giving  satisfactor 
results. 


Id 


Tin-  Quebec  ( iox'ernment  pn)|)oscs  lo  inlrodnce  n 
bill  in  the  ])rt'sent  session  to  form  a  bureau  of  nnniic  |i' 
]>al  alTairs  for  the  province.  (f  ^ 
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Cantilever  Arch  Design  Adopted  for  the  Keith 
Bridge  at  Newmarket,  Ont. 

An  Artistic  and  Economical  Structure  of  Reinforced  Concrete 
Built    by    the    Toronto    and    York    Highway  Commission 

 By  E.  M.  Proctor,  B.  A.  Sc.   


WHEN  the  Toronto  &  York  Highway  Commis- 
sion took  over  the  Sutton  Road,  running  east 
through  Newmarket,  Ont.,  it  was  found 
necessary  to  renew  the  bridge  at  the  Holland 
River  in  Newmarket.  This  bridge  was  a  light  steel 
span  with  wooden  floors,  and  was  neither  wide  enough 
nor  heavy  enough  for  the  increased  traffic.  The  steel 
span  was  erected  in  1889,  and  when  taken  down  was 
in  a  very  fair  state  of  preservation.  The  bridge  was 
sold  for  $150  in  place,  and  was  later  used  to  span  the 
Don  River  on  a  private  estate,  being  used  as  a  road- 
way over  a  concrete  dam,  as  shown  in  Fig.  7. 

The  Toronto  &  York  Highway  Commission  in 
1917  decided  to  renew  this  bridge,  and  instructed  their 
engineer,  Mr.  E.  A.  James,  B.A.Sc,  M.  Can.  C.  E.,  to 
idesign  a  reinforced  concrete  structure,  having  econ- 
omy of  materials  particularly  in  mind.  Since  the  To- 
ronto &  York  Highway  Commission  have  always  en- 
jdeavored  to  secure  bridge  structures  that  present  a 
pleasing  appearance,  the  problem  before  the  engineer 
was  to  design  an  economic  bridge  that  was  artistic  in 
Resign. 

Cantilevered  Arch  Design  Preferable 

After  a  careful  study  of  different  types  of  bridges, 
it  was  decided  to  use  a  cantilevered  reinforced  concrete 
design,  as  shown  in  Figs.  1  and  2.  Several  considera- 
:ions  led  to  the  adoption  of  this  type,  that  is,  soil 
conditions  prohibited  an  arch  structure ;  the  required 
waterway  did  not  demand  a  clear  opening  greater  than 
50  feet,  which  is  the  centre  span ;  a  deck  type  bridge 
was  more  desirable  than  one  with  trusses  or  guides 
projecting  above  the  floors;  the  high  water  level  was 
ibout  4  feet  below  bridge  floor,  which  called  for  a 
ihallow  floor,  and  lastly,  but  not  least,  this  type  was 
:heap  and  possessed  pleasing  lines. 

The  bridge  is  de'signed  as  shown  in  Figs.  3,  4  and  5. 
The  centre  span  is  composed  of  two  cantilevered  arms 
)rojecting  from  the  centre  piers,  while  the  two  shore 
pans  and  abutments  act  as  anchors  for  the  canti- 
evered  spans.    The  reinforcement  in  the  cantilevered 


area  is  composed  of  1  in.  diameter  rods  at  4  in.  cen- 
tres, placed  2  in.  from  the  top  of  the  slab.  In  the  bot- 
tom of  the  slab  in.  diameter  rods  at  24  in.  centres 
are  placed.  In  order  to  prevent  possible  unsightly 
cracking,  a  free  joint  is  left  in  the  concrete  across 
the  centre  of  the  centre  span,  and  to  keep  this  joint 


*  Secretary-Treasurer  of  James,  Loudon 
Engineers,  Toronto. 


Hertzberg,  Ltd.,  Consultingr 


Fig.  1  -The  cantilever  arch  design  employed  in  the  Keith  bridge  at  New 
market  is  pleasing  in  appearance  and  economical  of  materials. 

from  developing  a  bump  caused  by  possible  deflection 
due  to  loading,  every  third  rod  is  made  continuous 
across  the  joint.  A  checkered  plate  covers  the  joint 
on  top  of  the  slab. 

The  anchor  span  is  reinforced  as  shown  by  %  in. 
rods  at  4  in.  centres  in  the  bottom,  and  the  1  in.  rods 
from  the  cantilever  span  extended  across  the  top. 
Every  third  rod  is  stopped  as  shown.  The  centre  span 
is  13^/^  in.  thick  at  the  centre,  and  the  anchor  span 
is  19  in.  thick  at  the  centre. 

Details  of  Piers  and  Abutments 

The  centre  piers  are  4  ft.  wide  at  the  top  and  5  ft. 
wide  at  the  bottom.    They  are  reinforced  as  shown 


Fig.  2— Elevation  of  Keith  bridge 
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with  Yz  in.  rods.  The  contractor  was  allowed  to  place 
"one  man"  stones  in  this  pier  up  to  the  springing  line. 
The  piers  tbear  on  a  hard  blue  clay,  and  are  carried 
6  ft.  below  low  water  level. 

The  abutments  are  figured  as  vertical  beams  re- 
strained at  the  top  and  having  a  lateral  bearing  at  the 
base.   They  are  18  "in.  thick  at  the  springing  line,,  and 


Fig.  4— Cross  section  on  centre  line  of  middle  span. 

2  ft.  6  in.  at  the  top  of  the  footing.  The  footing  is  4  ft. 
6  in.  wide.  At  the  back  for  a  distance  of  4  ft.  down  is 
placed  a  batter  of  1  :4  to  counteract  the  frost  thrust 
against  the  bridge.  These  walls  are  reinforced  with 
Yz  in.  rods  at  12  in.  centres  at  their  outside  face,  J4 
in.  rods  at  12  in.  centres  extending  a.bout  half  way 
down  the  back  face,  and  Yz  in.  rods  at  18  in.  centres 
reinforcing  the  heel ;  Y^  i"-  rods  at  24  in.  centres  rein- 
force the  face  horizontally.  This  abutment  bears  on 
the  same  material  as  the  centre  pier,  and  is  carried 
down  6  ft.  below  the  low  water  level.  Fig.  5  shows 
the  plan  view  of  the  pier  and  abutment.  The  wing- 
walls  were  designed  as  light  gravity  sections  with  a 
small  amount  of  reinforcing  steel. 

Fig.  4  .shows  a  cross  section  of  the  bridge  floor 
taken  at  the  centre  of  the  centre  sj)an.    The  roadway 


is  20  ft.  in  the  clear  ,and  the  sidewalk  6  ft.,  making- 
total  width  of  29  ft.    The  railings  are  a  balustrad< 
type,  as  shown  in  Fig.  6,  and  were  made  4  ft.  in  heigh' 
to  conform  to  the  specifications  of  the  Department  O' 
Highways,  Ontario. 

Sidewalk  is  Cantilevered 


The  sidewalk  is  figured  as  a  cantilever  slab, 


and  ii 

reinforced  with  Y^  i"-  rods  at  4  in.  centres.  Th< 
brackets  are  used  for  appearance  and  as  stiffeners 
each  bracket  being  reinforced  with  two  1  in.  rods. 

The  balustrades  were  cast  in  cast  iron  molds  con 
structed  in  quarter  sections.  Half  section  molds  wen 
tried,  but  Avere  found  unsatisfactory  because  of  th< 
difficulty  of  getting  the  unhardened  spindles  out  with' 
out  injury.  The  balustrades,  posts  and  bases  weri 
cast  in  place  after  the  floor  had  been  cast.  The  bal 
ustrade  railing  between  the  road  and  the  sidewaU| 
was  used  because  of  the  proximity  of  the  sidewalk  tc 


Fig.  5— Plan  of  abutment  and  section  of  pier. 

the  road,  which  causes  very  disagreeable  splashing 
mud  on  pedestrians  during  muddy  weather.  j 

Drainage  is  taken  care  of  by  a  vertical  curve  o 
9  in.  rise  and  a  crown  of  2  in.  in  the  centre  of  the  roadj 

Concrete  of  1 :2  :4  mix  was  used  for  the  part  abov< 
springing  line,  and   1  :2  :S  in  the  substructure,  aii<  ( 


February  6,  1918 


THE   CONTRACT  RECORD 


09 


On  account  of  the  economy  of  materials  and  the 
aesthetic  qualities  of  this  type  of  bridge,  it  should  be 
suitable  for  many  localities  throughout  the  country. 


Fig.  6— Bridge  has  sidewalk  on  one  side  with  fence  between  road 
and  sidewalk. 

1:2:3  in  the  railings.  Gravel  with  crushed  .stone  added 
|;o  secure  proper  mixture  was  used  throughout. 

Quantities 

The  quantities  in  this  bridge  are  as  follows : — 

Substructure  cu.  yds.  218 

Superstructure  cu.  yds.  170.5 

Railing  and  brackets  cu.  yds.  27.7 

Total   cu.  yds.  416.2 

Reinforcing  steel  lbs.  24,400 

Unit  prices  for  extras  or  deductions : — 

Concrete  per  cu.  yd.  $8.00 

Excavation  per  cu.  yd.  1.50 

Reinforcing  steel  per  lb.  in  place.  .05 

The  contract  price  for  this  bridge  was  $5,464  for  the 
toncrete  work,  and  $1,098  for  steel  work,  making  a 
otal  of  $6,562. 

This  is  the  second  bridge  of  this  type  to  be  erected 
1  Canada.  The  first  was  the  Mount  Pleasant  Road 
Jridge,  which  was  designed  by  the  city  of  Toronto, 
hile  the  writer  was  with  them  as  bridge  engineer, 
nd  which  was  described  in  the  Contract  Record  of 
)ecember  12th,  1917.  The  Toronto  &  York  Highway 
Commission  are  building  another  similar  bridge  at 
ocust  Hill,  Ontario. 


Pulp  and  Paper  Plant  and  Industrial  Town- 
site  at  Ocean  Falls,  B.  G. 

ON  Couzen's  Inlet,  about  230  miles  north  of  Van- 
couver, the  Pacific  Mills,  Ltd.,  representing  a 
syndicate  of  wealthy  San  Francisco  and  Port- 
land capitalists,  has  created  one  of  the  greatest 
industrial  enterprises  in  Canada,  and  one  that  will 
vie  with  the  best  of  its  type  on  the  American  conti- 
nent when  the  plans  of  the  men  in  control  are  fully 
realized.  An  army  of  men  has  been  employed  on  con- 
struction work  for  almost  two  years,  but  much  remains 
to  be  done  to  both  plant  and  townsite  before  the  plans 
in  hand  are  pronounced  complete. 

The  first  paper  making  unit  of  the  big  plant  began 
operations  June  1st,  one  newsprint  and  one  kraft  pa])er 
machine  giving  an  output  of  about  ninety  tons  per  day. 
A  second  unit  is  now  completed  and  will  contain  two 
of  the  largest  type  of  papermaking  machines ;  one  of 
these  is  already  in  place  and  will  be  started  up  early  in 
the  new  year,  while  the  second  has  arrived  from  the 
eastern  factory  and  the  parts  are  now  being  assembled 
preparatory  to  erection.  With  the  two  units  working 
to  capacity  the  output  will  be  in  the  neighborhood  of 
230  tons  of  paper  every  twenty-four  hours. 

A  modern  sawmill  of  mammoth  dimensions  breaks 
down  the  pulp  logs  for  the  digestors  after  all  the  clear 
lumber  has  been  taken  off.  At  the  present  time  con- 
siderable spruce  aeroplane  stock  is  produced,  and  plans 
are  being  perfected  which  will  result  in  the  output 
being  very  greatly  increased.  The  starting  of  the 
second  and  larger  unit  means  that  the  log  output  must 
be  trebled  at  least,  and  with  the  coming  of  spring, 
woods  operations  will  be  systematized  and  conducted 
on  a  very  large  scale.  Orders  for  the  necessary  equip- 
ment— all  of  the  most  modern  kind — were  placed  sev- 
eral months  ago  and  some  of  it  has  already  been  de- 
livered. The  company  owns  very  extensive  pulp  limits 
and  will  operate  a  standard  gauge  railway  and  four 
or  five  powerful  tugs. 

The  town  of  Ocean  Falls  enjoys  a  picturesque  loca- 
tion and  the  company  is  leaving  nothing  undone  that 
will  add  to  the  comfort  and  happiness  of  the  popula- 
tion, which  is  principally  made  up  of  the  workmen 
and  their  families.  Now  there  are  about  2,000  citizens, 
but  when  everything  is  in  full  swing  next  spring  the 
town  will  contain  over  5,000  people. 


I 


Fig.  7 -The  original  steel  bridge  was  removed  and  re-erected  over  dam, 
as  shown. 


On  account  of  the  congestion  of  the  railway  service 
and  the  expressed  wish  of  the  United  States  Govern- 
ment to  restrict  passenger  traffic  to  the  minimum  of 
necessity  at  this  time,  the  Board  of  Directors  of  the 
American  Concrete  Institute  on  January  16,  1918,  de- 
cided to  postpone  the  annual  meeting  of  the  institute 
until  June  24-26,  1918,  at  Atlantic  City,  N.J.  Full  pre- 
paration had  been  made  for  the  regular  meeting  at  Chi- 
cago on  February  7,  8,  and  9,  1918,  but  the  directors 
feel  that  patriotism  impels  the  postponement  until  the 
later  date.  Copies  of  the  program,  amended  to  meet 
this  condition,  together  with  preprints  of  papers  and 
reports,  will  be  mailed  to  the  members  at  least  two 
months  in  advance  of  the  convention.  It  is  hoped  that 
these  papers  and  reports  will  be  made  the  occasion  of 
written  discussion,  to  be  submitted  at  the  meeting  in 
June. 
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What  Montreal  Builders'  Exchange  Has  Done 

President,  in  Reviewing  Past  Year's  Work,  Believes  Building  Mini- 
Has   Been   Reached  —  Exchange  is  Concerned   in  Reforms 


mum 


IN  spite  of  the  dullness  in  building  activity,  the 
jNTontreal  Builders'  Exchange  had  a  successful 
year.  The  attendance  at  the  annual  meeting  on 
January  28  was  unusually  large.  Mr.  J.  P.  Anglin 
l)resided.  The  financial  statement,  submitted  by  Mr. 
D.  K.  Trotter,  the  secretary-treasurer,  showed  a  bal- 
ance on  the  right  side,  the  statement  being  character- 
ized by  Mr.  T.  Gilday,  a  past  president,  as  the  best  dur- 
ing five  years. 

Mr.  Anglin,  in  reviewing  the  work  of  the  past  year, 
briefly  dealt  with  the  war  situation,  in  part  as  follows : 
"Now  coming  to  the  war  time  operations  of  the 
members  of  our  Builders'  Exchange.  I  must  first  thank 
the  members  for  their  loyal  support  during  1917  and 
especially  the  directors,  who  have  been  most  faithful  in 
their  attendance  at  meetings,  and  by  their  help  have 
made  the  Exchange  a  success. 

"Our  real  business  for  1917  reached  about  a  mini- 
mum, at  least  we  hope  so.  As  in  previous  years,  our 
members'  chief  building  operations  were  outside  of 
Montreal.  Speaking  generally,  I  believe  that  Montreal 
contractors  have  obtained  their  fair  share  of  Canada's 
building  work.  I  think  it  would  be  very  interesting 
if  figures  could  be  compiled  showing  the  total  year's 
turnover  of  all  of  our  contractor  members,  for  the 
past  six  years.  You  will,  no  doubt,  be  anxious  to 
hear  the  real  figures  of  the  slump  in  building  opera- 
tions in  the  Dominion,  and  also  in  Montreal  during 
this  term. 

"The  published  government  records  for  building 
permits  in  thirty-five  cities  are  as  follows : — 

j'  Montreal, 

-!  Maisonneuve, 

Year  Canada  I  Westmount        Per  Cent. 

1912    $185,000,000     $24,000,000  13 

1913    156,000,000       32,000,000  20 

1914  ..        97,000,000      21,000,000  22 

1915  ....         34,000,000        9,000,000  26 

1916    40,000,000        6,000,000  15 

1917    35,000,000        6,000,000  17 

"These  figures  probably  represent  9/10  of  the  build- 
ings done  by  contractors,  but,  of  course,  do  not  cover 
dams,  piers,  bridges  and  roads  constructed  by  build- 
ing contractors. 

Believes  Minimum  Has  Been  Reached 

"I  wi.sh  I  could  predict  with  even  reasonable 
certainty  what  1918  has  in  store  for  us  all,  but  I  will 
leave  you  to  draw  your  own  conclusions  by  simply  stat- 
ing that  I  believe  we  have  reached  the  minimum.  There 
are  as  many  enquiries  for  buildings  as  usual  at  this 
early  season,  but  unless  costs  reduce,  much  of  the 
building  will  be  held  over.  Structural  steel  is  already 
easier  in  both  supply  and  price,  and  other  materials 
will  follow,  but  we  cannot  look  for  much  reduction  in 
this  line.  We  should  constantly  remind  prospective 
clients  that  no  real  reduction  is  likely  for  some  time. 

"I  am  convinced  that  we  builders  and  supply  firms 
should  study  the  tendency  to  standardize  building 
construction.  It  is  made  necessary  in  order  to  reduce 
the  cost,  because  by  adopting  i)roper  designs,  much 
material  cf)uld  be  saved  and,  therefore,  time  as  well. 


"The  one  abnormal  event  of  1917,  which  staggerec 
Canada  and  which  will  probably  increase  our  building; 
operations,  is  the  awful  destruction  of  buildings  a:'""' 
lives  due  to  the  explosion  at  Halifax.  Your  directo: 
have  had  frequent  meetings  to  discuss  this  matter ;  a 
a  committee  was  appointed  consisting  of  the  presi 
dent,  and  Messrs.  Irving  and  Dykes  to  follow  U' 
events  and  see  what  opportunity  there  was  for  o«| 
Montreal  members  in  future  Halifax  buildings.  , 

What  Exchange  Has  Done  During  Past  Year 

"For  the  information  of  those  members  not  in  closd 
touch  with  our  Exchange  work,  I  will  recite  a  few  o; 
the  many  matters  considered  or  dealt  with  during  1917 

"We  sent  a  memorial  to  the  Government  at  Ot 
tawa  jointly  with  the  Architects'  Association  and  th( 
Canadian  Society  of  Civil  Engineers,  protesting  agains 
the  employment  of  contractors,  architects,  and  engi 
neers  from  across  the  line  on  important  governmen' 
works,  and  thereby  influencing  large  private  corpora 
tions  to  do  the  same.  We  believe  this  had  the  desirec 
effect. 

"Your  directors  were  mainly  instrumental  in  re 
moving  the  Montreal  Tramways  question  from  civic 
politics,  and  took  every  opportunity  to  urge  the  legal 
izing  of  freight  carrying  by  the  tramways  so  long  a: 
passenger  traffic  was  not  delayed  thereby.  The  Com 
mission  is  about  to  report,  and  we  hope  that  their  find 
ings  will  be  fair  to  the  citizens  and  the  Tramway  Com 
pany  alike. 

"An  important  move  in  the  right  direction  was  thi 
formation  of  the  General  Contractors'  Section  of  th( 
Exchange,  to  deal  with  all  matters  pertaining  to  ma 
sonry,  concrete  and  brick  contractors.  This  movemen 
needs  to  be  extended  to  all  trades. 

"We  have  continued  to  agitate  from  time  to  tim< 
for  direct  representation  on  the  Provincial  Technica 
School  Board  and  hope,  by  keeping  at  it,  to  gain  thi 
privilege.  We  believe  a  closer  relation  between  our 
selves,  apprentices  and  the  Technical  School  wouli 
benefit  both  the  boys  and  the  school,  and  if  this  wer 
realized  we  would  be  assured  of  a  supply  of  efficien 
mechanics  for  the  future. 

Interested  in  Better  Government  for  Montreal 

"When  called  upon,  we  studied  the  schemes  for  th? 
better  government  of  our  city,  and  in  due  cours 
brought  forth  a  sound  program,  the  adoption  of  whicl 
we  believe,  would  be  in  the  best  interests  of  Montreal 
The  result  is  yet  unknown,  but  we  can  depend  upoi 
wSir  Lomer,  our  Premier,  doing  the  right  thing  by  th 
city. 

"What  general  gatherings  we  have  held  during  th 
past  have  been  well  attended  and  the  members  hav 
shown  a  keen  interest  in  their  Exchange.  The  fraterna 
feeling  is  growing  between  our  members  and  every  op 
portunity  should  be  taken  to  promote  this  acquaint 
anceship,  as  in  so  doing  we  will  strengthen  both  ou 
business  and  our  Exchange." 

After  thanking  the  members  for  their  support  aii> 
also  thanking  Mr.  Trotter,  Mr.  Anglin  concluded: 

"I  want  to  mention  the  names  of  General  Lnmiii; 
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and  Major  Cape,  who  gave  up  so  much  in  order  to 
serve  their  country.  I  am  sure  you  will  join  me  in 
the  hope  that  they  will  both  return  to  their  families  in 
safety  and  good  health  before  another  year  has  passed. 
We  should  also  remember  the  many  brothers,  sons  and 
employees  of  our  members  who  have  gone  to  save  the 
Empire  in  France.  Many  have  been  wounded  and 
some  have  made  the  great  sacrifice.  Let  us  never  for- 
get to  be  grateful  for  what  they  have  done.  It  should 
spur  us  on  to  greater  personal  effort  and  make  us  ever 
more  proud  of  our  calling  and  our  country." 

Offer  Assistance  in  Revising  By-laws 

On  the  motion  of  Mr.  J.  Hand,  seconded  by  Mr.  J. 
Mien,  it  was  decided  that  steps  be  taken  to  obtain 
copies  of  the  building  by-laws  of  the  municipalities  in 
the  Montreal  district,  and  to  suggest  to  the  municipali- 
ties who  propose  to  revise  their  by-laws  that  the  Ex- 
change be  consulted,  so  that  the  experience  of  the 
members  might  be  utilized  in  drawing  up  new  codes. 

The  election  of  officers  resulted  as  follows :  Presi- 
dent, Mr.  J.  P.  Anglin  (re-elected)  ;  first  vice-president, 
;\Ir.  R.  F.  Dykes,  T.  A.  Morrison  &  Co. ;  second  vice- 
president,  Mr.  W.  M.  Irving,  general  contractor ;  past 
president,  Mr.  John  Quinlan,  general  contractor ;  di- 
rectors, Messrs.  A.  Charette,  master  plumber;  H.  Fuss- 
ing, general  contractor;  Fred  B.  Locker,  president  of 
IMontreal  Mantel  and  Tile  Dealers'  Association  ;  W.  E. 
Ramsay,  builders'  supplies  ;  J.  J.  Roberts,  carpentry  and 
mill  work ;  A.  Rutherford,  lumber ;  Walter  Ryan,  mas- 
ter plumber ;  Charles  F.  Smallpiece,  hardware ;  H.  Vin- 
cent, electrical  contractor;  J.  E.  Walsh,  sanitary  and 
heating  engineer ;  A.  H.  Webster,  builders'  supplies. 


Pacific  Coast  Shipbuilding 

Types  of  Wooden  and  Steel  Vessels  Being 
Constructed  in  British  Columbia— Will 
Mean  Much  After  the  War 


HE  w^ooden  steamer,  War  Nootka,  one  of  46 
similar  standard  type  vessels  contracted  for 
in  Canada  by  the  Imperial  Munitions  Board, 
has  been  launched    by    the    W estern  Canada 
hipyards.  False  Creek,  Vancouver.    The  design  is 


i 


from  the  shipbuilding  department  of  the  Munitions 
Board  offices  at  Ottawa,  and  it  attracting  the  atten- 
tion of  shipping  men,  as  it  is  believed  that  this  ty];e 
of  vessel  will  mean  much  to  the  shipbuilding  industry 
of  British  Columbia  after  the  war.  Vancouver  ship- 
ping men  have  declared  that  there  will  be  a  big  mar- 
ket for  many  years  for  wooden  vessels  of  the  type  now 
being  constructed  by  the  Coast  shipyards.  British 
Columbia  is  in  an  excellent  position  for  their  produc- 
tion, as  Douglas  fir  is  the  wood  specified  and  the  tim- 
ber for  which  this  province  is  noted.  The  dimensions 
of  the  vessels  are  as  follows: — Length  between  per- 
pendiculars, 250  ft. ;  length  over  all,  259  ft. ;  breadth, 
extreme,  43>4  ft.;  breadth,  molded,  42>^  ft.;  depth, 
molded,  25  ft. ;  depth,  over  keel,  27  ft. ;  draft  for  dis- 


Type  of  vessel  built  in  British  Columbia  for  river  service  in  India. 

placement,  22  ft. ;  draft  over  keel,  21  ft. ;  deadweight 
on  20  ft.  maximum,  to  Lloyd's  summer  freeboard,  ap- 
proximately 2,500  tons ;  deadweight  on  20  ft.  draft,  ap- 
proximately 2,800  tons. 

Only  the  completed  hulls  are  furnished  by  the 
contractors,  all  other  iron  work  and  fittings  being  sup- 
plied by  the  Munitions  Board. 

Victoria  Firm  Building  Steel  Vessels  for  India 

The  steel  sternwheeler  "Sarak"  is  the  first  vessel 
of  its  kind  built  by  Yarrows,  Limited,  at  Esquimalt, 
B.  C,  and  which  is  now  operating  on  the  rivers  in 
India.  This  vessel  is  132  ft.  long,  31  ft.  beam,  with  a 
loaded  draft  of  3  ft.  3  in.,  draft  light  18  in.,  the  speed 
of  the  vessel  being  ten  miles  per  hour.  The  trial  trips 
of  the  "Sarak,"  which  were  run  in  India,  have  proved 
the  vessel  to  be  a  very  great  success.  Yarrows,  Lim- 
ited, have  built  and  shipped  two  more  of  these  vessels 
to  India,  and  have  another  one  under  construction; 
they  are  also  starting  to  lay  down  another  stern- 
wheeler 165  ft.  X  35  ft.  beam,  also  for  service  in  India. 

The  parent  firm.  Yarrow  &  Company,  of  Glas- 
gow, have  built  twenty-eight  light  draft  vessels,  which 
are  in  use  in  Mesopotamia  as  gunboats,  also  one  repair 
ship  and  one  hospital  ship.  Their  service  to  the  army 
has  been  of  very  great  value,  particularly  for  the  swift 
transport  of  staff,  troops  and  supplies. 


Imperial  Munitions  Board  type  of  wooden  vessel  launched 
at  Western  Canada  Shipyards. 


Civic  improvement  leagues  have  recently  been 
formed  in  a  number  of  cities  and  villages  in  Manitoba 
and  British  Columbia. 
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Clay  Products  Manufacturers  Meet 

Annual  Convention 

Speeding  Up  Tile  Production  and  the  Use  of  Low  Grade  Fuels 
Were  Among  the  Matters  of  .Interest  —  Drain  Tile  Situation 


in 


THE  sixteenth  annual  convention  of  the  Canadian 
Clay  Products  Association  opened  at  the  Prince 
George  Hotel,  Toronto,  on  Tuesday,  January 
29.  Disruption  of  the  railway  traffic  delayed 
many  of  the  members,  but  over  fifty  delegates  were 
registered  for  the  opening  session.  The  proceedings 
were  started  by  an  address  of  welcome  given  by  Mr. 
Thomas  Kennedy,  of  Swansea.  Owing  to  the  absence 
of  the  president  from  the  opening,  and  the  delayed 
arrival  of  some  of  the  delegates  slight  changes  in  the 
programme  were  made  necessary. 

The  election  of  officers  at  the  opening  session  re- 
sulted as  follows:  Past-president,  A.  F.  Greaves-Wal- 
ker, Baltimore  ;  president,  Thomas  Kennedy,  Swansea  ; 
vice-presidents,  William  Burgess,  Todmorden,  Ryland 
H.  New,  Hamilton,  and  G.  Angus  German,  Toronto; 
secretary-treasurer,  Gordon  C.  Keith,  Toronto. 

Councillor.s :  Charles  B.  Lewis,  Toronto;  John  S. 
McCannell,  Milton;  Walter  Clark,  Corunna ;  T.  H. 
Graham,  Inglewood ;  Charles  A.  Millar,  Toronto;  An- 
drew Dods,  Mimico;  J.  E.  Frid,  Hamilton;  N.  T.  Ga- 
gnon,  Montreal. 

Entertainment  committee  :  C.  A.  Millar,  chairman  ; 
technical  education  committee,  Millard  F.  Gibson, 
chairman. 

To  Test  Labrador  Clays 

The  convention  in  considering  a  proposal  from  Dr. 
Wilfred  Grenfell,  medical  missionary  in  Labrador,  re- 
lative to  the  desirability  of  manufacturing  brick  for 
home  building  in  that  country,  decided  to  render  all 
possible  assistance  in  testing  the  clays  of  Labrador 
with  a  view  to  the  determination  of  their  possible 
utilization  in  brick  making. 

The  establishment  of  a  national  school  of  ceramics 
was  also  foreshadowed,  and  it  was  suggested  that  a 
school  with  a  well-equipped  laboratory,  kiln  and  ma- 
chinery, should  be  established  in  connection  with  the 
Central  Technical  School,  Toronto. 

The  geological  aspects  of  the  clay  industries  were 
sketched  in  a  paper  by  Professor  N.  B.  Davis,  of 
Kingston,  on  "The  Relation  of  the  Economic  Geologist 
to  the  Clay  Industry."  Following  its  presentation,  a 
special  committee  was  named  to  ascertain  the  possi- 
bilities for  the  development  of  the  tile  products  in- 
dustry. Following  a  talk  by  Mr.  W.  G.  Worcester, 
secretary  of  the  Alberta  Clay  Products  Manufacturers' 
Association,  on  "Kiln  Konstruction  Kinks,"  a  discus- 
sion ensued  with  respect  to  brick  making  throughout 
the  Dominion.  It  was  suggested  that  many  of  the 
smaller  brick  ])lants  might  advantageously  be  equip- 
ped and  operated  for  the  manufacture  of  tile.  This 
pro])Osal  in  relation  to  the  general  stimulation  of  Can- 
adian brick  making,  will  be  considered  by  a  special 
committee. 

Drain  Tile  Situation 

At  the  Wednesday  session,  Mr.  W.  II.  Scott,  drain- 
age demonstrator  of  the  Ontario  Agricultural  College, 
Guclph,  dealt  with  "The  Drain  Tile  Situation  in  On- 


tario," laying  stress  on  the  fact  that  in  western  and  | 
southern  Ontario  tile  was  used  to  a  much  greater  ex  ' 
tent  than  in  any  other  part  of  the  province.  The  cen- 
tral and  northern  counties  of  Ontario  are  not  using  tile 
to  the  extent  that  it  should  be.  Mr.  Scott  has  been 
assured  that  the  demand  for  tile  this  year  will  be 
much  greater  than  the  supply,  the  lack,  according 
to  the  manufacturers,  being  due  to  the  shortage  of  la- 
bor. In  some  districts  manufacturers  had  booked  or- 
ders sufficient  to  keep  their  plants  operating  at  full 
capacity  for  the  next  six  months.  Standardization,  ac- 
cording to  Mr.  Scott,  was  one  matter  in  which  the 
Clay  Products  Association  can  materially  help  the  in- 
dustry. An  agreement  upon  standard  sizes  for  tile 
will  mean  a  saving  of  a  large  amount  of  time,  wa.ste 
labor  and  money,  and  at  the  same  time  will  enable 
manufacturers  to  supply  consumers  with  a  better  ar- 
ticle. The  duty  of  tile  manufacturers  is  closelj 
coupled,  according  to  Mr.  Scott,  with  the  movemenl 
for  greater  productivity.  He  stated,  "the  land  owners 
and  the  farmers  look  to  the  manufacturers  for  theii 
supply  of  tile  and  if  they  are  unable  to  produce  all  the 
tile  required,  the  work  of  drainage  and  reclamation  oi 
land  will  suffer,  and  ju.st  so  much  as  that  suflfers  there 
will  be  less  grain  and  other  agricultural  products  a1 
present  when  greater  production  is  so  necessary." 

Workmen's  Compensation 

Mr.  Samuel  Price,  chairman  of  the  Workmen's 
Compensation  Board  of  Ontario,  delivered  a  paper  on 
"The  Workings  of  the  Workmen's  Compensation  Act 
and  How  Assessments  are  Determined  for  the  Differ-| 
ent  Classes."  Following  its  presentation,  a  specif' 
committee  was  appointed  to  confer  with  the  boaTcl 
with  a  view  to  determining  whether  it  would  be  pos- 
sible to  work  out  a  system  of  merit  rating.  The  com 
mittee  will  also  obtain  information  as  to  the  amount 
contributed  by  the  employers  who  come  under  th( 
brick  and  tlie  section  of  the  Act  and  their  percent- 
age of  payments  toward  the  maintenance  of  this  par 
ticular  branch.  It  was  felt  by  some  of  the  employer; 
that  the  rating  was  too  high  and  that  they  had  to  pa) 
much  more  money  correspondingly  than  under  the  in 
surance  liabilities  system. 

The  other  papers  read  at  the  session  were :  "Sewei 
Pipe  Manufacture,"  by  F.  Coleman,  Hamilton  (whicl 
is  reprinted  in  this  issue)  ;  "Difficulties  in  the  Manu  | 
factin-e  of  Clay  Products,"  by  L.  L.  Plant,  George'f 
town ;  "Refractory  Materials  in  Canada,"  by  Josepl 
Keele,  B.Sc,  chief  engineer,  Ceramic  Dept.,  Mine; 
Branch,  Ottawa;  "The  Application  of  Electric  Motor;  | 
in  the  Claymaking  Industry,"  by  Kenneth  C.  Berney 
Canadian    Westinghouse    Co.,    Hamilton ;  "Producei 
Gas-fired  Dryers,"  by  R.  H.  McElroy,  Internationa 
Clay  Machinery  Co.,  Dayton,  Ohio. 

A  paper  on  the  manufacture  of  floor  and  wall  tilej 
by  James  ]\IcCabc,  ceramic  engineer  of  the  Frontenac 
l'"loor  and  Tile  Co.,  Kingston,  had  to  be  postponed  ow 
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ing  to  the  impossibility  of  the  author  reaching  Toronto 
in  time  for  the  convention. 

Annual  Banquet 

On  Wednesday  evening  a  banquet  was  given  at  the 
Prince  George  Hotel.  Among  the  speakers  were  Mr. 
Greaves-Walker,  1917  president  of  the  Clay  Products 
Association,  Mayor  Church,  Toronto,  Lieut.  F.  B.  Mc- 
Farran,  recently  returned  from  the  front,  Mr.  W.  G. 
Worcester,  secretary  of  the  Alberta  Clay  Products 
Manufacturers'  Association,  Mr.  Frank  McCannell, 
Rev.  A.  Logan  Geggie,  and  Miss  Margaret  Davidson. 
Miss  Davidson,  who  is  connected  with  the  Central 
Technical  School,  Toronto,  spoke  in  regard  to  "Wo- 
men's Influence  in  National  Development."  Mr. 
Greaves-Walker,  formerly  of  Toronto,  and  now  Mary- 
land manager  of  the  American  Refractories  Co.,  Balti- 
more, spoke  of  the  cordiality  existing  between  the 
United  States  and  Canada  at  this  time. 

To  Use  Low  Grade  Fuels 

At  the  Thursday  session,  proposals  directed  to- 
ward a  solution  of  the  fuel  problem  were  put  forward 
in  a  paper  by  W.  G.  Worcester,  of  Calgary,  entitled, 
"Burning  by  the  Use  of  Forced  Draft  and  Low  Grade 
Fuel."  The  author  suggested  that  slight  constructional 
changes  involving  alterations  to  grates  and  the  use  of 
fans  and  forced  drafts,  could  be  made  in  existiiig  kilns, 
which  would  permit  of  the  efficient  use  of  low  grade 
fuels  for  kiln  purposes,  thus  releasing  the  better  grades 
for  other  industrial  and  domestic  uses.  Mr.  Worcester 
explained  how  the  lignites  of  the  West  could  be  made 
available.  In  the  discussion  which  followed,  it  was 
agreed  that  tile  manufacturers  could  practise  a  more 
efficient  use  of  fuels  by  substituting  the  lower  grades 
and  altering  their  furnace  designs  and  methods  in  order 
to  make  this  possible.  The  poorer  grades  of  bitumin- 
ous and  the  lignites  approaching  peat  were  quite  avail- 
able. It  was  not  possible,  however,  to  use  peat.  A 
suggestion  that  crude  oil  be  used  as  fuel  was,  after 
discussion,  considered  impracticable  at  the  present 
cost  of  oil. 

Speeding  Up  Tile  Production 

j     At  the  closing  session,  the  best  methods  of  speed- 
|ing  up  the  production  of  tile  in  Ontario  with  a  view 
jto  interesting  the  farmers  as  to  the  advantages  of  tile 
drainage  were  discussed.   A  special  committee  was  ap- 
pointed to  wait  on  the  provincial  Department  of  Ag- 
riEulture  and  seek  the  government's  assistance.  As 
iilp  officials  of  the  Department  of  Agriculture  are  in 
^Bse  touch  with  the  farmers  of  the  province,  it  was 
Ht  that  the  department  might  co-operate  with  the 
^my  manufacturers  in  the  matter  of  speeding-  up  pro- 
■ption  and  guaranteeing  the  sale  of  tile  in  counties 
l^ere  it  has  not  been  used.    The  government  will  be 
asked  to  equalize  transportation  costs,  to  assist  in  the 
distribution  and  carry  on  an  educational  campaign  to 
ensure  a  demand  in  the  agricultural  sections  for  drain- 
age tile.    If  these  arrangements  are  satisfactorily  con- 
{cluded,  the  clay  products  manufacturers  will  make  an 
jCffort  to  operate  and  equip  with  tile  machinery  many 
bf  the  brick  plants  at  present  idle  in  different  parts  of 
the  province.    These  have  been  closed  down  on  ac- 
'ount  of  the  curtailment  of  building  operations  and  if 
there  is  sufficient  call  for  tile  these  might  well  be  re- 
:'l>ened.   In  that  wa)^  with  the  co-operation  of  the  gov- 
•niment,  it  is  beheved  that  the  industry  can  be  de- 
eloped  and  thus  obtain  a  large  amount  of  the  tile  busi- 
ii'ss  in  Canada  now  controlled  by  American  tile  manu- 
acturers. 


The  discussion  disclosed  the  fact  that  many  of  the 
smaller  tile  manufacturers  in  towns  and  villages  were 
selling  tile  at  prices  that  did  not  include  the  overhead 
charges,  with  the  result  that  the  prices  were  so  low 
that  the  larger  manufacturers  made  no  effort  to  com- 
pete. vSmaller  concerns  could  not  turn  out  the  amount 
of  tile  required  by  farmers  while  the  larger  manufac- 
turers hesitated  to  accept  business  at  a  loss. 

The  convention  closed  without  a  decision  as  to  the 
place  of  meeting  for  the  next  convention.  Montreal  is 
regarded  as  the  possible  location,  but  the  matter  was 
left  to  the  executive  council  to  decide. 


Manufacture  of  Sewer  Pipe 

 By  F.  Coleman,  M.  B.*  

IN  offering  this  Association  some  remarks  on  the 
manufacture  of  sewer  pipe,  it  is  necessary  to  keep 
in  mind  the  fact  that  but  a  few  of  its  members 
are  directly  interested  in  this  branch  of  clay 
working.  An  attempt  will  therefore  be  made  to  state 
some  facts  that  may  be  of  interest  to  all  in  some  de- 
gree, and  be  sufficiently  worthy  of  the  consideration 
of  those  eng"aged  in  this  business  to  elicit  their  help- 
ful criticism. 

Raw  Material 

In  considering  this  question  the  presence  of  alum- 
ina and  silica,  the  basic  and  essential  constituents  of 
clay  substance,  is  assumed,  and  attention  is  turned  to 
the  other  contents,  which  are  more  or  less  incidental 
but  of  much  importance,  and  to  the  necessary  qualifi- 
cation of  a  suitable  material. 

We  in  Ontario  make  use  of  a  deposit,  usually  called 
niedina  shale.  The  harder  and  more  brittle  shak, 
which  is  found  rather  abundantly,  and  from  which  such 
excellent  dry  pressed  brick  is  made,  and  the  surface 
clays  used  for  the  manufacture  of  common  brick,  are 
not  suited  for  the  purpose.  In  a  general  way  the  suit- 
able material  may  be  said  to  occupy  an  intermediate 
position.  It  is  more  plastic  than  the  harder  shales  and 
differs  in  respect  to  chemical  composition,  while  at  the 
same  time  possesses  a  stronger  body  and  different 
burning  qualities  than  the  lighter  surface  clays. 

Any  material  to  be  suitable  must  possess  sufficient 
plasticity  to  permit  of  its  being  pressed  and  moulded 
into  forms.  It  must  be  of  such  a  nature  that  it  will 
pass  through  the  dryer  without  excessive  warping  or 
cracking,  and  finally,  it  must  burn  until  a  vitrified 
body  and  salt  glazed  surface  is  produced. 

Experienced  observers  may  search  for  and  find  what 
appears  to  be  the  required  material.  A  thorough  test 
is  then  to'be  made  throughout  the  entire  process,  and 
this  may  verify  or  negative  the  opinion  formed.  A 
favorable  result  of  such  a  test  is  not,  however,  suffi- 
cient evidence  upon  which  to  make  the  investment 
required  for  a  plant.  It  may  turn  out  that  the  sample 
(even  if  large,  which  it  should  be)  was  only  a  pocket. 

Chemical  analysis  is  still  less  dependable ;  such  a 
test  may  indeed  prove  that  a  sample  is  not  suitable, 
but  by  itself  it  can  never  be  relied  upon  as  a  proof  that 
it  is  suitable. 

Lime  a  Source  of  Trouble 

Among  various  other  contents  of  the  clay,  lime 
may  be  particularly  mentioned,  as  it  proves  ver}- 
troublesome  in  this  part  of  Ontario.  It  is  met  at 
every  turn  and  at  every  stage  of  the  process,  and  al- 
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ways  spells  "trouble."  Its  presence  is  at  times  fairly 
evident  and  hence  more  easily  avoided,  but  at  other 
times  your  first  intimation  is  spoiled  ware. 

Lime  occurs  chiefly  in  one  of  two  forms  :  (1 )  Larger 
or  smaller  pieces  of  carbonate  of  lime — these  may  be 
colored  red  like  the  shale  and  rnay  be  quite  soft,  or 
hard  and  stony;  (2)  Carbonate  of  lime  in  a  very  finely 
divided  state  mixed  .throughout  the  material ;  and  solu- 
tion of  salts  of  lime.  This  division  is  made  on  account 
of  the  dift'erent  defects  produced  rather  than  because 
of  chemical  differences  in  the  two  classes. 

The  lumps  may  enter  small  enough  or  be  ground 
fine  enough  to  permit  passage  through  the  screen 
plates  of  the  dry  pans  and  not  be  specially  or  at  all 
noticeable  in  the  ware  when  pressed  or  while  drying. 
When  the  goods  are  burned  these  pieces  of  carbonate 
of  lime  are  converted  into  the  oxide  or  quicklime.  Up- 
on removal  from  the  kilns  and  exposure  to  rain  or 
even  to  the  moisture  of  the  atmosphere,  the  pieces 
of  lime  become  slacked.  The  pressure  resulting  from 
this  change  is  sufficiently  great  to  burst  the  surround- 
ing material,  and  holes  are  produced  of  varying  size 
in  which  is  seen  the  lime. 

Prevents  Glazing  Action  on  Tile 

In  the  second  form  in  which  lime  occurs,  the  trouble 
assumes  a  different  character.  Under  these  circum- 
stances the  lime  is  carried  by  the  water  through  the 
pores  of  the  ware  to  the  surface ;  here  evaporation 
takes  place  and  the  water  leaves  the  lime  behind  as  a 
whiteish  more  or  less  crystaline  scum  on  the  surface. 
This  scum  is  added  to  as  more  water  brings  more  lime 
to  the  surface  during  water-smoking  imtil  a  more  or 
less  heavy  coating  results. 

The  sulphur  fumes  from  the  coal  gas  acts  upon  this 
lime,  producing  the  sulphate  of  lime  or  gypsum.  This 
does  not  burn  off  and  prevents  the  action  of  the  gases 
on  the  ware.  The  soda  of  the  salt  used  for  glazing  is 
similarly  prevented  from  acting  on  the  clay  substance. 
The  net  result  of  this  surface  condition  is  grayish  col- 
ored goods  instead  of  the  browns  or  black  required, 
and  the  entire  absence  of  glaze. 

Another  effect  of  lime  to  be  mentioned  now  and 
referred  to  later  is  due  to  the  fact  that  it  is  a  powerful 
flux.  The  presence  of  any  considerable  qua*ntity  results 
in  vitrification  occurring  earlier  and  more  suddenly. 

To  overcome  these  effects  of  lime,  chemicals  may 
be  used  (chiefly  barium  carbonate)  and  are  in  some 
])laces  where  the  percentage  of  lime  is  not  too  high. 
However,  when  the  labor  and  other  costs  of  overcom- 
ing the  defects  of  raw  material  become  multiplied,  it 
becomes  a  question  whether  it  would  not  be  better  to 
secure  material  from  a  less  polluted  source. 

Effect  of  Carbon  and  Iron 

The  presence  of  carbon  in  material  otherwise  suit- 
a1)le,  is  perhaps,  in  this  locality  not  of  serious  import- 
ance. It  occurs  chiefly  in  the  form  of  larger  or  smaller 
roots,  and  some  other  vegetable  substances.  Much  of 
this  is  to  be  screened  out;  the  balance,  of  course,  has 
to  be  burned  out.  The  carbon  present  may  be  a  cause 
of  black  coring,  but  this  color  is  not  simply  charring — 
it  is  chiefly  due  to  the  fact  that  the  iron  present  has 
been  reduced  by  the  carbon  to  the  black  oxide. 

Of  course,  it  is  known  that  red  shale  contains  iron, 
'i'his  important  constituent  is  not  only  responsible  for 
'  the  color  of  the  goods,  but  is  also  a  powerful  flux,  safe 
and  salutory  under  pro])er  conditions,  but  disastrous 
if  improperly  managed. 

The  iron  occurs  chiefly  in  the  form  of  ferric  oxide. 


although  some  carbonate  may  be  present,  and,  at  | 
times,  sulphite.  The  latter  two,  however,  sooner  or'  : 
later,  lose  the  carbonic  acid  gas  and  sulphur  respect-  i 
ively,  and  are  changed  into  oxide.  In  the  presence  of 
sufficient  oxygen,  or  under  oxidizing  conditions,  the  i 
red  ferric  oxide  results,  under  reducing  conditions,  in  ^ 
black  or  ferrous  oxide.  That  there  is  an  important', 
difference  between  these  two  becomes  apparent  during  j 
burning. 

Gathering  and  Preparing  Material 

The  gathering  of  raw  material  oft'ers  little  worthjy 
of  comment.  The  usual  stripping  to  get  rid  of  surfac® 
loam  and  vegetable  materials  is  familiar  to  all,  as  i^ 
also  the  fact  that  a  particularly  strong  clay  may  b^ 
the  better  for  admixture  with  some  of  the  lighter  sur-§ 
face  soils.  Where  such  mixing  is  desirable,  it  is  welw 
to  take  together  the  full  depth  of  the  bank  used. 

At  times  it  becomes  necessary  to  shift  or  even  to 
abandon  a  considerable  area  when  the  implacable  lime 
menace  is  encountered.  At  other  times  a  substantial 
bank  peters  out  to  an  unprofitable  shallowness. 

It  is  fairly  apparent  why  plants  for  the  manufac- 
ture of  sewer  pipe  in  Ontario  are  centrally  located 
and  not  erected  upon  the  ground  from  which  it  is  ex- 
pected to  secure  raw  materials.  Insufficient  quantities 
in  a  given  location  to  last  a  number  of  years  necessi- 
tates rather  frequent  shifting.  It  then  becomes  neces- 
sary to  load  material  to  railroad  cars  and  to  unload 
from  same  at  the  plant,  and  it  then  matters  but  little 
whether  the  haul  is  one  mile  or  forty. 

The  preparation  differs  very  little  from  that  re- 
quired for  other  clay  products.  The  material  should 
be  ground  in  the  dry  state,  usually  by  dry  pans  with 
screen  bottoms.  Further  and  finer  screening  is  very 
desirable  when  possible.  The  material  is  then  con- 
veyed to  hoppers,  from  which  it  is  delivered  by  chutes 
to  the  wet  pans  for  wet  grinding  or  tempering.  For 
the  smaller  sizes  little  further  mixing  is  required,  but 
for  the  larger,  grog  must  be  added  to  open  the  pores  of 
the  thicker  body,  that  drying  may  be  more  rapid  and 
more  complete.  For  moulded  ware  more  tempering 
and  more  careful  selection  of  the  material  to  be  mixed 
is  required. 

Making  the  Ware 

The  machinery  employed  has  not  changed  in  es- 
sential features  for  many  years.  There  is  the  steam 
press  and  the  plaster  moulds  of  our  forefathers.  Whe- 
ther this  fact  indicated  a  want  of  inventiveness  in  this 
industry  or  an  unusual  wisdom  on  the  part  of  the 
pioneers,  must  be  left  for  others  to  judge. 

The  dies  used  require  careful  consideration,  and 
must  be  adapted  to  the  needs  of  the  individual  manu- 
facturer and  his  material.  Many  of  you  are  aware  how 
great  a  difference  a  very  slight  change  of  variation  in 
a  die  may  make.  Changes  in  raw  material  must  also 
be  met  by  necessary  die  changes.  A  die  that  will 
make  a  perfectly  satisfactory  pipe  with  some  clays 
will  not  be  at  all  suitable  for  others. 

Drying 

Drying  is  a  very  important  stej)  in  the  process. 
Just  here  it  may  not  be  amiss  to  suggest  that  in  con- 
sidering the  requirements  and  difficulties  of  any  part 
of  the  process  of  manufacture,  it  is  necessary  that  all 
])revious  steps  be  appreciated  and  their  influence  ap- 
praised. One  may  say  that  certain  defects  resulted  in 
drying.  This  may  be  true,  but  not  be  the  fault  of  the 
drying  i)rocess.  Quite  ])ossibly  that  should  be  traced 
back  to  the  raw  material,  or  its  treatment  at  any 
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stage  before  reaching  the  dryer.  This  holds  true  for 
conditions  until  the  pipe  are  entirely  finished. 

The  floor  space  required  for  drying  is  rather  con- 
siderable for  as  a  rule  each  pipe  has  to  stand  alone. 
Means  must  be  provided  not  only  to  supply  the  re- 
quired heat  and  to  distribute  it  evenly,  but  also  to 
carry  off  the  moisture-laden  air. 

;        We  employ  a  steam  heated  concrete  ground  floor 

;  with  spaced  wooden  upper  floors,  and  a  chamber  of 
steam-heated  pipe  coils  from  which  the  warm  air  is 
distributed  to  all  parts  by  means  of  a  motor-driven  fan 

i  and  a  system  of  galvanized  conduits.  In  addition  there 
has  been  recently  installed  overhead  steam-heated  pipe 

\  coils  to  increase  the  efficiency.    Numerous  and  large 

(  ventilators  in  the  roof  provide  the  means  for  carry- 

i  ing  ofif  the  moist  air. 

The  temperature  that  the  ware  will  stand  has  to 
be  rather  closely  gauged  at  times  and  this  may  be 
checked  by  the  use  of  recording  thermometers. 

Large  pipe  cannot  be  exposed,  with  safety,  to  tem- 
peratures that  may  cause  no  harm  to  smaller  sizes. 
Too  great  a  current  of  air,  whether  warm  or  cold,  di- 
rect upon  the  pipe,  must  always  be  avoided. 

'       To  dry  the  ware  as  quickly  as  possible  favors  in- 

E'  creased  output  and  economy,  but  too  much  haste  re- 
sults in  large  wastage  and  defeats  the  object  of  low 
cost. 
The  pipe  should  remain  in  the  dryer  until  bone 
dry,  which  takes  from  three  to  fourteen  days,  accord- 
•  ing  to  the  size  of  the  pipe  and  other  conditions,  such 
as  the  weather,  etc.  If  set  in  the  kilns  in  an  under- 
dry  state,  some  of  the  troubles  resulting  should  be 
charged  to  this  fact  and  not  to  the  burner. 

Kiln  Practice 

,  The  kilns  are  of  the  usual  round  down  draft  variety 
in  which  the  pipe  are  set  in  circles.  Those  set  nearest 
the  bags  are  .so  arranged  that  they  escape  too  direct 
action  of  the  fires.  The  usual  custom  is  to  set  several 
sizes  in  each  kiln  with  the  larger  ones  towards  the 
centre,  where  they  are  placed  in  tiers  four  high.  Nest- 
ing cannot  be  adopted  to  advantage,  to  any  consider- 
able extent,  as  the  lessened  draft  between  such  pipe  is 
likely  to  spoil  both,  but  particularly  the  inside  ones. 
In  sizes  of  16  inches  and  upwards  small  pipe  may  be 
set.  Small  pipe  are  also  bunged  in  the  spaces  between 
the  large  ones.  Traps,  elbows,  and  other  fittings  are 
l)laced  on  top  of  pipe  of  suitable  size  from  which  they 
are  separated  by  dry  rings  to  avoid  pressure  effects. 

The  kiln  floor  should  be  as  level  as  possible  and 
under  each  bottom  pipe  is  placed  a  ring  of  corres- 
jionding  size.  This  helps  to  overcome  any  inequali- 
ties of  the  floor  and  permits  the  pipe  when  shrinking  to 
creep  more  readily. 

Burning 

Burning  involves  four  processes:  (a)  water-smok- 
ing,, (b)  dehydration  and  oxidation,  (c)  vitrification, 
(d)  glazing. 

It  is  our  custom  to  commence  firing  immediately 
with  coal,'  only  sufficient  wood  for  kindling  purposes 
t)eing  used.  The  coal  must  be  screened  lump,  long- 
tlamed  gas  coal  of  good  quality,  and  particularly,  it 
must  have  a  low  sulphur  content. 

The  early  or  water-smoking  period  is  accomplished 
by  firing  lightly  that  the  increase  of  heat  may  be  slow 
and  gradual. 

Although  appearing  and  feeling  dry  when  set  there 
is  much  water  in  the  ware  to  be  disposed  of.  This 
water  is  not  chemically  combined,  but  is  so  closely 
jBijoined  to  the  clay  substance  that  considerable  heat  is 


required  for  its  removal,  and  it  is  prol^ably  not  all 
removed  until  the  coolest  part  of  the  kiln  reaches  a 
temperature  above  400  degs.  F.  It  is  chiefly  at  this 
time  that  blistering  and  slabbing  occurs,  and  this  is 
usually  found  in  the  larger-sized  pipe  with  thicker 
bodies. 

This  water  must  find  its  way  from  the  deeper  parts 
of  the  ware  through  the  pores  to  the  surface  from 
which  it  escapes.  Much  of  it  must  first  be  converted 
into  steam  and  if  steam  is  produced  too  rapidly  or 
in  too  large  a  volume  at  any  one  time,  the  pores  can- 
not contain  it  and  internal  pressure  results,  with  sep- 
aration of  the  laminae  of  the  ware  and  swelling.  Car- 
ried a  little  further  this  pressure  will  cause  the  outer 
layers  to  separate  and  the  slabbing  mentioned  results. 
The  degree  of  this  defect  varies  from  blisters  of  dif- 
ferent sizes  to  a  condition  in  which  but  little  of  the 
pipe  remains  standing. 

To  determine  when  water-smoking  is  completed, 
the  cold  rod  test  is  frequently  relied  upon,  but  this 
will  not  show  whether  the  danger  of  the  period  has 
been  avoided. 

Pyrometer  Makes  Good  Guide 

It  is  of  little  value  to  know  that  the  water  is  gone 
if  in  the  going  the  ware  has  been  spoiled.  What  is 
needed  is  a  means  of  knowing  that  the  process  is  be- 
ing safely  conducted,  and  for  this  purpose  the  writer 
is  of  the  opinion  that  the  pyrometer  is  the  best  guide. 
By  this  method  the  temperature  may  be  known  and 
regulated  both  as  to  the  top  and  the  bottom  of  the 
kiln,  and  having  ascertained  a  safe  rate  of  advance, 
the  results  will  be  constant  for  fairly  constant  start- 
ing conditions. 

The  heat  may  now  be  advanced  more  rapidly,  as 
but  little  change  occurs  in  the  ware  until  the  stages 
of  dehydration  and  oxidation  are  reached.  This  is  a 
period  during  which  water  is  again  liberated  from  the 
ware,  but  now  it  is  the  water  of  crystallization  or  that 
which  was  chemically  combined  with  the  clay  sub- 
stances. 

At  or  about  the  same  temperature  required  for  this 
result,  other  changes  in  the  chemical  arrangement  of 
the  clay  substances  also  occur.  The  carbonate  gives 
off  carbon  dioxide,  the  sulphides  liberate  sulphur  and 
the  carbon  is  burned  out. 

Having  reached  the  important  period  of  oxidation, 
care  must  be  taken  to  prevent  the  fires  from  being 
of  too  reducing  a  character.  Of  course,  as  fuel  is 
supplied  and  then  gradually  burns  we  have  alternating, 
reducing  and  oxidizing-  conditions.  Up  to  a  certain 
point  or  temperature,  such  alternation  does  no  harm, 
but  as  the  stage  of  vitrification  is  approached,  oxi- 
dizing conditions  must  be  maintained. 

While  the  ware  is  still  porous  enough  to  permit  of 
free  interchange  of  gases,  the  black  coring  of  ferrous 
oxide  may  be  changed  almost  at  will,  but  when  the 
ware  begins  to  assume  a  close,  dense  character,  the 
black  that  is  present  remains  for  keeps.  The  kiln  may 
still  be  finished  and  saved,  but  at  great  risk,  and  with 
an  inferior  product.  The  risk  lies  in  the  fact  that  vitri- 
fication occurs  earlier  and  more  suddenly  in  the  pre- 
sence of  the  black  oxide  than  in  the  presence  of  the 
red  oxide.  As  stated,  the  presence  of  lime  also  tends 
to  early  and  rapid  vitrification. 

Vitrification 

As  a  result  of  increased  temperatures,  further 
changes  take  place  with  the  jiroduction  of  a  more  or 
less  glassy  condition  of  the  ware.    Dehydration  and 
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subsequent  oxidation  cause  disintegration  of  various 
ingredients  of  the  cla}'  substances  Avith  opening  up  of 
the  body  of  the  ware.  At  that  ~time  the  porosity  is 
increased  and  the  absorption  high.  Vitrification  causes 
a  fusion  or  union.  The  spaces  are  gradually  filled  and 
the  ware  shrinks.  The  substance  becomes  dense  and 
darker  in  color,  the  strength  is  greatly  increased,  and 
the-  absorption  of  w'ater  reduced. 

Such  ware  will  absorb  but  little  water  and  will 
not  permit  its  passage.  It  is  unaffected  by  corroding 
gases,  acids  or  alkalis,  and  is  for  these  reasons  a  safe 
and  sure  carrier  for  sewage,  whether  sanitary  or  in- 
dustrial. 

Salt  Glazing 

These  qualities  of  the  ware  are  enhanced  by  the  final 
process  of  salt  glazing.  With  the  kiln  ready  for  finish- 
ing and  the  fires  all  hot,  a  shovel  full  of  salt  is  well 
scattered  over  each.  The  salt  is  split  into  chlorine 
gas,  which  passes  ofl:',  and  free  sodium  which  combines 
with  the  surface  forming  the  silicate  of  soda  glass. 

The  heat  is  maintained  by  adding  to  each  fire  a 
bundle  of  wood  and  a  small  amount  of  coal.  This  is 
repeated  from  three  to  six  times,  according  to  results 
obtained,  as  shown  by  trial  pieces.  The  process  may 
have  to  be  shortened  if  the  appearance  of  the  kiln  in- 
dicates that  the  heat  cannot  be  safely  continued. 

The  burning  may  now  be  said  to  be  completed,  but 
unless  the  kiln  is  properly  managed,  much  damage 
may  yet  result.  Everyone  with  experience  has  seen 
trial  pieces  that  when  taken  out  during  the  burning 
showed  a  mirror-like  glaze  and  yet  when  the  pipe  were 
removed  from  the  kiln  the  beauty  was  gone.  The 
glaze  was  still  there,  but  not  the  gloss..  This  change 
occurred  during  the  cooling,  and  is  the  result  of  the 
action  of  the  gases  in  the  kiln  and  of  those  coming  from 
the  fire  boxes. 

Remove  Gases  from  Kiln 

The  remedy  for  this  is  to  rapidly  remove  the  gases 
from  the  kiln  and  to  prevent  the  gas  from  the  cooling 
fires  from  entering.  The  former  may  be  accomplished 
by  freely  opening  the  kiln,  completely  closing  the 
stack  opening  and  thus  producing  a  strong  back  draft. 
This  is  perfectly  safe  if  not  too  long  continued.  To 
avoid  gases  from  the  fires,  the  latter  may  be  drawn. 

Opinion  vary  as  to  the  best  methods  of  cooling 
kilns.  The  object,  of  course,  is  that  this  may  be  ac- 
complished as  cjuickly  as  possible  and  yet  that  air 
checking  of  the  ware  may  be  avoided.  It  has  been  ad- 
vocated that  the  kiln  openings  be  closed  and  the  hot 
air  gradually  withdrawn  through  the  flues  and  stack. 
Others  claim  that  such  a  method  favors  air  checking 
and  recommend  that  the  kiln  be  cooled  without  the 
aid  of  the  stack  draft.  Our  experience  would  suggest  the 
latter  method  as  being  the  safer  one.  As  in  other 
stages,  time-saving  must  not  unduly  risk  pipe  loss, 
and  air  checked  goods  are  of  no  value. 

We  employ  as  aids  in  the  control  of  burning,  pyro- 
metric  system,  trial  pieces  of  ware,  pyrometric  cones, 
and  in  addition  to  these  such  skill  as  the  burner  may 
possess  from  observation  and  experience. 

A  discussion  of  methods  and  merits  of  the  pyro- 
meter would  be  out  of  ])lacc  at  this  time,  but  we  believe 
it  to  be  very  helpful,  i)ar(icularly  in  the  early  stages 
of  burning. 

The  trial  pieces  are  a  necessity.  They  ar(\  ])laccd  on 
top  and  bottom  ])ipes  in  various  ])arts  of  the  kiln,  with- 
in reach  of  hooks.    l'"roni  these,  the  condition  of  the 


ware  from  time  to  time  may  best  be  judged,  and  es- 
pecially the  important  stage  of  oxidation. 

Pyrometric  cones  furnish  valuable  information  as 
to  the  period  of  finishing.  These,  like  the  ware,  are 
affected  both  by  the  degree  and  the  amount  of  heat 


and  fluxing  conditions. 


How  Canada's  Trade  Varies 

TWO  interesting  curves  are  reproduced  below. 
They  illustrate  the  trend  of  Canadian  exports 
and  imports  from  1868  to  the  present  time  and 
show  the  relation  between  these.  It  will  be 
seen  from  Curve  No.  1  that  for  all  except  three  periods 
aggregating  fifteen  years  the  imports  entered  for  con- 
sumption have  exceeded  our  exports.  For  the  three 
])eriods  referred  to,  exports  show  a  surplus  above  the 
imports — an  ideal  commercial  situation.    These  peri- 
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Curve  2.— Ratio  of  exports  to  imports. 

ods  of  i^rosperity  are  indicated  by  the  solid  black  areas 
enclosed  by  the  curves  where  the  export  curve  is  above 
the  import  curve.  Curve  No.  2,  which  shows  the  ratio 
of  exports  to  imports,  indicates  our  trade  conditions  j 
in  a  slightly  different  manner.  In  this  case  the  black 
areas  where  the  curve  exceeds  the  100  per  cent,  mark 
represent  the  periods  when  exports  have  exceeded  im- 
ports. A  remarkable  feature  that  may  be  deduced 
from  the  graphs  is  that  between  the  periods  of  ex- 
tremely prosperous  trade  conditions,  there  is  the  same 
number  of  years  in  each  case — eighteen  years,  the 
points  of  maximum  excess  of  exports  over  imports 
being  1880,  1898,  and  1916. 


There  has  just  been  ])ublished  under  the  title,  m 
ban  and  Rural  Development  of  Canada,"  a  rei)ort  pfij 
a  conference  on  iu:ban  and  rural  development,  held.inj 
Winnipeg  in  May,  1917,  under  the  auspices  of  the 
Civic  Improvement  League  of  Canada  and  the  Com-j 
mission  of  Conservation. 
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Methods  of  Repairing  Bituminous  Pavements 

Paper  Read  Before  Association  for  Advancement  of  Science 
Outlines  Relative  Efficiency  of  Various  Remedial  Measures 

 —  By  George  H.  Biles*  


IN  recent  years  there  has  been  marked  development 
in  the  methods  of  repairing  and  rehabilitating  bi- 
tuminous pavements.  There  are  innumerable  in- 
stances Avhere  pavements  had  apparently  arrived 
at  a  stage  of  such  failure  that  their  entire  reconstruc- 
tion seemed  justifiable,  but  by  scientific,  efficient  and 
economic  methods  of  the  highway  engineer  they  have 
been  repaired,  at  a  great  saving  in  cost,  which  in  the 
end  is  one  of  the  most  essential  factors  in  all  construc- 
tion work. 

Bituminous  Macadam  Pavements 

Bituminous  macadam  is  represented  principally  by 
the  penetration  method  type  of  pavement.  Naturally, 
in  the  analysis  of  this  subject,  the  first  thought  is  di- 
rected to  the  causes  of  the  various  forms  of  disintegra- 
tion or  failure  in  i)avements  of  this  type  and,  whereas 
it  is  extremely  difficult  in  all  cases  to  arrive  at  definite 
conclusions,  observation,  experiment  and  laboratory 
analyses  of  samples  taken  from  the  pavement  furnish 
invaluable  data  from  which  fair  judgment  can  be  made. 

The  bituminous  penetration  method  road  in  its  vari- 
ous stages  of  disrepair  or  disintegration  furnishes  a 
fertile  field  of  opportunity  for  study  and  experiment. 
The  most  common  deficiency  in  this  type  of  work  is 
found  in  the  non-uniformity  of  the  surface. 

Defects  of  This  Type 

As  an  example,  we  have  first,  a  section  of  road 
where  the  surface  is  composed  of  spots  of  excess  bi- 
tuminous material  and  bare  or  lean  areas  where  the 
binder  is  lacking  in  quantity,  which  condition  results 
in  a  short  time  in  a  ravelling  or  breaking  up  of  the 
road  surface.  This  condition  is  usually  caused  by  im- 
proper distribution  or  by  incorporating  the  bituminous 
material  when  the  stone  is  not  thoroughly  dry. 

Second :  A  rough  surface  is  presented  where  the 
stone  is  loosened  or  ravelled,  the  binder  showing  rapid 
deterioration,  generally  causing  a  series  of  pot  holes. 
This  may  be  occasioned  by  improper  or  overheated 
bituminous  material,  unsatisfactory  aggregate  or 
faulty  sub-drainage. 

Third :  At  times  we  have  apparently  a  lifeless  sur- 
face, insofar  as  the  l)itumen  is  concerned,  but  upon 
further  examination  it  is  found  to  contain  bituminous 
hinder  with  considerable  life  a  slight  depth  below  the 
-surface.  This  condition  is  due  in  many  cases  to  an 
insufficiency  of  bituminous  material. 

Fourth :  A  pavement  may  present  a  wavy  and  un- 
even appearance,  and  this  is  usually  due  to  an  excess 
of  bituminovis  material  or  is  caused  by  the  bitumin- 
ous material  being  too  soft  to  withstand  the  action  of 
traffic. 

Fifth :  There  are  surfaces  wdiich  consist  of  ridges 
of  material  which  are  the  result  of  irregular  or  im- 
proper pouring — in  most  cases,  careless  hand  pouring. 
A  surface  of  this  kind  suffers  quickly  from  the  impact 
bf  traffic  and  the  attack  of  the  elements  and  -early 
disintegration  is  the  result. 

Sixth:  We  have  a  fairly  well  shaped,  uniform  sur- 
face becoming  porous.    This  condition  is  true  of  all 

*  Second  Deputy  State  Highway  Commissioner  of  Pennsylvania. 


Iiituminous  highways  in  time,  as  it  represents  the  be- 
ginning of  the  deterioration  of  the  bituminous  material. 

Effective  Repair  Methods 

It  will  be  seen  that  before  repairs  are  taken  up  on 
bituminous  macadam  roads,  careful  study  and  exam- 
ination are  necessary  in  order  to  select  the  most  efifect- 
ive  method.  Taking  the  several  conditions  in  order 
as  hereinbefore  mentioned,  the  first  case,  if  taken  in 
time,  can  be  repaired  by  sealing  the  dry  or  lean  spots 
in  the  surface  with  a  light,  heated  application  of  bi- 
tuminous cement  of  the  binder  grade,  or  the  cold  bi- 
tuminous surface  treatment  materials  in  quantities 
ranging  from  one-tenth  of  a  gallon  to  three-tenths  of 
a  gallon  to  the  square  yard  of  surface,  covered  with 
chips  or  pea  gravel,  using-  between  fifteen  and  twenty 
pounds  to  the  square  yard.  Unless  the  surface  is  worn 
badly,  repairs  of  this  character  will  even  up  the  sur- 
face to  a  true  cross-section,  giving  added  life  to  the 
pavement. 

The  second  condition  calls  for  heroic  treatment 
if  of  any  great  extent,  and  a  complete  scarifying-  and 
harrowing-  of  the  surface  becomes  necessary.  All  dis- 
integrated material  must  be  removed  and  sufficient 
new  stone  added  to  give  the  required  depth  before  the 
surface  can  be  repenetrated  and  sealed  as  in  the  or- 
iginal construction.  If,  however,  the  affected  portions 
are  only  occasional  and  do  not  represent  the  greater 
area,  they  may  be  cut  out,  cleaned  thoroughly  and 
filled  with  new  stone,  making  due  allowance  for  com- 
pression, then  penetrated,  etc.  If  drainage  conditions 
are  responsible  for  the  failure,  they  must  be  corrected 
before  any  surface  repairs  are  taken  up. 

Renovating  Lifeless  Surface 

The  condition  described  in  the  third  example  may 
be  treated  in  two  ways.  The  mo.st  economical  so  far 
as  first  cost  is  concerned  would  be  to  give  the  pavement 
a  treatment,  in  sufficient  quantity  to  fill  the  surface 
voids,  with  a  material  that  will  penetrate  and  enliven 
the  old  material,  followed  by  a  covering  of  g'ood,  hard 
Stone  chips,  using  about  twenty  pounds  to  the  square 
yard.  The  alternative  Avould  be  to  scarify  and  harrow 
the  whole  surface,  supplying  additional  new  stone  in 
quantities  as  the  rolling  would  indicate  to  be  required 
to  give  the  proper  cross-section,  and  penetrating  the 
surface  with  a  bituminous  binder,  sealing  again  as  in 
the  original  construction.  In  the  latter  method,  the 
surface  must  first  be  thoroughly  cleaned  and  in  scari- 
fying and  harrowing-,  the  remaining  bituminous  materi- 
al in  the  road  must  be  distributed  as  evenly  as  pos- 
sible. If  the  material  found  in  the  pavement,  however, 
does  not  possess  life,  this  method  is  a  hazard. 

Rectifying  a  Wavy  Surface 

In  the  wavy,  corrugated  surface,  where  there  is 
found  to  be  an  excess  of  bituminous, material,  it  is  gen- 
erally.more  eci3nomical  and  .satisfactoijy  to  scarify  and 
resha])e  the  surface,  adding  new  stone  in  order  to  take 
u])  the  excess  bitumen,  and  again  sealing  the  surface. 
This  same  method  should  be  followed  where  waves 
have  been  caused  by  the  bituminous  material  being 
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too  soft,  only,  perhaps,  more  stone  would  be  required 
in  the  reconstruction  and  it  would  be  essential  to  in- 
corporate a  harder  bituminous  binder  than  was  used 
in  the  original  construction. 

Occasional  waves  in  the  surface  may  be  taken  out 
in  the  due  course  of  ordinary  repairs  by  cutting  off 
the  high  places  and  resealing,  if  the  conditions  are 
very  pronounced,  or'by  cutting  out  the  depressions  and 
replacing  with  new  material. 

A  surface  full  of  ridges  due  to  improper  pouring,  if 
not  too  pronounced,  may  be  evened  up  by  painting  be- 
tween the  ridges  with  bituminous  cement  and  covering 
with  stone  chips  or  gravel.  This  method  may  be  con- 
tinued from  time  to  time  until  the  surface  is  entirely 
evened  up.  This  condition  may  also  be  corrected  by 
scarifying  the  surface  with  the  object  of  obtaining  a 
more  uniform  distribution  of  the  old  bituminous  ma- 
terial and,  after  rolling  to  the  proper  shape,  by  apply- 
ing a  surface  treatment  of  a  cold  bituminous  material 
that  will  enliven  the  existing  material  and  seal  the  sur- 
face. This  treatment  is  covered  with  stone  chips  in 
the  manner  prescribed  for  regular  bituminous  surface 
treatment  work. 

Reviving  Bituminous  Material 

In  the  last  case,  we  have  a  properly  constructed  bi- 
tuminous penetration  pavement  but  the  bituminous  ma- 
terial is  starting  to  deteriorate.  This  can  be  enlivened 
or  revived  by  cleaning  the  surface  and  applying  a  seal 
coat  of  material  in  quantities,  depending  upon  the  de- 
gree of  disintegration.  Caution  should  be  exercised  to 
avoid  applying  an  excess  amount,  which  results  in  a 
slippery  condition  and  is  very  objectionable  to  horse- 
drawn  traffic.  Generally  one-tenth  to  one-sixth  of  a 
gallon  is  used  and  brushed  into  the  surface  with  hand 
brooms.  The  surface  is  then  covered  with  chips  or 
gravel  approximating  twenty  pounds  to  the  square 
yard.  In  the  use  of  certain  slow  drying  cold  bitumin- 
ous materials  it  will  be  observed  that  the  new  material 
softens  up  the  old  bitumen  somewhat,  giving  the  ap- 
pearance at  first  of  an  excess  application,  and.  having 
a  hard  surface  underneath  the  road  becomes  quite 
slippery,  but  this  condition  obtains  for  only  a  short 
period  of  time. 

To  insure  the  best  results,  one-half  of  the  road 
should  be  treated  at  a  time  in  order  that  the  traffic 
may  use  the  other  portion  while  the  bituminous  ma- 
terial is  setting  up.  This  method  has  become  quite 
effective  and  results  in  increased  life  to  the  pavement. 

Heated  Binders  Preferable 

In  the  repairs  of  breaks,  depressions  and  local  de- 
fects, which  may  occur  under  any  one  of  the  general 
conditions  previously  outlined,  it  is  more  satisfactory 
to  use  hot  bituminous  binders,  and  if  replacements 
are  necessary,  they  can  be  made  after  the  fashion  of 
the  original  construction.  This  work  can  be  done 
very  efficiently  in  this  manner  with  little  equipment 
and  the  average  class  of  labor.  There  are  a  number 
of  instances  where  cold  bituminous  compounds  can 
and  are  being  used  successfully  in  certain  seasons  of 
the  year  on  pavements  of  this  kind,  but  in  cold  wea- 
ther there  is  usually  difficulty  with  some  of  this  ma- 
terial, owing  to  its  composition.  As  an  example,  the 
emulsified  products  break  down  or  separate  and  their 
,  adhesiveness  is  destroyed  at  low  temperatures.  Ma- 
terials that  are  cut  back  with  natural  solvents  can  be 
used  later  and  give  very  good  results.  The  mixtures 
can  be  prepared  at  some  point,  not  exposed  to  the 
weather,  but  convenient  to  the  work,  hauled  to  the 


site  of  the  repairs,  and  deposited.  This  is  an  eff'ective 
method  in  case  of  emergency. 

Bituminous  Concrete  Pavements 

The  various  mixed  bituminous  pavements,  with  the 
exception  of  sheet  asphalt,  are  included  in  the  class 
of  bituminous  concretes. 

Careful  observation  in  locations  where  there  is  con- 
siderable bituminous  paving  shows  that  different 
streets,  in  spite  of  the  fact  that  they  have  been  con- 
structed of  the  same  material,  present  different  ap- 
pearances. Cracking  of  the  surface  is  one  of  the 
greatest,  as  well  as  one  of  the  earliest  defects  that 
may  develop  in  bituminous  pavements.  This  may  be 
due  to  one  cause  or  a  combination  of  several  causes. 
Frequent  cases  are  noted  in  bituminous  wearing  sur- 
faces which,  although  apparently  satisfactory  mixtures 
in  all  other  respects,  contract  as  the  base  contracts  and 
crack  open  at  exactly  the  same  point  as  the  foundation. 
Again,  cases  are  noticed  of  otherwise  satisfactory  pave- 
ments which  crack  because  of  their  failure  to  receive 
the  amount  of  traffic  necessary  to  give  the  pavement 
its  full  compression  or  to  iron  out  and  close  up  the 
surface  after  low  temperatures  have  tended  to  open  it 
up  by  stretching  the  bituminous  binder.  A  condition 
of  the  sort  last  described,  however,  may  have  been 
hastened  considerably  or  even  caused  directly  by  what 
might  be  called  improper  design  of  the  pavement  in  the 
first  place. 

Toughness  and  Hardness  of  Mixture  Depends  on 
Traffic 

The  bituminous  surface  mixtures  expected  to  re- 
ceive heavy  trafific  should  be  tough  and  fairly  hard  in 
order  to  resist  displacement.  Those  designed  for  light 
traffic  should  be  softer  and  more  yielding,  and  this  is 
accomplished  by  using  a  softer  bitumen,  that  is,  one  of 
a  higher  penetration.  Failure  to  do  so  means  that  as 
the  pieces  of  mineral  aggregate  contract  or  shrink  in 
volume  during  cold  weather,  they  exert  a  spreading 
force  in  the  surrounding  bitumen,  which  it  cannot  with- 
stand because  of  its  lack  of  light  fluxing  oils  and  cor- 
responding ductility  or  ability  to  stretch ;  in  other 
words,  pavements  containing  hard  or  non-ductile  bi- 
tuminous material  will  have  a  greater  tendency  to  crack 
in  cold  weather.  Similar  results  and  even  general  dis- 
integration of  the  wearing  surface  may  have  been 
produced  by  too  little  bitumen  in  the  mixture,  since 
this  is  largely  a  measure  of  the  life  and  elasticity  of 
the  pavement,  and  similarly  overheated  mixtures  suf- 
fer a  hardening  and  reduction  of  bonding  power  of 
the  bitumen,  with  consequent  tendency  to  crack  and 
wear.  Aside  from  faulty  drainage,  poorly  proportioned 
mixtures  and  unsuitable  ingredients  contribute  largely 
to  the  failures  in  this  type  of  pavement. 

Slight  Surface  Disintegration 

A  bituminous  concrete  pavement  which  is  satis- 
factory in  all  other  respects  may  show  surface  indica- 
tions of  slight  disintegration.  The  material  in  all 
probability  has  been  attacked  by  the  elements  arid 
evidence  of  wear  is  shown  as  the  gloss  is  gone  and  the 
discoloration  of  the  surface,  which  approaches  a  light, 
brownish  hue,  is  noticeable.  This  is  speedily  followed 
by  a  general  porous  condition  and,  if  not  promptly  at- 
tended to,  will  allow  the  surface  to  retain  moisture, 
which  will  eventually  break  the  bond  of  the  material 
and  result  in  ravelling  and  failure  of  the  pavement. 

The  wavy  condition  of  the  surface  found  in  the 
Ijituminous  macadam  roads  is  also  common  to  the  bi- 
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tuminous  concrete  types.  This  condition  is  usually 
found  on  well  travelled  streets,  especially  on  grades, 
and  is  caused  mostly  by  the  bituminous  mixture  being 
too  soft,  which  gives  it  a  tendency  to  push  under 
traffic.  A  wavy  surface  may  be  attributable  to  the 
methods  used  in  the  construction  of  the  pavement, 
for,  if  in  the  building  the  material  was  not  at  a  tem- 
perature suitable  for  raking  to  a  uniformly  loose  con- 
dition, or  crept  under  the  roller  as  a  result  of  careless 
handling  or  being  rolled  while  too  hot,  an  irregular  sur- 
face would  result.  Pushing  or  waving,  in  local  spots 
may  often  be  traced  to  the  laying  of  the  mixture  on  a 
dusty  or  dirty  surface. 

Wearing  Along  Edges 

The  wearing  and  deterioration  along  the  edges  of 
bituminous  pavements  where  there  is  no  header,  is 
responsible  for  one  of  the  most  troublesome  and  ex- 
pensive forms  of  repairs  to  roads  of  this  type.  The 
traffic  continually  irons  out  the  surface  along  the  edges 
and  this  spreading  or  flattening  out  produces  a  feather 
edge  along  the  sides.  The  moisture  and  foreign  ma- 
terial tracked  on  from  the  shoulders  soon  attack  the 
bituminous  material  and  result  in  the  crumbling  or 
breaking  away  of  the  surface  which  occasions  extensive 
repairs.  This  condition  is  more  pronounced  when  the 
material  in  the  shoulders  is  of  a  non-porous  nature 
or  is  poorly  drained. 

In  the  repairs  to  the  bituminous  concrete  pave- 
ments, special  care  is  required  in  determining  the 
methods  and  materials  to  be  used.  Taking  the  sev- 
eral conditions  enumerated  in  the  foregoing  in  their 
order,  we  first  have  a  cracked  bituminous  surface,  and, 
unless  the  cracks  are  caused  by  some  serious  form  of 
disintegration  in  the  pavement,  they  can  be  repaired  by 
cleaning  them  out  thoroughly  and  pouring  them  full 
of  either  a  hot  or  cold  bituminous  material  of  the  pro- 
per grade,  and  thereafter  tamping  or  wedging  stone 
chips  into  the  crack,  thoroughly  sealing  it.  If  the 
crack  is  wide  enough  and  the  edges  have  crumbled  or 
broken  off,  they  should  be  cut  down  evenly  and  the 
opening  filled  and  tamped  with  a  mixture  of  one  part 
bituminous  cement  to  nine  parts  chips,  in  sufficient 
quantity  to  insure  complete  closure. 

Replacement  of  Surface 

When  the  entire  surface  is  cracked  or  broken  and 
is  uniformly  bad  and  gradually  crumbling  away  due 
to  the  disintegration  of  the  material  from  any  of  the 
.several  causes  hereinbefore  mentioned,  it  becomes 
necessary  to  remove  the  old  material  and  replace  with 
a  new  surface.  If  the  condition  exists  only  in  local 
spots  this  will  develop  into  pot  holes  or  depressions 
which  can  be  repaired  by  cutting  out  the  affected  areas 
down  to  the  foundation  and  replacing  with  a  new  mix- 
ture. 

The  character  of  the  bituminous  material  to  use 
depends  entirely  upon  the  conditions  in  each  case.  Un- 
less the  repair  work  is  extensive,  it  is  not  deemed  ad- 
visable to  use  hot  bituminous  compounds  in  this  work, 
not  only  from  an  economic  standpoint,  but  from  a  point 
of  convenience  as  well.  Small  repairs  in  the  proper 
season  can  be  handled  economically  and  efficiently  with 
cold  bituminous  cement,  and  if  the  proper  mixture  is 
used  in  the  regular  working  season  excellent  results 
can  be  obtained. 

Cold  Weather  Repairs 

It  is  conceded  that  hot  bituminous  repairs  are  not 
g^enerally  satisfactory  when  made  at  low  temperatures, 


but  in  some  places  the  avoidance  of  this  practice  has 
been  carried  almost  to  a  fault.  As  an  example,  in 
some  of  the  larger  municipalities  where  defects  have 
developed  in  the  surface  during  the  winter  months,  the 
affected  portions  have  been  removed  and  repaired  with 
brick  or  stone  block.  This  method  is  not  only  objec- 
tionable on  account  of  the  annoyance  to  traffic,  but, 
when  the  regular  season  for  repairs  arrives,  it  is  usu- 
ally found  that  additional  work  is  required,  occasioned 
through  the  inequality  of  the  surface.  It  has  been 
stated  by  some  of  the  advocates  of  this  method  that  it 
is  an  assurance  that  the  affected  portions  will  not  be 
overlooked  when  the  repair  work  is  taken  up  in  the 
spring.  It  has  been  demonstrated,  however,  that 
where  conditions  are  so  acute  that  this  method  is  war- 
ranted, there  is  justification  for  making  special  arrange- 
ments for  preparing  and  placing  a  suitable  bituminous 
mixture  which  will  be  more  satisfactory  in  the  interim 
and,  whereas,  probably  not  a  complete  success,  will 
offer  as  good,  if  not  better,  opportunities  to  correct 
later  than  the  first  method,  which  seems  only  to  be 
justified  when  repairing  cuts  made  in  the  pavements  by 
public  service  corporations  in  the  winter  season. 

Light  Application  Will  Revive  Surface 

When  the  surface  of  a  bituminous  concrete  pave- 
ment begins  to  show  that  the  bituminous  material  is 
disintegrating  and  the  surface  has  a  dry,  porous  ap- 
pearance, similar  to  the  appearance  of  the  bituminous 
macadam  pavement  previously  described,  the  surface 
can  be  revived  by  a  light  bituminous  surface  applica- 
tion the  same  as  in  the  former  case. 

The  wavy,  irregular  surface  on  bituminous  concrete 
pavements  is  one  of  the  most  unsatisfactory  condi- 
tions pertaining  to  the  bituminous  type  of  pavement. 
It  is  a  defect  that  in  most  cases  is  proof  positive  of 
the  inability  of  the  pavement  to  meet  the  traffic  re- 
quirements, except  when  the  fault  may  have  resulted 
from  the  methods  vised  in  the  construction  rather  than 
the  materials.  If  the  materials  have  been  found  un- 
satisfactory and  the  irregularity  of  the  surface  is  in- 
creasing steadily,  reconstruction  will  eventually  be 
necessary. 

If  the  surface  is  only  affected  in  local  spots  due  to 
any  of  the  other  causes  enumerated,  this  area  may  be 
removed  and  replaced  with  a  new  mixture  which  has 
been  properly  selected  and  strict  attention  should  be 
given  to  the  requirements  of  the  mixture  in  order  that 
a  repetition  of  the  original  deficiencies  cannot  obtain. 

When  the  proper  material  has  been  used  in  the 
original  construction  and  the  surface  is  irregular 
through  careless  methods  in  spreading,  beneficial  re- 
sults can  be  obtained  from  rolling  the  surface  in  hot 
weather  with  a  tandem  power  roller  operated  by  a 
competent  man. 

Preventing  Edge  Wear 

In  the  repairs  to  the  edges  of  a  bituminous  pave- 
ment not  confined  by  headers  the  first  and  most  es- 
sential thing  to  do  is  to  correct  the  cause,  if  possible. 
If  the  drainage  of  the  shoulders  or  base  is  faulty,  this 
should  be  taken  into  consideration  first  and  ample  pro- 
vision made  therefor.  On  shoulders  which  are  com- 
posed of  non-porous  material,  it  is  advisable  to  cut 
scuppers  or  small  surface  ditches  at  intervals  of  ap- 
proximately twenty  feet  along  the  road,  and,  in  addi- 
tion to  this,  the  material  immediately  along  the  edge  of 
the  pavement  should  be  replaced  for  a  depth  of  a  few 
inches  with  broken  stone  or  gravel  tamped  into  place 
to  produce  a  more  stable  buttress  for  the  new  bitum- 


no 


THE   CONTRACT  RECORD 


February  6,  1918 


ff 


inous  material.  The  patches  should  be  made  by  re- 
moving' the  affected  area  and  replacing  with  new  mix- 
ture. Successful  repairs  should  neither  be  above  nor 
l)clo\v  the  surrounding  surface  when  finally  compacted. 

In  municipalities  where  there  is  enough  yardage  to 
warrant  a  central  mixing  plant,  this  is  the  most  sat- 
isfactory method  of  handling  bituminous  repairs.  With 
every  facility  at  hand  to  compound  the  mixture  pro- 
perW,  more  uniformity  is  assured  and  much  of  the 
personal  equation  resulting  from  separate  organiza- 
tions is  eliminated.  There  are  localities  where  pos- 
sibly small  portable  mixing"  plants  would  meet  the  re- 
quirements and  give  satisfactory  results.  However, 
under  ordinary  conditions,  the  problem  is  generally 
a  small  town  with  probably  several  short  streets  or 
some  other  unit,  such  as  a  county  or  state,  with  con- 
tinuous stretches  of  miles  of  interurban  bituminous 
pavements  or  highways.    In  either  case,  it  means  one 

III 


or  a  number  of  outfits  performing  the  repair  work, 
which  conditions  give  strength  to  the  demand  for 
simple  and  efficient  methods.  With  trained  men,  good_ 
hot  bituminous  mixtures  have  been  prepared  by  hand, 
but  considering  the  chances  taken  in  over-heating  the 
material,  the  careless  proportioning  and  mixing  and 
the  extra  expense  in  connection  with  the  handling  of 
the  equipment,  etc.,  it  does  not  justify  this  method. 
The  cold  bituminous  mixture  with  the  proper  material 
is  the  most  economical  and  fool-proof  method  for  or- 
dinary repairs.  The  material  can  be  mixed  on  a  regu- 
lar mixing  board,  stock  prepared  for  future  use,  if 
need  be,  and  stored  at  convenient  intervals  along  the 
road,  and,  aside  from  the  small  tools,  such  as  shovels, 
rakes  and  tampers,  no  other  equipment  is  absolutely 
necessary.  Repairs  have  been  made  with  cold  bitum- 
inous mixtures  on  extremely  heavy  travelled  roads  that 
are  in  excellent  condition  after  four  seasons  of  wear. 
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Practical  Hints  for  the  Contractor 

that  may  save  him  time  and  money.  If  you  know  any  labor-saving  scheme, 
send  it  in — preferably  with  illustrations.    We  will  pay  for  all  accepted  articles. 
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Large  Tunnel  Backfilled  by  Compressed 
Air  by  Means  of  Pneumatic  Mixer 

A RECENT  novel  use  to  which  a  pneumatic 
mixer  and  conveyor  was  put,  Avas  the  back- 
filling with  earth  of  the  space  on  the  outside 
of  a  reinforced  concrete  tunnel  constructed  for 
the  Montreal  Tramways  Company.  This  tunnel  was 
constructed  by  the  Laurin  &  Leitch  Engineering  & 
Construction  Co.,  Ltd.,  of  Montreal,  between  the 
Hochelaga  power  house  of  the  Montreal  Tramways 
Co.,  and  the  St.  Lawrence  River,  a  distance  of  150  feet. 

The  semi-circular  section  of  the  reinforced  concrete 
tunnel  was  formed  both  inside  and  outsicfe,  and  this 
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had  been  put  into  the  mixer,  the  air  valves  were 
turned  on  by  the  operator  and  the  material  was  mixed 
and  conveyed  to  the  point  of  deposit,  where  it  was 
discharged  with  great  force.  Lengths  of  conveyor 
pipe  were  removed  from  the  line  as  the  space  filled 
up.  This  proved  to  be  a  most  effective  way  of  back- 
filling where  ordinary  methods  would  have  been  very 
expensive.  The  material,  after  being  deposited  by  this 
process  was  well  packed  and  firm,  and  required  no 
other  tamping. 

The  accompanying  sketch  gives  an  idea  of  this 
method  of  backfilling. 


Pneumatic  mixer  deposits  backfill  without  need  ot  tamping. 

necessarily  left  a  large  space  on  the  outside  around 
and  over  the  tunnel  which  was  required  to  be  back- 
filled and  puddled. 

The  pneumatic  mixer  was  set  u])  in  the  shaft  at  one 
end  of  the  tunnel,  with  the  discharge  i)ipe  running  in 
over  the  completed  concrete.  The  mixer  was  charged 
from  the  roadway  above  by  gravity,  with  earth  and 
the  proper  amount  of  water.    When  the  proper  charge 


Sliding  Forms  Used  for  Walls  and  Roof 
of  Tunnel  After  Floor  is  Placed  First 

SLIDING  forms  Avere  found  to  effect  a  great  sav- 
ing in  time  and  labor  in  the  recent  construction 
of  a  concrete  tunnel  for  the  Eastman  Kodak  Com- 
pany.   The  tunnel,  connecting  the  power  house 
and  a  new  building,  is  810  feet  long',  and  will  be  used 
to  carry  steam  pipes  and  electric  coilduits. 

The  specifications  called  for  a  footing  31  inches 
wide  under  each  Avail,  a  7-inch  floor  slab  and  a  3-inch 
earth  cushion  betAveen  the  floor  slab  and  the  top  of 
the  footings.  In  order  to  get  a  firm  base  on  which  to 
slide  the  forms,  and  also  to  avoid  mud  and  Avater,  it 
Avas  desirable  to  pour  the  floor  slabs  before  the  sid^ 
Avails.  The  footings  and  5  inches  of  the  walls  were 
therefore  concreted  first.  The  3-inch  cushion  Avas  thei} 
])laced  and  the  floor  slab  poured.  The  sliding  forms, 
shoAvn  in  the  draAving,  and  described  in  Engineering 
News-Record,  were  then  set  in  place,  the  Avails  and 
roof  slab  being  poured  together. 

The  inside  forms  Avere  built  in  three  16-foot  sec- 
tions and  Avere  set  on  a  2  x  10-inch  dressed  plank  run- 
ner well  greased  on  top.  On  this  plank  the  side  panels 
bore  directly.   They  Avere  made  up  above  ground,  and 
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consisted  of  a  dressed  4  x  4-inch  sill,  2  x  4-inch  battens 
on  2-foot  centers,  and  J/^-inch  sheathing. 

The  roof  slab  was  supported  on  2  x  10-inch  joists 
on  2-foot  centers,  which  rested  on  continuous  2x6- 
inch  joist-bearers  nailed  to  the  side  forms.  Between 
each  joist  and  the  2  x  6-inch  bearer  a  4-inch  block  was 
placed  which  could  easily  be  knocked  out,  permitting 
the  roof  panels  to  drop  4  inches.  The  joist  and  roof 
panels  were  made  8  inches  shorter  than  the  width  of 
the  tunnel,  which  permitted  the  side  forms  to  be  drawn 
in  4  inches  on  each  side,  and  gave  clearance  enough  for 
the  forms  to  be  slid  along  to  their  next  position.  The 
top  corners  were  filled  in  with  loose  boards  held  in 
place  by  %-inch  scabs,  as  shown  on  the  drawing. 
These  boards  remained  sticking  to  the  concrete  Avhen 
the  sides  and  roof  were  collapsed. 

The  wall  forms  could  be  pulled  in  by  means  of 
two  4  X  4-inch  rangers  bolted  to  each  side.  It  was 
planned  to  use  carpenter's  bench  clamps  to  draw  in 
the  sides,  but  these  were  not  strong  enough.  A  rope 
loop  slipped  around  the  4  x  4's  and  twisted  with  a  bar 
was  very  effective.    The  collapsed  forms  were  moved 

Boards  placed  so  that  by  removing  I  Scab,  the 
Top  and  Sides  con  be  pulled^ free. 
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forward  by  six  men  with  a  double  tackle.  Three  16- 
foot  sections,  making  48  lineal  feet  of  tunnel,  were 
])laced  and  concreted  at  a  time.  The  three  sections 
could  be  collapsed,  moved  forward  and  re-erected  with- 
in two  days  by  six  carpenters. 

The  exterior  wall  forms  were- built  and  placed  with 
panels  20  inches  wide,  tacked  to  2  x  4-inch  battens  2 
feet  apart,  and  wired  every  20  inches.  The  tunnel  was 
designed  by  the  Eastman  Kodak  Company  and  built 
by  the  Ferro-Concrete  Construction  Company.  The 
forms  were  designed  and  built  by  Stacey  Campbell, 
Miperintendent  of  the  work,  O.  E.  Brown,  ^carpenter 
toreman  and  the  Avriter,  form  designer  for  the  con- 
tractors. 


The  Barrett  Company  have  issued  a  circular  des- 
criptive of  the  Barrett  Specification  roofs  on  the  plant 
of  the  National  Aniline  &  Chemical  Company,  Inc.. 
which  is  the  biggest  concern  in  the  American  dye  in- 
dustry. The  plant  in  question  is  the  Schoellkopf 
Works  at  Buffalo,  N.Y.,  comprising  buildings  having 
more  than  twenty  acres  of  floor  space.  The  roofing 
-  of  five-ply,  Barrett  specification,  pitch  and  felt 
aterproofing  with  slag  wearing  surface,  guaranteed 
■r  twenty  years. 


Montreal  Builders'  Exchange 

Brigadier-General  Loomis  Addresses  Meeting, 
Describing  War  Conditions  ard  Build- 
ing Work  in  France 

BRIGADIER  General  F.  O.  W.  Loomis,  C.M.G., 
D.S.O.,  now  on  leave  from  France,  was  enter- 
tained at  luncheon  on  January  24  by  the  Mont- 
real Builders'  Exchange,  of  which  he  is  a  mem- 
ber. Mr.  J.  P.  Anglin  presided  over  a  very  large  at- 
tendance of  members,  who  gave  General  Loomis  a  par- 
ticularly hearty  welcome.  The  Chairman,  in  alluding 
to  the  absence  of  their  guest  at  the  front,  assured  him 
that  he  had  not  missed  a  great  deal  insofar  as  the 
building  business  was  concerned.  Business  had  its 
ups  and  downs,  chiefly  downs.  Those  who  had  re- 
mained at  home  were  doing  their  best,  in  the  way  of 
giving  time  and  money,  to  help  Avin  the  war ;  sdme  of 
the  firms  had  put  up  munitions  plants  with  great  ex- 
pedition, in  fact  plants  were  erected  with  greater  speed 
than  was  ever  dreamed  of  before  the  war.  The  sac- 
rifices of  the  men  at  home  were,  however,  as  nothing 
compared  with  those  of  the  men  at  the  front.  Gen- 
eral Loomis  was  one  of  those  who  had  made  a  great 
sacrifice,  in  giving  up  his  business  and  his  home.  He 
was  one  of  the  original  ofificers  in  Montreal  who  felt 
the  call  and  answered  it.  Their  guest  was  at  the  Battle 
of  Ypres,  leading  the  13th  Battalion — one  of  the  great 
Highland  battalions  of  the  country — and  he  was  also 
in  the  Vimy  Ridge  engagement,  where  he  had  charge 
of  four  battalions. 

Brig.  Gen.  Loomis,  in  the  course  of  his  speech, 
dealt  with  the  war  from  the  contractors'  point  of  view. 
He  referred  to  the  fact  that  the  contractors  of  the 
country  had  made  many  efforts  in  the  direction  of 
helping  the  cause  for  which  they  were  fighting.  It 
was,  he  continued,  hard  to  say  who  should  and  who 
should  not  go  overseas,  and  he  was  convinced  that 
many  ofificers  had  gone  who  should  have  stayed  at 
home.  The  war  involved  a  tremendous  industrial  re- 
volution, not  of  the  Empire's  seeking,  and  a  struggle 
for  which  they  were  not  prepared.  Since  coming- 
back  to  Canada  he  had  heard  much  about  the  difficulty 
of  getting  steel ;  on  the  other  side  the  difficulty  was 
to  get  out  of  its  way.  The  destruction  was  almost  un- 
believable. 

The  war  was  really  a  question  of  contracting.  What 
a  splendid  thing-  it  would  be  to  get  our  contractors 
overseas?  War  was  a  tremendous  job,  for  which  con- 
tractors were  peculiarly  fitted,  as  they  were  by  nature 
fighters — at  least  he  was  always  fighting  when  he  was 
in  the  business.  He  had  come  across  many  contractors 
at  the  front,  ofificers  and  men,  some  of  whom  had 
given  up  business  to  get  across.  Many  of  these  men 
had  risen  from  the  ranks ;  they  found  themselves  at 
home  in  the  work  they  had  to  do,  and  had  risen  be- 
cause of  their  ability  to  do  it.  Doing  work  under 
shell  fire  was  quite  a  different  thing  from  doing  work 
under  architects'  fire.  Architects'  fire  was  not  so  bad 
at  first,  but  it  hurt  for  a  long  time  afterwards.  Gen. 
Loomis  spoke  of  the  facility  with  which  men  dug 
holes  under  fire,  and  said  there  was  always  an  in- 
clination to  get  into  the  holes. 

Building  Work  in  France 

As  to  building  conditions  in  France,  there  was  a 
considerable  amount  of  work  being  done  near  the  fir- 
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ing  line  in  the  industrial  centres  of  northern  France. 
The  houses  were  quickly  and  economically  built,  the 
brick  being  burned  on  the  site.  Fifty  or  sixty  houses 
were  put  up  in  a  row,  and  houses  in  whole  villages  and 
towns  were  constructed  exactly  alike.  The  houses 
were  comfortable,  with  the  gi"Ound  floor  and  entrances 
brick  paved  and  tiled.  The  upper  floors  were  of  wood, 
very  economically  used.  The  wood  was  usually  oak 
and  ash  ;  some  of  the  roads,  too,  were  made  of  beauti- 
ful clear  oak  cut  down  by  Canadian  foresters.  It  was, 
of  course,  waste,  but  war  was  essentially  waste.  The 
speaker  concluded  by  expressing  the  belief  that  there 
was  a  determination  throughout  the  Empire  to  fight 
the  war  to  a  finish.  Canada,  he  felt  certain,  shared  in 
that  determination,  and  was  prepared  to  make  even 
greater  sacrifices  to  that  end. 

On  the  motion  of  Col.  Strange,  seconded  by  Mr. 
W.  Rutherford  (who  has  two  sons  at  the  front)  a  vote 
of  thanks  was  passed  to  Gen.  Loomis,  to  whom  was 
expressed  many  hopes  that  he  would  return  once  more 
safely  to  Canada. 


Mainly  Constructional 

East  and  West— From  Coast  to  Coast 


About  forty  miles  of  the  location  survey  of  the  Spokane 
&  B.  C.  railroad  line  have  been  completed  along  the  Spokane 
River  since  the  work  began  last  fall. 

The  council  of  Elgin  county,  Ont.,  has  decided  to  allow 
$53,000,  or  approximately  $75  per  mile,  for  the  work  on  the 
county  good  roads  system  during  the  year  1918. 

A  3,000  ton  oil  flotation  plant  is  to  be  erected  by  the  Can- 
ada Copper  Corporation  to  handle  the  concentrates  from  its 
Copper  Mountain  properties  near  Princeton,  B.C. 

The  council  of  the  united  counties  of  Stormont,  Dundas 
and  Glengarry,  is  memorializing  the  provincial  government 
in  regard  to  the  assumption  of  the  River  Front  road  as  a 
provincial  highway. 

The  Allan  &  McKelvie  Engineering  Company,  Limited, 
has  been  incorporated  with  a  capital  of  $50,000,  headquarters 
at  Vancouver,  B.C.,  and  will  take  over  the  business  now  car- 
ried on  under  the  firm  name  of  "Allan  &  McKelvie." 

The  Toronto  board  of  control  is  unanimous  in  refusing 
the  application  of  the  railways  for  permission  to  build  tem- 
porary wooden  bridges  so  that  the  new  union  station  can  be 
used  until  such  time  as  they  are  in  a  position  to  build  the 
viaduct. 

The  Edmonton,  Dunvegan  and  B.  C.  Ry.  will  apply  to 
Legislature  at  the  next  session  for  an  Act  authorizing  an  ex- 
tension of  the  railway  to  the  boundary  line  between  the  pro- 
vinces of  Alberta  and  British  Columbia,  a  distance  of  ap- 
proximately 65  miles. 

The  number  of  permits  issued  in  the  city  of  Vancouver 
during  the  month  of  December  is  36,  and  their  estimated 
value  $50,295,  as  compared  with  29  for  the  same  month  last 
year,  valued  at  $286,365.  The  total  for  1917  is  561  permits  at 
a  value  of  $768,255,  as  against  444  valued  at  $2,412,889. 

The  utilities  commission  of  London,  Ont.,  has  shown  in 
its  statement  of  proposed  expenditures  for  1918,  a  sum  of 
.$65,000  for  waterworks  extension,  and  $132,000  for  the  elec- 
trical department.  The  latter  appropriation  includes  $60,000 
for  the  construction  of  a  hydro  shop  and  $25,000  for  equip- 
ment. 

.A  meeting  was  recently  called  in  Hei)worth,  Ont.,  for  the 


purpose  of  endeavoring  to  have  the  county  line  from  Hep- 
worth  to  Wiarton  and  the  South  Diagonal  from  Hepworth 
to  Shallow  Lake  included  in  the  present  draft  of  the  good 
roads  system  for  the  counties  of  Grey  and  Bruce.  As  a  re- 
sult, a  committee  was  appointed  to  interview  the  council 
of  Grey  county  at  the  present  session. 

It  is  reported  that  the  British  American  Nickel  Company 
may  possibly  abandon  their  plans  for  the  establishment  of  a 
refinery  at  Sudbury,  Ont.,  owing  to  the  impossibility  of  de- 
veloping Hydro  power  on  the  French  River  at  a  cost  of 
less  than  $46  per  h.p.  The  report  states  that  they  contemp- 
late locating  in  the  Ottawa  valley  where  there  is  at  present 
developed  a  surplus  of  power  over  local  consumption. 

A  new  firm  has  been  incorporated,  known  as  the  Engi- 
neering and  Machine  Works  of  Canada,  Limited,  which  is  to 
take  over  the  business  now  carried  on  at  St.  Catharines,  Ont., 
by  the  Jenckes  Machine  Company,  Limited.  This  new  con- 
cern has  a  capital  of  $1,000,000,  and  its  head  office  is  at  St. 
Catharines,  Ont.  Its  charter  of  incorporation  empowers  it 
to  carry  on  the  business  of  foimdrymen,  machinists  and  struc- 
tural metalworkers,  etc. 

The  great  reduction  in  building  operations  throughout 
Canada  was  pointed  out  by  President  J.  P.  Anglin,  at  the  an- 
nual meeting  of  the  Montreal  Builders'  Exchange.  The  total 
expenditures  on  buildings  dropped  from  $185,000,000  in  1912 
to  $35,000,000  in  1917.  The  building  expenditures  in  Montreal, 
Westmount  and  Maisonneuve  dropped  from  $33,000,000  in 
1913  to  $6,000,000  last  year.  President  Anglin  expressed  the 
belief  that  the  minimum  had  been  reached. 

Reports  are  being  circulated  to  the  effect  that  gov- 
ernment assistance  may  be  extended  for  the  establishment  of 
a  large  electrical  smelting  and  steel  plate  industry  at  Van- 
couver in  order  that  that  city  may  become  a  steel  shipbuild- 
ing centre.  It  is  said  that  the  government  has  agreed  to 
join  with  the  Pacific  Steel  Company,  of  Eburne,  and  the  Aetna 
Iron  and  Steel  Company,  of  Port  Moody,  in  inviting  an  emi- 
nent outside  metallurgist  to  visit  Vancouver  and  make  a  final 
report  on  the  proposal. 

A  scheme  for  the  establishment  of  a  central  heating  sys- 
tem in  the  business  section  of  Owen  Sound,  Ont.,  is  under 
discussion.  It  is  proposed  to  utilize  the  battery  of  boilers  be- 
longing to  the  old  municipal  electric  power  station  which  was 
replaced  by  the  hydro-electric  installation  at  Eugenia  Falls. 
The  plant  is  centrally  located  and  it  is  believed  that  it  could r 
supply  ample  heat  to  every  building  in  the  business  district 
and  also  that  the  saving  in  fuel  alone  in  one  year  would  more 
than  pay  the  cost  of  installing  the  system  in  this  section. 

In  order  to  permit  the  working  out  of  an  extensive  scheme 
of  waterfront  improvement  on  the  Grand  River,  at  Fort 
Maitland,  Ont.,  the  T.  H.  &  B.  Ry.  is  asking  the  provincial 
government  to  approve  of  the  closing  of  several  roads  run- 
ning through  land  acquired  by  the  company  for  improvement 
along  both  sides  of  the  river.  Residents  from  two  or  three 
of  the  townships  interested,  however,  raise  objections  to  this 
action,  complaining  that  their  access  to  the  river  would  be 
cut  ofif.    The  government  is  investigating  the  matter. 

An  announcement  has  recently  been  made  that  the  Can- 
adian Car  &  Foundry  Company  has  closed  a  contract  for 
building  steel  ships  at  Fort  William,  Ont.,  for  the  United 
States  to  the  value  of  $10,500,000.  This  will  involve  the  em- 
ployment of  one  thousand  men,  in  addition  to  the  fifteen 
hundred  men  that  will  be  working  on  the  company's  railway 
car  contracts.  Tenders  have  been  received  for  the  construc- 
tion of  a  new  building,  320  by  300  feet,  in  which  the  boats 
will  be  built,  and  a  marine  railway  and  slip  will  also  be  built 
for  launching  the  boats  as  they  come  from  the  works.  The 
whole  of  the  material  for  the  contract  has  been  arranged  for 
with  the  United  States  Government,  and  shipbuilding  will 
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commence  in  May.  This  is  the  second  shipbuilding  plant  in 
Fort  William,  the  Great  Lakes  Dredging  Company  being  now 
engaged  on  the  construction  of  wooden  freight  steamers. 

At  the  annual  meeting  of  the  London  Builders'  Exchange, 
officers  for  1918  were  elected  as  follows:  President,  Harry 
Hayman;  first  vice-president,  L.  A.  Ross;  second  vice-presi- 
dent, Ed.  Gerry;  treasurer,  Thos.  A.  Jones;  board  of  direc- 
tors, Messrs.  A.  C.  Nobbs,  E.  R.  Dennis,  Thos.  Beer,  Ben 
.Noble,  T.  R.  Wright;  auditors,  Messrs.  Pace  and  James  Whit- 
taker.  Messrs.  Moran,  Nobbs,  Hayman,  Noble  and  Gould 
•were  chosen  as  delegates  to  the  provincial  convention  which 
'is  to  be  held  in  Gait  next  June. 

The  Property  Committee  of  the  Toronto  Board  of  Edu- 
cation has  included  in  its  1918  estimates  a  sum  of  $150,000 
for  the  erection  of  a  new  school  of  1.5  to  18  rooms  to  replace 
the  old  building  on  Rose  Avenue.  It  is  to  be  a  two-storey 
structure,  but  in  order  to  compare  the  cost  with  a  three- 
storey  building,  tenders  will  be  called  for  both  types.  The 
estimates  also  provide  foF  the  erection  of  a  12-roomed  school 
on  the  Glenholme  Ave.  site  at  a  cost  of  $100,000,  and  a  $70,000 
1    eight-roomed  school  on  Glengrove  Ave. 

An  association  known  as  the  Engineering  and  Technical 
Institute  of  British  Columbia  is  making  application  for  in- 
corporation, to  the*  Legislative  Assembly  of  British  Columbia. 
Its  avowed  objects  are,  "to  promote  and  increase  the  know- 
ledge, skill  and  proficiency  of  its  members  in  all  things  re- 
lating to  the  architectural,  engineering,  surveying  and  tech- 
nical profession  and  to  that  end  to  establish  and  conduct  ex- 
aminations and  prescribe  such  tests  of  competency  and  moral 
character  as  may  be  thought  expedient  and  to  grant  certifi- 
cates of  membership  to  those  approved  of,  and  to  purchase 
or  otherwise  acquire  and  hold  real  and  personal  property 
for  the  purpose  of  the  institute,"  etc. 

(  Keen  interest  is  being  displayed  in  the  good  roads  move- 
ment in  Kent  County,  Ont.  Recently  a  meeting  of  the  coun- 
cil was  held  to  discuss  the  question,  at  which  Mr.  W.  A. 
'McLean,  Deputy  Minister  of  Highways,  was  present.  Mr. 
McLean  addressed  the  council,  outlining  the  government's 
plan  for  assisting  the  counties  to  improve  their  roads,  and 
explaining  the  arrangement  with  regard  to  the  suburban  area 
highways,  toward  the  construction  of  which  the  cities  and 
towns  contribute  a  share  of  the  expenditure.  He  did  not 
urge  any  heavy  expenditures  just  at  present,  owing  to  war 
conditions,  and  also  stated  that  it  usually  takes  a  year  or  two 
to  get  the  machinery  required  by  a  good  roads  scheme  work- 
ing smoothly. 

A  reort  covering  the  various  works  carried  out  by  the 
engineering  department  of  the  district  of  North  Vancouver 
•luring  1917  has  been  prepared  by  Acting  District  Engineer 
Sharpe  and  was  recently  presented  to  the  ratepayers.  The 
most  important  works  were  the  rocking  of  the  Capilano  road 
for  a  distance  of  about  a  mile,  at  a  cost  approaching  $5,000, 
and  the  construction  and  macadamizing  of  the  Dollar  road  at 
a  cost  of  $10,000.  Fromme  road  in  Lynn  Valley  was  also 
macadamized  for  a  distance  of  1,459  ft.  at  a  cost  of  $1,723.  Mr. 
Sharpe  believed  this  year  would  be  one  in  which  strict  econ- 
omy would  have  to  be  practised.  With  the  exception  of  a 
possibility  of  constructing  a  water  system  for  East  Seymour 
district,  the  present  year's  programme  would  consist  mainly 
>f  maintenance  work. 

It  is  reported  that  the  Dominion  Steel  Corporation  pro- 
pose to  erect  a  new  steel  mill  at  Sydney,  N.S.,  for  the  manu- 
facture of  plates  for  steel  shipbuilding.  The  establishment  of 
this  industry,  which  will  entail  an  expenditure  of  several  mil- 
lion dollars,  is  contingent  on  the  Dominion  Government's 
■shipbuilding  policy  being  put  into  effect.  It  is  also  stated 
lhat  the  government  has  received  tentative  offers  from  large 
tJnited  States  companies  desiring  to  engage  in  the  manufac- 


ture of  steel  for  Canadian  ships.  These  ccvmpanies,  however, 
require  bonuses  and  concessions  before  taking  up  the  manu- 
facture of  steel  products  on  a  large  scale  in  Canada.  The 
government,  it  is  understood,  has  not  yet  decided  to  bonus 
corporations  desiring  to  engage  in  the  work,  though  it  will 
receive  propositions  and  prices  submitted  for  consideration. 

G.  R.  Marston,  road  superintendent  for  the  county  of 
Norfolk,  Ont.,  recently  submitted  an  exhaustive  report  to  the 
county  council  with  regard  to  the  good  roads  system.  This 
contained  data  showing  the  equalized  assessment  in  the  vari- 
ous townships  and  the  mileage  assumed  in  each  under  the 
county  system.  Figures  on  the  last  three  years'  road  work 
in  the  county  were  also  given,  covering  both  statute  labor 
and  the  general  expenditure  on  roads  and  bridges,  and  the 
total  annual  expenditure  is  shown  as  $53,090.  Of  this  amount, 
the  superintendent  estimated  that  the  proportional  expendi- 
ture on  the  mileage  now  assumed  by  the  county  was  $18,021 
annually,  and  on  this  he  bases  his  estimate  of  the  cost  of 
maintaining  the  county  system  for  the  year  1918.  Mr.  Mar- 
ston's  report  concluded  with  remarks  regarding  the  necessary 
work  to  be  done  on  the  various  roads.  The  chief  fault  he 
dwelt  upon  was  that  the  shoulders  were  too  high  thus  keep- 
ing the  water  in  the  centre.  He  suggests  the  cutting  away 
of  said  shoulders,  and  not  scraping  them  into  the  centre  as 
heretofore. 


Personals 

Mr.  Johnston,  reeve  of  Keppel  Township,  has  been  ap- 
pointed superintendent  of  roads  for  the  County  of  Grey.  Ont.. 
under  the  good  roads  by-law  recently  adopted. 

Announcement  has  been  made  of  the  marriage  of  Mr. 
Charles  A.  Paquet,  general  manager  of  the  General  Car  and 
Machinery  Works,  Limited,  of  Montmagny,  with  Miss  Jeanne 
Langlais,  of  Quebec,  on  January  38th. 

Mr.  Gordon  Grant,  who  for  the  last  six  years  has  been 
chief  engineer  of  the  National  Transcontinental  Railway,  has 
been  appointed  expert  adviser  to  the  Minister  of  Railways, 
this  being  a  new  office  established  by  the  government. 

Lieut.  Col.  Blair  Ripley,  Mem.  Can.  Soc.  C.  E.,  Toronto, 
has  been  awarded  the  D.S.O.  Col.  Ripley,  who  has  been 
twice  mentioned  in  despatches,  is  the  officer  commanding 
the  first  Overseas  Canadian  Railway  Construction  Battalion. 

Major  J.  Ivan  McSloy,  a  1910  graduate  of  the  Faculty 
of  Applied  Science  and  Engineering  of  the  University  of 
Toronto,  has  recently  returned  from  the  front.  He  enlisted 
during  the  early  days  of  the  war  as  a  lieutenant  in  the  Can- 
adian Feld  Artillery  and  was  attached  with  the  rank  of  cap- 
tain to  the  14th  Battery  at  the  Exhibition  Camp  in  the  winter 
of  1914-15,  later  being  made  adjutant  of  the  4th  Brigade. 
Major  McSloy  has  been  serving  in  France  with  a  battery  of 
the  Canadian  Field  .Artillery. 


Obituary 

Mr.  T.  F.  Sinclair,  of  Vancouver,  a  well-known  contractor, 
passed  away  recently  at  his  home  in  that  city.  The  New 
Westminster  waterworks  plant  is  one  undertaking  which  was 
carried  out  by  Mr.  Sinclair.  He  also  built  a  section  of  the 
C.  P.  R.  through  the  mountains  and  engaged  in  many  other 
important  undertakings. 

Mr.  Marcel  J.  P.  Beullac,  Mem.  Can.  Soc.  C.  E.,  a  mem- 
ber of  the  engineering  staff  of  the  Dominion  Bridge  Com- 
pany, Montreal,  died  suddenly  on  January  37,  aged  46.  Mr. 
Beullac  was  also  a  special  lecturer  on  structural  engineering 
at  McGill  Universit}^  He  was  a  native  of  France,  and  when 
the  war  broke  out  offered  his  services  to  our  ally.  Some 
months  ago  he  returned  to  this  country  on  leave  of  absence 
in  connection  with  war  work. 


Contracts  Department 

News    of  Special  Interest  to  Contractors,  En^eers,  Manufacturers  and 

Dealers  in  Building  Supplies 


Waterworks,  Sewerage  and 
Roadways 

Grand'Mere  Que. 

Town  Council  contemplate  the  con- 
struction of  a  few  thousand  feet  of  con- 
crete sidewalk  in  the  spring.  Engineer, 
Chas.  Gelinas. 

Parry  Sound,  Ont. 

Town  Council  contemplate  the  con- 
struction of  roads.    Mayor,  H.  M.  Purvis. 

Victoria,  B.C. 

Plans  have  been  prepared  for  a  $50,- 
000  irrigation  system  from  Shelbourne 
Street  to  Saanich  for  the  Victoria  and 
Saanich  Councils.  Engineer.  C.  D.  Rust, 
Victoria. 

CONTRACTS  AWARDED 

Winnipeg.  Man. 

Thos.  Kelly  &  Sons,  Lindsay  Bldg., 
have  the  general  contract  for  reinforced 
concrete  pipe  line,  etc.,  costing  $482,626 
for  the  Greater  Winnipeg  Water  Dis- 
trict, 501  Tribune  Bldg. 

C.  G.  Anderson,  Kenora,  has  the  con- 
tract for  gate  house  and  intake  at  Waugh 
iov  the  Greater  Winnipeg  Water  Dis- 
trict, 501  Tribune  Bldg. 


Railroads,  Bridges  and  Wharves 

Alberta,  Province  of 

The  Edmonton,  Dunvegan  &  British 
Columbia  Railway,  Edmonton,  will  ap- 
ply to  the  Government  for  permission  to 
extend  tracks  65  miles  west.  Engineer, 
W.  R.  Smith,  E,  D.  &  B.  C.  Station. 

Halifax,  N.S. 

Department  of  Public  Works,  Domin- 
ion Government,  will  erect  a  freight  shed. 
Secretary,  R.  C.  Desrochers,  Ottawa. 

Simcoe  County,  Ont. 

County  Council  contemplate  the  erec- 
tion of  a  $3,000  concrete  bridge  over 
Petty  River.     Engineer.  J.  Wilson. 

Smithers,  B.C. 

The  Grand  Trunk  Pacific  Railway, 
head  office,  Montreal,  contemi^late  the 
erection  of  an  $18,000  station  this  spring. 
Local  superintendent,  A.  Kilpatrick, 
Smithers, 

CONTRACTS  AWARDED 
Alberta,  Province  of 

Mr.  Sims,  Red  Deer,  has  the  general 
contract  for  "Cluny"  bridge  for  the  De- 
partment of  Public  Works,  Parliament 
Buildings. 

Carieton  County,  Ont. 

The  Ontario  Bridge  C;o.,  Ltd.,  Crown 
^  Oftice  Bldg.,  Toronto,  have  the  general 
contract  for  l)ridge  for  the  C"ounty  Coun- 
cil. 

Chatham  Township,  Ont. 

Tiic  Cliatham  Dredging  Co.,  Chatham, 
Ikinc  the  contract  for  dredging  costing 
$8,000,   and   A.    Williston,  Wallaccburg, 


the  contract  for  bridges  costing  $1,425 
for  the  Town  Council. 

Halifax-Nord  Township,  Que. 

The  Dominion  Bridge  Co..  Ltd.,  Do- 
minion Station,  Lachine,  have  the  steel 
contract  in  connection  with  the  erection 
of  $25,000  concrete  and  steel  bridge  for 
the  Municipal  Council. 

Montreal,  Que. 

The  Phoenix  Bridge  &  Iron  Works, 
Ltd.,  83  Colborne  St.,  have  been  award- 
ed the  contract  for  the  erection  of  a 
bridge  on  Godefray  River,  between  Ste. 
Angele  de  Laval  and  St.  Gregoire  le 
Grand,  at  a  cost  of  $35,000. 

St.  Henri  de  Lauzon,  Que. 

Jos.  Longchamps,  St.  Henri,  has  the 
contract  for  substructure,  abutments  and 
the  Phoenix  Bridge  &  Iron  Works,  Ltd., 
83  Colborne  St.,  Montreal,  the  contract 
for  superstructure  for  $13,000  concrete 
and  steel  bridge  for  the  Municipal  Coun- 
cil. 


Public  Buildings,  Churches 
and  Schools 

Belleville,  Ont. 

The  School  Board  have  secured  a  site 
on  North  Eront  Street  on  which  they 
contemolate  erecting  a  school.  Secre- 
tary, W.  J.  Diamond. 

Coronation,  Alta. 

Plans  and  specifications  with  the  De- 
partment of  Education  and  the  secretary- 
treasurer,  J.  E.  Bernardin,  Coronation, 
who  will  receive  tenders  until  noon,  Feb- 
ruarj^^  18,  for  the  erection  of  a  school  for 
Eederal  School  District  No.  3566. 

Crowland  Township,  Ont. 

Work  will  be  started  soon  on  police 
station  and  township  clerk's  office  cost- 
ing $7,000  for  the  Township  Council. 
Township  Clerk,  H.  L.  Pratt,  Welland. 

Halifax,  N.S. 

Tenders  received  by  the  secretary,  R.  C. 
Desrochers,  Ottawa,  until  4  p.m.,  Febru- 
ary 14,  for  the  reconstruction  of  steel 
roof  trusses  for  drill  hall  for  the  De- 
partment of  Public  Works,  Dominion 
Government.  Each  tender  must  be  ac- . 
companied  by  accepted  cheque  for  $1,500. 

City  Council  contemplate  the  erection 
of  a  temporary  hospital.  Chairman,  Dr. 
N.  E.  MacKay. 

The  Halifax  Exhibition  Committee 
plan  to  relniild  exhibition  buildings,  etc. 
-Address,  Mayor  P.  E.  Martin. 

The  Reconstruction  Committee  con- 
template the  erection  of  a  two  or  three- 
storey  administration  building.  Chair- 
man, (',.  F.  Pearson.  ♦ 

London,  Ont. 

i^)oar(l  of  Governors  contemplate  in- 
stallation of  heating  system  in  the  West- 
ern University.  President,  Dr.  E.  E. 
Hraithwaite. 

Ottawa,  Ont. 

.SeiJarate  tenders  are  being  received  by 


the  architects,  J,  A.  Pearson  and  J.  O 
Marchand,  Centre  Block,  until  March  18 
for  rolled  steel  casements,  bronze  cov 
ered  frames,  etc.,  for  the  Parliamen 
Buildings.  Plans  and  specifications  a 
the  office  of  the  general  contractors,  P 
Lyall  &  Sons  Construction  Co.,  Ltd. 
Parliament  Buildings. 

Toronto,  Ont. 

St.  Matthews'  Church  Congregatioi 
contemplate  the  erection  of  a  rectory  oi 
First  Avenue.  Members  of  the  com 
mittee,  W.  F.  Summerhayes,  651  Broad 
view  Ave. 

Chief  Librarian  Locke  has  recommend 
ed  the  erection  of  an  addition  to  librar; 
building  on  George. Street  by  the  Publi'j 
Library  Board,  226  College  Street.  i 

York  County,  Ont. 

In  his  annual  report  Mr.  R.  P.  Coul' 
son.  Inspector  of  the  Childrens'  Aid  So!, 
ciety  recommends  that  the  County  erec  | 
a  home  for  the  use  of  the  Society. 

CONTRACTS  AWARDED 
Fingal,  Ont. 

The  following  contracts  have  bee  i 
awarded  in  connection  with  the  erectio ! 
of  a  $16,000  school  for  the  Public  Schocjj 
Board: — General  contract.  Edgar  H.  Hoijj 
ton,  82  Myrtle  St.,  St.  Thomas;  carpert 
try,  D.  L.  Shafer,  131  Curtis  Street,  Sjl 
Thomas;  heating,  G.  W.  Blanchard,  IBS, 
Talbot  Street,  St.  Thomas;  roofing,  Cha:  ! 
Riddle,  119  Wellington  Street. 

Grantham  Township,  Ont.  {■ 

Fred  Clatterbuck  has  the  plasterinjf 
and  Sandham  &  Roberts,  237  St.  Paul  S4 
St.  Catharines,  the  electrical  work  fc'| 
$18,000  school  building  for  School  Sei| 
tion  No.  7. 


I 


Quebec,  Que 

Elzear  Bertrand,  288  Third  Ave;., 
Lin.ioilou,  has  the  general  contract  '?( 
$9, 000  frame  chapel  for  the  parish  i 
Linioih  u. 

St.  Damien  de  Buckland,  Que. 

Alyre  Metivier  has  the  general  contra | 
and  P.  J,  Labrecque,  44  Eraser  Strtej 
Levis,  the  plastering  contract  for  $6'| 
000  extension  to  Convent. 

Sydney,  N.S. 

Falconer  &  McDonald  Ltd.,  Davidsc, 
Street,  Halifax,  have  the  general  cont;r.ajj 
for  $40,000  church  for  the  Union  BaptiJ 
Congregation. 


Vancouver,  B.C. 

Paynes  &  Horie  830  Howe  St 
llie  general  contract  for  $35,000  biiildiii 
for  the  McGill  I'inversity.  \ 

  5#- 


Business  Buildings  and  Induj 
trial  Plants 

Brantford,  Ont. 

Alex.  Howarth.  87-89  Dalhousie  _5| 
contemplates  conversion  of  hotel  irj 
three  stores  and  ten  apartments  at  a  C(j 
of  $6,000,    Tenders  will  be  called  ab(| 
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April  1.  Architect,  J,  A.  Amies,  181]  Bold 
St..  Hamilton. 

Cardston,  Alta. 

>  The  Cardston  Creamery  Association 
have  secured  a  site  on  which  they  will 
Icrect  a  $25,000  creamery.  Tenders  for 
Wravel  necessary  for  concrete  work  will 
(be  called  at  once.  Manager,  Sylvester 
jLow. 

Cowichanbay,  B.C. 

5  F.  T.  James  Company,  Ltd.,  29  Church 
;St.,  Toronto,  contemplate  the  erection  of 

(  plant  at  Vancouver  Island. 
\V.  P.  Nichols,  1040  Pender  St.  W.,  will 

iiake  alterations,  costing  .$.5, 000,  to  his 

:heatre  on  Granville  St. 

London,  Ont. 

The  London  Soap  Co.,  197  Ottaway 
\.ve.,  contemplate  $5,000  extension  to 
actory.     Proprietor,  A.  G.  Phillips. 

Montreal,  Que. 

Reid  Bros.,  511  St.  Catherine  St.  W., 
;eneral  contractors  for  alterations  cost- 
ng  $9,500  to  factory  for  Stuart  Bros., 
1  Youville  Sq.,  will  carry  out  the  car- 
)entry  and  let  roofing,  plumbing,  heat- 
ng,  plastering  and  painting. 

Tenders  being  received  by  -the  archi- 
ect,  P.  Levesque,  115  St.  John  St.,  Que- 
i'  c,  until  February  9  for  alterations  cost- 
$12,000  to  bank  for  La  Banque  Na- 
Miiale,  St.  Peter  Street,  Quebec. 

Plans  have  been  drawn  for  alterations 
osting  $8,000  to  garage  for  E.  Dionne, 
012  Notre  Dame  St.  W.  Architects,  Au- 
ct  &  Charbonneau,   191   Pare  Etienne 

artier. 

'arry  Sound,  Ont. 

,\t  a  cost  of  $25,000,  W.  F.  Thompson 
ill  rebuild  his  hotel  which  was  recently 
cstroyed  by  fire. 

t.  Catharines,  Ont. 

Plans  and  specifications  with  the  ar- 
liitect,  T.  H.  Wiley,  128  St.  Paul  Street, 

ho  will  receive  tenders  until  February 
)  for  remodelling  hall  into  showrooms, 
tc.  at  a  cost  of  $3,500,  for  Veale  Bros., 
I  Ontario  Street. 

t.  Johns,  Que. 

Audet  &  Charbonneau,  194  Pare  Et. 
artier  St.,  Montreal,  have  prepared 
lans  for  alterations  costing  $10,000  to 

"ving  ijicture  theatre  for  Oscar  Thotit, 
I  Longueuil  Street. 

trathroy,  Ont. 

r.ii)by,  McNeill  &  Libby,  Chatham, 
'iitemplate  the  erection  of  a  pickling 
ant. 

hree  Rivers,  P.Q. 

The  St.  Maurice  Foundry  Company  are 
icting  a  brick  extension  to  their  fae- 
ry.   Secretary.  Paul  Dumoulin. 

oronto,  Ont. 

Thos.   Davidson   Mfg.   Co.,   Ltd.,  120 
like  Street,   contemplate   the  erection 
a  three-storey,  brick  addition  to  their 
irehouse.    General  manager,  H.  Flack. 

'innipeg,  Man. 

I'lans  and  specifications  with  the 
ilders'  Exchange  and  the  architect, 
irles  S.  Bridgman,  Canada  Life  Build- 
^.  who  will  receive  tenders  until  noon, 
■bruary  9,  for  the  erection  of  a  $35,000 
ree-storey  warehouse  for  F.  H.  Wiley, 
;  Henry  Ave. 

CONTRACTS  AWARDED 
antford,  Ont. 

IT.  J.  Minnes  &  Co.,  9  King  Street,  have 
: 


the  plumbing  contract  in  connection  with 
the  erection  of  the  $132,000  extension  to 
plant  of  the  Dominion  Steel  Products 
Ltd.,  Morrell  Street. 

Chas.  Taylor  &  Co.,  12  Dalhousie  St., 
have  the  plumbing  contract  for  $9,000 
addition  to  munition  factory  for  the  Steel 
Co.  of  Canada,  Ltd.,  West  Brantford. 

Chatham,  Ont. 

Purdy,  Mansell  Ltd.,  03  Albert  Street, 
Toronto,  have  the  heating  contract  for 
$40,000  bank  for  the  Canadian  Bank  of 
Commerce,  23  King  St.  W.,  Toronto. 

Fort  William,  Ont. 

Barnett  &  McQueen,  Cuthbertson 
Block,  have  the  general  contract  for 
$50,000  four-storey  iron  and  mill  ware- 
house and  $30,000  dock  for  the  Ogilvie 
Flour  Mill  Company,  Ltd.,  Front  St. 

Hamilton,  Ont. 

Geo.  E.  Mills,  614  King  E.,  has  the  gen- 
eral contract  and  will  carry  out  the  ma- 
sonry and  carpentry  work  for  one- 
storey  store  for  the  Southam  Press  Ltd., 
19  Duncan  Street.  Toronto. 

Montreal,  Que. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $25,000  addition  to  factory  for  A.  R. 
\\hittall  Can  Co..  Ltd..  740  Mullins  St.: 
Electrical  work.  Collyer  &  Brock,  131  St. 
.\lexander  St.;  heating.  L.  E.  Moulton  & 
Co.,  Ltd.,  142  Inspector  St.;  painting,  A. 
T.  Wilson  Decorating  Co.,  375  Victoria 
St.;  sprinkler  system," W.  J.  McGuire,-  332 
Craig  W'est;  mill  work,  Wm.  Rutherford 
&  Sons.  425  Atwater  Ave. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $5,300  one-storey  addition  to  building 
for  the  Masson  Estate.  13  St.  James  St.: 
General  contract  and  carpentry,  Alfred 
Mercure,  419  Labrecque  St.;  brick  and 
masonry,  O.  Archambault.  610  Park  La- 
fontaine;  steel.  Phoenix  Bridge  &  Iron 
"Works,  Ltd.,  83  Colborne  St.;  roofing, 
plumbing  and  heating,  J.  &  C.  Brunei  & 
Co.,  223  St.  Lawrence  Blvd.;  painting, 
Lavoie  &  Paquette,  691  St.  Andre  St.; 
electrical  work,  R.  Moncel  Electric  Co., 
414  Notre  Dame  St.  W. ;  hand  life  for 
freight,  Otis-Fensom  Elevator  Co..  Ltd., 
308  St.  James  St. 

The  Montreal  Architectural  Iron 
Works,  Ltd.,  157  Prince  Street,  have  the 
ornamental  iron  work  in  connection  with 
alterations  costing  $20,000  to  department- 
al store  for  the  Montreal  Light,  Heat  & 
Power  Co..  83  Craig  St.  W.  The  general 
contractors,  Purdy  &  Henderson  Co.. 
Ltd.,  10  Cathcart  St.,  will  buy  material 
and  let  plumbing  and  plastering. 

Ottawa,  Ont. 

Alex.  Garvock,  Jr.,  136  Lewis  St..  has 
the  general  contract  for  four-storey  re- 
inforced concrete  fireproof  and)  brick 
warehouse  for  A.  L.  Florence,  Redpath 
Street. 

Renfrew,  Ont. 

M.  J.  O'Brien  has  the  general  contract 
for  $3,000  two-storey  frame  warehouse 
for  Logan  Brothers,  Ltd. 

Vancouver,  B.C. 

Luney  Bros,  have  the  general  contract 
for  alterations  costing  $90,000  to  depart- 
mental store  for  David  Spencer  Ltd.,  515 
Hastings  St.  W. 

Welland.  Ont. 

J.  C.  Duffin,  Main  St.  E.,  has  the  gen- 
eral contract  for  $9;000  business  block 


for  Mrs.  J.  B.  Taylor,  190  Main  St.  N., 
and  will  require  some  material  and  let 
painting  and  electrical  work. 

Residences 

Barryvale,  Ont. 

M.  J.  O'Brien,  Renfrew,  will  erect  a 
$3,000  one-storey  frame  addition  to  his 
residence. 

Brussels,  Ont. 

William  Smalldon  contemplates  tiie 
erection  of  a  $4,000  residence  in  the 
spring. 

James  Houston  contemplates  the  erec- 
tion of  a  $3,500  residence. 

Creston,  B.C. 

F.  H.  Jackson  is  erecting  a  six-room 
bungalow. 

Dapp,  Alta. 

Mr.  Clyde  contemplates  the  erection 
of  a  residence. 

St.  Catharines,  Ont. 

Bulk  or  separate  tenders  are  being  re- 
ceived by  the  architect,  A.  E.  Nicholson, 
40  Queen  St.,  until  February  11  for  the 
erection  of  a  three-storey  structural  steel 
and  oressed  brick  residence.  Plans  and 
specifications  with  the  architect  and  Mac- 
Lean  Daily  Reports,  Ltd.,  345  Adelaide 
St.  W.,  Toronto, 
i  '•^^ 

Toronto,  Ont. 

T.  K.  Morris,  150  Koxton  Road,  wants 
tenders  for  general  alterations,  electric 
wiring,  plastering,  etc.,  in  connection 
with  alterations  to  residence  for  apart- 
ments. 

S.  B.  Green,  30  Kennedy  Ave.,  con- 
templates the  erection  of  25  residences 
costing  between  $3,500  and  $5,000  each. 
Owner  buys  brick  and  lumber  and  lets 
smaller  trades. 

\V.  C.  Charters.  828  Kingston  Road, 
contemplates  the  erection  of  forty  frame 
and  brick  residences  costing  about  $2,000 
each. 

CONTRACTS  AWARDED 
Calabogie,  Ont. 

M.  J.  O'Brien,  Renfrew,  has  the  gen- 
eral contract  for  a  $3,000  and  a  $6,000 
two-storey  frame  double  residence  for 
the  Calabogie  Light  and  Power  Com- 
pany. 

Corurma,  Ont. 

R.  Irwin,  321  Wellington  St.,  Sarnia, 
has  the  general  contract  for  apartment 
and  boathouse,  costing  $4,000,  for  George 
McCormick,  298  DufTerin  Ave.,  London. 

Hamilton,  Ont. 

George  Congdon,  :il  Inchbury  St.,  has 
the  carpentry  and  roofing  contracts  in 
connection  with  alterations,  costing 
$5,000,  to  residence  for  apartments  for 
H.  G.  Wright,  103  Emerald  St.  S. 

J.  Luxon,  60  Leeming  St..  has  the 
plumbing  contract  for  $4,000  double  resi- 
dence for  H.  Simpson,  60  Burton  St. 

Montreal,  Que. 

Ernest  .\.  Labelle,  architect,  has 
awarded  Fournier  &  Frere  the  general 
contract  for  alterations  to  property  on 
Third  .\venue,  Lachine  for  Miss  A.  Cle- 
ment. 

Reid  Brothers,  511  St.  Catharine  St. 
W.,  have  the  general  contract,  will  carry 
out  the  carpentry,  and  let  roofing,  plumb- 
ing, heating,  plastering,  painting,  and 
electrical  work  for    alterations,  costing 
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.f:!,()()0.  to  apartments  for  J.  G.  Thompson,  head  office  W'Ulkerville.  will  require  mo- 
Cote  des  Xeiees  Kd.  -         tors  etc.,  in  the  spring. 


Mount  Royal,  Que. 

Mr.  irlodge  has  the  electrical  contract 
t'or  six  two-storey  residences,  costing 
.$.50,000,  for  the  Canadian  Northern  Mont- 
real Land  Company,  263  St.  James  St., 
Montreal.  ' 

Newton  Cross,  P.E.I. 

Norman  C.  Nicholson  has  the  general 
contract  for  alterations  to  residence  for 
Roddie  McPherson. 

New  Westminster,  B.C. 

J.  C.  Allen,  iMfteenth  and  Sixth  Streets, 
has  the  general  contract  for  $5,500  resi- 
dence for  Mrs.  J.  C.  Armstrong,  63  Merri- 
vale  St. 

Renfrew,  Ont. 

J.  Conley  &  Co.,  Raglan  Street,  have 
the  heating  contract  for  $10,000  two- 
storey  brick  veneer  residence  for  Guy  M. 
French,  Raglan  St. 

St.  Thomas.  Ont. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $5,500  two-storey  brick  residence  for 
Peter  McNabb,  Yarmouth  Heights,  St. 
Thomas:  Carpentry,  D.  L.  Shafer, 
Curtis  St.;  hot  air  heating,  W.  H.  Brad- 
ley, 66  Ross  St.;  plumbing,  G.  W.  Blanch- 
ard,  632  Talbot  St.;  electrical  work,  Thos. 
Lester,  107  Ross  St.;  slate  roofing,  Chas. 
Riddle,  119  Wellington  St. 

Sydney,  N.S. 

H.  G.  Hagen  &  Co.,  452  George  St., 
have  the  plumbing  and  heating  contracts 
for  $3,500  residence  for  McArthur  Flem- 
ing, care  of  Wood  &  McConnell.  Pitt  St. 


Miscellaneous 

Essex,  Ont. 

Town  Council  contemplate  purchase  of 
a  chemical  fire  engine.  Clerk,  R.  R. 
Brett. 

Fort  William,  Ont. 

The  Canadian  Car  and  Foundry  Com- 
pany, Ltd.,  have  received  a  contract  for 
building  steel  ships  for  the  United  States 
Government,  at  a  cost  of  $10, .500,000. 

Halifax,  N.S. 

The  Mayflower  Curling  Club  contem- 
plate the  erection  of  a  rink,  .\rcliitect, 
W.  J.  Busch.  60  Bedford  Row. 

Horton  Township,  Ont. 

The  Pjritish  Explosives,  Ltd.,  Renfrew, 
ci)nte4iiplate  the  purchase  of  two  55  li.p. 
nmtors.    General  manager,  W.  C.  Cram. 

Lincoln  County,  Ont. 

The  County  Council  conlcmplalc  the 
purchase  of  stone-crushing  machine  and 
other  machinery  necessary  for  road  con- 
struction. Clerk,  Johnston  Clench,  Coun- 
ty Offices,  St.  Catharines. 

London,  Ont. 

The  City  Gas  Company,  215  Dundas 
St.,  have  had  roofing  destroyed  on  their 
l)lant,  and  will  probably  recpiire  fireproof 
roofing  immediately.  Address,  J.  C.  Duf- 
field. 

'Montreal,  Que. 

R.  T.  Gilman  &  Co.,  407  McCiill  I'.uild- 
ing,  is  in  the  market  for  a  quantity  of 
(Troni  20  tr)  80  pounds)  relaying  rails. 

Three  Rivers,  Que. 

The  Page  Wire  Company  of  Canada, 


Warwick,  Que. 

The  W  arvvick  Overall  Company  is  m 
the  market  for  20  h.p.  electric  motor. 

CONTRACTS  AWARDED 
London,  Ont. 

William  T.  Copp,  rear  85  York  Street; 
Hayman  &  Mills,  280  Maitland  St.,  and 
the  Brick  Manufacturing  and  Supply  Co., 
621  William  St.,  have  the  contract  for 
supply  of  cement  for  the  City  Council. 

Toronto,  Ont. 

Jackson  Lewis  "Company,  Ltd..  76  Ade- 
laide W.,  have  the  general  contract  for 
two  dry  kilns,  costing  $10,000,  for  the 
Canadian  Aeroplane  Company.  Ltd.,  Duf- 
ferin  and  I^appin. 


Fires 

Arnprior,  Ont. 

Resdence  owned  by  Howard  Johnston, 
Ida  St.,  totally  destroyed.    Loss,  $3,500. 

Battleford,  Sask. 

Business  block  owned  by  the  Hamilton 
Shoe  Company  totally  destroyed. 

Blenheim,  Ont. 

Store  owned  by  F.  E.  Phillips  totally 
destroyed. 

Chatham,  Ont. 

Store  and  building  owned  by  D.  H. 
Douglas,  44  King  St.,  and  A.  L.  Jaunke, 
46  King  St.,  totally  destroyed.  Loss, 
about  $12,000. 

Chipman,  N.B. 

Church  owned  by  the  Baptist  congre- 
gation completely  destroyed.  Will  likely 
rebuild. 

Drummondville,  Que. 

Business  block  owned  by  J.  A.  Gen- 
dron.    Loss  $14,000.    Will  rebuild. 

Edmonton,  Alta. 

'Sandison"  business  block,  owned  by 
J.  H.  Morris  &  Co.,  9927  Jasper  Avenue. 
Loss,^  $30,000. 

Fort  City,  Ont. 

"Bellevue"  creamery,  owned  by  A.  Ja- 
nisse.    Owner  is  considering  rebuilding. 

Glace  Bay,  N.S. 

Ivesidence  owned  by  Walter  Young, 
Upper  Reserve  St.,  totally  destroyed.  WHI 
I)robal»ly  rebuild. 

Guelph,  Ont. 

Riant  owned  by  the  Light  and  Heat 
Commission,  Huskisson  St.  Loss,  al)Out 
$3,500.    Will  likely  repair  at  once. 

Business  block  on  Wyndham  St.  Loss, 
about  $75,000. 

Hull,  Que. 

Residence  owned  by  P.  Calve,  Kings 
Road.    Loss,  $4,000. 

Joliette,  Que. 

"St.  Viateur"  .\cademy,  owned  by  the 
College  of  the  Clerks  of  .St.  Viatetn". 
Loss,  $100,000.    Will  likely  rebuild. 

Midland,  Ont. 

Residence  owned  by  Mrs.  Thomas 
Timmins.     Loss  t'onsideralile . 

Moose  Jaw,  Sask. 

Factory  owned  \>y  W .  W.  .Sliaw.  To- 
tal loss,  $15,000, 

"HiDcrest"  Scho(d, owned  by  tlic  Pub- 


lic School  Board.  Loss,  $4,000.  Secre 
tary,  E.  B.  R.  Pragnell. 

New  Glasgow,  N.S. 

Building  owned  by  the  Nova  Scoti; 
Steel  and  Coal  Company.  Loss,  abou 
$4,000.    President,  Frank  H.  Crockard.,- 

t 

Ottawa,  Ont. 

Apartment  house  owned  by  J.  P.  Ryan|j 
Somerset  and  Booth  Streets.  Loss! 
$3,900.    Will  likely  rebuild  at  once  ! 

Parry  Sound,  Ont. 

Boarding  house  owned  by  Isaiah  UUl 
man.  Bay  St..  totally  destroyed.  ;' 

Peterboro,  Ont.  I 

"Bradburn"  business  block,  on  GeorBil 
Street.  Loss,  considerable.  Will  rebuiliil 
Manager,  W.  H.  Bradburn,  503  Homcl 
wood  Ave.  Ij 

Quebec,  Que.  ij 

Store  owned  hy  F.  X.  Vallerand  27t| 
Du  Roi  St.  Loss,  $5,000.  Will  rebuild 
next  spring,  at  a  cost  of  $6,000.  -  1 

Store  owned  by  Joseph  Dorfinan,  79  Stf 
Dominique  St.  Loss,  $10,000.  Will  rc; 
b.ttild  next  spring,  at  a  cost  of  $15,000.  • 

Riverside,  N.B.  ■{ 

Ivesidence  owned  by  Mrs.  Duffy  totalK: 
destroyed.  1 

St.  Lambert,  Que.  I 

Bank  and  l)lock  owned  by  G.  Lajeu;] 
nesse,  Chambly.  Total  loss  to  building] 
$20,000.  ij 

Bank  owned  by  the  Royal  Bank  o  j 
Canada,  head  office  147  St.  James  St.l 
Montreal,  totally  destroyed.  Los;| 
$20,000.    Local  manager,  C.  T.  Medlar.  I 

Three  Rivers,  Que.  j 

Photo  studio,  etc.,  owned  by  P.  F.  Pin! 
sonneault,  86  Royal  St.  Loss,  $20,00cj 
Will  probably  rebuild  immediately.  I 

Factory  owned  by  C.  P.  Gelinas  i| 
Frere,  Notre  Dame  St.  Loss,  about  $8,00tl 
Manager,  Maurice  Gelinas.  J 

Trenton,  Ont. 

Suppl3r  stores  owned  by  the  Canadia: 
Northern  Railway,  head  office  Torontc: 
Loss,  $65,000.  Will  probably  rebuild  i' 
the  spring. 

Ville  Marie,  Que. 

Building  owned  the  Hudson's  Ba^ 
Company,  head  office  17  St.  John  St? 
Montreal.    Will  likely  rebuild. 

Weston,  Ont. 

Office,  etc.,  owned  by  the  Toront 
Structural  Steel  Company,  Main  St.,  tc 
tally  destroyed.  Will  probably  rebuild;! 
once. 


Incorporated  Companies 

Fort  William,  Ont. 

Tiie  Nyando  Pulp  and  Paper  Corpora 
tion  (of  the  State  of  Delaware,  L'.S.A.) 
capital  $1,000,000,  to  manufacture  pui| 
and  paper,  etc. 

Renfrew,  Ont. 

Tlic  I nterprovincial  Flour  Mills, 
ca))ital  $500,000,  to  operate  flour  andj 
eal  mills,  elevators,  etc. 

St.  Catharines,  Ont. 

The  Engineering  and  Machine  Wolf 
of  Canada!  Ltd.,  capital  $1,000,000.  ConJ| 
pany  have  taken  over  the  .St.  Catliariiu 
plant  of  the  Jenkes  Machne  Conipan; 
I^td.,  of  Sherlirooke.  Que. 

Toronto,  Ont.  ^1 

'i'hc  Britisli-Cauadian  Toy  (  onipaiiij 
Ltd.,  caijital  $40,'H)0,  to  manufacture  tojljj 
etc. 
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^TyTE  make  the  well  known  Inglis 
^  ^  Standard  Return  Tubular  Boilers, 
in  all  sizes  and  capacities.  Inglis  boilers 
are  made  in  Canada  and  have  been  in- 
stalled m  many  of  the  largest  steam  plants 
m  Canada. 

Quotations  gladly  furnished. 


The  John  Inglis  Company,  Limited 

ENGINEERS  AND  BOILERMAKERS 
14  Strachan  Ave.       -       -       Toronto,  Canada 

Ottawa  Representative— J.  W.  ANDERSON,  7  Bank  Street  Chambers 
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Febninry  <1,  lOlS 


Save  Engineers  for  War  Service 

The  following  extract  from  an  address 
by  William  Howard  Taft,  former  presi- 
dent of  the  United  States,  to  the  Ameri- 
can Society  of  Mechanical  Engineers, 
emphasizes  the  great  need  for  conserv- 
ing the  human  resource?  in  engineering. 

You  engineers,  all,  constitute  one  of 
the  two  professions  that  are  indispens- 
able to  the  country  in  carrying  on  of  the 
-truggle  in.  which  the  people  of  the 
United  States  are  now  about  to  devote 
themselves;  yours  and  the  medical  pro- 
fession. You  as  the  constructors  of  all 
material  and  all  the  equipment,  of  which 
so  much  is  needed  now  in  modern  war- 
fare to  make  effective  the  work  of  our 
boys  at  the  front,  and  the  medical  pro- 
fession to  furnish  as  far  as  may  be  the 
aid  in  restoring  to  the  ranks  those  whom 
thfe  fortunes  of  war  disable. 

We  have  a  conscription  law,  which  is 
justified  on  the  ground  that  it  was  a 
selective  draft.  We  know  that  under 
that  law  those  whose  services  can  be 
most  useful  to  the  country  in  the  trenches 
will  be  sent  over,  and  those  whose  ser- 
vices can  be  most  useful  to  the  country 
in  preparing  and  in  saving  men  and  ma- 
terials should  be  retained  in  those  places, 
so  that  they  might  not  be  wasted  in  the 
trenches  and  elsewhere,  in  which  others 
could  do  just  as  good  work  as  they — 
others  who  could  not  discharge  the  ser- 
vices required  of  engineers  or  physicians. 
We  should  all  profit  by  the  mistakes 
which  England  made  in  allowing  her 
doctors  and  her  medical  students  and 
her  engineers  and  engineering  students 
to  go  into  the  ranks  and  be  sacrificed. 
Because  of  this  England  has  reduced 
the  supply  o;  those  indispensable  persons 
so  that  she  is  embarrassed,  and  greatly 
embarrassed. 

Congress  and  the  Administration 
should  see  to  it  that  the  medical  stu- 
dents and  the  engineering  students 
should  be  reserved  for  the  work  for 
which  they  are  particularly  fitted;  that 
the  engineer  students  and  -  the  medical 
students  should  be  required  to  go  on  and 
complete  their  preparation  as  engineers 
and  physicians,  so  that  they  may  become 
engineers  and  doctors,  and  may  then 
be  gathered  into  the  service. 


Uniform  Application  of  Hot  Tar  and 
Sand  Road  Grout 

On  some  bituminous  macadam  roads 
built  by  the  Massachusetts  Highway 
Commission  the  foundation  course  of  2 
and  2^  in.  stone  is  grouted  with  a  mix- 
ture of  hot  pitch  and  sand,  after  which 
another  course  of  smaller  stone  is  ap- 
plied and  grouted  and  receives  a  finish- 
ing coat  of  hot  pitch  and  sand,  covered 
with  fine  stone  well  rolled. 

In  some  cases  the  sand  and  tar  were 
heated  and  then  mixed  in  a  sloping  box 
mounted  on  wheels  and  discharging 
through  a  flexible  pipe  with  a  flat  nozzle 
delivering  to  the  road  surface. 

A.  method  very  recently  developed  en- 
abled the  tar  and  sand  to  be  applied  witli 
great  uniformity  and  in  the  proper 
amount,  so  that  all  voids  were  filled  and 
'no  excess  was  used.  This  was  accom- 
plished by  spanning  the  roadway  with 
two  transverse  plank  bridges  supported 
on  the  edges  of  ihe  road  and  on  a  crovvn 
plank.  The  ends  of  2  in.  longitudinal 
planks  were  supported  on  the  transverse 
bridges,  making  a  movable  platform  that 
commanded  the  whole    surface.    A  Hal 


nose  liuckct  with  a  nozzle  alxuit  S  in. 
wide  was  filled  with  the  hot  mixture  nf 
tar  and  sand,  and  being  held  clnsc  to  the 
edge  of  the  longitudinal  plank,  the  grmit 
was  continuously  poured  over  the  sur- 
face of  the  toad  as  the  man  carrying  the 
bucket  walked  uniformly  from  one  end  to 
the  other  of  the  plank  at  a  gait  just  suffi- 
cient to  enaljle  the  contents  of  the  bucket 
to  be  poured  out  at  one  trip.  The  bucket 
was  then  refilled,  the  longitudinal  plank 
moved  transversely  on  the  bridge  to  the 
edge  m1  the  grouting  space,  and  another 
.section  grouted,  and  so  on  until  the  full 
width  of  the  road  was  covered  with  about 
2  gallons  dI  yrout  per  square  yard  of  sur- 
face. 

Protecting  Old  Stone  Masonry  with 
Cement-Gun  Mortar 

About  the  first  recorded  instance  of 
the  use  of  portland  cement  in  American 
railway  structures  was  the  covering  of 
old  stone  masonry  culverts  on  the  Erie 
Railroad  with  concrete.  The  frequent 
repointing  of  stone  is  alone  sufficient 
justification  for  covering  it  with  a  ce- 
ment mortar  slab,  in  many  cases;  but 
when  the  stone  is  of  a  character^  that 
slowly  disintegrates  by  "weathering,"' 
there  is  only  one  ultimate  solution  of 
the  problem,  namely,  surfacing  with  ce- 
ment mortar  or  concrete.  Recently  a 
rubble  arch  bridge  near  Lancaster,  Pa., 
was  surfaced  with  cement  mortar  ap- 
plied with  a  cement  gun.  The  bridge 
was  built  more  than  a  century  ago,  and 
had  disintegrated  badly.  Loose  mortar 
was  picked  out  of  the  joints  and  wire 
mesh  was  fastened  to  the  face  of  the  ma- 
sonry with  boat  spikes  driven  into  the 
joints.  Then  a  1:3  mortar  was  shot  on, 
covering  the  surface  to  a  thickness  of  2 
inches.  The  Dewey  Cement-Gun  Con- 
struction Co.,  of  Allentown,  Pa.,  covered 
11,000  square  feet  in  14  days  of  work 
with  the  "gun,"  or  800  square  efet  per 
day. 


Deepest  American  Drill  Hole 

A  diamond-drill  hole  in  Sussex  County, 
New  Jersey,  4,930  feet  deep,  has  recently 
been  completed  by  the  contract  drilling 
forces  of  the  Sullivan  Machinery  Com- 
pany. A  2-inch  diameter  core  was  re- 
moved to  a  depth  of  1,600  feet,  beyond 
which  tools  removing  a  J-j/^-inch  core 
were  used  to  the  completion  of  the  hole. 
When  the  depth  of  4,900  feet  was  reached 
the  long  line  of  rods  required  for  drill- 
ing weighed  Hi  tons,  and  it  took  eight 
hours'  steady  work  for  hoisting  them  out, 
replacing  them,  and  resuming  drilling. 
It  is  said  that  the  hole  showed  no  devia- 
tion from  the  perpendicular.  It  required 
20  months  to  complete  the  hole,  which  is 
1,700  feet  deeper  than  the  deepest  previ- 
ous hole  of  which  there  is  any  record  in 
North  America.  Only  three  or  four  dia- 
mond-drill holes  liave  been  put  down  in 
this  country,  it  is  said,  exceeding  :!,0()0 
feet  in  depth. 


Motor  Truck  on  Rails  Hauls  Concrete 
Cars 

The  ubiquitous  Ford  seems  to  relish 
abuses,  as  may  be  seen  in  the  accomijany- 
ing  view,  where  one  of  the  multitude  is 
hauling  one  yard  of  concrete  on  stand- 
ard-gauge railway  construction.  No  es- 
sential modification  of  the  car  was  neces- 
sary in  this  case,  the  tires  simply  being 
removed,  and  flan.ges  bolted  to  the  rim. 
The  necessary  drawbars  were  bolted  to 


the  frame  of  the  automobile  itself,  and 
the  arrangement  has  proved  adequate 
to  the  task  of  drawing  two  yards  of  ilirt. 


Clearing  Sewer  Pipes 

Bradford,  England,  has  a  sewer  five 
miles  long,  with  a  drop  of  70  feet  in  dis- 
tance. The  grade  is  not  uniform.  As  the 
sewage  is  loaded  with  heavy,  solid  mat- 
ter, the  flow  was  not  what  is  should  have 
been.  The  city  did  not  want  to  resort  to 
pumping  because  of  the  expense.  One  of 
the  city  engineers  hit  upon  the  idea  oi 
using  compressed  air  at  a  pressure  of  80 
pounds  and  discharging  it  at  regular  in- 
tervals into  the  sewer.  The  plan  was 
carried  out  with  great  success.  It  has 
been  done  for  some  ^time  now  without  a 
recurrence  of  the  difficulty. 


Shattering  Rock  for  Steam  Shovel 
Excavation 

In  wet  rock  a  40  to  50  per  cent,  low 
freezing  gelatine  is  recommendcTd  and  in 
dry  rock  a  low-freezing  dynamite.  In 
tight,  hard  bottom  the  gelatine  is  best, 
because  its  great  density  enables  a  larger 
weight  of  explosive  to  be  concentrated  in 
the  bottom  of  a  hole  of  a  given  diameter. 

Occasionally  the  charges  fail  to  ex- 
plode and  time  is  lost  waiting  to  recover 
the  charges,  or  danger  is  incurred  if  this 
precaution  is  neglected.  These  troubles 
may  be  avoided  by  deeper  holes  and  by 
using  more  care  in  loading  and  testing 
the  caps.  Strong  detonators  should  al- 
ways be  used  to  get  the  maximum  effi- 
ciency fro  many  explosive. 


CONTRACTORS 
and  TENDERERS 

for  Superior  Service 

THE 

Canadian  Surety  Co. 

26  Wellington  St..  Eait 

Phone  Main  2609    TORONTO,  Ont. 
Represented  in  all  the  principal 
cities  and  towns  m  the 
Dominion. 

BONDS  INSURANCE 

of  every  description      Plate  Glass— Burglary 
Automobile 


THE  CONTRACT  RECORD 


45 


Tenders  and  For  Sale  Department 


Notice  to  Contractors 

City  Engineer's 
Department  Supplies 

Sealeil  tenders  addressed  to  the  Chairman  and 
Members  of  tlie  Board  of  Control  will  he  received 
hy  the  Secretary  of  the  I'.oard  of  Control,  City 
liall,  Ottawa,  up  to  4  p.m.,  Thursday,  February 
21st,  1918,  endorsed  "Tender  for  ISrokeu  Stone, 
liric'k.  Cement,  Plank  and  Cedar,  Sanil,  Asphalt, 
Vsphalt  Filler,  Castings,  Street  Sweepers'  Suits. 
Draughting  Supplies,  \'itrified  Clay  Pipe,  Road 
Oil,  Refined  Tar,  Oils  and  Grease,  Special  Pipe 
Castings,  Bras'swork,  Lead  Pipe  and  Pig  Lead, 
Cast  Iron  Pipe,  Valves  or  Hydrants,"  as  the  case 
may  be. 

.\ny  lender  received  after  the  above  stated  time 
will  be  declared  informal. 

Specifications,  form  of  tender  and  full  particulars 
may  be  obtained  on  application  to  the  City  En' 
gineer's  Office.  Citv  Hall,  Ottawa. 

The  Corporation  does  not  bind  itself  to  accept 
the  lowest  or  any  tender. 

A.  F.  MACALLLTM, 

Commissioner  of  Works. 

City  Hall,  Ottawa, 

January  31st,  191S.  6-G 


Parliament  Building,  Ottawa 


Tenders  Wanted  for 
Heating  and  Ventilating 
Equipment 


Sealed  tenders  will  be  received  by  the  under- 
signed until  noon.  March  18,  1918,  for  Heating 
and  Ventilating  Equipment  required  in  the  re- 
construction of  the  above  building. 

All  tenders  to  be  based  on  the  execution,  erec- 
tion and  completion;  together  with  the  furnishing 
of  all  materials,  tools,  appliances,  scaffolding,  ap- 
paratus and  labour  required  for  the  installation  of 
the  Heating  and  Ventilating  Equipment  as  called 
for  in  the  plans  and  specifications. 

All  information  can  be  obtained  at  the  office 
of  the  General  Contractors,  P.  I,yall  &  Sons  Con- 
struction Company,  Limited,  Ottawa.  A  set  of 
plans  and  specifications  may  be  had  )>y  depositing 
an  accepted  bank  clieque  for  twenty-five  (.$25.00) 
dollars  made  iiayable  to  the  Honourable  the  Min- 
ister of  Public  Works,  which  will  be  returned  if 
the  intending  bidder  submits  a  regular  bid. 

Each  tender  must  be  accompanied  by  an  accept- 
ed cheque  on  a  chartered  bank,  papable  to  the 
order  of  the  Minister  of  Public  Works,  for  a  sum 
not  less  than  five  per  cent.  (5  p.c.)  of  the  amovint 
of  the  tender,  which  will  be  forfeited  if  the  parties 
tendering  decline  to  enter  into  a  contract  when 
called  upon  to  do  so.  If  the  tender  is  not  accept- 
ed (he  cheque  will  be  returned.  If  the  lender  is 
accepted  an  ad'Iitional  cheque  for  a  sum  equiva- 
lent to  five  per  rent.  (5  p.c.)  of  the  amount  of 
the  tender  must  be  deposited  before  the  contraci 
is  signed.  The  total  security  will  be  forfeited  if 
the  contractor  fails  In  complete  the  work  con- 
tracted for. 

Payments  will  be  made  monthly  and  will  not 
exceed  in  the  aggregate  ninety  (90  p.c.)  per  cent, 
of  the  value  of  the  labour  aud  materials  furnished 
and  set  in  place. 

The  lowest  or  any  lender  not  necessarily 
accepted. 

Envelopes  containing  tenders  to  be  marked 
"Tender  for  Heating  and  Venlilaiing  Ei|nipmcnl." 
anrl  addressed  to  the  undersigned. 

JOHN  A,  PEARSON,  Arcliitecl. 

J.  O.  MARCHAND,  A.ssociatc. 
i-nlre  lilock.  Parliament  Hldgs., 

Ottawa.  0-S 


Board  of  Education 


Sealed  lenders,  whole  or  separate,'  addressed  to 
the  Secretary-Treasui'er  uf  the  Hoard  of  Educa- 
tion, will  be  received  urtlil 

Thursday,  February  14th,  1918 

for 

Teachers'   Desks,  Tables  and 
Chairs 

Pupils'  Desks,  including  Kinder- 
garten Furniture 

Spccirtca; ions  may  be  seen  and  all  information 
ol.'tained  at  tlie  office  of  the  Superintendent  of 
lUiildings,  .\ilministration  Building,  1.55  College 
Street.  Each  tender  must  be  accompanied  with 
an  accepted  bank  cheque  for  five  per  cent,  of  the 
amount  of  tender,  or  its  equivalent  in  cash,  ap- 
plying to  said  tender  only.  Sureties  for  all  ten- 
ders exceeding  four  thousand  dollars  must  be  fur- 
nished by  surety  companies.  Tenders  must  he 
in  the  hands  of  the  Secretary-Treasurer  at  his 
office,  .Vdministration  Building,  not  later  than  4 
o'clock  p.m.,  on  the  day  named,  after  which  no 
tender  will  be  received.  The  lowest  or  any  ten- 
der will  not  necessarily  be  accepted. 

W.  C.  WILKINSON. 

Secretary-Treasurer. 

HR.  CAROLINE  BROWN, 
o  n  Chairman  of  Committee. 


POSITIONS  VACANT 


OPENING 


for  a  young-  man  who  has  taken  engi- 
neerin,"-  course  or  had  practical  engineer- 
ing or  contracting  experience,  for  trade 
journal  work.  Must  be  resourceful,  care- 
ful in  detail,  with  ability  to  write.  State 
experience  and  salary  expected.  Box  32, 
i^'ontract  Record. 


WANTED 


Competent  structural  draftsman  for  steel  and 
coal  company  in  Canada,  who  has  had  technical 
education  and  experience  of  at  least  five  years 
with  up-to-date  bridge  company.  Must  positively 
be  capable  of  designing  or  checking  design  of 
steel  work  for  buildings,  tipples,  storage  bins,  etc., 
for  economical  design,  strength,  etc.  A  first  class 
man  lo  handle  for  chief  engineer,  all  (|uestit)ns  per- 
taining to  structural  work.  Apply,  stating  cduca- 
lion,  exiicrience,  age,  nationality,  dales  and  names 
of  past  employers,  aiul  by  whom  employed  at 
present.  State  salary  and  w'len  available.  Box 
(170,  Contract  Record.  Toronlo.  5-0 


Extension  of  Time 

The  time  for  receiving  tenders  for  Rolled  Steel 
Casements  and  Ilronze  Covered  Frames  and  Sasli 
is  hereby  extended  to  Monday,  March  18,  1918. 

l!y  order, 

JOHN  A.  PEARSON,  Architect. 

J.  O.  MARCHAND,  Associate. 
Centre  Block,   Parliament  Rldgs., 

Ottawa.  .j-G-T 


Late  News 

Gilbert,  Alta. 

Tenders  received  by  the  secretary-trea- 
surer, J.  P.  Patterson,  addressed  to  the 
Board  of  Trustees,  until  noon,  February 
28,  for  the  erection  of  a  $3,500  frame 
school  for  School  Board  District  No. 
3268.  Plans  and  specifications  with  the 
secretary-treasurer. 

Halifax,  N.S. 

Tenders  received  by  the  secretary,  R. 
C.  Desrochers,  until  February  14,  for  re- 
construction of  steel  roof  trusses  for  drill 
hall  for  the  Department  of  Public  Works, 
Dominion  Government. 

Mount  Forest,  Ont. 

Ernst  Bros.  Co.,  Ltd.,  want  two  10  h.p. 
motors,  60  cycle,  3  phase,  230  volts,  com- 
plete with  starter  and  no  voltage  release. 

Ottawa,  Ont. 

The  Department  of  Public  Works,  Do- 
minion Government,  contemplate  the 
erection  of  a  $1,500,000  office  building. 
Secretary,  R.  C.  Desrochers,  Ottawa. 

St.  John,  N.B. 

The  Great  War  Veterans'  Association 
contemplate  the  erection  of  a  $.50,000 
soldiers'  home.  Chairman  of  Iniildint; 
committee,  Major  Johnston. 

St.  Paul  du  Buton,  Que. 

Plans  and  specifications  with  the  sec- 
retary, J.  A.  Ralle,  who  will  receive  ten- 
ders until  February  l,")  for  the  erection  of 
a  school  costing-  between  $8,000  and  $10,- 
000  for  the  School  Commission, 

Toronto,  Ont. 

The  Root  Canadian  House,  73  Jarvis 
Street,  want  a  olck  coiner  machine  to  cut 
in.  X  %  in.,  also  variety  saw  talile. 

J.  Holman,  St.  C  lair  Gardens,  is  in 
the  market  for  shaper,  double  head,  band 
saw  3G  in.,  cut  of¥  saw,  planers,  pulleys, 
hangers,  etc..  for  small  saw  mill. 

W.  J.  I'orter,  3  Brunswick  .Avenue, 
wants  screw  cutting  lathe,  11  in.  to  13  in. 
swing. 

Vancouver,  B.C. 

.\  syndicate  with  head  office  here  con- 
template the  construction  of  shipbuild- 
ing yards.  President,  E.  F.  Hutchings, 
care  of  Great-West  Saddlery  Co.,  Ltd., 
112  Market  E.,  Winnipeg.  Company  have 
secured  contract  for  twelve  ships  cost- 
ing about  $20,000,000. 


1 1.  February  6,  1918 
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cM^ade  inCanada 


Roadway  in  Grand  Mere,  Province  of  (Quebec 
Constructed  with  "  Tarvia  X"  in  ]'912. 


"Have  not  cost  a  dollar 


m  repair 


/^NE  of  the  beauties  of  the  Tarvia  prop- 
osition  is  the  fact  that  even  a  very 
small  village  can  afford  to  have  fine, 
smooth  Tarvia  roads. 
Here  is  little  Grand  Mere,  for  instance. 
It  has  been  using  Tarvia  for  years — 30,000 
gallons  altogether. 

Its  macadam  roads,  bonded  with  Tarvia, 
look  like  costly  city  pavements  and  wear 
perfectly. 

The  first  cost  does  not  greatly  exceed 
plain  macadam  and  the  Tarvia  surface 
adds  so  much  to  the  life  of  the  road  that 
its  use  saves  money  in  the  end. 
The  landscape  architect  of  Grand  Mere, 


Mr.  F.  De  Peyster  Townsend,  writes  re- 
garding these  roads: 

"Tarvia  roads  were  built  five  or  six  years  ago 
which  have  not  cost  a  dollar  in  repair.  They 
have  remained  so  good,  in  fact,  that  it  is  going 
to  be  necessary  to  put  in  cross-gutters  or  'thank-' 
you-marms'  in  restraint  of  autoists.  These  roads 
have  not  been  subject  to  an  excessive  amount 
of  traffic,  but  the  climate  conditions,  always  one 
of  the  supreme  tests  of  roads,  are  about  the  worst 
possible,  and  I  conclude  from  observation  that 
these  roads  would  have  stood  up  under  any 
traffic  " 

There  are  several  grades  of  Tarvia  to  meet 
varying  road  conditions. 

If  you  w^ant  good  roads  at  little  cost  in  your 
town,  the  use  of  Tarvia  is  the  best  way  to  in- 
sure this  result. 

Booklet  telling  about  the  various  Tarvia  treat- 
ments free  on  request. 


Special  Service  Department 


This  company  has  a  corps  of  trained  engineers 
and  chemists  who  have  given  years  of  study  to 
modern  road  problems. 

The  advice  of  these  men  may  be  had  for  the  ask- 


ing by  any  one  interested. 

If  you  will  write  to  the  nearest  office  regarding 
road  problems  and  conditions  in  your  vicinity, 
the  matter  will  have  prompt  attention. 


The  ^^^^^^  Company 


MONTREAL  TORONTO 
ST.  JOHN,  N.B. 


HALIFAX,  N.S. 


WINNIPEG  VANCOUVER 
SYDNEY,  N.S. 


Illllllllllll 


llllllllllllllllllllllllllllll 


48 


THE   CONTRACT  RECORD 


BERMICO 

KYANIZED 

CROSS  -  ARMS 
POLES  AND  TIES 


are 


PROTECTED 

FROM  DECAY 

Manufactured  In  Our 
Own  Plant  From  Care- 
fully   Selected  Stock 

Write  for  Samples 
and  Particulars 

BROWN  COMPANY 

FOUNDED  1852 
Formerly  Berlin  Mills  Co.  -Burgess  Sulphite  Fibif  Co. 


PORTLAND 


MAINE 


Keith 
Fans 


The  oppor- 
t  u  n  i  t  y  tor 
greater  econ- 
omy and  effic- 
iency in  Heat- 
ing and  Ven- 
tilating is  em- 
phasized in  the   "Keith*'   Fan.  Com- 
parative tests  of  other  types  of  fans  have 
resulted  in  the  "Keith"  being  proclaimed 
the  most  efficient  and  economical  in  the 

Fan  World.        vy^^te  for  our  New  Catalogue  No.  55. 

SHELDONS  LIMITED,  Gait.,  Ont 

Toronto  Office :  609  Kent  Building 

AGENTS : 

Messrs.  ROSS  &  GREIG,  «2  James  St.,  Montreal,  Que. 
Messrs.  WALKKK'S  LTD.,  259-261  Stanley  St.,  Winnipeg,  Man. 
Messrs.  GORMAN,  CLANCEY  &  GRINDLEY,  LTD.,  Calgary 
and  Edmonton,  Alta. 

Messrs.  ROBERT  HAMILTON  &  00..  LTD.,  Bank  of  Ottawa 
Bldg.,  Vancouver,  B.  C. 


February  6,  1918  - 

The  Highest  Standard 
of  Quality 

Wherever  "American"  Centrifugal 
pumps  have  come  in  competition  with 
others,  they  have  won  a  reputation  for 
quality  because  so  rigid  a  guar- 
antee is  placed  upon  them  that 
it  is  necessary  to  maintain  the 
highest  standard  in  the  design, 
material  and  workmanship  of 
their  construction. 

They  are  adapted  to  the  wid- 
est range  of  use,  because  they 
are  regularly  built  in  about  50 
styles,  in  addition  to  special 
styles  designed  for  unusual  re- 
quirements. 


Catalog  1352  describes  them. 
Write  for  your  copy. 

The 

American  Well  Works 

General  Office  an  J  Work*:— 
AUKORA.  ILL. 

Chicago  Office: — 

First  National  Bank  Buildinf, 

Special  Canadian  Dealers 
R.  H.  Buchanan  &  Co.,  Montreal. 

Gorman.  Clancy  &  Grindley,  Ltd.. 
Edmonton  and  Calgary. 
B.  C.  Equipment  Company 
Vancouver,  B.  C. 


For  Profitable  Results 


advertise  in  the  most  widely  read  and  leading 
publication,   reaching   the   majority   of   the  con- 
tracting,    engineering     and     municipal  officials. 
Rates  on  application 

Contract  Record   &   Engineering  Review 

347  Adelaide  St.  We.t.  TORONTO 


1-  Fcl)niar)'  (1,  I01S 
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SWANSEA 

Salt  Glazed  and  Vitrified 

SEWER  PIPES 


True  to  Size 
Impervious  to  Water 

Sizes  manufactured  and  al- 
ways in  stock  4  in.  to  24  in. 


Ask  for  Price  List 
and  Discounts 


also 

Chimney  Tops 
Flue  Liningrs 
Wall  Coping 
Culvert  Pipe 
Inverts 

Telephone  (Toronto  Connection) 
Parkdale  5000 


The  Dominion  Sewer  Pipe  Co. 

(The  Independent  Co.)  Limited 

SWANSEA  (near  Toronto) 


To  Secure 
ECONOMY  and  DURABILITY 

Construct  Your 

SEWERS 

from 

Reinforced  Concrete  Pipe 

Manufactured  by 

Dominion  Concrete  Co. 

Limited 

KEMPTVILLE       -  ONTARIO 

"Better  good  pipe  at  a  fair 
price  than  poor  pipe 
at  any  price. " 


N.  B.  The  adjoininK  illustration  shows  a  line  of  42-in.  pipe 
In  a  trench  ready  for  £illin£. 


The  Glue  Book 


WHAT  IT  CONTAINS 

Chapter  1 — Historical  Notes 
Chapter  2 — Manufacture  of  Glue 
Chapter  3 — Testing  and  Grading 
Chapter  4 — Methods  in  the  Glue  Room 
Chapter  5 — Glue  Room  Equipment 
Chapter       Selection  of  Glue 


Contract  Record 

and  Engineering  Review 

347  Adelaide  St.  West,  Toronto 


in 
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Do  You  Want  Crushed  Stone  ? 

That  is  Clean,  Tough  Stone  of  a  Quality 
suitable  for  Macadam  Road  and  Concrete 

We  can  supply  you  in  any  aize  or  quantity. 

Our  service  is  unexcelled  and  our  prices  right. 
Phone  or  write  us  for  quotations  when  you  are  in  the  market. 

Office -M  4515— M  4516     Residence— P  2278 

Crushed  Stone  Limited 

47  Yonge  St.  Arcade,  Toronto 

G.  W.  Essery,  Manager 


SPRINKLER 
TANKS 

AND 

TOWERS 

We  are  the  largest  manu- 
facturers in  Canada  of 
both  wood  and  steel  Tanks 
and  substructures  for  fac- 
tory sprinkler  systems 
and  for  Municipal 

RAILROAD  AND 

SUBURBAN 
WATER  SUPPLY 

We  shall  be  pleased  to 
furnish  you  with  all  the 
information  and  data  you 
may  require  ort  this  class 
of  work. 

  J    Send  us  your  blue  prints 

for  estimates 

Send  for  special  Tank  and  Tower  Catalogue 

Ontario  Wind  Engine  &  Pump  Co. 

Toronto   Montreal  Limited       Winnipeg  Calgary 


WOODEN  PIPE 


Wire  wounri  wood  stave  pipe.  2  in.  to  24  in.  diameter.  Con- 
tinuous  wood    stave   pipe,   any   diameter  required. 

CANADIAN  PIPE  CO.,  LIMITED 


Eitabiithed  1904 


New  Factory  Erected  1910 


Equipped  wfith  the  most  up-to-date  machinery.  Every 
machine  driven  by  a  separate  electric  motor.  Satisfaction 
Gua  ranteed. 

Office  and  Factory— 550  Pacific  St.,  VANCOUVER,  B.C. 


Sandy  Gravel  and  Crushed  Stone 

Lime  Fire  Clay  « 

Cement  Fire  Brick 

Plaster  Sewer  Pipe 

Hair  Weeping  Tile 

Building  Stone 

Our  prices  are  right  and  our  service  good^ 

Britnell  &  Co.,  Limited 

C.P.R.  Crossing,  Yonge  St.,  North  Toronto 

Phones,  Office  North  j^^j   Evenings.  North  2107 


For  Sale 

14B  Bucyrus  Shovel, 

Traction  Wheels,  ^  yd.  dipper. 

Clam  Shell  Buckets,  yi,  Va,  1,  154  yard. 
Orange  Peel,  1  yard  Hayward. 

One  l.jflO-lb.  Pile  Driver,  Drop  Hammer,  with  Leaders. 
American  7  x  10,  double  drum  Hoist  with  Swinger. 
Mundy  6J/2  x  12,  double  drum  Hoist  with  Swinger. 
New  Gy^  X  8  Doty  double  drum  Hoist  with  Boiler. 
New  7  X  10  double  drum  Hoist  with  Boiler. 
Dake  Steam  Swinger,  8  H.P. 
5  ton  Stiff  Leg  Derrick;  5  ton  Guy  Derrick. 
Assorted  Hand  Power  Derricks. 

Yi    yd.   and    Yz    yd.   Concrete  Mixers   with  Engine 

Boiler  on  Wheels. 
Y2  yd.  and  1  yd.  Smith  Mixers  on  Skids. 
2000  feet  of  Portable  Track,  24-in.  gauge. 
Six  XYz  yd.  V-shaped  Steel  Cars,  Side  Dump,  24-in.  gauge. 
Ten  4  yd.  Western  Dump  Cars,  36-in.  gauge. 
I.')  ton  Porter  Standard  Gauge  Locomotive. 
Two  10  ton  Vulcan   Locomotives,  36  in.  gauge. 
Gyratory  Crushers,   Nos.  3,  4  and  5. 
Taw  Crushers,  7  x  10  and  10  x  16,  Acme  Portable. 
No.  0  Thew  Steam  Shovel,  on  Railway  Wheels. 
35  H.P.,  40  H.P.,  and  60  H.P.  Locomotive  Boilers. 
Large  Assortment  Vertical  Boilers,  5  H.P.  to  125  H.P. 
Two  Diaphragm  Pumps,  driven  by  Gasoline  Engines. 
Five  New  and  Used  Pulsometers,  various  sizes. 
Twenty  Tons  25  lb.  rail;  Seventy  tons  56  lb.  rail. 


nd 


Write  for  prices  and  further  particulars. 


Th« 


A.  R.  Williams  Machinery  Co. 


Limited 


64-66  Front  St.  W.,  Toronto,  Ont. 


Electric  Cranes 


Electric 
and  Hand 
Traveling 

Cranes 

Electric 
and  Air 
Hoists 


Patent  Type  E  Crane  Trolley 
Made  in  Canada 


NORTHERN  CRANE  WORKS,  LTD. 

WALKERVILLE,  ONT, 
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More  Daylight 


Lower  Insurance  Rates 


Steel  Sash  has  won  its  place.  Architeds  and  Contradtors  all  over  Canada  are 
now  specifying  Fenestra  Stee\  sash  more  than  any  other  kind.  Fenestra  is 
absolutely  fireproof  and  r  weather  proof.     Write  for  particulars  and  terms. 

Steel  AATDJiADiAiiONiZiMiTED 


Head  Office 


Fraser  Avenue,  TORONTO 


Strong  in  Structure — Convenient  in  Form 

One  of  the  principal  requirements  of  an  insulating  material 
for  furnaces,  ovens,  blast  mains,  etc.,  is  that  it  shall  be  strong  in 
structure  and  of  such  form  that  it  will  be  easy  to  handle  and 
install. 

Under  the  strains  of  expansion  and  contraction,  fragile  sub- 
stances will  crush  and  settle,  leaving  tmprotected  •  spaces.  In- 
sulating materials  in  loose  form  also  will  settle  in  time.  Fur- 
thermore, the  percentage  of  waste  and  the  cost  of  handling  them 
is  much  greater  than  with  a  solid  insulator. 

The  structural  strength  and  convenient  form  of 

Nonpareil  Insulating  Brick 

For  Furnaces,  Blast  Mains,  Ovens,  etc. 

are  two  big  points  in  their  favor.  They  will  withstand  crushing  loads  up 
to  140  pounds  per  square  inch — 30,160  pounds  per  square  foot — which  is 
ample  for  all  ordinary  conditions.  Their  convenient  brick  form  and  size, 
nominally  9  x  4J4  x  3^  inches,  make  it  possible  to  bond  the  Nonpareil 
Brick  with  the  courses  of  fire  brick  and  red  brick.  The  solid  walls  thus 
made  possible  are  undoubtedly  much  stronger  than  those  in  which  a 
space  is  left  to  be  filled  with  a  loose  material 

In  all  respects.  Nonpareil  Insulating  Brick  are  a  perfectly  satisfactory 
material  for  reducing  the  loss  of  heat  through  the  walls,  arches  and 
doors  of  high  temperature  equipment. 


Electric  heat  treating  furnace  protected  against  heat  loss 
with  Nonpareil  Insulating  Brick.  Built  for  the  Otis 
Elevator  Company  by  the  Electric  Furnace  Company, 
Alliance,  O. 


Armstrong  Cork  &  Insulation  Co.,  Ltd.,  505  McGill  Building,  Montreal,  Que. 

I  Send  in  this  blank  with  your  name  and  address  on  it  and  we  will  send  the  interesting  booklets,  "Good  Furnaces  Made  Better"' and  "Saving  Fuel." 


National  Iron  Works 

LIMITED 

Head  Office,  Works  and  Docks— TORONTO 

CAST  IRON  PIPE 

Every  Size  for  Water,  Gas,  Culvert  or  Sewer, 
Carried  in  Stock  at 

MONTREAL  -  TORONTO  -   PORT  ARTHUR 

RAIL  OR  LAKE  SHIPMENTS 


DAKE  CHAIN  HOISTS 


Dake  chain  and  wire  rope  hoists  have 
the  famous  Dake  motor  directly  con- 
nected to  Standard  chain  block.  They 
can  be  equipped  with  hook  or  with  trol- 
ley to  run  on  single  or  two  I  beams. 
Lubrication  is  automatic.  All  parts 
strong  enough  to  carry  load  twice  rated 
capacity.    Send  for  catalogue. 

DAKE  ENGINE  CO. 

Grand  Haven  -  Mich.  U.S.A. 

CANADIAN  AGENTS 
Montreal— Mussens.  Limited. 

Toronto  —  A.  R.  Williams  Machinery  Co.,  Limited. 
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Current  Prices  of  Building  and  Engineering  Materials 


TORONTO  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement  -delivered  in  5-barrel  lots,  $2.S5  per  l.lil.  ; 
Nvitli  bags;  $3.25;  car  lots,  $2.15  on  the  track, 
with   pkgs.,  $2.55. 

Lime— grey  (iOc,  white  70c  per  100  lbs.,  delivered 
in  not  less  than  1500  lb.  lots.  At  the  ware- 
house, grey  55c,  white  C5c.  Hydrated  lime, 
$10.00  per  ton  delivered  ;  $15.00  at  warehouse. 

Brick— No.  1  dry  pressed  red  brick,  $20;  buff, 
$20,  f.o.b.  the  job;  No.  2,  $18;  common  red 
stock  brick,  $16;  grey,  $16;  wire-cut  brick, 
for  foundation  work,  $12.50  on  the  cars,  de- 
livered $14;  "Tapestry"  brick,  imported,  $25 
to  $35;  local  Rug,  $20;  sand-lime  brick,  $10.25 
f.o.b.  car  at  King  t-dward  Siding;  $9.00  f.o.b. 
car  or  wagon  at  plant.  Paving  brick,-  local 
manufacturers  not  quoting  prices  at  present, 
imported  paving  squares,  delivered  at  job 
in  Toronto,  best  quality  $80,  second  quality 
$75,  third  quality  $70.  (These  prices  are 
merely  approximate,  as  no  sales  are  recorded). 
Sun-Tex  face  brick,  $20  to  $30  at  plant,  $24 
to  $34  delivered,  price  depending  on  color 
and  texture.  Denison  interlocking  hollow- 
tile,  $80  per  M.  at  plant,  $97.50  delivered. 
Lots  over  100,000,  $75. 

Fire  brick— $65  to  $.S5  per  M.,  according  to  qual- 
ity.    Fire  clay,  $15  per  ton. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 
Toronto  prices,  F.O.B.  Car: 
Crushed  stone— 2  in.,  $1.50;  1  in.,  $1.65;  H  in., 
$1.65 ;  rubble  stone,  in  car  lots,  $1.40  per  ton, 
f.o.b.  car. 

Sand — for  cement  or  brick  work,  $1.10  per  ton, 

f.o.b.  Toronto. 
Gravel— Pit   run,  $1.40  per   ton,   f.o.b.  Toronto; 

screened,  $1.50  per  ton,  f.o.b.  Toronto. 

LUMBER  (BUILDING  MATERIAL) 
Toronto  retail  prices,  delivered. 

Hemlock— 2  x  4  in.,  to  2  x  12  in.,  12  and  14  ft.. 
$35;  10  and  16  ft.,  .$37;  18  ft.,  $39;  Nc.  1 
hemlock  decking,  1x4  in.,  $34;  1  x  E  ir:., 
$37;  1x6  in.,  .$39;  No.  2  hemlock  decking, 
$5  less  than  No.  1. 

Pine — 1  in.  x  4  in.  and  5  in.,  $40;  1  in.  x  6  in.  to 
8  in.,  $42;  1  in.  x  10  in.,  $45;  1  in.  x  12  in., 
$50;  2  in.  X  4  in.  to  2  in.  x  12  in.,  and  10  ft. 
to  16  ft.  long,  Norway  pine,  $42  to  $50;  %  x 
C  to  10  in.  pine  shelving,  .$57  to  $67;  %  x  12 
in.  pine  shelving,  $75;  No.  1  pine  flooring, 
$55;  No.  1  spruce  flooring,  $44;  No.  1  pine 
V  or  beaded  sheeting,  $.58;  No.  2  ditto,  $42: 
pine  trim,  4  in.,  casing,  $2.75  per  100  ft. ;  5  ir; 
ditto,  $3.25;  8  in.  pine  base,  $4.75;  4  in.  pine 
window  stool,  .$4.00. 

Shingles— XXX  B.  C.  shingles,  $5.50;  N.  B.  ex- 
tras, .$6.00;  N.B.  clears,  .$5.75;  No.  1  pine 
lath,  $7.00;  No.  2  pine  lath,  $6.p0;  No.  1 
spruce  lath,  $5.75. 

Dimension  timber  (B.  C.  fir) — 10  x  14,  12  x  12, 
12  X  14,  14  X  14,  14  X  16,  10  x  16,  12  x  10, 
10  X  16,  .$00;  14  X  18,  18  x  18,  20  x  20,  12  x 
18,  18  x  20,  10  x  18,  12  x  20,  14  x  20,  16  x 
20,  $65.  These  prices  apply  to  32  ft.  lengths; 
.32  to  .35  ft.,  $1  to  $2  per  thousand  extra; 
36  to  40  ft.,  $2  to  $3  per  thousand  extra. 

STEEL  AND  IRON 
Steel  and  Iron  Bars— $5.00  to  $7.00  base;  Iwisl- 

cl  and  .!(  f.>i  nud,  $.^).OIl. 
Shapes     Ovir  :!.",  lbs,  jur  yard,  $4. Ml  pur  Inn  11. s.; 

uimUt  ;;5  llis.  per  yard,  $."..110  pci   iUit  lljs. 


Plates ins.  and  over  and  under  30  ins.,  $7.50  per 
100  lbs.;  :M>  ins.  and  over,  $8.50.  Tank 
and  boiler  plates — J{(  in.  and  over  and  under 
36  ins.,  $10.00;  30  ins.  and  over,  .$6.70. 
Gauge  plates— No.  10,  $11.50;  No.  12,  .$8.00: 
No.  14,  $S.05  per  100  lbs.  Black  American 
Bessemer  Plates — 28  gauge,  $8.40  per  100  lbs. 

Flats — 0  ins.  wide  and  under,  $6.00  per  KlO  lbs. 

Rivets — liutton  and  cone  head — base  for  in. 
and   u]»,  .$S..j!l. 

Extras — 1/lOc  per  lb.  extra  for  cutting  to  length, 
for  plate  less  than  'A  in.  thick,  for  angles 
less  than  5  in.  combined  legs  and  beams  and 
channels  under  6  ins.,  for  18,  20,  and  24  in. 
beams;  1/lOc  to  J^c  per  lb.  extra  for  all 
Bethlehem  sections. 

Galvanized  iron — 28  gauge,  $8.75. 

Cast-iron  pipe — Standard  prices,  carload  lots, 
f.o.b.  Toronto:  4-in.  $78  to  $79  per  net  ton; 
6-in.  and  up  $75  to  $76.  Lower  price  for 
Class  B.  Higher  price  for  Class  A  and  gas 
pipe.     Less  than  car  lots,  $2  extra. 

SEWER  PIPE 
Sewer  pipe — Toronto  prices  (wholesale),  with  dis- 
counts as  below,  f.o.b.  factory — 1  in.,  30c  per 
ft.:  6  in.,  45c;  8  in.,  70c;  9  in.,  OOc ;  10  in., 
$1.05;  12  in.,  .$1.35;  15  in.,  $1.80;  18  in., 
$2.50;  20  in.,  $3;  22  in.,  .$4;  24  in.,  .$4.50. 
Discounts — 4  in.  to  24  in.  standard,  05  per 
cent. ;  15  in.  to  24  in.  double  strength,  02 
per  cent. 

Tile  wall  coping — 8  or  9  in.  wall,  50c  per  ft. ;  12 
in.  or  13  in.  wall,  75c  per  ft.  ;  18  in.  wall, 
$1.50  per  ft. ;  carried  in  6,  12,  18,  and  24  in. 
lengths.     Discount  05  per  cent. 

PAINTS  AND  OILS 
White   lead — ground   in   oil,   less   than   ton  lots, 
$10.05  per  100  lbs.  ;  ton  lots,  $15.70  per  100 

lbs. 

Boiled  linseed  oil — in  bbls.,  $1.58  per  gal.  of  9  lbs. 

Raw  linseed  oil — in  bbls.,  $1.55  per  gal.;  red  lead, 
drv,  $19  per  100  lbs.  ;  putty  in  bulk,  $6.05  per 
100  lbs.  ;  in  lOO-lb.  drums,  $6.90,  putty  in 
25-lb.  tins,  $6.90  per  100  lbs. ;  steel  sash 
putty  in  2o-lb.  tins,  $7.15  per  100  lbs.  ;  tur- 
pentine, in  bbls.,  73c  per  Imp.  gal.,  based 
on   soutlicrn  gauge. 


MONTREAL  PRICES 

CEMENT,  LIME,  AND  BRICK 
Cement — $3.00    steam    car    load    lots,  including 

sacks,  less  5  per  cent,  for  cash. 
Lime — Hydrated,  $18  per  ton;  lump,  $12. 
Brick— No.  1  pressed,  $18;  No.  2  pressed,  $15; 

Manganese  rustic,  $20;  buff  rustic,  $20;  red 

■■ustic.   No.   1,  $15;   red  rustic.   No.   2,  $13; 

buff  (smooth),  $21;  buff  (rough),  $20;  plastic 

Concrete"  Brick— grey  $22,  red  $22,  buff  $23.  white 
.f!45,  plain  pressed  $12  per  thousand,  all  f.o.b. 
Works,  Mascouche,  P.O. 

CONCRETE  SEWER  PIPE 
Straight  pipes  (per  foot)  :  not  reinforced,  8-in. 
26c;  9-in.  30c;  10-in.  .34c;  12-in.  40c;  15-in. 
60c;  IS-in.  74c.  Reinforced,  18-in.  90c;  21- 
in.  $1;  24-in.  $1.20;  30-in.  $1.60;  .36-in.  $2.40; 
42-in.  $3;  48-in.  $4.20. 

C  RUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in.,  $1.40;  -54 -in.  $1.65;  Vg-in. 

$1.75  per  ton,  delivered. 
Sand~$l  per  ton,  car  load,  on  cars. 
Gravel— $1.20  per  ton  f.o.b.  cars. 

STEEL  AND  IRON 

Steel  angles  —3  in.  x  3  in.  and  up,  $5.75;  1  in. 
x  1  in.  X  %  in.,  25c  extra;  in.  x  -H  in. 
x  'A  in.  .TO  cents  extra.  Boiler  plates — '/<!  in. 
thick  and  thicker,  $13.00,  Circtdar  plates  — 
Flange  quality,  .36  in.  dimension  and  over, 
$13.30;  under  30  in.  diameter,  $13.05.  Beams 
and  cliamiels — Under  3,5  lbs.,  per  yd.,  $.5.7.5; 
35  lbs.  per  yd,  and  over,  $5.50;  f.o.b.  Mont- 
real, net  cash,  nominal.  Corrugated  iron- -20 
gauge,  $9.60;  28  gauge,  $8.70  per  100  sq.  feet. 


subject  to  change  without  notice.  Copper 
bearing  sheets  —  Keystone  black,  2S  U.  S 
gauge,  $0.50  per  100  lbs.  nominal. 

SEWER  PIPE 

Straight  pipe  (per  foot) — 4  in.,  30c;  0  in.,  45c: 
in.,  70c;  9  in.,  85c;  10  in.,  $1.05;  12  in.,  $1.~'- 
15  in.,  $1.80;  18  in.,  $2.50;  20  in.,  $3;  22 
$4;  24  in.,  $4.50;  27  in.,  .$6.50;  30  in.,  .$7.21) 
Channel  pipe  (4  in.  to  30  in.)  24c,  30c,  a6c 
T2c,  84c,  $1.08,  $1.44,  $2.00,  $2.40,  $3.20 
$3.00,  $5.20,  $5.75.  One-eighth  bends  (4  in 
to  30  in.),  $1.20,  $1.80,  $2.80,  .$3.6;l,  .$4.20 
$5.40,  $7.20,  $10,  $12,  $16,  $18,  $20,  .$28 
'A,  $1.20,  $1.80,  .$3.15,  .$4.05,  $4.75,  $0.10 
$14.40,  $20,  $24,  $32,  $30,  .$52,  $57.60.  Double 
collar,  OOc,  $1.35.  .$2.10,  $2.55,  .$.3.15,  $4.05 
$5.40;  slant  1  foot  long  side  (4  in.  to  1 
in.).  90c,  $1..35,  $2.10,  $2.55,  $.3.15,  .$4.05 
.$5.40.  Single  branch  (0  in.  to  9  in.),  3  ft 
.$2.25,  .$.3.50,  .$4.25;  2  and  2'A  ft.  (4  in.  to  .3r 
in.),  $1.:^5,  $1.80,  .$3.15,  $3.85,  $4.75.  .$6.10 
$8.10,  $11.25,  $13.50,  $18,  $20.25,  $32.50,  $36 
Single  squares  (4  in.  to  30  in.)  ditto.  DoubU 
branch  and  double  square  and  Y  pipe  (4  in.  tc 
.30  in.),  $1.80,  $2.70,  $4.90,  $6.30,  $7.-35,  $10.80 
$14.40,  $20,  $24,  $32,  $36,  $45.50,  $.50.40 
Svphon,  cesspool,  and  buchan  trap  (4  in.  tc 
15  in.),  .$3,  .$4.  $7,  .$9,  $10.50,  $18.  Doubk 
syplion,  running  ti-ap,  and  hand  hole  trap  (4 
in.  to  12  in.),  .$3,  .$4.  $7,  .$9,  $10.50,  $18 
These  prices  are  subject  to  a  discount  of  5i 
per  cent,  for  less  than  car  load  lots  delivered 
and  a  discount  of  from  61  to  66  per  cent.  fpi 
car-load  lots  f.o.b.  Montreal. 

SUNDRIES 

Hard  wall  plaster — $16  per  ton.  Plaster  of  Pari 
$3.fl5  jier  bbl.,  both  less  5  per  cent,  for  casi 
Rope — Best  Manilla.  .39c  basis  per  pound 
British  Manilla,  33c  basis;  sisal  rope,  27!/$ 
basis;  lath  yarn,  27^^c.  Boiled  linseed  oil— 
in  barrels,  $1..S9  per  gal.  of  9  lbs.  Raw  ]in 
seed  oil — in  barrels,  $1.36>2  per  gal. 


WINNIPEG  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — Portland,  .$4.00  per  bbl.;  mortar  ce 
ment,  04c  per  70-lb.  bag,  in  ton  lots ;  Keenes 
$6.45  to  $13..55  per  bbl.,  depending  on  qual 
ity.     (.Ml  prices  include  bags). 

Lime — White  or  grey,  in  bulk,  45c  per  bushel 
per  barrel,  $2.10  to  $2.40. 

Hydrated  Lime — In  paper  bags,  $16.35  per  ton 
in  cotton  bags,  $19.55. 

Brick — No.    1   dry   pressed,   red   and  buff, 

common  red  stock,  $25 ;  common  grey  stocl 
$12:  No.  1  enamelled  brick,  all  colors,  froi 
$100;  sand  lime,  $12;  firebricks,  $70  to  $9( 

CRUSHED  STONE,  SAND,  AND  GRAVEL 
(Including  delivery) 

Crushed  stone— 1^ -in.  to  2-in.,  $2.60  per  yard 

•U-in.  to  1-in.,  .$2.85;  stone  dust,  $2.55;  rul 

l)le  stone,  $14.20  per  cord. 
Sand,  gravel  and  torpedo  sand — $2.10  per  yard. 
Crushed  granite — VA  and  2-in.,  .$2.65;  H  'ln.  an 

1-in.,  .$2.90;   .}4-in.  and  dust,  .$.3.20. 
Gravel — Per  yard,  delivered,  $1.85. 
Crushed  Granite— 1^4  and  2-in.,  $2.65;  ii-in.  an 

1-in.,  $2.90;   H-in.  and  dust,  $3.20. 

LUMBER  (BUILDING  MATERIAL)  ' 
(Including  delivery) 
(15  per  cent,  discount  for  cash) 

Flooring— No.  2  red  pine,  4  in.,  .$43;  6  in.,  .$4( 
No.  3  red  pine,  4  in.,  $38;  6  in.,  ,$40;  No.  i 
red  and  white  pine  or  spruce,  4  in.,  .$28: 
in.,  .$.32;  No.  1  and  2  fir,  edge  grain,  3  ir 
.$60;  4  in.  and  6  in.,  $55;  No.  3  fir,  edge  at 
flat  grain,  4  and  6  in.,  $45;  No.  4  fir  sin: 
lap  grade,  4  and  6  in.,  $32;  common  2  x  , 
pine,  spruce  or  fir,  4  and  6  in.,  $33;  No.  • 
white  pine,  4  and  6  in.,  $55;  No.  3,  $45;  N 
2  red  pine,  4  and  0  in.,  .$40;  No.  .3,  $40;  N 
4,  .$.32;  No.  5,  .$24. 

Dimension  timber  (No.  1  pine,  spruce,  tamara 
fir  nr  cedar)- 8  x  8,  8  x  10,  10  x  10,  10 
12,  12  X  12,  .$.38;  10  x  14.  14  x  14,  14  X  . 
6  x  10,  0  X  12,  8  X  12,  $.39;  10  x  16,  12  X  . 
10  X  10,  14  X  18,  10  X  IS,  18  X  IS,  20  x  2 
.$40  :  6  X  14  ,  8  x  14,  12  x  18.  18  x  20,  $«i 
X  10,  0  X  IS,  6  X  20.  S  X  10,  8  X  18,  8  X  r 
10  X  18,  10  X  20,  12  X  20,  14  x  20,  1«J|3 
.$43.  ^ 
(Continued   on   page  'Si) 
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RAILS 


BILLETS 


Concrete  Reinforcement  Bars 

Plain  Round,  Square  and  Cold  Twisted  Squares 

DOMINION  IRON  &  STEEL  COMPANY 

LIMITED 

BAR  STEEL 


Warehouse  Stock*  : 

SYDNEY,  N.  S. 
MONTREAL,  QUE. 
TORONTO,  ONT. 
FT.  WILLIAM,  ONT. 


Sale*  Office*  : 

SYDNEY,  N.  S. 

MONTREAL 
112  St.  James  St. 

TORONTO 
18  Wellington  St.,  E. 


Mill*  and  General 
Office* : 

SYDNEY,  N.  S. 


WIRE  NAILS    -e,  WIRE  PRODUCTS 


^■1 


Save  Man  Power 

Install  a  G  &G  Telescopic  Hoist 


MADE  IN  CANADA 


for  the  Removal  of  Ashes     ^'^^Ix^XSlSr^^""*^  I 


G  &  G  Hoists  convert  a  hard,  mussy,  noisy 
task  into  an  easy,  clean  and  noiseless  operation. 

^  They  save  man  power  and  reduce  operating  costs. 

^  One  man  unaided  can  operate  a  G  &  G  Hoist  efficient- 
ly— removing  filled  can  from  cellar  to  sidewalk  or 
wagon  bed  faster  than  several  men  working  with 
makeshift  methods. 

^  Model  A,  illustrated,  will  raise  a  maximum  load  of 
500  pounds  at  a  guaranteed  speed  of  30  feet  per 
minute. 

^  Five  models  are  manufactured  to  meet  various  re- 
quirements. 

Install  a  G  &  G  on  your  next  job  ! 

Send  to  Nearett  Agent  for  bulletin  de«cribing  all  models 


GILLIS  &  GEOGHEGAN,  Sherbrooke,  Quebec 


B.  &  S. 
LTD., 
Agents 


H.  THOMPSON  CO., 
Montreal  and  Toronto, 
for  Quebec  and  Ontario 


WM.  N.  O'NEIL  CO.,  LTD»,  R.  C.  GRANT, 

VANCOUVER,  NEW  GLASGOW, 

Agents    for    British    Columbia       Agent  for  the  Maritime  Provinces 


llllllllllllllllllllllllllllllllllllllllllllllllllllllillllllllllllllllllllllllll^ 


W.  T.  GROSE, 
Agent  for  Manitoba,  Saskatchewan. 
Alberta,  Winnipeg 

nil 


54 


THE   CONTRACT  RECORD 


February  6,  1918 


CURRENT  PRICES  OF  BUILDING  AND  ENGINEERING  MATERIALS— continued 


(Continued  from  page  52) 
Pine — 1-in.  common,  6  to  10  in.,  $105;  12  in., 
$110;  pine  trim  4-in.  casing,  $3.70  per  100 
ft.;  5K-in-  ditto,  $4.40;  S-in.  pine  base,  $6; 
lO  in.,  $7;  4-in.  pine  window  stool,  $7.50. 
Shingles— No.  1  B.  C.  cedar,  $4;  No.  2,  $3.50; 
No.  1  B.  C.  cedar  dimension,  $5.50;  hand- 
sawn,  $7.- 

STEEL  AND  IRON 

Steel — Round  bars,  $5.25  per  100  lbs. ;  square 
twisted,  $5.25  per  100  lbs. ;  channels  and 
angles,  .$5.50;  beams,  $5.25;  plates,  $8.25  per 
100  lbs. 

Cast  Iron  Pipes — Standard  price,  car  load  lots, 
f.o.b.  Winnipeg,  $38  per  ton. 

SEWER  PIPE 

Sewer  Pipe — Wholesale  price  f.o.b.  Winnipeg,  per 
ft.,  3  in.,  9  cents;  4  in.,  11  cents;  5  in.,  10 
cents;  6  in.,  18^4  cents;  8  in.,  30  cents;  9  in., 
35  cents;  10  in.,  40  cents;  12  in.,  50  cents; 
15  in.,  75  cents;  18  in.,  $1.00;  20  in.,  $1.50; 
24  in.,  $2.00. 

SUNDRIES 
(Including  delivery) 

Hard  Wall  Plaster— $19  to  $22.50  per  ton;  Plaster 
of  Paris,  $20.50  per  ton  ;  in  barrels,  $4.40  per 
bbl.  of  320  lbs. 

Plasterers'  Hair — $3.30  per  bale ;  90c  per  bushel. 

PAINTS  AND  OILS 

Mortar  Color— Red,- $4.50  per  100  lbs.;  black  or 
buff,  .$5.50;  chocolate,  $6.50. 

Paints  and  Oils — White  lead,  ground  in  oil,  $11.50 
per  100  lbs.;  boiled  linseed  oil,  in  bbls.,  98 
cents  per  gal. ;  raw  linseed  oil,  in  bbls.,  95 
cents  per  gal. ;  dry  red  lead,  $10.00  per  100 
lbs. ;  putty  in  bulk,  $3.25  per  bbl. ;  putty  in 
25-lb.  tins,  $3.75;  turpentine,  in  bbls.,  80 
cents  per  gal.  Mixed  paint,  ordinary  colors, 
per  gal.,  $3.10. 


VANCOUVER  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — Grey  Portland,  $2.65  per  bbl.  f.o.b.  ware- 
house, sacks  extra;  Keens  cement,  $9.00  per 
bbl.,  sacks  e.xtra;  fine  white,  $8.00  per  bbl.  of 
300  lbs. ;  superfine,  white,  $9.50  per  bbl. ; 
white  Portland  cement,  $2.65  per  bbl.  of  250 
lbs.,  sacks  10c  extra,   f.o.b.  Vancouver. 

Lime — $1.70  per  bbl.  f.o.b.  warehouse  or  delivered. 

Brick— Common  red  brick,  $14.50  to  $16.00  f.o.b. 
warehouse ;  $12.50  and  up  in  car  lots  f.o.b. 
Vancouver ;  pressed  red  brick,  f.o.b.  wharf 
Vancouver ;  pressed  buff  brick,  $40  at  ware- 
house; $33  in  car  lots;  tapestry  brick,  $45  at 
warehouse ;  impervious  brick,  $45  f.o.b.  build- 
ings ;  fire  brick,  $40  in  car  lots,  $45  in  ware- 
house ;  fire  clay,  $12.50  per  ton  in  car  lots. 


SAND  AND  GRAVEL 

Sand — Brick  and  plaster  sand  $2.50  per  cu.  yd. 
f.o.b.  bunkers. 

Gravel — $2.50  per  yard  delivered. 

LUMBER    (BUILDING  MATERIAL) 
Vancouver  prices,  f.o.b.  mills: 

Dimension  timber — Douglas  fir — 8  x  8,  10  x  10, 
10  X  12,  10  X  14,  12  X  12,  12  x  14,  14  x  14, 
14  X  16,  $18;  6  X  10,  6  x  12,  8  x  10,  8  x  12, 
10  X  16,  12  X  16,  16  X  16,  $18.50;  6  x  14, 
8  X  14,  12  X  18,  18  X  20,  $19 ;  6  x  16,  8  x  16, 
10  X  18,  18  X  20,  14  X  20,  16  x  18,  16  x  20. 
18  X  18,  20  x;  20,  $19.50. 

Fir  flooring — 1  x  3  edge  grain,  $28;  1x4  edge 
grain,  ,?31 ;  1  x  4  flat  grain,  $24;  No.  1  and 
2,  1-inch  clear  fir  rough,  $33;  No.  1  and  2, 
IV4  and  114  inch  clear  fir  rough,  $39;  No.  1 
and  2,  2  inch  clear  fir  rough  $35;  hemlock 
lath,  $1.15;  pine  lath,  $2.35  to  $2.65;  XX 
B.  C.  cedar  shingles,  $2.15;  XXX,  $3.25; 
XXXXX,  $3.60. 


STEEL  AND  IRON 

Vancouver  prices  f.o.b.  warehouse : 
Steel — (round  and  square  bars)  $4.50  base;  twist- 

and  and  deformed,  $4.50  base;  structural  sec-j 

tions,  $6.00  to  $7.00. 
Galvanized  iron— 28  gauge,  $12.85  per  100  lbs.  j 
Corrugated  iron — 26  gauge,  6,  7  and  8  ft.  sheets.! 

$10.90;  5,  9  and  10  ft.  sheets,  $11.05  per  sq.j 

Black  steel  sheets,  24  gauge,  $10.35  per  10C| 

lbs.  I 
Steel  angles— $6.00  to  $7.00  per  100  lbs.,  depend  ' 

ing  on  size,  quantity  and  specifications. 
Steel  channels,  beams— $6.00  to  $7.00  per  100  lbs.  j 

depending  on  size,  quantity  and  specifications 
Steel  plates— $12.00  to  $15.00  j 

SEWER  PIPE  I 

Sewer  pipe — Vancouver  prices  f.o.b.  warehouse  i 
4-in.,  ISyic  per  ft. ;  6-in.,  23c  per  ft. ;  8-in.,  35ljl 
ft.;  10-in.,  45c  ft.;  12-in.,  55c  ft.;  15-in.i 
$L10  ft.;  18-in.,  $1.30  ft.;  20-in.,  $1.55  ft.  J 
24-in.,  $2.30  ft.  (all  net  prices).  | 

SUNDRIES  I 

Hard  wall  plaster — $16.50  in  car  lots  f.o.b.  VanJ 
couver,  bags  extra.  I 
Hydrated  lime — $16.00  in  car  lots.  I 
AIca  lime — $16  per  ton.  | 
Plaster  of  Paris — Hammer  brand,  $4.50  per  bWl 
Finishing  Plaster — $19  per  ton,  sacks  extra.  | 
Welsh  slate— $11.50  to  $12.00  per  square,  f.o.b  I 
Vancouver.  j 
Rope,  Manilla,  5/»  in.,  39c  base;  Vz  in.,  39Hc  I 
Vs  in.,  40c;  H  in.,  40^c;  2nd  grade,  33H'| 
base;  sisal  rope,  2854c  base.  I 

PAINTS  AND  OILS  I 

Boiled  linseed  oil — In  bbls.,  $1.67  per  gal.  of  )| 
lbs.  I 

Mixed  Paint— Per  gal.,  $3.30  to  $3.60.  I 

Raw  linseed  oil — In  bbls.,  $1.65  per  gal.;  ret  I 
lead,  dry,  $21.25  per  100  lbs. ;  in  oil,  24c  I 
putty  in  bulk.  Standard,  $5.00;  Pure,  $6.50 1 
Turpentine,   in  bbls.,  95c  to  $1.00.  I 

White  Lead— Ground  in  oil,  $16.30  per  100  lbs.  I 


Town  and  City  Sewers 

ALL  SIZES  OF  PIPES  and  CONNECTIONS  from  4  inch  to  30  inch  always  IN  STOCK 

In  our  salt  glazed  vitrified  sewer  pipe  we  offer  the  highest  type  of  sewer  material.  Pipe 
of  our  manufacture  have  been  used  in  practically  every  city  in  Canada.  Highly  glazed  and  per- 
fectly vitrified. 

If  you  are  contemplating  sewer  construction  we  can  quote  you  some  attractive  prices.  We 
also  make  all  classes  of  fire  clay  goods.  , 
Prompt  shipment  on  all  orders. 

Ground  Fire  Clay,  in  Bulk  or  Bagged. 
"Amco"  Segment  Sewers— From  30  to  108  diameter 
Send  for  Illustrated  Book  on  "Building  Segment  Sewers" 

Standard  Clay  Products  Limited 

St.  Johns,  P.  Q.,  and  New  Glasgow,  N.  S. 


THREE  SEWER   PIPE  FACTORIES 


ALSO  FIRE  CLAY  FACTORY  AT  ST.   JOHNS,    P.  Q. 
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VANCOUVER  WOOD  PIPE 

&  TANK  CO.,  LTD. 


Contractors  for  Waterworks  Construction, 
Manufacturers  ot  Wire- Wound  Wood  Pipe,  Continuous  Stave 

Pipe,  Tanks,  Silos,  Steam  Casing. 
See  our  new  patented  Wood  Pipe  Coupling— Positively  LEAK  PROOF. 
We  are  the  originators  of  the  BORED  OUT  Wood  Sleeve  Coupling. 
Write  for  Illustrated  Catalogue. 

VANCOUVER,  B.C. 


8S0  Hastings  St.  W. 


Builders'  Iron  Work 

I&trap  Anchor. 


Bolt  and  Strap  Anchor. 


Bolt  Anchor. 

We  specialize  in  general  builders'  ironwork  and  have  unequalled 
facilities  for  quick,  first-class  execution  and  prompt  delivery  of : 


Area  Gratings 
Sidewalk  Doors 
Window  Guards 
Wheel  Guards 
Balconies 


Marquises 

Fire  Escapes 

Stairways 

Spiral  Stairs 

Cast  Iron  Columns 


Bolts  and  Anchors 
Steel  Beams 
Lintels 
Pipe  Railing 
Etc.,  Etc.,  Etc. 


Write  for  illustrated  literature. 


The  Dennis  Wire  and  Iron 
Works  Co.  Limited 
London 


c  A,  rg  AO  A 


1^  A  ¥f   C!  Relaying 
£\,^\.MliijiO  Switches,  Turntables,  Etc. 


Carried  in  Stock 


Locomotives  and  Cars 
Jno.  J.  Gartshore,  Toronto 


Water  Supply 

from 

Deep  Wells 

is  obtained  at  a  mini- 
mum cost  by  use  ot  our 
deep  well  pumps. 


Write  for 
Bulletin  26 
explaining: 
the  use  of 
Cook's 
Patent 
Brats  Tube 
Well 
Strainer 


A.  D.  COOK 

Lawrenceburg  Indiana,  U.  S.  A. 

Manufacturer  of  a  Complete  line  of  DEEP  WELL 
SUPPLIES  including  Steam,  Belt  and  Motor  Driven 
DEEP  WELL  PUMPS,  Wind-mill  and  Hand  Pumps, 
Working  Barrels  and  Valves,  Pump  Rods  and  Pump 
Rod  Joints,  Drill  Rods  and  Drill  Rod  Joints,  Drilling 
and  Well  Tools. 

Catalogue  Mailed  Upon  Rhqtjkst 


Crushed  Rubble  Dimension 

CROOKSTON  QUARRIES 

Crushed  Stone — Clean,  tough  stone,  specially  suitable  for  concrete  mix  and  macadam  roads.  Although  we 
have  supplied  hundreds  of  cars  of  stone  to  Toronto,  Montreal  and  intervening  points  we  have  never  had  one 
car  rejected. 

Rubble  Stone — From  one  man  size  to  blocks  weighing  many  tons. 
Dimension  Stone — The  stone  that  has  stood  the  test  for  half  a  century. 

Capacity  500  ton*  a  day  C.P.R.  and  G.T.R.  Connections  Telephone  Madoc  2.  R  3—2 

ASK  US  FOR  QUOTATIONS 

QUINLAN  &  ROBERTSON,  Limited,  Crookston,  Ontario 
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Civil 

Electrical 
Mechanical 


Directory  of  Engineers 


Contractors 

Special 

Interests 


Chipman  &  Power 

Civil  Engineers 

TORONTO  WINNIPEG 

Willis  Chipman.       Geo.  H.  Power. 


Anglins  Limited 

Contracting  Engineers 

65  Victoria  St.  MONTREAL 


H.  J.  Griswold, 

Montreal. 


B.  W.  Seton, 

Toronto. 


DOMINION  ENGINEERING 
&  INSPECTION  CO. 

Inspecting  and  Testing  Engineer* 
Head  Office  and  Laboratories, 
820  Lagauchetiere  St.  West,  Montreal. 

BRANCH  OFFICES: 
24  Adelaide  Street  East,  Toronto. 
806  Union  Trust  "Building,  Winnipeg 
CEMENT  TESTING  AND  REIN- 
FORCED CONCRETE  INSPECTION 
MILL,  SHOP  AND  FIELD  INSPEC- 
TION OF  STEEL  STRUCTURES 
AND  BRIDGES 
TESTS  AND  INSPECTION  OF  IRON 

AND  STEEL  PIPE,  ETC. 
LOCOMOTIVES,  CARS,  NEW  AND 

SECOND-HAND  EQUIPMENT 
Represented  at  New  York,  Pittiburgh  and 
Chicago;  Glasgow  and  London,  Eng. 


Canadian  Inspection  & 
Testing  Laboratories 

Limited 

Inspecting  Engineers 
and  Chemists 

Mill,  shop  and  field  inspec- 
tion of  bridges  and  struc- 
tural work;  test  of  materi- 
als; mill  inspection  of  rails 
and  track  supplies;  found- 
ry inspection  of  steel  and 
iron  castings  of  all  classes; 
expert  examinations  and 
reports.  Representatives 
at  all  important  Canadian, 
American    and  European 


Works. 

Head  Office 
and  Main  Laboratories: 

Branch    Offices    and    Laboratories — 
TORONTO.  WINNIPEG.  EDMONTON. 
VANCOUVER  and   NEW  GLASGOW 


MONTREAL 


R.  S.  &  W.  S.  LEA 

Consulting  Engineers 

Waier  Supply  ;  Sewerage  and  Drainage  ;  Water 

Purification;  Disposal  of  Sewage  and  Refuse ; 

Water  Power  Developments  and  Power  Plants. 
Reports,  Designs,  Supervision  of  Construction 
New  Birk*  Bids.  Telephone 

MONTREAL.  P.Q.  Uptown  783 


FRANK  BARBER 

Bridge  and  Structural  Engineer 

Steel  and  Reinforced  Concrete  Bridges  and 
Buildinfts,    Foundations.    Municipal  Work 

40  JARVIS  STREET,  TORONTO 


Kobert  W.  Hunt, 
Thos.  C.  Irving,  Jr. 


Chsrles  Warnock, 
Jai.  W.  Moflat, 


Robert  W.  Hunt  &  Co. 

Limltsd 

Consulting  and  Inspecting  Engineers, 
Chemists  and  Metallurgists 

Expert  inspection  and  tests  of  all  structural 
materials  and  mechanical  equipment. 

Inspectors  at  all  important  industrial  centres. 

Reports  on  Properties  and  Processes 

Head  Office  and  Laboratories : 
McGill  Building,  Montreal 
Branches : 

Toronto         Vancouver         London,  England 


Power  &  Son, 


Architects  and  Buildings  Surveyors 

Merchants  Bank  Chambers, 

Kingston,  Canada 


Geo.  M.  Miller  &  Co. 

Architects 

93  Yonge  Street        -  TORONTO 


Crushed 
Stone 


Cut 

Stone 

BRICK  l^^S^  SAND 

T.  A.  Morrison  &  Co.,  '°,$SV,;-r"eal' 


TAMCO 
o 


Reid  &  Brown  Structural  Steel 
&  Iron  Works,  Limited 

We  carry  a  large  stoclt 

Steel  Beams,  Channels,  Angles, 
Plates,  Columns,  etc. 

FOR  IMMEDIATE  SHIPMENT 
Office  and  Works-63  Esplanade  E,  TORONTO 

Phones— Main  904  and  905 


R.  O. 
WYNNE  -  ROBERTS 
Consulting  Engineer 

40  JARVIS  STREET 

TORONTO 

Water  Supply,  Sewerage,  Sewage  Dis- 
posal, Civic  and  General  Engineering, 
Arbitrations,  Investigations,  Valuations, 
Reports,  etc. 


We  protect 

TIMBER 

from 

DECAY 

at  our  Carbolineum  Treating  Plant 

The  Lachute  Shuttle  Co.,  Ltd. 

Lachute  Mills,  P.  Que. 


THOMSON  BROS. 

CONTRACTORS 

Establislied  1884. 
Masonry    and    all    kinds    of  Reinforced 
Concrete  Construction  Work  carried  out. 

Main  2453     413  Ryrie  Bldg.,  Toronto. 
Park.  538.  Park.  3302  NiRhts,  Sundays,  ard 
Holidays. 


DARLING  BROTHERS  LIMITED 

ENGINEERS  &  MANUFACTURERS 

MONTREAL,  CANADA 

Branches :  Agents : 

Toronto.  Winnipeg       Halifax.  Calgary.  Vaneounr 

PUMPS  FOR  ANY  SERVICE    •  iSTEAM  APPLIANCES  OFEVERV  KiNll 


Sash 

Operating  Machinery 

of  all  kinds 

KING  CONSTRUCTION  CO. 

40  Dovercourt  Rd.,  TORONTO 


Milton  Hersey  Co.,  Ltd. 

Engineer*,  Chemist*,  In*pector* 

PAVING 

desifined,  superintended,  inspected.  ; 
Montreal  Winnipeg  New  York  ;  ^ 
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CANADIAN 
CHICAGO  BRIDGE  &  IRON 


CO. 


Limited 
BRIDGEBURG,  ONTARIO 
Our  Specialty  is  the  Design,  Manufacture 
and  Erection  of  Elevated  Steel  Tanks 
for  Municipal,  Railroadand  Factory  Service. 
We  also  design,  manufacture  and  construct 
Oil  Tanks,  Coaling  Stations,  Bridges,  Turn- 
tables, Building  and  Structural  Material. 

"Write  our  nearest  Sales  Office  for  prices,  plans 
and  specifications.  Our  catalogue  No.  15  gladly 
mailed  to  you  upon  request." 


Built  for  C.P.R. Montreal 


Sales  Offices:— 
Bridgeburg,  Ontario.  130  Janet  Street 

Chicago,  Illinois,   1.305  West  105th  Street 
Nrw    York,  N.   Y.,  30  Church  Street 

Shops:— Bridgeburg.  Ont. 
Chicago,  111.  G 


reenville.  Pa. 


*  The  Maritime  Bridge 

Company,  Limited 

Manufacturers  and  Erectors  of 

Steel  Railway  and  Highway  Bridges, 
Buildings,  Girders,  Trusses,  Towers, 
Turntables,  Tanks,  Smoke  Stacks, 
Riveted  Pipe,  and  Structural  Steel  and 
Plate  Work  of  all  descriptions. 

We  have  the  only  complete  stock  of 
Steel  Shapes,  Plates  and  Bars  in  the 
Maritime  Provinces. 


Office  and  Plant: 

New  Glasgow,  Nova  Scotia 


'Galvaduct"  and  ''Loricated" 

Conduits 


for  Interior  Constructon 


Conduits  Company,  Limited 

Sole  Manufacturers  under  Canadian  and  U.  S.  Letters  Patent 


Toronto 


Canada 


Standard 
Wires  and  Cables 

include  a  complete  line  of  bare 
and  insulated  electrical  conduc- 
tors for  all  classes  of  service,  al- 
so cable  accessories.  We  also 
manufacture  copper,  and  brass 
tuljes  and  rods,  extruded  brass 
shapes,  etc.  We  are  in  a  posi- 
tion to  serve  all  users  of  these 
products  to  good  advantage, 
our  nearest  office. 

Standard  Underground  Cable  Co.  of  Canada 

Limited 
Hamilton,  Ont. 

Montreal,  Toronto,  Hamilton,  Seattle. 


Write 


STRUCTURAL  STEEL 

and 

BRIDGE  BUILDERS 


Capacity  18,000  Tons. 

We  build  and  erect  all  kinds  of  Structural  Steel,  Bridges, 
Roof  Trusses,  Bank  and  Office  Railings,  Stair 
Work.  Elevator  Grilles,  Fire  Escapes,  etc. 

Over  5,000  Tons  in  Stock  of 

Beams,  Column  Sections,  Angles,  Tees,  Plates,  Bars, 
Checkered  Floor  Plates,  etc. 

McGregor  &  Mclntyre,  Limited 

1139  Shaw  St.  -  -  TORONTO,  CAN. 

Telephone  Hillcrest  1614—1615—1616. 


BITUNAMEL 

Unsurpassed  for  waterproofing  foundations  and  prevent- 
ing rust  and  corrosion  on  exposed  iron 
and  metal  work. 

WRITE  FOR  SAMPLE 

The  Ault  &  Wiborg  Co.  of  Canada 
Ltd.,  Varnish  Works 


Montreal 


TORONTO 


Winnipeg 


i 
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Works  at  Walkerville,  Ontario 


When    placing  your 
order  for 

HYDRANTS, 
VALVES 

and 

VALVE 
BOXES 

place  it  with  us. 


MADE  IN  CANADA 

Strong,  Substantial  and 
Modern  Designs. 
Prices  right. 

Write  for  prices  and  see. 


IMITED 


VALVE-  HYDRANT  MANUFACTURERS 

WALKERVILLE,  ONT. 


BOOKS 

for  Engineers 
and  Contractors 

The  following  Books  are  Offered  subject  to  Pre- 
vious Sale: 

British  &  Foreign  Building  Stones,  by  John  Watson.  Pub- 
lished in  1911  at  the  University  Press,  Cambridge,  Eng- 
land.    483  pages.     Price  50  cents. 

Centrifugal  Pumps,  by  R.  L.  Daugherty.  Published  in  1915 
by  McGraw-Hill  Book  Company.  190  pages,  illustrated. 
Price  $2.00. 

Concrete  Construction  for  Rural  Communities,  by  Roy  A. 
Seaton.  Published  in  1916  by  the  McGraw-Hill  Book  Co. 
223  pages,  illustrated;  price  $2.00. 

Construction  of  Roads  &  Pavenjents,  by  T.  R.  Agg,  C.  E. 
Published  in  1916  by  McGraw-Hill  Book  Company.  432 
pages,  illustrated.     Price  $3.00. 

History  of  Bridge  Engineering,  by  Henry  Grattan  Tyrrell, 
C.E.     480  pages,  illustrated.     Price  $5.00. 

Irrigation  Practice  and  Engineering  (Volume  One),  by  B.  A. 
Etcheverry.  Published  in  1915  by  McGraw-Hill  Book  Com- 
pany.    213  pages,  illustrated.     Price  $2.00. 

Irrigation  Practice  &  Engineering  (Vol.  2),  by  B.  A.  Etche- 
verry. Published  in  1915  by  McGraw-Hill  Book  Com- 
pany.   364  pages,  illustrated.     Price  $3.50. 

Irrigation  Practice  &  Engineering,  Volume  3,  by  B.  A.  Etche- 
verry. Published  in  1916  by  McGraw-Hill  Book  Company. 
438  pages,  illustrated.     Price  $4.00. 

Locks  and  Builders'  Hardware,  by  Henry  R.  Towne.  Published 
in  1904  by  John  Wiley  &  Sons.  1,116  pages,  illustrated. 
Price  $1.50. 

"Operation  and  Maintenance  of  Irrigation  Systems,"  by  S.  T. 

Harding.  First  edition,  just  published  by  the  McGraw-Hill 
Book  Co.     271  pages,  illustrated.     Price  $2.50. 

Practical  Mathematics  for  the  Engineer  and  Electrician,  by 
Elmer  E.  Burns  and  Joseph  G.  Branch.  Second  edition. 
Published  by  the  Joseph  G.  Branch  Publishing  Company  in 
1914.     143  pages,  illustrated.     Price  $1.00. 

"Practical  Road  Building,"  by  Charles  E.  Foote.  Just  pub- 
lished by  David  McKay.    295  pages,  illustrated.  Price  $1.25. 

"Public  Utility  Rates."  A  discussion  of  the  Principles  and 
Practice  underlying  charges  for  Water,  Gas,  Electricity, 
Communication  and  Transformation  Services,  by  Harry 
Barker,  B.S.  First  edition,  just  published  by  the  McGraw- 
Hill  Book  Company.     387  pages.     Price  $4.00. 

Pumps  and  Pumping,  by  M.  Powis  Bale.  Published  in  1912  by 
Crosby,  Lockwood  &  Son.    120  pages.    Price  $1.50. 

Reinforced  Concrete  Design  Tables.  A  hand  book  for  Engi- 
neers and  Architects,  by  N.  Edgar  Thomas  and  Charles  E. 
Nichols.  First  edition,  just  published  by  McGraw-Hill 
Book  Company.     208  pages.     Price  $3.(X). 

Some  Considerations  Regarding  Cast  Iron  and  Steel  Pipes,  by 
John  Sharp.  Published  in  1914  by  Longmans,  Green  & 
Company.    142  pages,  illustrated.    Price  $1.50. 

Steel  Bridge  Designing,  by  Melville  B.  Wells,  C.E.  Published 
By  Myron  C.  Clark  Publishing  Company  in  1913.  260 
pages,  illustrated.    Price  $2.00. 

Surveying  Manual — A  Manual  of  Field  and  Office  Methods  for 
Use  of  Students  in  Surveying,  by  William  D.  Pence,  C.E., 
and  Milo  S.  Ketchum,  C.E.  Published  in  1915  by  McGraw- 
Hill  Book  Co.    388  pages,  illustrated.    Price  $2.00. 

Use  of  Water  in  Irrigation,  by  Samuel  Fortier.  Published  in 
1915  by  McGraw-Hill  Book  Company.  265  pages,  illus- 
trated.   Price  $2.00. 

"Use  of  Water  in  Irrigation,''  by  Samuel  Fortier.  Second  edi- 
tion. Published  by  McGraw-Hill  Book  Company,  1916.  325 
pages,  illustrated.     Price  $2.00. 

Water  Power  Engineering,  by  Daniel  W.  Mead,  2nd  edition. 
The  Theory,  Investigation  and  Development  of  Water 
Powers.  Published  in  1915  by  McGraw-Hill  Book  Com- 
pany.   843  pages,  illustrated.    Price  $5.00. 

Water  Purification,  by  Joseph  W.  Ellins.  Just  published  by 
McGraw-Hill  Book  (Company.  485  pages,  illustrated.  Price 
$5.00. 

Waterworks  Engineering.  A  Practical  Treatise  on  the  Con- 
struction of  Waterworks  for  the  use  of  Engineers  and 
Students  of  Engineering,  by  Fred.  C.  Uren,  M.  Inst.  C. 
E.  I.  With  numerous  plates  and  186  illustrations.  Pub- 
lished by  Castle  Litho  Limited,  Bristol,  England,  in  1914. 
268  pages.     Price  $3.00. 

Waterworks  Handbook,  by  Alfred  Douglas  Flinn,  Robert  Spurr 
Weston  and  Clinton  Lathrop  Bogert.  Published  in  1916  by 
McGraw-Hill  Book  Company.  824  pages,  illustrated.  Price 
$6.00. 
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Series  A 


No.  12 


Compressed  Air  Machinery,  Tools  and  Appliances 


"LITTLE  TUGGER"  Hoist  handling  bucket  in  excavation  work. 

Send  for  Bulletin  4133.  It  will  show  you  why  the 
"LITTLE  TUGGER"  is  the  alUround  helper  for  the  con- 
tractor. 

Booklet  "Billy-Isms"  is  yours  for  the  asking  also.  Billy 
has  ''the  right  dope" — based  on  experience  with  the  "LITTLE 
TUGGER"  from  East  to  West. 


WHAT  THE 

LITTLE  TUGGER' 

HAS  DONE 
IN  CONTRACT  WORK 


Helped  Out  in 
Emergencies,  Saved 
Time  on  Regular  Jobs, 
Made  Good  all  around 


Pulled  cars  on  level  and  slopes. 

"Snaked"  timbers. 

Lifted  and  placed  timber. 

Placed  concrete  forms. 

Handled  concrete  bucket. 

Handled  pump  in  draining  trenches. 

Swung  the  Inill-wheel  of  large  der- 
rick. 

Placed  sewer,  pipes. 

Hauled  scraper  for  backfilling. 

Hauled  rails  through  a  bender. 

Took  the  place  of  a  team  of  horses 
and  six  men  in  quarry  work. 

You  can  play  the  "LITTLE  TUG- 
GER" against  any  other  machine 
of  its  size.. 

It  is  rugged  and  stands  the  knocks. 
Automatic  oiling  makes  it  easy  to 
take  care  of.  No  exposed  parts 
to  catch  clothing  or  be  in  the  way 
when  moving. 


Compressed  air  equipment  for  the 
contractor  is  an  absolute  necessity  in 
these  days  of  labor  scarcity. 

Tell  us  your  conditions.  We  may 
be  able  to  help. 


CANADIAN  INGERSOLL  -  RAND  CO.,  LTD. 


General  Offices:  MONTREAL,  QUE. 


BRANCH  OFFICES: 

Sydney,  N.S.  Sherbrooke,  Que.  Montreal,  Que. 

Cobalt,  Ont.  Timmins,  Ont.  Winnipeg,  Man.  Nelson,  B.C. 


Toronto,  Ont. 

Vancouver,  B.C. 
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"DOMINION"  Wire  Rope 

Repeat  orders  tell  their  own  story 

Use  our  WIRE  ROPE  on  any  job 

Its  DURABILITY  has  been  proved 
in  its  extensive  use. 


The  Dominion  Wire  Rope  Company,  Limited 


MONTREAL 


TORONTO 


WINNIPEG 


"C.  H.  &  E." 
Contractor's  Equipment 


HOISTS 


Either  Gasoline  Engine 
or  Electric  Motor  Driven 


MATERIAL  ELEVATORS 

Either  Single  or  Double  Cage 

MORTAR  MIXERS 


MARION"  Shovels 

for  all  classes  of  work 


"Ransome'^  Concrete  Mixers 
"Andrews^  ^  Drill  and  Tool  Steel 


Branch : 
108  Mail  Building, 
TORONTO 


Head  Office 

MONTREAL 


Vol.  32  Toronto,  February  13,  1918  No.  7 


GLASS  BENDERS 

TO  THE  TRADE 


THE  TORONTO  PLATE  GLASS 
IMPORTING  COMPANY  uun.o 

GLASS  IMPORTE^IS  AND  MANUFACTURERS 

91-113  DON  ROADWAY,  TORONTO 
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Dominion  Rubber  System 

Pension  Fund 

Details  of  Pension   Plan  adopted  by 
Canadian  Consolidated  Rubber  Co. 
Limited^  for  its  employees. 


1  NAME  The  name  of  the  plan  is  Canadian 
*■  ""'""^  Consolidated  Rubber  Co.  Limited 
Pension  Plan. 

2  OBJECT    After    careful    consideration  of 

the  subject  and  an  exammation 
of  existing  pension  systems,  the  Company  has 
adopted  the  following  plan  as  the  most  liberal 
for  employees  who.  by  long  and  faithful  service, 
have  earned  an  honourable  retirement. 

3.  DEFINITIONS    a-         these  regulations 
ucrini  ■  lun^  "Con-pany" 

shall  mean  the  Canadian  Consolidated  Rubber 
Co.  Limited,  or  its  successors. 

b.  "President"  and  "Board  of  Directors"  shall 
mean  the  President  and  Board  of  Directors  of 
the  Company. 

c.  The  word  "Committee"  shall  mean  the  per- 
sons appointed  by  the  Board  of  Directors  to 
administer  the  Pension  Plan  in  accordance  with 
approved  regulations. 

d.  The  word  "employees"  shall  mean  those 
persons  who  receive  a  regular  and  stated  compen- 
sation from  the  Company,  other  than  a  pension 
or  a  retainer. 

e.  The  expression  "term  of  employment"  shall 
mean  period  of  continuous  employment  in  the 
service  of  the  Company,  or  any  company  or  com- 
panies subsidiary  thereto,  allied  with,  or  prede- 
cessors of  the  Company,  and  shall  include  such 
employment  whether  commenced  prior  to  the 
adoption  of  this  plan  or  not. 

f.  The  expression  "continuous  employment" 
shall  mean  service  with  the  Company  continuously 
without  a  break  of  any  kind,  except  as  due  to  leave 
of  absence,  sickness,  injury,  or  necessary  temporary 
lay-off  on  account  of  reduction  of  force  or  for  any 
other  reason,  all  such  cases  to  be  subject  to  the 
discretion  of  the  Company;  but  when  such 
absence  exceeds  six  months  in  any  twelve  conse- 
cutive months  it  shall  be  deducted  in  computing 
the  length  of  service.  In  any  other  case  t-han 
such  mentioned,  if  a  person  is  re-employed  after 
such  a  break  in  the  continuity  of  this  service, 
for  the  purposes  of  this  pension  plan  he  shall  be 
considered  as  a  new  employee. 

a.  There  shall  be  a  committee 
of  not  less  than  five  nor  more 
than  seven,  appointed  by  the 
Board  of  Directors  to  serve  during  its  pleasure, 
whch  shall  be  called  the  Pension  Committee.  This 
Committee  shall  be  charged  with  the  administra- 
tion of  this  plan. 

b.  The  Committee  shall  have  the  specific  powers 
elsewhere  herein  granted  to  it,  or  that  may  be 
granted  to  it  from  time  to  time  by  the  Board  of 
Directors.  Exceptions  to  or  deviations  from  the 
regulations  so  laid  down  shall  in  all  cases  be  subject 
to  the  approval  of  the  Executive  Committee  of 
the  Board  of  Directors  of  the  Company. 

c.  It  shall  determine  conclusively  for  all  parties 
all  questions  arising  in  the  administration  of  this 
plan. 

d.  It  shall  adopt  such  by-laws  and  rules  of  pro- 
cedure as  it  may  find  necessary,  subject  to  the 
approval  of  the  Board  of  Directors. 

e.  It  shall  be  empowered  to  employ  a  secretary 
and  such  other  assistants  as  may  be  required  in 
the  administration  of  the  plan. 


4.  PENSION 
COMMITTEE 


7.  DISABILITY 
PENSIONS 


5.  PENSION  TheCompany  shall  appropriate 
FUND  such  sums  of  money  from  time 

to  time  as  may  be  necessary 
in  administering  this  plan,  and  no  contributions 
will  be  required,  or  received  from  any  employees 
of  the  Company. 

6.  ELIGIBILITY     a-    All    employees  of 

the  Company  engaged  in 
any  capacity  whatsoever,  and  wherever  located, 
are  eligible  to  a  pension  as  hereinafter  stated. 

b.  All  male  employees  who  have  reached  the  age 
of  sixty-five  years  and  whose  term  of  employment 
has  been  twenty  years  or  more,  and  all  female 
employees  who  have  reached  the  age  of  sixty  and 
whose  term  of  employment  has  been  twenty  years 
or  more,  may  with  the  approval  of  the  Pension 
Committee  retire  from  active  service,  if  they  so 
clesire  and  become  eligible  for  pensions. 

c.  All  male  employees  who  have  reached  the 
age  of  sixty  years  and  whose  term  of  employment 
has  been  twenty  years  or  more,  and  all  female 
employees  who  have  reached  the  age  of  fifty-five 
and  whose  term  of  employment  has  been  twenty 
years  or  more,  may  at  the  discretion  of  the  Pension 
Committee  be  retired  from  active  service,  and 
become  eligible  for  pensions. 

At  the  discretion  of  the 
Committee  and  with  the 
approval  of  the  Board 
of  Directors,  any  employee  who  has  become 
totally  disabled  as  a  result  of  sickness  or  injury, 
compensation  for  which  may  not  otherwise  have 
been  provided,  and  whose  term  of  employment 
has  been  fifteen  years  or  more,  may  be  retired  from 
active  service  and  granted  a  pension.  If  a  pension 
is  granted  it  shall  be  for  such  period  as  the  Com- 
mittee may  determine,  and  if  at  any  time  during 
such  period  the  employee  recovers  sufficiently  to 
resume  active  service,  the  pension  may  be  discon- 
tinued by  action  of  the  Committee.  If  the  em- 
ployee re-enters  the  service  of  the  Company  at  the 
time  such  pension  is  discontinued  he  shall  be 
eligible  to  a  pension  under  these  regulations,  and 
the  period  of  absence  on  disability  pension  shall  be 
considered  as  a  leave  of  absence  and  not  a  break 
in  the  continuity  of  the  employee's  service. 

a.  The  annual  amount 
of  such  pensions  shall 
equal  one  per  cent,  of 
the  average  yearly  wage  for  the  ten  years  prior  to 
retirement,  multiplied  by  the  number  of  years  em- 
ployed, but  such  pensions  shall  not  be  more  than 
$5,000.00  per  year,  nor  less  than  $240.00  per  year. 

For  example,  if  an  employee's  average  annual 
wage  for  ten  years  is  $1,000.00  and  he  has  been  in 
the  service  for  thirty  years,  he  would  receive  1% 
of  $1,000.00  or  $10.00  multiplied  by  thirty,  or 
$300.00  per  year  or  $25.00  per  month. 

b.  In  case  of  special  difficulty  in  determining 
with  practical  accuracy  the  average  yearly  wage 
for  the  ten  years  prior  to  retirement,  the  Com- 
mittee may  at  its  discretion  take  some  smaller 
consecutive  number  of  years  for  the  purpose  of 
determining  a  fair  average  yearly  wage. 

9_  PAYMENT  Pensions  shall  be  paid  to 
thepensioner  personally 
on  the  first  of  each  month  from  the  date  of  retire- 
ment until  the  death  of  the  employee,  unless  sus- 
pended for  such  reasons  as  are  described  in  this 


8.  AMOUNT  OF 
PENSIONS 


plan,  and  in  case  a  male  pensioned  employee  at  the 
time  of  death  is  survived  by  a  widow,  or  if  either 
male  or  female  pensioned  employee  is  survived  by 
minor  children,  the  pensions  shall  be  continued 
for  three  months  after  death,  payable  to  the  widow 
in  the  first  instance  and  to  the  administrator  or 
other  legal  representative  of  the  minor  children  in 
the  second  case,  to  be  applied  as  in  the  case  of 
other  property  of  the  deceased,  in  the  interest  of 
the  minor  children. 

10.  GENERAL  a-  Neither  the  action  of  the 
PDnUICmMC  Board  of  Directors  in  estab- 
rnwvisiwns  lishing  this  Pension  Plan  or 
any  action  hereafter  taken  by  the  Board  of 
Directors  or  the  Pension  Committee  shall  be 
construed  as  giving  any  officer  or  employee 
or  agent  of  the  Company  the  right  of  service, 
or  any  right  to  a  pension;  and  the  Company 
expressly  reserves  its  right  and  privilege  to  dis- 
charge at  any  time  any  ofTicer,  employee  or  agent 
when  the  interests  of  the  Company,  in  its  judg- 
ment, may  so  require,  without  liability  for  any 
claim  for  a  pension  or  other  allowance  other  than 
salary  or  wages  due  and  unpaid. 

b.  The  Board  of  Directors  may  annul,  alter, 
add  to  or  amend  in  any  way  any  and  all  of  the 
provisions  contained  in  this  plan,  or  hereafter 
adopted  by  the  Board  of  Directors  in  respect  of 
this  plan,  and  may  at  any  time  set  aside  any  action 
taken  by  the  Pension  Committee. 

c.  The  Company  guarantees  that,  once  a  pen- 
sion has  accrued  to  a  particular  employee,  it  will 
continue  such  pension  for  the  life  of  the  particular 
employee  and  as  specified  with  reference  to  widows 
and  minor  children;  subject,  however,  to  the  pro- 
visions and  conditions  of  the  regulations  laid  down 
by  the  Board  of  Directors  or  the  Pension  Com- 
mittee. It  is  understood  that  Section  10b  given 
above  shall  not  affect  such  guaranty. 

d.  Assignment  of  pensions  under  this  plan  will 
not  be  permitted  or  recognized. 

e.  Pensions  may  be  suspended  or  terminated  in 
the  discretion  of  the  Committee  in  cases  of  gross 
misconduct  or  of  any  conduct  prejudicial  to  the 
interests  of  the  Company. 

f.  Any  retired  employee  may,  by  first  obtaining 
the  approval  of  the  Committee,  engage  in  any  occu- 
pation or  work  which  is  not  prejudicial  to  the 
interests  of  the  Company.  If  any  retired  employee 
shall  engage  in  any  thing  which  in  the  judgment  of 
the  Committee  is  prejudicial  to  the  interests  of  the 
Company,  the  payment  of  a  pension  to  such  retired 
employee  may  be  suspended  or  discontinued. 

g.  Regular  employment  with  this  Company 
shall  suspend  the  right  of  a  retired  employee  to 
pension  payment  during  the  period  he  continues 
in  such  employment. 

h.  In  case  any  pension  shall  be  payable  under 
the  laws  now  in  force,  or  hereafter  enacted,  of  the 
Dominion  of  Canada  or  any  Province  thereof  or 
any  State  or  Country,  to  any  employee  of  the  Com- 
pany under  such  laws,  the  excess  only,  if  any,  of 
the  amount  prescribed  in  this  plan  above  the 
amount  of  such  pension  prescribed  by  law,  shall 
be  the  pension  payable  under  this  plan. 


11.  TIME  TO 
TAKE  EFFECT 


This  plan  shall  take  effect 
January  1st,  1918. 


Canadian  Consolidated  Rubber  Co.  Limited 


Head  Offices 


MONTREAL 


FACTORIES  AT  MONTREAL.  GRANBY,  QUE.,  ST.  JEROME.  QUE..  KITCHENER,  ONT..  ELMIRA.  ONT..  PT.  DALHOUSIE.  ONT., 
SERVICE  BRANCHES  AT  HALIFAX.  ST.  JOHN.  QUEBEC.  OTTAWA.  BELLEVILLE.  TORONTO.  HAMILTON. 
BRANTFORD,  LONDON.  KITCHENER.  NORTH  BAY.  FORT  WILLIAM.  WINNIPEG.  REGINA. 
SASKATOON.  EDMONTON.  CALGARY,  LETHBRIDGE.  VANCOUVER.  VICTORIA. 
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^'BEATTY" 

Auxiliary  Ship  Machinery 


Ash  Hoist  for  ships  now  being  built  in  Canada 
—   Agents  — 

H.  E.  Plant,  Montreal,  Que.  R.  Hamilton,  Vancouver 

E.  Leonard  &  Sons,  St.  John,  N.B.     Kelly-Powell,  Winnipeg 


Cargo  Winches 
Warping 
Winches 
Anchor  Wind- 
lasses 
Ash  Hoists 

Also 

Hoisting  Engines, 
Electric  Hoists, 
Steel  Derricks, 
Derrick  Irons, 
Clamshell  Buckets, 

Let  us  know  what  you  want 
along  this  line 
We  will  tender  promptly 

M.  BEATTY  &  SONS,  LTD.,  WELLAND 


LONDON 


The  Elevated 
Drum  allows  a 
great  descent 


ELEVATED  DRUM 


Paving  Mixer 

Forward  Loader  and  Rear  Dis- 
charge take  up  little  room  on 
the  roadway. 

Traction  Drive.  Moves 
anywhere  with  its  own  power. 

The  Rotary  Distributing  Chute 
turns  in  a  complete  half  circle,  also 
opens  up  at  different  points.  The  con- 
crete is  distributed  to  any  part  of  the 

road.  No  wheeling.  No  shovel-    -^^^B:*'  -         /  \  >v< 

ling  of  concrete.  -..««*^  .^^^-^ 

ONE-THIRD  LESS  MEN  REQUIRED.  A  BETTER  JOB.  We  guarantee  that  this  Machine  will 
crete  on  a  roadway  at  a  saving  of  1  0  per  cent  over  any  other  type  of  Machine.  Full  particulars  on  request 
Catalogue  No.  1  A. 

We  have  twenty-three  different  sizes  and  styles  of  Mixers. 
Also  a  full  line  of  Concrete  Machinery  and  Cement  Working  Tools. 

LONDON  CONCRETE  MACHINERY  CO.,  LIMITED 

DEPT.  7,  LONDON,  ONTARIO 

World's  Largest  Manufacturers  of  Concrete  Machinery 

AGENCIES 

R    R.  Power,  Halifax,  N.S.  Rene  Talbot,  Qucliec,  Que.  The  Ceneral  Supply  Company  of  Canada,  Toronto,  Ont. 


deliver  Con-  I 
Send  for 


The  Foss  &  Hill  Machinery  Company,  Montreal,  Que. 
Tlie  npncral  Supply  (Company  of  Canada,  Ottawa,  Out. 


The  General  Supply  Company  of  Canada,  Winnipeg,  Man. 
I'he  B.  C.  Equipment  Company,  Vancouver,  B.C. 
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PERMANENCE  WITH  ECONOMY 

Which  Permanent  Pavement  Gets  the  Yardage  in  Cities? 

The  Following  Two  Charts  Tell  the  Story: 

Total  Yardage  of  Permanent  Pavements  in  the  Six  Largest  Canadian  Cities. 

Hot  Mix  Asphalt.  .  9,972,072  sq.  yds.  — — 

Concrete   536,744 

Brick   1,278,884 

Wood  Block  ....  1,158,118  " 
Stone  Block  ....    240,934  " 


it  <( 


Total  Yardage  of  Permanent  Pavements  Laid  in  1915  in  the  Six  Largest 

Canadian  Cities. 


Hot  Mix  Asphalt 
Concrete  .  .  . 

Brick  

Wood  Block  . 
Stone  Block  . 


1,050,830  sq.  yds. 


27,047 
87,067 
16,321  •* 
73,643  " 


What  has  been  the  wise  course  in  the  cities,  after  experiment,  will  prove  wise  in  suburban 
areas,  town  streets,  and  national  highways,  because  traffic  load  is  as  heavy  now  on  these  roads 
as  it  was  in  cities  when  asphalt  was  so  generally  adopted. 

The  above  graphs  are  compiled  from  official  figures  published  in  the  CANADIAN 
ENGINEER,  May  11th,  1916. 

Note  that  the  second  graph  clearly  shows  that  asphalt  is  increasing  its  already  enormous  lead. 


IMPElRIflll 

CAIMADIyXlM  MA.DE 

ASPHALTT 


PAVING  ASPHALT  for  construction  of  Hot  Mix  Asphalt  Roads.    The  finest  and  most 
economical  of  all  roads. 

ASPHALT  BINDERS  for  Penetration  Asphalt  Macadam  Roads.    Cheap,  durable  and  dust- 
less. 

LIQUID  ASPHALT  for  dust  prevention  and  increasing  traffic  efficiency  of  earth,  gravel 
and  macadam  roads. 

Write  Our  Road  Engineering  Department  for  Further  Information. 

IMPERIAL  OIL,  LIMITED 

Road  Department      -      Imperial  Oil  Bldg.,  Toronto 
BRANCHES  IN  ALL  CITIES 


r 
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Acetylene  Gas 

The  Piest-O-Lite  Co.,  Inc. 

Air  Compressors 

Can.  Ingersoll-Rand  Co.,  Ltd. 
Canadian  Allis-Chalmers,  Ltd. 

Aluminium 

Spielmann  Agencies  Regd. 

Air  Hoists 

Canadian   Ingersoll-Rand  Co. 
Northern  Crane  Works 

Anchor  Bolts 

Hamilton  Bridge  &  Iron  Works 

Architectural  Iron  Works 

Canadian  Allis-Chalmers  Ltd. 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Architectural  Terra  Cotta 

Toronto  Plate  Glass  Imp'tg  Co. 

Ash  Hoists 

Gillis  &  Geoghegan 

Asphalt 

Asphalt  &  Supply  Company 
Imperial    Oil  Company 

Axes 

Canada    Foundries    &  Forgings, 

Beam  Spans 

Hamilton  Bridge  &  Iron  Works 

Blast  Hole  Drills 
Hopkins  &  Co.,  F.  H. 

Blowers  and  Compressors 

Canadian  Blower  and  Forgs  Co. 
Can.  Ingersoll-Rand  Co.,  Ltd. 
Sheldons  Limited 

Boilers 

Beatty  &  Sons,  M. 

Canadian  Allis-Chalmers  Ltd. 

Inglis  Company,  John 

Marsh  &  Henthorn 

McDougall  Caledonian  Iron  Wks. 

Miissens  Limited 

Williams  Machinery  Co.,  A.  R. 

Boxes — Junction 

Standard  Underground  Cable  Co. 
of   Canada,  Limited 

Brick  Dryers 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Brick  Machinery  and  Supplies 
Sheldons  Limited 
Wettlaufer  Bros. 

Brick  Manufacturers 

Sun  Brick  Company 

Bridges 

Canadian   AUis-Chalmcrs  Ltd. 

Bridges  (Steel) 

Canadian  Bridge  Company 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works. 
MacKinnon-Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime    Bridge  Company 

Buckets 

Beatty  &  Sons,  M. 
Hopkins  &  Co.,  F.  H. 
Manitoba  Bridge  &  Iron  Works 

Buckets — Steel 

Marsh  &  Henthorn,  Ltd. 

Cable 

Dominion  Wire  Rope  Co.,  Ltd. 
Standard  Underground  Cable  Co. 
of   Canada,  Limited 

Cable  Terminals 

.Standairl   Undcrnrniiiid  (  able  Co. 
of  Canada,  Limited 

Cars— Steel  Body 

Hamilton  Bridge  Works  Co. 
Marsh  &  Henthorn,  Ltd. 

Willinni'-  MnrhiiK  iy  ('•>..  A.  U. 


Car  Wheels 

Marsh  &  Henthorn,  Ltd. 
Steel  Co.  of  Canada  Limited 

Castings — Grey  Iron 

Marsh  &  Henthorn,  Ltd. 
Casements 

Trussed  Concrete  Steel  Co. 
Cement 

Britnell  &  Company 
Cement,  High  Temperature 

Beveridge  Paper  Co.,  Ltd. 
Cement  Waterproofing 

Barrett  Company 

Ideal  Concrete  Machinery  Co. 

Imperial   Oil  Company 

Trussed  Concrete  Steel  Co. 

Centrifugal  Pumps 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 

Chemists 

Canadian  Inspection  and  Testing 
Laboratories 

Coal  Chutes 

Manitoba  Bridge  &  Iron  Works 

Coal  Handling  Apparatus 
Beatty  &  Sons,  M. 

Cold   Storage  Insulation 
Armstrong  Cork  Company 

Compressed  Acetylene  Gas 

The   Prest-O-Lite   Co.,  Inc. 

Concrete  Block  Machines 

Cast  Stone  Block  &  Machine  Co. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 

Concrete  Culvert  Pipe 

Blair.  B. 

Dominion  Concrete  Company 

Concrete  Hardener  and  Water- 
proofer 

Beveridge  Peper  Co.,  Ltd. 

Concrete  Mixers  and  Appliances 
Hopkins  &  Co.,  F.  H. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
Mussens  Limited 
Wettlaufer  Bros. 

Concrete  Sewer  Pipe 
Blair,  B. 

Dominion  Concrete  Company 

Conduits 

Conduits  Company,  Limited 
Orpen  Conduit  Company 

Connecting  Rods 

Canada    Foundries    &  Forgings, 

Contractors 

Anglins  Limited 
Foundation  Company 
Hamilton  Bridge  Works  Co. 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 
Wells  &  Gray  Limited 

Contractors'  Plant  &  Supplies 
Beatty  &  Sons,  M. 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Dake  Engine  Company 
Marsh  &  Henthorn 

Conveyor  Belting 

Dunlop  Tire  &  Rubber  Company 
Conveying  Machinery 

Canadian   Matbews   Gravity  Car- 
rier Company 

Core  Drills 

Canadian  Allis-Cbalniers  Ltd. 
Can.  Ingersoll-Rand  Co.,  Ltd. 


Corrugated  Iron 

Pedlar  People  Limited 

Cranes,  Travelling  and  Locomotive 

Boving  Hydraulic  &  Engineering 

Company 
Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Northern  Crane  Works 

Crank  Shafts 

Canada    Foundries    &  Forgings, 

Crushed  Stone  and  Granite 

Canada  Crushed  Stone  Corpora- 
tion 

Crushed  Stone,  Limited 
Morrison  Company,  T.  A. 

Crushers  (Stone  and  Rock) 

Canadian  Allis-Chalmers  Ltd. 
London  Concrete  Machinery  Co. 
Mussens  Limited 

Culverts 

Pedlar  People 

Damp  Proof  Coating 

Barrett  Company 
Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 

Deck  Spans 

Hamilton  Bridge  &  Iron  Works 

Derricks  and  Derrick  Fittings 

Beatty  &  Sons,  M. 
Hopkins  &  Company,   F.  II. 
Maritime  Bridge  Company 
Marsh  &  Henthorn,  Limited 
Northern  Crane  Works 

Dredging  Pumps 

Boving  Hydraulic  &  Engineering 
Company 

Dredges 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 

Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 

Drill  Sted  Sharpeners 

Canadian  Ingersoll-Rand  Co. 

Dump  Cars,  Wheels,  etc. 

Hopkins  &  Company,  F.  H. 
Manitoba  Bridge  &  Iron  Works 
Maritime    Bridge  Company 
Marsh  &  Henthorn 
Sheldons  Limited 

Drift  Pins 

Canada  Foundries  &  Forgings, 
Hamilton  Bridge  Works  Co. 

Drying  Apparatus 

Canadian  Blower  &  Forge  Co. 

Elastite 

Carey  Mfg.  Co.,  Philip 
Trussed  Concrete  Steel  Co. 

Electric  Fans 

Sturtevant  Co.  of  Can.,  Ltd.,  B.  F. 

Electric  Air  Rock  Drills 

Canadian  Ingersoll-Rand  Co. 

Electric  Impulse  Clocks 
Gent  &  Company 

Electric  Water  Systems 

Ontario  Wind  Engine  &  Pump 
Company 

Electrical  Specialties 

Spielmann  Agencies  Regd. 

Electrical  Supplies 

Canadian  General  Electric  Co. 

Elevator  Doors 

Ormsby  Company,  A.B. 

Elevators 

Northern  Crane  Works 
TurnbuU  Elevator  Company 


Engines 

Canadian  Allis-Chalmers  Ltd 
Canadian  Blower  and  Forge  ( 
Hopkins  &  Company,  F.  H. 
Inglis  Company,  John 
McDougall  Caledonian  Iron  V  . 

Engineers  (Civil  and  Mechanica 

Bowman  &  Connor 

Chipman  &  Power 

Dominion  Engineering  &  Ins  • 

tion  Company 
Foundation  Company 
Haddin  &  Miles 
Hunt  &  Co.,  Robt.  W. 
Milton  Hersey  Co. 
R.  &  W.  S.  Lea 
Wynne-Roberts,  R.  O. 

Excavators 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 

Exhaust  Heads 

Canadian  Blower  and  Foige 
Sheldons  Limited 

Expanded  Metal 

Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 


Fans 

Ca; 

Sheldons  Limited 


Canadian  Blower  and  Forge^ 


Fibre,  Vulcanized 

Beveridge  Paper  Co.,  Ltd. 

Fire  Brick,  Jointless 

Beveridge  Paper  Co.,  Ltd.  . 

Fireproof  Doors  and  Windows 
Ormsby  Company,  A.  B.  ' 
Pedlar  People  Limited 
Trussed   Concrete  Steel  Cc 

Fire  Escapes  | 

Dennis  Wire  &  Iron  Work;^ 
Manitoba  Bridge  &  Iron  M,lei 
McGregor  &  Mclntyre  | 

Fire  Escape  Spirals 

Canadian   Mathews   Gravitj  '.»'■ 
rier  Company 

Fire  Protection  Appliances 
Bickle  Company,  R.  S., 

Flag  Poles 

Ontario  Wind  Engine  &  Pk 
Company  f 

Flooring  Materials  ' 
Armstrong  Cork  Company  I 
Imperial  Oil  Company  j 

Forges 

Canadian  Blower  and  For 
Sheldons  Limited  I 

I 

Forgings,  Steel  &  Iron  [ 
Canada    Foundries    &  FejSj 

Gasoline  Engines 

Boving  Hydraulic  &  Engi 

Company 
Canadian  Allis-Chalmers  ij 
London  Concrete  Machine 
Ontario  Wind  Engine  & 

Company 

Generators 

Canadian  General  Electric  9. 

Glass  j 
Toronto  Plate  Glass  Iinpt:(ft' 

I 

Governors  : 
Boving  Hydraulic  &  Engiw  ic 
Company 

Gravity  Carriers 

Canadian   Mathews  Gravi  ■ 
rier  Company  '{ 
(Continued  on  page  •! 
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CsiSt  Stone  Blocks  with  Granite  Veneered  Facing 


Our  system  of 


Cast  Stone 
Block 

in  a  a  u  facture 
makes  use  ot 
poured  con- 
crete or  wet- 
m  i  X  process. 
This  system 
g-  i  V  es  greater 
density  and 
strength  to  the 
finished  block 

and  makes  a  better  surface  for  the  Granite  Veneered 
facing  which  may  be  applied.  This  Granite  facing 
gives  you  a  distinctly  superior  Stone  Block  that  will 
get  the  business  in  any  locality.    The  cost  of  Blocks 

made  by  this  process  is  very  small  because  of  the 
used  and  the  perfected  machinery  and  moulds. 


modern  methods 


Write   for    Catalogue   and  details   of  our  proposition. 

Cast  Stone  Block  &  Machine  Co.,  Limited 

298  Howard  Ave.,  WINDSOR,  ONT. 


The  BEST  Results  in  Painting 

are  obtained  from 

Special  Paints  made  Specially  to  meet  Special  Conditions 

A  Paint  made  to  give  the  best  possible  results  on  ALL  kinds  of  surfaces 
cannot  (the  fact  is  self  evident)  give  the  same  protection  that  a  paint 
made  specially  to  protect  ONE  special  surface  will  give. 

SPECIAL  PAINTS  ARE  OUR  SPECIALTY 


BRIDGES 
BUILDINGS 
GAS  HOLDERS 
STEEL  CARS 


If  You  Contemplate  the  Painting  of : 

STRUCTURAL  STEEL 
STACKS  and  BOILERS 
ROOFS  (metal  or  canvas) 
GRAIN  ELEVATORS 

We  shall  be  glad  to  tell  you  of  these  Special  Coatings 
They  will  REDUCE  YOUR  MAINTENANCE  COST 


TANKS 

PENSTOCKS 

PIPING 

TROLLEY  POLES 


DOMINION  PAINT  WORKS,  LIMITED 


Montreal 
Toronto 


WALKERVILLE,  ONT. 

Made  in  U.  S.  A.  by  DETROIT  GRAPHITE  CO.  Detroit,  Mich. 


Winnipeg 
Vancouver 
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Hammers 

Canada    Foundries    &  For-^ings, 

Hammer  Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  IngersoU-Rand  Co. 

Heating  Apparatus 

Canadian  Blower  and  Forge  Co. 
Slieldons  Limited 

Heat  Insulating  Materials 

Armstrong  Cork  Company 

Hoists,  Electric 

Northern  Crane  Works 

Hoisting  Apparatus 
Beatty  &  Sons,  M. 
Canadian  Ingersoll-Rand  Co. 
Gillis  &  Geoghegan 
London  Concrete  Machinery  Co. 
Marsh  &  Henthorn 
Mussens  Limited 
Northern  Crane  Works 
Wettlaufer  Bros. 
Williams  Machinery  Co.,  A.  R. 

Hoisting  Engines 
Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Hopkins  &  Company,  F.  H. 
Marsh  &  Henthorn,  Limited 

Hollow  Tile 

National  Fire  I'roofing  Co. 

Hose 

Can.  Consolidated  Rubher  Co. 
Dunlop  Tire  &  Rubber  Co. 

Hydrants 

Canada  Iron  Foundries 
Gartshore-Thompson  Pipe  Co. 
Kerr  Engine  Company 
McAvity  &  Sons,  T. 

Industrial  Cars 

MacKinnon-Holmes  &  Co. 

Inspection  Engineers 

Canadian  Inspection  and  Testing 
Laboratories 


Insulating  Compounds 

Imperial  Oil  Company 
Spielmann  Agencies  Regd. 
Standard  Underground  Cable  Cc. 
of  Canada,  Limited 

Industrial  Cars 

Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Marsh   &  Henthorn,  Ltd. 

Interior  Finish  and  Doors 

Canadian  Office  &  School  Furni- 
ture Company 

Insulating  Bricks 

Armstrong  Cork  Company 

Jib  Cranes  (all  kinds) 

Xortliern   Crane  Works 
Journal  Wedges 

Canada    Foundries    &  Forgings, 

Kilns 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Lead  Pencils 

American  Lead  Pencil  Company 

Lead  (Red  and  White,  Dry) 

C'iirter  White  Lead  Company 

"Lidgerwood"  Hoists 

Canadian  Allis-Chalmers  Ltd. 

Lockers  (Clothes) 

Canada  Wire  &  Iron  Goods  Co. 
Dennis  Wire  &  Iron  Works  Co. 

Machine  Bolts 

Hamilton  Bridge  &  Iron  Works 

Machinery  Insulation 

Armstrong  Cork  Company 

Metal  Lath 

Pedlar   People  Limited 
Trussed  Concrete  Steel  Co. 


Metallic  Roofing 

Pedlar  People  Limited 

Meters,  Water 

McDougall  Caledonian  Iron  Wks. 
Neptune  Meter  Company 

Motors 

Canadian  General  Electric  Co. 

Oil  Tanks 

Boving  Hydravilic  &  Engineering 

Company 
Imperial  Oil  Company 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 

Ornamental  Iron 

Dennis  Wire  &  Iron  Works  Co. 

Ornamental  Moulds 

Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 

Paints  and  Varnishes 
Dominion  Paint  Works 
Hopkins  &  Company,  F.  H. 
Spielmann  Agencies  Regd. 

Paints  (Bridge  and  Structural  Iron 
and  Pipe  Coating) 
Barrett  Co. 

Dominion   Paint  Works 
Imperial  Oil  Company 
Spielmann  Agencies  (Regd.) 
Trussed  Concrete  Steel  Co. 

Paving  and  Paving  Materials 
Asphalt  &  Supply  Company 
Barrett  Co. 

Carey   Mfg.   Co.,  PhiHp 
Imperial   Oil  Company 
Trussed  Concrete  Steel  Co. 


Pipe  (Concrete,  Iron  &  Wood) 

Boving  Hydraulic  &  Engineerir. 

Company  ( 
Dominion  Concrete  Company 
Gartshore  Thomson  Pipe  Co 
National  Iron  Works 

Pipe  and  Boiler  Coverings 
Dominion  Paint  Works 

Pencils  (Lead) 

American  Lead  Pencil  Compan 

Perforated  Metals  /^H 
Canada  Wire  &  Iron  Goods  Co. 

Pile  Driving  Machinery  j 

Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  ' 
Marsh  &  Henthorn,  Limit 

Pipe  Fittings  and  Flanges 
Pittsburgh   Valve,  Found 
Construction  Company 

Pipe  Covering  (Cold  and  Ste 
Armstrong  Cork  Company 

Plumbing  Supplies 

Mueller  Mfg.  Company, 

Planing  Mill  Exhausters 

Canadian  Blower  and  Forge  ( 
Sheldons  Limited 

Plaster 

Britnell  &  Company  j 

Plug  Drillers 

Canadian  Ingersoll-Rand  Co. 
(Continued  on  page  10) 


HAND  POWER  HOISTS  and  DERRICKS 


DOUBLE  PURCHASE  MAST  WINCH  with  Two  Drums 

We  make  this  Winch  as 
illustrated  in  two  sizes  — 
small  and  large — and  in  each 
we  give  a  choice  of  two  di- 
ameters of  drums.  Four  men 
will  lift  about  nine  tons  with  the 
larger  size  on  double-purchase. 


HAND  POWER  DERRICKS 

We  make  a  large  assortment  of 
Derricks  for  hand-power  use,  and  in 
various  sizes  to  lift  up  to  eight  tons. 


See  our  General  Catalog  for  fuller  particulars  of  above. 


Marsh  &  Henthorn,  Limited,  Belleville,  Ont. 


SINGLE  DRUM 
MAST  WINCHES 

Although  not  illustrated 
here,  we  make  single  drum 
mast  winches  with  either . 
single  or  double  purchase,  [i 
and  with  the  same  lifting  | 
capacity  as  the  double  drum 
machine. 

We  also  make 

FLOOR  WINCHES 


with  which  four 
men  will  lift  abou; 
five  tons  on  th«' 
double  -  purchas< 
gearing. 
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Pneumatic  Machinery 

Canadian  IngersoU-Rand  Co. 


Power  Engines 

Roving  Hydraulic  &  Engineering 

Company 
Inglis  Company,  John 


Pumps 

Canada    Foundries    &  Forgings, 


Pumps  and  Pumping  Machinery 
American  Well  Works 
Beatty  &  Sons,  M. 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian  Ingersoll-Rand  Co. 
Cook,  A.  D. 
DarUng  Bros. 

Hopkins  &  Company,  F.  H. 
Inglis  Company,  John 
McDougall  Caledonian  Iron  Wks. 
Ontario   Wind  Engine   &  Pump 

Company  ,„    ,  r- 

Waterous  Engine  Works  Co. 


Quarry  Machinery 

Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 

Railway  Supplies 

Can.  Chicago  Bridge  &  Iron  Co. 
Dominion  Iron  &  Wrecking  Co. 
Gartshore,  John  J. 
Hopkins  &  Company,  F.  H. 


Reinforcements,  Concrete  and  Steel 

Burlington  Steel  Company 
Canada  Wire  &  Iron  Goods  Co. 
Pedlar  People  Limited 
Steel  Co.  of  Canada,  Limited 
Trussed  Concrete  Steel  Co. 


Refrigeration  Machinery 

Boving  Hydraulic  &  Engineering 
Company 


Riveted  Spans 

Hamilton  Bridge  &  Iron  Works 


Road  Asphalt 

Asphalt  &  Supply  Company 
Imperial  Oil  Company 


Road  Oil 

Imperial  Oil  Company 


Road  Machinery 

Hopkins  &  Company,  F.  H. 
Waterous  Engine  Works  Co. 


Rolling  Steel  Doors 

Ormsby  Company,  A.  B. 


Roofing  Material 
Barrett  Co. 

Bishopric  Wallboard  Company 
Branlfoid  Roofing  Company 
.  Carey  Company,  Philip 
Imperial  Oil  Company 
Noble,  Clarence  W. 
Pedlar  People  Limited 


Roofing,  Rubber 

Bcvcridge  Paper  Co.,  Ltd. 


Rubber  Goods 

Can.  Consolidated  Rubber  Co 
Dunlop  Tire  &  Rubber  Co. 


Sash  Machinery 

King  Construction  Company 

Scrap  Iron 

Dominion  Iron  &  Wrecking  Co. 

Screens 

Canada  Wire  &  Iron  Goods  Co. 

Sewer  Pipe 

Britnell  &  Company 
Canada  Iron  Foundries 
Dominion  Sewer  Pipe  Co. 
Gartshore  Thompson  Pipe  Co. 
Hamilton  &  Toronto  Sewer  Pipe 

Company 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
National  Iron  Works 
Ontario  Sewer  Pipe  Company 
Standard  Clay  Products  Ltd. 

Sheathings 

Beveridge  Paper  Co.,  Ltd. 

Ship  Forgings 

Canada    Foundries    &  Forgings, 

Shovels  (Steam) 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 

Silo  Moulds 

London  Concrete  Machinery  Co. 


Skylights 

Pedlar   People  Limited 
Trussed  Concrete  Steel  Co. 


Smoke  Stacks 

Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
MacKinnon,  Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime   Bridge  Company 
Marsh  &  Henthorn,  Ltd. 
Pedlar  People  Limited 


Sprinkler  Tanks  (Steel) 

Can.  Chicago  Bridge  &  Iron  Co. 

Stair  Builders 

Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Steam  Appliances 
Darling  Bros. 


Steam  Apparatus  and  Specialties 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co 
McAvity  &  Sons,  T. 
Sheldons  Limited 

Steam  Turbines 

McDougall  Caledonia^  Iron  Wks. 

Steel 

Burlington   Steel  Company 
Dominion  Iron  &  Wrecking  Co. 
Hopkins  &  Company,  F.  H. 
Steel  Company  of  Can.,  Ltd. 
Trussed  Concrete  Steel  Co. 

Steel  Bars 

Burlington  Steel  Company 
Hopkins  &  Company,  F.  H. 
Maritime   Bridge  Company 
Steel  Company  of  Canada,  Ltd. 
Trussed  Concrete  Steel  Co. 

Steel  Beams 

llaniilloii  I'ridgc  S:  Iron  Works 

Steel  Pipe 

Can.  Chicago  Bridge  &  Iron  Wks. 


Steel  Plate  Construction 

Hamilton  Bridge  Works  Co. 
MacKinnon-Holmes  &  Co. 
Marsh  &  Henthorn,  Ltd. 
Waterous  Engine  Works  Co. 


Steel  Sash 

Ormsby  Company,  A. 


B. 


Trussed   Concrete   Steel  Co. 

Stone 

Britnell  &  Company 
Rogers    Supply  Company 
Sackville  Freestone  Company 

Structural  Iron  and  Steel 

Burlington  Steel  Company 
Canadian  Allis-Chalmers  Ltd. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works  Co. 
MacKinnon-Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 
McGregor   &  Mclntyre 
Reid  &  Brown  Structural  Steel  & 
Iron  Works 

Stucco  Board 

Bishopric  Wallboard  Company 

Swing  Bridges 

Hamilton  Bridge  &  Iron  Works 

Swinging  Gears 

Dake   Engine  Company 


Switchboards 

Canadian  General  Electric  Co. 

Tanks  and  Steel  Pipes 

Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  DesMoines  .Steel  Co. 
Hamilton  Bridge  Works  Co. 
Inglis,  John 

Manitoba  Bridge  &  Iron  Works 
Marsh  &  Henthorn 
McDougall  Caledonian  Iron  Wks. 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 
Ontario  Wind  Engine  &  Pump 

Company 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co.,  A.  R. 

Telescopic  Hoists 

Black  Building  Supply  Company 
Gillis  &  Geoghegan 

Testing  and  Inspecting  Bureau 
Hunt  &  Company,  Robt.  W. 

Tile  Moulds 

London  Concrete  Machinery  Co. 

Thumb  Screws  and  Nuts 

Canada    Foundries    &  Forgings, 

Towers 

Can.  Chicago  Bridge  &  Iron  Co. 

Hamilton  Bridge  &  Iron  Works 

Transformers 

Canadian  General  Electric  Co. 

Truss  Rods 

Hamilton  Bridge  &  Iron  Works 

Turnbuckles 

Canada    Foundries    &  Forgings, 

Valves 

Canada    Iron  Foundries 
Gartshore-Thomson    Pipe  Co. 
Kerr    Engine  Company 
McAvity  8c  Sons.  T. 
Dunlop  Tire  &  Rubber  Co. 


Ventilating    &    Heating  Apparatus 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 


Varnishes — Insulating 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 


Wagons 

Tiffin   Wagon  Company 

Wall  Board 

ISishoinic  Wallboard  Comiiany 

Water   Level  Apparatus 

Gent  &  Company 


Waterproofing 
Barrett  Co. 

Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 


Water  Softeners  and  Filters 

Manitoba  Bridge  &  Iron  Work' 

Water  Tapping  Machines 

Mueller  Mfg.   Company,  H.  I 


Water  Turbines 

Boving  Hydraulic  &  Engineerini 

Company 
Canadian  Allis-Chalmers  Ltd. 
McDougall  Caledonian  Iron  Wkj 


Welding  Apparatus 

Imperial  Brass  Company 
Prest-O-Lite  Company,  Inc. 


Welding  and  Cutting  Plants 

Prest-O-Lite  Company,  Inc. 


Well  Drilling  Plants 
American  Well  Works 
Ontario  Wind  Engine  &  Pump 
Company 


Window  Sash 

Steel  &  Radiation  Limited 
Trussed  Concrete  Steel  Co. 


Wires  and  Cables 

Standard  Underground  Cable  C! 
of  Canada,  Limited 


Wire  Guards  and  Screens 

Canada  Wire  &  Iron  Goods  Cc 


Wire  Rope 

Dominion  Wire  Rope  Co.,  Lt 


Wrenches  '  { 

Canada    Foundries    &  Forgfni 

Wood  Pipe 

Canadian  Pipe  Company 
Pacific  Coast  Pipe  Company 
Vancouver   Wood   Pipe  &  Ta, 
Company  , 


Wood  Tanks  i 
Pacific  Coast  Pipe  Company  I* 
Vancouver  Wood  Pipe  and  Taj 
Company 
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CONCRETE  MACHINERY 

Famous  heart  shape  Mixers  built  in  all  sizes,  noted  for  mixing  Concrete 
Fast  and  Perfect.   Crushers,  Rolls,  Road  Pavers,  Sand  Screens,  Brick, 
Block,  Tile  and  Sewer  Pipe  Machines,  Elevators  and  Convey- 
ing Machinery,  Cement  Tools,  Engines,  Boilers,  Steel  Dump 
Cars,  Brick  Presses,  Builders  and  Contractors'  Machinery,  etc. 

Write  for 
Latest  Catalog 
and 

Special  Offers 


OF  THE 
LATEST 
TYPE 


OVER 
5,000 
IN  USE 


Equipment. 

WETTLAUFER  BROS.,  LIMITED 


ALL  OUR  MACHINERY 
IS  MADE  IN  CANADA  BY  A  CANADIAN  FIRM 
AND  GUARANTEED. 


HOISTS 

Mounted  with  Steam,  Gas,  or 
Electric  Power.  Built  in  all 
.sizes  and  styles  to  suit  any 
class  of  work.  We  save  you 
much  money  on  your  Hoisting 


TORONTO,  ONT. 


These  Are  the  Lines  We  Make 


1 


WE'LL  SEND  FULL  PARTICULARS  ON  REQUEST  | 

Vitrified  Salt  Glazed  Sewer  Pipe  | 

Culvert  Pipe  -  Channel  Pipe  | 

Perforated  Pipe  -  Segment  Sewer  Blocks  | 

(ANY  DESIGN)  1 

Conduits  -  Flue  Linings  -  Wall  Coping  | 

Chimney  Tops  -  Invert  Blocks  | 

Slop  Bowls  I 

Special  Shapes  of  Sewer  Pipe  | 

and  other  Clay  Products  | 

We  carry  a  large  stock — Our  prices  will  surprise  you  | 

Ask  for  our  Illustrated  Price  List  | 

The  Hamilton  &  Toronto  Sewer  Pipe  Co.  Ltd.  | 

HAMILTON  and  TORONTO,  CANADA  | 

iiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiii 
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Do  You  Store  Explosives? 

Ask  us  about  our 

PORTABLE  EXPLOSIVE  MAGAZINES 

For  Dealers,  Contractors,  Municipalities 

MUSSENS  UNITED 


MONTREAL 

WINNIPEG 

VANCOUVER 


?UEBEC— Pruncau  &  Co. 
ORONTO-H.  Turnbull  &  Co. 
COBALT -H.  L.  Usborne 


CANADIAN   DES  MOINES 
STEEL  CO.,  Limited 

Elavated  Tanks  Barges  Bridges 

Standpipes  Wireless  Towers 

Structural  Steel  for  all  purposes. 


Let  us  bid  on  your  requirements. 
Attractive  Prices— Prompt  Deliveries. 


Sales  Offices  and  Plant 

CHATHAM,  ONT.  275  Inshes  Ave 

Associated  with 
PITTSBURGH-DES  MOINES  STEEL  CO. 
Pittsburgh,  Pa.  New  York  City 

945  Curry  Hldg.  42  Church  St. 

DKS  MOINES  BRIDGE  AND  IRON  CO. 
l)cs  Moines,  Iowa,  938  Puttie  Street 


For  Quick  Heats  You  Need 

"CANADIAN" 
Rivet  Forges 

Write  for  Catalog  1 8C-1 2 

Canadian  Blower  &  Forge  Co.,  Limited 

KITCHENER,  ONT. 


WOODEN  PIPE 


Wire  wound  wood  stave  pipe,  2  in.  to  24  in.  diameter.  Con- 
tinuous  wood   stave  pipe,   any   diameter  required. 

CANADIAN  PIPE  CO.,  LIMITED 

Establiihed  1904  New  Factory  Erected  1910 

Equipped  with  the  most  up-to-date  machinery.  Every 
machine  driven  by  a  separate  electric  motor.  Satisfaction 
Qua  ranteed. 

Office  and  Factory— 550  Pacific  St.,  VANCOUVER,  B.C. 


I'ebniary  13,  1918 
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One  of  many  large  Western  installations  of 

Truscon  Steel  Sash 


The  Robert  Simpson  Co.,  Limited,  Regina 

The  owners  of  this  building  secured  maximum  daylight— 
fireproofness— ventilation— satisfaction. 

The  day  of  wood  sash  is  past.  It  is  short-lived  ;  daylight  is  shut  out  by  its 
wide  members;  it  does  not  permit  of  more  than  50  per  cent,  ventilation,  and, 
in  case  of  fire,  spreads  the  flames  instead  of  retarding  them.  Truscon  Steel 
Sash  is  made  to  suit  any  size  or  shape  of  opening  in  any  size  or  style  of  build- 
ing and  with  any  required  type  or  area  of  ventilation.  It  is  recommended 
especially  for  use  in  Factories,  Power-Houses,  Warehouses,  etc. 

Let  us  figure  with  you  on  the  use  of  Truscon  Steel  Sash 

in  your  next  job. 

Trussed  Concrete  Steel  Company 

of  Canada,  Limited 
WALKERVILLE,  ONTARIO 

Montreal         Toronto         Winnipeg         Calgary  Vancouver 
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R'S 


GENUINE  DRY  RED  LEAD 


A  Canadian  Lead  for  Canadian  Workmen.  Made  from  the  finest  grade  of  Can- 
adian Pig  Lead,  is  a  highly  oxidized,  pure    red  lead  that  gives  the  greatest  protection 
to  metal  work  against  rust  and  corrosion. 

Safeguard  your  work  by  specifying  a  red  lead  th  at  you  are  sure  will  give  you  satisfactory  results. 
Carter's  Genuine  Red  Lead  is  easy  to  apply,         Tk*»  C^^^i-^w.  Wk**      I       J  r* 
spreads  well,  and  covers  with  a  uniform  thickness  *        V^ariCr   W  DltC  i^ead  ^^O. 

of  film.  We  also  manufacture  Orange  Lead,  Lith-  of  Canada,  Limited 

arge,  and  Dry  White  Lead.    Ask  us  for  prices.         91  Delorimier  Ave.  MONTREAL 


3EIZ1I  IL-JI  II — HZHtZUC 


3r 


II — II — II — II  II  ir   ii  11 — ir 


Now  on  Munitions 

LYMBURNER,  LIMITED 

The  well  known  manufacturers  of  ornamental  metal  work  and 
special  machinery  are  entirely  occupied  making  munitions, 
and  cannot  execute  orders  for  above  work  until  a  later  date, 
when  they  will  be  glad  to  receive  enquiries  and  will  again 
produce  first  class  Metal  Specialties  of  Every  Description — 
Machinery,  Tools  and  Gauges. 


X 


360  St.  Paul  St.  E. 


MONTREAL 


James  Thomson,  President. 


J.  G.  Allan,  Vice-President. 


James  A.  Thomson,  Secretary. 


THE  GARTSHORE-THOMSON  PIPE  &  FOUNDRY  GO. 


LIMITED 


Manufacturers  of 


CAST  IRON  PIPE 


Flexible  and  Flange  Pipe, 
Special  Castings  and  all  kinds  3  inches  to  60  inches  diameter, 

of  Waterworks  Supplies.  ^or  Water,  Gas,  Culvert  and  Sewer 

HAMILTON,  ONT. 


F(_l)ruary  i:!,  1918 
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r  fN^  r  T  1=: 


Drop  Forged  Steel  Drift  Pins 


7  SIZES 

A  very  small  item  on  a  big  job,  but  how  very  important  that  they  be  true  in  shape,  quality  and  service. 

PINS  THAT  YOU  CAN  TRUST- 
REGULAR  SAFETY  FIRSTS-DON'T  WAIT 

Produced  at 

Canadian  Billings  Spencer  Plant 

WELLAND 


I 


Turbine 
Pumps 

Electric  and  Steam 

Water  Works 
Factory  and 
Fire  Services 

Humphrey  Gas 
Pumps 

Any  capacity  or  pressure 

THE  JOHN  McDOUGALL 
CALEDONIAN  IRON  WORKS  CO.,  LIMITED 

Works:  Seigneurs  &  William  Sts,,  Montreal. 
Manufacturers  of  Boilers,  Castings,  Condensers,  Elevators,  Engines,  Filters,  Forgings,  Hydraulic 
Machinery,  Pumps,  centrifugal  and  reciprocating.  Steam  Turbines,  Tanks,  Water  Wheels,  Water 

Works  Plants 


Lachine  Water  Works 
Three  million  gallons,  eighty  pounds  domestic,  160  lbs.  fire. 
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ALPHABETICAL  LIST  OF  ADVERTISERS 


American  Lead  Pencil  Company  . .  . 

American  Well  Works  

Anglins  Limited   56 

Armstrong  Cork  Company   

Asbestos  Manufacturing  Company..  17 

Asphalt  and  Supply  Company   50 

Ault  &  Wihorg  Company   57 

Barber,  Frank   56 

Barrett  Company  

Beatty  &  Sons,  Ltd.,  M   4 

Beveridge  Paper  Company   46 

Brown  Company  

Bickle  Company,  R.  S   49 

Bishopric   Wallboard   Company    ...  46 

Blair  Company,  B  

Black  Building  Supply  Company  . .  . 
Boving  Hydraulic   and  Engineering- 
Company   

Brantford  Roofing  Company   18 

Britnell  Company,  Limited   49 

Burlington  Steel  Company   45 


Canada  Iron  Foundries,  Limited  ...  47 
Canada  Foundries  and  Forgings,  Ltd.  15 
Canada  Wire  and  Iron  Goods  Co.  . . 

Canadian  Allis-Chalmers   51 

Canadian  Blower  and  Forge  Co.  ...  13 
Canadian   Chicago   Bridge  and  Iron 

Company   57 

Canadian  Consolidated  Rubber  Co.  .  3 

Canadian  Des  Moines  Steel  Co   13 

Canadian  General  Electric  Company  51 
Canadian   Ingersoll-Rand  Company. 
Canadian    Inspection    and  Testing 

Laboratories    56 

Canadian  Mathews  Gravity  Carrier 

Company  

Canadian  Office  School  Furniture  Co. 

Canadian  Pipe  Company,  Ltd   13 

Canadian  Surety  Company   44 

Carey  Company,  Philip  

Carter  White  Lead  Company   14 

Cast  Stone  Block  &  Machine  Co.  . .  7 

Chipman  &  Power,  Ltd   56 

Conduits  Company,  Ltd   57 

Cook,  A.  D  

Crushed  Stone,  Ltd   49 

p 

Dake  Engine  Company    47 

Darling  Brothers   50 

Dennis  Wire  and  Iron  Company  .... 
Doiiiinif)n  Concrete  Coiiii)any   ...    .  50 


Dominion    Engineering  and  Inspec- 
tion Company   56 

Dominion  Iron  and  Steel  Company.  53 
Dominion  Iron  and  Wrecking  Co.  .  19-47 

Dominion  Paint  Works   7 

Dominion  Sewer  Pipe  Company   46 

Dominion  Wire  Rope  Company  ....  60 


Mueller  Manufacturing  Co.,  Ltd. 
Mussens  Limited  


Engineers  and  Contractors,  Ltd. 


Kerr  Engine  Company,  Ltd. 
King  Construction  Company 


55 


Foundation  Company  

Gartshore,  John  J  

Gartshore-Thompson  Pipe  and  Foun- 
dry Company   14 

Gent  Company  

Gillis  &  Geoghegan   ... 


Hamilton  &  Toronto  Sewer  Pipe  Co.  11 

Hamilton  Bridge  Works  Company..  3 

Hopkins  &  Co.,  F.  H   60 

Hunt  &  Co.,  Robert  W   56 

Ideal  Concrete  Machinery  Company  47 

Imperial  Brass  Company   13 

Imperial  Oil  Limited   5 

Inglis  Company,  John   43 


58 
56 


Lachute  Shuttle  Company   56 

Lea,  R.  S.  &  W.  S   56 

London  Concrete  Machinery  Co   4 

Lymburner,  Limited   14 


MacKinnon  Holmes  &  Co   53 

Maritime  Bridge  Works  Company  . .  57 

Manitoba  Bridge  &  Iron  Works  Co.  30 

Marsh  &  Henthorn,  Ltd   8 

McAvity  &  Sons,  T   48 

McDougall  Caledonian  Iron  Works 

Company   15 

McGregor  &  Mclntyre   57 

Miller  &  Co.,  George  M   56 

Milton  Hersey  Company   56 

Morrison  Si  Co.,  T.  A   56 


National  Fireproofing  Company 

National  Iron  Works  

Northern  Crane  Works,  Ltd.  . . 
Nova  Scotia  Steel  and  Coal  Co. 


Office  Specialty  Company  

Ontario  Sewer  Pipe  Company  

Ontario  W^ind  Engine  and  Pump  Co. 

Ormsby  Company,  A.  B  

Orpen  Conduit  Company   5J[ 

Pacific  Coast  Pipe  Company   4' 

Pedlar  People  

Piftsburgh-DesMoines  Steel  Co.  ...  1! 

Power  &  Son   5{ 

Prest-O-Lite  Company   5i 

Quinlan  &  Robertson  

Reid  &  Brown  Structural  Steel  and 
Iron  Works   5( 

Sheldons  Limited  

Standard  Clay  Products,  Ltd   5'^ 

Standard  LTnderground  Cable  Com- 
pany of  Canada,  Ltd   5' 

Steel  and  Radiation   5i 

Steel  Company  of  Canada,  Ltd  

Sun  Brick  Company  

Spielmann  Agencies  

Thompson  Brothers   6 

Tiffin  Wagon  Company  

Toch  Brothers   ^  •  •  • 

Toronto  Plate  Glass  Importing  Co. 
Trussed  Concrete  Steel  Compan)^  ..1 
Turnbull  Elevator  Company    5 


X'ancouver  Wood  Pipe  and  Tank  Co. 


Waterous  Engine  Works  Company 

Wells  &  Gray,  Ltd  

Wettlaufer  Bros   ..  1 

Williams  Machinery  Co.,  Ltd.,  A.  R.  4 
Wynne-Roberts,  R.  0   5 


Our  advertisers  represent  the  most  progressive  manufacturers  and  dealers.  Make 
your  purchases  of  them.   Give  your  business  to  the  man  who  is  enterpris- 
ing enough  to  spend  money  and  time  to  get  in  touch  with  you. 
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Will  this  Bungalow  Bring  Trade 

to  its  Builder? 

HE  BUILT  IT  OF  "ASBESTOSLATE"  SHINGLES  AND  ASBESTOS  BUILD- 
ING LUMBER.  He  pocketed  a  good  profit,  he  gave  his  customer  a  home  that  can't 
take  fire  from  without,  that  neither  wind  or  weather  can  harm,  that  will  always  look 
as  clean,  fresh  and  beautiful  as  when  new,  without  repairing  or  painting,  and,  more 
than  this,  he  erected  a  permanent  advertisement  for  himself. 


ROOF 

"ASBESTO- 
SLATE" 
is  the  material  of 
beauty,  safety,  econ- 
omy, and  profit  for 
the  builder.  It  is 
made  of  Portland 
Cement,  reinforced 
with  long,  strong 
Asbestos  Fibres. 

FOR  THE 
INTERIOR 

use  Linabestos  Fire- 
proof Wallboard, 
3/16  in.  thick. 
42  in.  X  48  in.  48  in.  x 
48  in.,  42  in.  x  96  in., 
48  in.  X  96  in. 


EXTERIOR  OF 
WALLS 

ASBESTOS 
BUILDING 
LUMBER 

Same  composition  as 

"ASBESTO- 
SLATE" 
SHINGLES 

Manufactured  in 
large  size  sheets: 

42  in.  X  48  in. 

42  in.  X  96  in. 

Various  thicknesses. 


Advantages  of  Asbestos  Cement  Products: 

Fireproof  Quick  Construction 

Non-Conducting  i^oT.^lZ'J.Vr)    No  Paint  or  Repairs 

Beautiful— Permanent  Buildings 

Alterations  and  Additions  Made  Easy 


Give  us  particulars  oj  your  problem — or 
send  us  plans.  We  will  make  suggestions 
and  give  you  estimates. 


Asbestos  Manufacturing  Company 

808-809  Drummond  Building 
MONTREAL,  Que. 
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Lead  Ring  Gasket 
(Patented) 

Mueller  Service  Clamps 

Double  Strap  Pattern 

This  Clamp  is  satisfactory  for  the  highest  pressures  ;  the  most  severe  climatic  conditions, 
and  can  be  had  for  services  of  any  size.  It  is  made  of  malleable  iron,  galvanized  and  is 
tapped  for  iron  pipe  or  corporation  cock  thread.  We  strongly  advise  the  use  of  corporation 
cock  tapping  where  ever  the  clamp  is  used  for  water  as  it  enables  the  use  of  the  same  cor- 
poration cocks  as  are  used  with  the  Mueller  Tapping  Machines. 

Moulded  lead  ring  gaskets  are  used  with  all  Mueller  service  clamps  to  make  an  absolutely  J 
tight  joint.    These  gaskets  are  made  with  ears  that  bend  up  over  the  side  of  the  clamp  to  dfl 
hold  the  gasket  in  place  when  the  joint  is  being  made.    One  gasket  is  furnished  with  every 
clamp.    This  is  distinctly  a  Mueller  feature. 

By  using  ells  these  clamps  may  also  be  used  for  taking  a  service  from  steam  lines,  etc. 

H.  MUELLER  MFG.  CO.,  LIMITED 

Sarnia       -       Ontario,  Canada 

New  York,  N.Y.  San  Francisco,  Gal.  Decatur.  111.,  U.S.A. 


^^Brantford  Specification^^ 

has  given  entire  roofing  satisfaction 


During  the  past  twelve  years  a  large 
number  of  factories,  stores,  office  build- 
ings, public  buildings,  schools  and  apart- 
ment houses  have  been  roofed  with 
"Brantford  Specification,"  with  entirely 
satisfactory  results. 

The  roofing  used  for  "  Brantford 
Specification"  is  our  6o  lb.  Brantford 
Asphalt  Roofing,  which  has  a  silicia 
sand  finish  on  both  sides.  This  enables 
it  to  adhere  firmly  to  the  Branroco 
Cement  upon  which  it  is  laid,  and  also 


affords  additional  protection  against 
the  weather  to  the  upper  side  which  is 
also  coated  with  our  Superior  R  oof 
Coating. 

Give  us  the  dimensions  of  the  roof 
or  roofs  you  are  estimating  on  and  we 
will  send  you  full  particulars  as  to  the 
cost  of  using  "Brantford  Specification" 
on  them.  Names  of  large  buildings 
and  leading  contractors  using; 
"Brantford  Specification"  sent  on  | 
request. 


Brantford  Roofing  Co.,  Limited,  Brantford,  Canada 
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To  Relieve  the  Shortage  of 
Power  in  the  Land 


Hydraulic  Turbo-Generator  Units 


450  K.W.  generator,  2300  volts,  60 
cycle,  3  phase,  360  R.P.M.,  com- 
plete with  1000  h.p.  Jenckes  water 
wheel  45'  head  300  R.P.M. 

750  K.V.A.  generator,  2200  volts,  60 
cycle,  3  phase,  300  R.P.M.  and  1780 
H.P.  Morgan  Smith  water  wheel 
50'  head  300  R.P.M. 


300  K.W.  generator,  1200  volts,  60 
cycle,  2  phase,  500  R.P.M.,  com- 
plete with  600  H.P.  Samson  water 
wheel,  33'  head  200  R.P.M. 

600  K.W.  generator,  1200  volts,  60 
cycle,  2  phase,  200  R.P.M.  com- 
plete with  1200  H.P.  Samson  water 
wheel  33'  head  200  R.P.M. 


Engine  Generator  Units 


62^  K.W.  generator,  D.C.  no  v.,  545 
amp.,  275  R.P.M.,  belted  to  125  H.P. 
Robb  Armstrong  13"  x  14"  engine 

100  K.W.  generator  D.C.  250  v.,  400 
amp.,  and  200  H.P.  Watertown 
4  valve  16"  X  14"  engine 

150  K.W.  generator  2300  volts,  60 
cycle,  3  phase,  450  R.P.M.,  belted 
to  300  H.P.  Bellis  and  Morcom 
vertical  compound  engine  276 
R.P.M. 

350  K.W.  generator,  2300  v.,  60  cycle, 
3  phase,  450  R.P.M.,  belted  to  700 
H.P.  Robb  Armstrong  ccmpcurd 
engine,  180  R.P.M. 


500  K.W.  generator  D.C.  550  v.,  910 
amp.,  no  R.P.M.,  1000  H.P.  Allis 
Chalmers  cross  compound  engine 
no  R.P.M. 

600  K.W.  generator,  2200  volts,  60 
cycle,  3  phase,  150  R.P.M.,  1200 
H.P.,  Goldie  McCulloch  cross 
compound  engine,  150  R.P.M. 

600  K.W.  generator,  2200  volts,  60 
cycle,  3  phase,  150  R.P.M.,  1200 
H.P.,  Rice  &  Sargent  cross  com- 
pound engine,  150  R.P.M. 


Immediate  delivery,  subject  to  prior  sale 
Write  or  wire  for  prices 

Dominion  Iron  &  Wrecking  Co.,  Ltd. 

Transportation  Bldg.,  MONTREAL 
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Small  Angles 

From  y^"  X  ^"  x  ^"  to  2"  x  2"  x 
54  "  in  all  sizes,  thicknesses  and 
lengths. 

Steel  Plates 

All  sizes  from  3/16"  to  1"  thick,  in  stock 
now. 


Bar  Iron 

Carried  in  all  sizes  and  lengths 
for  immediate  shipment.  Special 
prices  on  certain  sizes. 

Steel  Sheets 

A  complete  range  from  10  gauge  to  26 
gauge,  for  immediate  shipment. 

We  have  a  large  stock  of  BOILER  TUBES  of  all  sizes  for  immediate  shipment. 

Write  to  our  WAREHOUSE  DEPT.  regarding  your  needs. 

Reinforcing  Bars  for  Concrete 

Shipment  from  Mill  or  Stock 

We  desien  and  fabricate  all  kinds  of  structural  steel,  and  carry  at  all  times  a  large  stock  of  Beams,  Chan- 
nels, Broad  Flange  Beams,  Plates  and  Angles,  Rivets,  Bolts,  Shafting,  Transmission  Machinery,  etc.,  besides 
those  mentioned  above — ready  for  immediate  shipment. 

We  have  a  monthly  stock  list  that  should  be  on  your  desk.  Ask  for  it. 


Manitoba  Bridge  &  Iron  Works,  Ltd. 

Winnipeg       •  Manitoba 


r  I 


LUPTON  STEEL  SASH 

A.   B.   ORMSBY   CO.,  LIMITED 


Associated  with  The  Metal  Shingle  &  Siding  Co.,  Ltd. 

AGKNT.S:—        F.  A.  Gillis  Co.,  Ltd.,  Halifax,  N.S. 

A.  T.  Cliambcis,  Vancouver,  1!.C'. 


J.  J<. 


For  Every  Modern 
Building — 

In  specifying  Ormsby-Lupton  you  are  specify- 
ing steel  sash  of  superior  strength.  Its  rigidity 
stands  staunch  against  wind-pressure.  The  joints 
are  ingeniously  interlocked,  giving  maximum 
strength.  They  tighten  with  direct  strain  of 
wind.    They  resist  corrosion. 

The  ventilators  are  permanently  wind-and- 
weather-proof.  The  double-weathering  on  all 
sides  shuts  out  drafts  and  rains.  This  means 
economy  in  heating. 

The  rigidity  of  Ormsby-Lupton  Steel  Sash 
makes  it  easier  to  set.  Glazing  is  simplified  by 
special  glazing  wedges.  The  principles  are  ap- 
plicable to  any  window,  anywhere,  in  any  build- 
ing exterior  or  partition  walls.  ,vi 

Hand-book  of  valuable  data,  blue 
prints,  etc.,  covering  all  Ormsby  fire- 
proof building  supplies,  sent  free  on 
request. 

TORONTO,  ONTARIO 

Factories  at:  Preston,     Montreal,  Winnipeg,  Saskatoon,  Calgary. 

T?cll.  St.  Jolni,  N.B.  M.  J.  SUclly,  Ottawa,  Ont. 

n.  A.  Cunimiiigs,  BiocUvillc,  Out. 
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The  Fuel  Saving  Mandate 

EASTERN  Canada,  acting  upon  the  order  of  the 
Fuel  Controller,  will  have  experienced,  when 
this  issue  is  oS  the  press,  a  general  tie-up  of 
industry  designed  to  .supplement  the  general 
lovement  to  conserve  coal.  At  the  time  of  writing 
e  cannot  say  what  will  be  the  effect  of  the  order,  nor 
in  we  forecast  to  what  degree  a  saving  in  coal  has 
isulted.  Criticism  there  has  naturally  been,  but  cer- 
lin  it  is  that  the  order,  drastic  though  it  may  super- 
nally  appear,  will  be  obeyed.  Reports  from  indus- 
ies  throughout  the  district  defined  in  the  mandate 
idicate  a  cheerful  willingness  and,  indeed,  a  deter- 
ination  to  uphold  the  Fuel  Controller's  wishes. 
.  hile  there  are  people  Avho  give  vent,  perhaps,  to 
ild  tirades  against  the  fuel  administration,  such  criti- 
,[sm  is  largely  from  those  who  know  little  of  the  real 
tuation,  or  whose  demand  for  special  consideration  is 


born  of  selfishness  in  their  desire  to  maintain  their 
normal  industrial  revenue.  In  nearly  one  hundred  per 
cent,  of  the  cases,  industry  will  take  its  three-day 
shutdown  with  cheerful  acceptance. 

It  will  be  interesting  to  determine  to  what  extent 
a  tie-up  of  industry  and  business  will  relieve  the  coal 
scarcity  by  cutting  down  consumption,  or  give  relief  to 
the  railway  congestion  that,  principally,  we  believe,  is 
responsible  for  the  delay  in  arrival  of  coal.  Coal  will 
no  doubt  be  saved,  for  what  is  not  used  one  day  is 
available  for  the  next,  and  a  three-day  shutdown,  when 
as  complete  as  detailed  in  the  Fuel  Controller's  de- 
cree, ought  to  and  will  sIioav  a  favorable  result. 

This  country  has  much  reason  to  be  thankful  for 
the  condition  in  which  it  finds  itself  in  regard  to  the 
coal  scarcity.  With  the  United  States,  our  source  of 
supply,  itself  deeply  in  the  throes  of  a  fuel  famine, 
Canada  may  be  particularly  grateful  for  receiving  a 
supply  at  least  as  adequate  as  that  doled  out  to  them- 
selves. The  United  States  has  given  freely  of  its 
resources.  This  being  the  case  it  is  meet  that  Canada 
should  exercise  the  same  degree  of  control  and  should 
undergo  the  same  deprivations.  If  a  five-day  paralysis 
of  industry  in  the  United  States  has  proved  necessary 
for  the  relief  of  an  unprecedented  situation,  to  what 
can  we  object  in  a  three-day  order  less  stringent  in  the 
nature  of  its  application  and  less  drastic  in  its  conse- 
quences? Our  Fuel  Controller,  we  have  every  reason 
to  suppose,  has  viewed  the  whole  situation  in  per- 
spectiA'e ;  he  is  able  to  collectively  size  up  the  need 
of  fuel  conservation  more  adequately  than  any  other 
individual  with  obviously  limited  knowledge ;  he  has 
had  the  benefit,  further,  of  intimate  consultation  with 
the  Fuel  Administrator  of  the  United  States  and  what 
he  decrees  may,  therefore,  be  accepted  as  in  the  best 
mutual  interests  of  all  concerned.  It  is  ouv  plain  duty 
to  patriotically  observe  such  mandates  as  may  from 
time  to  time  be  thought  necessary  to  relieve  an  im- 
pending coal  famine.  The  Fuel  Controller  can  be  as- 
sured of  co-operation,  then,  in  doing  his  best  to  remedy 
a  condition  that,  we  hope,  may  not  again  soon  con- 
front the  people  of  Eastern  Canada. 

Ganadian  Experience  with  Bituminous 
Goncrete  Roads 

IN  an  article  recently  read  by  Mr.  Julius  Adler,  en- 
gineer of  tests,  Pennsylvania  State  Highway  De- 
partment, before'  the  American  Association  for 
the  Advancement  of  Science,  and  which  was  re- 
produced in  the  Contract  Record  of  January  23,  the 
following  statement,  having  reference  to  bituminous 
concrete  roadway  construction,  appears : 

"On  the  other  hand,  attempts  to  re-surface  old 
macadam  roads  with  bituminous  mixtures,  even  where 
the  mineral  aggregate  is  scientifically  graded  and  the 
bitumen  of  selected  consistency  and  quality,  have  been 
found  not  to  meet  with  unfailing  success." 

In  fairness  to  this  type  of  road  it  should  be  pointed 
out  that,  mild  as  this  statement  is,  so  far  as  Canadian 
experience  goes  it  is  not  correct  to  modify  in  any  way 
the  simple  word  "success."  As  an  example  we  may 
point  to  University  Avenue,  Toronto,  one  of  the  best 
known  and  most  talked  of  roads  on  the  Continent. 
This  has  been  down  about  five  years  and  has  not  cost, 
so  far  as  we  can  learn,  one  single  cent  for  repairs. 

Another  example  is  the  Vancouver-Eburne  road, 
six  miles  in  length,  of  the  same  type  of  construction  as 
University  Avenue,  noted  above,  which  was  construct- 
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ed  on  a  new  macadam  foundation,  this  foundation  cer- 
tainly being  inferior  to  an  old,  consolidated  foundation, 
and  which  has  been  taking  traffic  for  the  last  seven 
vears  and  is  in  excellent  shape.  Indeed,  it  may  be  said 
that  road  engineers  in  general  deem  the  bituminous 
concrete,  on  a  proper  foundation,  the  last  word  in  road 
construction. 

That  the  opinion  expressed  by  Mr.  Adler  is  not 
borne  out  by  authorities  on  this  side  of  the  line  is 
best  evidenced  by  the  statements  of  engineers  and 
road  superintendents  who  have  had  intimate  know- 
ledge of  this  material.  A  wider  knowledge  of  practical 
conditions  would  doubtless  have  led  him  to  modify 
his  statement. 


Quebec  Municipal   Affairs  Under 
Government  Control 

A BILL  has  been  introduced  in  the  legislative 
assembly  of  the  province  of  Quebec,  authoriz- 
ing the  formation  of  a  department  of  Muni- 
cipal Affairs.  This  department  shall  be  un- 
der the  direction  of  a  minister  of  municipal  affairs, 
with  deputy  minister  and  other  officers.  This  depart- 
ment will  have  oversight  of  the  administration  and 
operation  of  the  laws  respecting  municipal  affairs,  and 
more  particularly  with  reference  to  bonds  sold  by  muni- 
cipalities and  their  method  of  repayment.  For  ex- 
ample, municipalities  and  school  corporations  will  be 
obliged  to  create  a  sinking  fund  sufficient  to  take  care 
of  the  loan  at  date  of  maturity.  This  fund  is  to  be  de- 
posited with  the  provincial  treasurer  and  will  draw 
interest  at  per  cent.  At  maturity  the  bonds  are 
thus  redeemed  by  the  government  instead  of  by  the 
municipality  that  contracted  the  debt.  The  term  of 
years  for  which  the  loan  is  to  run  will  also  be  deter- 
mined by  this  department  and  the  length  of  time  will 
depend  upon  the  stability  of  the  work  lor  which  the 
money  is  expended.  Finally,  all  municipalities  must 
keep  proper  accounts  to  be  rendered  at  regular  inter- 
vals to  the  minister  of  municipal  aft'airs. 


A  Scheme  for  Pensioning  Employees 

FRIENDLY  relations  between  ca])ital  and  labor 
is  a  powerful  factor  in  the  success  of  any  enter- 
prise.   And  the  advantage  is  not  by  any  means 
all  on  the  side  of  the  employer.    Any  employee 
who  has  confidence  and  confides  in  his  emi)loyer  is 
happier,  does  better  work,  and,  in  consequence,  ad- 
vances more  rapidly.    The  advantages  are  mutual. 

In  one  form  or  another  t)rofit  sharing  with  the 
employee  has  been  tried  out  in  various  countries.  Of 
course,  the  standard  objection  is  that  the  average  em- 
ployee is  satisfied  enough  to  accept  his  share  of  the 
l)rofits  in  the  fat  years,  but  is  not  willing  to  take  the 
loss  in  the  lean  years.  In  the  main,  however,  any  at- 
tempt to  take  employees  into  closer  confidence  and  re- 
lationshij)  has  met  with  gratifying  response.  Difficult 
as  it  may  be  to  please  everyone  in  the  rank  and  file 
of  any  large  organization,  experience  shows  that  the 
vast  majority  apjjreciate  an  honest  attempt  on  the 
part  of  employers  to  improve  their  working  condi- 
tions and  they  re])ay  the  compliment  in  greater  loyalty 
and  industry. 

In  this  connection  it  is  n  pleasure  to  note  the  an- 
nouncement on  anolhci-  ]iage  of  this  issue,  by  the  Con- 
solidated Rubber  Company,  of  the  inauguration  of  a 
Pension  I-'und  to  take  care  of  their  faithful  eniplovees. 
In  the  main  the  scheme  is  as  follows: 

The  administration  of  the  Pension  ImukI  shall  be 


in  the  hands  of  a  committee  of  not  less  than  five,-' 
nor  more  than  seven,  appointed  by  the  Board  of  Di- 
rectors to  serve  during  its  pleasure.  All  employees 
of  the  company,  engaged  in  any  capacity  whatever, 
and  wherever  located,  are  eligible  for  pension.  At  the 
age  of  sixty,  or  sixty-five  for  men,  and  fifty-five  or  sixty 
for  women,  employees  have  the  option  of  retiring  oi|i 
pension. 

The  amount  of  pension  is  to  be  equal  to  1  per 
cent,  of  the  average  year's  wage  for  ten  years  prior 
to  retiring,  multiplied  by  the  number  of  years  the  em- 
])loyee  has  been  in  the  service  of  the  company.  Thus, 
an  employee  whose  average  wage  has  been  $1,000  for 
ten  years,  and  who  has  been  in  the  service  of  the  com- 
pany for  thirty  years,  would  receive  1  per  cent,  of 
$1,000,  multiplied  by  30,  or  $300  a  year. 

Provisions  are  made  for  permanent  illness  and 
other  contingencies  such  as  pension  being  received  by 
the  employee  from  another  source.  The  plan  is  an-, 
nounced  to  take  effect  January  1,  1918. 


Progress  of  Safety  Propaganda 

REPORTS  read  at  the  fourth  annual  meeting  oj 
the  Ontario  Safety  League,  held  on  Monday, 
February  4,  in  the  council  chamber  of  the 
Board  of  Trade,  Toronto,  showed  that  a  great 
deal  had  been  accomplished  during  the  past  twelve 
months  along  educative  lines  in  the  matter  of  prevent- 
ing accidents  to  the  travelling  and  manufacturing  pub- 
lic. 

•  A  few  figures  from  the  distribution  of  "safety  liter-i 
ature"  report  are  evidence  of  the  widespread  nature  ol 
this  portion  of  the  work.  Cards  sent  to  drivers  of  ve- 
hicles, 90,000;  special  cards  to  motorists,  10,000;  let- 
ters to  parents,  100,000;  electric  railway  bulletins,  11,-. 
000;  large  cards  in  street  cars,  1,700;  gummed  seal; 
for  the  use  of  firms  in  sending  out  correspondence 
330,000. 

A  most  interesting  part  of  the  campaign  for  safe 
guarding  the  public  is  that  in  connection  with  th(, 
schools ;  the  Board  of  Education  co-operating  with 
the  League  by  printing  safety  slogans  on  all  exercist 
and  other  note  books.  In  addition  the  annual  essa} 
contest  on  "How  children  may  help  to  avoid  mote 
accidents,"  with  $50  in  prizes,  was  conducted. 

Legislation  to   Improve  Montreal 
Government 

SIR  Lomer  Gouin,  premier  of  the  Province  of  Que; 
bee,  has  submitted  to  the  Private  Bills  Conimittc 
of  the  Legislative  Assembly,  a  plan  for  the  gov 
eminent  of  Montreal  which  will  most  likely  b' 
authorized   by   the   provincial   legislature     His  prOj 
posals  are  as  follows :    _  | 
That  Montreal  retain  its  twenty  wards,  to  be  re 
])resented  in  the  Council  by  twenty  Aldermen  ;  that  ai 
Administration  Commission,  composed  of  five  mem 
bers,  be  named,  composed  of  the  City  Attorney  oi 
Montreal,  the  City  Auditor  and  the  City  Treasureii 
these  three  to  be  named  for  life,  and  two  Commission! 
ers  named  by  the  Lieutenant-Ciovernor-in-Council,  fo| 
a  term  of  four  years.    The  decisions  of  this  Commif 
sion  could  be  rejected  only  by  a  two-thirds  or  a  three' 
(luarters  vote  of  the  Council,  ratified  by  the  Lieutenant 
( lOvernor-in-Council,  and  the  same  would  apply  to  th; 
removal  from  office  of  any  member  of  the  C(Mnmis.sioi 
The  members  of  the  Commission  would  sit  in  tli 
Council  and  have  a  vote. 
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Military  Hospitals  Commission  Very  Active 

Seventy  Works  Under  Way  at  Present  with  No  Limit  in  Sight 
— This  Article  Describes  the  Ste.  Anne  de  Bellevue  Hospital 


TO  provide  the  proper  care  and  medical  surveil- 
lance for  the  large  number  of  soldiers  returned 
from  overseas,  the  Military  Hospitals  Commis- 
sion has  had  to  erect  many  new  hospitals  or 
nake  considerable  structural  alterations  to  buildings 
iriginally  intended  for  other  purposes.  So  extensive 
iiave  these  activities  become  that  at  the  present  time 
he  commission  is,  or  rather  controls,  the  largest  build- 
ng  organization  in  the  country.  Seventy  works  for  the 
lilitary  Hospitals  Commlisaion  are  under  way  at  pres- 


The  layout  of  the  Ste.  Anne  de  Bellevue  hospital  makes  provision 
for  future  extensions. 

'  t,  and  it  is  authoritatively  stated  that  the  work  of 
liilding  military  hospitals  in  Canada  has  by  no  means 
'ached  its  limit  yet.  Within  a  period  of  eleven  months 
l  is  estimated  that  there  has  been  constructed,  either 
i  the  form  of  new  hospitals  or  as  adaptations  of  exist- 
Ij;  buildings,  a  floor  area  to  the  extent  of  65  acres. 

Ii  In  view  of  these  widespread  building  activities,  a 


works  department  has  been  formed,  the  administration 
of  which  is  under  the  direction  of  Mr.  J.  H.  W.  Bower 
as  general  supermtendent  of  works.  Captain  W.  L. 
Simons  is  directing  and  supervising  the  planning  and 
architecture  of  the  buildings.  The  erections  and  altera- 
tions of  all  hospitals,  schools,  and  training  institutions 
to  be  used  by  the  Military  Ho'spitals  Commission  for 
returned  soldiers  come  under  the  direct  supervision  of 
this  department  of  the  organization.  By  undertaking 
the  work  themselves,  rather  than  by  employing  outside 
architects  and  overseers,  it  is  stated  that  a  very  con- 
siderable sum  has  been  saved. 

The  Largest  Military  Hospital  in  Quebec 

One  of  the  many  projects  being  undertaken  under 
the  direction  of  the  works  department  is  the  hospital  at 
Ste.  Anne  de  Bellevue,  P.Q.,  the  largest  military  hospi- 
tal in  the  province.  The  following  article  is  descrip- 
tive of  the  work  in  this  institution.  There  is  nothing 
unusual  in  either  architecture  or  construction,  the  de- 
signs being  simple  and  calling  for  straightaway  meth- 
ods. Simplicity,  coupled  with  completeness  of  ec]uip- 
ment,  characterizes  the  whole  scheme.  The  standards 
laid  down  by  the  commision  for  all  its  work  have  been 
adopted  in  the  Ste.  Anne  de  Bellevue  hospital.  These 
call  for  a  simple  design  and  lend  themselves  to  rapid 
and  inexpensive  construction,  at  the  same  time  having 
ample  provision  for  the  most  up-to-date  equipment  and 
accommodation. 

The  Ste.  Anne  de  Bellevue  hospital  is  similar  in  de- 
sign to  that  at  Halifax.  It  is  interesting  to  note  that 
this  latter  institution  during  the  recent  disaster  provid- 
ed accommodation  for  1,600  persons  in  a  space  origin- 
ally intended  to  house  300.  In  the  early  stages  follow- 
ing the  disaster  6,000  meals  were  served  daily  to  refu- 
gees from  a  kitchen  which  was  designed  to  have  a  capa- 
city of  about  300  persons  per  meal.  This  fact  is  pointed 
out  as  an  outstanding  feature  in  demonstrating  the 
efficient  manner  in  which  the  kitchen  and  other  parts  of 
the  militar)'  hospitals  are  designed  and  equipped. 

To  Be  Extended  in  the  Future 

The  first  contract,  but  hot  all,  in  connection  with 
the  erection  of  the  Ste.  Anne  de  Bellevue  hospital  was 
let  on  October  27.  Contracts  for  several  other  build- 
ings to  be  constructed  on  the  site  are  pending.  The 
work  contracted  for  and  now  under  construction  com- 
prises four   ward    l)uildings,  administration  building. 
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operating-  room,  kitchen  and  dining-room.  Extensions 
are  contemplated,  although  these  are  not  yet  con- 
tracted for.  Future  plans  call  for  a  vocational  building 
for  the  re-education  of  patients,  a  recreation  building 
for  gymnastic  and  amusement  purposes,  a  nurses'  home 
for  a  complete  staff  of  nurses  and  masseuses,  an  orderly 
])uilding  as  living-  quarters  for  the  male  help,  a  building 
for  female  help,  a  medical  officers'  residence,  and  a 
small  isolation  hospital  and  mortuary. 

The  layout  of  the  hospital  is  shown  in  the  accom- 
panying plan,  while  the  photographs  give  an  indication 
of  the  general  type  of  construction.  The  four  ward 
buildings  are  each  250  ft.  in  length,  40  ft.  wide,  and  two 
storeys  in  height.  The  administration  building  and  the 
operating  wing  are  each  80  ft.  x  40  ft.  and  three  storeys 
high.  The  latter  includes  the  most  up-to-date  equip- 
ment for  operative  and  massage  treatments  and  rooms 
for  hydro-therapeutic  and  electro  hydro-therapeutic 
treatments.  The  dining-room  has  a  seating  capacity 
for  600  persons.  Forty  beds,  with  modern  toilet  facili- 
ties, are  contained  in  each  ward. 

Frame  Construction 

The  buildings  are  frame  construction,  on  founda- 
tions consisting  of  concrete  piers  as  far  as  ground-floor 
level.  The  walls  are  2x6  in.  studding,  sheeted  diagon- 
ally outside  and  in  with  %  in.  boarding.  The  exterior 
is  covered  with  two-ply  waterproof  paper,  furring, 
wire  lath  and  stucco,  while  the  interior  is  finished  with 
asbestos  board.  Four-ply  felt  and  gravel  is  used  for  the 
roof. 

The  buildings  are  to  be  lighted  and  heated  from  a 
special  power-house,  which  will  generate  its  own  power 
for  the  elevator  and  electric  lighting  services.  The 


lighting  throughout  is  electric,  with  semi-direct  fix 
tures.  A  concrete  tunnel  from  the  power-house  to  tM 
other  buildings  will  convey  the  electric  conduits  ani 
heating  pipes. 

The  water  supply  will  be  furnished  by  the  corpora 
tion  of  Ste.  Anne  de  Bellevue,  the  estimated  consumg 


The  buildings  are  of  frame  construction. 

tion  being  50,000  gallons  per  day.  T^ire  protection  will 
l)e  taken  care  of  by  standpipes  in  buildings  and  hy- 
drants on  the  ground.  In  the  event  of  fire,  pressure 
will  be  augmented  by  booster  pumps. 

Messrs.  E.  G.  M.  Cape  &  Co.,  Ltd.,  Montreal,  are 
the  general  contractors  for  the  l^uilding. 


Keeping  Country  Roads  Open  in  Winter  Time 

Motor  Trucks  with  Snow  Plows  Keep  225  Mile  Stretch  Clear  of  Snow 
—Three  Ton  Wooden  Rollers  Make  Passable  Road  at  $2.00  a  Mile 


BY  systematic  measures  for  the  removal  of  snow, 
many  country  roads  are  now  being  opened  dur- 
ing the  winter  season  for  motor  as  well  as  horse 
traffic.  No  very  stringent  attempts  have  hither- 
to been  made  to  keep  rural  highways,  even  though 
hard  surfaced,  available  for  more  than  purely  localized 
use.  However,  since  long  stretches  of  suburban  and 
interurban  roads  of  an  improved  type  are  becoming 
common,  there  is  a  greater  need  for  the  removal  of 
restrictions  to  winter  travel.  Obviously,  there  are 
great  difficulties  in  the  way  of  keeping  a  clear  roadway 
in  the  winter  time,  and  the  methods  to  be  used  de- 
])end,  of  course,  on  local  and  weather  conditions.  In- 
asmuch as  an  article  on  snow  cleaning  rnethods  is 
timely  and  of  interest  to  road  engineers,  we  present 
below  a  few  experiences  described  by  road  engineers 
of  the  United  States.  The  methods  are  largely  applic- 
able to  rural  highways. 

Rollers  Compact  Snow 

Mr.  Charles  A.  French,  city  engineer  of  Laconia, 
N.H.,  states  that  snow  rollers  have  been  used  for 
many  years  to  com])act  the  snow,  more  especially  on 
outlying  roads,  but  also  on  the  city  streets.  The  meth- 
ods are  described  as  follows: 

"They  arc  used  after  each  snow  storm  when  there 
is  a  dejjth  of  five  inches  or  more  or  when  roads  are 


drifting  badly.  When  drifting  occurs  the  roller  nius 
be  accompanied  by  a  few  shovellers  who  level  the  top; 
of  the  drifts  and  "sidling"  places  so  that  the  rolle 
will  leave  a  fairly  level  cross  section  and  not  leavi 
chuck  holes. 

"Rolling  makes  a  solid  snow  path  about  elevei 
feet  wide  into  which  heavy  loads  of  logs  will  not  ami 
It  gradually  builds  up  the  roads  through  cuts  ani 
wherever  drifting  occurs  so  that  the  snow  blows  ove 
rather  than  into  the  roads.  Turning  out  is  made  eas; 
but  care  must  be  used  not  to  get  off  the  rolled  tracl 
We  have  hard  snow  paths  over  drifts  six  and  eigb 
feet  deep  which  are  very  satisfactory  to  the  farmer 
and  lumbermen. 

"When  the  roads  begin  to  "slump"  or  grow  soi 
in  the  spring  it  is  necessary  to  "machine  out"  the  deepe 
drifts  with  road  machines  or  graders,  mounted  on  rur 
ners  instead  of  wheels.  Very  little  shovelling  is  r< 
quired  and  much  is  saved  where  deep  snow  and  fairl 
steady  cold  weather  occur. 

Rollers  of  Wood 

Our  rollers  are  built  after  our  own  model  an 
weigh,  I  suppose,  from  three  to  four  tons. 

"The  rollers  consist  of  two  wooden  rolls  about  sij 
and  one-half  feet  in  diameter  and  five  feet  long,  moun! 
ed  on  a  hardwood  frame  of  substantial  constructic 
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(4  in.  by  6  in.  oak).  The  rolls  are  built  of  oak  staves 
3  in.  X  4  in.,  assembled  around  circular  heads  and  held 
in  place  by  screws  to  the  heads,  and  a  in.  x  2  in. 
iron  hoop  shrunk  on  each  head.  The  heads  are  built 
of  2  in.  pine  plank  in  two  layers  laid  at,  right  angles 
with  each  other  and  screwed  together.  The  rolls  are 
mounted  on  the  frame  by  means  of  trunnions  bolted 
to  the  heads  and  running  in  boxes  on  the  frames.  The 
pole  is  of  3  in.  X  7  in.  ash  tapered  and  bolted  to  the 
frame  at  the  front  and  back  and  running  clear  through. 
The  roller  is  surmounted  by  box  seats  resting  on  the 
frame.  It  seats  two  men,  one  at  the  front  and  one 
at  the  back,  and  two  more  can  ride  on  top  of  the  tool 
box. 

"Six  heavy  horses  are  required,  two  abreast.  Two 
are  hitched  on  the  pole  and  two  on  a  detachable  lead 
pole  and  two  leaders  on  whiffietrees  attached  to  the 
lead  pole. 

"A  roller  outfitted  as  above  will  cover  from  ten  to 
fifteen  miles  a  day,  depending  on  conditions.  The 
cost,  of  course,  depends  on  the  number  of  shovellers. 
As  an  average  basis  take  one  foot  of  snow ;  three  pairs 


t?eve/e<J  ~ 
Z"x  '/^' iron  hoops 


[::: 


-6''6'- 


Seats- 


Scraper 

This  outfit  gives  satisfaction  in  keeping  roads  clear  in  winter  time. 

f  horses  with  drivers  at  $6.00  each  and  two  extra  men 
t  $2.50  each  makes  a  daily  cost  of  $23.  If  eleven 
nd  one-half  miles  are  covered  the  cost  is  $2  per  mile, 
/hich,  I  think,  is  about  our  average.  We  require  one 
lan  to  drive  six  horses,  and  the  other  two  drivers  to 
hovel  when  necessary. 

"Rolling  is  the  most  satisfactory  method  of  break- 

g  roads  we  have  ever  tried,  and  it  gives  the  best 

tisfaction  to  road  users." 


Plows  on  Lincoln  Highway 

Mr.  William  D.  Uhler,  chief  engineer  of  the  Pen- 
nsylvania State  Highway  Department,  describes  as 
follows  the  snow  cleaning  work  on  the  Lincoln  High- 
way. The  method  is  to  start  the  snow  plows  to  work 
as  soon  as  the  snow  reaches  a  depth  of  a  couple  of 
inches : 

"We  are  using  two  kinds  of  plows;  one  is  a  snow 
plow  attachment  to  put  on  the  front  of  a  motor  truck, 
which  pushes  the  snow  aside,  this  plow  being  manu- 
factured by  the  Good  Roads  Machinery  Company. 
The  other  method  is  to  use  an  ordinary  four-wheeled 
road  machine  with  a  short  tongue,  hooked  on  behind 
motor  trucks,  and  plow  or  push  the  snow  to  one  side. 
Of  course,  if  there  are  any  heavy  drifts  it  may  be 
necessary  to  use  a  certain  amount  of  hand  labor,  but 
it  may  be  possible,  if  the  drifting  is  in  spots,  to  first 
break  a  road  through  the  heavy  banks  v/ith  teams,  in 
order  to  enable  the  motor  trucks  to  get  through  with 
the  plows  and  keep  them  working,  plowing  to  a  cer- 
tain depth  each  drift  until  the  snow  is  all  removed. 
Our  costs  up  to  January  first  were  approximately  $31 
per  mile  of  road. 

Further  details  of  the  work  in  Pennsylvania  are 
given  in  the  following  article  by  Geo.  H.  Biles,  Second 
Deputy  State  Highway  Commissioner: 

The  State  of  Pennsylvania  is  co-operating  with 
the  national  government  in  keeping  an  artery  of 
travel  across  the  state  open  and  free  from  snow 
for  the  United  States  army  transport  trains  operating 
between  the  Central  West  and^  the  seaboard.  This 
route  in  our  state  extends  from  the  Ohio  state  line,  via 
Beaver  Falls,  Pittsburg",  Greensburg,  Bedford,  McCon- 
nellsburg,  Chambersburg,  Gettysburg,  and  Littlestown 
to  the  Maryland  state  line,  a  distance  of  approximately 
225  miles. 

A  system  of  operation  for  handling  this  work  has 
been  established  by  the  maintenance  division  of  the 
state  highway  department,  which  will  be  described 
briefly :  Through  arrangements  made  with  the  weather 
bureau  office  at  Pittsburg,  weather  forecasts  are  wired 
to  the  main  office  of  the  state  highway  department,  by 
which  conditions  can  be  anticipated  and  instructions 
issued  immediately  to  the  various  districts  to  organize 
men  and  equipment  for  action.  The  field  organization 
of  the  state  highway  department  consists  of  the  assist- 
ant engineer,  who  has  control  of  all  work  in  several 
counties,  usually  about  five  in  number,  followed  by  the 
superintendent  of  highways  of  the  county,  who  has 
charge  of  all  maintenance  work,  and  under  these  men 
come  the  gang  foremen,  patrolmen,  labor,  etc.  This 
organization  has  complete  charge  of  this  work  in  their 
respective  counties,  and  is  under  the  direction  of  the 
second  deputy  commissioner  in  charge  of  maintenance. 

Motor  Trucks  With  Snow  Plows 

Stationed  at  the  larger  towns  along  the  line  of  this 
route  are  motor  trucks  equipped  with  snow-plow  at- 
tachments, road  machines,  drags,  shovels,  etc.  The 
patrol  system  of  about  34  men  is  engaged  continuously 
in  repairing  and  patrolling-  this  highway,  each  man 
looking  after  his  particular  section ;  and  this  plan  is  a 
most  important  factor  in  reporting  emergency  condi- 
tions of  consequence  to  the  district  head  or  superin- 
tendent, who  reports  by  wire  or  phone  to  the  main 
office  direct.  The  caretaker  is  empowered  to  organize 
forces,  if  need  be,  to  take  care  of  conditions  until  the 
arrival  of  the  superintendent.  If  the  conditions  arc 
unusual  the  superintendent  rei)orts  by  phone  to  the 
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assistant  en_^ineer,  who  arranges  to  inspect  and  iiandle 
the  work  accordingly. 

The  report  made  by  the  caretaker  is  either  by  wire 
or  telegram,  which  is  followed  by  a  postal  card  report 
form,  giving  details  and  addressed  to  the  main  office  at 
Harrisburg.  This  information  is  charted  as  soon  as 
received,  and  the  same  practice  is  followed  upon  the 
completion  of  the  work.  If  the  drifts  are  abnormal 
and  the  road  is  not  opened  within  twenty-four  hours, 
the  office  must  be  advised  by  Avire,  and  in  this  way 
headquarters  is  in  direct  touch  and  control  of  the  entire 
route  at  ail  tmies. 

Cut  Through  Heavy  Drifts 

The  first  snowstorm  of  consequence  occurred  De- 
cember 7  and  8,  and  was  general  over  the  entire  route, 
and  for  many  mile.-  drifts  civeraged  three  to  six  feet  in 
depth.  The  work  was  begun  by  breaking"  a  track 
through  the  drifts  with  teams  and  -drags.  This  was 
followed  by  the  road  machines,  or  trucks  with  the  plow 
attachments  and  shovelers.  Turnouts  were  made  along 
the  line,  and  thereafter  the  road  widened  out  to  a 
width  of  between  14  and  16  feet,  depending  upon  the 
location.  The  entire  travelable  width  of  roadway  was 
finally  opened  in  order  that  traffic  would  not  track  and 
cut  through  the  road  surface  during  periods  of  freez- 
ing and  thawing.  The  snow  at  first  was  removed  to 
within  three  inches  of  the  road  surface,  and  what  did 
not  melt  was  afterward  removed  entirely.  Through 
the  deep  cuts,  after  a  track  was  l^roken,  it  was  neces- 
sary to  resort  to  shoveling. 

As  soon  as  any  section  of  the  road  was  opened, 
shovelers  followed,  cutting  openings  from  the  side  to 
the  ditches  at  various  intervals  along  the  road.  When 
this  work  was  completed  the  road  was  again  turned 
over  to  the  caretaker,  or  patrolman,  to  look  after  the 
drainage  details. 

Snow  Fences  Desirable 

From  oljservations  taken  since  1913  it  has  been 
found  that  at  certain  locations  the  construction  of 
snow  fences  would  be  advantageous  and  economical, 
and  whereas  it  was  impossible  to  put  all  the  necessary 
fence  in  place  this  season,  some  of  it  has  been  con- 
structed, and  before  another  season  arrives  the  re- 
maining sections  will  be  provided  for. 

There  were  certain  sections  along  the  line  of  the 
route  where  it  became  necessary  to  work  night  and 
day  shifts,  and  since  the  organization  was  perfected 
each  succeeding  storm  has  been  handled  with  increased 
alacrity  and  efificiency. 

In  the  beginning  the  work  was  handled  with  the 
following  organization  and  equipment,  which  has  been 
augmented  from  time  to  time :  7  motor  trucks  and 
plows,  22  road  machines,  20  drags,  IO.t  teams,  3  trac- 
tors, and  200  men. 


"Turning  Waste  Into  Profit" 

"Turning  Waste  Into  Profit."  This  is  the  title  of  a 
26-page  booklet,  size  Sj/^  x  lO^  in.,  recently  issued  by 
the  l'rest-()-I.ite  Company,  Inc.,  Toronto,  dealing  with 
the  importance  of  conservation  of  steel  and  iron 
through  oxy-acetylene  welding  and  ciitling.  This  book- 
let is  profusely  illustrated  with  halftone  engravings 
showing  many  examples  of  Prest-O-Lite  welding  re- 
pairs, which  liave  saved  money  for  manufacturers,  rail- 
roads, mines,  machine  sho])s,  engineering  and  industrial 
plants  in  almost  every  line.  We  have  I)een  advised  l)y 
the  l'rest-(  )-Lite  Com])any  that  a  copy  of  this  booklet 
will  be  mailed  free  of  charge  to  anyone  interested. 


Does  Alkali  Affect  ConcreteSj 

Results  of  Investigations  to  Determine  to  What  i 
Extent  Failures  of  Concrete  Tile  and  Cul-  i 
verts  are  Due  to  Alkaline  Soils  % 


THE  disintegration  of  concrete  when  exposed  t 
strongly  alkaline  soils  and  waters  in  arid  r 
gions  of  the  West  has  been  a  subject  of  di... 
cussion  by  engineers  and  users  of  cement  fo 
the  past  ten  or  fifteen  years.   There  are  many  concretif 
structures  in  these  districts  which  do  not  appear  t# 
be  affected  by  the  salts,  but  there  are  some  which  sho'^^ 
indications  of  being  attacked. 

There  are  many  engineers  who  believe  that  wellsr 
fabricated  concrete  will  not  disintegrate  when  expose^i 
to  these  alkali  salts  and  that  many  cases  of  failulS 
which  have  been  reported  have  not  been  caused  pni-^, 
arily  by  the  alkali,  but  resultant  from  the  use  of  poo*' 
aggregate,  improper  methods  of  fabrication,  or  other 
causes  which  resulted  in  a  poor  quality  of  concrete. 

A  laboratory  investigation  was  started  in  1908  by, 
the  technologic  branch  of  the  United  States  Geological 
Survey  to  determine  the  effect  of  alkali  waters  on 
cements  and  concretes.  Briefly,  these  investigations 
showed  that  practically  all  cements  are  attacked  by 
alkali  waters  upon  exposure  in  the  laboratory,  and  com- 
plete disintegration  can  be  obtained  under  certain  con- 
ditions. Similar  investigations  have  been  made  by' 
other  laboratories  with  similar  results. 

Alkali  Blamed  for  all  Failures 

The  United  States  Bureau  of  Standards  has  made 
a  field  survey  of  concrete  structures  exposed  to  alkali 
waters  in  several  of  the  Western  states.  There  is  ai 
tendency  for  the  cement  user  to  attribute  to  alkali  all 
failures  occurring  in  these  districts,  if  any  alkali  \i 
visible  in  the  surrounding  soil.  Therefore,  such  fail-, 
ures  as  occur  in  the  eastern  part  of  the  country,  due  tc' 
poor  materials  or  improper  methods  of  fabrication,  ar< 
often  excused  in  the  irrigated  districts  as  failures  duti 
to  alkali. 

It  is  practically  impossible  to  analyze  some  of  th( 
failures  which  have  occurred  and  state  definitely  th< 
part  played  by  the  alkali  salts,  as  a  result  of  which  i 
was  deemed  desirable  to  make  field  tests  in  whicl 
concrete  of  known  composition  and  fabrication  wouk 
be  exposed  in  some  of  the  worst  known  alkali  district 
in  the  west. 

It  was  decided  that  the  investigation  should  bi 
started  by  exposing  various  cement  mixtures  in  th' 
form  of  draintile,  because  of  its  economic  importance 
It  was  recognized  that  the  results  obtained  with  th' 
tile  tests  would  not  predicate  the  behavior  of  mas 
concrete,  for  the  normal  exposure  of  the  latter  i 
(|uite  dissimilar  from  that  of  draintile.  Therefore,  th 
investigation  was  expanded  by  the  installation  o 
generous-size  blocks  of  concrete  of  known  comi)ositior 

The  size  of  the  blocks  and  the  conditions  undej 
which  they  were  placed  will  make  the  results  of  th 
investigation  applicable  to  normal  concrete  con.struci 
tion  in  the  field  under  similar  conditions. 

The  blocks  were  placed  so  that  the  lower  ends  €J! 
tended  into  the  ground  water.  This  was  done  in  orde 
to  observe  the  effect  of  the  mechanical  force  exerted  b  , 
frost  action  and  by  the  crystallization  of  the  alka 
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!  salts  absorbed  by  capillarity  into  the  pores  of  the  con- 
crete above  the  ground-water  surface. 

Tile  Tests 

The  tile  were  made  under  contract  at  a  commercial 
tile  plant  and  under  the  supervision  of  a  representative 
of  the  Bureau  of  Standards.  Although  it  was  antici- 
l  pated  that,  some  of  the  tile  of  the  leaner  mixtures 
i  which  are  satisfactory  in  the  humid  regions  would  fail 
in  these  alkali  soils,  the  program  was  arranged  to  in- 
clude tile  made  from  the  leanest  to  the  richest  com- 
mercial mixtures. 

The  tile  were  installed  in  operating  drains  on  eight 
projects  in  what  were  thought  to  be  the  most  con- 
centrated alkali  soils  available  in  the  West  and  in  dis- 
tricts where  there  was  practically  no  alkali  for  com- 
parison. 

One  set  of  tile  of  each  type  also  was  stored  in  the 
open  exposed  to  the  atmosphere  for  reference  and  test. 
I  The  programme  requires  the  removal  of  at  least 
[two  tile  of  each  type  at  each  project  every  year  for 
test  and  inspection.  Sufficient  tile  were  made  and  in- 
stalled to  continue  the  investigation  ten  years  or  longer 
if  necessary. 

Effect  of  Alkali  on  Mass  Concrete 

The  following  investigation  was  outlined  by  the 
advisory  committee  for  the  purpose  of  determining 
the  effect  of  alkali  salts  in  the  soil  and  ground  water 
jon  concrete.    Throughout  the  W est  many  concrete 
structures  are  exposed  to  strongly  alkaline  soils  and 
ground  waters,  and  in  some  localities  structures  have 
failed  or  shown  signs  of  disintegration,  referred  to  pre- 
viously.   In  order  that  actual  field  conditions  might 
be  duplicated,  blocks  of  concrete  10  inches  square  and 
2}^  feet  long  were  molded,  under  the  supervision  of  a 
representative  of  the  Bureau  of  Standards,  and  in- 
■^talled  on  projects  in  soils  where  concrete  structures 
lave  apparently  been  affected  by  alkali.    The  blocks 
vere  placed  vertically  with  about  one  foot  embedded 
11  the  ground  and  a  portion  exposed  to  the  atmos- 
)iiere.    One  series  of  blocks  was  molded  at  a  central 
)oint,  where  an  excellent  quality  of  aggregate  was 
ivailable,  in  order  to  secure  a  uniform  and  good  quality 
if  concrete.   These  blocks,  called  "A"  specimens,  were 
hipped  to  the  various  projects.   Another  set  of  blocks 
"B"  specimens)  was  molded  at  each  project  and  after 
uring  was  set  in  place,  while  a  third  set,  "C,"  was 
nolded  in  place  immediately  exposed  to  alkali  water. 
U  each  project  the  cement  in  use  there  was  used,  and 
he  aggregates  were  of  those  at  present  available  in 
ommercial  quantities  near  the  site  of  construction  on 
he  projects. 

Blocks  were  molded  of  the  portland  cement  con- 
rete  of  two  different  proportions,  sand  cement  con- 
rete  and  natural  cement  concrete.  The  test-tile  was 
lanufactured  in  sixteen  dift'erent  series  varying  in 
roportion,  method  of  curing  and  mode  of  manufacture. 

From  the  technologic  paper.  No.  95,  the  following 
)nclusions  in  regard  to  the  tests,  are  published : — ■ 
No  definite  conclusions  can  yet  be  drawn  as  to  the 
',;J||rttimate  resistance  of  concrete  to  the  action  of  alkali 
i'fl!       soils  and  waters  on  the  projects.    However,  the 
..^■)inplete  failures  found  at  the  Belle  Fourche  project, 
^^■here  local  materials  were  used,  together  with  the 
^HpOn  which  has  commenced  on  the  surfaces  of  many 
_^B!  the  blocks  on  other  projects,  indicate  that  materials 
^Bi  good  quality  and  proper  workmanship  are  of  great- 
*!Br  iniportance. 

The  surface  action  noted  on  blocks  at  several  of 


the  projects  was  not  confined  to  those  made  of  local 
materials,  but  was  also  apparent  on  some  of  the  blocks 
made  of  selected  aggregates  ("A"  series).  Whether 
or  not  this  surface  action  on  the  best-quality  concrete 
blocks  is  progressive  will  be  apparent  after  a  longer 
period  of  exposure.  Concrete  which  is  to  be  j)laced 
in  alkali  soils  should  be  made  of  selected  and  tested 
materials,  so  proportioned  as  to  produce  a  dense  con- 
crete. As  small  an  amount  of  mixing  water  should  be 
used  as  will  allow  the  mass  to  be  properly  placed. 
Unless  these  precautions  are  taken  the  resistance  of 
the  concrete  to  alkali  action  will  be  reduced. 

Draintile 

The  following  conclusions  may  be  drawn  for  the 
use  of  cement  draintile  exposed  to  soils  or  waters  con- 
taining alkali  salts  in  quantities  of  0.1  per  cent,  or 
more : 

1.  The  use  of  cement  tile  in  soils  containing  alkali 
salts  in  large  quantities  is  experimental. 

2.  Porous  tile  due  to  the  use  of  lean  mixtures  or 
relatively  dry  consistencies  are  subject  to  disintegra- 
tion. 

3.  Some  dense  tile  are  under  certain  conditions  sub- 
ject to  surface  disintegration. 

4.  Disintegration  is  manifested  by  physical  disrup- 
tion caused  by  the  expansion  resulting  from  the  crys- 
tallization of  salts  in  the  pores  and  by  softening,  re- 
sulting from  chemical  action  of  the  solutions  with 
the  constituents  of  the  cement. 

5.  While  results  obtained  will  not  permit  of  a  defi- 
nite statement  as  to  the  relative  effect  of  the  various 
constituents  of  the  salts,  indications  are  that  the  greater 
the  quantity  of  sulphate  and  magnesium  present  and 
the  greater  the  total  concentration  of  salts  the  greater 
will  be  the  disintegrating  effect. 

6.  Tile  made  by  the  process  commonly  used,  which 
allows  the  removal  of  forms  immediately  after  cast- 
ing, are  subject  to  disintegration  where  exposed  to 
soils  or  waters  containing  one-tenth  per  cent,  or  more 
alkali  salts  similar  in  composition  to  those  encoun- 
tered in  this  investigation. 

7.  The  hand-tamped  tile  of  plastic  consistency  as 
made  in  this  investigation  are  not  equal  in  quality  to 
machine-made  tile  of  the  same  mixture,  and  they  do 
not  resist  alkali  action  as  well. 

8.  Steam-cured  tile  show  no  greater  resistance  to 
alkali  action  than  tile  which  are  cured  by  systematic 
sprinkling  with  water. 

9.  Tile  made  of  sand  cement  have  less  resistance 
to  alkali  action  than  tile  made  of  Portland  cement  of 
the  same  proportions. 

10.  The  tar  coating  as  used  is  not  effective  in  pre- 
venting the  absorption  of  alkali  salts  from  the  soil. 

11.  The  cement-grout  coating  is  not  effective  in 
preventing  the  absorption  of  alkali  salts  from  the  soil. 

12.  No  advantage  is  found  in  introducing  ferrous 
sulphate  into  the  cement  mixture. 

If  cement  draintile  are  to  be  used  in  alkali  soils  or 
waters  containing  0.1  per  cent,  or  more  of  salts  similar 
in  composition  to  those  encountered  in  this  investiga- 
tion, they  should  be  made  of  good  quality  aggregate 
in  proportions  of  not  less  than  1  part  portland  cement 
to  3  parts  aggregate.  The  consistency  should  prefer- 
ably be  quaking,  which  has  proved  the  most  resistent 
of  all  mixtures  used.  This  is  wetter  than  that  general- 
ly used  in  commercial  plants  and  will  probably  require 
the  retention  of  the  tile  in  the  molds  for  several  hours, 
unless  some  means  are  found  to  hasten  the  hardening 
of  the  cement. 
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Tile  Manufacturers  Urged  to  Increase  Output 

Mr.  W.  H.  Scott  Tells  Convention  of  Clay  Products  Men  That  Demand 
for  Drain  Tile  Will  Exceed  Supply  —  By  Supplementing  Their  Output 
Manufacturers  Will    be    Aiding    Movement    for    Greater  Production 


IN  considering-  the  clay  tile  situation  in  Ontario,  at 
present  we  find  that  most  of  the  tile  is  used  in 
the  Avestern  and  south-western  counties.  Some 
tile  is  used  in  the  central  and  ea.stern  counties, 
while  as  yet  very  little  is  used  in  the  northern  coun- 
ties. In  the  north-western  counties,  particularly  the 
Rainy  River  District,  the  farmers  are  commencing  to 
put  in  tile  drains,  but  are  using  concrete  tile.  They 
are  not  able  to  obtain  any  clay  tile  in  that  district  be- 
cause of  none  being  made. 

Demand  for  Tile 

In  gathering  information  concerning"  this  subject 
I  wrote  to  several  of  the  district  representatives  situ- 
ated in  the  counties  where  most  of  the  tile  is  used,  and 
in  answering,  with  the  exception  of  one,  they  all  agreed 
that  the  demand  was  going  to  be  much  greater  than  the 
supply  of  tile  for  the  coming  season.  From  a  repre- 
sentative in  a  western  county  I  received  the  following- 
answer  : 

"No  clay  tile  in  county.  Making  and  buying  tile  held  up 
because  of  labor  shortage.  Many  local  farmers  anxious  for 
development  of  industry." 

From  another  county  the  answer  was: 

"It  is  almost  impossible  to  secure  clay  tile  in  this 
county." 

From  another : 

"There  is  quite  a  keen  demand,  but  the  supply  has  been 
limited."  • 

From  one  of  the  central  counties  I  j-eceived  this 
answer : 

"In  conversation  vi'ith  a  local  tile  maker  I  am  advised  that 
he  has  40,000  tile,  sizes  3-inch  and  4-inch  on  hand,  and  that 
he  has  sold  one  car  load  of  these." 

This  an.swer,  by  the  way,  was  from  a  representa- 
tive of  a  county  where  little  tiling  is  being  done  as  yet. 
This  was  the  only  case  reported  where  there  was  any 
tile  on  hand. 

From  a  southern  county  I  received  this  reply: 

"All  the  tile  used  in  this  county  must  be  secured  from 
outside  sources."  He  goes  on  to  say  that:  "We  have  one  man 
alone  who  expects  to  use  about  T.'i.OOO  next  summer  on  his 
farm,  and  we  have  several  enquiries  of  other  smaller  jobs 
which  will  likely  be  done  ])roviding  tile  can  be  secured." 

Froin  one  of  the  south-western  coimties  I  received 
this  answer : 

"Owing  to  the  scarcity  of  liclp  this  last  year  or  two  these 
yards  have  not  been  able  to  do  all  the  work  that  was  pos- 
sil)le,  neither  have  they  been  able  to  manufacture  tile  in 
c|uantities  to  meet  the  demand." 

Another  corresj)()ndent  from  the  same  district 
writes : 

"The  problem  in  this  county  is  to  get  the  land  surveyed, 
to  get  the  tile  and  to  have  them  placed.  The  shortage  of 
labor  is  affecting  l)oth  the  manufacture  of  tile  and  the  i)lacing 
of  them  in  the  soil  to  a  very  marked  degree." 

Anf)ther  corresjjondent,  who,  by  the  way,  is  situ- 
ated in  a  C()unty  where  most  of  our  surveys  are  made, 
states : 

"We  have  in  operation  in  this  county  about  ditching 
machines,  and  the  tile  produced  in  the  same  area  is  only 
sufficient  to  carry  these  machines  100  working  days.  There 
have  been  a  large  number  of  instances  during  the  ])ast  year 
where  tiling  machines  have  been  compelled  tf)  cease  o])era- 
lion  owing  to  lack  of  tile." 

This  will  give  you  an  indication  of  the  circum- 


stances in  the  south,  central,  western  and  south-west- 
ern counties.  I  didn't  enquire  as  to  the  situation  in 
the  eastern  counties,  but  only  a  short  time  ago  I 
received  communications  from  two  different  corres- 
pondents regarding  the  prospects  for  the  disposal  of  i 
tile  in  that  district  as  they  were  contemplating  going] 
into  the  manufacture  of  that  product. 

Supply  Will  be  Insufficient 

In  consideration  of  this  information  which  we  have! 
compiled  we  can  readily  see  that  the  demand  for  drain 
tile  for  the  coming  season  will  be  very  great,  and  l| 
have  no  doubt  that  in  some  districts  will  exceed  thej 
supply. 

From  the  Statistical  Review  we  find  that  in  1910] 
$318,000  worth  of  drain  tile  were  manufactured,  while] 
in  1914  $277,000  worth  were  manufactured,  being  a| 
decrease  of  $41,000  worth.  In  1916,  however,  $275,000 
worth  were  manufactured,  so  we  see  that  during  thej 
last  two  or  three  years  there  has  been  about  the  samej 
amount  of  tile  manufactured  each  year.  It  is  of  in- 
terest to  note  here  that  the  number  of  tile  given  in] 
the  last  report  exceeded  the  second  last  report  by] 
2,000,000.  There  was,  however,  very  little  change  inj 
the  total  valuation,  which  goes  to  prove  that  a  greateij 
percentage  of  the  smaller  sizes  of  tile  were  manufac- 
tured than  formerly.  I  have  made  several  enquiriesj 
and  find  that  in  some  districts  there  is  no  supply  avail-:] 
able,  and  that  in  some  instances  manufacturers  havfl 
booked  orders  which  Avill  keep  them  working  to  ful] 
capacity  until  Jtme  of  this  coming  season. 

Quality  is  Sacrificed 

We  have  found  that  owing  to  the  large  demand  foil 
clay  tile,  in  some  instances  the  qtiality  of  the  pro] 
duct  is  not  very  good,  due  either  to  insufficient  o[ 
faulty  burning.  Some  tile  are  crooked,  and  in  som'| 
lots  a  quantity  of  the  tile  are  extremely  well  burnedl 
while  in  the  same  lot  we  find  soft  tile,  indicating  thai 
that  lot  has  been  burned  in  streaks,  as  the  saying  if] 
which  I  believe  is  due  to  the  fact  that  the  fires  were  re] 
plenished  at  intervals  of  one-half  hotir  or  more. 

Some  tile  which  I  have  seen  had  particles  of  limj 
in  the  wall.  These  particles  of  lime  expanded  whe 
they  came  in  contact  with  moisture,  thus  breaking  thj 
wall  and  reducing  the  strength  of  the  tile  in  somj 
instances,  as  we  have  ascertained  by  testing,  as  hig( 
as  50  ])er  cent.  We  have  found  by  work  in  testing  til 
Vv'hich  we  have  carried  on  at  the  Ontario  Agricultun, 
College  that  in  a  comi)arison  between  the  white  anjj 
the  red  tile,  the  red  on  an  average  is  19.8  per 
stronger  than  the  other. 

VVe  have  found  that  the  quality  varies  very  mud 
different  localities,  and  would  suggest  that  the 
adian  National  Clay  Products  Association  agree  cj 
.some  standard  for  the  different  sizes  of  tile  and  ei 
deavor  to  have  each  tile  manufacturer  have  his  pri| 
duct  ef|ual  to  this  standard.   The  Ontario  Agricultur  f 
College  would  he  only  too  glad  to  co-operate  in  thji 
matter  as  we  have  a  tile  testing  machine,  and  WOU 
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be  able  to  do  the  testing-.  If  this  matter  were  handled 
I  properly  it  would  cause  the  manufacturers  of  a  poor 
!  quality  of  tile  to  endeavor  to  overcome  their  diffi- 
^  culties  and  thereby  save  the  waste  of  a  large  amount 
.  of  both  time  and  money,  and  the  manufacturers  would 

be  able  to  supply  the  land  owners  with  a  first  class 

product. 

Fuel  Difficulties 

At  present  the  fuel  situation  is  quite  serious,  and 
I  understand  that  in  some  districts  where  gas  is  being 
used,  the  gas  companies  have  threatened  to  close  down 
on  the  manufacturers.  This  will  be  a  severe  drawback 
to  the  manufacturers  of  tile,  which  at  present  is  so 
badly  needed  by  the  land  owners. 

I  note  by  the  statistics  compiled  by  the  Bureau  of 
Mines  that  the  supply  of  crude  petroleum  is  dimin- 
ishing. In  1910  approximately  10,000,000  imperial  gal- 
lons were  produced  in  Ontario,  while  in  1915  the  out- 
put had  decreased  to  approximately  7,500,000  imperial 
ijallons.  One  tile  maker  informed  me  that  this  crude 
petroleum  would  be  prohibitive  in  price  to  use  as  a 
fuel.  Others  stated,  however,  that  they  could  use  it, 
and  they  thought  they  could  use  it  profitably.  How- 
ever, this  would  not  altogether  solve  the  difficulty,  be- 
cause of  the  fact  that  there  is  so  little  fuel  oil  avail- 
able in  Ontario.  It  could,  however,  be  used  at  present 
until  the  critical  stage  in  the  coal  situation  has  passed. 

Besides,  in  Canada  we  are  told  that  there  is  a  great 
ijuantity  of  peat,  which,  although  it  may  not  burn  as 
satisfactorily  as  coal,  will  no  doubt  some  day  take  the 
:)lace  of  some  of  the  coal  as  a  fuel.  In  some  districts 
:he  manufacturers  are  using  wood  for  burning,  and 
)erhaps  this  fuel  could  be  used  temporarily  by  the 
ile  makers  in  other  districts.  Of  course,  I  realize 
hat  they  would  be  compelled  to  change  their  furnaces, 
md  wood  would  require  more  cars  and  additional  labor 
n  burning  to  get  good  results.  It  remains  with  them 
IS  to  whether  it  would  be  profitable  to  do  this  or  to 
ise  some  other  substitute. 

Concrete  Tile  Manufacturers  Taking  up  the  Field 

"    Some  of  the  clay  tile  manufacturers  have  realized 
he  present  situation  and  are  making  efiforts  to  in- 
rease  their  output,  while  others  are  passively  leaving 
he  matter  to  Providence,  and  when  they  cannot  get 
iiel  will  cease  manufacturing  tile.    Now,  we  know 
hat  the  demand  for  tile  is  great,  and  that  the  land 
wners  want  drain  tile.    If  they  cannot  secure  clay 
le,  which  they  have  been  using  to  a  great  extent  in 
le  past,  they  are  going,  if  possible,  to  purchase  con- 
lete  tile.   The  concrete  tile  manufacturers  will  not  be 
ow  in  taking  advantage  of  this  situation.    The  only 
lel  which  they  require  is  a  small  amount  for  steam, 
-  they  can  obtain  the  rest  of  their  power  by  using  elec- 
icity,  so  that  they,  have  the  advantage  over  clay  tile 
anufacturers  during  the  present  situation.  Unless 
le  clay  tile  makers  are  able  to  supply  the  demand 
len  their  competitors  will,  and  manv  of  the  concrete 
anufacturers  are  producing  good  tile,  so  those  who 
c  allowing  their  output  to  diminish  while  the  de- 
and  is  still  great,  may  find  it  hard  to  again  build 
)  trade  when  there  will  be  a  sufficient  supply  of  fuel. 
Another  matter  which  is  causing  trouble  is  the 
ortage  of  labor.    One  manufacturer  whom  I  know 
iS  solved  the  difficulty  to  some  extent  by  putting  in 
;  (litional  machinery,  and  possibly  others  might  be 
■  le  to  follow  his  example. 

Plants  Not  Operating  to  Capacity 
''fli  -^^"y  tile  plants  are  not  producing  up  to  full  capa- 
iiiHy  at  present.    In  Ontario  we  have  146  power  ditch- 


ing machines.  Considering  an  average  season  these 
machines  should  dig  sufficient  drains  for  approximately 
115,000  tile  each.  When  this  is  totalled,  providing  that 
each  machine  worked  during  the  season,  they  would 
require  approximately  16,800,000  tile,  which  is  about 
2,000,000  more  than  were  manufactured  last  year.  Be- 
sides these  ditching  machines  we  have  in  Ontario  a 
few  persons  who  still  lay  tile  by  hand,  and  many  horse- 
drawn  machines  which  no  doubt  would  require  an  ad- 
ditional number  of  tile. 

Regardless  of  the  fact  that  both  labor  and  cai)ital 
were  scarce  there  was  as  much  ditching  done  last  year 
as  in  any  of  the  years  previous,  and  the  indications 
are  that  much  will  be  done  again  during  the  coming 
season.  The  land  owners  look  to  the  tile  manufac- 
turers for  their  supply  of  tile.  If  they  are  unable  to 
procure  that  tile  the  work  of  tile  drainage  and  recla- 
mation of  the  land  will  sufifer,  and  just  so  much  as  that- 
sufifers  there  will  be  less  grain  and  other  agricultural 
products  produced,  which  are  so  necessary  at  the  pre- 
sent time. 


Clayworker  Dependent  on  Geologist  for 
Advice  on  Plant  Location 

 By  N.  B.  Davis  

IN  the  past  ten  or  more  years  the  application  of 
scientific  principles  to  the  management  of  indus- 
trial enterprises  has  become  a  necessity,  and  the 
old  "rule-of-thumb"  methods  are  passing  away. 
Our  position  in  this  war  has  impressed  on  us  the  need 
for  technical  control  in  all  phases  of  our  industries,  and 
the  present  seems  the  time  to  call  the  attention  of  the 
clay  industry  to  the  part  of  the  economic  geologist. 

With  the  general  industrial  advance  the  clay  in- 
dustry has  not  progressed  as  it  should,  considering 
the  importance  of  the  industry.  Conditions  in  the 
United  States  were  bad  enough  in  1916  to  warrant 
the  Director  of  the  Bureau  of  Standards  issuing  a  warn- 
ing, having  in  view  trade  competition  after  the  war. 

The  Canadian  industry  is  in  the  same  position  as 
that  of  the  United  States,  only  on  a  smaller  scale. 
Our  range  of  products  is  not  as  large  as  that  of  the 
United  States,  but  we  have  to  use  a  wide  range  of  raw 
materials. 

Position  of  the  Ceramic  Engineer 

A  few  years  ago  the  ceramic  engineer  was  prac- 
tically unknown  and  the  industry  was  wholly  in  the 
hands  of  the  practical  clayworker.  With  the  coming 
of  the  ceramic  engineer  technical  control  was  intro- 
duced and  less  was  left  to  chance.  At  first  the  whole 
field  was  covered,  from  the  location  of  the  raw  material 
to  the  marketing  of  the  finished  product,  but  so  many 
advances  have  been  made  in  the  mechanical  opera- 
tions that  the  engineer  has  been  forced  to  confine  him- 
self to  that  part  of  the  business.  The  same  develop- 
ment has  taken  place  in  the  mining  engineering  pro- 
fession, and  coincident  with  this  specialization  the 
economic  geologist  or  geological  engineer  has  come  in- 
to being  to  take  charge  of  the  locating  of  the  raw 
materials. 

You  are  perhaps  more  or  less  familiar  with  the  term 
"geologist,"  and  know  that  he  is  primarily  a  student 
of  the  history  of  the  materials  of  the  earth's  surface, 
or,  in  other  words,  a  student  of  the  raw  materials  of  the 
mineral  industries.  As  a  student  of  the  materials  of 
the  earth's  surface,  he  is  a  pure  scientist,  but  as  a 
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student  of  the  raw  materials  of  the  mineral  industries 
he  is  an  applied  scientist  of  the  first  order. 

The  popular  idea  of  a  geologist  makes  him  a 
gatherer  of  fossils  and  mineral  specimens,  or,  as  I 
once  heard  him  described,  as  "a  musty  old  college 
professor  going  around  collecting  fossils."  An  exam- 
ination of  his  record  in  connection  with  the  mineral 
industries  would  show  that  he  has  never  been  musty. 
It  is  true  that  in  the  past  he  was  greatly  interested  in 
pure  science,  but  in  the  end  all  scientific  knowledge 
has  a  practical  bearing,  and  what  may  seem  abstract 
to-day  may  be  applied  to-morrow. 

In  the  petroleum  industry  of  the  last  few  years  the 
geologist  has  received  considerable  prominence.  Ten 
years  ago  he  was  hardly  recognized,  but  to-day  an  oil 
company  without  the  services  of  a  competent  geo- 
logist is  groping  in  the  dark. 

The  Geologist's  Relation  to  the  Clay  Industry 
Turning  to  the  clay  industry  we  find  that  the  geo- 
logist has  been  recognized  to  but  a  limited  extent,  and 
the  locating  of  the  raw  materials  is  still  largely  left 
to  chance.  In  Canada  there  are  plants  east  and  west, 
most  of  them  large  installations,  that  are  seriously 
handicapped  because  of  being  poorly  located  with  re- 
gards to  the  best  raw  material  available.  Had  the 
services  of  a  competent  geologist  been  employed  to 
locate  suitable  raw  material  before  the  plant  was  built 
many  thousands  of  dollars  and  infinite  worry  would 
have  been  saved  in  the  subsequent  operations. 

For  years  the  Geological  Survey  of  Canada  has 
been  studying  and  mapping  the  geology  of  the  country 
and  the  distribution  of  the  various  formations  are 
known  and  recorded.  Within  the  last  ten  years,  using 
the  geology  as  a  basis,  a  fairly  detailed  survey  has  been 
made  of  the  possibilities  of  the  clay  or  shale  bearing 
formations,  and  most  of  the  information  is  published 
in  the  reports  of  the  Department  of  Mines.  With  this 
information  to  work  on  and  to  be  interpi*feted  as  econ- 
omic geology  there  should  be  no  mistakes  in  the  future 
locating  of  clayworking  plants. 

Need  of  Geologist's  Services 

As  concrete  evidence  of  the  need  of  the  services  of 
the  economic  geologist  I  might  briefly  point  to  sev- 
eral mistaken  locations.  One  plant  was  built  to  use 
a  shale  for  making  paving  brick,  but  after  running  for 
a  short  time  it  was  found  that  the  material  would  not 
do.  A  few  miles  away,  and  favorably  located,  there 
is  a  good  paving  brick  material.  Had  the  geology 
been  studied  and  the  available  shales  tested  there 
would  not  have  been  the  mistake  in  location. 

.Another  i)lant  located  its  buildings  where  its  shale 
])it  should  have  been,  4tie  to  a  lack  of  advice  regarding 
the  geology  of  the  property. 

A  plant  in  the  west  was  built  to  use  a  material  that 
later  proved  .so  defective  that  it  had  to  be  disregarded 
completely,  and  new  material  looked  for.  In  looking 
for  new  material  the  usual  hit  and  miss  methods  were 
cm])loye(l.  Ilad  a  geologist  been  employed  to  survey 
the  field  of  jxissibilities  there  would  have  been  a  great 
saving  in  money,  time  and  temper. 

These  are  but  a  few  instances  of  the  difticulties 
Canadian  ])lants  have  got  into  through  a  lack  of  ap- 
preciation of  the  value  of  the  economic  geologist. 


The  Commission  of  Conservation  has  reprinted 
from  its  Ninth  Annual  Report,  a  ])am])hlet  entitled, 
"Peat  as  a  Source  of  Fuel,"  by  Eugene  Haanel,  direc- 
tor, Mines  P>ranch.  Ottawa. 


Granite  Block  Pavement® 

Their  Present  Status— Modern  Practice  in 
Construction  —  Improvements  Have 
Made  Granite  an  Excellent  Surface 


FROM  the  time  when  pavements  of  rectangul 
granite  blocks  were  first  employed  in  1876,  ther 
has  been  steady  development  and  improvemenfcj! 
with  consistent  attempts  to  standardize  materl? 
als  and  methods.  In  size  and  quality  of  blocks,  natu 
of  foundation  and  joints,  and  manner  of  laying,  mod> 
ern  practice  in  regard  to  granite  block  pavements  ha^, 
been  pretty  well  delineated  and  standardized  in  suc| 
a  way  as  to  insure  an  excellent  type  of  roadway  su^ 
face.  The  present  status  of  such  pavements  is  ovik- 
lined  in  the  following  article  which  was  prepared 
Clarence  D.  Pollock,  consulting  engineer,  New  Yo 
for  presentation  to  the  American  Association  for  tlfl 
Advancement  of  Science,  and  which  traces  their  de- 
velopment and  describes  modern  practice  in  regard  tei 
their  construction : — 

The  early  specifications  called  for  blocks  of  about 
the  following  dimensions : — Length  8  to  12  inches, 
width  3^/2  to  4J/2  inches,  and  depth  of  7  to  8  inches. 
These  were  paved  upon  a  sand  bed  spread  upon  the 
earth  subgrade  and  the  joints  were  filled  with  sand. 

The  next  step  was  to  use  a  concrete  foundation, 
under  the  sand  cushion  and  a  joint  filler  of  grave 
poured  with  bituminous  material.  The  maximum, 
Avidth  of  joints  was  usually  three-quarters  of  an  inch 
The  pavement  was  rammed  and  back  rammed,  aftei 
which  an  attempt  was  made  to  scratch  out  the  grave 
from  the  top  portion  of  the  joints,  and  then  the  bi-, 
luminous  material  was  poured  in  while  hot.  This  wa 
unsatisfactory  as  the  filler  simply  matted  on  the  toi 
of  the  gravel  unless  the  conditions  were  almost  ideal^ 
The  next  change  was  to  put  a  small  amount  of  grave 
in  the  joints,  and  then  pour  this  part  of  the  joint,  afteii 
which  dry  and  hot  gravel  was  added  and  the  joint' 
were  given  a  second  pouring.  This  was  an  improve 
ment,  but  as  the  joints  were  wide,  the  blocks  chippe( 
on  the  edges  under  traffic,  and  the  pavement  becam( 
rough  and  uncomfortable  to  ride  on. 

These  blocks  were  large,  having  a  depth  of  fron 
7  to  8  inches  and  were  often  13  inches  and  even  a; 
much  as  14  and  15  inches  in  length.  With  such  dee] 
blocks  it  Avas  not  practical  to  cut  them  so  that  the} 
would  lie  with  close  joints. 

Requirements  in  General  Use 

I'inally,  some  seven  or  eight  years  ago,  at  a  cbnl 
ference  between  municipal  paving  engineers  and  th< 
granite  quarrymen,  it  was  agreed  to  use  a  smaller  am 
l)etter  cut  block.  This  was  the  beginning  of  our  mod 
ern  granite  block  pavement.  The  present  standaft 
block  has  a  width  of  from  3^  to  4^  inches,  a  lengtl 
of  8  inches  to  12  inches,  and  a  depth  of  4-)4  inches  ti 
5^  inches. 

Further  rc(|uirements  are  that  "the  paving  block 
shall  be  of  medium-grained  granite,  showing  an  even 
distribution  of  constituent  materials,  of  uniform  quali 
ity,  structure  and  texture,  without  seams,  scales  o 
disintegration,  free  from  an  excess  of  mica  or  feldspai 
The  blocks  shall  be  so  dressed  that  the  faces  will 
api)roximately  rectangular  in  shape,  and  the  ends  aii'j 
sides  sufficiently  smooth  to  permit  the  blocks  to  b' 
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laid  with  joints  not  exceeding  one-half  inch  in  width 
at  the  top,  and  for  one  inch  downward  therefrom,  and 
not  exceeding  one  inch  in  width  at  any  other  part  of 
the  joint.  The  top  surface  of  the  block  shall  be  so 
cut  that  there  will  be  no  depressions  measuring  more 
than  three-eighths  of  an  inch  from  a  straight  edge  laid 
in  any  direction  on  the  top  and  parallel  to  the  gen- 
eral surface  thereof." 

Expense  of  Smaller  Blocks  Not  Justified 

The  above  requirements  are  in  the  specifications  of 
the  American  Society  of  Municipal  Improvements,  and 
are  now  in  very  general  use. 

Of  course,  there  are  numerous  exceptions  to  these 
standard  blocks.  A  few  cities  specify  a  block  with  a 
length  of  six  to  ten  inches  with  a  top  surface  or  head 
cut  so  that  there  will  be  no  depressions  measuring 
more  than  one-quarter  of  an  inch  and  to  lay  to  a  joint 
not  exceeding  three-eighths  of  an  inch.  Such  a  speci- 
fication may  produce  a  pavement  with  possibly  ten  per 
cent,  of  the  joints  better  than  with  the  standard  speci- 
fications, but  as  the  area  of  the  head  of  the  block  is 
smaller  and  consequently  more  blocks  are  required  to 
the  square  yard,  it  adds  considerable  to  the  cost  of 
the  pavement,  and  the  writer  is  of  the  opinion  that 
this  extra  expense  is  not  warranted  except  in  rare 
instances.  When  standard  blocks  are  well  cvit  and 
properly  paved  under  the  specifications  that  the  joints 
shall  not  exceed  one-half  of  an  inch  in  width,  some- 
thing like  seventy-five  per  cent,  of  the  joints  will  com- 
ply with  the  more  rigid  specifications,  and  it  would 
seem  unnecessary  to  spend  an  additional  forty  or  fifty 
cents  per  square  yard  to  have  possibly  another  ten  per 
cent,  of  the  joints  a  little  closer.  Such  a  requirement 
is  practically  as  rigid  as  that  for  cut  stone  joints  in 
building  construction.  It  is  not  a  practical  proposi- 
on  to  split  out  paving  blocks  so  that  a  three-eighths 
of  an  inch  joint  can  be  rigidly  complied  with.  If  a 
cement  grout  filler  is  used,  such  a  joint  is  not  neces- 
>ary,  and  it  is  very  questionable  if  it  is  ever  neces- 
sary with  even  a  bituminous  filler.  It  certainly  is  not 
lesirable  to  specify  something  which  it  is  not  prac- 
ticable to  obtain. 

ll  Shallow  Blocks  Sometimes  Necessary 

Other  variations  from  the  standard  are  so-called 
our-inch  blocks,  Durax  blocks,  and  the  like.  It  is 
sometimes  necessary,  because  of  freight  charges,  etc., 

0  use  shallow  blocks,  or  else  use  a  pavement  which  is 
ess  durable  than  granite  blocks.  This  condition  is 
nore  likely  to  prevail  on  road  work  and  in  inland 
iities  where  there  is  a  rail  haul. 

Then  there  is  another  condition  which  requires  a 
'hallow  block,  and  that  is  where  the  traffic  conditions 
ave  changed  so  much  that  it  is  necessary  to  use  gran- 
e  to  replace  a  lighter  material,  and  yet  it  is  desired 
utilize  the  old  concrete  foundation.  For  such  a  con- 
ition  a  resurfacing  block  is  made  which  has  a  depth 
f  three  and  one-half  to  four  inches.  It  is  preferable 
3  lay  such  a  block  upon  a  cement  mortar  cushion,  es- 
ecially  if  the  traffic  is  heavy. 

The  standard  block  when  properly  cut  and  laid 
ji  the  most  suitable  for  general  conditions.  This  pave- 
weat  is  laid  in  various  ways.  In  cities  and  localities 
|fhere  it  is  possible  to  block  off  traffic  for  a  sufficient 
|me  to  permit  the  use  of  a  cement  grout  filler,  it  is 
Uually  laid  with  such  a  filler,  and  if  the  traffic  is  heavy 
liough  to  warrant  the  expense,  it  is  often  laid  on  a 
[kment  mortar  cushion  mixed  in  the  proportion  of  one 

1  art  of  cement  to  three  or  often  four  parts  of  sand. 


This  makes  a  very  solid  and  durable  pavement  when 
properly  done.  The  blocks  should  be  sorted  and  laid 
in  courses  so  that  blocks  as  nearly  as  possible  of  the 
same  width  are  in  a  course,  and  the  blocks  should  be 
paved  with  close  end  or  longitudinal  joints,  the  courses 
running  transversely  from  curb  to  curb.  The  tran.s- 
verse  joints  should  be  as  close  as  possible  and  yet 
keep  straight  courses.  The  longitudinal  joints  should 
be  broken  by  a  lap  of  at  least  three  inches. 

Thorough  Ramming  and  Bedding  Essential 

The  pavement  should  be  thoroughly  rammed  and 
all  poorly  bedded  blocks  raised  and  back  rammed  un- 
til the  blocks  are  all  well  and  evenly  bedded  and  the 
surface  of  the  pavement  is  true  and  even  to  the  grade 
and  crown  of  the  street.  It  is  advisable  to  use  no  sand 
or  gravel  in  the  joints.  Proper  ramming  will  cause  the 
blocks  to  sink  into  the  cushion  so  that  a  little  ridge  of 
the  cushion  will  separate  the  blocks  and  be  sufficient 
to  hold  them  until  the  filler  is  poured,  provided  wheel- 
ing and  other  traffic  is  not  permitted  over  the  surface. 

Now  the  pavement  is  ready  for  the  filler.  If  it  is 
to  be  a  cement  grout  filler,  it  should  be  mixed  in  the 
proportion  of  one  part  of  portland  cement  to  one  part 
of  fine  sand,  preferably  an  even  grained  sand,  and  when 
possible  to  obtain  it,  without  excessive  cost,  one  which 
will  pass  a  20  mesh  sieve.  The  finer  and  more  even  the 
sand  particles,  the  better  they  will  remain  in  suspen- 
sion and  make  a  uniform  filler.  A  machine  mixer 
should  be  used  in  order  to  secure  a  uniform  product 
and  the  grout  should  be  delivered  directly  upon  the 
pavement  by  means  of  a  chute  or  spout.  The  grout 
should  then  be  broomed  into  the  joints  thoroughly 
until  they  stand  full  and  flush  with  the  surface  of  the 
blocks,  but  a  surplus  should  not  be  left  over  the  sur- 
face. The  wear  should  come  upon  the  granite.  The 
traffic  Avill  then  wear  down  any  small  irregularities  in 
the  heads  of  the  blocks. 

Bituminous  Filler 

When  a  bituminous  filler  is  used  the  best  practice 
is  to  add  a  fine  hot  sand  and  mix  it  before  pouring 
the  joints.  A  straight  coal  tar  pitch  is  too  susceptible 
to  temperature  changes  to  be  used  in  this  climate,  but 
a  mixture  of  one  part  of  asphalt  with  five  parts  of  coal 
tar  pitch  gives  good  results,  as  does  also  an  asphalt 
filler.  With  either  of  these  there  should  be  added  not 
to  exceed  fifty  per  cent,  by  volume  of  fine  sand  similar 
to  that  used  in  a  cement  grout  filler.  The  amount  of 
sand  added  should  be  at  least  35  per  cent.  The  sand 
should  be  mixed  into  the  hot  bituminous  material  and 
then  drawn  off  into  wheelbarrows  or  the  like  and 
dumped  at  once  upon  the  pavement.  It  can  then  be 
worked  into  the  joints  by  means  of  botes  or  the  like. 
When  the  joints  are  thoroughly  filled  so  that  they 
stand  up  flvish  with  the  surface  of  the  blocks,  then  a 
small  amount  of  sand  should  be  spread  over  the  sur- 
face. This  will  prevent  traffic  from  sticking  and  will 
help  to  harden  the  surface  of  the  joint  filler. 

Brooklyn,  N.  Y.,  uses  a  mixture  of  coal  tar  pitch, 
100  parts ;  refined  residual  asphalt,  20  parts ;  to  Avhich, 
after  thorough  mixing,  is  added  not  to  exceed  one 
part  of  sand  to  one  part  of  this  bituminous  mixture. 
The  sand  is  fine,  passing  a  20-mesh  sieve,  and  is  stirred 
in  usually  by  a  mechanical  mixer. 

In  the  Borough  of  Manhattan  one  part  of  hot  as- 
phalt cement  is  mixed  with  not  to  exceed  one  pa.vt  of 
sand,  the  latter  to  pass  a  10-mcsh  sieve.  The  mixture 
is  made  in  a  concrete  carrier  or  pushcart  of  about  seven 
cubic  feet  capacity.    The  mixing  is  done  with  a  rake 
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or  a  perforated  hoe.  Both  here  and  in  Brooklyn  the 
hot  bituminous  mixrture  is  dumped  directly  upon  the 
pavement  and  is  pushed  into  the  joints  by  means  of 
hose  or  squeegees.  These  forms  of  bituminous  fillers 
give  the  best  results  for  this  class  of  filler. 

Bituminous  fillers  are  most  suitable  for  use  when 
the  traffic  conditions  are  such  that  it  is  not  practical 
to  block  ofi  the  street  a  sufficient  time  to  permit  the 
j)roper  setting  of  a  cement  grout  filler. 

Cushion  Course  of  Sand  or  Dry  Mortar 

The  cushion  course  on  top  of  the  concrete  is  usu- 
ally sand,  and  it  should  not  be  greater  in  depth  than 
an  average  of  one  inch.  This  is  sufificient  with  a  speci- 
fication allowing  only  a  maximum  variation  of  one-half 
inch  in  the  depth  of  the  blocks.  Of  course,  the  surface 
of  the  concrete  should  be  smooth  and  it  should  con- 
form to  the  crown  of  the  finished  pavement. 

In  some  localities  a  dry  mortar  cushion  of  one  part 
cement  to  four  parts  of  sand  has  been  used  with  suc- 
cess, especially  where  the  joint  filler  was  cement  grout. 
This  makes  a  very  rigid  pavement,  and  where  the 
traffic  warrants  the  additional  expenditure  of  about 
fifteen  cents  per  square  yard  it  is  probably  advisable. 
The  mortar  cushion  has  been  used  also  with  a  bi- 
tuminous filler,  but  this  seems  to  the  writer  to  be  a 
useless  expense  as  the  traffic  is  allowed  on  the  pave- 
ment before  the  cushion  can  obtain  a  proper  set  and 
an  examination  of  many  openings  has  failed  to  show 
him  a  case  of  a  bond  between  the  bottom  of  the  block 
and  the  mortar  cushion.  The  claim  is  made  that  this 
cushion  does  not  wash  if  any  water  finds  its  way 
through  the  joints  of  the  pavement.  If  the  joint  filler 
is  properly  placed  in  the  joints  there  should  be  no 
trouble  from  this  source,  even  with  a  sand  cushion. 
With  a  cement  grout  filler  the  blocks  are  held  rigidly 
and  the  cushion  obtains  a  proper  set  as  the  trafific  is 
blocked  of¥  in  order  to  permit  the  grout  to  set  and  the 
cushion  has  the  same  opportunity. 

Modern  Granite  Pavements  are  Smooth 

Even  with  the  great  strides  which  have  been  made 
in  granite  block  pavements  in  the  past  half  a  dozen 
years,  there  are  still  a  great  many  people  in  our  cities 
who  still  picture  the  old  style  rough  open  jointed 
granite  pavements  when  they  hear  granite  mentioned 
in  connection  with  pavements.  As  a  matter  of  fact 
these  same  people  will  ride  over  the  modern  smooth 
surface  granite  block  pavements  laid  with  cement 
grouted  joints  or  with  the  latest  form  of  bituminous 
joints  and  not  recognize  that  it  is  a  granite  block  pave- 
ment, and  consequently  fail  to  give  it  the  credit  which 
is  its  due. 

The  modern  granite  blocks  when  properly  laid  make 
a  jjavcment  which  is  as  nearly  permanent  as  it  is  pos- 
sible to  lay,  and  which  is  smooth  and  yet  not  slippery. 
While  it  is  not  wholly  noiseless  under  metal  tire  traffic, 
yet  because  of  its  smoothness  and  the  fact  that  the 
percentage  of  this  kind  of  traffic  is  getting  smaller  and 
smaller  each  year,  it  is  rapidly  becoming  a  noiseless 
pavement. 

The  great  imi)r<)vement  in  the  surface  and  the  joints 
of  this  ])avcnient  in  recent  years  has  ])een  due  wholly 
to  the  cf)-o])eration  between  the  engineers  and  the 
granite  (|uarrymen.  They  have  worked  together  in 
the  endeavor  to  produce  as  good  a  block  as  it  is  ])rac- 
tical)!e  to  make  on  a  commercial  scale,  and  then  hav- 
ing these  blocks  paved  better  and  closer  than  formerly 
and  then  really  filling  the  joints  with  more  permanent 
kinds  of  joint  fillers.    Neither  the  engineers  nor  the 


quarrymen  could  have  accomplished  this  alone,  but 
both  working  together  with  the  same  goal  in  mind 
resulted  in  great  improvements  in  granite  block  pave- 
ments in  a  comparatively  short  time. 

New  Wall  Construction  Claimed  to  Pre- 
vent Displacement  of  Reinforcement 

ONE  would  think  that  the  construction  of  walls 
does  not  give  much  scope  for  ingenuity,  but 
that  is  far  from  being  the  case.  It  was  stated 
recently  that  whatever  improvements  have 
been  effected  in  other  components  of  a  building,  walls 
have  remained  much  as  they  were  in  the  times  of  those 
great  builders,  the  Romans,  and  dependence  upon 
thickness  is  necessary  to  secure  warmth  in  view  of  the 
porosity  of  bricks,  and  to  secure  strength,  also.  /J 
Upon  the  introduction  of  reinforced  concrete  it  wa* 
thought  that  all  difficulties  were  solved,  but  a  tencf-- 
ency  was  discovered  for  the  reinforcing  bars  to  become;| 
displaced  from  their  proper  positions,  and  the  use  o| 
such  construction  became  limited  to  certain  functions 
Another  attempt  to  overcome  drawbacks  was  ma(ffl 
by  building  walls  of  concrete  blocks,  but  the  resuM 
was  not  fully  satisfactory,  as  the  "key"  to  the  rendeiS*: 
ing  required  to  make  the  wall  weather-proof  was  rather 
uncertain. 

For  ordinary  dwellings,  at  any  rate,  the  old-style 
brick  or  stone  wall,  with  all  its  faults,  held  its  posi- 
tion ;  but  the  demands  of  war  and  dearth  and  cost  of 
certain  materials  directed  attention  once  more  to  the 
use  of  new  methods,  and  economical  ones. 

The  latest  type  of  wall  to  be  submitted  to  the  in- 
vestigation of  builders  is  one  which  consists,  of  a  core 
of  clinker  or  concrete  blocks,  or  hollow  blocks,  tp 
which,  on  the  outer  surface,  reinforcing  bars  are  at- 
tached by  means  of  "stirrups."  The  outer  surface  is 
then  rendered  with  cement  mortar,  and,  as  an  addi- 
tional precaution,  the  wall  may  be  treated  with  a 
waterproofing  compound,  though  experience  has 
proved,  it  is  said,  that  with  good  sand,  well  mixed 
with  the  cement,  a  waterproofing'  compound  is  un- 
necessary. 

Several  distinct  claims  are  made  for  this  wall  con- 
struction, which  is  patented.  It  is  claimed  that  dis- 
placement of  the  reinforcing  rods  cannot  occur,  and 
that  they  form  a  perfect  "key"  on  which  to  affix  the 
rendering,  thus  preventing  it  from  cracking.  Another 
claim  is  that  the  utmost  strength  is  provided  by  t|sie 
arrangement,  the  rods  being  in  tension,  and  the  core 
in  compression  as  theoretically  essential.  The  carry- 
ing capacity  is  said  to  be  very  great,  a  4-inch  wall  of, 
the  type  being  equal  to  a  14-incli  brick  wall,  and  a  6- 
inch  one  equal  to  a  brick  one  of  18  inches.  A  con- 
siderable saving  in  space  would  be  thus  secured. 

Other  points  urged  are  that  no  centering  is  required 
and  that  the  wall  is  a  non-conductor  of  heat. 


In  New  Brunswick  there  are  now  six  shipyards|p 
oDeration.  At  St.  John,  Grant  &  Horne  have  c(^- 
pletcd  the  frame  of  a  3,000  ton  wooden  steamer  of  0ii 
Imperial  Munitions  Board  type,  and  have  the  materia 
ready  for  another  steamer  of  the  same  dimension.Si 
The  Marine  Construction  Co.,  Ltd.,  have  a  schoonei 
of  900  tons  well  advanced  in  their  Strait  Shore  yard 
The  St.  John  Shipbuilding  Company  state  that  the) 
are  getting  out  timber  this  winter  for  six  schoone'r; 
and  that  they  will  take  orders  for  vessels  from  500  t( 
1 ,200  tons  register. 


February  13,  1918 

lllllllllllllllllllllllllllllllinillllll 


THE   CONTRACT  RECORD 
lllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllll»^ 


127 


Practical  Hints  for  the  Contractor 

that  may  save  him  time  and  money.  If  you  know  any  labor-saving  scheme, 
send  it  in — preferably  with  illustrations.    We  will  pay  for  all  accepted  articles. 


m 


'  Steel  Tower  Was  Not  Taken  Down  to 
Replace  Buckled  Corner  Post 

WHILE  lumber  was  being  hoisted  to  one  of 
the  upper  floors  of  the  Industrial  Arts  Build- 
ing of  the  new  East  Side  High  School  in 
Cincinnati,  the  load  began  to  spin,  and  the 
hoisting  lines  became  crossed.  A  heavy  strain  was 
put  on  the  boom,  which- buckled  the  corner  post  at 
which  the  boom  was  seated,  as  shown  in  the  accom- 
panying sketch.  Although  there  were  132  feet  of  steel 
tower  above  the  buckled  section,  it  was  taken  out  and 
replaced  without  taking  down  the  tower.  The  follow- 
ing description  of  the  repair  is  by  J.  T.  Sullivan,  in 
Engineering  News-Record. 

The  bearing  timbers  were  inserted  underneath  the 
second  horizontal  member  above  the  boom  seat  and 


Quick  repair  made  to  buckled  post  of  steel  tower. 

n  top  of  the  first  horizontal  member  below  it.  A 
jttiber  and  a  shoring  jack  were  inserted  to  restore  the 
wer  to  plumb  and  take  the  weight  off  the  damaged 
ction.  The  second  panel  part  above  the  boom  seat 
d  to  be  used  as  the  upper  support,  since  the  gusset 
the  first  panel  point  was  riveted  to  the  damaged  sec- 
5n  of  the  angle  post  and  had  to  be  removed  with  it. 


After  slight  strain  had  been  taken  on  the  jack  the 
bolts  in  the  damaged  section  were  easily  loosened  and 
the  section  was  removed.  The  jack  was  then  tight- 
ened and  the  corner  raised  to  its  original  level,  after 
which  the  new  section  was  inserted  and  bolted. 

The  entire  repair  had  been  completed  within  lj/2 
hours  after  the  accident.  In  the  opinion  of  the  writer 
the  small  amount  of  trouble  and  delay  occasioned  was 
due  to  the  fact  that  the  accident  occurred  with  a  steel 
tower.  Had  it  happened  with  a  wood  tower  the  cor- 
ner post  might  have  snapped  off  and  caused  the  col- 
lapse of  the  entire  upper  part  of  the  structure. 


Strips  Embedded  in  Concrete  Hold  Floor 
Sleepers  Firmly  Without  Shores 

WHERE  wood  upper  floors  are  laid  over  con- 
crete slabs  or  arches  they  are  generally  nailed 
to  sleepers  embedded  in  cinder  concrete  fill- 
ing above  the  surface  of  the  stone  concrete. 
Considerable  difificulty  is  likely  to  be  encountered  in 
placing  the  sleepers  in  the  exact  position  and  holding 
them  there  until  the  cinder  concrete  around  them  sets 
and  locks  them  to  position.  The  sleepers  are  generally 
held  down  by  shores  and  wedges  reacting  against  the 
floof  above. 

The  sleepers,  being  loose,  cannot  easily  be  main- 
tained in  exact  horizontal  positions  in  the  wet  cinder 
concrete  and  the  vertical  shores  holding  them  down 
form  inconvenient  obstructions  and  are  likely  to  be 
displaced. 

A  simple  and  convenient  way  of  fixing  the  sleep- 
ers is  described  in  "Contracting,"  and  has  been  satis- 
factorily used  by  the  H.  B.  Best  Company,  New  York, 
who  place  on  top  of  the  stone  concrete  floor  arch  or 
slab  wooden  strips  4  ft.  apart  on  centers  that  are  trans- 
verse to  the  floor  beams  and  are  carefully  embedded  in 
the  stone  concrete  so  that  their  upper  surfaces  are 
flush  with  it.  These  strips,  1  inch  thick,  are  1J4  inch 
wide  on  the  bottom  and  ^  inch  wide  on  top,  so  that 
the  bevelled  edges  lock  them  firmly  into  the  con- 
crete and  provide  sufficient  anchorage. 

After  the  concrete  is  set  the  sleepers  are  laid  on 
its  surface  transverse  to  the  embedded  pieces  to  which 
they  are  nailed,  securing  them  firmly  in  position  and 
holding  them  accurately  until  the  cinder  concrete  is 
filled  in  around  them  and  anchors  them  yet  more 
strongly  when  it  sets. 

This  method  very  easily  provides  for  accuracy  of 
horizontal  and  vertical  position,  eliminates  the  neces- 
sity for  careful  handling,  and  leaves  the  floor  space 
entirely  unobstructed  by  the  vertical  shores  formerly 
used  to  hold  down  the  sleepers. 


Publication  Received 

The  Village  Beautiful — descriptive  of  the  industrial 
townsites  developed  by  the  Connecticut  Mills  Com- 
pany, Danielson,  Conn. 
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Montrea  Builders'  Exchange  Has  Scheme 
For  Governing  Montreal 

THE  ]\Iontreal  Builders'  Exchange  has  taken  a 
hand  in  devising  plans  for  the  better  govern- 
ment of  Montreal.  The  Legislative  Committee 
has  formulated  a  scheme  of  its  own,  Avhich  has 
lieen  approved  by  the  members.  The  report  is  signed 
by  Mr.  W.  E.  Ramsay,  convenor  of  the  Legislative 
Committee;  Mr.  J.  P.  Anglin,  president  of  the  Ex- 
change; and  Mr.  David  K.  Trotter,  secretary.  The 
plan  briefly  is  a  mayor  elected  by  the  proprietors  at 
large,  with  25  aldermen,  five  of  whom  are  to  be  elect- 
ed by  the  real  estate  proprietors  as  an  executive  com- 
mittee of  finance,  the  remaining  20  aldermen  to  be 
chosen  by  four  wards.  The  twenty  aldermen  will 
form  four  consultative  committees — legislation,  public 
works,  public  safety,  and  health.  The  recall^for  mayor 
and  aldermen  is  a  feature  of  the  plan.'  The  committee 
gives  special  emphasis  to  the  proper  methods  for  pre- 
paring plans  and  specifications,  inviting,  receiving  and 
accepting  tenders,  the  official  granting  of  contracts  and 
the  methods  of  seeing  that  the  work  is  carried  out. 


Replacing  Openings  in  Concrete  Pavements 

WHEN  it  becomes  necessary  to  make  openings 
in  concrete  pavements  for  any  purpose,  such 
openings,  according-  to  the  Concrete  High- 
way Magazine,  can  be  readily  made  and  re- 
placed so  that  when  properly  finished  it  is  difficult 
even  to  find  the  spot  repaired.  One  of  the  essentials 
for  work  of  this  kind  is  to  cause  the  least  obstruction 
possible  to  traffic. 

The  time  necessary  to  protect  the  repaired  spot  may 
be  very  materially  lessened  by  proper  manipulation  of 
the  concrete  in  making  the  repair.  The  edges  of  the 
opening  should  be  trimmed  so  as  to  present  a  practi- 
cally vertical  but  rough  edge  for  at  least  three  inches 
from  the  surface.  The  subgrade  should  be  thoroughly 
tamped  and  consolidated.  The  sides  of  the  concrete 
are  then  to  be  cleaned  and  thoroughly  wetted.  If  it  is 
a  dry  season  the  subgrade  should  be  dampened. 

The  concrete  should  be  made  of  a  rich  mixture,  in 
the  proportion  of  1:1^  :2>^.  If  practicable,  sand  and 
aggregate  similar  to  that  of  which  the  pavement  is 
made  should  be  used,  in  order  to  have  the  repaired  por- 
tion of  similar  appearance  as  the  rest  of  the  pavement. 
No  more  water  should  be  used  than  will  give  a  plastic, 
quaky  mixture,  and  the  mixing  shall  be  done  for  at 
least  two  minutes.  The  concrete  is  to  be  thoroughly 
rammed  in  place  and  sufficient  concrete  used  to  little 
more  than  fill  the  hole  so  that  there  will  be  about  one- 
half  inch  excess.  The  concrete  is  then  to  be  rolled  and 
the  rolling  continued  until  the  excess  concrete  is  prac- 
tically squeezed  to  one  side  and  all  excess  water  taken 
out.  The  more  thorough  the  rolling  the  sooner  can 
the  re])aired  spot  be  opened  to  traffic.  The  rolling  may 
be  continued  at  intervals  of  five  or  ten  minutes  for  up- 
'  wards  of  two  to  three  hours,  as  long  as  the  concrete 
remains  in  a  i)laslic  condition.  It  will  be  found  that 
concrete  manipulated  in  this  manner  will  assmue  a 
gelatinous  consistency  and  the  repair  thus  made  will 
develop  a  strength  in  four  or  five  days  c(|ual  to  that  of 
ordinary  concrete  much  older. 

A  repair  made  in  this  way.  covered  vvitli  a  layer  of 
dani])  earth,  and  so  protected  for  four  days,  may  1)e 
ol)ene(l  to  traffic  on  the  sixth  (kiy. 

If  traffic  cannot  be  diverted  so  as  to  pass  on  cither 
.-.ide  of  the  repaired  place,  while  hardening,  it  may  I)c 


protected  with  ^  plate  of  steel  or  boards  over  which  isl 
thrown  sufficient  gravel  which  will  cause  little  obstruc- 
tion to  traffic  and  hold  the  covering  in  place. 


Slippery  Paving  Bricks 

A STUDY  of  paving  bricks   shows   that  thei 
greatest  disadvantage  is  the  smoothness  an 
slipperiness  which  they  develop  as  the  resul 
of  wear.   This  is  so  serious  as  to  preclude  thei 
use  in  many  places  where  they  would  otherwise  b 
extremely  satisfactory. 

Various  methods  have  been  tried  in  order  to  ove" 
come  this  smoothness,  such  as  grooving  the  upper  sur 
face  of  the  bricks,  imprinting  a  pattern  in  low  reliefs 
and  so  on,  but  such  devices  are  clearly  only  palliative, 
and  are  often  accompanied  by  serious  drawbacks. 

What  is  required  is  a  hard  and  impervious  materia 
which  will  remain  rough  under  abrasion  instead  o 
being  polished.    The  United  Mosaic  Works  of  Fried 
land-Sinzig  claim  that  by  the  use  of  a  material  tli 
particles  of  which  are  hollow,  they  have  been  able  t 
produce  an  ideal  paving  material,  and  one  which  is',, 
quite  impervious  to  water,  yet  never  becomes  quite' 
smooth.    The  nature  of  the  material  is  not  disclosed ; 
it  is  presumably  some  form  of  kieselguhr,  which  con- 
sists of  minute  hollow  particles.    On  mixing  a  suitably-; 
kieselguhr  with  an  appropriate  bond  and  making  brick$V 
from  the  mixture  and  burning  to  a  sufficient  high  tem~ 
perature,  it  should  be  possible  to  produce  an  impervi- 
ous brick  which  would  not  wear  smooth,  but  whether 
such  a  brick  would  be  sufficiently  hard  and  durable 
remains  to  be  proved. 


Standardizing  Roofing  Stock 

In  the  report  of  the  Felt  Division  submitted  to  the 
annual  meeting  of  the  Pulp  and  Paper  Association  held 
'in  Montreal,  Mr.  G.  M.  Greaves  referred  to  the  efforts 
made  to  obtain  a  standard  classification  of  roofing 
stock.  He  stated  that  from  the  favorable  answers  re- 
ceived it  looked  as  if  the  leading  dealers  and  packers 
will  adopt  this  standard  classification.  He  added  that 
considerable  quantities  of  Canadian  roofing  felt  have 
been  exported,  also  large  quantities  of  prepared  roof- 
ing manufactured  from  Canadian  roofing  felt  have  been 
shipped  by  the  various  Canadian  prepared  roofing 
manufacturers  to  our  allies  in  Europe. 


Ottawa  C.S.G.E. 

Mr.  H.  H.  Vaughan,  president  of  the  Canadian  So- 
ciety of  Civil  Engineers,  addressed  the  Ottawa  branch 
of  the  Society  on  February  7  on  the  subject,  "Pr(^- 
lems  Confronting  the  Society."  This  was  the  fifSt 
luncheon  of  the  branch  for  1918  and  was  held  in  .tile 
Chateau  Laurier.  Mr.  Vaughan  discussed  such  mat- 
ters as  change  of  name,  the  broadening  of  the  scope 
of  the  Society  and  the  efifect  of  the  new  by-laws  which 
give  branches  greater  control  over  their  own  affairs 


Pending  Legal  Action,  C.S.G.E. 
Maintains  Name 

'llie  Council  of  the  Canadian  Society  of  Civil 
ginccrs  has  decided  that  the  revised  by-laws  take  effed 
from  January  23.  A  committee  has  been  appointed  t( 
take  the  necessary  legal  steps  to  bring  into  effect  th( 
change  of  name  to  the  Engineering  Institute  of  Can 
ada.  Until  this  is  done,  the  Society  will  continue  undei 
its  former  name. 
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Electricity  for  Clay-Working  Plants 

Special  Power  Requirements  of  Clay  Products  Factories  and 
Application  of  Motors  to  Meet  These— Paper  before  C.N. CP. A. 

 —  —By  Kenneth  C.  Berney*  


Some  years  ago  it  was  the  general  custom  to  drive  the 
machinery  in  clay-working  plants  by  means  of  steam  engines. 
Some  of  the  smaller  plants  were  operated  by  horse-power. 
Now  a  large  number  of  the  plants,  both  large  and  small,  ni 
localities  where  electricity  is  available,  are  operated  by  elec- 
tric motors. 

In  some  plants  electrical  operation  begins  with  the  dig- 
ging of  the  clay,  and  is  used  in  every  operation,  including 
hauling  the  shale,  dumping  the  cars,  grinding,  conveying, 
mixing,  forming  the  product,  and  conveying  the  finished  pro- 
duct. 

We  will  now  discuss  bi-iefly  the  advantages  of  electric 
motor  drive  over  steam  engine  or  drive  from  a  central  planr. 

In  contemplation  of  the  layout  of  a  brick,  tile,  or  pottery 
plant  the  first  point  of  consideration  is  the  location.  Railroad 
facilities,  water,  coal,  and  location  of  raw  material  are  very 
[important  factors.  The  use  of  electricity,  especially  when 
supplied  by  central  stations,  simplifies  the  problem  since  the 
I  water  and  coal  questions  become  of  secondary  importance. 

Flexibility  of  Electric  Drive 

With  electric  drive  the  various  departments  of  the  plant 
|can  be  located  and  arranged  to  the  best  advantage  for  oper- 
ating without  the  limitation  of  arrangements  imposed  by  cen- 
Itral  engine  drive  with  the  accompanying  belt  connections  to 
||the  various  departments. 

With  central  steam  engine  drive  there  must  be  used  long 
llifie  shafts  and  belts.    If  it  is  desired  to  operate  only  one 
aftchine  or  department  in  the  plant,  all  of  this  shafting  and 
selting  must  be  run,  which  means  a  large  friction  load.  In 
such  cases  this  power  lost  in  friction  may  eciual  or  exceed 
Ithat  used  in  doing  useful  work.    Not  only  is  the  cost  of  such 
vaste  power  a  big  item,  but  the  wear  on  the  belts,  shafts,  and 
i)€iirings  is  considerable.    Where  there  is  fine  clay  dust  in  the 
pr  this  wear  is  very  great.    The  dust  collects  on  the  1)elts, 
pulleys,  and  works  into  the  hanger  bearings,  causing  belt 
jfelippage,  which  means  decreased  output,  the  belts  must  be 
rati  very  tight.    With  individual  motor  drive  made  economi- 
Ifally  possible  by  using  electric  motors,  energy  is  required 
anly  when  useful  work  is  being  done.    The  control  of  any 
ht\t  machine  is  conveniently  at  the  hand  of  the  operator,  and 
*.he  machine  can  be  started  and  stopped  at  will.    There  is  no 
ost  for  power  after  the  machine  is  shut  down,  as  would 
iccur  were  long  lines  of  belting  and  shafting  used. 

In  plants  where  there  is  excessive  clay  dust  in  the  air 
ilectric  motors  can  be  direct  connected  or  geared  to  the 
|riven  machines,  doing  away  with  belt  trouble  entirely. 

Greater  Assurance  of  Continuous  Operation 

.When  the  various  machines  or  departments  are  operated 
|y  means  of  individual  motors  there  is  a  greater  assurance  of 
IjDntinuous  operation  as  compared  with  central  engine  drive, 
Ik  which  case  engine  trouble  means  the  shut-down  of  the 
J|llole  plant.  Motors  maintain  a  practically  constant  speed 
Kiroughout  their  operating  range,  which  results  in  increased 
[iroduction  over  the  plant  driven  by  a  single  steam  engine 
[here  the  speed  varies  not  only  with  the  boiler  pressure  but 
ISO  with  the  variation  in  load. 

Electric  motors  can  be  placed  wherever  convenient  on 

ie  ceiling,  on  a  side  wall,  on  the  floor,  or  right  on  the  ma- 
iae  to  be  driven,  and  the  machines  can  be  located  to  best 
Of  Canadian  Westing-house  Co.,  Hamilton,  Ont. 


serve  the  logical  sequence  of  operations.  The  flexil)ility  of  a 
motor  system  is  also  of  the  greatest  advantage,  since  frequent 
changes  in  tlie  positions  of  the  machines  and  additions  to  the 
equipment  are  often  necessary.  When  motors  are  used  they 
can  be  shifted  with  ease.  All  that  is  necessary  is  to  run  feed- 
ers to  the  new  location.  New  machines  can  be  added  to  any 
part  of  the  plant  without  fear  of  overloading  the  engine,  as  in 
the  case  of  central  engine  drive. 

Due  to  the  fact  -that  motors  can  be  applied  at  the  closest 
position  to  the  driven  machines,  belts,  gears,  etc.,  are  reduced 
to  a  minimum.  The  absence  of  many  shafts,  belts,  and  pul- 
leys means  that  the  plant  will  be  lighter  and  cleaner,  allow- 
ing more  and  better  work  to  be  done. 

Fuses  or  circuit-breakers  are  installed  in  the  motor  circuit 
as  a  protection  against  heavy  overloads  such  as  might  occur 
if  a  machine  became  clogged  with  clay.  In  such  a  case  the 
current  is  cut  off  from  the  motor,  and  it  stops  preventing  any 
damage  to  it  or  the  driven  machine.  The  possibility  of  a 
shut-down  due  to  a  .machine  breaking  is  thus  reduced  to  a 
minimum. 

Clay-working  machines  may  be  driven  by  either  direct 
current  or  alternating  current  motors.  If  a  plant  generates 
its  own  power  or  is  right  near  the  central  station,  direct  cur- 
rent may  be  used  for  its  operation.  Due  to  the  fact  that 
direct  current  cannot  be  transmitted  long  distances  economi- 
cally and  alternating  current  can,  practically  the  only  current 
supplied  to-day  l^y  central  stations  to  power  users  is  alternat- 
ing current. 

I  Two  Main  Types  of  Motors 

So  we  will  deal  with  the  alternating  current  motor  as  it 
is  used  almost  exclusively  for  industrial  drive.  There  are  two 
main  types  of  polyphase  alternating  current  motors  used  for 
manufacturing  purposes — the  synchronous  motor  and  the  in- 
duction motor.  The  synchronous  motor  is  often  used  to  drive 
machines  requiring,  say,  200  horse-power  or  more  where  the 
starting  conditions  are  light,  where  the  starting  current  is 
not  objectionable,  and  where  only  one  speed  of  operation  is 
desired.  If  overloaded  more  than  about  50  per  cent.,  or  the 
voltage  at  the  motor  terminals  allowed  to  drop  more  than 
about  10  per  cent.,  a  synchronous  motor  will  stop. 

The  induction  motor  is  used  to  drive  such  machines  as 
required  in  clay-working  plants,  so  we  can  confine  our  re- 
marks to  this  type  of  motor. 

The  induction  motor  consists  essentially  of  a  stationary 
part,  at  either  end  of  which  is  a  bracket  supporting  a  bearing. 
The  shaft  which  rotates  in  these  bearings  has  mounted  on  it 
a  rotating  member.  The  clearance  between  the  rotating  and 
stationary  parts  is  small,  being  less  than  1/1(5  in.  in  a  50  h.p. 
motor.  There  is  no  electrical  connection  between  rotating 
and  stationary  parts,  and  there  are  few  parts  to  get  out  of 
repair.  The  induction  motor  is  the  most  rugged  type  of  elec- 
tric motor  made. 

There  are  two  main  types  of  polyphase  induction  motors 
— that  having  a  squjrrel  cage  rotor  and  that  having  a  wound 
rotor.  They  are  commonly  called  the  squirrel  cage  motor  and 
the  wound  rotor  or  slip-ring  motor.  The  rotor,  as  the  name 
implies,  is  the  revolving  part.  The  stator.  or  stationarj-  part, 
is  practically  the  same  in  both  types  of  motor. 

Squirrel-Cage  Motor  Generally  Preferable 

The  sciuirrel  cage  rotor  derives  its  name  from  the  fact 
that  its  winding  rcseml)lcs  in  api)earance  (lie  rotating  wlieel 
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found  in  a  squirrel's  cage.  The  winding  consists  of  two  heavy 
c()i)i)er  or  alloy  rings, 'which  are  held  in  place  by  bars,  usually 
made  of  coi)per.  which  span  the  space  between  the  rings  at 
regular  intervals.  The  ends  of  these  l)ars  may  be  riveted, 
Ijolted,  or  welded  to  the  two  rings.  The  rotor  of  a  wound 
rotor  motor  has  on  it  a  winding  similar  to  the  stationary  part, 
consisting  of  many  turns  of  insulated  copper  wire.  The  leads 
from  the  different  phases  of  the  winding  are  brought  out  to 
three  collector  rings,  on  which  slide  the  carbon  brushes  which 
carrj'  the  rotor  current  to  the  external  resistance  which  is 
used  with  this  type  of  motor.  The  collector  rings  are  often 
called  slip  rings,  from  which  comes  the  name  slip-ring  motor. 
The  squirrel  cage  rotor  is  more  rugged  than  the  wound  rotor, 
and  there  are  less  parts  to  get  out  of  repair.  The  squirrel 
cage  rotor  is  practically  indestructible  on  motors  of  the  latest 
type  where  the  rotor  bars  are  welded  to  the  two  rings,  which 
are  called  resistance  rings.  A  squirrel  cage  motor  is  consider- 
abl}'  cheaper  to  1)uy  than  a  wound  rotor  motor.  So,  every- 
thing considered,  the  squirrel  cage  motor  should  be  chosen 
rather  than  the  wound  rotor  or  slip  ring  motor,  except  in  a 
few  applications  where  the  latter  is  particularly  suitable. 

Where  it  is  desired  to  have  a  motor  operate  at  a  number 
of  different  speeds  the  wound  rotor  motor  is  used.  It  is  very 
often  used  where  the  torque  required  to  start  a  load  is  very 
great.  This  is  particularly  true  where  the  power  plant  sup- 
plying the  current  is  of  limited  capacity,  as  less  current  will 
be  drawn  from  the  line  at  start  than  were  a  squirrel  cage 
motor  used.  The  wound  rotor  motor  in  a  clay  plant  is  some- 
times used  to  drive  the  dry  pans,  pug  mills,  and  auger  ma- 
chines. When  squirrel  cage  motors  are  used  with  these  ma- 
chines motors  with  large  starting  torque  should  be  applied, 
unless  there  is  a  clutch  between  the  motors  and  the  machines. 
Wound  rotor  motors  should  not  be  used  where  there  is  stone 
dust  in  the  air  unless  the  collector  rings  are  closed  in.  as  such 
dust,  getting  between  the  brushes  and  rings,  rapidly  wears  the 
collector  rings.  Squirrel  cage  motors  can  be  supplied  suit- 
able for  driving  all  the  machines  used  in  clay-working  plants. 

Characteristics  of  Induction  Motbrs 

A  few  of  the  characteristics  of  an  induction  motor  which 
may  1)e  of  interest  are  as  follows: 

1.  It  will  carry  a  load  for  short  periods  of  two  to  two  and 
a  half  times  full  load  without  injuring  the  motor  and  without 
the  motor  stopping. 

3.  The  speed  of  the  motor  will  be  practically  constant 
from  approximately  50  per  cent,  load  to  50  per  cent,  overload. 

3.  The  motor  will  start  a  load  where  the  starting  torque 
required  is  considerably  greater  than  the  running  torque.  The 
motor  can  be  designed  with  a  starting  torque  up  to  two  and 
a  half  times  the  running  torque  where  desired  for  heavy  start- 
ing service. 

4.  The  current  taken  l)y  the  motor  when  starting  will  l)e 
aijproximately  two  to  five  tin:es  that  required  when  running. 
It  depends  on  the  load  to  I)e  started. 

.").  If  the  voltage  at  the  motor  terminals  drops  Ijelow  nor- 
mal the  starting  torc|ue  will  decrease  as  the  square  of  the  ter- 
minal voltage  divided  by  the  normal  voltage. 

In  applying  electric  motors  to  clay-working  machinery 
the  following  severe  conditions  must  be  kept  in  mind: 

1.  Severe  starting  requirements,  due  to  the  inertia  of  the 
driven  machinery  and  to  material  in  the  machinery  hardening 
when  at  rest. 

a.  Severe  overloads,  due  to  irregular  feed  of  material. 

3.  Dusty  atmosphere  about  plants  and  presence  of  dani])- 
ncss,  causing  collected  dust  on  the  motors  to  become  cement- 
ed to  the  windings  and  interfering  with  ventilation. 

4.  The  use  of  gears  of  large  pitch  and  high  i)itch  line 
speeds,  resulting  in  severe  vibrations. 

Good  service  is  obtained  with  these  conditions  only  when 
carcftd  consideration  is  given  In  the  ;ipplic  al  inn  to  each  indi- 


vidual machine.  The  motors  in  clay  plants  should  have  gen- 
erous starting  and  running  characteristics,  the  bearings  made 
dust-proof,  and  the  windings  impregnated  to  withstanii 
moisture.  The  motors  should  be  carefully  aligned  with  the] 
driven  machines.  The  feeders  to  the  motors  should  be  of 
ample  size  to  carry  the  current,  bearing  in  mind  that  motors 
which  drive  machines  hard  to  start  will  draw  much  heavier 
currents  than  those  driving  machines  easy  to  start.  If  the 
feeders  are  too  small  the  terminal  voltage  will  be  lowered, 
with  consequent  decrease  in  starting  torque. 

To  provide  for  the  severe  starting  and  running  condi- 
tions there  has  been  a  tendency  to  select  motors  larger  than' 
necessary.  The  result  of  the  low  load  factor  caused  thereby 
is  low  power  factor  and  low  efficiency  of  the  individual 
motors.  On  account  of  low  efficiency  the  cost  of  electric 
power  will  be  greater.  This  cost  will  still  be  increased  ifi; 
there  is  a  penalty  for  low  power  factor.  The  best  plan  is  toj 
consult  the  manufacturer  who  can  supply  a  motor  just  largei 
enough  to  do  the  required  work,  and  with  large  starting,' 
torque  where  such  is  required.  In  case  of  machines  hard  toj 
start,  a  standard  squirrel  motor  can  be  used  in  combination! 
with  a  friction  cluth  and  the  motor  started  without  load  i 
Friction  clutches,  however,  are  subject  to  wear,  and  should  h(\ 
avoided  wherever  possible. 

Consideration  must  be  given  as  to  whether  group  or  indi-; 
vidual  drive  of  machinery  would  be  better.  For  plants  with 
storage  facilities  between  the  various  departments  and  th< 
machinery  scattered  individual  drive  will  usually  be  better 
while  for  plants  with  all  machinery  inter-dependent  anc 
grouped  group  drive  will  be  better. 

The  following  are  usual  drives  employed  for  the  mori 
common  machinery  found  in  clay  plants: 

1.  The  conveyor  from  the  storage  bin  is  usually  belte( 
from  the  motor  driving  the  crusher  or  dry  pan. 

2.  Crushers  are  usually  belted  to  the  motors.  Motor 
with  good  starting  and  pull-out  torques  are  required  with  al 
kinds  of  crushing  machinery. 

3.  Dry  pans  are  usually  driven  by  motors  geared  to  th 
dry  pan  shafts.  The  vibrations  of  these  machines  are  sever( 
and  the  motor  shafts  should  be  supported  by  outboard  beat 
ings.  An  improved  arrangement  is  to  have  flexible  coupling 
between  the  gearing  and  the  motors,  as  this  prevents  th 
transmission  of  vibrations  to  the  motors  to  a  large  extent. 

4.  The  pug  mill  and  auger  machines  may  be  driven  b': 
motors,  either  belted  or  geared  to  them.  Because  of  tlilj 
large  pitch  of  the  gears  of  these  machines  considerable  vibril 
tion  results,  and  flexible  couplings  should  be  used  if  the  inoiJ 
ors  are  geared.  These  machines  are  sometimes  stopped  fii|j 
of  material,  which  liardens  if  the  shut-down  is  of  an  apprilj 
ciable  length,  and,  if  clutches  are  not  provided,  the  startirl] 
requirements  of  the  motors  are  severe.  For  such  install! 
tions  wound  rotor  motors  are  advisable.  i 

5.  The  cutters,  represses,  elevators,  and  conveyors  b 
tween  the  various  machines  require  little  power,  and  may  1 
driven  from  the  motors  driving  the  machines  upon  who 
operation  they  are  dependent,  or  individually  by  sm; 
motors. 

We  will  now  briefly  outline  the  motor  drive  in  vario 
kinds  of  modern  clay-working  plants,  b^irst.  we  will  toui 
f)n  the  most  common  of  all — the  brick  plant.  , 

Brick  Plants 

There  are  three  common  forms  of  brick  plants,  depen 
ing  (Ml  what  kind  of  machinery  is  used  to  form  the  bri( 
There  are  the  "stifif  mud,"  the  "soft  mud,"  and  the  "dry  inii!/ 
machines. 

In  case  the  raw  material  used  is  shale  or  rock,  crushf 
or  dry  jjans  are  usually  used,  while  for  soft  and  stiff  mi 
refining  rolls  or  various  kinds  of  jnilverizers  are  used. 

l'"irst,  we  will  take  a  plant   with  a  capacity  of  appro 
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mately  GO.OOO  building  bricks  an  eight-hour  day.  Both  com- 
mon and  face  brick  are  made  from  hard  shale.  This  plant  is 
the  type  where  "stiff  mud"  machines  are  used,  forcing  the 
clay  through  dyes  by  an  auger  machine  into  a  continuous 
bar,  which  is  cut  into  bricks  by  parallel  wires  or  by  au  auto- 
matic cutter.  In  this  plant  the  air  is  drawn  from  the  kilns 
containing  the  burned  brick  during  the  cooling  period  and 
passed  through  drying  tunnels  containing  the  green  brick, 
drying  the  same.  When  it  is  desired  to  move  the  dried  brick 
the  hot  air  is  shut  off  and  the  air  in  the  tunnels  is  cooled  by 
an  exhaust  fan.  Squirrel-cage  motors,  two-phase,  220  volts, 
60  cycle,  are  employed  for  the  entire  operation  of  the  plant. 
The  total  motor  capacity  is  215  h.p.  and  the  maximum  de- 
mand is  130  h.p.: — 

One  40  h.p.,;  850  r.p.m.  Drive — Geared  to  and  belted. 
.Application — 9  ft.  dry  pan.  From  extension  shaft  of  dry  pan 
to  40  ft.  bucket  conveyor. 

One  40  h.p.;  850  r.p.m.  Drive — Geared  to  and  Incited. 
Application — 9  ft.  dry  pan.  From  extension  shaft  of  dry  pan 
to  40  ft.  bucket  conveyor  and  a  50  ft.  x  24  in.  heh  conveyor. 

One  40  h.p.;  850  r.p.m.  Drive — Geared.  Application — 
To  an  American  No.  51  pug  mill. 

One  75  h.p.;  690  r.p.m.  Drive — Geared  and  belted.  Ap- 
plication— ^To  No.  1  giant  brick  auger.  From  countershaft  of 
brick  augur  to  30  ft.  shaft,  whch  drives  an  18-brick  automatic 
cutter,  three  belt  conveyors,  a  bucket  conveyor,  and  a  repress. 

One  15  h.p.:  1,120  r.p.m.    Drive — Belted.    Application — 
Through  countershaft  to  140  in.  blower;  speed,  216  r.p.m., 
upplying  draught  for  ovens. 

Typical  Drive  in  Common  Brick  Plant 

Next  we  will  take  the  motor  drive  used  in  a  plant  making- 
common  brick  from  soft  clay  which  requires  no  screening  or 
grinding.  The  daily  output  is  40,000  bricks.  Soft  mud  ma- 
chines, consisting  of  an  upright  receptacle  with  curved  arms 
It  the  bottom  to  force  the  clay  into  press  box  moulds,  are 
used.  The  moulds  are  fed  automatically  under  a  press,  after 
being  filled,  and  are  moved  forward  to  delivery  tables. 

Here  one  60  h.p.,  690  r.p.m.,  induction  motor  is  used.  It 
jis  belted  by  means  of  main  shaft  and  countershaft  to  one 
.ombination  pug  mill  and  brick  press,  capacity  120  bricks  per 
ninute;  one  mould  sander  and  one  waste  clay  elevator  to  lift 
.vaste  clay  from  brick  machine  to  pug  mill.  The  brick  are 
lir-dried,  and  cordwood  is  used  to  fire  the  kilns. 

Lastly,  we  will  consider  the  motor  drive  in  a  plant  manu- 
icturing  pressed  brick  from  a  hard  shale  where  the  "dry 
-achine"  process  is  used.  In  this  plant  there  are  two  separ- 
te  and  distinct  units,  each  unit  lieing  driven  by  a  50  h.p. 
quirrel-cage  motor.  Each  50  h.p.  motor  is  belted  to  a  9  ft 
'ry  pan  and  a  brick  press,  as  well  as  the  necessary  conveyors, 
up  elevators,  etc.  The  moisture  is  added  to  the  material  in 
he  dry  pan,  and  the  material  is  fairly  dry  when  pressed.  The 
ilns  of  this  plant  are  fired  with  cordwood.  Each  unit  is 
apable  of  turning  out  approximately  23,000  bricks  an  eight- 
our  day.  When  a  large  output  is  required  both  units  can  be 
un,  giving  an  output  of  46,000  bricks  a  day.  Under  this 
rrangement  the  plant  is  always  run  at  high  efficiency,  and 
ne  unit  is  in  reserve  in  case  of  any  breakdown  in  the  other 
nit. 

A  plant  manufacturing  ordinary  drainage  tile  will  have 
lie  same  motor  equipment  as  a  brick  plant.  In  fact,  tile  is 
jften  made  in  a  brick  plant  by  simply  changing  the  dies  on 
be  auger  machine  so  that  the  clay  will  be  forced  out  in  the 
^)rm  of  a  tube,  whch  is  cut  into  the  required  lengths. 

Sewer  Pipe  Plants 

In  a  certain  sewer  pipe  plant  there  is  in  use,  or  will  be 
lortly,  a  total  of  approximately  235  h.p.  in  squirrel-cage  in- 
Jction  motors.  The  raw  material  used  is  a  weathered  shale, 
|hich  is  brought  to  the  plant  by  railroad.    The  shale  is  con- 


veyed from  the  receiving  platform  and  elevated  to  the  stor- 
age room  by  means  of  two  5  h.p.  motors,  one  operating  the 
conveyor  and  one  the  elevator.  The  shale  is  first  fed  into  a 
dry  pan,  which,  along  with  the  conveying  l)elt  and  elevating 
cups,  is  driven  by  a  75  h.p.  motor,  Ijelted  to  the  load,  h'rom 
the  dry  pan  the  material  is  carried  to  the  wet  pans,  three  in 
numiber,  where  it  is  uniformly  mixed,  it  is  then  conveyed  by 
belts  and  elevators  to  the  presses,  where  it  is  pressed  into 
moulds,  making  the  different  size  of  sewer  pipe,  one  length 
at  a  time.  Special  shapes  of  pipe  are  hand-moulded.  The 
tkree  wet  pans  and  the  conveyor  Ijelts  are  l)elt-driven  by  a 
150  h.p.  motor.  The  moulded  pipe,  after  drying,  is  put  in 
permanent  kilns,  which  are  fired  by  coal.  The  glazing  of  the 
pipe  is  done  during  the  latter  part  of  the  firing. 

Pottery  and  Ornamental  Tile  Plants 

Here  the  nature  of  the  work  is  such  that  individual  motor 
drive  offers  many  advantages.  The  use  of  belts  and  line  shaft- 
ing in  factories  of  this  type  is  especially  disadvantageous  on 
account  of  the  fine  clay  powder  which  fills  the  air  and  col- 
lects on  belts  and  pulleys,  producing  excessive  belt  slippage 
and  large  friction  losses.  The  output  of  the  plant  is,  in 
many  cases,  limited  on  account  of  the  belt  slippages.  The 
use  of  individual  motor  drive  will,  in  such  cases,  increase  the 
output  of  the  factory  without  any  other  increase  in  factory 
equipment,  extr^  floor  space,  or  labor. 

In  pottery  and  tile  plants  the  charge,  consisting  of  flint, 
feldspar  and  clay,  is  thoroughly  mixed  with  water  in  a  "blun- 
ger"  mill.  The  "slip"  is  then  sifted  to  remove  lumps  into  an  "agi- 
tator." Then  the  slip  is  pumped  into  a  slip  press,  where  the 
greater  part  of  the  water  is  pressed  out.  The  wet  clay,  which 
is  uniform  in  composition  and  free  from  lumps,  is  taken  from 
the  slip  press.  Up  to  this  point  the  method  of  manufacturing 
pottery  and  ornamental  tile  is  the  same.  For  pottery  tiie  wet 
clay  is  pressed  through  a  pug  mill  to  distribute  the  moisture 
evenly  and  is  then  moulded  into  finished  shape  on  "jigger" 
machines.  F'or  tile  the  wet  clay  is  dried  in  racks  and  then 
passed  through  a  crusher.  After  this  it  is  ground  into  a  fine 
powder  in  the  dust  mills.  The  fine,  dry  powder  is  then 
moulded  into  forms  by  presses,  after  which  it  is  ready  for  the 
initial  firing.  The  firing  of  the  ware  is  practically  the  same  in 
both  cases.  After  initial  firing  the  ware  is  decorated,  refired, 
and  glazed.  Pottery  is  dipped  entirely  into  the  glaze  and  the 
tile  is  glazed  on  one  side  only.  The  ware  is  again  fired,  which 
completes  its  manufacture. 

Some  of  the  motor  drives  used  in  an  ornamental  tile  and 
pottery  plant  are  as  follows.  Sixty  cycle  squirrel-cage  motors 
are  used: 

10  h.p.;  1,120  r.p.m.  Drive — Geared.  Application — Two 
double  blungers. 

3  h.p.;  1,120  r.p.m.    Drive — Geared.    Application — Sifters. 

3  h.p.;  850  r.p.m.  Drive — Geared.  Application — Agitat- 
ors. 

5  h.p.;  1,120  r.p.m.  Drive — Geared.  Application — Slip 
pumps. 

20  h.p.;  1,120  r.p.m.  Drive — Direct  connected.  Applica- 
tion— Dust  mill. 

7]/;  h.p.:  850  r.p.m.    Drive — Geared.    Application — Pug 

mill. 

15  h.p.;  690  r.p.m.  Drive — Belted,  .\pplication — To  sev- 
eral glaze  machines. 

An  electric  motor  is  also  geared  to  a  "grogg"  pan.  whicii 
crushes  the  l:)roken  sagars. 

Porcelain  Insulator  Plants 

Porcelain  insulators  which  are  made  from  "Kaolin,"  cla}'. 
and  quartz,  are  manufactured  much  the  same  as  pottery.  The 
wet  clay  may  he  moulded  in  metal  dies  or  on  "giggers"  for 
"petticoat"  insulators,  or  forced  through  a  tube  machine  in 
the  shai)e  of  tul)es  or  cylinders  for  tubes  and  bushings.  The 
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moulded  pieces  are  thoroughly  dried,  then  dipped  in  a  glaze, 
which  has  been  made  the  desired  color,  and  again  dried.  This 
glaze  has  the  same  coefficient  of  expansion  as  the  porcelain, 
and  has  no  constituents  to  deteriorate.  The  insulators  are 
fired  in  kilns,  which  are  raised  to  a  very  high  temperature  for 
a  few  hours  and  then  allowed  to  cool  down  slowly.  Porce- 
lain insulators  must  not  only  stand  high  voltages  in  many 
cases,  but  at  times  heavy  mechanical  strains. 

In  a  certain  electrical  porcelain  insulator  works  located 
in  this  part  of  the  country  there  is  a  good  example  of  indi- 
vidual motor  drive.  The  principal  machines  are  driven  by  1*9 
squirrel-cage  motors,  with  a  total  capacity  of  84  h.p.  The 
motors  are  belted  to  the  driven  machines. 


Blunger  and  agitators    1—10  h.p.  motor 

Pug  mill    1— -10 

Large  centre  machine    1 — 15  " 

Small  centre  machine    1—  TVz 

Clay  lathes   1—3 

Giggers    2 —  1 

Finishing  machines    6 — ■ 

Grinding  machines    1 —  2 

Glaze  mill    1 —  7 

Grogg  pan    1 —  TJ4 

Air  compressor    1 —  8  " 

Water  pump    1 —  5 

Machine  shop  line  shafting....  1 —  5 


19    81  h.p. 

The  kilns  in  this  plant  are  fired  with  coal. 

The  above  gives  an  idea  of  the  electric  motor  drive  used 
in  various  kinds  of  clay-working  plants. 

One  of  the  points  of  consideration  in  changing  over  from 
steam  to  electric  drive  is  the  method  of  drying  the  product. 
In  those  plants  where  heat  exhausted  from  the  kilns  is  used 
for  drying  or  where  drying  tunnels  are  heated  directly  by 
coal  or  gas  no  change  is  necessary.  However  when  exhaust 
steam  is  used  it  will  probably  be  of  advantage  to  consider 
some  other  method  of  drying  in  order  to  eliminate  the  use  of 
1)oilers  for  this  purpose  only.  Electric  power  for  brick  plants 
can  usually  be  purchased  from  the  central  stations  at  a  very 
attractive  figure,  due  to  the  fact  that  the  plant  is  usually  shut 
down  in  cold  weather.  This  means  that  the  power  require- 
ments occur  mainly  in  summer,  when  the  central  station  load 
is  otherwise  at  its  lowest  point.  The  point  may  be  raised  that 
the  first  cost  of  a  number  of  electric  motors  in  a  large  plant  is 
greater  than  the  cost  of  one  steam  engine.  If  you  add  to  the 
cost  of  the  steam  engine  the  cost  of  the  extra  belting,  shaft- 
ing, etc.,  reciuired,  you  will  find  that  the  first  cost  of  the  two 
methods  of  drive  is  approximately  the  same.  When  once  in- 
stalled the  individual  motor  drive  will  effect  a  consideral^le 
saving  over  the  central  engine  drive,  l)oth  as  regards  cost  of 
manufacturing  and  cost  of  plant  maintenance. 


Scientific  and  Industrial  Research  Council 
Holds  Meeting 

The  Scientilic  and  industrial  Research  Council  held  a 
meeting  at  Ottawa  at  the  close  of  last  week,  at  which  a  num- 
ber of  important  questions  connected  with  Canadian  indus- 
tries were  considered.  A  memorandum  was  forwarded  to  tlie 
government  urging  immediate  action  to  make  available  the 
varied  fuel  resources  within  the  boundaries  of  the  Dominion 
for  the  use  of  the  people  of  Canada  in  the  coming  year  and 
placing  the  services  of  the  Research  Council  at  the  disposal 
of  the  government  to  tliat  end. 

A  grant  was  made  for  the  purpose  of  carrying  out  an  in- 
vestigation on  the  utilization  of  the  immense  quantity  of  sul- 
phite liquor  which  is  now  thrown  away  as  a  waste  product  l)y 
the  i)uli)  mills  of  Canada  with  a  view  to  the  estal)lishment  of 
certain  new  inchislrics  with  lliis  material  as  a  raw  i)r()durt. 


The  utilization  of  the  waste  ammoniacal  liquor  from  Canadiai^ 
gas  works  was  also  considered,  this  product  containing  large" 
quantities  of  ammonia,  which  is  of  great  value  as  a  fertilizer. 

Stamdardization  of  Engineering  Products 

The  council,  at  the  request  of  the  Institute  of  Civil  Engi- 
neers of  Great  Britain,  also  took  steps  to  bring  before  the 
government  and  certain  manufacturers  of  Canada  the  import- 
ance of  Canada  associating  itself  with  the  movement  which  has 
recently  been  organized  in  Great  Britain,  the  United  States,  and 
France  for  combined  action  in  connection  with  the  standard- 
ization of  various  engineering  products  used  and  exported  from 
these  countries.  This  is  a  matter  of  great  importance  in  con- 
nection with  the  building  up  of  an  export  trade  in  this  class 
of  products  by  Canada  at  the  close  of  the  war.  Connected 
with  this  the  council  is  investigating  a  number  of  other  ques- 
tions which  have  been  submitted  to  it  dealing  with  post-war 
conditions  with  which  our  Canadian  industries  will  be  brought 
face  to  face  upon  the  declaration  of  peace. 

It  was  decided  also  to  approach  the  Canadian  Manufac- 
turers' Association  on  the  question  of  the  development  of 
trade  organizations  for  the  promotion  of  research,  etc.,  in 
connection  with  groups  of  industries,  such  organizations  hav- 
ing been  developed  with  most  beneficial  results  in  Great  Bri- 
tain and  in  the  United  States.  Co-operation  along  these  lines 
is  of  the  highest  importance  if  Canada  is  to  be  able  to  hold 
her  own  in  the  keen  competition  which  will  develop  in  foreign 
markets  with  the  cessation  of  hostilities. 

The  council  decided  to  issue  to  the  public  a  series  of  short 
bulletins  dealing  with  some  of  the  more  important  questions 
regarding  the  raw  materials  and  certain  manufacturing  pro- 
l)lems  concerning  which  enquiries  are  being  made  at  the 
present  time. 

Conservation  of  Fishery  Resources 

The  council,  in  conjunction  with  the  Biological  Board  of 
Canada,  at  a  previous  meeting,  considered  carefully  the  repre- 
sentations which  had  been  made  to  it  by  the  British  Columbia' 
canners'  organizations  and  by  private  parties  in  that  province! 
on  the  subject  of  the  preservation  of  the  sockeye  salmon  oi 
the  Eraser  River,  the  most  important  of  the  food  fishes  ir 
British  Columbia  waters,  and  came  to  the  conclusion  thai 
unless  measures  are  taken  very  speedily  the  sockeye  will  soor 
be  exterminated.    The  chief  factors  in  this  are  the  over-fish 
ing  of  the  sockeye  and  the  obstructions  that  are  offered  to  it.', 
ascent  of  the  Eraser  River  to  its  spawning  grounds  in  thi 
upper  reaches  of  that  river.    The  first-naijied  factor  is  by  fa 
the  most  important  in  this  process  of  extermination,  and  i 
concerns  international  waters,  through  which  the  fish  proceei 
from  the  entrance  of  the  Strait  of  St.  Juan  de  Fuca  to  th 
mouth  of  the  Eraser  River.    Through  the   extremely  larg 
number  of  nets  of  all  descriptions  employed  in  these  water 
during  the  fishing  season  it  is  impossible  for  all  but  a  minut 
percentage  of  these  fish  to  reach  their  spawning  grounds. 

Resolution 

On  this  suliject  the  council  passed  the  following  resoh 
tion,  which  was  communicated  to  the  Minister  of  Marine  an 
Fisheries : 

"The  Research  Council  and  the  P)iological  Board  of  Csi 
ada  unite  in  recommending  that  the  Dominion  Governmei 
take  steps  to  arrange  a  convention  with  the  Government  i| 
the  United  States  looking  towards  the  appointment  of  an  i' 
ternational  commission  which  shall  have  the  control  of  tl 
salmon  fisheries  of  the  Eraser  River  and  of  all  tiiose  wate 
til  rough  which  the  fish  pass  to  reach  the  Eraser  River,  th 
commission  to  have  full  power  to  make  and  enforce  regiil 
tions  for  the  effective  conservation  and  tlic  restoration 
these  fisheries."  ' 

The  international  commission,  as  suggested,  would  haj 
l)()wcrs  similar  to  those  of  the  International  Waterways  Co'j 
mission,  ai>i)oiiited  by  tlic  governments  of  Canada  and  t) 
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United  States.  This,  in  the  opinion  of  both  the  Research 
Council  and  the  Biological  Board,  is  the  only  way  m  which 
the  sockeye  salmon  can  be  preserved  and  the  canning  industry 
of  British  Columbia  continued. 


Mainly  Constructional 

East  and  West— From  Coast  to  Coast 


The  Board  of  Works  of  Peterboro,  Ont.,  has  appropri- 
ated $35,000  for  its  operations  during  the  present  year. 

The  City  Council  of  St.  John.  N.B.,  has  passed  an  esti- 
mate of  $132,163.28  for  expenditure  on  public  works  durmg 
1918. 

The  value  of  the  building  permits  issued  in  Welland. 
Ont.,  for  the  month  of  January  is  $20,410,  as  compared  with 
$2,515  the  same  month  last  year. 

The  plant"  of  the  Ontario  National  Brick  Company  at 
Cooksville  has  recently  been  sold  by  the  liquidators.  The 
purchaser,  was  Mr.  F.  W.  Tofield,  of  Montreal,  who  repre- 
sents Eastern  interests,  and  the  price  paid  was  $250,000. 

In  the  month  of  January,  this  year,  there  were  43  building 
■permits  issued  in  the  city  of  Montreal,  valued  at  $116,110. 
For  the  three  years  previous  the  figures  were:  1917,  33  per- 
mits, $249,895;  1916,  44  permits,  $174,160;  1915,  73  permits, 
$203,261. 

The  Toronto-Hamilton  Highway  Commission  has  con- 
sented to  continue  the  maintenance  of  the  Hamilton  end  of 
the  highway  on  a  "fifty-fifty"  basis  with  the  city.  It  was 
pointed  out,  however,  that  Hamilton  must  prepare  plans  be- 
fore the  end  of  the  year  for  a  permanent  entrance. 

Lanark  County,  Ontario,  has  submitted  to  the  Provincial 
Minister  of  Public  Works  and  Highways  an  estimate  of 
$34,700  to  cover  construction  work  on  county  roads  and 
$17,000  for  maintenance  for  the  year  1918.  The  1917  expendi- 
diture  was  $43,536  on  construction  work  and  $12,743  on  main- 
tenance. 

A  syndicate  has  been  formed  which  is  to  engage  in  steel 
md  wooden  shipbuilding  at  Vancouver.  Negotiations  have 
■een  entered  into  with  the  British  Government  regarding  a 
■ontract  for  12  vessels,  and  a  total  investment  of  .$200,000,000 
s  pla-nned  for  a  permanent  industry.  Mr.  E.  F.  Hutchings, 
if  Winnipeg,  is  head  of  the  corporation. 

An  international  joint  water  commission  appointed  by 
he  United  States  and  Canadian  governments  recently  met  in 

I'^ew  York  to  discuss  means  of  eradicating  pollution  of  those 
reams  which  touch  both  count-''s.    A  report  is  to  be  sub- 
itted  to  officials  at  Ottawa  and  Washington  showing  the 
ctent  of  the  pollution  and  suggesting  remedies. 
The  preliminary  survey  for  the  overhead  bridge  on  Hun- 
:r  Street,  Peterboro,  Ont.,  will  be  commenced  by  City  Engi- 
ter  Parsons  as  soon  as  the  weather  permits.    He  has  been 
istructed  by  the  Board  of  Works  to  have  plans  prepared  as 
)on  as  possible.    One  of  the  first  steps  in  the  preliminary 
■ork  will  be  a  series  of  borings  in  the  river  bed  to  determine 
le  character  of  the  foundations. 
Reports  are  again  being  circulated  regarding  the  possi- 
ility  of  a  merger  between  the  Dominion  Steel  Corporation 
nd  the  Nova  Scotia  Steel  and  Coal  Company.    For  a  number 
f  years  past  attempts  have  been  made  to  amalgamate  the 
concerns,  and,  while  no  definite  results  were  obtained,  it 
now  stated  by  large  stock-holders  in  the  former  company 
lat  the  deal  will  probably  go  through. 

Hon.  Frank  Carvell,  Minister  of  Public  Works,  has  an- 
?unced  that  the  tenders  received  for  removing  the  tempor- 


ary bridge  across  the  Kingston  harbor  used  while  the  new 
causeway  was  under  construction  have  been  rejected,  and  that 
the  department  will  remove  the  bridge  itself  and  sell  to  the 
city  of  Kingston  at  a  low  price  the  timl)er,  which  it  wants  for 
the  construction  of  a  large  public  wharf. 

The  government  plans  to  erect  a  nine-storey  million-dol- 
lar office  building  in  Ottawa  to  meet  the  growing  demand  for 
office  space  for  the  war  departments.  It  will  be  built  on 
O'Connor  Street,  on  tlie  site  at  present  occupied  by  the  old 
fisheries  museum,  which  is  now  to  t)e  torn  down.  Several 
other  liuildings  will  also  have  to  be  expropriated  in  order  to 
provide  the  necessary  space.  Plans  for  the  new  structure  are 
under  way. 

The  Water  Board  of  the  Greater  Winnipeg  Water  Dis- 
trict have  let  the  contract  for  the  laying  of  the  pipe  line  from 
Deacon  to  Winnipeg  to  Thomas  Kelley  &  Sons,  at  $292,215. 
The  contract  for  the  supply  of  the  pipe  and  the  fixing  of  the 
joints  in  the  trench  was  let  to  the  Canada  Lock  Joint  Pipe 
Company,  Ltd.,  their  figure  being  $190,311.  It  was  decided  to 
use  reinforced  concrete  pipe  in  preference  to  cast  iron,  owing 
to  the  cheaper  cost.  The  cost  of  the  former  laid  and  com- 
pleted will  be  $482,626,  this  total  being  $76,731  below  the  esti- 
mate for  the  cast  iron  pipe. 

As  a  result  of  a  conference  between  the  Toronto-Hamil- 
ton Highway  Commission  and  representatives  of  the  various 
municipalities  interested  in  the  highway,  the  Ontario  Gov- 
ernment will  be  urged  to  allow  a  speed  limit  of  thirty  miles 
an  hour  to  motor-driven  vehicles  on  the  new  highway  and 
roads  outside  the  city.  Should  the  government  be  averse  to 
granting  this  general  speed  limit,  the  commission  will  ask  for 
permission  to  fix  their  own  limit  on  the  Toronto-Hamilton 
road.  They  will  also  request  authority  to  compel  commercial 
vehicles  using  the  highway  to  carry  lights. 

Since  the  adoption  of  a  good  roads  system  in  Lincoln 
County,  Ont.,  in  1917  good  progress  has  been  made  both  in 
construction  work  and  organization.  Twenty-two  roads  are 
included,  and  are  so  arranged  as  to  benefit  all  portions  of  the 
county.  Work  has  been  done  in  the  Township  of  Gainsboro, 
the  village  of  Smithville,  and  along  the  entire  length  of  Road 
No.  1,  and  a  bridge  has  been  erected  at  a  cost  of  $3,000.  The 
Niagara  and  Homer  Road  has  been  improved  from  Homer 
to  the  Township  of  Niagara;  also  the  Creek  Road  in  St. 
Davids.  About  twenty  reinforced  concrete  culverts  have 
been  built  in  various  parts  of  the  count}'.  In  order  to  facili- 
tate the  work  and  shorten  hauls  it  was  decided  at  the  recent 
session  that  the  council  should  purchase  a  quarry  and  stone- 
crushing  equipment. 


Personals 

The  following  officers  were  elected  for  1918  at  the  recent 
annual  convention  of  the  Association  of  Dominion  Land  Sur- 
veyors: President.  J.  N.  Wallace,  Calgary;  vice-president.  J. 
R.  Aikens,  St.  Catharines,  Ont.;  secretary-treasurer.  Major 
E.  W.  Hubbell,  Ottawa. 

Mr.  William  Gore,  of  Toronto,  who  has  been  elected  a 
member  of  the  Canadian  Society  of  Civil  Engineers,  was  at 
one  time  with  the  Fowler  Waring  Cable  Company,  London, 
Eng.,  engaged  on  the  design  of  telegraph,  sulmiarine,  and 
telephone  cables  and  the  machinery  for  their  manufacture. 
He  is  now  consulting  engineer  to  the  John  verMehr  Engi- 
neering Company,  Toronto. 


Obituary 

Mr.  Sam.  Newmarch,  railway  contractor,  wlm  for  many 
years  has  lieen  engaged  in  railroad  construction  work  in  Win- 
nipeg and  the  West,  died  suddenly-  at  liis  residence  in  \'an- 
couver  on  February  3.  Mr.  .Vewmarcii  was  superintendent  of 
the  gang  of  construction  men  sent  from  Canada  to  construct 
the  road  at  Kola  Bay,  Russia. 


Contracts  Department 


News    of  Special  Interest  to  Contractors,  En^eers,  Manufacturers  and 

Dealers  in  Building  Supplies 


Waterworks,  Sewerage  and 
Roadways 

Brandon,  Man. 

The  City  Council  contemplate  the  pur- 
chase of  waterworks  equipment  costing 
$33,000.    Clerk,  H.  Brown. 

City  Council  contemplate  the  construc- 
tion of  a  watermain  costing  $00,000,  First 
St.,  Pacific  Avenue  to  Asylum.  Clerk, 
H.  Brown. 

Daysland,  Alta. 

Provincial  Government  contemplate 
construction  of  two  drainage  systems. 
Provincial  drainage  engineer,  A.  McDon- 
ald, Edmonton. 

London,  Ont. 

City  Council  will  construct  an  eight- 
inch  sanitary  sewer  costing  $3, .500  on 
Cheapside  Street.  Engineer,  H.  A.  Bra- 
zier. 

Milk  River,  Alta. 

Town  Council  contemplate  grading  and 
construction  of  cement  walks.  Secre- 
tary-treasurer, Mr.  Heming. 

North  Vancouver,  B.C. 

City  Council  contemplate  the  erection 
of  a  $50,000  filtration  plant.  Engineer,  A. 
H.  Clucas. 

CONTRACTS  AWARDED 
Alberta,  Province  of 

Mr.  Sheppard,  Halcourt,  has  the  gen- 
eral contract  for  $4,000  bridge  over  Red 
Willow  River  for  the  Department  of 
Public  Works,  Provincial  Government. 

Prince  Rupert.  B.C. 

The  Grand  Trunk  Pacific  Railway  plan 
to  build  brick  station,  machine  shop  and 
round  house,  also  1.000-foot  wharf,  at  a 
cost  of  $2.')0,000.  Manager,  W.  P..  Hin- 
ton,  Winnipeg. 

St.  John,  N.B. 

Department  of  Public  Works,  Domin- 
ion Government,  contemplate  the  erec- 
tion of  an  extension  to  breakwater  from 
Negro  Point  to  Partridge  Island.  Sec- 
retary, R.  C.  Desrochers,  Ottawa. 

Three  Rivers,  Que. 

The  Canadian  Pacific  Railway,  head 
office,  Montreal,  propose  to  erect  a  $30,- 
000  station  at  Chamfiour  and  St.  Maurice 
Street.  District  engineer.  P.  Harper,  Old 
Daihousic  .Station,  Notre  Dame  Street, 
Montreal. 

Public  Buildini^s,  Churches 
and  Schools 

Halcourt,  Alta. 

The  East  Red  River  School  District 
contemplate  the  erection  of  a  school.  R. 
.\dams,  A.  Chapman  and  Mr.  Whistler 
are  trustees. 

Halifax.  N.S. 

The  Navy  r.cagiie  ni  ( '  inada  contem])- 
latc  tlic  crcclif)n  of  a  lu)mc  costing  $100.- 
000.  Secretary-treasurer,  M.  P.  p-cnnell. 
Harbor  Board  Building,  Montreal. 


E.  E.  Boleman,  17  Longard  Road,  is 
preparing  plans  for  "St.  Joseph"  church 
for  the  Roman  Catholic  Episcopal  Cor- 
poration. Dresden  Row. 

Milk  River,  Alta. 

The  erection  of  a  Union  church  costing 
$4,000  is  contemplated.  Address,  Meth- 
odist Pastor. 

Ottawa,  Ont. 

Tenders  are  being  received  by  the  ar- 
chitects, J.  A.  Pearson  and  J.  O.  Mar- 
chand,  Centre  Block,  until  noon,  March 
18,  for  heating  and  ventilating  equipment 
for  the  Parliament  Buildings  for  the  De- 
partment of  Public  Works,  Dominion 
Government.  Plans  and  specifications  at 
office  of  the  general  contractors,  P.  Lyall 
&  Sons  Construction  Co.,  Ltd.,  Parlia- 
ment Buildings. 

Peterboro,  Ont. 

The  Masonic  Lodge  contemplate  the 
erection  of  a  masonic  temple. 

Quebec,  Que. 

L.  Auger,  St.  John  Street,  is  preparing 
sketch  plans  for  $100,000  four-storey 
stone  building  for  the  St.  John  Baptist 
Society. 

J.  E.  Tanguay,  20  D'Aiguillon  Street, 
is  preparing  plans  for  $10,000  addition  to 
"St.  Maurice"  school  for  the  Roman 
Catljolic  School  Commission. 

Renfrew,  Ont. 

Town  Council  will  make  repairs  to 
municipal  office  building  at  Raglan  and 
Railway  Streets.  Secretary-treasurer,  J. 
A.  Devenny. 

Spir.  Ont. 

The  .School  Board  will  call  tenders 
shortly  for  the  erection  of  an  $8,000  one- 
storey  tile  school.  Architect,  W.  W.  La 
Chance,  375  Jarvis  Street,  Toronto. 

Strangfield.  Ont. 

The  School  Board  contemplates  the 
erection  of  a  $4,000  school.  Secretary, 
.'\mos  Waitc. 

Tr^il.  B.C. 

The  erection  of  a  $24,000  addition  to 
Central  school  bv  the  School  Board  has 
been  recommended.  Secretary,  F.  E. 
Dockrill. 

Trout  Creek,  B.C. 

The  Military  Hospitals  Commission,  23 
\'ittoria  .Street.  Ottawa,  contemplate  the 
erection  of  a  '^anitorium.  General  super- 
intendent, J.  H.  W.  Bower. 

Vancouver,  B.C. 

The  Navy  League  of  Canada  contem- 
plate the  erection  of  a  home  costing  $30.- 
000,  Secretary-treasin-er.  M.  P.  Fennell, 
Harbor  Board  Building,  Montreal. 

CONTRACTS  AWARDED 
Kentville.  N.S. 

C.  H.  Wright.  Main  St..  Wolfville.  has 
the  -general  contract  for  three-storey  san- 
itorium  for  the  Military  Hospitals  Com- 
mission, 22  \  ittoria  Street,  Ottawa. 


Kingston,  Ont. 

H.  Hunter,  333  Barrie  St.,  has  the  gen 
eral  contract  for  convalescent  hospitc 
for  the  Military  Hospital  Commission,  2 
Vittoria  Street,  Ottawa. 


Business  Buildings  and  Indus 
trial  Plants 

Edmonton,  Alta. 

C.  Cockshutt  Plow  Co.,  Ltd.,  9909-101;i 
.\ve.,  will  rebuild  their  store  and  buih 
ing  which  were  recently  destroyed  b 
fire. 

Fort  William,  Ont. 

The  Canadian  Car  &  Foundry  Co.,  Lt( 
1309  Laughton  Ave.,  contemplate  tl 
erection  of  a  steel  shipbuilding  plar 
Superintendent,  Mr.  Elster. 

Fredericton,  N.B. 

The  Hartt  Boot  and  Shoe  Co.,  Lt( 
York  Street,  contemplate  the  erection  ; 
a  $50,000  factory.    President,  Mr.  Palme  ; 

Guelph,  Ont. 

G.  B.  Ryan  &  Company  will  rebui  # 
their  general  store,  etc.,  on  Wyndha  f 
Street,  which  were  recently  destroy  J 
by  fire. 

Halifax,  N.S. 

Gunn    &   Co.,    Ltd.,    Campbell  Ro; 
contemplate  the  erection  of  a  buildi  ■ 
and  warehouse.  ^ 

The  Modern  Garage  Limited  have  iU 
cured  a  site  on  which  they  plan  to  er(B 
a  garage,  show  room,  etc.  SuperinterH 
ent,  Jos.  M.  Tobin,  Dennis  Bldg.  ■ 

Lethbridge,  Alta.  H 
R.  C.  Harvey.  C31-5th  St.  S.,  conteitB 
lates  extensive  addition  to  farm  buifl 

ings.  I 

Ottawa,  Ont.  ' 

Alex.  Garvock,  Jr.,  130  Lewis  Stff! 
general  contractor  for  $()0,000  wareho;] 
for  A.  L.  Florence,  Redpath  St..  will 
plumbing,  heating  and  electrical  wor] 

I 

Renfrew,  Ont. 

W.  T.  Guest  contemplates  the  erect 
of  a  $5,000  two-storey  brick  veneer  bi 
ness  block  on  Raglan  Street,  to  repl|j 
one  recently  destroyed  by  fire.  |j 

Toronto,  Ont.  | 

The  Swift  Canadian  Company,  K(| 
and  St.  Clair  Avenue,  will  erect  conciM 
and  brick  addition  to  boiler  house,  (A 
costing  $9,500. 

Plans  are  being  prepared  for  fact! 
building  for  the  Board  of  Control  i 
the  manufacture  of  cars.  | 

J.  H.  McDonald,  887  Bloor  West,  | 
erect  a  $3,000  brick  addition  to  hkull 
warehouse  and  garage.  Wm 

Vancouver,  B.C.  ifl 

The  Dominion  Canners.  Linn'tcd, 
office,  Landed  Block  &  Loan  Bldg.,  H  H 
ikon,  Ont.,  contemplate  the  erectioi!'? 
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1  a  canning  factory.  Manager,  M.  D. 
I  Marshall. 

CONTRACTS  AWARDED 

Guelph,  Ont. 

;i     G.  A.  Scroggie,  400  Woolwich  Street, 
, 'has  the  general  contract  for  .$13,000  ad- 
,j  dition  to  factory  for  the  White  Sewing 
1  Machine  Co.  of  Canada,  Ltd.,  Suffolk  St. 

I  Montreal,  Que. 

The  following  contracts  have  been 
awarded  in  connection  with  alterations 
costing  $30,000  to  departmental  store  for 
the  Montreal  Light,  Heat  &  Power  Co., 
83  Craig  St.  W.: — Marble,  Mariotti  Mar- 
ble Co.,  Provincial  Lane;  plumbing,  L. 
E.  Moulton  &  Co.,  Ltd.,  143  Inspector 
St.;  plastering,  McNulty  Bros.,  182  Moun- 
'tain  Street. 

Richardson,  Simard  &  Co.,  745  Clarke 
St.,  have  the  roofing  and  John  Colford, 
508a  Guy  Street,  the  plumbing  and  heat- 
ing contracts  for  alterations  costing  $9,- 
500  to  factory  for  Stuart  Bros.,  41  You- 
ville  Square. 

T.  P.  Dupuis,  Ltd.,  593  Churh  Avenue, 
\  erdun,  have  the  mill  work  for  $35,000 
;tore  and  factory  for  the  Burland  Es- 
:ate,  3  Place  D'Armes. 

Gustave  Fontaine,  310  Plessis  Street, 
las  the  pluml^ing  and  heating,  and  J.  J. 
\'alois,  444  Durocher  St.,  Outremont,  the 
lectrical  contract  for  two  stores  costing 
;S,000  for  J.  H.  Lamarche,  366  Outremont 
\ve.,  Outremont,  who  will  carry  out  the 
nterior  wood  finish. 
The  House  of  Browne  Ltd..  343  St. 
ames  Street,  have  the  general  contract 
nd  will  buy  material  for  repairs  to  store 
or  the  Boxer  Estate  (England). 

^hree  Rivers,  Que. 

J.  B.  Badeaux,  471  St.  Maurice  Street, 
as  the  electrical  contract  for  $30,000 
ictory  for  La  Compagnie  de  Breton 
pecial  Ltee. 

'ictoria,  B.C. 

Luney  Bros.,  Sayward  Bldg.,  have  the 
eneral  contract  for  $7,800  garage  for 
r.  N.  Mitchell,  343  Gorge  Road. 

illage  Portage  du  Fort,  Que. 

Maurice  Sullivan,  Elgin  Street,  Arn- 
I'lr,  has  the  general  cbntract  and  the 
luadian  Fairbanks-Morse  Co.,  Ltd.,  84 
.  .^ntoine  Street.  Montreal,  the  mach- 
cry  contract  for  $5,500  two-storey  brick 
neer  flour  mill  for  the  Portage-du-Fort 
illing  Company. 

^estmount.  Que. 

The  following  contracts  have  been 
i.irded  in  connection  with  the  rebuild- 
y  of  ice  plant  for  the  Ice  Manufactur- 
J;  Co..  Ltd.,  4093  St.  Catherine  West:— 
■neral  contract,  masonry  and  carpen- 
.-,  Reid  Bros..  511  St.  Catherine  St.  W.; 
•  ifing,  McFarlane-Douglass  Co.,  Ltd., 
I  Dorchester  St.  W.;  electrical  work, 
ncent  &  Say  Electric  Co.,  351  Union 

1.;  painting,  Alex.  Craig  Ltd.,  41  Jur- 
St.;   plumbing   and   heating,   W.  G. 
ey,  115  Bleury  Street, 
inipeg,  Man. 
he  Riverview  Hotel.  333  Nairn  St. 
s  on  building,  $75,000.    Proprietor,  J. 
)'Connell. 
usiness  block  owned    by  the  Royal 
ik  of  Canada,  head  office  Montreal, 
al  loss,  about  $100,000.    Local  mana- 
C.  F.  Pentland. 
ank  owned  hy  the  Canadian  Bank  of 
nnierce,  Nairn  Avenue.    Loss,  about 


Residences 

Calgary  Alta. 

Plans  are  being  prepared  for  altera- 
tions, costing  $3,000,  to  residence  for  H. 
T.  Whittemore,  910  Royal  Ave. 

Charlottetown,  P.E.I. 

Thomas  Campbell,  11  Richmond  St., 
will  call  tenders  for  the  erection  of  a 
3^-storey  frame  residence  and  garage, 
costing  $7,000. 

Hamilton,  Ont. 

Joseph  Jackson.  167  Wilson  St.,  will 
erect  a  $3,000  two-storey  brick  residence 
on  Balmoral  Avenue,  will  carry  out  the 
masonry,  carpentry,  and  roofing,  and  let 
plumbing,  heating,  plastering,  painting, 
and  electrical  work. 

Montreal,  Que. 

Reid  Brothers,  511  St.  Catherine  St. 
VV.,  general  contractors  for  alterations, 
costing  $3,000,  to  apartments  for  J.  G. 
Thompson,  Cote  des  Neiges  Rd.,  will  let 
roofing,  plumbing,  heating,  plastering, 
painting,  and  electrical  work. 

Hand  &  Pick,  4865  Sherbrooke  St.  W., 
general  contractors  for  remodelling  resi- 
dence, at  a  cost  of  $10,000,  for  John  H. 
Hand,  4865  Sherljrooke  St.  W.,  will  carry 
out  the  masonry  and  carpentry  and  let 
roofing,  tile,  and  electrical  work. 

Wilfred  Duquette  3.39  St.  Joseph  Blvd. 
East,  will  erect  ten  cottages,  costmg 
$45,000,  will  buy  material,  and  may  let 
some  of  smaller  trades. 

CONTRACTS  AWARDED 
Hamilton,  Ont. 

F.  G.  Roberts  has  the  painting  and  Cul- 
ley  &  Breay,  35  King  St.  N.,  the  electri- 
cal contract  for  $35,000  apartment  house 
for  W.  T.  Dyment,  56  Prospect  St.  The 
general  contractors,  Frid  Construction 
Company,  Sun  Life  Building,  will  caiiy 
out  the  plastering. 

McClary  Manufacturing  Company, 
York  St.,  have  the  heating  contract  for 
$4,000  brick  residence  for  E.  Green,  16 
Melbourne  St. 

Bloom  &  Britton,  131  James  St.,  have 
the  plumbing  and  heating  contracts  in 
connection  with  the  conversion  of  hotel 
into  apartments,  at  a  cost  of  $10,000,  for 
Ed.  Carleton,  865  Main  St.  E. 

Montreal,  Que. 

The  following  contracts  have  been 
awarded  in  connection  with  alterations, 
costing  $3,000,  to  apartments  for  J.  G. 
Thompson,  Cote  des  Neiges  Road:  Roof- 
ing, George  W.  Reed  &  Co.,  Ltd.,  37  St. 
Antoine  St.;  electrical  work,  Vincent  & 
Say  Electric  Company,  351  Union  Ave.; 
plumbing  and  heating,  John  Date.  1.! 
Concord  St.;  plastering,  Watson  &  Wil- 
son, 1678  Hutchison  St.;  painting.  Fryer 
&  Matheson,  1358  St.  Lawrence  Blvd. 

Quebec,  Que. 

Honor  Minguy,  Ste.  Foy,  has  the  gen- 
eral contract  for  $6, 000  three-storey 
frame  and  brick  residence  for  Joseph  and 
Emile  Gignac,  Gignac  Hill,  Sillery. 


Power  Plants,  Electricity  and 
Telephones 

London,  Ont. 

E.  V.  Buchanan,  general  manager  of 
the  Utilities  Commission,  wants  jirices 
immediately  on  a  quantity  of  marble  for 
hydro  offices,  costing  $100,000. 

Veteran,  Alta. 

The  Board  of  Trade  have  secured  a 


number  of  subscribers  and  arc  aiiproach- 
ing  the  government  for  telephone  exten- 
sion. Deputy  Minister  W.  L.  Harmer, 
Edmonton. 

CONTRACTS  AWARDED 
Chilliwack,  B.C. 

George  H.  Dobie,  Vernon,  has  the 
general  contract  for  telephone  system  for 
the  Chilliwack  Telephone  Company. 


Fires 

Aurora.  Ont. 

i<"actory  owned  I)y  the  Office  Bureau, 
Ltd.      Loss,  about  $60,000. 

Daysland,  Alta. 

"Angus"  Hotel,  owned  by  J.  H.  Mor- 
ris, 9748  One  Hundred  and  Sixth  Street, 
Edmonton.  x\pproximate  loss,  $10,000. 
Owner  plans  to  rebuild  at  once. 

Drinkwater,  Sask. 

Grain  elevator  owned  1)y  Conger  &  Co.. 
Ltd.,  Rouleau,  totally  destroyed.  Will 
probably  rebuild. 

Fort  William,  Ont. 

Business  block  owned  by  H.  Trem- 
blay.  North  St.  Loss,  about  $6,000.  Own- 
er will  repair. 

Gananoque,  Ont. 

Gananofiue  High  School  , owned  by  the 
Board  of  Education,  practically  de- 
stroyed. Will  rebuild  at  once.  Secre- 
tary Samuel  McCammon. 

Hull,  Que. 

Four  residences  owned  by  X.  Fortin 
and  A.  (Si  O.  P-Toreau.    Total  loss.  $7,000. 

London,  Ont. 

Hotel  and  stores  owned  by  Mrs. 
Barnes,  1447  Dundas  St.  Loss,  $5,000. 
Will  repair  immediately. 

Moncton,  N.B. 

Double  residence  owned  by  James  Wel- 
don,  63  Elm  St.  Loss  considerable.  Will 
likely  rebuild  at  once. 

Moose  Javi,  Sask. 

"City''  liotel,  owned  by  the  City  Hotel 
Company,  54  River  St.  W.,  totally  de- 
stroyed.   Loss  considerable. 

New  Ross,  N.S. 

Mill  owned  by  the  Nova  Scotia  Man- 
ganese Company  totally  destroyed.  Loss, 
$100,000.    Will  likely  rebuild. 

Nobleford,  Alta. 

Garage  owned  by  Mr.  Flarris.  Total 
loss,  $30,000. 

North  Sydney,  N.S. 

Residence  owned  ])y  A.  R.  I-'orbes, 
Queen  St.,  totally  destroyed. 

Parry  Sound,  Ont. 

A  loss  of  .$35,000  was  caused  by  fire  to 
the  Queen's  Hotel.  Proprietor,  Mon- 
teith  Brothers,  Rosseau. 

Quebec,  Que. 

Abattoir  owned  by  the  Abattoirs  Com- 
pany. Ltd.,  Limoilou.  Loss,  $13,000.  Will 
rebuild  next  spring,  to  cost  $15,000.  Ad- 
dress, J.  Dembrowski,  Quebec. 

Residence  owned  by  Nap.  Trepanier. 
Loss,  $4,000.  Will  rebuild  in  the  spring, 
at  a  cost  of  $5,000. 

Sherbrooke.  Que. 

F'actory  owned  by  Dr.  L.  O.  Xoel.  Si. 
Ferdinand,  Que.    Loss.  $6,000.    Will  rc- 

(Continued  on  page  44) 


Tenders  and  For  Sale  Department 


Extension  of  Time 

The  time  for  receiving  tenders  for  Rolled  Steel 
Casements  and  Bronze  Covered  Frames  and  Sash 
is  hereby  extended  to  Monday,  March  18.  1918. 

By  order, 

JOHN  A.  PEARSON,  Architect. 

J.  O.  MARCH.^Nn,  Associate. 
Centre  Block.   Parliament  Bldgs., 

Ottawa.  5-()-T 


OPENING 

for  a  young  man  who  has  taken  engi- 
neering course  or  had  practical  engineer- 
ing or  contracting  experience,  for  trade 
journal  work.  Must  be  resourceful,  care- 
ful in  detail,  with  ability  to  write.  State 
experience  and  salary  expected.  Box  22, 
Contract  Record. 


TENDER 


Annual  City  Supplies 


Sealed  tenders  will  be  received  Ijy  the  under- 
signed, addressed  to  Charles  G.  Booker.  Ksi|.. 
Mayor,  Chairman  Board  of  Control,  City  Tlall, 
Hamilton.  Ont.,  up  to  live  o'clock  p.m.  on  Mon- 
day. March  4th,  1918.  for  sii|iplying  the  Corjiora- 
tioii  of  the  City  of  Hamilton  with  the  following: 

Cement.  Broken  Stone  an<l  .Screenijigs.  I,imc- 
stonc  Dnst,  .\sphaU  Sand,  Sand  and  gravel,  V'itri- 
lied  Brick,  Creosoted  Wooden  Blocks,  .Sewer  Pipe, 
Sewer  Brick,  I^ime,  Castings  (Ordinary  and  Spe- 
cial), Iron  Pipe,  Hydrants.  Valves.  Extension 
Boxes.  Hardware,  Lead  Pipe,  Pig  Lead,  Road  Oil, 
Lubricating  Oil,  Flux,  Fuel  Oil,  Lumber,  Gaso- 
line, Concrete  and  Garbage  Duck  Covers,  Bass 
Brooms,  .Sectional  Sweepers,  Brass  Work,  in- 
cluding ordinary  and  special  brass  castings  fur 
Water  Department. 

Tenders  to  lie  on  forms  supplied,  and  plainly 
'marked  on  the  outside  "Tender  for  Cement,"  or 
as  the  case  may  be. 

Specificatif)ns  and  form  of  tender  for  ;tll  of  the 
aliove  can  be  oblaincl  at  the  office  of  the  City 
Engineer,  Hamilton,  Ont. 

.\  marked  cheijue  for  10  per  cent,  of  the  aniounl 
of  the  tender  (unless  otherwise  stated  in  .Spccifi- 
lalions),  i)ayable  to  W.  P.  Leckie.  City  Trea- 
surer, nuist  accr)m])any  each  tender,  which,  will  lie 
forfeited  should  the  tenilerer  and  his  sureties  fail 
to  execute  contract  witliiTi  four  days  after  notice 
of  acceptance  by  the  City. 

The  lowi'st  or  ;Miy  lendci  not  necessarily 
;iccepled. 

S    II,  KK.\T, 
7  7  City  Clerk, 

Hamilton.  January  3J,  19)8. 


WANTED 


Jaw  Crusher 

about  36  X  48.  give  full  particulars.  Box  681. 
Contract  Record,  Toronto.  7 


Parliament  Building,  Ottawa 


Tenders  Wanted  for 
Heating  and  Ventilating 
Equipment 

Sealed  tenders  will  be  received  by  the  under- 
signed until  noon,  March  18,  1918,  for  Heating 
and  Ventilating  Equipment  required  in  the  re- 
construction of  the  above  building. 

All  tenders  to  be  based  on  the  execution,  erec- 
tion and  completion;  together  with  the  furnishing 
of  all  materials,  tools,  appliances,  scaffolding,  ap- 
paratus and  labour  reqviired  for  tlie  installation  of 
the  Heating  and  Ventilating  Equipment  as  called 
for  in  the  plans  and  specifications. 

All  information  can  be  obtained  at  the  office 
of  the  General  Contractors,  P.  I^yall  &  Sons  Con- 
struction Company,  Limited.  Ottawa.  A  set  of 
plans  and  specifications  may  be  had  by  depositing 
an  accepted  bank  cheque  for  twenty-five  (.¥25.00) 
dollars  made  payable  to  the  Honourable  the  Min- 
ister of  Public  Works,  which  will  be  returned  if 
the  intending  bidder  submits  a  regular  bid. 

Each  tender  must  be  accompanied  by  an  accept- 
ed cheque  on  a  chartered  bank,  papable  to  the 
order  or  the  Minister  of  Public  Works,  for  a  sum 
not  less  than  five  per  cent.  (5  p.c.)  of  the  amount 
of  the  tender,  which  will  be  forfeited  if  the  parties 
tendering  decline  to  enter  into  a  contract  when 
called  upon  to  do  so.  If  the  tender  is  not  accept- 
ed the  cheqtie  will  be  returned.  If  the  tender  is 
accepted  an  additional  cheque  for  a  sum  equiva- 
lent to  five  per  cent.  (5  p.c.)  of  the  amount  of 
the  tender  must  be  deposited  before  the  contract 
IS  signed.  The  total  security  will  be  forfeited  if 
tlie  contractor  fails  to  complete  the  work  con- 
tracted for. 

Payments  will  be  made  monthly  and  will  not 
exceed  in  the  aggregate  ninety  (90  p.c.)  per  cent, 
of  the  value  of  the  labour  and  materials  furnished 
and  set  in  place. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

Envelopes  containing  tenders  to  be  marked 
"Tender  for  Heating  and  Ventilating  Equipment," 
anil  addressed  to  the  undersigned. 

JOHN  A.  PEARSON,  Architect. 

.7.  O.  MARCH  AN  l^,  Associate, 
"entre  Block.  Parliament  Bldgs.. 

Ottawa.  6-8 


Late  News 

Biggar,  Sask. 

'{"enders  will  be  called  on  March  1  for 
the  erection  of  a  .$2.5.000  addition  to 
.school  for  the  School  Board.  Secretary, 
B.  Robinson. 

Donnacona,  Que. 

Tenders  will  i)e  called  early  in  March 
for  the  erection  of  an  .$8,000  two-storey 
brick  residence  for  Dr.  A.  Raymond.  Ar- 
eliitect.  Oscar  Beaule,  21  d',\iguillon  St.. 

Quebec. 

Haldimand  County,  Ont. 

Tenders  will  be  received  l)y  the  chair- 
man. W.  ,\.  Stewart.  R.  R.  No.  I,  C"an- 
field.  imlil    l'\'l)niary  10.  fur  2.000  ft.  of 


3-in.  white  oak  plank,  12  ft.  lengths,  for 
the  County  Council. 

Irma,  Alta. 

Plans  and  specifications  with  the  sec-  ' 
retary-treasurer,  Russell  G.  Williamson.  \ 
who  will  receive  tenders  until  February  s; 
20  for  the  erection  of  a  frame  school  for  ■ 
Alma  Mater  School  District  No.  3160. 

Montreal,  Que. 

Tenders  will  be  called  for  the  erection  1  j 

of  two  schools  costing  $190,000  for  the  ^ 

Rcjman  Catholic  Schools  Commission  of  i  ' 

Verdun.    Architect,  J.  E.  A.  Benoit,  1200  i 

Wellington  Street,  Verdun,  Montreal.  i 

Pabos  Mills,  Que.  ' 

Tenders  will  be  called  by  the  curate.  »  ■ 

Rev.  Victor  Cote,  for  the  erection  of  an  " 

$8,000  two-storey  brick  presbytery.    Ar-  ^ 

chitect,  P.  Levesque.  115  St.  John  Street,  ■ 

Quebec.                           .  ; 

St.  Catharines,  Ont.  : 

Tenders  will  be  called  by  the  archi-  : 

tect.  T.  H.  Wiley,  128  St.  Paul  St..  for  j 

remodelling  hall   into   showrooms,  etc..  i 

at  a  cost  of  $3,500,  for  Veale  Bros.,  41  j  ^ 

Ontario  Street.                                        i  1 

St.  Damase,  Que.  I  | 

Tenders  will  be  called  by  the  curate,  j  j 
J.  E.  Lepage,  for  the  erection  of  a  stone  i 
and  steel  church  for  the  Parish  Congrc-  1 
gation. 

Sace'-Coeur,  Que. 

Tenders  will  be  called  in  March  for  tiic 
erection  of  a  stone  and  brick  church  and 
presbytery  for  the  Parish  Congregation, 
Architect,  J.  S.  Bergeron,  103  St.  John 
St.,  Quebec. 

Saskatoon,  Sask. 

Tenders  will  be  called  about  March  I 
by  the  architect,  N.  L.  Thompson,  31f 
Willoughby  Block,  for  all  trades  e-xcepi 
steel  work  in  connection  with  alteration; 
costing  $25,000  to  "Empress"  hotel  foi 
apartment  block  for  Oldfield.  Kirkby  & 
Gardner,  234  Portage  Ave.,  Winnipeg. 

Three  Rivers,  Que. 

Tenders  will  be  called  about  March 
for  the  erection  of  a  $150,000  factory  fo; 
the  Page  Wire  Co.  of  Canada,  head  office, 
Walkerville.    Manager,  Merton  Church!;  . 


Spouting  Concrete  700  Feet 

Ellis  Soper,  of  the  Cuban-Portland  Ce 
ment  Company,  Mariel,  Cuba,  writes  tha 
by  the  aid  of  a  steel  tower  250  feet  hifj 
some  concrete  foundations  were  poure 
700  feet  away.  On  account  of  the  ho 
sun,  it  was  found  that  the  use  of  a  sma 
percentage  of  hydrated  lime  was  ver 
beneficial  in  aiding  the  flow  of  the  cor 
crete.  Making  proper  allowance  for  th 
relative  elevations  of  the  chute  and  th 
forms  the  inclination  of  the  latter  w,i 
found  to  be  about  17  or  18  degrees. 

It  is  pro])al)le,  on  account  of  the  grc 
liei.ght,  that  the  chutes  were  not  easil,  j, 
accessible  for  cleaning  or  for  the  accele''^  1 
ation  of  the  flow,  and  tliat  the  flow 
continuous  and  unimi)eded.  In  aiiye\c" 
the  horizontal  distance  spouted  wasnca,  , 
ly  or  tpiite  a  record,  and  tlie  lieight  of  tl|  l5j 
lower  api)roaches  the  limit  of  econoiii 
and  safety. 
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PUMPS 


Horizontal  Belt  Driven  Turbine  Pump  supplied  the 
University  of  Toronto. 


This  Pump  is  hydraulically  balanced  against 
end  thrust,  and  in  addition  has  a  water 
cooled  thrust  bearing.  The  Pump  is  arranged 
so  that  it  may  be  operated  with  guide  vanes, 
or  without  for  demonstration  purposes.  Oil 
rings,  hydraulic  balance  and  water  cooled 
thrust  bearings  are  standard  for  all  "Inglis' 
Turbine  Pumps.  We  make  pumps  of  all  kinds 
for  any  service. 

Inglis  Products  are  Made  in  Canada 
Write  us  for  Prices 


The  John  Inglis  Company,  Limited 

ENGINEERS  AND  BOILERMAKERS 
14  Strachan  Ave.       -       -       Toronto,  Canada 

Ottawa  Representative— J.  W.  ANDERSON,  7  Bank  Street  Chambers 
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Fires 

(Continued  from  page  41) 

l)uil(l  next  spring,  to  cost  $10,000.  Mana- 
jier.  M.  L.  H.  Collet.  2.5  Gillespie  St. 

Sorel,  Que. 

Business  block  destroyed  by  fire,  at  a 
loss  of  .$50,000. 

Toronto,  Ont. 

Rosedale  Station,  owned  by  the  Cana- 
dian Xorthern  Railway.  1  Toronto  St. 
Loss,  about  $.5,000. 

Manufacturing  plant  owned  !)y  tlie  To- 
ronto Laundry  Machinery  Company,  1951 
Dundas  West.  Total  loss.  $100,000.  Sec- 
retary, J.  C.  O'Brien. 

Car  barns  owned  by  tlie  Toronto  and 
York  Radial  Railway  Company.  Loss, 
$:^0.000.  Manager,  W.  J,  Moore.  84  King 
East. 

Trenton,  Ont. 

Residence  owned  1)y  Harry  Griswold. 
Dundas  St.    Loss.  $:!.000.    Will  rebuild. 

Residence  owned  by  C.  W.  Saylor, 
King  St.    Loss.  $3,500.    Will  rel)uild. 

Val  Brillant,  Que. 

Store  owned  by  Joseph  Dul)e  &  Co. 
Loss,  $:).00().  Will  reliuild  ne.xt  spring,  at 
a  cost  of  $4,000. 


Miscellaneous 

Hamilton,  Ont. 

Tenders  are  being  received  hy  the 
clerk.  S.  H.  Kent,  addressed  to  the 
Mayor,  Charles  G.  Booker,  until  5  o'clock 
March  4  for  the  supply  of  cement,  liroken 
stone,  screenings,  limestone  dust,  asphalt 
sand,  etc.,  for  the  year  of  1918.  Engineer, 
E.  R.  Gray. 

London,  Ont. 

The  Utilities  Commission  contemplate 
the  i>urcliase  of  two  electrically-driven 
waterworks  pumps,  each  600  gallon  per 
minute  capacity.  Chairman,  Philip  Po- 
cock. 

St.  John,  N.B. 

Tenders  will  be  received  by  the  clerk, 

H.  E.  Wardroper.  until  I*"ebruary  18  for 
250  to  275  tons  of  asphalt  cement  and 

I,  000  gallons  of  flux  oil  for  the  City 
Council.  Specifications  at  the  office  of 
the  engineer,  G.  N.  Hatfield,  and  the 
cr)mmissioner,  G.  Fred  hisher. 

Stratford,  Ont. 

The  George  McLagan  I'"urniture  Com- 
pany, T^td.,  91!  Trinity  St.,  want  a  .good 
second-hand  hf)rizontal  tubular  steam 
tubular  steam  l)oiler,  ajjproximately  16  ft. 
X  16  ft.  diameter,  full' particulars  descrip- 
tif)n,  etc.,  at  once. 

Toronto,  Ont. 

The  Clutf  .Ammunition  Company.  I^td.. 
28  .Atlantic  Ave.,  will  erect  a  temporary 
100,000  gallon  oil  fuel  storage  tank. 
^  T.  G.  Clements,  .5  St.  Clair  Gardens,  i.s 
in  the  market  for  shafting,  pulleys,  and 
belting. 

The  lieaver  I'rass  and  Ornamental  Iron 
Company,  Ltd.,  24  Adelaide  W..  will  build 
a  kiln  at  the  rear  of  8  Ryerson  Ave. 

Hulk  or  separate  tenders  are  being  re- 
ceived by  the  secretary-treasurer  W.  C. 
Wilkinson.  155  College  St.,  until  5  p.m., 
I'ebruary  1  t.  ff)r  teacliers'  desks,  tables, 
etc..  for  llie  Hoard  of  F.ducation. 

Woodstock,  Ont. 

C'ity   (  oniiiil   plan    to    install  licalnig 


system  in  fireliall  on  Perry  St.  Chairman 
of  Fire  and  Liglit  Committee,  .Alderman 
Parker. 

CONTRACTS  AWARDED 
Three  Rivers,  Que. 

The  St.  Maurice  P'oundry  Company- 
have  received  a  contract  to  make  cast- 
iron  moulds  for  the  Mechanical  Engi- 
neering Company,  Ltd.,  Bellefontaine  St. 

Winnipeg,  Man. 

The  following  firms  have  been  award- 
ed contract  for  supply  of  cast-iron  gate 
valves,  air  valves  and  sluice-gate  for  the 
Greater  Winnipeg  Water  District,  Tri- 
bune Building:  The  Kennedy  Valve  Man- 
ufacturing Company,  Elmira,  N.Y.; 
Drummond,  McCall  &  Co.,  Ltd.,  28  Vic- 
toria Square.  Montreal,  and  the  Empire 
Waterworks  Supply  Company  of  Canada, 
Winnipeg. 


Incorporated  Companies 

Toronto,  Ont. 

The  Cobalt  Smelting  and  Mining  Com- 
pany, Ltd.,  capital  $1,000,000.  to  engage 
in  general  mining  operations. 

Winnipeg,  Man. 

The  Manitoba  Steel  and  Iron  Com- 
pany, Ltd..  capital  $500,000.  Company 
will  take  over  the  Manitolia  Bridge  and 
Iron  Works.  Ltd.  Thomas  R.  Deacon, 
president  and  general  manager  of  the 
Manitoba  Bridge  and  Iron  Works,  Ltd.. 
is  interested 


Excavatng  Submerged  Gravel  With 
Dynamite 

Concrete  gravel  was  excavated  from 
the  bed  of  a  creek  at  Hazlewood,  Ind.. 
hy  means  of  a  drag  chain  with  buckets 
attached  to  it  that  brought  the  gravel 
ashore  and  dumped  it.  At  a  depth  of 
about' 6  feet  the  buckets  encountered  a 
stratum  of  hardpan  18  inches  thick,  in 
which  the  buckets  freciuently  jammed. 

Red  Cross  dj'namite  was  made  up  in 
cartridges,  with  primers  on  top.  and  about 
a  foot  of  fuse  for  each.  These  were 
lighted  and  dropped  into  the  creek  at  10 
feet  intervals  along  the  chain,  except  at 
the  ends,  where  two  cartridges  were 
dropped.  After  these  exploded  the  chain 
was  released  and  pulled  up  the  buckets 
full  of  gravel.  In  the  next  four  hours  40 
culiic  yards  more  of  gravel  were  exca- 
vated than  had  lieen  done  in  four  hours 
liefore  the  l)last.  The  hardpan  was  so 
vv/ell  l)roken  up  that  the  buckets  were  able 
to  excavate  the  lower  layer  of  gravel 
that  was  not  l)eio.-e  availalile. 


Gasoline  Economy 

The  cost  of  operating  automobiles  and 
otlier  mol)ilc  trucks  can  lie  very  mater- 
ially reduced  l)y  the  careful  observation 
of  several  points  in  the  use  of  gasoline 
that  will  tend  to  prevent  waste  and  unne- 
cessary consumption.  Do  not  use  gaso- 
line for  washing  or  cleaning;  keej:)  the 
.gasoline  container  closed  and  airti.ght; 
absolutely  stop  all  gasoline  leakage  drip- 
ping, and  spilling;  shut  off  gasoline  at 
tank  or  feed  pipe;  aljust  carlniretors  to 
leanest  nossible  mixture. 

The  following  simple  rules  for  drivin.g 
and  maintaining  car  increase  its  efficiency 
and  thereby  decrease  the  amount  of  gaso- 
line re(|uired:  Do  not  allow  engine  to  run 
vyiien  car  is  standing;  keep  i)iston  ring 
fitted  tight:  have  all  l)earings  run  free 
and  well  luliricated;  kcc])  tires  fully  in- 
llated;  protect  radiator  in  cold  weather: 


drive  car  at  most  eflicient  speed;  use  low  | 
gear  for  hill  climbing.  These  rules,  clear-  i 
ly  printed  and  pasted  on  every  truck,  will  ! 
sa\'e  money. 


Casting  Concrete  Piles  in  Tiers 

In  making  a  large  number  of  concrete 
piles  not  only  will  yard  space,  but  the 
cost  of  handling  materials,  be  reduced  by 
casting  the  piles  in  tiers  or  layers.  For 
example,  some  1,300  concrete  piles  about 
75  ft.  long  were  recently  made  for  piers 
in  San  Francisco.  The  yard  was  85  x  900 
ft.,  and  the  piles  were  poured  in  four  suc- 
cessive layers  at  the  rate  of  about  100 , 
culjic  yards  per  day.  The  piles  were  Is 
to  20  inches  square,  and  were  cast  in 
wooden  forms,  side  by  side,  with  wood- 
en spacers  3  inches  wide  every  2  feet  be- 
tween adjacent«side  forms.  After  a  layer 
of  piles  had  hardened,  these  spacers  were 
pulled  out,  and  the  side  forms  removed, 
to  be  used  again  for  the  next  tier  of  piles. 
Gantry  cranes  with  chain  lilocks  were 
used  for  handling  the  "cages"  of  rein- 1 
forcing  rods  and  placing  them  m  tlic| 
forms.  .A  crew  of  fourteen  men  iiiadc- 
aliout  twenty  "cages"  a  day. 


Repairing  a  Brick  Chimney 

An  old  octagonal  brick  chimney  125  ft.j 
high  and  12  ft.  in  diameter  at  the  base. 
l)elonging  to  the  Solvay  Process  Coni-j 
pany.  Detroit,  was  so  badly  weathered 
that  a  large  quantity  of  mortar  had  falleiij 
out  of  the  joints  and  much  of  the  brick 
was  eaten  away  to  a  maximum  depth  ol; 
several  inches.  The  chimney  was  tfi-\i 
paired  at  a  cost  of  about  $1,500  by  thc*-| 
oughly  cleaning  the  exterior  surface,' re-l 
moving  the  loose  mortar  and  soft  bricfcJ 
and  enclosing  it  with  No.  28  Al  triang^-l 
lar  mesh  furred  out  1  in.  from  the  origilfell 
surface  of  the  brick.  The  metal  fabfkl 
was  then  enclosed  in  a  solid  mass  of  con-i 
Crete  with  a  minimum  thickness  of  3  inl 
beyond  the  original  surface  that  was  shoil 
into  place  with  a  pressure  of  about  5<]l 
l.)Ounds  per  square  inch.  II 


Pulling  Trench  Sheeting  With  a  S 
Backfiller  I 

The  scarcity  of  labor  is  leading  to  thj 
more  extensive  use  of  small  power  sc^ilj)]] 
ers   for  backfilling  trenches.    It  is'llO| 
.generally  realized  hy  contractors  that  | 
liackfiller  can  also  l>e  used  for  pulling  tliji 
sheeting  from  a  trench  after  it  has  bee|| 
filled.    To  do  this  a  tripod,  with  legs 
to  14  feet  long,  is  set  over  the  trench  an 
provided  with  a  snatch   lilock,  tiirou.y 
wliich  passes  the  hauling  line  from  tli 
backfiller  to  the  sheeting  timber   to  blj 
pulled.     The  operator  of  '  the  liackfiflejj 
aided  hy  one  man,  can  readily  pull  ll 
sheeting  12-ft.  planks  per  hour.  i| 


CONTRACTORS 
and  TENDERERS 

for  Superior  Service 

THE 

Canadian  Surety  Co. 

26  Wellington  St.,  East 

Phone  Main  2609    TORONTO,  Ont.  k 
Represented  in  all  the  principal 

cities  and  towns  in  the  1 
Dominion.  | 

BONDS  INSURANCE 

of  every  description      Plate  Glass— Burglary  j 
Automobile 
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STEEL 
BARS 


FOR  CONCRETE 
REINFORCING 


ROUNDS  SQUARES 
TWISTED  SQUARES 


FLATS  CHANNELS  ANGLES 
SPECIAL  SECTIONS 


BARS  BENT  TO  SHAPE  FOR  BEAMS,  STIRRUPS,  ETC. 

PROMPT  SHIPMENT 
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SWANSEA 

Salt  Glazed  and  Vitrified 

SEWER  PIPES 


True  to  Size 
Impervious  to  Water 

Sizes  manufactured  and  al- 
ways in  stock  4  in.  to  24  in. 


Ask  for  Price  List 
and  Discounts 


also 

Chimney  Tops 
Flue  Liningrs 
Wall  Coping 
Culvert  Pipe 
Inverts 

Telephone  (Toronto  Connection) 
Parkdale  5000 


The  Dominion  Sewer  Pipe  Co. 

(The  Independent  Co.)  Limitca 

SWANSEA  (near  Toronto) 


Resilience   of   Mr.   W.   A.   Kankin.    Fentiman   .\ve.,   Ottawa —  - 
htiilt  'niirl  snow,  and  ice,  and  winter  cold. 

BUILDING  THROUGHOUT  THE  WINTER  with 

STuccoboaRD 

Tiishopric  Stucco  Board  enables  builders  and  contractors  to  get 
all  the  rough  carpentry  work  done  right  through  the  winter  anil 
early  S])ring,  when  most  carpenters  are  idle. 

Take  advantage  of  this — start  building  at  once — put  down 
Bisliopric  Stucco  Board  as  a  foundation  for  outside  stucco  walls, 
or,  with  lath  side  to  the  studding,  leaving  the  fibre  board  exposed, 
for  interior  decoration,  presenting  a  well  sized,  clean  surface  either 
as  it  stands  or  for  decorative  purposes. 

]")etails  and  samples  sent  on  request.     Write  us. 

BISHOPRIC  WALL  BOARD  COMPANY,  LTD. 

529J  BANK  ST.         -         OTTAWA  ONT. 


Firebrick  Famine 


Our  PLIBRICO  jointless  firebrick  and  PLIBRICO  BOND  will  make  you  in- 
dependent of  above,  and  eliminate  unsatisfactory  conditions. 

PLIBRICO  is  not  only  for  steam  boilers,  but  being  used  successfully  all  over 
Canada  for  nosing  furnaces  in  ammunition  plants,  baffles,  Dutch  oven  construc- 
tions, cupolas,  retorts,  enamelling  furnaces,  oil  fire  forges,  etc.,  and  is  guaranteed 
to  stand  2500  F.  if  used  in  accordance  with  instructions. 

PLIBRICO  BOND — high  temperature  cement  for  temperatures  3100/3800. 
For  bonding  firebrick  and  as  a  plaster  on  surface  of  same,  number  103  quality  for 
use  with  silicate  bricks  in  smelters,  etc. 

lAPIDOliJH 

^ammmm   trade  mark  ^■■■■i 

will  solve  all  your  troubles  with  concrete  floors,  tanks  and  walls  once  and  for  all. 
Makes  same  hard  as  granite — dustproof,  wearproof  and  waterproof.  We  guarantee 
results.  mg^ 

Beveridge  Paper  Co.,  Limited,  Montreal 

STOCKS -Toronto  and  St.  John,  N.B.  N.  J.  Dinnen  &  Co.,  Ltd.,  Winnipef 
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Canada  Iron  Foundries,  Limited 


Head  Office 

Mark  Fisher  Building 
MONTREAL 


Car  Wheels,  Cast  Iron  Water  and  Gas  Pipe,  Specials,  Valves,  Hydrants,  etc.,  Castings 
of  all  kinds.  Mooring^  Bollards  for  both  Concrete  and  Wooden  Docks 


DAKE  SINGLE  DRUM  HOISTS 


The  Dalce  single  drum, 
double  geared  hoist,  is  the 
best  all-round  machine  for 
general  service.  Can  be  fur- 
nished with  clutch,  tight  or 
friction  drum.  All  parts  are 
most  substantially  built  so 
that  hoist  will  stand  twice 
the  load  of  its  rated  capa- 
city. Made  in  sizes  2  to  30 
horse  power.  Send  for  com- 
plete catalogue. 


DAKE  ENGINE  CO.,  Grand  Haven,  Mich.,  U.S.A. 

Canadian  Agents 

MONTREAL-Mussens  Ltd.   TORONTO-A.  R.  Williams Mach.  Co.,  Ltd. 


SCARCITY  OF  LABOR 
PROVIDED  FOR 

The  Ideal  Automatic  Power  Tamper, 

used  with  an  Ideal  Block  Machine, 
saves   labor,   which   is   today  recog- 
nized as  conservation  of  man  power, 
the   great   necessity  during  the 
War  Period. 

At  the  same  time  you  are 
producing  building  units  much 
superior  to  those  made  by  man 
i  power.  Our  catalogue  tells  you 
all  about  it.  Write  for  a  free 
copy. 

Ideal  Concrete  Machinery 

Company,  Limited 
WINDSOR  ONTARIO 


National  Iron  Works 

LIMITED 

Head  Office,  Works  and  Docks— TORONTO 

CAST  IRON  PIPE 

Every  Size  for  Water,  Gas,  Culvert  or  Sewer, 
,  Carried  in  Stock  at 

MONTREAL  -  TORONTO  -   PORT  ARTHUR 

RAIL  OR  LAKE  SHIPMENTS 


Dominion  Iron  and 
Wrecking  Co.,  Ltd. 


Canada's  Largest 
Cash  Buyers  and  Liquidators 


Factories  and  Complete  Plants. 

Marine  Wreckers  and  Dismantlers. 

Scrap  Iron,  Steel,  Metals,  and  Waste  Materials. 

Distributors  of  Spelter,  Ingot  Copper,  Lead,  Tin, 
Antimony. 

Iron  and  Steel  Shafting,  all  sizes  and  lengths. 

New  and  Used  Electrical  Equipment. 

Power  Machinery,  Electrical,  Hydraulic,  Steam 
and  Gas. 

Relaying  Rails  of  all  sizes  always  in  stock. 

General  Offices : 

Transportation  BIdg.,  MONTREAL 


Quebec 


Tel.  Main  3751 


St.  John  N.B. 


0^ 


Pacific  Coast  Pipe  Co.,  Ltd. 

Wire  Wound  Wood  Stave  Pipe 

from  2  in.  to  24  io.  diameter 

Continuous  Stave  Pipe 

from  16  in.  to  12  ft.  diameter 


1551  Granville  Street 


Vancouver,  B.  C. 


4S 
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GUARANTEE 


The  registered 
Trade  Marks 


"WORLD" 
"VICTOR" 


or 


"McAVITY" 

Cast  on  the  body  of  each  Valve 

GUARANTEES 

Best  QuaHty  Metal  Through- 
out, Accurate  Machining  and 
Assembling,  and  a  Positive 
tight  and  a  Long  Life  Valve. 

T.  McAVITY  &  SONS,  Ltd. 

Wholesale  and  Retail  Hardware— Brass  and  Iron  Founders 

St.  John,  N.B. 

Canada 

MONTREAL  TORONTO  WINNIPEG  VANCOUVER 

LONDON,  England  DURBAN,  South  Africa 
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1. 


Do  You  Want  Crushed  Stone  ? 

That  is  Clean,  Tough  Stone  of  a  Quality 
suitable  for  Macadam  Road  and  Concrete 

We  can  supply  you  in  any  tiza  or  quantity. 

Our  aervica  i»  unexcelled  and  our  price*  right. 
Phont  or  write  ut  for  ouotatlons  when  you  are  In  the  market 
Office-M  4315-M  4516     Residence— P  2278 

Crushed  Stone  Limited 

47  Yonge  St.  Arcade,  Toronto 
G.  W.  E««ary,  Manager 


SPRINKLER 
TANKS 

AND 

TOWERS 

We  are  the  largest  manu- 
facturers in  Canada  of 
both  wood  and  steel  Tanks 
and  substructures  for  fac- 
tory sprinkler  systems 
and  for  Municipal 

RAILROAD  AND 

SUBURBAN 
WATER  SUPPLY 

We  shall  be  pleased  to 
furnish  you  with  all  the 
information  and  data  you 
may  require  on  this  class 
of  work. 

Send  us  your  blue  prints 
for  estimates 

Send  for  special  Tank  and  Tower  Catalogue 

Ontario  Wind  Engine  &  Pump  Co. 

Winnipeg  Calgary 


Toronto  Montreal 


limited 


Sandy  Gravel  and  Crushed  Stone 


Fire  Clay 
Fire  Brick 
Sewer  Pipe 
Weeping  Tile 


Lime 
Cement 
Plaster 
Hair 

Building  Stone 

Our  prices  are  right  and  our  service  good. 

Britnell  &  Co.,  Limited 

C.P.R.  Crossing,  Yonge  St.,  North  Toronto 

Phones.  Office  North  |  ^   Eveningrs.  North  2107 


For  Sale 

14B  Bucyrus  Shovel, 

Traction  Wheels,      yd.  dipper. 

Clam  Shell  Buckets,  ^,         1,  1J4  yard. 
Orange  Peel,  1  yard  Hayward. 

One  lijOO-lb.  Pile  Driver,  Drop  Hammer,  witli  Leaders. 
American  7  x  10,  double  drum  Hoist  with  Swinger. 
Mundy  6)^  x  12,  double  drum  Hoist  with  Swinger. 
New  6^  X  8  Doty  double  drum  Hoist  with  Boiler. 
New  7  X  10  double  drum  Hoist  with  Boiler. 
Dake  Steam  Swinger,  8  H.P. 
5  ton  Stiff  Leg  l3errick;  5  ton  Guy  Derrick. 
Assorted  Hand  Power  Derricks. 

J4    yd.   and   Yz   yd.    Concrete  Mixers   with   Engine  and 
Boiler  on  Wheels, 
yd.  and  1  yd.  Smith  Mixers  on  Skids. 
2000  feet  of  Portable  Track,  24-in.  gauge. 
Six  l!/2  yd.  V-shaped  Steel  Cars,  Side  Dump,  24-in.  gauge. 
Ten  4  yd.  Western  Dump  Cars,  36-in.  gauge. 
15  ton  Porter  Standard  Gauge  Locomotive. 
Two  10  ton  Vulcan   Locomotives,  36-in.  gauge. 
Gyratory  Crushers,  Nos.  3,  4  and  5. 
Jaw  Crushers,  7  x  10  and  10  x  16,  Acme  Portable. 
No.  0  Thew  Steam  Shovel,  on  Railway  Wheels. 
35  H.P.,  40  H.P.,  and  60  H.P.  Locomotive  Boilers. 
Large  Assortment  Vertical  Boilers,  5  H.P.  to  125  H.P. 
Two  Diaphragm  Pumps,  driven  by  Gasoline  Engines. 
Five  New  and  Used  Pulsometers,  various  sizes. 
Twenty  Tons  25  lb.  rail;  Seventy  tons  56  lb.  rail. 


Write  for  prices  and  further  particulars. 


Th« 


A.  R.Williams  Machinery  Co. 


Limited 


64-66  Front  St.  W.,  Toronto,  Ont. 


CRANES 


Heavy  Mill 
Crane 
Patented 


Made 
Canada 


Electric  and  Hand  Traveling  Cranes 
Electric  and  Air  Hoists 

NORTHERN   CRANE  WORKS,  LTD. 

WALKERVILLE,  ONT. 
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Ideal  Surface  for  Macadam  Roads 

Macadam  roads  dust  on  the  surface  so  that  constant  repairs  and  attention  are 
necessary.  Use  Fluxphalte.  It  binds  the  surface  perfectly  making  a  roadway 
like  asphalt  pavement.  Wears  for  years  longer  and  saves  great  expense  in 
low  upkeep  of  road.    Write  for  illustrated  booklet  and  further  particulars. 


©MB  ©F  TMDB 


* 

I 


To  Secure 
ECONOMY  and  DURABILITY 


Construct  Your 


SEWERS 


from 

Reinforced  Concrete  Pipe 

Manufactured  by 

Dominion  Concrete  Co. 

Limited 

KEMPTVILLE       -  ONTARIO 

''Better  good  pipe  at  a  fair 
price  than  poor  pipe 
at  any  price. " 

N.  B.  The  •djolnlDK  illustration  Bhowi  a  line  of  42-ln.  plp« 
In  a  trench  ready  tor  (llllnK. 
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WHY  WASTE  GOAL 

WHEN  IT  COSTS  SO  MUCH? 


How  many  pounds  of  coal  do  you  burn  to  pro- 
duce a  thousand  pounds  of  steam? 
200,  150,  100,  or  less? 

We  admit  this  is  a  hard  question  to  answer, 
if  you  have  no  means  for  finding  out  how  much 
water  the  boilers  are  turning  into  steam. 

The  owner  of  a  plant  should  provide  means 
for  determining  the  efficiency  of  the  boilers,  and 
he  would  most  certainly  do  this  if  he  understood 
how  much  it  would  save  him. 

A  Cochrane  Metering  Heater  will  tell  how 
many  pounds  of  water  are  evaporated  per  pound 


of  coal,  and  it  will  instantly  show  any  improve- 
ment in  evaporation  due  to  better  fuel,  better 
methods  of  firing,  better  condition  of  heating 
surfaces  (removal  of  soot  and  scale),  better  con- 
dition of  boiler  setting  (stopping  up  air  leaks), 
etc. 

While  indicating  the  efficiency  and  the  means 
and  degree  of  improvement,  the  Cochrane  Meter- 
ing Heater  contributes  to  improved  efficiency.  It 
utilizes  exhaust  steam  to  heat  the  boiler  feed, 
saving  1  per  cent,  of  fuel  for  each  11  degrees'  rise 
in  temperature. 


Have  you  read  our  book  on 
"Finding  and  Stopping  Waste  in  Modern  Boiler  Rooms"? 

Head  Office:  Toronto.    Sales  Offices:     Montreal,   Halifax,  Sydney,  Ottawa,    Cobalt,    South   Porcupine,    London,   Winnipeg,  Calgary, 

Edmonton,  Nelson  and  Vancouver. 

CANADIAN  ALLIS-CHALMERS 

LIMITED 

Power  Plant  Equipment.  Mining,  Crushiing,  Hydraulic  and  Milling  Machinery.  Contractors'  Plant  and  Architectural  Bronze 

and  Iron  Works 
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Current  Prices  of  Building  and  Engineering  Materials 

.  ^  '  


TORONTO  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement  -delivered  in  S-barrel  lots,  $2.S5  per  bbl. ; 
with  bags,  !f3.25;  car  lots,  $2.13  on  the  track, 
with   pkgs.,  $2.55. 

Lime— grey  60c,  white  70c  per  100  lbs.,  delivered 
in  not  less  than  1500  lb.  lots.  At  the  ware- 
house, grey  55c.  white  C5c.  Hydrated  lime, 
.$16.00  per  ton  delivered;  $15.(11)  at  warehouse. 

Brick— No.  1  dry  pressed  red  brick,  $20;  buff, 
$20,  f.o.b.  the  job;  No.  2,  $18;  common  red 
stock  brick.  $10;  grey,  $1C ;  wire-cut  brick, 
for  foundation  work,  $12.50  on  the  cars,  de- 
livered $14 ;  "Tapestry"  brick,  imported,  $25 
to  $35;  local  Rug,  $20;  sand-lime  brick,  $10.25 
f.o.b.  car  at  King  Edward  Siding;  $9.00  f.o.b. 
car  or  wagon  at  plant.  Paving  brick,  local 
manufacturers  not  quoting  prices  at  present, 
imported  paving  squares,  delivered  at  job 
in  Toronto,  best  quality  $80,  second  quality 
$75,  third  quality  $70.  (These  prices  are 
merely  approximate,  as  no  sales  are  recorded). 
Sun-Tex  face  brick,  $20  to  $30  at  plant,  $24 
to  $34  delivered,  price  depending  on  color 
and  texture.  Denison  interlocking  hollow 
tile,  $80  per  M.  at  plant,  $97.50  delivered. 
Lots  over  100,000,  $75. 

Fire  brick-  $65  to  .'?S5  per  M.,  according  to  qual- 
ity.    Fire  clay,  $15  per  ton. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 
Toronto  prices,  F.O.B.  Car: 
Crushed  stone— 2  in.,  $1.50;  1  in.,  $1.65;  H  in., 

$1.65;  rubble  stone,  in  car  lots,  $1.40  per  ton, 

f.o.b.  car. 

Sand — for  cement   or  brick   work,  $1.10  per  ton, 

f.o.b.  Toronto. 
Gravel — Pit   run,  $1.40  per  ton,   f.o.b.  Toronto; 

fcreened,  $1.50  per  ton,  f.o.b.  Toronto. 

LUMBER  (BUILDING  MATERIAL) 
'I'oronto  retail  prices,  delivered. 

Hemlock -2  x  4  in.,  to  2  x  12  in.,  12  and  14  ft.. 
$35;  10  and  16  ft,  $37;  IS  ft.,  $39;  Nc.  1 
hemlock  decking,  1x4  in.,  $34;  1  x  T  in., 
$37;  1x6  in.,  $39;  No.  2  Iiemlock  decking, 
.*5  less  than  No.  1. 

Pine — 1  in.  x  4  in.  and  5  in.,  $40;  1  in.  x  6  in,  to 
s  in.,  $42;  1  in.  x  10  in,,  $45;  1  in.  x  12  in., 
$50;  2  in.  x  4  in.  to  2  in.  x  12  in.,  and  10  ft, 
to  16  ft.  long,  Norway  pine,  $42  to  $50;  y/s  x 
(j  to  10  in.  pine  shelving,  $57  to  $67;  ^  x  12 
in.  pine  shelving,  $75;  No.  1  pine  flooring, 
$55 ;  No.  1  spruce  flooring,  $44 ;  No.  1  pine 
V  or  beaded  sheeting,  $58;  No.  2  ditto,  $42: 
pine  trim.  4  in.,  casing,  $2.75  per  100  ft.;  5  ir. 
ditto,  $3,25;  8  in.  pine  base,  $4.75;  4  in.  pine 
window  stool,  $4.00. 

Shingles— XXX  B.  C.  shingles,  $5.50;  N.  B.  ex- 
tras, $6.00;  N.E.  clears,  $5.75;  No.  1  pine 
lath,  $7.00;  No.  2  pine  lath,  $6.50;  No.  1 
spruce  lath,  $5.75. 
J  Dimension  timber  (B.  C.  fir)— 10  x  14,  12  x  12, 
12  X  14,  14  X  14,  14  x  16,  10  x  16,  12  x  16, 
16  X  16,  $60;  14  x  18,  18  x  18,  20  x  20,  12  x 
18,  18  x  20,  10  x  18,  12  x  20,  14  x  20,  16  x 
20,  $65.  These  prices  apply  to  32  ft.  lengths; 
32  to  35  ft.,  $1  to  $2  per  thousand  extra; 
36  to  40  ft.,  $2  to  $3  per  thousand  extra. 

STEEL  AND  IRON 

Steel  and  Iron  Bars— $5.00  to  $7.00  base;  twist- 
ed and  (Kfornitd,  $5,60, 

Shapes  -  Over  35  lbs.  per  yard,  $LS|P  i  IIMi  lbs,  ; 
under  :!5  lbs,  per  yard,  $5,0(1  pci   ll"i  Hi'-, 


Plates — (!  ins.  and  over  and  under  30  ins.,  $7.50  per 
KiO  lbs.;  30  ins.  and  over,  $8.50.  Tank 
and  boiler  plates — 14  in.  and  over  and  under 
36  ins.,  $10.00;  36  ins.  and  over,  $6.70. 
Gauge  plates— No.  10,  $11.50  >  No.  12,  $8.60; 
No.  14,  $8.65  per  100  lbs.  Black  American 
Bessemer  Plates^28  gauge,  $8.40  per  100  lbs. 

Flats — 0  in.s,  wide  and  under,  $6.00  per  100  lbs. 

Rivets — llutton  and  cone  head — base  for  J/2  in. 
and  up,  $8.50. 

Extras — 1/lOc  per  lb.  extra  for  cvitting  to  length, 
for  plate  less  than  %  in.  thick,  for  angles 
■  less  than  5  in.  combined  legs  and  beams  and 
channels  under  6  ins.,  for  18,  20,  and  24  in. 
beams;  1/lOc  to  ^c  per  lb.  extra  for  all 
Bethlehem  sections. 

Galvanized  iron — 28  gauge,  $8.75. 

Cast-iron  pipe — Standard  prices,  carload  lots, 
f.o.b.  Toronto:  4-in.  $78  to  $79  per  net  ton; 
6-in.  and  up  $75  to  $76.  Lower  price  for 
Class  B.  Higher  price  for  Class  A  and  gas 
pipe.     Less  than  car  lots,  $2  extra. 

SEWER  PIPE 
Sewer  pipe — Toronto  prices  (wholesale),  with,  dis- 
counts as  below,  f.o.b.  factory — 4  in,,  30c  per 
ft.:  6  in.,  45c;  8  in.,  70c;  9  in.,  00c;  10  in., 
$1.05;  12  in.,  $1.35;  15  in.,  $1.80;  18  in., 
.$2.50;  20  in.,  $3;  22  in.,  $4;  24  in.,  $4.50. 
j)iscounts — 4  in.  to  24  in.  standard,  65  per 
cent. ;  15  in.  to  24  in.  double  strength,  02 
per  cent. 

Tile  wall  coping — 8  or  9  in.  wall,  50c  per  ft. ;  12 
in.  or  13  in.  wall,  75c  per  ft.  ;  18  in.  wall, 
$1.50  per  ft.  ;  carried  in  6,  12,  18,  and  24  in. 
lengths.     Discount  65  per  cent. 

PAINTS  AND  OILS 
White   lead — ground   in   oil,    less   than   ton  lots, 
$10,05  per  100  lbs,  ;  ton  lots,  $15.70  per  100 
Jl-is, 

Boiled  linseed  oil — in  bbls,,  $1.58  per  gal.  of  9  lbs. 

Raw  linseed  oil — in  bbls,,  .$1,55  per  gal.  ;  red  lead, 
dry,  $19  ],er  100  lbs,  ;  putty  in  bulk,  .$6,05  per 
KlO  lbs,;  in  100-11),  rlrunis,  $0,90.  putty  in 
25-lb,  tins,  $0,00  per  1(10  lbs,  ;  steel  sash 
putty  in  2.")-lb,  tins,  $7.15  per  100  lbs,  ;  tur- 
pentine, in  bbls.,  73c  per  Imp.  gal.,  based 
on  southern  gauge. 


MONTREAL  PRICES 

CEMENT,  LIME,  AND  BRICK 
Cement — $3,00    steam    car    load    lots,  including 

sacks,  less  5  per  cent,  for  cash. 
I  ime — Hydrated,  .$18  per  ton  ;  lump,  $12. 
Brick — No,  1  pressed,  $18;   No.  2  pressed.  $15; 

Manganese  rustic,  $20;  buff  rustic,  $20;  red 

•iistic.   No.   1,  $15;  red  rustic.   No.   2,  $13; 

buff  (smooth),  $21;  buflf  (rough),  .$20;  plastic 

.'S12  25. 

Concrete  Brick— grey  $22,  red  $22,  buflf  $23,  white 
.$45,  plain  pressed  $12  per  thousand,  all  f,o,b. 
Works,  Mascouche,  P.Q. 

CONCRETE  SEWER  PIPE 
Straight  pipes  (per  foot)  :  not  reinforced,  .8-in. 
26c;  9-in.  30c;  10-in.  .34c;  12-in.  40c;  15-in. 
(iOc;  IS-in.  74c.  Reinforced,  18-in.  90c;  21- 
in.  $1;  24-in.  $1.20;  30-in.  $1.60;  36-in.  $2.40; 
42-in.  .$3;  48-in.  $4.20. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in.,  .$1.40;  J4-in.  $1.65;  Vs-hi. 

$1.75  per  ton,  delivered. 
Sand — $1  i)er  ton,  car  load,  on  cars. 
Gravel — $1.20  per  ton  f.o.b.  cars. 

STEEL  AND  IRON 

Steel  angles — .3  in.  x  3  in.  and  up,  $5.75;  1  in. 
X  1  in.  X  %  'n.,  25c  extra;  ?4  in.  x  ^/i  in. 
X  %  in.  .50  cents  extra.  Boiler  plates — J4  i"- 
thick  and  thicker,  $13.00.  Circular  plates — 
l'*langc  quality,  30  in.  dimension  anrl  over, 
$13. .30;  luKlcr  .36  in.  diameter,  $13,65,  Beams 
atid  channels  -Under  .3.5  liis,,  per  yd,,  .$5.75; 
35  lbs.  per  yd.  and  over,  $5.50;  f.o.b.  Mont- 
real, net  cash,  nominal,  ('omigatcd  iron  26 
gauge,  .$9,60;  28  gauge,  $8,70  per  100  sq,  feet, 


subject    to    change    without    notice.  C^m 
bearing  sheets  —  Keystone  black,  2S 
gauge,  $6.50  pei*  100  lbs.   nominal.  ^ 

SEWER  PIPE  Jj 

Straight  pipe  (per  foot) — 4  in.,  30c;  6  in., 

in.,  70c;  9  in.,  85c;  10  in.,  $1.05;  12  in  ,  IM 
15  in.,  $1.80;  18  in.,  $2.50;  20  in.,  .$3:  2m 
$4;  24  in.,  $4.50;  27  in.,  .$6.50;  30  in.,  «| 
Channel  pipe  (4  in.  to  30  in.)  24c,  sdcTSI' 
72c,    84c,    $1.08,    $1.44,    $2.00,    $2.40,  K 
$3.60,  $5.20,  $5.75.    One-eiglith  bends  (4' 
to  30  in.),  $1.20,  $1.80,  $2.80,  $3.60,  «.,'! 
$5.40,  $7.20,  $10,  $12.   $16,  $18,  $26,  S2, 
!4,  $1.20,   $1.80,  $3.15,   $4.05,  $4.75,  SQ:\ 
$14.40,  $20,  $24,  $32,  $36,  $52,  $57.60.  Doul 
collar,  00c,  $1.35,  $2.10,  $2.55,  $3.15,  $4.(i 
$5,40;   slant   1   foot  long  side    (4  in.  to 
in.).   90c,   $1..35,   .$2.10,   $2.55,   $3.15,  $4.' 
.$5.40.     Single  branch  (6  in.  to  9  in.),  3 
$2.25,  $.3.50,  $4.25;  2  and  2^^  ft.  (4  in.  to 
in.),  $1..35,  $1,80,  .$3,15,  $3.85,  $4.75,  $«. 
$8.10.  $11.25,  $13.50,  $18,  $20.25,  $32.50,  $1 
Single  squares  (4  in.  to  .30  in.)  ditto.  Dou' 
branch  and  double  square  and  Y  pipe  (4  in. 
.30  in.),  $1.80,  $2.70,  $4,90.  .$6..30.  $7..35,  $10. 
$14.40,   $20.   $24,   $.32,   $.36,   $45,50,  $50. 
Svplion,  cesspool,  and  buchan  trap  (4  in. 
15  in,),  .$3.  .$4,  $7,  $9,  $10,50,  $1.8,  Dou 
syplion,  nmning  trap,  and  hand  hole  trap 
in.   to   12  in.),  .$3,  .$4.  $7.  $9.  $1O..50,  $ 
These  prices  are  subject  to  a  discount  of 
tier  cent,  for  less  than  car  load  lots  deliver 
and  a  discount  of  from  61  to  66  per  cent, 
car  load  lots  f.o.b.  Montreal. 

SUNDRIES 

Hard  wall  plaster — $16  per  ton.  Plaster  of  P: 
.$3,05  per  bbl,,  both  less  5  per  cent,  for  C3. 
Rope — Best  Manilla.  .39c  basis  per  poiiil 
British  Manilla.  3oc  basis;  sisal  rope,  27 
basis;  lath  varn,  27^c.  Boiled  linseed  oi 
in  barrels.  .$"l..39  per  gal.  of  9  lbs.  Raw 
seed  oil — in  barrels,  $1.36ji'  per  gal. 


WINNIPEG  PRICES  \ 

CEMENT,  LIME,  AND  BRICK 

Cement — Portland,    $4,00    per    bbl.;  mortar 
ment,  CAc  per  70-lb.  bag,  in  ton  lots;  Keei 
.$6,45  to  $13.55  per  bbl.,  depending  on  q- 
ity.     (All  prices  include  bags). 

Lime — White  or  grey,  in  bulk,  45c  per  busl 
per   barrel,  $2.10  to  .$2.40. 

Hydrated  Lime — In  paper  bags,  $10.35  per  t 
in   cotton  l>ags,  $19.5.5. 

Brick — No,  1  dry  pressed,  red  and  buff,  5 
common  red  stock,  $25;  common  grey  sti 
$12:  No.  1  enamelled  brick,  all  colors,  f 
$100;  sand  lime,  $12;  firebricks,  $70  to 

CRUSHED  STONE,  SAND,  AND  GRAVE 
(Including  delivery) 

Crushed  stone— 1 '/a -in.  to  2-in.,  $2.60  per  y: 

^i-in.  to  1-in.,  $2.85;  stone  dust,  $2.65; 

ble  stone,  $14,20  per  cord. 
Sand,  gravel  and  torpedo  sand— $2.10  per  yar 
Crushed  granite— 1^  and  2-in.,  .$2.65;  H-ia. 

1-in,.  $2,90;   .}4-in.  and  dust,  $3.20. 
Gravel — Per  yard,  delivered,  $1.8,5. 
Crushed  Granite— 1'/^  and  2-in,.  $2,65;  H-in. 

1-in,,  .$2,90;   14 -in.  and  dust,  .$.3.20. 

LUMBER   (BUILDING  MATERLM  1 
(Including  delivery) 
(15  per  cent,  discount  for  cash) 

Flooring— No.  2  red  pine,  4  in.,  $43;  6  in,.  ^ 
No.  3  red  pine,  4  in.,  .$.38;  6  in.,  $40;  Nit 
red  and  white  pine  or  spruce,  4  in..  $2.',^ 
in..  .$.32;  No.  1  and  2  fir.  edge  grain,  3|-j 
.$60;  4  in.  and  6  in.,  .$55;  No.  3  fir,  edge  » 
flat  grain,  4  and  6  in.,  $45;  No.  4  fir  : 
lap  grade,  4  and  6  in.,  $32;  common  2  » 
pine,  spruce  or  fir,  4  and  6  in.,  $.3.S;  rvi^ 
white  pine,  4  and  6  in,,  $.55;  No,  3,  $45;  ^ 
2  red  pine.  4  and  6  in.,  .$46;  No.  3,  $40; 
4,  $.32;  No.  5,  $24. 

Dimension  timber  (No.  1  pine,  spruce,  tarn 
fir  or  cedar)— 8  x  8,  8  x  10,  10  x  10, 
12,  12  X  12,  $38;  10  x  14,  14  x  14.  14  : 
6  X  10,  6  X  12,  8  X  12,  $39;  10  x  16,  12 
16  X  16,  14  X  18,  16  x  18.  18  X  1.S,  20  : 
.$40;  6  X  14,  8  x  14,  12  x  IS.  18  x  20,  $4 
X  16.  6  X  18,  6  X  20,  8  x  16.  8  x  18,  S 
10  X  18,  10  X  20,  12  X  20,  14  x  20,  16 
$43. 

(Continued   on    page  M) 
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RAILS 


BILLETS 


Concrete  Reinforcement  Bars 

Plain  Round,  Square  and  Cold  Twisted  Squares 

DOMINION  IRON  &  STEEL  COMPANY 

LIMITED 

BAR  STEEL 


Warekouse  Stocks  : 

SYDNEY,  N.  S. 
MONTREAL,  QUE. 
TORONTO.  ONT. 
FT.  WILLIAM,  ONT. 


Sale*  Offices  : 

SYDNEY,  N.  S. 

MONTREAL 
112  St.  James  St. 

TORONTO 
18  Wellington  St.,  E. 


Mills  and  General 
Offices : 

SYDNEY,  N.  S. 


WIRE  NAILS 


and  other 


WIRE  PRODUCTS 


i  Modern  Bridge  Construction 

The  services  of  our  bridge  engineering  and  building  organization  are  at  the  disposal  of  industrial, 
private  or  municipal  bodies,  in  any  connection  where  they  could  be  used  to  advantage.  The  above  is  an 
illustration  of  a  recent  bridge  constructed  by  our  company  at  Granby,  Quebec,  for  an  industrial  company. 
This  was  later  approved  by  the  municipality  and  taken  over  by  them.  This  is  another  instance  of  good 
engineering  and  careful  construction.  We  shall  be  glad  to  advise  you  regarding  any  bridge  work  you  have 
in  hand. 

MacKinnon,  Holmes  &  Company,  Limited,"'"Q'uT''' 
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CURRENT  PRICES  OF  BUILDING  AND  ENGINEERING  MATERIALS— continued 


(Continued  from  page  52) 
Pine — l  in.   common,  6  to  10  in.,  $105;   12  in., 

$110;  pine  trim  4-in.   casing,  $3.70  per  100 

ft.;  5ii-in.  ditto,  $4.40;  8-in.  pine  base,  $6; 

10-in.,  $7;  4-in.  pine  window  stool,  $7.50. 
Shingles— No.  1  B.  C.  cedar,  $4;  No.  2,  $3.50; 

No.  1  B.  C.  cedar  dimension,  $5.50;  hand- 

savvn,  $7. 

STEEL  AND  IRON 

Steel — Round  bars,  $5.25  per  100  lbs. ;  square 
twisted,  $5.25  per  100  lbs. ;  channels  and 
angles,  $5.50;  beams,  $5.25;  plates,  $8.25  per 
100  lbs. 

Cast  Iron  Pipes — Standard  price,  car  load  lots, 
f.o.b.  Winnipeg,  $38  per  ton. 

SEWER  PIPE 

Sewer  Pipe — Wholesale  price  f.o.b.  Winnipeg,  per 
ft.,  3  in.,  9  cents;  4  in.,- 11  cents;  5  in.,  IC 
cents;  6  in.,  IS54  cents;  8  in.,  30  cents;  9  in., 
35  cents;  10  in.,  40  cents;  12  in.,  50  cents; 
15  in.,  75  cents;  IS  in.,  $1.00;  20  in.,  $1.50; 
24  in.,  $2.00. 

SUNDRIES 
(Including  delivery) 

Hard  Wall  Plaster— $19  to  $22.50  per  ton ;  Plaster 
of  Paris,  $20.50  per  ton ;  in  barrels,  $4.40  per 
bbl.  of  320  lbs. 

Plasterers'  Hair— $3.30  per  bale;  90c  per  bushel. 

PAINTS  AND  OILS 

Mortar  Color— Red,  $4.50  per  100  lbs.  ;  black  or 
buff,  .¥5.50;   chocolate,  $6.50. 

Paints  and  Oils — Wliite  lead,  ground  in  oil,  $11.50 
per  100  lbs. ;  boiled  linseed  oil,  in  bbls.,  OS 
cents  per  gal. ;  raw  linseed  oil,  in  bbls.,  95 
cents  per  gal. ;  dry  red  lead,  $10.00  per  100 
lbs. ;  putty  in  bulk,  $3.25  per  bbl. ;  putty  in 
25-lb.  tins,  $3.75;  turpentine,  in  bbls.,  80 
cents  per  gal.  Mixed  paint,  ordinary  colors, 
per  gal.,  $3.10. 


VANCOUVER  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — Grey  Portland,  $2.65  per  bbl.  f.o.b.  ware- 
house, sacks  extra;  Keens  cement,  $9.00  per 
bbl.,  sacks  extra;  fine  white,  $8.00  per  bbl.  of 
300  lbs. ;  superfine,  white,  $9.50  per  bbl. ; 
white  Portland  cement,  $2.65  per  bbl.  of  250 
lbs.,   sacks  10c   extra,  f.o.b.  Vancouver. 

Lime — $1.70  per  bbl.  f.o.b.  warehouse  or  delivered. 

Brick — Common  red  brick,  $14.50  to  $16.00  f.o.b. 
warehouse;  $12.50  and  up  in  car  lots  f.o.b. 
Vancouver;  pressed  red  brick,  f.o.b.  wharf 
Vancouver;  pressed  buff  brick,  $40  at  ware- 
house ;  $33  in  car  lots ;  tapestry  brick,  $45  at 
warehouse;  impervious  brick,  $45  f.o.b.  build- 
ings ;  fire  brick,  $40  in  car  lots,  $45  in  ware- 
house ;  fire  clay,  $12.50  per  ton  in  car  lots. 


SAND  AND  GRAVEL 

Sand — Brick  and  plaster  sand  $2.50  per  cu.  yd. 
f.o.b.  bunkers. 

Gravel — $2.50  per  yard  delivered. 

LUMBER    (BUILDING  MATERIAL) 
Vancouver  prices,  f.o.b.  mills: 
Dimension  timber — Douglas  fir — 8  x  S,  10  x  10, 
10  X  12,  10  X  14,  12  X  12,  12  x  14,  14  x  14, 

14  X  16,  $18;  6  X  10,  6  X  12,  8  x  10,  8  x  12, 
10  x  16,  12  X  16,  16  X  16,  $18.50;  6  x  14, 
8  X  14,  12  X  18,  18  X  20,  $19 ;  6  x  16,  8  x  16, 
10  X  IS,  IS  X  20,  14  X  20,  16  x  18,  16  x  20, 

15  X  IS,  20  X  20,  $19.50. 

Fir  flooring — 1  x  3  edge  grain,  $28;  1x4  edge 
grain,  .$31;  1  x  4  fiat  grain,  $24;  No.  1  and 
2,  1-inch  clear  fir  rough,  $33;  No.  1  and  2, 
I'm  and  114  incli  clear  fir  rough,  $39;  No.  1 
and  2.  2  inch  clear  fir  rough  $35;  hemlock 
lath,  $1.15;  pine  lath,  $2.35  to  $2.65;  XX 
P..  C.  cedar  shingles,  $2.15;  XXX,  $3.25; 
XXXXX,  .$3.60. 


STEEL  AND  IRON 

Vancouver  prices  f.o.b.  warehouse : 
Steel — (round  and  square  bars)  $4.50  base;  twiafl 

and  and  deformed,  $4.50  base ;  structural  see 

tions,  $6.00  to  $7.00. 
Galvanized  iron— 28  gauge,  $12.85  per  100  lbs.' 
Corrugated  iron- -26  gauge,  6,  7  and  8  ft.  sheets,i 

$10.90;  5,  9  and  10  ft.  sheets,  $11.05  per  sq.' 

Black  steel  sheets,  24  gauge,  $10.35  per 

lbs. 

Steel  angles— $6.00  to  $7.00  per  100  lbs.,  depend- 
ing on  size,  quantity  and  specifications. 

Steel  channels,  beams— $6.00  to  $7.00  per  100  lbs., 
depending  on  size,  quantity  and  specifications. 

Steel  plates— $12.00  to  $15.00 

SEWER  PIPE 

Sewer  pipe — Vancouver  prices  f.o.b.  warehouse; 
4-in.,  13l4c  per  ft. ;  6-in.,  23c  per  ft. ;  8-in.,  35c 
ft.;  10-in.,  45c  ft.;  12-in.,  55c  ft.;  15-iii., 
$1.10  ft. ;  18-in.,  $1.30  ft.;  20-in.,  $1.55  ft.; 
24-in.,  $2.30  ft.   (all  net  prices). 

SUNDRIES 

Hard  wall  plaster — $16.B0  in  car  lots  f.o.b.  Van- 
couver, bags  extra. 
Hydrated  lime — $16.00  in  car  lots. 
AIca  lime — $16  per  ton. 

Plaster  of  Paris — Hammer  brand,  $4.50  per  bbl. 
Finishing  Plaster — $19  per  ton,  sacks  extra. 
Welsh  slate— $11.50  to  $12.00  per  square,  f.o.b. 

Vancouver.  j 
Rope,  Manilla,  Vs  in.,  39c  base;   14  in.,  39Jft*S 

3/s  in.,  40c;  14  in.,  4054c;  2nd  grade,  33j4e 

base;  sisal  rope,  28j4c  base. 


PAINTS  AND  OILS 
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Boiled  linseed  oil — In  bbls.,  $1.67  per  gal. 
lbs. 

Mixed  Paint— Per  gal.,  $3.30  to  .$3.60. 
Raw  linseed  oil — In  bbls.,  $1.65  per  gal.;  red 

lead,  dry,  $21.25  per  100  lbs.;  in  oil,  24c; 

putty  in  bulk.  Standard,  $5.00;  Pure,  $0.50; 

Turpentine,  in  bbls.,  95c  to  $1.00. 
White  Lead— Ground  in  oil,  $16.30  per  100  lbs. 


Sewer 
Pipes 


ALL  SIZES  OF  PIPES  and  CONNECTIONS  from  4  inch  to  30  inch  always  IN  STOCK 

High  Grade  Salt  Glazed  Vitrified  Sewer  Pipes  and  connections  are  a  specialty 
with  us.  We  also  manufacture  culvert  pipes,  inverts,  flue  linings,  stove  linings, 
fire  bricks,  locomotive  blocks,  guUey  traps,  range  bricks,  cupola  linings,  wall 
coping  and  all  kinds  of  vitrified  and  fire  clay  goods.  Prompt  shipments  on  all 
goods. 

Vitrified  Hollow  Building  Blocks 
Ground  Fire  Clay,  in  Bulk  or  Bagged. 
"Ameo"  Segment  Sewers— From  30  to  108"  diameter 
Send  for  Illustrated  Book  on  "Building  Segment  Sewers" 

Standard  Clay  Products  Limited 

THREE  SEWER  PIPE  FACTORIES :  St,  Johus,  P.  Q.,  aud  Ncw  Glasgow,  N.  S. 

ALSO  FIRE  CLAY  FACTORY  AT  ST.   JOHNS,    P.  Q. 
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More  Daylight  W^^ft^S^Tl^d .     Lower  Insurance  Rates 


SOLID  STEEL  WINDOWS 


Steel  Sash  has  won  its  place.  Architeds  and  Contradors  all  over  Canada  are 
now  specifying  Fenestra  ^eel  sash  more  than  any  other  kind.  Fenestra  is 
absolutely  fireproof  and  weather  proof.     Write  for  particulars  and  terms. 

Steel  AND  JtADiATiON:ZiMiT£D 

Manufacturers  of  Hot  Water  a«<<(; Steam  Boilers  a//<^adiators;  Fenestra  Steel  Sash  <j;?<i' Concrete  Reinforcing, 
Head  Office      -      Fraser  Avenue,  TORONTO 


XCELADUCT 


(GALVANIZED  CONDUIT) 


Made  in  Canada 

by 

Orpen  Conduit  Co.,  Limited 

Toronto 

I  Engineers  &  Contractors,  Limited 

102  Prince  William  Street,  ST.  JOHN,  N.  B. 

E.  R.  REID,  President    '  E.  M.  ARCHIBALD,  Chief  Engineer 

The  Moncton  Bridge  Foundations 

were  built  by  our  firm 

We  are  equipped,  both  in  plant  and  organization,  for  difficult  foundation  work,  water  power  develop- 
ments, tunnels,  industrial  plants,  etc. 
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Civil 

Contractors 

Electrical 
Mechanical 

Directory  of 

Engineers 

Special 
Interests 

Chipman  &  Power 

Civil  Engineers 

TORONTO  WINNIPEG 

Willis  Chipman.       Geo.  H.  Power. 


Anclins  Limited 

Contracting  Engineers 

65  Victoria  St.  MONTREAL 


H.  J.  Griswold, 

Montreal. 


B.  W.  Seton, 

Toronto. 


DOMINION  ENGINEERING 
&  INSPECTION  CO. 

Inspecting  and  Testing  Engineers 
Head  Office  and  Laboratories, 
820  Lagauchetiere  St.  West,  Montreal. 

BRANCH  OFFICES: 
24  Adelaide  Street  East,  Toronto. 
806  Union  Trust  Building,  Winnipeg 
CEMENT  TESTING  AND  REIN- 
FORCED CONCRETE  INSPECTION 
MILL,  SHOP  AND  FIELD  INSPEC- 
TION OF  STEEL  STRUCTURES 
AND  BRIDGES 
TESTS  AND  INSPECTION  OF  IRON 

AND  STEEL  PIPE,  ETC. 
LOCOMOTIVES,  CARS.  NEW  AND 

SECOND-HAND  EQUIPMENT 
•Represented  at  New  York,  Pittsburgh  «nd 
Chicago;  Glasgow  and  London,  Eng. 


Canadian  Inspection  & 
Testing  Laboratories 

Limited 

Inspecting  Engineers 
and  Chemists 

Mill,  shop  and  field  inspec- 
tion of  bridges  and  struc- 
tural work;  test  of  materi- 
als; mill  inspection  of  rails 
and  track  supplies;  found- 
ry inspection  of  steel  and 
iron  castings  of  all  classes; 
expert  examinations  and 
reports.  Representatives 
at  all  important  Canadian, 
American  and  European 
Works. 


MONTREAL 


Head  Office 
and  Main  Laboratories: 

Branch    Offices   and    Laborstories — 
TORONTO,  WINNIPEG.  EDMONTON, 
VANCOUVER   .nd   NEW  GLASGOW 


R.  S.  &  W.  S.  LEA 

Consulting  Engineer* 

Water  Supply  ;  Sewerage  and  Drainage  ;  Water 

Purification;  Disposal  of  Sewage  and  Refuse ; 

Water  Power  Developments  and  Power  Plants. 
Reports,  Designs,  Supervision  of  Construction 
New  Birks  Bldg.  Telephone 

MONTREAL,  P.Q.  Uptown  783 


FRANK  BARBER 

Bridge  and  Structural  Engineer 

Steel  and  Reinforced  Concrete  Bridges  and 
Buildings,    Foundations,    Municipal  Work 

40  JARVIS  STREET,  TORONTO 


Kobeil  W  Hunt, 
Thos.  C.  Irving,  Jr. 


Llisrles  Warnctk. 
Jas.  W.  Moffat 


Robert  W.  Hunt  &  Co. 

Limited 

Consulting  and  Inspecting  Engineers, 
Chemists  and  Metallurgists 

Expert  inspection  and  tests  of  all  structural 
materials  and  mechanical  equipment. 

Inspectors  at  all  important  industrial  centres. 

Reports  on  Properties  and  Processes 

Head  Office  and  Laboratories  : 
McGill  Building,  Montreal 
Branches : 

Toronto         Vancouver         London,  England 


Power  &  Son, 

Architects  and  Building  Surveyors 

Merchants  Bank  Chambers, 

Kingston,  Canada 


Geo.  M.  Miller  &  Co. 

Architects 

93  Yonge  Street        -  TORONTO 


Crushed 
Stone 

BRICK 


Cut 

Stone 

SAND 

T.  A.  Morrison  &  Co.,  "".(SSVtrTaV"' 


TamcO 
o 


Reid  &  Brown  Structural  Steel 
&  Iron  Works,  Limited 

We  carry  a  large  stock 

Steel  Beams,  Channels,  Angles, 
Plates,  Columns,  etc. 

FOR  IMMEDIATE  SHIPMENT 
Office  and  Works-63  Esplanade  E,  TORONTO 

Phones— Main  904  and  905 


R.  O. 
WYNNE  -  ROBERTS 
Consulting  Engineer 

40  JARVIS  STREET 

TORONTO 

Water  Supply,  Sewerage,  Sewage  Dis- 
posal, Civic  and  General  Engineering, 
Arbitrations,  Investigations,  Valuations, 
Reports,  etc. 


Sash  ^ 
Operating  Machinery 

of  all  kinds 

KING  CONSTRUCTION  CO. 

40  Dovercourt  Rd.,  TORONTO 


Milton   Hersey  Co.,  Ltd. 

Engineers,  Chemists,  Inspectors 

PAVING 

designed,  superintended,  inspected. 
Montreal  Winnipec  New  York 


We  protect 

TIMBER 

from 

DECAY 

at  our  Carbolineum  Treating  Plant 

The  Lachute  Shuttle  Co.,  Ltd. 

Lachute  Mills,  P.  Que. 


THOMSON  BROS. 

CONTRACTORS 

Established  1884. 
Masonry   and   all    kinds   of  Reinforced 
Concrete  Construction  Work  carried  out. 

Main  2453     413  Ryrie  Bldff.,  Toronto. 
Park.  538.  Park.  3302  Nights,  Sundays,  snd 
Holidays. 


DARLING  BROTHERS  LIMITED 

ENGINEERS  &  MANUFACTURERS 

MONTREAL,  CANADA 

Brnnrhcs:  Agf^nts: 

Toronto.  Winnipeg       Halifax,  Calgary,  Vancouvtr 

PUMPS  FOR  ANY  SERVICE    •  ITEAM  APPLIANCES  OFEVERY  KINI 
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CANADIAN 
CHICAGO  BRIDGE  &  IRON  CO. 

Limited 
BRIDGEBURG.  ONTARIO 
Our  Specialty  is  the  Design,  Manufacture 
and  Erection  of  Elevated  Steel  Tanks 
for  Municipal,  Railroadand  Factory  Service. 
We  also  design,  manufacture  and  construct 
Oil  Tanks,  Coaling  Stations,  Bridges,  Turn- 
tables, Building  and  Structural  Material. 

"  Write  our  nearest  Sales  Office  for  prices,  plans 
and  specifications.  Our  catalogue  No.  15  gladly 
mailed  to  you  upon  request." 

Sales  Offices:— 
Bridseburg,  Ontario,  130  Janet  Street 

Chicago,  Illinois,   1305  West  105th  Street 
Nrw   York.  N.   Y.,  30  Church  Street 
Shops:— Bridseburg,  Ont. 
ilt  for  C.P.R. Montreal   Chicago.  111.  Greenville,  Pa. 


The  Maritime  Bridge 

Company,  Limited 


Manufacturers  and  Erectors  of 

Steel  Railway  and  Highway  Bridges, 
Buildings,  Girders,  Trusses,  Towers, 
Turntables,  Tanks,  Smoke  Stacks, 
Riveted  Pipe,  and  Structural  Steel  and 
Plate  Work  of  all  descriptions. 

We  have  the  only  complete  stock  of 
Steel  Shapes,  Plates  and  Bars  in  the 
Maritime  Provinces. 


Office  and  Plant: 

New  Glasgow,  Nova  Scotia 


'Galvaduct"  and  ''Loricated' 


Conduits 


for  Interior  Construction 


Conduits  Company,  Limited 

Sole  Manufacturers  under  Canadian  and  U.  S.  Letters  Patent 


Toronto 


Canada 


Standard 
Wires  and  Cables 

include  a  complete  line  of  bare 
and  insulated  electrical  conduc- 
tors for  all  classes  of  service,  al- 
so cable  accessories.  We  also 
manufacture  copper,  and  brass 
tubes  and  rods,  extruded  brass 
shapes,  etc.  We  are  in  a  posi- 
tion to  serve  all  users  of  these 
products  to  good  advantage, 
our  nearest  office. 

Standard  Underground  Cable  Co.  of  Canada 

Limited 


Write 


Montreal, 


Hamilton,  Ont. 

Toronto,  Hamilton,  Seattle. 


STRUCTURAL  STEEL 

and 

BRIDGE  BUILDERS 


Capacity  18,000  Tons. 

We  build  and  erect  all  kinds  of  Structural  Steel,  Bridges, 
Roof  Trusses,  Bank  and  Office  Railings,  Stair 
Work.  Elevator  Grilles,  Fire  Escapes,  etc. 

Over  5,000  Tons  in  Stock  of 
Beams,  Column  Sections,  Angles,  Tees,  Plates,  Bars, 
Checkered  Floor  Plates,  etc. 

McGregor  &  Mclntyre,  Limited 

1139  Shaw  St.  -  -  TORONTO,  CAN. 

Telephone  Hillcrest  1614 — 1615—1616. 


BITUNAMEL 

Unsurpassed  for  waterproofing  foundations  and  prevent- 
ing rust  and  corrosion  on  exposed  iron 
and  metal  work. 

WRITE  FOR  SAMPLE 

The  Ault  &  Wiborg  Co.  of  Canada 
Ltd.,  Varnish  Works 


Montreal 


TORONTO 


Winnipeg 
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Works  at  Walkerville,  Ontario 


When    placing  your 
order  for 

HYDRANTS, 
VALVES 

and 

VALVE 
BOXES 

place  it  with  us. 


MADE  IN  CANADA 


Strong,  Substantial  and 
Modern  Designs. 
Prices  right. 

Write  for  prices  and  see. 


jlMITED 


VALVL- HYDRANT  MANUFACTURERS 

WALKERVILLE,  ONT. 


Oxy^Acetylene\\feldingand  Cutting! 


"Rivetless"  Metal  Joining 
Makes  Tanks  Leak-Proof 

Here  is  shown  how  permanently  leak-proof 
sheet  metal  tanks  are  made  l^y  the  Prest-O-Lite 
Process.  The  metal  sheets  are  first  cut  to  shape 
with  a  Prest-O-Lite  cutting  blow-pipe.  They  are 
then  set  in  position,  and  all  joints  are  welded  by 
the  Prest-O-Lite  Process  of  oxy-acetylene  weld- 
ing. The  joints  are  made  stronger,  neater,  and  at 
less  cost  than  by  riveting.  All  danger  of  leakage 
at  joints  is  eliminated. 

In  repairing,  as  well  as  in  manufacturing,  the 

Prest-O-Lite  Process  is  literally  "blazing  the  trail" 
to  efficiency  and  economy.  It  saves  hundreds  of 
thousands  of  dollars  annually  in  Canadian  fac- 
tories, mines,  machine  shops — wherever  metal  or 
machinery  is  used. 


n 


employs  both  gases  (acetylene  and  o.xygen)  in  portable  cyl- 
inilers.  Prest-O-Lite  Dissolved  Acetylene  is  backed  by 
■Prest-f)- Lite  .Service,  wliicb  insures  prompt  exchange  of  full 
cylinders  for  empty  ones.  Provides  dry,  purified  gas,  insur- 
iufr  better  welds,  (|iiicker  work  and  lower  operating  cost. 

Apparatus  consists  of  an  equal  pressure  blow  pipe,  auto- 
matic regulators  and  gauges,  and  all  necessary  equipment. 
Adaptable  for  oxy-acetylene  cutting  by  the  addition  of-  special 
cutting  blow  pipe. 

'['horough  instructions  are  furnishe4  free  to  every  user 
iif  I'rcst-O-Lite  Dissolved  Acetylene.  Any  average  work- 
man who  understands  metals  can  learn  the  welding  process 
([uickly  and  easily. 

We  will  gladly  send  illustrated  literature  and  interestinv: 
data  showing  actual  instances  of  savings  made  by  others. 
It  may  suggest  valuable  ideas  to  you.    Write  for  it. 

Address  Dept.  C-IO.") 

THE  PREST-O-LITE  CO..  INC. 

CANADIAN  GENERAL  OFFICES 
Prest-O-Lite  Building 
Corner  Elm  Street  and  Centre  Avenue 
TORONTO 

Direct  Factory  Canadian  Plants: 

Branches:  Toronto,  Ont. 

Monlieal,  P.O.  Merritton,  Ont. 

Merritton,    Out.  St.   Boniface,  Man. 

'I'oronto,    Ont.  Shawinigan  Falls, 

Winnipeg,  Man.  P.Q. 

World's  Largest  Makers  of  Dissolved  Acetylenel 

II  II 
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I  WANT 

TURNBULL  ELEVATORS 

They  Make  the  Grade  with  Men  Who  Know 

They  are  powerful,  quick  and  reliable  elevators  and 
are  daily  working  their  way  into  the  big  buildings  of 
Canada. 

TurnbuU  Elevators  are  built  for  speed  and  safety, 
combining  lightness  with  the  greatest  strength.  They 
require  less  space  and  are  more  economical  in  use. 

We  have  some  interesting  illustrated  literature  which 
it  will  pay  you  to  read. 

WE   MAIL   OUR   BOOKLETS    FREELY   TO   ALL  ENQUIRERS 

TURNBULL 

ELEVATOR  MANUFACTURING  CO. 

zo.  „.r  *      X?v;e.oH.  s,.  126  John  Street,  TORONTO 
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Let  us  quote  you  for  d 

OUR 

WIRE  ROPE 


FOR 


Ships'  Rigging,  Cargo  Falls,  Hawsen 
and  Towing  Lines 

The  Dominion  Wire  Rope  Company,  Limited 

MONTREAL  TORONTO  WINNIPEG 


Use  our 


Industrial  Works  Locomotive 
Coaling  and  Wrecking  Cranes 

and  have  ^ 
the  HIGHEST  TYPE  of 

Digging  and  Handling  Equipment 


General  Marine  SuppliesL 


Winches 


Blocks 


Windlasses 

* 'Shipmate"  Ranges 


Rigging  Screws 
Marine  Lamps 


^*Hayward'^  Buckets 


for 


Rapid  Loading  or  Unloading 

"Built  to  Dig  and  Last  While  Digging" 


Branch : 
108  Mail  Building, 
TORONTO 


Head  Office 

MONTREAL 


d.  32 


Toronto,  February  20,  1918 


No.  8 


NATIONAL  IRON  WORKS,  Limited 

Head  Office,  Works  and  Docks :— TORONTO 


Every  Size  of  Cast  Iron  Pipe  for  Water,  Gas  Culvert  or  Sewer ^  Carried  in  Stock  at 
Lake  or  Rail  Shipments     MONTREAL,  TORONTO  and  PORT  ARTHUR 


/phabetical  Index  to  Advertisers,  Page  16 
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Test  Our  Service 

Your  smallest  need  in  Rubber  receives 
careful  attention  when  entrusted  to  us. 
Our  equipment  and  facilities  for  manu- 
facturing and  deliveries  offer  a  decided 
advantage  in  filling  orders  promptly. 
The  care  given  to  each  detail  makes  it 
possible  to  render  a  service  that  cannot 
be  duplicated  within  your  reach. 

Put  us  to  the  test.  Write  to  our 
nearest  branch  and  see  for  yourself 
what  the  Dominion  Rubber  System 
service  means  to  you. 


Canadian  Consolidated  Rubber  Co. 

Limited 

Head  Office    —  MONTREAL 


SERVICE 
BRANCHES: 


Halifax, 
St.  John, 
Quebec, 
Ottawa, 
Toronto, 


Hamilton, 
Kitchener, 
London, 
North  Bay, 
Fort  William, 


Winnipeg, 

Brandon, 

Regina, 

Saskatoon, 

Calgary, 


Lethbridge, 
Edmonton, 
Vancouver, 
Victoria. 
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H.  E.  Plant, 
E.  Leonard 


Montreal,  Que. 
&  Sons,  St.  John 


"BEATTY" 

Auxiliary  Ship  Machinery 

Cargo  Winches 
Warping 
Winches 
Anchor  Wind- 
lasses ^1 
Ash  Hoists 

Also 

Hoisting  Engines, 
Electric  Hoists, 
Steel  Derricks, 
Derrick  Irons, 
Clamshell  Buckets, 

Let  us  know  what  you  want 
along  this  line 
We  will  tender  promptly 

Ash  Hoist  for  ships  now  being:  built  in  Canada. 
Agrents  —   

N.B,  \?;vir.i,:wr.,;s  m.  beatty  &  sons,  ltd.,  welland 


LONDON  Batch  Mixers 

London  Batch  Mixers  cost  less  because  they  will  run  for  years 
without  repairs  or  breakdowns.  They  produce  more  Concrete, 
they  make  better  Concrete,  and  do  it  in  less  time.  These  features 
mean  clear  profits  to  the  Contractor  instead  of  loss. 
Every  Mixer  Sold  Sells  Ten  More.  Nearly  2,000  now  in  use.  Made 
in  all  sizes  from  %  yard  to  2^2  yard  batch.  Get  prices  now  before 
starting  on  the  next  job.    Send  for  Catalogue  No.  1. 

SEVENTEEN   LONDON    BATCH   MIXERS  are  used  on  the 
Winnipeg  Aqueduct,  the  largest  Con- 
crete Job  ever  attempted  in  Canada. 


Built  up  to  a  Stand- 
ard, Not  down  to 
a  Price. 


London  Batch  Mixer 

CHAMPION  HOIST. 

Direct  connected.  No  lost  power.  Built  very  strong.  A  high- 
grade  hoist  at  a  moderate  price.  We  make  a  ftill  line  of  Hoists, 
both  Gasoline  and  Steam. 

Send  for  Catalogue  No.  33,  stating  requirements. 

LONDON  CONCRETE  MACHINERY  CO.,  LIMITED 

Dept.  7,  LONDON,  ONTARIO 
World's  Largest  Manufacturers  of  Concrete  Machinery 

AGENCIES 

R.  R.  Power,  Halifax,  N.S.  Rene  Talbot,  Quebec,  Que.  The  General  Supply  Company  of  Canada,  Toronto,  Ont. 

The  Foss  &  Hill  Machinery  Company,  Montreal,  Que.  The  General  Supply  Company  of  Canada,  Winnipeg,  Man. 

The  General  Supply  Company  of  Canada,  Ottawa,  Ont.  The  B.  C.  Equipment  Company,  Vancouver,  B.C. 
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ROCK  DRILLS 

i    The  HOLMAN  All  Steel  Economy  Drill 

Carried  in  Stock 
m  jvv Tn nY^^in  i  iiiiiii^r*¥\  Montreal     Quebec— Pruneau  &  co. 

|I/|JIVV|||\IV  I  IIVII  I  rll  WINNIPEG  TORONTO-H.  Turnbull  &  Co. 
IflVlJlJLlillJ  i^iivii  I  JLli/  VANCOUVER      COBALT -H.  L.  Usborne 


Dominion  Iron  and 
Wrecking  Co.,  Ltd. 

Canada's  Largest 
Cash  Buyers  and  Liquidators 


Factories  and  Complete  Plants. 

Marine  Wreckers  and  Dismantlers. 

Scrap  Iron,  Steel,  Metals,  and  Waste  Materials. 

Distributors  of  Spelter,  Ingot  Copper,  Lead,  Tin, 
Antimony. 

Iron  and  Steel  Shafting,  all  sizes  and  lengths. 
New  and  Used  Electrical  Equipment. 

Power  Machinery,  Electrical,  Hydraulic,  Steam 
and  Gas. 

Relaying  Rails  of  all  sizes  always  in  stock. 
General  Offices : 

Transportation  Bldg.,  MONTREAL 


Quebec 


Tel.  Main  3751 


St.  John  N.B. 


For  Quick  Heats  You  Need 

"CANADIAN" 
Rivet  Forges 

Write  for  Catalog  18C-12 

Canadian  Blower  &  Forge  Co.,  Limited 

KITCHENER,  ONT. 


r 


Jambs  Thomson.  President. 


J.  G.  Allan,  Vice-President. 


James  A.  Thomson.  Secretary. 


THE  GARTSHORE-THOMSON  PIPE  &  FOUNDRY  GO. 


LIMITED 


Manufacturers  of 


I 

Flexible  and  Flange  Pipe, 
Special  Castings  and  all  kinds 
>f  Waterworks  Supplies. 


3  inches  to  60  inches  diameter. 

for  Water,  Gas,  Culvert  and  Sewer 
HAMILTON,  ONT. 
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Acetylene  Gas 

The  Piest-O-Lite  Co.,  Inc. 

Air  Compressors 

Can.  IngersoU-Rand  Co.,  Ltd. 
Canadian  AUis-Chalmers,  Ltd. 

Aluminium 

Spielmann  Agencies  Regd. 

Air  Hoists 

Canadian   IngersoU-Rand  Co. 
Northern  Crane  Works 

Anchor  Bolts 

Hamilton  Bridge  &  Iron  Works 

Architectural  Iron  Works 

Canadian  Allis-Chalmers  Ltd. 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Architectural  Terra  Cotta 

Toronto  Plate  Glass  Imp'tg  Co. 

Ash  Hoists 

Gillis  &  Geoghegan 

Asphalt 

Asphalt  &  Supply  Company 
Imperial    Oil  Company 
Axes 

Canada  Foundries  &  Forgings, 
Bar  Iron 

Canadian  Steel  Foundries,  Ltd. 

Beam  Spans 

Hamilton  Bridge  &  Iron  Works 

Blast  Hole  Drills 

Hopkins  &  Co.,  F.  H. 

Blowers  and  Compressors 

Canadian  Blower  and  Forgs  Co. 
Can.  Ingersoll-Rand  Co.,  Ltd. 
Sheldons  Limited 

Boilers 

Beatty  &  Sons,  M. 

Canadian  AUis-Chalmers  Ltd. 

Inglis  Company,  John 

Marsh  &  Henthorn 

McDougall  Caledonian  Iron  Wks. 

Mussens  Limited 

Williams  Macliinery  Co.,  A.  R. 

Boxes — Junction 

Standard  Underground  Cable  Co. 
of    Canada,  Limited 

Brick  Dryers 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Brick  Machinery  and  Supplies 
Sheldons  Limited 
Wettlaufer  Bros. 

Brick  Manufacturers 

Sun  Brick  Company 
Bridges 

Canadian    Allis-Chalniers  Ltd. 

Bridges  (Steel) 

Canadian  Bridge  Company 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  IJesMoines  Steel  Co. 
DcsMoines  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works 
MacKinnon-Holmes  &  Co. 
Manitoba  Bridge  &   Iron  Works 
Maritime    Bridge  Company 

Buckets 

Beatty  &  Sons,  M. 
Hopkins  &  Co.,  F.  H. 
Manitoba  Bridge  &  Iron  Works 

Buckets— Steel 

Marsh  &  Henthorn,  Ltd, 

Cable 

Dominion  Wire  Rope  Co.,  Ltd. 
Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Car  Couplers 

C'anadian  Slecl  Foiiiulrlrs,  Ltd. 

Cable  Terminals 

Standard   1  .'ndorgi  ound  Ciililc  Co. 
of  Canada,  Ij'mited 

Cars — Steel  Body 

llarnillon  Bridge  Works'  Co. 
Marsh  &  Hentliorn,  T..td. 
Williams  Machinery  Co.,  A.  K. 


Car  Wheels 

Marsh  &  Henthorn,  Ltd. 
Steel  Co.  of  Canada  Limited 

Castings — Grey  Iron 

Marsh  &  Henthorn,  Ltd. 
Casements 

Trussed  Concrete  Steel  Co. 
Cement  • 

Britnell  &  Company 
Cement,  High  Temperature 

Beveridge  Paper  Co.,  Ltd. 
Cement  Waterproofing 

Barrett  Company 

Ideal  Concrete  Machinery  Co. 

Imperial  Oil  Company 

Trussed  Concrete  Steel  Co. 

Centrifugal  Pumps 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 

Chemists 

Canadian  Inspection  and  Testing 
Laboratories 

Coal  Chutes 

Manitoba  Bridge  &  Iron  Works 

Coal  Handling  Apparatus 
Beatty  &  Sons,  M. 

Cold   Storage  Insulation 

Armstrong  Cork  Company 

Compressed  Acetylene  Gas 
The   Prest-O-Lite   Co.,  Inc. 

Concrete  Block  Machines 

Cast  Stone  Block  &  Machine  Co. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 

Concrete  Culvert  Pipe 

Blair,  B. 

Dominion  Concrete  Company 

Concrete  Hardener  and  Water- 
proofer 

Beveridge  Paper  Co.,  Ltd. 

Concrete  Mixers  and  Appliances 
Hopkins  &  Co.,  F.  H. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
Mussens  Limited 
Wettlaufer  Bros. 

Concrete  Sewer  Pipe 
Blair,  B. 

Dominion  Concrete  Company 
Conduits 

Conduits  Company,  Limited 
Orpen  Conduit  Company 

Connecting  Rods 

Canada  Foundries  &  Forgings, 
Contractors 

Anglins  Limited 

I'oundation  Company 

llatnilton  ISridge  Works  Co. 

MacKinnon  llohnes  &  Co. 

Maritime  Bridge  Company 

Wells  &  Gray  Limited 

Contractors'  Plant  &  Supplies 
Beatty  &  Sons,  M. 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Dake  Engine  Company 
Marsli  &  Henthorn 

Conveyor  Belting 

Dnnlop  Tire  &  Rubber  Company 
Conveying  Machinery 

Canadian   Mathews  Gravity  Car- 
rier Company 

Core  Drills 

Canadian  AUis-Chalmers  I^td. 
Can.  IngersoU-Rand  Co.,  Ltd. 


Corrugated  Iron 

Pedlar   People  Limited 

Cranes,  Travelling  and  Locomotive 

Boving  Hydraulic  &  Engineering 

Company 
Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Northern  Crane  Works 

Crank  Shafts 

Canada    Foundries    &  Forgings, 

Crushed  Stone  and  Granite 

Canada   Crushed   Stone  Corpora- 
tion 

Crushed  Stone,  Limited 
Morrison  Company,  T.  A. 

Crushers  (Stone  and  Rock) 

Canadian  AUis-Chalmers  Ltd. 
London  Concrete  Machinery  Co. 
Mussens  Limited 

Culverts 

Pedlar  People 

Damp  Proof  Coating 

Barrett  Company 
Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 

Deck  Spans 

Hamilton  Bridge  &  Iron  Works 

Derricks  and  Derrick  Fittings 
Beatty  &  Sons,  M. 
Hopkins  &   Company,   F.  II. 
Maritime  Bridge  Company 
Marsh  &  Henthorn,  Limited 
Northern  Crane  Works 

Dredging  Pumps 

Boving  Hydraulic  &  Engineering 
Company 

Dredges 

Beatty  &  Sons,  M. 
Hopkins  &  Cotjipany,  F.  H. 

Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 

Drill  Steel  Sharpeners 

Canadian  IngersoU-Rand  Co. 

Dump  Cars,  Wheels,  etc. 

Plopkins  &  Company,  F.  H. 
Manitoba  Bridge  &  Iron  Works 
Maritime    Bridge  Company 
Marsh  &  Henthorn 
Slieldons  Limited 

Drift  Pins 

Canada  Foundries  &  Forgings, 
Hamilton  Bridge  Works  Co. 

Drying  Apparatus 

Canadian  Blower  &  Forge  Co. 

Elastite 

Carey  Mfg.   Co.,  Philip 
Trussed  Concrete  Steel  Co. 

Electric  Fans 

Sturlevant  Co.  of  Can.,  Ltd.,  B.  F. 

Electric  Air  Rock  Drills 

Canadian  Ingersoll-Rand  Co. 
Electric  Impulse  Clocks 
Gent  &  Company 

Electric  Water  Systems 

Ontario  Wind  Engine  &  Pinnp 
Company 

Electrical  Specialties 

.Spiclinann  Agencies  Regd. 

Electrical  Supplies 

Canadian  General  Electric  Co. 

Elevator  Doors 

Ormsby  Company,  A.B. 

Elevators 

Northern   Crane  Works 
'I'urnbiill  Elevator  Company 


Engines 

Canadian  AUis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Hopkins  &  Company,  F.  H. 
Inglis  Company,  John  li 
McDougall  Caledonian  Iron  VVki 

l| 

Engineers  (Civil  and  Mechanical) 

Bowman  &  Connor 
Chipman  &  Power 
Dominion  Engineering  &  Inspeil 
tion  Company  j 
Foundation  Company  ] 
Haddin  &  Miles  t 
Hunt  &  Co.,  Robt.  W. 
Milton  Hersey  Co. 
R.  &  W.  S.  Lea  i 
Wynne-Roberts,  R.  O.  ' 

I 

Excavators  j[ 
Beatty  &  Sons,  M.  H 
Hopkins  &  Company,  F.  H. 

Exhaust  Heads 

Canadian  Blower  and  Forge  Co 
Sheldons  Limited 

Expanded  Metal  ! 
Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Fans  I 
Canadian  Blower  and  Forge  Co 
Sheldons  Limited 

Fibre,  Vulcanized 

Beveridge  Paper  Co..  Ltd. 

Fire  Brick,  Jointless 

Beveridge  Paper  Co.,  Ltd. 

r 

Fireproof  Doors  and  Windows 
Ormsby  Company,  A.  B.  , 
Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Fire  Escapes 

Dennis  Wire  &  Iron  Works  Co, 
Manitoba  Bridge  &  Iron  Work 
McGregor  &  Mclntyre 

Fire  Escape  Spirals 

Canadian  Mathews  Gravity  Cs 
rier  Company 

Fire  Protection  Appliances  j 

Bickle  Company,  R.  S.  ; 

Flag  Poles 

Ontario  Wind  Engine  &  Pump 
Company  j 

Flooring  Materials  | 
,^rnlstrong  Cork  Company 
Imperial  Oil  Company 

Forges 

Canadian  Blower  and  Forge  ( 
Sheldons  Limited 

Forgings,  Steel  &  Iron 

Canada    Foundries    &  Forgini, 

Gasoline  Engines 

Boving  Hydraulic  &  Enginecri 

Company 
Canadian  AUis-Chalmers  Ltd. 
London  Concrete  Machinery  C 
Ontario  Wind  Engine  &  Tinr 

CoiTipany 

Generators 

Canadian  General  Electric  Co. 

Glass 

Toronto  Plate  Glass  TmplK.  I  ' 

Governors 

Boving  Hydraulic  &  Engineer; 
Company 

Gravity  Carriers 

Canadian   Mathews  Gravity  C 
rier  Company 

(Continued  on  page  8) 
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Drop  Forged  Steel  Drift  Pins 


7  SIZES 

A  very  small  item  on  a  big  job,  but  how  very  important  that  they  be  true  in  shape,  quality  and  service. 

PINS  THAT  YOU  CAN  TRUST- 
REGULAR  SAFETY  FIRSTS-DON'T  WAIT 

Produced 

Canadian  Billings  Spencer  Plant 

WELLAND 


Turbine 
Pumps 

Electric  and  Steam 

Water  Works 
Factory  and 
Fire  Services 

Humphrey  Gas 
Pumps 

Any  capacity  or  pressure 

THE  JOHN  McDOUGALL 
CALEDONIAN  IRON  WORKS  CO.,  LIMITED 

Works:  Seigneurs  &  William  Sts.,  Montreal. 
Manufacturers  of  Boilers,  Castings,  Condensers,  Elevators,  Engines,  Filters,  Forgings,  Hydraulic 
Machinery,  Pumps,  centrifugal  and  reciprocating.  Steam  Turbines,  Tanks,  Water  Wheels,  Water 

Works  Plants 


Lachine  Water  Works 
Three  million  gallons,  eighty  pounds  domestic,  160  lbs.  fire. 
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Hammers 
Canada 


Foundries    &  Forsrings, 


Hammer  Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 

Heating  Apparatus 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Heat  Insulating  Materials 

Armstrong  Cork  Company 

Hoists,  Electric 

Northern  Crane  Works 

Hoisting  Apparatus 
Beatty  &  Sons,  M. 
Canadian  Ingersoll-Rand  Co. 
Gillis  &  Geoghegan 
London  Concrete  Machinery  Co. 
Marsh  &  Henthorn 
Mussens  Limited 
Northern  Crane  Works 
Wettlaufer  Bros. 
Williams  Machinery  Co.,  A.  R. 

Hoisting  Engines 
Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Hopkins  &  Company,  F.  H. 
Marsh  &  Henthorn,  Limited 

Hollow  Tile 

National  Fire  Proofing  Co. 

Hose 

Can.  Consolidated  Rubber  Co. 
Dunlop  Tire  &  Rubber  Co. 

Hydrants 

Canada  Iron  Foundries 
Gartshore-Thompson  Pipe  Co. 
Kerr  Engine  Company 
McAvity  &  Sons,  T. 

Industrial  Cars 

MacKinnon-Holmes  &  Co. 

Inspection  Engineers 

Canadian  Inspection  and  Testing 
Laboratories 


Insulating  Compounds 
Imperial  Oil  Company 
Spielmann  Agencies  Regd. 
Standard  Underground  Cable  Cc. 
of  Canada,  Limited 

Industrial  Cars 

Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Marsh   &  Henthorn,  Ltd. 

Interior  Finish  and  Doors 

Canadian  Office  &  School  Furni- 
ture Company 

Insulating  Bricks 

Armstrong  Cork  Company 

Jib  Cranes  (all  kinds) 
Northern   Crane  Works 

Journal  Wedges 

Canada    Foundries    &  Forgings, 

Kilns 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Lead  Pencils 

American  Lead  Pencil  Company 
Lead  (Red  and  White,  Dry) 

Carter  White  Lead  Company 
"Lidgerwood"  Hoists 

Canadian  Allis-Chalmers  Ltd. 
Lockers  (Clothes) 

Canada  Wire  &  Iron  Goods  Co. 

Dennis  Wire  &  Iron  Works  Co. 

Machine  Bolts 

Hamilton  Bridge  &  Iron  Works 

Machinery  Insulation 

Armstrong  Cork  Company 

Metal  Lath 

Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 


Metallic  Rooiing 

Pedlar  People  Limited 

Meters,  Water 

McDougall  Caledonian  Iron  Wks. 
Neptune  Meter  Company 

Motors 

Canadian  General  Electric  Co. 

Oil  Tanks 

Boving  Hydraulic  &  Engineering 

Company 
Imperial  Oil  Company 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 

Ornamental  Iron 

Dennis  Wire  &  Iron  Works  Co. 

Ornamental  Moulds 

Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 

Paints  and  Varnishes 
Dominion  Paint  Works 
Hopkins  &  Company,  F.  H. 
Spielmann  Agencies  Regd. 

Paints  (Bridge  and  Structural  Iron 
and  Pipe  Coating) 
Barrett  Co. 

Dominion   Paint  Works 
Imperial  Oil  Company 
Spielmann  Agencies  (Regd.) 
Trussed  Concrete  Steel  Co. 

Paving  and  Paving  Materials 
Asphalt  &  Supply  Company 
Barrett  Co. 

Carey  Mfg.  Co.,  Philip 
Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 


Pipe  (Concrete,  Iron  &  Wood) 

Boving  Hydraulic  &  Engineerint 
Company  ' 
Dominion  Concrete  Company 
Gartshore  Thomson  Pipe  Co. 
National  Iron  Works 

Pipe  and  Boiler  Coverings 
Dominion  Paint  Works 

Pencils  (Lead) 

American  Lead  Pencil  Company 

Perforated  Metals  i 

Canada  Wire  &  Iron  Goods  Co. 

Pile  Driving  Machinery 
Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  G. 
Marsh  &  Henthorn,  Limited 

Pipe  Fittings  and  Flanges 

Pittsburgh   Valve,    Foundry  It 
Construction  Company 

Pipe  Covering  (Cold  and  Steam) 

Armstrong  Cork  Company  \ 

Plumbing  Supplies 

Mueller  Mfg.  Company,  H. 

Planing  Mill  Exhausters 

Canadian  Blower  and  Forge  Co 
Sheldons   Limited  i 

Plaster  j 
Britnell  &  Company 

Plug  Drillers  f 
Canadian  Ingersoll-Rand  Co.  j: 
(Continued  on'  page  10)  jj 


Double  Purchase  » 

FLOOR  WINCH 

Notice  particularly  the  Combination  Brake  and 
Double  Internal  Ratchet  on  the  crank  shaft.  The 
load  is  always  under  perfect  control.  One  man  will 
lift  one  ton  and  a  half;  four  men  will  lift  six  tons, 
with  cranks  on  douljle  purchase  drum  10  inches  dia. 


Double  Purchase 

MAST  WINCH 

'"our  .sizes  of  Drums,      in..  (>  in.,  7  in.  and  S  in.  diameter. 
On  the  larger  size  Winch,  witli  (i  in.  drum,  four  men  will  lift  nine 
tons  with  the  double  purciiase  gearinf.>-. 

DERRICKS — A  large  variety  of  styles  and  sizes  to  choose  from, 
lor  hand  power,  or  any  other  power. 

Write  for  Catalogue 

Marsh  &  Henthorn,  Limited,  Belleville,  Ont. 
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THE 


Hamilton"  Pig  Iron 
Open  Hearth  Steel  Billets 
Steel  and  Iron  Bars 

Forgings 
Railway  Fastenings 
Pole  Line  Hardware 
Bolts,  Nuts  and  Washers 
Wrought  Pipe 
Screws,  Wire 

and 

Wire  Products 
of  every  description 


L  COM 
OF  CANADA 


LIMITED 

MONTREAL 
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pneumatic  Machinery 

Canadian  Ingeisoll  Rand  Co. 


Power  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Inglis  Company,  John 


Pumps 

Canada    Foundries    &  Forgings, 


Pumps  and  Pumping  Machinery 
American  Well  Works 
Beatty  &  Sons,  M. 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  AUis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian  Ingersoll-Rand  Co. 
Cook,  A.  D. 
Darling  Bros. 

Hopkins  &  Company,  F.  H. 
Inglis  Company,  John 
McDougall  Caledonian  Iron  Wks. 
Ontario   Wind  Engine   &  Pump 

Company 
Waterous  Engine  Works  Co. 


Quarry  Machinery 

Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 


Railway  Supplies 

Can.  Chicago  Bridge  &  Iron  Co. 
Dominion  Iron  &  Wrecking  Co. 
Gartshore,  John  J. 
Hopkins  &  Company,  F.  H. 


Sash  Machinery 

King  Construction  Company 

Scrap  Iron 

Dominion  Iron  &  Wrecking  Co. 

Screens 

Canada  Wire  &  Iron  Goods  Co. 

Sewer  Pipe 

Britnell  &  Company 
Canada   Iron  Foundries 
Dominion  Sewer  Pipe  Co. 
Gartshore  Thompson  Pipe  Co. 
Hamilton  &  Toronto  Sewer  Pipe 

Company 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
National  Iron  Works 
Ontario  Sewer  Pipe  Company 
Standard  Clay  Products  Ltd. 

Sheathings 

Beveridge  Paper  Co.,  Ltd. 

Ship  Forgings 

Canada    Foundries    &  Forgings, 

Shovels  (Steam) 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 

Silo  Moulds 

London  Concrete  Machinery  Co. 


Skylights 

Pedlar   People  Limited 
Trussed  Concrete  Steel  Co. 


Steel  Plate  Construction 

Hamilton  Bridge  Works  Co. 
MacKinnon-Holmes  &  Co. 
Marsh  &  Henthorn,  Ltd. 
Waterous  Engine  Works  Co. 


Steel  Sash 

Ornisby  Company,  A.  B. 
Trussed   Concrete  Steel  Co. 


Stone 

Britnell  &  Company 
Rogers    Supply  Company 
Sackville  Freestone  Company 

Structural  Iron  and  Steel 

Burlington  Steel  Company 
Canadian  Allis-Chalmers  Ltd. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works  Co. 
MacKinnon-Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 
McGregor   &  Mclntyre 
Reid  &  Brown  Structural  Steel  & 
Iron  Works 

Stucco  Board 

Bishopric  Wallboard  Company 

Swing  Bridges 

Hamilton  Bridge  &  Iron  Works 

Swinging  Gears 

Dake   Engine  Company 


Switchboards 

Canadian  General  Electric  Co. 


Ventilating  &  Heating  ApparaU 
Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 


Varnishes — Insulating 

Standard  Underground  Cable  Ci 
of  Canada,  Limited 


Wagons 

Tiffin   Wagon  Company 

Wall  Board 

Bishopric  Wallboard  Company 

Water   Level  Apparatus 

Gent   &  Company 


Waterproofing 
Barrett  Co. 

Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 


Water  Softeners  and  Filters 

Manitoba  Bridge  &  Iron  Wor 

Water  Tapping  Machines 
Mueller  Mfg.   Company,  H. 


Water  Turbines 

Boving  Hydraulic  &  Engineerii 

Company 
Canadian  AUis-Clialraers  Ltd. 
McDougall  Caledonian  Iron  Wl 


Reinforcements,  Concrete  and  Steel 
Burlington  Steel  Company 
Canada  Wire  &  Iron  Goods  Co. 
Pedlar   People  Limited 
Steel  Co.  of  Canada,  Limited 
Trussed  Concrete  Steel  Co. 


Refrigeration  Machinery 

Boving  Hydraulic  &  Engineering 
Company 


Riveted  Spans 

Hamilton  Bridge  &  Iron  Works 


Road  Asphalt 

Asphalt  &  Supply  Company 
Imperial  Oil  Company 


Road  Oil 

Imperial   Oil  Company 


Road  Machinery 

Hopkins  &  Company,  F.  H. 
Waterous  Engine  Works  Co. 


Rolling  Steel  Doors 

Ormsby  Company,  A.  B. 


Roofing  Material 
Barrett  Co. 

Bisliopric  Wallboard  Company 
I'.iantford  RooriiiK  Company 
Carey  Company,  Philip 
Imperial  Oil  Company 
Noble,  Clarence  W. 
Pedlar  People  Limited 


Roofing,  Rubber 

Beveridge  Paper  Co.,  I-td. 


Rubber  Goods 

Can.  Consolidated  Rubber  Co 
Dunlop  Tire  &  Rubber  Co. 


Smoke  Stacks 

Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
MacKinnon,  Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime   Bridge  Company 
Marsh  &  Henthorn,  Ltd. 
Pedlar  People  Limited 

Sprinkler  Tanks  (Steel) 

Can.  Chicago  Bridge  &  Iron  Co. 

Stair  Builders 

Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Steam  Appliances 
Darling  Bros. 

Steam  Apparatus  and  Specialties 

Canadian   Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
McAvity  &  Sons,  T. 
Sheldons  Limited 

Steam  Turbines 

McDougall  Caledonian  Iron  Wk.s. 

Steel 

Burlington    Steel  Company 
Dominion  Iron  &  Wrecking  Co. 
Hopkins  &  Company,  F.  H. 
.Steel  Company  of  Can.,  Ltd. 
Trussed  Concrete  Steel  Co. 

Steel  Bars 

Burlington  Steel  Company 
Hopkins  &  Company,  F.  H. 
Maritime   Bridge  Company 
Steel  Company  of  Canada,  Ltd. 
'Trussed  Concrete  Steel  Co. 

Steel  Beams 

Hamilton  Bridge  &  Iron  Works 

Steel  Castings 

Canadian  Steel  Foundries,  Ltd. 

Steel  Pipe 

Can.  Chicago  Bridge  &  Iron  Wks. 


Tanks  and  Steel  Pipes 

Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  DesMoines  .Steel  Co. 
Hamilton  Bridge  Works  Co. 
Inglis,  John 

Manitoba  Bridge  &  Iron  Works 
Marsh  &  Henthorn 
McDougall  Caledonian  Iron  Wks. 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 
Ontario  Wind  Engine  &  Pump 

Company 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co.,  A.  R. 

Telescopic  Hoists 

Black  Building  Supply  Company 
Gillis  &  Geoghegan 

Testing  and   Inspecting  Bureau 
Hunt  &  Company,  Roht.  W. 

Tile  Moulds 

London  Concrete  Machinery  Co. 


Thumb  Screws  and  Nuts 

Canada    Foundries    &  Forgings, 


Towers 

Can.  Chicago  Bridge  &  Iron  Co. 
Hamilton  Bridge  &  Iron  Works 


Transformers 

Canadian  General  Electric  Co. 


Truss  Rods 

Hamilton  Bridge  &  Iron  Works 


Turnbuckles 

Canada    Foundries    &  Forgings, 


Valves 

Canada    Iron  Foundries 
Gartshore-Thomson    Pipe  Co. 
Kerr    Engine  Company 
McAvity  &  Sons,  T. 
Dunlop  Tire  &  Rubber  Co. 


Welding  Apparatus 

Imperial  Brass  Company 
Prest-O-Lite  Company,  Inc. 


Welding  and  Cutting  Plants 

Prest-O-Lite  Company,  Inc. 


Well  Drilling  Plants 
American  Well  Works 
Ontario  Wind  Engine  &  Pump 
Company 


Window  Sash 

Steel  &  Radiation  Limited 
Trussed  Concrete  Steel  Co. 


Wires  and  Cables 

Standard  Underground  Cable  ( 
of  Canada,  Limited 


Wire  Guards  and  Screens 
Canada  Wire  &  Iron  Goods  C 


Wire  Rope 

Dominion   Wire  Rope  Co.,  L 


Wrenches 

Canada    Foundries    &  Forgin 


Wood  Pipe 

Canadian  Pipe  Company 
Pacific  Coast  Pipe  Company 
Vancouver  Wood   Pipe  &  Tl 
Company 


Wood  Tanks 

Pacific  Coast  Pipe  Company 
Vancouver  Wood  Pipe  and  Ti 
Company 
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CONCRETE  MACHINERY 

Famous  heart  shape  Mixers  built  in  all  sizes,  noted  for  mixing  Concrete 
Fast  and  Perfect.   Crushers,  Rolls,  Road  Pavers,  Sand  Screens,  Brick, 
Block,  Tile  and  Sewer  Pipe  Machines,  Elevators  and  Convey- 
ing Machinery,  Cement  Tools,  Engines,  Boilers,  Steel  Dump- 
Cars,  Brick  Presses,  Builders  and  Contractors'  Machinery,  etc. 

Write  for 
Latest  Catalog 
and 

Special  Offers 


OF  THE 
LATEST 
TYPE 


OVER 
5,000 
IN  USE 


ALL  OUR  MACHINERY 
IS  MADE  IN  CANADA  BY  A  CANADIAN  FIRM 
AND  GUARANTEED. 


HOISTS 

Mounted  with  Steam,  Gas,  or 
Electric  Power.  Built  in  all 
sizes  and  styles  to  suit  any 
class  of  work.  We  save  you 
much  money  on  your  Hoisting 
Equipment. 


WETTLAUFER  BROS.,  LIMITED   -    TORONTO,  ONT. 


Canadian  Steel  Foundries 


Limited 


STEEL  CASTINGS 

FOR  ALL  PURPOSES 

Grey  Iron  and  Semi-Steel  Castings 

Car  Couplers 

SOLID  MANGANESE-STEEL  and 
BUILT-UP  TRACK  WORK 


General  Offices 
Transportation  Building 

Montreal 


Works 

Montreal  and  Welland 
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Now  on  Munitions 

LYMBURNER,  LIMITED 

The  well  known  manufacturers  of  ornamental  metal  work  and 
special  machinery  are  entirely  occupied  making  munitions, 
and  cannot  execute  orders  for  above  work  until  a  later  date, 
when  they  will  be  glad  to  receive  enquiries  and  will  again 
produce  first  class  Metal  Specialties  of  Every  Description — 
Machinery,  Tools  and  Gauges. 

360  St.  Paul  St.  E.      -      MONTREAL  I 


I 

I 

I 

I 
I 

I 

I 

I 


X 


I 
I 


XCELADUCT 


(GALVANIZED  CONDUIT) 


Made  in  Canada 

by 

Orpen  Conduit  Co.,  Limited 

Toronto 
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Cast  Stone  Blocks 

Building  Material  of  Beauty  and  Strength 


Our  Cast  Stone  Blocks 
oiter  one  of  the  greatest 
business  opportunities 
today.  Our  patented 
process  enables  any 
man,  without  previous 
experience,  to  turn  out 
a  high  grade  granite 
faced  building  block 
that  will  get  the  busi- 
ness in  competition 
with  the  product  of  any 
other  method.  For  es- 
tablished contractors, 
our  process  offers  new 
fields  for  great  revenue. 
R  e  m  e  m  b  e  r  .  these 
blocks  are  made  from 
poured  concrete  and  are 
abi-oluteh'  waterproof. 
Send  today  for  our  il- 
lustrated catalog  and  all 
details  of  the  oppor- 
tunitv. 


Cast  Stone  Block  and  Machine  Co. 

Limited 

Send  50c  for  sample  l6  inch  wi  i  a 

block:  This  will  give  you  a  298  Howard  Avcnuc 

frc^';or°an':?.attt.re:         WINDSOR  ONTARIO 
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CANADIAN   DES  MOINES 
STEEL  CO.,  Limited 

Elevated  Tacks  Barges  Bridges 

Standpipes  Wireless  Towers 

Structural  Steel  for  all  purposes. 


Let  us  bid  on  your  requirements. 
Attractive  Prices— Prompt  Deliveries. 


Sales  Offices  and  Plant 
CHATHAM,  ONT.  275  Inshes  Ave 

Associated  with 
PITTSBURGH-DES  MOINES  STEEL  CO. 
Pittsburgh,  Pa.  New  York  City 

945  Curry  Bldg.  42  Church  St. 

DES  MOTNES  BRIDGE  AND  IRON  CO. 
Des  Moines,  Iowa,  938  Tuttle  Street 


Concrete  Bonding 
Lockers  for  Clothes 
Iron  Stairways 

Enquiries  solicited. 

CANADA  WIRE  &  IRON 
GOODS  CO.,  Hamilton 


Blair  Concrete  Pipe 


AW' 


1     illiiii^i  ... 


1^%  .ft 


We  use  only  the  finest 
g^rade  materials  in  all  our 
work.  Clean,  sharp  sand 
and  high-grade  cement. 
Gravel  sorted  and  crushed 
in  our  own  plant.  After 
thorough  mixing,  the  con- 
crete is  power  tamped,  to 
ensure  great  density.  Pipe 
is  then  allowed  to  set  for 
72  hours  in  vaporizing 
chambers,  with  automatic 
sprinklers,  giving  the  pipe 
great  hardness.  We  make 
large  sizes  of  pipe  in  our 
portable  plant  at  the  place 
where  they  will  be  used. 
We  also  have  a  special 
feature  in  our  continuous 
reinforced  concrete  pipe. 

Write  to-day  for  further 
details  and  prices. 


B.  Blair  Company,  Limited 


WOODSTOCK 


ONTARIO 


Canada  Iron  Foundries,  Limited 


CAST  IRON  PIPE 


Head  Office 


Mark  Fisher  Building 
MONTREAL 


Car  Wheels,  Cast  Iron  Water  and  Gas  Pipe,  Specials,  Valves,  Hydrants,  etc.,  Casting^s 
of  all  kinds.  Mooring:  Bollards  for  both  Concrete  and  Wooden  Docks 


i 
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Centrifugal  Pumping  Units 


Underwriters' 
Fire  Pumps 

Built  in  four  standard  sizes,  500 
g.p.m.,  750  g.p.m.,  1000  g.p.m., 
and  1500g.p.m.,  rated  according 
to  delivery,  at  pressure  of  100 
lbs.  at  the  discharge.  Complete 
pump  includes  all  fittings  as 
shown  in  illustration. 


1000  Gallon  Underwriters'  Fire  Pump  Unit  complete  with  fire  fixture 


Boiler  Feed 
Pumps 

Built  in  sizes  from  2^  inches  for 
boilers  up  to  2,000  h.p.  and  ranging 
to  6  inches  for  boilers  up  to  12,000 
h.p.  The  illustration  shows  (heir 
simplicity  and  accessibility.  It  also 
shows  the  hydraulic  balancing  disc 
which  does  away  with  any  end  thrust 
bearing.  . 


3-inch  3  stage  Boiler  Feed  Pump  Unitraised  to  show  split  casing 


Head  Office:  Toronto.    Sales  Offices:     Montreal,  Halifax,  Sydney,  Ottawa,    Cobalt,    South   Porcupine,    London,   Winnipeg,  Calgary, 

Edmonton,  Nelson  and  Vancouver. 

CANADIAN  ALLIS-GHALMERS 

LIMITED 

Power  Plant  Equipment,  Minin?,  Crushinsr,  Hydraulic  and  Milling  Machinery,  Contractors'  Plant  and  Architectural  Bronze 

and  Iron  Work 
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American  Lead  Pencil  Company  .  . . 

American  Well  Works   48 

Anglins  Limited   56 

Armstrong  Cork  Company    51 

Asbestos  Manufacturing  Company.. 

Asphalt  and  Supply  Company  

Ault  &  Wiborg  Company   57 

Barber,  Frank   56 

Barrett  Company   47 

Beatty  &  Sons,  Ltd.,  M   4- 

Beveridge  Paper  Company   46 

Brown  Company   48 

Bickle  Company,  R.  S  

Bishopric  Wallboard  Company   

Blair  Company,  B   14 

Black  Building  Supply  Company  ...  53 
Boving  Hydraulic  and  Engineering 

Company   18 

Brantford  Roofing  Company  

Britnell  Company,  Limited   50 

Burlington  Steel  Company   45 


Canada  Iron  Foundries,  Limited  ...  14 

Canada  Foundries  and  Forgings,  Ltd.  7 

Canada  Wire  and  Iron  Goods  Co.  . .  14 

Canadian  Allis-Chalmers   15 

Canadian  Blower  and  Forge  Co.  ...  5 
Canadian  Chicago  Bridge  and  Iron 

Company   57 

Canadian  Consolidated  Rubber  Co.  .  3 

Canadian  Des  Moines  Steel  Co   14 

Canadian  General  Electric  Company  15 

Canadian  Ingersoll-Rand  Company.  59 
Canadian    Inspection    and  Testing 

Laboratories    56 

Canadian  Mathews  Gravity  Carrier 

Company  

Canadian  Office  School  Furniture  Co. 

Canadian  Pipe  Company,  Ltd   50 

Canadian  Steel  Foundries  Ltd   11 

Canadian  Surety  Company   44 

Carey  Company,  Philip  

Carter  White  Lead  Company  

Cast  Stone  Block  &  Machine  Co.  ..  13 

Chipman  &  Power,  Ltd   56 

Conduits  Company,  Ltd   57 

Cook,  A.  D   55 

Crushed  Stone,  Ltd   50 

Dakc  Engine  Company   51 

Darling  Brothers   56 

Dennis  Wire  and  Iron  Company  ...  55 


Dominion  Concrete  Company  ....  49 
Dominion  Engineering  and  Inspec- 
tion Company   56 

Dominion  Iron  and  Steel  Company  53 

Dominion  Iron  and  Wrecking  Co...  5 

Dominion  Paint  Works  

Dominion  Sewer  Pipe  Company  ....  49 

Dominion  Wire  Rope  Company  ....  60 


Engineers  and  Contractors,  Ltd. 


Foundation  Company   19 

Gartshore,  John  J   55 

Gartshore-Thompson  Pipe  and  Foun- 
dry Company   5 

Gent  Company  

Gillis  &  Geoghegan  .'.   53 


Hamilton  &  Toronto  Sewer  Pipe  Co. 

Hamilton  Bridge  Works  Company..  2 

Hopkins  &  Company,  F.  H   60 

Hunt  &  Company,  Robert  W   56 


Ideal  Concrete  Machinery  Company 

Imfierial  Brass  Company  

Imperial  Oil  Limited  

Inglis  Company,  John   43 


Kerr  Engine  Company,  Ltd. 
King  Construction  Company 


58 
56 


Lachute  Shuttle  Company   56 

Lea,  R.  S.  &  W.  S   56 

London  Concrete  Machinery  Co   4 

Lymburner,  Limited   12 


MacKinnon  Holmes  &  Co  • 

Maritime  Bridge  Works  Company  . .  57 
Manitoba  Bridge  &  Iron  Works  Co. 

Marsh  &  Henthorn,  Ltd   8 

McAvity  &  Sons,  T  

McDougall  Caledonian  Iron  Works 

Company   7 

McGregor  &  Mclntyre   57 

Miller  &  Co.,  George  M   56 

Mill  on  Hersey  Company   56 


Morrison  &  Co.,  T  A  

Mueller  Manufacturing  Co.,  Ltd. 
Mussens  Limited  


National  Fireproofing  Company  . 

National  Iron  Works  

Northern  Crane  Works,  Ltd.  . . . 
Nova  Scotia  Steel  and  Coal  Co. 


Office  Specialty  Company  

Ontario  Sewer  Pipe  Company  

Ontario  Wind  Engine  and  Pump  Co. 

Ormsby  Company,  A.  B  

Orpen  Conduit  Company  


Pacific  Coast  Pipe  Company  . . . 

Pedlar  People  

Pittsburgh-DesMoines  Steel  Co. 

Power  &  Son  ..."  

Prest-O-Lite  Company  


Reid  &  Brown  Structural  Steel  and 
Iron  Works    


Sheldons  Limited  

Standard  Clay  Products,  Ltd  

Standard  Underground  Cable  Com- 
pany of  Canada,  Ltd  

Steel  and  Radiation  

Steel  Company  of  Canada,  Ltd  

Sun  Brick  Company  

Spielmann  Agencies  


Thompson  Brothers  

Tiffin  Wagon  Company  

Toch  Brothers  

Toronto  Plate  Glass  Importing  Co. 
Trussed  Concrete  Steel  Company  .. 
Turnbull  Elevator  Company  


Vancouver  Wood  Pipe  and  Tank  Co. 


Waterous  Engine  Works  Company 

Wells  &  Gray,  Ltd  

Wettlaufer  Bros  

Williams  Machinery  Co.,  Ltd.,  A.  R. 
Wynne-Rol)erts,  R.  O  


Our  advertisers  represent  the  most  progressive  manufacturers  and  dealers.  Make 
your  purchases  of  them.   Give  your  business  to  the  man  who  is  enterprise 
ing  enough  to  spend  money  and  time  to  get  in  touch  with  you. 


L  iFebruary  20,  1918 
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TOURING  the  past  seven  years  our  men  have  worked  w^ithout 
^  interruption  w^inter  and  summer  for  the  Ford  Motor  Company 
of  Canada,  Limited,  at  Ford,  Ontario.  We  have  had  many  new 
and  difficult  problems  to  solve.  The  photograph  above  shows  a 
reinforced  concrete  building  70'  x  700'  in  course  of  construction. 
This  building  was  built  in  water  from  1 5  to  20  feet  in  depth. 
There  was  also  840  feet  of  concrete  wall  to  be  built.  This  also 
was  carried  down  from  1 5  to  20  feet  below  water.  The  entire 
structure  is  carried  on  piles.  These  problems  have  all  been 
solved  successfully  and  economically. 

We  would  be  pleased  to  solve  your  building  problems. 

WELLS  &  GRAY,  Limited 

Engineers  and  Contractors 

248  Confederation  Life  Building  TORONTO,  ONTARIO 


Branch  Office  :  Bank  of  Commerce  Building,  Windsor,  Ontario 
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Save  Coal  and  Power 


Our  standard  low  pressure  Pumps  will 
save  you  about  half  the  cost  of  coal  or 
electric  power  compared  with  other 
pumps. 

Strong  Construction 
Large  Capacity 
Prices  are  Moderate 


BOVING  HYDRAULIC  &  ENGINEERING  CO.,  Limited      LINDSAY,  ONT. 


This  shows  the  construction  of  one  of  several  Bridge  Piers  which  we  are  building  for  the  Grand  Trunk  Railway.  This  work — mostly  under  watei 
has  been  carried  out  continuously  through  the  severe  weather  of  the  winter  months,  without  loss  of  time  and  without  impairment  to  the  wo 


Tenders  Wanted 

should  be  advertised  for  in  the  "Tenders  and  For  Sale  Department"  of  the  Contract 
Record   and    Engineering   Review.    This  paper  is  the"  Tender  Ad.  "  medium  of 
Canada  and  always  brings  bids  from  the  reliable  contractors  and  supply  houses. 
File  your  plans    for   any  work  on  which  you  are  inviting  bids,  in   our   offices  at  i, 
Toronto,  Montreal,  Winnipeg  or  Vancouver.  | 

Contract  Record  and  Engineering  Review 

TORONTO,  ONTARIO 


I 
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For  Every  Business 
big  or  small 

Whether  your  business  is  housed  in  a  many 
storied  building  covering  a  city  block  —  or  whether 
you  are  the  possessor  of  a  progressive  and  expand- 
ing "one-man  "  organization — there's  an  "Office 
Specialty  "  system  of  filing  or  record-keeping  to  fit 
your  business — to  take  care  of  your  filing  and  record 
keeping  requirements,  simply  and  economically . 

To  the  organization  where  the  fiHng  problem 
is  intricate  is  offered  the  experience  gained  from 
investigating  thousands  of  systems  in  all  kinds  of 
businesses  and  for  every  purpose — to  the  small 
business  this  concrete  experience  is  applied  in  a 
modified  way. 

"Office  Specialty"  System  Service  is  given 
without  charge.  It's  part,  the  main  part,  of  our 
business,  and  its  value  to  you  lies  in  the  saving 
suggestions  you  get  before  lay  ing  out  your  money . 

If  you  want  but  a  small  card  tray  to  handle 
a  particular  record,  take  advantage  of  this  service: 
if  you  want  a  complete  office  equipment  or  a 
fihng  system  to  care  for  many  records  and  papers, 
the  accumulated  experience  in  solving  thousands 
of  filing  problems  is  at  your  disposal.  Whatever 
your  needs  take  advantage  of  this  service.  It's 
complete,  unqualified  and  of  dollars-and-cents 
value  to  you. 


THE  OFFICE  SPECIALTY  MFG.  CO., 
Home  Office  NEWMARKET 


LIMITED 
Canada 

Filing  Equipment  Stores  at: 
aoQ  Montreal       Ottawa       Halifax  Hamilton 

<y»        Winnipeg    Regina    Edmonton  Vancouver 


Office  &  ^peciaOT 


f  ILING  SYSTEMS; 


IMMEDIATE  SHIPMENT 


The  Rib  bar  for  reinforcing  concrete  is  a  special 
rolled  section  with  a  series  of  cross  ribs  so  de- 
signed as  to  secure  maximum  grip  on  the  concrete. 


Size 

H  in. 

'A  in. 

fi  in. 

a  in. 

%  in. 
1  in. 
IVs  in. 
1%  in. 


Area 

.1406  sq.  in. 

.2500  sq.  in. 

.3906  sq.  in. 

.5625  sq.  in. 

.7656  sq.  in. 
1.0000  sq.  in. 
1.2656  sq.  in. 
1.5625  sq.  in. 


We  have  large  tonnages  of  all  sizes  in  stock,  in 
lengths  up  to  60  feet  and  can  make  immediate 
shipment.   Get  our  quotation. 


Trussed  Concrete  Steel  Co. 

of  Canada,  Limited 
WALKERVILLE      -  ONTARIO 
Montreal      Toronto      Winnipeg  Calgary 


B  U  I  L.'  D  I  N  G 
PROD  U  CTS 


Keith 
Fans 

The  oppor- 
t  u  n  i  t  y  for 
greater  econ- 
omy and  effic- 
iency in  Heat- 
ing and  Ven- 
tilating is  em- 
phasized in  the   "Keith**  Fan.  Com- 
parative tests  of  other  types  of  fans  have 
resulted  in  the  "Keith"  being  proclaimed 
the  most  efficient  and  economical  in  the 

Fan  World.        ^^te  for  our  New  Catalogue  No.  55. 

SHELDONS  LIMITED,  Gait.,  Ont. 

Toronto  Office :  609  Kent  Building 

AGENTS : 

Messrs.  ROSS  &  GREIG,  412  James  St.,  Montreal,  Que. 
Messrs.  WALKER'S  LTD.,  '259-261  Stanley  St.,  Winnipeg,  Man. 
Messrs.  GORMAN,  CLANCEY  &  GRINDLEY,  LTD.,  Calgary 

and  Edmonton,  Alta. 
Messrs.  ROBERT  HAMILTON  &  CO.,  LTD.,  Bank  of  Ottawa 
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Detail  in  perspective  of  Long 
Span  Combination  Hollow 
Tile  and  Reinforced  Concrete 
Floor. 


Have  You  the  Data 

on  this  improved  modern  method  of  saving  much  of  the 
cost  of  steel  and  foundations  ? 

Long  Span  Floor  Construction  of 

NATCO 
HOLLOW  TILE 

and  Reinforced  Concrete 

First  in  the  Mind  of 
the  Designer 

when  seeking  a  minimum  in  cost 
and  weight,  and  the  maximum  in 
strength  and  fireproof  qualities  for 
his  floor  construction. 


Write  to-day  for  our  Long  Span  Catalogue. 

National  Fire  Proofing  Co.  of  Canada,  Limited 


Factory— HAMILTON 


Head  Office— Dominion  Bank  Bldg.,  TORONTO 


llllllllllllllllllllllllllllllllllllllllllllll!llllllllllllllllllllllllllll!l^ 


IllilllIJi 


PUMPS 


iiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiii^ 


It  permits  the  entire  re- 
moval of  all  working  parts 
without  disturbing  the. 
foundation.  Of  special 
benefit  when  pump  sets 
in  concrete  or  with  suc- 
tion flange  to  a  wall  where 
access  is  difficult. 


Has  split  packing  glai 
and  reversible  barrel- 
water  passages  to  clog  - 
— no  valves  to  get  out  f 
order.  | 

Built  in  sizes  having  c- 
charge  opening  up  to  * 
inches  in  diameter. 

Adaptable  to  pulley 
gine  or  motor  drive. 


illlllllllllllllllllllllllllllllllllllllllllllllllllllllli^   Illlllllllllllllllllllllllllllllllllllllllllllllllllllllli   iiiiiiiiiliiiiiiiii  Illlllllllllllllllllllllllllllllllllllllllllllllllllllllll^^ 
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Snow  Removal  on  Rural  Roads 

LAST  week's  Contract  Record  quoted  the  experi- 
ences of  two  or  three  road  engineers  in  regard 
to  snow-cleaning  methods  and  possibiHties  on 
rural  roads.  In  urban  districts,  snow  removal  is 
an  absolute  necessity  and  requires  competent  organ- 
ization to  produce  effective  results.  The  intricacy  of 
traffic  requirements  on  city  streets  makes  it  almost 
impossible  to  take  half-hearted  measures.  On  the 
'>ther  hand,  there  have  been  no  very  exhaustive  at- 
tempts, heretofore,  to  keep  country  roads  passable 
in  the  winter  time.  Traffic  on  such  highways  has 
lieen  largely  confined  to  the  horse-drawn  variety  and 
ahnost  entirely  localized.  Long-distance  motor  travel 
has  scarcely  been  considered,  and  if  considered,  has 
'i)een  set  aside  as  impossible. 

The  vast  improvements  effected  to  country  high- 
ways in  recent  times,  has  opened  the  question,  how- 
ever, of  the  possibility  of  making  such  improvements 
available  for  twelve  months  of  the  year  instead  of,  per- 
haps, eight.    The  more  universal  adoption  of  hard- 


surfaces  is  adding  force  to  the  arguments  for  passable 
roads  in  the  winter  season.  Long  stretches  of  inter- 
urban  and  cross-country  roads  of  durable  construc- 
tion are  now  going  to  waste  for  four  months  every 
year,  due,  simply,  to  the  effect  of  snow.  If  there  were 
adopted  suitable  measures  for  maintaining  unrestrict- 
ed travel,  there  would  no  doubt  be  sufficient  motor 
traffic  of  a  commercial  character  to  justify  the  trouble 
and  expenditure  necessary. 

The  railway  congestion  and  general  transportation 
demoralize,tion  this  winter  has  added  force  to  the  argu- 
ment for  clear  through  routes.  Commercial  traffic  on 
a  fairly  large  scale  would,  we  think,  make  use  of  inter- 
urban  routes  if  such  were  available.  This  would,  in  a 
measure,  relieve  the  congestion  of  the  railways  by  per- 
mitting movement  of  short-distance  freight. 

The  article  published  in  the  last  issue  of  the  Con- 
tract Record  instances  two  methods  that  have  proved 
very  effective.  Obviously,  conditions  do  not  permit 
of  an  adoption  of  a  uniform  means  of  snow  removal, 
but  there  are  in  the  two  cases  cited,  some  very  valuable 
suggestions  that,  no  doubt,  are  applicable  to  most  con- 
ditions obtaining  in  the  greater  part  of  Canada.  Per- 
haps the  most  notable  instance  of  rural  snow  cleaning 
that  has  come  to  notice  is  Pennsylvania's  work  in  keep- 
ing a  225-mile  stretch  open  for  army  transport  trains. 
The  system  for  handling  this  work  expeditiously  is 
commendable,  and  the  results  of  these  attempts  open 
the  way  for  the  wider  adoption  of  similar  measures. 


Montreal  Builders  Favor  Labor  Importation 

AT  a  recent  meeting  the  Montreal  Builders'  Ex- 
change passed  a  resolution  in  favor  of  the  lim- 
ited importation  of  Asiatic  labor,  under  well- 
defined  regulations,  and  instructed  the  secre- 
tary to  write  to  the  federal  premier,  the  federal  minis- 
ter of  labor,  and  Lord  Shaughnessy  to  this  effect.  The 
question  was  introduced  'by  Mr.  Fred  B.  Locker,  who 
called  attention  to  the  shortage  of  labor  in  certain 
trades  and  the  difficulty  the  Dominion  was  experienc- 
ing in  securing  a  sufficient  supply  of  unskilled  work- 
ers. He  complained  of  the  attitude  of  organized  labor 
towards  the  importation  of  Asiatics,  and  pointed  out 
that  such  a  step  was  in  the  national  interest,  as  the 
shortage  of  labor  was  largely  responsible  for  fuel  and 
transportation  troubles. 

'"Organized  labor,"  said  Mr.  Locker,  "seems  to  be 
gathering  strength  from  the  war,  and  is  now  so  strong 
and  selfish  that  it  had  already  persuaded  our  profes- 
sional politicians  that  it  is  too  important  to  do  its 
share  on  the  battlefield  and  that  it  must  stay  at  home 
to  make  the  bullets  for  others  to  fire.  The  professional 
politician  says,  'Right  you  are,  labor,'  and  labor  re- 
torts :  'Yes,  but  we  want  more  wages  for  staying  at 
home  and  working.'  And  while  other  citizens  are  gone 
fighting,  labor  demands  higher  wages  and  more  advan- 
tages. 

"We  at  home  are  cold  and  need  coal,  and  ask  that 
30,000  Chinese  coolies  be  imported  to  cut  our  wood 
and  to  hew  our  coal ;  but  labor  says :  'No,  you  shall  not, 
lest  some  of  our  advantages  be  curtailed.'  " 

Another  matter  discussed  at  the  meeting  was  the 
amendments  to  the  Workmen's  Compensation  Act. 
W.  M.  Irving  reported  that  these  had  been  examined 
by  the  legislation  commitee,  and,  taking  into  account 
the  increase  of  wages  since  1909  and  the  higher  cost  of 
living,  it  was  considered  that  the  proposed  increases 
under  the  various  sections,  viz.,  from  $2,000  to  $2,500. 
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from  $600  to  $800,  ai?d  from  $1,000  to  $1,200,  were  jus- 
tified. His  committee,  therefore,  recommended  that 
no  further  action  be  taken.  The  report  was  adopted 
unanimously.  The  legislation  committee,  which  is 
composed  of  W.  M.  Irving,  convener,  and  Messrs. 
Munn  and  Walsh,  was  continued,  and  instructed  to 
examine  and  report  on  the  working  of  the  Ontario 
Workmen's  Compensation  Act,  with  special  reference 
to  the  obligations  of  Quebec  contractors  and  sub-con- 
tractors who  engage  in  construction  work  in  Ontario, 
and  also  as  to  the  position  of  Quebec  workmen  who 
engage  in  either  province  for  work  in  Ontario. 

The  secretary  submitted  correspondence  he  had 
had  with  the  Hon.  L.  A.  Taschereau  regarding  the  pro- 
posed bill  for  the 'protection  of  public  buildings  against 
fire.  The  minister  had  agreed  to  receive  a  deputation 
from  the  exchange  in  this  connection,  and,  as  the  pro- 
posals affect  not  only  general  contractors  but  heating 
and  electrical  contractors,  it  was  agreed  that  A.  H. 
Vincent  would  obtain  the  views  of  the  electrical  con- 
tractors and  J.  E.  Walsh  those  of  the  heating  contrac- 
tors, and  report  as  early  as  possible. 

President  Anglin,  with  the  advice  and  consent  of 
the  directors,  appointed  the  following  standing  com- 
mittees : 

Membership  —  First  Vice-President  Dykes  (con- 
vener) and  Messrs.  Locker  and  Smallpiece. 

Rooms  and  Rules  —  Second  Vice-President  Irving 
(convener)  and  Messrs.  Ramsay  and  Webster. 

Audit  and  Finance— J.  E.  Walsh  (convener)  and 
Messrs.  Fussing  and  Vincent. 


More  Effective  Fire  Protection  for  Public 
Buildings  in  Quebec 

MORE  effective  protection  for  public  buildings 
is  provided  in  a  bill  now  before  1»he  Quebec 
Legislature,  entitled,  "An  Act  for  the  Protec- 
tion of  Public  Buildings  Against  Fire."  Sev- 
eral clauses  apply  to  electrical  installations  and  heating 
apparatus.   These  are  as  follows : 

No  electric  installation  in  a  public  building  in  the 
province  for  the  transmission  of  light,  motive  power, 
or  heat  shall  'be  put  in  or  altered  except  by  a  person  or 
under  the  immediate  supervision  of  a  person  duly 
authorized  and  holding  a  license  to  that  effect. 

Every  heating  apparatus  already  installed  in  a 
building  or  to  be  so  in  future,  must  be  approved  by  one 
of  the  inspectors  of  public  buildings,  who  shall  give 
the  proprietor  of  the  building  a  certificate  to  that  effect. 
This  ccrtiAcate  must  be  always  posted  up  at  the  place 
indicated  by  the  inspector. 

The  Lieutenant-Governor-in-Council  may  prescribe 
the  conditions  on  which  the  license  provided  for  above 
shall  be  issued,  its  duration,  and  the  fee  chargeable 
thereon.  He  may  likewise  prescribe  such  conditions 
as  he  may  deem  fair  and  reasonable  respecting  the  in- 
stallation of  a  heating  system  in  a  public  building,  as 
Avell  as  the  conditions  on  which  the  certificate  provided 
for  above  shall  be  issued,  its  duration,  and  the  fees 
chargeable  thereon. 

The  chief  inspector  of  public  buildings  may,  with 
the  approval  of  the  Minister  of  Public  Works  and 
Labor,  declare  any  electric  installation  or  heating  ap- 
paratus now  in  any  public  building  defective,  and  may 
order  the  necessary  alterations  to  be  made;  and,  if  the 
'  proprietor  does  not  comi)ly  with  the  said  inspector's 
orders  to  that  effect,  he  shall  be  liable  to  the  penalties 
provided. 


Problems  Confronting  the  Canadian  Society 
of  Civil  Engineers 

«  T^ROBLEMS  Confronting  the  Society,"  was  the 
1—^  subject  of  an  address  by  Mr.  H.  H.  Vaughan, 
M.      president  of  the  Engineering-  Institute  of  Can- 
ada, at  the  regular  monthly  luncheon  of  the 
Ottawa  branch  of  that  organization  on  Thursday  after- 
noon. 

The  speaker  referred  at  some  length  to  the  decision 
that  had  culminated  in  changing  the  name  of  the  socie- 
ty from  the  "Canadian  Society  of  Civil  Engineers"  to 
"Engineering  Institute  of  Canada."  While  the  change 
may  have  its  demerits  as  well  as  its  merits,  personally 
he  felt  that  it  should  add  virility  and  prestige  to  the 
profession.  It  was  undoubtedly  the  intention  to  give 
the  mechanical,  mining,  electrical,  and  other  branches 
of  engineering  an  equal  footing  and  share  in  the  organ- 
ization. To  do  this  it  was  essential  to  further  supple- 
ment the  membership  from  other  fields  of  engineering 
than  that  technically  known  as  "civil."  Further,  such 
members  must  be  adequately  represented  on  the  coun- 
cil by  men  in  the  forefront  of  the  respective  branches 
of  the  profession.  The  speaker  referred  to  his  own 
election  as  president  of  the  institute  as  already  being 
a  recognition  of  the  mechanical  engineers. 

This  should  be  followed  by  the  formation  of  sec- 
tions in  each  of  the  institute's  branch  organizations,  to 
take  care  of  the  interests  of  the  electricals,  chemicals, 
mechanicals,  etc.,  so  that  concerted  action  may  be 
taken  in  municipal  and  provincial  affairs  as'  represent- 
ing the  engineers  of  Canada. 

The  reports  and  papers  hitherto  presented  at  the 
annual  meetings  have  not  been  considered  by  the 
branches.  It  was  suggested  that  committee  reports 
should  be  submitted  in  time  to  allow  of  their  being 
sent  to  the  branches  for  criticism,  which  could,  in  turn, 
be  submitted  to  the  annual  meeting. 

It  was  further  proposed  to  hold  general  district  or 
provincial  meetings  each  year  in  each  province,  pre- 
ferably in  industrial  centres,  where  technical  papers 
would  be  read  and  discussed,  industries  inspected,  and 
ideas  interch.inged. 

It  is  possible  that  uniformity  of  legislation  should 
be  urged  for  each  of  the  provinces,  so  that  qualified 
men  would  be  able  to  practice  in  any  part  of  Canada.  If 
legislation  defining  the  status  of  the  engineer  and  lim- 
iting the  practice  of  the  profession  to  members  of  the 
institute  is  desirable,  it  should  be  of  such  a  nature  as 
to  permit  the  practice  of  engineering  by  any  member 
in  whatever  province  such  legislation  may  be  effected. 
Mr.  Vaughan  pointed  out  particularly  that  legislation 
of  this  kind  may  'be  simple  enough  in  respect  to  civil 
engineers,  but  is  a  very -difficult  and  complex  matter 
in  so  far  as,  for  example,  the  electrical  and  mechanical 
practitioners  are  concerned. 

In  general,  the  engineering  profession  should  take 
a  more  outstanding  position  in  municipal,  provincial, 
and  national  affairs  than  it  has  hitherto  done.  There 
is  an  awakening  recognition  of  the  importance  of  the 
engineer,  and  efforts  should  be  made  to  keep  the  influ- 
ence of  the  profession  on  a  high  plane. 

Mr.  Vaughan  pointed  out  that  engineers  might  well 
take  a  more  prominent  part  in  the  solution  of  the  fuel- 
power  situation  in  the  Dominion.  No  -body  of  men  is 
l)etter  fitted  by  training  and  experience  to  assist  in 
evolving  a  comprehensive  policy  for  the  Dominion  to 
realize  the  inestimable  advantages  of  a  co-ordination 
of  the  water-power  and  the  fuel  resources  of  Canada. 


February  20,  1918 


THE   CONTRACT  RECORD 


137 


The  Largest  Public  School  in  Canada 

Park  School  in  Toronto  with  Accommodation  for  1700  Pupils — 
Description  of  Its  Design  and  Construction — Cost  $188,000.00 


THE  largest  public  school  building  in  Canada  is 
the  Park  School,  at  Toronto.  The  new  build- 
ing, which  is  just  nearing  completion,  replaces 
the  old  Park  School,  one  of  Toronto's  most  his- 
toric educational  institutions,  and  the  motives  for  its 
erection  were  lack  of  accommodation  and  a  need  of 
better  lighting  and  ventilating  conditions.  It  is  ex- 
pected that  during-  the  spring  the  new  structure  will  be 


The  Park  school  is  the  largest  building  of  its  kind  in  Canada. 

occupied  and  the  old  Park  School  will,  in  all  likelihood, 
1)6  demolished.    The  new  school  cost  $188,000. 

The  site  of  the  new  school  is  on  the  north  side  of 
Sydenham  Street,  between  Sumach  and  Sackville 
Streets,  to  the  south  of  and  adjoining  the  old  school 
property.  The  building  is  in  the  form  of  a  T,  272  feet 
across  the  front  by  69  feet  in  depth,  with  an  exten- 
sion of  55  feet  by  72  feet,  and  all  three  storeys  in  height. 
It  contains  34  ordinary  classrooms,  each  seating  50 
pupils,  the  total  of  such  accommodation  being  about 
1.700  pupils. 

In  addition  to  these  classrooms  there  are  two  larger 
and  special  rooms  to  accommodate  the  departments  of 
household  science  and  manual  training.  A  kindergar- 
ten room,  which  is  double  the  size  of  the  ordinary 
rooms,  is  located  on  the  ground  floor,  and  so  arranged 
that  it  can  be  thrown  open  in  combination  with  a  large 
hall  space,  thus  providing  a  large  audience  room  with- 
out the  cost  of  making  part  of  the  building  exclusively 
for  that  purpose.  This  combination  has  been  made  a 
feature  of  the  Toronto  public  school  buildings  for  a 
number  of  years. 

Between  the  main  entrances  is  the  principal's  office, 
with  waiting-room  and  supply-room  adjoining.  Pass- 
ing through  the  main  vestibule,  one  enters  the  large 
rotunda,  with  wide  corridors  running  east  and  west. 


The  lighting  of  these 


with  classrooms  on  either  side. 

classrooms  is  by  large  group  windows,  on  one  side 
only,  to  the  left  of  the  pupils,  in  accordance  with  well- 
established  practice  in  modern  school  architecture.  The 
classrooms  on  all  floors  are  laid  out  similarly  on  either 
side  of  longitudinal  corridors. 

Suitable  rooms  are  provided  for  various  purposes. 


such  as  teachers'  lunch  rooms  and  rest  rooms,  store- 
rooms, medical  inspection  rooms,  and  lavatories  on 
each  floor  for  both  teachers  and  pupils. 

The  basement,  which  is  well  above  grade,  ensur- 
ing good  light  and  ventilation,  has  a  number  of  exits 
direct  to  the  school  yard,  and  contains  girls'  and  boys' 
assembly  rooms,  a  large  drill  room,  and  pupils'  lava- 
tories. 

The  exterior  design  is  Greek,  as  near  as  can  be 
adapted  to  modern  school  work,  with  strong,  plain 
lines,  both  imposing  and  interesting.  It  is  carefully 
worked  out  in  well-balanced  proportions.  The  walls 
are  faced  with  first-class  red  stock  brick  and  trimmed 
with  New  Brunswick  sand  stone.  The  photographs 
reproduced  herewith  give  an  idea  of  the  exterior  and 
the  entrance.  Besides  the  main  entrance  there  is  an- 
other on  the  front  with  two  on  the  east  and  two  at  the 
rear. 

In  consti-uction  the  building  has  concrete  founda- 
tions, with  brick  walls  and  partitions.  Stone  is  used 
as  trim  for  the  entrance  columns,  doorways,  and  steps, 
coping,  cornice  belt  courses,  sills,  and  lintels.  The 


The  entrance  to  the  Park  school. 

columns  are  surmounted  with  carved  capitals.  The 
brickwork  is  plainly  carried  out,  except  for  large  panel 
work  on  the  sides.  The  main  partitions  are  of  brick, 
with  a  few  4  and  6  in.  tile  secondary  partitions  divid- 
ing the  principal's  office  and  waiting-rooms,  lavatories, 
manual  training  room,  and  domestic  science  room. 
On  the  ground  floor  the  outside  walls  measure 
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inches,  and  partitions  are  14  inches,  while  these  are 
14>4  inches  and  9  inches  respectively  on  the  upper 
storeys.  The  stairs  throughout  are  of  iron.  The  floors 
of  the  classrooms  are  of  wooden  joist  construction, 
with  a  maple  surface.  Jn  the  corridors  a  4  inch  rein- 
forced concrete  slab  is  used,  with  I-beams  spanning 
from  wall  to  wall.  The  beams  are  boxed  in  and  plas- 
tered so  as  to  present  a  plastered  beamed  ceiling.  The 
concrete  slab  is  surfaced  with  terrazzo.  Concrete  has 
also  been  used  for  side  and  rear  steps  and  vestibule. 

The  storey  heights  are:  Basement,  11  ft.  6  in.; 
ground  and  first  floors,  14  ft.  6  in. ;  second  floor,  13  ft. 
The  boiler-room  floor  is  5  ft.  below  the  general  base- 
ment floor  level.  A  mezzanine  is  located  in  the  corri- 
dor, just  above  the  main  entrance.  This  contains  a 
kitchen  and  teachers'  dining  and  rest  room.  The  class- 
rooms measure  about  24  ft.  x  39  ft.,  including  a  cloak- 
room at  one  end.  They  are  lighted  by  a  group  win- 
dow, 22  ft.  long,  containing  5  units. 

The  construction  is  what  is  termed  "second  class," 


New  Water  Works  System  at 
Cap  de  la  Madeleine,  P.Q. 

By  Romeo  Morrissette  

ANEW  water  supply  and  distribution  system 
has  recently  been-  completed  in  Cap  de  la 
Madeleine,  P.Q.  The  installation  was  ren- 
dered necessary  on  account  of  the  rapid 
growth  of  the  village,  the  development  of  which  has 
been  very  much  promoted  by  the  location  of  new  in- 
dustries within  the  municipality.  The  most  recent  of 
these  is  the  Tidewater  Shipbuilding  Company,  which 
has  under  progress  the  equipment  of  a  shipyard.  Two 
years  ago  the  St.  Maurice  Paper  Company  built  a  large 
plant.  The  village  has  recently  applied  to  the  Quebec 
Legislature  for  incorporation  as  a  city,  and  the  charter 
has  been  granted. 

In  the  season  of  1916-17  the  village  •  council  re- 


Plan  of  first  floor  of  Park  school. 


but  all  corridors,  stairways,  and  exits  are  "first  class 
fireproof  construction." 

The  plumbing,  heating,  and  ventilating  are  com- 
plete in  every  detail,  and  no  pains  have  been  spared  to 
make  this  one  of  the  most  sanitary  and  up-to-date  in- 
stallations of  any  school  in  the  country.  The  class- 
rooms, in  addition  to  being  heated  with  direct  steam 
radiation,  are  ventilated  with  a  modern  system  of 
forced  fresh,  warm  air.  The  fresh  air  intakes  are  lo- 
cated at  the  sides  of  the  main  entrance. 

The  following  is  a  list  of  the  contractors :  Masonry, 
Lucas  &  Son ;  carpentry,  William  Williamson  ;  plas- 
tering. Beaver  &  Son ;  painting,  J.  Bell ;  heating  and  • 
plumbing,  Purdy-Mansell,  Ltd. ;  iron  stairs,  Canada 
Wire  and  Iron  Goods  Company  ;  roofing,  W.  E.  Dil- 
lon ;  leaded  lights,  Luxfer  Prism ;  reinforced  concrete, 
A.  C.  Richmond ;  heat  regulation,  Johnson  Tempera- 
ture Regulation  Company ;  electric  wiring,  A.  R.  Rice ; 
terrazzo  floors,  Venetian  Marble  and  Mosaic  Com- 
pany; drains,  Britnell  Contracting  Company. 


ceived  from  a  private  company,  promoted  by  Mr.  Al- 
phonse  Aubin,  of  St.  Jerome  du  Lac  St.  Jean,  an  ofifer 
for  the  installation  of  a  water  supply  system.  The 
council  granted  to  this  company  a  franchise,  by  which 
the  latter  agreed  to  build  the  whole  system  at  their 
own  risk  and  expense.  The  municipality  reserved  for 
itself  the  right  to  buy  within  sixty  days  after  its  ac- 
ceptance by  the  municipal  council,  represented  by  a 
technical  expert,  or  in  any  time  after  five  years.  In 
the  former  case,  the  price  to  be  paid  was  the  cost  of 
the  system  by  unit  of  measurement.  In  the  latter,  the 
price  was  the  capital  represented  by  the  revenue  of  the 
system  at  that  time  on  a  basis  of  5  per  cent,  of  interest. 
The  companv  issued  their  own  bonds,  which  were  dis- 
posed of  by  the  Canadian  Bond  Company,  of  Montreal. 

The  geological  formation  at  Cap  de  la  Madeleine 
comprises  a  sand  stratum  over  a  clay  stratum.  The 
sand  extends  under  all  the  city  to  a  greater  or  less  de- 
gree of  thickness,  and  it  is  easy  and  inexpensive  to 
sink  wells  to  such  water-bearing  sand.    The  water  is 
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l)ure  and  cold.  I'^or  this  reason  the  engineers  planned 
to  pump  the  water  from  a  series  of  pipe  wells  directly 
to  a  main  pipe  or  reservoir.  The  engineer  in  charge  of 
the  work  was  Mr.  J.  H.  Grenon,  of  Chicoutimi,  and 
Mr.  G.  C.  Bastein,  C.E.,  acted  as  technical  expert  for 
the  municipality. 

Pumping  Station 

The  pumping-  station  is  a  frame  house  18  ft.  x  24 
ft.,  with  a  concrete  floor.  Space  was  designed  for  two 
pumps,  but  last  year  only  one  was  placed.    This  is  of 


Diagram  of  pump-house  and  valve  arrangement. 

the  centrifugal  type,  with  a  capacity  of  450  gallons  per 
minute,  under  a  head  of  125  feet.  It  is  driven  by  an 
electric  25  horse-power  motor.  The  diameter  of  the 
pump  is  6  inches,  and  it  is  connected  to  a  10-inch  main 
and  to  an  8-inch  pipe  leading  to  the  reseryoir.  Valves 
have  been  installed  in  order  to  control  the  whole  sys- 
tem from  the  pumping  station  and  also  to  permit  the 
cleaning  and  repairing  of  any  part  of  the  system 
directly  from  the  same  station.  The  work  has  been 
])erformed  by  the  general  contractor,  Mr.  Alphonse 
Aubin. 

The  Reservoir 

The  reservoir  is  located  on  the  hill  60  feet  above 
the  pumping  station  and  6,300  feet  from  the  village.  It 


Arrangement  of  sewer  and  water  pipes. 


is  circular,  with  a  diameter  of  86  feet  at  the  top  and  50 
feet  at  the  bottom.  Half-inch  twisted  steel  bars  on 
%-inch  twisted  steel  bars  were  used  as  reinforcement. 


The  reservoir  is  waterproofed  with  a  3-inch  thickness 
of  grout,  embodying  10  per  cent,  of  Toch  cement.  '  i. 

Mr.  O.  Arcand,  of  Three  Rivers,  was  the  contractor- 
for  this  reservoir,  which  cost  $4,000. 

Pipe  Laying 

Pipe  laying  was  done  according  to  the  following 
schedule : 

Diameter.  Amount. 

10-in   3,980  feet 

8-in   8,100  " 

6-in   16,542  " 

4-in  ,   821  " 

2-in   3,936  " 

Trenches  were  opened  for  a  distance  of  33,400  feet. 
Sub-contracts  for  the  digging  of  trenches  were  given 
to  John  Boivin,  W.  Binette,  and  O.  Pronovost,  at  25 
cents  per  cubic  yard.  The  laying  of  pipe  cost  8  cents 
per  lineal  foot,  and  the  pipe  cost  approximately  $60 
per  ton.  It  was  fufnished  by  Messrs.  Therreault  & 
Racine,  from  Quebec. 

Forty-six  fire  hydrants  were  placed,  at  $75  each,  and 
45  valves,  at  $40  each. 

Sewer  System 

Vitrified  clay  sewer  pipe  was  placed  alongside  the 
aqueduct,  with  a  gradient  varying  from  0.20  per  cent, 
to  2.00  per  cent.   The  price  for  the  laying  was  10  cents 

V^iA  g6'   ► 


Showing  half  of  concrete  reservoir. 


per  lineal  foot,  and  the  job  was  carried  out  by  the 
same  contractors. 

Forty-two  concrete  manholes,  at  $45  each,  were 
placed;  also  15  vitrified  clay  pipe  catch-<basins. 


The  Court  of  Appeal,  Monitreal,  has  reversed  the 
judgment  of  the  Superior  Court  in  the  case  of  Ouinlan 
&  Robertson,  contractors,  Montreal  vs.  the  City  of 
Maisonneuve.  The  contractors  claimed  the  interest 
coupons,  of  the  value  of  $12,420,  on  certain  bonds 
issued  in  payment  of  the  construction  of  the  boulevard, 
and  refused  the  bonds  without  the  coupons.  The  Su- 
perior Court  allowed  the  sum  of  $5,755,  but  the  judg- 
i-nent  has  been  reversed  by  the  Court  of  Appeals,  who 
allowed  the  full  amount  claimed.  Mr.  Justice  Cross, 
however,  dissented,  on  the  ground  that  the  full  amount 
would  represent  more  than  the  contract  price  for  the 
work. 


A  town-planning  and  rural  development  Act  has 
been  passed  in  Saskatchewan.  The  Act  contains  a  num- 
ber of  new  features  which  are  improvements  on  previ- 
ous town-planning  legislation.  There  are  now  six  pro- 
vinces in  Canada  with  town-planning-  and  development 
Acts. 


The  fourth  annual  meeting  of  the  Ontario  Safety 
League  was  held  in  the  Council  Chamber  of  the  Board 
of  Trade,  19th  floor,  Royal  Bank  Building,  Toronto,  on 
Monday,  February  4th. 
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Low  Grade  Fuels  for  Clay  Working  Plants 

Paper  Before  G.N.G.P.A.  Describes  How  the  Installation  of 
Forced  Draft  in  Brick  Kilns  Makes  Lignite  Fuel  Available 


By  W.  G.  Worcester* 


IT  is  the  final  stage  of  clay  product  manufacture, 
the  burning-,  that  causes  the  greatest  concern  to 
the  clay-worker,  not  only  because  of  a  desire  to 
procure  a  100  per  cent,  burn,  but  also  on  account 
of  the  increasing  price  and  scarcity  of  fuel.  This  is 
influencing  the  clay  product  manufacturer  to  turn  his 
attention  to  the  matter  of  improved  kilns,  furnaces, 
and  burning  conditions,  in  order  that  there  may  be 
obtained  from  his  fuel  the  greatest  possible  amount  of 
work  value  per  ton,  cubic  foot,  or  gallon,  as  the  case 
may  be. 

If  the  investigation  is  extended  far  enough  there 
will  be  found  available  at  the  present  time  some  very 
excellent  and  highly  efficient  equipment  for  the  con- 
servation of  fuel.  These  ideal  conditions  will  be  found 
in  the  continuous  kiln,  the  gas  producer  (used  for 
either  continuous  or  periodic  kilns),  the  tunnel  kiln, 
which,  theoretically,  offers  great  possibilities,  and,  in 
addition  to  the  above,  though  in  no  manner  belonging 
to  the  same  class  as  a  fuel  economizer,  there  might  be 
added  the  use  of  force  draft,  which,  as  will  be  shown, 
ofifers  economical  possibilities  considerably  in  advance 
of  those  to  be  derived  from  the  natural  draft  method  so 
commonly  used. 

Poor  Fuels  Burned  With  Forced  Draft 

The  writer  does  not  wish  to  give  out  the  impres- 
sion that  force  draft  would  prove  economical  under  all 
conditions,  or  that  he  would  recommend  its  use  or  in- 
stallation by  any  company  financially  strong  enough 
to  fortify  themselves  with  a  continuous  kiln  or  gas- 
producer.  Where  there  is  one  company  in  the  indus- 
try, however,  able  to  embark  with  a  continuous  kiln, 
there  are  scores  that  must  creep  before  they  walk.  It 
is  to  the  latter  that  the  use  of  force  draft  may  prove  of 
assistance,  especially  in  those  districts  where  cheap 
coal  or  screenings  are  available ;  and,  in  the  provinces 
of  Western  Canada  where  vast  deposits  of  brown  or 
lignite  coals  prevail,  these  latter  coals  slake  or  crumble 
very  easily  upon  exposure  to  the  air,  and  eventually 
will  reach  a  stage  where  it  becomes  nearly  impossible 
to  use  them  for  brick-burning  in  the  ordinary  way 
with  natural  draft.  A  personal  study  of  these  low- 
grade  coals  in  Alberta,  covering  a  period  of  nearly  four 
years,  convinces  the  writer  that,  even  though  they  be 
badly  weathered,  they  can  be  burned  successfully  with 
force  draft. 

The  application  of  forced  draft  to  the  clay  industry 
is  of  comparatively  recent  origin.  As  far  as  the  writer 
has  been  able  to  learn,  it  remained  for  Mr.  J.  C.  Boss, 
of  Indiana,  to  advocate  its  use  for  brick-burning.  Mr. 
Boss  designed  a  suitable  means  for  applying  it  to  kiln 
furnaces,  for  which  he  was  granted  a  patent  a  number 
of  years  ago,  and  at  present  has  many  installations 
throughout  the  country.  Since  the  Boss  system  was 
brought  out  there  have  been  other  systems  or  methods 
devised  to  accomplish  the  same  purpose.  To  be  more 
specific,  there  is  in  use  at  Crawfordsville.  Indiana,  on 
three  brick  yards,  a  special  grate  for  the  use  of  force 
draft  that  had  its  inception  some  nine  years  ago.  Dur- 
ing the  past  year  I  have  been  associated  with  one  of 

•Secretary  of  the  Alberta  Clay  Products  Manufacturers' Association. 


the  above  plants,  where  I  have  made  a  careful  study  of 
the  burning  system  as  used  at  that  point.  In  present- 
ing the  result  of  my  observations  and  deductions  my 
object  is  to  bring  to  the  attention  of  clay  workers  a 
possible  means  of  reducing  their  burning  costs. 

Force  Draft  System  and  Equipment 

The  primary  feature  of  force  draft  is  some  mechani- 
cal means  of  supplying  a  relatively  large  volume  of  air 
under  low  pressure.  This  is  usually  supplied  by  a  fan 
or  blower,  similar  in  design  to  those  used  on  waste 
heat  dryers,,  the  size  naturally  depending  on  the  num- 
ber of  kilns  or  bricks  to  be  burned  at  one  time.  An 
average  installation  for  a  plant  of  fifty  thousand  build- 
ing brick  capacity  would  be  a  fan  similar  to  a  No.  80 
of  the  American  Blower  Company  make,  this  fan  hav- 
ing a  wheel  with  a  diameter  of  48  inches  and  a  face  of 
24  inches,  in  a  bottom  horizontal  discharge  housing, 
and  operating  at  approximately  600  r.p.m.  With  the 
above  conditions  there  is  available  at  the  kilns  an 
ample  supply  of  air  under  a  pressure  of  1^  inches.  It 
is  quite  obvious  that  it  is  necessary  to  have  an  excess 
of  air  at  all  times  in  order  that  there  may  be  a  suffi- 
cient volume  to  care  for  at  least  five  round  30-ft.  kilns 
at  the  same  time';  otherwise,  as  each  succeeding  kiln  is 
added,  the  volume  and  pressure  per  kiln  will  reduce, 
with  a  consequent  alteration  of  the  burning  conditions. 

The  necessary  power  to  operate  the  fan  would 
naturally  be  consistent  with  that  of  the  main  plant, 
electric  or  steam,  though  a  gas  engine  would  answer 
very  well.  The  main  requirement  is  that  of  a  fairly 
constant  speed. 

To  keep  the  yard  and  kilns  free  from  an  overhead 
system,  which  is  not  only  unsightly  but  cumbersome 
as  well,  the  use  of  underground  flues  is  to  be  recom- 
mended; these  should  be  as  nearly  airtight  as  possible 
and  free  from  sharp  turns  or  bends..  While  in  some 
cases  the  flues  have  been  constructed  of  brick,  trowled 
on  the  inside  with  cement,  they  are  not  as  satisfactory 
as  the  ones  built  from  sewer  pipes.  In  most  sewer 
pipe  yards  one  can  usually  purchase  seconds  or  culls 
at  a  greatly  reduced  price,  which  for  air  ducts  are  just 
as  serviceable  as  No.  I's. 

Furnace  Design 

There  should  be  installed  in  the  main  lines,  as  well 
as  in  the  individual  branches  to  each  kiln,  suitable 
dampers  to  permit  of  repairs  and  extensions  wdthout 
shutting  down  the  blower.  In  addition,  though  not 
absolutely  necessary,  it  is  advisable  to  have  dampers 
at  each  furnace,  which  will  assist  the  burner  very 
materially  in  regulating  the  heat  of  the  kiln. 

From  the  branches  which  pass  around  or  along  the 
sides  of  each  kiln  there  must  be  led  to  the  individual 
furnaces  feeder  lines  (3  in.  or  4  in.  pipes).  These  feed- 
ers open  into  air  chambers  under  each  furnace,  which 
are  about  18  in.  deep,  12  in.  wide,  and  24  in.  long,  the 
top  being  fitted  with  a  frame  or  casting,  which  receives 
and  holds  the  grate  in  place. 

The  grate  is  an  ordinary  casting,  11  in.  x  22  in.,  hav- 
ing a  smooth  upper  surface  next  to  the  fire  and  with 
reinforcement  ribs  on  the  back  to  prevent  warping;  in 
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it  there  are  drilled  nine  rows  of  3/16  in.  holes,  20  holes 
long,  180  in  all.  It  has  been  found  that  a  large  number 
of  small  holes  give  better  results  than  the  same  open- 
ing area  furnished  by  fewer  larger  holes  —  in  other 
words,  a  better  combustion  of  the  fuel  is  obtained. 

The  fire-box  or  furnace  proper  dififers  but  little 
from  that  of  an  ordinary  grate  furnace,  the  main  dif- 
ference lying  in  the  fact  "that  it  is  not  quite  so  wide  and 
that  there  is  but  one  opening,  an  ash-pit  not  being- 
necessary. 

Burning  Procedure 

Any  description  that  may  be  given  as  to  the  actual 
procedure  for  burning  by  the  system  under  discus- 
sion must,  in  the  nature  of  the  case,  be  generalized 
onhr.  This  is  apparent  when  one  reflects  for  a  moment 
that  coals  and  clays  dififer  very  widely,  so  that  what 
might  prove  suitable  in  one  case  would  not  answer  at 
all  in  another.  For  this  reason,  a  brief  description  of 
the  methods  employed  at  Crawfordsville  in  the  burn- 
ing of  10-pound  paving  blocks  will  be' given  as  a  repre- 
sentative example.  When  a  kiln  is  ready  for  lighting 
the  furnace  doors  are  swung  back ;  three  small  scoops 
of  coal  are  placed  in  the  furnace  rather  evenly  over  the 
grate  surface ;  after  each  furnace  has  been  thus  treated 
the  air  is  turned  out  about  one-half,  a  small  scoop  of 
fire  from  a  nearby  kiln  is  deposited  in  each  furnace  on 
top  of  the  coal,  and  in  a  few  minutes  a  brisk  fire  is 
burning.  The  air  is  then  reduced  to  a  point  where  the 
fires  will  burn  slowly  but  steadily.  New  coal  is  added 
about  once  per  hour,  care  being  taken  to  place  it  at  the 
back  or  sides  of  the  grate,  rather  than  directly  upon 
the  previous  firing,  for  by  so  doing  very  little  smoke  is 
produced,  thus  reducing  the  chances  for  sooting  up  a 
kiln.  At  the  end  of  about  36  hours,  during  which  time 
the  doors  have  been  left  open,  the  water-smoke  is 
nearly  off  and  the  furnaces  are  fairly  well  filled  with 
ashes,  which  are  raked  out  clean,  and,  with  the  doors 
still  open,  the  firing  is  increased,  with  a  little  more  air 
added.  At  the  end  of  another  six  or  twelve  hours  the 
water-smoke  is  off,  the  doors  are  then  closed,  except 
for  a  three-inch  opening  at  the  bottom.  The  air  is 
now  put  on  in  full,  registering  one  and  one-half  to  one 
and  three-quarter  inches  by  a  "U"  tube.  The  firing  in- 
terval is  gradually  increased  from  45-minute  intervals 
to  a  30-minute  schedule,  which  is  continued  for  the 
next  72  hours ;  at  the  end  of  this  time  the  kiln  shows  a 
good,  even  heat  through  and  through,  and  will  have 
from  a  half  to  an  inch  settle. 

.  Temperature  Kept  Steady 

During  the  stage  just  passed — that  of  heating  up — 
the  fires  have  been  cleaned  or  clinkered  once  during 
each  eight  hours.  From  the  time  the  kiln  starts  to  set- 
tic  the  aim  is  to  hold  the  temperature  steady,  without 
any  further  increase — just  sufficient  to  maintain  ap- 
pr(jximately  a  settle  of  one-quarter  inch  per  hour  until 
the  desired  amount  has  ])cen  reached  (12  inches  with 
the  material  in  question).  Ordinarily  the  fires  are 
cleaned  once  in  each  eight  hours  during  this  period,  as 
in  the  preceding  one,  but,  should  the  settle  gain  too 
rai)idly,  the  periods  of  cleaning  may  be  lengthened 
somewhat.  If  a  kiln  is  working  properly  the  doors  are 
fretjuently  left  up  the  three  inches,  as  in  the  heating-up 
stage,  to  the  finish  of  the  burn.  However,  at  times, 
especially  on  windy  days,  the  heat  will  have  a  ten- 
dency to  leave  the  heads  and  run  to  the  centre ;  in  such 
cases  the  doors  are  lowered  to  the  bottom,  thus  assist- 
ing ti)  reheat  the  heads.  Oxidizing  conditions  are 
maintained  by  thin  fires  and  a  slight  excess  of  air  pass- 
ing in  at  the  doors,  while  reducing  conditions  are  jjro- 


duced  by  the  opposite — that  is,  by  a  somewhat  thicker 
fuel  bed,  with  excess  air  reduced  by  stack  dampering 
to  a  point  where  the  draft  is  but  slightly  in  excess  of 
neutral.  Little  difficulty  is  experienced  in  producing 
the  desired  condition. 

Economy  From  the  Use  of  Forced  Draft 

From  the  data  and  figures  collected  during  the  past 
year  the  following  deduction  has  been  rnade :  That  the 
principal  saving  to  be  derived  from  force  draft  is  of  a 
two-fold  nature — first,  by  producing  a  means  for  burn- 
ing a  grade  of  fuel  which,  frequently  due  to  physical 
conditions,  must  be  passed  over  or  discarded  by  the 
use  of  ordinary  draft ;  second,  kiln  economy — that  is, 
the  burning  time  can  be  so  shortened  that  a  gain  of  10 
per  cent,  or  more  is  obtainable  on  the  annual  kiln  turn- 
over. 

Discussing  first  the  fuel,  the  fact  that  screenings  or 
low-priced  fuel  can  be  used  with  forced  draft  does  not 
necessarily  mean  that  it  is  in  all  cases  economy  to  do 
so.  Other  conditions  being  equal,  that  grade  of  fuel 
which  will  give  the  greatest  number  of  heat  units  per 
dollar  is  the  one  that  will  prove  most  economical,  even 
though  there  may  be  a  considerable  dif¥erence  in  the 
price  per  ton.  It  not  infrequently  happens — during  the 
present  trying  times  at  least — that  one  cannot  at  all 
times  have  a  choice  of  fuel,  but  must  take  any  that  can 
be  found — lump  coal,  mine  run,  screenings,  slack,  coal 
with  fourteen  thousand  B.T.U.'s  and  others  with  bare- 
ly half  as  much,  as  well  as  no  coal  at  all.  The  problem 
of  meeting  these  conditions  is  most  discouraging,  espe- 
cially with  ordinary  grates  and  natural  draft,  but  with 
forced  draft  such  conditions  are  more  easily  met, 
owing  to  the  fact  that  any  of  the  various  grades  can  be 
used,  which  materially  extends  the  field  from  which  to 
obtain  a  supply.  Usually  it  will  be  found  that  screen- 
ings or  slack  can  be  obtained  much  more  readily  and 
regularly  than  lump  coal.  This  quite  naturally  in- 
creases the  chances  for  a  steady  run  or  output  to  those 
plants  equipped  for  their  use.  During  the  past  year  at 
Crawfordsville  it  has  been  necessary,  in  order  to  keep 
going,  to  burn  such  grades  as  forked  lump  coal,  mine 
run,  screenings,  and  very  fine  slack,  though,  quite  na- 
turally, with  varying  degrees  of  satisfaction. 

Soft  Lignite  Successfully  Used 

Another  illustration  of  the  adaptability  of  forced 
draft  to  various  grades  of  fuel,  and  which,  in  a  mea- 
sure, verifies  an  earlier  statement  in  reference  to  the 
use  of  lignites  or  brown  coals,  has  recently  been  re- 
ceived from  Mr.  E.  H.  Crandell,  of  Calgary,  Alta.,  who 
uses  forced  draft  in  the  burning  of  dry  pressed  face 
brick.  Ordinarily  a  pea  coal  from  the  anthracite  mines 
near  P)anft"  is  used  on  the  Crandell  plant,  but  as  during 
the  past  summer  the  usual  supply  was  cut  off^,  it  be- 
came necessary  to  use  a  nearby  soft  lignite  coal.  In 
Mr.  Crandell's  communication  he  states  that  the  re- 
sults were  highly  satisfactory,  the  only  diiiference 
being  that  a  slightly  increased  amount  had  to  be  used. 
This  would  be  quite  natural  to  expect  on  account  of 
the  difference  in  available  heat  units  of  the  two  fuels. 

Kiln  Economy 

The  annual  cajiacity  of  a  kiln  is  dependent  upon 
two  factors  or  condition.s — first,  the  amount  of  ware 
which  can  be  placed  in  it ;  second,  the  number  of  times 
it  can  be  burned  per  year. 

The  former  is  a  fixed  amount,  but  the  latter,  or  an- 
nual turnover,  can  be  altered  within  certain  limits, 
established,  first,  by  the  material  to  be  burned,  and, 
second,  by  the  rate  of  fuel  combustion.    Thus,  if  the 
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shortest  possible  burning  time  of  a  clay  is  known,  and 
means  are  provided  to  attain  that  rate,  then  any  kiln 
can  be  made  to  give  the  greatest  return  on  the  money 
invested.  The  first  point  to  be  established  is,  at  what' 
rate  can  a  given  clay  be  burned.  Mr.  A,  for  instance, 
takes  ten  days,  Mr.  B  eight  days,  and  Mr.  C  another 
period.  This,  however,  does  not  necessarily  mean  that 
a  shorter  period  could  not  be  made  to  give  just  as  satis- 
factory results  in  each  case.  This  brings  to  my  mind 
an  article  by  Mr.  Greaves-Walker,  appearing  in  "Brick 
and  Clay  Record,"  in  which  he  made  the  statement 
that  he  was  certain  that  fully  90  per  cent,  of  the  shales 
aild  clays  of  this  continent  could  be  burned  in  six  days 
or  less.  From  actual  tests  on  a  wide  range  of  clay  pro- 
duct materials,  from  both  United  States  and  Canada,  I 
can  affirm  the  above  statement.  One  of  the  most  re- 
markable cases  to  come  within  my  work  was  that  of  an 
alluvial  clay  manufactured  into  roofing  tiles ;  the  kilns 
were  rectangular,  18  x  45  feet  inside  measurement.  The 
average  burning  time  by  means  of  oil  was  only  32 
hours  from  time  of  lighting  to  finish,  giving  a  perfectly 
burned  tile  in  that  time. 

Increase  in  Annual  Turnover 

At  Crawfordsville  10-pound  paving  blocks  have 
been  burned  to  cone  2  successfully  in  five  and  one-half 
and  six  days  during-  the  past  season.  It  is  believed 
that,  with  kilns  properly  balanced  for  draft,  this  rate 
can  be  maintained  regularly.  From  past  experience  it 
would  be  difficult,  if  not  impossible,  to  obtain  this  rate 
under  natural  draft  conditions,  eight  and  nine  days 
being  nearer  to  the  average  time.  A  few  calculations 
will  reveal  the  fact  that  a  saving  of  two  days'  burning 
time  amounts  to  approximately  11  per  cent,  gain  in  the 
working  time  of  a  kiln  ;  in  other  words,  it  increases  the 
annual  turnover  per  kiln  about  two  and  one-half  burns. 
This  increase,  or  gain,  can  be  taken  advantage  of  by  a 
larger  capacity,  or  as  a  reduction  in  the  number  of 
kilns  to  be  built  at  the  start.  This  saving  of  burning 
time,  or  kiln  economy,  has  a  very  marked  efl:'ect  on  the 


burning  cost,  inasmuch  as  it  makes  a  large  reduction 
in  the  labor  and  the  amount  of  fuel  consumed.  This  is 
shown  by  the  following  figures,  which  have,  for  the 
greater  part,  been  derived  from  carefully-kept  daily 
records  of  the  Standard'  Brick  Company,  Crawfords- 
ville, Ind.,  and  represent  actual  conditions : 

Power  cost  per  1,000  builders,  $0.0547;  labor  cost 
per  hour  per  kiln  of  60,000,  $0.1500;  coal  per  hour  per 
kiln  of  60,000,  357  pounds;  cost  of  coal  per  hour  per 
kiln  of  60,000,  $0.4750  ;  hours  saved  by  forced  over  na- 
tural draft,  48  average.  Resultant  economy :  Coal  for 
48  hours,  at  $0,475,  $2,303;  48  hours'  labor,  at  $0.15, 
$7.20;  total,  $30.23;  less  power  for  60,000  brick.  $3.28; 
net  saving  per  kiln,  $26.95  ;  or  a  saving  per  1,000  build- 
ers of  $0.45. 

Conclusions 

Summing  up  briefly  the  pros  and  cons  of  forced 
draft  we  find  them  to  be  about  as  follows: 

(a)  Advantages: 

1.  The  permissible  use  of  a  wide  range  of  coals,  in- 
cluding the  lignite. 

2.  Provides  a  means  for  high  kiln  efficiency. 

3.  Economy  of  fuel  by  shortening  the  burning  time. 

4.  Economy  of  labor  for  the  same  reason. 

5.  Favorable  water-smoking  conditions. 

6.  Very  little  afifected  by  weather  conditions. 

7.  A  very  low  furnace  upkeep. 

(b)  Disadvantages : 

1.  Original  cost  somewhat  in  excess  of  natural 
draft. 

2.  A  continual  operating  expense  for  power. 

3.  Requires  close  attention  from  the  burners ;  this, 
however,  should  prove  beneficial. 

4.  Subject  to  delays  from  accidental  causes. 

In  conclusion,  it  is  the  writer's  belief  that  there  are 
many  plants  of  moderate  size  where  the  use  of  forced 
draft  would  prove  of  great  assistance,  in  the  lowering 
of  burning  costs,  through  the  use  of  low-grade  fuels 
and  shorter  burns. 


War  Conditions  Augment  Motor  Traffic 

Measures  for  Expeditious  and  Economical  Improvement  of  Highways  Under 
Present  Circumstances — The  Development  of  Motor  Truck  Transportation 


WAR  conditions  have  more  or  less  aflected. 
highway  construction,  as  indeed  all  engineer- 
ing and  contracting  work.  The  high  price  of 
labor  and  material  and  a  feeling  prevalent  to 
a  certain  extent  that  highways  are  luxuries  have  com- 
bined to  curtail  the  improvement  of  roads  throughout 
the  country.  There  has  been,  however,  a  rapid  develop- 
ment of  motor  truck  traffic  on  country  highways,  espe- 
cially in  the  United  States,  instigated  almost  entirely 
by  war  conditions.  The  development  of  motor  truck 
traffic  and  its  efTect  were  considered  in  a  paper  read 
recently  at  the  American  Association  for  the  Advance- 
ment of  Science  convention,  by  Arthur  H.  Blanchard, 
consulting  highway  engineer,  New  York.  This  paper, 
extracts  of  which  are  reprinted  herewith,  considers  the 
improvement  of  highways  to  meet  this  new  condition 
and  the  details  of  construction  that  will  suit  war-time 
needs.  Most  of  the  points  are  applied  to  conditions  in 
the  United  States. 

.\vailable  cost  and  operation  records  and  the  opin- 


ions of  users  of  motor  trucks  on  long  hauls  leads  to  the 
conclusion  that,  granted  good  roads  and  efficient  man- 
agement, the  transportation  of  industrial  and  agricul- 
tural products  on  hauls  of  50  to  75  miles  is  economical 
under  peace  as  well  as  war  conditions.  Recent  evidence 
in  support  of  this  contention  is  furnished  by  state- 
ments of  motor  truck  companies  using  country  high- 
ways. Motor  truck  transportation  for  distances  in  ex- 
cess of  75  miles  will  be  found  to  be  economical  under 
certain  conditions.  Under  war  conditions  excessive 
long  haul  transportation  will  be  developed  to  a  large 
extent. 

Incident  to  the  general  development  noted  is  the 
progressive  establishment  of  express  motor  truck 
transportation  companies,  several  of  the  pioneers  l)eing 
in  operation  in  the  State  of  New  York  four  or  five  vears 
ago.  One  of  the  most  widely  advertised  companies  is 
operated  by  the  Goodyear  Tire  and  Rubber  Companv. 
between  Akron,  Ohio,  and  IJoston,  the  round  trip  of 
1,510  miles  being  made  in  less  than  one  week,  .\nothcr 
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prominent  company,  the  Beam-Fletcher  Corporation, 
operates  a  daily  motor  truck  service  between  Philadel- 
phia and  New  York,  and  guarantees  deliveries  in  New 
"^'ork  by  noon  of  goods  received  not  later  than  5  p.m.  on 
the  preceding-  day  in  Philadelphia. 

Feeders  to  Railroads 

Another  special  field  in  which  motor  truck  trans- 
portation is  developing-  is  found  in  areas  surrounding- 
railroad  centres.  Under  peace  and  war  conditions  it  is 
economical,  granted  good  cross-country  highways  and 
efficient  management  of  motor  truck  companies,  to 
transport  freight  consigned  to  a  town  on  one  railway 
line  entering  the  terminus  from  a  town  located  on  an- 
other radiating-  railroad.  Under  war  conditions,  at 
least,  the  railroads  will  welcome  such  development  of 
motor  truck  transportation,  as  freight  cars  are  thus 
saved  for  long  hauls  and  the  congestions  of  freight 
yards  relieved. 

Under  war  conditions  railroad  freight  haulage  by 
motor  trucks  over  highways  paralleling  railways  may, 
in  some  cases,  become  mandatory  in  order  to  relieve 
the  congestion  of  terminals  and  increase  the  monthly 
ton  mileage  of  freight  cars.  By  increasing  unloading 
facilities  at  railroad  stations  on  lines  entering  a  city 
many  classes  of  freight  consigned  to  the  terminus  could 
be  transferred  to  motor  trucks  and  thus  delivered  to 
the  consignees. 

If  the  food  problem  is  partially  solved  by  the  estab- 
lishment of  city  public  markets  supplied  by  motor 
trucks  direct  from  farms,  motor  truck  traffic  will  in- 
crease enormously  on  many  highways  entering  cities. 

Highway  Improvement  Under  War  Conditions 

It  is  evident,  therefore,  that  transportation  by 
motor  trucks  will  rapidly  develop  under  war  condi- 
tions, and  that  highways  of  inter  and  intra-state  trans- 
portation systems  must  be  improved  if  agricultural,  in- 
dustrial, and  commercial  activities  necessary  for  the 
successful  conduct  of  the  war  are  to  be  efficiently 
maintained.  '  ' 

Granted  the  economic  necessity  of  a  vigorous  high- 
way improvement  campaign,  a  program  must  be  out- 
lined under  which  the  improvement  of  many  highways 
may  be  carried  on  expeditiously  and  at  a  minimum  cost 
under  war  conditions.  Excellent  educational  and  pro- 
ductive work  has  already  been  started  by  government 
bodies,  local  highway  organizations,  and  the  technical 
and  daily  press.  The  following  suggestions  do  not 
constitute  a  complete  program  of  procedure,  but  are 
presented  for  consideration  and  discussion  as  factors  in 
constructing  and  maintaining  highways  under  war 
conditions. 

It  is  evident  that  it  will  be  necessary  for  states, 
counties,  towns,  and  contractors  to  use  motor  trucks 
under  all  practicable  conditions  for  the  transportation 
of  highway  materials  and  machinery.  In  order  that  the 
utilization  of  motor  trucks  on  country  highways  may 
be  economical  and  efficient  it  is  highly  desirable  that 
some  agency  should  acquire  all  reliable  data  pertaining 
to  haulage  by  motor  trucks  on  country  highways  under 
^  varying  conditions  and  give  wide  ])ublication  to  all  data 
of  value  to  users  of  motor  trucks. 

(Iranted  ideal  imi)rovemcnt  of  highways  for  use  by 
motor  trucks,  efficient  operation  will  be  impracticable 
if  traffic  regulations  are  not  based  on  sound  economic 
l>rinciples.  Furthermore,  the  economic  use  by  motor 
trucks  of  trunk  highways  will  be  difficult  if  each  state 
continues  to  enforce  laws  radically  different  from  ad- 
joining states,  h'or  example,  the  I 'eani-I'Metcher  Cor- 
j)oratjun  of  Phikidclj)hia,  which  o])erates  a  daily  njotor 


truck  express  service  between  Philadelphia  and  New 
York,  states  that  "New  Jersey's  new  motor  vehicle  law 
reducing  speed  of  trucks  to  ten  miles  per  hour,  with 
sealed  governor,  will,  if  enforced,  make  it  impracticable 
for  us  to  continue  operation  east  of  Pennsylvania  after 
January  1." 

Speed  Limit  Not  Too  Much  Restricted 

Investigations  made  in  the  State  of  New  York 
showed  that  the  average  speed  of  motor  trucks  carry- 
ing a  load  of  one  ton  was  about  19>4  miles ;  carrying 
from  two  to  five  tons,  about  17i^  to  14  miles  respec- 
tively; and  carrying  fifteen  tons,  10  miles  per  hour. 
The  investigation  also  showed  that  65  per  cent,  of  the 
motor  trucks  using  highways  outside  of  cities  carried 
loads  varying  from  two  to  five  tons.  It  is  evident, 
based  upon  the  above  statistics,  that  a  maximum  speed 
regulation  of  ten  miles  per  hour  would  mean  a  material 
reduction  in  the  present  average  speed,  and,  in  most 
cases,  the  impracticability  of  using  motor  trucks  eco- 
nomically for  transportation  purposes  on  long  hauls. 

Not  until  the  efl^ects  of  the  normal  operation  of 
motor  trucks  on  efficiently  improved  roadways  have 
been  established  should  maximum  speeds  of  less  than 
twenty  miles  per  hour  for  trucks  carrying  loads  up  to 
three  tons  and  fifteen  miles  for  trucks  carrying  over 
three  tons  be  incorporated  in  traffic  regulations. 
Neither  should  unwarranted  restrictions  be  imposed 
relative  to  over  all  dimensions  of  motor  trucks  and  the 
use  of  one,  two,  or  three  trailers. 

Contracts  and  specifications  must  be  simplified, 
otherwise  it  will  not  be  practicable  to  secure  bids  from 
responsible  contractors.  It  would  be  advisable  that  there 
should  be  adopted,  as  far  as  practicable,  simple,  uni- 
form, general  requirements  of  contracts  and  specifica- 
tions which  would  reduce  to  a  minimum  the  burdens 
now  placed  on  contractors,  retaining  only  such  stipula- 
tions as  are  necessary  to  ensure  honest  work  under 
competent  supervision.  Special  attention  should  be 
given  to  the  following  subjects:  The  elimination  of 
maximum  prices  in  bid  sheets;  the  insertion  of  definite 
requirements  covering  materials  so  that  contractors 
may  determine  on  the  source  of  supply  before  bids  are 
submitted;  elimination,  as  far  as  practicable,  of  the  use 
of  the  objectionable  phrase,  "to  the  satisfaction  of  the 
engineer" ;  elimination  of  clauses  which  make  contrac- 
tors assume  the  financial  loss  caused  by  rectification 
of  mistakes  in  designs  and  specifications. 

Making  use  of  local  materials  for  the  construction 
of  highways  has  always  been  advocated.  In  the  con- 
sideration of  methods  of  high-way  improvement  special 
attention  should  be  paid  to  devising  suitable  method.^ 
which  will  require  minimum  tonnage  and  bulk  trans- 
portation of  highway  materials.  Maximum  use  must 
be  made  of  deposits  of  sand,  gravel,  and  rock.  This 
necessity  will  lead  to  the  development  of  many  local 
deposits  from  which  the  materials  may  be  transported 
by  motor  trucks. 

Labor  Under  War  Conditions 

Methods  should  be  adopted  utilizing  to  the  mini- 
mum common  and  skilled  labor.  In  conjunction  with 
this  recommendation  its  correlation  should  be  consid- 
ered, namely,  the  maximum  use  of  labor-saving  ma- 
chinery in  all  methods  of  construction  and  mainten- 
ance. 

Convict  labor  should  be  used  to  the  maximum  ex- 
tent of  the  availability  of  such  labor.  The  mooted 
<|ucslions  of  economical  use  of  convict  labor  and  com- 
petition with  organized  labor  are  eliminated,  due  to 
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war  conditions.  Able-bodied  prisoners  of  v/ar,  not 
being  utilized  in  foreign  countries,  might  be  transferred 
to  this  country  and  assigned  by  the  government,  under 
military  supervision,  to  highway  work  under  state  de- 
]iartments. 

The  development  of  motor  travel  and  motor  truck 
transportation  has  vividly  drawn  attention  to  the  rela- 
tive values  of  different  classes  of  highways  to  the 
nation,  state,  county,  and  urban  districts.  Public  opin- 
ion is  slowly  but  surely  tending  towards  the  conclu- 
sion, held  by  many  individuals  and  associations,  that 
inter-state  trunk  highways  should  be  constructed  and 
maintained  by  the  national  government.  Under  war 
conditions,  such  action  by  the  government  is  a  military 
and  public  welfare  necessity.  It  is  possible,  by  this 
method,  to  have  the  vital  trunk  highways  of  the  nation 
designed,  constructed,  maintained,  and  regulated  so 
that  their  utilization  for  motor  truck  transportation 
under  war  conditions  will  be  economicallv  practicable. 


Low  Compensation  Rate  for  Ontario  Clay 
Products  Industries 

DESCRIBING  the  operation  of  the  Ontario 
Workmen's  Compensation  Act,  Mr.  Samuel 
Price,  chairman  of  the  Workmen's  Compensa- 
tion Board,  stated  before  the  Canadian  Na- 
tional Clay  Products  Association  that  the  rate  applying 
to  the  clay  products  industry  in  Ontario  was  much  less 
than  in  any  of  the  states  where  a  system  of  state  in- 
surance for  compensation  is  in  vogue.  For  the  manu- 
facture of  clay  products  the  original  rate  in  1915  was 
fixed  at  90  cents  per  $100  of  pay-roll.  In  1916  this  was 
reduced  to  60  cents.  At  the  end  of  1916  it  was  found 
that  experience  for  the  clay  product  manufacturers  was 
not  as  good  as  had  been  expected,  and  the  rate  was 
raised  retroactively  to  90  cents.  A  90-cent  rate  was 
also  fixed  for  1917.  It  was  hoped  that  this  rate  might 
still  be  sufficient  for  1918,  but  this  cannot  be  definitely 
settled  until  the  experience  for  the  past  year  has  been 
fully  tabulated. 

Comparing  this  90-cent  rate  with  the  rates  last  year 
it  is  found  that  Ohio  charges  $1.45;  Michigan,  $2.06; 
New  York,  $2.91;  Pennsylvania,  $1.31;  Illinois,  $2.37; 
Wisconsin,  $2.32;  Indiana,  $2.25;  Kentucky,  $1.97; 
Colorado,  $1.53;  Washington,  $1.50;  California,  $2.39. 

The  way  to  keep  the  rate  low,  according  to  Mr. 
Price,  was  to  avoid  accidents.  This  will  now  be  a  mat- 
ter of  special  individual  concern  to  each  employer,  in- 
asmuch as  under  the  system  of  merit-rating  to  be 
adopted,  the  employer  having  a  bad  accident  experi- 
ence will  pay  a  higher  rate  of  assessment  than  the  em- 
ployer whose  accident  experience  is  good.  The  ad- 
justment will  be  made  after  the  accident  experience  of 
each  employer  has  been  ascertained. 


Manitoba  Steel  &  Iron  Co.  Organized 

THE  organization  meeting  of  the  Manitoba  Steel 
and  Iron  Company,  Ltd.,  was  held  in  the  city 
of  Winnipeg  on  February  8,  and  the  following 
board  of  directors  was  elected  for  the  ensuing 
vear:  T.  R.  Deacon,  H.  B.  Lyall,  Sir  Augustus  Nan- 
ton.  George  F.  Gait,  G.  W.  Allan,  K.C.,  M.P.,  Sir  Doug- 
las Cameron,  Charles  Pope,  Capt.  William  Robinson, 
and  W.  H.  Cross.  At  a  subsequent  meeting  of  the 
directors  the  officers  were  elected  as  follows :  T.  R. 
Deacon,  president;  H.  B.  Lyall,  vice-president;  Walter 
.'tuart,  secretary. 

The  company  has  been  incorporated  with  a  Domin- 
ion charter,  with  an  authorized  capital  of  $500,000,  to 


take  over  the  merchant  end  of  the  business  of  the 
Manitoba  Bridge  and  Iron  Works,  which  has  grown  to 
considerable  dimensions.  The  new  company  is  strong- 
ly financed,  and  will  carry  on  a  general  merchant  busi- 
ness in  heavy  steel  goods,  such  as  structural  steel, 
plates  and  sheets,  bar  iron  and  steel,  boiler  tubes,  riv- 
ets, bolts,  railway  supplies,  mining  equipment,  heavy 
forging  billets,  and  stock  for  shipljuilding.  An  entire 
block  of  land,  with  a  suitable  warehouse,  has  been 
secured  on  Logan  Avenue,  with  railway  siding  facili- 
ties, and  business  will  >be  commenced  on  March  1.  The 
business  will  be  carried  on  along  lines  similar  to  the 
large  steel  and  iron  merchant  businesses  of  the  United 
Slates,  contracts  for  large  tonnages  being  made  at  one 
time  with  the  rolling  mills.  Authority  is  also  given 
under  the  charter  to  build  and  operate  rolling  mills  and 
blast  furnaces. 

The  Manitoba  Bridge  and  Iron  Works  purpose  con- 
fining their  operations  more  to  the  purely  manufactur- 
ing side  of  the  business,  for  which  this  change  will  af- 
ford them  more  needed  room  on  their  present  site.  The 
latter  company  is  also  applying-  for  a  Dominion  char- 
ter, with  an  authorized  capital  of  $1,000,000. 


Difficulties  in  Clay  Plant  Operation 

SPEAKING  before  the  Canadian  National  Clay 
Products  Association  on  difficulties  in  the  way  of 
successfully  operating  clay  plants,  Dr.  L.  L.  Plant, 
Georgetown,  Ont.,  stated  that  trouble  could  often 
be  traced  to  the  clay  bank  or  shale  pit.  He  instances 
a  plant  that  had  defied  several  ceramic  engineers.  It 
had  a  capacity  of  50  tons  of  fireproofing  and  150,000 
wire-cuts  per  day,  and  was  equipped  with  round,  down- 
draft  kilns  and  waste  heat  drier.  The  clay  was  nice  to 
handle  in  the  making  and  the  drying",  but  in  the  pro- 
cess of  burning  it  would  burn  itself  and  have  to  be 
drawn  out  with  sledge-hammers  and  crowbars  in  two 
or  three  hundred  pound  chunks.  It  was  simply  a  molt- 
en mass.  The  changes  in  the  burners,  to  which  the 
trouble  was  at  first  attributed,  did  not  improve  condi- 
tions. The  trouble  was  traced  to  the  clay  pit,  the  rea- 
son being  that  the  material  contained  a  very  large 
amount  of  sulphur  and  vegetable  matter,  which  burned 
itself  when  it  became  red  hot.  As  a  remedy,  about  40 
per  cent,  of  refractory  clay  from  another  part  of  the 
bank  was  added  to  the  impure  material,  with  the  result 
that  a  clean,  cherry-red  brick  and  fireproofing  of  per- 
fect dimensions  and  excellent  ring  were  produced. 

Kiln  Operation  Is  Important 

The  operation  of  the  kiln  is  claimed  by  Dr.  Plant  to 
be  the  most  important  matter  in  clay-working  opera- 
tions. He  does  not  define  an  ideal  kiln  for  all  wares, 
but  recommends  the  rectangular,  down-draft  kiln  as 
the  best  for  brick.  A  great  many  kilns  that  turn  out 
bad  burns  time  after  time  can  be  made  to  give  good 
results  after  altering  the  bottoms,  maiking  sure  that  the 
system  of  draft  in  the  bottom  is  such  that  the  kiln 
draws  well  at  all  points.  The  brick  must  also  be  set 
open  enough  to  secure  a  good  draft.  The  stack  is  a 
very  important  part  of  the  kiln,  and  is  often  not  given 
sufficient  consideration.  The  stack  must  be  of  the 
proper  height  and  the  flue  of  the  right  diameter  for  the 
number  of  kilns  it  has  to  draw. 

In  speaking  of  clay-working  machinery,  Dr.  Plant 
emphasizes  the  need  of  proper  location  and  relation- 
ship with  other  machines.  Many  brick  men,  accord- 
ing to  him,  crowd  their  factories  with  unnecessary  ma- 
chinery, and,  instead  of  increasing  their  output,  are 
thereby  adding  a  virtual  loss, 


146 


THE   CONTRACT  RECORD 


February  30,  1918 


The  Architect's  Place  in  Railway  Work 

The  Author  Deplores  Lack  of  Proper  Architecture  in  Design 
of   Railway   Stations  and  Scores    Standardization  Methods 


SPEAKING  before  the  Canadian  Railway  Club  on 
"'Architecture  and  Building-  as  Applied  to  Rail- 
way Work,"  Mr.  C.  Gordon  Mitchell,  architect, 
representing  the  Canadian  Northern  Railway 
Company,  Montreal,  outlined  the  work  of  the  architect 
in  designing  railway  terminal  and  passenger  stations. 
He  pointed  out  how  common  improper  designs  are,  due 
to  non-appreciation  of  the  conditions  railway  terminals 
have  to  fulfill.  A  large  part  of  his  paper  is  devoted  to  a 
vigorous  condemnation  of  standardization  methods,  as 
practised  by  some  of  the  railway  conipanies  in  regard 
to  their  stations.  His  views  were  criticized  by  many 
taking  part  in  the  discussion  which  followed  the  pre- 
sentation of  the  paper.  The  following  matter  is  con- 
densed from  Mr.  Mitchell's  paper : 

Competition  Ensures  Better  Stations 

The  retrospective  view  is  short  to  the  time  when 
there  was  not  a  comfortable,  well-designed  railroad  sta- 
tion on  the  continent  of  America,  and  the  principal 
reason  of  this  condition  is  not  far  to  seek,  viz..  lack  of 
competition.  If  there  be  any  doubt  on  this  subject,  I 
would  ask  you  to  make  a  comparison  between  rival 
railway  stations  in  most  cities  and  the  same  companies' 
stations  where  there  is  no  competition.  Look  at  some 
of  the  older  railroad  passenger  stations  and.  tell  me, 
have  they  one  redeeming  quality?  Do  they  in  any 
way  fulfill  the  objects  for  which  they  were  built?  You 
answer,  yes,  and  I  agree ;  but  I  maintain  they  fall  very 
far  short  of  fulfilling  what  might  have  been  accom- 
plished had  they  been  properly  designed.  Now,  if  this 
arises  from  ignorance  of  the  case  it  might  be  excused, 
but  it  cannot  be  applied  to  railroad  companies,  for  you 
will  find  that  where  there  is  keen  competition  the  pas- 
senger station  has  generally -been  designed  by  a  com- 
petent architect,  collaborating  with  the  officials  of  dif- 
ferent departments,  so  as  to  include  all  requisites  ne- 
cessary to  the  comfort  of  the  public,  efficiency  of  the 
employees,  and  good  administration,  thereby  contri- 
buting to  the  success  of  the  railroad  company.  If  this 
be  the  case  at  competitive  points,  does  it  appear  good 
judgment,  sound  logic,  or  wise  business  that  at  all 
others  anything  is  good  enough  which  will  protect  the 
baggage,  express,  and  passengers  from  the  storm.  Will 
an  hour  spent  in  a  poorly-lighted,  badly-ventilated,  and 
insufficiently  heated  waiting-room  tend  to  make  the 
public  speak  highly  of  any  public  service?  The  pul)lic 
are  the  patrons,  and  it  is  they  who  should  be  consid- 
ered. Therefore,  I  contend,  that  much  care  and  study 
should  be  devoted  to  the  designing  and  l)uilding  of 
even  the  smallest  station,  so  that  the  very  best  results 
may  be  obtained  from  the  money  at  the  disposal  of  the 
,  architect.  I  say  architect  advisedly,  because  I  am  con- 
vinced that  no  other  profession  is  capal)le  of  designing 
a  Iniilding  which  will  fulfill  all  the  conditions  of  cost, 
requirements,  etc.,  and  then  only  if  he  has  had  good 
judgment  and  cxi)erioncc  combined. 

Build  Soundly,  Not  Gaudily 
This  is  a  commercial  age,  and  cost,  therefore,  looms 
largely  on  the  horizon  of  every  undertaking,  and  it  is 
by  no  means  aljscnt  in  building  enterprises.  Inferior 


designers,  knowing  their  inefficiency,  will  often  at- 
tempt to  excuse  the  shortcomings  in  their  work  on  the 
ground  of  cost.   No  weaker  excuse  could  be  attempted. 

Not  many  railroad  architects  suf¥er  from  the  burden 
of  having  too  much  money  to  spend  on  their  buildings, 
and  he  is  wise  who  knows  that  the  foundations  are  well 
designed  before  thinking  of  decoration  ;  but,  unfortu- 
nately, the  public  demand  show  at  the  expense  of  con- 
struction. The  true  spirit  of  architecture  is  sound  con- 
struction, and,  if  the  proportions  are  well  designed,  the 
results  will  be  pleasing,  in  spite  of  the  lack  of  decora- 
tion. Are  we  to  expect  good  proportion  from  a  design- 
er who  is  ignorant  of  the  fine  orders  of  architecture, 
oftentimes  totally  so?  The  intimate  knowledge  of 
these  is  the  cradle  of  all  good  proportion,  and  to  obtain 
this  'knowledge  requires  not  only  inborn  aptitude,  but 
years  of  study.  If,  then,  my  statements  are  correct,  it 
is  little  wonder  we  have  so  many  monstrosities  in  rail- 
way buildings.  Where  does  the  blame  lie  for  so  piti- 
able a  state  of  afTairs?  It  is  not  the  chief  engineer  of 
the  road  who  is  responsible,  even  if  the  work  of  design- 
ing- the  building  falls  directly  to  his  department.  I 
suspect  the  finance  department  is  generally  the  cul- 
prit, and,  "to  cut  down  expense,"  the  work  of  design- 
ing important  building-s  is  often  delegated  to  one  of 
the  junior  engineers,  the  prevailing  idea  being  that 
anyone  can  design  a  building-.  The  most  simple  and 
inexpensive  building  may  be  made  adequate  and  beau- 
tiful in  its  simplicity  if  designed  by  a  conipetent  de- 
signer and  carried  into  efifect  by  a  properlv  qualified 
builder,  the  two  collaborating  in  their  work. 

As  to  cost,  the  sure  method  of  increasing  the  even- 
tual capital  cost  is  to  employ  unqualified  designers,  for 
in  a  very  short  period  of  time  the  maintenance  of 
badly-designed  buildings  will  eat  up  very  much  more 
than  the  original  outlay  of  paying  for  good  design.  If 
this  is  not  the  case,  why,  let  me  ask  you.  do  the 
shrewdest  business  men  throughout  the  world  employ 
architects  to  design  and  supervise  the  erection  of  their 
buildings?  Some  railroads  have  adopted  a  middle 
course — that  of  employing  architectural  draughtsmen, 
generally  the  cheapest  men  on  the  market.  Mere, 
again,  I  question  the  wisdom,  and.  from  personal  ex- 
perience, I  have  found  that  the  cheap  assistants  are 
dear  at  any  price. 

Standardization  Deprecated 

I  would  now  call  your  attention  to  standardizing 
l)uildings.  Standardization  at  first  glance  appears  very 
attractive  from  the  economical  viewpoint,  but  does  it 
bear  close  scrutiny?  Firstly,  standardizing  suggests 
similar  conditions  and  demands  a  unit  system  of  de- 
signing. Can  a  unit  system  be  ap])lied  successfully 
tliroughout?  T  am  of  the  opinion  that  it  can  only  be 
applied  partially,  e\en  to  what  might  appear  stereo- 
tvped  l)uildings  of  the  commercial  class — e.  g.,  work- 
.shops,  warehouses,  and  freight  sheds. 

The  chief  objections,  in  my  opinion,  to  standardized 
buildings  are  as  follows:  In  every  case  where  a  build- 
ing is  necessary  the  conditions  are  difTerent.  In  at- 
temi)ting  to  make  the  standard  suit  the  varying  con- 
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ditions  it  will  mostly  be  found  that  so  many  variations 
occur  that  little  of  the  standard  plan  remains,  and  pos- 
sibly better  results  will  be  obtained  by  ignoring  it 
entirely.  For  example,  will  the  requirements  of  a 
roundhouse  at  Prince  Rupert  be  exactly  similar  to 
those  at,  say,  Quebec,  presuming  that  the  engineering 
work  executed  at  each  point  is  of  the  same  character? 
If  this  be  the  case,  can  a  standard  roundhouse  be 
erected  at  every  requisite  point  from  Halifax  to  the 
Pacific  Coast,  and  give  full  satisfaction  in  each  case  by 
merely  reducing  or  adding  to  the  number  of  units 
necessary?  The  climatic  conditions  differ  all  the  way 
through,  and  this  fact  alone  will,  to  some  extent, 
modify  the  details  of  a  standard  plan.  The  best  mater- 
ials to  use  for  construction  and  their  cost  must  differ 
in  different  localities,  so  that  in  some  cases  it  might  be 
wise  to  use  stone,  in  others  brick  or  reinforced  con- 
crete, or  any  two  or  perhaps  all  three  of  these  mater- 
ials. If  this  be  true,  we  shall  want  not  one,  but  per- 
haps three  standard  roundhouse  plans  to  begin  with, 
and,  then,  how  about  the  units?  Can  a  standard  be 
adopted  the  unit  of  which  can  either  accommodate  a 
hundred  workmen  or,  by  being  doubled,  accommodate 
two  hundred  and  still  bear  equal  relation  in  each  case? 
I 'should  question  it.  I  do  not  argue  against  a  typical 
layout  of  plans  for  certain  kinds  of  buildings.  The 
conditions  being  similar,  the  general  layout  of  a  plan 
ma)^  be  typical  with  successful  results,  but  so  soon  as 
the  conditions  change  to  any  considerable  extent  I 
maintain  that  a  standardized  building  plan  will  have 
to  be  changed.  As  regards  the  changed  conditions, 
these  can  only  be  fully  appreciated  and  provided  for 
by  trained  men. 

Conditions  Differ  Widely 

Wherein  lies  the  great  advantage  of  standardiza- 
tion relative  to  building?  If  it  is  merely  to  save  the 
cost  of  designing  a  new  or,  it  may  be,  typical  plan  to 
suit  all  the  new  conditions,  then  it  appears  to  me  a  fal- 
lacy. In  the  case  of  passenger  stations,  where  the 
amount  and  kind  of  business  done,  the  size,  position, 
shape,  and  levels  of  the  ground  differ  in  each  case,  a 
"general  type  of  station  may,  with  good  results,  be 
adopted,  but  I  cannot  reconcile  a  standard  plan  with 
satisfactory  results.?  Standardization  may  be  best  ap- 
plied to  things  that  are  required  by  the  hundreds  to 
['ulfill  the  exactly  same  requirements  and  conditions, 
^lanufacturing  by  hundreds  or  thousands  is  much  less 
costly  per  unit  than  producing  by  units  as  when  re- 
quired, but  the  cases  are  not  parallel ;  in  buildings  the 
case  is  rather  reversed.  AV e  build  to  suit  the  exact 
necessities  of  a  different  requirement  each  time,  and  I 
may  add  that,  after  thirty  years'  experience  in  active 
architecture  and  building,  I  have  never  yet  been  able 
to  use  the  same  or  similar  types  for  the  same  or  simi- 
lar purposes  and  governed  by  similar  conditions,  but 
always  with  differences  sufificient  to  call  for  a  new  plan. 
I  have  only  once  worked  as  an  architect's  assistant  in 
an  office  where  standard  drawings  were  used,  and  I 
am  positive  my  employer  did  about  the  worst  work  I 
have  ever  touched.  His  idea  was  to  save  cost  in  pro- 
duction of  drawings,  but  the  time  spent  in  trying  to 
adapt  these  standards  to  the  new  work  was  a  very 
questionable  piece  of  financing,  a  very  degrading  form 
iif  architectural  practice,  and  resolved  itself  into  a 
continual  stream  of  new  assistants  through  the  office, 
until  he,  at  last,  reached  the  class  of  man  who  had  no 
interest  in  his  profession  beyond  the  pay  cheque  at  the 
end  of  the  month. 

Standardization  of  building  materials    has  often 


been  attempted,  but  cannot  be  strictly  adhered  to.  Let 
us  take  one  example  which  is  very  popular  with  large 
companies,  viz.,  standard  paint.  I  think  probably 
more  money  is  made  by  manufacturers  out  of  their 
standardized  paints  than  any  other  they  produce. 

Perhaps  no  building  material  is  more  faked  than 
paint.  To  the  average  person  all  paint  is  just  "paint." 
It  is  a  commodity  very  largely  advertised.  '  Advertis- 
ing is  expensive,  but  it  pays  when  the  scale  is  large 
enough,  and,  naturally,  it  is  the  purchaser  of  the  large- 
ly-advertised paint  who  does  the  paying.  He  pays  in 
the  quality  of  the  material  because  he  is  ignorant  of 
what  he  is  buying.  Companies,  on  the  other  hand, 
often  have  analysis  of  the  standard  paint  they  use,  and 
upon  this  analysis  the  supply  contract  is  based.  These 
contracts  get  renewed  from  time  to  time ;  the  purchas- 
ing agent  has  long  forgotten  the  analysis  exists,  and, 
in  many  cases,  the  manufacturer  also.  It  would  be 
well  in  all  cases  where  standard  paints  are  used  to 
have  a  periodical  analysis  made,  so  as  to  be  sure  the 
manufacturer  or  some  of  his  employees  have  not  taken 
it  upon  themselves  to  slightly  modify  the  standard. 

Object  to  Author's  Opinions 

During  the  discussion  which  followed,  the  views  of 
Mr.  Mitchell  were  criticized  by  some  speakers,  who 
held  that  his.  ideas  were  too  Utopian.  Exception  was 
taken  to  some  of  his  remarks  regarding  standardiza- 
tion, the  opinion  generally  being  in  favor  of  the  stan- 
dardization of  buildings  wherever  possible.  It  was 
pointed  out  that  buildings  of  this  class  were  specially 
adapted  for  small  towns  of  a  similar  character,  and  it 
was  stated  that  many  of  the  C.P.R.  stations  were  con- 
structed from  standardized  plans.  In  the  case  of  ter- 
minals it  was  a  different  proposition,  and  it  was  im- 
perative to  employ  architects  to  design  suitable  build- 
ings. The  question  of  cost,  too,  was  often  a  considera- 
tion and  buildings  had  to  be  erected  within  a  certain 
sum.  It  had  been  stated  that  the  only  proper  place 
for  the  use  of  reinforced  concrete  was  underground, 
and  that  it  was  impossible  to  embellish  reinforced  con- 
crete structures.  The  reply  to  this  was  that  there 
were  many  instances  where  concrete  buildings  had 
been  to  a  certain  extent  embellished,  and  that  masonry 
entailed  considerable  cost  in  upkeep  by  reason  of  the 
necessity  of  being  re-pointed. 


The  bill  introduced  by  Mr.  Adrien  Beaudry  into 
the  Quebec  Legislature  affecting  the  status  of  civil 
engineers  has  been  passed,  but  with  an  amendment 
safeguarding  the  interests  of  some  engineers  who  are 
not  memibers  of  any  society  in  the  province.  This 
amendment  is  to  the  effect  that  the  bill  will  not  apply 
to  engineers  who,  prior  to  December  31,  1917,  were 
corporate  members  of  "any"  recognized  society  of  civil 
engineers  and  who  had  been  practising-  their  profes- 
sion in  the  province  for  four  consecutive  years  prior  to 
Demember  31,  1917. 


The  Columbus  Chain  Company,  with  factories  at 
Columbus,  Ohio,  and  Lebanon,  Pa.,  and  the  MacKin- 
non Chain  Company,  with  factories  at  Buffalo,  N.Y., 
and  St.  Catharines,  Ont.,  have  united  under  the  name, 
"The  Columbus-MacKinnon  Chain  Company."  The 
new  company  have  formed  their  Canadian  organiza- 
tion, known  as  the  MacKinnon-Columbus  Chain  Co., 
Ltd.,  with  general  offices  at  St.  Catharines.  The  new 
company  will  offer  to  the  trade  a  full  line  of  electric 
welded  chain  and  fire  welded  chain  manufactured  at 
their  Canadian  factory. 
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Public  Works  of  Manitoba 

Recent  Report  Details  Progress  on  Public 
Buildings  and  Highway  Work 


THE  annual  report  of  the  Manitoba  Department 
of  Public  Works  was  recently  presented  to  the 
legislature  by  Hon.  George  A.  Grierson,  Min- 
ister of  Public  Works.  Besides  a  comprehen- 
sive review  of  the  work  of  the  department  by  the 
deputy  minister,  S.  C.  Oxton,  it  contains  the  full  re- 
ports of  sixteen  sub-departments.  The  following  mat- 
ter, taken  from  the  report,  deals  more  particularly  with 
the  ibuilding  and  highway  activities  of  the  department : 

New  Parliament  Buildings 

The  report  states  that  the  exterior  stone  work  of 
the  new  capitol  has  been  brought  to  general  roof  level 
and  both  wings  closed  in.  The  interior  stone  work 
has  progressed  favorably,  and  the  concrete  in  the  dome 
section  brought  to  general  roof  level  and  temporarily 
closed  for  heating  purposes,  so  that  pouring  of  con- 
crete can  proceed  this  winter  to  bring  the  structure  to 
the  level  to  receive  the  steel  in  the  early  spring.  Half 
the  basement,  three  whole  floors  in  the  northeast  wing, 
and  one  in  the  northwest  wing  are  occupied  at  present. 

The  only  thing  remaining  to  be  done  on  the  new 
law  courts  is  the  treatment  of  the  entrance  and  grounds 
to  be  taken  up  this  spring.  The  central  power-house  is 
now  supplying  steam  for  the  whole  group  of  govern- 
ment buildings,  including  the  university  buildings,  and 
contractors'  heat  for  the  new  parliament  buildings 
other  than  the  portion  in  use.  The  tunnel  is  in  full 
operatipn.  There  is  still  considerable  work  to  be  done 
in  the  central  power-house  in  connection  with  electri- 
cal service  and  equipment  of  various  kinds.  Motor 
generators  are  being  installed,  and  it  is  proposed  to 
take  all  the  power  required  for  light  and,  power  pur- 
poses in  the  buildings  at  high  tension  and  transform 
and  distribute  it  either  in  alternating  or  direct  current 
for  light  and  power  purposes  at  various  voltages  as 
required.  The  government  is  purchasing  the  current 
at  Yi  cent  per  kilowat  hour  from  the  city,  but  as  soon 
as  this  installation  is  completed  it  expects  to  make  a 
big  saving  by  doing  its  own  transforming  and  distri- 
buting. The  power-house  and  its  equipment,  when 
complete,  will,  it  is  stated,  be  the  most  modern  installa- 
tion of  its  kind  in  the  province,  and  will  be  used  also 
for  demonstration  and  educational  purposes.  Operat- 
ing engineers  from  other  plants  are  invited  to  visit  it. 

Other  New  Buildings 

The  new  court  house  and  jail  at  Dauphin  and  the 
community  building  at  The  Pas  have  been  completed, 
and  are  now  occupied.  Both  were  designed  by  local 
architects.  The  government  is  also  sharing  half  the 
cost  of  the  new  community  building  at  Emerson.  At- 
tention is  drawn  to  the  work  of  the  three  dilTerent 
architects  of  these  buildings.  The  remodelling  of  the 
old  law  courts  for  the  university,  of  buildings  at  the 
school  for  the  deaf  (which  was,  however,  taken  over 
by  the  Military  Hospitals  Commission),  and  of  build- 
ings at  the  agriculcural  college  now  being  used  for  the 
school  for  the  deaf,  are  referred  to  in  detail. 

The  deputy  minister  states  that  considerable  reno- 
vations are  going  on  at  the  llrandon  asylum  plant,  but 
this  will  re(|uire  to  be  enlarged  or  replaced  by  a  mod- 
ern j)lanl  if  there  arc  considcra1)k'  extensions  to  the 
institution.   He  recommends  that  the  institution  do  its 


own  lighting,  and  that  boilers  be  installed  with  auto- 
matic stokers  for  lignite  coal.  This  class  of  local  coal 
is  now  being  used.  Improvements  have  been  made  at 
the  institutions  at  Portage,  la  Prairie  in  the  operating 
plants  eliminating  the  gas  danger  and  cutting  down  the 
fuel  expenditure. 

Necessary  improvements  in  various  institution 
buildings  are  explained  at  length  in  the  report,  par- 
ticularly for  the  enlargement  of  the  asylum  at  Brandon 
and  the  provision  of  a  reliable  water  supply.  Neces- 
sary alterations  and  extensions  of  the  provincial  insti- 
tutions at  Portage  la  Prairie  are  also  explained  in  de- 
tail, and  the  need  for  a  new  permanent  school  for  the 
deaf.   The  cottag'e  unit  plan  is  suggested. 

591  Miles  of  Road  Approved  in  1917 

The  report  of  A.  McGillivray,  highway  commis- 
sioner, is  a  voluminous  review  of  the  activities  of  this 
department  of  public  works.  It  deals  mainly  with  the 
good  roads  program,  and,  exclusive  of  the  expenditures 
under  the  "Aid  to  Municipalities,"  shows  that  $466,- 
946.26  was  spent  on  roads  and  bridges  under  the  Good 
Roads  Act,  the  government  contributing  $220,996.55 
of  this.  There  were  315.5  miles  of  gravel  and  275.75 
miles  of  earth  roads  approved  last  year,  or  591  miles  of 
road  in  all.  The  total  of  all  roads  approved  under  this 
act  to  date  is  1,922.20  miles,  of  which  1,154  miles  are 
gravel  and  23.25  miles  pavement.  The  figures  show 
1917  to  have  been  a  banner  year.  The  report  contains 
exact  and  detailed  figures  of  cost  as  to  roads  and 
bridges,  which  will  be  of  much  interest  to  municipali- 
ties and  engineers. 

The  report  of  the  acting  chief  engineer  of  work 
done  directly  under  the  appropriation  of  "Aid  to  Muni- 
cipalities" shows  extensive  surveys  and  work  in  the 
various  drainage  districts,  and  considerable  assistance 
given  to  municipalities  in  engineering  advice. 

The  land  benefited  in  the  20  drainage  districts  by 
the  2,471  miles  of  drainage  constructed  to  date  is  said 
to  be  2,087,240  acres.  The  statistics  of  expenditures 
under  the  heading  of  "aid  to  municipalities"  last  year 
are  not  given,  as  they  appear  in  detail  in  public  ac- 
counts. 

The  well-drilling  superintendent  reports  17  ma- 
chines kept  busy,  with  211  water  wells  to  the  credit,  5 
dry  wells  for  drainage  purposes,  and  2  test  wells  for  gas. 
The  water-firrding  instrument  has  located  some  good 
wells. 

The  report  of  F.  W.  Simon,  the  architect  of  the 
new  capitol,  deals  in  detail  with  the  work  during  the 
year,  and  the  progress  on  the  various  contracts,  which 
were  delayed  by  labor  conditions  and  United  States 
war  regulations  affecting  the  steel,  but  upon  which 
generally  satisfactory  progress  was  made. 

The  following  have  been  appointed  members  of  the 
newly  formed  Nova  Scotia  Provincial  Highways 
Board :  Mr.  W.  G.  Clarke,  of  Bear  River,  chairman ; 
Col.  T.  Cantley,  and  Messrs.  Percy  Black,  Jas.  K.  Kel- 
leher,  and  Walter  Crowe. 


The  annual  convention  of  the  Ontario  Good 
Roads  Association  will  be  held  in  Toronto,  at  the 
York  County  Buildings,  during  the  three  days, 
February  27,  February  28,  and  March  1. 
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Locomotive  Cranes  as  Pile 
Drivers 

FORMERLY  foundation  piles  were  generally 
driven  by  a  hammer  operated  in  the  leads  of  a 
tall  and  cuinbersome  tower  usually  mounted  on 
a  large,  heavy  platform  on  which  a  hoisting  en- 
gine and  steam  boiler  were  installed.  For  land  ser- 
vice the  tower  and  platform  were,  and  still  are,  very 
heavy  and  unwieldly  and  extremely  difficult  to  move  a 
considerable  distance  from  place  to  place,  generally  re- 
quiring to  be  dismembered,  transported  in  sections,  and 
re-erected,  operations  involving  considerable  time  and 
expense.  When  in  operation  they  were  usually  mount- 
ed on  double  sets  of  rollers  and  laboriously  shifted 
longitudinally  and  transversely  for  every  pile  driven. 
Exceptions  to  this  rule  were  the  costly  and  elaborate 
turntable  pile  drivers,  some  special  machines  designed 
and  constructed  for  large  amounts  of  service  on  a  par- 
ticular job,  and  the  railroad  pile  drivers  mounted  on 
flat  cars  and  provided  with  cantilever  supports  for  col- 
lapsible towers  that  could  be  lowered  to  give  clear- 
ance for  transportation  along  the  line. 

Floating  pile  drivers  possess  considerable  advantage 
in  the  facility  with  which  the  barges  on  which  they 
are  mounted  can  be  shifted  for  driving  successive  piles 
close  together,  and  are  well  adapted  for  driving  large 
numbers  of  piles  in  piers,  bulkheads,  breakwaters, 
foundations,  and  other  structures  built  in  sheltered 
positions  in  water  of  a  minimum  depth  of  3  or  4  feet, 
sufficient  to  float  the  machines.  Such  machines  can- 
not, however,  circulate  in  unnavigable  streams  or  be 
operated  or  safely  navigated  in  very  rough  water  so 
that  they  are  usually  closely  confined  as  regards  lo- 
cality. 

In  all  cases  the  tower  machines  lack  flexibility  and 
rapidity  of  operation,  are  expensive  in  use,  require  a 
number  of  men  to  manipulate  them,  and  are  of  little 
or  no  service  for  any  purpose  other  than  driving  piles 
under  the  conditions  for  which  they  are  designed. 

Since  the  introduction  of  steam  hammers  it  has 
been  found  possible  to  use  them  in  leads  suspended 
from  a  derrick  boom  and  even  without  leads  when 
handled  by  a  tackle  operated  from  a  derrick  boom,  an 
A-frame,  traveler,  or  other  suitable  support.  When 
handled  by  a  derrick  or  A-frame  they  can  generally 
l)e  used  only  within  a  limited  radius  without  the  in- 
stallation of  another  derrick  or  the  delay  and  expense 
of  taking  down,  moving,  and  setting  up  again  the  or- 
iginal derrick. 

These  conditions  have  made  the  driving  of  heavy 
piles,  especially  in  small  numbers,  a  difficult  and  cost- 
ly operation  involving  a  disproportionate  expense  for 
the  installation  and  removal  of  the  plant.  The  driv- 
ing of  a  large  number  of  piles  also  involves  consider- 
able time  and  expense  in  the  preliminary  work  of  con- 
structing, transferring,  or  installing  the  plant  unless 
it  chances  to  be  already  available  at  the  exact  locality 
required. 

In  the  December  "Contracting"  there  is  an  article 
descriptive  of  the  application  of  locomotive  cranes  to 
pile  driving  purposes,  the  hammer  being  suspended 
from  the  regular  boom  either  with  or  without  leads. 
Such  an  arrangement  is  economical,  the  economy  being 
increased  by  the  ability  of  the  machine  to  move  and 
serve  itself.    Excerpts  from  this  article  follow : 


Most, of  the  advantages  of  a  floating  machine,  a  land 
tower,  a  railroad  pile  driver,  and  a  turntable  pile  driver 
are  combined  in  the  use  of  a  locomf)tive  crane  equip- 
ped with  adjustable  leads  for  driving  long  and  heavy 
piles.  The  crane  is  fundamentally  a  locomotive  der- 
rick with  a  working  area  having  a  width  twice  the 
length  of  its  boom  and  a  length  limited  only  by  the 
installation  of  standard  or  special-gage  track  on  which 
the  crane  moves.  The  fact  that  it  is  much  lighter  than 
the  old-fashioned,  massive  pile  driver  tower  enables 
such  a  track  to  be  quickly  and  cheaply  constructed 
and  to  be  carried  in  many  places  where  the  bearing 
value  of  the  soil  or  the  strength  of  the  structure  would 
not  readily  sustain  the  heavy  tower. 

Used  as  a  derrick,  the  locomotive  crane  can  in 
many  cases  do  very  economical  and  efficient  work  in 
unloading  materials,  installing  plants,  erecting  struc- 
tures, and  the  like,  and  can  also  be  rigged  wtih  a 
drag  line,  scraper,  or  excavating  bucket  to  dig  founda- 
tion pits,  excavate  cuts  and  trenches,  or  make  fills 
and  embankments.  Besides  this  it  can  act  as  a  loco- 
motive or  switching  engine  and  can  carry  materials 
suspended  from  its  boom  or  can  haul  trains  or  shift 
cars.  It  can  be  installed  even  on  the  deck  of  a  barge 
and  perform  the  functions  of  a  marine  derrick,  or 
lighter,  dredge,  or  it  can  sometimes  be  installed  on 
the  decks  of  a  train  of  flat  cars  running  back  and  forth 
to  unload  them  or  do  other  service. 

Locomotive  Cranes  with  Pile  Driver  Leads 

Besides  doing  much  auxiliary  work  of  a  nature  that 
is  likely  to  be  important  on  very  many  occasions  where 
foundation  piles  are  to  be  driven,  the  regular  standard 
locomotive  crane  may  be  provided  at  a  moderate  ad- 
ditional cost  with  an  entirely  separate  and  independent 
attachment,  quickly  connected  to  its  boom,  that  im- 
mediately provides  rigid  leads  in  which  either  a  steam 
hammer  or  a  drop  hammer  can  be  installed  and  the 
whole  made  adjustable  for  driving  long  piles  in  per- 
pendicular or  inclined  positions  at  any  point  within 
a  long  radius  from  the  stationary  machine  and,  by 
moving  the  machine  under  its  own  locomotive  gear, 
at  any  point  on  either  side  of  the  track  within  the 
boom  reach.  In  such  a  case  the  drop  hammer  can  be 
handled  by  the  regular  boom  hoisting  tackle  or  the 
same  tackle  can  handle  the  steam  hammer  in  the  leads 
and  the  hammer  can  be  supplied  with  steam  from  the 
regular  boiler  operating  the  locomotive  crane.  An 
additional  whip  line  can  easily  be  rigged  enabling  the 
locomotive  crane  to  handle  the  piles  and  place  them 
in  the  leads  with  the  important  advantage  of  being 
able  to  swing  around  and  pick  them  up  from  the  rear 
or  even  to  travel  back  and  get  them  when  necessary. 

Such  a  tool  possesses  great  flexibility  and  is  al- 
most universally  applicable  for  a  wide  variety  of  stand- 
ard operations  making  it  available  in  one  shape  or 
another  for  many  of  the  most  important  operations 
that  a  general  contractor  encounters  in  heavy  con- 
struction work  and  eliminating  the  initial  cost,  instal- 
lation, and  transportation  of  a  number  of  separate  ma- 
chines that  would  be  required  to  do  the  same  work.  It 
greatly  expedites  the  driving  of  small  groups  of  piles 
in  different  localities  and  eliminates  the  great  excess 
of  cost  otherwise  involved  in  driving  detached  piles. 

Collapsible,  Adjustable  Leads 

Dift'erent  types  of  locomotive  cranes  are  equipped 
with  specially  developed  pile  driver  leads  suited  to 
the  particular  features  of  the  different  machine-  and 
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to  different  classes  of  service,  adapted  for  light  or 
heavy  work. 

A  collapsible  and  adjustable  pile  driver  attachment 
for  a  locomotive  crane  has  been  used  on  the  Browning- 
locomotive  crane  in  accordance  with  plans  developed 
by  J.  E.  Houston,  of  the  Browning  Co.,  and  H.  A. 
Loyd,  Division  Superintendent  of  the  Erie  Railroad 
Co.,  which  provides  a  tool  for  special  maintenance  of 
way  operations.  It  is  particularly  intended  to  serve 
under  conditions  where  it  is  necessary  for  the  pile 
driving  apparatus  to  be  disconnected  or  lowered  so 
that  it  can  pass  through  tunnels,  under  bridges,  or  be 
'  quickly  gotten  out  of  the  way  when  operating  on  the 
main  line.  This  machine  has  structural  steel  leads 
about  30  per  cent,  longer  than  the  standard  crane  boom 
that  are  pivoted  to  the  point  of  the  latter  by  a  con- 
nection on  the  leads  at  a  point  a  little  above  their 
center  of  gravity.  In  working  position  the  lower  end 
of  the  leads  is  braced  to  the  foot  of  the  boom  by  a  hori- 
zontal strut  maintaining  them  in  a  vertical  plane.  The 
leads  are  suspended  from  a  horizontal  pin  that  permits 
them  to  be  tilted  at  any  required  angle  in  the  vertical 
plane  transverse  to  the  plane  of  the  circumference  of 
the  boom  radius.  The  crane  revolves  on  its  turntable 
through  a  complete  circle,  hoists  the  piles  to  its  leads, 
and  can  operate  the  steam  hammer  from  the  boiler 
installed  for  the  service  of  the  locomotive  crane. 

Collapsible  Leads 

The  side  elevation  of  this  pile  driver  attachment 
ready  for  service  shows  two  slack  lines  from  the  center 
of  the  boom  to  the  outer  ends  of  the  horizontal  struts, 
these  lead  to  an  operating  drum  which  can  wind  them 
up,  revolving  the  struts  around  the  pivots  at  the  rear 
ends  to  collapse  the  boom  and  leads  vi^hich  can  be 
lowered  into  the  horizontal  position  over  an  idler  car. 
In  this  position  the  leads  can  be  disconnected  from  the 
boom  or  remain  in  position  for  short  hauls. 

This  crane  is  equipped  with  an  extra  Marge  boiler 
and  a  lOj/2-inch  cross  compound  compressor  and  aux- 
iliary air  reservoir  providing  for  the  use  of  pneumatic 
tools  in  bridge  construction.  It  has  a  lifting  power 
of  25  tons  and  is  designed  to  handle  an  8,000-lb.  steam 
hammer.  It  will  drive  piles  50  ft.  long  22  ft.  in  ad- 
vance of  the  front  wheels  of  the  crane.  The  leads 
can  be  fitted  to  use  any  make  of  steam  or  drop  ham- 
mer preferred  and  are  provided  with  automatic  locks 
and  supports  to  hold  them  in  either  working  or  folded 
position.  The  leads  can  be  quickly  attached  or  de- 
tached and  in  no  way  interfere  with  the  use  of  the 
machine  as  a  straight  locomotive  crane. 

Locomotive  Crane  with  Vertical  Leads 

Very  efficient  rapid  service  on  straight  work  such 
as  the  construction  of  pile  trestles  may  be  attained 
by  simple  and  inexpensive  vertical  leads  suspended 
from  the  end  of  the  crane  boom  and  merely  spaced  in 
position  by  light  horizontal  struts  attached  to  the 
lower  end  and  fastened  to  the  track  in  advance  of  the 
^  crane. 

A  30-ton,  eight-wheel  standard-gauge  steam  oper- 
ated locomotive  crane  built  by  the  Orton  &  Steinbren- 
ner  Com])any,  for  the  Chicago  Outer  Belt  Line  was 
equipped  with  a  50-ft.  boom,  2-yard  clamshell  bucket, 
magneto  and  generating  set  for  general  purposes.  For 
pile  driving  the  boom  was  removed  and  replaced  by 
a  steel  cantilever  truss  equipped  with  vertical  steel 
pile  driver  leads  pivoted  to  the  forward  extremity  of 
the  truss  and  braced  in  j)osition  by  light  steel  struts 
iin-iincd  45  degs.  to  the  vertical.    This  provided  a  rigid 


machine  of  long  reach  that  could  be  rapidly  operated 
on  heavy  construction.  The  leads  could  be  collapsed 
to  horizontal  position  to  lie  on  top  of  the  truss,  pro- 
viding clearance  for  transportation  along  the  line.  Both 
leads  and  truss  could  be  quickly  and  easily  discon- 
nected and  removed  and  the  regular  boom  connected 
up  in  their  place. 

Locomotive  Crane  with  Tilting  Simple  Leads 

A  Browning  crane  used  by  the  Gulf,  Florida  & 
Alabama  Railway  Company  was  provided  with  light 
steel  leads  directly  pivoted  to  the  end  of  the  boom 
without  the  intermediate  link  used  in  other  types  for 
collapsing  the  leads.  The  lower  ends  of  the  leads  were 
secured  by  connections  to  the  outer  end  of  a  pivoted, 
horizontal  platform  suspended  from  the  boom  and  de- 
signed to  be  revolved  upwards  against  the  boom  if 
necessary  for  clearance  purposes.  The  leads  were  con- 
nected to  this  platform  through  a  moon  beam  which 
consisted  of  a  segmental  angle  rigidly  attached  to  the 
platform  and  pierced  with  holes  through  the  vertical 
flange  permitting  the  leads  to  be  bolted  to  it  in  in- 
clined positions  corresponding  to  the  required  batter 
of  piles.  This  machine  was  operated  with  a  Union 
Iron  Works  steam  hammer  size  2,  and  when  in  ser- 
vice was  clamped  to  the  track  rails  by  automatic  an- 
chor hooks. 

The  Elgin,  JoHet  &  Evanston  Railroad  Company 
used  for  several  years  a  No.  7  McKiernan-Terry  steam 
hammer  suspended  without  leads  from  the  point  of  a 
McMyler  locomotive  crane  for  driving  round  piles, 
sheet  piles,  the  construction  of  foundations,  coffer- 
dams, and  other  miscellaneous  pile  driving  service. 

A  Union  Iron  Works  steam  hammer  suspended  by 
a  four-part  tackle  from  the  boom  of  a  16-ton,  eight- 
wheel,  M.  C.  B.  track  Brown  hoist  locomotive  crane 
was  used  by  S.  W.  Bowles  Company,  New  York,  for 
driving  foundation  piles.  The  hammer  was  provided 
with  steam  from  the  crane  boiler  and  was  simply 
hooked  to  the  regular  tackle,  thus  involving  no  change 
whatever  on  the  crane  equipment  and  enabling  the 
crane  to  be  used  without  delay  for  other  purposes  or 
to  resume  its  service  for  pile  driving  without  any 
modification  or  the  adition  or  removal  of  any  attach- 
ment whatever. 

Railroad  ditchers  are  a  special  type  of  locomotive 
crane  adapted  for  installation  on  flat  cars  to  excavate 
and  handle  material  alongside  the  track.  Pivoted  leads 
have  been  suspended  from  their  booms  and  advantage- 
ously used  for  pile  driving,  especially  in  cases  of  light 
construction. 


Calgary  Board  of  Trade 

A  contractors'  section  of  'the  Calgary  Board  of 
Trade  has  recently  been  formed,  with  Mr.  J.  H.  Gar- 
den as  chairman  and  Mr.  G.  E.  Mackenzie  as  secretary. 
This  will  be  a  means  of  bringing  contractors  together 
for  the  discussion  of  matters  relative  to  their  business, 
and  at  the  same  time  a  central  office  will  be  available, 
where  plans  may  be  seen.  No  doubt  the  newly-organ- 
ized section  will  assist  in  furthering  the  interests  of 
Calgary  contractors. 

The  Dominion  Bridge  Company,  Lachine,  P.Q.,  has 
obtained  a  very  large  contract  for  machinery  for  the 
I'ritish  America  Nickel  Corporation,  Toronto.  This| 
company  is  equipping  an  extensive  plant  at  Sudbury, 
()nt.  The  contract  includes  turbines,  turbine  l)low- 
ers,  and  turbo  alternators. 
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Lieut. -Col.  MonsarratTeHs  Toronto  Branch, 
G.S.G.E.,  of  Quebec  Bridge 

LIEUT.-COL.  MONSARRAT,  chairman  and 
chief  engineer  of  the  board  of  engineers  respon- 
sible for  the  final  success  of  the  Quebec  Bridge, 
addressed  the  Tpronto  branch  of  the  Canadian 
Society  of  Civil  Engineers  (Engineering-  Institute  of 
Canada)  on  Tuesday  evening,  February  12,  in  the 
Chemistry  and  Mining  Building  at  the  University  of 
Toronto.  Col.  Monsarrat  delighted  his  audience  by 
his  simple,  though  comprehensive,  description  of  the 
details  which  led  up  to  the  final  successful  conclusion 
of  this,  the  greatest  piece  of  bridge  engineering  of 
modern  times.  He  touched  briefly  on  the  history  of 
the  project  and  the  circumstances  which  resulted  in 
the  Dominion  Government  deciding  to  go  ahead  with 
the  work,  the  disappointments  of  1907  and  1916,  and, 
finally,  the  almost  superhuman  precautions  which  end- 
ed so  auspiciously  on  September  17,  1917.   The  lecture 


Lt.-Col.  C.  N.  Monsarrat. 

British  and  Colonial  Press  Photo. 

was  illustrated  by  views  of  the  work  in  its  various 
stages. 

At  the  conclusion  of  the  address  Professor  Haul- 
tain  moved,  and  Mr.  G.  A.  McCarthy  seconded,  a 
hearty  vote  of  thanks. 


Asphalt  Production 

STATISTICS  just  completed  under  the  super- 
vision of  J.  D.  Northrop,  of  the  United  States 
Geological  Survey,  Department  of  Interior,  indi- 
cate that  the  year  1916  was  one  of  prosperity  for 
the  asphalt  industry  in  the  United  States.  The  quan- 
tity of  natural  asphalt,  including  bituminous  rock,  gra- 
hamite,  gilsonite,  wurtzilite,  and  the  natural  paraffin, 
ozokerite,  produced  and  sold  at  mines  and  quarries  in 
the  United  States  in  1916  was  98,477  short  tons,  valued 
at  $923,281,  a  gain  of  22,726  tons,  or  30  per  cenL  in 
quantity,  and  of  $396,791,  or  75  per  cent.,  in  market 
\  alue,  compared  with  1915.  All  branches  of  the  asphalt 
industry  shared  in  the  general  prosperity,  and  the 
gains  in  output  included,  except  for  grahamite,  each 
of  the  principal  varieties  of  natural  asphaltic  material 
produced  in  the  country. 


The  quantity  of  manufactured  asphalt  produced  in 
1916  from  crude)  petroleum  of  domestic  origin  in- 
creased only  per  cent.,  as  compared  with  that  pro- 
duced in  1915,  and  the  quantity  of  similar  material 
manufactured  in  the  United  States  from  Mexican 
petroleum  increased  47  per  cent.,  as  a  consequence  of 
which  the  net  gain  over  production  in  1915  was  nearly 
20  per  cent. 

The  total  sales  in  1916  of  manufactured  asphalt 
derived  from  domestic  petroleum  amounted  to  688,334 
short  tons,  valued  at  $6,178,851.  Of  this  quantity 
404.000  tons,  valued  at  $3,158,603,  consisted  of  road 
oils  and  fluxing  material,  and  284,325  tons,  valued  at 
$3,020,248,  consisted  of  solid  or  semi-solid  products 
utilized  for  paving". 

California  led  all  other  states  in  the  production  of 
manufactured  asphalt,  its  output  from  sixteen  refiner- 
ies in  1916  amounting  to  257,300  short  tons,  valued  at 
$1,958,946,  and  consisting  of  108,288  tons  of  road  oils 
and  fluxes,  valued  at  $633,579,  and  149,702  tons  of  pav- 
ing residuals,  valued  at  $1,325,367. 

The  total  sales  in  1916  of  manufactured  asphalt 
derived  from  Mexican  petroleum  amounted  to  572,387 
short  tons,  valued  at  $6,081,851.  Of  the  quantity  sold, 
295,682  tons  valued  at  $2,486,938  consisted  of  road  oils 
and  fluxes,  and  276,705  tons,  valued  at  $3,531,913,  con- 
sisted of  residuals  utilized  for  paving. 

Quebec  Government  Has  Given  Authority 
for  Construction  of  Storage  Dams 

THE  Quebec  Government,  in  pursuance  of  its 
policy  of  developing"  the  water-powers  of  the 
province,  has  passed  several  bills  authorizing 
the  Quebec  Streams  Commission  to  construct 
further  storage  dams — this  authority,  however,  being 
subject  to  the  consent  of  the  Lieutenant-Governor-in- 
Council.  Thus  dams  may  be  built  on  Lake  Kenogami, 
a  branch  of  Lake  St.  Jean ;  on  the  Chicoutimi  and  Sable 
Rivers  ;  the  St.  Anne  and  Sauvanne  Rivers  ;  the  Jacques 
Cartier  River,  and  elsewhere.  The  expenditure  au- 
thorized is  $4,000,000,  'but  it  does  not  follow  that  these 
works  will  be  carried  out  immediately.  The  commis- 
sion has  made  studies  and  plans  of  the  possibilities  of 
water  storage  on  numerous  rivers.  Under  anothei"  bill, 
power  is  given  to  purchase  railways,  camps,  a  power 
plant,  shops,  machinery,  etc.,  used  by  the  St.  Maurice 
Construction  Company,  in  carrying  out  the  contract 
for  the  building  of  La  Loutre  dam  on  the  St.  Maurice 
River.  The  price  is  not  to  exceed  $500,000.  The  pur- 
chase is  subject  to  the  Shawinigan  Water  and  Power 
Company,  Brown  Corporation,  and  Laurentide  Com- 
pany, Ltd.,  agreeing  to  reimburse  the  commissioni 
$1,000,000  over  the  price  payable  under  a  previous  con- 
tract for  supplying"  water  by  the  damming"  of  the  St. 
Maurice.  The  payment  of  the  $1,000,000  is  to  be 
spread  over  forty  years.  The  St.  Maurice  Construction 
Company  also  agrees  to  renounce  all  claims  for  extra 
work  incurred  in  the  construction  of  La  Loutre  dam,  a 
sum  of  $298,807  being  mentioned  particularly  in  the 
bill.  The  amount  of  $1,500,000  for  the  La  Loutre  work 
previously  authorized  is  raised  to  $2,500,000. 


Westinghouse,  Church,  Kerr  &  Co.,  Inc.,  engineers 
and  constructors,  Montreal  and  New  York,  have  issued 
another  of  their  characteristic  illustrated  cards,  depict- 
ing the  first  refined  potash  plant  in  the  United  States — 
that  of  the  Mineral  Products  Corporation,  at  Marys- 
vale,  Utah,  where  30  tons  of  potash  are  produced  daily. 
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New  Technical  School  at  Sherbrooke, 
P.  Q.,  to  Be  Erected 

The  Quebec  Legislature  has  passed  a  new  law  in- 
corporating the  Technical  School  at  Three  Rivers.  By 
this  special  law  the  board  of  direction  is  entitled  to 
issue  bonds,  guaranteed  by  the  province,  to  the  extent 
of  $150,000,  for  the  erection  and  equipment  of  the 
school,  the  province  providing  a  yearly  appropriation 
of  $10,000  for  its  maintenance  and,  by  agreement,  the 
city  of  Three  Rivers  furnishing  the  same  amount.  Two 
representatives  appointed  by  the  city  of  Three  Rivers 
and  three  bv  the  Lieutenant-Governor-in-Council,  and 
the  principal  of  the  school,  will  constitute  the  board  of 
direction.  The  term  of  appointment  is  three  years, 
without  remuneration.  The  professor's  staff  will  be 
appointed  by  the  provincial  secretary.  The  erection 
of  this  school,  which  will  be  situated  in  the  heart  of  the 
city,  has  been  zealously  promoted  by  the  Hon.  J.  A. 
Tessier,  mayor  of  Three  Rivers  and  minister  of  high- 
ways, who  has  been  a  consistent  advocate  of  any  pro- 
gressive idea  for  the  development  of  industry. 


Activities  of  Toronto  Branch,  American 
Institute  of  Electrical  Engineers 

On  February  1  Professor  A.  B.  Coleman,  of  the 
University  of  Toronto,  described  to  the  Toronto  branch 
of  the  American  Institute  of  Electrical  Engineers  his 
recent  travels  across  the  South  American  Continent. 
The  lecture  was  illustrated  by  a  series  of  lantern  slides 
and  water-color  sketches.  On  February  15  the  section 
was  addressed  by  Mr.  C.  R.  Dooley,  of  the  Westing- 
house  Company,  Pittsburg,  on  the  subject,  "Trammg 
Men  for  Industry." 

Several  Canadian  engineers  have  recently  been 
elected  to  the  standing  committees  of  the  A.I.E.E., 
among  these  Messrs.  Wills  Maclachlan,  W.  G.  Gor- 
don, H.  B.  Dwight,  and  W.  L.  Bird.  One  of  the  papers 
presented  to  the  Toronto  section— that  of  Mr.  Flarry 
Baker,  of  the  Ontario  Power  Company,  on  "Testing 
Current  Transformers"— has  been  accepted  for  publi- 
cation in  the  general  proceedings  of  the  institute. 

New  Officers  of  Chatham  Builders'  and 
Traders'  Exchange 

The  following  have  been  elected  as  oflficers  of  the 
Builders'  and  Traders'  Exchange  of  the  city  of  Chat- 
ham, Ont.,  for  the  year  1916:  President,  J.  A.  Hil- 
dreth;  vice-president,  C.  R.  Gay;  treasurer,  W.  H. 
Palmer;  auditors,  B.  Blondie,  J.  Oldershaw ;  financial 
secretary,  A.  Tomlinson  ;  recording  secretary,  R.  McG. 
Coyle.  For  the  coming  season  the  exchange  plans  to 
])articipate  actively  in  all  the  affairs  relating  to  the 
building  industry.  According  to  the  exchange,  they 
have  resolved  as  follows :  "That  each  member  will  be  a 
committee  of  one  to  get  more  material  for  the  noble 
structure  that  is  being  built.  The  foundation  has 
proven  to  have  been  made  of  the  very  best  of  material. 
Let  each  succeeding  storey  be  bold,  clean-cut,  and  up- 
right." 

A  publication  has  recently  been  issued  by  the  Mines 
Branch  of  the  Department  of  Mines,  entitled  "The 
Radioactivity  of  Some  Canadian  Mineral  Springs." 
This  is  the  work  of  John  Satterly,  M.A.,  D.Sc,  and  R. 
T.  Elworthy,  B.Sc,  and  forms  Part  I.  of  Bulletin  No. 
16,  which  deals  with  the  mineral' springs  of  Canada, 
issued  in  two  parts. 


Change  in  Engineering  Firm 

The  firm  of  Arthur  Surveyor  &  Co.,  consulting  en- 
gineers, 274  Beaver  Hall  Hill,  Montreal,  is  now  com- 
posed of  Mr.  Arthur  Surveyor,  M.Can.Soc.C.E.,  and  Mr. 
R.  DeL.  French,  A.M.  Can.  Soc.  C.E.  Mr.  French,  the 
new  member  of  the  company,  has  been  principal  assist- 
ant engineer  for  R.  S.  &  W.  S.  Lea,  consulting  engi- 
neers, Montreal,  since  1911.  He  is  also  lecturer  in  civil 
engineering  at  McGill  University,  having  charge  of  the 
courses  in  municipal  and  sanitary  engineering  given  in 
the  Faculty  of  Applied  science. 


Trade  Publications 

Power-Driven  Air  Compressors.  —  The  Canadian  Inger- 
soll-Rand  Company,  Ltd.,  Montreal,  has  recently  issued  Bul- 
letin K-301-A,  describing  two-stage  power-driven  air  com- 
pressors, of  the  duplex  type,  "PLB-3."  This  is  a  16  pp.,  6x9 
pamphlet,  outlining  notable  features  of  construction,  such  as 
the  "Circo"  leaf  valves,  Haight  100  per  cent,  belt  wheel  joint, 
bath  lubrication  system,  dust-proof  frames  and  casings,  etc., 
as  well  as  the  marked  compactness  of  the  design,  with  easy 
accessibility  of  all  parts. 


Personals 

Lieut. -Col.  C.  N.  Monsarrat,  M.C.S.C.E.,  chairman  of  the 
Quebec  Bridge  Commission,  has  been  elected  a  director  of  the 
Canada  Foundries  and  Forgings  Company. 

Lieut.  Stanley  M.  Sproule,  St.  Lambert,  P.Q.,  of  the 
Canadian  Engineers,  has  been  awarded  the  Military  Cross. 
He  is  a  graduate  of  McGill  in  civil  engineering  and  architec- 
ture. Lieut.  Sproule  enlisted  as  a  private  and  was  given  his 
commission  on  the  field. 

Mr,  A.  P.  S.  Glassco,  B.Sc,  A.M.  Can.  Soc.  C.E.,  has  been 
appointed  secretary  and  bursar  of  McGill  University,  in  suc- 
cession to  Mr.  W.  Vaughan,  retired.  Mr.  Glasco  graduated 
in  engineering  at  McGill  in  1901,  and  later  was  appointed 
assistant  bridge  engineer  on  the  G.T.P.  From  1905  to  1908 
Mr.  Glassco  was  assistant  engineer  on  the  Quebec  Bridge 
Commission  and  afterwards  assistant  manager  of  the  Cleve- 
land Bridge  Company  Subsequently  he  was  a  member  of 
the  engineering  firm  of  Atkinson,  Glassco  &  Lawrence,  Mont- 
real. 


Obituary 

The  death  of  Mr.  Temple  Frederick  Sinclair,  a  well-known' 
contractor  and  for  many  years  a  resident  of  New  Westmins 
ter,  occurred  at  his  home  in  Vancouver  on  January  29. 

Mr.  Howard  S.  Stone,  architect,  of  Montreal,  died  or 
February  14,  from  pneumonia,  after  an  illness  of  two  weeks 
He  was  a  native  of  Northampton,  Mass.,  and  began  his  prac 
tise  in  Montreal  about  twenty  years  ago.  Mr.  Stone  designee 
several  of  the  principal  office  and  bank  buildings  in  Montreal. 

Mr.  H.  A.  Bayfield,  engineer  in  charge  of  the  govern 
ment's  big  assembling  plant  at  Ogden  Point,  Victoria,  wher( 
all  the  Imperial  Munition  Board  ships  built  on  the  Pacifi' 
Coast  are  to  be  outfitted,  died  on  February  13.  He  was  for 
merly  superintendent  of  dredges  for  British  Columbia  unde 
the  federal  government,  and  before  that  was  in  charge  of  ex 
tensive  wharf  construction  at  St.  John,  N.B.,  and  other  East 
ern  seaports. 


The  estimates  of  the  works  deipartment  in  Toronto  lo 
1918,  amounting  to  $2,287,9,')3,  have  been  passed  by  the  work 
committee.  The  estimate  submitted  by  Commissioner  Wilso 
for  the  street  cleaning  department,  $919,000,  has  been  reduce 
bv  $19  '^00. 
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Mainly  Constructional 

East  and  West— From  Coast  to  Coast 


The  first  German  freight  motor  vessel  to  be  built  entirely 
of  reinforced  concrete  has  just  completed  its  trial  trips  at 
Hamburg.  According  to  the  Fremdenblatt.  it  is  made  of  "a 
new  kind  of  concrete,  which  only  Vv'eighs  half  as  much  as 
gravel  concrete." 

The  provincial  authorities  are  taking  up  the  question  of 
the  erection  of  a  sanitarium  in  British  Columbia,  to  take  care 
of  tuberculosis  patients.  The  Dominion  Government  will  pay 
50  per  cent,  of  the  cost  of  a  200-bed  building,  to  cost  approxi- 
mately $200,000,  either  as  an  addition  at  Tranquille  or  a  new 
institution  in  the  Okanagan. 

The  seventh  annual  convention  of  the  Ontario  Marble 
and  Granite  Workers  terminated  with  a  banquet  at  the  Hotel 
i|  Carls-Rite  on  February  7.  About  fifty  were  in  attendance, 
and  the  following  officers  were  elected:  Honorary  president, 
J.  G.  Gibson,  Toronto;  president,  R.  M.  Jones,  Ottawa;  first 
vice-president.  F.  Lippert,  Walkerton;  secretary-treasurer, 
Frank  Creler,  Toronto. 

The  scheme  for  the  installation  of  a  coke  oven  in  Hamil- 
ton, Ont.,  is  being  revived.  The  United  Gas  and  Fuel  Com- 
pany submitted  a  proposition  to  the  council  two  or  three 
years  ago,  but  it  was  not  received  with  favor.  The  matter  has 
been  brought  up  again,  however,  and  owing  to  the  fuel  short- 
age, the  City  Council  is  more  anxious  to  see  the  project  real- 
i,ized.  The  cost  of  such  a  plant  would  be  approximately 
1  $3,335,000  at  the  present  time,  while  a  couple  of  years  ago  it 
might  have  been  built  for  about  two  and  a  half  million. 

The  Port  Moody  Steel  Works  are  planning  to  remove  the 
machinery  from  their  present  rolling  mill  to  a  new  one  to  be 
erected  upon  Rocky  Point.  The  Council  of  Port  Moody  has 
agreed  to  facilitate  the  removal  and  render  what  assistance 
they  can  towards  securing  government  assistance  for  the  ex- 
tension of  the  plant  and  increase  of  output.  The  mill  now  in 
use  is  located  unsatisfactorily  for  its  present  purposes,  but  it 
will  be  retained  as  a  cast  steel  foundry  and  nut  and  bolt 
works.  A  six-ton.  three-phase  electric  iurnace  is  shortly  to 
installed  there  and  another  in  the  new  plant. 

At  the  annual  meeting  of  the  Engineers'  Club  of  Toronto 
reports  were  presented  showing  its  ciiTairs  to  be  in  a  very  sat- 
isfactory condition,  although  a  large  number  of  the  members 
are  serving  their  country  at  the  front.    The  following  are  the 
officers  and  directors  for  the  year  1918:    President,  L.  V. 
I\orke;  first  vice-president,  J.  R.  W.  Ambrose;  second  vice- 
resident,  M.  P.  White;  third  vice-president,  T.  D.  LeMay; 
ommittee.  H.  G.  Acres,  W.  A.  Bucke,  A.  Burton,  J.  B.  Cars- 
veil,  E.  L.  Cousins,  Arthur  Hewitt,  E.  G.  Hewson,  C.  H. 
Heys,  W.  R.  McRae,  T.  H.  Stevens,  T.  S.  Young;  secretary- 
treasurer,  R.  B.  Wolsey. 

A  Kootenay  branch  of  the  Engineering  and  Technical 
Institute  of  British  Columbia  has  recently  been  formed,  with 
headquarters  at  Nelson,  B.C.  The  following  have  been  elect- 
provisional  officers:  W.  M.  Cunlifife,  chairman;  A.  E.  Pick- 
ird,  secretary-treasurer;  A.  E.  Thompson,  assistant  secre- 
tary-treasurer; and  a  provisional  committee  has  been  formed 
including  H.  P.  Thomas,  R.  W.  Hinton,  J.  H.  Soans,  Leslie 
»>auford,  W.  M.  Myers,  George  C.  Egg,  J.  Dunlop,  Will 
Haldane,  G.  H.  Comrie,  A.  H.  Green,  C.  W.  Busk.  Charles 
More,  of  Creston,  and  A.  R.  Heyland,  of  Kaslo.  The  insti- 
tute, which  is  applying  to  the  legislature  at  the  forthcoming 
session  for  a  charter,  will  be  an  organization  composed  of 


civil  and  mining  engineers,  architects,  and  members  of  the 
allied  professions. 

City  Engineer  Gray,  of  Hamilton,  in  a  recently  submitted 
report,  presents  an  estimate  of  the  value  of  the  city's  water- 
works system,  which  he  places  at  $2,937,735.01.  The  total  cost 
of  the  system  since  its  inception  was  in  the  neighborhood  of 
$4,000,000,  according  to  the  engineer's  findings,  but  in  arriv- 
ing at  the  figure  already  stated,  allowance  has  had  to  be  made 
for  natural  depreciation,  obsolete  plant,  and  methods,  and 
costly  piecemeal  additions.  The  valution  is  useful  for  two 
reasons — it  will  enable  the  waterworks  department  to  know 
exactly  what  the  plant  is  worth  and  what  it  costs  to  produce 
a  certain  number  of  gallons  of  water,  and  it  will  show  the 
yearly  surplus  or  otherwise,  after  providing  for  all  expenses 
connected  with  its  operation,  thus  indicating  when  it  is  wise 
to  raise  or  decrease  water  rates. 

At  a  recent  board  of  trade  convention  in  Gait,  Ont.,  at 
which  representatives  of  Brantford,  Kitchener,  Fergus,  and 
Gait  were  present,  Mr.  Naulon  Cauchon,  an  engineer  of  the 
Irrigation  Section  of  the  Department  of  Interior,  outlined  a 
scheme  for  the  development  of  what  is  known  as  the  Metro- 
politan District,  embracing  all  the  territory  between  Kitchener 
and  Hamilton.  Mr.  Cauchon  proposed  the  utilization  of  the 
waters  of  the  Grand  River,  and  he  pointed  out  that  this  plan 
would  attain  three  very  important  objects — the  prevention  of 
floods  by  the  conservation  of  the  water  in  storage  dams,  the 
irrigation  of  a  hundred  square  miles,  and  the  production  of 
thousands  of  horse-power  of  electric  energy  by  hydro-electric 
development.  Two  vital  necessities  of  the  present  time,  he 
said,  were  greater  production  of  foodstuffs  and  power.  Irri- 
gation would  increase  the  agricultural  yield,  conservation  of 
the  flood  flow  would  provide  the  means  of  producing  power, 
and  incidentally  the  flood  menace  would  disappear.  Mr. 
Cauchon's  proposition  was  received  so  favorably  by  the  con- 
vention that  a  motion  was  carried  authorizing  the  Gait  Board 
of  Trade  to  prepare  a  resolution  setting  forth  the  meeting's 
approval  of  the  need  and  feasibility  of  the  scheme,  to  be  sent 
to  the  Hydro-Electric  Power  Commission  and  the  Minister  of 
the  Interior. 

The  T.  Eaton  distributing  warehouse  which  is  to  be  erect- 
ed in  Regina,  according  to  present  plans,  will  measure  500  ft. 
in  length  and  135  ft.  in  width,  occupying  the  full  length  of 
Dominion  Park,  located  on  the  west  side  of  Rose  Street.  The 
building  will  be  fireproof,  built  on  the  Turner  system  of  flat- 
slab  reinforced  concrete  construction,  and  both  east  and  west 
elevations  will  be  of  concrete,  with  bush-hammered  finish. 
The  end  facing  Sixth  and  Seventh  Avenues  will  be  faced  with 
pressed  brick.  All  the  sash  in  the  building  will  be  of  steel 
and  glazed  with  wire-glass,  and  there  will  be  practically  no 
wood  used  except  for  the  entrance  doors,  which  will  be  of 
quarter-cut  oak.  The  floors  of  the  main  entrance  will  be  of 
terrazzo,  with  marble  base,  while  the  other  floors  throughout 
the  building  will  have  a  cement  finish.  On  account  of  the 
great  length  of  the  building,  two  expansion  joints  are  being- 
provided  to  take  care  of  the  variations  in  temperature,  these 
joints  being  located  where  the  building  is  divided  into  three 
sections  by  heavy  partitions  of  hollow  welded  steel.  The 
stairs  will  be  of  concrete  and  doors  of  metal  with  steel  frame. 
Round  concrete  pillars  will  be  used  to  support  the  floors,  and 
the  bays  will  be  twenty  feet  wide  each  way.  The  building  is 
to  be  heated  by  three  tubular  boilers,  located  in  the  basement. 
Lavatories  and  drinking  fountains  are  being  provided  on  every 
floor,  and  on  the  roof  space  provision  is  made  for  two  men's 
lunch  rooms.  Four  sprinkler  tanks  will  supply  pressure  for 
fire  protection  purposes.  Tenders  for  the  construction  of  the 
warehouse  closed  recently,  bids  being  submitted  by  a  number 
of  local  contractors.  Woodman  &  Cubbidge,  Winnipeg,  are 
the  architects. 


Contracts  Department 


News    of  Special  Interest  to  Contractors,  En^eers,  Manufacturers  and 

Dealers  in  Building  Supplies 


Waterworks,  Sewerage  and 
Roadways 

Armagh,  Que. 

Tenders  will  be  called  about  March 
15  for  waterworks,  etc.,  costing  $40,000 
for  the  Town  Council.  Engineers,  Gou- 
vin  &  Beauchemin,  147  de  la  Montagne 
Street,  Quebec. 

Brooke  Township,  Ont. 

Specifications  are  with  the  Commis- 
sioner, Clarence  Atkin,  R.  R.  1,  Inwood, 
who  will  receive  tenders  until  March  2 
for  repairs  to  the  Weidman  drain  for  the 
Township  Council. 

Harwich  Township,  Ont. 

Tenders  will  be  received  by  tlie  clerk, 
Geo.  W.  Riseborough,  Blenheim,  until 
6  p.m.,  February  28,  for  drainage  work 
estimated  to  cost  $18,000,  for  the  Town 
Council.  Engineer,  W.  G.  McGregor, 
C.E.,  Chatham. 

Kincardine,  Ont. 

Town  Council  contemplate  purchase  of 
sewage  tank  and  repairs  to  Queen  Street 
bridge.    Clerk,  John  H.  Scougall. 

Orillia,  Ont. 

Town  Council  contemplate  the  con- 
struction of  bitulithic  paving  on  Front 
Street.    Clerk,  C.  E.  Grant. 


Railroads,  Bridges  and  Wharves 

Oakbank,  Man. 

Tenders  being  received  by  the  engineer, 
C.  H.  Holden,  C.  P.  R.  Station,  Winnipeg, 
until  February  20,  for  the  erection  of  a 
$12,000  one-storey,  frame  station  for  the 
Canadian  Pacific  Railway,  head  office, 
Montreal. 

Portage  la  Prairie,  Man. 

The  Rural  Municipality  contemplate 
the  erection  of  two  cantilever  bridges  at 
High  Bluff  Ferry  and  Poplar  Point 
Ferry.  Clerk,  D.  McCowan,  Portage  la 
Prairie. 

Rainy  River,  Ont. 

The  Canadian  Northern  Railway,  head 
office,  Toronto,  are  preparing  plans  for 
two-storey  brick  station  building.  Sup- 
erintendent of  Building  Department,  T. 
H.  Graham,  Port  Arthur. 

St.  Narcisse,  Que. 

The  North  Shore  Power  Co.,  Power 
Bldg.,  Three  Rivers,  will  build  a  $1.5,000 
dam.    Chairman,  W.  B.  Baptist. 

CONTRACTS  AWARDED 
Dartmouth,  N.S. 

The  .Standard  Construction  Co.,  Mct- 
ropole  Bldg.,  Halifax,  have  the  general 
contract  for  $:i,000  wharf  at  Woodside 
Street  for  the  Imperial  Oil  Co.,  Upper 
Water  St.,  Halifax. 

Grand'Mere,  Que. 

The  I)ominif)n  Bridge  Co.,  Ltd.,  Do- 
'minion  .Station.  Lachine.  have  the  steel, 
and  Jos.  (iosselin,  85  Dalhousie  Street, 
Quebec,  the  concrete  contract  for  $70,- 
000  bridge  over  River  St.  Maurice,  from 


here  to  Lac  a  la  Tortue  for  the  Canadian 
Northern  Quebec  Railway  Co.,  160  St. 
Andre  St.,  Quebec. 

Halifax,  N.S. 

The  Standard  Construction  Co.,  Met- 
ropole  Bldg.,  have  the  general  contract 
for  $16,000  and  a  $3,000  wharf  at  Lower 
Water  Street  for  the  Military  Authorities. 
Engineers'  Department,  Mitchell  Bldg., 
Lower  Water  Street. 

The  Nova  Scotia  Construction  Com- 
pany, Upper  Water  Street,  have  the  gen- 
eral contract  and  will  let  roofing  for  $35,- 
000  extension  to  freight  shed  for  the 
Department  of  Railways  &  Canals,  Do- 
minion Government,  Ottawa,  who  will 
let  plumbing,  heating,  plastering,  paint- 
ing and  electrical  work. 

Mosa  Township,  Ont. 

The  Webster  Construction  Co.,  Ade- 
laide and  York  Streets,  London,  have  the 
general  contract  for  concrete  culvert  for 
the  Township  Council. 

Ritchot,  Man. 

A.  Powell,  Mulvey  Street,  Winnipeg, 
has  the  general  contract  for  29  ft.  x  18  ft. 
wooden  pile  bridge  for  the  Municipal 
Council. 


Public  Buildings,  Churches 
and  Schools 

Agincourt,  Ont. 

St.  Timothy's  Anglican  Church  have 
purchased  a  site  on  Main  Street  on  which 
they  will  erect  a  church.  Pastor,  Rev. 
G.  G.  -Dreyer,  Scarboro  Junction. 

Alberta,  Province  of 

Plans  are  being  prepared  for  addition 
to  the  hospital  for  the  insane  for  the 
Department  of  Public  Works,  Provincial 
Government.  Minister,  L.  C.  Charles- 
worth,  Edmonton.  Architect,  Mr.  Blagey, 
care  of  the  Department. 

Almonte,  Ont. 

Tenders  are  being  received  until  March 
1  for  steam  or  hot  air  heating  at  Martin 
Street  school  for  the  Public  School 
Board.  Chairman  of  property  commis- 
sion, D.  Williams. 

British  Columbia,  Province  of 

The  Military  Hospitals  Commission,  22 
Vittoria  .Street,  Ottawa,  contemplate  the 
erection  of  a  $200,000  tubercular  sani- 
tarium. General  superintendent,  J.  H. 
W.  Bower. 

Dartmouth,  N.S. 

The  Stairs  Memorial  Church,  Wind- 
mill Road,  contempl.'ite  the  erection  of 
a  church.  Pastor,  Rev.  J.  A.  McGlashen, 
Windmill  Road. 

The  Church  of  England  Authorities, 
Barrington  Street,  contemplate  the  erec- 
tion of  a  church  at  Dawson  Street  and 
Windmill  Road.  Superintendent,  Rev. 
Canon  Vernon. 

Flagstaff,  Aha. 

I'lans  and  specifications  witli  the  sec- 
retary-treasurer, A.  W.  .Smith,  who  will 
receive  tenders  until   March  1  for  the 


erection  of  a  school  for  Flagstaff  School 
District  No.  3505. 

Hahfax,  N.S. 

Plans  and  specifications  with  the  Ar- 
chitect, W.  J.  Busch,  Bedford  Row,  who 
will  receive  tenders  until  March  1  for 
steam  heating  system  for  St.  John's  Pres- 
byterian Church. 

Kaye  Street  Methodist  Church  and 
Grove  Street  Presbyterian  Church  con- 
template the  erection  of  a  temporary 
at  Gottingen  and  Yonge  Streets.  Pastor, 
Rev.  W.  J.  Swetman,  East  Young  St. 

Repairs  costing  $3,000  to  St.  George 
Church,  Brunswick  Street,  are  contemp- 
lated. Rector,  Rev.  H.  W.  Cunningham. 
Cornwallis  Street. 

The  Relief  Commission,  Sackville  St,, 
contemplate  the  erection  of  a  hospital. 
Secretary-treasurer,  Ralph  P.  Bell,  Sack- 
ville St. 

Lougheed,  Alta. 

Lougheed,  Groveland,  Park,  Green 
Valley,  Parkhill  and  Caledonia  School 
Districts,  contemplate  the  erection  of  a 
consolidated  school.  Address,  A.  Pope, 
Lougheed. 

Manyberries,  Alta. 

The  Consolidated  School  District  of 
Manyberries,  Hedley,  East  Manyberries 
and  South  Manyberries,  contemplate  the 
erection  of  a  consolidated  school.  Sec- 
retary-treasurer, J.  M.  Courtney,  Many- 
berries. 

Mimico,  Ont. 

The  Department  of  the  Secretary,  Pro- 
vincial Government,  Toronto,  have  in- 
cluded in  their  estimates  for  1918  $1,500 
for  improvements  and  additions  to  farm 
buildings,  $2,000  for  fireball,  $75,000  for 
two  additional  buildings,  and  $1,500  for 
fire  alarm  and  fire  protection  system. 

Montreal  West,  Que. 

The  Board  of  Education  are  having 
plans  prepared  for  a  high  school.  D.  J. 
Spence,  246  Beaver  Hall  Hill,  is  the  ar- 
chitect. 

Orion,  Alta. 

The  Consolidated  School  District  con- 
template the  erection  of  a  new  school  or 
the  conversion  of  two  schools  into  one. 
Address,  Secretary-treasurer. 

Ottawa.  Ont. 

The  Public  School  Board  have  included 
in  their  estimates  $17,170  for  repairs  to 
schools,  and  $51,525  for  furnishings. 
Chairman,  J.  B.  Watson. 

Point  Grey,  B.C. 

The  Department  of  Public  Works, 
Provincial  Government,  contemplate  the 
erection  of  university  building  at  a  cost 
of  $175,000.  F.  Carter  Cotton,  12.'')0 
Georgia  St.  W.,  Vancouver,  is  on  tlic 
Board  of  Governors. 

Port  Moody,  B.C. 

School  Board  contemplate  the  erection 
of  a  school. 

Riverton,  N.S. 

Tlie  Pictou  County  Council  contemp- 
late the  erection  of  a  hospital  for  the  in- 
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sane.   Chairman,  Geo.  Thompson,  care  of 
I  treasurer,  Alex.  McDougall,  Church  St., 
Pictou. 

St.  Eloi,  Que. 

Tenders  will  be  called  in  February  for 
the  erection  of  a  frame  church  for  the 
Parish  Congregation.  Architect,  J.  S. 
Bergeron,  103  St.  John  Street,  Quebec. ' 

St.  Marcel  de  L'Islet,  Que. 

Tenders  will  be  received  from  Febru- 
ary 35  until  March  9  for  addition  and 
repairs  costing  $20,000  to  church  for  the 
Parish.  Architect,  Oscar  Beaule,  21 
d'Aiguillon  St.,  Quebec. 

Salvador,  Sask. 

N.  L.  Thompson,  Willoughby  Block, 
!  Saskatoon,  is  preparing  plans  for  $8,000 
;  one-storey  frame  church  for  the  Church 
j  Congregation. 

I  Strangfield,  Ont. 

Plans  and  specifications  with  the  sec- 
retary, Amos  Waite,  who  will 'receive 
tenders  until  March  1  for  the  erection  of 
a  $4,000  school  for  the  School  Board. 

Toronto,  Ont. 

Property  Commissioner  D.  Chisholm, 
City  Hall;  has  included  $9,000  in  his  esti- 
mates for  stables  and  implement  shed  at 
the  jail  farm. 

The  Board  of  Control  contemplate  re- 
'  pairs  costing  $12,000  to  the  Manufactur- 
I'  ers'  Building  at  Exhibition  Park. 

Welland,  Ont. 

The  Welland  County  Council  will  erect 
an  addition  to  county  hospital.  Secre- 
tary-treasurer, C.  M.  Webber. 

City  Council  contemplate  the  erection 
of  a  fire  hall.    Clerk,  Miss  C.  M.  Staff. 

The  Welland  Coimty  Council  have  se- 
cured a  site  on  which  they  will  erect  a 
,1  home  for  children.    Clerk,  Robt.  Cooper, 
I  Welland. 

Winnifred,  Alta. 

The  erection  of  a  church  is  contemp- 
ji  lated  by  the  Congregation.  Pastor,  Rev. 
1  Mr.  Wood. 

Woodstock,  Ont. 

The  estimates  for  1918  of  the  Depart- 
lj  ment  of  the  Secretary,  Provincial  Gov- 
jemment,  Toronto,  include  $40,000  for  two 
additional  buildings  and  $1,500  for -fire 
alarm  and  fire  protection  system. 

CONTRACTS  AWARDED 
Chatham.  Ont. 

L.  J.  Fauteux  &  Co.,  St.  Benoit,  have 
the  general  contract  for  the  completion 
"f  "St.  Michaels"  Cathedral  at  a  cost  of 
^I'.O.OOO  for  the  Roman  Catholic  Congre- 
gation. 

Fredericton,  N.B. 

I  Scott&  Forbes,  Old  Government  House, 
liaye  the  general  contract  for  vocational 
Iniilding  for  the  Military  Hospitals  Com- 
mission, 22  Vittoria  Street,  Ottawa. 

Granby  Bay,  B.C. 

McWilliam  &  Munroe,  Victoria,  have 
'le  general  contract  for  addition  to 
-  hool  for  the  Department  of  Public 
A  orks.  Provincial  Government. 

Halifax,  N.S. 

Bate.  McMahon  &  Co.,  Sparks  St.,  Ot- 
tawa, and  Halifax  Hotel,  Halifax,  have 
tlie  general  contract  and  will  let  plumb- 
'ng  and  electrical  work  for  military  huts, 
costing  $350,000,  for  the  Department  of 
Public  Works,  Dominion  Government. 

S.  M.  Brookfield,  Ltd.,  Granville  St., 
'ave  the  general  contract  for  repairs  cost- 
ing $4,000  to  "St.  Patrick"  Hall  for  the 
St.  Patrick's  Society. 


Rhodes  Curry  Co.,  Windsor  Street, 
have  the  general  contract  for  repairs  to 
church  on  Brunswick  Street  for  the 
Church  of  the  Redeemer. 

The  following  contracts  have  been 
awarded  in  connection  with  repairs  cost- 
ing $75,000  to  "St.  Patrick"  Church  for 
the  Roman  Catholic  Episcopal  Corpora- 
tion:— General  contract,  masonry,  steel 
girders,  carpentry,  slate  roofing,  plaster- 
ing, and  painting,  S.  M.  Brookfield,  Ltd., 
Granville  St.;  electrical  work,  Farquhar 
Bros.,  Barrington  Street. 

The  Standard  Construction  Co.,  Met- 
ropole  Bldg.,  have  the  general  contract 
for  $13,000  lighthouse  for  the  Marine  & 
Fisheries  Department,  Dominion  Gov- 
ernment, Ottawa. 

S.  M.  Brookfield  Ltd.,  Granville  St., 
have  the  general  contract  for  repairs 
costing  about  $12,000  to  the  Charles  St. 
Methodist  Church,  cor  Charles  and  Robie 
Streets. 

S.  M.  Brookefield  Ltd.,  Granville  St., 
ave  the  general  contract  for  repairs  cost- 
ing $7,000,  to  Robie  Street  Methodist 
Church.  Pastor,  Rev.  F.  E.  Barrett,  35 
Vernon  Street. 

Jas.  Donohue,  Bedford  Row,  has  the 
contract  for  cooper  flashings  in  con- 
nection with  the  roofing  of  St.  John's 
Presbyterian  Church,  cor.  Willow  and 
Windsor  Streets. 

Bate,  McMahon  &  Co.,  Sparks  Street, 
Ottawa,  and  Halifax  Hotel,  Halifax,  have 
the  general  contract,  and  Farquhar  Bros., 
Barrington  Street,  the  plumbing  and  elec- 
trical work  for  the  erection  of  a  frame 
administration  building  for  the  Recon- 
struction Committee. 

The  Reconstruction  Committee  have 
the  general  contract  for  repairs  to  mar- 
ket building  on  Brunswick  Street  for  the 
City  Council. 

Kingston.  Ont. 

The  Kingston  Construction  Company 
have  the  general  contract  for  vocational 
training  building  for  the  Military  Hos- 
pitals Commission,  23  Vittoria  St.,  Ot- 
tawa. 

Montreal,  Que. 

J.  J.  Briard,  1377  Dominique  Street,  has 
the  general  contract  for  $6,000  heating 
system  for  St.  Victor  School  for  the  Ro- 
man Catholic  School  Commission. 

St.  Catharines,  Ont. 

The  following  contracts  have  been 
awarded  in  connection  v/ith  the  erection 
of  a  $10,000  addition  to  Ridley  College: 
— Carpentry,  C.  F.  Monk,  Wilson  Street; 
painting.  Leach  &  Jones,  46  James  Street; 
electrical  work,  Lepage  &  Jones;  metal 
work,  heating  and  plumbing,  J.  Peart, 
49  King  Street. 

South  Osgoode,  Out. 

Geo.  Green,  793  Bank  Street,  Ottawa, 
has  the  painting  and  glazing  contracts 
in  connection  with  the  erection  of  a  $15,- 
000  church  for  St.  John's  Congregation. 

Stettler,  Alta. 

J.  A.  Lockerbie  Ltd.,  10164-108th  St., 
Edmonton,  have  the  general  contract  for 
the  installation  of  heating  system  in  the 
Court  House  for  the  Department  of  Pub- 
lic Works,  Provincial  Government. 

Sydney,  N.S. 

Hagen  &  Co.,  452  George  Street,  have 
the  heating  and  plumbing  contracts  for 
$40,000  church  for  the  Union  Baptist 
Congregation. 

Toronto,  Ont. 

Jackson-Lewis  Co.,  Ltd.,  Bell  Tele- 
phone Bldg.,  have  the  general  contract, 


and  McGregor  &  Mclntyre  Ltd.,  1139 
Shaw  Street,  the  steel  work  in  connec- 
tion with  alterations  to  building  for  mil- 
itary hospital  for  the  Military  Hospitals 
Commission,  22  Vittoria  St.,  Ottawa. 

E.  J.  Bolus  Co.,  206  Victoria  Street, 
have  the  painting  and  decorating  con- 
tracts in  connection  with  alterations  to 
building  at  Victoria  and  Richmond  Sts. 
for  the  Young  Men's  Christian  Associa- 
tion. 

Winnipeg,  Man. 

The  Hooper  Construction  Co.,  Avenue 
Block,  have  the  general  contract  and  car- 
pentry, and  the  Star  Electric  Co.,  191 
Portage  Ave.  E.,  the  electrical  work  for 
remodelling  building  for  auditorium  at 
cost  of  $4,400  for  the  Winnipeg  Industrial 
Bureau,  Industrial  Bldg, 

Chas.  D.  Kirk  Co.,  Tribune  Bldg.,  have 
been  awarded  the  steam  heating  con- 
tract for  $4,000  convention  hall  being 
erected  at  the  corner  of  Main  and  Water 
Streets  for  the  Industrial  Bureau.  Com- 
missioner, C.  H.  Webster. 


Business  Buildings  and  Indus- 
trial Plants 

Brantford,  Ont. 

W.  C.  Tilley,  Temple  Bldg.,  is  prepar- 
ing plans  for  $15,000  addition  to  factory 
for  the  Waddell  Preserving  Co.,  Ltd., 
131-133  Clarence  Street. 

Bridgetown,  N.S. 

A.  L.  Beeler  has  leased  property  along 
the  north  side  of  the  Annapolis  River, 
on  which  he  intends  to  erect  a  shipbuild- 
ing plant. 

Calgary,  Alta. 

Tenders  have  been  received  for  altera- 
tions, costing  $10,000,  to  building  for  Sir 
J.  A.  Lougheed,  707  Thirteenth  Avenue 
W.  Architect,  W.  P.  Major  Eighth  Ave. 
West. 

Cardston,  Alta. 

Town  Council  have  had  plans  drawn 
for  an  opera  house.  Secretary-treasurer, 
Alpha  J.  Higgs. 

Dartmouth,  N.S. 

Rhodes  Curry  Co.,  Ltd.,  Windsor  St., 
Halifax,  general  contractors  for  plant  for 
the  Canadian  Carbonate  Co.,  Ltd.,  133 
Hollis  Street,  Halifax,  will  call  tenders 
shortly  for  plumbing,  painting,  and  elec- 
trical work. 

Goderich,  Ont. 

The  Goderich  Agricultural  Society  and 
the  Town  Council  contemplate  the  erec- 
tion of  grand  stand  and  cattle  building. 
Mayor,  E.  R.  Wigle. 

Halifax,  N.S. 

Frank  A.  Gillis,  Pickford  &  Black's 
Wharf,  will  erect  a  $5,000  one-storey  iron 
warehouse  on  Kempt  Road. 

S.  P.  Dumaresq,  St.  Paul  Bldg.,  is  pre- 
paring plans  and  will  call  tenders  short- 
ly for  alterations  to  building  on  Water 
Street  for  Farquhar  &  Company. 

S.  P.  Dumaresq,  St.  Paul  Bldg.,  is  pre- 
paring plans  for  three-storey  freestone 
polished  granite  and  stone  addition  to 
bank  on  George  Street  for  the  Royal 
Bank  of  Canada. 

Plans  and  specifications  with  the  ar- 
chitect, S.  P.  Dumaresq,  St.  Paul  Bldg., 
who  will  receive  tenders  until  March  1 
for  the  erection  of  a  garage  for  Clayton 
&  Sons,  cor.  Barrington  and  Jacob  Sts. 

Tenders  will  be  called  shortly  for  the 
erection  of  a  two-storey  mill  bo.x  fac- 
tory for  Moirs  Limited,  .4rgyle  and  Duke 
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Streets.  Architect,  S.  P.  Dumaresq,  St. 
Paul  Bldg. 

Jarrow,  Alta. 

The  United  Farmers'  Association  con- 
template the  erection  of  a  hall  and  stores. 
Address,  President,  W.  Cromley,  Jarrow. 

Kent  Bridge,  Ont. 

The  Kent  Farmers'  Product  Company, 
Talbot  Street,  Blenheim,  contemplate  the 
erection  of  a  grain  elevator.  Manager, 
Geo.  Miller,  Blenheim. 

Montreal,  Que. 

The  Montreal  City  and  Districts  Sav- 
ing Bank,  176  St.  James  Street,  contemp- 
late the  erection  of  an  addition  to  bank 
at  the  corner  of  Pine  Avenue  and  St. 
Lawrence  Blvd. 

E.  Masse  and  F.  Laberge,  137  Cherrier 
St.,  will  enlarge  their  public  garage  and 
let  all  sub  trades. 

Nanaimo,  B.C. 

The  Nanaimo  City  Gas  Company,  59 
Commercial  St.,  are  having  plans  pre- 
pared for  addition  to  their  plant.  Man- 
ager, W.  W.  Lewis. 
New  Glasgow,  N.S. 

The  Eastern  Car  Co.,  Ltd.,  Trenton 
Street,  contemplate  the  erection  of  a  first 
aid  hospital  costing  $5,000.  Purchasing 
Agent,  A.  M.  Seely. 

Siveright  &  Co.,  Provost  St.,  contemp- 
late the  erection  of  a  $25,000  brick  store. 
Manager,  John  Siveright. 

Omemee,  Ont. 

Chas.  Parsons  &  Son,  Ltd.,  79  Front 
E.,  Toronto,  contemplate  alterations  cost- 
ing $100,000,  to  their  plant. 

Ottawa,  Ont. 

The  Toronto  General  Trusts  Corpora- 
tion, Trust  Building,  contemplate  altera- 
tions to  their  offices  at  Sparks  and  Elgin 
Streets. 

Pembroke,  Ont. 

A.  Barr  &  Son,  Victoria  Street,  will 
rebuild  their  store  at  once  at  a  cost  of 
$5,000. 

Pointe  aux  Trembles,  Que. 

The  Dominion  Cement  Co.,  Ltd.,  92 
Notre  Dame  St.  E.,  have  secured  a  site 
on  which  they  intend  to  erect  a  cement 
I)lant.    Secretary-treasurer,  J.  A.  Vinet. 

Portage  la  Prairie,  Man. 

The  Bank  of  Ottawa,  head  office,  Ot- 
tawa, are  having  plans  prepared  for  a 
two-storey  brick  bank  building.  Local 
manager,  D.  D.  McCallum. 

Prince  Rupert,  B.C. 

The  Grand  Trunk  Pacific  Railway, 
Vancouver,  contemplate  the  erection  of 
a  shipbuilding  plant.  Chairman,  W.  H. 
Hinton. 

Ste.  Clothilde,  Que. 

Edmond  Champagne  will  rebuild  his 
store  in  the  spring  at  a  cost  of  $8,000. 

St.  Hyacinthe,  Que. 

.  .0.  Grothc  Ltd.,  550  St.  Lawrence 
§ldg.,  Montreal,  contemplate  the  erection 
of  a  factory  addition. 

St.  Johns,  N.B. 

Carloss  &  Lawrcnson,  290  Brussels  St., 
contemplate  remodelling  building  into 
bakery. 

St.  Thomas,  Ont. 

The  Gas  Committee,  City  Council,  con- 
template improvements  to  gas  plant. 
■Chairman,  Aid.  Handford. 

Saskatoon,  Sask. 

Tenders  will  be  received  by  the  sec- 
retary, R.  C.  Desrochers,  Ottawa,  until 


4  p.m.,  March  4,  for  the  erection  of  a 
3,000  lbs.  capacity  electric  elevator  for  the 
Department  of  Public  Works,  Dominion 
Government. 

The  Waterloo  Manufacturing  Co.,  Ltd., 
contemplate  the  erection  of  a  warehouse. 
Address,  E.  A.  Haid,  219  Manitoba  Ave. 

Toronto,  Ont. 

The  Ontario  Wind  Engine  &  Pump 
Co.,  Ltd.,  Liberty  Street,  will  erect  a 
$4,000  steel  frame  and  galvanized  iron 
factory  building. 

The  Department  of  Game  &  Fisher- 
ies, Provincial  Government,  Parliament 
Buildings,  propose  to  erect  buildings, 
docks,  tramways,  and  sidings  costing 
$23,500  in  connection  with  cold  storage. 

Vancouver,  B.C. 

The  British-American  Shipbuilding  & 
Engineering  Co.,  Ltd.,  Hitsilano  Reserve, 
Vancouver,  are  preparing  plans  for  ship- 
building yard.    President,  J.  A.  Sears. 

Victoria,  B.C. 

The  Victoria  Shipbuilding  Co.,  Ltd., 
contemplate  addition  to  their  shipyards. 
President,  J.  H.  Price,  care  of  Cameron- 
Genoa  Mills,  Ltd.,  Old  Indian  Reserve, 
Victoria. 

The  Western  Union  Telegraph  Co.,  614 
View  Street,  have  had  plans  drawn  for 
one-storey  concrete  terminal  cable  house 
to  be  erected  on  Dalas  Road.  Local  man- 
ager, F.  H.  Blashfield. 

CONTRACTS  AWARDED 
Brantford,  Ont. 

The  following'  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  boiler  house,  etc.,  costing  $10,000,  for 
the  Dominion  Steel  Products  Co.,  Ltd., 
Morrell  Street: — General  contract,  P.  H. 
Secord  &  Sons,  Ltd.,  133-137  Nelson  St.; 
structural  steel,  Hamilton  Bridge  Works 
Co.,  Ltd.,  Bay  N.,  Hamilton;  boilers, 
Waterous  Engine  Works  Co.,  S.  Mar- 
ket Street. 

Dartmouth,  N.S. 

The  following  contracts  have  been 
awarded  in  connection  with  repairs  cost- 
ing $16,000  to  plant  of  the  French  Cable 
Co.,  North  Dartmouth: — General  con- 
tract, masonry,  steel,  carpentry,  plaster- 
ing and  painting,  Standard  Construction 
Co.,  Metropole  Bldg.,  Halifax;  roofing, 
Wm.  McFatridge,  Upper  Water  Street, 
Halifax;  electrical  work,  Beazley  Bros., 
70  Portland  St.;  plumbing,  C.  R.  Hoben, 
Granville  St.,  Halifax;  heating,  J.  J. 
O'Toole,  129  Ochterloney  Street. 

A.  A.  McDonald,  Pickford  &  Black's 
Wharf,  Halifax,  has  the  general  contract 
to  rebuild  rolling  mills  at  a  cost  of  $7,- 
000  for  the  Dartmouth  Rolling  Mills. 

Grand'Mere,  Que. 

Martineau  &  Freres,  7  St.  Jacques  St., 
have  the  general  contract  for  repairs  to 
store,  etc.,  for  Desithe  Leduc. 

Martineau  &  Freres  have  the  general 
contract  for  $30,000  three-storey  frame 
and  brick  store  and  residence  for  Nic. 
Javalas,  Rue  Principale. 

Guelph,  Ont. 

Albert  W.  Smith  Company,  Ltd.,  51 
(Jlerk  St.,  have  the  heating  contract  in 
connection  with  the  conversion  of  apart- 
ments into  ])ank.  at  a  cost  of  $7,000  for 
the  Guelph  and  Ontario  Savings,  Wynd- 
ham  St. 
Halifax,  N.S. 

Rhodes  (airry  Co.,  Windsor  St.,  have 
the  general  contract  for  remodelling 
store  at  a  cost  of  $5,000  for  Winters 
Limited,  Harrington  Street. 

P'alconcr  &  McDonald,  Davidson  St., 


have  the  general  contract  for  repairs 
costing  $8,000  to  the  Ackers'  Family 
Theatre,  Sackville  Street.  Manager,  L, 
R.  Acker. 

S.  M.  Brookfield  Ltd.,  Granville  St., 
have  the  general  contract  for  repairs  to 
office  and  graving  dock  for  the  Halifax 
Graving  Dock,  Granville  Street. 

J.  H.  Hicks  &  Son,  Bridgetown,  have 
the  general  contract  for  repairs  to  freight 
sheds  for  the  Dominion  Atlantic  Co., 
Hollis  Street. 

Hamilton,  Ont. 

Culley  &  Breay,  35  King  St.  W.,  have 
the  electrical  contract  for  $60,000  addi- 
tion to  foundry  for  the  Canadian  Cotton 
Co.,  James  St.  N. 

Lindsay,  Ont. 

M.  H.  McGeough,  Simcoe  Street,  has 
the  general  contract  for  improvements  to 
store  for  W.  G.  Dunoon,  Kent  Street. 

The  Italian  Mosaic  &  Tile  Co.,  Ltd., 
429  Spadina  Ave.,  Toronto,  have  the  con- 
tract for  tile  flooring  in  connection  with 
alterations  and  addition  to  hotel  at  a 
cost  of  $8,000  for  the  McDonald  Estate. 

Montreal,  Que. 

The  Hobbs  Mfg.  Co.,  Ltd.,  43  St. 
Maurice  Street,  have  the  glass  and  fram- 
ing, and  Steel  &  Radiation,  Ltd.,  304  Uni- 
versity Street,  the  steel  window  framing 
contract  for  $25,000  store  and  factory  for 
the  Burland  Estate,  2  Place  D'Armes. 
The  general  contractor,  E.  B.  Evans,  112 
St.  Patrick  Street,  will  carry  out  the  ma- 
sonry, carpentry  and  plastering,  and  let 
balance  of  trades. 

The  following  contracts  have  been 
awarded  in  connection  with  repairs  to 
interior  of  building  for  E.  Lamontagne, 
31  Laval  Street: — -Carpentry,  Joseph  Lus- 
sier;  plumbing,  Kilgour  &  McGann,  65 
St.  George  Street;  plastering  and  paint- 
ing, Jos.  Lepin,  228  Dominique  Street. 

North  Vancouver,  B.C. 

Hodgeson  &  King,  London  Bldg.,  1573 
Main  St.,  Vancouver,  have  the  general 
contract  for  remodelling  shipyard  at  a 
cost  of  $100,000  for  the  Wallace  Ship- 
yards Ltd.,  Esplanade  E. 

Ottawa,  Ont. 

McFarlane  &  Douglas,  212  Slater  St., 
have  the  copper  and  tinsmith  contracts 
for  alterations  costing  $6,000  to  theatre 
for  stores  for  F.  Carling,  Sparks  Street. 

Alex.  Christie  &  Son,  Kenniston  Apart- 
ments, have  the  general  contract  for  al- 
terations to  store  for  "Ely,"  188  Sparks 
Street. 

Peterboro,  Ont. 

Ephgrave  &  Barrett,  632  Downie  St., 
have  the  contract  for  temporary  repairs 
to  the  Boston  Cafe  on  George  Street  for 
Mrs.  Louisa  Denne,  361  Park  Street. 

Saskatoon,  Sask. 

Jas.  Priel,  Helgerson  Block,  has  the 
general  contract  for  interior  alterations 
to  warehouse  for  A.  MacDonald  Co., 
Market  Street  East. 

Toronto,  Ont. 

The  John  V.  Gray  Construction  Com- 
pany have  been  awarded  the  contract  for 
alterations  to  the  engine  room  and  sup- 
porting frame  work  for  a  new  condenser 
for  the  Swift  Canadian  Company,  West 
Toronto.  > 

Brown  &  Cooper,  Ltd.,  297  Carlton  St., 
have  the  general  contract  for  $15,000 
manufacturing  plant  for  the  Toronto 
Laundry  Machinery  Company,  1951  Dun- 
das  Street  W.  ; 

R.  Dinnis  &  Son,  175  William  Street,  ! 
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Plant  of  John  Inglis  Co.,  Limited,  Toronto 


O 


UR  facilities  and  long  experience 
enable  us  to  design  and  manufac- 
ture engines,  boilers,  pumps,  and  plate 
work  of  every  kind. 

No  project  is  too  big  for  our  en- 
gineers and  plant  and  no  job  too  small 
to  receive  intelligent  attention. 

Quotations  gladly  furnished. 


The  John  hglis  Company,  Limited 

ENGINEERS  AND  BOILERMAKERS 
14  Strachan  Ave.       -       -       Toronto,  Canada 

Ottawa  Representative— J.  W.  ANDERSON,  7  Bank  Street  Chambers 
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liave  the  general  contract  for  repairs  to 
warehouse  for  M.  A.  Thomas  Estate. 

T.  H.  Jones  &  Co.,  314  Clinton  Street, 
have  the  general  contract  for  alterations 
and  addition  to  factory  costing  $4,000  for 
the  Rubberset  Co.,  Ltd.,  220  King  W. 

Watford,  Ont. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $20,000  bank  for  the  Merchants 
Bank  of  Canada,  head  office,  Montreal. 
General  contract,  Schultz  Bros.  &  Co., 
Ltd.,  35  Albion  St.,  Brantford;  structural 
steel,  Hamilton  Bridge  Works  Co.,  Ltd., 
Hamilton;  cut  stone,  Ritchie  Cut  Stone 
Co.,  ltd.,  191  Grant  St.,  Hamilton;  roof- 
ing, Brantford  Roofing  Co.,  Ltd.,  Brant- 
ford; lath  and  plastering,  Taylor  &  Nes- 
bit,  18  Havelock  St.,  Toronto;  painting, 
F.  G.  Roberts  &  Co.,  Ltd.,  160  Wells  St., 
Toronto;  plumbing,  heating,  sewage  dis- 
posal and  special  water  supply.  Anguish 
&  Whitefield,  40  Colborne  St.,  Brantford. 

Winnipeg,  Man. 

Cotter  Bros.,  Ltd.,  Fort  Street,  have 
the  general  contract  for  alterations  cost- 
ing $70,000,  to  heating  and  plumbing  sys- 
tem in  the  old  G.  P.  R.  hotel  building 
for  the  Canadian  Pacific  Railway,  head 
office,  Montreal. 


Residences 

Adelaide  Township.  Ont. 

Frank  Parker,  Con.  4,  Adelaide  Town- 
ship, Strathroy  P.O.,  contemplates  the 
erection  of  a  $4,000  two-storey  brick  resi- 
dence. 

Grand'Mere,  Que. 

Tenders  will  be  called  about  March  15 
(to  close  about  23)  for  the  erection  of  a 
$30,000  store  and  tenements  for  Theo. 
Tanguay,  Main  St. 

Halifax,  N.S. 

E.  S.  Sharpe,  70  Willow  St.,  general 
contractor  for  $5,000  residence  for  A.  S. 
Austen,  Gottingen  St.,  will  let  plastering, 
painting,  heating,  and  electrical  work. 

Peter  Kelly,  10  Williams  St.,  is  receiv- 
ing tenders  on  plumbing,  heating,  plas- 
tering, painting,  and  electrical  vvork  for 
the  erection  of  his  $4,500  residence. 

Necum  Teuch,  N.S. 

Gilbert  Croft  contemplates  the  erec- 
tion of  a  residence. 

Toronto,  Ont. 

G.  Hargraves,  40  Withrow  Ave.,  wants 
tenders  for  lathing,  plastering,  tinsmith- 
ing,  stacks,  registers  for  hot  and  cold  air 
and  wiring  for  three  residences. 

Tenders  are  wanted,  bulk  preferred,  for 
the  erection  of  a  brick  duplex  residence 
for  Mrs.  T.  H.  Cleghorn,  106  St.  Vincent 
Street. 

J.  &  T.  H.  Bishop.  11  George  St.,  will 
erect  a  pair  of  two-storey  brick  resi- 
dences, costing  $6,500. 

Welland,  Ont. 

W.  A.  Kelsey  is  in  the  market  for  ma- 
terial for  the  erection  of  two  residences, 
costing  $4,000. 

Westmount,  Que. 

Robert  Neville,  11  Busby  Lane,  general 
contractor  for  a  $15,000  block  of  resi- 
dences for  the  Askew  Estate,  care  of 
Royal  Trust  Company,  107  St.  James  St., 
Montreal,  is  letting  roofing,  plumbing, 
heating,  plastering,  painting,  decorating, 
brick  and  electrical  work. 

Winnifred.  Alta. 

Philip  I)e  Wald  contemi)lates  the  erec- 
tion of  a  seven-room  frame  residence. 
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CONTRACTS  AWARDED 
Dartmouth,  N.S. 

A.  A.  MacDonald,  Pickford  &  Black's 
Wharf,  Halifax,  has  the  general  contract 
for  two  two-storey  frame  tenements  for 
the  Dartmouth  Reconstruction  Commit- 
tee. 

Smith  &  Webby  have  the  general  con- 
tract and  Mr.  Hitchie  the  electrical  work 
for  three  two-storey  frame  tenements, 
costing  $5,200,  for  the  Dartmouth  Recon- 
struction Committee. 

Russell  &  Macaulay.  St.  Paul  Buildilig, 
Halifax,  have  the  general  contract  for 
two  two-storey  frame  tenements  for  the 
Dartmouth  Reconstruction  Committee. 

Eastview.  Ont. 

N.  Lecompte,  St.  Patrick  St.,  Ottawa, 
has  the  general  contract  for  alterations 
to  residence  for  M.  Jelicour,  Clarkstown. 

Halifax,  N.S. 

Hagen  &  Co.,  Hollis  Street,  have  the 
plumbing  contract  for  192  temporary 
residences  for  the  Reconstruction  Com- 
mittee. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  flats,  costing  $5,000,  for  A.  M.  Banks, 
17  Lawrence  St.:  Electrical  work,  Harry 
Redmond,  65  Chebucto  Rd.;  plumbing, 
W.  M.  Walker,  70  Duncan  St.;  plaster- 
ing, Frank  E.  Dobson,  38  Allen  St.; 
painting,  R.  A.  McCready,  88  Gottingen 
Street. 

Hagen  &  Co.,  Ltd.,  161  Quinpool  St., 
have  the  heating,  Alex.  MacKenzie,  43 
Spring  Garden  Road,  the  plastering,  and 
R.  A.  McCready,  88  Gottingen  Street,  the 
painting  contract  for  $6,000  bungalow  on 
Atlantic  Street  for  B.  W.  Russell,  Green 
Street. 

Marine  and  Fisheries  Department,  Do- 
minion Government,  Ottawa,  have 
awarded  the  following  contracts  in  con- 
nection with  the  erection  of  a  residence, 
costing^  $3,000,  for  lighthouse  keeper  at 
George's  Island:  General  contract,  ma- 
sonry, carpentry,  roofing,  and  plastering, 
Standard  Construction  Company,  Metro- 
pole  Building;  plumbing  and  heating,  G. 
A.  Perrier,  Granville  St. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $5,000  residence  for  William  Grant, 
5^  Upper  Water  St.,  who  will  carry  out 
the  carpentry,  roofing  ,and  painting:  Ma- 
sonry and  plastering.  Frank  E.  Dobson, 
38  Allen  St.;  electrical  work,  Jas.  White- 
ley,  Dartmouth;  plumbing,  W.  S.  Craig, 
Upper  Water  Street. 

Ottawa,  Ont. 

Lowry  &  Poirier,  Cathcart  St.,  have 
the  general  contract  for  garage  and  sun- 
rooms  for  A.  H.  Coplan,  Clemow  Ave. 

Peterboro,  Ont. 

Ephgrave  &  Burrett,  632  Downie  St., 
have  the  general  contract  for  $15,000  resi- 
dence for  R.  M.  Waddell,  Monaghan  Rd. 

Toronto,  Ont. 

Tiie  following  contracts  have  been 
awarded  in  connection  with  alterations, 
costing  $8,000,  to  two  residences  for 
apartments  for  R.  A.  Wilson,  care  of  ar- 
chitect, Denison  &  Stephenson,  20  King 
W.:  Masonry  and  carpentry,  George  T. 
Gayton,  56  Lyall  Ave.;  painting,  J.  J. 
Brennan,  260  Shaw  St.;  i)lastering,  An- 
drew Petrie,  457  Roxton  Rd.;  wiring,  J. 
M.  Coinmeford,  261  College  St.;  phnnl)- 
ing,  Preston  Brothers,  218  Bain  Ave. 

W.  H.  Jones,  56  Pine  Crescent  Road, 
has  the  general  contract  for  alterations 
to  residences  for  private  hotel  for  Pear- 
son Brothers,  in  trust,  17  Adelaide  E. 


February  20,  1918 

Three  Rivers,  Que. 

J.  Boisvert  has  the  general  contract  for 
$6,000  two-storey  frame  and  brick  addi- 
tion to  tenement  building  for  Eddy  Mar- 
tin, St.  George  St. 

Westmount,  Que. 

Robt.  Neville,  11  Busby  Lane,  has  the 
general  contract  for  $15,000  block  of  resi- 
dences for  the  Askew  Estate,  care  of 
Royal  Trust  Company,  107  St.  James  St., 
Montreal. 


Power  Plants,  Electricity  and 
Telephones 

Halifax,  N.S. 

Works  Department,  City  Council  con- 
template modern  lighting  system.  Clerk, 
L.  F.  Monashan. 

The  Maritime  Telephone  and  Tele- 
graph Company,  Hollis  St.,  contemplate 
the  erection  of  a  reinforced  concrete  or 
brick  telephone  building.  Architect,  A. 
R.  Cobb,  Tramway  Building. 

Melfort,  Sask. 

Town  Council  contemplate'  installation 
of  switchboard  and  construction  of  pow- 
er line.    Clerk.  H.  E.  Greenwood. 

Three  Rivers,  Que. 

The  Page  Wire  Company  of  Canada, 
head  office  Walkerville,  will  require  a 
number  of  electric  motors  for  their  fac- 
tory.   Manager,  Merton  Church. 

Truro,  N.S. 

The  Maritime  Telephone  and  Tele- 
graph Company,  Hollis  St.,  Halifax,  con- 
template the  erection  of  a  reinforced  con- 
crete and  brick  telephone  building.  Man- 
ager, W.  H.  Hayes,  A.  R.  Cobb,  Tram- 
way Building,  Halifax,  is  the  architect. 


Miscellaneous 

Goderich,  Ont. 

Town  Council  contemplate  purchase  of 
fire  hose.  Chairman  of  Fire  Commission. 
Mayor  E.  R.  Wigle. 

Grand'Mere,  Que. 

The  Laurentide  Company,  Ltd.,  Mc- 
Gibbon  &  Third  Avenue,  will  rebuild 
skating  rink,  at  a  cost  of  $10,000,  which 
was  recently  destroyed  by  storm.  Engi- 
neer, Elwood  Wilson,  River  Side. 

Kelowna,  B.C. 

City  Council  contemplate  the  purchase 
of  a  chemical  fire  engine.  Clerk,  G.  H. 
Dunn. 

Kincardine,  Ont. 

W.  James  Stewart,  P.O.  Box  226,  con- 
templates the  purchase  of  about  150 
square  feet  of  slate  blackboard. 


CONTRACTORS 
and  TENDERERS 


THE 


for  Superior  Service 


Canadian  Surety  Co. 

26  Wellington  St..  East 

Phone  Main  2609   TORONTO,  Ont. 
Represented  in  all  the  principal 
cities  and  towns  in  the 
Dominion. 

BONDS  INSURANCE 

of  every  description      PI  ate  Glass-  Burglary 
Automobile 
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Tenders  and  For  Sale  Department 


Wanted— Jaw  Crusher 

about  36  X  48.  give  full  particulars.  Box  681, 
Contract  Record,  Toronto.  F 


Parliament  Building,  Ottawa 


Tenders  Wanted  for 
Heating  and  Ventilating 
Equipment 

Sealed  tenders  will  be  received  by  the  under- 
signed until  noon,  March  18,  1918,  for  Heating 
and  Ventilating  Equipment  required  in  the  re- 
construction of  the  above  building. 

All  tenders  to  be  based  on  the  execution,  erec- 
tion and  completion;  together  with  the  furnishing 
of  all  materials,  tools,  appliances,  scaffolding,  ap- 
paratus and  labour  required  for  the  installation  of 
the  Heating  and  Ventilating  Equipment  as  called 
for  in  the  plans  and  specifications. 

All  information  can  be  obtained  at  the  office 
of  the  General  Contractors,  P.  Lyall  &  Sons  Con- 
struction Company,  Limited,  Ottawa.  A  set  of 
plans  and  specifications  may  be  had  by  depositing 
an  accepted  bank  cheque  for  twenty-five  ($25.00) 
dollars  made  payable  to  the  Honourable  the  Min- 
ister of  Public  Works,  which  will  be  returned  if 
the  intending  bidder  submits  a  regular  bid. 

Each  tender  must  be  accompanied  by  an  accept- 
ed cheque  on  a  chartered  bank,  papable  to  the 
order  of  the  Minister  of  Public  Works,  for  a  sum 
not  less  than  five  per  cent.  (5  p.c.)  of  the  amount 
of  the  tender,  which  will  be  forfeited  if  the  parties 
tendering  decline  to  enter  into  a  contract  when 
called  upon  to  do  so.  If  the  tender  is  not  accept- 
ed the  cheque  will  be  returned.  If  the  tender  is 
accepted  an  additional  cheque  for  a  sum  equiva- 
lent to  five  per  cent.  (5  p.c.)  of  the  amount  of 
the  tender  must  be  deposited  before  the  contract 
is  signed.  The  total  security  will  be  forfeited  if 
the  contractor  fails  to  complete  the  work  con- 
tracted for. 

Payments  will  be  made  monthly  and  will  not 
exceed  in  the  aggregate  ninety  (90  p.c.)  per  cent, 
of  the  value  of  the  labour  and  materials  furnished 
and  set  in  place. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

Envelopes  containing  tenders  to  be  _  marked 
"Tender  for  Heating  and  Ventilating  Equipment," 
and  addressed  to  the  undersigned. 

JOHN  A.  PEARSON,  Architect. 

J.  O.  MARCHAND,  Associate. 
Centre  Block,  Parliament  Bldgs., 

Ottawa.  6-8 


POSITIONS  WANTED 


PRACTICAL  CONSTRUCTION  SUPERIN- 
TENDENT open  for  position,  thoroughly  familiar 
with  all  classes  of  construction,  fan  furnish  best 
of  testimonials.  Box  (!'<.'),  Contract  Record,  To- 
ronto. 


POSITION  BY  A  FIRST  CLASS  CON- 
STRUCTION Master  Mechanic,  having  handled 
some  of  the  largest  jobs  in  ('anada.  Can  furnish 
best  of  references.  Box  QfM',,  Contract  Record, 
'i'orontfj.  . 


DESIGNING  AND  CONSTRUCTION  EN- 
GINEER, ixi)erieiiccd  in  Factories,  Grain  Elevat- 
ors, Docks,  Ship  Berths,  Hydraulic  Plants,  etc., 
open  for  a  responsible  position.  Box  687,  Con- 
tract Record,  Montreal.  8-8 


CITY  OF  BRANTFORD,  ONT. 


Tenders  for 

Cement, 
Road  Oils 

and 

Sewer  Pipes 


Sealed  tenders,  addressed  to  Alderman  J.  W. 
English,  Chairman  of  Board  of  Works,  in  care 
of  the  City  Clerk,  Brantford,  Ontario,  will  be 
received  until  twelve  o'clock  noon  on  Thursday, 
March  7th,  1918,  for  the  supplies  of  Cement,  Road 
Oils  and  Sewer  Pipes  required  by  the  City  of 
Brantford  during  1918. 

Specifications  may  be  seen  and  form  of  tender 
obtained  on  application  to  the  City  Engineer. 

Each  tender  must  be  accompanied  by  a  marked 
cheque,  payable  to  the  order  of  the  City  Trea- 
surer, for  5  per  cent,  of  the  amount  called  for 
in  the  form  of  tender. 

The  lowest  or  any  tender  not  necessarily  ac- 
cepted. 

T.  HARRY  JONES, 

City  Engineer. 

City  Hall,  Brantford,  Ont., 

February  18,  1918.  8-9 


Late  News 

Brooke  Township,  Ont. 

Specifications  with  the  Commissioner, 
W.  J.  Johnston,  R.  R.  No.  7.  Alvinston, 
who  will  receive  tenders  until  March  2  for 
repairs  to  the  McEachern  drain  for  the 
Township  Council. 

Caistor  Township,  Ont. 

Plans  and  specifications  are  with  the 
secretary-treasurer,  Elmer  Lymbur,  care 
of  architect,  A.  E.  Nicholson,  51  Queen 
Street,  St  Catharines,  who  will  receive 
bulk  or  separate  tenders  until  March  4 
for  the  erection  of  a  $5,000  school  for 
the  School  Board. 

Lampman,  Sask. 

Tenders  are  being  received  by  the  sec- 
retary-treasurer, A.  C.  Moynes,  until 
noon,  March  15,  for  the  erection  and 
material  in  all  trades  for  $15,000  union 
municipal  hospital  for  the  Union  Hos- 
pital Board.  Plans  and  specifications  with 
the  architect,  J.  H.  Puntin,  Darke  Bldg., 
Regina. 

Montreal,  Que. 

J.  C.  Corbeil  will  build  an  addition  to 
his  residence  on  Cremazie  Road,  You- 
ville.  Work  to  begin  at  once.  Ernest  A. 
Labclle,  architect. 

Oxford,  N.S. 

Bulk  or  separate  tenders  for  wrecking 
l)uilding  and  rebuild  church  on  site  for 
the  Anglican  Congregation  will  be  re- 
ceived by  the  warden,  Barth  A.  Day, 
until  3  p.m.,  March  5. 


Provost,  Alta. 

Plans  and  specifications  with  the  sec 
retary-treasurer,  W.  G.  Read,  R.  R.  Nc 
1,  who  will  receive  tenders  until  noor 
February  28,  for  the  erection  of  a  fram 
school  for  Meiklejohn  School  District 
3544. 

St.  Foye,  Que.  i 

The  Church  Congregation  will  erect 
temporary  chapel  and  church  will  be  rt 
biiilt  in  the  spring  at  a  cost  of  $100,00* 
Pastor,  Rev.  H.  A.  Scott. 

Strathroy,  Ont. 

Local  tenders  are  being  received  bl 
the  Superintendent,  E.  R.  Smithrin,  uii 
til  February  21  for  the  construction  ( 
a  $13,000  reservoir,  pump  house,  etc.,  foi 
the  Town  Council. 


Concrete  Saddlebags  on  a  Ford  Auto 

A  line  of  pre-inolded  concrete  pipes  li; 
miles  long  is  being  built  at  Henriett: 
Cal.,  by  Bent  Brothers,  contractors,  wh 
convey  wet  concrete  from  the  mixer  t 
the  pipe  yard  by  means  of  a  Ford  auti 
mobile  provided  with  a  pair  of  triangiil: 
steel  bins,  one  on  each  side  of  the  ca 
mounted  on  a  light  centre  framework. 

Each  bin  has  a  vertical  transverse  pa: 
tion  with  a  vertical  door  on  each  sid 
hinged  at  the  top,  and  provided  with  bo 
tom  latch  that  locks  is  securely  durin 
transit.  A  concrete  cart  with  a  capacit 
a  little  in  excess  of  one  division  of  t!i 
bin  in  run  under  the  overhanging  bo 
tom  of  the  bin,  the  door  opened,  the  coi 
Crete  instantly  discharged  into  the  car 
and  the  latter  pushed  over  to  tlie  forn 
that  are  filled  by  hand,  enough  concrei 
being  brought  by  each  trip  of  the  aut( 
mobile  to  fill  several  forms. 


Flood  Concrete  to  Protect  It  from 
Freezing 

Concrete  is  frequently  used  to  lii 
ditches,  or  in  other  places  where  it 
feasible  to  cover  it  completely  with  wat 
soon  after  it  is  laid.  Water  can  then  I 
used  to  used  to  protect  the  concrete  fro 
freezing.  Although  there  is  no  record 
its  having  been  done,  it  would  seem  pra 
ticable  to  protect  a  concrete  road  - 
pavement  base  in  this  manner  for  sni; 
earth  dikes  could  be  built  to  hold  tl 
water. 


Discolored  Maple  Has  Low  Shock 
Strength 

Two  pieces  of  maple  received  from  t' 
National  Hardwood  Lumber  Associatic 
one  of  which  was  badly  discolored,  wC 
tested  at  the  Forest  Products  Labor 
tory.  Where  slowly  applied  loads  we 
used,  the  two  samples  were  about  eqi 
in  strength,  but  in  resistance  to  shock  I 
discolored  piece  was  decidedly  inferii 
A  microscopic  examination  showed  t 
cell  walls  of  the  discolored  piece  to  i; 
partly  destroyed  by  fungi. 

Where  shovels,  buckets,  etc.,  Iiave  I 
come  encrusted  with  concrete,  try  he; 
ing  them  over  a  salamander  and  th 
rapping  tiiem  sharply.  Most  of  the  ; 
cumulation  will  disappear. 
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This  Roof  Helped  Save  1600  Lives! 


|ln  the  suinmer  of  1916  a  terrific 
|ire  swept  650  square  miles  of 
Ontario  forests.  It  wiped  out 
whole  villages,  bringing  death  and 
[terror  to  thousands  of  people. 

\t  Iroquois  Falls  the  population 
,»f  the  town  took  refuge  in  the 
plant  of  the  Abitibi  Pulp  &  Paper 
"ompany,  a  modern  building  of 
•einforced  concrete  with  steel 
window-sashes  and  a  Barrett 
^specification  Roof. 

rhe  building  was  wrapped  in 
jkmoke  and  flame.  The  air  was 
[  iterally  afire.  Thousands  of  cords 
hi  wood  in  the  adjacent  yards 
Iplazed  in  the  fierce  sixty-mile-an- 
nour  wind. 

'ir  nine  hours  they  cowered  there 
|vith  windows  and  doors  locked 
air-tight  and  fire-hose  and  sprink- 


lers working,  while  the  fire  raged 
about  them. 

The  insurance  inspectors  who  ar- 
rived four  days  later  stated  in 
their  official  report  that  the  mill- 
buildings  were  brought  through 
undamaged. 

The  roof  was  in  good  condition 
and  is  still  on  duty.  It  made  an 
ideal,  fire-proof,  non-inflammable 
fife-blanket.  Embers  that  fell  up- 
on it  made  the  pitch  soften  and 
smoke  but  did  not  ignite  it. 

Surely  this  is  proof  positive  that  Bar- 
rett Specification  Roofs  have  great 
fire-resisting  properties. 

But  that  is  only  one  of  their  many 
points  of  superiority.  Barrett  Speci- 
fication Roofs  cost  less  per  year  of  ser- 
vice than  any  other  permanent  roof; 
they  cost  nothing  to  maintain;  they 
take  the  hase  rate  of  insurance  and, 
further,  they  are  guaranteed  for 
twenty  years  as  follows: 


A  copy  of  The  Barrett  20-Year  Specification,  with  roofing  diagrams,  sent  free  on  request. 


The 


Tlie  pliotos  above,  taken  after  the  great  fire  Iiad 
passed  through  Iroquois  Falls,  give  some  idea 
of  the  terrific  heat  all  around  the  Abitibi  Pulp 
&  Paper  Co.  plant.  Note  the  bent  and  twisted 
steel  rails  and  frame-work. 


Company 


Roofing  Contractors — Metal  Shingle  &  Siding 

Company,  Montreal. 
Engineer — George  F.  Hardy,  New  York  City. 
General  Contractors — Morrow  &  Beatty,  Ltd., 

Peterboro,  Out. 

20-  Year  Guaranty 

We  are  now  prepared  to  give  a  20■^■ear  .Surety 
F>ond  Guaranty  on  every  Barrett  Specilicalion 
Roof  of  fifty  squares  and  over  in  all  towns  of 
25,000  population  and  more,  and  in  smaller 
places  where  our  Inspection  Service  is  available. 
Tliis  Svn-ety  Bond  will  be  issued  by  tlie  United 
States  Fidelity  and  Guaranty  Company  of  lial- 
timore  and  will  be  furnished  by  us  without 
charge.  Our  only  requirements  are  that  the 
roofing  contractor  sliall  be  approved  by  us,  and 
that  The  Barrett  Specification  dated  May  1, 
191G,  shall  be  strictly  followed. 


MONTREAL 


ST.  JOHN,  N.B. 


TORONTO 


HALIFAX,  N.S. 

Made  in  Canada 


WINNIPEG 


SYDNEY,  N.S. 


VANCOUVER 
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BERMICO 

KYANIZED 

CROSS  -  ARMS 

POLES  AND  TIES 


are 


PROTECTED 

FROM  DECAY 

Manufactured  In  Our 
Own  Plant  From  Care- 
fully    Selected  Stock 

Write  for  Samples 
and  Particulars 

BROWN  COMPANY 

FOUNDED  1852 
Formerly  Berlin  Mills  Co.— Burgfss  Sulphite  Fibre  Co. 

PORTLAND       -       -      -  MAINE 


Economy  in  Large  Capacity 
Deep  Well  Pumping 

A  large  water  supply  from  deep 
wells  is  most  successfully  obtained 
with  "American"  Deep  Well  Turbine 
Centrifugal  Pumps,  because  they  de 
liver  a  remarkably  large  quantity  of 
water  from  a  deep  drilled  well,  main- 
tain high  efficiencies  and  are  reliable 
in  operation. 
These  pumps  are  made  in  styles  to 
deliver  water  at  the 
surface  or  in  com- 
b  i  n  a  t  i  o  n  with  a 
booster  centrifugal 
operating  on  the 
same  shaft  at  the 
surface,  to  produce 
a  pressure  in  the 
mains. 

Pumps  of  this  type 
operate  in  drill  holes 
13  inches  in  diam- 
eter and  larger,  and 
deliver  to  3,000  gal- 
lons of  water  per 
minute. 

Catalog  1352  describes  them. 
Write  for  it. 

The  American  Well  Works 

General  Office  and  Works :  AURORA.  ILI  . 
Chicago  Off  ice:    First  National  Bank  Buildirg 

Special  Canadian  Dealers 
R.  H.  Buchanan  &  Co.,  -  Montreal. 

Gorman,  Clancy  &  Grindley,  Ltd., 

Edmonton  and  Calgary. 
B.  C.  Equipment  Co.,       -      Vancouver,  B.C. 


,,'<■■  ■  ,  J 

STRENGTH  IN  THE  SLAB 

You  get  some  idea  of  the  reinforcing  strength  supplied  to  a  con- 
crete slab  by  Pedlar's  Ferro-Dovetail  Plates,  when  you  consider  this 
test:  A  No.  24  guage  plat'e  20  inches  wide,  having  corrugations 
%  inch  deep,  was-  covered  on  top  with  a  1-2-4  mixture  of  concrete  4 
inches  above  top  of  corrugation.  The  underside  was  plastered  %  of 
an  in'ch  below  corrugation.  When  the  cement  was  a  month  old  the 
slab  was  placed  011  beams  leaving  a  six  foot  clear  span.  A  dead  weight 
(if  12,427  lbs.  was  then  placed  on  the  slab,  wfiich  showed  a  maximum 
deflection  of  only  'A  inch. 

FOR  GREATEST  REINFORCING  STRENGTH  USE  PEDLAR'S  FERRO-DOVETAIL  PLATES 

IVRITE  FOTi  FERRO-DOVETAIL  BOOKLET. 

THE  PEDLAR  PEOPLE,  LIMITED 

(ESTABLISHED  1861) 
Executive  Offices  and  Factories:  OSHAWA.  ONT. 
BRANCHES:  MONTREAL.  OTTAWA.  TORONTO.  LONDON,  WINNIPEG.  VANCOUVER 
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SWANSEA 

Salt  Glazed  and  Vitrified 

SEWER  PIPES 


Tnic  to  Size 
Impervious  to  Water 

Sizes  manufactured  and  al- 
ways in  stock  4  in.  to  24  in. 


Ask  for  Price  List 
and  Discounts 


also 

Chimney  Tops 
Flue  Lining-s 
Wall  Coping 
Culvert  Pipe 
Inverts 

Telephone  (Toronto  Connection) 
Parkdale  5000 


The  Dominion  Sewer  Pipe  Co. 

(The  Independent  Co.)  Limited 

SWANSEA  (near  Toronto) 


To  Secure 
ECONOMY  and  DURABILITY 

Construct  Your 

SEWERS 

from 

Reinforced  Concrete  Pipe 

Manufactured  by 

Dominion  Concrete  Co. 


Limited 


KEMPTVILLE 


ONTARIO 


4i 


Better  good  pipe  at  a  fair 
price  than  poor  pipe 
at  any  price. " 


N.  B.  The  adjoinine  Illustration  shows  a  line  of  42-in.  pipe 
in  a  trench  ready  for  fillinsr. 


The  Glue  Book 


WHAT  IT  CONTAINS 

Chapter  1 — Historical  Notes 
Chapter  2 — Manufacture  of  Glue 
Chapter  3 — Testing  and  Grading 
Chapter  4 — Methods  in  the  Glue  Room 
Chapter  5 — Glue  Room  Equipment 
Chapter  6 — Selection  of  Glue 


Contract  Record 

and  Engineering  Review 
347  Adelaide  St.  West,  Toronto 
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Do  You  Want  Crushed  Stone  ? 

That  is  Clean,  Tough  Stone  of  a  Quality 
suitable  for  Macadam  Road  and  Concrete 

We  can  supply  you  in  any  size  or  quantity. 

Our  service  i*  unexcelled  and  our  price*  right. 
Phone  or  write  lu  for  quotations  when^ou  are  in  tlie  marlcct 
Office -M  4515-M  4516     Re*idence-P  2278 

Crushed  Stone  Limited 

47  Yonge  St.  Arcade,  Toronte 
G.  W.  Easery,  Manager 


SPRINKLER 
TANKS 

AND 

TOWERS 

We  are  the  largest  manu- 
facturers in  Canada  of 
both  wood  and  steel  Tanks 
and  substructures  for  fac- 
tory sprinkler  systems 
and  for  Municipal 

RAILROAD  AND 

SUBURBAN 
WATER  SyPPLY 

We  shall  be  pleased  to 
furnish  you  with  all  the 
information  and  data  you 
may  require  on  this  class 
of  work. 

Send  us  your  blue  prints 
for  estimates. 

Send  for  special  Tank  and  Tower  Catalogue 

Ontario  Wind  Engine  &  Pump  Co. 

Toronto   Montreal  Limited       Winnipeg  Calgary 


WOODEN  PIPE 


cwi/v/wwpjfco.  as. 


Wire  wound  wood  slave  pipe,  2  in.  to  24  in    iliarnclcr.     (  on 
tinuous   wood   stave   pipe,   any   diameter  required. 

CANADIAN  PIPE  CO.,  LIMITED 


Establitlied  1904 


New  Factorir  Erected  1910 


Equipped  with  the  rnost  up-to-date  machinery.  Every 
machine  driven  by  a  separate  electric  motor.  Satisfaction 
Guaranteed. 

Office  and  Factory— 550  Paoific  St.,  VANCOUVER,  B.C. 


Sand,  Gravel  and  Crushed  Stone 

Lime  Fire  Clay 

Cement  Fire  Brick 

Plaster  Sewer  Pipe 

Hair  Weeping  Tile 

Building  Stone 

Our  prices  are  right  and  our  service  good. 

Britnell  &  Co.,  Limited 

C.P.R.  Crossing,  Yonge  St.,  North  Toronto 

Phones,  Office  North  |gg|   Evenings,  North  2107 


For  Sale 

14B  Bucyrus  Shovel, 

Traction  Wheels,      yd.  dipper. 

Clam  Shell  Buckets,  1,  IJ^  yard. 

Orange  Peel,  1  yard  Hayward. 

One  1500-lb.  Pile  Driver,  Drop  Hammer,  with  Leaders. 
American  7  x  10,  double  drum  Hoist  with  Swinger. 
Mundy  x  12,  double  drum  Hoist  with  Swinger. 

New  Gyi  X  8  Doty  double  drum  Hoist  with  Boiler. 
New  7  X  10  double  drum  Hoist  with  Boiler. 
Dake  Steam  Swinger,  8  H.P. 
5  ton  Stiff  Leg  Derrick;  5  ton  Guy  Derrick. 
Assorted  Hand  Power  Derricks. 

!4   yd.  and   Yz   yd.   Concrete  Mixers  with  Engine  and 
Boiler  on  Wheels, 
yd.  and  1  yd.  Smith  Mixers  on  Skids. 
2000  feet  of  Portable  Track,  24-in.  gauge. 
Six  IVi  yd.  V-shaped  Steel  Cars,  Side  Dump,  24-in.  gauge. 
Ten  4  yd.  Western  Dump  Cars,  36-in.  gauge. 
15  ton  Porter  Standard  Gauge  Locomotive. 
Two  10  ton  Vulcan   Locomotives,  36-in.  gauge. 
Gyratory  Crushers,   Nos.  3,  4  and  5. 
Jaw  Crushers,  7  x  10  and  10  x  16,  Acme  Portable. 
No.  0  Thew  Steam  Shovel,  on  Railway  Wheels. 
35  H.P.,  40  H.P.,  and  60  H.P.  Locomotive  Boilers. 
Large  Assortment  Vertical  Boilers,  5  H.P.  to  125  H.P. 
Two  Diaphragm  Pumps,  driven  by  Gasoline  Engines. 
Five  New  and  Used  Pulsometers,  various  sizes. 
Twenty  Tons  25  lb.  rail;  Seventy  tons  56  lb.  rail. 

Write  for  prices  and  further  particulars. 


A.  R.Williams  Machinery  Co. 


Limited 


64-66  Front  St.  W.,  Toronto,  Ont. 


Electric  Cranes 


Light  Electric 

Hoist  Crane  ]  Electric  and  Hand 

Travelling  Cranei 

1  Electric  and  Air 

MADE  IN  CANADA  HoistS 

NORTHERN  CRANE  WORKS,  LTD. 

WALKERVILLE,  ONT. 
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More  Daylight  W^rVt^jSTl^Cl .     Lower  Insurance  Rates 


Steel  Sash  has  won  its  place.  Architedts  and  Contradors  all  over  Canada  are 
now  specifying  Fenestra  ^eel  sash  more  than  any  other  kind.  Fenestra  is 
absolutely  fireproof  and  weather  proof.     Write  for  particulars  and  terms. 

Steel  AND  It adiai70n:Zimited 

Manufacturers  of  Hot  Water  awfli Steam  5oilers  a«<^^adiators;  Fenestra  Steel  Sash       Concrete  Reinforcing 
Head  Office      -      Fraser  Avenue,  TORONTO 


Make  this  Simple  Test  Yours-  If 


Write  today  for  sample  brick 
for  testing  purposes 


Are  They  Nonconductors 
of  Heat? 

Let  the  hottest  flame  you  can  find  play  against  the  face 
of  a  Nonpareil  Insulating  Brick.  Long  after  the  surface  has 
become  white  hot,  you  will  be  able  to  hold  your  hand 
against  the  opposite  side  without  discomfort.  Now  try  the 
same  experiment  with  a  fire  brick  or  common  red  brick,  and 
note  the  difference. 

Nonpareil  Insulating  Brick 

For  Furnaces,  Boiler  Settings,  etc, 

are  composed  principally  of  (liat(-)maceous  earth — one  of  the 
best  nonconductors  of  heat  known.  In  insulating  efficiency 
Nonpareil  Brick  are  ten  times  better  than  either  fire  brick 
or  common  brick,  and  one  4^-inch  course  installed  in  the 
walls,  arches  and  bottoms  of  furnaces,  ovens,  boiler  set- 
tings, hot  blast  mains,  and  kindred  high-temperature  equip- 
ment will  reduce  the  loss  of  heat  as  much  as  would  45 
inches  of  ordinary  brick. 

Armstrong  Cork  &  Insulation  Co.,  Limited 

505  McGill  Building,  Montreal,  Que. 

Also  manufacturers  of  Nonpareil  Ilif;!'  Pressure  Covering  for  steam  lines;  Nonpareil 
Cork  Covering  for  drinking  water  systems  and  cold  pipes  generally;  Nonpareil  Cork 
Machinery  Isolation  for  deadening  the  noise  of  pumi)s,  fans,  etc. ;  Nonpareil  Corklioard 
Insulation  for  cold  storage  rooms ;  and  Linotile  for  floors  in  offices,  residences,  etc. 


Pacific  Coast  Pipe  Co.,  Ltd. 

Wire  Wound  Wood  Stave  Pipe 

from  2  in.  to  24  in.  diameter 

Continuous  Stave  Pipe 

from  16  in.  to  12  ft.  diameter 

1551  Granville  Street    -    Vancouver,  B.  C. 


Dake  Double  Drum  Friction  Hoist 

jNIade  in  six  sizes,  5 
to  30  Iiorse  power,  steam 
or  compressed  air — Dake 
motor  directly  connected. 
Furnished  with  clutch 
drums  if  preferred.  Can 
be  double  geared  to 
double  the  lifting  capa- 
city and  decrease  speed 
by  one  half.  Made  to 
carry  overload  as  great 
as  rated  capacity. 

DAKE  ENGINE 

Canadian  Afients 

MONTREAL-Mussens  Ltd.    TORONTO-A.  R.  Williams Mach.  Co.,  Ltd. 


Grand  Haven,  Mich.,  U.S.A. 
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Current  Prices  of  Building  and  &igineering  Materials  I 


TORONTO  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — delivered  in  5-barrel  lots,  $2.S5  per  bbl. ; 
with  bags,  $3.25;  car  lots,  $2.15  on  the  track, 
with  pkgs.,  $2.55. 

Lime— grey  60c,  white  70c  per  100  lbs.,  delivered 
in  not  less  than  1500  lb.  lots.  At  the  ware- 
house, grey  55c,  white  65c.  Hydrated  lime, 
$16.00  per  ton  delivered ;  $15.00  at  warehouse. 

Brick— No.  1  dry  pressed  red  brick,  $20;  buff, 
$20,  f.o.b.  the  job;  No.  2,  $18;  common  red 
stock  brick,  $16:  grey,  $16;  wire-cut  brick, 
for  foundation  work,  $12.50  on  the  cars,  de- 
livered $14;  "Tapestry"  brick,  imported,  $25 
to  $35;  local  Rug,  $20;  sand-lime  brick,  $10.25 
f.o.b.  car  at  King  Edward  Siding;  $9.00  f.o.b. 
car  or  wagon  at  plant.  Paving  brick,  local 
manufacturers  not  quoting  prices  at  present, 
imported  paving  squares,  delivered  at  job 
in  Toronto,  best  quality  $80,  second  quality 
$75,  third  quality' $70.  (These  prices  are 
merely  approximate,  as  no  sales  are  recorded). 
Sun-Tex  face  brick,  $20  to  $30  at  plant,  $24 
to  $34  delivered,  price  depending  on  color 
and  texture.  Denison  interlocking  hollow 
tile,  $80  per  M.  at  plant,  $97.50  delivered. 
Lots  over  100,000,  $75. 

Fire  brick — $65  to  385  per  M.,  according  to  qual- 
ity.    Fire  clay,  $15  per  ton. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 
Toronto  prices,  F.O.B.  Car: 
Crushed  stone— 2  in.,  $1.50;  1  in.,  $1.65;  lA  in., 

$1.65;  rubble  stone,  in  car  lots,  $1.40  per  ton, 

f.o.b.  car. 

Sand — for  cement  or  brick  work,  $1.10  per  ton, 

f.o.b.  Toronto. 
Gravel — Pit  run,  $1.40  per   ton,   f.o.b.  Toronto; 

screened,  $1.50  per  ton,  f.o.b.  Toronto. 

LUMBER   (BUILDING  MATERIAL) 
Toronto  retail  prices,  delivered. 

Hemlock— 2  x  4  in.  to  2  x  10  in.,  12  and  14  ft. 
long,  .$39;  10  and  10  ft.,  $40;  2  x  12  in.,  12 
and  14  ft.,  $40;  10  and  16  ft,,  $41;  1x4  in. 
and  1x5  in.,  T.  aad  G.,  $42;  1x0  in.,  T. 
and  G.,  $43;  No.  2,  $5  less  than  No,  1.  Siz- 
ing, $1  per  M.  extra. 

Pine  -Box,  1x4  in.  and  1x5  in.,  $45;  1x0 
in.,  $48;  1  X  8,  $50;  1  x  10,  $55;  1  x  12,  $55; 
.Shelving,  1x4  in.  and  5  in.,  $56;  1x0,  $60; 
1  X  S,  $05;  1  X  10,  $70;  1  x  12,  $75 ;  2  x  4 
in.,  10  to  10  ft.  long,  common,  $46;  2x0, 
$48 ;  2  X  8,  $50 ;  2  X  10,  $52 ;  2  x  12,  $54.  No. 
1  flooring,  $58 ;  No.  1  V  or  beaded  sheeting, 
$00.  Pine  trim,  4  in.  casing,  $2.75  per  100 
ft.;  5  in.  ditto,  $3.25;  8  in.  pine  base,  $4.75; 
4  in.  pine  window  stool,  $4.00. 

Spruce —10  to  10  ft.  long,  rough,  1x4  in.  and 
2x4  in.,  -HO;  1  x  0  and  2  x  C,  $48;  1x8 
and  2  x  8,  $50;  1  x  10  and  2  x  30,  $52;  1  x 
12  and  2  x  12,  $54. 

Dimension  Timber  (B.C.  fn)— 10  x  10,  10  x  12. 

10  X  14,  10  X  10,  12  X  12,  12  x  14,  12  x  10,  14 
X  10,  10  X  16,  $65;  12  x  18,  12  x  20,  14  x  18, 

14  X  20,  16  X  18,  10  X  20,  ]8  x  18,  18  x  2(1, 

$70.     These  prices  apply  to  lengths  up  to  .■>2 

ft.;  32  to  35  ft.,  $3  per  M.  extra;  t(j  4I( 
ft.,  $5  per  M.  extra. 

Shingles  XXX  B.C.,  $5.50;  XX  IS.C,  .$4..'-,(l;  .\. 
B.  extras,  $6.00;  N.  1!.  clears,  !i!.5.75;  No.  1 
pine  lath,  .$7.IH>;  No.  2  pine  lath,  i|;6..''j0;  So.  1 
sjiruee  lath,  $5.7.5. 

STEEL  AND  IRON 

Steel  and  Iron  Bars— $5.00  to  $7.00  base;  twist- 
ed and  deformed,  $5.60. 

Shapes  -Over  35  lbs.  per  yard,  .$4.80  per  100  lbs. ; 
under  36  lbs.  per  yard,  $5.00  per  100  lbs. 


Plates — 0  ins.  and  over  and  under  30  ins.,  $7.50  per 
100  lbs.  ;  30  ins.  and  over,  $8.50.  Tank 
and  boiler  plates — %  in.  and  over  and  under 
36  ins.,  $10.00;  36  ins.  and  over,  $6.70. 
Gauge  plates— No.  10,  $11.50;  No.  12,  $8.60; 
No.  14,  $8.65  per  100  lbs.  Black  American 
Bessemer  Plates— 28  gauge,  $8.40  per  100  lbs. 

Flats — 0  ins.  wide  and  under,  $6.00  per  100  lbs. 

Rivets — Button  and  cone  head — base  for  yi  in. 
and  up,  $8.50. 

Extras — 1/lOc  per  lb.  extra  for  cutting  to  length, 
for  plate  less  than  J4  thick,  for  angles 
less  than  5  in.  combined  legs  and  beams  and 
channels  under  6  ins.,  for  18,  20,  and  24  in. 
beams;  1/lOc  to  l^c  per  lb.  extra  for  all 
Bethlehem  sections. 

Galvanized  iron — 28  gauge,  $8.75. 

Cast-iron  pipe — Standard  prices,  carload  lots, 
f.o.b.  Toronto :  4-in.  $78  to  $79  per  net  ton ; 
6-in.  and  up  $75  to  $76.  Lower  price  for 
Class  B.  Higher  price  for  Class  A  and  gas 
pipe.     Less  tlian  car  lots,  $2  extra. 

SEWER  PIPE 
Sewer  pipe — Toronto  prices  (wholesale),  with  dis- 
counts as  below,  f.o.b.  factory — 4  in.,  30c  per 
ft.:  6  in.,  45c;  8  in.,  70c;  9  in.,  90c;  10  in., 
$1.05;  12  in.,  $1.35;  15  in.,  $1.80;  18  in., 
.$2.50;  20  in.,  $3;  22  in.,  $4;  24  in.,  $4.50. 
Discounts — 4  in.  to  24  in.  standard,  65  per 
cent. ;  15  in.  to  24  in.  double  strength,  62 
per  cent. 

Tile  wall  coping — 8  or  9  in.  wall,  50c  per  ft. ;  l2 
in.  or  13  in.  wall,  75c  per  ft.  ;  18  in.  wall, 
$1.50  per  ft. ;  carried  in  6,  12,  18,  and  24  in. 
lengths.     Discount  65  per  cent. 

PAINTS  AND  OILS 
White   lead — ground   in   oil,   less   than   ton  lots, 
$10.05  per  100  lbs.;  ton  lots,  $15.70  per  100 
lbs. 

Boiled  linseed  oil — in  bbls.,  $1,58  per  gal.  of  9  lbs. 

Raw  linseed  oil — in  blils,,  .$1,55  per  gal.  ;  red  lead, 
dry,  $19  per  100  lbs, ;  putty  in  bulk,  $6,05  per 
100  lbs,  ;  in  100-lb.  drums,  $0.90,  putty  in 
25-11).  tins,  $6,90  per  100  Ib.s,  ;  steel  sash 
putty  in  25-IIi.  tins.  $7.15  per  100  lbs. ;  tur- 
Vientine,  in  bbls.,  7.3c  per  Imp.  gal.,  based 
on   southern  gauge. 


MONTREAL  PRICES 

CEMENT,  LIME,  AND  BRICK 
Cement — $3.00    steam    car    load    lots,  including 

sacks,  less  5  per  cent,  for  cash. 
Lime— Hydrated,  .$18  per  ton;  lump,  $12, 
Brick— No.  1  pressed,  $18;  No,  2  pressed,  .$15; 

Manganese  rustic,  $20;  buff  rustic,  $20;  red 

■ustic.   No.   1,  $15;  red  rustic,  No.  2,  $13; 

buff  (smooth),  .$21;  huff  (rough),  $20;  plastic 

.'i:i2,25. 

Concrete  Brick— grey  $22,  red  $22,  buff  $23,  white 
.$45,  plain  pressed  $12  per  thousand,  all  f.o.b. 
Works,  Mascouclie,  P.O. 

CONCRETE  SEWER  PIPE 
Straight  pipes  (per  foot)  :  not  reinforced,  8-!n. 
26c;  9-in.  30c;  10-in.  .34c;  12  in.  40c;  15-in. 
00c;  IS-in.  74c.  Reinforced,  18-in.  90c;  21- 
in.  $1;  24-in.  $1.20;  30-in.  $1.60;  .36-in.  $2.40; 
42-in.  .$3;  48-in.  .$4.20. 

{•RUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in.,  $1.40;   3^-in.  $1.65;  Yi-'sn. 

$1.7.5  i>er  ton,  delivered. 
Sand—  $1   per  ton,  car  load,  on  cars. 
Gravel — $1.20  per  ton  f.o.b.  cars. 

STEEL  AND  IRON 

Steel  angles — 3  in.  x  .3  in.  and  up,  $5.75;  1  in. 
X  1  in.  X  in.,  25c  extra;  K  in.  x  )^  in. 
X  %  in.  .50  cents  extra.  Boiler  plates — %  in. 
thick  and  lliicker,  $10.00,  Circular  plates  - 
Flange  quality,  36  in.  dimension  and  over, 
$12.50;  under  .36  in.  diameter,  $13,00.  Beams 
and  channels — Under  3.5  lbs.,  per  yd,,  $.5.75; 
35  IIis.  per  yd.  and  over,  $5.50;  f.o.b.  Mont- 
real, net  cash,  nominal,  ('orrugated  iron — 26 
gauge,  .$9.00 ;  28  gauge,  $8,25  per  100  sq.  feet. 


subject  to  change  without  notice.  Coppij 
bearing  sheets  —  Keystone  black,  28  U  ' 
gauge,  $6.50  per  100  lbs.  nominal.        '  [ 

SEWER  PIPE 

Straight  pipe  (per  foot) — 4  in.,  30c;  6  in.,  45c- 
in.,  70c;  9  in,,  85c;  10  in.,  $1.05;  12  in  ,  $1,3; 
15  in.,  $1.80;  18  in.,  $2.50;  20  in.,  $3;  22  ii 
$4;  24  in.,  $4.50;  27  in.,  $6.50;  30  in.,  $7.2 
Channel  pipe  (4  in.  to  30  in.)  24c,  36c  50 
72c,  84c,  $1.08,  $1.44,  $2.00,  $2.40  $3'> 
$3.60,  $5.20,  $5.75.  One-eighth  bends  (4'i 
to  30  in.),  $1.20,  $1.80,  .$2.80,  .$3,60  $4  2 
$5.40,  $7.20,  $10,  $12,  $16,  $18,  $20,  ,$2,' 
%,  $1.20,  $1.80,  $3.15,  $4.05,  $4.75,  $61 
$14.40,  $20,  $24,  $32,  $36,  $52,  $57.60.  Doub 
collar,  90c,  $1.35,  $2.10,  $2.55,  $3.15,  $4.0 
$5.40;  slant  1  foot  long  side  (4  in.  to  ] 
in.),  90c,  $1.35,  $2.10,  $2.55,  $3.15,  $4.0 
$5.40.  Single  branch  (6  in.  to  9  in.),  3  fl' 
$2.25,  $3.50,  $4,25;  2  and  2l4  ft.  (4  in.  to  J 
in.),  $1,35,  $1.80,  $3.15,  $3.85,  $4.75,  $6,1 
$8.10,  $11.25,  $13.50,  $18,  $20.25,  $32,50, 
Single  squares  (4  in.  to  30  in.)  ditto.  Doub 
branch  and  double  square  and  Y  pipe  (4  in  i 
.30  in.),  $1.80,  $2.70,  $4.90,  $6.30,  $7..35,  $10.8 
$14.40,  $20,  $24,  $32,  $.36,  $45.50,  $50.4 
Syphon,  cesspool,  and  buchan  trap  (4  in  ' 
15  in.),  $3,  $4,  $7,  $9,  $10.50,  $18.  Doub 
syphon,  running  trap,  and  hand  hole  trap  i 
in.  to  12  in.),  $3,  .$4,  $7,  $9,  $10,50,  $1 
These  prices  are  subject  to  a  discount  of  .' 
per  cent,  for  less  than  car  load  lots  deliverc 
and  a  discount  of  from  61  to  66  per  cent, 
car  load  lots  f.o.b.  Montreal. 

'  SUNDRIES 

Hard  wall  plaster — $16  per  ton.  Plaster  of  Pai 
$3.05  per  bbl..  both  less  5  per  cent,  for  cas 
Rope — Best  Manilla,  39c  basis  per  poiiml 
British  Manilla,  33c  basis;  sisal  rope,  27';l 
basis;  lath  yarn,  27}/^c.  Boiled  linseed  oil 
in  barrels,  $1.59'/  per  gal.  of  9  lbs.  Raw  li 
seed  oil — in  barrels,  $1.57  per  gal.  ^ 
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WINNIPEG  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — Portland,  $4.00  per  bbl.;  mortar  c, 
nient,  64c  per  70-lb.  bag,  in  ton  lots;  Keenc 
$6.45  to  $13..55  per  bbl.,  depending  on  qu; 
ity.     (All  prices  include  ba.gs). 

Lime — White  or  grey,  in  bulk,  45c  per  bushel 
per  barrel,  $2.10  to  .$2.40. 

Hydrated  Lime — In  paper  bags,  $16.35  per  toi 
in  cotton  hags,  .$10.55. 

Brick — No.    1    dry   pressed,    red   and  huff, 

common  red  stock,  $25;  common  grey  stoc 
$12;  No.  1  enamelled  brick,  all  colors,  fro 
-    .$100;  sand  lime,  $12;  firebricks,  $70  to  $!1 

CRUSHED  STONE,  SAND,  AND  GRAVEL 
(Including  delivery) 

Crushed  stone— l^/^-in.   to  2-in.,  $2.60  per  yan 

■34-in.  to  1-in.,  $2.85;  stone  dust,  .$2.55;  ni 

ble  stone,  $14.20  per  cord. 
Sand,  gravel  and  torpedo  sand — $2.10  per  yard. 
Crushed  granite — I'/i  and  2-in,,  $2,65;  ii-in.  ai 

1-in,,  $2,90;   -K-iri.  and  dust,  $.3.20. 
Gravel — Per  yard,  delivered,  $1.85. 
Crushed  Granite— 1^  and  2-in.,  $2,65;  ^-in.  a 

1-in.,  $2.90;   M-i".  and  dust,  $3.20. 

LUMBER  (BUILDING  MATERIAL) 
(Including  delivery) 
(15  per  cent,  discount  for  cash) 
Flooring  — No,  2  red  pine,  4  in.,  $43;  6  in.,  $4; 
No.  3  red  pine,  4  in,,  $.38;  6  in,,  .$40;  No.| 
red  and  white  pine  or  spruce,  4  in.,  $2S;i 
in.,  .$.32;  No.  1  and  2  fir,  edge  grain,  3  il 
.$60;  4  in.  and  6  in.,  .$55;  No.  3  fir,  edge  a 
flat  grain,  4  and  6  in.,  $45;  No.  4  fir  sir 
lap  grade,  4  and  0  in.,  $32;  common  2_  x 
pine,  spruce  or  fir,  4  and  6  in.,  .$.33;  No, 
white  pine,  4  and  6  in,,  .$55;  No.  .3,  $45;  ^ 
2  red  pine,  4  and  6  in.,  $46;  No.  3,  .$40;  ^ 
4,  ,$.32;  No.  5,  $24.  ■ 

Dimension  timber  (No.  1  pine,  spruce,  tamar.j 
fir  or  cedar)— 8  x  8,  8  x  10,  10  x  10.  10  { 
12.  12  X  12,  $.38;  10  x  14.  14  x  14,  14  x  j 
0  X  10,  6  X  12,  R  X  12,  .$.39;  10  x  16,  12  x  j 
16  X  16,  14  X  l.S,  10  X  IS,  18  X  18.  20  x  . 
.$40;  6  X  14.  8  X  14,  12  X  18,  18  x  20,  $42;  ; 
X  16,  6  X  18,  6  X  20,  8  x  16.  8  x  IS,  8  x  l  ^ 
10  .<  18,  10  X  20,  12  X  20,  14  x  20,  16  x 
$43. 

(Continued  on   page  !.S4) 
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RAILS 


BILLETS 


Concrete  Reinforcement  Bars 

Plain  Round,  Square  and  Cold  Twisted  Squares 

DOMINION  IRON  &  STEEL  COMPANY 

LIMITED 

BAR  STEEL 


Wftrehouce  Stocks  i 

SYDNEY,  N.  S. 
MONTREAL,  QUE. 
TORONTO,  ONT. 
FT.  WILLIAM.  ONT. 


Sales  Offices  : 

SYDNEY.  N.  S. 

MONTREAL 
112  St.  James  St. 

TORONTO 
18  Wellington  St.,  E. 


Mills  and  General 
Offices  t 

SYDNEY,  N.  S. 


WIRE  NAILS 


and  other 


WIRE  PRODUCTS 


1 1111111111111111111111111111111111 


Save  Man  Power 

Install  a  G&  G  Telescopic  Hoist 

for  the  Removal  of  Ashes 


■with  AuiomaticGearShiftin^  Brake 
Device  and  Silencer. 


MADE  IN  CANADA 


G&G  Hoists  convert  a  hard,  mussy,  noisy 
task,  into  an  easy,  clean  and  noiseless  operation. 

f[  They  save  man  power  and  reduce  operating  costs. 

^  One  man  unaided  can  operate  a  G  &  G  Hoist  efficient- 
ly— removing  filled  can  from  cellar  to  sidewalk  or 
wagon  bed  faster  than  several  men  working  with 
makeshift  methods. 

j|  Model  A,  illustrated,  will  raise  a  maximum  load  of 
500  pounds  at  a  guaranteed  speed  of  30  feet  per 
minute. 

^  Five  models  are  manufactured  to  meet  various  re- 
quirements. 

Install  a  G  &  G  on  your  next  job ! 

Send  to  Nearest  Agent  for  bulletin  describing  all  models 


GILLIS  &  GEOGHEGAN,  Sherbrooke,  Quebec 


&  S.  H,  THOMPSON  CO., 
-TD.,  Montreal  and  Toronto, 
Agents  for  Quebec  and  Ontario 

llilllllllllll 


WM.  N.  O'NEIL  CO..  LTD., 

VANCOUVER, 
Agents    for    British  Columbia 

llllllllllll 


R.  C.  GRANT, 
NEW  GLASGOW, 
Agent  for  the  Maritime  Provinces 

III 


W.  T.  GROSE, 
Agent  for  Manitoba,  Saskatchewan. 
Alberta,  Winnipeg 

lllllllllllllllll 
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CURRENT  PRICES  OF  BUILDING  AND  ENGINEERING  MATERIALS— continued 


(Continued  from  page  52) 
Pine — 1-in.   common,  6  to  10  in.,  $105;   12  in., 

$110;   pine  trim  4-in.  casing,  $3.70  per  100 

ft.;  5>4-in.  ditto,  $4.40;  S-in.  pine  base,  $C ; 

10-in.,  $7;  4-in.  pine  window  stool,  $7.50. 
Shingles— No.  1  B.  C.  cedar,  $4;  No.  2,  $.3.50; 

No.  1   B.   C.   cedar  dimension,  $5.50;  liand- 

sawn,  $7. 

STEEL  AND  IRON 

Steel — Round  bars,  $5.25  per  100  lbs. ;  square 
twisted,  $5.25  per  100  lbs. ;  channels  and 
angles,  $5.50;  beams,  $5.25;  plates,  $8.25  per 
100  lbs. 

Cast  Iron  Pipes — Standard  price,  car  load  lots, 
f.o.b.  Winnipeg,  $38  per  ton. 

SEWER  PIPE 

Sewer  Pipe — Wholesale  price  f.o.b.  Winnipeg,  per 
ft.,  3  in.,  9  cents;  4  in.,  11  cents;  5  in.,  IC 
cents;  6  in.,  ISi/^  cents;  8  in.,  30  cents;  9  in., 
35  cents;  10  in.,  40  cents;  12  in.,  50  cents; 
15  in.,  75  cents;  IS  in.,  $1.00;  20  in.,  $1.50; 
24  in.,  $2.00. 

SUNDRIES 
(Including  delivery) 

Hard  Wall  Plaster^$19  to  $22.50  per  ton;  Plaster 
of  Paris,  $20.50  per  ton;  in  barrels,  $4.40  per 
bbl.  of  .320  lbs. 

Plasterers'  Hair— $3.30  per  bale;  90c  per  bushel. 

P.'MNTS  AND  OILS 

Mortar  Color— Red,  .$4.50  per  100  lbs.  ;  black  or 
buff,  $5.50;   chocolate,  $6.50. 

Paints  and  Oils — White  lead,  ground  in  oil,  $11.50 
per  100  lbs. ;  boiled  linseed  oil,  in  bbls.,  OS 
cents  per  gal. ;  raw  linseed  oil,  in  bbls.,  95 
cents  per  gal. ;  dry  red  lead,  $10.00  per  100 
lbs. ;  putty  in  bulk,  $3.25  per  bbl.  ;  putty  in 
25-lb.  tins,  $3.75;  turpentine,  in  bbls.,  SO 
cents  per  gal.  Mixed  paint,  ordinary  colors, 
per  gal.,  $3.10. 


VANCOUVER  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — Grey  Portland,  $2.65  per  bbl.  f.o.b.  ware- 
liouse,  sacks  extra ;  Keens  cement,  $9.00  per 
bbl.,  sacks  extra;  fine  white,  $8.00  per  bbl.  of 
300  lbs. ;  superfine,  white,  $9.50  per  bbl. ; 
white  Portland  cement,  $2.65  per  bbl.  of  250 
lbs.,   sacks  10c   extra,  f.o.b.  Vancouver. 

Lime — $1.70  per  bbl.  f.o.b.  warehouse  or  delivered. 

Brick— Common  red  brick,  $14.50  to  $16.00  f.o.b. 
warehouse ;  $12.50  and  up  in  car  lots  f.o.b. 
Vancouver ;  pressed  red  brick,  f.o.b.  wharf 
Vancouver;  pressed  buff  brick,  $40  at  ware- 
house; $33  in  car  lots;  tapestry  brick,  $45  at 
warehouse ;  impervious  brick,  $45  f.o.b.  build- 
ings ;  fire  brick,  $40  in  car  lots,  $45  in  ware- 
house; fire  clay,  $12.50  per  ton  in  car  lots. 


SAND  AND  GRAVEL 


1.50  per  cu.  yd. 


Sand — Brick  and  plaster  sand 
f.o.b.  bunkers. 

Gravel — $2.50  per  yard  delivered. 

LUMBER    (BUILDING  MATERIAL) 
Vancouver  prices,  f.o.b.  mills: 

Dimension  timber — Douglas  fir — 8  x  S,  10  x  10, 
10  X  12,  10  X  14,  12  X  12,  12  x  14,  14  x  14, 
14  X  16,  $18;  6  X  10,  6  X  12,  8  x  10,  8  x  12, 
10  X  16,  12  X  16,  16  X  16,  $18.50;  6  x  14, 
8  X  14,  12  X  18,  18  X  20,  $19 ;  6  x  16,  8  x  16, 
10  X  18,  18  X  20,  14  X  20,  16  x  18,  16  x  20, 
18  X  IS,  20  X  20,  $19.50. 

Fir  flooring — 1  x  3  edge  grain,  $28 ;  1  x  4  edge 
grain,  $31 ;  1  x  4  flat  grain,  $24;  No.  1  and 
2.  1-iiich  clear  fir  rough,  .$33;  No.  1  and  2, 
I'A  and  l;X  inch  clear  fir  rough,  $39;  No.  1 
and  2,  2  inch  clear  fir  rough  $35;  hemlock 
lath,  $1.15;  pine  lath,  .$2..35  to  .$2.65;  XX 
n.^C.^  cedar  ^shingles,  .$2.15;    XXX,  .$3.25; 


STEEL  AND  IRON  > 

Vancouver  prices  f.o.b.  warehouse:  ! 

Steel — (round  and  square  bars)  $4.50  base;  twistl 
and  and  deformed,  $4.50  base  ;  structural  set 
tions,  $6.00  to  $7.00.  [ 

Galvanized  iron- 28  gauge,  $12.85  per  100  lbs.  j 

Corrugated  iron — 26  gauge,  6,  7  and  8  ft.  sheet; 
$10.90;  5,  9  and  10  ft.  sheets,  $11.05  per  sc 
Black  steel  sheets,  24  gauge,  $10.35  per  10 
lbs.  ' 

Steel  angles— $6.00  to  $7.00  per  100  lbs,,  depenc' 
ing  on  size,  quantity  and  specifications. 

Steel  channels,  beams— $6.00  to  $7.00  per  100  lbs 
depending  on  size,  quantity  and  specification; 

Steel  plates— $12.00  to  $15.00  . 

SEWER  PIPE 

Sewer  pipe — Vancouver  prices  f.o.b.  wareliouse 
4-in.,  13'Ac  per  ft.  ;  6-in.,  23c  per  ft.;  8-in.,  35 
ft.;  10-in.,  45c  ft.;  12-in.,  55c  ft.;  15in 
$1.10  ft.;  18-in.,  $L30  ft.;  20-in.,  $1.55  ft. 
24-in.,  $2.30  ft.   (all  net  prices). 

SUNDRIES  ' 

Hard  wall  plaster — $16.B0  in  car  lots  f.o.b.  Vai 

couver,  bags  extra. 
Hydrated  lime— $16.00  in  car  lots. 
Alca  lime — $16  per  ton. 

Plaster  of  Paris — Hammer  brand,  $4.50  per  bb 
Finishing  Plaster — $19  per  ton,  sacks  extra. 
Welsh  slate— $11.50  to  $12.00  per  square,  f.o.l 
Vancouver. 

Rope,  Manilla,  Vs  in.,  39c  base;        in.,  39/2( 
in.,  40c;  54  in.,  iO'Ac;  2nd  grade,  Siyi 
base;  sisal  rope,  28j^c  base. 

PAINTS  AND  OILS 

Boiled  linseed  oil — In  bbls.,  $1.67  per  gal.  of 
lbs. 

Mixed  Paint— Per  gal.,  $3.30  to  $3.60. 

Raw  linseed  oil — In  bbls.,  $1.65  per  gal.;  n 
lead,  dry,  $21.25  per  100  lbs.;  in  oil,  24( 
putty  in  bulk.  Standard,  $5.00;  Pure,  $6.5i 
Turpentine,   in   bbls.,  95c   to  $1.00. 

White  Lead— Ground  in  oil,  $16.30  per  100  lbs 


i 


1 


and  Sff.JJOHNS.KQ. 


r 


Town  and  City  Sewers 

ALL  SIZES  OF  PIPES  and  CONNECTIONS  from  4  inch  to  30  inch  always  IN  STOCK 

In  our  salt  glazed  vitrified  sewer  pipe  we  offer  the  highest  type  of  sewer  material.  Pipe 
of  our  manufacture  have  been  used  in  practically  every  city  in  Canada.  Highly  glazed  and  per- 
fectly vitrified. 

If  you  are  contemplating  sewer  construction  we  can  quote  you  some  attractive  prices.  We 
also  make  all  classes  of  fire  clay  goods. 
Prompt  shipment  on  all  orders. 

Ground  Fire  Clay,  in  Bulk  or  Bagged. 
"Amco"  Segment  Sewers— From  30"  to  108"  diameter 
Send  for  Illustrated  Book  on  ''Building  Segment  Sewers" 

Standard  Clay  Products  Limited 

St.  Johns,  P.  Q.,  and  New  Glasgow,  N.  S. 


THREE  SEWER   PIPE  FACTORIES 


ALSO   FIRE  CLAY   FACTORY  AT  ST.   JOHNS,    P.  Q. 
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VANCOUVER  WOOD  PIPE 

&  TANK  CO.,  LTD. 


Contractors  for  Waterworks  Construction, 
Manufacturers  ol  Wire- Wound  Wood  Pipe,  Continuous  Stave 

Pipe,  Tanks,  Silos,  Steam  Casing. 
See  our  new  patented  Wood  Pipe  Coupling-Posltlvely  LEAK  PROOF. 
We  ara  the  originators  of  the  BORED  OUT  Wood  Sleeve  Coupling- 
Write  for  Illustrated  Catalogrue. 

8S0  Hastings  St.  W.      VANCOUVER,  B.C. 


BUILDERS'  IRONWORK 

Write  us  wlien  in  ttie  marltet  for 
Sidewallc  Doors             Balconies  '  Cast  Iron  Columns 

Area  Gratings  Marquisei  Steel    Beams  and 

Pipe  Railing  Fire   Escapes  Lintels 

Wheel  Guards  Stairways  Bolts  and  Anchors 

Window  Guards  Spiral  Stairs  Grimes,  Etc.,  Etc. 

We  also  make  Ornamental  Bronze,   Iron  and  Wirework  of  every 
description.     Literature  on  request. 

The  Dennis  Wire  and  Iron 
Works  Co.  Limited 
Lo  INI  D  on 

____  CAfvJADA 


J^y^JJ         New  and  Relaying 


Switches,  Turntables,  Etc. 


Carried  in  Stock 


Locomotives  and  Cars 
Jno.  J.  Gartshore,  Toronto 


Water  Supply 

from 
Deep  Wells 

is  obtained  at  a 
minimum  cost  by 
use  of  our  deep 
well  pumps. 


Write  for  Bulletin  26 
explaining  the  use  of 
Cook's  Patent  Brass 
Tube  Well  Strainer. 


A.  D.  COOK 

Lawrenceburg  Indiana,  U.  S.  A. 

Manufacturer  of  a  Complete  line  of  DEEP  WELL 
SUPPLIES  including  Steam,  Belt  and  Motor  Driven 
DEEP  WELL  PUMPS,  Wind-mill  and  Hand  Pumps, 
Working  Barrels  and  Valves,  Pump  Rods  and  Pump 
Rod  Joints,  Drill  Rods  and  Drill  Rod  Joints,  Drilling 
and  Well  Tools. 

Catalogue  Mailed  Upon  Rbqttest 


Made  by 


'  CoNtractors  to  the 
Admiralty  ^WarOfficc 


P^fc:::;::: 


lasts  where  no  other  paint  will  stand. 

It  is  impervious  to  all  external  influences,   and  possessing  wonderful   qualities  of 
FIRMNESS,    DURABILITY,   and    ELASTICITY,  it  affords 

PERFECT  PROTECTION 

for  IRON,   STEEL  AND  WOOD.    That  is  why  it  is  used  by  the  British  Navy  and 
Army  and  leading  Railway  and  Shipping  Companies. 

Write  for  our  interesting  booklet. 

Spiei.ma.nn  Agencies,  Regd. 

Specialists   in   Protective  Paints 
Read  Bldg.  MontrEA^L. 
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Civil 

Electrical 
Mechanical 


Directory  of  Engineers 


Contractors 

Special 

Interests 


Chipman  &  Power 

Civil  Engineers 

TORONTO  WINNIPEG' 

Willis  Chipman.      Geo.  H.  Power. 


Anglins  Limited 

Contracting  Engineers 

65  Victoria  St.  MONTREAL 


H.  J.  Griswold, 

Montreal. 


B.  W.  Seton, 

Toronto. 


DOMINION  ENGINEERING 
&  INSPECTION  CO. 

Inspecting  and  Testing  Engineer* 
Head  Office  and  Laboratories, 
820  Lagauchetiere  St.  West,  Montreal. 

BRANCH  OFFICES: 
24  Adelaide  Street  East,  Toronto. 
806  Union  Trust  Building,  Winnipeg 
CEMENT  TESTING  AND  REIN- 
FORCED CONCRETE  INSPECTION 
MILL.  SHOP  AND  FIELD  INSPEC- 
TION OF  STEEL  STRUCTURES 
AND  BRIDGES 
TESTS  AND  INSPECTION  OF  IRON 

AND  STEEL  PIPE,  ETC. 
LOCOMOTIVES,  CARS,  NEW  AND 

SECOND-HAND  EQUIPMENT 
Represented  at  New  York,  Pitttburgh  «nd 
Chicago;  Glasgow  and  London,  Kng. 


Canadian  Inspection  & 
Testing  Laboratories 

Limited 

Inspecting  Engineers 
and  Chemists 

Mill,  shop  and  field  inspec- 
tion of  bridges  and  struc- 
tural work;  test  of  materi- 
als; mill  inspection  of  rails 
and  track  supplies;  found- 
ry inspection  of  steel  and 
iron  castings  of  all  classes; 
expert  examinations  and 
reports.  Representatives 
at  all  important  Canadian, 
American  and  European 
Works. 

Head  offic.        MONTR FAI 

and  Main  Laboratoriei :    "IVH  I  IVCAt. 

Branch    Officet   and    Laboritorieii — 
TORONTO,  WINNIPBO.  EDMONTON, 
VANCOUVER  and   NEW  QLASOOW 


R.  S.  &  W.  S.  LEA 

Consulting  Engineers 

Waier  Supply;  Seweragre  and  Drainage;  Water 

Purification;  Disposal  of  Sewage  and  Refuse ; 

Water  Power  Developments  and  Power  Plants. 
Reports,  Designs,  Supervision  of  Construction 
New  Birks  Bldg.  Telephone 

MONTREAL.  P.Q.  Uptown  783 


FRANK  BARBER 

Bridge  and  Structural  Engineer 

Steel  and  Reinforced  Concrete  Bridges  and 
Buildings,    Foundations,    Municipal  Work 

40  JARVIS  STREET,  TORONTO 


Robert  W.  Hunt, 
Thos.  C.  Irving,  Jr. 


Chsrles  Warnock, 
Jas.  W.  MoflFat, 


Robert  W.  Hunt  &  Co. 

Limltsd 

Consulting  and  Inspecting  Engineers, 
Chemists  and  Metallurgists 

Expert  Inspection  and  tests  of  all  structural 
materials  and  mechanical  equipment. 

Inspectors  at  all  Important  industrial  centres. 

Reports  on  Properties  and  Processes 

Head  Office  and  Laboratories  : 
McGill  Building,  Montreal 
Branches : 

Tchronto         Vancouver         London,  England 


Power  &  Son, 


Architects  and  Buildings  Surveyors 

Marchants  Bank  Chambera, 

Kingston,  Canada 


Geo.  M.  Miller  &  Co. 

Architects 
93  Yonge  Street       -  TORONTO 


Crushed 
Stone 


Cut 

Stone 

BRICK  ^ll^F  SAND 

T.  A.  Morrison  &  Co.,  ^"ASVtTeal'' 


Reid  &  Brown  Structural  Steel 
&  Iron  Works,  Limited 

We  carry  a  large  stock 

Steel  Beams,  Channels,  Angles, 
Plates,  Columns,  etc. 

FOR  IMMEDIATE  SHIPMENT 
Orriceand  Workt-63  Esplanade  E,  TORONTO 

P{jone8-Maln  904  and  905 


R.  O. 
WYNNE  -  ROBERTS 
Consulting  Engineer 

40  JARVIS  STREET 

TORONTO 

Water  Supply,  Sewerage,  Sewage  Dis-  . 
posal.  Civic  and  General  Engineering,  , 
Arbitrations,  Investigations,  Valuations,  i 
Reports,  etc.  ' 


Sash 

Operating  Machinery 


of  all  kinds 

KING  CONSTRUCTION  CO. 

40  Dovercourt  Rd.,  TORONTO 


I 


Milton   Hersey  Co.,  Ltd. 

Engineers,  Chemists,  Inspectors 

PAVING 

designed,  superintended,  inspected. 
Montraal  Winnipac  Naw  York 


We  protect 

TIMBER 

from 

DECAY 

atourCarb slineum  Treating  Plant 

The  Lachute  Shuttle  Co.,  Ltd. 

Lachute  Mills,  P.  Que. 


THOMSON  BROS. 

CONTRACTORS 

Established  1884. 
Masonry    and    all    kinds    of  Reinforced 
Concrete  Construction  Work  carried  out. 

Main  2453     413  Ryrie  Bldg.,  Toronto. 
Park.  638,  Park.  3302  Nisrhts,  Sundays,  ind 
Holidays. 


DARLING  BROTHERS  LIMITED 

ENGINEERS  &  MANUFACTURERS  , 

MONTREAL,  CANADA 

Branrhrs:  Agents: 

Toronto.  Winnipeg        Halifax.  Calgary.  Vancouver 

PUMPS  FOR  ANY  SERVICE    .  '!TEAM  APPLIANCES  OF  EVERY  KIND 
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CANADIAN 
CHICAGO  BRIDGE  &  IRON  CO. 

Limited 
BRIDGEBURG,  ONTARIO 
Our  Specialty  is  the  Design,  Manufacture 
and  Erection  of  Elevated  Steel  Tanks 
for  Municipal,  Railroadand  Factory  Service. 
We  also  design,  manufacture  and  construct 
Oil  Tanks,  Coaling  Stations,  Bridges,  Turn- 
tables, Building  and  Structural  futerial. 

"  Write  our  nearest  Sales  Office  for  prices,  plans 
and  specifications.  Our  catalogue  No.  15  gladly 
mailed  to  you  upon  request." 

Sales  Offices  : — 
Bridgcburg,  Ontario,  130  Janet  Street 

Chicago,  Illinois,   1305  West  105th  Street 
New  York,  N.  Y.,  SO  Church  Street 

Sbofs:— Bridseburg,  Ont. 
Chicago,  111.  Greenville,  Pa. 


The  Maritime  Bridge 

Company,  Umited 


Manufacturers  and  Erectors  of 

Steel  Railway  and  Highway  Bridges, 
Buildings,  Girders,  Trusses,  Towers, 
Turntables,  Tanks,  Smoke  Stacks, 
Riveted  Pipe,  and  Structural  Steel  and 
Plate  Work  of  all  descriptions. 

We  have  the  only  complete  stock  of 
Steel  Shapes,  Plates  and  Bars  in  the 
Maritime  Provinces. 


Office  and  Plant: 

New  Glasgow,  Nova  Scotia 


'Galvaduct"  and  "Loricated" 

Conduits 


for  Interior  Construction 


fonduits  Company,  Limited 

Sole  Manufacturers  under  Canadian  and  U.  S.  Letters  Patent 


Toronto 


Canada 


gY  supplying  our  customers  with  electric  wires  and 
cables  and  cable  accessories  of  the  hig-hest  quality, 
Standard  has  come  to  mean  to  them  real  economy— 
that  is  maximum  durability  at  a  reasonable  price.  Ask 
our  customers  and  then  write  our  nearest  office  about 
your  requirements. 

Standard   Underground  Cable  Co. 
of  Canada,  Limited 

Hamilton,  Ont. 

Montreal,  Que.  Toronto,  Ont.  Seattle,  Wash. 


STRUCTURAL  STEEL 

and 

BRIDGE  BUILDERS 


Capacity  18,000  Tons. 

We  build  and  erect  all  kinds  of  Structural  Steel,  Bridges, 
Roof  Trusses,  Bank  and  Office  Railings,  Stair 
Work.  Elevator  Grilles,  Fire  Escapes,  etc. 

Over  5,000  Tons  in  Stock  of 
Beams,  Column  Sections,  Angles,  Tees,  Plates,  BcU-s, 
Checkered  Floor  Plates,  etc. 

McGregor  &  Mclntyre,  Limited 

1139  Shaw  St.  -  .  TORONTO,  CAN. 

Telephone  Hillcrest  1614 — 1615—1616. 


BITUNAMEL 

Unsurpassed  for  waterproofing  foundations  and  prevent- 
ing rust  and  corrosion  on  exposed  iron 
and  metal  work. 

WRITE  FOR  SAMPLE 

The  Ault  &  Wiborg  Co.  of  Canada 
Ltd.,  Varnish  Works 


Montreal 


TORONTO 


Winnipeg 
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Works  at  Walkerville,  Ontario 


When    placing  your 
order  for 

HYDRANTS, 
VALVES 

and 

VALVE 
BOXES 

place  it  with  us. 


MADE  IN  CANADA 


Strong,  Substantial  and 
Modern  Designs. 
Prices  right. 

Write  for  prices  and  see. 


flMITED 


TtftKfRRSiEi 

valvl-hydrant  manufacturers 

WALKERVILLE,  ONT. 


BOOKS 

for  Engineers 
and  Contractors 

The  following  Books  are  Of¥ered  subject  to  Pre- 
vious Sale: 

British  &  Foreign  Building  Stones,  by  John  Watson.  Pub- 
lished in  1911  at  the  University  Press,  Cambridge,  Eng- 
land.    483  pages.     Price  50  cents. 

Centrifugal  Pumps,  by  R.  L.  Daugherty.  Published  in  1915 
by  McGraw-Hill  Book  Company.  190  pages,  illustrated. 
Price  $2.00. 

Concrete  Construction  for  Rural  Communities,  by  Roy  A. 
Seaton.  Published  in  1916  by  the  McGraw-Hill  Book  Co. 
223  pages,  illustrated;  price  $2.00. 

Construction  of  Roads  &  Pavements,  by  T.  R.  Agg,  C.  E. 
Published  in  1916  by  McGraw-Hill  Book  Company.  432 
pages,  illustrated.     Price  $3.00. 

History  of  Bridge  Engineering,  by  Henry  Grattan  Tyrrell, 
C.E.     480  pages,  illustrated.     Price  $5.00. 

Irrigation  Practice  and  Engineering  (Volume  One),  by  B.  A. 
Etcheverry.  Published  in  1915  by  McGraw-Hill  Book  Com- 
pany.    213  pages,  illustrated.     Price  $2.00. 

Irrigation  Practice  &  Engineering  (Vol.  2),  by  B.  A.  Etche- 
verry. Published  in  1915  by  McGraw-Hill  Book  Com- 
pany.   364  pages,  illustrated.    Price  $3.50. 

Irrigation  Practice  &  Engineering,  Volume  3,  by  B.  A.  Etche- 
verry. Published  in  1916  by  McGraw-Hill  Book  Company. 
438  pages,  illustrated.     Price  $4.00. 

Locks  and  Builders'  Hardware,  by  Henry  R.  Towne.  Published 
in  1904  by  John  Wiley  &  Sons.  1,116  pages,  illustrated. 
Price  $1.50. 

"Operation  and  Maintenance  of  Irrigation  Systems,"  by  S.  T. 
Harding.  First  edition,  just  published  by  the  McGraw-Hill 
Book  Co.    271  pages,  illustrated.     Price  $2.50. 

Practical  Mathematics  for  the  Engineer  and  Electrician,  by 
Elmer  E.  Burns  and  Joseph  G.  Branch.  Second  edition. 
Published  by  the  Joseph  G.  Branch  Publishing  Company  in 
1914.    143  pages,  illustrated.     Price  $1.00. 

"Practical  Road  Building,"  by  Charles  E.  Foote.  Just  pub- 
lished by  David  McKay.    295  pages,  illustrated.  Price  $1.25. 

"Public  Utili.ty  Rates."  A  discussion  of  the  Principles  and 
Practice  underlying  charges  for  Water,  Gas,  Electricity, 
Communication  and  Transfoimation  Services,  by  Harry 
Barker,  B.S.  First  edition,  just  published  by  the  McGraw- 
Hill  Book  Company.   >387  pages.     Price  $4.00. 

Pumps  and  Pumping,  by  M.  Powis  Bale.  Published  in  1912  by 
Crosby,  Locl<\vood  &  Son.    120  pages.    Price  $1.50. 

Reinforced  Concrete  Design  Tables.  A  hand  book  for  Engi- 
neers and  Architects,  by  N.  Edgar  Thomas  and  Charles  E. 
Nichols.  First  edition,  just  published  by  McGraw-Hill 
Book  Company.     208  pages.     Price  $3.00. 

Some  Considerations  Regarding  Cast  Iron  and  Steel  Pipes,  by 
John  Sharp.  Published  in  1914  by  Longmans,  Green  & 
Company.     142  pages,  illustrated.     Price  $1.50. 

Steel  Bridge  Designing,  by  Melville  B.  Wells,  C.E.  Published 
By  Myron  C.  Ciark  Publishing  Company  in  1913.  260 
pages,  illustrated.     Price  $2.00. 

Surveying  Manual — A  Manual  of  Field  and  Ofifice  Methods  for 
Use  of  Students  in  Surveying,  by  William  D.  Pence,  C.E., 
and  Milo  S.  Ketchum,  C.E.  Published  in  1915  by  McGraw- 
Hill  Book  Co.    388  pages,  illustrated.    Price  $2.00. 

LIse  of  Water  in  Irrigation,  by  Samuel  Fortier.  •  Published  in 
1915  by  McGraw-Hill  Book  Company.  265  pages,  illus- 
trated.    Price  $2.00. 

"Use  of  Water  in  Irrigation,''  by  Samuel  Fortier.  Second  edi- 
tion. Published  by  McGraw-Hill  Book  Company,  1916.  326 
pages,   illustrated.     Price  $2.00. 

Water  Power  Engineering,  by  Daniel  W.  Mead,  2nd  edition. 
The  Theory,  Investigation  and  Development  of  Water 
Powers.  Published  in  1915  by  McGraw-Hill  Book  Com- 
pany.   843  pages,  illustrated.     Price  $5.00. 

Water  Purification,  by  Joseph  W.  Ellins.  Just  published  by 
McGraw-Hill  Book  Company.  485, pages,  illustrated.  Price 
$5.00. 

Waterworks  Engineenng.  A  Practical  Treatise  on  the  Con- 
struction of  Waterworks  for  the  use  of  Engineers  and 
Students  of  Engineering,  by  Fred.  C.  Uren,  M.  Inst.  C. 
E.  1.  With  numerous  plates  and  186  illustrations.  Pub- 
lished by  Castle  Litlio  Limited,  Bristol,  England,  in  1914. 
268  pages.     Price  $3.00. 

Waterworks  Handbook,  by  Alfred  Douglas  Flinn,  Robert  Spurr 
Weston  and  Clinton  Lathrop  Bogert.  Publislied  in  1916  by 
McGraw-Hill  Book  Company.  824  pages,  illustrated.  Price 
$6.00. 
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Compressed  Air  Machinery,  Tools  and  Appliances 


"Crown"  Sand  Rammer.    Ramming  dirt  around  water  main 

We  have  many  pneumatic  tools  and  appliances  for  contractors' 
use,  such  as  Hoists,  "Imperial,"  "Circo"  Direct  Lift,  and  "Little  Tug- 
ger";  "Little  David"  Chippers,  for  ripping  up  concrete,  "Little  David" 
Drills,  Portable  Grinders  and  Saws,  etc.    Drift  Bolt  Drivers,  etc. 

Ask  for  Bulletins. 


TAMP  WITH 
"CROWN" 
SAND  RAMMERS 


Save  Time 
Get  Better  Work 


Pneumatic  tools  for  contractors 
are  not  used  for  convenience  only. 

There  are  deeper  reasons,  such 
as : — 

Labor  saving, 
Increased  production, 
Uniformity  of  work. 

In  trench  filling  on  water  works 
and  sewer  contracts,  the  "Crown" 
Sand  Rammer  relieves  the  work- 
man of  fatigue,  and  secures  the 
best  possible  job  in  the  least  time. 

For  tamping  concrete,  the 
"Crown"  Sand  Rammer  has  ad- 
vantages that  you  cannot  afford 
to  overlook. 

For  concrete  in  massive  form, 
such  as  piers,  foundations,  etc., 
"Crown"  sand  ramming  produces 
an  unusually  solid,  rock-like  con- 
crete, of  higher  quality  than  you 
could  otherwise  secure. 

Almost  any  one  of  the  advant- 
ages cited  above  would  justify  the 
adoption  of  pneumatic  tamping, 
but  taken  in  combination,  the  sav- 
ing-  is  beyond  question. 

Ask  for  Bulletin  8508.  de- 
scribing the  "Crown"  Sand 
Rammer. 


CANADIAN  INGERSOLL  -  RAND  CO.,  LTD. 


!=i= 


Sydney,  N.S. 
Cobalt,  Ont. 


General  Offices:  MONTREAL,  QUE. 

BRANCH  OFFICES: 
Sherbrooke,  Que.  Montreal,  Que. 

Timmina,  Ont.  Winnipeg,  Man.  Nelson,  B.C. 


Toronto,  Ont. 

Vancouver,  B.C. 
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For  Cranes,  Derricks,  Collieries,  Hoists,  &c. 


We  Recommend 


MADE  IN  CANADA 


"  KILINDO  "  is  absolutely  free  from  any  tendency  to  rotate  with  or  without 
the  load  and  it  DOES  NOT  KINK. 

The  Dominion  Wire  Rope  Company,  Limited 


MONTREAL 


TORONTO 


WINNIPEG 


''MARION'' 

Steam  Shovels 

We  supply  "Marion"  Shovels  for 
all  classes  of  work — to  Rail- 
roads— Mines — Contractors. 
All  sizes.      All  Styles. 


LOCOMOTIVES 

We  furnish  Locomotives  in  all  sizes  for  any 
gauge  track.    Prompt  shipment  of  all  styles. 


DUMP  CARS 

The  best  steam  shovel  car  to  be 
obtained — all  sizes  — for  all 
gauges  of  track. 

PROMPT  SHIPMENT. 


Branch : 
108  Mail  Building, 
TORONTO 

Telephone  Adel.  840 


Head  Office 

MONTREAL 


fol.  32  Toronto,  February  27,  1918  No.  9 


The  latest  strong  testimony  to  the  worth  of 

Denison  Interlocking  Hollow  Tile 


The  Allen  Theatre,  Toronto 

Architect— G.   Howard  Crane,  Detroit  Contractors — Frank  Farrington  Co. 

Associate,  Hynes,  Feldman  &  Watson  Detroit 


Denison  Interlocking  Hollow  Tile  was  used  in  the  construc- 
tion of  the  above  building  because  of  its  great  insulating 
value,  its  fireproofness  and  its  strength.  This  Tile  was  used 
on  all  bearing  walls  from  footings  to  the  roof. 

Sun  Brick  Company,  Umited 

Toronto  St.        -        -        Toronto,  Ont. 
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THE 


LIMITED. 


FOR  ANY  CLA5S  OR  / 
^  KIND  OF  BUILDING  ©  <^ 


Beam  ,^paiis 
Fin  Spans 
Riveted  Spans 
Swing  Bridges 

Rivets 
Througli  Spans 
Deck  Spans 
Truss  Rods 
Drift  iJolts 
Machine  Bolts 
Anchor  Bohs 
Punched  Washers 
Cast  \\  ashers 


KAILWAYand  HIGHWAY  ^ 

cm 


We  Solid  Coniracis  Where  Skill  in  Execution  and  Technical  Knowledge  of 
Design  arc  Imporrani  Considerations. 
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^'^^^BER  SYSTE^^ 

^^^^^ 

1  Acf*  1  lilt*  ^AVin/^o 

i  coL  v/iir  vice 

Your  smallest  need  in  Kubber  receives 

careful  attention  when  entrusted  to  us 

Our  equipment  and  faciHties  for  manu- 

facturing and  deliveries  offer  a  decided 

advantage  in  filling  orders  promptly. 

The  care  given  to  each  detail  makes  it 

possible  to  render  a  service  that  cannot 

be  duplicated  within  your  reach. 

j 

Put   us  to  the   test.       Write   to  our 

1 

nearest   branch  and  see   for  yourself 

what   the   Dominion    Rubber  System 

service  means  to  you. 

• 

Canadian  Consolidated  Rubber  Co. 

Limited 

Head  Office    —  MONTREAL 

1 

f 

Halifax,              Hamilton,             Winnipeg,  Lethbridge, 
SERVICE            J*^^"'            Kitchener,            Brandon,  Edmonton, 
BRANCHES-    Q"^'^^*^'              London,               Regina,  Vancouver, 
Ottawa,              North  Bay,           Saskatoon,  Victoria. 
Toronto,            Fort  William,  Calgary, 

■I 
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"BEATTY" 

Auxiliary  Ship  Machinery 

Cargo  Winches 
Warping 
Winches 
Anchor  Wind- 
lasses 
Ash  Hoists 


Ash  Hoist  for  ships  now  being  built  in  Canada 
—   Agents  — 

H.  E.  Plant,  Montreal,  Que.  R.  Hamilton,  Vancouver 

E.  Leonard  &  Sons,  St.  John.  N.B.     Kelly-Powell,  Winnipeg 


Also 

Hoisting  Engines, 
Electric  Hoists, 
Steel  Derricks, 
Derrick  Irons, 

Clamshell  Buckets, 

Let  us  know  what  you  want 
along  this  line 
We  will  tender  promptly 


M.  BEATTY  &  SONS,  LTD.,  WELLAND 


London  Tile  Machines  and 

Sewer  Pipe  and  Tile  Moulds 

Fig.  240  illustrates  the  London  Cement  Drain  Tile  Machine,  which  makes  all  sizes 
of  drain  tile  from  3  in.  to  12  in.  in  diameter. 

THERE  ARE  LARGE  PROFITS  in  the  manufacture  of  Cement  Drain  Tile. 
The  demand  is  increasing  daily.  Over  700  of  these  machines  now  in  use.  If  inter- 
ested ask  for  Catalog  No.  2. 

r  _  • 

Fig.  255  illustrates  The  Lon- 
don Tile  and  Sewer  Pipe 
Moulds,  which  are  made  in 
all  sizes  from  4  in.  to  10  ft. 
in  diameter. 


Fig.  240-Drain  Tile  Machine 


S'  vvLi  I'lpe  Mould. 


The  London  Sewer  Pipe  and  Tile 
Moulds 

are  used  by  Contractors  and  Muni- 
cipalities throughout  Canada. 

Send  for  Catalog  No.  2-B. 


London  Concrete  Machinery  Co.,  Ltd.,  Dept.  7,  London,  Ont. 

AGENCIES 

R.  R.  Power,  Halifax,  N.S.  Rene  Talbot,  Quebec,  Que.  The  General  Supply  Company  of  Canada,  Toronto,  Ont. 

The  Foss  &  Hill  Machinery  Company,  Montreal,  Que.  The  General  Supply  Company  of  Canada,  Winnipeg,  Man. 

The  General  Supply  Company  of  Canada,  Ottawa,  Ont.  The  B.  C.  Equipment  Company,  Vancouver,  B.C. 
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ASPHALT  PERMANENCE  WITH  ECONOMY 


Cross-Section,  Slieet  Asphalt 
(Lower  half  is  "binder  course") 


Cross-Section 
Asphaltic  Concrete. 


Cross-Section,  Asphaltic  Concrete 
(P.itulithic  or  Warrenite  Type). 


Wearing  Surface 
Sheet  Asphalt. 


New  Wearing  Sm  iaix 
Asphaltic  Concrete. 


Worn  Wearing  Surface 
Asphaltic  Concrete. 


ylbove  views  show  mineral  aggregate  and  depth  of  asphalt  Wearing  surface  ^  actual  size 

STANDARD  TYPES  OF  HOT  MIX  ASPHALT 


Asphalt  meets  practically  every  traffic  condition. 

The  above  reproductions  display  clearly  the  various  textures  provided  in  standard  types 
of  Hot  Mix  Asphalt  pavement. 

The  adaptability  of  asphalt  to  these  various  types  of  construction  is  one  of  the  strong 
arguments  which  have  demonstrated  asphalt  to  be  the  logical  road  material  and  have  led 
to  its  adoption  by  most  large  cities,  counties  and  highway  commissions  as  the  material  for 
their  purposes. 

The  asphaltic  concrete  type  of  construction  gives  ample  foothold  ard  grip  on  grades  since 
stone  is  used  in  its  construction.  Chas.  E.  Morrison,  A.M.,  C.E,,  of  Columbia  University 
states  on  page  168  in  his  well  known  work,  entitled  HIGHWAY  ENGINEERING,  that 
Asphalt  pavements  are  generally  considered  preferable  to  any  other  types  of  construction, 
for  horses,  on  grades  up  to  and  including  5,  6,  and  7  per  cent. 


The  resiliency  of  all  asphalt 
pavements  is  a  marked  fac- 
tor in  its  favour  with  both 
horse  -  drawn  and  motor 
traffic. 

Hot  Mix  Asphalt  pavement 


IMPERIflb 

MA.DE 

ASPHALiT 


is  regularly  laid  under  a 
guarantee  of  being  in  perfect 
shape  at  the  end  of  ten  years. 
Yet  its  cost  is  no  higher  than 
many  ordinary  types  of  pave- 
ments. 


Write  Our  Road  Engineering  Department  for  Further  Information. 

IMPERIAL  OIL,  LIMITED 

Road  Department      -      Imperial  Oil  Bldg.,  Toronto 


BRANCHES  IN  ALL  CITIES 


6 
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Acetylene  Gas 

The  Prest-O  Lite  Co.,  Inc. 

Air  Compressors 

Can.  Ingersoll-Rand  Co.,  Ltd. 
Canadian  Allis-Chalmers,  Ltd. 

Aluminium 

Spielmann  Agencies  Regd. 

Air  Hoists 

Canadian   Ingersoll-Rand  Co. 
Northern  Crane  Works 

Anchor  Bolts 

Hamilton  Bridge  &  Iron  Works 

Architectural  Iron  Works 

Canadian  Allis-Chalmers  Ltd. 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Architectural  Terra  Gotta 

Toronto  Plate  Glass  Imp'tg  Co. 

Ash  Hoists 

Gillis   &  Geoghegan 

Asphalt 

Asphalt  &  Supply  Company 

Imperial   Oil  Company 
Axes 

Canada  Foundries  &  Forgings, 
Bar  Iron 

Canadian  Steel  Foundries,  Ltd. 

Beam  Spans 

Hamilton  Bridge  &  Iron  Works 

Blast  Hole  Drills 

Hopkins  &  Co.,  F.  H. 

Blowers  and  Compressors 

Canadian  Blower  and  Forgs  Co. 
Can.  Ingersoll;Rand  Co.,  Ltd. 
Sheldons  Limited 

Boilers 

Beatty  &  Sons,  M. 

Canadian  Allis-Chalmers  Ltd. 

Inglis  Company,  John 

Marsh  &  Henthorn 

McDougall  Caledonian  Iron  Wks. 

Mussens  Limited 

Williams  Machinery  Co.,  A.  R. 

Boxes — Junction 

Standard  Underground  Cable  Co. 
of   Canada,  Limited 

Brick  Dryers 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Brick  Machinery  and  Supplies 
Sheldons  Limited 
Wettlaufer  Bros. 

Brick  Manufacturers 

Sun  Brick  Company 
Bridges 

Canadian   Allis-Chalmers  Ltd. 
Bridges  (Steel) 

Canadian  Bridge  Company 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  ISridge  &  Iron  Co. 
Hamilton  Bridge  Works 
MacKinnon-Holmes  &  Co. 
Manitoba  Bridge  &   Iron  Works 
Maritime   Bridge  Company 

Buckets 

Beatty  &  Sons,  M. 
Hopkins  &  Co.,  F.  H. 
Manitoba  Bridge  &  Iron  Works 

^Buckets — Steel 

Marsh  &  Henlliorn,  Ltd. 

Cable 

Dominion  Wire  Rope  Co.,  Ltd. 
Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Car  Couplers 

Canadian  Steel  Foundries,  Ltd. 

Cable  Terminals 

Sl.'iiiflar<l*  I  Iii'lciKi  omul  Cablf  Co. 
of  Canada,  Limited 

Cars— Steel  Body 

Hamilton  Bridge  Works  Co. 
Marsh  &  Henthorn,  Ltd. 
Williams  Machinery  Co.,  A.  R. 


Gar  Wheels 

Marsh  &  Henthorn,  Ltd. 
Steel  Co.  of  Canada  Limited 

Castings — Grey  Iron 

Marsh  &  Henthorn,  Ltd. 
Casements 

Trussed  Concrete  Steel  Co. 
Cement 

Britnell  &  Company 
Cement,  High  Temperature 

Beveridge  Paper  Co.,  Ltd. 
Cement  Waterproofing 

Barrett  Company 

Ideal  Concrete  Machinery  Co. 

Imperial   Oil  Company 

Trussed  Concrete  Steel  Co. 

Centrifugal  Pumps 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 

Chemists 

Canadian  Inspection  and  Testing 
Laboratories 

Coal  Chutes 

Manitoba  Bridge  &  Iron-  Works 

Coal  Handling  Apparatus 
Beatty  &  Sons,  M. 

Cold  Storage  Insulation 

Armstrong  Cork  Company 

Compressed  .  Acetylene  Gas 
The   Prest-O  Lite   Co.,  Inc. 

Concrete  Block  Machines 

Cast  Stone  Block  &  Machine  Co. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 

Concrete  Culvert  I^ipe 

Blair,  B. 

Dominion  Concrete  Company 

Concrete  Hardener  and  Water- 
proofer 

Beveridge  Paper  Co.,  Ltd. 

Concrete  Mixers  and  Appliances 
Hopkins  &  Co.,  F.  H. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
Mussens  Limited 
Wettlaufer  Bros. 

Concrete  Sewer  Pipe 
Blair,  B.  ' 

Dominion  Concrete  Company 
Conduits 

Conduits  Company,  Limited 
Orpen  Conduit  Company 

Connecting  Rods 

Canada  Foundries  &  Forgings, 
Contractors 

Anglins  Limited 
Foundation  Company 
Hamilton  Bridge  Works  Co. 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 
Wells  &  Gray  Limited 

Contractors'  Plant  &  Supplies 
Beatty  &  Sons,  M. 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Dake  Engine  Company 
Marsli  &  Henthorn 

Conveyor  Belting 

Dunlop  Tire  &  Rubber  Company 

Conveying  Machinery 

Canadian  Mathews  Gravity  Car- 
rier Company 

Core  Drills 

Canadian  Allis-Chalmers  Ltd. 
Can.  Ingersoll-Rand  Co.,  Ltd. 


Corrugated  Iron 

Pedlar  People  Limited 

Cranes,  Travelling  and  Locomotive 
Boving  Hydraulic  &  Engineering 

Company 
Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Northern  Crane  Works 

Crank  Shafts 

Canada    Foundries    &  Forgings, 

Crushed  Stone  and  Granite 

Canada  Crushed   Stone  Corpora- 
tion 

Crushed  Stone,  Limited 
Morrison  Company,  T.  A. 

Crushers  (Stone  and  Rock) 
Canadian  Allis-Chalmers  Ltd. 
London  Concrete  Machinery  Co. 
Mussens  Limited 

Culverts 

Pedlar  People 

Damp  Proof  Coating 

Barrett  Company 
Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 

Deck  Spans 

Hamilton  Bridge  &  Iron  Works 

Derricks  and  Derrick  Fittings 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  11. 
Maritime  Bridge  Company 
Marsh  &  Henthorn,  Limited 
Northern  Crane  Works 

Dredging  Pumps 

Boving  Hydraulic  &  Engineering 
Company 

Dredges 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 

Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 

Drill  Steel  Sharpeners 

Canadian  Ingersoll-Rand  Co. 

Dump  Cars,  Wheels,  etc. 

Hopkins  &  Company,  F.  H. 
Manitoba  Bridge  &  Iron  Works 
Maritime    Bridge  Company 
Marsh  &  Henthorn 
Sheldons  Limited 

Drift  Pins 

Canada  Foundries  &  Forgings, 
Hamilton  Bridge  Works  Co. 

Drying  Apparatus 

Canadian  Blower  &  Forge  Co. 

Elastite 

Carey   Mfg.   Co.,  Philip 
Trussed  Concrete  Steel  Co. 

Electric  Fans 

Sturtevant  Co.  of  Can.,  Ltd.,  B.  F. 

Electric  Air  Rock  Drills 

Canadian  Ingersoll-Rand  Co. 

Electric  Impulse  Clocks 
Gent  &  Company 

Electric  Water  Systems 

Ontario  Wind  Engine  &  Pump 
Company 

Electrical  Specialties 

Spielmann  Agencies  Regd. 

Electrical  Supplies 

Canadian  General  Electric  Co. 

Elevator  Doors 

Ormsby  Company,  A.B. 

Elevators 

Norlbern  Crane  Works 
TurnbuU  Elevator  Company 


Engines 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Hopkins  &  Company,  F.  H. 
Inglis  Company,  Jolin  ! 
McDougall  Caledonian  Iron  Wks! 

Engineers  (Civil  and  Mechanical) 

Bowman  &  Connor 

Chipman  &  Power 

Dominion  Engineering  &  Inspec 

tion  Company 
Foundation  Company 
Haddin   &  Miles 
Hunt  &  Co.,  Robt.  W. 
Milton  Hersey  Co. 
R.  &  W.  S.  Lea 
Wynne-Roberts,  R.  O. 

Excavators 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 

Exhaust  Heads 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Expanded  Metal 

Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Fans 

Canadian  Blower  and  Forge  Co 
Sheldons  Limited 

Fibre,  Vulcanized 

Beveridge  Paper  Co.,  Ltd. 

Fire  Brick,  Jointless 

Beveridge  Paper  Co.,  Ltd. 

Fireproof  Doors  and  Windows 

Ormsby  Company,  A.  B. 
Pedlar  People  Limited  j 
Trussed  Concrete  Steel  Co. 

Fire  Escapes 

Dennis  Wire  &  Iron  Works  Co.j 
Manitoba  Bridge  &  Iron  Works' 
McGregor  &  Mclntyre 

Fire  Escape  Spirals 

Canadian  Mathews  Gravity  Cai 
rier  Company 

Fire  Protection  Appliances 

Bickle  Company,  R.  S. 

Flag  Poles 

Ontario  Wind  Engine  &  Pump 
Company 

Flooring  Materials 

Armstrong  Cork  Company 
Imperial  Oil  Company 

Forges 

Canadian  Blower  and  Forge  C( 
Sheldons  Limited 

Forgings,  Steel  &  Iron 

Canada    Foundries    &  Forging 

Gasoline  Engines 

Boving  Hydraulic  &  Engineerin 

Company 
Canadian  Allis-Clialmers  Ltd. 
London  Concrete  Machinery  Co, 
Ontario  Wind  Engine  &  Pump 

Company 

Generators 

Canadian  General  Electric  Co, 

Glass 

Toronto  Plate  Glass  Implg.  Co 

Governors 

Boving  Hydraulic  &  Engineerinl 
Company  i 

Gravity  Carriers  j 
Canadian   Mathews  Gravity  Ca  i 
rier  Company 

(Continued  on  page  8) 
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CclSt  Stone  Blocks  with  Granite  Veneered  Facing 


Our  system  of 
Cast  Stone 
Block 


m  a  n  u  facture 
makes  use  ot 
poured  con- 
crete or  wet- 
m  i  X  process. 
This  system 
g  i  V  es  greater 
density  and 
strength  to  the 
finished  block 

and  makes  a  better  surface  for  the  Granite  Veneered 
facing  which  may  be  applied.  This  Granite  facing- 
gives  you  a  distinctly  superior  Stone  Block  that  will 
get  the  business  in  any  locality.    The  cost  of  Blocks 

made  by  this  process  is  very  small  because  of 
used  and  the  perfected  machinery  and  moulds. 


the  modern  methods 


Write  for   Catalogue  and  details  of  our  proposition. 

Cast  Stone  Block  &  Machine  Co.,  Limited 

298  Howard  Ave.,  WINDSOR,  ONT. 


iiiiiiiiii 


iiiiiiiiiiiin 


Startling  Information 

from  Our  Government  Statistics 

Will  the  Canadian  Architect,  Engineer,  Contractor  and  Builder  in  general,  heed  this  warning?  Will  you  read  these 
Government  Statistics,  and  then  make  a  solemn  resolution  to,  in  some  way,  try  and  correct  this  appalling  loss? 
Canada's  per  capita  fire  loss  (exclusive  of  Forest  Fires)  is  the  greatest  in  the  World.  It  averaged,  from  1912  to 
1915,  $2.96  per  head.  The  whole  of  Europe  ran  71c  per  head  for  the  same  period.  Between  August,  1914,  and  De- 
cember, 1916,  28  months,  it  was  $52,000,000.00.  The  United  Kingdom's  loss  during  this  same  period  was  only  $41,- 
000,000.00,  although  our  population  is  only  one-sixth  that  of  the  British  Isles. 

Canada's  loss  (exclusive  of  forest  fires)  for  the  past  50  years  has  been  $350,000,000.00.    During  "ONE"  year  only,  619 
fires  occurred,  due  to  defective  chimneys,  defective  furnace  flues,  and  defective  stove  pipes  entering  flues. 
We  ask,  in  all  seriousness,  if  you  do  not  think  a  large  percentage  of  this  awful  waste  could  not  have  been  prevented 
by  the  more  general  use  of 

Hamilton  Vitrified  Salt  Glazed  Clay  Flue  Linings 

They  are  the  greatest  fire  preventative  known.  The  inside  of  your  chimney  flue  is  always  clean,  smooth  and  tight. 
No  possibility  of  sparks  working  their  way  through  to  the  rafters.  No  decay  in  the  chimney  due  to  the  action  of  coal 
gas  on  the  bare  brick.    No  risk  whatever. 

Nothing  Will  Affect  This  Conveyor 

May  we  mail  you  our  latest  price  list,  giving  complete  information?  When 
you  ascertain  the  extremely  low  cost,  you  will  be  more  than  ever  convinced 
that  the  investment  is  worth  while. 

The  Hamilton  &  Toronto  Sewer  Pipe  Co.  Ltd. 

HAMILTON  and  TORONTO,  CANADA 

iiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiii^ 
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Hammers 
Canada 


Foundries    &  Foreings, 


Hammer  Drills 

Canadian  AUis-Clialmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 

Heating  Apparatus 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Heat  Insulating  Materials 

Armstrong  Cork  Company 

Hoists,  Electric 

Northern  Crane  Works 

Hoisting  Apparatus 
Beatty  &  Sons,  M. 
Canadian  Ingersoll-Rand  Co. 
Gillis  &  Geoghegan 
London  Concrete  Machinery  Co. 
Marsh  &  Henthorn 
Mussens  Limited 
Northern  Crane  Works 
Wettlaufer  Bros. 
Williams  Machinery  Co.,  A.  R. 

Hoisting  Engines 
Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Hopkins  &  Company,  F.  H. 
Marsh  &  Henthorn,  Limited 

Hollow  Tile 

National  Fire  Proofing  Co. 

Hose 

Can.  Consolidated  Rubber  Co. 
Dunlop  Tire  &  Rubber  Co. 

Hydrants 

Canada  Iron  Foundries 
Gartsliore-Thompson  Pipe  Co. 
Kerr  Engine  Company 
McAvity  &  Sons,  T. 

Industrial  Cars 

MacKinnon-Holmes  &  Co. 

Inspection  Engineers 

Canadian  Inspection  and  Testing 
Laboratories 


Insulating  Compounds 

Imperial  Oil  Company 
Spielmann  Agencies  Regd. 
Standard  Underground  Cable  Cc. 
of  Canada,  Limited 

Industrial  Cars 

Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Marsh   &  Henthorn,  Ltd. 

Interior  Finish  and  Doors 

Canadian  Office  &  School  Furni- 
ture Company 

Insulating  Bricks 

Armstrong  Cork  Company 

Jib  Cranes  (all  kinds) 

Northern   Crane  Works 
Journal  Wedges 

Canada  Foundries  &  Forgings, 
Kilns 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Lead  Pencils 

American  Lead  Pencil  Company 
Lead  (Red  and  White,  Dry) 

Carter  White  Lead  Company 

"Lidgerwood"  Hoists 

Canadian  Allis-Chalmers  Ltd. 
Lockers  (Clothes) 

Canada  Wire  &  Iron  Goods  Co. 

Dennis  Wire  &  Iron  Works  Co. 

Machine  Bolts 

Hamilton  Bridge  &  Iron  Works 

Machinery  Insulation 

Armstrong  Cork  Company 

Metal  Lath 

Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 


Metallic  Roofing 

Pedlar  People  Limited 

Meters,  Water 

McDougall  Caledonian  Iron  Wks. 
Neptune  Meter  Company. 

Motors 

Canadian  General  Electric  Co. 

Oil  Tanks 

Boving  Hydraulic  &  Engineering 

Company 
Imperial  Oil  Company 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 

Ornamental  Iron 

Dennis  Wire  &  Iron  Works  Co. 

Ornamental  Moulds 

Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 

Paints  and  Varnishes 
Dominion  Paint  Works 
Hopkins  &  Company,  F.  H. 
Spielmann  Agencies  Regd. 

Paints  (Bridge  and  Structural  Iron 
and  Pipe  Coating) 
Barrett  Co. 

Dominion   Paint  Works 
Imperial  Oil  Company 
Spielmann  Agencies  (Regd.) 
Trussed  Concrete  Steel  Co. 

Paving  and  Paving  Materials 
Asphalt  &  Supply  Company 
Barrett  Co. 

Carey  Mfg.   Co.,  Philip 
Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 


Pipe  (Concrete,  Iron  &  Wood) 

Boving  Hydraulic  &  Engineerini 

Company 
Dominion  Concrete  Company 
Gartshore  Thomson  Pipe  Co. 
National  Iron  Works 

Pipe  and  Boiler  Coverings 
Dominion  Paint  Works 

Pencils  (Lead) 
American  Lead  Pencil  Company 

Perforated  Metals 
Canada  Wire  &  Iron  Goods  Co. 

Pile  Driving  Machinery 
Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  G. 
Marsh  &  Henthorn,  Limited 

Pipe  Fittings  and  Flanges 

Pittsburgh   Valve,   Foundry  ft 
Construction  Company 

Pipe  Covering  (Cold  and  Steam) 
Armstrong  Cork  Company 

Plumbing  Supplies 

Mueller  Mfg.  Company,  H. 

Planing  Mill  Exhausters 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Plaster 

Britnell  &  Company 

Plug  Drillers 

Canadian  Ingersoll-Rand  Co. 
(Continued  on  page  10) 


Double  Purchase 

FLOOR  WINCH 

Notice  particularly  the  Combination  Brake  and 
Double  Internal  Ratchet  on  the  crank  shaft.  The 
load  is  always  under  perfect  control.  One  man  will 
lift  one  ton  and-a  half;  four  men  will  lift  six  tons, 
with  cranks  on  double  purchase  drum  10  inches  dia. 


Double  Purchase 

MAST  WINCH 

Four  sizes  of  Drums,  r>  in.,  G  in.,  7  in.  and  8  in.  diameter. 
On  the  larf^er  size  Winch,  with  6  in.  drum,  four  men  will  lift  nine 
tons  with  the  doul)le  purchase  gearing. 

DERRICKS — A  large  variety  of  styles  and  sizes  to  choose  from, 
for  hand  power,  or  any  other  power. 

Write  for  Catalogue 

Marsh  &  Henthorn,  Limited,  Belleville,  Ont. 
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PRODUCTS 


HamUton"  Pig  Iron 
Open  Hearth  Steel  Billets 
Steel  and  Iron  Bars 

Forgings 
Railway  Fastenings 
Pole  Line  Hardware 
Bolts,  Nuts  and  Washers 
Wrought  Pipe 
Screws,  Wire 

and 

Wire  Products 
of  every  description 


STEEI^  COM 


; . , 


DA 


LIMITED 

MONTREAL 


EitJilll 


10 
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Pneumatic  Machinery 

Canadian  Ingersoll-Rand  Co. 


Power  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Inglis  Company,  John 


Pumps 

Canada    Foundries    &  Forgings, 


Pumps  and  Pumping  Machinery 
American  Well  ^yorks 
Beatty  &  Sons,  M. 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian  Ingersoll-Rand  Co. 
Cook,  A.  D. 
Darling  Bros. 

Hopkins  &  Company,  t.  H. 
Inglis  Company,  John 
McDougall  Caledonian  Iron  Wks. 
Ontario   Wind   Engine   &  Pump 

Company  „,    ,  r- 

Waterous  Engine  Works  Co. 


Quarry  Machinery 

Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 

Railway  Supplies 

Can.  Chicago  Bridge  &  Iron  Co. 
Dominion  Iron  &  Wrecking  Co. 
Gartshore,  John  J. 
Hopkins  &  Company,  F.  H. 


Reinforcements,  Concrete  and  Steel 
Burlington  Steel  Company 
Canada  Wire  &  Iron  Goods  Co. 
Pedlar   People  Limited 
Steel  Co.  of  Canada,  Limited 
Trussed  Concrete  Steel  Co. 


Refrigeration  Machinery 

Boving  Hydraulic  &  Engineering 
Company 


Riveted  Spans 

Hamilton  Bridge  &  Iron  Works 


Road  Asphalt 

Asphalt  &  Supply  Company 
Imperial  Oil  Company 


Road  Oil 

Imperial  Oil  Company 


Road  Machinery 

Hopkins  &  Company,  F.  H. 
Waterous  Engine  Works  Co. 


Rolling  Steel  Doors 

f)rnisl)y  Company,  A.  B. 


Roofing  Material 
'    Barrett  Co. 

liisliopric  Wallboard  Company 
liiaiitford  Roofing  Company 
(^arey  Company,  Pliilip 
Imperial  Oil  Company 
Nolde,  Clarence  W. 
Pedlar  People  Limited 


RoofinB,  Rubber 

Bcvcridgc  Paper  Co.,  Ltd. 


Rubber  Goods 

Can.  Consolidated  Rubber  Co 
Dunlop  Tire  &  Rubber  Co. 


Sash  Machinery 

King  Construction  Company 

Scrap  Iron 

Dominion  Iron  &  Wrecking  Co. 

Screens 

Canada  Wire  &  Iron  Goods  Co. 

Sewer  Pipe 

Britnell  &  Company 
Canada  Iron  Foundries 
Dominion  Sewer  Pipe  Co. 
Gartshore  Thompson  Pipe  Co. 
Hamilton  &  Toronto  Sewer  Pipe 

Company 
Ideal  Concrete  Machitiery  Co. 
London  Concrete  Machinery  Co. 
National  Iron  Works 
Ontario  Sewer  Pipe  Company 
Standard  Clay  Products  Ltd. 

Sheathings 

Beveridge  Paper  Co.,  Ltd. 

Ship  Forgings 

Canada    Foundries    &  Forgings, 

Shovels  (Steam) 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 

Silo  Moulds 

London  Concrete  Machinery  Co. 


Skylights 

Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 


Smoke  Stacks 

Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
MacKinnon,  Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime   Bridge*  Company 
Marsh  &  Henthorn,  Ltd. 
Pedlar  People  Limited 


Sprinkler  Tanks  (Steel) 

Can.  Chicago  Bridge  &  Iron  Co. 

Stair  Builders 

Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Steam  Appliances 
Darling  Bros. 

Steam  Apparatus  and  Specialties 
Canadian   Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
McAvity  &  Sons,  T. 
Slieldons  Limited 

Steam  Turbines 

McDougall  Caledonian  Iron  Wks. 

Steel 

Burlington    Steel  Company 
Dominion  Iron  &  Wrecking  Co. 
Hopkins  &  Company,  F.  H. 
Steel  Company  of  Can.,  Ltd. 
Trussed  Concrete  Steel  Co. 

Steel  Bars 

Burlington  Steel  Company 
Hopkins  &  Company,  F.  H. 
Maritime   Bridge  Company 
Steel  Company  of  Canada,  Ltd. 
Trussed  Concrete  Steel  Co. 

Steel  Beams 

Hamilton  Bridge  &  Iron  Works 

Steel  Castings 

Canadian  Steel  Foundries,  Ltd. 

Steel  Pipe 

Can.  Chicago  Bridge  &  Iron  Wks. 


Steel  Plate  Construction 

Hamilton  Bridge  Works  Co. 
MacKinnon-Holmes  &  Co. 
Marsh  &  Henthorn,  Ltd. 
Waterous  Engine  Works  Co. 

Steel  Sash 

Ormsby  Company,  A.  B. 
Trussed   Concrete  Steel  Co. 

Stone 

Britnell  &  Company 
Rogers    Supply  Company 
Sackville  Freestone  Company 

Structural  Iron  and  Steel 

Burlington  Steel  Company 
Canadian  Allis-Chalmers  Ltd. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works  Co. 
MacKinnon-Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 
McGregor   &  Mclntyre 
Reid  &  Brown  Structural  Steel  & 
Iron  Works 

Stucco  Board 

Bishopric  Wallboard  Company 

Swing  Bridges 

Hamilton  Bridge  &  Iron  Works 

Swinging  Gears 

Dake  Engine  Company 


Switchboards 

Canadian  General  Electric  Co. 

Tanks  and  Steel  Pipes 

Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  Allis-CIialmers  Ltd. 
Canadian  DesMoines  Steel  Co. 
Hamilton  Bridge  Works  Co. 
Inglis,  John 

Manitoba  Bridge  &  Iron  Works 
Marsh  &  Henthorn 
McDougall  Caledonian  Iron  Wks. 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 
Ontario  Wind  Engine  &  Pump 

Company 
Waterous  Engine  Works  Co, 
Williams  Machinery  Co.,  A.  R. 

Telescopic  Hoists  , 

Black  Building  Supply  Company 
Gillis  &  Geoghegan 


Testing  and  Inspecting  Bureau 
Hunt  &  Company,  Robt.  W. 

Tile  Moulds 

London  Concrete  Machinery  Co. 

Thumb  Screws  and  Nuts 

Canada    Foundries    &  Forgings, 

Towers 

Can.  Chicago  Bridge  &  Iron  Co. 
Hamilton  Bridge  &  Iron  Works 

Transformers 

Canadian  General  Electric  Co. 

Truss  Rods 

Hamilton  Bridge  &  Iron  Works 

Turnbuckles 

Canada    Foundries    &  Forgings, 

Valves 

Canada    Iron  Foundries 
Gartshore-Thomson   Pipe  Co. 
Kerr   Engine  Company 
McAvity  &  Sons,  T. 
Dunlop  Tire  &  Rubber  Co. 


Ventilating  &  Heating  Apparatu 
Canadian  Blower  and  Forge  Co, 
Sheldons  Limited 


Varnishes — Insulating 

Standard  Underground  Cable  Co 
of  Canada,  Limited 


Wagons 

Tiffin   Wagon  Company 

Wall  Board 

Bishopric  Wallboard  Company 

Water    Level  Apparatus 

Gent   &  Company 


Waterproofing 
Barrett  Co. 

Imperial  Oil  Company 
Trussed   Concrete   Steel  C 


Water  Softeners  and  Filters 

Manitoba  Bridge  &  Iron  Work 

Water  Tapping  Machines 
Mueller   Mfg.    Company,  H. 


Water  Turbines 

Boving  Hydraulic  &  Engineerinj 

Company 
Canadian  Allis-Chalmers  Ltd. 
McDougall  Caledonian  Iron  Wkf 


Welding  Apparatus 

Imperial  Brass  Company 
Prest  O-Lite  Company,  Inc. 


Welding  and  Cutting  Plants 

I'rest  O-Lite  Company,  Inc. 


Well  Drilling  Plants 
American  Wei!  Works 
Ontario  Wind  Engine  &  Pump 
Company 


Window  Sash 

Steel  &  Radiation  Limited 
Trussed   Concrete   Steel  Co. 


Wires  and  Cables 

Standard  Underground  Cable  Cc 
of  Canada,  Limited 


Wire  Guards  and  Screens 

Canada  Wire  &  Iron  Goods  Co. 


Wire  Rope 

Dominion   Wire  Rope  Co.,  Ltd 


Wrenches 

Canada    Foundries    &  Forging! 

Wood  Pipe 

Canadian  Pipe  Company 
Pacific  Coast  Pipe  Company 
Vancouver   Wood   Pipe  &  Tan! 
Company 


Wood  Tanks 

Pacific  Coast  Pipe  Company 
Vancouver  Wood  Pipe  and  Tan! 
Company 
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Lienuine  i 
Dry  Red  Lead  \ 


IS 

The  Safe-guard  Against  Rust  and 
Corrosion  You  Are  Looking  for 

A  paint  to  protect  metal  surfaces  must 
be  made  specially.  Carter's  Genuine 
Dry  Red  Lead  when  mixed  with  pure 
linseed  oil  gives  you  this  paint. 

It  spreads  easily  and  well  with  a  uni- 
form film.  It  is  a  highly  oxidized  pure 
red' lead,  made  from  the  best  brand  of 
Canadian  Pig  Lead 

Be  sure  of  satisfactory  results  by 
specifying  the  Red  Lead  you  can  have 
confidence  in. 

We  also  manufacture  Orarge  Lead, 
Litharge  and  Dry  White  Lead. 
ASK  l"S  FOR  PRICES 

The  Carter   White  Lead  Co. 

of  Canada,  Limited, 
91  DelorimierAve.:  MONTREAL 

3CZ1I — ir"^rrzzi£jcz3izz3c 


IMMEDIATE  SHIPMENT 


The  Rib  bar  for  reinforcing  concrete  is  a  special 
rolled  section  with  a  series  of  cross  ribs  so  de- 
signed as  to  secure  maximum  grip  on  the  concrete. 


Size 

Vs 

'A  ill. 

Vs  in. 

•34  in. 
in. 
1  in. 
IVs  in. 
m  in. 


Area 

.1400  sq.  in. 

.2500  sq.  in. 

.3906  sq.  in. 

.5625  sq.  in. 

.7656  sq.  in. 
1.0000  sq.  in. 
1.2656  sq.  in. 
1.5625  sq.  in. 


We  have  large  tonnages  of  all  sizes  in  stock,  in 
lengths  up  to  60  feet  and  can  make  immediate 
shipment.    Get  our  quotation. 


Trussed  Concrete  Steel  Co. 

of  Canada,  Limited 
WALKERVILLE      -  ONTARIO 
Montreal      Toronto      Winnipeg  Calgary 


B  U  I  I.  D  I  N  G 
PROD  U  CTS 


Section  of  Canadian  Pacific  Railway  Terminals,  TORONTO 

Structural  Steel  painted  with  W  7T  WV/^Q  Because  Architects  and  Engineers 
''SUPERIOR  GRAPHITE  PAINT''  VV  ri  1  • 


know 

it's  "A  LITTLE  BETTER" 
DOMINION  PAINT  WORKS,  Limited 


TORONTO 
WINNIPEG 


WALKERVILLE,  ONT.  Ta^III'-^er 
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Would  you  like  to  clean  your  pavements 
for  18  cents  a  thousand 
square  yards? 


ASK   US  HOW 


MUSSENS  UMTTED 


MONTREAL 

WINNIPEG 

VANCOUVER 


?UEBEC— Pruneau  &  Co. 
ORONTO-H.  Turnbull  &  Co. 
COBALT -H.  L.  Usborne 


CANADIAN   DES  MOINES 
STEEL  CO.,  Limited 

Elevated  Tanks  Barges  Bridges 

Standpipes  Wireless  Towers 

Structural  Steel  for  all  purposes. 


Let  us  bid  on  your  requirements. 
Attractive  Prices— Prompt  Deliveries. 


Sales  Offices  and  Plant 
CHATHAM,  ONT.  275  Inshes  Ave 

Associated  with 
ITTT-SBURGH  DES  MOINES  STEEL  CO. 
F'ittsburgh,  Pa.  New  York  City 

04r>  Ciiiry  lildg.  42  Cluucli  St. 

DIvS  MOINES  RRinC.E  AND  IRON  CO. 
I)cs  Moines,  Iowa,  OTS  Tuttle  Street 


For  Quick  Heats  You  Need 

"CANADIAN" 
Rivet  Forges 

Write  for  Catalog  18C-12 

Canadian  Blower  &  Forge  Co.,  Limited 

KITCHENER,  ONT. 


WOODEN  PIPE 


Wire  wound  wood  stave  pipe,  2  in.  to  24  in.  diameter     C  on- 
tintions   wood    ■stave   pipe,    any   diameter  required. 

CANADIAN  PIPE  CO.,  LIMITED 

Ettabliihed  1904  New  Factory  Erected  1910 

Equipped  with  the  most  up-to-date  machinery.  Every 
niacliine  driven  by  a  separate  electric  motor.  Satisfaction 
Gua  ranteed. 

Office  and  Factory— 550  Paoific  St.,  VANCOUVER,  B.C. 


cbruary  27,  1918 
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(National  Road,  West  of  Zanesville, 


Roads  Reqis+er  Tempera+ure 

just  like  miefcury  by  expansion  and  contraction 

//  there  were  no  free  space  for  expansion  the  mercury  tube  would  burst. 

CAREY 


EXPANSION 
JOINT 

Protects  Roads  from  Bursting  in  Summer  or  Cracking  in  Winter 

IT  AFFORDS  ample,  constant  and  dependable  road  ex- 
pansion space. 
The  exceptional  superiority  of  Elastite  lies  in  the  fact  that 
the  asphalt  strips  remain  elastic  year  in  and  year  out,  and 
wear  as  long  as  the  road  itself. 

The  asphalt  compound  does  not  melt  and  run  away  in 
summer.  It  does  not  become  brittle  in  winter.  On  the  con- 
trary it  sticks  to  the  pavement,  maintaining  a  frost  tight  seal 
and  stretching  to  fill  the  joint  when  the  paving  contracts. 

In  addition  to  lastins:  longer  and  serving  better  Elastite  is  easily 
installed.  One  man  can  place  the  ready-made  strips  and  keep 
ahead  of  the  pavers.  Eliminates  tar  kettle  gang.  Let  us  send 
you  literature  telling  more  about  Elastite  and  where  it  is  pro- 
tecting permanent  pavements. 

Address  Elastite  Dept. — 

THE  PHILIP  CAREY  COMPANY  -  TORONTO,  ONT. 

The  Wm.  Rutherford  &  Sons  Co.,  Limited,  Montreal,  Que. 
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Mueller 

Tapping  Machines 
Corporation  and  Curb  Cocks 
Service  Clamps  and  Service  Boxes 
Lead  Flange  Work,  Goose  Necks,  Etc. 

Why  not  put  the  best  of  the  best  into  the  service  of  your  municipality? 
MUBLLER  water  works  and  gas  goods  come  to  you  fully  warranted, 
and  with  the  added  recommendation  of  having  been  successfully  per- 
forming the  service  for  which  they  were  intended  for  over  60  years. 
Write  and  tell  us  what  you  want  to  know  in  relation  to  Mueller 
goods  and  our  representative  will  call  upon  you  personally,  armed 
with  facts. 

H.  MUELLER  MFG.  CO.,  LIMITED 

SARNIA         -  CANADA 


Now  on  Munitions 

LYMBURNER,  LIMITED 

rhe  well  known  manufacturers  of  ornamental  metal  work  and 
special  machinery  are  entirely  occupied  making  munitions, 
and  cannot  execute  orders  for  above  work  until  a  later  date, 
when  they  will  be  glad  to  receive  enquiries  and  will  again 
produce  first  class  Metal  Specialties  of  Every  Description — 


Machinery,  Tools  and  Gauges. 


I    360  St.  Paul  St.  E.      -  MONTREAL 


iJ 
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Drop  Forged  Steel  Drift  Pins 


7  SIZES 

A  very  small  item  on  a  big  job,  but  how  very  important  that  they  be  true  in  shape,  quality  and  service. 

PINS  THAT  YOU  CAN  TRUST- 
REGULAR  SAFETY  FIRSTS-DON'T  WAIT 

Produced  at 

Canadian  Billings  Spencer  Plant 

WELLAND 


Turbi 


ine 
Pumps 

Electric  and  Steam 

Water  Works 
Factory  and 
Fire  Services 

Humphrey  Gas 
Pumps 

Any  capacity  or  pressure 

THE  JOHN  McDOUGALL 
CALEDONIAN  IRON  WORKS  CO.,  LIMITED 

Works:  Seigneurs  &  William  Sts.,  Montreal. 
Manufacturers  of  Boilers,  Castings,  Condensers,  Elevators,  Engines,  Filters,  Forgings,  Hydraulic  , 
Machinery,  Pumps,  centrifugal  and  reciprocating.  Steam  Turbines,  Tanks,  Water  Wheels,  Water 

Works  Plants 


Lachine  Water  Works 
Three  million  gallons,  eighty  pounds  domestic,  160  lbs.  fire. 
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ALPHABETICAL  LIST  OF  ADVERTISERS 


American  Lead  Pencil  Company  . .  . 

American  Well  Works  

Anglins  Limited  

Armstrong  Cork  Company   

.\sbestos  Manufac-ttiring  Company..  17 

Asphalt  and  Supply  Company   51 

Ault  &  Wiborg  Company   57 

Rarber,  Frank   56 

Barrett  Company  

Realty  &  Sons,  Ltd.,  M   4 

Beveridge  Paper  Company   1!^ 

Brown  Company  

Bickle  Company,  R.  S   49 

Bishopric  Wallboard  Company   

Blair  Company,  B  

Black  Building  Supply  Company  . .  . 
Boving  Hydraulic   and  Engineering 

Company  

Brantford  Roofing  Company  

Britnell  Company,  Limited  49 

Burlington  Steel  Company   47 


Canada  Iron  Foundries,  Limited  ...  50 
Canada  Foundries  and  Forgings,  Ltd.  15 
Canada  Wire  and  Iron  Goods  Co.  . . 

Canadian  Allis-Chalmers   19 

Canadian  Blower  and  Forge  Co.  ...  12 
Canadian  Chicago  Bridge  and  Iron 

Company   57 

Canadian  Consolidated  Rubber  Co.  .  3 

Canadian  Des  Moines  Steel  Co   12 

Canadian  General  Electric  Company  19 
Canadian   Ingersoll-Rand  Company. 
Canadian      Inspection   and  Testing 

Laboratories    56 

Canadian   Mathews  Gravity  Carrier 

Company  

Canadian  Office  School  Furniture  Co. 

Canadian  Pipe  Company,  Ltd   13 

Canadian  Steel  Foundries  Ltd  

Canadian  Surety  Company   46 

Carey  Company,  Philip   13 

Carter  White  Lead  Company   11 

Cast  Stone  Block  &  Machine  Co.  . .  7 

Chipman  &  Power,  Ltd   56 

Conduits  Company,  Ltd   57 

Cook,  A.  D  

Crushed  Stone,  Lid   49 

Dakc  l-".ngine  ("ompriny    IS 

Darling  Ijrotlurs   .'iG 

Hcnnis  Wire  and  Iron  Company  ... 


51 


Dominion  Concrete  Company  ...  . 
Dominion   Engineering  and  Inspec- 
tion Company   56 

Dominion  Iron  and  Steel  Company  53 

Dominion  Iron  and  Wrecking  Co...  50 

Dominion  Paint  Works   11 

Dominion  Sewer  Pipe  Company   50 

Dominion  Wire  Rope  Company  ....  60 


Morrison  &  Co.,  T.  A  

Mueller  Manufacturing  Co.,  Ltd. 
Mussens  Limited  


National  Fireproofing  Company  . 

National  Iron  Works  

Northern  Crane  Works,  Ltd.  . . . 
Nova  Scotia  Steel  and  Coal  Co. 


■56 
14 
12 


Engineers  and  Contractors,  Ltd. 


55 


Foundation  Company 


Office  Specialty  Company  ...    • 

Ontario  Sewer  Pipe  Company   45 

Ontario  Wind  Engine  and  Pump  Co.  49 

Ormsby  Company,  A.  B   18 

Orpen  Conduit  Company   55 


Gartshore,  John  J  

Gartshore-Thompson  Pipe  and  Foun- 
dry Company  

Gent  Company  

Gillis  &  Geoghegan  


Hamilton  &  Toronto  Sewer  Pipe  Co. 
Hamilton  Bridge  Works  Company  . . 

Hopkins  &  Company,  F.  H  

Hunt  &  Company,  Robert  W  


18 

Pacific  Coast  Pope  Company  

50 

48 

Pittsburgh-DesMoines  Steel  Co.  . . . 

12 

56 

7 

48 

3 
60 

Reid  &  Brown  Structural  Steel  and 

56 

50 

Ideal  Concrete  Machinery  Company    18     Sheldons  Limited 


Imperial  Brass  Company   12 

Imperial  Oil  Limited   5 

Inglis  Company,  John   43 


Kerr  Engine  Company,  Ltd. 
King  Construction  Company 


58 
56 


Lachute  Shuttle  Company   56 

Lea,  R.  S.  &  W.  S   56 

London  Concrete  Machinery  Co   4 

Lymburner,  Limited   14 


MacKinnon  Holmes  &  Co   53 

Maritime  Bridge  Works  Company  . .  57 

Manitoba  Bridge  &  Iron  Works  Co.  18 

Marsh  &  Henthorn,  Ltd   8 

McAvity  &  Sons,  T  

McDougall   Caledonian   Iron  Works 

Company   15 

McGregor  &  Mclntyre   57 

Miller  &  Co.,  George  M   56 

Milton  Hersey  Company   56 


Standard  Clay  Products,  Ltd   54 

Standard  Underground  Cable  Com- 
pany of  Canada,  Ltd   57 

Steel  and  Radiation  

Steel  Company  of  Canada.  Ltd   0 

Sun  Brick  Company   1 

Spielmann  Agencies  


Thompson  Brothers   50 ' 

Tiffin  Wagon  Company  

Toch  Brothers   

Toronto  Plate  Glass  Importing  Co. 
Trussed  Concrete  Steel  Company  ..  11 
Turnbull  Elevator  Company   59 


Vancouver  Wood  Pipe  and  Tank  Co. 


Waterous  Engine  Works  Company 

Wells  &  Gray,  Ltd  

Wettlaufer  Bros  

Williams  Machinery  Co.,  Ltd.,  A.  R.  49 
Wynne-Roberts,  R.  0   5''' 


Our  advertisers  represent  the  most  progressive  manufacturers  and  dealers.  Make 
your  purchases  of  them.   Give  your  business  to  the  man  who  is  enterpris-^ 
ing  enough  to  spend  money  and  time  to  get  in  touch  with  you. 
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Will  this  Bungalow  Bring  Trade 

to  its  Builder? 

HE  BUILT  IT  OF  "y\SBESTOSLATE"  SHINGLES  AND  ASBESTOS  BUILD- 
ING LUMBER.  He  pocketed  a  good  profit,  he  gave  his  customer  a  lionie  that  can't 
take  fire  from  without,  that  neither  wind  or  weather  can  harm,  that  will  always  look 
as  clean,  fresh  and  beautiful  as  when  new,  without  repairing  or  painting,  anu,  more 
than  this,  he  erected  a  permanent  advertisement  for  himself. 


ROOF 

"ASBESTO- 
SLATE" 
is  the  material  of 
beauty,  safety,  econ- 
omy, and  profit  for 
the  builder.  It  is 
made  of  Portland 
Cement,  reinforced 
with  long,  strong 
Asbestos  Fibres. 

FOR  THE 
INTERIOR 

use  Linabestos  Fire- 
proof Wallboard, 
3/16  in.  thick. 
42  in.  X  48  in.  48  in.  x 
48  in.,  42  in.  x  96  in., 
48  in.  X  96  in; 


EXTERIOR  OF 
WALLS 

ASBESTOS 
BUILDING 
LUMBER 

Same  composition  as 

"ASBESTO- 

SLATE" 
SHINGLES 

Manufactured  in 
large  size  sheets: 

42  in.  X  48  in. 

42  in.  X  96  in. 

Various  thicknesses. 


Advantages  of  Asbestos  Cement  Products 

Fireproof  Quick  Construction 

Non-Conducting  (cooun'suTm:?)    No  Paint  or  Repairs 

Beautiful — Permanent  Buildings 

Alterations  and  Additions  Made  Easy 


Give  us  particulars  oj  your  problem  — or 
send  us  plans.  We  will  make  suggestions 
and  give  you  estimates. 

Asbestos  Manufacturing  Company 

808-809  Drummond  Building 
MONTREAL,  Que. 
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DAKE  SWINGING 
ENGINE 

with  Automatic 
Brake  Attachment 

Always  ready  and  speeds 
up  the  work  on  any  job. 
Engine  has  no  dead  center — 
It  starts,  stops  and  reverses 
instantly.  The  brake  re- 
lieves all  stress  on  the  gears 
in  coasting  and  spotting  the 
boom.  Investigate  some- 
thing fhat  will  save  money 
for  you  by  writing  for  our 
catalog. 

DAKE  ENGINE  CO., 


GRAND  HAVEN.  MICH. 
U.  S.  A. 


Canadian  Agents : 
Montreal:  Mutsens  Ltd.   Toronto:  A.R.  Williams  Machinery  Co.,  Ltd. 


SCARCITY  OF  LABOR 
PROVIDED  FOR 

The  Ideal  Automatic  Power  Tamper, 

used  with  an  Ideal  Block  Machine, 
saves   labor,   which   is   today  recog- 
nized as  conservation  of  man  power, 
the   great   necessity  during  the 
War  Period. 

At  the  same  time  you  are 
producing  building  units  much 
superior  to  those  made  by  man 
power.  Our  catalogue  tells  you 
all  about  it.  Write  for  a  free 
copy. 

Ideal  Concrete  Machinery 

Company,  Limited 
WINDSOR        -  ONTARIO 


Firebrick  Famine 

Our  PLIBRICO  jointless  firebrick  and  PLIBRICO  BOND  will  make  you  in- 
dependent of  above,  and  eliminate  unsatisfactory  conditions. 

PLIBRICO  is  not  only  for  steam  boilers,  but  being  used  successfully  all  over 
Canada  for  nosing  furnaces  in  ammunition  plants,  baffles,  Dutch  oven  construc- 
tions, cupolas,  retorts,  enamelling  furnaces,  oil  fire  forges,  etc.,  and  is  guaranteed 
to  stand  2500  F.  if  used  in  accordance  with  instructions. 

PLIBRICO  BOND— high  temperature  cement  for  temperatures  3100/3800. 
For  bonding  firebrick  and  as  a  plaster  on  surface  of  same,  number  103  quality  for 
use  with  silicate  bricks  in  smelters,  etc. 

lAPIDOLUH 

MBHHB     TRADE  MARK  ■■■■Hi 

will  solve  all  your  troubles  with  concrete  floors,  tanks  and  walls  once  and  for  all. 
Makes  same  hard  as  granite — dustproof,  wearproof  and  waterproof.  We  guarantee 
results. 

Beveridge  Paper  Co.,  Limited,  Montreal 


STOCKS -Toronto  and  St.  John,  N.B. 


N.  J.  Dinnen  &  Co.,  Ltd.,  Winnipeg 


James  Thomson,  President. 


J.  G.  Allan.  Vice-President. 


James  A.  Thomson,  Secretary. 


THE  GARTSHORE-THOMSON  PIPE  &  FOUNDRY  CO. 


LIMITED 


Manufacturers  of 


Flexible  and  Flange  Pipe, 
Special  Castings  and  all  kinds 
of  Waterworks  Supplies. 


(GiiST  I  RIM  iPWi 


3  inches  to  60  inches  diameter. 

for  Water,  Gas,  Culvert  and  Sewer 
HAMILTON,  ONT. 
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INDUSTRIAL  HEATING 

BY  ELECTRICITY 


Two  Electrically  heated  japanning 
ovens  showing  C-G-E  air  heaters 
and  method    of  ventilation. 


The  Canadian  General  Electric  Company  offers  a  line 
of  industrial  heating  equipment  suitable  for  every  phase 
of  the  industrial  world  where  relatively  high  temperatures 
arc  required,  or  where  exact  control  of  those  temperatures 
is,  above  all  other  things,  necessary. 


The  resistor  material  in  C-G-E  heaters  is  capable  of 
enduring  a  continuous  heat  of  800°  C  (1472°  F).  It  is 
carried  on  insulating  material  which  maintains  its  insulat- 
ing qualities  at  1000°  C  (1832°  F)  with  no  expansion  or 
contraction. 


Write  to  our  nearest  office  for  bulletin  48709 


I 


CANADIAN  GENERAL  ELECTRIC  CO. 

LIMITED 

Manufacturers  of  Electrical  Apparatus  and  Supplies  for  Railway, 
Light  and  Power  Purposes 

Head  Office:  Toronto.    Sales  Offices:     Montreal,  Halifax,  Sydney,  Ottawa,    Cobalt,    South    Porcupine,    London,   Winnipeg,  Calgary, 

Edmonton,  Nelson  and  Vancouver. 
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Bar  Iron 

Carried  in  sll  sizes  and  lengths 
for  immediate  shipment.  Special 
prices  on  certain  sizes. 

Steel  Sheets 

A  complete  range  from  10  gauge  to  26 
gauge,  for  immediate  shipment. 


Small  Angles 

From  3/4"  X  3/4"  x  ^"  to  2"  x  2"  x 
y^"  in  all  sizes,  thicknesses  and 
lengths. 

Steel  Plates 

All  sizes  from  3/16"  to  1"  thick,  in  stock 

n  ov/. 


We  have  a  large  stock  of  BOILER  TUBES  of  all  sizes  for  immediate  shipment. 
Write  to  our  WAREHOUSE  DEPT,  regarding  your  needs. 

Reinforcing  Bars  for  Concrete 

Shipment  from  Mill  or  Stock 

We  desien  and  fabricate  all  kinds  of  structural  steel,  and  carry  at  all  times  a  large  stock  of  Beams,  Chan- 
nels. Broad  Flange  Beams,  Plates  and  Angles,  Rivets,  Bolts,  Shafting.  Transmission  Machinery,  etc.,  besides 
those  mentioned   above — ready   for  immediate  shipment. 

We  have  a  monthly  stock  list  that  should  be  on  your  desk.   Ask  for  it. 


Manitoba  Bridge  &  Iron  Works,  Ltd. 

Winnipeg       •  Manitoba 


Ormsby-Lupton  Steel  Sash 

Daylight  factories  are  now  the  demand  of  the  great  men 
skilled  in  production.  Men  do  better  work  in  good  light. 
Good  light  prevents  accidents  to  men  and  machines.  It 
lessens  the  percentage  of  spoiled  goods. 

Ormsby-Lupton  steel  sash,  with  bottom  of  windows  as  near 
the  floors  as  possible,  flood  the  building  with  light,  increas- 
ing the  daylight  hours  and  saving  artificial  light. 

Ormsby-Lupton  steel  sash  stand  rigid  against  the  strongest 
wind  pressure.  Double  weathering  at  the  ventilators  keeps 
out  rain  and  draft. 


Factories  at 
Preston, 
Montreal, 
Toronto, 
Saskatoon, 
Winnipeg, 
Calgary. 


Full  particulars  and  descriptive  literature  will  he  sent  on  request 
A.  B.  Ormsby  Co.,  Limited    -  Torontio 


Associated  with  the  Metal  Shingle  &  Siding 
Company,  Limited. 


AGENTS: 

F.  A.   Gillis  Co.,  Ltd., 
Halifax,  N.S. 

M.  J.  Skelly,  Ottawa,  Ont. 

D.   A.   Cummings,  Brockville. 

A.  T.  Chambers,  Vancouver. 
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Canadian  Shipbuilding  and  Maritime 
Development 

IN  its  decision  to  launch  upon  an  extensive  ship- 
building enterprise,  it  would  appear  that  the  Do- 
minion Government  is  following  a  wise  course, 
dictated  alike  by  the  exigencies  of  the  present  and 
the  necessity  of  laying  plans  beforehand  for  the  main- 
tenance and  development  of  Canada's  prosperity  after 
the  war  is  over.  Some  are  of  the  opinion  that  the  gov- 
ernment has  delayed  action  too  long  in  the  matter, 
and  that  the  present  indications  are  that  the  final  crisis 
of  the  war  will  be  reached  during  the  coming  spring  or 
summer,  and  will  probably  have  passed  before  Can- 
ada's shipbuilding  program  is  well  under  way.  Never- 
I  theless,  there  will  undoiibtedly  be  a  shortage  of  ships 
for  a  very  considerable  time  to  come,  and  a  supply 
from  the  Dominion  will  help  to  relieve  the  situation. 

It  is  in  the  light  of  Canada's  future  development, 
however,  that  the  citizens  of  Canada  will  approve  the 
step  taken  by  the  government.   How  is  the  addition  of 


shipbuilding  as  an  important  branch  of  Canadian  in- 
dustry going  to  afifect  trade  in  general  ?  It  seems  to 
us  that  if  the  undertaking  is  handled  in  the  right  way 
by  the  government  it  is'bound  to  be  of  great  advantage 
to  the  country  from  many  standpoints.  First,  in  the 
period  after  the  war  it  may  prove  a  big  factor  in  the 
maintenance  of  industrial  equilibrium  ;  it  will  provide 
a  new  field  for  the  employment  of  men  who  return 
from  the  battle-front  to  civil  life  and  those  who  are  left 
without  work  owing  to  the  cessation  of  war  industries, 
and  it  will  help  to  maintain  and  stimulate  activity  in 
many  trades  which  will  be  adversely  affected  at  the 
close  of  hostilities.  There  is  reason  to  expect,  for  ex- 
ample, that  some  of  our  big-  steel  plants  which  have 
been  engaged  on  the  manufacture  of  shells  will  take  up 
the  rolling  of  ship  plates  on  a  large  scale. 

However,  the  more  important  aspect  of  the  under- 
taking is  the  effect  which  the  provision  of  a  merchant 
marine  is  going  to  have  on  the  status  of  Canada  as  a 
nation.  This  depends  more  or  less  on  what  action  the 
government  will  take  as  regards  the  development  of 
foreign  trade.  We  do  not  require  a  merchant  marine 
to  carry  products  or  manufactures  from  outside 
sources  to  us — we  have  more  materials  and  resources 
than  we  can  possibly  make  use  of — but  we  do  need 
vessels  to  carry  Canadian  materials  to  foreign  markets. 

This  is  an  age  of  aggressive  salesmanship,  on  the 
part  of  individuals,  corporations,  and  nations,  and  if 
Canada  is  to  keep  within  sight  of  her  more  powerful 
competitors  she  must  not  adopt  the  policy  of  waiting 
until  customers  come  Avithin  her  borders  to  buy  her 
wares.  On  the  contrary,  she  must  invade  foreign  mar- 
kets, discover  prospective  purchasers  and  their  needs, 
and  place  her  merchandize  before  them  in  the  most 
attractive  way.  Enterprise  of  this  kind,  however,  de- 
mands action  on  the  part  of  the  government.  Other 
countries  send  their  trade  representatives  to  every  pos- 
sible market  and  provide  organizations  for  facilitating 
the  business  transactions  of  their  manufacturers.  In 
this  particular  Canadian  manufacturers  are  woefully 
handicapped,  for  we  have  but  few  direct  trade  repre- 
sentatives, though  we  are  capable  of  producing  practi- 
cally every  commodity.  Here  it  is  that  the  Depart- 
ment of  Trade  and  Commerce  must  render  assistance 
by  surveying  foreign  markets  and  placing  agents  to 
open  up  the  way  for  the  introduction  of  Canadian  pro- 
ducts, while  at  the  same  time  the  Department  of  Mar- 
ine provides  the  means  of  transportation. 

We  in  Canada  are  perhaps  a  little  prone  to  consider 
merely  the  country's  internal  development  and  forget 
the  possibilities  of  expansion  by  intercourse  with  other 
nations.  Naturallv  the  two  are  interdependent,  and  it 
is  the  most  logical  thing  in  the  world  for  Canada  to  de- 
velop as  a  maritime  country.  She  has  agricultural  and 
mineral  products  which  are  acceptable  in  every  market, 
and  her  manufacturers  have  facilities  for  producing  all 
kinds  of  commodities.  At  the  same  time  she  has  tNe 
longest  shore  line  of  any  country  in  the  world,  great 
navigable  rivers  and  lakes,  and,  in  consideration  of  her 
population,  an  unequalled  system  of  railways.  Resides, 
new  and  unlimited  fields  for  the  exploitation  of  Cana- 
dian manufactures  are  opening  tip.  and  will  continue 
to  open  up,  after  the  war;  an  awakening  China  and,  we 
hope.  Russia  will  demand  commodities  for  which  ])re- 
viouslv  they  had  no  use.  The  opportunities  are  tre- 
mendous, and  all  that  is  required  is  the  enterprise  and 
determination  to  take  advantage  of  them.  Let  us  not 
forget  that  it  was  from  the  nucleus  of  a  small  but  in- 
domitable maritime  peoi)ie  that  the  greatest  empire  in 
the  world  has  developed. 
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To  Remedy  Montreal's  Deficient 
V^ater  Supply 

-w-  F  tlie  present  rate  of  increase  in  water  consumption 
I  keeps  up,  Montreal  will,  in  two  or  three  years,  find 
I  its  supply  inadequate.  At  times  during  the  pres- 
ent winter  the  consumption  has  been  dangerously 
near  the  full  capacity  of  the  conduit,  and  it  is  generally 
admitted  that  the  time  is  not  far  oft  when  the  city  will 
have  to  face  the  problem  of  securing  an  additional  sup- 
ply. The  new  filtration  plant  will  soon  be  in  operation, 
but  this  will  only  about  cover  present  needs.  Any  re- 
serve required  will  have  to  ibe  obtained  from  the  con- 
duit, which  is  now  the  present  source  of  supply  and 
which  will  feed  the  filtration  plant.  The  capacity  of  the 
conduit  is  not  sufficient  to  provide  for  a  very  heavy  re- 
serve. The  question  of  the  enlarged  aqueduct  is  bound 
up  with  the' water  supply,  and  there  are  those  who  be- 
lieve that  the  aqueduct  wouldj  if  finished,  serve  as  the 
best  source  of  supply,  leaving  out  of  consideration  the 
])roposed  hydro-electric  development,  which  has  been 
the  subject  of  such  prolonged  controversy.  If  Mont- 
real desires  to  provide  an  adequate  supply  of  filtered 
water  for  future  requirements,  means  will  have  to  be 
taken  almost  immediately  to  obtain  a  larger  supply 
and  also  to  enlarge  the  filtration  plant,  for  which  there 
is  plenty  of  space  available.  Probably  the  new  com- 
missioners will  take  up  this  matter  at  an  early  date, 
otherwise  Montreal  will  find  itself  in  two  or  thice  years 
oii  1  scale  )f  lationing  so  far  as  water  is  concerned. 

The  pumping-  plant  is  practically  obsolete,  and  all 
the  engineers  who  have  recently  reported  on  the  aque- 
duct have  agreed  that  a  new  pumping  plant  is  impera- 
tive, and  Messrs.  H.  E.  Vautelet,  A.  St.  Laurent,  and 
J.  B.  McRae  proposed  an  electric  motor-driven  pump- 
ing- station  to  take  care  of  an  addition  to  the  filtration 
works,  of  one  hundred  million  imperial  gallons  per  day. 

  « 

Alleged  Defects  in  Montreal  Civic 
Administration 

I\  a  long-  report  dealing  with  Montreal's  civic  ad- 
ministration, the  New  York  Bureau  of  Research 
refers  to  the  public  works  department,  which,  it  is 
declared,  has  certain  fundamental  defects.  Under 
IJresent  conditions,  authorization  of  public  improve- 
ments such  as  streets  and  sewers  are  made  by  council 
and  the  board  of  control.  The  chief  engineer  of  the 
city  has  no  voice  in  the  matter  other  than  to  advise 
those  bodies  upon  request.  The  distribution  of  public 
improvements  throughout  the  city  has  not  ben  in  ac- 
cordance with  any  well-conceived  plan  based  on  a  com- 
prehensive study  of  the  city's  needs.  In  fact,  in  many 
cases  the  controlling  elements  in  securing  appropria- 
tions for  public  works  appear  to  have  been  political  ex- 
pediency. As  a  natural  result  of  this  policy,  particu- 
larly in  regard  to  street  improvements,  there  has  been 
extensive  construction  of  permanent  pavements  in  sec- 
tions of  the  city  where  the  need  in  no  way  justified  the 
'expenditure.  This  cost  has  been  very  heavy,  and  has 
been  borne  entirely  by  the  city. 

Two  other  defects  in  the  present  imj)rovenient 
l)oIicy  of  the  city  which  have  hampered  the  eft'ects  of 
administration  of  the  department  of  inii1)lic  works  are: 
(1)  Authorizing  the  execution  of  improvements,  irre- 
spective of  seasoii  and  without  providing  sufficient 
time  and  adequate  funds  for  the  study  of  these  im- 
■  i)rovements;  and  (2)  authorizing  the  execution  of  pub- 
lic improvements  by  city  forces  without  competitive 
l;ids.    The  net  results  of  No.  1,  particularly  in  the  cost 


pf  sewer  improvements,  has  been  the  excessive  cost  of 
construction. 

The  present  street  paving  problem  is  one  of  resur- 
facing and  construction  rather  than  maintenance.  It  is 
tn-ged  that  irnmediate  action  be  taken  to  organize  a 
maintenance  force  adequate  to  keep  in  repair  those 
pavemeivts  whicli  have  recently  been  constructed  and 
have  not  yet  fallen  into  that  condition  of  disrepair 
which  is  so  common  in  many  parts  of  the  city. 

As  to  the  department  of  building  inspection,  the 
bureau  rec_oiiimends  that  the  inspection  of  public  build- 
ings by  the  department  of 'building  inspection  be  discon- 
tinued and  that  this  function  be  placed  under  the  juris- 
diction of  the  fire  chief.  There  is  now  ample  force  in 
the  fire  department  to  carry  on  the  service  without  ad- 
ditional stafif.    A  new  building  code  is  insisted  upon. 

It  n,iay  be  added  that  the  entire  report  is  the  result 
of  several  months'  examination  of  various  departments, 
and  that,  while  some  of  the  recommendations  may  be 
generally  approved,  others  are  open  to  criticism.  A 
lack  of  appreciation  of  local  conditions  is  apparent  in 
some  of  the  recommendations,  and  in  other  respects  the 
])roposals  would  probably  result  in  greater  confusion 
and  increased  expenditure. 


Training  Men  for  Industry 

IN  a  talk  given  before  the  Toronto  section  of  the 
American  Institute  of  Electrical  Engineers  on 
February  15  by  C.  R.  Dooley,  manager  of  the  edu- 
cation department  of  the  Westinghouse  Electric 
and  Manufacturing-  Company,  of  Pittsburg.  Pa.,  he  out- 
lined the  admiral)le  work  that  is  being  done  by  this 
company  in  East  Pittsburg  in  training  the  trade  and 
engineering  apprentices  in  the  manufacturing  side  of 
electrical  engineering.  Any  educational  method  should 
have  as  its  goal,  leadership,  workmanship,  and  spirit. 
The  speaker  claimed  that  in  training  men  for  leader- 
ship they  could  obtain  workmanship  and  spirit  as  by- 
products. 

In  supplying  technical  assistants  to  the  various  exe- 
cutives of  the  Westinghouse  Company,  Mr.  Dooley 
found  that  these  executives  wished  their  subordinates 
to  have,  first,  the  human  characteristics,  such  as  good 
judgment,  initiative,  analytical  ability,  courage,  etc., 
and,  as  of  less  importance,  technical  knowledge  of  the 
fundamentals  of  their  pi"ofession. 

Tests  Aid  Selection 

The  choosing  of  men  was  outlined,  various  methods 
])eing  employed,  among  which  are  phrenology,  me- 
chanical tests  of  Munsterberg,  and  the  tests  of  War- 
field  Scott  of  the  Northwestern  University  and  Thorn- 
dike  of  Columbia.  After  the  men  are  selected,  the 
method  of  training  is  to  place  the  men  in  the  shops  and 
to  carry  on  their  training  by  presenting-  to  them  in  a 
systematic  way  a  series  of  questions  that  apply  to  their 
daily  work.  These  men  can  obtain  the  answers  to  their 
questions  by  asking  their  foremen,  studying  the  litera- 
ture of  the  company,  or  by  any  other  means  they  wish. 

Mr.  Dooley  emphasized  the  value  of  personal  dis- 
covery, and  he  said  that  the  best  type  of  teacher  was 
the  trained  fellow-employee.  The  situation,  more  or 
less  summed  up,  would  he  that  people  are  slightly  in- 
terested in  things  they  are  told,  but  \  itally  interested  in 
things  they  take  part  in. 

.'N.fter  the  paper  a  most  interesting-  and  heated  dis- 
cussion was  conducted,  some  of  those  taking  part  being 
l^rofessors  Baker  and  Henderson  of  Queen's  Univer- 
sity and  Professor  Price  of  Toronto  University. 
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The  Nelson  river  cantilever  bridge  at  Manitou  Rapids  on  the  Hudson  Bay  Railway. 


Overhead  Gableways  Serve  to  Erect  Steel 
Bridges  on  Hudson  Bay  Railway 

High  River  Velocity,  Making  Falsework  Impossible,  and  Remote- 
ness of    Site,  Add  Difficulties   to  Erection  of   Large  Structures 


The  Manitou  Rapids  Cantilever  Bridge 

By  P.  B.  Motley* 

THE  bridge  at  Manitou  Rapids,  on  the  Hudson 
Bay  Railway,  over  the  Nelson  River,  consists  of 
a  cantilever  structure,  with  an  actual  opening  of 
304  ft.  6  in.  between  centres  of  piers.  The  two 
anchor  arms  are  each  108  ft.  9  in.  between  centres  of 
ipins,  and  the  suspended  span  in  the  centre  of  the  river 
lis  87  ft.  between  centres  of  end  links.  There  is  also  a 
Iflanking-  span  on  the  east  end  of  85  ft.  4  in.  out  to  out 
A  girders. 

The  Nelson  River  at  this  point  is  extremely  deep, 
land  the  discharge  through  the  300  ft.  channel  is  said 
to  be  almost  as  great  as  the  Lower  St.  Lawrence. 
\'elocity  and  depth  of  water  made  it,  therefore,  a  pro- 


Bridge  over  Nelson  river  at  Manitou  Rapids  is  cantilever  structure, 
nearly  600  feet  long. 

'lem  of  dispensing  with  any  description  of  falsework. 
I  lie  problem  of  designing  a  suitalMe  structure  resoh'cd 
tself  into : 

(a)  A  simple  span  of  approximately  300  ft.,  with 

Bridge  engineer,  Canadian  Pacific  Railway. 


two  side  spans  sufficiently  heavy  to  act.  as  anchors  for 
a  cantilever  method  of  erecting-  the  centre  span. 

(b)  A  cantilever  bridge  pure  and  simple. 

(c)  An  arch  bridge. 

Cantilever  Bridge  Adopted 

After  carefully  considering  the  method  of  erection, 
transporting  of  material,  and  the  aforesaid  necessity 


Overhead  cableways  important  part  of  construction  equipment. 

of  doing  without  falsework,  it  was  finally  decided  to 
use  a  cantilever  bridge,  general  details  of  which  are 
shown  in  the  photographs  herewith. 

The  profile  shows  rock  bottom  throughout,  and 
there  is  sufiicient  height  at  both  ends  of  the  cantilever 
arms  to  I:)uild  a  concrete  anchor  of  sufficient  size  to 
take  care  of  the  uplift.  The  west  anchor  is  the  abut- 
ment, and  the  east  anchor  is  the  pier  on  which  the 
Ranking  span  rests.  The  main  trusses,  both  for  the 
cantilever  and  the  suspended  span,  are  spaced  at  20  ft. 
centres,  and  consist  of  stiffened  riveted  construction 
throughout,  while  the  cantilevers  themselves  have 
rocker  pins  on  the  main  piers  as  well  as  at  the  points 
of  attachment  of  the  suspended  span.  Anchor  facili- 
ties for  expansion  are  provided  over  the  anchor  abut- 
ment and  pier,  as  well  as  at  one  end  of  the  suspended 
span  by  suitable  links  capable  of  horizontal  movement. 
The  80  ft.  flanking  span  has  girders  9  ft.  centre  to  can- 
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tre,  with  ordinary  riveted  laterals  and  l)race  frames. 

The  live  load  for  which  the  l)ridg"e  was  designed  is 
Cooper's  E-50;  thq  impact  formula  and  units  were  ac- 
cording- to  the  American  Railway  Engineering  Asso- 
ciation specification  for  steel  bridges,  and  the  general 
specification  was  the  Dominion  Government's  of  1908. 

The  substructure  presented  no  serious  difficulties, 
being  l)uilt  in  all  cases  in  the  dry.  The  abutments  were 
designed  as  ljuried  piers,  with  small  wing  walls  above 
the  finished  line  of  fill  ;  in  addition,  these  abutments 
had  sufficient  stability  to  act  as  retaining  walls.  The 
piers  had  sufficient  size  at  their  tops  to  take  care  of 
the  pier  members.  They  had  battered  sides  and  erids 
to  take  care  of  the  horizontal  forces  and  also  for  ap- 
pearance. The  anchor  pits  have  small  tunnels  pro- 
vided at  their  lower  ends,  .so  that  access  from  the  out- 
side for  inspection  may  be  always  possible. 

Erected  By  Overhead  Cable 

The  erection  of  the  structure  w'as  carried  out  by 
the  overhead  cable  method.  Towers  were  erected  over 
the  west  cantilever  pier  and  the  east  abutment.  Over 
these  the  main  cables  were  strung  and  securely  double- 
anchored  in  the  rock,  about  200  ft.  back  of  them.  The 
main  cable  which  spanned  the  opening  was  2j4  in.  in 
diameter.  On  this  cable  was  a  trolley,  from  which 
were  suspended  suital)le  sheaves,  operated  by  5/8  in. 
cal)les,  which  were  led  ])ack  to  drums  on  the  engine  on 
shore,  which  provided  power  for  lifting  and  lowering 
the  various  pieces  handled  by  the  sheaves.  The  trolley 
was  moved  back  and  forth  by  5/8  in.  cable,  supported 
at  intervals  on  suitable  hangers,  which  also  supported 
the  main  operating  5/8  in.  cal)le  to  pre\'ent  e.xcessive 
sag  and  entanglement. 

The  actual  order  of  operation  was  as  follows :  The 
west  anchor  arm  was  erected  on  falsework  by  means 
of  a  derrick  car,  beginning  with  the  main  posts  over 
pier  2  and  working  back  on  the  abutment.  Then  the 
cantilever  arm  was  erected  for  108  ft.  9  in.  as  a  canti- 
lever by  means  of  the  derrick  car.  The  west  cable 
tower  was  then  erected  over  pier  No.  2,  and  the  east 
anchor  arm  was  erected  on  falsework  by  means  of  the 
travelling  trolley.  The  east  cantilever  arm  was  then 
carried  out  over  the  river  in  the  same  manner  as  the 
west  cantilever  arm,  and  the  suspended  span  was,  in 
turn,  erected,  member  by  member,  out  from  the  canti- 
lever arms  until  it  met  in  the  centre.  The  girder  span 
at  the  east  end  was  put  in  last  by  means  of  pony  bents 
and  jacks  in  the  ordinary  manner. 

The  work  as  a  whole  is  interesting,  owing  to  the 
lact  that  it  was  carried  out  at  a  long  distance  from  the 
bridge  company's  headquarters,  part  of  the  operations 
being  done  during  the  winter,  but,  notwithstanding 
tiiese  facts,  there  was  no  hitch  of  any  kind. 

'I'hc  contractors  for  the  masonry  were  McDonald 
I'.rothers,  T'ort  .Arthur,  Ont.,-who  were  sub-contractors 
under  llic  general  contractor,  J.  D.  McArthur,  of  Win- 
ni]K-g.  'i'he  contractors  for  the  steel  work  were  the 
Canadian  1 '.ridge.  Company,  of  Walkerville,  Out.    T  he 


work  generally  was  done  under  the  direction  of  Mr.  \\ . 
.A..  l')Owden,  chief  engineer.  Department  of  Railways 
and  Canals,  Ottawa,  with  Mr.  T.  II.  Motley  as  consult- 
ing engineer. 


The  Kettle  Rapids  Bridge 

By  Sterling  Johnson* 

THE  Kettle  Rapids  In'idge,  on  the  line  of  the  I  Uni- 
son Bay  Railway,  crosses  the  Nelson  River  at  a 
point  al)out  332  miles'  north  of  The  Pas,  Mani- 
toba. The  Nelson  River  at  this  point  forms  a 
deep,  narrow  gorge,  through  which  flows  a  swift 
rapids,  directly  in  the  way  of  the  site  chosen  for  this 
crossing.  The  banks  on  l^oth  sides  consist  of  solid 
rock  for  a  considerable  distance  l>ack  of  the  shores,  and 
were  a  determining-  factor  in  selecting  the  continuous 
girder  type  of  truss  adopted. 

The  design  consists  of  a  single-track  through-truss 
structure,  1,000  ft.  long,  continuous  over  four  supports. 
The  channel  span  is  400  ft.  hn-ig,  centre  to  centre  of  pier 


staging  for  erection  of  Kettle  Rapids  bridge  was  out  of  ttie  question, 
so  that  trusses  were  erected  as  cantilevers. 

meml)ers,  and  the  two  flanking  arms  300  ft.  each.  The 
trusses  are  of  the  Warren  type,  hax  ing  50  ft.  main  pan- 
els, subdivided  to  form  two  25  ft.  stringer  panels.  They 
are  50  ft.  deep  centre  to  centre  of  chords,  and  are  spaced 
24  ft.  apart.  All  truss  joints  are  riveted  throughout. 
The  floor  .system  is  the  ordinary  open  floor  type,  hav- 
ing wooden  ties  carried  on  two  lines  of  Iniilt-up  string- 
ers, which  frame  into  the  webs  of  the  floor  beams.  The 
simplicity  of  this  design  greatly  facilitated  the  fal)rica- 
tion  and  erection,  and  has  many  commendable  points. 

1"iie  erection  of  this  crossing  was  of  special  interest, 
as  it  was  out  of  the  question  to  use  staging  of  any  kind 

♦Assistant  manager  of  construction,  Canadian  BriUgre  Company. 


Erection  diagram  of  Ktttle  Rapids  bridge. 
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lor  the  channel  span.  I'urthermorc,  the  remoteness  of 
[the  site,  he\ng  at  the  end  of  a  lont^-  construction  line 
[leading  from' The  Pas.  precluded  the  possibility  of 
librint^ing-  material  for  the  north  end  in  from  that  side 
'and  "the  problem  of  getting  this  half  of  the  structure 
ross  and  in  place  economicall}'  formed  one  of  the 
liief  considerations. 

The  following  erection  program  was  adopted:  The 
.MUth  arm  between  piers  Nos.  1  and  2  was  erected  on 


Overhead  cableway  aids  erection  of  steelworl<. 

wooden  staging  with  an  ordinary  derrick  car,  the  only 
unusual  feature  being  that  L-O  was  erected  10  inches 
llower  than  its  normal  elevation,  in  order  to  allow  for 
deflection  in  cantilevering.  The  truss  as  a  whole  was 
also  erected  on  the  permanent  pier  member  rollers 
about  5  inches  closer  to  the  shore  than  its  normal  posi- 
tion. The  main  joints  were  then  completely  riveted 
and  the  derrick  car  erected  the  l^alance  of  the  south  half 
of  the  crossing  as  a  cantilever  from  L-12  to  L-20.  The 
riveting  followed  the  erection  very  closely,  so  as  to 
take  care  of  the  erection  stresses. 

Cableway  Used  for  Erection 

.\  cablewav  tower  was  then  erected  on  the  north 
shore,  materials  for  it  being  hauled  bv  team  over  the 


ice  at  a  ]Kjint  some  distance  from  the  crossing.  A  short 
cableway  bent  was  also  erected  on  the  completed  truss 
at  U-18,  and  a  double  cableway  made  of  2j4  i"-  diame- 
ter cables  was  erected  on  these  towers  and  securely 
anchored  at  both  ends.  These  two  cableways  were 
operated  by  two  double-drum  hoisting  engines,  and 
carried  a  flexible  equalizer  designed  for  lifting  15  tons. 
The  materials  for  the  north  end  were  then  brought  out 
on  cars  to  the  extreme  end  of  the  cantilever  truss  on 
the  south  .'■ide,  and  materials  transferred  by  means  of 
this  cableway  to  the  north  side. 

The  staging  for  the  north  anchor  arm  was  fir.^i; 
erected,  and  on  this  a  light  double  boom  traveller  as- 
seml^led.  The  steel  work  wa.-  then  transferred  and 
])!aced  with  this  traveller,  starting  at  L-12  and  erect- 
ing the  lower  half  of  the  anchor  truss,  backing  up  with 
the  traveller  until  L-O  was  reached.  The  traveller 
was  then  jacked  up  so  as  to  b.ring  the  trucks  level  with 
the  top  chord  of  the  span,  and  the  balance  of  the  steel 
for  the  north  anchor  arm  completed,  going  forward 
from  U-2  to  U-12.  After  riveting  this  anchor  arm  the 
cantilever  portion  of  the  truss  between  panels  12  and 
20  was  easily  completed,  with  the  traveller  running  out 
on  the  top  chord. 

The  whole  of  the  south  half  of  the  bridge  was  then 
jacked  forward  on  the  permanent  pier  member  rollers 
and  a  coupling  made  at  L-20.  After  this  joint  was 
riveled,  jacks  were  applied  at  the  two  extreme  ends  of 
the  bridge,  points  L-O  north  and  south  ends.  These 
ends  were  raised  until  the  joint  at  U-20  was  closed, 
after  which  the  four  corners  were  raised  simultane- 
ously until  a  load  of  118^  tons  was  registered  on  each 
of  the  four  jacks,  which  hxed  the  distribution  of  the 
dead  load  stresses  throughout  the  entire  structure. 

The  entire  work  was  under  the  general  supervision 
of  Mr.  W.  A.  Bowden,  chief  engineer.  Department  of 
Railways  and  Canals,  Ottawa.  The  bridge  was  de- 
signed by  Mr.  W.  Chase  Thompson,  consulting  engi- 
neer, New  Birks  Building,  Montreal.  The  superstruc- 
ture was  fabricated  and  erected  by  the  Canadian 
l>ridge  Company,  Ltd.,  A\'alkerville,  Ont. 


Conditions  Detrimental  to  Creosoted  Floors 

Premature  Failure  Due  to  Unusual  Shrinkage  of  Blocks  or  Ex- 
pansion Causing  Floor  to  Buckle— Decay  Seldom  Causes  Failure 


CREOSOTED  wood  block  floors  seldom  fail  from 
decay.    If  properly  manufactured  and  treated 
and  properly  installed  they  wear  indefinitely,, 
but  when  the  floors  do  eventually  fail  it  should 
ic  from  wear  alone.    Occasionally,  however,  they  do 
!U)t  give  the  long  and  satisfactory  service  which  is  ex- 
pected of  them.    When  premature  failure  occurs  it  is 
usually  either  from  unusual  shrinkage  of  the  blocks, 
which  causes  them  to  become  loose,  or  from  their  ex- 
liansion  causing  the  floor  to  buckle.    Floors  subjected 
to  considerable  humidity  or  moisture  frequently  fail 
for  the  latter  reason.    This  statement  of  conditions 
affecting  the  longevity  of  creosoted  block  floors  was 
nade  in  a  paper  read  at  the  recent  convention  of  the 
\merican  Wood  Preservers'  Association,  by  Lambert 
r.   Ericson,   contracting   engineer   of   the  Jennison- 
W'right  Company.    He  further  asserts: 

When  the  blocks  become  loose,  foreign  matter  soon 
>ifts  between  and  works  under  them,  making  the  floor 
rough  and  uneven.    The  blocks  then  have  a  tendency 


to  travel  with  the  trafiic  and,  as  they  get  out  of  level, 
soon  broom  on  the  ends  and  break  up.  This  condition 
also  permits  water  to  get  under  the  floor,  which  mater- 
ially hastens  the  second  usual  cause  of  failure — expan- 
sion. Expansion  at  this  stage  will  cause  the  floor  to 
buckle,  since  the  joints  are  full  of  incompressible  mat- 
ter. However,  excessive  moisture  will  cause  the  floor 
to  buckle  under  any  conditions  unless  proper  provision 
is  made  to  accommodate  the  resulting  expansion. 

In  relaying  a  floor  after  buckling  it  is  difificult  to 
restore  the  original  surface.  Any  unevenness  will 
hasten  splintering. 

Provision  for  Expansion 

Expansion  joints,  an  inch  or  thereabout  in  width, 
should  be  always  placed  along  all  walls  and  around 
columns,  machine  bases,  and  other  fixed  points.  Ex- 
pansion joints  of  this  width  cannot  be  placed  across 
the  traffic  without  resulting  in  depressions  and  rough 
spots.   Inasmuch  as  creosoted  blocks  have  been  known 
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to  expand  5  per  cent,  in  passing  from  the  dry  to  the 
saturated  state,  a  floor  60  ft.  wide  would,  under  similar 
conditions,  expand.36  in.  Of  course,  this  percentage  of 
expansion  is  the  extreme  limit  and  improbable  of  oc- 
currence ;  still,  it  is  obviously  impossible,  where  vari- 
able conditions  of  moisture  exist,  to  take  care  of  ex- 
pansion merely  by  means  of  expansion  joints  along  the 
walls  and  columns. 

The  logical  and  practical  way  to  take  care  of  expan- 
sion is  by  filling  each  and  every  joint  with  a  com- 
pressible and  waterproof  material.  In  rectangular 
blocks  most  of  this  expansion  occurs  at  the  ends.  The 
width  of  end  joints  required  can  be  calculated  very 
closely,  and  when  this  is  done  and  the  requisite  provi- 
sion made,  no  trouble  will  be  encountered. 

Especially  where  dry  or  heated  conditions  are  to  be 
encountered,  one  of  the  most  essential  requirements  is 
that  the  lumber  shall  be  absolutely  air-seasoned.  Inas- 
iMUch  as  untreated  lumber  will  contract  more  than  6 
per  cent,  in  volume  in  passing  from  the  green  to  the 
dry  state,  it  should  be  apparent  that  there  is  no  possible 
way  to  keep  blocks  tight  in  the  floor  if  any  such  condi- 
tion of  shrinkage  is  to  be  encountered  after  their  in- 
.^tallation.  That  would  mean  that  a  block  measuring 
4  in.  wide  by  8  in.  long  would  contract  34  in-  ii^  width 
and  in.  in  length  in  drying  out.  It  is  a  fact  that  lum- 
ber well  air-seasoned  will  shrink  further  when  sub- 
jected to  steam-heated  conditions,  but  it  is  possible  to 
offset  this  shrinkage  by  the  use  of  a  plastic  filler  Ije- 
tween  joints. 

Floors  Subjected  to  Moisture 

Floors  that  are  to  be  constantly  subjected  to  moist- 
ure or  to  humid  conditions  are  an  exception  to  this 
rule.  They  should  be  manufactured  preferably  from 
only  partially  seasoned  luniljer ;  or,  if  dry  lumber  is 
used,  it  should  be  subjected  to  live  steam  to  swell  the 
blocks  during  the  treatment.  This  condition,  however, 
is  not  a  usual  one,  and  merely  illustrates  the  impossi- 
bility of  laying  down  rules  that  will  fit  aW  cases.  It  is 
also  frequently  advisable  to  use  a  heavier  oil  treat- 
ment. 

The  matter  of  the  foundation  for  the  floor  is  also 
very  important.  It  goes  without  saying  that  if  the 
foundation  gives  way  the  surface  will  do  likewise. 
Concrete  of  the  requisite  depth  and  composition  to 
withstand  the  expected  load  should  always  be  used, 
unless  it  is  impossible  for  other  reasons.  If  timber  is 
used,  it  should  be  given  a  preservative  treatment  to 
prevent  decay.  In  modern  factor}-  construction,  how- 
ever, it  is  seldom  that  concrete  cannot  lie  used. 

The  advisability  of  the  use  of  a  cushion  between  the 
concrete  and  the  blocks  is  a  matter  of  much  delxite.  It 
should  be  remembered  that  when  one  is  used  its  sole 
fimction  is  to  level  up  the  inequalities  of  the  concrete 
'lasc,  to  afford  the  blocks  an  even  l)earing,  and  to  per- 
mit tlicm  to  be  surfaced  smooth  b}-  rolling  or  tamping. 


council,  a  condition  not  possible  under  the  old  regime. 
There  would  be  more  attention  to  purely  local  matters 
and  also  to  public  questions  such  as  were  outlined  by 
Mr.  Eraser  Keith,  the  secretary,  in  his  paper  read  be- 
fore the  Ottawa  branch — a  paper  which  had  received 
favorable  comment  in  the  technical  press  of  America. 
The  branch  would  be  able  to  make  representations  to 
council,  another  thing  which  had  previously  not  been 
possible;  further,  representations  to  council  could  be 
made  on  the  qualifications  of  applicants.  Another  ad- 
vantage would  be  the  interchange  of  papers  and  inter- 
course with  other  branches.  The  formation  of  a  Mont- 
real branch  \YOuld  enable  the  society  to  organize  a  Pro- 
vince of  Quebec  division,  leading  to  a  greater  recogni- 
tion by  the  public  of  the  engineering  profession,  which 
the  council  considered  as  very  important.  Mr.  Francis 
stated  that  he  had  been  asked  by  the  council  to  again 
become  chairman  of  the  Papers  Committee,  which 
would  now  embrace  the  whole  organization  of  the 
society  in  Canada. 

Considerable  discussion  followed  on  the  subject  of 
the  procedure  to  elect  officers  and  a  committee  and  to 
draw  up  by-laws.  The  following  took  part  in  the  dis- 
cussion :  Sir  John  Kennedy  and  Messrs.  A.  Surveyor, 
A.  Crumpton,  I".  B.  Brown,  J.  A.  Jamieson,  A.  D. 
Swan,  H.  G.  Hunter,  and  W.  D.  Lawrence.  After 
several  suggestions,  it  was  agreed,  on  the  motion  of 
Sir  J.  Kennedy,  seconded  by  Mr.  H.  G.  Flunter,  to  ap- 
point the  following  as  nominating  committee :  Messrs, 
R.  M.  Hannaford,  E.  B.  Brown,  L.  G.  Papineau,  J.  A. 
Duchastel,  M.  B.  Atkinson,  and  H.  G.  Hunter,  who  will 
name  two  candidates  for  each  position  on  the  execu- 
tive, which  will  consist  of  a  chairman,  vice-chairman 
secretary-treasurer,  and  six  committeemen.  Other  can- 
didates to  be  included  in  the  nominations  must  receive 
the  certified  support  of  five  corporate  members  of  the 
branch.  The  chairman,  vice-chairman,  and  secretary- 
treasurer  are  to  be  elected  for  one  year,  while  the  thret 
'committeemen  receiving  the  highest  number  of  vote^ 
will  be  elected  for  two  years  and  the  three  others  foi 
one  year;  thereafter  the  committee  will  ibe  elected  foi 
two  years,  three  at  each  election.  The  election  will  be 
by  letter  ballot,  by  members  of  the  society  residenl 
within  25  miles  of  Montreal.  The  nominations  will  l)t 
announced  on  February  28  and  the  ballot  declared  oi 
March  1  +. 


Steps  Taken  to  Organize  Montreal  Branch 
of  G.S.G.E. 

OX'IC  of  the  recommendations  of  the  Committee 
,  on  .Society  y\fl'airs  of  the  Canadian  .Society  of 
Civil  Engineers  was  the  formation  of  a  Mont- 
treal  branch  ;  this  was  followed  l)y  an  authoriza- 
tion of  the  council,  and  on  I'ebruary  14  steps  were 
taken  to  (")rganize  the  branch. 

Mr.  W.  j.  I'rancis  presided  at  the  meeting  held  in 
the  society's  rooms.  He  pointed  out  that,  under  the 
new  by-laws,  the  branch  would  l)e  independent  of  the 


Officers  of  Stratford  and  Perth  County 
Builders'  Exchange 

THE  annual  meeting  of  the  City  of  Stratford  an< 
County  of  Perth  Builders'  Exchange  was  heU 
on  February  1.     The  yearly  reports  showec 
flourishing  conditions  in  all  cle])artments,  in 
eluding  that  of  finance. 

During  the  past  year  another  of  the  members  ha( 
returned  from  the  firing  line  in  the  person  of  Lieut 
Keyes,  who  gained  his  commission  at  the  front,  hav 
ing  gone  over  with  the  34th  Battalion  as  a  private 
Both  Lieut. -Col.  J.  L.  Youngs  and  Lieut.  John  Keye: 
have  again  gone  across  the  Atlantic,  the  former  ii 
charge  of  a  Western  Ontario  battalion,  the  latter  to  re 
sume  his  command  of  a  construction  camp. 

The  officers  elected  for  the  year  were:  Honorary 
president,  Lieut. -Col.  J.  L.  Youngs;  honorary  vice 
president,  Lieut.  John  Keyes ;  president,  A.  G.  Garner 
lirst  vice-president,  J.  W.  Lillow ;  second  vice-prcsi 
(lent,  A.  G.  Everitt ;  secretary-treasurer,  Robert  Mar 
son;  board  of  directors:  F.  Ingram,  George  Bur(lclt( 
James  Player,  Lorne  Cook,  Emil  Kalbfleisch. 
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Analysis  of  Wood  Block  Pavement  Failures 

Satisfactory  Service  When  Bituminous  Filler  is  Used,  Regardless 
of  Creosote  Treatment  —  Shifting  Sand  Cushions  Cause  Trouble 


EXAMINATION  of  wood-block  pavements  in 
thirteen  Southern  cities  was  made  in  1917  by 
the  United  States  Forest  Products  Laboratory, 
to  obtain  information  on  the  service  experience 
with  various  methods  of  treating  and  laying.  Ahiiost 
without  exception,  satisfactory  service  had  been  ob- 
tained when  a  bituminous  filler  had  been  used,  regard- 
less of  whether  light  distillates  or  heavy  tar-oils  were 
used.  There  was  very  little  evidence  of  trouble  result- 
ing from  poor  treatment,  or  to  the  quality  of  oil  used, 
but  sufficient  trouble  from  shifting  sand-cushions  was 
noted  to  condemn  this  method  of  construction,  even 
though  there  is  a  slight  .saving  in  cost  compared  with 
mortar  cushions.  The  numerous  satisfactory  streets 
where  proper  construction  methods  were  used  prove 
that  wood  block  can  be  successful!  used  if  proper  meth- 
ods of  construction  are  adopted.  Mr.  C.  H.  Teesdale, 
of  the  Forest  Products  Laboratory,  described  these  in- 
vestigations at  the  recent  convention  of  the  American 
Wood  Preservers'  Association. 

Most  of  the  pavements  inspected  were  laid  within 
the  last  six  years.  Southern  yellow  pine  was  used  in 
all  cases,  and  usually  the  treating  records  showed  that 
the  blocks  were  green  and  were  steamed  before  treat- 
nient.  The  earlier  specifications  called  for  from  16  to 
20  pounds  of  heavy  tar  oils.  The  pavements  were  usu- 
ally laid  on  sand  cushions  and  filled  with  sand  fillers. 

The  development  of  very  serious  expansion  trouble 
in  these  pavements  led  to  a  quite  universal  change  in 
the  specification  early  in  1915.  Imported  English  dis- 
tillate oil  was  substituted  for  the  heavy  paving  oils, 
and  the  blocks  were  laid  on  a  mortar  cushion  with 
asphalt  filler.  As  a  rule,  green  timber  steamed  before 
treatment  was  used  as  before. 

Sixty-one  pavements  were  investigated,  but  four  of 
these,  originally  laid  with  sand  cushion  and  filler,  had 
been  relaid  with  bituminous  filler.  Thirty-two  were 
treated  with  heavy  tar  oils  and  33  with  light  oils ;  35 
had  sand  filler  and  30  bituminous.  Swelling  troubles 
Avhich  necessitated  relaving  consideral)le  areas  of  pave- 
ment are  included  in  the  column  of  "serious  trouble," 
while  all  other  cases  of  expansion  which  were  found  or 
reported  are  included  under  "slight  trouble." 

Trouble  With  Sand-filled  Pavements 

Of  35  pavements  laid  with  sand  filler  and  cushion 
23  gave  serious  trouble  and  8  gave  slight  trouble  from 
expansion.  Only  three  pavements  of  the  35  gave  no 
expansion  trouble,  and  one  of  these  had  been  in  service 
hut  a  few  weeks  when  inspected.  The  blocks  had  bled 
severely  in  each  of  the  three  exceptions,  probably  help- 
ing to  waterproof  the  surface. 

Thirty  pavements  were  laid  with  bituminous  filler, 
20  of  them  on  mortar  and  10  on  sand  cushion.  None 
;;ave  serious  trouble  from  expansion  ;  4  gave  slight 
trouble  and  26  gave  no  trouble.  Of  the  four  giving 
flight  trouble,  three  were  laid  on  sand  cushions ;  one 
iif  them  between  the  rails  of  a  street  railway,  one  other 
used  liquid  petroleum  instead  of  asphalt  or  pitch  for 
tiller,  and  both  of  the  other  cases  occurred  on  bridges. 

It  will  be  noted  that  of  32  pavements  treated  with 
distillate  oils  23  were  laid  with  bituminous  filler,  and  of 


33  treated  with  heavy  tar  oils  only  7  were  laid  with 
bituminous  filler.  Serious  trouble  occurred  with  either 
oil  when  sand  filler  was  used  and  did  not  occur  when 
bituminous  filler  was  used.  In  four  cases,  where  the 
blocks  were  originally  laid  with  sand  filler,  so  much 
trouble  was  -experienced  that  the  entire  pavements 
were  relaid,  using  bituminous  fillers,  and  no  further 
trouble  developed. 

There  is  little  doubt  that  nearly  all  of  the  expan- 
sion trouble — certainly  in  every  case  where  it  was  very 
severe — was  due  to  the  use  of  sand  filler.  Good  and 
poor  results  were  obtained  with  both  light  and  heavy 
oils,  and  none  of  the  trouble  that  has  thus  far  occurred 
from  expansion  can  in  fairness  be  attributed  to  the  kind 
of  oil  used. 

Waterproofing  Essential 

It  must  readily  be  seen  that,  when  a  sand  filler  is 
used,  water  can  penetrate  the  spaces  between  the 
blocks  and  be  absorbed  by  the  wood.  This  process  can 
be  retarded  by  creosoting"  the  blocks,  but  not  prevent- 
ed, since  creosoted  wood  readily  absorbs  water  and  as 
readily  dries  out.  If  the  blocks  are  dry  when  laid  and 
the  sand  filler  is  tightly  packed,  some  form  of  buckling 
or  expansion  trouble  is  certain  to  occur  during  wet 
weather.  During  dry  weather  the  blocks  will  dry  out 
and  shrink,  the  spaces  between  thein  will  again  become 
fille-d.  with  tightly-packed  sand,  and  at  the  next  rain 
further  expansion  trouble  will  occur.  The  result  is  that 
in  time  the  courses  will  be  forced  out  of  alignment  and, 
if  there  is  not  room  for  further  expansion,  there  is  the 
possibility  of  bulging,  displacement  of  the  curb,  and 
numerous  other  troubles.  In  order  to  prevent  this  it 
would  seem  absolutely  essential  to  make  the  pavement 
Vv^aterproof. 

Much  less  trouble  was  experienced  with  sand 
cushions,  but  sufficient  could  be  traced  to  this  method 
of  construction  to  warrant  the  somewhat  greater  ex- 
pense of  the  mortar  cushion.  This  is  particularly  true 
wdiere  there  are  car  tracks.  Wherever  there  is  consid- 
erable vibration,  sand  cushions  are  liable  to  shift,  pro- 
ducing an  uneven  surface  and  permitting  movement  of 
the  blocks.  In  case  of  a  broken  water-main  or  exces- 
sively heavy  rain,  sand  is  liable  to  be  washed  from  be- 
neath the  blocks  and  result  in  an  entire  displacement 
of  the  pavement. 

Shifting  of  Cushion 

An  uneven  surface  was  found  in  a  few  cases  where 
the  blocks  were  laid  on  sand  cushion  and  filled  with 
bituminous  filler,  but  this  could  be  traced  to  a  shifting 
of  the  cushion,  due  to  vibration.  In  one  case  in  Fort 
Worth,  Tex.,  a  water-main  broke  and  washed  the  sand 
from  beneath  the  blocks,  necessitating  the  relat  ing  of 
a  considerable  area.  A  similar  accident  in  a  location 
where  mortar  cushion  was  used  had  no  effect  on  the 
pavement.  Furthermore,  the  mortar  cushion  does  not 
])ecome  saturated  with  water  as  does  the  sand  cushion, 
and  it  affords  a  firm  foundation  for  the  blocks. 

On  a  number  of  streets  having  car  tracks  the  blocks 
were  found  to  have  bulged  between  rails,  indicating 
that  blocks  laid  along  street  railways  should  have 
ample  provision  for  expansion  and  drainage,  as  condi- 
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tions  are  more  severe  than  on  other  sections  of  the 
pavement.  Extra  care  should  be  used  to  see  that  they 
are  not  laid  too  tightly  and  that  the  surface  is  thor- 
oughly sealed  against  the  entrance  of  water.  Much 
of  the  trouble  noted  was  due  to  poor  track  construc- 
tion, for  it  is  practically  impossil)le  to  lay  a  satisfac- 
tory wood  block  or  any  other  form  of  pavement  in 
street  railway  tracks  of  inferior  construction. 

While  most  of  the  streets'  inspected  were  from  25 
to  50  feet  in  width,  some  of  the  cities  had  streets  70 
feet  wide.  It  is  quite  a  problem  to  provide  for  expan- 
sion in  such  broad  streets,  and  unless  extra  care  is  ex- 
ercised, trouble  is  likely  to  de\'elop.  Several  of  the 
cities  ha\  ing  a  population  of  from  5,000  to  15,000  had 
very  broad  streets.  It  is  difficult  to  obtain  satisfactory 
results  with  wood  block  paving  on  such  wide  streets, 
and  the  paved  area  should  be  reduced  l)y  some  pro- 
vision such  as  parking  in  the  centre. 

It  was  found  that  the  wood  block  i)a\ements  on 
streets  with  heavy  traffic  wer^  les:^  sul^ject  to  expan- 
sion troubles  than  those  in  small  cities  or  on  light- 
traffic  residence  streets.  For  this  reason  it  is  not 
always  safe  to  assume  that  the  same  allowance  for  ex- 
pansion will  be  suitable  for  streets  under  different 


traffic  conditions.  Each  case  should  be  studied 
separately. 


Ottawa  Branch  G.  S.  G.  E. 

AT  a  special  evening  meeting    of    the  Ottaw; 
branch  of  the  Canadian  Society  of  Civil  Eii>>i 
neers,  held  in  the  Carnegie  Library,  on  th( 
evening  of  February  21,  Mr.  F.  H.  Peters,  ; 
Calgary  member  of  the  society,  delivered  an  address  oi 
"Ways  and  Means  for  Improving  and  Defining  thi 
Status  of  the  Engineer." 

The  Calgary  branch  has  given  the  question  of  ap 
propriate  action  to  define  the  status  of  the  engineer  ; 
great  deal  of  careful  thought.  As  a  result,  definiti 
resolutions  urging  that  the  whole  matter  be  given  seri 
ous  consideration  were  recently  passed  and  referred  t( 
the  council  of  the  society  at  Montreal  and  to  the  vari 
ous  branches.  Mr.  Peters  explained  the  conclusion 
arrix  ed  at  and  the  sequence  of  events  which  led  to  thi 
]jassinp-  of  the  resolutions  by  the  Calgary  branch. 

In  the  discussion  which  followed,  Messrs.  R.  deli 
Corriveau,  A.  A.  Dion.  li.  H.  Fraser,  D.  MacPhersoi; 
John  Murphy,  R.  S.  Smart,  and  James  White  took  pari 


Ontario   Surveyors   Hold   Annual  Meeting 

Gommittee  Reports  and  Papers  Presented  at  a  Three 
Day  Session  of  Association  of  Ontario  Land  Surveyors 


THE  Association  of  Ontario  Land  Surveyors  held 
their  Twenty-Sixth  Annual  Meeting  in  Toronto, 
on  February  19,  20  and  21,  in  the  lecture  room 
of  the  Engineers'  Clul).  In  consideration  of  the 
existing  conditions,  the  convention  was  a  very  success- 
ful one.  At  the  first  session,  on  Tuesday  morning,  the 
meeting  of  the  council  of  management  tvas  held,  also 
the  meeting  of  the  standing  and  special  committees. 
In  the  afternoon,  after  the  reading  of  the  minutes  and 
correspondence,  the  president  addressed  the  conven- 
tion, and  the  programme  proper  was  proceeded  with. 
A  number  of  interesting  papers  and  reports  were  pre- 
sented at  this  and  following  sessions,  some  of  which 
are  abstracted  in  our  present  issue.  The  committees 
submitting  reports  were  as  follows:  Committee  on 
Topograi^hical  and  Exploration  Surveys ;  Committee 
on  Legislation  ;  Committee  on  Engineering ;  Committee 
on  Roads  and  Pavements  (and  moving  pictures  of 
road  construction);  Committee  on  Land  Surveying; 
Committee  on  Drainage  ;  Committee  on  Repository  and 
Biography;  Committee  on  Publication  ;  and  Committee 
on  Entertainment.  Reports  were  also  submitted  by 
the  secretary-treasurer  and  auditors,  the  council  of 
management  and  the  board  of  examiners.  The  ])a])ers 
presented  included:  "Survey  Monuments,"  by  J.  W. 
Pierce,  O.L.S. ;  "Road  Development  in  Ontario,"  bv 
C.  R.  Wheelock,  O.L.S. ;  "Problems  Met  with  in  City 
Surveying,"  bv  Wm.  W.  Perrie,  O.L.S. ;  "Descriptions," 
l)y  R.'R.  Grant.  O.L.S.;  "Smooth  Rock  Water  Power 
I)cve!o]jment  on  Mattagami  River"  by  K.  W.  Neelands, 
O.L..S. ;  "New  System  of  Surveys  in  Western  Canada," 
l)y  J.  K.  Renner,  O.L.S.;  "Development  in  Northern 
f  )ntari(),"  l)y  J.  F.  Whitson,  O.L.S.  II.  S.  \  anScoyoc, 
ciiief  engineer,  'i'oronto  &  Hamilton  Highway  Com- 
mission, gave  the  members  an  interesting  talk  on  this 
well-known  road.  Another  interesting  feature  of  the 
programme  was  the  discussion  on  "Town  Planning 


Act,"  opened  by  Mr.  T.  D.  LeMay,  O.L.S.  Mr.  Owe 
McKay,  O.L.S.,  also  presented  an  illustration  of  th 
town  plan  of  Ojibway. 

The  election  of  officers  for  1918  resulted  as  fol 
lows:  President,  Herbert  J.  Beatty,  Pembroke;  vice 
president,  C.  Fraser  Aylsworth,  Madoc ;  secretary 
treasurer,  L.  V.  Rorke,  Toronto. 


Report  of  Gommittee  on  Roads 
and  Pavements 

DURING  the  past  year  good  progress  was  mad 
in  the  improvement  of  roads  througout  tli 
province.  The  tendency  has  'been  to  complcl 
the  program  of  construction  of  main  roads  d( 
cided  on  before  the  war  and  provide  a  system  of  mail 
tenance  for  such  other  roads,  which  are  now  under  coij 
sideration  for  improvement.  Lal)or  conditions  ha\| 
been  such  that  much  work  has  ])een  difficult  to  con| 
plete,  and  all  costs  have  been  higher. 

The  counties  have  found  the  Ontario  Highway  In, 
])rovement  Act  so  attractive  than  ten  adopted  a  goo; 
roads  by-law  this  year,  so  that  there  are  only  thrc 
counties  not  in  the  .system  to-day. 

On  A])ril  10,  1917,  the  act  to  create  a  .system  of  pn 
vincial  highways  was  proclaimed,  and,  in  accordaiu 
with  this  act,  a  provincial  highway  has  1)een  assured  i 
the  Counties  of  Ontario  and  Durliam. 

The  Toronto-Hamilton  llighway  was  officiall 
opened  on  November  24,  1917.  The  completion  of  tli 
road  should  aid  greatly  in  the  development  of  tl 
s])lendid  agricultural  country  between  those  two  citic; 

I  )undas  Street  westerly  from  the  Toronto  city  lii 
has  been  ])aved  for  a  distance  of  a])proximately  thn 
and  three-(|uarter  miles  to  the  ^'ork  County  line  : 
Etobicokc  Creek. 
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Development  in  the  North 

The  Northern  development  branch  has  been  active, 
md  during-  the  season  completed  the  International 
liohvvay,  between  Port  Arthur  and  the  Pigeon  River, 
III  international  boundary,  a  distance  of  about  50  miles, 

that  there  is  now  access  to  Duluth,  Superior  City, 
md  other  cities  in  Northern  Minnesota  by  automobih 
rem  Port  Arthur. 

The  trunk  road,  80  miles  in  length,  l^etween  North 
'.ay  and  Sudbury  was  also  opened  up  for  automobile 
;;ra"ffic  last  October.  The  road  has  ])een  surfaced  partly 
'.vith  crushed  rock  and  gravel. 

In  the  District  of  Rainy  River  a  trunk  road  has 
)een  completed  between  Fort  Frances  and  the  town  of 
Rainy  River,  and  it  is  now  possible  to  reach  the  city  of 
\)'innipeg  and  towns  in  Northern  Minnesota  from  Fort 
"ranees. 

A  trunk  road  between  Sault  Ste.  Marie  and  Algoma 
\rills,  100  miles  in  length,  has  ])een  completed,  having 
)een  surfaced  with  rock  or  gravel  throughout  the  en- 
ire  distance. 

The  North  Bay  and  Bracebridge  trunk  road  has 
)een  completed  from  North  Bay  to  Sundridge,  a  dis- 
ance  of  50  miles. 

Along  the  Canadian  Pacific  Railway,  east  and  west 
)f  the  town  of  Dryden,  on  the  main  line,  a  trunk  road 
i.vas  laid  out  last  season  and  about  10  miles  of  it  con- 
''^tructed. 

Considerable  work  has  been  done  in  building  mac- 
idam  roads  from  the  town  of  Sudbury  into  the  differ- 
■nt  mining-  camps  in  that  district. 

During-  the  season  10  miles  of  road  were  resurfaced 
vith  crushed  rock  and  125  miles  resurfaced  with  gravel, 
vhile  many  short  roads  were  opened  up  and  improved, 
nto  farming  sections. 

The  curtailment  of  programs  of  road  construction 
md  maintenance  has  been  marked,  but  this  now  ap- 
lears  to  ibe  viewed  as  false  economy,  and  more  liberal 
reatment  of  maintenance  problems  is  probable. 


Types  of  Survey  Monuments 

Wooden  Posts,  Trees,  and  Iron  Bars  Mark 
Locations  under  Various  Conditions 
—  Efforts    at  Standardization 

■  By  J.  W.  Pierce,  O.  L.  S.  

A MONUMENT  has  been  defined  as  an  object, 
whether  natural  or  artificial,  fixed  in  the  soil, 
and  referred  to  in  a  document,  and  used  as 
evidence  for  the  delineation  of  boundaries  or 
lie  situation  of  a  particular  plot  of  land. 

Unt'l  comparatively  recently  on  ordinary  land  sur- 
eys  in  this  province,  the  wooden  post  or  a  tree  marked 
•r  a  post  has  been  used  exclusively,  due  to  the  readi- 
less  with  which  posts  of  this  material  may  be  every- 
vhere  procured,  and  to  the  ease  with  which  they  may 
't'  set  in  place.  Monuments  of  this  class,  when  made 
I  proper  material  and  firmly  planted,  are  without 
I'tubt  very  satisfactory  for  a  short  time  after  erec- 
ion ;  they  are  readily  located  and  easily  interpreted, 
mcl  if  they  were  only  more  permanent,  they  would 
ideal. 

In  some  of  the  foreign  countries,  and  in  fact  in 
'ine  of  the  earlier  surveys  in  provinces  in  this  coun- 
'  v,  it  was  customary  to  bury  pieces  of  crockery,  glass 
'r  other  permanent  material  under  the  post,  and  in 
liis  connection  we  find  the  following  instruction  in 


the  United  States  Manual  of  1871, — "Besides  the  char- 
coal, marked  stone,  or  charred  stake,  one  or  the  other 
of  which  must  be  lodged  in  the  earth  at  the  point  of 
the  corner,  the  deputy  surveyor  is  recommended  to 
plant  midway  between  each  pit  and  the  trench,  seeds 
of  some  tree  (  those  of  fruit  trees  adapted  to  the  climate 
always  to  be  preferred),  so  that  in  course  of  time, 
should  such  take  root,  a  small  clump  of  trees  may 
possibly  hereafter  note  the  place  of  the  corner.  The 
fact  of  planting  such  seed  and  the  kind  thereof  are 
matters  to  be  truthfully  noted  in  the  field  book." 

Township  or  Section  Corners 

So  far  as  I  am  aware,  it  has  never  been  the  custom 
in  this  province  to  perpetuate  monuments  in  the  man- 
ner just  referred  to,  although  from  a  very  early  date 
our  surveyors  have  recognized  the  necessity  of  doing 
more  than  merely  planting  a  single  wooden  post.  For 
years  the  position  of  a  post  has  been  referenced  by 
means  of  bearing  trees.  In  a  great  many  cases  sur- 
veyors have  gathered  stones  and  boulders  and  built  a 
mound  around  the  post.  In  other  cases  the  old  maxim, 
"that  there  is  safety  in  numbers,"  has  been  called  into 
use,  and  instead  of  one  post,  three  are  planted  at  lot 
corners,  and  five  at  the  intersection  of  road  allowances. 
Indeed,  in  some  cases,  surveyors  were  unable  to  limit 
themselves  to  five  posts — an  examination  of  some  of 
the  original  notes  reveals  the  fact  that  in  certain 
townshi])s  three  rows  of  three  posts,  or  nine  in  all, 
were  planted  at  these  intersections.  In  our  present 
nine-mile  township  this  system  of  posting  is  still  in 
use,  and  in  cases  where  the  road  allowance  along  a 
river  or  lake  intersects  the  intersection  of  a  conces- 
sion and  side  road,  you  have  your  day's  work  right 
there.  In  man}'  of  these  cases,  our  most  experienced 
surveyors  are  unable  to  agree  among  themselves  just 
where  posting  should  be  stopped  and  how  some  of 
these  posts  should  be  marked,  and  when  we  consider 
that  these  posts  are  often  put  in  place  by  chainmen 
who  are  not  always  infallible,  it  is  occasionally  a 
source  of  speculation  as  to  whether  this  method  of 
])osting  is  the  best,  and  most  efficient  that  could  be 
evolved. 

The  disastrous  effect  of  forest  fires  has  been  re- 
cognized to  the  extent  that,  in  our  later  surveys  in 
Northern  Ontario,  surveyors  have  been  supplied  with 
supplementary  iron  posts  which  are  planted  at  stated 
intervals  throughout  the  township,  such  as  the  corners 
of  a  three-mile  block,  but  no  step,  except  a  legal  mea- 
sure, has  been  taken  to  safeguard  the  post  from  loss 
through  wilful  removal  or  tampering  through  idle 
curiosity. 

Iron  Bar  Monuments  Suit  Prairie  Conditions 

Until  recently  subdivision  surveys  have  been  car- 
ried on  in  the  provinces  of  Manitoba,  Saskatchewan 
and  Alberta  under  conditions  entirely  difTerent  to  those 
obtaining-  in  Ontario,  and  the  method  of  posting  has 
necessarily  also  been  different.  Over  a  great  portion 
of  the  West,  it  was  impossible  to  obtain  material  to 
make  wooden  posts  such  as  ours,  and  various  types  of 
monuments  have  been  in  use,  the  most  common  being 
the  iron  bar  set  midway  between  four  pits ;  or  in  bush, 
the  iron  bar  at  the  north  corner  of  a  mound,  five  feet 
square,  the  mound  itself  being  midway  between  four 
l)its,  each  three  feet  square  and  eighteen  inches  deep. 
The  iron  posts  used  weighed  about  three  pounds  each, 
of  piping  2  ft.  6  in.  in  length,  ]winted  at  one  end  and 
s(|uared  at  the  other,  on  which  the  marks  were  made 
with  a  cold  chisel.    It  might  l>e  noted  here  that  no 
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lines  are  surveyed  in  the  centre  of  a  road  allowance, 
but  always  along  the  side,  and  that  one  row  of  posts 
only  is  erected.  Thus,  instead  of  planting  a  post  at 
the  angle  of  every' parcel  of  land  separated  by  a  road 
allowance,  one  post  only  is  planted,  and  the  other 
corners  located  from  it. 

During  the  first  year  of  the  war  the  Surveyor-Gen- 
eral of  Dominion  Lands  carried  on  correspondence 
with  the  Commissioner  of  the  General  Land  Office  at 
Washington,  and  also  asked  the  various  Land  Sur- 
veyors then  employed  for  their  suggestions  and  criti- 
cisms, which  has  resulted  in  the  adoption  of  a  new 
model  iron  post  for  Dominion  Land  Surveys  based 
on  that  used  in  surveys  of  the  public  lands  of  the 
United  States. 

Standard  Post  for  Dominion  Land  Surveys 

This  post  consists  of  standard  wrought  iron  pipe 
one  inch  in  diameter,  thirty  inches  in  length,  to  the 
top  of  which  is  fastened  a  bronze  cap  three  inches  in 
diameter.  The  cap  has,  in  the  latest  model,  a  cast- 
iron  cone  inserted  in  it,  and  the  end  of  the  pipe  is 
forced  into  the  annular  space  between  the  cone  and 
the  cap,  forming  a  very  tight  fit.  The  composition  of 
the  cap  is  ninety  parts  copper,  five  parts  tin,  four  parts 
zinc  and  one  part  lead.  A  malleable  iron  foot-plate, 
three  and  one-half  inches  in  diameter,  with  a  hole 
smaller  than  the  diameter,  is  forced  over  the  other  end 
of  the  pipe,  which  has  just  received  six  equally  spaced 
saw-cuts,  after  which  the  cut  parts  are  bent  down, 
thus  insuring  that  the  foot  plate  will  neither  move  up 
or  down  along  the  post.  The  whole  post  then  re- 
ceives a  protective  coating  by  being  dipped  into  a  vat 
of  asphaltum,  after  which  the  pipe  is  compactly  filled 
Avith  a  cement  mortar  consisting  of  equal  parts  of 
Portland  cement  and  sand.  After  the  cement  is  set, 
the  face  of  the  bronze  cap  is  cleaned  ofif  with  gasoline. 

These  posts  weigh  about  eight  pounds  and  are 
jiacked  in  basswood  crates,  ten  to  a  crate,  the  total 
crate  weighing  eighty-five  pounds.  Tkey  cost  the 
government  last  year  $n.lO  a  crate,  f.o.b.  Winnipeg, 
or  $L11  each.  Two  years  ago  they  cost  around  70 
cents  each. 

Method  of  Location 

Tn  planting  it  is  necessary  to  dig  a  hole  thirty 
inches  deep  to  receive  the  post,  after  which  the  earth 
is  tamped  back  around  the  post  so  that  the  bronze  cap 
only  is  exposed  and  is  flush  with  the  surface  of  the 
ground.  The  post  is  placed  midway  between  four  pits 
and  in  bush  country  the  earth  from  the  pits  is  formed 
into  a  mound.  Various  methods  are  in  use  for  plant- 
ing the  post.  In  soil  free  from  stone  or  frost,  the 
ordinary  j)ost-hole  auger  is  satisfactory,  but  in  ordin- 
ary bush  country,  where  roots,  stones  and  frost  are 
encountered,  in  addition  to  greater  difficulty  in  regard 
to  trans])ortation,  an  iron  bar  and  the  spade  are  most 
satisfactory. 

The  Ijronze  cap  comes  with  the  inscription  of  Do- 
minion Lands  Surveys,  the  jjcnalty  for  the  removal, 
and  the  Crown,  in  addition  to  a  centre  mark,  and  the 
^  chainmen  are  su])]jlied  with  a  set  of  seventeen  dies  in 
a  leather  belt,  similar  to  a  cartridge  belt,  which  arc 
used  to  stamp  on  the  section  number,  township,  range 
and  date.  Under  ordinary  conditions  a  ])arty  of  two 
mounders  will  erect  from  four  to  six  of  these  mounds 
per  day.' 

In  rock  country,  where  the  rock  is  at  the  surface 
or  within  twelve  inches  of  the  surface,  a  special  post 
is  used.  This  post  is  entirely  of  bronze,  the  top  being- 
identical  with  that  of  the  standard  post  from  which  a 


seven-eighths  inch  shank  projects  for  three  inches,  the 
weight  being  under  a  pound.  In  planting  this  jpost 
a  hole  is  drilled  in  the  rock  three  inches  in  depth 
and  filled  with  a  paste  composed  of  a  mixture  of  port- 
land  cement  and  water,  into  which  the  post  is  pressed. 
The  necessary  cement  is  supplied  in  small  water-tight 
tins,  and  special  drills  are  used.  The  drills  are  well 
suited  to  the  purpose ;  they  are  light  and  will  stand 
for  two  or  three  holes  in  the  very  hardest  of  granite. 

Advantages  of  D.L.S.  Monument 

The  advantages  of  this  type  of  monument  are  so 
apparent  as  to  scarcely  need  enumeration — the  prin- 
cipal points  being  increased  permanence  and  greater 
uniformity  of  practice  among  surveyors  in  erecting 
monuments.  After  the  post  is  in  place,  it  is  almost 
impossible  to  remove  it,  except  by  digging,  and  it  is 
also  inconspicuous.  It  does  not  invite  needless  at- 
tention ;  in  fact,  nine  out  of  ten  persons  in  passing  these 
monuments  will,  while  they  at  once  notice  the  pits 
and  mound,  pass  the  post,  vmless  they  have  occasion 
to  look  for  it  in  particular.  When,  however,  it  is 
necessary  to  locate  the  exact  corner,  one  may  ap- 
proach the  corner  with  every  assurance  that  the  post  is 
in  place. 

When  this  model  of  post  was  first  introduced,  it 
occasioned  serious  misgivings  in  the  minds  of  the 
Dominion  Land  Surveyors  as  to  its  practicability,  and 
considerable  speculation  was  indulged  in,  particularly 
with  reg'ard  to  its  weight,  extra  transportation  neces- 
sary, difficulties  likely  to  be  encountered  in  its  installa- 
tion and  increase  in  labor.  Now,  after  three  years  of 
successful  operation,  it  is  apparent  that  these  fears 
were  to  a  great  extent  groundless,  and  it  is  safe  to  say 
that,  with  ordinary  conditions,  the  additional  extra 
help  necessary  on  a  survey  party  due  to  the  change  in 
the  type  of  monument  does  not  amount  to  more  than 
one  man.  The  Dominion  Land  Surveyors  have  hearti- 
ly endorsed  this  post,  and  it  is  very  questionable 
whether  there  are  any  among  their  number  who  would 
voluntarily  return  to  the  old  type  in  use. 


Road  Development  in  Ontario 

Classification  of  Highways  According  to  Present 
Legislation— Progressive  Development 
and  Continuous  Development 

  By  C.  R.  Wheelock,  O.  L.  S.   ■  

Till':  roads  of  (31d  or  South  Ontario  have  devel- 
oped from  bush  trails  and  portages  to  the  pres- 
ent state.  Traffic  was  originally  confined  to  the 
waterways,  and  gradually  trails  were  opened  up 
over  i^ortages  between  navigable  streams  and  lakes. 
Food  and  material  used  by  the  natives  and  early  set- 
tlers were  carried  over  these  trails.  Year  by  year  the 
main  trails  were  extended  and  improved,  and  eventu- 
ally resulted  in  some  of  our  main  through  highways, 
such  as  Dundas  Street  from  Toronto  to  Dundas,  which 
was  in  earh^  days  the  head  of  navigation  for  South- 
western Ontario;  and  that  the  Dundas  Road  was  laid 
out  before  any  surveys  were  made  is  evident  from  the 
wandering  route  that  it  takes.  Other  examples  may  be 
found  in  the  famous  Talbot  Road,  from  Niagara  Falls 
to  Windsor;  Ilurontario  Street,  and  the  Toronto  and 
Sydenham  Road,  from  Port  Credit  to  Owen  Sound,  and- 
the  Kingston  Road,  running  cast  from  Toronto  through 
Kingston,  Cornwall,  and  Prcscott  to  the  Quebec  boun- 
dary. 

As  traffic  increased  the  trails  were  gradually  wid- 
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ened  and  horses  and  carts  introduced  to  provide  trans- 
])ortation  for  heavier  loads.  It  was  then  rendered 
necessary  to  make  passable  roads  through  the  soft 
places  in  swamps  and  low-lying  lands,  and  an  attempt 
was  made  to  pave  such  places  with  logs.  The  logs  were 
of  variable  size,  laid  on  an  uneven  bottoi,n,  and  the  re- 
sult was  a  most  uneven  surface.  Many  miles  of  this 
type  of  road  were  afterwards  built,  known  as  corduroy. 

Dundas  Street  Continuously  Improved 

Many  of  the  main  through  roads  of  the  province 
were  surveyed  in  the  last  decade  of  the  eighteenth  cen- 
tury. Dundas  Street,  previously  referred  to,  was  sur- 
veyed about  the  year  1792,  but  was  not  bridged  and 
fully  completed  for  traffic  until  after  the  war  of  1812, 
although  the  work  of  consrruction  had  been  com- 
menced some  years  previous  to  this  time.  This  road 
adjoining  Toronto  may  be  taken  as  a  concrete  example 
of  the  development  of  our  main  roads.  As  stated  be- 
fore, it  was  originally  a  bush  trail,  afterwards  surveyed 
and  opened  up  as  a  main  highway.  The  surface  was 
built  of  broken  stone  and  gravel.  For  years  this  had 
been  added  to  as  occasion  demanded.  Some  years  ago, 
to  meet  the  increased  traffic,  a  portion  was  resurfaced 
with  waterbound  macadam,  and  a  few  years  later  the 
traffic  became  so  intense  it  was  necessary  to  apply  a 
bituminous  coating.  A  further  increase  in  the  volume 
of  traffic  has  rendered  that  form  of  surface  inadequate, 
and  last  year  a  bituminous  surface  known  as  asphaltic 
concrete,  similar  to  that  used  on  some  of  the  well- 
known  streets  of  Toronto,  was  constructed. 

■  Progressive  Legislation 

The  first  highway  legislation  of  Upper  Canada,  en- 
acted in  1793,  authorizing  justices  of  the  peace  to  be 
highway  commissioners,  led  to  what  is  generally 
known  as  "statute  labor."  The  statute  labor  law  pro- 
vided a  means  of  opening  the  original  roads  of  this 
country  when  money  was  scarce  and  settlers  few ;  and, 
although  it  was  not  without  its  limitations,  it  solved 
most  of  the  problems  of  land  transportation  for  the 
greater  part  of  the  last  century.  The  system  has  since 
outgrown  its  usefulness,  and  in  75  of  the  most  prosper- 
lus  townships  in  the  province  statute  labor  has  been 
'.  ntirelv  abolished.  For  the  25  years  or  so  following  the 
year  1830,  under  the  toll  road  system,  many  roads  and 
l)ridges  were  developed.  Although  legislation  was  en- 
acted at  various  times,  a  satisfactory^  solution  of  the 
toll  road  question  was  not  reached  until  the  Highway 
Improvement  Act  was  passed,  in  1901.  This  was  the 
result  of  agitation  for  improved  roads  carried  on  bv  the 
(iood  Roads  Association.  The  organization  of  this 
association  in  1894  was  a  result  of  a  general  agitation 
in  favor  of  counties  assuming  the  responsibility  for  the 
construction  and  maintenance  of  main  market  roads 
and  for  larger  expenditures  for  highway  improvement. 
Amendments  have  been  made  to  the  Highway  Im- 
provement Act  from  time  to  time,  and  it  has  been  sup- 
plemented by  the  Ontario  Highways  Act  of  1915-16 
and  the  Provincial  Highway  Act  of  1917. 

The  classification  and  description  of  roads  under 
the  above  acts,  taken  from  the  department's  last  report, 
are  as  follows : 

County  Roads 

These  roads  are  essentially  the  market  roads — the 
larmers'  roads.  They  radiate  from  market  towns  and 
-hipping  points,  and  meet  the  needs  of  accumulated 
!arm  traffic.  The  aiding  of  these  market  roads  by  the 
province  is  an  efifective  means  of  assisting  townships 
ill  their  road  improvement,  in  that  township  councils 
are  thereby  relieved  from  the  burden  of  their  most  ex- 


pensive roads,  and  can  devote  their  energies  to  the 
improvement  of  less  travelled  roads,  comparatively  in- 
expensive to  maintain.  County  roads  are  aided  to  the 
extent  of  40  per  cent,  for  construction  and  20  per  cent, 
for  maintenance.  All  county  councils  are  authorized, 
under  the  Highway  Improvement  Act,  to  assume  and 
control  a  system  of  leading  roads  within  the  county. 

Provincial  County  Roads 

Co-operative  with  provincial  roads,  l)ut  under  coun- 
ty control,  certain  roads  may  be  designated  by  the 
Highways  Department  as  "provincial  county  roads." 
To  such  roads  the  province  will  contribute  60  per  cent, 
of  the  cost  of  construction  and  maintenance.  These 
roads  are  intended  to  enable  the  more  equitable  main- 
tenance of  certain  county  roads,  carrying  a  consider- 
able ])ortion  of  through  traffic,  but  which  the  county 
may  efficiently  maintain,  and  which  are  not  of  suffi- 
cient importance  to  be  classed  as  provincial,  or  which 
it  is  not  desirable  or  expedient  for  the  province  to  as- 
sume as  provincial  highways.  They  continue  to  be 
county  roads,  but  because  of  heavy  through  traffic  will 
receive  an  increased  subsidy.  In  general,  they  will 
form  branches  of  the  provincial  highway  system,  join- 
ing up  cities  and  other  important  terminal  points  of 
traffic.  They  constitute  an  intermediate  link  between 
the  provincial  and  county  road  systems,  and  may  be 
subject  to  special  regulation. 

Suburban  Roads 

Provision  is  made  under  the  Ontario  Highways 
Act  that  a  city  may  co-operate  with  the  county  council 
in  improving  the  leading  county  roads  adjacent  to  the 
city,  and  therel)y  ol)tain  a  more  substantial  type  of 
construction  for  such  suburban  roads.  A  commission 
is  appointed  to  determine  the  roads  and  the  length  of 
each  adjacent  to  the  city  to  which  the  city  would  con- 
tribute. For  construction  the  province  contributes  40 
per  cent,  and  the  county  and  city  each  30  per  cent. ; 
for  maintenance  and  repair  the  province  20  per  cent, 
and  the  county  and  city  divide  the  remainder  equally 
between  them.  The  section  of  county  road  designated 
as  "suburban"  remains  a  county  road,  for  which  the 
county  is  responsible,  the  work  of  construction  and 
maintenance  to  be  carried  on  under  the  county  road 
superintendent,  but  subject  to  the  instructions  of  the 
special  commission. 

Provincial  Highways 

Provincial  highways  are  described  in  the  preamble 
to  the  act  as :  "A  highway  or  system  of  highways  from 
the  southwestern  boundary  of  Ontario  to  the  boundary 
line  between  Ontario  and  Quebec,  together  with  high- 
ways connecting-  centres  of  population  or  other  im- 
portant terminal  points." 

The  Lieutenant-Governor-in-Council,  upon  recom- 
mendation of  the  minister,  may  designate  any  highway 
or  a  system  of  public  highways  through  Ontario  to  ha 
acquired,  constructed,  assumed,  repaired,  relocated, 
dex'iated,  widened,  and  maintained  ])v  the  Minister  of 
Highways  as  a  provincial  highway. 

Every  provincial  highway  and  all  propertv  acc|uired 
by  Ontario  under  this  act  shall  be  vested  in  His  Ma- 
jesty, and  shall  be  under  the  control  of  the  department. 

The  corporation  of  every  municipality-  in  which 
work  of  construction  or  repair  and  maintenance  is 
from  time  to  time  carried  out  shall  repay  to  Ontario  30 
per  cent,  of  the  expenditure  made  by  the  department 
within  such  municipality. 

No  |)art  of  the  cost  of  surveys,  of  machinery,  plant, 
and  equipment,  and  the  repair  and  maintenance  there- 


\ 


166 

of,  all  general  o\  erheacl  and  staff  expenses  and  salaries, 
and  the  cost  of  additional  land  or  property  for  deviat- 
ing, widening,  or  any  other  purposes  of  the  depart- 
ment, shall  .])e  charged  to  the  municipality,  but  shall 
be  borne  and  carried  by  Ontario. 

Counties  Taking  Up  the  Work  Systematically 

Up  to  the  year  1916  only  20  counties  had  assumed 
systems  of  county  roads  as  authorized  under  the  liigh- 
wav  Improvement  Act;  now  34  counties  out  of  the  37 
in  (Jld  Ontario  have  adopted  such  systems  and  are 
proceeding-  with  the  work  in  a  systematic  manner,  un- 
der the  regulations  of  the  department.  The  total  mile- 
age covered  by  these  roads  is  8,427,  and  the  total  mile- 
age construction  to  date  22~^,  the  total  approximate 
cost  being  $8,600,000,  an  average  of  $3,780  a  mile.  As 
the  total  mileage  of  rural  roads  in  Old  Ontario  is 
5.^,000,  the  mileage  covered  ,by  county  roads  at  the 
jiresent  time  is  15  per  cent,  of  the  total.  It  is  esti- 
mated by  the  Highway  Department  .that  20  per  cent, 
of  the  township  roads,  those  usually  included  in  a 
county  system,  carry  80  per  cent,  of  the  total  farm 
traffic'. 

The  county  roads,  when  completed,  will  form  an  ex- 
cellent system  of  market  roads  located  in  e\  er)-  part  of 
the  province.  The  provincial  county  roads  will  join 
uj)  these  county  systems  for  through  traffic,  and  will 
merge  the  whole  into  a  pro\'in€ial-wide  system,  reach- 
ing everv  county  and  town  in  the  province,  and  to 
complete  this  system  trunk  roads  will  be  added,  known 
as  provincial  highways,  for  trans-provincial  traffic. 
This  will  create  a  system  of  provincial  highways  which 
will  not  have  an  equal  in  any  province  or  state  on  the 
continent. 

Road  construction  has  been  greatly  retarded  owing 
to  war  conditions,  but.  as  stated  a])o\  e.  over  2,000  miles 
of  this  .system  has  already  been  built.  The  organiza- 
tion is  complete  and  the  work  will  go  ahead  with  leaps 
and  bounds  when  the  war  is  over.  . 

In  conclusion,  a  few  words  respecting-  road  con- 
struction. The  day  for  haphazard  work  by  untrained 
men  is  past.  The  road  ]jroblems  of  to-day  require  to 
be  carefully  worked  out  by  the  expert  and  the  correct 
principles  a])])lied.  .\  bridge  is  never  designed  with- 
out knowing  the  particulars  as  to  loading,  etc.,  and  in 
the  days  of  heavily-loaded  motor  trucks  it  is  also  neces- 
sary, if  we  are  to  intelligently  design  our  roads  and  get 
the  best  results,  to  take  into  consideration  such  par- 
ticulars as  the  maximum  load,  width  of  vehicles,  width 
of  tires,  nature  of  traffic,  nature  of  sub-soil,  etc.  The 
maximum  load  is  the  chief  factor  in  determining  the 
depth  of  foundation,  and  a  road  built  for  light  traffic 
may  at  certain  times  in  the  year  ha\  e  its  surface  brok- 
en U|)  by  a  heavily-loaded  truck. 

Robb  Engineering  Works,  Limited 

The  name  of  the  "International  luigineering 
Works,  Limited,''  has  been  changed  to  "Robb  Kngi- 
neering  Works,  Limited,"  the  organization  of  the  com- 
l)any  remaining  the  same.  The  object  of  the  change  is 
stated  to  be  a  desire  to  identify  the  business  with  its 
|)ast  history  and  re])utation  as  manufacturers  of  Robb 
engines,  boilers,  and  other  ])roducts  so  well  knov.vn  to 
the  engineering  profession.  _ 


Mr.  Kos.s  H.  McMa.stcr,  director  ami  niana,m-i  nf  (lie 
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Cnitcd  .States. 
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Scheme  to  Prevent  Trouble  from  Spring 
Flooding  at  Regina 

TH  E  situation  with  regard  to  the  flooding  of  cer- 
tain portions  of  the  city  at  the  spring  break-up 
of  the  W  ascana  River  was  discussed  at  a  recent 
meeting  of  a  committee  of  the  Regina  City 
Council,  when  City  Engineer  McCannel  outlined  a 
scheme  for  obviating  this  trouble.  The  cause  of  the 
flooding,  he  states,  is  due  to  the  fact  that  the  reservoir 
is  too  small  to  afford  any  relief  as  a  storage  basin,  the 
area  of  the  basin  with  water  at  flood  level  being  only  8 
square  miles,  while  the  watershed  is  approximately  2.^0 
square  miles. 

It  was  pointed  out  that  partial  opening  of  the 
sluice-gates  in  the  Albert  Street  dam  by  the  provincial 
government  last  spring  for  some  days^  immediately 
prior  to  the  flood  cleared  the  channel  in  the  creek  bed 
below  the  dam  for  the  heavy  flow  of  water  which  was 
to  follow,  and  Mr.  McCannel  expressed  the  opinion 
that  this  would  have  an  ameliorating  effect  during 
some  seasons.  LI  is  scheme  for  permanent  improve- 
ment was  outlined  in  the  report  as  follows: 

"As  a  means  of  providing  relief,  in  addition  to  the 
opening  of  the  sluice-gates  as  mentioned,  1  ha\  e  con- 
sidered the  question  of  straightening  and  enlarging  the 
channel  from  Albert  to  Dewdney  Street,  which  1  be- 
lieve to  be  the  luethod  of  remedying  the  trouble.  The 
following  costs  of  constructing  this  proposed  channel 
are  based  on  the  available  information  which  would  re- 
quire to  be  greatly  augmented  by  additional  surveys 
before  a  definite  figure  could  be  submitted.  I  wish  to 
point  out  further  in  this  connection  that  at  present 
there  is  under  consideration  a  proposal  for  a  drainage 
scheme  comprising  an  area  of  approximately  20,000 
acres  near  the  source  of  Wascana  Creek,  and  if  this  or 
similar  drainage  schemes  are  undertaken,  the  volume 
of  water  to  be  taken  care  of  at  flood  time  will  be  in- 
creased above  the  maximum  flow  of  1916." 

Estimate  of  Cost 

Total  length  of  proposed  channel,  Albert  to 
Dewdney  St.,  15,670  ft.;  cross  section. 


450  sq.  ft  •   $60,347.00 

Rebuilding  bridges   10,000.00 

Damages  to  private  property,  140  25-ft.  lots 

at  $150  each   '.   21,000.00 


$')  1,347.00 

Engineering  and  debenture  costs,  15  per 

cent   13,702.05 


Total  cost   $105,049.05 

In  \iew  of  existing  circumstances,  the  committee 


did  not  feel  justified  in  authorizing  so  large  an  expen- 
diture at  the  present  time,  but  they  instructed  the  city  : 
commissioners  to  bring  in  a  rei)ort  dealing"  with  the 
situation  as  a  temporary  measure.    This  acticjii  was 
taken  on  the  suggestion  of  one  of  the  members  that 
there  were  some  minor  obstructions,  the  removal  of 
which  might  to  some  extent  alleviate  the  situation  this  ; 
s])ring.    Their  decision  was  further  influenced  by  the  , 
statement  of  City  Commisioner  Thornton  that,  even  if 
Mr.  McCannel's  project  were  carried,  he  was  doubtful 
if  it  would  guarantee  immunity  from  flooding  condi- 1; 
tions,  as  there  was  always  the  danger  of  the  water 
backing  up  from  the  flats  in  the  vicinity  of  the  sewage 
disposal  works  below  the  city,  no  matter  what  scheme 
of  improvement  was  undertaken. 
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Fuel  Situation  in  War  Time 

Address  Before  Canadian  Railway  Club  Em- 
phasizes Wastefulness  from  Overheat- 
Railways  Doing  their  Share 
  By  Mr.  T.  Britt*   ~ 

NE\'ER  in  the  history    of   the  world  has  coal 
])een  of  such  vital  importance.    It  is  the  life- 
Ijlood  of  the  nations  engaged  in  this  unfor- 
tunate world-wide  war,  and  the  success  of  the 
allies  is  very  largely  dependent  upon  its  increased  pro- 
duction and  careful  conservation. 

it  was  customary  in  former  years  to  send  the  sur- 
plus coal  produced  in  Eastern  Canada  to  the  New 
luigland  States  and  from  Western  Canada  to  the 
Western  States,  Central  Canada  and  that  part  west  of 
the  Great  Lakes  and  as  far  as  Brandon  being  supplied 
with  American  coal.  The  total  production  of  Cana- 
dian coal  prior  to  the  war  was  15.000,000  tons  per  an- 
num, and  in  the  United  States  between  500,000,000 
and  600,000,000,  the  latter  being  the  production  for 
1916.  During  the  year  1917  Canada  will  produce  near- 
ly 2.000,000  tons  less,  and  the  United  States  approxi- 
mately 50,000,000  tons  more,  than  in  191'6.  P.ut  as  the 
increase  in  consumption  is  api)roximately  100,000,000 
tons,  there  is  a  shortage  of  50,000,000  tons  to  be  made 
up  by  elimination  of  wastage. 

Present  Distribution  System  Economically  Arranged 

Sending  Eastern  and  Western  Canadian  coal  to  the 
United  States  and  American  coal  to  Central  and  part 
of  Western  Canada  was  with  the  object  of  sending 
coals  by  the  most  suitable  rail  traffic  routes  and  water- 
ways and  providing  more  even  distribution.  If  East- 
ern Canadian  coal  was  moved  west  it  would  be  against 
the  current  of  traffic  to  P\)rt  William,  and  if  Western 
Canadian  coal  Avas  moved  to  Eastern  Canada  it  would 
])Ut  onto  railroads  the  burden  of  transporting  the  long- 
est distance  on  the  American  Continent. 

The  United  States  Government  has  l^een  \  ery  con- 
>iderate  towards  Canada,  and  will  continue  to  be  so, 
the  intention  being  to  treat  Canada  on  an  ecfuality  with 
any  state  in  the  Union,  but,  while  doing  this,  they  ex- 
pect and  insist  that  we  do  the  same  as  they  are  doing, 
viz..  inaugurate  a  campaign  for  the  intensive  conser- 
vation of  fuel. 

It  is  not  the  purpose  of  this  paper  to  point  out  in 
what  way  our  share  of  the  deficiency  is  to  be  made  up, 
it  being-  principally  a  matter  of  good  engineering  and 
true  fuel  conservation  in  the  boiler-room. 

Railways  Reducing  Consumption 

:  Canadian  railways  have  already  reduced  their  an- 
nual passenger  train  mileage  by  10,000,000  miles,  and 
have  further  decreased  the  fuel  consumption  by  length- 
ening out  the  times  of  other  trains  and  by  eliminating 
last  freights  and,  instead,  running  trains  with  full  ton- 
nage, and  by  equipping  locomotives  with  superheaters 
and  the  best-known  modern  means  of  lessening  fuel 
consumption.  The  Canadian  Pacific  Railway  has  l)een 
helping  the  cause  by  breaking  up  and  using  old  ties  for 
luel — this  even  at  considerable  expense  of  labor,  train 
'-ervice,  etc.,  gathering  and  handling.  The  United 
States  have  also  made  a  start  in  reducing  their  passen- 
:;er  service  and  loading  their  trains  to  the  tonnage 
hmit,  thereby  af¥ecting  a  saving  of  several  million  tons 
i)f  coal  per  annum. 

General  Fuel  Agent,  Canadian  Pacific  Railway,  Montreal. 


I  think  that  we  should  go  further  and  inaugurate 
an  actixe  educational  cam])aign  amcjng  the  firemen, 
both  locomotixe  and  boiler-house  men.  To  my  mind, 
this  should  not  be  done  by  printed  instructions,  but  l)y 
actual  illustration  by  competent  firemen.  While  it  is 
all  very  well  to  write  a  fireman  and  tell  him  what  he 
should  do,  it  is  far  more  educational  for  a  competent 
instructor  to  show  how  it  should  and  could  be  done. 

There  is  a  lot  of  fuel  wasted  by  automatic  stokers 
not  receiving  intelligent  attention  from  the  fireman. 
The  stoker  itself,  when  in  proper  working  order,  will 
do  all  that  is  recjuired  of  it,  but  there  are,  however, 
occasions  when  it  will  not  do  what  it  is  supposed  to. 
It  is  then  that  a  properly-instructed  fireman  will  give 
necessary  assistance,  with  a  consequent  sa\  ing  in  fuel. 

Overheat  Is  a  Waste  of  Fuel 

The  majority  of  our  passenger  trains,  particularly 
the  sleeping  cars,  are  ox  erheated,  it  being  largely  left 
to  the  discretion  of  the  colored  porter  as  to  what  is 
considered  a  comfortable  temperature.  The  result  is 
that  the  temperature  is  kept  up  to  a  point  that  means 
comfort  for  the  porter  and  discomfort  for  the  passen- 
gers. 

Our  houses  are  being  maintained  at  an  unhealthy 
temperature.  Pneiunonia  takes  a  little  more  than  one 
man  in  eig~ht,  and  therefore  it  grasps  from  tuberculosis 
the  grim  honor  of  killing  the  most  human  beings.  Man 
is  a  marine  animal ;  seven-eighths  water,  he  needs  cool 
air  and  moisture  around  him.  Overheated,  dry  air 
makes  him  susceptible  to  disease,  and  in  a  temperature 
of  over  68  degrees  it  is  difficult  for  men  and  women  to 
exist  healthfully.  If  the  people  can  be  taught  to  live  in 
this  temperature  the  number  of  pneumonia  victims  will 
shortly  decrease..  Eresh,  cool,  moist  air  is  the  foe  of 
pneumonia,  and  persons  who  keep  their  houses  cool 
and  breathe  pure,  fresh  air  have  no  fear  of  it.  Cele- 
brated doctors  have  decided  that  65  degrees  is  ample 
for  persons  in  robust  health  actively  engaged ;  70  is  too 
much ;  with  68  we  have  a  fair,  health}^  average. 

Industrial  Economy  • 

Many  activities  which  involve  large  consumjition  of 
fuel  and  many  methods  of  using  this  fuel,  which  are 
practically  legitimate  in  time  of  peace,  will  be  found 
susceptible  of  changes  which  involve  very  slight  sacri- 
fices of  material  interests  but  afford  opportunities  for 
considerable  saving  of  fuel. 

^Ve  have  in  the  past  been  an  extravagant  people  in 
the  use  of  fuel,  and  as  the  war  continues  it  will  be 
necessary  to  get  down  to  bedrock  in  the  matter  of  fuel 
economy.  Manufacturers  of  non-essentials  should  dur- 
ing- these  war  times  voluntarily  forego  the  manufac- 
ture of  such  articles  before  being  compelled  to  do  so 
by  government  direction.  Wherever  possible  water- 
power  should  be  utilized.  In  wooded  districts,  of  which 
there  are  several  in  Canada,  wood  should  be  utilized 
wherever  possible.  One  cord  of  hardwood  is  equal  to 
one  ton  of  coal,  and  one  ton  of  coal  is  released  for  use 
in  war  work  for  every  cord  of  wood  substituted.  It 
will  be  found  that  there  is  a  \  ast  cpiantitv  of  dead  wood 
in  many  sections  of  the  country.  It  will  also  be  found 
that  the  supply  of  wood  in  many  communities  is  suffi- 
cient for  domestic  purposes  in  these  parts.  This  wood 
in  many  instances  is  destroyed  as  waste,  and  its  con- 
servation will  not  only  serve  the  patriotic  purpose  of 
conserving  coal  needed  to  win  the  war,  but  \vill  also 
prove  a  measure  of  econbm\-  to  the  user.  In  certain 
districts  prison  labor  might  be  used  as  a  means  of  cut- 
ting and  collecting-  wood,  where,  of  course,  the  labor  of 
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the  prisoners  could  be  iitil-ized  without  interference 
with  free  labor. 

As  a  matter  of' fact,  the  one  practical  and  needful 
thing-  to-day  is  to  save  coal  in  order  that  our  transpor- 
tation lines  and  munition  plants  may  have  sufficient  to 
carry  on.  It  may  be  patriotic  and  a  certain  amount 
of  pleasure  may  be  derived  from  singing-  "Keep  the 
Home  Fires  Burning;,"  but  the  saving  of  one  ton  of 
coal  is  of  more  practical  benefit  towards  assisting  the 
boys  in  the  trenches  than  the  singing  of  one  hundred 
songs. 


Advantages  and  Construction  Requirements 
of  Concrete  Pressure  Pipe 

A BULLETIN   issued   by  the  Portland  Cement 
Association  contains  suggestions  regarding  re- 
inforced concrete  pressure  pipe.    The  advan- 
tages which  are  claimed  for  such  ])ipe  and  con- 
struction requirements  are  mentioned  in  thispamphlet 
as  follows : 

Reinforced  concrete  pipe  is  always  ready  to  serve 
its  intended  purpose  with  full  efficiency.  It  will  not 
drv  out,  rot,  rust,  or  burn.  These  advantages  are  im- 
portant, because  the  pipe  suffers  no  impairment  either 
in  use  or  when  not  in  use.  Properly  made,  it  will  not 
leak. 

Such  pipe  may  be  used  under  any  pressure  to  which 
water  pipe  is  usually  subjected.  Concrete  pipe  have 
been  successfully  used  under  heads  considerably 
greater  than  100  feet.  Reinforced  concrete  pipe  has 
the  strength  necessary  to  resist  external  pressure  of  the 
earth  at  any  depth  to  which  it  is  practicable  to  place  it ; 
also  the  strength  to  resist- any  internal  pressure  to 
which  commonly  subjected.  It  permits  of  any  desired 
alignment.  Such  curves  as  may  l)e  necessary  either  to 
conform  to  contour  of  the  ground  or  to  avoid  obstruc- 
tions can  readily  be  introduced,  and  without  in  any 
way  affecting  watertightness  of  the  pip^  line.  _  The 
inner  surface  of  concrete  pipe  is  smooth  and  uniform, 
so  the  friction  of  flow  is  slight. 

Reinforced  concrete  pipe  lines  are  giving  equally 
satisfactory  service  in  the  extreme  heat  of  Mexico  and 
in  the  severe  cold  of  Northern  Canada. 

Conditions  Favorable  to  Use 

War  is  making  such  demands  for  plate  steel  and 
iron  as  to  restrict  the  availability  of  these  materials  for 
most  other  uses.  Steel  in  the  form  of  rods  or  mesh  re- 
(|uircd  to  reinforce  concrete  pipe  is  usually  readily  ob- 
tainable. In  addition,  the  bulk  of  the  materials  of  which 
concrete  pressure  pipe  are  made  can  usually  be  ob- 
tained either  on  the  site  or  near  the  work.  This  makes 
it  unnecessary  to  transport  any  considerable  quantity 
of  materials;  thus  our  present  overtaxed  transporta- 
tion facilities  are  not  further  burdened. 

Many  large  cities  in  the  United  States  and  Canada 
are  using  reinforced  concrete  pressure  ])ipe  in  all  sizes 
from  36  to  108  inches  in  diameter,  under  a  wide  range 
of  pressure  conditions  for  water  supply  mains.  The 
United  States  Government  is  using  it  in  connection 
with  irrigation  projects.  Power  com])anies  are  using  it- 
to  convey  water  for  power  purposes.  It  is  adapted  to 
l)ractically  all  conditions  of  service  ini])osed  by  muni- 
cipal water  sui)ply,  irrigation,  or  power  reciuircnients. 

Construction  Requirements 

Manufacturing  requirements  involve  pro])crly  grad- 
ed aggregates,  properly  proportioned,  mixed,  and 
|)laced.  Proportions  of  the  concrete  mixture  should  I)e 
\:\y2'2yz.    This  means  1  sack  of  i">ortlan(l  cement  to 


l]/2  cubic  feet  of  well-graded,  clean  sand,  to  2^  cubic' 
feet  of  clean,  well-graded  pebbles  or  broken  stone  rang- 
ing from  %.  to  not  exceeding  Y4  inch  in  greatest  dimen- 
sion. This  will  ensure  watertight  pipe.  After  concrete 
has  been  properly  mixed  and  placed,  the  finished  pipe 
must  be  protected  to  prevent  rapid  drying  out  of  the 
concrete— in  other  words,  to  prevent  loss  of  any  of  the 
water  used  in  mixing,  so  that  the  concrete  may  harden 
normally  in  the  presence  of  moisture.  Steam  curing  of 
pipe  is  certain  to  produce  a  better  and  more  nearly  uni- 
form product. 

If  for  any  reason  steam  curing  of  pipe  is  not  prac-l 
ticable,  the  pipe  should  be  protected  from  rapid  drying 
by  some  suitable  covering,  which  must  he  kept  wet 
daily  for  two  weeks  after  the  pipe  have  been  formed. 
They  can  then  be  allowed  to  acquire  additional 
strength  in  the  storage  yard  until  thirty  days  old. 

Strength  is  secured  by  embedding  proper  reinforc- 
ing in  the  concrete  when  placed.  Steel  bars,  or  cold- 
drawn  wire  mesh,  may  be  used.  Working  stresses  for 
the  former  should  be  10,000  pounds  per  square  inch  and 
for  the  latter  12,000  pounds. 


Steel  Bridge  Construction  in  Quebec 

In  a  recent  report  of  the  Minister  of  Public  Works 
of  the  Province  of  Quebec  it  is  stated  that  the  building 
of  iron  bridges  has  not  been  less  active  during  the  cal- 
endar year  1917  than  in  previous  years.  The  report 
submitted  by  the  chief  engineer  gives  the  number  of 
bridges  built  and  those  being  built  as  follows : 


Number  of  bridges  built  to  June  30,  1917  427 
Number  of  bridges  being  in  course  of 

construction   54 

Cost  of  bridges  built  up  to  June  30,  1917  $2,873,657.76 

Cost  of  bridges  under  construction   $481,703.00 

Number  of  new  requests  for  bridges 

nearly   200 

Plans  of  bridges  prepared  during  the  year  84 
Plans  of  bridges  being  studied,  June  30, 

1917  .  .    69 


The  number  of  plans  of  bridges  prepared  during 
the  year  is  smaller  than  that  of  the  preceding  year, 
but,  on  the  other  hand,  a  certain  number  of  plans,  by 
reason  of  the  locality,  change. of  site,  or  the  importance 
of  the  bridge,  have  necessitated  a  longer  study. 


Canada  Cement  Company  Report  Increase 
in  Revenue 

The  Canada  Cement  Company  report  a  large  in- 
crease in  revenue  for  1917.  After  writing  oft'  $2,190,616 
for  depreciation  and  special  equipment,  the  net  earn- 
ings totalled  $2,861,246,  a  gain  of  $642,398,  and,  after 
providing-  for  fixed  charges,  dividends,  and  reserves, 
the  sum  of  $484,181  is  carried  forward.  Senator  Ed- 
wards, the  president,  states  that  "the  demand  for  your 
com])any's  product  during  the  past  year  was  approxi- 
mately the  same  as  the  two  preceding-  years,  notwith- 
standing the  fact  that  work  on  many  large  and  import- 
ant projects  was  suspended.  The  constsantly  increas- 
ing employment  of  cement  for  all  purposes,  es])ecially 
by  farmers  and  small  users,  has  enabled  the  company 
to  do  a  volume  of  business  the  result  of  which  we  think 
will  be  satisfactory  to  you."  The  earnings  from  th( 
cement  business,  he  adds,  were  more  than  sufficient  to" 
take  care  of  all  fixed  charges,  preferred  and  ordinary 
dividends  chargeable  to  the  year's  profits.  The  volume 
of  cemci-it  business  ft)r  1018  should  be  practically  the 
same  as  in  1917. 
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Carbonizing  and  Briquetting  of  Lignites  in 

Saskatchewan 


EVER  since  the  organization  of  the  Commission 
of  Conservation,  in  1910,  the  utilization  of  the 
lignites  of  the  Prairie  Provinces  has  received 
attention.  The  commission  early  realized  that 
the  solution  of  this  problem  would  overcome  the  fuel 
difficulty  of  these  provinces,  and  also  promote  the  in- 
dustrial development  of  those  portions  which  are  with- 
out water-power  resources. 

At  the  annual  meeting  of  the  commission  in  1912 
the  Committee  on  Minerals  recommended  that: 

"Owing-  to  the  necessity  of  obtaining  a  suitable  do- 
mestic fuel  and  cheap  power  for  the  Prairie  Provinces, 
it  is  desirable  that  investigations  be  carried  on  with  a 
\  lew  to  utilizing  the  lignites  which  underlie  the  greater 
portion  of  these  provinces." 

The  recommendation  also  pointed  out  that  the 
United  States  Bureau  of  Mines  had  demonstrated  that 
low-grade  lignites  could  be  briquetted,  and  adverted 
to  the  fact  that  Germany  utilized  her  brown  coal  or 
lignite  deposits  by  briquetting,  producing  in  1910  some 
21,575,000  short  tons  of  briquettes,  of  which  77  per 
rent,  was  made  from  lignites. 

In  harmony  with  this  recommendation,  Mr.  W.  J. 
Dick,  as  mining  engineer  of  the  commission,  visited 
;he  lignite  fields  of  Western  Canada  in  1912  and  1913 
ind  investigated  the  problem.  The  report  discussed 
n  detail  the  supply,  quality,  and  method  of  treatment 
:)f  the  Western  lignites  necessary  to  render  them  ser- 
viceable as  a  fuel,  both  for  domestic  and  power  pur- 
)Oses. 

It  was  probably  these  early  investigations  of  the 
Tommission  of  Conservation  that  prompted  the  Ad- 
visory Council  for  Scientific  and  Industrial  Research, 
vvhen  it  took  up  the  fuel  problem  of  Western  Canada 
mmediately  after  its  formation  in  1916,  to  apply  to 
he  commission  for  information  on  the  subject.  The 
eport  which  follows  is  the  result.  It  deals  mostly 
Aith  the  economic  side  of  the  problem,  and  is  largely  a 
nmmary  of  portions  of  the  information  gathered  in 
'12  and  1913  brought  up  to  date  after  Mr.  Dick  had 
i.i^ain  visited  the  Prairie  Provinces  in  1917  for  further 
nvestigation  of  the  fuel  situation. 

The  General  Fuel  Situation 

The  producing  coal  fields  of  Canada  are  situated  in 
he  eastern  and  western  portions  of  the  Dominion. 
Hving  to  economic  conditions,  the  interior  j^ortion, 
rom  Cornwall  on  the  east  to  Swift  Current  on  the 
vest,  is  supplied  ])v  coal  from  the  United  States,  Cen- 
ral  and  Eastern  Ontario  being  supplied  via  St.  Law- 
ence.  Lake  Ontario,  and  Niagara  River  ports,  while 
hat  for  the  West  is  shipped  by  rail  to  Buffalo  and 
»ther  Lake  Erie  ports,  whence  it  is  carried  by  water 
ind  rail  to  its  destination.  Bituminous  coal  is  used 
•rincipally  for  railway  purposes  and  anthracite  for 
lomestic  use. 

In  so  far  as  supplies  of  fuel  are  concerned,  the  east- 
■ni  portion  of  Saskatchewan  forms  the  competitive 
rea  between  supplies  of  United  States  coal  on  the  one 
land  and  of  the  high-grade  bituminous  coal  of  the 
llocky  Mountains  on  the  other.  Owing-  to  this  fact, 
he  cost  of  fuel  in  this  portion  of  the  province  is  high. 


The  southern  half  of  Saskatchewan  has  been  consider- 
ably developed,  and  forms  to-day  the  most  important 
portion ;  but  there  are  no  water-powers  within  this 
area  that  could  be  utilized  as  a  source  of  cheap  power 
for  the  most  important  cities.  The  central  and  south- 
ern portions  of  the  province  receive  little  precipita- 
tion, and  consequently  have  no  large  rivers;  such 
creeks  and  lakes  as  are  found  do  not  even  provide 
water  suitable  for  domestic  purposes.  This  area,  how- 
ever, is  situated  in  proximity  to  large  deposits  of  lig- 
nite coal. 

High  Price  for  Anthracite 

In  1916,  533,642  tons  of  anthracite  coal  and  2,376,- 
934  tons  of  bituminous  coal  were  imported  via  Port 
Arthur,  Fort  William,  and  Manitoba  iports  of  entry. 
At  least  four-fifths  of  the  anthracite  was  used  as  a  do- 
mestic fuel  in  Manitoba  and  Saskatchewan.  The  im- 
ports of  anthracite  have  been  increasing,  notwithstand- 
ing its  increase  in  iprice.  If  mined  at  the  present  rate 
of  production,  the  anthracite  coal  reserves  of  the  Unit- 
ed States  will  be  exhausted  in  about  100  years.  It 
must,  therefore,  be  expected  that  the  price  will  gradu- 
ally increase  until  only  the  wealthy  can  afford  it.  Co- 
incidently  with  the  rising-  price  production  will  de- 
crease, thus  prolonging  the  life  of  the  mines. 

This  situation  is  unique,  and  the  high  price  paid  for 
anthracite  coal  has  not  a  parallel  elsewhere.  In  other 
countries,  even  where  coal  is  cheaper  than  in  Canada, 
substitutes  have  been  developed.  In  1917  the  price  of 
anthracite  coal  in  the  West  varied  from  $12  per  ton  at 
Winnipeg  to  $14.50  in  Moose  Jaw.  It  is  desirable, 
both  from  mining  and  national  standpoints,  that  these 
conditions  be  changed.  It  is  inconceivable  what  would 
happen  if  the  exportation  of  hard  and  soft  coal  from 
the  United  States  were  prohibited.  We  had,  in  the 
spring  of  1917,  a  slight  indication  of  what  it  would 
mean,  when  a  freight  blockade  caused  a  temporary 
shortage  in  some  localities. 

It  is  thus  evident  that,  jjefore  manv  years.  Western 
.Canada  will  not  be  able  to  procure  supplies  of  anthra- 
cite from  the  United  States.  As  there  are  no  supplies 
of  this  class  of  coal  suitably  situated  in  Canada,  some 
kind  of  a  substitute  must  be  found.  Briquetted  lignite 
is  the  one  most  easily  available. 

Utilizing  Low-Grade  Fuels 

The  problems  to  Ije  dealt  with  in  the  Provinces  of 
Manitoba  and  Saskatchewan  are  those  of  domestic 
fuel  and  cheap  power.  These  may  be  solved  by  the 
proper  utilization  of  the  low-grade  fuels  which  under- 
lie a  portion  of  Saskatchewan.  In  order  to  make  this 
coal  transportable  and  suitable  for  domestic  and  power 
purposes  it  would  ^be  necessary  : 

1.  That  it  be  of  sufficient  value  to  bear  the  cost  of 
transportation. 

2.  That  it  withstand  handling  and  a  certain  amount 
of  weathering. 

3.  That  it  be  a  suitable  fuel  for  domestic  and  power 
purposes. 

Coal  or  lignite  briquettes  and  carbonized  lignite 
briquettes  fulfil  these  conditions. 

Raw  lignite  is  heated  in  closed  retorts,  somewhat 
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similar  to  by-product  coke  ovens.  The  volatile  matter 
and  moisture  is  driven  off  in  the  form  of  gas,  a  j^ortion 
(jf  w  hich  ma_\-  he  n,sed  for  heating  the  retort  and  the 
remainder  reco\  ered  as  a  by-product.  The  carbonized 
material,  unlike  bituminous  coke,  is  hard,  dense,  and 
incoherent,  consisting-  chiefly  of  slack.  When  bri- 
(|uetted,  it  produces  a  fuel  similar  in  manv  res]^ects  to 
anthracite  coal. 

Coal  Available  for  a  Briquetting  Plant  in  the 
Souris  District 

On  account  of  the  nature  of  the  coal  and  its  prox- 
imity and  transportation  facilities  to  suitable  markets, 
the  l)est  location  in  Saskatchewan  for  such  a  plant 
would,  no  doubt,  be  in  the  Estevan  district. 

A  plant  with  a  capacity  for  briquetting  10  tons  per 
hour  is  proposed,  but  it  is  the  intention  to  operate  the 
briquetting  division  half-time  only,  until  the  plant  is 
l)roven.  Although  the  plant  is  capable  of  producing" 
double  this  tonnage,  the  estimated  cost  of  producing 
liriquettes  is  based  on  half  the  capacity  of  the  briquet- 
ting plant  only.  It  will  operate  on  carbonized  lignite, 
and  as  two  tons  of  raw  lignite  are  required  to  produce 
one  ton  of  briquettes,  the  amount  of  coal  required  an- 
nually is  60,000  tons.  The  principal  producing  mines 
in  the  Estevan  district  are: 

Production 
in  1916. 
Tcjns. 


Western  Dominion  Collieries   91,843 

Manitoba  and  Saskatchewan  Coal  Companv  .  .  67,809 

P)ienfait  Aline  (Hosmer  Mine)    36,452 

Saskatchewan  Coal,  Brick,  and  Power  Com- 
pany (Shand  Mine)    2i,7?T< 


As  there  is,  practically,  no  market  for  lignite  slack, 
the  coal  is  loaded  into  cars  in  the  mine  by  means  of 
forks,  the  fine  coaM)eing'  left  behind.  On  account  of 
the  rapid  disintegration  of  lignite,  the  product  from 
the  mine  is  screened  on  the  surface  and  the  slack  wast- 
ed. In  this  way  from  1  to  20  per  cent,  or  juore  of  that 
mined  is  wasted.  This  waste  in  mines  of  the  liienfait 
district  amounts  to  from  30,000  to  35,000  tons  per  an- 
num. 

Cost  of  Mining 

[f  the  demand  for  coal  were  such  that  the  mines 
could  work  up  to  capacity  throughout  the  year,  the 
cost  of  ])roduction  would  Ibe  less  than  at  i)rescnt,  but 
there  would  be  other  disadvantages. 

The  co.st  of  producing  one  ton  of  saleal)le  lignite  is 
estimated  at  from  $1.25  to  $1..50,  dci)ending  on  the 
mine,  plant  ec|uij)ment,  etc.  If  all  the  coal  mined  were 
saleable,  it  is.  estimated  that  the  cost  of  production 
would  vary  from  $1.14  to  $1.41  ])er  ton.  The  slack  coal 
now  wasted  could  be  obtained  at  from  50  cents  to  75 
cents  per  ton. 

Summary 

1,  The  re(|uirements  of  the  ])roi)osed  carl)oni/.ing 
l<lant  are  60,000  tons  per  year. 

2.  I'rom  ?>{),m)  to  35,000  tons  of  slack  coal  could  be 
obtained  annually  at  P.ienfait,  at  a  cost  of  75c  per  ton; 
5,fXX)  tons  at  Shand  station,  at  about  60c  i)er  ton,  whilst 
20,(XK)  tons  could  be  obtained  imder  certain  conditions 


frtjm  Estevan  at  50c  per  ton. 

30,000  tons  at  75c  per  ton    $22,500 

5,fX)f)  tons  at  60c  per  ton    3,000 

20,000  tons  at  .sOr  per  ton    10,000 


55,000  tons  at  a  total  cost  of   $35,000 


Average  cost  per  ton  of  slack  at  mines=r65c. 

In  this  district  there  is  sufficient  slack  made  in  miii- 
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ing  operations  to  su])ply  a  plant  of  the  size  proposed. 
On  account  of  the  slack  being  produced  principallv  in 
the  autumn  and  winter  months,  and,  as  it  cannot  l)e 
stored,  there  would  not  be  a  steady  supply  of  this  ma- 
terial to  keep  the  plant  in  continuous  operation.  On 
the  other  hand,  there  would  be  a  large  enough  supi)ly 
for  about  half  of  the  time,  and  at  a  period  when  the 
mines  would  be  glad  to  sell  it ;  for  the  remainder,  run- 
of-mine  coal  could  be  obtained  at  a  price  of  $1.50  per 
ton. 

Location  of  Carbonizing  and  Briquetting  Plant 

The  economic  selection  of  a  location  in  Saskatche- 
wan for  the  carbonizing  and  l^riquetting  plant  is  de- 
termined by  the  following: 

1.  Suitable  supply  of  cheap  coal  near  plant. 

2.  Transportation  facilities  /by  which  the  briquetted 
material  may  be  'delivered  to  the  most  profitable  mar- 
kets at  a  minimum  cost  due  to  freight  charges. 

3.  A  consideration  of  markets  for  by-products,  such 
as  gas,  resulting  from  carl^onization  of  the  lignite. 

Supply  of  Coal. — The  only  developed  mines  which 
could  deliver  adequate  supplies  of  coal  are  the  West- 
ern Dominion  Collieries,  Manitoba  and  Saskatchewan 
Coal  Company,  Bienfait  Mine,  Shand  Mine,  Estevan 
Coal  and  Brick  Company.  All  these  mines  are  in  the 
vicinity  of  the  town  of  h'stevan. 

Transportation  Facilities. —  Either  Estevan  or  Bien- 
fait ])resents  exceptional  advantages  for  serving  the 
larger  markets  of  Saskatchewan  and  Manitoba. 

Alarkets  for  By-products. — The  most  important  by- 
product recovered  during  carbonization  is  gas.  h'rom 
every  ton  of  lignite  carbonized  there  is  a  surplus  of 
4,000  cubic  feet  of  gas,  with  a  heat. value  of  400  to  450 
B.T.U.  ])er  cubic  foot.  In  the  carbonization  of  60,000 
tons  of  coal  240,000,000  cubic  feet  of  gas  would  be  pro- 
duced as  a  by-product. 

This  gas  is  valuable  as  a  source  of  power  for  brick- 
burning,  domestic  heating  and  for  all  purposes  requir- 
ing- neat  or  fuel.  The  candle-power  is  below  the  stan- 
dard for  lighting,  but  it  could  be  used  to  generate  elec- 
tricity for  lighting  purposes. 

In  brick  burning  gas  fuel  is  very  desirable,  as  it  per- 
mits an  even  and  uniform  burn  throughout  the  kiln, 
and  requires  less  labor  for  firing  and  attendance  than 
coal  firing. 

Market  for  Gas 

The  Estevan  electric  light  plant  is  too  small  for 
present  requirements,  and  the  city  would  be  pleased  to 
take  gas  to  increase  its  capacity.  This  plant  would  re- 
(|uire  gas  of  at  least  the  equivalent  of  4,000  tons  of  li.t;- 
nite  at  $2.10  (iM-e-vvar  ]:)rice).  There  is  no  city  gas 
]>lant  in  o])eration,  and  the  city  still  holds  the  franchise. 
There  is,  therefore,  a  ])otential  market  at  h'stevan  for 
some  10,000,000  cubic  feet  i)er  annum  for  heating  and 
cooking  purposes,  ])rovided  the  city  undertook  the  dis- 
tribution. 

.\fter  meeting  the  above  requirements  there  would 
itill  be  a  suri)lus  of  a,bout  70,000,000  cubic  feet  per 
year.  There  is  no  demand  for  this  surplus  at  present, 
but  it  would  he  available  for  extension  of  the  Estevan 
power  ])lant  and  for  encouraging  the  development  of 
manufacturing  enterjirises. 

Estimated  Cost  of  Carbonizing  and  Briquetting 

According  to  estimates  prepared  by  R.  A.  Ross, 
chairman  of  the  Lignite  Committee,  Honorary  .Advi.s- 
ory  Council  for  Scientific  Research,  the  cost  for  car- 
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honizin,^'  and  I)riquetting',  at  a  plant  producing  30,000 
tons  per  annum,  would  be  as  follows: 

Total  cost  of  plant,  etc    $366,534 

I'~ixed  charges — Interest,  6  per  cent ;  deprecia- 
tion, 10  per  cent. ;  repairs,  4  per  cent   73,307 

iMxed  charges  per  ton  of  output    2.45 

Total  operating  expenses    4.?? 


Total  cost  of  carbon  l)riquettes,  per  ton  $7.00 

This  estimate  is  based  on  a  cost  of  $1  per  ton  for 
coal,  but  if  a  market  for  gas  be  not  considered,  and, 
assuming  that  the  plant  were  constructed  at  IJienfait, 
the  requisite  amount  of  coal  is  estimated  to  cost 
$1.12j/  per  ton.  As' two  tons  of  coal  are  required  in 
the  production  of  one  ton  of  briquettes,  this  would  in- 
crease the  cost  of  briquettes  25c  per  ton  over  Mr.  Ross' 
estimate,  or -a  total  cost  for  producing  one  ton  of  car- 
bonized briquettes  of  $7.25. 

The  following  table  shows  the  estimated  cost  of 
carbon  briquettes  compared  with  the  price  of  United 
States  anthracite  coal  in- certain  cities  in  Manitoba  and 
Saskatchewan  : 

Comparative  Cost  of  United  States  Anthracite  Coal  and  Car- 
bon Briquettes  in  Manitoba  and  Saskatchewan 


City 


Price  of  U.S. 
anthracite 
per  ton 
f.o.b. 


Carbon  briquette 
Esti- 


Freight 
and 

Switch- 
ing 


mated 
price, 
f.o.b. 
cars 


Difference 
in  favor 
of  carbon 
briquettes 


Winnipeg   

.$  9.50  to  .$10.00 

$1.90 

$10.15 

Portage  la  Prairie  . 

10.00  •■ 

■  10.50 

l.SO 

10.05 

.  0  to 

.45 

(  arberry   

10.65  " 

11.15 

1.60 

9.85 

.80  '■ 

1 

.:!0 

lirandon   

10.60  '■ 

10.85 

1.50 

9.75 

.85  •' 

1 

.10 

Virden   

10.80  •' 

13.15 

1.60 

9. 85 

.95  " 

o 

,:;o 

Moosomin   

11.00  ■' 

ia.25 

1.80 

10.05 

.95  •■ 

2 

.20 

Wolselc)'   

11.50  •• 

11.75 

1.80 

10.05 

1.45  " 

1 

.70 

:4egina   

11.60  " 

12.25 

1.60 

9.85 

1.75  •• 

o 

.40 

Moose  Jaw   

11.45  •• 

12.:!5 

1.50 

9.75 

1.70  •• 

,50 

*  Including  prolit  of  $1  per  ton. 

.\nalyses  show  that  the  heating  values  of  carbon- 
ized lignite  briquettes  and  anthracite  coal  are  practi- 
ally  equal,  and,  in  practice,  the  briquettes  and  anthra- 
ite  will  stand  comparison  very  closely  on  the  basis  of 
cost.  The  briquettes  should,  however,  be  made  from 
lignite  low  in  ash,  that  the  calorific  \  alue  may  l)e  kept 
as  high  as  possible. 

Xo  difificulty  should  be  experienced  in  getting  coal 
dealers  to  handle  carbon  briquettes,  provided  there  is 
a  fair  margin  of  profit. 


The  general  report  of  the  Minister  of  Public  Works 
and  Labor  of  the  Province  of  Quebec  for  the  year  end- 
ing Juiie  30,  1917,  has  just  been  issued.  It  contains  the 
^l)ecial  reports  of  the  heads  of  the  various  branches  re- 
specting the  construction  and  maintenance  of  govern- 
ment buildings,  railways,  the  insjiection  of  industrial 
'  >tablishments  and  public  Inxildings,  the  carrying  out 
"I  the  Trades  Disputes  Act,  the  building  of  iron 
ridges,  the  working  of  the  provincial  employment 
lureaux,  hotel  inspection,  the  accounts  of  the  depart- 
ment, etc. 


The  Department  of  the  Interior,  Ottawa,  has  issued 
I  report  on  irrigation  surveys  and  inspections  for  the 
N  car  ending  March  31,  1917,  comprising  reports  by  E. 
I'.  Drake,  superintendent  of  irrigation,  and  F.  H.  Pet- 
I'rs,  commissioner  of  irrigation  and  chief  engineer. 


B 


Building  Permits  Show  Increase 

UILDING  work,  as  indicated  by  the  value  of 
building  permits  issued  in  35  cities,  showed  an 
increase  during  January  as  compared  with  the 
previous  month,  the  total  value  of  permits  ris- 
ing from  $874,559  in  December  to  $1,562,637  in  Janu- 
ary, an  increase  of  $688,078,  or  78.7  per  cent.  As  com- 
pared with  the  corresponding  month  of  1917,  there  was 
an  increase  of  11.5  per  cent.,  the  value  for  January, 
1917,  being  $1,401,932.  in  this  comparison,  large  in- 
creases were  shown  in  Alberta,  British  Columbia  and 
Nova  Scotia.  A  small  gain  was  also  reported  in 
Ontario. 

Estimated  Cost  of  Building  Work  as  Indicated  by  Building  Permits 
Issued  in  Thirty-Five  Cities 

January,  1918,  compared  witli 


Nova    Scotia    . . 

Ilalifa.x  

Syilney   

New  Brunswick 
Monctoii    .  .  . 


Quebec   

.Maisonneiive 
Montreal   .  .  . 
(Jiiebec   ...  . 
.Sherbrooke  .  . 
Tliree  Rivers 
Westnionnt  .  . 


Ontario  

!'.rantfor<l  ...  , 
Fort  William  . 

(lueljih   

Hamilton  ...  . 
Kingston  ...  . 
Kitchener  ... 

London   

Ottawa  

Peterborough  . 
Port  .\rthur   .  . 
Stratford   ...  . 
.St.  Catharines 
St.    Thomas  . 

Toronto  

Windsor   ...  . 


Manitoba  . 

lirandon  . 
Winnipeg 


January, 
1918 
$71,280 
6J,47() 
S,.S1(I 


167,482 

iiii.iKi 

:!0,57L' 

i9,;)oo 

l,.50ll 

611,120 

5,24.". 
Sd.dlKI 


Saskatchewan 

Moose  Jaw 

Regina  

Saskatoon  ... 

Alberta   

Calgary  

Edmonton  

British  Columbia 

New  Westminster 
Vancouver  ... 
\'ictoria   

Total— 35  cities 


.5l),(MlO 
5,l!t5 

;!,(!n() 
17,1.50 
S,S75 

l(i,S95 
2,94.5 

:i,(«5 

4f»!)',9C.5 
4,915 

41,100 

41,1 1 10 

5,800 

7(K) 
5,10<l 

507,700 

5(15,300 
2,400 

158,155 

1,050 
53,125 
10.3,380 

1,562,637 


January, 
1917 
$22,855 
20.055 
2,S(  10 

3,500 

.•',,500 

613.448 

120,000 
24!t,.S!>5 
117,!i:!S 

!l,00() 
112,000 

4,(115 

590,414 
2,000 
50 
1,000 
51  ,,S25 
4..340 

14,435 
.54,65(» 
ll,(i25 
21 ,270 
1,7S0 
4,42S 
5,200 
394,880 
22,050 

79,176 
10,725 
(>S,45o 

54,575 

51,000 
2,200 
1,375 

3,800 

3,300 
500 

34,165 

l,:ioo 

2!t,(K45 
3,820 

1,401,932 


.lanuary,  1917 
Increase  (*)  Decreased) 


$48,425 

"  42,415 
0,010 

t  3,600 

t  3,500 

t  445,966 

t  120,000 

V  133,7S5 
t  ST,;{tiO 

;  !i,(ioo 

V  !I2,700 
t  3,115 

*  20,706 

3,245 

*  79,950 
t  1,000 
t  1,825 


2,715 
4.5,775 
8,.325 
4,381 
1,105 
1,393 
5,200 
15,085 
17,735 

38,075 

10,725 
27,350 

48,775 

51,000 
1,.500 
3,725 

503,900 

502,000 
1,900 

123,990 

;i5( ) 

24,080 
99,5(>0 


160,705 


211.88 

07.  S9 
214,(H 


|-  72.70 

i-  "'5:V54 
1  74.08 

i"  S2.77 
t  07.49 

3.51 

102.25 
'1.59,900.00 

f  a52 
'  19.70 
"  1,209.09 
l.S.Sl 
f  83.70 

;•  71.01 

20..59 
05.45 
i-        31. 4(; 

f  78..30 
I-  48.09 


89.37 

OS.  is 

270.91 

13,260.53 
15,212.12 
380.00 

382.62 

20.92 
82.91 
2,000.2.S 

11.48 


The  Council  of  the  Canadian  Society  of  Civil  Engi- 
neers has  appointed  the  following  as  members  of  the 
Council:  Mr.  J.  G.  Sullivan,  chief  engineer  Western 
lines,  C.P.R.,  Winnipeg;  Mr.  H.  W.  McLeod,  assistant 
engineer,  CP. R.,  Winnipeg;  Mr.  E.  H.  Peters,  commis- 
sioner of  irrigation  and  chief  engineer.  Department  of 
Interior,  Calgary;  and  Mr.  L.  15.  Elliott,  district  engi- 
neer, Dominion  Public  A\'orks  Department,  Edmonton. 


In  order  to  better  serve  the  Ontario  trade,  the  Can- 
ada Car  and  Foundry  Company,  Ltd.,  have  opened  an 
office  at  No.  301  Royal  Bank  of  Canada  Building.  To- 
ronto, under  the  direction  of  Mr.  G.  E.  Richmond,  Jr. 


The  work  of  the  Topographical  Surveys  Branch  of 
the  Department  of  the  Interior  amounts  to  something 
in  the  neighborhood  of  200,000  miles  a  vear. 
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Unsafe  Scaffold  Planks  Court  Accident 

MANY  serious  and  maii}^  fatal  accidents  are 
caused  b}'  falls  due  to  scaffolds  breaking'. 
The  construction  of  scaffolds  of  either  unsafe 
or  improper  material  is  only  courting  acci- 
dent, and  care  should  be  taken  to  see  that  the  work  of 
constructing  scaffolds  is  carefully  and  thoroughly  car- 
ried out  and  nothing  but  selected,  first-class  materials 
are  used  in  building  them,  so  that  they  will  safely  stand 
the  load  which  they  are  intended  to  bear.  The  bulletin 
of  the  Pennsylvania  Department  of  Labor  and  Indus- 
try quotes  the  following  case  of  improper  scaffold  con- 
struction which  resulted  in  a  fatal  accident : 

Recently  an  employee  of  an  electric  manufacturing 
compan}^  was  making  some  repairs  to  a  fan  support 
under  a  ceiling.  He  was  using  the  traveling  crane  as 
a  base  for  his  scaffolding,  and  he  had  placed  several 
planks  across  between  girders,  which  were  about  six 
feet  apart. 

The  planks  he  selected  were  6  in.  by  2  in.,  and,  care- 
lessly or  thoughtlessly,  he  used  one  with  a  knot  which 
extended  half  across  the  plank.  When  he  stepped  on 
the  plank  it  broke  under  his  weight,  and  he  fell  to  the 
lioor,  sustaining  injuries  from  which  he  died. 

AlthDUgh'  the  employee  was  an  experienced  rigger 


who  had  been  doing  this  class  of  work  for  years,  and 
was,  moreover,  in  charge  of  the  work  at  the  time  of  the 
accident,  he  failed  to  select  first-class  material,  even 
though  there  was  a  large  supply  of  lumber  nearby  to 
choose  from. 


Program  for  Toronto  A.  I.  E.  E. 

The  Toronto  section  o  fthe  American'  Institute  of 
Electrical  Engineers  has  arranged  the  following  pro- 
gram for  the  month  of  March : 

Friday,  March  1 :  A  paper  by  Mr.  R.  P.  Jackson,  of 
the  research  division,  Westinghouse  Electric  and  Man- 
ufacturing Company,  Pittsburg,  on  the  subject,  "Com- 
mercial and  Industrial  Research." 

Friday,  March  8,  is  the  date  of  the  institute  meeting 
at  Cleveland,  in  which  the  Toronto  section  is  partici- 
pating as  a  host.  An  interesting  program  of  papers  re- 
lating to  underground  distribution  and  the  use  of  elec- 
tric drive  in  steel  mills  has  been  arranged;  also  a  joint 
meeting  with  the  Association  of  Iron  and  Steel  Electri- 
cal Engineers  and  an  informal  dinner. 

On  Friday,  March  15,  Mr.  J.  J.  Frank  will  come  up 
from  the  General  Electric  Company,  Pittsfield,  Mass., 
to  give  a  paper  on  "Recent  Developments  in  Trans- 
former Practice." 
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The  German  Standard  of  Warfare 

ry^  HIS  remarkable  illustration  is  the  reproduction  of  an  actual  photograph  taken  "Some- 
I  where  in  France"  by  an  aviator,  who  has  since  been  killed  in  action.  The  Germans  had 
surrendered  and  were  advancing  under  the  white  flag,  when  suddenly  the  front  line  threw 
themselves  on  the  ground  (note  the  white  flag)  and  the  entire  company  opened  fire  on  the 
British.  The  original  photo  was  very  small  in  size  and  the  enlargement  has  resulted  in  some 
blurring  of  the  features,  but  nevertheless,  a  close  study,  with  a  magnifying  glass,  if  one  is  avail- 
able, reveals  the  brutal  gloating  with  which  the  Huns  are  contemplating  the  success  of  their 
treachery.  The  photographer  was  just  on  the  point  of  "snapping"  the  surrender,  which  accounts 
for  his  securing  a  picture  that,  under  other  conditions,  would  have  been  impossible.  It  is  a 
vivid  portrayal  of  the  type  of  enemy  our  boys  are  up  against  and  the  unflinching  courage  with 
which  they  are  facing  death. 
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A  Travelling  Anti-Waste  Exhibit 

In  a  large  manufacturing  plant  where  thousands  are  eni- 
loyed  it  is  surprising  to  learn  of  the  food  products  and  man- 
ifacturing  material  wasted  each  day.  To  give  the  employees 
if  the  Westinghouse  Electric  and  Manufacturing  Company 
hmt  idea  of  the  waste  the  management  devised  the  novel 
:heme  of  fitting  up  a  storage  battery  truck  as  a  travelling 
chibit,  upon  it  a  collection  of  foods  wasted,  including  bread, 
itter,  meat,  cakes,  crackers,  pickles,  cheese,  fruits,  etc.,  as 
ell  as  a  quantity  of  manufacturing  materials,  such  as  copper, 
lie,  lead,  mica,  rubber,  felt,  gum,  and  similar  materials,  much 
■  which  could  be  used  to  advantage.  It  is  estimated  that  the 
lOdstufFs  wasted  per  day  amounts  to  between  $35  and  $50,* 
!€  cost  of  which,  of  course,  comes  out  of  the  employees' 
ickets,  the  waste  of  material  amounting  to  hundreds  of  dol- 


Striking  exhibits  of  waste  products. 

I  s  per  day,  which  would  be  a  loss  to  the  company  if  it  were 
lit  that  a  force  of  men  are  continually  assorting  the  seem- 
ijfly  scrap  material  and  turning  it  back  for  use  or  so  that  the 
tfhest  price  may  be  obtained  for  scrap  produce,  all  due 
Igely  to  the  thoughtlessness  and  carelessness  of  the  em- 
li>yees.  Above  the  material  was  constructed  a  sign  reading, 
ii large  letters,  "Wasted,"  and  undernea-th  the  words,  "Food 
lt>ught  from  your  homes,"  and  on  the  other  side,  "Materials 
1  iiiiging  to  the  company."  This  truck  was  driven  up  and 
I  'vn  the  shop  aisles  so  that  the  employees  could  look  upon 
'  ind  form  in  their  minds  some  idea  of  the  waste.  Such  an 
ect  lesson  is  valuable  at  this  time,  when  everyone  should 
I  e  all  precautions  necessary  to  effect  as  little  waste  as  pos- 
^le. 


Personals 

Colonel  J.  S.  Dennis,  chief  commissioner  of  the  coloniza- 
i  1  and  development  department  of  the  C.P.R.,  and  immc- 
dj^e  past  president  of  the  Canadian  Society  of  Civil  Engi- 
■iTS,  has  been  elected  president  of  the  Canadian  Forestry 
^ociation. 


Obituary 

adet  W'illiam  Clarence  Tanner  of  the  firm  of  Tanner  & 
i  iiicr,  arcliitects,  Guelph,  Ont,  passed  away  recently  at 
^  itp  Borden,  as  a  result  of  an  attack  of  scarlet  fever.  The 
'1  eased  joined  the  Royal  Flying  Corps  last  December  and 
•I  lort  time  ago  went  into  active  training  at  Camp  Borden, 
\\  Me  he  contracted  the  fever.  He  was  born  in  Guelph  26 
.yrs  ago,  and  took  up  architectural  work  in  his  father's  office 
in  hat  city. 


Mainly  Constructional 

East  and  West— From  Coast  to  Coast 


Hamilton  items  passed  on  the  estimates  of  tlie  Ontario  ■ 
Legislature  include  ,$92,037  for  additions  and  improvements 
to  the  hospital  for  the  insane.  Of  this  amount  $40,000  is  appro- 
priated for  a  new  building  and  $10,000  for  a  boiler-house. 

Plans  for  the  expropriation  of  the  land  required  for  the 
new  departmental  office  building  for  the  government  at  Ot- 
tawa have  been  filed.  This  structure,  which  will  contain  700 
rooms,  will  be  in  the  form  of  a  square,  300  x  100  ft.,  with  a 
courtyard  in  the  centre. 

Rumors  are  current  to'tlie  effect  that  work  on  the  new 
store  building  which  the  T.  Eaton  Company  propose  to  erect 
at  the  corner  of  College  and  Yonge  Streets  may  commence 
this  spring.  A  permit  for  one  portion  of  the  structure,  to  cost 
$3,000,000.  was  taken  out  last  year,  l)ut  no  furtlier  action  was 
taken. 

The  Canadian  Steel  Corporation  has  received  tlie  ap- 
proval of  Dr.  J.  W.  .S.  McCullough,  chief  proA-incial  medical 
health  officer,  and  has  decided  to  go  ahead  this  spring  with 
the  construction  of  a  waterworks  plant  at  Ojibway.  the  site 
of  their  big  steel  plant  and  industrial  town.  The  plant  will 
have  a  daily  pumping  capacity  of  7,000,000  gallons. 

It  has  been  decided  to  rush  work  on  tlie  portions  of  the 
new  parliament  building  at  Ottawa  which  contain  offices. 
This  is  with  a  view  to  meeting  the  pressing  and  growing  need 
for  office  buildings  for  the  government  departments.  The 
two  wings  which  will  be  rushed  to  completion  will  contain  82 
large  offices.  It  is  expected  to  have  these  ready  for  occupa- 
tion by  November. 

The  Militia  Department  has  made  application  to  the  City 
Architect's  Department  for  a  permit  to  increase  the  height  of 
the  National  Cash  Register  factory  on  Christie  Street,  To- 
ronto, which  they  recently  acquired  for  the  purpose  of  using 
as  a  hospital.  Part  of  the  building  is  now  one  storey  and 
part  two  storeys,  and  it  is  proposed  to  raise  it  to  four  storeys, 
at  an  expenditure  of  about  $140,000. 

One  of  the  important  subjects  to  come  up  for  discussion 
at  the  present  session  of  the  British  Columbia  Legislature,  at 
Victoria,  is  the  encouragement  of  the  iron  and  steel  indus- 
tries within  the  province.  It  is  announced  that  the  govern- 
ment is  securing  the  services  of  an  expert  to  advise  on  the 
electro-thermic  treatment  of  iron  ores,  together  with  other 
measures  which  will  serve  to  encourage  the  development  of 
the  iron  ore  deposits  so  extensive  in  British  Columbia. 

At  a  recent  meeting,  members  of  the  operating  and  de- 
signing departments  of  the  Dominion  Iron  and  Steel  Com- 
pany, at  Sydney,  N.S.,  decided  to  organize  an  engineering 
society  within  the  company's  staff,  for  the  purpose  of  encour- 
aging the  exchange  of  information  on  technical  and  practical 
matters  and  to  promote  unity  between  those  of  the  steel 
work's  staff  who  would  be  included  in  its  membership.  The 
organization  will  also  be  partly  of  a  social  character. 

Building  permits  issued  in  Halifax,  N.S.,  during  the 
month  of  January  were  mainly  for  repairs  to  buildings  dam- 
aged by  the  explosion,  and  the  total  value  of  the  work  under- 
taken was  $63,476,  as  against  $20,880  for  the  same  month  of 
1916.  One  of  the  largest  contracts  is  that  in  connection  with 
St.  Patrick's  Church,  now  being  carried  out  by  S.  M.  Brook- 
field.  Ltd.  The  roof  was  shifted  by  the  shock  of  the  explo- 
sion having  apparently  been  lifted  up  and  fallen  back  out  of 
place.  The  readjustment  demands  the  removal  of  the  whole 
roof  and  then  its  replacement  in  the  exact  original  position. 


Contracts  Department 


News    of  Special  Interest  to  Contractors,  En^eers,  Manufacturers  and 

Dealers  in  Building  Supplies 


Waterworks,  Sewerage  and 
Roadways 

Elma  Township,  Ont. 

Township  Council  contemplate  the  con- 
struction of  a  14  in.  tile  drain  costing  $3,- 
000.    Engineer,  John  Rogers,  Mitchell. 

Tenders  are  being  received  by  the  en- 
gineer, John  Roger,  Mitchell,  until  March 
9  for  drainage  work,  including  three  cul-. 
verts  costing  $7,000,  for  the  Township 
Council.    Clerk,  Geo.  Lochead,  Atwood. 

Fredericton,  N.B. 

City  Council  contemplate  the  construc- 
tion of  a  pavement  on  Main  Street  from 
Adelaide  to  Cedar,  at  a  cost  of  .$34,000. 
Engineer,  Geo.  McKnight. 

City  Council  contemplate  the  installa- 
tion of  waterworks  pumps.  Engineer, 
Geo.  McKnight. 

Hull,  Que. 

City  Council  contemplate  the  construc- 
tion of  sewers,  sidewalks,  etc.,  costing 
$8,000.    Engineer,  J.  A.  Laforest. 

Longeuil,  Que. 

Town  Council  contemplate  the  con- 
struction of  roads  from  St.  Lambert  to 
Levis.    Clerk,  J.  R.  Bournet. 

St.  Johns,  Que. 

Town  Council  contemplates  the  con- 
struction of  $35,000  sewer  system  and 
catch  basin.  Tenders  will  be  called  in 
the  spring.    Clerk,  J.  A.  Raymond. 

Ste.  Tite,  Que. 

Town  Council  will  call  tenders  about 
May  1  for  laying  gravel  about  three  miles 
within  the  city.  Clerk,  J.  J.  Cloutier,  N. 
P. 

Toronto,  Ont. 

The  Board  of  Control  contemplate  the 
l)urchase  of  water  meters  costing  $.'50,000. 
Works  Commissioner,  R.  C.  Harris. 

Verdun,  Que. 

Tenders  will  be  called  later  for  repairs 
and  reinforcements  to  waterworks  and 
electric  plants  at  a  cost  of  $50,000  for  the 
Town  Council.    Clerk,  Geo.  A.  Ward. 

CONTRACTS  AWARDED 

Three  Rivers,  Que. 

Nohert  Dugre  &  Arsenault,  Hochela- 
ga  Bank  Bldg.,  have  the  contract  for  res- 
ervoir and  Oliver  &  Co.,  39G  St.  James 
Street,  Montreal,  the  contract  for  five- 
ton  travelling  crane  for  pumping  station 
'  in  connection  with  the  construction  of  a 
IMimping  station  and  reservoir  costing 
$i;3.0()0,  for  tlic  City  Council. 


Railroads,  Bridges  and  Wharves 

Eramora  Township,  Ont. 

Townsliip  Council  conlemi)iatc  the 
erection  of  a  few  cement  bridges  this 
snniMicr.    Clerk,  j.  J.  Aldons,  Rockwnod. 

Three  Rivers,  Que. 

Tlie  Three  Rivers  Traction  Conii)any, 
St.  Maurice  Street,  CQUiemplatc  extension 


to  their  -electric  railway  at  a  cost  of 
$28,000.  Engineer,  J.  H.  McNeil,  .25 
Plaisante  Street.. 

The  Three  Rivers  Traction  Company, 
St.  Maurice  Street,  will  erect  a  $3,000  lyi 
storey  frame  railway  station  at  the  cor- 
ner of  Gervais  and  St.  Philippe.  Archi- 
tect, J.  H.  McNeil,  25  Plaisante  Street. 

Verdun,  Que. 

Town  Council  contemplate  erection  of 
protection  to  dyke  works  at  a  cost  of 
$100,000.    Engineer,  A.  S.  Clarson. 

CONTRACTS  AWARDED 

Port  Arthur,  Ont. 

D.  J.  Cantwell,  Park  Street,  has  the 
painting  and  decorating  contracts  in  con- 
nection with  repairs  costing  $15,000,  to 
station  for  the  Canadian  Northern  Rail- 
way, head  office,  Toronto. 

Public  Buildings,  Churches 
and  Schools 

Bow  Island,  Alta. 

Bow  Island  School  District  contemp- 
late the  erection  of  a  $16,000  school  this 
spring.  Secretary,  W.  A.  Bateman,  Bow 
Island. 

Cap  de  la  Madeleine,  Que. 

The  erection  of  a  $125,000  stone  and 
concrete  church  is  contemplate.  Rec- 
tor, Rev.  Father  Valiquet. 

The  School  Board  have  secured  a  site 
on  which  they  will  erect  a  $40,000  brick 
school.    Chairman,  Mederic  Boisvert. 

Dartmouth,  N.S. 

Town  Council  contemplate  erection  of 
town  hall  and  jail.    Clerk,  A.  Elliot. 

The  School  Board  have  decided  to  call 
for  competitive  plans  for  four-roomed 
frame  school  to.  be  erected  on  Wysc 
Road.  Secretary-treasurer,  Alfred  Elliott, 
Town  Hall. 

Farnham,  Que. 

Tenders  received  by  the  secretary,  R. 
C.  Desrochcrs,  Ottawa,  until  4  p.m., 
March  14,  for  alterations  and  addition 
to  public  building  for  the  Department 
of  Public  Works,  Dominion  Govern- 
ment. 

Foremost,  Alta. 

Plans  arc  under  consideration  for  the 
erection  of  a  consolidated  school  for  the 
Forcomost  Consolidated  School  District. 
Chairman  of  Board,  B.  Carrington. 

Grand  Prairie,  Alta. 

Tlic  Department  of  Public  Works,  Do- 
minion Government,  have  secured  a  site 
on  which  they  will  erect  a  $5,000  Land 
Titles  office  l)uilding.  Secretary,  R.  C. 
Desrocliers,  Ottawa. 

Hamilton,  Ont. 

Plans  are  being  prepared  for  a  $35,- 
000  iiall  to  l)e  erected  by  the  Knights 
(if  Pytliias.  Architect,  F.  W.  Warren, 
I'.ank  of  Hamilton  Bldg. 

F.  W.  Warren,  Rank  of  Hamilton 
Bldg.,  is  preparing  plans  and  tenders  will 


be  called  about  March  7  for  alteratioi 
costing  $10,000,  to  church  for  the  Jewi; 
Synagogue,  141  Hughson  St.  S. 

Highland  Creek,  Ont. 

James,  Louden  &  Hertzberg,  Excelsi' 
Life  Bldg.,  Toronto,  are  preparing  plai 
for  $11,000  brick  school  for  School  Sc 
tion  No.  7,  Scarboro  Township.  Seer 
tary,  John  Brooks,  Agincourt. 

Kingston,  Ont. 

The  estimates  of  the  Hospital  for  f 
Insane,  Department  of  Public  Worl 
Provincial  Government,  Toronto,  inclu 
$2,500  for  reconstruction  of  bathrooi 
and  closets,  $2,000  for  reconstruction 
electric  light  system,  $10,000  for  remod> 
ling  and  addition  to  present  building  a' 
$1,500  for  fire  alarm  and  fire  protecti. 
system. 

Mannville,  Alta. 

The  erection  of  a  hospital  is  conteni 
lated.    Address,  Reeve,  D.  B.  MacLc; 

Namao,  Alta. 

Work  will  start  shortly  on  the  ert 
tion  of  a  $7,200  one-storey  brick  venc 
school  for  the  Sturgeon  School  Distr 
.  No.  24.   Architect,  E.  W.  Morehouse,  3 
Williamson  Block,  Edmonton. 

Ottawa,  Ont. 

The  Orange  Order  contemplate  I 
erection  of  a  hall. 

Perth,  Ont. 

The  Separate  School  Board  conten 
late  the  erection  of  a  school  at  the  ci 
ner  of  Gore  and  Craig  Streets. 

Petrolea,  Ont. 

Tenders  are  being  received  by  the  s 
rctary,  Wm.  Pratt,  until  March  14, 
the  erection  of  a  $10,000  addition  to  h 
pital  for  the  Charlotte  Eleanor  Engleli 
Hospital.    Architect,  John  W.  Moore,  > 
Richmond  Street,  London. 

Quebec,  Que. 

The  Parish  of  St.  Louis  de  France  c 
template  the  erection  of  a  church.  C 
ate.  Rev.  Pere  Dagueneau. 

Regina,  Sask. 

The  Exhibition  Board,  City  Couii 
contemplate  the  erection  of  fair  bii 
ings  costing  $140,000.  Manager,  D. 
Elderkin,  McCallum  Hill  Bldg. 

St.  Damase,  Que. 

Tenders  will  be  received  by  the  ari 
tect,  P.  Lcvesque,  115  St.  Jolm  Str  I 
Quebec,  until  March  1,  for  the  erect 
of  a  stone  and  steel  church  for  the  f 
ish  Congregation. 

Sherbrooke,  Que. 

City  Council  contemi)late  the  ereciil" 
of  a  $350,000  technical  school.  So  ' 
tary-treasurcr,  E.  C.  Gatien. 

City  Council  contemplate  the  ciil: : 
ing  of  the  market  and  erection  of  a 
building  at  a  cost  of  $G,000.   Clerk,  £ 
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iatien,  Building  Inspector's  Department, 
,7  Wellington  Street. 

Toronto,  Ont. 

The  Royal  Flying  Corp,  56  Church  St., 
lire  erecting  a  warehouse  and  barracks  at 
(Veston  Road  and  St.  Clair  Ove.  En- 
rineer,  J.  B.  Carswell,  56  Church  St. 

i        CONTRACTS  AWARDED 
Brockville,  Ont. 

The  Globe  Furniture  Co.,  Shantz  Ave., 
A^'aterloo,  have  the  general  contract  for 
iiemorial  doors  for  Trinity  Church.  Rec- 
or.  Rev.  D.  A.  Woodcock. 

ialifax,  N.S. 

E.  F.  Boleman,  17  Longard  Rd.,  has 
ijhe  general  contract,  and  Walsh  &  Egan, 
tVrgyle  Street,  the  electrical  contract  for 
he  erection  of  "St.  Joseph"  Church,  at  a 
O.St  of  $3,000,  for  the  Roman  Catholic 
jlpiscopal  Corporation,  Dresden  Row. 

>t.  Bonaventure,  Que. 

J.  H.  Morin  &  Fils,  Trois  Pistoles,  have 
he  general  contract  for  alterations  to 
jthurch  and  presbytery  at  a  cost  of  $30,- 
ioo,  for  the,  Parish. 

it.  Catharines,  Ont. 

Newman  Bros.,  75  St.  Paul  St.,  have 
he  masonry,  and  Clutterbuck  Bros.,  the 
'lastering  contract  for  $10,000  addition 

0  Ridley  College. 

It.  Paul  du  Buton,  Que. 

J.  A.  Talbot  has  the  general  contract 
jor  school  costing  between  $8,000  and 
IjlO.OOO  for  the  School  Commission. 

business  Buildings  and  Indus- 
trial Plants 

jtaden,  Ont. 

:  Elias  A.  Brubacher  contemplates  re- 
iuilding  mill  which  was  recently  des- 
"royed  by  fire  at  a  loss  of  $20,000. 

lampbellford,  Ont. 

1  The  Bank  of  British  North  America, 
lead  office,  Montreal,  contemplate  alter- 
tions  to  bank.  Local  manager,  C.  H. 
{arris. 

iardston,  Alta. 

I  Tenders  are  being  received  by  the 
lanager.  Sylvester  Low.  for  the  erection 
t  a  $25,000  creamery  for  the  Cardston 
leamery  Asociation. 

melph,  Ont. 

The  Ontario    Oakoal    Co.,    Ltd.,  908 
lyal  Bank  Bldg.,  Toronto,  are  negoti- 
liiig  with  the  city  with  regard  to  estab- 
Nliing  a  plant  for  the  manufacture  of 
jicl.   Secretary  and  manager,  J.  B.  Potts. 

[amilton,  Ont. 

T.  L.  Havill  has  drawn  plans  for  a 
'.000  pump-house,  $5,000  garage,  $50,000 
arehouse,  $10,000  boiler-house,  and 
j.OOO  stable  for  the  Imperial  Oil  Com- 
ply, 56  Church  Street,  Toronto. 

[anna,  Alta. 

Vlex.  Siffledeen  contemplates  the  erec- 
n  of  a  brick  and  fireproof  block  on 
cond  Avenue. 

Plans  have  been  prepared  for  a  brick 
rage  for  A.  L.  Burrows. 

ardisty,  Alta. 

The  United  Farmers'  Association  plan 
•  erect  a  hall.  Address,  local  secretary, 
ardisty. 

inisfree,  Alta. 

The  Mundare  Realty  Company  have 


purchased  a  site,  on  which  they  plan  to 
erect  a  number  of  stores. 

Lament,  Alta. 

E.  W.  Morehouse,  304  Williamson 
Block,  Edmonton,  is  preparing  plans  for 
a  $12,000  one-storey  brick  departmental 
store  for  the  Russian  Mercantile  Com- 
pany, Ltd.,  King  Street. 

London,  Ont. 

W.  Bernard,  86  Maple  St..  plans  to 
rebuild  his  garage,  which  was  recently 
destroyed  by  fire  at  a  loss  of  $4,500. 

The  Peerless  Hosiery  Company,  Ltd., 
Adelaide  St.,  contemplates  the  erection 
of  a  $15,000  three-storey  brick  factory 
extension.  Architect,  A.  E.  Nutter,  Do- 
minion Bank  Building. 

Smallman  &  Ingram,  Ltd..  Dundas  St., 
contempfate  the  erection  of  a  $5,000  steel 
concrete  and  ornamental  iron  balcony. 

Tenders  are  expected  to  be  called 
about  the  middle  of  March  for  the  erec- 
tion of  a  $50,000  office  building  for  the 
Huron  and  Erie  Company,  Richmond 
St.  Architects,  Watt  &  Blackwell,  Bank 
of  Toronto  Building. 

McGregor,  Ont. 

George  Langis  is  having  plans  pre- 
pared for  a  cement  block  and  brick  gen- 
eral store,  costing  $7,000. 

Montreal,  Que. 

J.  E.  Wilder,  354  Bleury  St.,  contem- 
plates alterations  to  building  at  Bleury 
and  Sherbrooke  Street  for  bank. 

Moose  Jaw,  Sask. 

W.  B.  Sherman,  Fairford  and  Second 
Northeast,  contemplates  the  erection  of 
an  addition  to  his  theatre. 

New  Westminster,  B.C. 

The  Timberland  Lumber  Company, 
Ltd.,  have  filed  plans  for  mills,  wharf, 
etc.,  to  be  built  in  the  Eraser  River. 

Niagara  Falls,  Ont. 

The  Merchants  Bank  of  Canada,  head 
office  Montreal,  have  purchased  proper- 
ty at  the  corner  of  Queen  and  Ontario 
Avenue,  on  which  they  will  erect  a  bank 
building.  Local  manager,  F.  W.  Clark, 
Erie  Ave. 

Ottawa,  Ont. 

A.  A.  Fournier,  Wellington  St.,  con- 
templates the  erection  of  a  three-storey 
store  on  Bank  St. 

McDougall's.  Ltd.,  529  Sussex  St.,  con- 
template the  erection  of  a  two-storey 
warehouse. 

Perth,  Ont. 

Henry  K.  Wampole  &  Co.,  Herriott 
St.,  have  purchased  considerable  proper- 
ty and  plan  extensive  building  operations 
this  year. 

Rimouski,  Que. 

The  Industrielle  de  Rimouski  Cie  will 
rebuild  their  plant  in  the  spring,  which 
was  recently  destroyed  by  fire  at  a  loss 
of  $15,000.    Manager,  Cyprien  Berube. 

Saskatoon,  Sask. 

The  Saskatoon  Harware  Company, 
Ltd.,  150  Second  St.  S.,  contemplate  the 
erection  of  a  $10,000  one-storey  brick  ad- 
dition to  store.  Architect,  N.  L.  Thomp- 
son, 35  Willoughby  Block. 

Sherbrooke,  Que. 

W.  J.  Wiggett,  71  Wellington  Street, 
contemplates  the  erection  of  a  $6,000  gar- 


age. Architect,  H.  G.  James,  Whiting 
Block. 

Tara.  Ont. 

J.  G.  Scarrow  contemplates  the  erec- 
tion of  a  $4,000  store  and  residence  on 
Yonge  St. 

Three  Rivers,  Que. 

Arthur  Beland,  510  St.  Maurice  St.. 
contemplates  the  erection  of  a  storage 
plant. 

Toronto,  Ont. 

The  Consumers'  Gasoline  Supply  Com- 
pany, 154  Bay  St.,  have  been  granted  a 
permit  to  erect  a  $13,000  gasoline  supply 
station  at  St.  Clair  ad  Vaughan  Road. 

Plans  have  been  prepared  for  a  $40,000 
two-storey  brick  and  reinforced  brick 
and  reinforced  concrete  garage  for  A.  D. 
Currie  &  Co.,  Ltd..  205  Victoria  St. 

Vancouver,  B.C. 

The  Redonda  Canning  and  Cold  Stor- 
age Company,  Ltd.,  have  plans  for  a  can- 
nery to  be  built  in  Deceit  Bay,  Redonda 
Island. 

Windsor,  Ont. 

Tenders  are  being  received  by  the  ar- 
chitect, G.  Jacques,  171  Wyandotte  St. 
E.,  for  rebuilding  hydro  offices  for  King 
&  Kennedy. 

CONTRACTS  AWARDED 
Hamilton,  Ont. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  one-storey  store  for  the  Southam 
Press  Ltd.,  19  Duncan  Street,  Toronto:— 
Roofing,  John  E.  Riddle,  12-14  Ferguson 
Ave.  N.;  electrical  work.  J.  Dynes,  20 
Avalon  Place;  heating  and  plumbing,  J. 
H.  Stewart  &  Son,  Jackson  &  Hughson 
Sts.;  plastering,  Hannaford  Bros..  232 
Robinson  Street;  painting,  F.  F.  Tallman, 
189  East  Ave.  N. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $25,000  addition  to  factory  for  the 
Canadian  Shovel  Co.,  Imperial  St..  who 
will  carry  out  the  plumbing  and  painting: 
— Roofing,  John  E.  Riddle.  12-14  Fergu- 
son Ave.  N. ;  electrical  work,  F.  Murray, 
241  Robert  St.  The  general  contractor, 
Geo.  E.  Mills,  614  King  E. 

The  following  contracts  have  been 
awarded  in  connection  with  alterations, 
costing  $10,000.  to  store  on  King  St.  E. : 
Masonry,  H.  Hahnau.  .".89  York  St.;  car- 
pentry and  roofing,  W.  J.  Drake.  218  Ma- 
caulay  St.  E. ;  electrical  work.  J.  Leven- 
hem.  182  Emerald  St.  S. ;  plastering.  W. 
Waston,  137  Main  St.  E, 

Montreal,  Que. 

Alfred  Mercure,  419  Labrecque  St.,  has 
the  general  contract  and  Jobin  &  Genois. 
113  Cote  d'Abraham  Street,  Quebec,  the 
marble  work  for  alterations,  costing 
$12,000,  to  bank  for  La  Banque  Nation- 
ale,  St.  Peter  St.,  Quebec. 

Moose  Jaw,  Sask. 

Poole  Construction  Company.  Ltd.. 
Smith  and  Twelfth  Streets.  Regina,  have 
the  general  contract  for  "City"  Hotel  for 
the  City  Hotel  Company,  54  River  St.  W. 

Niagara  Falls,  Ont.  ^ 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  two  stores  and  flats  costing  $15,000. 
for  E.  C.  McNally,  Erie  Ave.: — Masonry, 
W.  Hewlett.  Fifth  St.;  carpentry,  Wm. 
Hodgkins,     Ryerson     Ave.;  plumbing. 
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Payne  &  Nesbitt,  Main  St.;  painting,  W. 
Selaney,  Simcoe  Street.  ^ 

Regina,  Sask. 

Levvy  Electric  Coni;pany,  Ltd.,  493 
Portage  Ave.,  Winnipeg,  have  the  electri- 
cal contract  for  $395,000  warehouse  for 
the  T.  Eaton  Company,  Ltd.,  190  Yonge 
St.,  Toronto.  The  general  contractors. 
Smith  Brothers  &  Wilson,  Ltd.,  Eighth 
and  Ottawa  Streets,  Regina.  will  carry 
out  the  masonry,  steel,  carpentry,  roof- 
ing, and  plastering. 

Smith  Brothers  &  Wilson,  Ltd.,  Eighth 
and  Ottawa  Streets,  have  the  general 
contract  for  the  erection  of  a  warehouse, 
costing  $395,000.  for  the  T.  Eaton  Com- 
pany, Ltd.,  190  Yonge  St.,  Toronto. 

Toronto,  Ont. 

H.  J.  Barron,  13  Simpson  Ave.,  has  the 
general  contract  and  will  let  smaller 
trades  in  connection  with  the  erection 
of  a  $3,400  three-storey  brick  store  and 
residence  for  G.  E.  Young. 

Vancouver,  B.C. 

George  Kilgren,  963  Fourteenth  Ave. 
E.,  has  the  general  contract  for  $20,000 
business  block  for  Yan  Wo  &  Co.,  253 
Keefer  St. 

Welland,  Ont. 

\V.  J.  Hickey.  91  Main  St.  E.,  has  the 
general, contract  for  three  stores,  costing 
$4,800,  for  r^eilly  &  Keilly. 

Winnipeg,  Man. 

b'raser  &  McDonald,  512  Gertrude  St.. 
have  the  general  contract  for  $35,000 
warehouse  for  F.  H.  Wiley,  757  Henry 
Avenue.' 


Residences 

Albertville,  Ont. 

Homer  Wigle,  All)ertville.  Kingsville 
P.O.,  contemplates  the  erection  of  a 
l)rick  residence. 

Cap  de  la  Madeleine,  Que. 

Jean  Rouffe  contemplates  the  erection 
of  two  two-storey  frame  tenements,  cost- 
ing $6,000. 

Donnacona,  Que. 

Tenders  will  be  called  shortly  for  the 
erection  of  an  $8,000  two-storey  brick 
residence  for  Dr.  A.  Raymond.  Archi- 
tect. Oscar  Beaule,  21  d'Aiguillon  St., 
Quel)ec. 

Halifax.  N.S. 

William  A.  Adams,  North  and  Bar- 
rington  Streets,  will  rebuild  his  residence, 
at  a  cost  of  $3,500. 

Hamilton,  Ont. 

Tenders  are  being  received  by  the  ar- 
cliitect.  F.  W.  Warren,  Bank  of  Hamilton 
lJuilding,  for  the  erection  of  a  $10,000 
a|)artincnl  for  W.  Dyment,  340  P>arton 
St.  E. 

The  erection  of  eight  $2,000  twf)-storey 

residences  is  contemplated.    Architect,  I'. 

W.  Warren,  Bank  of  Hamilton  Building. 
J 

London,  Ont. 

The  Copp  Syndicate  contemjilate  the 
crectirm  of  several  residences,  costing 
about  $4,000  each.  Secretary-treasurer,  A. 
M.  Hunt,  Dominion  Savings  Tiuilding. 

.Max  I-erncr,  502  Hill  St.,  contemplates 
the  erection  of  a  $4,000  two-storey  brick 
residence.  .Architect,  A.  E.  Nutter,  Do- 
miiiion  P.ank  Building. 

Mildmay,  Ont. 

John  Lerch  will  erect  a  $3,500  two- 
slo:ey  brick  residence. 


Ottawa,  Ont. 

Plans  and  specifications  with  the  ar- 
chitect, W.  E.  Noffke,  Central  Chambers, 
who  will  receive  tenders  until  March  1 
for  the  erection  of  apartments  on  Sus- 
sex Street  for  Mr.  Valais. 

W^  E.  Not¥ke,  Architect.  Central 
Chambers,  will  receive  tenders  until 
March  1  for  the  erection  of  brick  apart- 
ments on  Rideau  Street  for  Mr.  McGee. 
Plans  and  specifications  with  the  archi- 
tect. 

\Valter  P'ryer,  Bank  and  Glen  Streets, 
contemplates  the  erection  of  a  residence. 

Outremont,  Que. 

T.  Landreault,  1928  Gouin  Boulevard. 
Bordeaux,  is  making  repairs  to  three  resi- 
dences. 

Perth,  Ont.  . 

A.  B.  Rudd  contem])lates  the  erection 
ci  a  residence  on  Alexander  Street. 

Rockwood,  Ont. 

J.  J.  Aldons  is  erecting  a  Ijrick  veneer 
residence. 

St.  Lawrence  River,  Ont. 

y\.  Stuart  Allaster,  Brockville,  archi- 
tect for  $4,500  one-storey  rough  granite 
and  frame  residence  for  Mrs.  J.  K.  But- 
ler, New  York  City,  will  call  tenders  for 
all  trades  except  electrical  work. 

Youville,  Que. 

J.  C.  Corlieil,  Creniazie  Road,  will 
build  an  addition  to  his  residence.  Ar- 
chitect, Ernest  A.  Labelle. 

CONTRACTS  AWARDED 
Dartmouth,  N.S. 

James  J.  O'Toole,  129  Ochterloney  St., 
and  Clif  .A..  Young,  Victoria  Road,  have 
the  plumbing  and  O.  Hilchey  the  electri- 
cal work  for  four  tenements  for  the 
Dartmouth   Reconstruction  Committee. 

Halifax,' N.S. 

J.  Starr.  Son  &  Co.,  Granville  St..  have 
the  electrical  work  and  Farquhar  Broth- 
ers, Barrington  St..  the  plumbing  con- 
tract for  160  residences  to  be  erected  for 
the  Reconstruction  Committee. 

John  D.  Munro,  4  Tower  Terrace,  has 
the  masonry  contract  for  $4,000  residence 
for  Gordon  Langille,  298  Oxford  St.,  who 
will  carry  out  the  carpentry  and  roofing. 
Tenders  will  be  called  later  for  plumb- 
ing, heating,  plastering,  painting,  and 
electrical  work. 

Ottawa,  Ont. 

The ' following  sub-contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $13,000  apartment  house  for  Dr. 
Robert  Law,  Laurier  Ave.  E.:  Electrical 
work,  Marchand  &  Donelly.  128^  Sparks 
St.;  heating,  A.  Gauthier  &  Co.,  307  Dal- 
housie  St.;  i)lastering,  H.  McNaulty,  041 
King  Edward  Ave. 

Bowman  &  Sons,  2,39  Mfirence  Street, 
have  the  plastering  contract  for  two 
$4,000  2i^-storey  stucco  residences  for 
Barrett  P.rothers,  200  Catherine  St. 

Three  Rivers,  Que. 

Rosario  Gagnon  has  the  plumbing  and 
Z.  Girard  the  electrical  work  for  $6,000 
addition  to  tenement  for  Eddy  Martin, 
St.  Cieorge  Street. 

Toronto,  Ont. 

The  following  contracts  liavc  been 
awarded  in  connection  with  the  erection 
of  a  $5,500  two-storey  residence:  Mason- 
ry, f-'.  &  A.  E.  Ham,  85  Salem  Ave.;  car- 
pentry, S.  Hogg,  242  Markham  St.;  roof- 


ing and  sheet  metal,  G.  M.  Bryan,  50:! 
Yonge  St.;  electric'wiring,  Harris  &  Mar- 
son,  81a  Parkway  Ave.;  plumbing,  Mc- 
Naughton  &  McKenzie,  1039  Shaw  St. 
Eden  Smith  &  Sons,  33  Scott  St.,  are  the 
architects. 

Westmount,  Que. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $15,000  block  of  residences  for  the 
Askew  Estate,  care  of  Royal  Trust  Com- 
pany, 107  St.  James  St..  Montreal:  Brick 
work  and  plastering,  George  H.  Knott  & 
Co.,  Desnoyers  St.;  roofing.  D.  Nicholson 
&  Co.,  837  St.  Paul  St.  West;  electrical 
work,  Montreal  Electric  Company,  Ltd., 
92  St.  Felix  St.;  plumbing  and  heating, 
A.  Cooper,  23  Latour  St.;  painting  and 
decorating,  F.  E.  Maxwell  &  Co.,  232  La- 
gauchetiere  St.  W. 

Power  Plants,  Electricity  and 
Telephones 

Port  Dover,  Ont. 

Town  Council  contemplate  installation 
of  hydro  system.    Clerk.  James  Slian. 


Fires 

Beamsville,  Ont. 

Residence  owned  y  \Villiam  Schultz, 
King  St.,  considerably  damaged. 

Bruce  Township,  Ont. 

Residence  owned  by  William  A.  Begg, 
Boundary  East.  Kincardine  P.O.  Loss, 
$4,000.  Owner  expects  to  rebuild  in  the 
spring. 

Dartmouth.  N.S. 

Residence  owned  by  Alex.  Hutchinson, 
corner  Ochterloney  and  Pine  Streets. 
Loss  considerable.  Will  likely  rebuild. 

Dundas,  Ont. 

Business  blown  owned  by  J.  W.  Boyle, 
Napier  St.    Loss,  $15,000.    Will  rebuild. 

Fort  Frances,  Ont. 

General  store  owned  by  O.  Jall)ert. 
Loss,  about  $30,000. 

Halifax,  N.S. 

"St.  Mary's  Hall,"  owned  by  St.  Mary's 
Society,  Barrington  St.  Loss,  between 
$10,000  and  $15,000. 

Warehouse  on  Water  St.,  owned  by 
the  Furness,  Withy  Company,  Ltd,  Loss, 
$20,000. 

Building  owned  by  Griffin  &  Keltic,  687 
and  689  Barrington  St.,  considerably 
damaged.    Will  repair  immediately. 

Hawkesbury,  Ont. 

Carpenter  shop,  etc..  on  Main  Street 
East,  owned  by  Octave  Rochon.  com- 
pletely destroyed. 

Hull,  Que. 

Residence  owned  l)y  Thomas  Mackar- 

ell,  Aylmer  Road.  Loss.  $30,000.  Will 
probably  rebuild. 

Joggin's  Mines,  N.S. 

General  store,  wareliouse,  etc.,  owned 
by  G.  A.  A.  McCIary  &  Co.,  totally  de- 
stroyed.   Will  iprobal)ly  rebuild. 

Limoilou,  Que. 

I^esidence  owned  l)y  M.  Pare,  Second 
.Ave.  Loss  considerable.  Will  probably 
rel)uild. 

Lunenburg,  N.S. 

Residence  and  barns  owned  by  K.  C. 
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BOILERS 


Erie  City  Vertical  and  Horizontal 
water  tube  boilers  of  any  size  and 
capacity  can  be  built  and  installed  by 
us  on  short  notice. 

We  are  equipped  to  submit  suggestions 
or  quote  on  your  specifications. 


The  John  Inglis  Company,  Limited 

ENGINEERS  AND  BOILERMAKERS 
14  Strachan  Ave.       -       -       Toronto,  Canada 

Ottawa  Representative— J.  W.  ANDERSON,  7  Bank  Street  Chambers 
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Fires 

S.  Kaulbach  destroyed  by  fire.  I-oss 
considerable.  ' 

Montreal,  Que. 

West  wing  of  convent  at  Guy  and  Dor- 
chester Streets,  owned  by  the  Grey  Nuns, 
destroyed  by  hre.  Will  rebuild  at  once. 
Address,  Rev.  Sister  La  Framboise. 

Ottawa,  Ont. 

Stores  and  apartments  on  Bank  Street 
owned  by  Lieut. -Col.  R.  Gordon  Stew-* 
art,  153  Gilmour  St.  Loss,  $3,000. 

Pembroke,  Ont. 

I'actory  on  Victoria  Street  owned  by 
A.  Barrs  &  Son.    Loss,  $8,000. 

Port  Dover,  Ont. 

Store  and  apartments  on  Dalhousie  St. 
owned  by  W.  J.  Baskerville,  58  George 
St.    Loss,  $3,000.    Will  rebuild  soon. 

Store  and  residence  owned  by  S.  K. 
Smith,  610  Somerset  St.    Loss,  $3,000. 

Preston,  Ont. 

Clothing  store  on  King  Street,  owned 
by  P.  J.  O'Connor.  Total  loss  estimated 
at  $12,000. 

Quebec.  Que. 

"Trinity"  Church,  on  Stanislas  Street, 
owned  by  the  congregation.  Loss, 
$10,000.  Will  rebuild  in  the  spring,  to 
cost  $13,000.  Pastor,  Rev.  A.  R.  Bever- 
ley. 

Residence  owned  by  W.  J.  Hackett,  207 
St.  Paul  Street.  Loss,  $13,000.  Will  re- 
build in  the  spring,  to  cost  $15,000. 

Plamondon  Hall,  owned  by  J.  Eugene 
Galibois.  7  Charest  St.  Loss,  $15,000. 
Will  rebuild  in  the  spring,  at  a  cost  of 
$35,000. 

RosenBeld,  Man. 

Elevator  owned  by  the  Lake  of  the 
Woods  Milling  Company,  Ltd.,  head  of- 
fice 313  McDermot  Ave.,  Winnipeg.  Loss, 
about  $30,000.  Address,  W.  A.  Mathe- 
son  &  Co. 

Saints  Anges,  Que. 

Church  owned  by  the  parish  complete- 
ly destroyed.  Loss,  $75,000.  Will  be  re- 
built in  the  spring.  Priest,  Rev.  J.  A. 
Provencher. 


Miscellaneous 

Brantford,  Ont. 

Tenders  are  being  received  by  the 
clerk,  M.  F.  Leonard,  addressed  to  Alder- 
man J.  W.  English,  chairman  of  the 
Board  of  Works,  until  noon,  March  7, 
for  year  supply  of  cement,  road  oils,  and 
sewer  pipe. 

Cap  de  la  Madeleine,  Que. 

Mr.  Alfred  iirousseau  wants  prices  on 
a  quantity  of  building  material;  also  in- 
formation, catalogues,  and  prices  on 
ready-made  frame  houses. 

Mr.  Alfred  Brousseau  wants  prices  on 
a  ([uaiitity  of  plumbing  and  sanitary  sup- 
j)lies, 

Grand'Mere,  Que. 

City  (  ouncil  contemi)lates  the  pur- 
chase of  hydrants.  Engineer,  Charles 
Gelinas. 

Tenders  will  be  called  by  March  15 
for  the  erection  of  a  concrete  shed  cost- 
ing about  $3,000,  for  Theo.  Tanguay, 
Main  Street. 

Aime  Ally,  St.  Catherine  St.,  wants 
prices  on  plate  glass  for  store  fronts,  hot 
water  furnaces,  piping,  quantity  of  soft 


and  plastic  red  l)ricks,  and  concrete 
l)li)cks. 

Theo.  Tanguay.  Main  St.,  has  prepared 
plans  for  a  large  concrete  shed  to  be 
erected  shortly. 

Halifax,  N.S. 

Heber  Hartlen,  90  Gottingen  St.,  con- 
templates the  erection  of  a  $5,000  two- 
storey  stable. 

Hamilton,  Ont. 

The  Imperial  Oil  Company,  56  Church 
St.,  Toronto,  will  construct  four  steel  oil 
tanks  on  Victoria  Ave.  N.,  at  a  cost  of 
$55,000.  Local  manager,  Charles  A.  May- 
er, 73  Barnsdale  Boulevard,  Hamilton. 

Hull,  Que. 

City  Council  contemplate  the  establish- 
ment of  a  fuel  yard  and  storage  building. 
Clerk,  H.  Boulay. 

Kingston.  Ont. 

City  Council  contemplate  the  purchase 
of  fire  equipment,  costing  $30,000.  Clerk, 
Vv^.  Sands. 

Lake  Masketsy,  Que. 

Asselin  &  Denoncourt,  Notre  Dame 
St.,  Three  Rivers,  are  preparing  plans  for 
$4,000  club  house  to  be  erected  near  Har- 
vey Junction. 

Levis,  Que. 

Tenders  will  be  called  in  March  for  an 
electric  elevator  costing  $35,000  for  Cie 
Maritime  &  Industrielle  de  Levis  Ltee. 
Secretary-treasurer,  Elz.  Beaulieu. 

The  Imperial  Oil  Company,  Ltd.,  1350 
St.  Valier  St.,  Quebec,  contemplate  the 
erection  of  four  tanks  near  St.  David,  at 
a  cost  of  $75,000  each.  Superintendent, 
John  Laird. 

London,  Ont. 

The  various  Orange  lodges  will  either 
l)uild  a  hall  or  purchase  a  building  and 
remodel  same.  Address,  J.  W.  Carson, 
689  Colborne  St. 

The,  London  Street  Railway  Company, 
Thames  Street,  are  in  the  market  for 
electrical  equipment,  painting  material, 
timber,  etc.,  necessary  for  rebuilding  a 
number  of  street  cars.  Manager,  C.  B. 
King. 

Melfort,  Sask. 

Town  Council  contemplate  the  pur- 
chase of  a  Diesel  oil  engine.  Power  en- 
gineer, W.  L.  Connor. 

Nanaimo,  B.C. 

The  Town  Council  will  purchase  3500 
ft.  of  H  in.,  3000  ft.  of  U  in,  and  200  ft. 
of  3  in.  pipe.    Clerk,  Alex.  L.  Rattray. 

Ottawra,  Ont. 

Tenders  will  be  received  by  the  secre- 
tary, R.  C.  Desrochers,  Ottawa,  until  4 
p.m.  March  5  for  the  supply  of  29,500 
I)ounds  of  No.  6  S.W.G.R.B.B.  galvanized 
iron  telegraph  wire  and  500  pounds  No.  9 
soft  annealed  galvanized  iron  tie  wire  for 
the  Department  of  Public  Works,  Domin- 
ion Government,  delivery  to  Nelson,  B.C. 
State  earliest  date  of  delivery. 

Peterboro.  Ont. 

Ephgrave  &  Barrett,  contractors,  633 
Downie  St.,  are  in  the  market  for  prices 
and  information  on  a  quantity  of  build- 
ing material,  including  wire  lath  and 
structural  steel. 

Portage  la  Prairie,  Man. 

The  rural  municipality  contemplate  the 
purchase  of  an  engine  and  grader.  Clerk, 
D.  Mc("owan,  Portage  la  I'rairie. 

"Port  Dover,  Ont. 

Tlie  Dominion  Natural  Gas  Company 


plan  to  drill  additional  wells  and  extend 
mains  in  tlie  spring,  at  a  cost  of  $5,000. 

Quebec,  Que. 

The  Quebec  Provincial  Exhibition 
Commision  plan  to  establish  a  zoological 
garden,  costing  $20,040.  Water  and  drain- 
age system  will  be  installed.  Engineer 
W.  D.  BaiUarge,  City  Hall. 

Sorel,  Que. 

Leclaire  &  Fils  have  received  contract 
for  the  construction  of  six  steel  ships, 
costing  $1,500,000,  and  are  in  the  market 
for  a  quantity  of  tools.  Address,  Mr.  I'". 
Bridges. 

St.  Eustache,  Que. 

Town  Council  require  a  second-hand 
steam  roller  and  a  tar  spraying  pot  in 
good  condition.  Further  particulars  ad- 
dress J.  A.  G.  Belisle,  Secretary-treasurer, 
St.  Eustache. 

Three  Rivers,  Que. 

Mr.  C.  H.  Jette.  39  Bonaventure  St., 
would  like  catalogues  and  prices  on 
ready-made  frame  houses. 

City  Council  want  prices  on  a  3,000 
gallon  centrifugal  pump  (split  case),  one 
stage,  and  one  300  h.p.  gasoline  engine. 

Tillsonburg,  Ont. 

Council  has  authorized  the  purchase  of 
fire  hose.    Fire  chief,  Thomas  Young. 

Toronto,  Ont. 

H.  N.  Dancy  &  Son,  C.P.R.  Building, 
are  in  the  market  for  a  quantity  of  soft 
and  sharp  sand. 

E.  B.  Shuttleworth  Chemical  Company, 
19  Dundas  St.  E.,  want  an  electric  motor 
from  3  to  5  h.p.,  25  cycle,  single  phase, 
D.C. 

Tupperville,  Ont. 

Carl  Lynch  is  going  into  manufacture 
of  various  lines  of  cement  goods,  tile, 
etc.,  and  is  interested  in  supplies. 

CONTRACTS  AWARDED 
Bassano,  Alto. 

The  Canadian  Allis-Chalmers,  Ltd.. 
corner  Fourth  St.  and  Eleventh  Ave.  W., 
Calgary,  have  the  contract  for  a  pump 
and  75  h.p.  motor  for  the  Waterworks 
Department,  Town  Council. 

Corunna,  Ont. 

R.  Irwin,  321  Wellington  St.,  Sarnia, 
has  the  general  contract  for  garage  for 
George  McCormick,  298  DufYerin  .'\ve. 

Montreal,  Que. 

James  Shearer  Company,  Ltd..  225  .'^t. 
Patrick  St.,  have  the  general  contract  for 
Y.M.C.A.  hut  for  the  Young  Men's  Chris- 
tian Association,  137  Drummond  St. 
St.  John,  N.B. 

The  Canadian  Lock  Joint  Pipe  Com- 
pany, 1706  Scarth  St.,  Regina,  have  the 
.general  contract  for  $30,000  cement  pipe 
line  for  the  City  Council. 


CONTRACTORS 
and  TENDERERS 

for  Superior  Service 

THE 

Canadian  Surety  Co. 

26  Wallington  St.,  Ea«t 

Phone  Main  2609   TORONTO,  Ont. 
Represented  in  all  tlie  principal 
cities  and  towns  in  the 
Dominion. 

BONDS  INSURANCE 

of  every  description      Plate  Glass-Burglary 
Automobile 
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SERVICE 


in  the  trenches  is  the  test  of 

a  soldier's  stamina  and  worth 

Vitrified  Clay  Pipe 

"THE  PERMANENT  PIPE" 

is  holding  the  trenches  against  disease  in  every 
Canadian  City. 

Attacks  by  such  enemies  as  corrosion,  electrolysis  and 
decay  are  repelled  without  a  casualty.  No  siege  is 
long  enough  to  put  its  resistance  to  the  test. 

For  public  or  private  sewerage,  for  drains  and  for 
culverts,  Vitrified  Clay   Pipe  is  the  logical  Material. 


Ontario  Sewer  Pipe  Co.  Limited 

Mimico,  Onl. 


Tenders  and  For  Sale  Department 

j! 


! 


Stone  Crusher  Wanted 


Wanted  to  rent,  for  season  of  l!tlS,  a  complete 
portable  stone  crushing  outfit,  size  of  crusher 
about  10  by  IG.  Apply,  giving  terms,  to  Box  09:!, 
Contract  Record,  Toronto.  9-t.f. 


CITY  OF  BRANTFORD,  ONT. 


Tenders  for 

Cement, 
Road  Oils 

and 

Sewer  Pipes 


[  .  Sealed  tenders,  addressed  to  Alderman  J.  W. 
English,  Chairman  of  Board  of  Works,  in  care 
of  the  City  Clerk,  Brantford,  Ontario,  will  be 
received  until  twelve  o'clock  noon  on  Thursday, 
March  7th,  1918,  for  the  supplies  of  Cement,  Road 
Oils  and  Sewer  Pipes  required  by  the  City  of 
Brantford  during  1918. 

Specifications  may  be  seen  and  form  of  tender 
obtained  on  application  to  the  City  Engineer. 

Each  tender  must  be  accompanied  by  a  marked 
cheque,  payable  to  the  order  of  the  City  Trea- 
surer, for  5  per  cent,  of  the  amount  called  for 
in  the  form  of  tender. 

The  lowest  or  any  tender  not  necessarily  ac- 
cepted. 

T.  HARRY  JONES, 

City  Engineer. 

City  Hall,  Brantford,  Ont., 

February  18,  1918.  8-9 


POSITIONS  WANTED 


DESIGNING  AND  CONSTRUCTION  EN- 
GINEER, experienced  in  Factories,  Grain  Elevat- 
ors, Docks,  Ship  Bertlis,  Hydraulic  Plants,  etc., 
open  for  a  responsible  position.  Box  687,  Con- 
tract Record,  Montreal.  8-9-10 


Late  News 

Amherstburg,  Ont. 

Tlic  Ki-nip  Furniture  Company,  Dal- 
liou-<ie  Street,  have  secured  a  site  at  Rich- 
mond and  Bathurst  Streets,  on  which 
they  will  erect  a  two-storey  business 
block.  Owners  are  interested  in  freight 
elevator  and  want  prices  on  material  in 
general,  heating  system,  etc.  Maiia,i(cr, 
J  G.  Sutton. 

Biggar,  Sask. 

rians  and  specifications  with  the  ar- 
chitect, N.  L.  Thompson,  310  Willougbby 
Block,  Saskatoon,  and  tenders  will  be 
received  by  the  secretary,  ]'>.  Robinson, 
from  March  1  until  March  18  for  tiic 
erection  of  a  .$25,000  .-Hblilion  to  school 
for  I  he  .School  Board. 

Calgary,  Alta. 

'I  cndcrs  arc  lieing  received  by  the  gen- 
eral superintendent  here,  J.  M.  Cameron, 


until  noon  March  5  for  the  erection  of 
section  houses  and  stations  in  fifteen 
towns  in  Alberta  and  Saskatchewan  for 
the  Canadian  Pacific  Railway,  head  office, 
Montreal. 

Creston,  B.C. 

Graham  Co.,  Ltd.,  Belleville,  Ont.,  con- 
template the  erection  of  an  evaporator, 
etc. 

Hamilton,  Ont. 

Tenders  are  being  received  by  the  ar- 
chitect, F.  W.  Warren,  Bank  of  Hamilton 
Bldg.,  for  painting,  glazing  work,  cop- 
per store  front  and  tile  work  in  connec- 
tion with  alterations  costing  $10,000,  to 
store  on  King  St.  E.  Plans  and  specifi- 
cations at  the  office  of  MacLean  Daily 
Reports,  Ltd.,  34.5  Adelaide  St.  VV.,  To- 
ronto. 

Nelson,  B.C. 

The  Consolidated  Mining  &  Smelting 
Co.,  Trail,  contemplate  the  erection  of 
a  concentrator. 

Notre  Dame  de  Grace,  Que. 

The  Montreal  City  and  District  Sav- 
ing Bank,  head  office,  Montreal,  con- 
template the  erection  of  a  branch  bank 
at  the  corner  of  Oxford  and  Sherbrooke 
Streets.    Architect,  A.  H.  Lapierre. 

Three  Rivers,  Que. 

N.  Dechene  &  Cie,  106  Des  Forges  St., 
are  in  the  market  for  seven  hot  water 
furnaces  and  a  quantity  of  yi  in.,  1  in., 
1  J/2  in.  and  3  in.  wrought  iron  pipe. 

Toronto,  Ont. 

Tenders  will  be  called  about  March  11 
for  »the  erection  of  a  five-storey  brick 
addition  to  bakery  for  the  Ideal  Bread 
Co.,  Ltd.,  183  Dovercourt  Road.  Archi- 
tect, Sydney  Comber,  Room  213,  ,511  St. 
Catherine  St.  W.,  Montreal. 

Windham  Township,  Ont. 

The  Township  Council  will  probably 
construct  a  bridge,  steel  superstructure 
and  concrete  abutments,  to  replace  bridge 
which  has  been  destroyed.  Engineer, 
Guy  R.  Marston,  Simcoe. 


Fires 

Moncton,  N.B. 

DcTiible  residence  owned  by  William  C. 
Knight,  171  St.  George  St.,  badly  gutted. 

Mont  Joli,  Que. 

Hotel  owned  by  M.  J.  Langlois.  Loss, 
$10,000.  Will  rebuild  in  the  spring,  to 
cost  $1."),000. 

Newington,  Ont. 

School  owned  by  the  Public  School 
Board.    Loss,  about  $3,, 500.    Will  rebuild. 

Oakville,  Ont. 

Residence  owned  by  Major  W.  F. 
h'aton  totally  destroyed.  Loss  consider- 
able. 

Mill  owned  by  Penmans,  Ltd..  Willow 
St.,  Paris.  I-oss,  about  $7,000.  Will  pro- 
bably rebuild  at  once. 

Sherbrooke,  Que. 

.Sheds,  etc.,  owned  l)y  the  Sherbi-ookc 
Iron  Works.    Loss,  about  rti.'i.OOO. 

Residence  on  Prosnect  Street  owned 
by  H.  G.  Tames,  Whiting  Block,  Loss 
$7,000.    Will  rebuild  immediatelv. 


St.  Constant,  Que. 

Candle  works  owned  by  F.  Baillarget 
Estimated  loss,  $20,000. 

St.  Foye,  Que. 

Church  owned  by  the  congregatio 
Loss  considerable.  Curate,  Rev.  M 
Scott. 

St.  Hyacinthe,  Que. 

Residence  owned  by  G.  A.  Charpe 
tier,  corner  Cascades  and  St.  Joseph  ."^ 
Total  loss,  $10,000.  Will  likely  rep.i 
building  at  once. 

St.  Marie,  Ont. 

Church  owned  by  the  parish  conside 
ably  damaged.  Loss,  about  $30,000.  \V 
be  rei)aired  in  a  few  weeks.  Priest,  Re 
J.  E.  Feuiltault. 

Thorold  Township,  Ont. 

Residence  "Hagar  Homestead,"  owm 
by  the  Department    of    Public  Work 
Dominion    Government.     Loss,    .$5. Oil 
Will  probably  rebuild.    Secretary,  K. 
Desrochers,  Ottawa. 

Toronto.  Ont. 

Garage  at  Armour  Heights,  owned  1 
the  Royal  Flying  Corps,  56  Clnirch 
Total  loss,  $15,000. 

Wainfleet  Township,  Ont. 

Barn  and  outbuildings  owned  by  Clai 
McCollum,  Welland.  Loss,  $3,000.  Ni 
decided  when  will  rebuild. 

Windsor,  Ont. 

Residence  owned  by  S.  H.  Smith  tot;i 
ly  destroyed. 


Incorporated  Companies 

Hepworth,  Ont. 

The  Northern  Gas  and  Gasoline  Con 
pany,  Ltd.,  capital  $60,000,  to  drill  for  u 
and  natural  gas. 

Toronto.  Ont. 

The  Ontario  Oakoal  Company.  Lt( 
908  Royal  Bank  Building,  capital  $25,00 
Secretary  and  manager,  J.  B.  Potts. 
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Fig.  C  21.    Mantel  Clock 

ARTISTIC  MERIT 

as  well  as  accuracy  in 
Time-keeping  is  embodied 
in  all  Pulsynetic  Electric 
Clocks.  No  matter  wheth- 
er they  are  to  be  fixed  in 
the  Residence,  Office,  Fac- 
tory, Warehouse,  or  Tower, 
we  have  the  corred  design 
at  the  right  price. 

One  master  transmitter  con- 
trols any  number  of  dials, 
irrespedlive  of  size  or  posi- 
tion and  never  wants 
winding. 

Architeds,  Engineers  and 
all  interested  in  Corred 
Time  should  send  at  once 
for  our  Book  Five,  or  full 
particulars  and  prices  may 
be  obtained  from:-— 


W.  Ashall 
442  Sherbourne  St. 
TORONTO 

Gent  &  Co.,  Ltd. 

Leicester,  Eng. 
Cables,  Lodestone 


OxyAcetylene  \\^lding  and  Cutting 


Welding  all  seams,  flanges 
and  nipples  by  Prest-O- 
Lite  Process  at  a  great 
saving  in  cost. 


Leak -Proof  Tanks 
Cost  Less  To  Make 

This  illustration  shows  one  of  a  series  of  welded 
tanks,  used  by  a  large  manufacturing  company  to 
contain  a  searching  chemical  liquid.  Conclusixx 
tests  proved  the  tanks  positively  leak-proof.  They 
cost  much  less  to  make  by  welding  than  l)y  any 
other  method. 

!n  thousands  of  shops  and  factories  the  Prest-O- 
Lite  Process  of  oxy-acetylene  welding  is  displac- 
ing the  rivet,  bolt,  and  threaded  joint.  The  result 
is  neater,  stronger  work  and  reduced  cost. 

For  routine  consj:ruction  work,  or  "on-the-spot" 
repairing,  the  Prest-O-Lite  Process  is  unequalled. 


PROCESS 


employs  botli  gases  (acetylene  and  o.xygen)  in  portable  cyl- 
inders. I'rcst-O-Lite  Dissolved  Acetylene  is  backed  by 
J'rest-O-Lile  Service,  whicb  insures  prompt  exxbange  of  full 
cylinders  for  empty  ones.  Provides  dry,  purified  gas,  insur- 
ing better  welds,  quicker  work  and  lower  operating  cost. 

Apparatus  consists  of  an  equal  pressure  blow  pipe,  auto- 
matic regulators  and  gauges,  and  all  necessary  equipment. 
Adaptable  for  oxy-acetylene  cutting  by  the  addition  of  special 
cutting  blow  pipe. 

Thorough  instructions  are  furnished  free  to  every  user 
iif  Prest-O-i-ite  Dissolved  Acetylene.  Any  average  work- 
man wlio  luiderstands  metals  can  learn  the  welding  process 
quickly  and  easily. 

We  will  gladly  send  illustrated  literature  and  interesting 
data  showing  actual  instances  of  savings  made  by  others. 
It  may  suggest  valuable  ideas  to  you.    Write  for  it. 

Address  Dept.  C-105 

THE  PREST-O-LITE  CO..  INC. 

CANADIAN  GENERAL  OFFICES 
Prest-O-Lite  Building 
Corner  Elm  Street  and  Centre  Avenue 
TORONTO 
Direct  Factory  Canadian  Plants: 


Branches : 
Montreal,  P.Q. 
Merrillon,  Ont. 
'I'oronlo,  Ont. 
Winnipeg.  Man. 


Toronto,  Ont. 
Merritton,  Ont. 
St.  Boniface,  Man. 
Shawinigan  Falls, 

P.Q. 


World's  Largest  Makers  of  Dissolved  Acetylene 
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Do  You  Want  Crushed  Stone  ? 

That  is  Clean,  Tough  Stone  of  a  Quality 
suitable  for  Macadam  Road  and  Concrete 

We  can  supply  you  in  any  size  or  quantity. 

Our  service  is  unexcelled  and  our  prices  right. 
Phone  or  write  us  for  quotations  when  you  are  In  the  market 
Office  -  M  4515-M  451«      Resldence-P  2278 

Crushed  Stone  Limited 

47  Yonge  St.  Arcade,  Toronto 

G.  W.  Essery,  Manager 


SPRINKLER 
TANKS 

AND 

TOWERS 

We  are  the  largest  manu- 
facturers in  Canada  of 
both  wood  and  steel  Tanks 
and  substructures  for  fac- 
tory sprinkler  systems 
and  for  Municipal 

RAILROAD  AND 

SUBURBAN 
WATER  SUPPLY 

We  shall  be  pleased  to 
furnish  you  with  all  the 
information  and  data  you 
may  require  on  this  clas? 
of  work. 

Send  us  your  blue  prints 
for  estimates 


Send  for  special  Tank  and  Tower  Catalogue 

Ontario  Wind  Engine  &  Pump  Co. 

Toronto  Montreal  Limited       Winnipeg  Calgary 


Sand,  Gravel  and  Crushed  Stone 

Lime  Fire  Clay 

Cement  Fire  Brick 

Plaster  Sewer  Pipe 

Hair  Weeping  Tile 

Building  Stone 

Our  prices  are  right  and  our  service  good. 

Britnell  &  Co.,  Limited 

C.P.R.  Crossing,  Yonge  St.,  North  Toronto 


Phones,  Office  North  |        Evenings,  North 


1  2107 


For  Sale 

14B  Bucyrus  Shovel, 

Traction  Wheels,      yd.  dipper. 

Clam  Shell  Buckets,  14,  J^,  1,  ly^  yard. 
Orange  Peel,  1  yard  Hayward. 

One  luOO-lb.  Pile  Driver,  Drop  Hammer,  with  Leaders. 

American  7  x  10,  double  drum  Hoist  with  Swinger. 

Mundy  6}/2  x  12,  double  drum  Hoist  with  Swinger. 

New  6>i  X  8  Doty  double  drum  Hoist  with  Boiler. 

New  7  X  10  double  drum  Hoist  with  Boiler. 

7  X  10  1).  D.  Reversible  Skeleton  Hoist. 

S  X  12  3-Drum  Hoist,  witli  swinger  and  boiler. 

Dake  Steam  Swinger,  8  H.P. 

5  ton  Stiff  Leg  I)errick;  5  ton  Guy  Derrick. 

A  Frame  Travelling  Derrick. 

Assorted  Hand  Power  Derricks. 

%    yd.   and   I/2    yd.   Concrete   Mixers   with   Engine  and 

Boiler  on  Wheels. 
1/2  yd.  and  1  yd.  Smith  Mixers  on  Skids. 
2000  feet  of  Portable  Track,  24-in.  gauge. 
Six  lYz  yd.  V-shaped  Steel  Cars,  Side  Dump,  24-in.  gauge. 
Ten  4  yd.  Western  Dump  Cars,  36-in.  gauge. 
15  ton  Porter  Standard  Gauge  Locomotive. 
Two  10  ton   Vulcan   Locomotives.  36-in.  gauge. 
Gyratory   Crushers,   Nos.   3,  4  and  5. 
Taw  Crushers,  7  x  10  and  10  x  16,  Acme  Portable. 
No.  0  Thew  Steam  Shovel,  on  Railway  Wheels. 
.35  H.P.,  40  H.P.,  and  60  H.P.  Locomotive  Boilers. 
Large  Assortment  Vertical  Boilers,  5  H.P.  to  125  H.P. 
Two  Diaphragm  Pumps,  driven  by  Gasoline  Engines. 
Five  New  and  irsed  Pulsometers,  various  sizes. 
Twenty  Tons  25  lb.  rail;  Seventy  tons  56  lb.  rail. 

Write  for  piices  and  further  particulars. 

The 

A.  R.Williams  Machinery  Co. 

Limited 

64-66  Front  St.  W.,  Toronto,  Ont. 


Electric  Cranes 


Patent  Type  E  Crane  Trolley 
Made  in  Canada 


Electric 
and  Hand 
Traveling 

Cranes 

Electric 
and  Air 
Hoists 


NORTHERN  CRANE  WORKS,  LTD. 

WALKERVILLE,  ONT, 
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Canada  Iron  Foundries,  Limited 


Head  Office 

Mark  Fisher  Building 
MONTREAL 


Car  Wheels,  Cast  Iron  Water  and  Gas  Pipe,  Specials,  Valves,  Hydrants,  etc..  Castings 
of  all  kinds,  Mooring^  Bollards  for  both  Concrete  and  Wooden  Docks 


SWANSEA 

Salt  Glazed  and  Vitrified 

SEWER  PIPES 


True  to  Size 
Impervious  to  Water 

Sizes  manufactured  and  al- 
ways in  stock  4  in.  to  24  in. 


Ask  for  Price  List 
and  Discounts 


also 

Chimney  Tops 
Flue  Liningfs 
Wall  Copingr 
Culvert  Pipe 
Inverts 

Telephone  (Toronto  Connection) 
Parkdale  5000 


The  Dominion  Sewer  Pipe  Co. 

(The  Independent  Co.)  Limited 

SWANSEA  (near  Toronto) 


National  Iron  Works 

LIMITED 

Head  Office,  Works  and  Docks— TORONTO 

CAST  IRON  PIPE 

Every  Size  for  Water,  Gas,  Culvert  or  Sewer, 
Carried  in  Stock  at 

MONTREAL  -  TORONTO  -    PORT  ARTHUR 

RAIL  OR  LAKE  SHIPMENTS 


Dominion  Iron  and 
Wrecking  Co.,  Ltd. 

Canada's  Largest 
Cash  Buyers  and  Liquidators 


Factories  and  Complete  Plants. 

Marine  Wreckers  and  Dismantlers. 

Scrap  Iron,  Steel,  Metals,  and  Waste  Materials. 

Distributors  of  Spelter,  Ingot  Copper,  Lead,  Tin, 
Antimony. 

Iron  and  Steel  Shafting,  all  sizes  and  lengths. 
New  and  Used  Electrical  Equipment. 

Power  Machinery,  Electrical,  Hydraulic,  Steam 
and  Gas. 

Relaying  Rails  of  all  sizes  always  in  stock. 

General  Offices : 

Transportation  Bldg.,  MONTREAL 


Quebec 


Tel.  Main  3751 


St.  John  N.B. 


Pacific  Coast  Pipe  Co.,  Ltd. 

Wire  Wound  Wood  Stave  Pipe 

from  2  in.  lo  24  in.  diameter 

Continuous  Stave  Pipe 

from  16  in.  to  12  ft.  diameter 


1551  Granville  Street 


Vancouver,  B.  C. 


■ 
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Makes  roads  last  longer 

Fluxphalte  is  the  best  macadam  road  preservative.  Being  used  by  road  com- 
missioners and  contractors  all  over  Canada  with  finest  results.  Binds  the  sur- 
face of  roadway  so  that  no  dusting  occurs.  Makes  surface  smooth  as  asphalt 
pavement  and  keeps  it  in  this  condition.  Saves  expense  of  repairs  and  constant 
attention.  \ 
Send  for  free  booklet  and  further  details. 


•ASPMl 


OP  rmm  m 


em  Mill  ©II,  C?  Imum 


To  Secure 
ECONOMY  and  DURABILITY 

Construct  Your 

SEWERS 

from 

Reinforced  Concrete  Pipe 

Manufactured  by 

Dominion  Concrete  Co. 

Limited 

KEMPTVILLE       -  ONTARIO 

'^Better  good  pipe  at  a  fair 
price  than  poor  pipe 
at  any  price, " 

N.  B.  The  adjoining  Illustration  shows  a  line  of  42-ln.  pips 
In  a  trench  ready  for  filling. 
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Current  Prices  of  Building  and  Engineering  Materials 


TORONTO  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — delivered  in  5-barrel  lots,  $2.S5  per  bbl. ; 
with  bags,  $3.25;  car  lots,  $2.15  on  the  track, 
with  pkgs.,  $2.55. 

Lime— grey  60c,  white  70c  per  100  lbs.,  delivered 
in  not  less  than  1500  lb.  lots.  At  the  ware- 
Iiouse,  grey  55c,  white  65c.  Hydrated  lime, 
$16.00  per  ton  delivered;  $15.00  at  warehouse. 

Brick — No.  1  dry  pressed  red  brick,  $20;  buff, 
$20,  f.o.b.  the  job;  No.  2,  $18;  common  red 
stock  brick,  $16;  grey,  $16;  wire-cut  brick, 
for  foundation  work,  $12.50  on  the  cars,  de- 
livered $14;  "Tapestry"  brick,  imported,  $25, 
to  $35;  local  Rug,  $20;  sand-lime  brick,  $10.25 
f.o.b.  car  at  King  Edward  Siding;  $9.00  f.o.b. 
car  or  wagon  at  plant.  Paving  brick,  local 
manufacturers  not  quoting  prices  at  present, 
imported  paving  squares,  delivered  at  job 
in  Toronto,  best  quality  $80,  second  quality 
$75,  third  quality  $70.  (These  prices  are 
merely  approximate,  as  no  sales  are  recorded). 
Sun-Te.x  face  brick,  $20  to  $30  at  plant,  $24 
to  $34  delivered,  price  depending  on  color 
and  texture;  Denison  interlocking  hollow 
tile,  $80  per  M.  at  plant,  $97.50  delivered. 
Lots  over  100,000,  $75. 

Fire  brick— $05  to  .'?S5  per  M.,  according  to  qual- 
ity.   Fire  clay,  $15  per  ton. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 
Toronto  prices,  F.O.B.  Car: 
Crushed  stone— 2  in.,  $1.50;  1  in.,  $1.65;  H  in., 

$1.65;  rubble  stone,  in  car  lots,  $1.40  per  ton, 

f.o.b.  car. 

Sand — for  cement  or  brick  work,  $1.10  per  ton, 

f.o.b.  Toronto. 
Gravel — Pit  run,  $1.40  per   ton,   f.o.b.  Toronto; 

screened,  $1.50  per  ton,  f.o.b.  Toronto. 

LUMBER  (BUILDING  MATERIAL) 
Toronto  retail  prices,  delivered. 

Hemlock— 2  x  4  in.  to  2  x  10  in.,  12  and  14  ft. 
long,  $39;  10  and  16  ft.,  $40;  2  x  12  in.,  12 
and  14  ft.,  $40;  10  and  16  ft.,  $41;  1x4  in.- 
and  1  X  5  in.,  T.  and  G.,  $42;  1x6  in.,  T. 
and  G.,  $43;  No.  2,  $5  less  than  No.  1.  Siz- 
ing, $1  per  M.  extra. 

Pine  Bo.x,  1x4  in.  and  1x5  in.,  $45;  1  x  G 
in.,  $48;  1  X  8,  $50;  1  x  10,  $55;  1  x  12,  $55; 
Shelving,  1x4  in.  and  5  in.,  $56;  1  x  6,  $60; 
1  X  8,  $05;  1  x  10,  $70;  1  X  12,  $75;  2x4 
in.,  10  to  16  ft.  long,  common,  $46;  2  x  6, 
$48 ;  2  X  8,  $50 ;  2  x  10,  $52 ;  2  x  12,  $54.  No. 
1  flooring,  $58;  No.  1  V  or  beaded  sheeting, 
$60.  Pine  trim,  4  in.  casing,  $2.75  per  100 
ft.;  5  in.  ditto,  $3.25;  8  in.  pine  base,  $4.75; 
4  in.  pine  window  stool,  $4.00. 

Spruce — 10  to  16  ft.  long,  rough,  1x4  in.  and 
2x4  in.,  .$46;  1  x  6  and  2  x  6,  $48 ;  1  x  8 
and  2x8,  $50 ;  1  x  10  and  2  x  10,  $52 ;  1  x 
12  and  2  x  12,  $54. 

Dimension  Timber  (B.C.  fir)— 10  x  10,  10  x  12, 
10  x  14,  10  X  16,  12  X  12,  12  x  14,  12  x  16,  14 
X  10,  IC  X  IG,  $05;  12  x  18,  12  x  20,  14  x  18, 
14  X  20,  16  x  18,  1(!  X  20,  18  x  18,  18  x  20. 
$70.  These  prices  apply  to  lengths  up  to  32 
ft.;  32  to  35  ft.,  $3  per  M.  extra;  30  to  40 
ft.,  $5  per  M.  extra. 

Shingles  -XXX  B.C.,  $5.50;  XX  B.C.,  .$4.50;  N. 
B.  extras,  $6.00;  N.  B.  clears,  $5.75;  No.  1 
pine  lath,  $7.00;  No.  2  pine  lath,  .$6.50;  No.  1 
spruce  lath,  $5.75. 

STEEL  AND  IRON 

Steel  and  Iron  Bars— $5.00  to  $7.00  base;  twist- 
ed and  deformed,  $5.60. 

Shapes— Over  35  lbs.  per  yaid,  $4.80  per  100  IIjs.  ; 
under  35  lbs.  per  yard,  $5.00  per  ,100  lbs. 


Plates — 6  ins.  and  over  and  under  30  ins.,  $7.50  per 
100  lbs. ;  30  ins.  and  over,  $8.50.  Tank 
and  boiler  plates — 54  and  over  and  under 
36  ins.,  $10.00;  36  ins.  and  over,  $6.70. 
Gauge  plates— No.  10,  $11.50;  No.  12,  $8.60; 
No.  14,  $8.65  per  100  lbs.  '  Black  American 
Bessemer  Plates— 28  gauge,  $8.40  per  100  lbs. 

Flats— 6  ins.  wide  and  under,  $6.00  per  100  lbs. 

Rivets — Button  and  cone  head — base  for  yi  in. 
and  up,  $8.50. 

Extras — 1/lOc  per  lb.  extra  for  cutting  to  length, 
for  plate  less  than  '/i  in.  thick,  for  angles 
less  than  5  in.  combined  legs  and  beams  and 
channels  under  6  ins.,  for  18,  20,  and  24  in. 
beams;  1/lOc  to  ^c  per  lb.  extra  for  all 
Bethlehem  sections. 

Galvanized  iron — 28  gauge,  $8.75. 

Cast-iron  pipe — Standard  prices,  carload  lots, 
f.o.b.  Toronto:  4-in.  $78  to  $79  per  net  ton ; 
6-in.  and  up  $75  to  $76.  Lower  price  for 
Class  B.  Higher  price  for  Class  A  and  gas 
pipe.     Less  than  car  lots,  $2  extra. 

SEWER  PIPE 
Sewer  pipe — Toronto  prices  (wholesale),  with  dis- 
ccunts as  below,  f.o.b.  factory — 4  in.,  30c  per 
ft.;  6  in.,  45c;  8  in.,  70c;  9  in.,  90c;  10  in., 
$1.05;  12  in.,  $1.35;  15  in.,  $L80;  18  in., 
$2.50;  20  in.,  $3;  22  in.,  $4;  24  in.,  $4.50. 
Discounts — 4  in.  to  24  in.  standard,  65  per 
cent.  ;  15  in.  to  24  in.  double  strength,  62 
per  cent. 

Tile  wall  coping — 8  or  9  in.  wall,  50c  per  ft. ;  12 
in.  or  13  in.  wall,  75c  per  ft. ;  18  in.  wall, 
$1.50  per  ft.;  carried  in  6,  12,  18,  and  24  in. 
lengths.    Discount  65  per  cent. 

PAINTS  AND  OILS 
White   lead — ground   in   oil,   less   than   ton  lots, 
$16.05  per  100  lbs.;  ton  lots,  $15.70  per  100 
lbs. 

Bofled  linseed  oil — in  bbls.,  $1.58  per  gal.  of  9  lbs. 

Raw  linseed  oil — in  bbls.,  $1.55  per  gal. ;  red  lead, 
dry,  $19  per  100  lbs. ;  putty  in  bulk,  $6.05  per 
100  lbs. ;  in  100-lb.  drums,  $6.90,  putty  in 
25-lb.  tins,  $6.90  per  100  lbs.  ;  steel  sash 
putty  in  25-lb.  tins,  $7.15  per  100  lbs. ;  tur- 
pentine, in  bbls.,  73c  per  Imp.  gal.,  based 
on  southern  gauge. 


MONTREAL  PRICES 

CEMENT,  LIME,  AND  BRICK 
Cement — $3.00    steam    car    load    lots,  including 

sacks,  less  5  per  cent,  for  cash. 
Lime— Hydrated,  $18  per  ton;  liimp,  $12. 
Brick— No.  1  pressed,  $18;   No.  2  pressed,  $15; 

Manganese  rustic,  $20;  buff  rustic,  $20;  red 

rustic,  No.  1,  $15;  red  rustic,  No.  2,  $13; 

buff  (smooth),  $21;  buff  (rough),  $20;  plastic 

$12.25. 

Concrete  Brick— grey  $22,  red  $22,  buff  $23,  white 
$45,  plain  pressed  $12  per  thousand,  all  f.o.b. 
Works,  Mascouche,  P.Q. 

CONCRETE  SEWER  PIPE 
Straiglit  pipes  (per  foot)  :  not  reinforced,  S-in. 
26c;  9-in.  30c;  10-in.  .34c;  12-in.  40c;  15-in. 
00c;  IS-in,  74c,  Reinforced,  18-in,  90c;  21- 
in,  $1;  24-in,  $1.20;  30-in.  $1.60;  36-in.  $2.40; 
42-in.  $3;  48-in.  $4.20. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in.,  $1.40;  .}4  in.  $1.65;  5i-in, 

.$L75  per  ton,  delivered. 
Sand — $1  per  Ion,  car  load,  on  cars. 
Gravel— $1.20  per  ton  f.o.b.  cars. 

STEEL  AND  IRON 

Steel  angles — 3  in.  x  3  in.  and  up,  $5.75;  1  in. 
X  1  in.  X  %  in.,  25c  extra;  54  in.  x  in. 
X  'A  in.  no  cents  extra.  Boiler  plates — %  in. 
thick  and  tliickcr,  $10,00.  Ciicular  plates  - 
Flange  qualitv.  36  in,  dimension  and  over, 
$12..50;  under  .36  in.  di.Tmclcr,  $13.00.  Beams 
and  cliamicls ---Under  35  lbs.,  per  yd.,  $5.75; 
35  lbs.  per  yd.  and  over,  ,$5,50;  f,o,b,  Mont- 
real, net  cash,  nominal.  Corrugated  iron — 26 
gauge,  $0,00;  28  gauge,  $8,25  per  100  sq,  feet. 


subject  to  change  without  notice,  Co[ 
bearing  sheets  —  Keystone  black,  28  U  ' 
gauge,  $6,50  per  100  lbs,  nominal, 

SEWER  PIPE 

Straight  pipe  (per  foot) — 4  in,,  30c ;  6  in.,  46ci 
in,,  70c;  9  in,,  85c;  10  in,,  $1,05;  12  in  $1 
15  in,,  $1,80;  18  in,,  $2,50;  20  in,,  $3;  22' 
$4;  24  in,,  $4,50;  27  in.,  $6.50;  30  in..  $7 
Channel  pipe  (4  in.  to  30  in.)  24c,  36c,  I 
72c,   84c,   $1.08,   $1.44,   $2.00,   $2.40,  $3" 
$3.60,  $5.20,  .$5.75.    One-eighth  bends  (4  ' 
to  30  in.),  $1,20,  $L80,  $2,80,  $3.60,  $4 
$5.40,  $7.20,  $10,  $12,  $16,  $18,  $26, 
'A,   $1.20,  $1.80,  $3.15,   $4.05,  $4.75,  $C ' 
$14.40,  $20,  $24,  $32,  $36,  $52,  $57.60.  Doi 
collar,  90c,  $1.35,  $2.10,  $2.55,  $3.15,  $4^ 
$5.40;  slant  1  foot  long  side   (4  in.  to 
in,),   90c,   $1,35,   $2,10,   $2,55,  $3,15,  $4 
$5,40,     Single  branch  (6  in,  to  9  in,),  3 
$2,25,  $3,50,  $4,25;  2  and  2^  ft,  (4  in.  to 
in,),  $1,35,  $1,80,  $3,15,  $3,85,  $4,75,  $6 
$8,10,  $11,25,  $13,50,  $18,  $20,25,  $32,50,  ! 
Single  squares  (4  in,  to  30  in,)  ditto.  Dor- 
branch  and  double  square  and  Y  pipe  (4  in  1 
30  in.),  $1.80,  $2.70,  $4.90,  $6.30,  $7.35,  $1(1 
$14.40,   $20,   $24,   $32,   $36,   $45.50,  $50 ' 
Syphon,  cesspool,  and  buchan  trap  (4  in  1 
15  in.),  $3,  $4,  $7,  $9,  $10.50,  $18,    Doi  ■ 
syphon,  running  trap,  and  hand  hole  trap 
in,  to  12  in,),  $3,  $4,  $7,  $9,  $10,50,  : 
These  prices  are  subject  to  a  discount  of  I 
per  cent,  for  less  than  car  load  lots  delivc  , 
and  a  discount  of  from  61  to  66  per  cent, 
car  load  lots  f,o,b,  Montreal, 

SUNDRIES 

Hard  wall  plaster — $16  per  ton.  Plaster  of  P  1 
$3.05  per  bbl.,  both  less  5  per  cent,  for  r  ]. 
Rope — Best  Manilla,  39c  basis  per  poii ; 
British  Manilla,  33c  basis;  sisal  rope,  2'i : 
basis;  lath  yarn,  2T/2C.  Boiled  linseed  oi- 
in  barrels,  $1.59^  per  gal,  of  9  lbs.  Raw 
seed  oil — in  barrels,  $1.57  per  gal. 


WINNIPEG  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — Portland,  $4.00  per  bbl. ;  mortar  • 
ment,  C4c  per  70-lb.  bag,  in  ton  lots;  Kee  . 
$6.45  to  $13.55  per  bbl.,  depending  on  q  ■ 
ity.     (All  prices  include  bags). 

Lime — White  or  grey,  in  bulk,  45c  per  bus  ; 
per  barrel,  $2.10  to  $2.40. 

Hydrated  Lime — In  paper  bags,  $10.35  per  '  , 
in  cotton  bags,  $19.55. 

Brick — No.  1  dry  pressed,  red  and  buff,  '■  I 
common  red  stock,  $25 ;  common  grey  st  , 
$12 :  No,  1  enamelled  brick,  all  colors,  I  n 
$100;  sand  lime,  $12;  firebricks,  $70  to  1 

CRUSHED  STONE,  SAND,  AND  GRAVEj 
(Including  delivery) 

Crushed  stone— l}^-in,  to  2-in,,  $2.60  per  yi; 

?<-in.  to  1-in.,  $2.85;  stone  dust,  $2.55;  |' 

Me  stone,  $14.20  per  cord.  , 
Sand,  gravel  and  torpedo  sand — $2.10  per  yat 
Crushed  granite— l"/!  and  2-in.,  $2.65:  H-in.  \i 

1-in.,  $2.90;  -H-in.  and  dust,  $3.20. 
Gravel — Per  yard,  delivered,  .$1,85, 
Crushed  Granite— Ij/^  and  2-in„  $2.65;  M  '"- ]" 

1-in.,  $2.90;   i^-in,  and  dust,  $3.20, 

LUMBER  (BUILDING  MATERIAL! 
(Including  delivery) 
(15  per  cent,  discount  for  cash) 
Flooring— No,  2  red  pine,  4  in,,  $43;  6  in,,  fi 
No,  3  red  pine,  4  in,,  $38;  6  in,,         >i  j 
red  and  white  pine  or  spruce,  4  in,,  $2,« 
in.,  $.32;  No.  1  and  2  fir,  edge  grain,  3 
$60;  4  in.  and  6  in.,  .$55;  No.  3  fir,  edge''' 
flat  grain,  4  and  6  in.,  $45;  No.  4  fir  ' 
lap  grade,  4  and  6  in,,  $32;  common  2  » 
pine,  spruce  or  fir,  4  and  6  in,,  $33;  ^  * 
white  pine,  4  and  6  in,,  $55;  No,  3,  $45;  1 
2  red  pine,  4  and  6  in,,  .$46;  No,  3,  $40;  ' 
4,  $32;  No,  5,  $24, 

Dimension  timber  (No,  1  pine,  spruce,  tarn 
fir  or  cedar)— 8  x  8,  8  x  10.  10  X  10, 
12,  12  X  12,  $38;  10  x  14,  14  x  14,  14  : 
6  X  10,  6  X  12,  8  X  12,  $.39 ;  10  x  16,  12 
16  X  16,  14  x  18,  16  X  18.  18  x  18,  20  : 
$40;  6  X  14.  8  X  14.  12  x  IS,  IS  x  20,  $^ 
X  16.  6  X  18,  6  X  20.  8  x  16.  S  x  18,  « 
10  X  18,  10  X  20,  12  X  20,  14  x  20,  16  : 
$43, 

(Continued  on  page  !.S4) 
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RAILS 


BILLETS 


Concrete  Reinforcement  Bars 

Plain  Round,  Square  and  Cold  Twisted  Squares 

DOMINION  IRON  &  STEEL  COMPANY 

LIMITED 

BAR  STEEL 


WRrshouce  Stock*  < 

SYDNEY,  N.  S. 
MONTREAL.  QUE. 
TORONTO,  ONT. 
FT.  WILLIAM,  ONT. 


Sale*  Office*  t 

SYDNEY.  N.  S. 

MONTREAL 
112  St.  James  St. 

TORONTO 
18  Wellington  St.,  E. 


Mill*  and  General 
Office* ! 

SYDNEY,  N.  S. 


WIRE  NAILS 


and  other 


WIRE  PRODUCTS 


Modern  Bridge  Construction 

The  services  of  our  bridge  engineering  and  building  organization  are  at  the  disposal  of  industrial, 
private  or  municipal  bodies,  in  any  connection  where  they  could  be  used  to  advantage.  The  above  is  an 
illustration  of  a  recent  bridge  constructed  by  our  company  at  Granby,  Quebec,  for  an  industrial  company. 
This  was  later  approved  by  the  municipality  and  taken  over  by  them.  This  is  another  instance  of  good 
engineering  and  careful  construction.  We  shall  be  glad  to  advise  you  regarding  any  bridge  work  you  have 
in  hand. 

MacKinnon,  Holmes  &  Company,  Limited,^''t;r''* 
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CURRENT  PRICES  OF  BUILDING  AND  ENGINEERING  MATERIALS— continued 


(Continued  from  page  52) 
Pine— 1-in.  common,  6  to  10  in.,  $105;  12  in., 

$110;  pine  trim  4-in.  casing,  $3.70  per  100 

ft.;  5% -in.  ditto,  $4.40;  8-in.  pine  base,  $6; 

lO  in.,  $7;  4-in.  pine  window  stool,  $7.30. 
Shingles— No.  1  B.  C.  cedar,  $4;   No.  2,  $3.50; 

No.   1  B.   C.  cedar  dimension,  $5.50;  hand- 

sawn,  $7. 

STEEL  AND  IRON 

Steel — Round  bars,  $5.25  per  100  lbs. ;  square 
twisted,  $5.25  per  100  lbs. ;  channels  and 
angles,  $5.50;  beams,  $5.25;  plates,  $8.25  per 
100  lbs. 

Cast  Iron  Pipes — Standard  price,  car  load  lots, 
f.o.b.  Winnipeg,  $38  per  ton. 

SEWER  PIPE 

Sewer  Pipe — Wholesale  price  f.o.b.  Winnipeg,  per 
ft.,  3  in.,  9  cents;  4  in.,  11  cents;  5  in.,  IC' 
cents;  6  in.,  IHyi  cents;  8  in.,  30  cents;  9  in., 
35  cents;  10  in.,  40  cents;  12  in.,  50  cents; 
15  in.,  75  cents;  18  in.,  $1.00;  20  in.,  $1,50; 
24  in.,  $2.00. 

SUNDRIES 
(Including  delivery) 

Hard  Wall  Plaster— $19  to  $22.50  per  ton  ;  Plaster 
of  Paris,  $20.50  per  ton  ;  in  barrels,  $4.40  per 
bbl.  of  320  lbs. 

Plasterers'  Hair — $3.30  per  bale ;  90c  per  bushel. 

PAINTS  AND  OILS 

Mortar  Color — Red,  $4.50  per  100  lbs.  ;  black  or 
buff,  $5.50;  chocolate,  $6.50. 

Paints  and  Oils — Wliite  lead,  ground  in  oil,  $11.50 
per  100  lbs.;  boiled  linseed  oil,  in  bbls.,  98 
cents  per  gal. ;  raw  linseed  oil,  in  bbls.,  95 
cents  per  gal. ;  dry  red  lead,  $10.00  per  100 
lbs.;  putty  in  bulk,  $3.25  per  bbl. ;  putty  in 
25-lb.  tins,  $3.75;  turpentine,  in  bbls.,  80 
cents  per  gal.  Mixed  paint,  ordinary  colors, 
per  gal.,  $3.10. 


VANCOUVER  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — Grey  Portland,  $2.65  per  bbl.  f.o.b.  ware- 
house, sacks  extra;  Keens  cement,  $9.00  per 
bbl.,  sacks  extra;  fine  white,  $8.00  per  bbl.  of 
300  lbs. ;  superfine,  white,  $9.50  per  bbl. ; 
white  Portland  cement,  $2.65  per  bbl.  of  250 
lbs.,  sacks  10c  extra,  f.o.b.  Vancouver. 

Lime — $1.70  per  bbl.  f.o.b.  warehouse  or  delivered. 

Brick — Common  red  brick,  $14.50  to  $16.00  f.o.b. 
warehouse;  $12.50  and  up  in  car  lots  f.o.b. 
Vancouver;  pressed  red  brick,  f.o.b.  wharf 
Vancouver ;  pressed  bufif  brick,  $40  at  ware- 
house; $33  in  car  lots;  tapestry  brick,  $45  at 
warehouse ;  impervious  brick,  $45  f.o.b.  build- 
ings ;  fire  brick,  $40  in  car  lots,  $45.  in  ware- 
house;  fire  clay,  $12.50  per  ton  in  car  lots. 


SAND  AND  GRAVEL 


!.50  per  cu.  yd. 


Sand — Brick  and  plaster  sand 
f.o.b.  bunkers. 

Gravel — $2.50  per  yard  delivered. 

LUMBER    (BUILDING  MATERIAL) 
Vancouver  prices,  f.o.b.  mills : 

Dimension  timber — Douglas  fir — 8  x  8,  10  x  10, 
10  x  12,  10  X  14,  12  X  12,  12  x  14,  14  x  14, 
14  X  16,  $18;  6  x  10,  6  X  12,  8  X  10,  8  x  12, 
10  x  16,  12  X  16,  16  X  16,  $18.50;  6  x  14, 
8  X  14,  12  X  18,  18  X  20,  $19 ;  6  x  16,  8  x  16, 
10  X  18,  18  X  20,  14  X  20,  16  x  18,  16  x  20, 
18  X  18,  20  X  20,  $19.50. 

Fir  flooring — 1  x  3  edge  grain,  $28;  1x4  edge 
grain,  .fSl ;  1  x  4  flat  grain,  $24;  No.  1  and 
2,  l  inch  clear  fir  rough,  .$33;  No.  1  and  2, 
IJi  and  lYz  inch  clear  fir  rough,  $.39;  No.  1 
and  2.  2  inch  clear  fir  rough  $35;  hemlock 
lath,  $1.15;  pine  lath,  .$2.35  to  $2.65;  XX 
B.  C.  cedar  shingles,  $2.15;  XXX,  $3.25; 
XX XXX,  .$3.60. 


STEEL  AND  IRON 

Vancouver  prices  f.o.b.  warehouse: 
Steel — (round  and  square  bars)  $4.50  base;  twi: 

and  and  deformed,  $4.50  base ;  structural  s 

tions,  $6.00  to  $7.00. 
Galvanized  iron — 28  gauge,  $12.85  per  100  lbs. 
Corrugated  iron — 26  gauge,  6,  7  and  8  ft.  sheei 

$10.90;  5,  9  and  10  ft.  sheets,  $11.05  per  \ 

Black  steel  sheets,  24  gauge,  $10.35  per  1 

lbs. 

Steel  angles— $6.00  to  $7.00  per  100  lbs.,  depei 
ing  on  size,  quantity  and  specifications. 

Steel  channels,  beams — $6.00  to  $7.00  per  100  It, 
depending  on  size,  quantity  and  specificatio 

Steel  plates— $12.00  to  $15.00 

SEWER  PIPE 

Sewer  pipe — Vancouver  prices  f.o.b.  warehoir 
4-in.,  IS'Ac  per  ft. ;  6-in.,  23c  per  ft. ;  S  in.,  ;, 
ft.;  10-in.,  45c  ft.;  12-in.,  55c  ft.;  15i 
$1.10  ft.;  18-in.,  $1.30  ft.;  20-in.,  $1.55  i 
24-in.,  $2.30  ft.   (all  net  prices). 

SUNDRIES 

Hard  wall  plaster— $16.50  in  car  lots  f.o.b.  V, 

couver,  bags  extra. 
Hydrated  lime— $16.00  in  car  lots. 
Alca  lime — $16  per  ton. 

Plaster  of  Paris — Hammer  brand,  $4.50  per  t 
Finishing  Plaster — $19  per  ton,  sacks  extra. 
Welsh  slate— $11.50  to  $12.00  per  square,  f.c 

Vancouver. 

Rope,  Manilla,  H  in.,  39c  base;  in.,  39^^ 
Vs  in.,  40c;  %  in.,  iOyic;  2nd  grade,  33;[ 
base;  sisal  rope,  28^c  base. 

PAINTS  AND  OILS 

Boiled  linseed  oil — In  bbls.,  $1.67  per  gal.  oil 
lbs. 

Mixed  Paint— Per  gal.,  $3.30  to  $.3.60. 

Raw   linseed   oil — In   bbls.,   $1.65   per  gal.; 
lead,   dry,  $21.25  per  100  lbs.;  in  oil,  2'l 
putty  in  bulk,  Standard,  $5.00;  Pure,  $6.!| 
Turpentine,  in   bbls.,  95c  to  $1.00. 

White  Lead— Ground  in  oil,  $16.30  per  100  lbs  I 


Sewer 
Pipes 


ALL  SIZES  OF  PIPES  and  CONNECTIONS  from  4  inch  to  30  inch  always  IN  STOCK 

High  Grade  Salt  Glazed  Vitrified  Sewer  Pipes  and  connections  are  a  specialty 
with  US.  We  also  manufacture  culvert  pipes,  inverts,  flue  linings,  stove  linings, 
fire  bricks,  locomotive  blocks,  guUey  traps,  range  bricks,  cupola  linings,  wall 
coping  and  all  kinds  of  vitrified  and  fire  clay  goods.  Prompt  shipments  on  all 
goods. 

Vitrified  Hollow  Building  Blocks 
Ground  Fire  Clay,  in  Bulk  or  Bagged. 
"Amco"  Segment  Sewers— From  30  to  108'  diameter 
Send  for  Illustrated  Book  on  "Building  Segment  Sewers" 


Standard  Clay  Products  Limited 

THREE  SEWER  PIPE  FACTORIES  :  St.  Johus,  P.  Q.,  aud  Ncw  GUsgow,  N.  S. 

ALSO   FIRE  CLAY  FACTORY  AT  ST.   JOHNS,    P.  Q. 
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Lower  Insurance  Rates 


Steel  Sash  has  won  its  place.  Architeds  and  Contradtors  all  over  Canada  are 
now  specifying  Fenestra  ^teel  sash  more  than  any  other  kind.  Fenestra  is 
absolutely  fireproof  and  weather  proof.     Write  for  particulars  and  terms. 

Steel  AND  JfADiAJioN: Limited 

Manufacturers  of  Hot  Water  <2«<j^  Steam  Boilers  a/?<z^adiatorS;  Fenestra  Steel  Sash       Concrete  Reinforcing, 
Head  Office      -      Fraser  Avenue,  TORONTO 


XCELADUCT 

(GALVANIZED  CONDUIT) 


Made  in  Canada 

by 

Orpen  Conduit  Co.,  Limited 

Toronto 


i    

i 

Engineers  &  Contractors^  Limited 

102  Prince  William  Street,  ST.  JOHN,  N.  B. 

i  R.  REID,  President  E.  M.  ARCHIBALD,  Chief  Engineer 

The  Moncton  Bridge  Foundations 

were  built  by  our  firm 

\Ve  areequippsd  both  in  plant  and  organization,  for  difficult  foundation  work,  water  power  develop- 
ments, tunnels,  industrial  plants,  etc. 


5C 


THE   CONTRACT  RECORD 


February  2~,  loij 


Contractors 

Electrical 
Mechanical 

Directory  of 

Engineers 

Special 
Interests 

Chipman  &  Power 

Civil  Engineers 

TORONTO  WINNIPEG 

Willis  Chipraan.      Geo.  H.  Power. 


Anglins  Limited 

Contracting  Engineers 

65  Victoria  St.  MONTREAL 


H.  J.  Griswold, 

Montreal. 


B.  W.  Seton, 

Toronto. 

DOMINION  ENGINEERING 
&  INSPECTION  CO. 

Inspecting  and  Testing  Engineeri 
Head  Office  and  Laboratories, 
820  Lagauchetiere  St.  West,  Montreal. 

BRANCH  OFFICES: 
24  Adelaide  Street  East,  Toronto. 
806  Union  Trust  Building,  Winnipeg 
CEMENT  TESTING  AND  REIN- 
FORCED CONCRETE  INSPECTION 
MILL,  SHOP  AND  FIELD  INSPEC- 
TION OF  STEEL  STRUCTURES 
AND  BRIDGES 
TESTS  AND  INSPECTION  OF  IRON 

AND  STEEL  PIPE,  ETC. 
LOCOMOTIVES,  CARS,  NEW  AND 

SECOND-HAND  EQUIPMENT 
Represented  at  New  York,  Pittibuijfh  and 
Chicago;  Glasgow  and  London,  Eng. 


Canadian  Inspection  & 
Testing  Laboratories 

Limited 

Inspecting  Engineers 
and  Chemists 

Mill,  shop  and  field  inspec- 
tion of  bridges  and  struc- 
tural work;  test  of  materi- 
als; mill  inspection  of  rails 
and  track  supplies;  found- 
ry inspection  of  steel  and 
iron  castings  of  all  classes; 
expert  examinations  and 
reports.  Representatives 
at  all  important  Canadian, 
American  and  European 
Works. 

Head  Office  MANTRFAI 

and  Main  Laboratories:    IWvH  i  IVCAL. 

Branch    Offices    and    Laboratories — 
TORONTO.  WINNIPEG.  EDMONTON, 
VANCOUVER  and  NEW  GLASOOW 


R.  S.  &  W.  S.  LEA 

Consulting  Engineer* 

Water  Supply  ;  Sewerage  and  Drainagre  ;  Water 

Purification;  Disposal  of  Sewage  and  Refuse ; 

Water  Power  Developments  and  Power  Plants. 
Reports,  Designs,  Supervision  of  Construction 
New  Birks  Bldg.  Telephone 

MONTREAL.  P.Q.  Uptown  783 


FRANK  BARBER 

Bridge  and  Structural  Engineer 

Steel  and  Reinforced  Concrete  Bridges  and 
Buildings,    Foundations,    Municipal  Work 

40  JARVIS  STREET,  TORONTO 


Robert  W.  Hunt 
Thos.  C.  Irving,  Jr. 


Charles  Warnock. 
Jaa.  W.  Mo£fat, 


Robert  W.  Hunt  &  Co. 

Llmlttd 

Consulting  and  Inspecting  Engineers, 
Chemists  and  Metallurgists 

Expert  inspection  and  tests  of  all  structural 
materials  and  mechanical  equipment. 

Inspectors  at  all  Important  industrial  centres. 

Reports  on  Properties  and  Processes 

Head  Office  and  Laboratories : 
McGill  Building,  Montreal 


Toronto 


Branches : 
Vancouver 


London,  England 


Power  &  Son, 

Architects  and  Building  Surveyors 

Marchants  Bank  Chambers, 

Kingfston,  Canada 


Geo.  M.  Miller  &  Co. 

Architects 

93  Yonge  Street        -  TORONTO 


Crushed 
Stone 

BRICK 


Cut 

Stone 
SAND 

T.  A.  Morrison  &  Co.,  ^"^SVtiTeal' 


TamcO 
o 


Reid  &  Brown  Structural  Steel 
&  Iron  Works,  Limited 

We  carry  a  large  stock 

Steel  Beams,  Channels,  Angles, 
Plates,  Columns,  etc. 

FOR  IMMEDIATE  SHIPMENT 
Office  and  Works-63  Esplanade  E,  TORONTO 

Phonos— Main  904  and  905 


R.  O.  ^ 

WYNNE  -  ROBERTS^ 
Consulting  Engineer 

40  JARVIS  STREET 

TORONTO  I 

Water  Supply,  Sewerage,  Sewage  Dis 
posal.  Civic  and  General  Engineering.' 
Arbitrations,  Investigations,  Valuation , 
Reports,  etc. 


Sash 

Operating  Machinery 

of  all  kinds 

KING  CONSTRUCTION  CO 

40  Dovercourt  Rd.,  TORONTO 


Milton   Mersey  Co.,  Ltd 

Engineers,  Chemists,  Inspectors 

PAVING 

designed,  superintended,  inspected. 
Montreal  Winnipes  Naw  Yot 


We  protect  i 

TIMBER 

from 

DECAY  \ 

at  ojr  Carbslineum  Treating  Plant 

The  Lachute  Shuttle  Co.,  Ltd 

Lachute  Mills,  P.  Que. 


THOMSON  BROS 

CONTRACTORS 

Established  1884. 
Masoiny    and    all    kinds    of  Reinforce 
Concrete  Constrnclion  Work  carried  out. 

Main  2453     413  Ryrie  Bld^.,  Tororto. 
Park.  538.  Park.  3302  NiRlits,  Sundays,  sn 
Holidays.  i 


DARLING  BROTHERS  LIMITEi 

ENGINEERS  &  MANUFACTURERS  ' 

MONTREAL,  CANADA 

Branchfs:  Afirnts: 

Toronto,  Winnipeg  Halifax,  Calgary.  Vancouv  ' 
PUMPS  FOR  ANY  SERVICE      ^AM  APPLIANCES  OF  EVERY  Kl 
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CANADIAN 
CHICAGO  BRIDGE  &  IRON  CO. 

Limitecl 
BRIDGEBURG.  ONTARIO 

Our  Specialty  is  the  Design,  Manufacture 
and  Erection  of  Elevated  Steel  Tanks 
for  Municipal,  Railroadand  Factory  Service. 
We  also  dtelgn,  manufacture  and  construct 
Oil  Tanks,  Coaling  Stations,  Bridges,  Turn- 
tables, Building  and  Structural  Material. 

"  Write  our  nearest  Sales  Office  for  prices,  plans 
and  specifications.  Our  catalogue  No.  15  gladly 
mailed  to  you  upon  request." 

Sales  Offices:— 
Bridgeburg,  Ontario.  130  Janet  Street 

Chicago,  Illinois.   1305  West  105th  Street 
New  York,  N    Y.,  SO  Church  Street 
Shops:— Bridgebure.  Ont. 
Montreal   Chicago,  111.  Greenville,  Pa. 


The  Maritime  Bridge 

Company,  Umited 


Manufacturers  and  Erectors  of 

Steel  Railway  and  Highway  Bridges, 
Buildings,  Girders,  Trusses,  Towers, 
Turntables,  Tanks,  Smoke  'Stacks, 
Riveted  Pipe,  and  Structural  Steel  and 
Plate  Work  of  all  descriptions. 

We  have  the  only  complete  stock  of 
Steel  Shapes,  Plates  and  Bars  in  the 
Maritime  Provinces. 


Office  and  Plant : 

New  Glasgow,  Nova  Scotia 


"Galvaducf'  and  ''Loricated" 

Conduits 

for  Interior  Construction 

(onduits  Company,  Limited 

I     Sole  Manufacturers  under  Canadian  and  U.  S.  Letters  Patent 

Toronto      -  Canada 


gY  supplying  our  customers  with  electric  wires  and 
cables  and  cable  accessories  of  the  higrhest  quality, 
Standard  has  come  to  mean  to  thera  real  economy — 
that  is  maximum  durability  at  a  reasonable  price.  Ask 
our  customers  and  then  write  our  nearest  office  about 
your  requirements. 

Standard   Underground  Cable  Co. 
of  Canada,  Limited 

Hamilton,  Ont. 

Montreal,  Que.  Toronto,  Ont.  Seattle,  Wash. 


STRUCTURAL  STEEL 

and 

BRIDGE  BUILDERS 


Capacity  18,000  Tons. 

We  build  and  erect  all  kinds  of  Structural  Steel,  Bridges, 
Roof  Trusses,  Bank  and  Office  Railings,  Stair 
Work.  Elevator  Grilles,  Fire  Escapes,  etc. 

Over  5,000  Tons  in  Stock  of 
Beams,  Column  Sections,  Angles,  Tees,  Plates,  Bars, 
Checkered  Floor  Plates,  etc. 

McGregor  &  Mclntyre,  Limited 

1139  Shaw  St.  -  -  TORONTO,  CAN. 

Telephone  Hillcrest  1614 — 1615—1616. 


BITUNAMEL 

Unsurpassed  for  waterproofing  foundations  and  prevent- 
ing rust  and  corrosion  on  exposed  iron 
and  metal  work. 

WRITE  FOR  SAMPLE 

The  Ault  &  Wiborg  Co.  of  Canada 
Ltd.,  Varnish  Works 


Montreal 


TORONTO 


Winnipeg 
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Works  at  Walkerville,  Ontario 


When    placing  your 
order  for 

HYDRANTS, 
VALVES 

and 

VALVE 
BOXES 

place  it  with  us. 


MADE  IN  CANADA 


Strong,  Substantial  and 
Modern  Designs. 
Prices  right. 

Write  for  prices  and  see. 


jlMITED 


VALVE -HYDRANT  MANUFACTURERS 

WALKERVILLC,ONT. 


BOOKS 

for  Engineers 
and  Contractors 

The  following  Books  are  Offered  subject  to  Pre- 
vious Sale: 

British  &  Foreign  Building  Stones,  by  John  Watson.  Pub- 
lished in  1911  at  the  University  Press,  Cambridge,  Eng- 
land.   48.3  pages.     Price  50  cents. 

Centrifvigal  Pumps,  by  R.  L.  Daugherty.  Published  in  1915 
by  McGraw-Hill  Book  Company.  190  pages,  illustrated. 
Price  $2.00. 

Concrete  Construction  for  Rural  Communities,  by  Roy  A. 
Seaton.  Published  in  1916  by  the  McGraw-Hill  Book  Co. 
223  pages,  illustrated;  price  $2.00. 

Construction  of  Roads  &  Pavements,  by  T.  R.  Agg,  C.  E. 
Published  in  1916  by  McGraw-Hill  Book  Company.  432 
pages,  illustrated.     Price  $3.00. 

History  of  Bridge  Engineering,  by  Henry  Grattan  Tyrrell, 
C.E.     480  pages,  illustrated.     Price  $5.00. 

Irrigation  Practice  and  Engineering  (Volume  One),  by  B.  A. 
Etcheverry.  Published  in  1915  by  McG  raw-Hill  Book  Com- 
pany.    213  pages,  illustrated.     Price  $2.00. 

Irrigation  Practice  &  Engineering  (Vol.  2),  by  B.  A.  Etche- 
verry. Published  in  1915  by  McGraw-Hill  Book  Com- 
pany.   364  pages,  illustrated.    Price  $3.50. 

Irrigation  Practice  &  Engineering,  Volume  3,  by  B.  A.  Etche- 
verry. Published  in  1916  by  McGraw-Hill  Book  Company. 
438  pages,  illustrated.     Price  $4.00. 

Locks  and  Builders'  Hardware,  by  Henry  R.  Towne.  Published 
in  1904  by  John  Wiley  &  Sons.  1,116  pages,  illustrated. 
Price  $1.50. 

"Operation  and  Maintenance  of  Irrigation  Systems,"  by  S.  T. 
Harding.  First  edition,  just  published  by  the  McGraw-Hill 
Book  Co.     271  pages,  illustrated.     Price  $2.50. 

Practical  Mathematics  for  the  Engineer  and  Electrician,  by 
Elmer  E.  Burns  and  Joseph  G.  Branch.  Second  edition. 
Published  by  the  Joseph  G.  Branch  Publishing  Company  in 
1914.     143  pages,  illustrated.     Price  $1.00. 

"Practical  Road  Building,"  by  Charles  E.  Foote.  Just  pub- 
lished by  David  McKay.    295  pages,  illustrated.  Price  $1.25. 

"Public  Utility  Rates."  A  discussion  of  the  Principles  and 
Practice  underlying  charges  for  Water,  Gas,  Electricity, 
Communication  and  Transformation  Services,  by  Harry 
Barker,  B.S.  First  edition,  just  published  by  the  McGraw- 
Hill  Book  Company.    387  pages.     Price  $4.00. 

Pumps  and  Pumping,  by  M.  Powis  Bale.  Published  in  1912  by 
Crosby,  Lockwood  &  Son.    120  pages.    Price  $1.50. 

Reinforced  Concrete  Design  Tables.  A  hand  book  for  Engi- 
neers and  Architects,  by  N.  Edgar  Thomas  and  Charles  E. 
Nichols.  First  edition,  just  published  by  McGraw-Hill 
Book  Company.     208  pages.     Price  $3.00. 

Some  Considerations  Regarding  Cast  Iron  and  Steel  Pipes,  by 
John  Sharp.  Published  in  1914  by  Longmans,  Green  & 
Company.    142  pages,  illustrated.    Price  $1.50. 

Steel  Bridge  designing,  by  Melville  B.  Wells,  C.E.  Published 
By  Myron  C.  Clark  Publishing  Company  in  1913.  260 
pages,  illustrated.     Price  $2,00. 

Surveying  Manual — A  Manual  of  Field  and  Office  Methods  for 
Use  of  Students  in  Surveying,  by  William  D.  Pence,  C.E., 
and  Milo  S.  Ketclumi,  C.E.  Published  in  1915  by  McGraw- 
Hill  Book  Co.    388  pages,  illustrated.    Price  $2.00. 

Use  of  Water  in  Irrigation,  by  Samuel  Fortier.  Published  in 
1915  by  McGraw-Hill  Book  Company.  265  pages,  illus 
tratcd.     Price  $2.00. 

"Use  of  Water  in  Irrigation,''  by  Samuel  Fortier.  Second  edi- 
tion. Published  by  McGraw-Hill  Book  Company,  1916.  825 
pages,   illuslrated.     Price  $2.00. 

Water  Power  Engineering,  by  Daniel  W.  Mead,  2nd  edition. 
The  Theory,  Investigation  and  Development  of  Water 
Powers.  Published  in  1915  by  McGraw-Hill  Book  Com- 
pany.    843  pages,  illustrated.     Price  $5.00. 

Water  Purification,  by  Joseph  W.  Ellins.  Just  published  I'y 
McGraw-Hill  Book  (!)ompany.  485  pages,  illustrated.  Price 
$5.00. 

Waterworks  Engineering.  A  Practical  Treatise  on  the  Con- 
struction of  Waterworks  for  the  use  of  Engineers  and 
Students  of  Engineering,  by  Fred.  C.  Uren,  M.  Inst.  C. 
E.  I.  With  numerous  plates  and  186  illustrations.  Pub- 
lished by  Castle  Litho  Limited,  Bristol,  England,  in  1914. 
268  pages.     Price  $3.00. 

Waterworks  Handbook,  by  Alfred  Douglas  Flinn,  Robert  Spurr 
Weston  and  Clinton  Lathrop  Bogert.  Published  in  1916  by 
McGraw-Hill  Book  Company.  824  pages,  illustrated.  Price 
$0.00. 
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''No  Certainly  Not!  

No  Out-of-date  Methods  for  Me  ! 


I  WANT 

TURNBULL  ELEVATORS 

They  Make  the  Grade  with  Men  Who  Know 

They  are  powerful,  quick  and  reliable  elevators  and 
are  daily  working  their  way  into  the  big  buddings  of 
Canada. 

Turnbull  Elevators  are  built  for  speed  and  safety, 
combining  lightness  with  the  greatest  strength.  They 
require  less  space  and  are  more  economical  in  use. 

We  have  some  interesting  illustrated  literature  which 
it  will  pay  you  to  read. 

WE   MAIL   OUR   BOOKLETS   FREELY   TO   ALL  ENQUIRERS 

TURNBULL 

ELEVATOR  MANUFACTURING  CO. 

.0.  „.r T      °Brr  vU,H.  s,.  1 26  John  Street,  TORONTO 
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Increase  Your  Efficiency 

in  Wire  Rope  Service] 

By  ordering  '^Made  in  Canada^'  Rope 
from  our  Warehouses  in 


Montreal 


Winnipeg 


Toronto 


The  DOMINION  WIRE  ROPE  CO.,  Limited,  MONTREAL 


"  Marion" 


Steam 
Shovels  & 
Ditchers 


"Industrial"  Cranes 
are  the  most  efficient 
manufactured.  If  you 
wish  "Reliability"— 
instal  an  "Industrial 
Works." 


"  Andrews ' ' 

Drill  and  Tool  Steel 


We  supply  "Marion" 
Shovels  for  all  classes 
of  work  —  to  Rail- 
roads—  Mines — Con- 
tractors.  All  sizes- 
All  styles. 


"Industrial  Works" 

Locomotive 
Coaling  & 
Wrecking 
Cranes 

"  Ransome" 

Concrete  Mixers 


Branch : 
108  Mail  Building, 
TORONTO 


Head  Office 

MONTREAL 


I 


Vol.  32 
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No.  10 


Wood  Stave  Pipe  and  Tanks 

Wire  Wound  and  Continuous  Wood  Stave  Pipe, 
Wooden  Tanks  and  Silos 


MADE  FROM  BRITISH   COLUMBIA  FIR 


. i.^  I   i'  III     I  IMh'l  ■      '  1 

46  in.  Diameter  Continuous  Wood  Stave  Pipe  Installed  by  us  for  the  Hydro-Electric  Power  Commission  of  Ontario 
Wood  Pipe  and  Tanks  made  in  all  sizes— for  Municipal,  Mining,  Irrigation  and  Power  Purposes 

W^rife  for  Illustrated  Literature  and  Prices 

PACIFIC  COAST  PIPE  CO.,  LIMITED 

Established  1903  1 551  Granville  Street  VANCOUVER,  B.C. 

County-Road  Construction  Conference 
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Nova  Scotia  Steel  &  Coal  Company,  Ltd.j 

Beg  To  Announce 

That  their  new  steam-hydraulic  forge  shop  is  now  in  opera- 
tion, as  also  is  their  recently  installed  ''Harmet"  fluid  com- 
pression-plant. 

These  improvements  bring  ''Scotia's"  equipment  abreast 
of  the  best  foreign  forges. 

They  are  accordingly  open  to  supply  forgings  of  all  shapes 
and  sizes.  Made  of  ordinary  or  fluid  compressed  open- 
hearth  steel,  and  satisfying  the  most  severe  specifications. 


For  Prices  and  Particulars  Apply  to 


Head  Office 


New  Glasgow,  N.  S. 


Steel  Ball  Bearing  Brick  Paving  Carriers 


(PATENTED) 


are  the  right  help  in 
delivering  the  Brick 
from  the  boulevard 
to  the  setters;  one 
man  performing  the 
service  of  three  or 
four.  It  delivers  the 
brick  in  good  order 
and  at  the  right  time. 
In  use  by  leading  r- 
Paving  Contractors. 

Write  for  our 
catalogue  "R" 


MANUFACTURED  BY 


Canadian  Mathews  Gravity  Carrier  Company,  Limited 

484  Richmond  Street  W.  -  -  -  TORONTO,  ONT. 
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Extra  Service 

The  service  to  be  gained  from  any  rubber 
product  depends  largely  upon  the  quality  of  the 
material  and  the  excellence  of  the  workmanship. 
That  is  why  Dominion  Rubber  System  products 
are  outstanding.  Only  the  best  in  material  and 
workmanship  is  incorporated  in  the  making  of 
those  products.  That  insures  long  service  and 
life  and  proves  a  matter  of  no  little  economy  to 
the  buyer. 

Over  half  a  century  of  continuous  manufac- 
turing has  taught  the  Dominion  Rubber  System 
how  to  produce  qualities  that  will  **  stand  up  " 
under  any  circumstance  and,  as  a  result,  the 
products  that  carry  the  name  and  brand  of  the 
Dominion  Rubber  System  are  looked  upon  as  the 
standard  by  which  to  judge  qualities  and  values 
throughout  Canada. 

For  anything  in  Rubber,  write  to  our 
nearest  Branch,  where  prompt  and 
intelligent  attention  will  be  given  to 
all  inquiries. 

Canadian  Consolidated  Rubber  Co. 

Limited 

Head  Office   —  MONTREAL 

BRANCHES  at  Halifax,  St.  John,  Quebec.  Ottawa,  Toronto, 
Hamilton,  Kitchener,  London,  North  Bay,  Fort  William, 
Winnipeg,  Brandon,  Regina,  Saskatoon,  Calgary,  Lethbridge, 
Edmonton,  Vancouver,  Victoria. 
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"BEATTY" 

Auxiliary  Ship  Machinery 


Ash  Hoist  for  ships  now  being  built  in  Canada 
—    Agents  — 

H.  E.  Plant,  Montreal,  Que.  R.  Hamilton,  Vancouver 

E.  Leonard  &  Sons,  St.  John,  N.B.     Kelly-Powell,  Winnipeg 


Cargo  Winches 
Warping 
Winches 
Anchor  Wind- 
lasses 
Ash  Hoists 

Also 

Hoisting  Engines, 
Electric  Hoists, 
Steel  Derricks, 
Derrick  Irons, 
Clamshell  Buckets, 

Let  us  know  what  you  want 
along  this  line 
We  will  tender  promptly 

M.  BEATTY  &  SONS,  LTD.,  WELLAND 


"London"  Batch  Concrete  Mixer 

Figure  130  illustrates  the  London  Batch  Mixer  No.  6. 
Capacity  6  cu.  ft.  per  batch,  or  60  cu.  yds.  per  day.  Just 
the  machine  for  building  bridges,  sidewalks,  foundation 
walls,  or  any  medium  size  work  requiring  a  portable  ma- 
chine.   Ask  for  catalog  No.  iB. 

Figure  96  illustrates  the  London  Batch  Mixer  No.  4.  Capa- 
city 4  cu.  ft.  per  batch,  or  40  cu.  yds.  per  day.  Just  the 
machine  for  building  curbs,  manholes,  gutters,  small  foun- 
dations, barn  walls,  concrete  silos,  or  other  small  jobs.  Ask 
for  catalog  No.  IK. 

We  build  23  different  sizes 
of  Concrete  Mixers 
and  a  full  line  of  con- 
crete machinery. 


"LONDON"  CONCRETE  MIXERS  ARE  NOT  BUILT  DOWN 
TO  A  PRICE,  but  up  to  standard.  London  Concrete  Mixers  are  being 
used  exclusively  for  the  building  of  the  Winnipeg  aqueduct,  a 
$40,000,000.00  job  for  the  same  reason  that  they  are  used  on  practically  all 
other  Government  jobs — they  run  continuously  for  years  without  break- 
downs or  repairs. 

London  Concrete  Machinery  Co.,  Ltd. 

Dept.  7,    LONDON,  ONTARIO 
World's  Largest  Manufacturers  of  Concrete  Machinery 


Figure  96,  London 
Batch  Mixer  No.  4. 


AGENCIES 

R.  R.  Power,  Halifax,  N.S.  Rene  Talbot,  Quebec,  Que.  The  General  Supply  Company  of  Canada,  Toronto,  Ont. 

The  Foss  &  Hill  Machinery  Company,  Montreal,  Que.  The  General  Supply  Company  of  Canada,  Winnipeg,  Man. 

The  General  Supply  Company  of  Canada,  Ottawa,  Ont.  The  B.  C.  Equipment  Company   Vancouver,  B.C. 
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Acetylene  Gas 

The  Prest-O-Lite  Co.,  Inc. 

Air  Compressors 

Can.  IngersoU-Rand  Co.,  Ltd. 
Canadian  Allis-Chalmers,  Ltd. 

Aluminium 

Spielmann  Agencies  Regd. 

Air  Hoists 

Canadian   Ingersoll  Rand  Co. 
Northern  Crane  Works 

Anchor  Bolts 

Hamilton  Bridge  &  Iron  Works 

Architectural  Iron  Works 

Canadian  Allis-Chalmers  Ltd. 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Architectural  Terra  Cotta 

Toronto  Plate  Glass  Imp'tg  Co. 

Asbestos  Shingles 

Asbestos  Mfg.  Company 

Ash  Hoists 

Gillis  &  Geoghegan 

Asphalt 

Asphalt  &  Supply  Company 
Imperial    Oil  Company 
Axes 

Canada  Foundries  &  Forgings, 
Bar  Iron 

Haines   &  Peckover 

Canadian  Steel  Foundries,  Ltd. 

Beam  Spans 

Hamilton  Bridge  &  Iron  Works 

Blast  Hole  Drills 

Hopkins  &  Co.,  F.  H. 
Blowers  and  Compressors 

Canadian  Blower  and  Forgs  Co. 

Can.  IngersoU-Rand  Co.,  Ltd. 

Slieldons  Limited 

Boilers 

Beatty  &  Sons,  M. 

Canadian  Allis-Chalmers  Ltd. 

Inglis  Company,  John 

Marsh  Engineering  Works,  Ltd. 

McDougall  Caledonian  Iron  Wks. 

Mussens  Limited 

Williams  Machinery  Co.,  A.  R. 

Boiler  Covering   {Magnesia,  Asbes- 
tos, Wool,  Felt,  etc.) 
Asbestos  Mfg.  Company 

Boxes — Junction 

Standard  Underground  Cable  Co. 
of   Canada,  Limited 

Brick  Dryers 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Brick  Machinery  and  Supplies 
Sheldons  Limited 
Wettlaufer  Bros. 

Brick  Manufacturers 
Sun   Brick  Company 

Bridges 

Canadian    Allis-Chalmers  Ltd. 

Bridges  (Steel) 

Canadian  Bridge  Company 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  OesMoines  Steel  Co. 
DesMoines  liridge  &  Iron  Co. 
Hamilton  I?ridge  Works 
MacKinnon-Holmes  &  Co. 
Mati'loba   Bridge  &   Iron  Works 
Maritime    Bridge  Company 

Buckets 

'    Beatty  &  Sons,  M. 
Hopkins  &  Co.,  F.  H. 
Manitoba  Bridge  &  Iron  Works 

Buckets — Steel 

.Marsh    [''ngineci  inj^  Works,  l.l'l. 

Cable 

Dominion  Wire  Rope  Co.,  Ltd. 
Standard  Underground  Cable  Co. 
of   Canada,  Limited 

Car  Couplers 

Canadian  Slecl  Foundries,  Ltd. 

Cable  Terminals 

Sta"'!aid   nruirrground  ("able  Co, 
of  Canada,  Limited 


Cars — Steel  Body 

Hamilton  Bridge  Works  Co. 
Marsh  Engineering  Works,  Ltd. 
Williams  Machinery  Co.,  A.  R. 

Car  Wheels 

Alarsh  Engineering  Works,  Ltd. 
Steel  Co.  of  Canada  Limited 

Castings — Grey  Iron 

Marsh  Engineering  Works,  Ltd. 

Casements 

Trussed  Concrete  Steel  Co. 

Cement 

Britnell  &  Company 

Cement,  Higli  Temperature 

Beveridge  Paper  Co.,  Ltd. 

Cement  Waterproofing 
Barrett  Company 
Ideal  Concrete  Machinery  Co. 
Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 

Centrifugal  Pumps 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 

Chemists 

Canadian  Inspection  and  Testing 
Laboratories 

Coal  Chutes 

Manitoba  Bridge  &  Iron  Works 

Coal  Handling  Apparatus 
Beatty  &  Sons,  M. 

Cold   Storage  Insulation 

Armstrong  Cork  Company 

Compressed  Acetylene  Gas 
The   Prest-O-Lite   Co.,  Inc. 

Concrete  Block  Machines 

Cast  Stone  Block^  &  Machine  Co. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 

Concrete  Culvert  Pipe 

lilair.  B. 

Dominion  Concrete  Company 

Concrete  Hardener  and  Water- 
proofer 

Beveridge  Paper  Co.,  Ltd. 

Concrete  Mixers  and  Appliances 
Hopkins  &  Co.,  F.  H. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
Mussens  Limited 
Wettlaufer  Bros. 

Concrete  Sewer  Pipe 
Blair,  B. 

Dominion  Concrete  Company 

Conduits 

Conduits  Company,  Limited 
Orpen  Conduit  Company 

Connecting  Rods 

Canada    Foundries    &  Forgings, 

Contractors 

Anglins  Limited 
Foundation  Company 
Hamilton  Bridge  Works  Co. 
MacKinnon-Holmes  &  ("o. 
Maritime  Bridge  Company 
Wells  &  Gray  Limited 

Contractors'  Plant  &  Supplies 
Beatty  &  Sons,  M. 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Dake  Engine  Company 
M;iish   Kngincoring  Works,  Ltd. 

Conveyor  Belting  . 
Diinlop  Tire  &  Rubber  Company  * 

Conveying  Machinery 

Canadian    Mathews   Gravity  Car- 
rier Company 

Core  Drills 

Canadian  Allis-Chalmers  Ltd. 
Can.  Ingersoll-Rand  Co.,  Ltd. 


Corrugated  Iron 

Pedlar  People  Limited 

Corrugated  Roofing 

Asbestos  Mfg.  Company 

Cranes,  Travelling  and  Locomotive 
Boving  Hydraulic  &  Engineering 

Company 
Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Northern  Crane  Works 

Crank  Shafts 

Canada    Foundries    &  Forgings, 

Crushed  Stone  and  Granite 

Canada   Crushed   Stone  Corpora- 
tion 

Crushed  Stone,  Limited 
Morrison  Company,  T.  A. 

Crushers  (Stone  and  Rock) 

Canadian  AUis-Chalmers  Ltd. 
London  Concrete  Machinery  Co. 
Mussens  Limited 

Culverts 

Pedlar  People 

Damp  Proof  Coating 

Barrett  Company 
Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 

Deck  Spans 

Hamilton  Bridge  &  Iron  Works 

Derricks  and  Derrick  Fittings 
Beatty  &  Sons,  M. 
Hopkins  &  Company,   F.  II. 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Northern  Crane  Works 

Dredging  Pumps 

Boving  Hydraulic  &  Engineering 
Company 

Dredges 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 

Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 

Drill  Steel  Sharpeners 

Canadian  Ingersoll-Rand  Co. 

Dump  Cars,  Wheels,  etc. 

Hopkins  &  Company,  F.  H. 
Manitoba  Bridge  &  Iron  Works 
Maritime    Bridge  Company 
Mar.sh  Engineering  Works,  Ltd. 
Sheldons  Limited 

Drift  Pins 

Canada  Foundries  &  Forgings, 
Hamilton  Bridge  Works  Co. 

Drying  Apparatus 

Canadian  Blower  &  Forge  Co. 

Elastite 

Carey  Mfg.   Co.,  Philip 
Trussed  Concrete  Steel  Co. 

Electric  Fans 

Sturtevant  Co.  of  Can.,  Ltd.,  B.  F. 

Electric  Air  Rock  Drills 

Canadian  IngersoU-Rand  Co. 
Electric  Impulse  Clocks 
1     Gent  &  Company 

Electric  Water  Systems 

Ontario  Wind  Engine  &  Pump 
Company 

Electrical  Specialties 

Spielmann  Agencies  Regd. 

Electrical  Supplies 

Canadian  General  Electric  Co. 

Elevator  Doors 

Ormsby  Company,  A.B. 

Elevators 

Northern  Crane  Woiks 
TurnbuU  Elevator  Company 


Engines 

Canadian  AUis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Hopkins  &  Company,  F.  H. 
Inglis  Company,  John 
McDougall  Caledonian  Iron  Wks. 

Engineers  (Civil  and  Mechanical) 

Bowman  &  Connor 
Chipman  &  Power 
Dominion  Engineering  &  Inspec- 
tion Company 
Foundation  Company 
Haddin   &  Miles 
Hunt  &  Co.,  Robt.  W. 
Milton  Hersey  Co. 
R.  &  W.  S.  Lea 
Wynne-Roberts,  R.  O. 

Excavators 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  T 

Exhaust  Heads 

Canadian  Blower  and  Forge  Cftf' 
Sheldons  Limited 

Expanded  Metal 

Baines  &  Peckover 
Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Fans 

Canadian  Blower  and  Forge  Co 
Sheldons  Limited 

Fibre,  Vulcanized 

Beveridge  Paper  Co..  Ltd. 

Fire  Brick,  Jointless 

Beveridge  Paper  Co.,  Ltd. 

Fireproofing 

Asbestos  Mfg.  Company 

Fireproof  Doors  and  Windows 

Ormsby  Company,  A.  B. 
Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Fire  Escapes 

Dennis  Wire  &  Iron  Works  Co. 
Manitoba  Bridge  &  Iron  Works 
McGregor  &  Mclntyre 

Fire  Escape  Spirals 

Canadian  Mathews  Gravity  Car 
rier  Company 

Fire  Protection  Appliances 

Bickle  Company,  R.  S. 

Flag  Poles 

Ontario  Wind  Engine  &  Pump 
Company 

Flooring  Materials 

Armstrong  Cork  Company 
Imperial  Oil  Company 

Forges 

Canadian  Blower  and  Forge  Co 
Sheldons  Limited 

Forgings,  Steel  &  Iron 

Canada    Foundries    &  Forging! 

Gasoline  Engines 

Boving  Hydraulic  &  Engineerini 

Company 
Canadian  AUis-Chalmers  Ltd. 
London  Concrete  Machinery  Co. 
Ontario  Wind  Engine  &  Pump 

Company 

Generators 

Canadian  General  Electric  Co. 

Glass 

Toioiito  Plate  Glass  Iniptg.  Co, 

Governors 

Boving  Hydraulic  &  fengineerin 
Company 

Gravity  Carriers 

Canadian   Mathews  Gravity  Ca: 
rier  Company 

(Continued  on  page  8) 
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SILENT  SANITARY  SCHOOL  DESKS 

WITH  FOLDING  SEATS 


VIEW  OF  ROW  OF  SILENT  SANITARY  DESKS  IN  POSITION 
Produced  at 

JAS.  SMART  PLANT 

BROCKVILLE,  ONT.  WINNIPEG,  MAN. 


Turbine 
Pumps 

Electric  and  Steam 

Water  Works 
I  Factory  and 
Fire  Services 

Humphrey  Gas 
Pumps 

Vny  capacity  or  pressure 

THE  JOHN  McDOUGALL 
CALEDONIAN  IRON  WORKS  CO.,  LIMITED 

Works:  Seigneurs  &  William  Sts.,  Montreal. 
Manufacturers  of  Boilers,  Castings,  Condensers,  Elevators,  Engines,  Filters,  Forgings,  Hydraulic 
Machinery,  Pumps,  centrifugal  and  reciprocating.  Steam  Turbines,  Tanks,  Water  Wheels,  Water 

Works  Plants 


Lachine  Water  Works 
Three  million  gallons,  eighty  pounds  domestic,  160  lbs.  fire. 
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Hammers  .       „  . 

Canada    Foundries    &  Forcings, 

Hammer  Drills 

Canadian  AUis-Chalmers  Ltd. 
Canadian  IngersoU-Rand  Co. 

Heating  Apparatus 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Heat  Insulating  Materials 
Armstrong  Cork  Company 

Hoists,  Electric 

Northern  Crane  Works 

Hoisting  Apparatus 
Beatty  &  Sons,  M. 
Canadian  Ingersoll-Rand  Co. 
Gillis  &  Geoghegan 
London  Concrete  Machinery  Co. 
Jlarsh  Engineering  Works,  Llil. 
Mussens  Limited 
Northern  Crane  Works 
Wettlaufer  Bros. 
Williams  Machinery  Co.,  A.  R. 

Hoisting  Engines 
Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Hopkins  &  Company,  F.  H. 
Marsh  Engineering  Works,  Ltd. 

Hollow  Tile 

National  Fire  Proofing  Co. 

Hose 

Can.  Consolidated  Rubber  Co. 
Dunlop  Tire  &  Rubber  Co. 

Hydrants 

Canada  Iron  Foundries 
Gartshore-Thompson  Pipe  Co. 
Kerr  Engine  Company 
McAvity  &  Sons,  T. 

Industrial  Cars 

MacKinnon-Holmes  &  Co. 

Inspection  Engineers 

Canadian  Inspection  and  Testing 
Laboratories 


Insulation  (Asbestos) 

Asbestos  Mfg.  Company 

Insulating  Compounds 
Imperial  Oil  Company 
Spielmann  Agencies  Regd. 
Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Industrial  Cars 

Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 

Interior  Finish  and  Doors 

Canadian  Office  &  School  Furni- 
ture Company 

Insulating  Bricks 

Armstrong  Cork  Company 

Jib  Cranes  (all  kinds) 
Northern   Crane  Works 

Journal  Wedges 

Canada    Foundries    &  Forgings, 

Kilns 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Lead  Pencils 

American  Lead  Pencil  Company 

Lead  (Red  and  White,  Dry) 

Carter  White  Lead  Company 

"Lidgerwood  '  Hoists 

Canadian  Allis-Chalmers  Ltd. 

Linabestos  Wallboard 

Asbestos  Mfg.  Company 

Lockers  (Clothes) 

Canada  Wire  &  Iron  Goods  Co. 
Dennis  Wire  &  Iron  Works  Co. 

Lumber  (Asbestos) 

Asbestos  Mfg.  Company 
Machine  Bolts 

Hamilton  Bridge  &  Iron  Works 
Machinery  Insulation 

Armstrong  Cork  Company 


Metal  Lath 

Baines   &  Peckover 
Noble,  C.  W. 
Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Metallic  Roofing 

Pedlar  People  Limited 

Meters,  Water 

McDougall  Caledonian  Iron  Wks. 
Neptune  Meter  Company 

Motors 

Canadian  General  Electric  Co. 

Oil  Tanks 

Boving  Hydraulic  &  Engineering 

Company 
Imperial  Oil  Company 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 

Ornamental  Iron 

Dennis  Wire  &  Iron  Works  Co. 

Ornamental  Moulds 

Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 

Paints  and  Varnishes 
Dominion  Paint  Works 
Hopkins  &  Company,  F.  H. 
Spielmann  Agencies  Regd. 

Paints  (Bridge  and  Structural  Iron 
and  Pipe  Coating) 
Barrett  Co. 

Dominion   Paint  Works 
Imperial  Oil  Company 
Spielmann  Agencies  (Regd.) 
Trussed  Concrete  Steel  Co. 

Paving  and  Paving  Materials 
Asphalt  &  Supply  Company 
Barrett  Co. 

Carey   Mfg.   Co.,  Philip 
Imperial   Oil  Company 
Trussed  Concrete  Steel  Co. 


Pipe  (Concrete,  Iron  &  Wood) 

Boving  Hydraulic  &  Engineering 

Company 
Dominion  Concrete  Company 
Gartshore  Thomson  Pipe  Co. 
National  Iron  Works 

Pipe  and  Boiler  Coverings 
Dominion  Paint  Works 

Pencils  (Lead) 

American  Lead  Pencil  Companv 

Perforated  Metals 
Canada  Wire  &  Iron  Goods  Co, 

Pile  Driving  Machinery 
Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company.  F.  G. 
Marsh  Engineering  Works,  Ltd. 

Pipe  Fittings  and  Flanges 

Pittsburgh   Valve,   Foundry  ic 
Construction  Company 

Pipe  Covering  (Magnesia,  Asbestos, 
Wool,  Felt,  etc.) 

Asliestos  Mfg.  Company 

Pipe  Covering  (Cold  and  Steam) 

Armstrong  Cork  Company 

Plumbing  Supplies 

Mueller  Mfg.  Company,  H. 

Planing  Mill  Exhausters 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Plaster 

Britnell  &  Company 

Plug  Drillers 

Canadian  Ingersoll-Rand  Co. 
(Continued  on  page  10) 


Special  Header  for  the  City  of  Belleville  waterworks— size  21  ft.  3  in.  x  30  in.  diameter. 


BOILERS 


UPRIGHT  or 
HORIZONTAL 


and 


STEEL  PLATE  WORK 

OF  ANY  DESCRIPTION 

STEEL  TANKS  for  any  purpose,  any  size  STEEL  SMOKE  STACKS,  SMOKE 
or  shape.  PIPES,  BREECHING,  Etc. 

STEEL  FLUMES  for  Water  Power,  any  STEEL  PIPING,  light  or  heavy,  straight  or 
length  or  diameter.  curved. 

WORKMANSHIP  RIGHT  AND    PRICES  RIGHT 


AIR  RECEIVERS 
made  to  order  any  size, 
and  for  any  pressure. 


Marsh  Engineering  Works,  Limited,    -    Belleville,  Ont. 


(Formerly  Marah  &  Henthorn,  Limited) 


UPRIGHT  BOILERS 
Made  to  order  any  re- 
quired size,  and  to  stand 
any  desired  working  press- 
ure. 
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STEEL  &  IRON 
PRODUCTS 


O  F 


Every  Description 


THE 


STEEL  COMPANY 
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CLASSIFIED  INDEX  TO  ADVERTISEMENTS— Continued 


Pneumatic  Machinery 

Canadian  IngersoU  Rand  Co. 


Power  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Inglis  Company,  John 


Pumps 

Canada    Foundries    &  Forgings, 

Pumps  and  Pumping  Machinery 
American  Well  Works 
Beatty  &  Sons,  M. 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian  Ingersoll-Rand  Co. 
Cook,  A.  D. 
Darling  Bros. 

Hopkins  &  Company,  t.  H. 
Inglis  Company,  John 
McDougall  Caledonian  Iron  Wks. 
Ontario   Wind   Engine   &  Pump 

Company 
Waterous  Engine  Works  Co. 

Quarry  Machinery 

Canadian  Ingersoll-Rand  Co^ 
Hopkins  &  Company,  F.  H. 

Railway  Supplies 

Can.  Chicago  Bridge  &  Iron  Co. 
Dominion  Iron  &  Wrecking  Co. 
Gartshore,  John  J. 
Hopkins  &  Company,  F.  H. 

Reinforcing  Bars 
Baines  &  Peckover 

Reinforcements,  Concrete  and  Steel 

Baines  &  Peckover 
Burlington  Steel  Company 
Canada  Wire  &  Iron  Goods  Co. 
Pedlar   People  Limited 
Steel  Co.  of  Canada,  Limited 
Trussed  Concrete  Steel  Co. 


Refrigeration  Machinery 

Boving  Hydraulic  &  Engineering 
Company 

Riveted  Spans 

Hamilton  Bridge  &  Iron  Works 

Road  Asphalt 

Asphalt  &  Supply  Company 
Imperial  Oil  Company 

Road  Oil 

Imperial  Oil  Company 

Road  Mesh 

Baines  &  Peckover 

Road  Machinery 

Hopkins  &  Company,  F.  H. 
Waterous  Engine  Works  Co. 

Rolling  Steel  Doors 

Ormsljy  Company,  A.  B. 

Roofing  Material 

/Lshcstos    Mfg.  Company 
Barrett  Co. 

Bishopric  Wallboard  Company 
Brantford  Koofing  Company 
Carey  Company,  Philip 
Imperial  Oil  Company 
Noble,  Clarence  W. 
Pedlar  People  Limited 

Roofing,  Rubber 

Beveridgc  Paper  Co.,  Ltd. 

Rubber  Goods 

Can.  Consolidated  Rubber  Co 
Dunlop  Tire  &  Rubber  Co. 


Sash  Machinery 

King  Construction  Company 

Scrap  Iron 

Dominion  Iron  &  Wrecking  Co. 

Screens 

Canada  Wire  &  Iron  Goods  Co. 

Sewer  Pipe 

Britnell  &  Company 
Canada  Iron  Foundries 
Dominion  Sewer  Pipe  Co. 
Gartshore  Thompson  Pipe  Co. 
Hamilton  &  Toronto  Sewer  Pipe 

Company 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
National  Iron  Works 
Ontario  Sewer  Pipe  Company 
Standard  Clay.  Products  Ltd. 

Sheathings 

Beveridge  Paper  Co.,  Ltd. 

Shingles  (Asbestos) 

Asbestos  Mfg.  Company 

Ship  Forgings 

Canada    Foundries    &  Forgings, 

Shovels  (Steam) 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 

Silo  Moulds 

London  Concrete  Machinery  Co. 

Skylights 

Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Slates  (Asbestos) 

Asbestos  Mfg.  Company 

Smoke  Stacks 

Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &*Iron  Co. 
MacKinnon,  Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime   Bridge  Company 
Marsh  P^ngineering  Works,  Ltd. 
Pedlar  People  Limited 

Sprinkler  Tanks  (Steel) 

Can.  Chicago  Bridge  &  Iron  Co. 

Stair  Builders 

Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Steam  Appliances 

Darling  Bros. 

Steam  Apparatus  and  Specialties 
Canadian   Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
McAvity  &  Sons,  T. 
Sheldons  Limited 

Steam  Turbines 

McDougall  Caledonian  Iron  Wks. 

Steel 

Burlington   Steel  Company 
Dominion  Iron  &  Wrecking  Co. 
Hopkins  &  Company,  F.  H. 
Steel  Company  of  Can.,  Ltd. 
Trussed  Concrete  Steel  Co. 

Steel  Bars 

Haines  &  Peckover 
Burlington  Steel  Company 
Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Steel  Company  of  Canada,  Ltd. 
Trussed  Concrete  Steel  Co. 

Steel  Beams 

Hamilton  Bridge  &  Iron  Works 

Steel  Castings 

Canadian  Steel  Foundries,  Ltd. 

Steel  Pipe 

Can.  Chicago  Bridge  &  Iron  Wks 


Steel  Plate  Construction 

Hamilton  Bridge  Works  Co. 
MacKinnon-Holmes  &  Co. 
Marsh  Engineering  Works,  Ltd. 
Waterous  Engine  Works  Co. 

Steel  Sash 

Ormsby  Company,  A.  B. 
Trussed   Concrete   Steel  Co. 


Stone 

Britnell  &  Company 
'  Rogers    Supply  Company 
Sackville  Freestone  Company 

Structural  Iron  and  Steel 
Burlington  Steel  Company 
Canadian  Allis-Chalmers  Ltd. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works  Co. 
MacKinnon-Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 
McGregor    &  Mclntyre 
Reid  &  Brown  Structural  Steel  & 
Iron  Works 

Stucco  Board 

Bisliopric  Wallboard  Company 

Swing  Bridges 

Hamilton  Bridge  &  Iron  Works 

Swinging  Gears 

Dake  Engine  Company 


Switchboards 

Canadian  General  Electric  Co. 

Tanks  and  Steel  Pipes 

Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  DesMoines  Steel  Co. 
Hamilton  Bridge  Works  Co. 
Inglis,  John 

Manitoba  Bridge  &  Iron  Works 
Mar.sli  Engineering  Works,  Ltd. 
McDougall  Caledonian  Iron  Wks. 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 
Ontario  Wind  Engine  &  Pump 

Company 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co.,  A.  R. 

Telescopic  Hoists 

Black  Building  Supply  Company 
Gillis  &  Geoghegan 

Testing  and  Inspecting  Bureau 
Hunt  &  Company,  Robt.  W. 

Tile  Moulds 

London  Concrete  Machinery  Co. 

Thumb  Screws  and  Nuts 

Canada    Foundries    &  Forgings, 

Towers  ^ 

Can.  Chicago  Bridge  &  Iron  Co. 
Hamilton  Bridge  &  Iron  Works 

Transformers 

Canadian  General  Electric  Co. 

Truss  Rods 

Haniillon  Bridge  &  Iron  Works 

Turnbuckles 

Canada    Foundries    &  Forgings, 

Valves 

Canada    Iron  Foundries 
Gartshore-Thomson    Pipe  Co. 
Kerr    Engine  Company 
McAvity  &  Sons,  T. 
Dunlop  Tire  &  Rubber  Co. 


Ventilating    &    Heating  Apparatus 
Canadian  Blower  and  Forge  Co. 
Sheldons    Limited  - 


Varnishes — Insulating 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 


Wagons 

Tiffin   Wagon  Company 

Wall  Board 

Bishopric  Wallboard  Company 

Wallboard   (Asbestos,  Linabestos) 
Asbestos  Mfg.  Company 


Water   Level  Apparatus 

Gent   &  Company 


Waterproofing 
Barrett  Co. 

Imperial  Oil  Company 
Trussed   Concrete  Steel  Co. 


Water  Softeners  and  Filters 

Manitoba  Bridge  &  Iron  Works 

Water  Tapping  Machines 
Mueller  Mfg.   Company,  H. 


Water  Turbines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Clialmers  Ltd. 
McDougall  Caledonian  Iron  Wks 


Welding  Apparatus 

Imperial  Brass  Company 
Prest-O-Lite  Company,  Inc. 


Welding  and  Cutting  Plants 
Prest-O-Lite  Company,  Inc. 


Well  Drilling  Plants 

American  Well  Works 
Ontario  Wind  Engine  &  Pump 
Company 


Window  Sash 

Steel  &  Radiation  Limited 
Trussed  Concrete  Steel  Co. 


Wires  and  Cables 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 


Wire  Guards  and  Screens 

Canada  Wire  &  Iron  Goods  Co. 

Wire  Rope 

Dominion  Wire  Rope  Co.,  Ltd. 

Wrenches 

Canada    Foundries   &  Forgings, 


Wood  Pipe 

Canadian  Pipe  Company 
Pacific  Coast  Pipe  Company 
Vancouver   Wood   Pipe  &  Tank 
Company 


Wood  Tanks 

Pacific  Coast  Pipe  Company 
Vancouver  Wood  Pipe  and  Tank 
Company 
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DUNDAS 
CRUSHED 


For  Concrete 
Roadways 
Pavements 
Construction 

Work  of  all 
kinds 


STONE 


As  a  typical  example  of  the  use  of 
Dundas  Crushed  Stone — The 
Engineers  of  the  Toronto  Ham- 
ilton Highway  Commission  spec- 
ified Dundas  Crushed  Stone  for 
foundation  work  on  the  entire  forty 
miles  of  roadway  now  construc- 
ted. Past  performance  proved 
that  this  product  could  be  relied 
upon  for  satisfaction.  In  con- 
struction work  Dundas  Crushed 
Stone  is  superior.  We  have 
interesting  information  for  pros- 
pective users  of  crushed  stone. 


Canada  Crushed  Stone  Corporation 


LIMITED 


Dundas 


Ontario 
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Herringbone  Metal  Lath 

is  running  first  in  the  test  of  bases  for  stucco 
which  the  U.  S.  Bureau  of  Standards  at  Wash- 
ington has  been  conducting  since  191  5. 

This  Means  Something 

Fifty-six  various  panels  are  being  tested  with  varying 
types  of  stucco  and  metal  lath,  wood  lath,  plaster  board, 
terra  cotta,  brick,  gypsum  block  and  concrete  as  bases. 
The  number  of  competitors  gives  additional  emphasis  to 
the  value  of  Herringbone  lath. 

All  Canadian  made  Herringbone  Metal  Lath  is  made  from 
copper  alloy.  The  fact  that  it  lays  up  without  lap  means 
that  it  costs  no  more  than  ordinary  lath. 

CLARENCE  W.  NOBLE 

General  Sales  Agent 
117  Sun  Life  Building         -         -         -         TORONTO,  ONT. 

Metal  Shingle  &  Siding  Co.,  Limited,  Manufacturers 
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Brin^Down 

BuildinO 
Cb5tyWith- 


luRIB 


mmm 


mmaaaaaaaaf. 


Eliminate  the  cost  of  forms.  Save  studs,  stiffening 
channels  and  wiring.  Save  floor  space  and  dead 
weight.  Prevent  makeshifts,  inconveniences  and  de- 
lays. By  constructing  your  new  building,  whether 
large  or  small,  with  HY-RIB,  you  will  lower  its 
cost  considerably  and  at  the  same  time  have  a  per- 
manent, fireproof  and  more  valuable  building. 

In  roofs,  floors,  walls,  sidings,  partitions,  ceilings, 
and  furring — in  arched  floors,  culverts,  conduits, 
sewers,  silos  and  tanks — in  construction  work  of  all 
kinds — HY-RIB  reduces  building  costs  by  saving 
materials,  labor  and  time. 

HY-RIB  is  a  steel  mesh  stiffened  by  rigid,  deep  ribs,  manufactured 
from  a  single  sheet  of  steel.  Eliminates  forms  and  all  special  equip- 
ment. Furnished  straight  or  curved,  cut  to  desired  length  at  the  fac- 
tory. Its  use  is  decidedly  simple.  The  easily  handled  sheets  are 
fastened  to  the  supports  and  the  plaster  or  concrete  applied. 

Let  us  show  you  conclusively  how  you  can  bring  down  building  costs 
with  HY-RIB.  Send  to-day  for  valuable  HY-RIB  hand  book,  contain- 
ing specifications,  tables,  illustrations,  etc.,  free. 

TRUSSED  CONCRETE  STEEL  CO. 

of  Canada,  Limited 

Walkerville,  Ontario 

Montreal— Toronto— Winnipeg— Calgary— Vancouver 

Distributing  Agents  Everywhere 


m 


1 


Truscon  Building  Products  for  modern  permanent  con- 
struction cover  Reinforced  Concrete  in  all  its  phases; 
Steel  Window  Sash  of  every  type;  Metal  Lath  for  Plaster 
and  Stucco;  Concrete  Highway  Reinforcement;  Spot 
Grounds;  Waterproofings,  etc. 


trussedX^ 
concrete  \\ 

STEEL  CO  \ 
CANMk  UMIIED  ' 


r/    OFCANAD*  UNITED  '\>l,JK^aHM| 

TRUSCONfW 


V 
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A  GLARELESS  AUTOMOBILE  LIGHT 


WITHIN  THE  LAW 


THE  HOLOPHANE  LENS  embodies 
a  fin  or  shelf  of  specially  treated  glass, 
which  extends  backward  just  above  the 
bulb  of  the  lamp,  placing  a  positive  shield 
between  the  light  and  the  eye  of  the  ap- 
proaching motorist. 

A  glance  at  the  illustration  will  show 
that  this  fin  must  eliminate  glare  because 
of  the  shadow  which  it  casts  upward 
across  the  eyes  of  the  approaching  driver. 

In  addition  to  eliminating  glare,  the 
perfect  headlight  lens  should  also  pro- 
vide bright  illumination  far  ahead  and 
to  the  sides  of  the  car.  Below  are  figures 
of  an  official  headlight  test : 


Distance 

Dist,ance 

at  which 

from  car 

driver 

at  which 

recognized 

newspaper 

Name  of  Lens. 

man 

could  be  read. 

HOLOPHANE 

280  feet 

385  feet 

L  Lens  

260  feet 

295  feet 

N  Lens 

245  feet 

300  feet 

P  Lens  

220  feet 

280  feet 

D  Lens  

215  feet 

220  feet 

C  Lens  

210  feet 

310  feet 

M  Lens   

180  feet 

225  feet 

W  Lens  .... 

170  feet 

225  feet 

S  Lens  

165  feet 

180  feet 

Names  of  all  lenses  can 

be  obtained 

from  the  report 

THE  SALIENT  POINTS  OF  THE  HOLOPHANE  LENS 

1—  It  bends  down  the  concentrated  3— Provides  ample  light  directly 
searchlight  beam  below  the  42-  in  front  and  to  the  sides  of 
inch  line,  preventing  glare.  the  car  to  easily  see  the  curb, 

2—  Lights  the  road  250  feet  and  ditches,  etc.,  and  for  passing 
more  ahead  of  the  car.  vehicles. 

PRICES 

Diameter  Per  pair 

7  to  8^  inches  $3.60 

8%  to  9^  inches     4.5O 

93/4  to  10>^  inches   5.25 

West  of  Saskatchewan,  add  25  cents  per  pair. 

For  sale  by  all  Dealers  in  Hardware,  Auto  Accessories  and  Electrical  Supplies 

CANADIAN  GENERAL  ELECTRIC  CO. 

LIMITED 

Head  Office:  Toronto.    Sales  Offices-.     Montreal,   Halifax,   Sydney,  Ottawa,    Cobalt,    South    Porcupine,    London,    Winnipeg,  Calgary, 

Edmonton,  Nelson  and  Vancouver. 
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20  Acres  of  Dock  Floor  Reinforced 
Clinton  Electrically  Welded  Wire 


At  the  Chelsea  Docks,  New  York 
City,  there  are  20  acres  of  con- 
crete pier  flooring,  reinforced  witli 
Clinton  Electrically  Welded  Wire. 
This  material  affords  one  con- 
tinuous stretch  of  positive  rein- 
forcement without  twists  or  diag- 
onal strands,  and  often  without 
lappinar  or  splicing'.  It  becomes 
completely  imbedded  in  the  mix. 
knitting'  and  binding  the  concrete 
together  and  reinforcing  it  in 
every  direction.  As  a  result  of 
its  freedom  from  clips  and  wrap- 
ped wires  there  are  no  voids  in 
the  completed  work. 

Write  for  Clinton  Wire  Booklet. 


The  Pedlar  People  Limited^  Executive  Offices  and  Factories :  Oshawa, 


Established  1861 
Branches:  Montreal,  Ollawa,  Toronto,  London,  Winnipeg,  Vancouver 


STEEL  CASTINGS 


For  All  Purposes 


One  Pound  to  Fifty  Tons 

Canadian  Steel  Foundries 


General  Offices 
Transportation  Building 

Montreal 


LIMITED 


Works 

Montreal  and  Welland 
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American  Lean  Pencil  Company  ....  54 

.\merican  Well  Works    58 

Anglins  Limited    64 

Armstrong  Cork  Company    57 

Asbestos  Manufacturing  Company.. 

Asphalt  and  Supply  Company   

Ault  &  Wiborg  Company    65 

Baines  &  Peckover   •  5 

Barber,  Frank    64 

Barrett  Company    53 

Beatty  &  Sons,  Ltd.,  M   4  • 

Beveridge  Paper  Company  

Brown  Company    63 

Bickle  Company,  R.  S  

Bishropric  Wallboard  Company  ....  52 

Blair  Company,  B   55 

Black  Building  Supply  Company  ...  61 
Boving  Hydraulic  and  Engineering 

Company    57 

Brantford  Roofing  Company   

Britnell  Company,  Ltd   58 

Burlington  Steel  Company    49 

Canada  Crushed  Stone  Corporation.  11 

Canada  Iron  Foundries,  Ltd   55 

Canada  Foundries  and  Forgings,  Ltd.  7 

Canada  Wire  and  Iron  Goods  Co.  . .  55 

Canadian  AUis-Chalmers    14 

Canadian  Blower  and  Forge  Co.  ...  56 
Canadian  Chicago  Bridge  and  Iron 

Company    65 

Canadian  Consolidated  Rubber  Co...  3 

Canadian  Des  Moines  Steel  Co   55 

Canadian  General  Electric  Company  14 

Canadian  Ingersoll-Rand  Company.  .  67 
Canadian    Inspection    and  Testing 

Laboratories    64 

Canadian  Mathews  Gravity  Carrier 

Company   2 

Canadian  Office  School  l'"urniture  Co.  48 

Canadian  I'ipe  Company,  Ltd   58 

Canadian  Steel  Foundries,  Ltd   15 

Canadian  Surety  Company    48 

Carey  Company,  Philip  

Carter  White  Lead  Company   

Cast  Stone  Block  and  Machine  Co.  .  IS 

Chipman  &  Power,  Ltd   64 

Conduits  Company,  Ltd   65 

Cook,  A.  D   63 

Crushed  St(jne,  Ltd   58 

Dake  Engine  Company    57 

Darling  Brothers    64 

Dennis  Wire  and  Iron  Company  ....  (13 


Dominion  Concrete  Company    59 

Dominion  Engineering  and  Inspec- 
tion Company    64 

Dominion  Iron  and  Steel  Company  61 

Dominion  Iron  and  Wrecking  Co.-  .  .  56 

Dominion  Paint  Works   

Dominion  Sewer  Pipe  Company  ....  5U 

Dominion  Wire  Rope  Company   ...  GS 


Engineers  and  Contractors,  Ltd. 


l"'oundation  Company  

Gartshore.  John  J   63 

Gartshore-Thompson  Pipe  and  Foun- 
dry Company    56 

Gent  Company   

Gillis  &  Geoghegan    61 


Hamilton  &  Toronto  Sewer  Pipe  Co. 

Hopkins  &  Co.,  F.  H   68 

Hunt  &  Co.,  Robert  W   64 

IdeaJ  Concrete  Machinery  Company. 

Imperial  Brass  Companj'  

Imperial  Oil  Limited  

Inglis  Company,  John    47 

Kerr  Engine  Company,  Ltd   60 

King  Construction  Company    64 

Lea,  R.  S.  &  W.  S   64 

London  Concrete  Machinery  Co.  ...  4 
Lymburner,  Limited    51 

MacKinnon  Holmes  &  Co  

Maritime  Bridge  Works  Company  .  65 
Manitoba  Bridge  and  Iron  Works  Co. 

Marsh  Engineering  Works    8 

McAvity  &  Sons,  T  

McDougall  Caledonian   iron  Works 

Company   ^   7 

McGregor  &  Mclntyre    65 

Miller  &  Co.,  George  M   04 

Milton  Ilcrsey  Comi)any    (il 


Morrison  &  Co.,  T.  A   6 

Mueller  Manufacturing  Co.,  Ltd.  ... 
Mussens  Limited    5i 

National  Fireproofing  Company  ....  2i 

National  Iron  Works   -.  , .  s 

Noble.  Clarence  W   i 

Northern  Crane  Works,  Ltd   j 

Nova  Scotia  Steel  and  Coal  Company 

Oflice  Specialty  Company    .■ 

Ontario  Sewer  Pipe  Company   

Ontario  Wind  Engine  and  Pump  Co.  1 

Ormsby  Company,  A.  B  

Orpen  Conduit  Company   

I'acific  Coast  Pipe  Company   

Pedlar  People    ] 

Power  &  Son    ( 

Prest-O-Lite  Company    ; 

Reid  &  Brown  Structural  Steel  aiul 
Iron  Works    ( 

Sheldons  Limited  

Standard  Clay  Products,  Ltd   i 

Standard  Underground  Cable  Com- 
pany of  Canada,  Ltd   ( 

Steel  Comnany  of  Canada,  Ltd  

Sun  Brick  Company   

Spielmann  Agencies   

Thompson  Brothers    < 

Tiffin  Wagon  Company   

Toch  Brothers   

Toronto  Plate  Glass  Importing  Co.  . 
Trussed  Concrete  Steel  Company 
Turnbull  Elevator  Company   


Vancouver  Wood  I'ipe  and  Tank  Co.  ( 


Waterous  Engine  Works  Company. 

Wells  &  Gray,  Ltd  

Wcttlaufer  Brothers   

Williams  Machinery  Co.,  Ltd.,  A.  K. 
Wynne-Roberts,  R  


Our  advertisers  represent  the  most  progressive  manufacturers  and  dealers.  Make 
your  purchases  of  them.   Give  your  business  to  the  man  who  is  enterpris- 
ing enough  to  spend  money  and  time  to  get  in  touch  with  you. 
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r^URING  the  past  seven  years  our  men  have  worked  w^ithout 
interruption  winter  and  summer  for  the  Ford  Motor  Company 
of  Canada,  Limited,  at  Ford,  Ontario.  We  have  had  many  new 
and  difficult  problems  to  solve.  The  photograph  above  shows  a 
reinforced  concrete  buildiiig  70'  x  700'  in  course  of  construction. 
This  building  was  built  in  water  from  1 5  to  20  feet  in  depth. 
There  was  also  840  feet  of  concrete  wall  to  be  built.  This  also 
was  carried  down  from  1 5  to  20  feet  below  water.  The  entire 
structure  is  carried  on  piles.  These  problems  have  all  been 
solved  successfully  and  economically. 

We  would  be  pleased  to  solve  your  building  problems. 

WELLS  &  GRAY,  Limited 

Engineers  and  Contractors 

248  Confederation  Life  Building  TORONTO,  ONTARIO 

Branch  Office  :  Bank  of  Commerce  Building,  Windsor,  Ontario 
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Cast  Stone  Blocks 

Building  Material  of  Beauty  and  Strength 


Our  Cast  Storie  Blocks 
offer  one  of  the  greatest 
business  opportunities 
today.  Our  patented 
process  enables  any 
man,  without  previous 
experience,  to  turn  out 
a  high  grade  granite 
faced  building  block 
that  will  get  the  busi- 
ness in  competition 
With  the  product  of  any 
other  method.  For  es- 
tablished contractors, 
our  process  ofifers  new 
fields  for  great  revenue. 
Remember,  these 
blocks  are  made  from 
poured  concrete  and  are 
absolutel}^  waterproof. 
Send  today  for  our  il- 
lustrated catalog  and  all 
details  of  the  oppor- 
tunity. 


Cast  Stone  Block  and  Machine  Co. 


Send  50c  for  sample  l6  inch 
block:  This  will  give  you  a 
good  idea  of  the  finished  ar- 
ticle you  can  manufacture. 


Limited 


298  Howard  Avenue 
WINDSOR  ONTARIO 
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nicipalities ! 


We  have  recently  executed  large 
contracts  for  these  firms: 

Compton  Corset  Co.,  Toronto. 

Canadian  Fairbanks-Morse  Com- 
pany, Montreal. 

Atlantic  Underwear,  Moncton,  N.B. 

The  Two  Barkers,  Limited,  Am- 
herst, N.S. 

Automobile  &  Supply  Co.,  Toronto. 

Muskoka  Free  Hospital,  Graven- 
hurst. 

Acme  Glove  Works,  Joliette,  Que. 
Monarch  Knitting  Co.,  St,  Thomas, 
Ont. 

Standard  Chemical  Co.,  Fassett, 
Que. 

Canada  Nitro  Products,  Mt.  Denis. 
McL'ennan  Foundry,  Campbellton, 
N.B. 

Canada  Stove  &  Furniture  Co., 

St.  Laurent,  P.Q. 
Canadian  Bag  Co.,  Ltd.,  Toronto. 
Packard,  Montreal,  Que. 
Northrop  &  Lyman,  Toronto. 
Woolworth,  Toronto. 


When  considering  the  erection  of 
Sprinkler  Towers,  etc. 

REMEMBER 

We  are  the  largest  producers  of  this 
class  of  work  in  Canada,  and  are  accus- 
tomed to  carrying  out  the  biggest  orders 
for  Wooden  Tanks  and  Steel  Towers  of 
any  size  up  to  100,000  gals,  capacity.  We 
are  prepared  and  equipped  to  design, 
manufacture  and  erect  any  special  outfit 
which  circumstances  or  location  ^may 
demand.  Our  structures  are  familiar  land- 
marks throughout  the  Dominion. 

Township,  Railroad  and  Suburban  Water 
Supplying  Systems  are  our  special  study. 
Send  us  particulars  of  your  requirements 
and  we  shall  be  glad  to  submit  designs 
and  estimates. 


Our  Special  Tower 
and  Tank  Catalogue 
Will  Interest  You 


Ontario  Wind  Engine  &  Pump  Co.,  Ltd. 

Head  Office  and  Factory:  Toronto 


Montreal 


Winnipeg 


Regina 


Calgary 
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You  the  Data 

on  this  improved  modern  method  of  saving  much  of  the 
cost  of  steel  and  foundations  ? 

Long  Span  Floor  Construction  of 

NATCO 
HOLLOW  TILE 

and  Reinforced  Concrete 

First  in  the  Mind  of 
the  Designer 

when  seeking  a  minimum  in  cost 
and  weight,  and  the  maximum  in 
strength  and  fireproof  qualities  for 
his  floor  construction. 


Detail  in  perspective  of  Long 
Span  Combination  Hollow 
Tile  and  Reinforced  Concrete 
Floor. 

Write  to-day  for  our  Long  Span  Catalogue, 

National  Fire  Proofing  Co.  of  Canada^  Limited 

Head  Office— Dominion  Bank  Bldg.,  TORONTO 


iiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiii^ 

PUMPS 


It  permits  the  entire  re- 
moval of  all  working  parts 
without  disturbing  the 
foundation.  Of  special 
benefit  when  pump  sets 
in  concrete  or  with  suc- 
tion flange  to  a  wall  where 
access  is  difficult. 


Has  split  packing  glar 
and  reversible  barrel — ; 
water  passages  to  clog  i 
— no  valves  to  get  out 
order. 

Built  in  sizes  having  di 
charge  opening  up  to 
inches  in  diameter. 

Adaptable  to  pulley  e 
gine  or  motor  drive.  ; 


WATEROUS 


BRANTFORD 


ONTARIO 


CANADA 


piiiiiiiiiiiiiii!iiiiiiiiiiiiiiiiiiiiiiiiiiiii:iiiiiiiiiiiiiiiH^^ 
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Ontario  Good  Roads  Week 

THE  week  of  February  25-29  might  well  be  called 
"Good  Roads  Week"  in  Ontario,  as  during  the 
first  four  days  there  was  held  a  most  successful 
conference  of  road  superintendents  at  the  High- 
ways Department  of  the  local  Government,  now 
an  annual  event,  and  somewhat  unfortunately  over- 
lapping in  part  the  Ontario  Good  Roads  Association, 
whichi  held  its  annual  convention  in  the  York  County 
Buildings  on  February  27,  28,  29.  A  full  report  of  the 
Highways  Conference  is  given  in  the  present  issue, 
but  lack  of  space  makes  it  necessary  to  hold  over  till 


next  week  any  extended  reference  to  the  Ontario  Good 
Roads  Association  Convention.  This  latter  report  will 
be  published  in  our  issue  of  March  13. 

The  good  roads  movement  in  Ontario  is  worthy 
of  all  support  not  only  on  account  of  what,  theoretic- 
ally, it  can  do  for  the  betterment  of  rural  conditions, 
but  also  for  what,  in  actual  fact,  it  has  already  done. 
That  so  much  has  been  accomplished  is  due  to  the 
splendid  organization  of  our  Government  Highways 
Department,  the  efficiency  of  its  officers  and  the  hearty 
co-operation  of  other  provincial  and  municipal  organ- 
izations, chief  among  which,  of  course,  is  the  Ontario 
Good  Roads  Association.  This  latter  association,  too, 
has  been  particularly  happy  in  the  choice  of  officers, 
and  is  fortunate  indeed  in  having  as  a  permanent 
officer  such  an  all-round  man  as  George  S.  Henry,  who, 
as  a  university  graduate,  a  practical  farmer  and  an  ex- 
perienced parliamentarian  all  rolled  into  one,  is  an  out- 
standing figure  in  the  discussion  of  such  matters  as 
"good  roads"  where  a  wide  vision  and  an  appreciation 
of  the  viewpoint  of  all  classes  is  so  essential. 

Whatever  may  be  said  of  "business  as  usual"  in  gen- 
eral, during  the  war,  there  are  few,  we  believe,  who 
are  not  in  favor  of  a  fairly  liberal  policy  in  the  way 
of  road  building  and  maintenance.  Good  roads  have 
a  direct  bearing-  on  food  production  and  on  food  cost. 
In  case  of  further  trouble  with  our  main  transportation 
arteries  they  may  have  just  as  direct  a  bearing  on  the 
manufacture  and  supply  of  war  material.  Our  govern- 
ment is  thus  well  advised  in  setting  aside  as  mach 
money  as  is  reasonably  available  for  this  work  and 
may  be  assured  that  such  action  meets  the  popular 
approval.-  In  addition  to  what  it  is  possible  to  do 
at  the  moment  it  is  to  be  hoped,  also,  that  plans  are 
being  laid  for  efifective  and  immediate,  and  much  more 
extensive,  operations  when  the  war  is  over. 

In  connection  with  this  year's  Conference  of  the 
Highways  Department,  which  is  designed  primarily 
and  specially  for  the  benefit  of  the  various  county 
road  superintendents  of  the  province,  now  thirty-seven 
in  number,  it  is  noted  that  the  program  includes  a 
number  of  papers  by  the  superintendents  themselves. 
At  former  conferences  this  work  has  been  chiefly  dele- 
gated to  members  of  the  Highways  Department,  and 
we  cannot  but  feel  it  is  a  move  in  the  right  direction 
tha,t  the  proceedings  should  be  given  this  leaven  of 
practical  experience  which  the  men  on  the  firing  line 
are  best  capable  of  bringing  in.  This  year's  program  is 
well  balanced  and  will  undoubtedly  result  in  greatly 
furthering  the  interests  of  the  good  roads  movement 
throughout  the  province. 


"Dark  Often  Found  Me  in  My  Garden 
at  Work  Last  Summer" 

A BILL  has  been  introduced  in  the  Ontario  Leg- 
islature by  Major  Hartt,  requiring  that  otu" 
clocks  be  set  ahead  one  hour  between  the  dates 
of  April  1  and  November  1.    Major  Hartt  has 
had  the  advantage  of  experience  in  daylight  saving  in 
France,  and  evidently  is  convinced  of  its  value.  If 
successful  in  France  why  not  in  Ontario? 

In  a  recent  issue  of  the  Contract  Record  we  took 
occasion  to  direct  the  attention  of  our  readers  to  this 
matter  and  its  bearing  on  food  production.  If  back- 
lot  and  vacant-lot  gardening  is  worth  encouraging  at 
all,  if  the  amount  of  food  that  can  be  produced  in  this 
way  is  really  a  factor  in  relieving  the  food  shortage, 
and  we  believe  it  is,  then  surely  an  extra  hour  every 
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evening  for  the  gardeners  is  an  important  and  well- 
deserved  concession.  Many  garden  enthusiasts  are 
men  who  work  long  hours  and  get,  at  most,  perhaps 
an  hour  to  an  hour  and  a-half  each  evening.  Thus 
the  extra  hour  would  practically  double  the  time,  and 
incidentally  the  production,  of  these  workers.  Not 
only  would  it  have  its  influence  in  this  way,  but  the 
extra  long  evenings  would  have  a  decided  tendency  to 
induce  those  who  have  been  indifferent  in  the  past, 
those  who  have  felt  they  had  not  the  time  at  their  dis- 
posal, to  become  producers. 

It  will  thus  be  seen,  too,  that  the  extra  hour  in  the 
evening  will  benefit  that  class  of  our  citizenship  which 
is  most  in  need  of  assistance— the  man  with  the  long- 
hour  day;  that  is,  generally  speaking,  the  man  with 
the  lowest  pay.  Such  a  move  will  be  "mass"  rather 
than  "class"  legislation,  and,  as  such,  should  easily 
appeal  to  our  law  makers.  It  will  benefit  most  the 
man  who  works  by  clock,  not  the  man  who  can  "knock 
ofif"  in  the  middle  of  the  afternoon  if  he  feels  so  dis- 
posed. 

It  has  been  hinted  that  the  Dominion  Government 
is  waiting  for  pressure  from  the  electors.  That  is  un- 
fortunate, though  entirely  natural.  Would  it  not  be 
a  good  idea  if  our  readers  would  sit  down  and  write  im- 
mediately to  Ottawa  some  such  letter  as  one  just  re- 
ceived by  us  from  a  "producer"  in  one  of  the  eastern 
provinces.  This  correspondent  commends  us  for  our 
previous  editorial,  tells  of  his  son  being  at  the  front 
and  how  he  is  trying  to  further  assist  the  government 
in  his  small  way  by  growing  his  own  vegetables,  etc., 
etc.    His  letter  concludes: 

"I  am  running  my  business  with  the  assistance  of 
my  youngest  son  and  daughter.  I  have  a  small  place 
where  we  grow  all  our  vegetables,  potatoes  and  apples, 
and  can  keep  two  cows.  We  find  it  a  great  help  these 
times,  and  as  dark  often  found  me  in  my  garden  at 
work  last  summer,  I  am  glad  to  see  your  journal  goes 
in  for  'daylight-saving.'  "  ' 


Manitoba  Good  Roads  Convention 

ON  February  19th  in  Manitoba  Hall,  Winnipeg, 
the  Manitoba  Good  Roads  Association  held  a 
banquet  in  connection  with  their  annual  meet- 
ing. Great  enthusiasm  was  displayed  at  this 
meeting  in  the  cause  of  building  a  permanent  system 
of  leading  roads  throughout  the  province  and  the  at- 
tendance was  the  largest  in  the  history  of  the  organ- 
ization. The  election  of  officers  for  1918  resulted  in 
the  return  of  the  former  executive — President,  S.  R. 
Henderson;  vice-president,  R.  D.  Waugh  ;  secretary- 
treasurer,  Geo.  F.  Bentley. 

Following  the  banquet,  Mr.  Henderson  submitted 
the  presidential  report,  in  which  he  stated  that  the  ex- 
penditure for  the  construction  of  roads  and  bridges  in 
Manitoba  during  the  past  year  amounted  to  $466,946.26. 
Manitoba  had  now  1,922  miles  of  road  under  the  Good 
Roads  Act,  and  in  addition,  during  the  year,  1,379 
miles  of  road  had  been  systematically  maintained  by 
the  use  of  the  split-log  drag.  The  expenditure  on 
bridges  within  the  province  during  the  same  period  had 
totalled  $169,111.57.  Mr.  Henderson  also  informed 
the  members  that,  following  the  suggestion  of  Pre- 
mier Morris,  the  provincial  government  had  presented 
two  handsome  trophies — one  for  the  best  dirt  road  and 
one  for  the  best  gravel  road — to  be  competed  for  this 
year  for  the  first  time. 

Mr.  Waugh,  the  vice-president,  also  spoke,  tracing 
the  history  of  the  good  roads  movement  in  the  pro- 


vince, from  its  inception  in  February,  1909,  to  its  pre- 
sent wide  development.  He  stated  that  75  per  cent,  of 
the  automobil  es  in  Manitoba  were  now  owned  by  farm- 
ers, and  that  this  fact  has  given  a  great  stimulus  to 
road  improvement. 

Among  the  other  speakers  were,  Hon.  Geo.  Grier- 
son.  Minister  of  Public  Works,  Mayor  Davidson,  of 
Winnipeg,  Messrs.  T.  R.  Deacon  and  A.  C.  Emmett. 

The  association  carried  a  motion  that  the  provincial 
government  be  asked  to  engage  the  services  of  a  road 
expert  for  the  whole  year,  instead  of  for  only  two 
months,  as  at  present.  The  problem  of  keeping  roads 
open  for  traffic  during  the  winter  was  also  discussed. 
The  use  of  rollers  for  this  purpose  was  mentioned,  but 
some  of  the  members  declared  that  this  method  had 
not  proved  successful  in  Manitoba.  Another  plan  was 
the  employment  of  the  road  drag,  which  some  of  those 
present  said  had  been  satisfactoril}^  tried  in  certain 
districts. 


To  Study  After-the-War  Problems 

A  movement  has  been  started  in  Montreal  haviag 
for  its  object  a  Dominion- wide  organization  for  study- 
ing problems  which  will  develop  as  the  result  of  the 
war.  The  idea  is  to  form  in  the  central  city  of  each 
province  a  standing  committee  of  plans  and  propa- 
ganda, with  later  a  Dominion  council,  with  its  standing 
committee.  Sir  Robert  Borden  has  expressed  approval 
of  the  movement,  which  will  co-operate  with  the  gov- 
ernment in  any  measures  to  solve  the  problems,  sup- 
ply information  on  many  subjects,  and  co-oi'dinate 
the  efforts  now  being  made,  and  which  may  be  at- 
tempted, in  order  that  the  energies  of  various  societies 
and  individuals  may  be  concentrated. 

Thousands  of  forms  have  been  sent  to  various  parts 
of  Canada  in  an  endeavor  to  get  the  organization  un- 
der way  as  quickly  as  possible.  The  problems  named 
in  the  circulars  as  those  most  demanding  the  careful 
thought  of  all  are  in  connection  with  business  read- 
justments, the  prevention  of  unemployment,  the  re- 
turned soldier,  general  social  well-being,  industrial 
and  economic  questions,  capital  and  labor,  immigra- 
tion and  the  development  of  our  natural,  agricultural 
and  other  resources. 

Among  those  who  have  joined  the  organizing  com- 
mittee in  Montreal  are,  Messrs.  Francis  Hank'in,  hon- 
orary secretary ;  T.  McC.  Hutchinson,  of  Drummond, 
McCall  &  Co.;  C.  Gordon  Mitchell,  architect;  Captain 
Skinner,  of  the  Canada  Cement  Company. 


I 


The  "Uncertain"  Ways  of  Councils 

An  unusual  incident  occurred  at  the  last  mectint; 
of  the  city  of  Verdun  Council.  Aid.  Allard  asked  for 
the  immediate  resignation  of  Mr.  A.  S.  Clarson,  the 
city  engineei:,  on  the  curious  ground  that  there  is  prac- 
tically no  work  for  that  official^ — this,  too,  in  a  locality 
which  recently  obtained  powers  for  carrying  out  ex- 
tensive works.  The  opinion  of  Aid.  Allard  did  not 
meet  with  approval,  and  the  council,  with  a  view  to 
privately  discussing  the  question,  went  into  committee. 
Mr.  Clarson  then  gave  the  committee  his  views,  and 
on  the  committee  again  meeting  as  council,  the  mo 
tion  was  withdrawn.  ; 


A  sub-committee  of  the  war  committee  of  the  Do- 
minion cabinet,  to  be  known  as  the  "Canada  Regis- 
tration Board,"  has  been  constituted  by  an  order-in- 
council  recently  passed. 
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Defining  the  Status  of  the  Engineer 

Ottawa  Branch  G.  S.  G.  E.  Endorses  Action  of  Galgary 
Branch  —  Advisability  of  Seeking  Dominion  Legislation 


AT  a  special  meeting  of  the  Ottawa  branch  of 
the  Canadian  Society  of  Civil  Engineers,  held 
in  Carnegie  Library,  Thursday  evening,  Feb- 
ruary 21,  Mr.  F.  H.  Peters,  Mem.  C.S.C.E., 
Commissioner  of  Irrigation  of  the  Department  of  the 
Interior,  Calgary,  addressed  the  members. 

Some  weeks  ago  the  Calgary  branch  of  the  C.S.C.E. 
at  their  annual  meeting  discussed  at  considerable 
length  the  desirability  of  asking  Dominion  legislation 
to  define  the  status  of  the  engineer,  and  a  resolution 
to  this  effect  was  adopted  and  forwarded  to  Council 
and  to  the  various  branches  of  the  Society  for  consider- 
ation, and,  if  they  deemed  advisable,  further  action. 
The  attitude  of  the  Calgary  branch  followed  a  report 
jjrepared  by  Mr.  Peters  and  approved  by  the  E.xecutive 
Committee  of  the  Calgary  branch.  This  report  was 
also  forwarded  along  with  the  resolution.  That  the 
situation  may  be  thoroughly  understood  by  our  read- 
ers we  are  reproducing  herewith  both  Mr.  Peters'  re- 
port and  the  resolution  of  the  Calgary  branch. 

Resolution 

That  it  is  desirable  at  this  time  for  the  membership 
if  the  Society  to  discuss  the  advisability  of  seeking 
Dominion  legislation  which  shall  define  the  status  of 
the  engineer  to  the  end  that  the  profession  and  the  pub- 
ic may  be  adequately  protected  against  the  practice  of 
;he  profession  by  unqualified  persons. 

That  the  secretary  of  the  Society  be  requested  to 
;ake  the  necessary  steps  to  procure  discussion  on  this 
natter  within  all  the  branches  of  the  Society ;  to  obtain 
I  definite  expression  of  opinion  from  all  the  branches ; 
ind  in  due  course  to  report  to  Council  and  to  all  the 
tranches,  the  concensus  of  opinion  expressed. 

That  with  a  view  to  facilitating  discussion  within 
he  various  branches,  a  report  be  attached  to  this  reso- 
ution,  indicating  the  evolution  of  this  matter  within 
lie  Calgary  branch  and  suggesting  the  lines  along 
vhich  suitable  legislation  may  be  framed. 

Mr.  Peters'  Report 

At  the  executive  meeting  of  the  Calgary  branch  on 
)ctober  1st,  a  motion  was  put  and  carried  to  the  eflfect 
hat  at  this  time  the  members  of  the  Canadian  Society 
if  Civil  Engineers  should  discuss  the  desirability  of 
naking  the  Society  forward  not  only  the  advancement 
f  scientific  learning,  but  also  the  advancement  of  the 
laterial  interests  of  the  members. 

Arising  .out  of  the  great  responsibilities  that  Can- 
la  has  had  to  face,  owing  to  the  great  war,  there  has 
ndoubtedly  been  a  Dominion-wide  feeling  that  we 
Hist  "set  our  house  in  order."  This  feeling,  communi- 
ating  itself  to  the  body  of  engineers  in  Canada,  seems 
^  have  crystalized  the  feeling  which  has  for  a  long 
me  been  in  evidence,  that  all  was  not  well  with  them, 
nd  the  result  has  been  a  feeling  of  unrest  and  dissat- 
^faction.  Before  long  the  general  feeling  took  a  defi- 
ite  form  in  the  realization  that  the  engineer  was  not 
ccorded  the  standing  or  recognition  in  the  community 
hich,  by  virtue  of  his  profession,  he  deserved. 

After  this  the  question  was  naturally  asked,  "to 


whom  must  we  look  to  rectify  this  condition?"  and 
the  "Civil"  engineer  naturally  turned  to  his  own  na- 
tional organization,  the  Canadian  Society. 

Looking  at  the  matter  in  a  very  broad  way,  this 
indicates  the  reason  why  the  resolution  referred  to 
above  was  put  before  the  executive  of  the  Calgary 
branch,  who  at  that  time  went  on  record  to  the  effect 
that  in  their  opinion  the  general  membership  demanded 
more  of  the  society  than  the  advancement  of  scientific 
learning — they  demanded  also  the  advancement  of 
their  own  material  interests. 

From  this  time  on  the  discussion  of  the  matter  at 
Calgary  was  very  active,  and  it  is  difficult  to  put  on 
paper  all  the  "ways  and  means"  that  were  discussed. 
Naturally  the  discussion  all  centered  around  the  ques- 
tion "how  is  the  desired  end  to  be  gained?" 

Mr.  F.  S.  Keith,  the  Secretary  of  the  Society,  in 
visiting  the  Calgary  branch  in  August  last,  suggested 
that  the  end  in  view  might  be  gained  by  a  properly 
conducted  publicity  campaign.  It  is  apparent  that 
any  movement  made  to  better  the  standing  of  the  pro- 
fession iBUst  depend  very  largely  for  success  upon 
publicity.  But  could  a  publicity  campaign  alone  pos- 
sibly establish  the  profession  on  the  solid  footing  that 
is  desired?  The  local  census  of  opinion  answered  this 
question  in  the  negative  and  regarded  publicity  only 
as  one  of  the  strong  means  which  must  be  employed 
to  achieve  the  desired  result. 

The  question  was  discussed  from  many  angles  and 
many  different  positions  were  taken.  But  all  were 
found  to  be  assailable  except  the  final  one  adopted,  that 
the  engineering  profession  must  have  a  legal  standing. 
Space  will  not  permit  of  even  indicating  the  many 
arguments  that  were  advanced  pro  and  con.  But  the 
simplest  one  is  perhaps  the  best ;  to  wit,  if  the  profes- 
sion is  to  have  a  proper  standing  it  must  be  one  that 
is  defined  by  the  law  of  the  land. 

■  And  to  dispose  of  one  bugbear  at  this  point.  Some 
local  members  raised  the  cry — "this  means  the  close 
corporation,"  and  some  went  further  and  said,  "this 
means  trade  unionism,"  but  more  considered  thought 
disposed  of  these  attitudes.  It  was  pointed  out  that 
the  two  great  professions  of  medicine  and  law  have  a 
standing  that  is  defined  by  the  law  and  they  are  not 
accused  of  forming  a  close  corporation  that  is  detri- 
mental to  the  best  interests  of  themselves  or  the  people 
at  large.  And  trade  unions  are  not  based  on  any  legal 
standing  such  as  is  sought  for  the  engineering  profes- 
sion— their  strength  is  based  upon  an  entirely  different 
principle.  The  last  point  has  been  mentioned  because 
the  feeling  indicated  has  existed  Avith  many  and  per- 
haps still  does  exist  with  some  engineers.  Why  engi- 
neers should  foster  a  pride  in  their  profession  which 
is  outraged  by  seeking  protection  for  it,  is  a  question 
that  is  difficult  to  answer  with  sound  practical  argu- 
ment. 

The  resolution,  to  which  this  report  is  attached, 
was  carried  by  the  Calgary  branch  in  culmination  of 
the  considerations  which  are  noted  below  in  proper 
sequence. 

1.  The  general  feeling  of  the  branch  was  in  favor 
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of  action  on  the  matter  under  discussion  being  taken. 

2.  That  the  proper  action,  was  for  the  Society  to 
gain  Dominion  legislation. 

3.  That  if  the  whole  membership  of  the  Society  was 
in  favor  of  obtaining  the  legislation  there  should  be 
no  insuperable  obstacles. 

4.  That  the  first  step  to  be  taken  was  to  start  such 
action  as  would  as  quickly  as  possible  obtain  a  definite 
expression  of  opinion  from  the  Society  as  a  whole. 

5.  That  to  accomplish  this  end  the  best  way  was 
for  the  Branch  to  suggest  in  general  terms  the  kind 
of  legislation  that  should  be  sought. 

Suggested  Legislation 

The  suggestions  which  follow  as  to  the  proposed 
legislation  were  made  in  as  general  terms  as  possible, 
as  indeed  they  must  be  in  order  to  allow  of  a  general 
expression  of  opinion  from  the  whole  membership  and 
to  avoid  a  premature  discussion  of  details  which  would 
be  out  of  place  at  this  time. 

To  a  very  large  extent  the  suggested  legislation 
would  follow  out  the  spirit  and  intent  of  the  Manitoba 
^nd  Quebec  Acts  concerning  civil  engineers.  That  is 
to  say,  the  status  of  an  engineer  would  be  defined  by 
law  and  sufficient  and  easily  enforced  penalties  would 
be  provided  to  penalize  persons  practising  the  profes- 
sion who  did  not  have  the  proper  legal  status. 

The  legislation  sought,  however,  would  be  Domin- 
ion, not  provincial.  The  desirability  of  this  change 
does  not  appear  to  require  any  lengthy  argument.  If 
an  engineer  is  qualified  to  practise  in  Ontario  he  cer- 
tainly should  be  qualified  to  practise  in  Alberta,  and 
vice  versa.  The  incongruities  of  the  provincial  laws 
covering  the  medical  and  legal  professions  are  well 
known,  whereby,  for  example,  a  most  eminent  physi- 
cian from  Ontario  is  debarred  from  practising  in 
Alberta. 

Again,  following  the  lines  of  the  provincial  acts, 
quoted  above,  the  gaining  and  maintaiwing  of  the 
necessary  legal  status  to  allow  of  practise  would  neces- 
sitate the  gaining  and  maintaining  of  registration  as 
a  meml)er  of  the  Engineering  Institute  of  Canada.  And 
in  this  connection  there  is  suggested  the  one  radical 
and  new  idea,  which  is,  that  registration  with  the  In- 
stitute could  be  gained  only  on  the  issuance  of  a  cer- 
tificate granted  by  a  board  of  engineers,  which  would 
be  controlled  by  the  science  faculties  of  all  the  re- 
cognized universities  in  Canada  and  not  by  the  Coun- 
cil of  the  Institute.  And  similarly,  the  grading  of  the 
registered  members  would  be  controlled  by  the  Board 
of  Engineers. 

Protection  for  the  Public  and  the  Profession 

This  radical  idea  is  suggested  with  a  view  first,  of 
stifling  all  criticism  on  the  ground  that  the  engineers 
seek  to  form  a  close  cor])oration.  We  would  be  tak- 
ing this  stand: — We  ask  for  legislation  which,  by  de- 
fining our  status,  will  protect  both  the  ])ublic  and  our 
jjrofession;  an  organization  of  which  every  engineer 
must  be  a  member  is  necessary  in  order  to  foster  the 
,  advancement  of  the  science  of  our  profession  and  to 
maintain  disci]jlinc  in  the  i)r()fcssi()n,  but  so  that  under 
no  circumstances  can  we  become  a  close  corporation 
which  might  overlook  the  best  interests  of  the  public, 
we  invite  a  measure  of  outside  control. 

And  secondly,  it  seems  pro])er  that  the  control  of 
those  who  may  practice  the  |)rofession  should  in  some 
degree  be  j)laced  in  the  hands  of  those  institutions  of 
learning  which  are  maintained  by  the  government  or 
by  the  public  to  teach  the  fundamentals  of  the  science 
of  the  profession.    The  idea  .suggested  would  seem  to 


give  control  by  a  most  desirable  co-operation  between 
those  most  highly  trained  in  theory  and  those  most 
highly  trained  in  practice. 

The  Institute  would  then  be  enormously  strength- 
ened by  having  registered  in  its  membership  every 
engineer  in  Canada.  The  Institute  would  have  its  con- 
stitution and  carry  on  its  work  in  much  the  same  way 
as  at  present.  It  would  function  mainly  in  fostering 
the  advancement  of  scientific  learning  and  in  maintain- 
ing discipline  in  the  membership.  The  Institute  would 
be  particularly  active  in  prosecuting  every  person  who 
practised  without  having  the  proper  status.  The  In- 
stitute, through  the  properly  constituted  channehs 
would  see  that  no  person  maintained  his  registration 
who  was  guilty  of  any  mal-practice,  unprofessional 
conduct,  etc. 

At  Present  Only  for  Civil  Engineers  ; 
It  is  to  be  particularly  noted  that  when  the  reso- 
lution, to  which  this  report  is  attached,  was  explained 
and  put  before  the  Calgary  branch,  it  was  meant  to 
apply  specifically  to  civil  engineers.  It  was  pointed 
out  at  the  general  meeting  that  for  many  reasons  the 
sought  for  legislation  should  cover  the  whole  field  of 
engineering  and  not  only  civil  engineering.  In  reply 
it  was  explained  that  while  the  general  idea  put  forth 
was  agreed  to,  that  at  present  the  Canadian  Society 
could  only  claim  to  represent,  and  speak  for  the  civil 
engineers  and  that  if  we  were  to  seek  in  the  first  place 
legislation  covering  all  branches  of  the  profession  that 
a  great  deal  of  organization  would  first  be  necessary 
to  get  all  the  branches  of  the  profession  pulling  to- 
gether, and  that  for  this  reason  it  was  thought  better 
for  the  organization  as  it  existed  to  seek  legislation 
only  for  the  civil  engineers,  and  assume  that  if  this 
was  gained  that  the  other  branches  of  the  profession 
would  naturally  follow  suit  and  would  find  their  com- 
ing-  in  very  much  facilitated  by  the  pioneer  work  of  the 
civil  engineers.  The  feeling  of  the  meeting  was,  how- 
ever, finally  that  at  this  time  the  whole  question  should 
be  left  open  so  that  if  the  other  branches  of  the  pro- 
fession wanted  to  come  in  at  this  time,  they  could.  On 
this  understanding  the  original  resolution  was  changed 
so  as  to  leave  out  the  word  "civil"  and  use  the  broad 
term  "engineers."  Similarly,  in  writing  this  report  it 
has  been  the  endeavor  to  deal  with  the  broader  aspect. 

And  finally  to  those  who  would  question  and  .say  "if 
the  suggested  legislation  is  gained,  how  will  this  ad- 
vance our  material  interests?"  The  reply  is  made  that 
our  material  interests  can  only  be  advanced  by  first 
gaining  the  status  defined  by  law,  which  can  alone 
put  our  organization  on  a  solid  footing,  and  then  look 
to  the  activity  from  within  the  body  of  the  engineers 
themselves  to  gain  the  needed  advancement  of  our 
material  interests. 

The  Ottawa  Address 

Mr.  Peters'  address  before  the  Ottawa  branch  con- 
sisted in  a  general  way  of  a  review  of  the  discussion 
which  took  place  between  members  of  the  Calgary 
branch  previous  to  the  adoption  of  this  resolution. 
I'ollowing  the  address  the  matter  was  freely  discussed 
by  a  number  of  the  Ottawa  members  including  Messrs. 
R.  deB  Corriveau,  A.  A.  Dion,  B.  H.  Eraser,  Duncan 
MacPherson,  John  Murphy,  J^imes  White,  R.  W. 
Smart,  Black,  Col.  Anderson,  A.  F.  McCallum,  N. 
Cauchon,  Uniacke,  W.  J.  Dick  and  others.  The  opin- 
ions expressed  were,  in  general,  favorable  to  the  Cal- 
gary proi)Osal,  though  a  number  of  the  speakers  doubt- 
ed the  i^ossibility  of  obtaining  Dominion  legislation. 

(Concluded  on  page  192) 
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Ontario  Road   Superintendents'  Conference 
with  Highways  Department 

Papers  and  Discussions  During  Four  Days  Solve  the 
Multitudinous  Problems  of  the  Road-maker  —  Complete 
Proceedings  Covered  in  Present  and  Next  Following  Issue 


HON.  F.   G.   Macdiarniid,   Minister   of  Public 
Works,  addressed  the  conference  during  the 
afternoon  session  of  the  first  day.    He  regret- 
ted that  no  space  was  available  at  the  Parlia- 
nent  Buildings  and  congratulated  the  conference  on 
;he  occasion  of  their  Fourth  Conference.    In  part  Mr. 
Vlacdiarmid  said : 

Your  Conference  meets  annually  to  confer  with  the 
leads  of  the  department  and  with  each  other  upon 
he  conditions  that  have  developed.  These  confer- 
Mices  are  of  material  benefit  to  the  department,  who  are 
ible  to  arrive  at  the  cencensus  of  opinion  of  the  men 
11  the  field.  Only  the  counties  of  Durham  and  Peter- 
)oro  are  not  in  the  present  organization.  The  Act 
lims  to  be  fair  to  both  the  province  and  county  and 
las  increased  the  scope  of  the  counties.  New  condi- 
ions  and  new  problems  are  constantly  developing, 
lecessitating  new  legislation.  The  present  is  not  a 
ery  suitable  time  to  make  large  expenditures  because 
)f  the  increased  initial  cost  and  the  extreme  labor 
ihortage.  Recently  an  application  for  a  road  was  made 
)y  the  County  of  Sinicoe  for  the  extension  of  the 
•ounty  road  passing  through  Coldwater  to  Port  Sev- 
•ni.  An  engineer  was  sent  up  to  make  a  report  on  the 
est.  He  called  for  tenders  for  gravel  and  the  depart- 
iient  received  two,  the  lowest  of  which  was  $2.25 
)er  yard  for  an  average  haul  of  two  miles. 

Modern  road-making  machinery  is  here  to  stay. 
The  tractor  and  grader  is  a  great  labor  and  cost  saver, 
experience  has  shown  us,  and  undoubtedly  road  super- 
ntendents  have  the  same  experience,  that  it  is  a  mis- 
ake  to  buy  the  lighter  type  of  either  machine,  but 
hat  it  is  much  better  to  secure  a  machine  of  sufficient 
■  ize  to  assure  oneself  of  a  sufficient  reserve  of  strength 
md  power.  Road  superintendents  are  selected  by  re- 
)resentative  bodies  throughout  Ontario  and  the  suc- 
ess  or  failure  of  the  Act  and  the  efforts  of  this  depart- 
nent  depend  entirely  upon  the  efforts  of  these  men. 
The  department  will  send  out  engineers  and  aid  finan- 
ially  and  sponsors  your  conference  to  aid  you  to  ob- 
ain  the  very  best  results. 

We  have  in  Ontario  some  8,000  miles  of  provincial 
'ads,  and  the  magnitude  and  ultimate  results  of  our 
'imbined  efforts  are  hard  to  estimate.   A  higher  stand- 
ird  of  work  is  being  constantly  demanded,  but  a  large 
lortion  is  going  to  be  handled  by  earth  roads. 

Congestion  has  occurred  and  will  become  more  and 
tiiore  aggravated  in  the  United  States  and  in  Ontario. 
'Trood  roads  will  materially  relieve  this  congestion, 
Muce  by  good  highways  we  extend  the  area  from  which 
1  large  centre  gets  its  supplies. 

Rural  life  is  very  closely  associated  with  good  roads. 
By  helping  the  social  life  of  rural  districts  and  mak- 
ing life  pleasant  in  these  localities  we  will  put  a  stop 
lo  the  tendency  rural  population  has  of  moving  into 
urban  districts. 

We  are  anxious  to  obtain  your  viewpoint  tlirough- 
'Ut  Ontario  and  invite  and  encourage  discussion  so 
that  methods  can  be  debated.    Here  is  the  proper 


place  and  here  are  the  proper  men  to  discuss  this  mat- 
ter. We  have  to  frame  laws  to  suit  the  province  as  a 
whole  and  advise  townships  to  select  a  supervisor  to 
look  after  I'oad  expenditure. 

We  do  not  wish  to  state  that  all  councillors  have 
proven  failures  as  commissioners,  but  many  a  man 
has  held  public  position  who  should  never  have  under- 
taken the  expenditure  of  public  moneys.  The  depart- 
ment for  a  matter  of  three  years  are  paying  25  per 
cent,  of  the  salaries  of  township  supervisors. 

In  conclusion,  as  long  as  you  superintendents  feel 
and  know  that  these  conferences  are  of  benefit  to  you, 
you  will  find  that  the  department  will  extend  to  yoii 
every  aid  that  is  possible. 


Municipal  Drainage  and  Highway  Construction 

In  a  paper  on  "Municipal  Drainage  as  Related  to 
Highway  Construction,"  Mr.  G.  R.  Marston  dealt  with 
this  important  subject  more  or  less  from  the  legal 
standpoint,  explaining  the  workings  of  the  two  pro- 
vincial laws,  known  as  the  Municipal  Drainage  Act 
and  the  Ditches  and  Water  Courses  Act,  in  their  re- 
lation to  the  county  road  superintendent,  and  the  pro- 
cedure this  official  must  follow  in  order  to  comply 
with  their  provisions.  He  pointed  out  the  great  im- 
portance of  proper  road  drainage  and  the  difficulty 
with  which  the  superintendent  is  frequently  faced  in 
his  efforts  to  dispose  of  the  water.  Here  it  was  that 
the  two  above  mentioned  Acts  were  of  value.  The 
former  dealt  with  large  and  expensive  drainage  pro- 
jects, while  the  latter  covered  the  smaller  schemes 
and  was  of  particular  advantage  to  the  road  superin- 
tendent. Mr.  Marston  pointed  out  that  the  workings 
of  the  law  had  not  been  fully  appreciated  by  muni- 
cipal councils  and  to  this  was  due  the  indiscriminate 
digging  of  large  and  deep  ditches  along  road  sides 
to  accommodate  adjacent  land  owners.  As  propri- 
etors of  the  roads,  municipalities  had  the  same  rights 
as  the  individual  owning  land,  and  no  man  had  the 
right  to  ditch  his  land  and  damage  the  highway,  nor 
had  the  municipality  the  right  to  drain  the  road  to 
the  detriment  of  an  adjoining  owner.  In  summariz- 
ing, Mr.  Marston  set  forth  the  following  advantag'es 
which  the  Ditches  and  Water  Courses  Act  affords  in 
the  carrying-  out  of  highway  drainage  work:  (1)  The 
right  to  carry  water  across  the  lands  of  adjoining  own- 
ers ;  (2)  The  right  to  make  use  of  the  main  outlets 
provided  under  the  Municipal  Drainage  Act;  (3)  The 
opportunity  of  having  the  work  laid  out  by  a  com- 
petent engineer;  (4)  The  right  to  appeal  for  a  re- 
consideration of  the  award  after  a  certain  period  in 
case  the  drain  does  not  do  the  work  expected  of  it ; 
(5)  The  right  of  compelling  other  parties  to  keep  their 
portion  of  the  ditch  in  a  proper  state  of  repair. 


Gravel  Road  Construction  in  Middlesex  County 

A  paper  was  then  presented  by  Mr.  Chas.  Talbot. 
C.E.,  county  engineer  and  road  superintendent,  on 
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"Gravel  Road  Construction  in  Middlesex  County."  This 
paper  outlined  in  a  concise  manner  the  history  and 
methods  of  road ,  construction  in  Middlesex  County 
from  the  early  days  when  highways  afforded  the  only 
means  of  transport  to  lake  ports,  up  to  the  present 
time.  Interesting  figures  were  given  on  construction 
cost,  showing  that  over  the  entire  period  during  which 
the  county  had  control  of  the  system  of  highways,  the 
total  expenditure  on  roads  and  bridges  was  $1,768,000, 
or  $5,900  per  mile,  amounting  to  $174  per  mile  per 
year.  The  township  gravel  roads,  totalling  1,350  miles, 
he  estimated,  had  cost  $4,640,000,  averaging  $3,450 
per  mile.  These  roads  were  built  with  but  little  at- 
tention to  drainage  and  varied  in  width  from  10  to  18 
feet.  Culverts  were  of  concrete  and  bridges  of  concrete 
and  steel.  The  roads  were  first  gravelled  by  placing 
one-quarter  cord  of  gravel  on  each  ten  feet,  and  this 
was  added  to  as  conditions  demanded. 

Mr.  Talbot  outlined  the  manner  in  which  the  Mid- 
dlesex roads  are  managed  by  the  county  courtcil.  The 
system  is  divided  into  township  divisions  and  the 
work  in  each  is  under  the  administration  of  a  com- 
mittee of  the  council  consisting  of  the  reeve  and  de- 
puty reeves  and  the  superintendent,  all  operations 
being  under  the  direction  and  supervision  of  the  super- 
intendent. In  order  to  provide  systematic  mainten- 
ance, the  whole  mileage  of  the  roads  is  divided  into 
sections  averaging  eight  miles  and  each  division 
placed  under  the  direction  of  a  competent  man. 

Mr.  Talbot  stated  that  an  ordinary  gravel  road  such 
as  his  county  built  and  were  maintaining  would  ac- 
commodate a  mixed  traffic  not  exceeding  350  to  400 
vehicles.  Where  heavier  traffic  is  to  be  expected, 
gravel,  if  employed,  should  be  graded  and  constructed 
in  a  similar  manner  to  a  stone  road,  and  bituminous 
binders  must  be  used  in  its  construction  and  main- 
tenance. 


culties  in  connection  with  drainage  when  the  road  if 
depressed  to  any  great  extent. 


Legal  and  Engineering  Features  of  Eliminating 
Grade  Crossings 

In  a  paper  on  "Legal  and  Engineering  Features  of 
Eliminating  Grade  Crossings,"  Mr.  E.  R.  Blackwell, 
C.E,.  M.Can.Soc.C.E.,  gave  some  interesting  informa- 
tion on  this  subject  which  is  engaging  the  attention 
of  highway  and  safety  engineers  to  so  great  an  extent 
at  the  present  time.  He  pointed  out  that  the  great 
difificulty  to  be  overcome  was  the  cost,  which  in  a 
great  many  cases  was  practically  prohibitive.  In  Can- 
ada the  matter  was  almost  entirely  in  the  hands  of 
the  Board  of  Railway  Commissioners,  who  had  the 
power  to  order  such  changes  or  alterations  as  they 
might  deem  advisable.  In  cities  and  towns  the  prob- 
lem generally  resolved  itself  into  an  entire  revision 
of  the  railway  grade  line,  which,  in  the  majority  of 
cases,  was  accomplished  by  the  elevation  of  the  tracks 
approximately  10  feet  above  the  ground  and  the  de- 
pression of  the  streets  from  8  to  10  feet.  It  was  found 
as  a  rule  that  the  economic  method  of  grade  separa- 
tion was  to  place  the  grade  line  of  the  railway  on  em- 
bankment, but  topographical  features  had  to  be  taken 
into  consideration.  As  regards  the  minimum  clear- 
ance of  bridges  over  streets,  the  requirement  in  Can- 
ada was  14  feet,  but  there  was  some  variation  in  states 
and  cities  across  the  line.  In  Ontario,  the  law  pro- 
vided that  there  should  be  a  clearance  of  at  least  7 
feet  between  the  top  of  the  highest  freight  car  and  the 
lowest  member  under  which  the  car  was  liable  to  pass. 

Mr.  Blackwell  also  pointed  to  the  importance  of 
properly  laying  out  subway  approaches  and  the  diffi- 


Discussion  on  Mr.  Blackwell's  Paper  on 
Grade  Crossings 

Mr.  Blackwell  had  shown  on  the  screen  a  numbe' 
of  slides  indicating  dangerous  crossings,  one  of  whicl 
portrayed  a  level  crossing.  On  one  side  of  the  roac 
was  a  dense  shrubbery  of  second  growth,  and  on  tht 
other  a  building,  so  that  the  view  on  either  side  of  tlu 
road  was  obstructed. 

A  number  of  subways  were  also  shown,  whicl 
while  they  eliminated  the  possibility  of  a  train  acci 
dent,  made  traffic  on  the  highways  very  dangerous 
For  instance,  a  railroad  running  along  a  fill  has  a  hio-h 
way  approaching  it,  say,  at  an  angle  of  30  degrees*' tc 
the  railroad  tangent.  It  became  necessary  to  build  a 
subway  under  the  railroad.  The  subway,  being  built 
by  the  railroad  company,  is  put  up  as  economically  a? 
is  possible  from  their  point  of  view,  and  it  is  natural 
that  so  long  as  they  can  construct  something  that  re- 
lieves them  of  any  responsibility  in  case  of  accident, 
they  build  without  very  much  regard  to  the  public 
welfare.  Hence,  the  subway  is  built  at  right  angles  to 
their  own  right  of  way,  instead  of  being  built  on  the 
angle  of  30  degrees,  or  parallel  to  the  highway.  The 
abrupt  turns  to  swing  through  the  subway  are  the 
cause  of  a  large  number  of  motor  accidents. 

Mr.  McLean  had  some  interesting  remarks  to  make 
on  this  paper,  which,  in  effect,  were  as  follows : 

The  question  of  changing  grades  is  constantly  be- 
fore our  department,  especially  since  the  advent  of  the 
motor  vehicle.  Roads  are  a  machine — at  one  time 
based  on  the  effectiveness  of  a  horse  as  a  mode  of  con- 
veyance, now  based  on  the  effectiveness  of  motor  traf- 
fic. The  railway  board  some  time  ago  called  a  confer- 
ence with  a  view  to  doing  away  with  all  level  cross- 
ings. This  was  found  impossible,  oy\^ing  to  the  ex- 
treme cost.  Still,  roads  can  be  made  much  safer  by  re- 
moving trees  and  any  other  obstructions,  and  by 
diverting  the  highway.  Concessions  and  side  lines 
generally  run  at  right  angles  to  one  another,  but  a  rail- 
way may  run  diagonally  across  the  country  and  cross 
a  lot  200  or  300  yards  from  a  corner.  The  highway 
could,  in  this  case,  be  diverted  to  run  parallel  with  the 
railroad,  thus  eliminating  the  necessity  of  crossing  the 
track  for  a  considerable  portion  of  the  traffic. 

Mr.  McLean  said  the  problem  of  level  crossings  was 
not  insurmountable,  as  it  at  first  seemed.  It  was 
known  that  some  highways  carry  80  per  cent,  and 
more  of  the  traffic.  If  these  main  highways  are  at- 
tended to,  by  placing  conspicuous  signs  on  the  road- 
wav  300  feet  from  the  danger  point  and  having  trees 
and  obstructions  removed,  the  percentage  of  accidents 
will  at  once  be  lowered. 

When  the  matter  of  who  has  the  authority  to  cut 
trees  was  brought  up  during  the  discussion,  Mr.  Tames, 
of  York  County,  said  the  proper  mode  of  procedure 
was  to  £?ive  the  property-owner  ten  days'  notice,  and. 
if  he  filed  no  objection  to  remove  the  obstruction,  act- 
ing on  a  resolution  bv  the  local  municipality.  Con- 
tinuing, Mr.  James  said  one  of  the  ways  by  which  he 
got  results  was  to  have  the  coroner's  jurv  recommend 
that  the  level  crossin.o-  be  eliminated.  This  method 
seemed  to  get  results  from  the  railroad  company.  Of 
course,  it  was  rather  hand  on  the  victim. 

In  this  connection,  Mr.  Marston,  of  Norfolk  Coun- 
tv.  quoted  an  instance:-  A  diagonal  crossing  on  the 
Michigan  Central  Railway  had  been  under  scrutiny, 


March  6,  1918 


THE   CONTRACT  RECORD 


181 


and  the  engineer  of  the  county  sanctioned  the  rail- 
road's arrangement  of  providing  bell  and  light.  A 
farmer  was  killed  at  this  crossing  shortly  afterwards. 
The  first  intimation  that  any  person  received  was  when 
the  remains  of  the  cutter  were  found  in  Buffalo.  The 
light  was  not  on  that  night,  and  the  bell  was  continu- 
ally giving  trouble. 

Mr.  Roger,  Perth  County:  We,  as  a  body,  should 
move  and  continually  agitate  that  all  level  crossings 
be  eliminated. 

Mr.  Talbot,  Middlesex  County:  The  majority  of 
our  accidents  occur  at  what  we  term  "safe  crossings." 
Change  of  grade  is  the  only  solution. 

Another  superintendent  instanced  a  case  where 
three  men  were  killed  on  a  level  crossing,  although  the 
train  was  visible  for  over  a  mile. 

Mr.  Blackwell :  We  had  a  fellow  run  into  a  train. 

Mr.  Senecal,  of  Prescott  County,  gave  an  instance 
where  a  freight  train  standing  on  a  siding  obstructed 
the  view  of  a  party,  with  the  result  that  all  were  killed. 
The  railroad  was  responsible  for  the  fatality,  as  the 
brakeman  was  supposed  to  flag  the  crossing. 

Mr.  McLean  pointed  out  that  in  the  treatment  of 
the  subway  problem,  when  the  railroad  and  the  county 
had  a  meeting,  it  was  the  practice  in  the  past  that  the 
railroad  was  represented  by  its  engineer  and  solicitor 
and  the  county  by  its  reeve  and  a  councillor.  In  such 
a  case  it  was  no  wonder  the  railroad  won  out.  The 
department  was  now  supplying  proper  representation 
for  the  counties,  and  in  this  way  hoped  to  get  more 
equitable  results. 

Better  Bridges  and  Culverts 

Mr.  Arthur  Sedgewick,  assistant  engineer  of  the 
Department  of  Highways,  read  a  paper  on  "Better 
Bridges  and  Culverts,"  dealing  with  those  features  of 
design  which  add  to  the  comfort  and  safety  of  the  tra- 
velling public  and  the  general  appearance  of  our  high- 
ways. He  pointed  out  that  the  majority  of  timber 
structures  formerly  used  had  rotted,  some  of  them 
years  ago,  and  were  replaced  by  permanent  structures 
suitable  to  the  needs  of  those  times  only ;  now  many  of 
them  were  found  to  be  too  light  or  too  narrow  for 
present  requirements.  Present-day  conditions  of  travel 
required  that  the  smaller  culverts  be  made  the  full 
width  of  the  graded  roadway,  and  for  bridges  on  main 
roads  the  clear  width  of  roadway  should  be  28  feet,  or 
even  30  feet.  Another  point  he  drew  attention  to  was 
that,  wherever  practicable,  the  top  of  the  culvert 
should  be  built  level  with  the  road's  subgrade,  so  that 
the  road  metal  may  extend  over  it.  When  this  is  done 
there  is  no  break  or  unevenness  in  the  surface  of  the 
highway  which  is  so  often  noticeable,  and  which  de- 
;  tracts  so  much  from  the  comfort  and  serviceability  of 
otherwise  good  roads.  Mr.  Sedgewick  also  dwelt  on 
the  importance  of  the  strength  and  appearance  of  guard 
rails.  Rails  should  be  built  that  will  really  be  a  safe- 
guard to  our  modern  automobile  traffic  that  does  not 
"know  the  road." 


Discussion  on  Mr.  Sedgewick's  Paper 

Mr.  Sedgewick  had  a  number  of  slides  thrown  on 
the  screen  showing  poor  and  good  construction  in  cul- 
verts. He  pointed  out  that  the  principal  defect  was  in 
not  building  a  culvert  of  sufficient  length,  thus  con- 
tracting the  road  surface  at  this  point,  where  it  should 
be  at  least  the  same  width  as  the  roadway.  He  stated 
that  there  should  be  a  clear  distance  between  guard 
rails  of  at  least  30  feet  on  a  main  road  and  at  least  24 
feet  on  a  minor  road.  One  slide  demonstrating  the 
necessity   of   constructing   a   good   foundation  was 


shown,  Mr.  Sedgewick  remarking  that  this  man  liked 
to  spend  his  money  on  the  superstructure  where  he 
would  see  it,  and  that  the  collapse  was  the  result. 

Mr.  Roger,  of  Perth  County,  presented  a  problem 
to  the  conference.  In  his  county  some  4,000  acres  of 
low-lying  ground  lay  to  one  side  of  a  road  having  a 
very  slight  fall  towards  the  roadway.  This  land  in  the 
wet  season  was  practically  submerged.  Having  no 
guide  as  to  the  discharge,  which  would  be  a  variable 
quantity,  he  wished  to  know  how  large  a  culvert  to 
build.  He  wished  to  know  if  the  department  had  any 
formula  applicable  to  such  a  problem.  No  such  for- 
mula being  in  existence,  he  volunteered  the  informa- 
tion that  two  square  feet  of  section  area  of  culvert  is 
sufficient  to  drain  100  acres  where  the  fall  is  one-tenth 
foot  in  100  feet. 

Mr.  McLean  at  this  juncture  remarked  that  very 
often  culverts  were  built  too  small  for  future  use,  and 
very  often  engineers  overlooked  the  fact  that  at  some 
future  time  other  ditches  might  be  connected  to  the 
drain  that  the  culvert  is  to  serve. 

The  question  as  to  when  and  where  guard  rails 
could  be  omitted  was  brought  up.  Mr.  Marston,  Nor- 
folk County,  made  some  forcible  remarks,  saying  that 
a  culvert,  bridge,  or  crossing,  was  dangerous  so  long 
as  there  was  a  possibility  of  accident  occurring.  "Safe- 
ty first"  and  "Do  the  job  right"  were  his  mottoes. 


Bituminous  Surfaces  in  York  County 

A  paper  by  Mr.  E.  A.  James,  C.E.,  engineer  of 
the  Toronto  and  York  Highway  Commission,  gave 
some  interesting  information  regarding  the  work  done 
and  the  methods  used  in  the  application  of  bituminous 
surfaces  to  roads  in  York  County.  He  said  that  by 
far  the  greatest  mileage  in  York  County  was  water- 
bound  and  bituminous  macadam,  and  in  connection 
with  the  building  and  maintaining  of  these  two  types 
of  macadam  roads  they  had  developed  certain  ideas  in 
dealing  with  "bituminous  surfaces,"  although  during 
the  last  two  years  they  had  also  treated  gravel  roads. 
For  their  own  purposes  they  had  divided  bituminous 
surfaces  into  two  classes — surface  mats  and  wearing 
surfaces.  Mr.  James  proceeded  to  explain  the  methods 
used  in  the  application  of  these  two  classes  of  treat- 
ment. He  said  it  must  not  be  expected  that  surface 
mats  would  bring  poor  roads  into  good  condition,  but 
they  would  keep  a  good  road  from  going  to  pieces. 
They  prevented  the  attrition  of  the  road,  the  lighter 
dust  that  blows  over  being  held,  and  they  formed  an 
elastic  cushion  for  the  traffic,  and  prevented  the  re- 
moval of  the  binder  irom  the  gravel  or  stone.  As 
regards  the  wearing-  surfaces,  four  years  of  testing 
surfaces  of  this  type  of  surface  showed  it  to  be  very 
satisfactory  under  certain  conditions,  but  if  the  traffic 
is  very  heavy  and  intense  a  higher  type  of  road  might 
be  required.  Perhaps  the  bituminous  macadam  mixed 
method  which  was  used  in  reconstructing  Dundas 
Street  during  1917  might  fill  the  need.  In  closing, 
Mr.  James  said:  "In  review,  our  experience  in  York 
has  been  as  follows :  We  commenced  by  sprinkling 
with  light  bitumen  ;  we  then  went  to  heavy  bitumen  ; 
to  penetration  methods;  to  mixed  methods;  and  let 
me  close  by  saying  I  believe  that  for  75  per  cent,  of 
our  county  roads  we  are  going  to  use  water-bound 
macadam  or  gravel  roads  with  heavy  surface  treat- 
ments." 

Discussion  on  Mr.  E.  A.  James'  Paper 

After  the  reading  of  Mr.  James'  paper,  motion  pic- 
tures, prepared  bv  the  Department  of  Highways,  of 
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the  road  work  engineered  by  Mr.  James  on  Upper 
Vonge  Street  were  shown.  These  pictures  illustrated 
the  plant  used  and  the  method  of  laying  the  materials. 
Replying  to  a  number  of  questions,  Mr.  James  said 
that  no  fixed  rule  defining  where  to  change  from 
water-bound  macadam  to  bituminous-bound  macadam 
was  established,  but  he  believed,  now  that  the  Limit 
of  Weight  Act  was  in  eflfect,  the  character  of  the  sur- 
face was  not  so  particular,  but  that  the  foundation  was 
the  important  matter.  Water-bound  macadam  and 
brick  pavements  were  used  where  the  traffic  did  not 
exceed  200  vehicles  per  hour.  Mr.  Huber  added  to  the 
general  discussion  by  referring  to  the  Eaton  Road. 
This  road  was  a  bituminous-bound  macadam  road, 
which  it  was  intended  to  dress  with  trap  chips,  but  the 
.supply  of  this  material  was  limited  so  that  onlv  a  small 
sect>ion  of  the  road  was  treated  in  this  manner,  the 
balance  of  the  road  receiving-  a  dressing  of  pea  gravel. 
W'hei:  the  road  was  paved  it  was  found  that  the  por- 
tion receiving  the  trap  chips  was  in  excellent  condi- 
tion and  had  no  repairs,  while  the  portion  dressed  with 
pea  gravel  was  in  a  very  bad  condition,  showing  con- 
clusively that  trap  was  the  best  dressing  for  the  road. 
Messrs.  Robertson,  Allison,  Forbes,  Wheelock.  and 
Young  had  all  used  l^ituminous  binders,  with  very 
good  results. 

i\Ir.  James  particularly  warned  the  superintend- 
ents against  too  lavish  a  use  of  bituminous  binder,  as 
it  would  make  the  road  soft  and  very  inclined  to  work 
into  lumps  and  depressions.  He  also  laid  particular 
stress  on  the  necessity  of  using  clean  stone,  free  from 
dust  and  dirt,  in  the  top  mat.  . 


Preliminary  Work  on  Provincial  Highways 

Mr.  Geo.  Hogarth,  O.L.S.,  Assoc.  Mem.  Can.  Soc. 
C.E.,  engineer  of  highways.  Department  of  Public 
Highways,  presented  a  paper  on  Preliminary  Work  on 
Provincial  Highways.  He  pointed  out  that  the  Pro- 
vincial Highways  Act  was  proclaimed  in  April,  1917, 
and  in  August  the  department  took  Over  the  control 
of  the  Kingston  Road,  running  east  out  of  Toronto. 
No  portion  of  the  road  running  through  villages  or 
towns  was  assumed  by  the  department.  Certain  stand- 
ards were  adopted  and  a  model  design  of  a  highway 
developed,  special  attention  being  paid  to  the  subject 
of  future  maintenance.  When  the  road  was  taken 
over  it  was  found  that  some  sections  were  in  bad 
condition  and  relief  measures  of  grading  and  drain- 
ing were  at  once  carried  out  with  the  result  that  the 
road  was  greatly  improved  in  a  matter  of  two  weeks. 
In  the  permanent  work  the  culverts  are  constructed 
wide,  built  for  type  "C"  loading,  ample  drainage  pro- 
vided and  the  obstructions  to  the  view  removed.  The 
road  will  be  divided  into  convenient  sections  and  a 
local  man  employed  to  look  after  each  section. 

Discussion 

I'"<)liowing  his  preliminary  discussion,  Mr.  Jlogarth 
had  shown  a  number  of  interesting  slides,  sliowing 
/  tyjjical  construction  of  a  66-foot  and  an  <S6-foot  high- 
way, the  manner  in  which  shade  trees  are  mutilated 
l)y  linemen,  the  conditions  met  with  on  the  Kingston 
Koad,  and  the  way  some  of  their  difficulties  were  sur- 
mounted. An  interesting  feature  of  the  work  on  this 
road  was  the  introduction  of  a  gravel  train  hauled  by  a 
steam  tractor.  It  consisted  of  four  s])ccial  wagons, 
each  carrying  3'/  cubic  yards.  In  order  to  make  this 
plant  efficient,  an  clcxator  and  storage  bins  were  in- 
slallrd  at  the  gra\cl  pit,  so  tliat  \ery  little  time  would 


l)e  lost  in  loading  the  cars.  The  tractor  used  was 
steam-driven,  20  h.p.,  manufactured  by  the  Jjuffalo 
Pitts  Company,  Buffalo,  costing  the  department  $3,600 
f.o.b.  Pickering,  and  was  strongly  recommended  bv 
the  department. 

Mr.  Hogarth  very  strongly  approved  of  the  heavier 
type  of  grader,  the  department  using  the  heavier  type 
of  Russel  Reliance  Grader,  the  main  features  of  this 
machine  being  its  durability  and  the  handy  appliance 
for  ofi'setting  the  pole. 

Mr.  Hogarth  was  asked  the  procedure  he  followed 
to  have  the  mail  boxes  and  poles  removed.  Replying, 
he  said  that  they  generally  consulted  all  parties  inter- 
ested, and  came  to  an  understanding  agreeable  to  all. 
He  had  experienced  very  little  difficulty,  since  all  were 
interested  in  good  roads. 

Mr.  Fair,  Frontenac,  raised  the  point  that,  in  case 
of  accident  through  a  mail  box  obstructing  the  trafiBc, 
who  would  be  responsible?  The  only  answer  forthcom- 
ing was  that  the  government  assumed  no  liability. 

Mr.  Talbot,  Middlesex,  again  raised  the  issue  that 
one  could  not  distinguish  between  cost  of  construc- 
tion, of  which  the  department  pays  40  per  cent.,  and 
cost  of  maintenance,  of  which  the  department  paid  20 
per  cent.,  and  suggested  that  33  1/3  be  paid  on  both 
construction  and  maintenance.  A  further  suggestion 
was  made  that  the  planting  of  trees  be  controlled  by 
an  act. 

Mr.  McLean,  replying,  said  that  the  policy  of  the 
government  was  to  remove  trees  where  necessary  and 
also  to  plant,  and  that  legislation  might  be  passed  fix- 
ing the  position"  of  trees  32  feet  from  the  centre  of  the 
roadway. 


Clay  Road  Maintenance  in  Essex  County 

In  his  paper  on  "Clay  Road  Maintenance  in  Essex 
County,"  Mr.  Millen  briefly  intimated  that  all  knew 
the  condition  that  clay  roads  get  into  during  wet  and 
frosty  weather.  For  purposes  of  efficient  maintenance, 
in  his  comity  the  mileage  was  divided  into  short  sec- 
tions and  care  exercised  in  selecting  a  foreman  who 
was  vitally  interested  in  good  roads  himself.  In  or- 
der that  uniform  results  might  be  obtained  throughout 
the  county,  certain  instructions  are  given  the  fore- 
men as  to  the  method  and  time  for  grading  and  drag- 
ging. 

Mention  was  made  of  the  drains,  and  this  led  to 
considerable  discussion  after  the  paper  had  been  read. 
Mr.  Millen  said  that  too  steep  a  crown  to  a  road  leads 
to  a  concentration  of  traffic,  straddling  the  high  por- 
tion, causing,  especially  on  a  clay  road,  deep  rutting. 
Interesting  costs  of  maintenance  in  Essex  County  fol- 
lowed. 

Discussion 

In  calling  for  discussion  on  Mr.  Milieu's  paper,  Mr. 
McLean  remarked :  "The  personal  interest  of  the  men 
on  the  job  is  necessary  for  the  maintenance  of  good 
roads." 

Mr.  Millen  very  much  preferred  the  steel  drag, 
claiming  that  sLn  oak  drag  shod  with  steel  is  too  cum- 
bersome and  heavy,  saying  that  when  he  wished  to 
grade  a  road  he  used  a  grader ;  when  he  wished  to 
smooth  it  up  he  used  a  drag.  Mr.  McVicar,  of  Brant 
County,  was  strong  in  favor  of  the  use  of  the  harrow 
to  break  up  and  level  a  clay  road  before  dragging,  and 
cpioted  a  cost  of  $30  per  mile  for  maintenance  of  this 
type  of  road. 

The  discussion  brought  out  what  Mr.  Millen  called 
"a  good  wrinkle."   T".  F.--ex  the  ditches  are  very  deep 
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and  when  they  use  the  grader  they  do  not  go  to  the 
shoulder  of  the  ditch  but  keep  back  about  2  feet,  form- 
ing a  small  gutter  from  which  they  cut  small  chan- 
nels to  the  inaiu  ditch.  This  is  an  excellent  safety 
device  for  motorists. 

Mr.  McBurney,  Haldimand  County,  has  about  125 
miles  of  clay  road  divided  into  forty  sections,  leaving 
each  man  about  three  miles  to  maintain.  He  also  calls 
an  occasional  conference  of  his  road  foremen. 

Tribute  to  Mr.  Millen 

Professor  Laing,  of  the  Faculty  of  Applied  Science 
of  the  University  of  Toronto,  to  whom  the  conference 
was  indebted  for  the  university  accommodation  afford- 
ed them,  warmly  congratulated  Mr.  Millen  on  the 
good  work  he  has  accomplished  imder  the  unfavorable 
conditions  prevalent  in  Essex  County.  The  profes- 
sor, being  well  acquainted  with  the  conditions  a  man 
would  have  to  contend  with,  recalled  the  time  when 
the  Talbot  road  was  about  the  only  highway  worthy 
of  being  called  a  road,  the  other  roads  being  little  bet- 
ter than  mud  banks.  Now  all  the  roads  are  in  first 
class  condition.  The  conditions  and  obstacles  a  road 
superintendent  has  to  contend  with  in  Essex  are  very 
hard  to  explain  unless  a  man  actually  came  in  contact 
with  them  himself.  The  action  of  frost  and  water  and 
the  difficulties  in  securing  any  kind  of  effective  drain- 
age make  the  problem  extremely  difficult.  The  pro- 
fessor mentioned  seeing  a  four-horse  team,  harnessed 
to  an  empty  wagon,  stuck  on  one  of  the  main  roads, 
and  that  it  was  an  ordinary  occurrence  for  a  man  to 
stop  every  hundred  yards  and  knock  the  clay  off  the 
wheels  before  proceeding  further.  The  enormous  bene- 
fits accruing  through  the  operation  of  the  new  Act 
and  Mr.  Millen's  efforts  could  hardly  be  measured 
in  dollars  and  cents. 

Mr.  Huber  said  there  had  been  a  lot  of  conflicting 
testimony  as  to  the  kind  of  drag  that  is  best  suited 
for  levelling  a  road.  Some  men  contend  that  an  oak 
drag,  which  is  the  heaviest  possible  obtainable,  shod 
with  steel,  is  the  best ;  another  secures  best  results 
with  a  drag  constructed  of  basswood,  and  still  another 
with  an  iron  drag.  The  drag  is  used  to  smooth  up  the 
road,  take  off  small  lumps  and  fill  up  depressions,  but 
not  to  grade  the  road.  It  is  obvious  that  a  drag  suit- 
able for  one  class  of  soil  would- not  be  as  efficient  in 
soil  of  a  different  nature. 


County  and  Township  Road  Organization 

Mr.  W.  Huber,  assistant  engineer  of  the  Depart- 
ment of  Highways,  addressed  the  conference  on  the 
above  mentioned  subject,  covering  it  in  an  interesting 
and  instructive  manner.  He  dealt  with  the  various 
factors  that  must  be  taken  into  consideration  in  the 
organization  of  a  road  system,  confining  the  greater 
portion  of  his  remarks  to  the  county  organization,  these 
being  applicable  to  a  great  extent  to  the  township,  and 
he  also  discussed  various  phases  of  the  work  of  main- 
tenance and  construction.  Some  of  the  points  he  took 
up  were  the  selection  of  roads,  appointment  of  a  road 
committee,  the  qualifications  and  duties  of  the  road 
superintendent,  the  formation  of  a  definite  programme 
of  improvement,  passing  of  accounts  and  the  paying 
of  workmen  and  their  employment.  His  remarks, 
which  are  reproduced  inore  fully  elsewhere  in  this 
issue,  were  followed  by  considerable  discussion. 

Discussion  on  Mr.  Ruber's  Paper 

Mr.  McLean  expressed  the  opinion  that  the  most 
efficient  system  of  paying  workmen,  though  involving 


some  extra  work  for  the  county  treasurer,  was  for  the 
treasurer  to  issue  individual  cheques  for  the  men.  He 
then  had  a  receipt  in  the  form  of  a  cheque  and  on  the 
pay-rolls.  The  duties  of  the  superintendent  were  on 
the  construction  of  the  roads  and  he  should  not  be 
troubled  with  office  work. 

Mr.  Cleminson,  of  Prince  Edward  County,  said  he 
saw  no  need  for  the  county  road  committee  to  go  over 
the  roads  with  the  superintendent  in  the  spring.  The 
superintendent  was  on  the  roads  all  the  year  and  knew 
just  what  work  was  required  next  year.  One  idea  he 
did  not  agree  with  was  the  apportioning  of  the  money 
to  different  parts  of  the  county,  as  this  tied  up  the 
superintendent  and  prevented  him  from  doing  work 
where  it  was  most  needed.  The  equalized  assessment 
system  was  a  big  drawback.  Mr.  Cleminson  said  the 
chairman  of  the  road  committee  should  be  a  perman- 
ent official  outside  of  the  county  council,  as  when  the 
membership  of  the  committee  is  constantly  changing,  it 
could  render  little  or  no  assistance  to  the  superintend- 
ent. The  superintendent  should  not  hire  help  but 
should  leave  it  entirely  to  the  foreman  and  place  the 
responsibility  on  him.  Another  point  of  organization 
that  might  be  mentioned  was  the  laying  out  of  a  sup- 
ply of  metal.  The  committee  should  secure  the  supplies 
ahead  so  that  the  superintendent  can  plan  his  work 
and  know  the  length  of  his  hauls. 

Mr.  Marston,  Norfolk  County,  thought  it  was  the 
proper  thing  for  the  committee  to  go  over  the  roads 
with  the  superintendent  each  year,  as  the  members 
would  then  know  just  wdiat  conditions  the  superin- 
tendent was  up  against  and  would  be  able  to  appre- 
ciate the  work  he  carried  out.  Mr.  Marston  agreed 
that  the  members  of  the  committee  should  not  be  mem- 
bers of  the  county  council.  When  paying  men  in  his 
county,  the  time-books  were  sent  in  to  him  and  he 
made  out  the  pay  sheet.  The  treasurer  handed  him  a 
cheque  for  the  amount  and  he  sent  envelopes  to  the 
foremen,  who  sent  back  the  signed  pay-sheet  as  a 
receipt. 

In  regard  to  a  suggestion  that  township  road  fore- 
men be  employed  in  county  work,  Mr.  Cameron,  sup- 
erintendent for  Stormont,  Dundas  and  Glengarry,  said 
he  could  not  agree  with  this  idea.  A  foreman  should 
not  at  the  same  time  carry  on  work  for  the  county 
and  the  township.  The  district  under  his  supervision 
was  divided  into  twelve,  sections  with  an  overseer  for 
each.  There  was  a  patrolman  for  about  every  two 
miles  and  the  overseer  looked  after  all  patrolmen  in 
his  section.  Mr.  Cameron  thought  the  superintendent 
had  not  power  enough  and  that  he  was  held  down  too 
much  by  the  councillors. 

Mr.  Marston  thought  the  superintendent  had  the 
power  if  he  used  it.  The  road  superintendent  has  the 
right  of  employing  men  and  should  not  be  interfered 
with  by  the  council  in  that  regard. 

Mr.  McQuigge,  Renfrew  County,  spoke  of  the 
trouble  experienced  on  account  of  the  members  of  the 
road  committee  being  changed  each  year.  One  year 
there  might  be  good  practical  men,  but  the  next  year's 
members  might  know  nothing  at  all  about  road  work. 
The  superintendent,  he  said,  should  be  guided  by  the 
department. 

Mr.  Talbot  said  that  the  township  idea,  insofar  as 
the  county  road  system  was  concerned,  should  be  got 
rid  of,  and  the  township  lines  disregarded  in  laying 
out  the  sections.  He  also  said  that  the  clause  in  the 
Highway  Act  regarding  the  equalization  of  assessment 
prevented  the  superintendent  in  many  cases  from  dis- 
tributing his  work  properly.    Mr.  McLean  said  that 
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this  section  was  put  into  the  Act  to  protect  townships 
which  were  left  out  of  the  system  altogether.  Mr. 
Talbot  replied,  however,  that  some  townships  which 
were  included  in  the  system  took  advantage  of  this 
clause  to  demand  greater  expenditures  on  their  roads. 

Mr.  McLean  pointed  out  that  in  some  townships 
there  was  no  material  available  for  road  construction, 
and  the  experience  of  the  department  was  that  other 
townships  with  good  roads  would  have  nothing  to  do 
with  the  county  system  as  they  would  have  to  pay  for 
work  in  other  sections.  He  did  not  advise  spending 
money  on  the  equalized  assessment  plan.  It  might  be 
done  but  was  not  necessary.  The  township  boundar- 
ies should  be  cut  out  altogether,  and  the  responsibility 
for  the  work  left  to  a  great  extent  with  the  superin- 
tendent. 


Macadam  Road  Construction  in  Frontenac  County 

Mr.  R.  H.  Fair,  county  engineer  and  road  superin- 
tendent, Frontenac  County,  gave  a  short  talk  on  mac- 
adam road  construction.  He  pointed  out  that  while 
at  the  present  time  we  thought  our  modern  methods 
far  superior  to  those  formerly  used,  there  was  some 
very  good  work  done  fifty,  sixty  or  seventy  years  ago. 
About  the  year  1850,  Frontenac  County  took  advant- 
age of  the  toll  road  system,  and  a  number  of  excellent 
roads  were  built  with  Kingston  as  the  hub.  These 
roads  had  about  a  24-foot  roadway  surface  with  good 
foundations.  One  point  he  noticed  was  that  larger 
stone  had  been  used  than  is  now  generally  the  case. 
This,  he  believed,  produced  a  better  road,  as  he  had 
proved  in  one  case  by  tests  on  two  roads,  showing  that 
one  which  had  a  greater  depth  of  stone  of  finer  grade, 
did  not  stand  up  as  well  as  another  built  with  a  larger 
size  of  metal. 

Some  said  that  the  day  of  macadam  roads  was  past, 
but  he  thought  a  macadam  road  with  a  bituminous 
binder  was  a  cheap  and  still  a  very  servi,ceable  road- 
way. In  Frontenac  County  there  was  an  abundance 
of  road  building  material  which  greatly  simplified  the 
problem  of  construction.  Some  of  it  was  very  hard, 
but  there  were  various  grades  of  a  softer  nature.  He 
had  found  that  in  building  a  roadway  from  two  differ- 
ent quarries,  one  of  which  produced  a  very  hard  stone 
and  the  other  a  softer  material,  that  the  soft  stone 
consolidated  more  quickly  and  became  smoother,  and 
that  it  stood  the  traffic  a  great  deal  better  than  the 
surface  built  of  the  harder  metal,  which  was  liable  to 
be  torn  up  and  disintegrate.  He  now  followed  the 
plan  of  mixing  the  hard  and  soft. 

For  carrying  the  stone  from  the  crusher  in  the 
quarry  to  the  wagons,  Mr.  Fair  said  he  found  small 
railroad  cars  very  useful.  The  crusher  was  set  up 
close  to  the  face  of  the  quarry  and  one  track  run  in  on 
each  side  of  it,  so  that  while  a  car  was  being  loaded 
at  the  crusher,  another  handled  the  stone  to  the  wag- 
ons.   The  cars  used  were  second-hand  dump  cars. 

Views  of  Macadam  Road  Construction 

Following  Mr.  Fair's  address,  a  moving-picture 
demonstration  of  the  various  operations  in  the  con- 
struction of  a  macadam  road  was  shown  on  the  screen. 
This  demonstration  was  filmed  by  the  Ontario  Gov- 
ernment Bureau  of  Motion  Pictures  for  the  Provincial 
Highways  Department.  The  pictures  followed  the 
construction  of  the  roadway  through  all  the  stages 
from  the  placing  and  spreading  of  the  foundation  ma- 
terial to  the  brooming,  sprinkling  and  final  rolling  of 
the  surface.    Mr.  I'^air  ])assed  some  remarks  as  the 


views  were  shown.    In  regard  to  the  type  of  wagon  , 
used  for  delivering  material,  he  said  he  found  the||j 
spreader  wagon  preferable  to  the  side  dump  type,  as  |1 
it  saved  considerable  shovelling.    He  also  pointed  out 
that  it  was  very  unsatisfactory  to  attempt  to  consoli- 
date the  whole  surface  in  one  course. 


Asphaltic  Concrete  Construction  on  Dundas  Street 

Mr.  R.  C.  Muir  described  the  various  stages  in  the 
making  of  this  roadway.  The  Eaton  Road  section  of 
Dundas  Street  was  originally  a  water-bound  macadam, 
which  had  been  maintained  by  adding  annual  treat- 
ments of  tar.  Owing  to  change  in  volume  and  char- 
acter of  traffic  it  became  necessary  to  construct  a 
higher  type  of  road. 

The  bed  was  scarified,  rolled  and  a  binder  coat  of 
hot  asphalt  cement  applied  to  prepare  for  asphaltic 
concrete  18  feet  wide  with  tar-bound  macadam  shoul- 
ders 3  feet  Avide.  In  order  to  secure  a  uniform  thick- 
ness of  asphalt,  the  area  each  load  would  cover  at  2j4 
inches  thick  was  marked  out  and  the  material  spread 
uniformly  over  this  section.  Good  judgment  and  great 
care  must  be  exercised  in  rolling  to  prevent  squeezing 
and  displacing  the  mixture.  The  joints  bonding  each 
day's  work  received  special  treatment. 

Frequent  tests  were  made  of  density  of  asphalt 
products  used  and  in  some  cases  a  flux  of  oil  was  ad- 
ded.  The  seal  coat  applied  by  a  "squeegee"  overlap- 
ped the  macadam  at  the  sides. 

The  plant  consisted  of  a  Cummer  portable  one-car 
asphalt  plant  with  a  capacity  of  2,000  square  yards  of 
2-inch  coating  per  eight-hour  day.  This  plant  was 
operated  by  steam  and  is  equipped  with  drier,  stor- 
age bins  for  sand  and  gravel,  kettles,  elevators  and 
weighing  hoppers.  The  organization  used  on  this 
highway  required  17  men  and  was  able  to  turn  out 
206  tons  per  day.  Mr.  Muir's  paper  is  appearing  in 
full  in  our  issue  of  March  13. 

Discussion 

In  the  discusion  that  followed  the  reading  of  the 
paper,  Mr.  Muir  said  that  it  was  unnecessary  to  have  . 
grade  stakes  for  spreading  the  top  dressing  or  to  use 
screeds  for  levelling.    Raking  with  ordinary  rakes  was  ( 
found  sufficient. 

Mr.  Marston,  of  Simcoe,  asked  how  Tarvia  com- 
pared with  asphalt,  and  it  was  explained  that  tar  pro-  j 
ducts  were  found  excellent  in  the  case  of  the  penetra-  I 
tion  method,  but  gave  less  satisfactory  results  when 
mixed  with  a  stone  or  sand  aggregate. 

Mr.  Van  Scoyoc  asked  how  much  the  crown  of  the 
road  varied.  Replying,  Mr.  Muir  said  that  the  specifi- 
cation called  for  a  23^-inch  crown  in  9  feet,  hut,  un- 
fortunately, it  was  greater  in  some  cases  owing  to  the 
heavy  roller  pushing  out  the  asphaltic  concrete  at  the 
shoulders  of  the  road.  This  was  later  prevented  by 
banking  the  earth  from  the  roadside  against  the  mac- 
adam portion  of  the  road.  The  old  road  had  too  much 
crown,  even  for  a  macadam  road,  having  in  some  cases 
as  much  as  ten  inches.  Mr.  Muir  added  that  extreme 
care  was  exercised  in  grading  the  aggregate  in  order 
to  make  a  dense  mixture.  Three  grades  of  stone,  vary- 
ing from  inch  to  34  inch,  four  diiil'erent  grades  of 
sand  varying  from  a  coarse  sand  to  a  fine  sand,  and 
very  fine  dust  secured  from  stone  quarries,  were  used. 

Mr.  McLean,  Deputy  Minister,  added  that  the  ideal 
bituminous  surface  would  have  no  seal  coat,  but  would 
he  rolled  smooth  and  have  a  dressing  of  coarse  sand 
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rolled  into  it.  This  would  avoid  the  smooth  surface 
and  would  make  a  much  safer  road. 

The  construction  of  the  main  street  in  Sault  Ste. 
Marie  was  described  by  a  delegate  from  that  city.  A 
iiundation  of  flagstones  was  first  laid.    This  was  cov- 
ered with  coarse  stone,  and  received  a  waterbound 
macadam. 


Concrete  Road  Construction 

Mr.  T.  H.  Jones,  B.A.Sc,  Brantford,  who  was  to 
have  read  a  paper  on  concrete  road  construction  was 
unable  to  attend  the  conference,  owing-  to  severe  flood 
conditions  in  his  locality,  requiring  his  personal  atten- 
tion. 

Mr.  Van  Scoyoc,  of  the  Toronto-Hamilton  High- 
way, gave  a  brief  talk  on  this  roadway.  He  said  that 
this  road  was  the  most  important  link  in  the  most  im- 
portant road  in  Canada.  After  motion  pictures  show- 
ing typical  methods  of  laying  a  cement  road,  Mr.  Van 
Scoyoc  led  the  discussipn  on  this  type  of  highway. 

Mr.  Marston  brought  up  the  subject  of  cracks  in  the 
slabs,  pointing-  out  that  a  great  deal  of  the  trouble  was 
in  the  foundation.  Mr.  Barber,  of  the  city  of  Toronto, 
described  various  kinds  of  joints,  adding  that  an  ordin- 
ary 3/8  inch  joint  made  of  asphalt  binder  was  as  good 
as  any. 

Mr.  Van  Scoyoc,  when  asked  if  any  serious  at- 
tempt had  been  made  to  keep  the  Toronto-Hamilton 
Highway  clear  of  snow  and  open  for  motor  traffic;  re- 
plied that,  with  the  exception  of  two  weeks,  the  road 
had  been  kept  open,  but  that  they  had  a  peculiar  pro- 
blem in  this  case  keeping  a  road  open  for  both  heavy 
motor  traffic  and  for  sleighs.  They  used  an  ordinary 
road  grader,  but  had  in  mind  trying  out  a  lumberman's 
)low,  followed  by  a  roller. 

It  is  probable  that  the  department  in  the  near 
future  will  extend  this  roadway  to  the  border.  The 
)ossibilities  of  a  thoroughfare  open  from  the  United 
states  border  for  twelve  months  of  the  year,  and  suit- 
ible  for  heavy  motor  traffic  as  a  remedy  for  freight 
:ongestion,  are  quite  apparent. 


Ontario  Highway  Legislation 

  By  W.  A.  McLean,*  Mem.  Can.  See.  C.E.  

THE  control  of  roads  and  streets  throughout  the 
province,  while  primarily  vested  in  the  Crown, 
as  represented  by  the  provincial  government, 
is  now  regarded  largely  as  a  municipal  function, 
laving  been  conveyed  to  the  municipal  authorities  by 
tatutes  of  the  provincial  legislature.  In  the  enacting 
'f  legislation  governing  highways,  it  is  impossible  to 
'iresee  all  the  conditions,  because  of  this  and  because 
onditions  are  constantly  changing  and  developing; 
mendments,  and  in  frequent  cases  new  legislation,  are 
onstantly  becoming  necessary.  The  Municipal  Act 
-  the  basis  of  municipal  road  management  in  On- 
ario,  in  that  it  provides  organization  for  the  local 
overnment  of  the  towns,  townships,  villages,  cities 
nd  counties,  specifying  the  duties  and  powers  of  the 
lunicipal  councils.  Municipal  councils  have  only  the 
Mwers  expressly  conveyed  to  them  by  act  of  legis- 
iture.  These  general  powers  and  duties  with  re- 
pect  to  roads  and  streets  are  more  specifically  enum- 
rated  in  articles  20  and  21  of  the  Municipal  Act,  giv- 
ig  local  institutions  power  to  pass  by-laws  with  re- 
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gard  to  the  regulation  of  traffic  and  the  general  use 
of  highways. 

At  one  time  acts  respecting  toll  roads  were  of  much 
importance,  as  numerous  road  companies  were  formed 
and  roads  built.  With  the  development  of  railways 
and  steamship  lines  these  roads  fell  into  disuse  and  be- 
came unprofitable,  and  were  in  some  cases  abandoned 
by  their  owners,  in  others  being  purchased  by  the 
councils  or  local  municipalities  and  freed  from  toll. 
Only  about  ninety  miles  of  toll  road  remain  in  the 
province,  and  the  prospects  are  that  they  will  disap- 
pear in  the  near  future ;  hence  the  Toll  Roads  Act  and 
the  Tolls  Exemption  Act  are  of  little  general  import- 
ance. The  legislation  respecting  statute  labor  became 
obsolete  as  traffic  increased  and  was  discarded  when  it 
was  found  that  the  cash  expenditure  was  in  one  case 
$2,800,000,  against  1,100,000  days  of  statute  labor. 
Later  the  Municipal  Act  was  found  to  be  lacking,  in 
that  it  did  not  provide  sufficient  funds  and  organiza- 
tion to  keep  pace  with  the  demands.  It  was  unfair 
and  impracticable  that  counties  and  municipalities 
should  bear  all  the  expense  of  keeping  up  roads  when 
the  traffic,  through  the  introduction  of  the  motor  ve- 
hicle, developed  until  in  some  cases  there  are  as  many 
as  two  or  three  thousand  vehicles  passing  over  a  road 
in  twenty-four  hours,  going  long  distances  and  carry- 
ing heavy  loads.  Statistics  show  that  in  the  average 
county,  80  per  cent,  of  the  traffic  passes  over  20  per 
cent,  of  the  actual  highways.  Because  of  these  condi- 
tions, counties  were  struggling  to  keep  up  their  main 
arteries,  getting  very  meagre  results  and  neglecting 
roads  of  less  importance.  To  alleviate  this  condition, 
legislation  was  passed  by  which  the  province  paid  40 
per  cent,  of  the  cost  of  the  construction  of  the  roads 
and  20  per  cent,  of  the  cost  of  the  maintenance,  the 
funds  being  secured  from  the  automobile  license  fees. 
In  certain  cases  special  legislation  regarding  some  sub- 
urban roads  is  enacted,  by  which  the  province  pays  40 
per  cent.,  a  city  30  per  cent.,  leaving  the  county  30  per 
cent,  to  liquidate,  while  in  several  instances  (not  par- 
ticularly to  relieve  the  county,  but  because  the  traffic 
merits  the  expenditure  and  because  the  road  is  not  in 
the  proximity  of  the  city)  the  provincial  authorities 
take  over  70  per  cent,  of  the  cost. 

While  roads  are  necessarily  affected  by  provisions 
of  other  statutes  such  as  the  Assessment  Act  and  the 
Drainage  Acts,  the  more  important  statutes  relating 
to  highways  are  now  the  following: — The  Highway 
Improvement  Act ;  The  Ontario  Highways  Act ;  The 
Provincial  Highway  Act ;  The  Local  Improvement 
Act ;  The  Statute  Labor  Act ;  The  Load  of  Vehicles 
Act ;  The  Highway  Travel  Act ;  The  Motor  Vehicles 
Act ;  The  Traction  Engines  Act ;  The  Snow  Fences 
Act ;  The  Snow  Roads  Act ;  The  Tree  Planting  Act ; 
The  Colonization  Roads  Act. 

Damage  Caused  by  Speeding 

Mr.  McLean,  in  opening  up  the  discussion  on  the 
subject,  pointed  out  how  detrimental  speeding  in 
heavy  touring  cars  is  to  the  wearing  surface  of  high- 
•ways,  since  the  shear  transmitted  by  the  driving  wheels 
to  the  road  crust  varies  directly  as  the  square  of  the 
speed.  Thus,  if  the  shear  at  a  speed  of  10  miles  be 
taken  as  unity,  the  shear  at  20  miles  would  be  four 
times  and  at  30  miles  would  be  nine  times  as  great. 

The  attitude  of  road  superintendents,  in  general, 
towards  motorists  guilty  of  speeding,  was  probably  in- 
dicated by  the  remark  of  one  of  those  present,  that 
"a  speed  artist  should  not  be  given  the  option  of  a 
fine,  but  such  vandalism  should  be  a  prison  ofi'ence." 

Mr.  McLean  proceeded  to  explain  that  legislation 
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Foundation  Thicknesses  Required  to  Withstand  Various  Loads 

.-  Depth  of  Stone  Fill  for  Diflferent  Subsoils. 


w  cigni 

of 
Vehicle 
Tons. 

,  Tire 

Thickness 
Inches. 

Allowable  ^Veight 
per  Sq.  Inch 
of  Tire 
Lbs. 

Gravel 
(S.  L.  per 
Sq.  Ft. 
9  Tons). 

Sand 
(S. L.  per 
Sq.  Ft. 
4  Tons). 

Dry  Clay 

\&.  \-t. 

2  Tons). 

Wet  Clay 
1  Ton). 

Quick  Sand 
(S.  L* 
K  Ton). 

3 

3.07 

-  650 

2.33 

3.74 

5.98 

9.05 

13.40 

6 

6.15 

650 

2.63 

4.87 

7.92 

•  12.75 

18.30 

9 

9.31 

650 

3.16 

5.65 

9.20 

14.40 

21.80 

12 

13.00 

660 

3.46 

6.10 

9.60 

16.20 

24.80 

15 

13.00 

833 

4.20 

7.26 

12.00 

18.60 

28.20 

18 

12.00 

1,000 

4.90 

8.26 

13.50 

20.82 

31.50 

31 

12.00 

1,166 

5.48 

9.35 

14.65 

32.50 

34.60 

respecting  excessively  heavy  loading  on  trucks  is  under 
consideration,  since  the  heavy  loading  requires  an 
unreasonably  thick  stone  foundation  for  roads.  The 
table  herewith,  showing  the  t\liickness  required  to 
Avithstand  various  vehicle  loads,  was  thrown  on  the 
screen.  In  a  wet  season,  Mr.  McLean  stated,  the  con- 
ditions under  "Wet  Clay"  are  applicable  to  most  high- 
Avays.  The  figures  are  based  on  the  assumption  that 
the'  stress  is  transmitted  at  an  angle  of  30  degrees  to 
the  vertical. 


Heavy  Grading  of  Earth 
Roads  in  Lincoln 

  By  Mr.  P.  Robertson*   ~ 

Previous  to  1917  Ave  had  only  thirty  miles  of  county 
roads,  that  which  was  known  as  the  Queenston  and 
Grimsby  Stone  Road,  and  in  1917  we  added  to  our  then 
county  road  130  odd  additional  miles  of  principally 
clay  roads.  A  large  portion  of  these  roads  was  in  a 
township  w^hich  had  been  doing  the  road  work  by 
statute  labor.  As  a  rule  the  roads  are  not  uniform  in 
width  nor  uniform  as  to  sub-grade;  quite  frequently 
very  crooked,  having  in  some  instances  ,been  built 
around  obstructions  which  existed  at  the  time  the 
road  was  laid  out. 

The  Road  Committee  decided  to  have  uniform 
road.s — that  is,  roads  with  light  traffic  we  would  grade 
24  feet  from  ditch  to  ditch  and  roads  with  heavy  traffic 
28  feet.  When  we  started  to  grade  these  roads  we 
came  to  the  conclusion  that  it  was  impossible  to  do 
the  work  with  teams.  .The  Committee  purchased  a  16- 
32  Sawyer  Massey  oil  tractor,  which  handled  the  work 
fine.  In  starting  the  grading  of  these  heavy  earth 
roads  we  staked  the  road  10  feet  from  the  center  of 
the  road,  then  ploughed  three  furrows  on  the  outside 
of  the  stakes,  which  would  make  the  road  24  feet  from 
ditch  to  ditch  ;  we  staked  12  feet  from  the  center  of 
the  road  for  28-foot  road.  We  did  not  pay  any  atten- 
tion to  culverts  already  existing,  for  they  were  all  too 
short  for  a  county  road,  and  had  to  be  lengthened  or 
re-built.  Our  plan  was,  in  grading  these  roads,  to 
make  them  straight  and  uniform.  When  we  had  the 
ploughing  complete  the  tractor  finished  the  road  with 
five  or  six  rounds,  pulverizing  the  lumps  and  rolling 
'the  rf)ad.  We  used  a  harrow  to  follow  the  grader  at 
fir.st,  but  used  a  two-blade  drag  later  in  the  season,  and 
found  it  improved  the  road  to  a  greater  extent  than 
a  harrow.  The  sides  of  the  ditches  sloped  about  l3>2 
feet  horizontally  to  1  foot  vertically,  and  the  crown 
of  the  road  had  a  rise  of  1  inch  to  the  foot  from  the 
shoulder  of  the  ditch  to  the  centre  of  the  road.  We 
cut  down  all  hills  and  moved  the  earth  to  low  places, 
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improving  our  grades.  On  roads  that  required  no 
hill  cutting  we  could  finish  from  three-quarters  of  a 
mile  to  one  mile  a  day,  the  tractor  handling  a  heavy 
grader  that  it  would  take  four  teams  to  operate. 

Regarding  the  surface  drainage  on  earth  roads. 
This  can  best  be  accomplished  by  the  use  of  a  two- 
blade  drag  which,  if  used  periodically  after  a  rain,  will^ 
keep  the  surface  of  the  road  level  and  smooth  so  that 
it  will  shed  water  readily  on  a  road  where  the  traffic 
is  not  heavy.  I  might  say,  regarding  the  drainage, 
that  tile  drainage  at  side  or  beneath  the  surface  in 
some  instances  is  just  as  essential  and  will  give  equally 
good  results  applied  to  earth  roads  as  when  applied 
to  the  higher  class  pavements  and  more  expensive 
roads.  The  cost  of  operation  of  the  grading  equip- 
ment was  approximately  as  follows :  Man  on  tractor, 


Sods  thrown  in  centre— how  not  to  grade. 

$3.50;  man  on  grader,  $3.00;  coal  oil,  $3.50;  oil,  $1.50; 
total,  $11.50  per  day. 

Mr.  Robertson's  Address 

Motion  pictures  were  shown  illustrating  Mr.  Rob- 
ertson's talk.  A  very  interesting  feature  was  the  use 
of  the  tractor  as  motive  power  for  plowing  up  the  road- 
bed or  sides. 

The  question  as  to  the  advisability  of  leaving"  the 
sod  turned  up  from  the  edges  in  the  roadbed  led  to 
consideral)le  discussion.  Many  of  the  men  present 
were  of  the  opinion  that  the  sod  would  decay.  Mr. 
Robertson  claimed  that  they  helped  as  a  binder,  and 
that  the  cleats  cm  the  drive  wheels  of  the  tractor  broke 
them  up  into  such  small  particles  that  any  trouble 
caused  by  the  vegetable  matter  wasting  would  be  so 
evenly  distributed  that  it  would  not  afifect  the  road. 
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Preliminary  Work  on  Provincial  Highways 

■   By  Geo.  Hogarth,  O.  L.  S.,  Assoc.  Mem.  Can.  Soc.  C.  E.*   


THE  Provincial  Highways  Act  was  passed  at  the 
1916  session  of  the  Legislature,  and  was  to  take 
effect  on  a  day  proclaimed  by  the  Lieutenant- 
Governor  of  Ontario.  On  April  10th,  1917,  the 
Act  was  proclaimed,  and  on  August  21st,  1917,  a  Pro- 
vincial Highway  was  assumed  through  the  counties  of 
Ontario  and  Durham.  The  road  thus  assumed  is  known 
as  the  Kingston  Road,  and  passes  through  the  south- 
erly portions  of  the  Townships  of  Pickering,  Whitby, 
Whitby  East,  Darlington,  Clarke  and  Hope.  No  road 
was  assumed  in  the  towns  of  Whitby,  Oshawa,  Bow- 
manville  or  the  village  of  Newcastle.  All  structures 
on  the  assumed  road  were  taken  over,  and  a  careful 
examination  made  to  determine  what  repairs,  if  any, 
were  required  to  make  the  structure  safe  for  public 
travel. 

When  the  road  was  assumed  certain  standards  were 
established  for  width  of  roadway  and  cross  section  of 
ditches.  The  width  of  right-of-way  in  different  parts 
of  the  road  as  fenced  varied  from  about  40  feet  to 
nearly  70  feet,  and  while  a  definite  width  of  roadway 
and  ditches  was  decided  upon,  the  question  of  total 
width  of  road  allowance  was  left  open  for  further  con- 
sideration. Two  designs  for  a  road  allowance  have 
since  been  drawn  up,  one  for  an  allowance  66  feet  in 
width,  and  a  second  for  an  allowance  86  feet  in  width. 
It  was  found  that  the  86  feet  width  was  required  to 
])rovide  for  everything  essential  to  public  highway; 
that  is,  the  surface  of  the  roadway,  the  ditches,  tele- 
phone lines,  power  lines  and  a  bordering  of  trees.  The 
width  of  roadway  adopted  Avas  28  feet,  and  provision 
is  made  for  widening  to  30  feet  at  some  future  date. 
In  addition  to  the  establishing  of  roadway  standards 


Fig.  1— View  of  road  obstructed  by  shrubbery,  etc. 

a  pamphlet  of  regulations  was  issued  governing  the 
construction  and  maintenance  of  telephone  and  power 
lines  on  such  highways. 

The  Maintenance  System 

When  taking  over  the  road  it  was  considered  that 
^  comprehensive  system  of  maintenance  of  the  high- 
Avay  would  be  inaugurated.  This  has  been  carried  out, 
md  last  fall  every  preparation  was  made  by  proper 
litching,  drainage  and  gravelling,  to  place  the  road 
■n  such  condition  iiiat  next  spring  one  man  will  be 
ible  to  keep  a  section  of  some  length  in  a  good  con- 
lition  of  travel.    To  round  out  a  good  maintenance 
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system  requires  that  proper  attention  be  given  to  the 
safety  of  bridges  and  culverts,  and  in  some  cases  this 
involves  the  rebuilding  of  structures  which  are  beyond 
repair.  The  maintenance  system  has  been  gauged  to 
provide  for  the  traffic  passing  over  the  road,  and  a  sur- 
face is  being  developed  so  that  the  ordinary  operations 
of  grading  and  split  log  dragging  will  keep  the  road 
m  good  condition.  Several  sections  of  the  Provincial 
Highway  had  been  gravelled  from  time  to  time  by 
the  townships  before  the  province  took  over  the  road. 
These  sections,  while  under  township  management, 
had  only  statute  labor  applied  to  them,  and  were  in 


Fig.  2— Same  as  Fig.  1  made  safe  for  travellers 

fairly  passable  condition,  thus  proving  that  the  gravel 
road  may  give  satisfaction  until  such  time  as  increas- 
ing traffic  demands  a  stronger  surface. 

With  this  precedent  as  a  guide  it  was  decided  to 
gravel  the  road  over  those  sections  which  were  most 
in  need  of  such  material.  This  condition  was  met  with 
over  the  greater  length  of  the  road,  and  a  gang  was 
put  on  in  each  township  to  haul  and  place  gravel. 
The  roughest  sections  were  first  gravelled,  and  as  work 
progressed  and  as  more  teams  were  available  it  was 
possible  to  gravel  or  patch  a  fair  percentage  of  the 
length  of  the  road. 

Before  work  was  commenced  there  were  two  sec- 
tions of  the  road  which  were  so  rough  that  it  was 
impossible  to  drive  at  a  greater  speed  than  four  or  five 
miles  per  hour.  Two  or  three  weeks  after  work  was 
commenced  these  sections  were  comfortable  to  ride 
over  and  several  weeks  later,  when  traffic  had  con- 
solidated the  gravel,  the  entire  road  could  be  travelled 
from  end  to  end  in  comfort  and  at  a  fair  rate  of  speed. 

While  gravelling  Avas  begun  as  soon  as  the  road 
was  assumed,  the  grading  and  rounding  up  of  the  sur- 
face was  not  lost  sight  of,  and  a  light  grader  was  pur- 
chased. This  machine  was  used  to  cut  off  the  shoulder 
and  cast  it  out  towards  the  ditch,  thus  giving  a  rounded 
up  section  which  shed  water.  A  heavy  grader  built 
to  be  drawn  by  a  20  horse  power  tractor  was  later 
bought,  as  better  results  were  more  rapidly  obtained  on 
some  sections  with  the  grader  than  by  gravelling.  The 
heavy  grader  when  drawn  by  a  tractor  proved  to  be 
a  time-saving  device  and,  being  powerful  and  well 
built,  no  time  was  lost  from  breakages  and  repairs. 

Several  sections  of  the  road  were  early  marked  out 
for  improvement  of  the  drainage  and  ditching.  These 
sections  were  on  long  hills  in  cuttings  where  the  or- 
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iginal  roadway  had  not  been  excavated  wide  enough. 
Little  or  no  provision  for  side  ditches  had  been  made 
and  the  water  during  rainstorms  followed  down  the 
centre  of  the  road.'  Drag  scrapers  were  employed  to 
move  a  large  quantity  of  material,  and  in  this  manner 
a  wide  cross-section  was  made  with  side  ditches  about 
feet  deep.  On  one  hill  .where  the  haul  was  quite 
a  distance,  the  earth  was  moved  with  carts  and  used 
to  widen  out  a  na!rrow  fill  in  the  valley.  The  com- 
pletion of  this  work  made  a  marked  improvement  in 


Fig.  3— Welland  County  road  before  improvement. 

the  roadway  and  completely  eliminated  wet  spots  and 
springs  which  formerly  occupied  the  centre  of  the 
highway. 

The  ditches  during  this  winter  also  gave  evidence 
of  being  able  to  intercept  water  flowing  off  the  hills 
and  so  prevent  it  flowing  onto  the  road  and  creating 
bad  ice  conditions.  The  evidence  to-day  is  that  the 
road  in  a  cutting  having  deep  side  ditches  is  dry,  and 
the  road  with  inadequate  ditches  is  covered  with  ice. 
One  hill  which  was  widened  and  improved  with  deep 
ditches  had  always  been  soft  and  troublesome  to  main- 
tain. When  opening  the  side  ditches  a  spring  was 
discovered  half  way  up  the  hill  in  the  north  ditch  and 
a  drain  tile  emptied  under  the  road  at  the  south  side. 
Water  flowed  continuously  in  these  side  ditches  after 
they  were  opened,  and  the  action  of  this  section  of  road 
will  be  carefully  watched  during  the  thaw  this  spring. 

The  examination  of  the  bridges  and  culverts  showed 
that  some  attention  was  required  immediately.  Water 
flowing  down  the  road  and  through  the  floor  of  the 
bridge  had  undermined  a  large  abutment  to  a  consider- 
able extent.  This  excavation  was  filled  with  field 
stone,  and  steps  taken  to  divert  the  water  so  as  to  pre- 
vent further  damage.  A  nember  of  timber  culverts 
were  in  an  advanced  state  of  decay,  the  wood  being 
eaten  up  with  dry  rot.  Concrete  culverts  replaced 
these  structures,  and  ample  opening  was  allowed  in  all 
'  new  structures. 

Culvert  Construction 

One  point  with  reference  to  all  culverts  is  that  they 
are  built  the  full  width  of  the  roadway  and  not  less 
than  30  feet  is  allowed  between  the  inside  faces  of 
end  walls.  This  gives  a  roadway  unobstructed  by 
handrails  and  guardrails  and  removes  to  a  great  extent 
the  danger  of  accidentally  running  over  the  end  of  a 


short  culvert.  The  roadway  is  graded  over  all  cul- 
verts and  at  least  six  inches  of  gravel  placed  on  top. 
of  the  concrete  slab. 

Several  steel  bridges  are  on  the  highway.  They 
are  all  of  light  construction  and  not  suitable  to  the 
heavy  loads  passing  over  the  highway  to-day.  It  is 
expected  that  one  of  these  bridges  will  this  summer 
be  replaced  by  a  substantial  concrete  culvert  of  ample 
opening,  and  in  that  manner  a  narrow  roadway  and 
dangerous  turn  will  be  eliminated.  All  new  bridges 
and  culverts  are  being  built  to  carry  class  "C"  load- 
ing, the  concentrated  load  of  which  is  a  20-ton  road 
roller.  The  clear  width  of  roadway  on  all  through 
structures  will  be  20  feet,  and  sidewalks,  wherever  pro- 
vided, will  be  6  feet  in  clear  width. 

In  this  connection  it  might  be  well  to  state  that 
automobile  moving  vans  and  heavy  motor  trucks  from 
Toronto  and  Hamilton  are  continuously  passing  over 
the  highway.  Some  of  these  trucks  are  more  than 
9  feet  wide,  and  when  loaded  weigh  up  to  15  tons. 
This  traffic  has  been  forced  onto  the  highway  and  is 
rapidly  increasing.  A  motor  truck  will  take  a  load  of 
goods  idrect  from  a  factory  or  house  in  Hamilton  or 
Toronto,  and  deliver  them  at  their  destination  in 
Whitby,  Oshawa  or  Bowmanville  in  a  few  hours.  This 
is  almost  as  quick  as  the  material  could  be  loaded  onto 
a  freight  car  and  two  handlings,  with  consequent  dam- 
age, are  saved  if  the  goods  are  taken  by  motor.  The 
motor  trucks  on  the  highway  are  rapidly  increasing, 
and  this  business  should  develop  Avonderfully  during 
the  coming  summer. 

Bad  Turns  Eliminated 

In  several  places  the  view  in  travelling  the  highway 
was  very  much  obstructed  due  to  trees  or  sharp  turns 


Fig.  4— Same  as  Fig.  3  one  year  later. 

hidden  by  bushes  and  other  obstructions.  One  turn 
which  was  nearly  a  right  angle,  was  so  obstructed  that 
no  view  of  an  approaching  vehicle  could  be  obtained 
until  the  cars  approached  within  a  very  short  distance 
of  each  other,  and  the  turn  combined  with  the  blinded 
view  made  the  corner  particularly  dangerous.  A  small 
piece  of  property  was  obtained  to  round  of¥  the  cor- 
ner, a  number  of  telephone  poles,  stub  poles,  guard 
rails,  fences  and  rural  deliA^ery  boxes  were  moved  away 
and  the  entire  corner  was  opened  up  so  that  a  good 
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vision  is  obtained,  and  the  danger  of  accident  is 
avoided. 

Two  steam  tractors  were  purchased  for  hauling 
the  graders  and  handling  trains  of  three  gravel  wagons, 
each  wagon  having  a  capacity  of  3j/^  cubic  yards. 
Steam  power  was  selected  because  of  simplicity,  ease 
ol  repairs  and  the  possibility  of  obtaining  local  help 
to  operate  steam  engines  as  against  experienced  mech- 
anics being  required  to  operate  any  other  kind  of 
power.  These  engines  operated  continuously  for 
ibout  three  months,  after  which  one  was  used  to  heat 
yravel  for  a  culvert  that  was  started  late  in  the  fall. 
NIo  difficulty  was  experienced  in  keeping  these  mach- 
nes  in  operating  condition,  and  they  gave  good  satis- 
'action.  In  order  to  keep  the  boilers  in  proper  con- 
lition  they  were  washed  out  at  the  end  of  each  week. 


A  system  of  maintenance  is  being  considered  for 
the  entire  road  for  the  coming  summer.  The  road 
will  be  divided  into  convenient  sections  and  a  local 
man  employed  to  look  after  each  section.  The  section 
man  will  have  a  split  log  drag  and  will  be  expected  to 
keep  the  road  and  ditches  open  and  apply  gravel  from 
convenient  pits  as  may  be  reciuired. 

Snow  blockades  on  the  Provincial  Highway  have 
not  been  frequent  or  serious  this  winter,  the  reasons 
probably  being  that  the  road  runs  roughly  east  and 
west,  and  wire  fences  exist  over  the  greater  portion  of 
the  distance.  One  short  section  which  runs  north 
and  south  was  filled  up  with  snow  due  to  a  snake 
fence  and  an  orchard  on  the  west.  Isolated  drifts 
have  formed  in  a  number  of  places  but  no  difficulty 
was  encountered  in  quickly  opening  the  road  for  travel. 


County  and  Township  Road  Organizations 


MR.  W.  Huber,  assistant  engineer  of  the  High- 
ways Dept.,  addressed  the  conference  on  the 
above  mentioned  subject,  dealing  first  with 
the  county  organization.  He  pointed  out  that 
irganization  meant  the  bringing  into  active  connec- 
ion  and  co-operation  of  a  number  of  parts,  and  it  was 
ecause  of  their  efiforts  in  this  direction  that  some  con- 
ractors  were  able  to  make  such  a  success  of  their 
usiness  and  to  carry  on  their  work  so  efficiently.. 
likewise,  in  county  road  organization  this  idea  must 
e  kept  uppermost,  and  the  various  units  must  work 
1  harmony  with  one  another. 

The  first  factor  that  must  be  taken  into  considera- 
on  was  public  opinion.    Unless  the  good  roads  pre- 
set had  the  public  backing  it,  no  real  progress  could 
e  made.    The  next  step  was  the  selection  of  proper 
3ads.   The  county  should  not  be  expected  to  assume 
)0  many  highways  at  one  time ;  the  less  they  started 
ith,  the  better  would  they  be  able  to  work  up  their 
rganization  and  carry  out  the  preliminary  work, 
jfter  the  organization  is  properly  formed,  its  scope 
|in  gradually  be  extended  as  seems  advisable.  The 
lads  chosen  should  be  the  main  market  routes.  An- 
her  very  important  factor  was  the  attitude  of  the 
mnty  council.    It  was   absolutely   necessary  that 
e  councillors  should  take  a  broad-minded  view  of 
e  matter  and  remember  that  they  are  working  for 
e  county  as  a  whole  and  not  for  the  various  muni- 
palities  to  which  they  may  belong,  if  operations 
ere  to  be  carried  on  in  a  systematic  and  w^ell-or- 
■red  manner. 

Appointment  of  Road  Committee 

The  road  committee,  Mr.  Huber  said,  should  be 
mparatively  small,  comprising  perhaps  from  three 
five  members,  who  have  sufficient  time  to  devote  to 
e  work.    The  committee  should  keep  in  close  touch 
th  the  work  and  meet  often,  and  with  a  small  num- 
Ir  this  could  be  more  easily  accomplished.  There 
vre  many  details  in  connection  with  the  system  that 
t2  committee  could  attend  to  without  reference  to 
t?  council,  such  as  the  ordering  of  material,  buying 
f  machines,  etc. 

A  Road  Superintendent's  Qualifications 

A  road  superintendent  must  be  a  man  of  fairly 
Rod  education  and  capable  of  carrying  on  ordinary 
b>iness  transactions,  as  well  as  having  practical  ex- 


perience in  road  work.  He  should  be  permitted  to 
carry  on  operations  without  local  interference.  If  a 
county  councillor  wants  to  make  a  coinplaint,  let  him 
do  so  through  the  road  committee.  As  far  as  the  se- 
lection of  foremen  is  concerned,  this  ought  to  be  ab- 
solutely in  the  hands  of  the  superintendent.  There 
was  some  difference  of  opinion  as  to  the  engaging  of 
men  by  the  foreman.  However,  if  the  foreman  is  a 
first  class  man  he  should  certainly  have. this  privilege. 

It  is  beneficial,  if  possible,  to  engage  gangs  of  men 
for  the  season,  as  even> though  the  work  be  unskilled, 
the  men  improve  considerably  with  experience.  Fre- 
quent dismissal  and  re-engaging  of  workmen  should 
be  avoided  as  far  as  possible.  Sufficient  wages  should 
be  paid,  as  the  contentment  of  the  men  in  this  respect 
contributes  greatly  to  the  success  of  the  work. 

Definite  Programme  Necessary 

Work  on  a  good  roads  system  should  .be  carried 
out  according  to  a  definite  plan — not  merely  for  one 
year — but  a  programme  of  construction  work  should 
be  laid  out  covering  a  term  of  years,  perhaps  ten  or 
more,  necessary  to  complete  the  system.  Operations 
should  be  carried  on  in  such  a  way  that  each  step 
would  fit  in  with  the  next.  It  is  also  possible  to  plan 
ahead  for  maintenance  work,  even  though  it  be  only 
for  one  year.  After  the  roads  are  assumed,  the  first 
thing  to  do  is  to  put  them  in  passable  shape.  Some- 
times townships,  knowing  what  roads  the  county  pro- 
poses to  take  over,  will  purposely  neglect  them  and 
they  fall  into  very  bad  condition.  The  distribution 
of  the  work  over  practically  the  whole  system  at  the 
beginning  is  likely  to  create  a  favorable  impression 
and  win  over  some  who  may  have  been  opposed  to 
the  system. 

In  carrying  on  maintenance,  the  work  should  be 
divided  into  a  large  number  of  sections,  and  each  sec- 
tion should  have  one  man  over  it  acting  in  the  capacity 
of  working  foreman.  This  organization  might  also  ex- 
tend to  snow  shovelling.  If  the  superintendent  keeps 
a  close  watch. on  the  maintenance  foreman,  he  can 
pick  out  the  most  likely  men  for  construction  fore- 
men, which  position  demands  the  better  class  men. 

In  the  spring  the  entire  system  should  be  graded. 
If  this  is  done  properly,  the  roads  can  probably  be 
maintained  in  good  condition  by  systematic  dragging-. 
It  is  of  considerable    importance    that    a  sufficient 
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number  of  drags  be  provided,  as  it  wastes  time  and 
tends  to  the  dissatisfaction  of  the  foreman  if  he  has 
to  go  a  long  distance  to  obtain  his  implements.  The 
maintenance  foreman  should  attend  to  the  filling  of 
holes  on  the  roads,  clearing  of  drains,  cutting  of  weeds, 
repairing  of  bridges  and  culverts,  etc.  He  should  re- 
ceive special  instructions  to  examine  the  roads  after 
heavy  rains,  as  this  was  the  time  when  trouble  was 
most  liable  to  arise. 

In  laying  out  the  programme  for  the  year's  work, 
a  tour  of  inspection  should  be  made  as  early  in  the 
season  as  possible,  by  the  road  committee  and  county 
superintendent.  This  served  two  objects.  Roads  are 
thus  seen  at  their  worst  and  an  intelligent  estimate 
can  be  formed  of  what  must  be  done  during  the  year. 
In  the  earlier  years  after  the  system  is  assumed  it 
would  be  well  to  make  an  examination  of  bridges  and 
culverts  to  see  what  repairs  and  renewals  were  re- 
quired. 

Contract  Work  and  Day  Work 

For  ordinary  roads  such  as  stone,  rubble  or  earth, 
day  labor  was  preferable.  On  the  higher  types  of 
road,  such  as  concrete,  bituminous  concrete,  bitumin- 
ous macadam,  where  considerable  skill  was  required, 
contract  work  might  well  be  considered. 

Machinery  should  be  used  to  as  great  an  extent 
as  possible.  Hauling  and  grading  are  two  items  on 
which  labor  costs  may  be  thus  cut  down.  There  should 
also  be  sufficient  machinery  to  carry  on  work  at  a 
number  of  different  points.  Approximately  ten  years 
is  considered  a  reasonable  time  in  which  to  complete 
a  county  roads  system  and  it  is  figured  that  one  outfit 
will  construct  five  or  six  miles  per  year.  In  that  way 
one  roller  would  complete  about  60  miles  in  ten  years, 
and  there  should  therefore  be  one  roller  for  every  sixty 
miles.  It  is  important  that  the  work  be  arranged  so 
that  all  machines  should  be  working  to  capacity. 

Mr.  Huber  pointed  out  that  the  provision  of  road 
camps  right  on  the  job  might  be  of  considerable  ad- 
vantage in  keeping  the  men  permanently  employed, 
as  they  would  always  have  accommodation  no  matter 
in  what  part  of  the  county  work  might  be  going  on. 
It  would  also  be  the  means  of  saving  many  a  half  day's 
work  in  wet  weather. 

To  stimulate  interest  in  the  work,  good  conditions 
and  wages  were  necessary.  It  might  perhaps  be  well 
to  let  the  foremen  know  that  their  work  was  being 
compared,  but  this  was  not  advisable  as  a  rule  in  the 
case  of  the  men.  Having  material  hauled  by  contract 
might  be  useful  in  hurrying  up  work. 

There  was  a  certain  amount  of  work  that  the  super- 
intendent could  look  after  in  the  winter  time.  Ma- 
terial could  be  purchased  and  delivered ;  field  stone 
could  be  hauled  to  the  road  side  and  piled  ready  for 
crushing  in  the  spring.  The  overhauling  of  machinery 
should  also  be  done  in  the  winter,  so  as  to  eliminate  as 
far  as  possible  all  trouble  with  it  during  the  working 
season.  In  this  connection  it  was  well  to  put  all  ma- 
chinery in'  charge  of  a  capable  mechanic  and  make  him 
responsible  for  its  upkeep. 

Passing  and  Paying  of  Accounts 

All  accounts  should  be  submitted  directly  to  the 
road  superintendent,  as  he  was  in  a  position  to  classify 
them  and  to  state  on  what  part  of  the  road  system 
they  were  chargeable.  He  should  show  just  for  what 
pur])ose  every  item  was  ai)i)ropriatcd.  These  accounts 
should  then  he  submitted  to  the  county  road  committee, 
and  if  they  were  satisfied,  should  be  handed  on  to  the 
county  treasurer. 


There  were  quite  a  number  of  systems  of  paying 
workmen.  The  whole  amount  might  be  handed  to 
the  superintendent  and  he  might  distribute  it  among 
the  foremen,  or  pay  the  men  direct;  also  the  money 
might  be  handed  to  the  foremen  in  the  first  place  or 
sent  to  the  men  direct.  One  system  which  might  prove 
satisfactory  and  save  trouble,  was  to  submit  the  total 
amovmt  to  the  bank  and  let  them  make  up  the  en- 
velopes and  pay  the  men. 

Township  Organization 

With  regard  to  township  organization,  Mr.  Huber 
said  that,  just  as  in  the  case  of  the  county,  the  prob- 
lem was  one  of  producing  co-ordination  and  co-opera- 
tion in  the  carrying  out  of  the  work.  The  first  step, 
therefore,  was  to  place  the  work  in  the  hands  of  one 
man.  The  old  system  of  statute  labor  and  employment 
of  pathmasters  lacked  this  element  of  co-ordination. 
If  path-masters  must  still  be  employed,  it  Avould  be 
well  to  place  them  under  the  supervision  of  a  road 
superintendent.  Statute  labor  might  possibly  be  used 
for  the  hauling  of  material. 

In  closing,  Hr.  Huber  stated  that  the  department 
was  at  the  disposal  of  the  road  superintendents  and  it 
was  its  desire  to  assist  them  in  every  way  possible. 


Fireproofing  Wooden  Buildings 

In  these  days  of  shortage  of  material,  particularly 
of  steel,  it  is  interesting  to  note  that  practically  per- 
manent buildings  may  be  erected  of  wood,  covered 
with  large  sheets  of  asbestos  building  lumber,  manu- 
factured in  various  thicknesses  of  asbestos  fibre  and 
Portland  cement.  Not  only  is  this  material  fireproof, 
but  it  is  practically  indestructible  from  ordinary  wear 
and  tear  and  is  a  good  non-conductor.  Existing  wood- 
en buildings  also  may  rapidly  be  transferred  into  prac- 
tically fireproof  buildings  with  an  appearance  that  is 
decidedl}"  improved.  Churches,  hospitals,  residences, 
factories,  schools,  and  almost  every  class  of  buildini;' 
have  heen  lined  with  this  material  instead  of  with 
lath  and  ])laster,  on  account  of  the  additional  fire  pro- 
tection and  also  because  it  is  vermin  and  moisture- 
proof,  and  does  not  crack  and  fall  as  will  ordinary  plas- 
ter. It  has  been  in  use  for  a  number  of  years  as  a  lin- 
ing- for  boiler  and  engine  rooms  in  wooden  vessels,  and 
where  there  is  any  possibility  of  fire  it  is  frequently 
adopted  as  a  part  of  the  general  movement  for  the  con- 
servation of  existing  materials.  The  material  may  also 
be  obtained  in  shingle  form,  various  sizes  and  shapes. 
These  goods  are  made"  in  Canada.  Full  particulars 
may  be  obtained  from  the  Asbestos  Manufacturing 
Company,  809  Drummond  Building,  Montreal,  Que. 


Experiments  carried  out  by  the  Royal  Technical 
Institute,  Italy,  have  led  to  the  conclusion  that  lignite 
alone  cannot  suffice  as  a  good  combustible  for  steam- 
producing  purposes.  Trials  were  made  with  lithan- 
thrax  mixed  with  fine  lignite  dust  and  shaped  into 
briquettes  in  a  proportion  of  two-thirds  lithanthrax 
and  one-third  lignite,  bound  with  tar.  These  were 
found  to  be  fairly  satisfactory  and  efficient  enough 
for  locomotive  use.  ^ 


An  ordcr-in-council  dated  February  21  changes  the  f 
name  of  the  Marsh  and  Henthorn  Company,  Limited,  i 
r>f  P.clleville,  Ont.,  to  the  Marsh  luigineering  Works,  ; 
1-imited.  j 
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Bituminous  Surfaces  in  York  County 

 By  E.  A.  James,  C.E.,  Mem.  Can.  Soc.  C.  £.*  


THE  title  of  the  subject  assigned  to  me  suggests 
that  I  am  expected  to  deal  with  surface  treat- 
ments only,  but  if  you  are  to  receive  an  ade- 
quate conception  of  bituminous  surface  treat- 
ments in  York  County,  it  will  be  necessary  for  you  to 
.mderstand  the  construction  work  leading  up  to  sur- 
■ace  treatment,  and  the  conditions  which  make  this 
;reatment,  whether  heavy  or  light,  necessary. 

First,  let  me  state,  however,  that  we  do  not  con- 
,ider  dust  laying  surface  treatment.  Dust  laying  and 
lust  prevention  are  two  distinct  problems,  and  we  take 
t  that  it  is  with  dust  prevention  that  we  are  here 
:oncerned. 


Tar  surface  on  water  bound  macadam,  Kingston  Road. 

The  Good  Roads  movement  in  York  was  a  matter 
f  debate  long  before  the  motor  became  a  common 
chicle  on  our  roads,  but  it  was  .the  motor  car  that 
impelled  this  district  to  improve  their  roads. 

There  were  seven  stone  roads  leading  out  of  To- 
>nto  into  York  County,  and  with  the  coming  of  many 
lotor  cars,  the  old  method  of  reconstruction  and  main- 
niance  fell  down,  and  travel  on  these  roads  became 
ell  nigh  impossible. 

The  city  and  county  united  to  improve  conditions, 
id  in  1911  a  serious  attempt  was  made  to  improve  the 
ain  county  roads  that  lead  to  the  city  of  Toronto. 

All  known  types  of  road  were  considered,  and  al- 
ost  all  kinds  built,  but  by  far  out  greatest  mileage 
water-bound  and  bituminous-bound  macadam,  and  it 

connection  with  the  building  and  maintaining  of 
lese  two  types  of  macadam  roads  that  we  have  de- 
;loped  certain  lines  in  dealing  with  "bituminous  sur- 
ces,"  although  during  the  last  twQ  years  we  have 
eated  gravel  roads. 

For  our  own  purposes  we  have  divided  bitumin- 
is  surfaces  into  two  classes: — (a)  Surface  mats;  (b) 

earing  surfaces. 

It  must  not  be  expected  that  surface  mats  will 
ing  poor  roads  into  good  condition.   They  will,  how- 
'  cr,  keep  a  good  road  from  going  to  pieces. 

'Engineer  to  the  Board  of  Highway  Commissioners,  York  County. 


Whether  the  road  be  gravel  or  water-bound  mac- 
adam, it  should  be  well  drained,  well  built  and  pro- 
perly crowned  to  shed  the  water  easily,  as  water  tends 
to  deteriorate  a  bituminous  mat. 

If,  however,  the  road  has  become  worn,  it  should 
be  properly  repaired  before  it  receives  surface  treat- 
ment. If  a  gravel  road,  by  adding  gravel  and  loam ; 
if  a  macadam,  broken  stone  bound  with  bituminous 
binder. 

Each  strip  of  road  requires  different  surface  treat- 
ment, depending  upon  the  traffic  it  has  to  carry ;  the 
character  of  the  material  used  in  construction,  and  its 
previous  treatment.  So  you  will  readily  see  that 
methods  described  here  are  only  general,  and  must  be 
modified  to  suit  local  conditions. 

Surface  Mats 

In  a  general  way  our  method  is  as  follows: — 
First,  sweep  the  road  with  a  power  broom  and  have 
a  man  with  a  stable  broom  follow  to  clean  off  any  in- 
crustation or  clean  out  depressions  that  the  power 
broom  might  miss. 

If  it  is  the  first  treatment  the  road  is  to  receive  we 
use  a  light  material,  thus  securing  better  penetration, 
and  your  succeeding  treatments  appear  to  revive  the 


Asphalt  oil  on  water-bound  macadam,  Yonge  St. 

bituminous  substance  to  the  depth  of  the  first  penetra- 
tion. Some  have  said  penetration  is  not  possible  or 
necessary,  but  we  have  found  it  always  possible  and 
highly  desirable. 

In  mat  surface  treatment  we  only  cover  one-half 
of  the  road  at  one  time.  This  makes  it  possible  for 
cautious  and  careful  teams  and  motor  drivers  to  keep 
out  of  the  bitumen. 

When  possible  we  keep  the  traffic  oft'  the  material 
for  several  hours,  and  before  the  traffic  is  allowed  on 
the  road  we  sprinkle  the  treated  surface  with  a  sharp 
sand. 

Do  not  sweep  back  the  dust  you  cleaned  from  the 
road,  it  absorbs  the  bitumen,  whereas  the  sharp  sand 
and  pea  gravel  allows  it  to  penetrate  while  keeping 
the  traffic  out  of  the  bitumen. 

The  first  application  will  require  about  one-third  of 
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a  gallon  of  bitumen  per  square  yard,  and  it  requires 
to  build  up  the  mat  about  one  cubic  yard  of  sand  for 
each  250  square  yards  of  road. 

By  having  a  man  follow  the  oil  wagon  with  a 
stable  broom  to  spread  out  possible  puddles  of  the 
material  and  by  the  proper  use  of  sand  and  pea  gravel, 
you  can  cut  your  use  of  bitumen  so  as  to  more  than 
pay  for  the  sand.  Last  year  we  cut  down  both  the 
quantity  of  sand  and  the  cost  of  applying  by  equip- 
ping a  couple  of  hoosier  wagons  with  boxes  and' rollers 
underneath  to  spread  the  sand.  We  find,  however, 
that  Avhether  you  use  spreaders  or  put  the  sand  on 
with  shovels,  a  man  must  go  over  the  road  the  next 
day  to  re-spread  the  sand  where  the  bitumen  has  been 
bleeding. 

The  second  and  succeeding  years  clean  the  road  in 
a  similar  manner,  but  use  a  heavier  material,  which 
may  be  applied  in  less  quantity. 

You  will  usually  find  that  the  quantity  of  material 
required  depends  on  the  kind  of  spring.  If  the  snow 
goes  early  and  spring  is  slow  in  coming,  your  bi- 
tuminous surface  will  get  all  chopped  up  and  will 
finally  be  washed  away. 

We  always  apply  our  bituminous  material  hot.  It 
spreads  more  evenly  and  penetrates  better,  and,  of 
course,  if  you  want  penetration  do  not  apply  when 
the  roads  are  wet. 

You  will  have  noticed  this,  however,  that  your 
clean-swept,  firm  roads  are  dry  when  the  other  roads 
are  wet. 

These  successive  applications  will  build  up  a  bi- 
tuminous carpet  that  will  take  both  heavy  and  constant 
traffic,  so  that  the  stone  of  your  road  does  not  wear 
down,  and  is,  after  five  years'  use,  apparently  as  good 
as  when  first  placed. 

These  carpets  or  surface  mats  serve  several  distinct 
purposes.    They  prevent  attrition  of  the  road ;  the 


Bituminous  surface,  penetration  metliort,  after  three  years' 
wear— Kennedy  Road. 

lighter  dust  that  blows  over  is  held.  They  form  an 
elastic  cushion  for  the  traffic  and  prevent  the  removal 
of  the  binder  from  the  gravel  or  stone. 

Wearing  Surfaces 

While  we  have  many  miles  of  surface  treated  roads 
that  were  economical  to  build  and  cheap  to  maintain, 
there  has  been  a  disposition  to  experimcnt  with  a  type 
of  road  that  would  not  require  annual  surface  treat- 
ment. We  in  York  thought  at  one  time  we  could 
keep  our  roads  up  to  standard  by  surface  treating 
every  other  year.   This  we  found  was  very  poor  econ- 


omy, so  we  took  up  the  question  of  a  semi-permanent 
bituminous  surface. 

Our  first  venture  was  with  a  bituminous  macadam 
penetration  method,  and  each  year  since  1914  we  have 
added  a  limited  mileage  of  this  type  of  pavement  to 
the  system.  The  base  is  built  as  for  water-bound 
macadam,  but  with  less  crown.  Then  Ij^-in.  stone, 
varying  in  depth  from  2^^  in.  to  3^  in.  is  carefully 
spread,  and  into  this  hot  bitumen  is  sprayed  at  the 
rate  of  1%  gallons  per  square  yard.  This  is  then 
sprinkled  with  3^-inch  stone  chips  and  the  road  con- 
solidated. As  a  seal  coat  this  surface  is  then  sprayed 
with  a  lighter  bitumen  and  again  sprinkled  with  stone 
chips. 

The  wearing  surface  thus  presented  is  good  for 
some  four  or  five  years,  when  it  will  have  to  be  again 
surface  treated  with  the  light  bitumen  and  fine  stone. 

Four  years  of  testing  surfaces  of  this  type  leads 
us  to  believe  that  under  certain  conditions  this  sur- 
face is  most  satisfactory,  but  if  the  traffic  is  very  heavy 
and  intense  a  higher  type  of  road  may  be  required,  and 
perhaps  wfe  have  this  in  the  bituminous  macadam 
mixed  method,  which  was  used  in  reconstructing  Dun- 
das  Street  during  1917. 

Dundas  Street  was  improved  in  1909  through  the 
co-operation  of  the  Ontario  Department  of  Highways. 
Sir  John  Eaton  and  the  Township  of  Etobicoke,  and 
the  section  thus  improved  became  known  as  the  Eaton 
Road. 

This  road  was  built,  having  in  mind,  as  I  take  it, 
the  preponderance  of  iron  tired,  horse  drawn  vehicles, 
and  gave  good  service  until  the  traffic  changed  and 
the  rubber  tired,  self-propelled  vehicles  became  almost 
the  only  traffic. 

For  this  new  condition  the  bituminous  surface 
mixed  method  was  adopted,  and  Mr.  Muir  will  to- 
morrow describe  the  method  of  construction. 

In  review  our  experience  in  York  has  been  as  fol- 
lows :  We  commenced  by  sprinkling  with  light  bitu- 
men, we  then  went  to  heavy  bitumen ;  to  penetration 
methods;  to  mixed  methods,  and  let  me  close  by  say- 
ing I  believe  that  for  seventy-five  per  cent,  of  our 
county  roads  we  are  going  to  use  water-bound  mac- 
adam or  gravel  roads  with  heavy  surface  treatments. 


Defining  the  Status  of  the  Engineer 

(Concluded  from  page  178)  j 

at  least  until  such  time  as  the  matter  had  been  passed! 
upon  by  the  various  provinces.  ! 

It  was  finally  moved  by  Mr.  Corriveau,  seconded  by 
Mr.  Murphy,  that  the  Ottawa  branch  approve  the  ef- 
forts of  the  Calgary  branch  to  obtain  legislation  t<i 
define  the  status  of  the  engineer  in  Canada  and  that, 
a  copy  of  this  resolution  be  referred  to  the  general 
secretary  in  Montreal  and  to  the  Calgary  branch.  This 
was  carried  unanimously. 

It  was  also  moved  by  Mr.  Dick  and  seconded  by 
Mr.  Uniacke,  and  carried,  that  a  special  committee' 
be  appointed  to  study  the  whole  situation  and  report 
to  the  Ottawa  branch,  this  committee  to  consist  oi 
Messrs.  Corriveau,  Smart,  Dick,  Chairman  Gale  and 
Secretary  Challies. 

Mr.  Dick,  chairman  of  the  Proceedings  Committee  | 
made  an  announcement  regarding  the  luncheon  and 
evening  meetings  that  had  been  arranged  for  in  the' 
near  future,  and  referred  particularly  to  the  paper  tf 
be  read  by  Mr.  J.  Blizard  on  Thursday  evening,  Feb 
ruary  28,  on  "The  Availability  of  Energy  as  the  Source 
of  Power  and  Heat." 
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Better  Highway  Bridges  and  Culverts 


By  A.  Sedgewick* 


IT  must  be  apparent  to  all  who  travel  the  roads  with 
automobiles  that  both  bridges  and  culverts  should 
be  built  wider  than  we  were  accustomed  to  before 
the  automobile  came  into  general  use.   They  must 
be  built  wider  for  the  same  reason  that  our  more  im- 
portant roads  are  built  wider — to  give  safety  and  com- 
fort and  to  expedite  traffic. 

In  spite  of  all  that  has  been  said  and  written  about 
the  economy  of  good  roads,  to  my  mind  the  supreme 
reason  for  having  them  is  the  comfort  and  satisfaction 
they  bring  to  those  who  use  them,  whether  it  be  for 
business  or  pleasure.  The  farmer  may  safely  be  trusted 
to  market  all  he  is  able  to  produce,  whether  the  roads 
be  good  or  bad,  and  the  expense  of  doing  so  will  not 
enter  much  into  his  calculations.  But  no  matter  at  how 
little  he  values  his  time,  he  does  find  it  most  disagree- 
able to  use  bad  roads,  whether  for  business  or  for  plea- 
sure, if  the  latter  were  possible,  as  all  country-bred  peo- 
ple know.'  We,  therefore,  demand  good  roads,  not  only 
because  they  are  necessary  from  an  economic  point  of 
view,  but,  like  good  houses  and  good  clothes,  they  add 
to  our  personal  comfort  and  satisfaction,  and  have  a 
beneficial  effect  on  our  minds  and  to  our  manner  of 
living;  in  other  words,  they  most  materially  al¥ect  our 
civilization. 

Now,  the  bridges  and  culverts  are  an  integral  part 
of  the  road  itself,  and  if  it  is  necessary  to  widen  and 
improve  the  road,  the  bridges  and  culverts  should  be 
widened  and  improved  also. 

Unfortunately,  the  majority  of  the  former  timber 
structures  rotted  out ;  some  of  them  years  ago,  and 
were  replaced  by  permanent  structures  suitable  to  the 
needs  of  those  times  only.  With  the  improvement  and 
widening  of  the  roadway,  made  necessary  by  the  ad- 
vent of  the  automobile  and  heavier  traffic,  resulting 


Too  narrow  bridge  and  dangerous  approaches. 

rem  the  general  prosperity,  we  find  many  of  these 
tructures  too  light  or  too  narrow  for  present  require- 
'lents. 

Present-day  conditions  of  travel  are  such  as  require 
'lat  the  smaller  culverts  be  made  the  full  width  of  the 
raded  roadway,  and  for  bridges  on  main  roads  the 
lear  width  of  roadway  should  be  28  feet,  or  even  30 
eet. 

•Assistant  Engineer,  Department  of  Public  Highways,  Toronto. 


The  fact  should  be  kept  in  mind  that  for  such  main 
roads  automobile  traffic  is  fast  becoming  the  govern- 
ing factor. 

While  the  volume  of  such  traffic  on  on  Ontario 
roads  is  far  from  being  as  heavy  as  such  traffic  on 
similar  roads  in  the  states  bordering  on  us,  present 
conditions  over  there  may  be  taken  as  a  safe  indica- 
tion of  conditions  that  will  prevail  here  in  the  early 
future;  and,  as  these  structures  are,  or  at  least  should 


A  neat-looking  guard  rail. 

be,  permanent  in  a  very  strict  sense  of  the  word,  we 
should,  in  building  them,  follow,  as  nearly  as  may  be, 
present  practice  over  there. 

Building  a  culvert  the  full  width  of  the  roadway  is 
not  so  much  more  expensive  as  at  first  thought  it 
would  appear.  By  doing  so  the  cost  of  wing  walls  and 
guard  rails  will  be  largely  eliminated,  thereby  partially 
compensating  the  increased  cost  of  the  longer  covered 
opening. 

Wherever  practicable,  the  top  of  the  culvert  should 
be  built  level  with  the  road's  subgrade,  so  that  the 
road  metal  may  extend  over  it.  When  this  is  done 
there  is  no  break  or  unevenness  in  the  surface  of  the 
road,  so  often  noticeable,  and  which  detracts  so  much 
from  the  comfort  and  serviceability  of  otherwise  good 
roads.  Longer  span  culverts  and  bridges  cannot  be 
l)uilt  in  that  way,  since  the  weight  of  road  metal  on 
the  bridge  floor  would  greatly  increase  the  stresses  in 
the  bridge  members,  thereby  unduly  increasing  the 
cost.  In  such  cases  the  condition  referred  to  can  be 
relieved  by  bevelling  the  back  of  the  ballast  wall,  which 
will  help  to  prevent  the  gravel  from  working  back 
from  the  wall.. 

After  a  bridge  is  built  and  the  approaches  graded, 
considerable  time  must  elapse  before  the  earth  ap- 
proaches become  firmly  settled.  The  logical  thing  to 
do  would  be  to  properly  level  them  up  from  time  to 
time,  as  required,  until  all  settlement  has  ceased.  But 
this  is  seldom  done.  Either  the  new  fill  is  left  at 
aljout  the  proper  level,  which,  after  settling,  leaves  a 
depression  which  remains  full  of  water,  or  else  an  ex- 
cess of  material  is  put  on  to  allow  for  the  anticipated 
settlement,  the  amount  of  which  is  hard  to  estimate 
and  is  always  variable.  This  is  the  cause  of  the  preva- 
lent bump  felt  at  the  end  of  the  majority  of  country 
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bridges.  It  should  be  the  duty  of  road  maintenance 
organizations  to  keep  these  conditions  remedied. 

The  strength  and  appearance  of  the  guard  rail  is 
becoming  very  important,  and  will  be  even  more  so  in 
the  future.  The  advent  of  the  automobile  has  changed 
the  requirements  entirely.  With  horse-drawn  traiific 
both  horse  and  driver  generally  "know  the  road,"  as 
we  say,  so  that  accidents  on  bridge  approaches  used 
to  be  a  rarity.  But  the  automobile  having  such  a  wide 
radius  of  action,  such  conditions  no  longer  hold,  and 
it  therefore  becomes  necessary  to  construct  guard 
rails  of  a  type  that  will  really  act  as  a  guard  under 
modern  traffic  conditions. 

A  great  many  guard  rails  have  been  built  out  of 
light  wrought-iron  pipe,  1^4  or  1^  inches  in  diameter. 
While  this  material  may  have  answered  the  purpose 
in  days  gone  by,  it  is  no  longer  commendable  for  pres- 
ent requirements.  While  this  light  type  of  construc- 
tion is  undoubtedly  cheap  and  lends  itself  to  rapid 
erection,  the  many  instances  of  broken  pipe  railing  on 
the  approaches  of  short  bridges  show  clearly  that  such 
types  are  subject  to  as  easy  and  rapid  destruction  as 
construction. 

We  should  bear  in  mind  that  the  normal  width  of 


Failure  due  to  shallow  abutment  footings. 

the  highway  is  subjected  to  an  abrupt  contraction  at 
every  bridge  site.  This  condition  is  certainly  a  men- 
ace to  everyone  travelling  on  a  strange  road  at  even  a 
moderate  speed  of,  say,  twenty  miles  an  hour,  more 
particularly  if  it  be  at  night. 

It  is,  therefore,  our  manifest  duty  to  guard  all 
bridge  approaches  with  railings  which  will  not  only 
be  strong  enough  to  stop  a  car  if  hit  by  one,  but  they 
should  also  be  of  a  type  that  will  make  themselves 
readilv  visible,  and  thus  serve  as  a  warning  at  night  of 
their  own  existence. 

It  seems  apparent  that  I)C)th  the  pul^lic  and  law 
courts  are  becoming  less  willing  to  accept  the  lack  of 
repair  of  roads  and  bridges  so  prevalent  in  some  muni- 
cipalities. If  this  be  true,  the  municipality  will,  in  the 
future,  find  it  more  economical  to  properly  ])rotcct  the 
])ublic  than  to  have  the  money  eaten  up  by  law  costs. 

Without  a  doubt,  when  reinforced  concrete  bridges 
arc  built,  the  guard  rails  should  be  of  the  same  mater- 
ial. Such  railings  can  be  made  strong,  of  good  appear- 
ance, and  because  of  their  color  and  comparative  mas- 
siveness  are  easily  distinguishable   to   the  traveller. 


Their  cost  will  depend  largely  on  the  degree  of  refinej 
.  ment  which  is  demanded  in  their  appearance.  ' 

Most  steel  bridges  require  a  steel  guard  rail.  Oi 
the  more  important  roads  a  latticed  railing  is  desir 
able  for  both  the  increased  protection  and  better  ap 
pearance  required.  For  the  less  important  bridges 
wrought-iron  pipe  railings,  running  through  posts  o 
of  angle  iron  or  tees,  are  both  cheap  and  serviceable 
In  either  case,  however,  reinforced  concrete  work  ma) 
be  used  with  good  effect  on  the  approaches. 

So  far  as  the  ordinary  country  bridge  is  concerned 
the  guard  rails  and  copings  are  the  most  conspicuou; 
part,  and  therefore  effect  the  appearance  of  the  struc 
ture  as  a  whole.  When  concrete  is  being  used,  wt 
should,  therefore,  take  precautions  to  ensure  a  neai 
and  workmanlike  finish  and  appearance.  Already  the 
country  is  dotted  with  a  class  of  work  which  will  re 
main  a  perpetual  eyesore  to  those  using  the  roads 
The  cause  is  lack  of  experience  on  the  part  of  the  con 
tractor,  or  to  his  necessity  for  doing  cheap  work.  The 
guard  rail  is  usually  the  last  part  of  the  work  com- 
pleted, and  in  the  hurry  to  get  away  to  a  new  contraci 
it  seldom  receives  the  attention  its  importance  de- 
mands. 

Municipalities  having  much  of  this  work  to  do  wif 
ultimately  find  it  cheaper  and  more  satisfactory  to  pul 
it  into  the  hands  of  experienced  and  reputable  men 
rather  than  let  the  work  indiscriminately  to  the  lowesi 
bidder  regardless  of  his  qualifications. 

Having  regard,  of  course,  for  the  class  of  laboi 
usually  obtainable  for  these  comparatively  smal 
works,  the  design  of  a  concrete  hand  rail  should  be 
kept  to  plain  and  simple  lines.  More  pretentious  de 
signs,  which  may  look  excellent  when  shown  on  th( 
drawings,  cost  more  than  the  average  municipality  i- 
willing  to  spend,  and  the  actual  results  obtained  art 
usually  very  disappointing.  On  the  other  hand,  the 
solid  parapet  wall  which  is  sometimes  built  has  a  ver\ 
cumbersome  appearance.  A  guard  rail  built  of  open 
rails  or  spindles  can  be  built  amply  strong,  and,  il 
built  with  proper  care,  will  have  a  very  pleasing  ap- 
pearance. Municipalities  having  much  of  this  work  U 
do  should  purchase  a  set  of  permanent  moulds  for  thi^ 
kind,  which  they  can  loan  to  their  contractors  when 
necessary. 


Western  Ontario  Clay  Workers'  Gonventior 

The  Western  Ontario  Clay  Workers'  Association 
held  their  twenty-first  annual  convention  at  London 
in  the  Builders'  Exchange  premises,  commencing 
February  27.  It  was  decided  to  ask  the  government 
for  some  form .  of  relief  in  connection  with  the  fuel 
and  labor  problems  which  were  handicapping  the  tile 
manufacturers  to  such  a  great  extent,  on  the  ground 
that  tile  is  essential  to  greater  production.  The  fol 
lowing  officers  were  elected  for  1918:  President,,  C 
S.  Parker,  of  London  first  vice-president,  Jame.' 
Holmes,  of  Alvinston;  second  vice-president,  Gilbert 
Armstrong,  of  Fletcher;  secretary-treasurer,  Alfred 
Wchlniann,  of  Cairo;  Mr.  Wm.  McCready,  of  Lyons 
lo  be  the  remaining  member  of  the  executive. 


A  resolution  was  recently  passed  in  the  Ontaric 
Legislature  whereby  a  further  sum  of  $1,000,000  wa.-, 
approjjriatcd  for  highway  work  in  the  province.  Hon 
Finlay  Macdiarmid,  Minister  of  Public  Works,  statc( 
that  out  of  $3,000,000  set  aside  previously,  $2,725,00( 
bad  been  expended. 
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Municipal  Drainage  as  Related  to  Highway 

Construction 


-By  G.  R.  Marston,  C.  E.*- 


WATER  is  the  natural  enemy  of  all  roads,  and 
it  is  essential  that  it  be  kept  off  of  them,  out 
of  them  and  from  under  them ;  this  gives  us 
three  distinct  drainage  systems;  the  first  to 
carry  the  water  off  of  the  surface  of  the  road  to  the 
surface  ditches  at  the  side  of  the  road ;  second,  carry- 
ing the  water  away  by  means  of  side  ditches,  and  thn'd, 
carrying  the  water  away  in  the  subsoil  by  means  of 
the  draining. 

One  of  the  first  problems  that  faces  a  road  super- 
intendent is  what  to  do  with  the  water ;  he  may.  dig 
surface  ditches  or  lay  the  tile,  but  where  will  he  take 
the  water?  This  is  where  the  value  of  municipal 
.drainage  as  related  to  highway  drainage  appears. 

The  Legislature  of  Ontario  has  provided  two  Drain- 
age Acts  which  afifect  the  highways  of  this  province, 
the  one  known  as  the  Municipal  Drainage  Act,  and  the 
other  known  as  the  Ditches  and  Water  Courses  Act. 
The  first  Act  is  to  deal  with  large  and  expensive  drain- 
age schemes,  the  second  to  deal  with  less  expensive  ■ 
schemes,  with  an  allowable  expenditure  not  to  exceed 
$1,500,  and  it  is  the  Ditches  and  Water  Courses  Act 
which  will  be  found  so  beneficial  to  road  superintend- 
ents in  their  task  of  drainage.    In  order  that  we  may 
understand  the  value  of  this  Act,  it  might  be  well  to 
consider  the  condition  which  we  would  be  in  without 
its  provision.   The  following  judgment  was  given  some 
years  ago.    "The  doctrine  of  dominant  and  servient 
tenements  does  not  apply  between  adjoining  land  of 
jdiflferent  levels  so  as  to  give  the  owner  of  the  land  of 
fhe  higher  level  the  legal  right  as  an  incident  of  his 
'estate  to  have  surface  water  falling  on  his  land  dis- 
:harged  over  the  land  of  lower  level,  although  it  would 
naturally  find  its  way  there.    The  owner  of  the  land 
if  the  lower  level  may  fill  up  the  low  places  on  his 
':md  or  build  walls  thereon,  although  by  so  doing  he 
opt  back  the  surface  water  to  the  injury  of  the  land 
t  higher  level."  I  believe  legally  there  is  no  exception 
o  this  in  case  of  a  water  course,  but  what  is  a  legal 
>vater  course?   You  will  always  find  considerable  con- 
ention  about  this  matter,  but  a  study  of  various  cases 
A'hich  have  been  tried  in  the  courts  will  lead  to  the 
ollowing  definition  for  a  water  course:  "Wherever 
\ater  has  created  for  itself  a  defined  channel  with 
.  isible  banks  or  margins  within  which  running  water 
nay  be  found  during  at  least  certain  seasons  of  the 
ear  in  sufficient  volume  to  be  of  service  to  the  pro- 
'rietors  of  the  adjoining  lands,  a  legal  water  course 
■xists,  providing  always  that  the  flow  of  water  comes 
rem  some  natural  and  reasonably  constant  source, 
nid  is  not  due  to  some  exceptional  or  unreasonable 
vent.    Now  unless  we  are  able  to  make  use  of  a 
lefined  water  course  it  would  seem  to  me  that  we 
lave  no  right  to  drain  the  roads  without  proceeding 
n  a  legal  manner  by  means  of  the  drainage  acts  pro- 
ided  by  the  Legislature." 

Drainage  Acts  Not  Thoroughly  Understood 

In  the  drafting  of  the  Ditches  and  Water  Courses 
\ct,  Parliament  has  defined  who  should  have  the  right 
o  proceed  under  the  Act,  and  while  no  doubt  the  Act 

*  Norfolk  County  Engineer  and  Road  Superintendent. 


was  provided  originally  for  the  drainage  of  farm  lands 
and  the  proceeding  should  be  commenced  by  the  owner 
of  land,  in  the  definition  of  owner  there  is  included  a 
municipal  corporation  as  regards  any  highways  or 
other  lands  under  its  jurisdiction,  and  it  has  been  held 
that  "What  the  Act  does  is  to  confer  on  a  municipal 
council  the  same  rights  and  impose  the  same  liabilities 
as  are  conferred  and  imposed  on  an  individual  owner." 
I  venture  to  suggest,  with  all  due  respect,  that  the 
drainage  acts  have  not  been  thoroughly  understood  by 
the  councils  of  the  various  municipalities ;  that  if  they 
had  we  as  road  superintendents  would  not  be  con- 
fronted with  the  question  of  large  and  deep  ditches 
along  the  highway  which  are  a  danger  to  the  travelling 
public,  and  which  must  be  protected  by  means  of 
guard  rails  or  run  the  chance  of  an  accident  occuring 
and  the  county  probably  having  to  pay  heavy  damages. 
This  indiscriminate  digging  of  ditches  along  the  road- 
side, has  been  brought  about  by  the  idea  that  all  the 
owner  of  land  had  to  do  was  to  ditch  his  land  to  the 
road  and  then  inform  the  municipal  council  that  they 
had  to  dig  a  ditch  down  the  road  to  accommodate  him, 
and  I  am  sorry  to  say  that  they  usually  did  it. 

We  must  remember  that  the  municipalities  have 
the  same  rights  as  owners  of  the  roads  as  the  indi- 
viduals owning  land,  and  that  no  man  has  the  right 
to  ditch  his  land  and  damage  the  highway ;  neither 
has  the  municipality  the  right  to  drain  the  road  to  the 
detriment  of  an  adjoining  owner. 

Where  are  our  interests  as  road  superintendents 
affected?  In  this  way:  In  1915,  the  Legislature 
amended  the  Highway  Improvement  Act  by  adding 
the  following  clauses : 

"The  engineer  or  road  superintendent  appointed 
by  the  county  council  or  by  any  commission  under  the 
Highway  Improvement  Act,  may  without  a  resolution 
of  the  county  council,  initiate  and  carry  out  the  pro- 
ceeding under  the  Ditches  and  Water  Courses  Act  for 
the  purpose  of  procuring  proper  drainage  for  any  road 
or  roads  within  the  jurisdiction  of  such  county  council 
or  commission,  and  such  engineer  or  superintendent 
shall  have  authority  to  file  notices  and  declarations  as 
owner,  with  the  clerk  of  the  local  municipality  or 
municipalities,  in  accordance  with  the  proceeding  to 
the  said  Ditches  and  Water  Courses  Act." 

An  Advantage  to  the  System 

Now,  I  take  it  by  this  that  the  superintendent  is 
given  practically  entire  authority  as  to  the  drainage 
of  the  county  road  system,  and  this  appeals  to  me  as 
a  distinct  advantage  to  a  county  road  system,  as  from 
previous  experience  I  know  something  of  the  difficulties 
of  persuading  councils  of  the  value  of  drainage  in  road 
construction,  and  as  I  have  already  pointed  out,  the 
lack  of  knowledge  of  the  councils  with  regard  to  drain- 
age laws.  I  do  not  mean  this  in  an  oflfensive  spirit 
against  any  council,  but  we  all  understand  that  the 
present  methods  of  election  of  councils  does  not  very 
often  permit  a  councillor  of  becoming  familiar  either 
with  the  law  or  the  conditions  of  his  municipality,  be- 
fore he  is  defeated  at  the  polls  and  retires  from  public 
life,  probably  to  the  great  detriment  of  his  muni- 
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cipality.  But  let  me  give  you  an  illustration  of  an 
experience  that  I  have  just  had.  The  County  of  Nor- 
folk adopted  the  County  Road  System  in  August,  1917, 
and  consequently,  very  little  has  been  accomplished  up 
to  the  present.  During  January  the  north  and  south 
roads  have  been  badly  drifted,  and  Ave  have  spent  con- 
siderable money  in  opening  these  roads  for  travel.  On 
February  12,  13  and  14,  we  had  a  rapid  thaw,  accom- 
panied by  heavy  rains,  and  on  the  15th  I  was  informed 
that  an  accident  had  taken  place  on  the  County  Road 
south  of  the  Village  of  Waterford,  due  to  water  being 
so  deep  on  the  highway.  I  went  out  with  my  fore- 
man of  this  section  to  investigate.  I  found  for  a  dis- 
tance of  about  300  feet  that  there  was  two  feet  of 
water  covering  the  roadbed,  and  about  eight  acres  of 
the  adjoining  farms  under  water.  On  enquiry  of  the 
people  living  in  the  vicinity  I  was  informed  that  this 
happened  every  year,  and  that  as  a  rule  the  water 
would  get  at  least  four  feet  deep  on  the  roadway  be- 
fore the  frost  went  out  of  the  ground.  This  condition 
has  existed  for  years,  and  the  only  reason  that  I  can 
attribute  it  to  is  that  the  Township  Council  of  this 
Township  was  ignorant  of  their  power  under  the 
Ditches  and  Water  Courses  Act,  or  their  absolute  dis- 
regard to  the  value  of  drainage  of  the  road,  and  it  is 
instances  of  this  kind  that  make  me  feel  pleased  that, 
as  road  superintendents,  we  have  been  given  the 
privilege  of  carrying  on  the  proceeding  under  the 
Ditches  and  Water  Courses  Act. 

Up  to  the  present  time  there  has  been  no  power 
conferred  on  the  road  superintendents  under  the  Muni- 
cipal Drainage  Act.  It  appears  to  me  that  as  the 
municipal  drains  will  in  most  instances  be  the  means 
of  providing  outlets  for  the  work  done  under  the 
Ditches  and  Water  Courses  Act,  the  superintendents 
should  have  the  right  to  sign  a  petition  for  a  municipal 
drain. 

Difference  Between  the  Acts 

There  are  two  particular  ways  in  which  the  Muni- 
cipal Drainage  Act  differs  from  the  Ditches  and  Water 
Courses  Act.  First,  in  the  matter  of  the  original  pro- 
ceeding to  procure  the  necessary  drainage.  Under  the 
Municipal  Drainage  Act,  the  parties  in  an  area  re- 
quiring drainage  present  a  petition  to  the  township 
council,  who  may  then  proceed  to  have  a  survey  re- 
port made  by  an  Ontario  Land  Surveyor  or  civil  en- 
gineer. The  surveyor  then  reports  to  the  township 
council,  who  have  sole  charge,  whereas  under  the 
Ditches  and  Water  Courses  Act  the  municipal  council 
has  no  power  or  contract  in  the  matter,  beyond  that 
of  an  individual  owner. 

Secondly,  in  regard  to  the  manner  of  carrying  out 
the  work  to  be  done.  Under  the  Municipal  Drainage 
Act  the  parties  afYectcd  are  assessed  a  sum  of  money 
in  accordance  with  the  benefit  which  they  receive,  and 
this  sum  of  money  is  paid  over  by  the  party  assessed 
to  the  municij)al  council.  The  municipal  council  has 
charge  of  the  work,  which  may  be  let  by  contract 
or  done  by  day  work  under  the  direction  of  the  coun- 
i  cil.  In  the  Ditches  and  Water  Courses  Act,  the  indi- 
vidual owner  is  required  to  do  certain  work  and  supply 
certain  materials  to  complete  the  work,  and  it  is  only 
on  failure  on  his  part  to  do  the  work  or  supply  cer- 
tain materials  that  it  may  be  let  by  contract  by  the 
township  engineer  or  assessed  against  the  i)arty  de- 
faulting. 

Let  us  now  consider  under  what  circumstances  and 
what  way  the  Ditches  and  Water  Courses  Act  may  be 
used  and  in  what  manner  we  should  i)roceed.  There 
are  two  ways  which  I  will  mention.    First,  where  an 


owner  of  land  is  proceeding  to  get  an  outlet  for  his! 
water  and  where  this,  directly  or  indirectly  affects  z  ' 
county  highway. 

Secondly,  where  it  is  necessary  for  the  road  super- 
intendent to  procure  an  outlet  that  he  may  have  pro 
per  drainage  in  order  to  construct  the  road. 

Procedure  for  Drainage  Provision 

In  the  first  case  all  the  preliminary  proceeding; 
will  be  taken  by  the  parties  requiring  the  drainage 
and  so,  therefore,  the  duties  of  the  superintendent  wil 
be  of  a  secondary  nature,  and  I  think  we  need  onl) 
consider  the  case  of  where  the  superintendent  com 
mences  the  proceedings.    I  have  already  spoken  o: 
the  municipal  drains  providing  outlets  for  the  Ditche,- 
and  Water  Courses  Act's  ditch,  but  it  does  not  follow 
that  these  outlets  will  be  on  our  roads.    It  may  b( 
necessary  that  a  ditch  be  constructed  across  two  oi 
three  farms  in  order  to  get  to  an  outlet,  and  we  wil 
use  this  as  an  illustration.    The  first  proceeding  o 
the  superintendent  will  be  to  find  out  what  land  h( 
considers  will  be  affected  by  the  ditch,  the  limit  of  lane 
will  be  those  lands  lying  within  a  distance  of  150  rod- 
from  the  ditch  or  point  of  commencement.   Having  as 
certained  the  names  of  the  owners  of  these  lands,  th< 
superintendent  will  fill  out  a  form,  provided  by  the 
municipality  ,which  will  give  the  names  of  the  owner: 
of  the  lands  afifected,  and  also  the  concession  and  lo 
in  which  the  lands  are  situated,  and  will  designate  i 
time  and  place  at  which  all  parties  shall  meet.    A' |i 
this  meeting  the  various  parties  shall  estimate  the  cos  " 
of  the  ditch  and  agree  if  possible  upon  one  apportion 
ing  the  work  and  supplying  the  material  for  construe 
tion  among  the  several  owners  according  to  their  re 
spective  interest  therein,  and  settle  the  proportion  ir 
which  the  ditch  shall  be  maintained.    I  might  say  her( 
that  I  think  the  superintendent  can  afiford  to  be  a  litth 
generous  in  dealing  with  the  owners  of  the  land  af 
fected  in  the  amount  of  work  he  ofifers  to  do.   It  mean; 
everything  to  the  road  that  it  be  properly  drained,  ant 
if  it  is  not  properly  drained  the  increased  cost  of  main 
tenance  would  readily  afifect  any  saving  in  the  or,|* 
iginal  draining.    Therefore,  I  consider  that  we  migh 'fP 
easily  ofifer  to  do  what  seems  more  than  our  fair  pro 
portion.    If  no  agreement  can  be  arrived  at  withii 
five  days  after  the  original  meeting  the  superintend 
ent  then  files  with  the  clerk  of  the  municipality  a  re 
quisition  for  the  engineer  appointed  by  the  council 
to  select  a  time  and  place  in  the  locality  of  the  proposec 
ditch  at  which  he  will  attend.    The  engineer  appoint 
a  time  and  the  clerk  will  notify  the  superintendent,  anc 
if  it  is  necessary  serve  upon  the  various  owners  a  no 
tice  of  the  engineer's  appointment.    This  notice  mus 
be  served  on  the  parties  at  least  four  clear  days  before 
the  appointment.    The  superintendent  will  attend  an( 
meet  the  engineer  and  explain  what  he  requires.  Afte 
the  engineer  has  made  his  award  all  parties  are  allowe( 
15  days  in  which  to  appeal  to  the  county  judge  to  hav 
the  award  amended  or  set  aside.    If  there  are  no  ap 
peals,  the  work  should  then  be  completed  in  accord 
ance  with  the  award,  which  will  be  inspected  by  th- 
engineer.   The  award  will  provide  for  the  maintenanc' 
of  the  drain,  and  the  superintendent  will  have  the  righ 
to  compel  the  other  parties  to  keep  their  ditch  in  ; 
]n-oper  state  of  repair,  and  if,  after  thirty  days'  notic  , 
in  writing,  they  fail  to  do  so,  he  may  call  the  engincc 
to  insi)ect,  and  he  will  enforce  the  maintenance. 

Advantages  of  the  Acts 
The  municipal  drainage  affords  to  highway  drain 
age  the  following  advantages : 
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Under  the  Municipal  Drainage  Act  we  are  able  to 
secure  the  main  outlets. 

Under  the  Ditches  and  Water  Courses  Act,  we  se- 
cure : — 

(1)  The  right  to  carry  water  across  the  lands  of 
adjoining  owners. 

(2)  The  right  to  make  use  of  the  main  outlets  pro- 
vided under  the  Municipal  Drainage  Act. 

(3)  The  opportunity  of  having  the  work  laid  out 
by  a  competent  engineer,  thereby  getting  proper 
grades,  etc. 

(4)  The  right  to  appeal  for  a  reconsideration  of  the 
award  after  a  certain  period,  in  case  the  drain  does  not 
do  the  work  expected  of  it. 

(5)  The  right  to  compel  other  parties  to  keep  their 
portion  of  the  ditch  in  a  proper  state  of  repair,  and 
thereby  always  keep  the  outlets  open  and  ensure  that 
the  water  will  not  be  backed  up  onto  the  road. 

In  conclusion  I  notice  that  a  number  of  the  road 
superintendents  have  their  offices  in  the  court  house 
of  their  various  counties,  and  I  think  all  superintend- 
ents should  have  this  right.  You  will  find  in  the  law 
library  in  the  court  houses,  some  works  on  drainage 
law,  and  I  am  sure  careful  study  of  the  drainage  acts 
read  in  conjunction  with  Proctor  on  Drainage,  or 
Henderson's  Ditches  and  Water  Courses,  will  be  of 
great  assistance  to  you  in  carrying  out  the  drainage 
of  county  highway  systems. 


Toronto  Branch  G.  S.  G.  E. 

The  Toronto  branch  of  the  Canadian  Society  of 
Civil  Engineers  will  hold  a  two  days'  meeting  on 
March  26  and  27,  at  which  papers  will  be  presented 
and  discussions  held  on  various  subjects.  The  Ottawa 
and  Toronto  branches  will  co-operate  with  this  end  in 
view.  It  is,  in  fact,  to  be  a  headquarters  meeting,  held 
in  Toronto,  the  Council  being  represented  by  the  pre- 
sident and  members  from  Montreal.  Invitations  are 
to  be  sent  to  all  members  of  the  Society.  It  is  prob- 
able that  a  similar  meeting  will  be  held  in  British 
Columbia  during  the  summer. 


Personals 

Mr.  John  McCallum  has  been  appointed  road  superin- 
endent  for  the  County  of  Lanabton,  Ont.,  which  has  recently 
idopted  a  good  roads  system. 

Mr.  Eugene  McG.  Quirk,  a  well-known  Montreal  engi- 
leer,  has  been  appointed  a  member  of  the  new  "Canada 
\egistration  Board,"  which  has  been  formed  for  the  purpose 
)f  mobilizing  the  forces  of  the  nation  for  the  prosecution  of 
he  war. 

Major  H.  H.  Madill,  of  the  instructional  staff  of  the  To- 
,onto  Military  District,  who  has  latterly  been  employed  in- 
structing the  Polish  recruits  at  the  Niagara-on-the-Lake 
ilamp,  has  been  appointed  to  command  the  Non-Commissioned 
j)fficers'  Training  Depot  in  Toronto.  Major  Madill  was  a 
lember  of  the  architectural  firm  of  Craig  &  Madill,  Toronto, 
he  other  member.  Major  Craig,  is  overseas. 


At  a  special  meeting  of  the  Lambton  County  Council,  at 
arnia,  Ont.,  recently  a  good  roads  by-law  was  passed,  pro- 
iding  for  an  extensive  program  of  construction  and  improve- 
ent  of  county  highways.  Nothing  but  necessary  improve- 
ents,  however,  are  to  be  undertaken  until  after  the  war. 

The  Acme  Engineering  Company,  Ltd.,  has  been  incor- 
>rated,  with  a  capital  of  $25,000,  head  office  at  Toronto.  The 
larter  authorizes  the  company  to  carry  on  business  as  elec- 
ical,  mechanical,  chemical,  metallurgical,  hydraulic,  and 
\il  engineers  and  contractors. 


Mainly  Constructional 

East  and  West— From  Coast  to  Coast 


A  wind  storm  on  the  night  of  Feb.  2.5  wrecked  an  ore 
bridge  belonging  to  the  Canadian  Furnace  Company,  at  Port 
Colborne,  the  damage  being  about  .$100,000. 

Messrs.  D.  Spencer,  Ltd.,  propose  to  dyke  some  200  acres 
of  marsh  land  adjacent  to  Kanaka  Creek,  near  Port  Haney, 
B.C.,  and  have  had  Mr.  Cartwright,  a  Vancouver  engineer, 
survey  the  property.  They  also  plan  to  erect  an  abattoir  and 
cattle  yards. 

With  a  view  to  taking  on  additional  contracts  for  the 
construction  of  steel  steamers,  the  Wallace  Shipyards  are 
contemplating  considerable  extensions  to  their  plant  at  North 
Vancouver.  It  is  understood  that  the  contracting  firm  of 
Hodgson  &  King  will  do  the  greater  part  of  the  work. 

It  is  possible  that  the  market  hall  in  Hamilton,  Ont., 
which  was  destroyed  by  fire  in  1917,  will  be  rebuilt  this  year. 
A  special  markets  committee  has  endorsed  this  action,  and  its 
recommendation  is  that  the  present  walls  be  used  and  that 
second  floor  accommodation  be  provided  and  a  modern  re- 
frigeration system  installed  in  the  basement.  It  is  estimated 
that  the  cost  of  this  project  will  be  about  $100,000. 

The  Bureau  of  Statistics  and  Research  of  Chicago  has 
recently  written  to  the  city  architect  of  Toronto  asking  what 
the  building  prospects  are  in  that  city  and  what  difficulties 
are  encountered  in  the  labor  market.  The  reply  states  that 
the  prospects  are  excellent.  Transportation  difficulties  are 
very  slight,  labor  troubles  and  shortage  very  small,  but  that 
the  procuring  of  structural  steel  was  a  more  difficult  problem. 

The  Dominion  Shipbuilding  Company  has  been  granted 
a  permit  by  the  City  Architect's  Department  of  Toronto  for 
the  erection  of  the  big  shipbuilding  plant  which  they  propose 
to  establish  at  the  foot  of  Bathurst  Street.  The  estimated 
cost  of  the  plant  is  placed  at  $175,000.  The  foundation  of  the 
structure  is  already  well  under  way,  a  separate  permit  for  this 
having  been  taken  out  some  time  ago.  The  superstructure, 
for  which  the  permit  has  just  been  issued,  will  be  constructed 
of  steel  and  hollow  tile.  There  will  be  nine  "bays"  or  sections, 
the  whole  structure  being  198  x  469  feet.  The  site  is  on  pro- 
perty owned  by  the  Harbor  Commission. 

Work  is  being  started  on  the  vocational  training  building 
which  is  to  be  erected  at  Fredericton,  N.B.,  in  connection 
with  the  military  hospital  at  the  old  government  house.  The 
contract  for  the  building  was  awarded  to  Scott  &  Forbes.  It 
will  be  102  x  85  ft.  in  dimensions  and  two  and  a  half  storeys 
high.  This  building  will  be  devoted  to  the  proper  training 
of  returned  men  who  have  been  incapacitated,  along  lines 
best  suited  to  each  individual  case.  Business  courses,  includ- 
ing bookkeeping,  stenography,  commercial  business,  are 
among  the  courses  to  be  found  on  the  curriculum;  also  me- 
chanical and  electrical  engineering,  automobile  lepair  work, 
etc. 

On  Feb.  20,  as  a  result  of  the  break-up  of  the  Grand 
River,  portions  of  the  city  of  Gait,  Ont.,  were  flooded  and 
considerable  damage  was  done.  The  ice,  which  was  3  ft. 
thick,  badly  damaged  two  of  the  bridges — those  at  Conces- 
sion and  Main  Streets;  broke  the  gas  mains  on  both  struc- 
tures, and  caused  the  water  mains  to  spring  a  leak,  cutting 
off  the  supply  of  gas  and  water  from  sections  of  the  city  for 
some  time.  The  two  bridges  were  closed  to  vehicular  traffic 
and  only  one  side  on  each  could  be  used  by  pedestrians. 
South  Water  Street  was  under  water  and  the  houses  along  it 
were  flooded.  Fortunately  the  high  water  did  not  last  very 
long. 


Contracts  Department 

News    of  Special  Interest  to  Contractors,  Engineers,  Manufacturers  and 

Dealers  in  Building  Supplies 


Waterworks,  Sewerage  and 
Roadways 

Chatham,  Ont. 

City  Council  contemplate  addition, 
costing  $4,000,  to  filtration  plant.  En- 
gineer, J.  Adams. 

Leamington,  Ont. 

Tenders  will  be  called  about  April  1 
for  the  construction  12  in.  to  36  in.  tile 
drains,  at  a  cost  of  $11,000,  for  the  Town 
Council.    Engineer,  J.  J.  Newman. 

St.  Brigide  D'Iberville,  Que. 

Town  Council  contemplate  the  con- 
struction of  a  road  from  St.  Angele  to 
Farnham.    ClerJ<,  Amede  Brin. 

Saanich,  B.C. 

The  construction  of  irrigation  system 
is  contemplated.  Address,  Board  of 
Trade,  Saanich,  Mayor  A.  E.  Todd,  Vic- 
toria, and  F.  A.  Pauline,  M.P.P.,  Saanich. 

CONTRACTS  AWARDED 
Three  Rivers,  Que. 

Germain  &  Frere,  87  St.  Antoine  St., 
have  the  roofing  contract  for  $12,000 
pumping  station  and  reservoir  for  the 
City  Council. 

Winnipeg,  Man. 

William  Horn,  Ignace,  Ont.,  has  the 
general  contract  for  paving  stone,  cost- 
ing $,5,500,  for  the  Winnipeg  and  St. 
Boniface  Councils. 


Railroads,  Bridges  and  Wharves 

Wallace  Township,  Ont. 

Township  Council  wants  estimates  on 
both  steel  superstructure  bridge,  with 
concrete  al)utments,  and  on  concrete 
arch  bridge.  Clerk,  David  Greer,  Gow- 
anstown. 

CONTRACTS  AWARDED 

Charny,  Que. 

The  Phoenix  Bridge  and  Iron  Works 
Company.  Ltd.,  81!  Colborne  St.,  Mont- 
real, have  the  general  contract  for  re- 
pairs, costing  $7,185,  to  bridge  for  the 
Levis  County  Council,  St.  Ronuiald. 

Wingham,  Ont. 

The  Sarnia  Bridge  Company.  Ltd.,  176 
North  St.,  Sarnia,  have  the  steel  contract 
for  bridge  fo  rthe  Township  Council. 


Public  Buildings,  Churches 
and  Schools 

Brockville,  Ont. 

Tlic  following  have  l)cen  included  in 
the  1!)18  estimates  of  the  Department  of 
Public  Works,  I'rovincial  Government, 
Toronto,  for  the  hospital  for  the  insane: 
Reconstruction  of  Ijathrooms  and  lava- 
tories in  cottages,  $fi00;  extension  of 
electric  light  system,  $1,000;  ventilation 
of  main  building.  $1,200;  implement  shed, 
$1,000;  new  dairy  barn  and  remodelling 
old  barn,  $5,000;  treatment  rooni,  $5,000; 


fire  alarm  and  fire  protection,  $1,500;  im- 
pro\ements  in  heating,  $2,000. 

Grand  Prairie,  Alta. 

Tenders  will  be  called  shortly  for  the 
erection  of  a  municipal  building  for  the 
Town  Council.    Clerk,  J.  H.  Fitzallen. 

Guelph,  Ont. 

St.  Paul's  Presbyterian  congregation 
contemplate  the  erection  of  an  addition 
to  Sunday  school.  Secretary  of  commit- 
tee, William  Hamilton. 

Halifax,  N.S. 

Tenders  are  being  received  by  the  sec- 
retary, R.  C.  Desrochers,  Ottawa,  until 
March  14  for  restoration  of  wood  roof 
and  general  repairs  to  drill  hall  for  the 
Department  of  Public  Works,  Dominion 
Government. 

S.  M.  Brookfield,  Ltd.,  Granville  St., 
have  the  general  contract  for  temporary 
church  for  Kaye  Street  Methodist  Church 
and  Grove  Street  Presbyterian  Church. 

Hamilton,  Ont. 

The  Hospital  for  the  Insane,  Depart- 
ment of  Public  Works,  Provincial  Gov- 
ernment, Toronto,  have  included  in  their 
estimates  for  1918  $10,000  for  new  boiler- 
house,  $1,500  for  electric  wiring,  trans- 
formers, switchboard,  etc.,  $3,000  for  im- 
provements in  heating,  $40,000  for  addi- 
tional buildings,  $3,000  for  fire  alarm  and 
fire  protection  system. 

KeMn,  Ont. 

Tenders  will  he  called  al>out  April  1 
by  Jolm  McCormick  for  the  erection  of 
a  $10,000  church  for  the  Methodist  con- 
gregation. 

The  Ladysmith  School  Board  contemp- 
late the  erection  of  an  addition  to  high 
school.    Secretary,  Ira  E.  Lowe. 

Lake  Masketsy,  Que. 

Tenders  will  be  called  in  the  spring 
by  tll^  secretary,  L.  P.  Lassonde,  Three 
Rivers,  for  the  erection  of  a  $4,000  club 
house  near  Harvey  Junction  on  the 
Transcontinental  Railway. 

London,  Ont. 

The  Department  of  Public  Works,  Pro- 
^■incial  Government,  Toronto,  have  in- 
cluded in  their  estimates  for  the  hospital 
for  the  insane  $1,500  for  improvements 
in  heating  and  boiler  plant,  $3,500  for  fire 
alarm  and  watchman's  clock  system,  $500 
for  lightning  arresters  and  electric  wir- 
ing, $4,000  for  fire  hall,  $4,000  for  bal- 
conies on  present  building,  $20,000  for 
new  wing,  hospital  building  to  include 
treatment  room.  $0,000  for  improving 
and  addition  to  i)iggery  and  other  farm 
buildings. 

Makinak.  Man. 

Tenders  will  l)e  recei\ed  by  tlie  secre- 
tary-treasurer, William  Coutts,  Makinak, 
until  March  12  for  the  erection  of  a  lirick 
veneer  school  for  Makinak  School  Dis- 
trict No.  979.  Plans  and  specifications 
with  the  secretary-treasurer  and  the  ar- 
chitect, J.  II.  Bosson.  Dauphin. 

Minburn,  Alta. 

Plans  and  specifications  with  the  sec- 


retary-treasurer, P.  Morrison,  who  wi 
receive  tenders,  addressed  to  the  Buih 
ing  Committee,  until  noon,  March  15,  fc 
the  erection  of  a  church  for  the  Mil' 
burn  Union  Church. 

Orillia,  Ont.  ' 

The  estimates  of  the  Department 
Public  Works,  Provincial  Governm 
Toronto,  for  the  hospital  for  fee 
minded  for  1918  include  $36,000  for  . 
construction  of  kitchen,  laundry, 
boiler-room,  $10,000  for  improA^ement 
water  supply  for  fire  protection,  inolui 
ing,  100,000-gallon  tank;  extension  ai 
renewal  of  electric  light  system,  $3,90' 
watchman's  clock  and  fire  alarm  systei 
$3,500;  completion  of  coal  bunkers  ar 
building  subway  under  G.T.R.  track 
$3,000;  water  purification  and  sewage  di 
posal  plant,  $12,000;  improvements  ai 
additions  to  farm  buildingS;  $4,000;  lau 
dry  machinery,  $6,000;  residence  for  nie 
ical  director,  $5,500. 

Ottawa,  Ont. 

Tenders  are  being  received  by  the  a 
cliitects,  J.  A.  Pearson  and  J.  O.  Marc 
and,  Centre  Block,  until  noon,  March  2 
for  switchboards,  panel  boards  and  tran 
formers  for  the  Parliament  Buildin 
Plans  and  specifications  with  the  ge 
eral  contractors,  P.  Lyall  &  Sons  Ca 
struction  Co.,  Ltd.,  Parliament  Bldgs. 

Penetanguishene,  Ont. 

The  1918  estimates  of  the  Departnie 
of  Puljlic  Works,  Provincial  Govenunei 
Toronto,  for  the  hospital  for  the  insa 
include  $2,500  for  electric  wiring  and  fi 
tures,  $1,500  for  improvements  and  ad( 
tion  to  piggery  and  other  farm  buil 
ings,  $1,050  for  motor  for  boat,  $3,0 
for  water  purification  and  sewage  d 
posal  plant,  $6,000  for  remodelling  a 
additions  to  existing  buildings,  and  $1,5 
for  fire  alarm  and  fire  protection  syste 
Secretary,  H.  F.  McNaughton,  Pari 
ment  Buildings,  Toronto. 

Petrolea,  Ont. 

Plans  and  specifications  are  at  tiie  ' 
fices  of  the -secretary.  William  Pratt  a 
the  architect,  John  M.  Moore,  45  Ric 
m  ond  St.,  London,  who  will  receive  t( 
ders  until  March  14  for  masonry,  carp< 
try,  plastering,  painting,  glazing,  wirii 
plumbing,  and  hot  water  heating  ' 
$10,000  addition  to  the  Ciiarlotte  Elear,' 
Englehart  Hospital. 

Pincher  Creek,  Alta. 

Town  Council  contenii>late  erection  i 
incinerator.    Mayor,  R.  O.  Allison.  , 

Point  Grey,  B.C. 

The  Point  Grey  School  Board  C( 
template  the  erection  of  a  $25,000  sch< 
iii  tlie  spring.    Chairman,  Donald  Snii 

Quebec,  Que. 

The  Hygienic  Department,  City  Co 
cil,  contemplate  the  erection  of  a  niorg'. 
costing  about  $50,000.    Clerk,  H.  J.  I 
Chouinard.  ^ 

Tenders  will  lie  called  shortly  by  "J 
clerk,  H.  J.  B.  Chouinard,  for  the  er^l 
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M  of  a  $50,000  police  and  fire  station 
the  City  Council.    Engineer,  W.  D. 
;,iillairge. 

^osetown,  Sask. 

'  he  erection  of  a  $25,000  addition  to 
n)ol   is   contemplated   by   the  Public 

ichool  Board.     Secretary-treasurer,  W. 

j^.  Aseltine. 

it.  Alexis,  Que. 

Plans  arc  beintj  prepared  for  the  erec- 
ion  of  a  $.1.),()0U  presbytery  for  the  Ro- 
iian  Catholic  congregation.  Tenders 
vill  be  called  .'■hortly.  Ernest  A.  Labelle, 
103  St.  \'alier  St.,  Montreal,  is  the  archi- 
ect. 

it.  John,  N.B. 

Tenders  are  expected  to  be  called 
Ijout  April  15  for  the  erection  of  a 
hurch,  costing  $110,000,  on  Sydney  St.. 
or  St.  David's  Presbvierian  congrega- 
iiin.  .Vrchitect,  F.  Neil  Brodie,  12  Prin- 

css  St. 

iault  au  Recollet,  Que. 

Plans  are  in  progress  for  alterations  to 
hurch  and  presbytery  for  the  church  con- 
regation.  Architect,  L.  R.  Mont  Briant, 
:;()  St.  Andre  St.,  Montreal. 

"albotville,  Ont. 

The  School  Board  contemplate  the 
rection  of  a  $5,000  or  making  repairs, 
listing  $3,000,  to  old  school.  Secretary, 

W.  Barnes,  S.S.  No.  6,  Talbotville. 

i'oronto,  Ont. 

The  estimates  at  the  Department  of 
'ublic  Works,  Provincial  Government, 
ir  Osgoode  Hall  include  $13,500  for  fit- 
ings  for  central  vault,  $1,500  for  altera- 
I'lns  to  buildings,  and  $1,500  for  painting" 
iterior  and  exterior.  Secretary,  H.  F. 
IcXaughton,  Parliament  Buildings. 

'renton,  N.S. 

Tenders  are  being  recei\'ed  by  the  sec- 
etary,  William  Fraser,  until  1  p.m., 
larch.  12,  for  the  erection  of  an  addition 
1  school  on  Duke  Street  for  the  School 
"lard. 

CONTRACTS  AWARDED 
obourg.  Ont. 

The  following-  contracts  have  been 
warded  in  connection  with  the  erection 
t  an  addition  to  school,  etc.,  for  the 
'ublic  School  Board:  Carpentry.  Hen- 
rrson  &  Brothers,  l^irst  Ave.;  elecirical 
■Tk,  George  Lowe,  Division  St  ;  plumb- 

and  heating,  Dundas  Brothers,  Divi- 
'in  St.;  addition    and  brick   work.  M. 

&  C(\.  Division  St. 

(alifax,  N.S. 

The  contract  for  furnishing  steel  sash 
<v  the  Canadian  Government  Railways 
Halifax  has  been  placed  with  the  A.  B. 
'rnisby  Company,  Ltd. 

lontreal,  Que. 

The  .\tlas  Construction  Company,  37 
ehnont  St.,  has  the  general  contract  for 
lerations,  costing  $12,000,  to  office  and 
lapel  for  the  Jesuits  Fathers,  1075 
achel  St.  E. 

uebec,  Que. 

Jinchereau  &  Lamonde,  325  Richardson 
..  have  the  general  contract  for  $6,000 
Idition  to  school  for  the  Roman  Catho- 
■  School  Commission. 

'-.  Bonaventure,  Que. 

Jobin  &  Paquet,  78  Cote  d'Abraham, 
u-e  the  heating  contract  in  connection 
:ith  alterations  costing  $30,000,  to  church 
id  presbytery  for  the  Parish. 

:.  John,  N.B. 

I".  C.  Spittal,  Jr.,  Kil  St.  James  St..  has 


the  painting  and  Driscoll  &  Macain, 
King's  Square,  the  electrical  work  in  con- 
nection with  the  erection  of  St.  Vincent's 
Girls'  High  School,  costing  $150,000,  for 
the  Separate  School  Board. 

Three  Rivers,  Que. 

Germain  &  Frere,  87  St.  Antoine  St., 
have  the  roofing,  plumbing  and  heating 
contracts  for  $30,000  factory  for  La  Com- 
pagnie  de  Beton  Special  Ltee. 

The  Smith  Marble  and  Construction 
Company,  Ltd.,  145  Van  Home  .A.venue, 
Montreal,  have  the  marble  contract  for 
post-ofiice,  customs,  and  inland  revenue 
ofiice  for  the  Department  of  Public 
Works,  Dominion  Government. 

Toronto,  Ont. 

The  A.  B.  Ormsby  Company  have  been 
awarded  the  contracts  for  steel  sash  for 
the  Turiil)ull  Elevator  Company,  Wo- 
men's Hospital,  and  Willys-Overland 
Company;  also  steel  sash  for  R.  Thomp- 
son, of  Toronto. 

Vancouver,  B.C. 

Hodgson  &  King,  London  Building, 
have  the  general  contract  and  will  re- 
ceive tenders  on  sub-trades  shortly  for 
the  erection  of  a  freight  shed,  costing 
$128,000.  for  the  Department  of  Public 
Works,  Dominion  Government. 


Business  Buildings  and  Indus- 
trial Plants 

Acton,  Ont. 

Dr.  H.  A.  Cox,  Main  St.,  has  secured  a 
site,  on  which  he  plans  to  trect  a  garage. 

Bienville,  Que. 

Wilfred  Thivierge,  Ville  Lauzon,  Levie, 
contemplates  the  erection  of  a  two-storey 
frame  pool  room,  Ijowling  alleys,  and  res- 
taurant, costing  $G,000. 

Calgary,  Alta. 

Plans  have  been  drawn  for  a  $35,000 
refrigerator  plant,  to  be '  erected  by  the 
Carlyle  Dairy  Company,  228  Fifth  Ave. 
E..  and  P.  Pallesen  (Central  Creamery), 
603  Third  Ave.  W. 

Cobourg,  Ont. 

F.  M.  Field  estate  will  rebuild  their 
store  and  purchase  two  glass  windows, 
counters,  etc. 

Cochrane,  Ont. 

Tenders  are  being  called  for  the  erec- 
tion of  office  and  tenents,  costing  $10,000, 
for  the  St.  Maurice  Lumber  Company,  2 
Notre  Dame  St..  Three  Rivers,  Que. 
Manager,  R.  F.  Grant.  Architect,  Jules 
Caron,  69  St.  Francois  Xavier  St.,  Three 
Rivers. 

Granby,  Que. 

Plans  have  been  drawn  for  alterations, 
costing  $15,000,  to  building  for  the  Miner 
Rubber  Company.  Architect,  J.  S.  Archi- 
bald, 314  Dorchester  St.  W.,  Montreal. 

Grand  Prairie.  Alta. 

The  Imperial  Bank  of  Canada,  head  of- 
fice Toronto,  have  secured  a  site,  on 
which  they  will  likely  erect  a  branch 
liank  this  spring.  Manager,  G.  R.  F. 
Kirkpatrick,  Imperial  Bank  Building,  Ed- 
monton. 

Guelph.  Ont. 

The  Guelph  Oakoal  Company,  Ltd.,  will 
erect  a  plant  at  once  to  burn  garbage 
and  make  fuel.  Dr.  J.  A.  Armstrong, 
president  of  the  Nu-Fuel  Company,  Ltd., 
Royal  Bank  Building.  Toronto,  will  look 


after  buiUlipg  and  purchasing  niachineri'. 
furnaces,  etc. 

Halifax,  N.S. 

L,  Captowhich,  -Vgriccjla  St.,  contem- 
plates the  erection  of  a  shop. 

Freeman  &  Co.,  68  Gottingen  St.,  con- 
template repairs  to  dejjartmental  store. 
General  manager,  William  B.  Freeman. 

Iberville,  Que. 

The  Excelsior  Straw  Works,  MoUeur's 
Block,  St.  John's,  plan  to  build  their  plant 
here  instead  of  at  St.  John's,  as  previ- 
ously reported.  Address,  Eug.  Norman- 
din. 

Kingston,  Ont. 

Mr.  A.  Macki  nnon,  care  the  Kingstson 
Smelting  Company  and  E.  Chaplin, 
engineer.  New  York  City,  are  planning  to 
establish  a  chemical  plant. 

Kitchener,  Ont. 

Tenders  are  being  called  for  the  erec- 
tion of  a  $12,000  factory  addition  for 
George  Schlee,  30  Edward  St.  Architect, 
Charles  Knechtel,  31  Courtland  Ave.  W. 

London,  Ont. 

Tenders  will  be  called  about  April  1 
for  the  erection  of  a  $15,000  bank  for  the 
Canadian  Bank  of  Commerce.  23  King 
St.  W.,  Toronto.  Architect,  Mr.  Hors- 
bui-gh,  care  of  Dominion  Realty  Com- 
pany, 23  King  St.  W.,  Toronto. 

Melfort,  Sask. 

The  Saskatchewan  Co-operative 
Creameries,  Ltd.,  head  office  Regina,  con- 
template the  erection  of  a  cold  storage 
plant. 

Minto,  N.B. 

A.  J.  &  C.  T.  McDougall.  320  Besserer 
St.,  Ottawa,  contemplate  mine  develop- 
ment. 

Montreal.  Que. 

L.  R.  Mont  Briant,  230  St.  .\ndre  St., 
is  preparing  plans  for  a  one-storey  brick 
addition  to  factory  for  the  Franco-Am- 
erican Chemical  Company,  274  St.  Denis 
Street. 

Nanaimo,  B.C. 

The  Granby  Consolidated  Mining, 
Smelting  and  Power  Company  are  mak- 
ing improvements  to  their  plant  and 
building. 

The  Western  Fuel  Company  will  make 
impr-  vements  to  their  plant,  including 
the  sinking  of  two  shofts. 

North  Sydney.  N.S. 

Leonards  Fisheries,  Ltd.,  head  office 
26  Morris  St.,  Halifax,  contemplate  the 
erection  of  a  cold  storage  plant  and 
wharf. 

Ottawa,  Ont. 

Tenders  are  lieing  received  by  the  ar- 
chitect, J.  Aliiert  Ewart.  liootli  Building. 
Sparks  St.,  for  the  erection  of  a  store 
and  offices  for  A.  A.  Fournier,  \\'elling- 
ton  St. 

Perth,  Ont. 

A.  H.  Hossie  contemplates  the  conver- 
sion of  hotel  into  store. 

St.  Constant,  Que. 

Mrs.  F.  Baillargeon  will  rebuild  candle 
factory  shortly,  at  a  cost  of  $20,000. 

South  Wellington,  B.C. 

The  Canadian  Colleries  are  making 
considerable  improvements  to  their  mine. 
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Boilers  and  air  compressors  are  to  l)e  in- 
stalled. ' 

Toronto,  Ont. 

Plans  are  being  prepared  for  a  theatre 
to  be  erected  by  Jule  Allan,  et  al.  58  St. 
Andrews'  Gardens.  Architects,  Hynes, 
Feldman  &  Watson  ,105  Bond  St. 

Plans  have  been  drawn  for  a  one- 
storey  brick  addition  to  factory  for  the 
Toronto  Furniture  Company,  163  Drif- 
ferin  Street. 

The  Toronto  Harbor  Commisioners,  50 
Bay  St..  will  rebuild  at  once  ferry  sheds, 
costing  .$10,000,  to  replace  ones  recently 
destroyed  by  fire. 

Vermilion,  Alta. 

The  United  Farmers'  Association  con- 
template building-  of  stock  yards.  Ad- 
dress, local  secretary. 

CONTRACTS  AWARDED 

Brantford,  Ont. 

The  contracts  for  steel  sash  for  the 
Dominion  Steel  Products  Company,  and 
for  tin  clad  fire  doors  for  the  Steel  Com- 
pany of  Canada,  Brantford,  have  been 
placed  with  the  A.  B.  Ormsby  Company. 

Calgary,  Alta. 

J.  G.  Edwards,  826  Ninth  Street,  has 
the  general  contract  and  will  purchase 
plumbing  supplies,  etc.,  in  connection 
with  alterations  costing  ,1;9,000  to  build- 
ing for  Sir  J.  A.  Lougheed,  707-13th  Ave. 
West. 

Cap  de  la  Madeleine,  Que. 

Martin  J.  Quigley,  4328  St.  Catherine 
Street,  Montreal,  has  the  heating  and 
plumbing  contracts  for  $8,000  office  build- 
ing for  the  Tidewater  Shipbuilding  Co. 

Chatham,  Ont. 

J.  A.  Hildreth,  3  Lacroix  Slip,  has  the 
painting,  and  Harris  &  Martin,  81a 
Parkway  Ave.,  Toronto,  the  electrical 
work  for  $40,000  bank  for  the  Canadian 
Bank  of  Commerce,  23  King  Street  W., 
Toronto. 

Dartmouth,  N.S. 

Hagen  &  Co.,  Ltd.,  161  Quinpool  Rd., 
Halifax,  have  the  plumbing  contract,  and 
the  general  contractors,  Rhodes,  Curry 
Co.,  Ltd.,  Windsor  Street,  Halifax,  will 
carry  out  the  painting  in  connection  with 
the  erection  of  a  plant  for  the  Canadian 
Carbonate  Co.,  Ltd.,  133  Hollis  Street, 
Halifax. 

Edmonton,  Alta. 

Cameron  &  Co.,  9921  Jasper  Avenue, 
have  the  general  contract  for  repairs  to 
"Sandison"  business  block  costing  $6,- 
500,  for  Morris  &  Madell. 

Fort  William,  Ont. 

R.  G.  Pen i man,  Graham  &  Home 
Block,  has  the  general  contract,  and  the 
Dominion  Bridge  Co.,  Ltd.,  Canada  Bldg., 
Winnipeg,  the  steel  contract  for  the  erec- 
tion of  steel  shipbuilding  plant  for  the 
'Canadian  Car  &  Foundry  Co.,  Ltd.,  1209 
Laughton  Ave. 

Halifax,  N.S. 

W.  T.  Harris  &  Son,  Maynard  Street, 
have  the  general  contract  for  $5,000  store 
for  R.  J.  P'ilzpatrick,  493  Harrington  St., 
or  104  Quinpool  Road. 

Hamilton,  Ont. 

The  A.  B.  Ormsby  Company  have  re- 
ceived the  contract  for  rolling  steel  doors 
for  the  Westinghousc  Company. 

Thos.  Irwin  &  Son,  McNab  St.  S.,  have 


the  roofing  contract  in  connection  with 
the  erection  of  a  $20,000  addition  to  fac- 
tory for  the  Hamilton  Bridge  Works  Co., 
Ltd.,  Bay  St.  N.,  who  will  carry  out  the 
masonry,  carpentry,  plumbing,  heating, 
painting  and  electrical  work. 

Highland,  Que. 

The  Montreal  West  Realty  &  Contract- 
ing Co.,  347  Westminster  Ave.  N.,  Mont- 
real West,  have  the  general  contract,  and 
the  Dominion  Bridge  Co.,  Ltd.,  Dominion 
Station,  Lachine,  Montreal,  the  steel  con- 
tract for  the  erection  of  a  $11,000  addi- 
tion in  height  to  felt  warehouse  for  the 
Standard  Paint  Co.  of  Canada,  Ltd.,  52 
Victoria  Square,  Montreal. 

Montreal,  Que. 

The  A.  B.  Ormsby  Company  has  the 
contract  for  furnishing  rolling  steel  door 
for  John  Watson  &  Son,  Limited. 

E.  B.  Evans,  1112  St.  Patrick  St.,  has 
the  general  contract  for  alterations  to 
warehouse  on  Turgeon  Street.  Archi- 
tects, MacVicar  &  Heriot,  628  Union  Ave. 

Goodwin's,  Ltd.,  St.  Catherine  St.  W., 
have  the  general  contract  for  renovating 
building  at  a  cost  of  $3,000  for  Mr. 
Smyth,  care  of  Henderson  &  Smyth,  45 
St.  Alexander  Street. 

E.  B.  Evans,  1112  St.  Patrick  Street, 
has  the  general  contract  and  will  let  roof- 
ing, plumbing,  heating  and  electrical 
work  for  alterations  costing  $18,000  to 
residence  for  a  store  for  the  Burland 
Estate,  3  Place  D'Armes. 

The  Kawneer  Mfg.  Co.,  Ltd.,  New 
Birks  Bldg.,  have  the  contract  for  store 
front,  and  Campbell,  Gilday  Co.,  Ltd.,  793 
St.  Paul  W.,  the  roofing  for  store  and 
factory  costing  $35,000  for  the  Burland 
Estate,  3  Place  D'Armes.  The  general 
contractor,  E.  B.  Evans,  1113  St.  Pat- 
rick St.,  will  carry  out  the  painting. 
Plumbing  and  heating  will  be  let  by  the 
architect,  D.  J.  Spence,  246  Beaver  Hall 
Hill. 

Ottawa,  Ont. 

Alex.  Christie  &  Son,  Kenniston  Apart- 
ments, have  the  general  contract  for  al- 
te'rations  costing  $13,000  to  offices  for  the 
Elgin  Realty  Co.,  Elgin  St.  Sub-contracts 
will  be  let  under  the  percentage  basis. 

J.  &  C.  Low,  Lisgar  St.,  have  the  gen- 
eral contract  for  alterations  and  repairs 
to  stores  and-  office  building  for  H.  H. 
Brennan  Estate,  310  Somerset  Street. 

Toronto,  Ont. 

The  Oak  Tire  &  Rubber  Company  have 
awarded  the  contract  for  tin  clad  doors 
for  their  plant,  to  the  A.  B.  Ormsby  Co. 

The  A.  B.  Ormsby  Company  have  re- 
ceived the  order  for  rolling  steel  door 
for  the  Banfield  Company  on  Pape  Ave., 
also  the  Simpson  Knitting  Mills. 

The  contract  for  steel  sash  for  the 
Standard  Woollen  Mills,  Toronto,  has 
been  awarded  to  A.  B.  Ormsby  Co.,  Ltd. 

The  contract  for  kalameined  doors  and 
steel  sash  for  the  British  Acetones  To- 
ronto, Ltd.,  has  been  awarded  to  the  A. 
B.  Ormsby  Company. 

Verdun,  Que. 

L.  W.  Julien  has  the  general  contract 
for  alterations  costing  $4,000,  to  store 
for  Jos.  Bonenfant. 

The  following  contracts  have  been 
awarded  in  connection  with  alterations 
costing  $4,000  to  stores  and  flats  for  H. 
(^orbeil: — General  contract,  roofing,  plas- 
tering, and  painting,  L.  W.  Julien;  elec- 


trical work,  Mr.  .Robillard;  plumbing  ar.c 
heating,  Z.  Cadieux,  Wellington  Street 

Winnipeg,  Man. 

The  following  contracts  have  beei 
awarded  in  connection  with  the  erectioi 
of  a  $37,000  three-storey  warehouse  fo 
F.  H.  Wiley,  757  Henry  Ave.:— Steel,  Do 
minion  Bridge  Co.,  Ltd.,  Canada  Bldg. 
roofing,  Winnipeg  Ceiling  &  Roofing  Co. 
Ltd.,  St.  Boniface;  plumbing  and  heating 
Bowyer-Boag  Ltd.,  45  Olivia  St.  Th( 
general  contractors.  Eraser  &  McDonald 
512  Gertrude  Street,  will  carry  out  thi 
masonry,  carpentry  and  plastering. 


Residences 

Assiniboia,  Sask. 

E.  D.  Tuttle,  705  McArthur  Building 
Winnipeg,  is  preparing  plans  for  resi 
dence  for  J.  M.  Thomas,  Box  51,  Assini 
boia. 

Chesley,  Ont. 

W.  G.  Murray,  Dominion  Saving: 
Building,  London,  is  preparing  plans  fo  ' 
$7,000  two-storey  brick  residence. 

Kitchener,  Ont. 

Chas.  Knechtel,  31  Courtland  Ave.  W. 
has  prepared  plans  for  $4,000  resident 
for  Chas.  Greb,  40  Mansion  Street. 

Lauzon,  Que. 

Tenders  will  be  called  in  April  l)y  tlit 
architect,  Lorenzo  Auger,  St.  John  St. 
Quebec,  for  the  erection  of  a  $10,000  one 
storey  stone  and  brick  bungalow  foi 
Raoul  Lachance,  Ville  Lauzon,  Levis.  , 

London,  Ont.  ! 

John  Hayman  &  Sons  Co.,  Ltd.,  43'.j 
Wellington  Street,  contemplates  the  erec 
tion  of  apartments  costing  $35,000.  i 

Newcastle,  Ont.  [ 

Foundations  are  in  for  a  $3,000  resi] 
dence  for  Fred  Fligg.  j 

Perth,  Ont.  ' 

R.  D.  Preston,  Renfrew,  has  purchasc( 
a  site  for  syndicate  who  contemplati' 
erecting  a  residence. 

Portneuf,  Que. 

Tenders  will  be  called  this  month  h\ 
the  architect,  Lorenzo  Auger,  St.  Johi 
Street,  Quebec,  for  the  erection  of  i; 
$6,000  two-storey  stone  and  brick  resi' 
dence  for  A.  Frenette.  | 

St.  Hyacinthe,  Que. 

G.  A.  Charpentier,  cor.  Cascades  anc 
St.  Joseph  Street,  will  rebuild  his  resij 
dence  at  once  at  a  cost  of  $5,000.  I 

Sydney,  N.S. 

J.  E.  Burchell  Co.,  Ltd.,  209  Charlotti 
St.,  contemplate  the  erection  of  betweeii 
thirty  and  forty  residences.  ^Hli 
Tara,  Ont.  '^Ij' 

John  Hamilton  contemplates  the  erec 
tion  of  a  $3,000  residence. 

Toronto,  Ont. 

F.  J.  Cummings,  46  King  W.,  will  erec 
four  $3,000  21/2  storey  brick  residences.  ; 

The  Thornton    Smith    Company,  3 
King  St.  W.,  want  tenders  for  brick  worK 
labor  only,  on  a  large  garage  and  addi 
tion   to   residence,   also   for-  foundatioi^ 
forty ,feet  square.  i| 

J.  Carroll,  10  Kennedy  Ave.,  will  erec,| 
a  $3,500  two-storey  brick  residence  01 
Runnymede  Road,  north  of  Bloor  St. 

Three  Rivers,  Que. 

Germain  &  Frere,  87  St.  Antoine  St 
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X^yTE  make  the  well  known  Inglis 
^  *  Standard  Return  Tubular  Boilers, 
in  all  sizes  and  capacities.  Inglis  boilers 
are  made  in  Canada  and  have  been  in- 
stalled in  many  of  the  largest  steam  plants 
in  Canada. 

Quotations  gladly  furnished. 


The  John  Inglis  Company,  Limited 

ENGINEERS  AND  BOILERMAKERS 
14  Strachan  Ave.       -       -       Toronto,  Canada 

Ottawa  Representative— J.  W.  ANDERSON,  7  Bank  Street  Chambers 
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have  the  plumbing  contract  for  two- 
storey  brick  residence,  for  Ajutor  Ger- 
main. 

Welland,  Ont. 

Lewis  Dow  has  secured  a  site  on 
which  he  will  erect  a  brick  residence. 

CONTRACTS  AWARDED 
Clarkson,  Ont. 

J.  H.  Coleman.  Burlington,  has  the 
carpentry,  and  Mr.  McMillan.  Burling- 
ton, the  painting  contract  for  trimming 
interior  of  residence  between  here  and 
Oakville  on  the  Lake  Shore  Road,  for 
R.  H.  New,  care  of  Hamilton  &  Toronto 
Sewer  Pipe  Co..  Dominion  Bank  Bldg., 
Toronto. 

Hamilton,  Ont. 

C.  Haners,  137  Wentworth  Street  N., 
has  the  heating,  and  L.  H.  Landers,  l.'5.5 
King  St.  E.,  the  electrical  work  for  two 
.$3, .500  two-storey  brick  residences  for 
Martin  &  Martin,  Sun  Life  Bldg. 

Lomond,  Alta. 

Robt.  Plunkett  contemplates  the  erec- 
tion of  a  residence  and  barn. 

Montreal,  Que. 

D.  Nicholson  &  Co.,  83T  St.  Paul  St. 
W.,  have  the  roofing,  and  John  Wilson 
the  electrical  contract  in  connection  with 
the  remodelling  of  a  residence  at  a  cost 
of  $10,000  for  John  H.  Hand.  4865  Sher- 
brooke  St.  W. 

Lavigueyr  &  Menard,  248.3  St.  Law- 
rence Blvd.,  have  the  roofing  contract  for 
three  residences  costing  $15,000,  to  be 
erected  by  John  Dominique,  360  St.  An- 
toine  Street,  who  will  carry  out  the 
plastering  and  painting. 

Quebec,  Que. 

C.  A.  Vezina,  61  des  Praires,  has  the 
general  contract  for  repairs  costing  $4.- 
000  to  residence  for  Miss  W.  Learmouth, 
77  St.  Dominique  Street. 

Toronto,  Ont. 

Geo.  Cairns,  1291  Bloor  West,  has  the 
carpentry,  and  W.  Haines,  167  Yarmouth 
Road,  the  masonry  contract  in  connec- 
tion with  alterations  costing  $6,000,  to 
building  for  apartments  for  A.  Poyntz, 
care  of  the  architect,  W.  G.  Hunt,  17 
Queen  E.  Tenders  are  being  received 
for  painting,  plumbing  and  heating. 


Power  Plants,  Electricity  and 
Telephones 

Armagh,  Ont. 

Tenders  will  be  called  in  April  by  the 
Armagh  Electric  Company  for  electrical 
equipment  in  connection  with  power  de- 
velopment costing  $40,000. 

Calgary,  Alta. 

Tenders  will  be  received  by  the  City 
Commissioners  until  noon,  March  12,  for 
a  motor  generator  and  a  motor  generator 
set  for  the  City  Council.  Clerk,  J.  M. 
Miller. 

Harwich  Township,  Ont. 

Towiishi])  (Vjuncil  want  estimates  at 
once  on  the  cost  of  the  construction  of 
telephone  system.  Clerk,  (i.  W,  Rise- 
bf)rough,  Blenheim. 

Shawinigan  Falls,  Que. 

The  United  States  (k)vernnient  has 
offered  to  finance  the  Shawinigan  Falls 
Water  &  Power  Co.,  for  the  erection  of 
a  large  plant   for  the   manufacture  of 


acetic  acid.  Engineer,  C.  J.  Smith, 
I^ower  Bldg.,  Montreal. 

Springbank,  Ont. 

The  Farmers'  Telephone  Company  con- 
template the  erection  of  a  central  office 
and  extension  of  lines. 


Miscellaneous 

Ardendale,  Ont. 

The  Ontario  Mining  Products  Com- 
pany, 77  Victoria  Street,  Toronto,  want 
tenders  for  quarrying  and  loading  on 
cars  10,000  to  20,000  tons  of  flint  rock. 

Carnduff,  Sask. 

Tenders  will  be  called  March  15  for 
the  erection  of  a  cement  block  and  frame 
barn  costing  $3,000. 

Leamington,  Ont. 

The  Beaver  Oil  &  Gas  Co.,  Talbot  St., 
contemplate  the  construction  of  natural 
gas  mains. 

Listowel.  Ont. 

Council  are  considering  the  purchase  of 
additional  fire  hose  and  service  truck. 
Clerk,  Wm.  Bright. 

Maskinonge,  Que. 

Vincent  &  Girouard,  76  St.  Gabriel  St., 
Montreal,  have  drawn  plans  for  $3,000 
concrete  retaining  wall  for  the  Town 
Council. 

Tenders  will  be  called  in  the  spring 
for  the  erection  of  a  monument  costing 
$5,000  for  the  Roman  Catholic  Church. 
Priest,  Rev.  M.  Ferdinand  Beland.  Civil 
engineer,  E.  Germain,  Ste.  Anne  de  la 
Perade. 

Port  Alberni,  B.C. 

The  British  Canadian  Lumber  Com- 
pany contemplate  burner  costing  $16,000. 

Port  Colborne,  Ont. 

Ore  bridge  owned  by  the  Canadian 
Furnace  Co.,  Ltd.,  Lake  Road,  damaged 
by  storm.    Loss  $100,000. 

Sherbrooke,  Que. 

Gas  plant  owned  by  the  Gas  Com- 
mittee, City  Council,  damaged  by  explo- 
sion. Loss  estimated  about  $15,000. 
-Secretary-treasurer,  E.  C.  Gatien. 

Three  Rivers,  Que. 

P.  F.  Pinsonneault,  86  Royal  Street, 
is  in  the  market  for  building  material,  in- 
cluding red  plastic  l)rick,  lumber,  etc. 

Germain  &  Frere,  87  St.  Antoine  St., 
want  quotations  for  immediate  delivery 
on  a  quantity  of  asbestos  for  roofing. 

The  United  Brass  &  Lead  Ltd.,  284  St. 
Helens  Ave.,  want  a  motor,  200  h.p..  25 
cycle,  3  phase,  550  volt,  speed  500  r.]).m. 

CONTRACTS  AWARDED 
Lauzon.  Que. 

The  Davie  Shipl)uilding  &  Repairing 
Co.,  Ltd.,  have  the  general  contract  for 
repairs  costing  $200,000  to  vessel  for  M. 
M.  Hutch  inson  of  New  York  City,  and 
Horace  Dussault.  Eraser  Street,  Levis. 

London.  Ont. 

John  1-fayman  &  Sons,  432  Wellington 
Street,  have  the  general  contract  for  $5,- 
000  balcf)ny  for  Smallman  i^v  Ingram, 
Ltd.,  Dundas  Street. 

Winnipeg,  Man. 

F.  Sedziak,  802  Confederation  Life 
Bldg.,  has  the  general  crmtract  for  gal- 
vanized iron  conduits  costing  $6,000,  for 
the  Winnipeg  &  St.  Boniface  Councils. 


Fires 

Beaumont,  Alta. 

Church  owned  by  the  Roman  Catholi. 
Congregation.  Loss  $6,000.  Priest  Rc\ 
J.  E.  Ouellet. 

Cornhill,  N.B. 

Residence  owned  by  W.  A.  Dickc 
completely  destroyed.  Loss  $3,00(' 
Owner  intends  to  rebuild  as  soon  a 
weather  permits. 

Edmonton,  Alta. 

Barn  owned  by  the  Twin  City  Trans 
fer,  10172-98th  Street.  Loss  $5,000.  W'il 
probably  rebuild. 

Hotel  and  garage  owned  by  The  Em 
pire  Hotel  Co.,  Ltd.,  547-102nd  Stree 
and  Lines-Brake  Ltd.,  102nd  St.,  total! 
destroyed.    Loss  $150,000. 

Filman's  Corners,  Ont. 

Residence  owned  by  Stewart  Bruc^ 
Loss  $10,000.  Will  probably  rebuild  i 
the  spring. 

London,  Ont. 

Plant  owned  by  the  T.  M.  KnowK 
Company.  Loss  $15,000.  Owners  are  ii 
terested  in  building  material.  New  ni: 
chinery  will  be  required.  Manager,  Tlio 
Knowles,  36  Weston  Street. 

Moncton,  N.B. 

Stores  and  apartments  owned  by  P. 
Belliveau,  313  St.  George  St.    Will  prol 
ably  rebuild. 

Montague,  P.E.I.  i 

Residence  owned  by  T.  M.  Baker  ti' 
tally  destroyed.    Will  pro1)ably  rebuild. 

Ottawa,  Ont. 

Store  on  Dalhousie  Street  owned  by  tl 
Bank  of  Hochelaga,  head  office,  Mon 
real.  \ 

Penetanguishene,  Ont. 

Business  block  owned  by  C.  N.  Palnu 
Loss  to  building  $20,000.  " 

Peterboro,  Ont. 

Planing  mill  owned  by  the  Peterbni 
Planing  Mill  Company,  badly  (lama.mi.' 

River  Philip,  N.S. 

Sawmill  owned  l)y  R.  M.  Bavler,  ci'i 
pletely  destroyed. 

St.  Anne  de  la  Perade,  Que.  i 

Residence  owned  by  Onezime  Ricai' 
completely  destroyed.     Loss  $4,000. 

Toronto,  Ont.  | 

L'ar  liarns  owned   by  the  Toronto  ' 
York  Radial  Co.,  King  and  Clnirch  S 
Total  loss  $35,000. 

Printing  offices  owned  by  the  Hunt 
Rose  Co.,  Ltd.,  12  Sheppard  Street.  Ln 
$5,000. 


CONTRACTORS 
and  TENDERERS 

for  Superior  Service 

THE 

Canadian  Surety  Co. 

26  Wellington  St.,  East 

Phone  Main  2609    TORONTO,  Ont. 
Represented  in  all  the  principal 
cities  and  towns  in  the 
Dominion. 

BONDS  INSURANCE 

of  every  description      Plate  Glass- Burjlary 
Automobile 
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ROUNDS        SQUARES       I  I     ^^^TS  CHANNELS  ANGLES 

TWISTED  SQUARES  '  '  SPECIAL  SECTIONS 

BARS  BENT  TO  SHAPE  FOR  BEAMS,  STIRRUPS,  ETC. 

PROMPT  SHIPMENT 


Tenders  and  For  Sale  Department 


Stone  Crusher  Wanted 


Wanted  to  rent,  for  season  of  1918,  a  complete 
portable  stone  crushing  outfit,  size  of  crusher 
about  10  by  16.  Apply,  giving  terms,  to  Box  693, 
Contract  Record,  Toronto.  9-t.f. 


Locomotive  Crane 
For  Sale 


15  ton  8  wheel  Browning,  46  ft.  boom 
with  14  ft.  extension.  Good  Condition. 
Immediate  delivery. 

The  A.  R.  Williams  Machinery  Co.,  Ltd., 
10-t.f.  ^4-66  Front  St.  West, 

Toronto,  Ont. 


PARLIAMENT  BUILDINGS,  OTTAWA 


Tenders  Wanted  for 
Switchboards,  Panel  Boards 
and  Transformers 

.Sealed  tenders  will  be  received  by  the  under- 
signed until  noon,  March  25,  1918,  for  the  Switch- 
lioards,  I'anel  Boards  and  Transformers  required 
in  the   reconstruction  of  the  above  building. 

.\11  tenders  to  be  based  on  the  execution,  com- 
pletion and  delivery  on  the  site,  together  with 
the  furnisliing  of  all  material,  tools,  appliances, 
labor,  etc.,  for  the  work  as  required  and  des- 
cribed by  the  plans  and  specifications  for  switch- 
boards,  panel  boards  and  transformers. 

The  work  of  this  contract  shall  be  proceeded 
with  immediately  upon  the  signing  of  the  same 
and  continued  as  directed,  in  such  a  manner  as 
to  insure  the  completion  thereof  by  August  ."'.l, 
1!I1S. 

I'lans  and  specifications,  and  any  other  in- 
formation required  can  be  obtained  at  the  office 
of  the  General  Contractors,  P.  Lyali  &  Sons 
Construction  (Company,  Limited,  Ottawa. 

Kach  tender  must  be  accompanied  by  an  ac- 
cepted cheque  on  a  chartered  hank,  payable  to 
the  order  of  the  Minister  of  I'ublic  Works,  for 
a  sum  not  less  than  five  per  cent.  (!5  p.c.)  of 
llie, amount  of  the  tender,  which  will  be  forfeited 
if  tjie  parties  tendering  decline  to  enter  into  a 
contract  when  called  upon  to  do  so.  If  the  ten- 
der' is  not  accepted  the  cheque  will  be  returned. 
If  tire  lender  is  accepted  an  additional  clieque 
for  a  sum  equivalent  to  five  per  cent.  (.I  p.c.)  of 
the  amount  of  the  tender  must  be  deposited  be- 
'  fore  the  contract  is  signed.  The  total  security 
will  be  forfeited  if  the  contractor  fails  to  com- 
plete the  work  contracted  for. 

Certificates  of  payment  shall  be  issued  month- 
ly as  the  work  iirogrcsscs  and  shall  not  exceed 
in  the  aggregrale  ninety  jier  cent.  ('Ml  ji.c.)  of 
the  vahie  of  the  labor  and  nialeiial  furnished  and 
set  out  in  the  work. 

The  lowest  or  any  tender  nut  necessarily 
accepted. 

Envelopes  containing  Icndeis  to  be  marked, 
"Tender  for  Switchboards,  I'anel  Boards  and 
Transformers,  and  addressed  to  the  undersigned. 

JOHN  A.  PEARS6N,  Architect. 
J.   O.   MARCIIANI),  Associate. 
Parliament   Buildings,  Ottawa.  10-10 


POSITIONS  WANTED 


DESIGNING  AND  CONSTRUCTION  EN- 
GINEER, experienced  in  Factories,  Grain  Elevat- 
ors, Docks,  Ship  Berths,  Hydraulic  Plants,  etc., 
open  for  a  responsible  position.  Box  687,  Con- 
tract  Record,   Montreal.  8-9-10 


Late  News 

Amherstburg,  Ont. 

J.  C.  Pennington,  Labelle  Building, 
•Windsor,  will  prepare  plans  for  a.  $30,- 
000  bank  building  for  the  Imperial  Bank 
of  Canada,  head  office,  Toronto.  Local 
manager,  C.  A.  Cuddy. 

Brantford,  Ont. 

Tenders  are  expected  to  be  called  about 
March  30  for  the  erection  of  a  $10,000 
residence  for  Fred  Webster,  80  Erie  Ave. 
Architect,  F.  W.  Nichols,  13  Temple  Bldg. 

Kincardine  Township,  Ont. 

■  Tenders  are  being  received  until  March 
11  for  the  supply  of  a  quantity  of  tile 
and  lumber  for  the  Township  Council. 
Clerk,  John  Corbett,  Kincardine. 

Ottawa,  Ont. 

Tenders  are  being  received  until  March 
U  for  the  erection  of  a  $25,000  business 
block  at  Rideau  and  Mosgrove  for  S.  & 
H.  Borbridge,  90  Rideau  Street. 

Regina,  Sask. 

Tenders  will  be  called  at  once  for  the 
construction  of  pavement  on  Eighth 
Avenue  and  Winnipeg  Street  for  the  City 
Council.    Commissioner,  L.  A.  Thornton. 

r 

St.  John,  N.B. 

Tenders  are  being  received  by  the  clerk, 
H.  E.  Wardroper.  until  noon,  March  18, 
for  3,500  yards  of  granite  block,  and  5,000 
yards  of  bituminous  concrete  for  Main 
Street  from  Adelaide  to  Cedar  Street  for 
the  City  Council.  Engineer,  Wm.  Mur- 
dock. 

Victoria,  B.C. 

The  Department  of  Public  Works,  Do- 
minion Government,  contemplate  the 
erection  of  a  $50,000  shed.  Secretary,  R. 
C.  Desrochers,  Ottawa. 

Welland,  Ont. 

Business  lilock  owned  by  Alex.  Grif- 
fith, Main  Street.    Loss  $5,000. 

Windsor,  Ont. 

Plans  have  been  drawn  for  a  $30,000 
parish  hall  for  the  Parish  of  St.  Alphonse. 
Architect,  John  R.  Boyd,  240  Ouerette 
Ave. 


Incorporated  Companies 

Toronto,  Ont. 

The  Acme  Engineering  Co.,  Ltd.,  Room 
28-9  Manning  Arcade,  capital  $125,000, 
to  carry  on  business  of  electrical,  mech- 
anical, metallurgical,  hydraulic  and  civil 
engineers  and  contractors.  Specialists  in 
erecting  potash  plants. 

The  Commonwealth  Steamship  Co., 
Ltd.,  capital  $750,000,  to  build  line  and 
operate  steamship. 


Automobile  Trucks  Save  Freight 
Charges 

In  the  construction  of  the  Duple> 
Truck  Company's  factory  at  Lansing 
Mich.,  1,000  tons  of  machinery  and  ma 
terials  was  transported  19  miles  by  Dii 
plex  motor  trucks,  making  four  trip: 
daily,  at  a  total  cost  of  $10  a  day  for  each 
The  work  was  done  with  three  or  foui 
trucks,  carrying  an  average  load  of  41/; 
tons  and  making  224  trips.  Had  th/ 
trucks  been  in  constant  service  two  o: 
them  could  have  handled  the  material  ii 
28  days. 

It  was  estimated  that  forty  25-ton  car 
would  have  ben  required  to  transport  tli 
freight  on  the  railroad,  at  a  cost  of  $1.0(i 
for  freight  charges  alone,  exclusive  o 
the  extra  expense  of  handling  four  timCi 
instead  of  twice.  In  addition,  the  freigh 
was  handled  more  quickly  than  it  woul' 
have  been  by  the  railroad,  even  if  it  ha 
been  possible  to  secure  the  cars,  whic 
is  doubtful. 


The  Lining  of  Tunnels  By  the  Cemer! 
Gun  Process 

Unlined  tunnels  driven  in  slate,  shaiif 
and  shaley  limestone  or  sandstone  fr(' 
(juently  cause  trouble  from  spalling  oj 
of  the  rock  as  a  result  of  weathering.  Ij 
such  cases  it  is  not  usually  necessary  t' 
build  a  heavy  concrete  lining,  since  th 
main   object  of  a  lining  is  to  prever 
Vifeathering  rather  than  to  support  tl 
roof  and  sides.    Under  such  conditions 
thin   layer   of   concrete   will   serve  tl 
purpose.    Thus  a  tunnel  on  the  Illino 
Central  Railroad  near  Unionville,  Inc 
was  in  a  shaley  limestone  that  was  sel 
supporting   when    freshly   exposed,  bi 
which   disintegrated   later  on.  Accofi 
ingly  it  was  lined  with  cement  morta 
applied   with    a    cement   gun.  Shallo 
holes  were  drilled  in  the  rock,  about  I 
inches  apart,  into  which  railway  spik' 
were  driven.    Wire  mesh  was  fastened  j 
the  spikes  and  cement  mortar  (1  to  V/l 
was  shot  on  by  compressed  air. 


New  Form  of  Sparking  Plug 

An  interesting  form  of  sparking  ph 
for  motor  cars  is  being  developed  in  t 
United  States,  utilizing  "catalytic  coi 
bustion"  to  keep  the  carbon  burned  1 
the  insulators.  The  -method  depends  ' 
the  maintenance  of  a  high  teinperati) 
by  burning  part  of  the  gas-air  mixture 
catalytic  fiameless  combustion  throuf; 
out  the  entire  period  of  the  compressi 
stroke,  when  there  is  plenty  of  fresh  ; 
in  the  cylinder.  The  new  plug  is  P'i 
vided  with  a  catalytic  structure,  in  ad 
tion  to  the  electrodes  and  insulato! 
which  produces  heat  by  oxidizing  1; 
mixture  aliove  mentioned.  The  catalyj 
flameless  combustion  produced  by  t  ^ 
material  is  distinct  from  ordinary  fla; 
combustion  of  tlie  kind  that  inflames  a| 
explodes  the  whole  charge  of  gas  and 
The  insulator  is  kept  nearly  red  hot,  at 
therefore  does  not  receive  any  depositj 
soot,  but  it  does  not  interfere  with  f 
electric  spark. 
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Now  on  Munitions 

LYMBURNER,  LIMITED 

The  well  known  manufacturers  of  ornamental  metal  work  and 
special  machinery  are  entirely  occupied  making  munitions, 
and  cannot  execute  orders  for  above  work  until  a  later  date, 
when  they  will  be  glad  to  receive  enquiries  and  will  again 
produce  first  class  Metal  Specialties  of  Every  Description — 
Machinery,  Tools  and  Gauges. 


360  St.  Paul  St.  E.      -  MONTREAL 


i 


XCELADUCT 


(GALVANIZED  CONDUIT) 


Made  in  Canada 

by 

Orpen  Conduit  Co.,  Limited 

Toronto 
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Keith 
Fans 


The  oppor- 
t  u  n  i  t  y  for 
greater  econ- 
omy and  effic- 
iency in  Heat- 
ing and  Ven- 
tilating is  em- 
phasized in  the   "Keith''   Fan.  Com- 
parative tests  of  other  types  of  fans  have 
resulted  in  the  "Keith"  being  proclaimed 
the  most  efficient  and  economical  in  the 

Fan  World.        v^^^te  for  our  New  Catalogue  No.  55. 

SHELDONS  LIMITED,  Gait.,  Ont. 

Toronto  Office :  609  Kent  Building 

AGENTS : 

Messrs.  ROSS  &  GREIG,  412  James  St.,  Montreal,  Que. 
Messrs.  WALKER'S  LTD.,  259-261  Stanley  St.,  Winnipeg,  Man. 
Messrs.  GORMAN,  GLANCEY  &  GRINDLEY,  LTD.,  Calgary 

and  Edmonton,  Alta. 
Messrs.  ROBERT  HAMILTON  &  CO.,  LTD.,  Bank  of  Ottawa 
Bldg.,  Vancouver,  B.  C. 


House  being  built  in  below  zero  weather,  for  W.  A.  Rankin, 
Fentiman  Avenue,  Ottawa,  Ont. 

BUILD  ALL  WINTER  with 

STUccoboaRD 

Winter  and  early  spring  weather  has  no  effect  on  Bishopric  Stucco 
Hoard  and  there  arc  plenty  of  carpenters  to  be  liad  in  February 
and  March. 

.Start  your  buildings  now — -while  labor  is^most  readily  available, 
^'ou  will  be  just  that  far  ahead  when  the  warmer  weatlier  conies, 
liishopric  .Stucco  Hoard  as  a  foundation  for  all  interior  plaster  and 
for  stucco  on  exterior  walls,  takes  the  place  of  boarding,  slicatliirig, 
furring  strips  and  laths,  saves  over  50  per  cent,  in  material,  time 
and  labor. 

Write  for  saiuplcs  and  furtlicr  information. 

BISHOPRIC  WALL  BOARD  COMPANY,  LIMITED 

629.1   BANK  STREET  OTTAWA. 


OxyAcetylene\\felding  and  Cutting 


Defective  Forgings  Are 
Rescued  from  the  Scrap  Pile 

Many  manufacturers  are  throwing  away  a  large 
portion  of  their  earnings,  and  decreasing  their 
profits,  by  allowing  defective  metal  parts  to  he 
junked. 

In  a  prominent  drop  forge  works,  forgings  liav- 
ing  minor  defects  are  made  perfect  by  the  Prest- 
O-Lite  Process  of  Oxy-acetylene  welding.  The 
forgings  shown  above  are  valued  at  $1.50  each, 
and  are  reclaimed  at  a  cost  of  a  few  cents. 

For  all  metal  manufacturing  work  and  repairs — 
wherever  two  pieces  of  metal  are  to  be  joined — 
the  Prest-O-Lite  Process  is  usually  the  best  and 
cheapest  way. 


employs  both  gases  (acetylene  and  o.xygen)  in  portable  cyl- 
inders. Prest-O-Lite  Dissolved  Acetylene  is  backed  by 
iPrest-O-Lite  Service,  which  insures  prompt  exchange  of  full 
cylinders  for  empty  ones.  Provides  dry,  purified  gas,  insur- 
ing better  welds,  quicker  work  and  lower  operating  cost. 

Apparatus  consists  of  an  equal  pressure  blow  pipe,  auto- 
matic regulators  and  gauges,  and  all  necessary  equipment. 
Adaptable  for  oxy-acetylene  cutting  by  the  addition  of  special 
cutting  blow  pipe. 

Thorougli  instructions  are  furnished  free  to  every  user 
of  Prest-O-Lite  Dissolved  Acetylene.  Any  average  work- 
man who  understands  metals  can  learn  the  weldmg  process 
quickly  and  easily. 

We  will  gladly  send  illustrated  literature  and  interesting 
(lata  showing  actual  instances  of  savings  made  by  others. 
It  may  suggest  valuable  ideas  to  you.    Write  for  it. 

Address  Dept.  C-105 

THE  PREST-O-LITE  CO..  INC. 

CANADIAN  GENERAL  OFFICES 
Prest-O-Life  Building 
Corner  Elm  Street  and  Centre  Avenue 
TORONTO 
Direct  Factory  Canadian  Plants: 

Branches:  Toronto,  Ont. 

Montreal,  P.Q.  Merritton,  Ont. 

Merritton,    Ont.  3t.  Boniface,  Man. 

Toronto,    Ont.  Shawinigan  Falls, 

Winnipeg,  Man.  P.Q. 

World's  Largest  Makers  of  Dissolved  Acetylene 
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^JliCade  in  Canada 


Kennedy  Road,  Scarboro  Township.  Ontario. 
(York  County  Hig-hway  Board.)  Tarvia-filled 
Macadam.  1915.     Treated  with  "Tarvia-B,"  1916. 


This  Road  Is 
Free  of  Dust  and  Mud — 

You  can  travel  comfortably  on  this  road  in  a  speeding  automobile, 
or  even  in  a  heavy  wagon,  regardless  of  the  state  of  the  weather, 
The  firm,  durable  surface  is  free  from  dust  or  mud. 


Incidentally,  it  is  low  in  maintenance 
expense  and  tax  money  is  released  for 
other  purposes  or  for  new  roads  in 
other  localities. 

This  road  is  built  with  "Tarvia"  as  a 
binder.  Tarvia  is  a  dense,  tough, 
coal-tar  preparation  of  great  bonding 
power,  cementing  the  stone  together 
in  a  tough,  plastic  matrix. 

Automobile  traffic  cannot  tear  the 
stone  loose,  but  merely  rolls  it  down 
and  makes  it  smoother  and  firmer. 

The  surface  sheds  water  like  a  duck's 
back.  Frost  does  not  get  into  the 
road  at  all,  and  after  a  long  hard  win- 
ter the  road  is  just  as  good  when  the 
snow  melts  as  in  the  fall. 

It  is  expensive  folly  nowadays  to 
build  roads  in  Canada  which  are  not 
frost-proof  and  automobile-proof. 

The  Tarvia  adds  nothing  to  the  ulti- 
mate cost.    It  makes  the  road  a  little 


The 


more  expensive  to  construct  but  very 
much  cheaper  to  maintain,  with  the 
result  of  a  net  saving  in  the  end. 

There  are  three  kinds  of  Tarvia. 
"Tarvia-X"  is  very  heavy  and  dense. 
It  is  used  as  a  binder  in  road-building 
and  is  the  most  thorough  and  perma- 
nent of  the  Tarvia  treatments.  "Tar- 
via-A"  is  a  lighter  grade,  used  for  hot 
surfacing-applicatiors.  "  Tarvia-B," 
which  isfluid  enoughto  he  applied  cold 
with  modern  spraying-apparatus,  is  for 
dust -prevention  and  road -preserva- 
tion. 

Write  nearest  office  for  free  illustrated  booklet 


Special  Service  Depar^^1ent 

This  company  has  a  corps  of  trained  engineers 
and  chemists  who  have  given  years  of  study  to 
modern  road  problems. 

The  advice  of  these  men  may  be  had  for  the  ask- 
ing by  any  one  interested. 

If  you  will  write  to  the  nearest  office  regarding 
road  problems  and  conditions  in  your  vicinity, 
the  matter  will  have  prompt  attention. 


Company 


LIMITED 


MONTREAL  TORONTO 

ST.  JOHN,  N.B.  HALIFAX,  N.S. 


WINNIPEG  VANCOUVER 
SYDNEY,  N.S. 
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ENUS 
PENCE5 


are  supreme! 


ITENUS  Pencils 
^   are  the  stand- 
ard of  the  world 

and  their  reputation  for 
smoothness,  true  grading, 
and  adaptability  for  every 
purpose,  has  been  estab- 
lished for  years. 


THEY  are  in  use  by  the 
Canadian,  British  and 
United  States  .  Govern- 
ments, as  well  as  by  thou- 
sands of  industrial  and 
commercial  firms. 

VENUS  Pencils  are  now  busy 
everywhere  planning  our  de- 
fensive and  offensive  pre- 
parations and  weapons  help- 
ing to  win  the  great  war. 

For  pencil  perfection  be  sure  to  get  VENUS! 

17  black  degrees 
6B  softest  to  9H  hardest 
and  hard  and  medium  copying 
for  each  and  every  purpose! 


VBNU5EBAS£R 

PlfMiiiS  ^"^^       Cleanly  >nd  Easily 

tmmvim  Will  not  Soil  orStreaK^Bn 


m^'^       R  E  E ! 

This  trial  box,  with 
five  VENUS  Drawing 
Pencils    and  VENUS 


^  Eraser,  sent  free.  Write 
— '   for  it. 

I'liast   enclose  Cc.    in   stamps   fur   packing   and  postage. 

American  Lead  Pencil  Company 

236  Fifth  Avenue  -  -  NEW  YORK 

d.-iplon,  l.on.jt.n,  Kliy. 


m  How  this  "Unit  Plan"  ■ 

B  saves  money  for  you  J 

"Office  Specialty"  Filing  Equip-  ^= 

  ment  is  built  on  the  Unit  Plan :  that  is,  as 

-      the  records  of  your  business  increase  you  == 

buy  just  enough  additional  equipment  to  i= 

■  take  care  of  theni;  you  build  section  by  = 
~           section,  as  your  needs  suggest.  = 

This  means  that  fixed  charges  on  ^= 

your  office  equipment  are  kept  at  a  mini-  =^ 

•              mum  always — investment  in  idle  and  unnecessary  -  — 

equipment  is  done  away  with  altogether.    And  at  - 

■  the  same  time  you  are  getting'  the  benefit  of  maxi-  — — ~ 
iiumi  filing  equipment  service. 

'      For  the  large  organization  this  results  in  a  ^= 

-      big  possible  saving  on  investment  charges — for  the  ~ 

=EE^       smaller  business  it  means  tlie  securing  of  big  busi-   — 

ness  service,  on  a  smaller  scale,  without  the  necessity 

.:       and  disadvantage  of  an  excessive  and  disproportion-  - 

••             ate  money  outlay.  - 

"  So  we  ask  you  to  buy  "Office  Specialty" 

Filing  Equipment  not  because  we  say  it  is  the  best  ■ 

_              equipment  for  your  business.    We  ask  you,  in  the  ■ 

name  of  good  business,  to  buy  it  because  this  one  _  - 

feature  of  Unit  Construction  talks  to  you  in  terms  ■ 

'              of  doUars-and-cents  savings.  . 

Drop  a  postal  in  your  mail  basket  to-night  === 

and  get  a  copy  of  our  latest  catalog  for  your  files.  - 

  THE    OFFICE    SPECIALTY    MFG.    CO.,    LIMITED  ^= 

,                Home  Office            NICWMARKET                       Canada  = 

-                                    IHliiin  E<ii{ ipiiieiit  Stores  <if :  - 

~               Toronto        Montreal       Ottawa       Halifax        Hamilton  ^ 
Winnipeg       Ketiina       ICdnionton  Vancouver 
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CANADIAN   DES  MOINES 
STEEL  CO.,  Limited 

Elevated  Tanks  Barges  Bridges 

Standpipes  Wireless  Towers 

Structural  Steel  for  all  purposes. 


Let  us  bid  on  your  requirements. 
Attractive  Prices— Prompt  Deliveries. 


Sales  Offices  and  Plant 
CHATHAM,  ONT.  275  Inshes  Ave 

Associated  with 
PITTSBURGH-DES  MOINES  STEEL  CO. 
Pittsburgh,  Pa.  New  York  City 

945  Curry  BIdg.  42  Church  St. 

DES  MOTNES  BRIDGE  AND  IRON  CO. 
Des  Moines,  Iowa,  938  Tuttle  Street 


Concrete  Bonding 
Locker*  for  Clothes 
Iron  Stkirways 


Enquiries  solicited. 

CANADA  WIRE  &  IRON 
GOODS  CO., 


Hamilton 


Blair  Concrete  Pipe 


We  use  only  the  finest 
g;rade  materials  in  all  our 
work.  Clean,  sharp  sand 
and  high-grade  cement. 
Gravel  sorted  and  crushed 
in  our  own  plant.  After 
thorough  mixing,  the  con- 
crete is  power  tamped,  to 
ensure  great  density.  Pipe 
is  then  allowed  to  set  for 
72  hours  in  vaporizing 
chambers,  with  automatic 
sprinklers,  giving  the  pipe 
great  hardness.  We  make 
large  sizes  of  pipe  in  our 
portable  plant  at  the  place 
where  they  will  be  used. 
We  also  have  a  special 
feature  in  our  continuous 
reinforced  concrete  pipe. 

Write  to-day  for  further 
details  and  prices. 


B.  Blair  Company,  Limited 


WOODSTOCK 


ONTARIO 


Canada  Iron  Foundries,  Limited 


CAST  IRON  PrPE 


Head  Office 

Mark  Fisher  Building 
MONTREAL 


Car  Wheels,  Cast  Iron  Water  and  Gas  Pipe,  Specials,  Valves,  Hydrants,  etc..  Castings 
of  all  kinds.  Mooring:  Bollards  for  both  Concrete  and  Wooden  Docks 
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PUMPS 


All  Kinds  of  Pumps — Steam  and  Gasoline  Driven, 
for  Water,  Oil,  Asphalt,  Tar,  Etc. 


MUSSENS  UNITED 


MONTREAL 

WINNIPEG 

VANCOUVER 


?UEB£C— Pruneau  &  Co. 
ORONTO-H.  Turnbull  &  Co. 
COBALT  -H.  L.  Usborne 


Dominion  Iron  and 
Wrecking  Co.,  Ltd, 


Canada's  Largest 
Cash  Buyers  and  Liquidators 


Factories  and  Complete  Plants. 

Marine  Wreckers  and  Dismantlers. 

Scrap  Iron,  Steel,  Metals,  and  Waste  Materials. 

Distributors  of  Spelter,  Ingot  Copper,  *Lead,  Tin, 
Antimony. 

Iron  and  Steel  Shafting,  all  sizes  and  lengths. 
New  and  Used  Electrical  Equipment. 

Power  Machinery,  Electrical,  Hydraulic,  Steam 
and  Gas. 

Relaying  Rails  of  all  sizes  always  in  stock. 

General  Offices : 

Transportation  Bldg.,  MONTREAL 


Quebe  c 


Tel.  Main  3751 


St.  John  N.B. 


James  Thomson,  President. 


Canadian  Rivet  Forges  are  built  to 
last. 

Easy  running  blower,  powerful, 
uniform  blast,  rigid  steel  plate  con- 
struction. 

Write  for  Catalog  100-12. 

Canadian  Blower  &  Forge  Co. 

Kitchener.  Ont. 


J.  G.  Allan,  Vice-President. 


James  A.  Thomson,  Secretary. 


THE  GARTSHORE-THOMSON  PIPE  &  FOUNDRY  GO. 


LIMITED 


Manufacturers  of 


Flexible  and  Flange  Pipe, 
Special  Castings  and  all  kinds 
of  Waterworks  Supplies. 


tiAST  IltDN  OTPL 


3  inches  to  60  inches  diameter. 

for  Water,  Gas,  Culvert  and  Sewer 
HAMILTON,  ONT. 
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Save  Coal  and  Power 

Our  standard  low  pressure  Pumps  will 
save  you  about  half  the  cost  of  coal  or 
electric  power  compared  with  other 
pumps. 

Strong  Construction 
Large  Capacity 
Prices  are  Moderate 

BOVING  HYDRAULIC  &  ENGINEERING  CO.,  Limited      LINDSAY,  ONT. 


Offsetting  the  High  Price  of  Fuel 


Even  with  cheap  fuel,  the  use  of  Nonpareil  Brick 
for  cutting  down  the  loss  of  heat  from  furnaces,  ovens, 
hot  blast  mains,  etc.,  is  a  paying  investment.  And 
now  when  supplies  are  up,  labor  is  up,  and  coal,  coke 
and  oil  are  'way  up,  you  positively  cannot  afford  to 
build  high  temperature  equipment  without  protecting 
it  against  heat  loss. 

The  amount  of  heat  that  will  pass  through  a  wall 
of  fire  brick  or  common  brick  is  just  ten  times  greater 
than  that  which  would  pass  through  a  wall  of  Non- 
pareil Insulating  Brick  of  the  same  thickness. 

Nonpareil  Insulating  Brick 

For  Furnaces,  Boiler  Settings,  etc. 

transmit  only  one-tenth  as  much  heat  as  ordinary  brick.  In 
other  words,  if  you  want  to  save  fuel  by  reducing  the  loss  of 
heat  through  your  furnaces,  ovens,  hot  blast  mains,  etc.,  a 
414-inch  course  of  Nonpareil  Insulating  Brick  built  in  the 
walls,  arches,  bottoms  and  doors  will  give  the  same  results 
as  4.5  inches  of  fire  brick  or  common  brick. 

Furnaces  built  with  Nonpareil  Insulating  Brick  cost  more, 
but  they  are  worth  more,  because  the  additional  cost  is  re- 
turned to  you  the  first  year.    After  that  it  is  all  clear  profit. 


.'\merican  Shop  Equipment  Company  heat  treating  furnace,  ii 
.sulated  throughout  with  Nonpareil  Insulating  Brick.  The 
Canister   Company,    Phillipsburg,    N.  J. 

Full  information,  samples  and  prices 
on  request. 


Armstrong  Cork  &  Insulation  Co.,  Limited,  505  McGill  Bldg.,  Montreal,  Quebec 

Also  manufacturers  of  Nonpareil  High  Pressure  Covering  for  steam  lines;  Nonpareil  Cork  Covering  for  drinking  water  lines  and  cold 
pipes  generally;  Nonpareil  Cork  Machinery  Isolation  for  deadening  the  noise  of  pumps,  fans,  etc.;  Armstrong  Circle  A  Cork  Brick  for 
factory  floors;  Nonpareil  Corkboard  Insulation  for  cold  storage  rooms:  and  Linotile  for  floors  in  offices,  residences,  etc. 


National  Iron  Works 

LIMITED 

Head  Office,  Works  and  Docks— TORONTO 

CAST  IRON  PIPE 

Every  Size  for  Water,  Gas,  Culvert  or  Sewer, 
Carried  in  Stock  at 

MONTREAL  -  TORONTO  -   PORT  ARTHUR 

RAIL  OR  LAKE  SHIPMENTS 


DAKE  MOTOR  CRABS 

SINGLE  AND  DOUBLE  DRUM 


Speed  up  your  contracting  jobs 
by  equipping  your  derricks  with 
these  machines.  No  delays.  The 
Dake  motors  used  on  these  mach- 
ines have  no  dead  centres.  They 
start,  stop,  and  reverse  instantly. 
Made  very  strong  and  substantial. 

Write  for  catalogue  and  prices. 


DAKE  ENGINE  CO.,  Grand  Haven,  Mich.,  U.S.A. 

Canadian  Agents 

MONTREAL-Mussens  Ltd.   TORONTO-A.  R.  WilliamsMach.  Co.,  Ltd. 
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Do  You  Want  Crushed  Stone  ? 

That  is  Clean,  Tough  Stone  of  a  Quality 
suitable  for  Macadam  Road  and  Concrete 

We  can  supply  you  in  any  size  or  quantity. 

Our  •ervice  i*  unexcelled  and  our  price*  right. 
Phone  or  write  lu  for  quotations  wlien  you  are  In  tlie  marlcet 

Officc-M  4515-M  4516      Re*idence-P  2278 

Crushed  Stone  Limited 

47  Yonge  St.  Arcade,  Toronte 

G.  W.  Essery,  Manager 


Sandy  Gravel  and  Crushed  Stone 


Lime 
Cement 
Plaster 
Hair 


Fire  Clay 
Fire  Brick 
Sewer  Pipe 
Weeping  Tile 


Building  Stone 

Our  prices  are  right  and  our  service  good. 

Britnell  &  Co.,  Limited 

C.P.R.  Crossing,  Yonge  St.,  North  Toronto 

Phones.  Office  North  ^ggj   Evenings,  North  2107 


Meet  All  Requirements 

"American"  Fire  Pumps  meet  all  requirements  of 
Underwriters'  Associations,  because  in  their  design, 
material  and  worlcmanship  high  quality  is  maintained, 
and  every  pump  is  carefully  tested  in  our  own'  lab- 
oratory before  it  is  permitted  to  leave  our  Works. 

When  so  ordered,  these  pumps  are  furnished  direct 
connected  by  flexible  shaft  coupling  to  high  speed 
enclosed  ventilated  motor,  so  designed  that  in  case 
of  hose  rupture  it  will  not  deluge  the  motor. 

Catalog  1352  describes  them. 
Write  for  your  copy. 

The  American  Well  Works 

General  Office  and  Works:  Aurora,  111. 
Chicago  Office:  First  National  Bank  Building 

Special  Canadian  Dealers 
R.  H.  Buchanan  &  Co.,  Montreal. 
Gorman,   Clancy   &   Crindley,   Ltd.,   Edmonton  and 
Calgary. 

B.  C.  Equipment  Co.,  Vancouver,  B.  C. 


WOODEN  PIPE 


Wire  wound  wood  stave  pipe,  2  in.  to  24  in.  diameter.  Con- 
tinuous  wood   stave   pipe,   any   diameter  required. 

CANADIAN  PIPE  CO.,  LIMITED 


Edabliihed  1904 


New  Factory  Everted  1910 


Equipped  with  the  most  up-to-date  machinery.  Every 
machine  driven  by  a  separate  electric  motor.  Satisfaction 
Gua  ranteed. 

Office  and  Factory— 550  Pacific  St.,  VANCOUVER,  B.C. 


For  Sale 

14B  Bucyrus  Shovel, 

Traction  Wheels,      yd.  dipper. 

Clam  Shell  Buckets,  "4,  H,  1,  yard. 
Orange  Peel,  1  yard  Hayward. 

One  1500-lb.  Pile  Driver,  Drop  Hammer,  with  Leaders. 
American  7  x  10,  double  drum  Hoist  with  Swinger. 
Mundy  6J4  x  12,  double  drum  Hoist  with  Swinger. 
New  6}4  X  8  Doty  double  drum  Hoist  with  Boiler. 
New  7  X  10  double  drum  Hoist  with  Boiler. 

7  X  10  D.  D.  Reversible  Skeleton  Hoist. 

8  X  12  3-Drum  Hoist,  with  swinger  and  boiler. 
Dake  Steam  Swinger,  8  H.P. 

5  ton  Stiff  Leg  IDerrick ;  5  ton  Guy  Derrick. 
A  Frame  Travelling  Derrick. 
Assorted  Hand  Power  Derricks. 

M    yd.   and   J4   yd.   Concrete  Mixers   with  Engine  and 

Boiler  on  Wheels, 
Vi  yd.  and  1  yd.  Smith  Mixers  on  Skids. 
2000  feet  of  Portable  Track,  24-in.  gauge. 
Six  1^  yd.  V-shaped  Steel  Cars,  Side  Dump,  24-in.  gauge. 
Ten  4  yd.  Western  Dump  Cars,  36-in.  gauge. 
1.5  ton  Porter  Standard  Gauge  Locomotive. 
Two  10  ton  Vulcan  Locomotives,  36-in.  gauge. 
Gyratory  Crushers,   Nos.  3,  4  and  5. 
Jaw  Crushers,  7  x  10  and  10  x  16,  Acme  Portable. 
No,  0  Thew  Steam  Shovel,  on  Railway  Wheels. 
35  H.P,,  40  H,P.,  and  60  H.P.  Locomotive  Boilers. 
Large  Assortment  Vertical  jBoilers,  5  H.P.  to  125  H.P. 
Two  Diaphragm  Pumps,  driven  by  Gasoline  Engines. 
Five  New  and  Used  Pulsometers,  various  sizes,_ 
Twenty  Tons  25  lb.  rail;  Seventy  tons  56  lb.  rail. 

Write  for  prices  and  further  particulars. 

The 

A.  R.Williams  Machinery  Co. 

Limited 

64-66  Front  St.  W.,  Toronto,  Ont. 


CRANES 


Heavy  Mill 
Crane 
Patented 


Made  in 
Canada 


Electric  and  Hand  Traveling  Cranes 
Electric  and  Air  Hoists 

NORTHERN    CRANE   WORKS,  LTD. 

WALKERVILLE,  ONT. 


[arch  6,  19i8 
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SWANSEA 

Salt  Glazed  and  Vitrified 

SEWER  PIPES 


True  to  Size 
Impervious  to  Water 

Sizes  manufactured  and  al- 
ways in  stock  4  in.  to  24  in. 


Ask  for  Price  List 
and  Discounts 


also 

Chimney  Tops 
Flue  Liningrs 
Wall  CopinfiT 
Culvert  Pipe 
Inverts 

Telephone  (Toronto  Connection) 
Parkdale  5000 


'he  Dominion  Sewer  Pipe  Co. 

(The  Independent  Co.)  Limited 

SWANSEA  (near  Toronto) 


Construct  Your 


SEWERS 


from 


Reinforced  Concrete  Pipe 


Manufactured  by 


Dominion  Concrete  Co. 


Limited 


KEMPTVILLE 


ONTARIO 


** Better  good  pipe  at  a  fair 
price  than  poor  pipe 
at  any  price. " 

N.  B.  The  adjolnlnsr  Illustration  shows  a  line  of  42-ln.  pip* 
In  a  trench  ready  for  filling;. 


To  Secure 
ECONOMY  and  DURABILITY 


The  Glue  Book 


WHAT  IT  CONTAINS 

Chapter  1 — Historical  Notes 
Chapter  2 — Manufacture  of  Glue 
Chapter  3 — Testing  and  Grading 
Chapter  4 — Methods  in  the  Glue  Room 
Chapter  5 — Glue  Room  Equipment 
Chapter  Q— Selection  of  Glue 


Contract  Record 

and  Engineering  Review 

347  Adelaide  St.  West,  Toronto 
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Current  Prices  of  Building  and  Engineering  Materials  [{ 


TORONTO  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement— delivered  in  S-barrel  lots,  $2.S5  per  bbl. ; 
with  bags,  $3.25;  car  lots,  $2.15  on  the  track, 
with  pkgs.,  $2.55. 

Lime— grey  60c,  white  70c  per  100  lbs.,  delivered 
in  not  less  than  1500  lb.  lots.  At  the  ware- 
house, grey  55c,  white  65c.  Hydrated  lime, 
$16.00  per  ton  delivered ;  $15.00  at  warehouse. 

Brick — No.  1  dry  pressed  red  brick,  $20;  buff, 
$20,  f.o.b.  the  job;  No.  2,  $18;  common  red 
stock  brick,  $16;  grey,  $16;  wire-cut  brick, 
for  foundation  work,  $12.50  on  the  cars,  de- 
livered $14;  "Tapestry"  brick,  imported,  $25 
to  $35;  local  Rug,  $20;  sand-lime  brick,  $10.25 
f.o.b.  car  at  King  Edward  Siding;  $9.00  f.o.b. 
car  or  wagon  at  plant.  Paving  brick,  local 
manufacturers  not  quoting  prices  at  present, 
imported  paving  squares,  delivered  at  job 
in  Toronto,  best  quality  $80,  second  quality 
$75,  third  quality  $70.  (These  prices  are 
merely  approximate,  as  no  sales  are  recorded). 
Sun-Tex  face  brick,  $20  to  $30  at  plant,  $24 
to  $34  delivered,  price  depending  on  color 
and  texture.  Denison  interlocking  hollow 
tile,  $80  per  M.  at  plant,  $97.50  delivered. 
Lots  over  100,000,  $75. 

Fire  brick— $65  to  f>85  per  M.,  according  to  qual- 
ity.    Fire  clay,  $15  per  ton.. 

■  CRUSHED  STONE,  SAND,  AND  GRAVEL 

Toronto  prices,  F.O.B.  Car: 
Crushed  stone— 2  in.,  $1.50;  1  in.,  $1.70;  %  in., 

$1.70;  rubble  stone,  in  car  lots,  $1.40  per  ton, 

f.o.b.  car." 

Sand — for  cement  or  brick  work,  $1.10  per  ton, 

f.o.b.  Toronto. 
Gravel — Pit  run,  $1.40  per  ton,  f.o.b.  Toronto; 

screened,  $1.50  per  ton,  f.o.b.  Toronto. 

LUMBER  (BUILDING  MATERIAL) 
Toronto  retail  prices,  delivered. 

Hemlock— 2  x  4  in.  to  2  x  10  in.,  12  and  14  ft. 
long,  $39;  10  and  16  ft.,  $40;  2  x  12  in.,  12 
and  14  ft.,  $40;  10  and  16  ft.,  $41 ;  1  x  4  in. 
and  1  X  5  in.,  T.  and  G.,  $42 ;  1  x  6  in.,  T. 
and  G.,  $43;  No.  2,  $5  less  than  No.  1.  Siz- 
ing', $1  per  M.  extra. 

Pine— Box,  1  x  4  in.  and  1x5  in.,  $45;  1x6 
in.,  $48;  1  x  8,  $50;  1  x  10,  $55 ;  1  x  12,  $55; 
Shelving,  1  x  4  in.  and  5  in.,  $56;  1x6,  $60; 
1x8,  $65;  1  X  10,  $70;  1  x  12,  $75;  2  x  4 
in.,  10  to  16  ft.  long,  common,  $46;  2x6, 
.$48 ;  2  X  8,  $50 ;  2  X  10,  $52 ;  2  x  12,  $54.  No. 
1  flooring,  $58;  No.  1  V  or  beaded  sheeting, 
$60.  Pipe  trim,  4  in.  casing,  $2.75  per  100 
ft.;  5  in.  ditto,  $3.25;  8  in.  pine  base,  $4.75; 
4  in.  pine  window  stool,  $4.00. 

Spruce — 10  to  16  ft.  long,  rough,  1  x  4  in.  and 
2x4  in.,  $46;  1  X  6  and  2  X  6,  $48;  1  X  8 
and  2  X  8,  $50;  1  X  10  and  2  x  10,  $52;  1  x 
12  and  2  x  12,  $54. 

Dimension  Timber  (B.C.  fir)— 10  x  10,  10  x  12, 
10  X  14.  10  X  16,  12  x  12,  12  x  14,  12  x  16,  14 
X  16,  16  X  10,  $65 ;  12  x  18,  12  x  20,  14  x  18, 
14  X  20,  16  X  18,  16  X  20,  18  x  18,  IS  x  20, 
$70.  These  prices  apply  to  lengths  up  to  32 
ft.;  32  to  35  ft.,  $3  per  M.  extra;  36  to  40 
ft.,  $5  per  M.  extra. 

Shingles— XXX  B.C.,  $5.50;  XX  B.C.,  $4.50;  N. 
B.  extras,  $6.00;  N.  B.  clears,  $5.75;  No.  1 
pine  lath,  $7.00;  No.  2  pine  lath,  $6.50;  No.  1 
spruce  lath,  $5.75. 

STEEL  AND  IRON 
Steel  and  Iron  Bars— $5.00  to  $7.00  base;  twist 

ed  and  deformed,  $5.60. 
Shapes  — Over  .35  lbs.  per  yard,  $4.80  per  100  lbs.; 

under  35  lbs.  per  yard,  $5.00  per  100  lbs. 


Plates — 0  ins.  and  over  and  under  30  ins.,  $7.50  per 
100  lbs.  ;  30  ins.  and  over,  $8.50.  Tank 
and  boiler  plates — J4  in.  and  over  and  under 
36  ins.,  $10.00;  36  ins.  and  over,  $6.70. 
Gauge  plates— No.  10,  $11.50;  No.  12,  $8.60; 
No.  14,  $8.65  per  100  lbs.  Black  American 
Bessemer  Plates— 28  gauge,  $8.40  per  100  lbs. 

Flats— 6  ins.  wide  and  under,  $6.00  per  100  lbs. 

Rivets — Button  and  cone  head — base   for  H 
and  up,  $8.50. 

Extras — 1/lOc  per  lb.  extra  for  cutting  to  length, 
for  plate  less  than  l4  thick,  for  angles 
less  than  5  in.  combined  legs  and  beams  and 
channels  under  6  ins.,  for  18,  20,  and  24  in. 
beams;  1/lOc  to  J4c  per  lb.  extra  for  all 
Bethlehem  sections. 

Galvanized  iron — 28  gauge,  $8.75. 

Cast-iron  pipe — Standard  prices,  carload  lots, 
f.o.b.  Toronto:  4-in.  $78  to  $79  per  net  ton; 
6-in.  and  up  $75  to  $76.  Lower  price  for 
Class  B.  Higher  price  for  Class  A  and  gas 
pipe.     Less  than  car  lots,  $2  extra. 

SEWER  PIPE 
Sewer  pipe — Toronto  prices  (wholesale),  with  dis- 
counts as  below,  f.o.b.  factory — 4  in.,  30c  per 
ft.:  6  in.,  45c;  8  in.,  70c;  9  in.,  90c;  10  in., 
$1.05;  12  in.,  $1.35;  15  in.,  $1.80;  18  in., 
$2.50;  20  in.,  $3;  22  in.,  $4;  24  in.,  $4.50. 
Discounts — 4  in.  to  24  in.  standard,  65  per 
cent. ;  15  in.  to  24  in.  double  strength,  62 
per  cent. 

Tile  w^all  coping — 8  or  9  in.  wall,  50c  per  ft. ;  12 
in.  or  13  in.  wall,  75c  per  ft. ;  18  in.  wall, 
$1.50  per  ft.;  carried  in  6,  12,  18,  and  24  in. 
lengths.    Discount  65  per  cent. 

PAINTS  AND  OILS 
White  lead — ground  in  oil,   less  than  ton  lots, 
$16.05  per  100  lbs.;  ton  lots,  $15.70  per  100 
lbs. 

Boiled4 linseed  oil — in  bbls.,  $1.58  per  gal.  of  9  lbs. 

Raw  linseed  oil — in  bbls.,  $1.55  per  gal.;  red  lead, 
dry,  $19  per  100  lbs. ;  putty  in  bulk,  $6.05  per 
100  lbs.  ;  in  100-lb.  drums,  $6.90,  putty  in 
25-Ib.  tins,  $6.90  per  lOO  lbs. ;  steel  sash 
putty  in  25-lb.  tins,  $7.15  per  100  lbs. ;  tur- 
pentine, in  bbls.,  73c  per  Imp.  gal.,  based 
on   southern  gauge. 


MONTREAL  PRICES 

CEMENT,  LIME,  AND  BRICK 
Cement — $3.00    steam    car    load    lots,  including 

sacks,  less  5  per  cent,  for  cash. 
Lime— Hydrated,  $18  per  ton;  lump,  $12. 
Brick — No.  1  pressed,  $18;  No.  2  pressed,  $15; 

Manganese  rustic,  $20;  bufT  rustic,  $20;  red 

rustic.  No.  1,  $15;  red  rustic.  No.  2,  $13; 

buff  (smooth),  $21;  bufT  (rough),  $20;  plastic 

$12.25. 

Concrete  Brick— grey  $22.  red  $22,  buflf  $23,  white 
.'S45,  plain  pressed  $12  per  thousand,  all  f.o.b. 
Works,  Mascouche,  P.Q. 

CONCRETE  SEWER  PIPE 
Straitrht  pipes   (per  foot)  :   not  reinforced,  R-in. 
26c  ;  9-in..  30c ;  10-in.  34c  ;  12-in.  40c ;  15-in. 
60c:  18-in.  74c.     Reinforced,  18-in.  90c;  21- 
.    in.  .$1;  24-in.  $1.20;  30-in.  $1.60;  36-in.  $2.40; 
42-in.  .$3;  48-in.  $4.20. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in..  $1.40;  -K-in.  $1.65;  5i-in. 

$1.75  per  ton,  delivered. 
Sand — $1  per  ton,  car  load,  on  cars. 
Gravel — $1.20  per  ton  f.o.b.  cars. 

STEET-  AND  IRON 

Steel  angles — 3  in.  x  3  in.  and  up,  $5.75;  1  in. 
X  1  in.  x  5^  in.,  25c  extra;  J4  in.  x  in. 
x  in.  HO  cents  extra.  Boiler  plates — %  in. 
tliick  and  thicker.  $10.00.  Circular  plates — 
Flanee  quality.  36  in.  dimension  and  over, 
$12.50;  under  .36  in.  diameter,  $13  00.  Beams 
and  channels — Tinder  .35  lbs.,  per  yd.,  $.5.75; 
.35  lbs.  per  yd.  and  over,  $5..50;  f.o.b.  Mont- 
real, net  cash,  nominal.  CorruRated  iron — 26 
gauge,  .$9.00;  2S  gauge,  $8.25  per  100  sq.  feet, 


subject  to  change  without  notice.  Copper 
bearing  sheets  —  Keystone  black,  28  U.  S 
gauge,  $6.50  per  100  lbs.  nominal. 

SEWER  PIPE 

Straight  pipe  (per  foot) — 4  in.,  30c;  6  in.,  45c-  8 
in.,  70c;  9  in.,  85c;  10  in.,  $1.05;  12  in  ,  $135- 
15  in.,  $1.80;  18  in.,  $2.50;  20  in.,  $3;  22'in' 
$4;  24  in.,  $4.50;  27  in.,  $6.50;  30  in.,  $7.20" 
Channel  pipe  (4  in.  to  30  in.)  24c,  36c,  56c 
72c,  84c,  $1.08,  $1.44,  $2.00,  $2.40,  $3  20' 
$3.60,  $5.20,  $5.75.  One-eighth  bends  (4  in' 
to  30  in.),  $1.20,  $1.80,  $2.80,  .$3.60,  $4  20 
$5.40,  $7.20.  $10,  $12,  $16,  $18,  $26,  $28' 
14,  $1.20,  $1.80,  $3.15,  $4.05,  $4.75,  $6.1o' 
$14.40,  $20,  $24,  $32,  $36,  $52,  $57.60.  Double 
collar,  90c,  $1.35,  $2.10,  $2.55,  $3.15,  $4.06. 
$5.40 ;  slant  1  foot  long  side  (4  in.  to  15 
in.),  90c,  $1.35,  $2.10,  $2.55,  $3.15,  $4.05, 
$5.40.  Single  branch  (6  in.  to  9  in.),  3  ft 
$2.25,  $3.50,  $4.25;  2  and  2i^  ft.  (4  in  to  30 
in.),  $1.35,  $1.80,  $3.15,  $3.85,  $4.75.  $0.10 
$8.10,  $11.25,  $13.50,  $18,  $20,25.  $32.50,  $.% 
Single  squares  (4  in.  to  30  in.)  ditto.  Double 
branch  and  double  square  and  Y  pipe  (4  in  tr, 
.30  in.),  $1.80,  $2.70,  $4.90,  $6.30,  $7.35.  $10.80 
$14.40,  $20,  $24,  $32,  $36,  $45.50,  $50.40. 
Svphon,  cesspool,  and  buchan  trap  (4  in.  tc 
15  in.),  $3,  $4,  $7,  $9,  $10.50,  $18.  Double 
syphon,  running  trap,  and  hand  hole  trap  M 
in.  to  12  in.),  $3,  $4,  $7,  $9,  $1050,  $TS 
These  prices  are  subject  to  a  discount  of  5< 
per  cent,  for  less  than  car  load  lots  delivered 
and  a  discount  of  from  61  to  66  per  cent,  foi 
car  load  lots  f.o.b.  Montreal. 

SUNDRIES 

Hard  wall  plaster — $16  per  ton.  Plaster  of  Paiir 
$3.05  per  bbl.,  both  less  5  per  cent,  for  cash 
Rope — Best  Manilla,  39c  basis  per  pound 
British  Manilla,  33c  basis;  sisal  rope,  27!^( 
basis;  lath  yarn,  2754c.  Boiled  linseed  oil- 
in  barrels,  $1.59!^  per  gal.  of  9  lbs.  Raw  lin 
seed  oil — in  barrels,  $1.57  per  gal. 


WINNIPEG  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — Portland,  $4.00  per  bbl.;  mortar  ce 
ment,  C4c  per  70-lb.  bag,  in  ton  lots;  Keenes 
$6.45  to  $13.55  per  bbl.,  depending  on  qua! 
ity.     (All  prices  include  bags). 

Lime — White  or  grey,  in  bulk,  45c  per  bushel  I 
per  barrel,  $2.10  to  $2.40. 

Hydrated  Lime — In  paper  bags,  $16.35  per  ton  j 
in  cotton  bags,  $19.55. 

Brick — No.  1  dry  pressed,  red  and  buff,  $35 
common  red  stock,  $25;  common  grey  stocl- 
$12;  No.  1  enamelled  brick,  all  colors,  fror 
$100;  sand  lime,  $12;  firebricks,  $70  to  $9( 

CRUSHED  STONE,  SAND,  AND  GRAVEL 
(Including  delivery) 

Crushed  stone — -l^-in.  to  2-in.,  $2,60  per  yarn 

H-in.  to  1-in.,  $2.85;  stone  dust,  $2,6B;  ni! 

ble  stone,  $14,20  per  cord. 
Sand,  gravel  and  torpedo  sand — $2,10  per  yard,  j 
Crushed  granite — I'A  and  2-in,,  $2.65;  H-in.  an, 

1-in.,  $2.90;  M-in.  and  dust,  $3.20. 
Gravel — Per  yard,  delivered,  $1.85. 
Crushed  Granite — V/i  and  2-in.,  $2.65;  l4-in.  an 

1-in.,  $2.90;  54 -in.  and  dust,  $3.20. 

LUMBER  (BUILDING  MATERIAL) 
(Including  delivery) 
(15  per  cent,  discount  for  cash) 
Flooring— No.  2  red  pine,  4  in.,  $43;  6  in.,  |4( 
No.  3  red  pine,  4  in.,  $38;  6  in.,  $40;  No. 
red  and  white  pine  or  spruce,  4  in.,  $2S; 
in.,  $.32;  No.  1  and  2  fir,  edge  grain,  8  ir 
.$60;  4  in.  and  6  in.,  $55;  No.  3  fir,  edge  ar 
flat  grain,  4  and  6  in.,  $45;  No.  4  fir  sliir 
lap  grade,  4  and  6  in..  $32;  common  2  x 
pine,  spruce  or  fir,  4  and  6  in.,  $33;  No.  i 
white  pine,  4  and  6  in.,  $55;  No.  3,  $45;  Nl 
2  red  pine,  4  and  6  in.,  $46;  No.  3,  $40;  N 
4,  $32;  No.  5,  $24. 

Dimension  timber  (No.  1  pine,  spruce,  tamara 
fir  or  cedar)— 8  x  .8,  8  x  10.  10  x  10.  10  j! 
12,  12  X  12,  .$.38;  10  X  14.  14  x  14.  14  X  1 
6  X  10.  6  X  12,  8  X  12,  $.39;  10  x  16,  12  x  1 
16  X  16,  14  X  18,  16  X  IS,  18  x  18.  20  x  2 
.$40;  6  X  14.  S  X  14.  12  x  18,  IS  x  20,  $42; 
x  16,  6  X  18,  6  X  20.  S  x  16,  8  x  18,  8  x  2j 
10  X  18,  10  X  20,  12  X  20,  14  x  20,  16  x  2 
$43. 

(Continued  on  page  !62) 
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RAILS 


BILLETS 


Concrete  Reinforcement  Bars 

Plain  Round,  Square  and  Cold  Twisted  Squares 

DOMINION  IRON  &  STEEL  COMPANY 

LIMITED 

BAR  STEEL 


Warehouse  Stocks  t 

SYDNEY,  N.  S. 
MONTREAL.  QUE. 
TORONTO.  ONT. 
FT.  WILLIAM,  ONT. 


Sales  Offices  t 

SYDNEY.  N.  S. 

MONTREAL 
112  St.  James  St. 

TORONTO 
18  Wellington  St..  E. 


Mills  and  General 
Offices : 

SYDNEY,  N.  S. 


WIRE  NAILS        WIRE  PRODUCTS 


niii 


Saves  Man  Power 

Install  a  G  &G  Telescopic  Hoist 

for  the  Removal  of  Ashes 


wJ/hAuiomafic  Gear  Shifting  Drake 
Device  and  Silencer 


MADE  IN  CANADA 


G  &  G  Hoists  convert  a  hard,  mussy,  noisy 
task  into  an  easy,  clean  and  noiseless  operation. 

^  They  save  man  power  and  reduce  operating  costs. 

^  One  man  unaided  can  operate  a  G  &  G  Hoist  efficient- 
ly— removing  filled  can  from  cellar  to  sidewalk  or 
wagon  bed  faster  than  several  men  working  with 
makeshift  methods. 

^  Model  A,  illustrated,  will  raise  a  maximum  load  of 
500  pounds  at  a  guaranteed  speed  of  30  feet  per 
minute. 

^  Five  models  are  manufactured  to  meet  various  re- 
quirements. 

Install  a  G  &  G  on  your  next  job! 

Send  to  Nearest  Agent  for  bulletin  describing  all  models 


GILLIS  &  GEOGHEGAN,  Sherbrooke,  Quebec 


m 


I 

s 
m 
m 


m 
m 


B.  &  S.  H.  THOMPSON  CO., 
LTD.,   Montreal   and  Toronto, 
Agents  for  Quebec  and  Ontario 


WM.  N.  O'NEIL  CO.,  LTD., 

VANCOUVER, 
Agents    for    British  Columbia 

lllllllll!lllllllllllllllll!lllllllllllllll|IIIIUIIIIIIIIIIIIIII 


R.  C.  GRANT, 
NEW  GLASGOW, 
Agent  for  the  Maritime  Provinces 

111 


W.  T.  GROSE, 
Agent  for  Manitoba,  Saskatchewan. 
Alberta,  Winnipeg 
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CURRENT  PRICES  OF  BUILDING  AND  ENGINEERING  MATERIALS— continued 


(Continued  from  page  60) 
Pine — l  in.  common,  6  to  10  in.,  $105;  12  in., 
$110;  pine  trim  4-in.  casing,  $3.70  per  100 
ft.;  5]4-in.  ditto,  $4.40;  8-in.  pine  base,  $6; 
10-in.,  $7;  4-in.  pine  window  stool,  $7.50. 
Shingles— No.  1  B.  C.  cedar,  $4;  No.  2,  $3.50; 
No.  1  B.  C.  cedar  dimension,  $5.50;  hand- 
sawn,  $7. 

STEEL  AND  IRON 

Steel — Round  bars,  $5.25  per  100  lbs. ;  square 
twisted,  $5.25  per  100  lbs. ;  channels  and 
angles,  $5.50;  beams,  $5.25;  plates,  $8.25  per 
100  lbs. 

Cast  Iron  Pipes — Standard  price,  car  load  lots, 
f.o.b.  Winnipeg,  $38  per  ton. 

SEWER  PIPE 

Sewer  Pipe — Wholesale  price  f.o.b.  Winnipeg,  per 
ft.,  3  in.,  9  cents;  4  in.,  11  cents;  5  in.,  16 
cents;  6  in.,  18^4  cents;  8  in.,  30  cents;  9  in., 
35  cents;  10  in.,  40  cents;  12  in.,  50  cents; 
15  in.,  75  cents;  18  in.,  $1.00;  20  in.,  $1.50; 
24  in.,  $2.00. 


VANCOUVER  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — Grey  Portland,  $2.65  per  bbl.  f.o.b.  ware- 
house, sacks  extra ;  Keens  cement,  $9.00  per 
bbl.,  sacks  extra;  fine  white,  $8.00  per  bbl.  of 
300  lbs.;  superfine,  white,  $9.50  per  bbl.; 
white  Portland  cement,  $2.65  per  bbl.  of  250 
lbs.,   sacks  10c   extra,  f.o.b.  Vancouver. 

Lime — $1.70  per  bbl.  f.o.b.  warehouse  or  delivered. 

Brick— Common  red  brick,  $14.50  to  $16.00  f.o.b. 
warehouse ;  $12.50  and  up  in  car  lots  f.o.b. 
Vancouver;  pressed  red  brick,  f.o.b.  wharf 
Vancouver ;  pressed  buff  brick,  $40  at  ware- 
house; $33  in  car  lots;  tapestry  brick,  $45  at 
warehouse ;  impervious  brick,  $45  f.o.b.  build- 
ings ;  fire  brick,  $40  in  car  lots,  $45  in  ware- 
house ;  fire  clay,  $12.50  per  ton  in  car  lots. 


SAND  AND  GRAVEL 

Sand — Brick  and  plaster  sand  $2.50  per  cu.  yd. 
f.o.b.  bunkers. 


SUNDRIES 
(Including  delivery) 
Hard  Wall  Plaster^$19  to  $22.50  per  ton ; 


Gravel- 


1.50  per  yard  delivered. 


Plaster 
.40  per 


LUMBER    (BUILDING  MATERIAL) 


of  Paris,  $20.50  per  ton;  in  barrel 
bbl.  of  320  lbs. 
Plasterers'  Hair— $3.30  per  bale;  90c  per  bushel. 

PAINTS  AND  OILS 

Mortar  Color — Red,  $4.50  per  100  lbs. ;  black  or 
buff,  $5.50;  chocolate,  $6.50. 

Paints  and  Oils — White  lead,  ground  in  oil,  $11,50 
per  100  lbs. ;  boiled  linseed  oil,  in  bbls.,  98 
cents  per  gal.;  raw  linseed  oil,  in  bbls.,  95 
cents  per  gal. ;  dry  red  lead,  $10.00  per  100 
lbs. ;  putty  in  bulk,  $3.25  per  bbl. ;  putty  in 
25-lb.  tins,  $3.75;  turpentine,  in  bbls.,  80 
cents  per  gal.  Mixed  paint,  ordinary  colors, 
per  gal.,  $3.10. 


Vancouver  prices,  f.o.b.  mills: 
Dimension  timber — Douglas  fir — 8  x  8,  10 
10  X  12,  10  X  14,  12  x  12,  12  x  14,  14 


X  10, 
X  14, 
X  12, 
X  14, 
X  16, 
X  20, 


14  X  16,  $18;  6  X  10,  6  x  12,  8  x  10,  _ 
10  x  16,  12  X  16,  16  X  16,  $18.50;  6 
8  X  14,  12  X  18,  18  X  20,  $19 ;  6  x  16,  8 
10  X  IS,  18  x  20.  14  x  20,  16  x  18,  16 

15  X  IS,  20  X  20,  $19.50. 
Fir  flooring — 1  x  3  edge  grain,  $28 ;  1  x  4  edge 

grain,  $.31;  1  x  4  flat  grain,  $24;  No.  1  and 
2,  1-inch  clear  fir  rough,  $33;  No.  1  and  2, 
I'A  and  iy2  inch  clear  fir  rough,  $39;  No.  1 
and  2.  2  inch  clear  fir  rough  $35;  hemlock 
lath,  $1.15;  pine  lath,  $2.35  to  $2.65;  XX 
B.  C.  cedar  shingles,  $2.15;  XXX,  $3.25; 
XXXXX,  $3.60. 


STEEL  AND  IRON 

Vancouver  prices  f.o.b.  warehouse: 
Steel — (round  and  square  bars)  $4.50  base;  twist 

and  and  deformed,  $4.50  base ;  structural  sec 

tions,  $6.00  to  $7.00. 
Galvanized  iron — 28  gauge,  $12.85  per  lOO  lbs. 
Corrugated  iron — 26  gauge,  6,  7  and  8  ft.  sheeti 

$10.90;  5,  9  and  10  ft.  sheets,  $11.05  per  s(|j 

Black  steel  sheets,  24  gauge,  $10.35  per  10 

lbs. 

Steel  angles— $6.00  to  $7.00  per  100  lbs.,  depend 
ing  on  size,  quantity  and  specifications. 

Steel  channels,  beams— $6.00  to  $7.00  per  100  lbs. 
depending  on  size,  quantity  and  specification! 

Steel  plates— $12.00  to  $15.00 

SEWER  PIPE 

Sewer  pipe — Vancouver  prices  f.o.b.  warehouse 
4-in.,  1314c  per  ft.;  6-in.,  23c  per  ft.;  8-in.,  M 
ft.;  10-in.,  45c  ft.;  12-in.,  55c  ft.;  15-iW 
$1.10  ft.;  18-in.,  $1.30  ft.;  20-in.,  $1.55  ft. 
24-in.,  $2.30  ft.   (all  net  prices).  ' 

SUNDRIES 

Hard  wall  plaster — $16.50  in  car  lots  f.o.b.  Van 

couver,  bags  extra. 
Hydrated  lime — $16.00  in  car  lots. 
Alca  lime — $16  per  ton. 

Plaster  of  Paris — Hammer  brand,  $4.50  per  bbl 
Finishing  Plaster — $19  per  ton,  sacks  extra. 
Welsh  slate— $11.50  to  $12.00  per  square,  f.o.b 

Vancouver. 

Rope,  Manilla,  Yg  in.,  39c  base;  !4  in.,  39j4c 
ii  in.,  40c;  H  in.,  40^0 ;  2nd  grade,  3Z}i' 
base;  sisal  rope,  28>2C  base. 

PAINTS  AND  OILS 

Boiled  linseed  oil — In  bbls.,  $1.67  per  gal.  of  ! 

lbs. 

Mixed  Paint— Per  gal.,  $3.30  to  $3.60. 

Raw  linseed  oil — In  bbls.,  $1.65  per  gal.;  rec 
lead,  dry,  $21.25  per  100  lbs. ;  in  oil,  24c 
putty  in  bulk.  Standard,  $5.00;  Pure,  $6.50 
Turpentine,   in  bbls.,  95c  to  $1.00, 

White  Lead— Ground  in  oil,  $16.30  per  100  lbs. 


and  ST.JJoHKS.IQ. 


Town  and  City  Sewers 

ALL  SIZES  OF  PIPES  and  CONNECTIONS  from  4  inch  to  30  inch  always  IN  STOCK 

In  our  salt  glazed  vitrified  sewer  pipe  we  offer  the  highest  type  of  sewer  material.  Pipe 
of  our  manufacture  have  been  used  in  practically  every  city  in  Canada.  Highly  glazed  and  per- 
fectly vitrified. 

If  you  are  contemplating  sewer  construction  we  can  quote  you  some  attractive  prices.  We 
also  make  all  classes  of  fire  clay  goods. 
Prompt  shipment  on  all  orders. 

Ground  Fire  Clay,  in  Bulk  or  Bagged. 
"Amco"  Segment  Sewers— From  30'  to  108"  diameter 
Send  for  Illustrated  Book  on  "Building  Segment  Sewers" 

Standard  Clay  Products  Limited 

THREE  SEWER   PIPE   FACTORIES  :  St.  JohuS,  P.  Q.,  aud  NcW  GUsgOW,  N.  S. 

ALSO   FIRE  CLAY   FACTORY   AT  ST.   JOHNS,    P.  Q. 
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BERMICO 

KYANIZED 

CROSS  -  ARMS 
POLES  AND  TIES 


are 


PROTECTED 

FROM  DECAY 

Manufactured  In  Our 
Own  Plant  From  Care- 
fully   Selected  Stock 

Write  for  Samples 
and  Particulars 

BROWN  COMPANY 

FOUNDED  1852 
Formerly  Berlin  Mills  Co.— Burgess  Sulphite  Fibre  Co. 

PORTLAND       -       -      -  MAINE 


Are  Your  Windows  Safe? 

I'f  not,  the  doors  might  as  well  be  left  unlocked. 
'Guarded  windows  prevent  cranks,  firebugs  and 
jthieves  getting  in,  stop  goods  getting  out  via  the 
i window  route. 


DENNIS 


WINDOW 
GUARDS 


are  made  in  all  styles  and  sizes  to  suit  every  require- 
ment. They  are  inexpensive  necessities  that  provide  the 
[Cheapest  form  of  security — prevention.  Write  for  illus- 
trated literature. 

I         The  Dennis  Wire  and  Iron 
I  Works  Co.  Limited 

London 

C  A  rsj  AO  A 


1^  A  f  f  C!  and  Relaying 

A\ur\A  J^O  Switches,  Turntables,  Etc. 


Carried  in  Stock 


Locomotives  and  Cars 
Jno.  J.  Gartshore,  Toronto 


Water  Supply 

from 

Deep  Wells 

is  obtained  at  a  mini- 
mum cost  by  use  of  our 
deep  well  pumps. 


Write  for 
Bulle  tin  26 
exp  laining 
the  use  oi 
Coo  k's 
Pate  nt 
Brass  Tube 
We  II 
Strai  ner 


A.  D.  COOK 

Lawrenceburg  Indiana,  U.  S.  A. 

Manufacturer  of  a  Complete  line  of  DEEP  WELL 
SUPPLIES  including  Steam,  Belt  and  Motor  Driven 
DEEP  WELL  PUMPS,  Wind-mill  and  Hand  Pumps, 
Working  Barrels  and  Valves,  Pump  Rods  and  Pump 
Rod  Joints.  Drill  Rods  and  Drill  Rod  Joints,  Drilling 
and  Well  Tools. 

Catalogue  Mailed  Upon  Request  ' 


VANCOUVER  WOOD  PIPE 

8r  TANK  CO.,  LTD. 


Contractors  for  Waterworks  Construction, 
Manufacturers  ot  Wire- Wound  Wood  Pipe,  Continuous  Stave 

Pipe,  Tanks,  Silos,  Steam  Casing. 
ee  our  new  patented  Wood  Pipe  Coupling— Potitively  LEAK  PROOF. 
We  ara  the  originators  of  the  BORED  OUT  Wood  Sleeve  Coupling 
Write  for  Illustrated  Catalogrue. 

850  Hastings  St.  W.      VANCOUVER,  B.C. 


64 


THE   CONTRACT  RECORD 


Mnrch  0,  Iflis 


Civil 

Electrical 
Mechanical 


Directory  of  Engineers 


Contractors 

Special 

Interests 


Chipman  &  Power 

Civil  Engrineers 

TORONTO  WINNIPEG 

Willis  Chipman.      Geo.  H.  Power. 


Anglins  Limited 

Contracting  Engineers 

65  Victoria  St.  MONTREAL 


H.  J.  Griswold, 

Montreal. 


B.  W.  Seton, 

Toronto. 


DOMINION  ENGINEERING 
&  INSPECTION  CO. 

Inspecting  and  Testing  Engineer! 
Head  Office  and  Laboratories, 
820  Lagauchetiere  St.  West,  Montreal. 

BRANCH  OFFICES: 
24  Adelaide  Street  East,  Toronto. 
806  Union  Trust  Building,  Winnipeg 
CEMENT  TESTING  AND  REIN- 
FORCED CONCRETE  INSPECTION 
MILL,  SHOP  AND  FIELD  INSPEC- 
TION OF  STEEL  STRUCTURES 
AND  BRIDGES 
TESTS  AND  INSPECTION  OF  IRON 

AND  STEEL  PIPE,  ETC. 
LOCOMOTIVES,  CARS,  NEW  AND 

SECOND-HAND  EQUIPMENT 
Represented  at  New  York,  Pittibunjh  and 
Chicago;  Glasgow  and  London,  Eng. 


Canadian  Inspection  & 
Testing  Laboratories 

Limited 

Inspecting  Engineers 
and  Chemists 

Mill,  shop  and  field  inspec- 
tion of  bridges  and  struc- 
tural work;  test  of  materi- 
als; mill  inspection  of  rails 
and  track  supplies;  found- 
ry inspection  of  steel  and 
iron  castings  of  all  classes; 
expert  examinations  and 
reports.  Representatives 
at  all  important  Canadian. 
American  and  European 
Works. 


MONTREAL 


Head  Office 
and  Main  Laboratories : 

Branch    Offices    and    Laboratories — 
TORONTO.  WINNIPEG.  EDMONTON, 
VANCOUVER  and   NEW  QLA8QOW 


R.  S.  &  W.  S.  LEA 

Consulting  Engineer* 

Water  Supply  ;  Sewerage  and  Drainage  ;  Water 

Purification;  Disposal  of  Sewage  and  Refuse ; 

Water  Power  Developments  and  Power  Plants. 
Reports,  Designs,  Supervision  of  Construction 
New  Birks  Bldg.  Telephone 

MONTREAL.  P.Q.  Uptown  783 


FRANK  BARBER 

Bridge  and  Structural  Engineer 

Steel  and  Reinforced  Concrete  Bridges  and 
Buildings,    Foundations,    Municipal  Work 

40  JARVIS  STREET,  TORONTO 


Robert  W.  Hunt 
Thos.  C.  Irving,  Jr. 


Charles  Warnock, 
Jai.  W.  Moilat, 


Robert  W.  Hunt  &  Co. 

Limited 

Consulting  and  Inspecting  Engineers, 
Chemists  and  Metallurgists 

Expert  inspection  and  tests  of  all  structural 
materials  and  meclianlcal  equipment 

Inspectors  at  all  important  industrial  centres. 

Reports  on  Properties  and  Processes 

Head  Office  and  Laboratories : 
McGill  Building,  Montreal 
Branches : 

Toronto         Vancouver         London,  England 


THOMSON  BROS. 

CONTRACTORS 

Established  1884. 
Masonry    and    all    kinds    of  Reinforced 
Concrete  Construction  Work  carried  out. 

Main  2453     413  Ryrie  Bldfc,  Toronto, 
Park.  538.  Park.  3302  Niehts,  Sundays,  and 
Holidays. 


Crushed 
Stone 

BRICK 


T 

TamcO 

c 
o 


Cut 

Stone 
SAND 


T.  A.  Morrison  &  Co.,  ^"'^I^AkeaI'- 


Reid  &  Brown  Structural  Steel 
&  Iron  Works,  Limited 

We  carry  a  large  stock 

Steel  Beams,  Channels,  A  ngles. 
Plates,  Columns,  etc. 

FOR  IMMEDIATE  SHIPMENT 
Officeand  Worka-63  Esplanade  E,  TORONTO 
Phones— Main  904  and  90S 


R.  O. 
WYNNE  -  ROBERTS 
Consulting  Engineer 

40  JARVIS  STREET 

TORONTO  1 

Water  Supply,  Sewerage,  Sewage  Dis- 
posal, Civic  and  General  Engineering, 
Arbitrations,  Investigations,  Valuations, 
Reports,  etc. 


Sash  . 
Operating  Machinery 

of  all  kinds 

KING  CONSTRUCTION  CO. 

40  Dovercourt  Rd.,  TORONTO 


Milton   Hersey  Co.,  Ltd. 

Engineers,  Chemists,  Inspectors 

PAVING 

designed,  superintended,  inspected. 
Montreal  Winnipes  New  York 


DARLiKG  BROTHERS  LIMITED 

ENGINEERS  &  MANUFACTURERS 

MONTREAL,  CANADA 

Branches:  Agents: 

Toronto,  Winnipeg       Halifax.  Calgary,  Vancouver 

PUMPS  FOR  JNY  SERVICE    .  9TEAM  APPLIANCES  OF EVERV  KIND 
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CANADIAN 
CHICAGO  BRIDGE  &  IRON 


CO. 


Limited 
BRIDGEBURG.  ONTARIO 

Our  Specialty  Is  the  Design,  Manufacture 
and  Erection  of  Elevated  Steel  Tanks 
for  Municipal,  Railroadand  Factory  Service. 
We  also  design,  manufacture  and  construct 
Oil  Tanks,  Coaling  Stations,  Bridges,  Turn- 
tables, Building  and  Structural  Material. 

"  Write  our  nearest  Sales  Office  for  prices,  plans 
and  specifications.  Our  catalogue  No.  15  gladly 
mailed  to  you  upon  request." 

Sales  Offices  :— 
Bridgeburs,  Ontario.  130  Janet  Street 

Chicago,  Illinois,   1305  West  105th  Street 
New  York,  N.  Y.,  30  Church  Street 


for  C.P.R. Montreal   Chicago,  111. 


Shops:— BridseburK,  Ont. 

Greenville,  Pa. 


rhe  Maritime  Bridge 

Company,  Umited 

Manufacturers  and  Erectors  of 

keel  Railway  and  Highway  Bridges, 
buildings,  Girders,  Trusses,  Towers, 
Turntables,  Tanks,  Smoke  Stacks, 
liveted  Pipe,  and  Structural  Steel  and 
^late  Work  of  all  descriptions. 

Ve  have  the  only  complete  stock  of 
iteel  Shapes,  Plates  and  Bars  in  the 
Maritime  Provinces. 


Office  and  Plant: 

^ew  Glasgow,  Nova  Scotia 


"Galvaducf'  and  ''Loricated' 

Conduits 


for  Interior  Construction 


Qnd 


uits  Company,  Limited 

Sole  Manufacturers  under  Canadian  and  U.  S.  Letters  Patent 

Toronto      -  Canada 


Copper,  Brass,  Bronzt 
Copper  and  Brass  Tubes,  Rods 
Copper  Clad  Steel  Wire 
Magnet  and  Weatherproof  Wire 
Rubber  Insulated  Wire 
Armored  Cables  of  all  kinds 
Lead  Covered  Cables  of  all  kinds 
Cable  Terminals,  Junction  Boxes 

Manufactured  by 

Standard  Underground  Cable  Co. 
of  Canada,  Limited, 
Hamilton,  Ont. 

Montreal,    Toronto,  Seattle. 

-  -  ---r-  f  -  ■  - 


STRUCTURAL  STEEL 

and 

BRIDGE  BUILDERS 


Capacity  18,000  Tons. 

We  build  and  erect  all  kinds  of  Structural  Steel,  Bridges, 
Roof  Trusses,  Bank  and  Office  Railings,  Stair 
Work.  Elevator  Grilles,  Fire  Escapes,  etc. 

Over  5,000  Tons  in  Stock  of 

Beams,  Column  Sections,  Angles,  Tees,  Plates,  Bars, 
Checkered  Floor  Plates,  etc. 

McGregor  &  Mclntyre,  Limited 

1139  Shaw  St.  -  -  TORONTO,  CAN, 

Telephone  Hillcrest  1614—1615—1616. 


BITUNAMEL 

Unsurpassed  for  waterproofing  foundations  and  prevent- 
ing rust  and  corrosion  on  exposed  iron 
and  metal  work. 

WRITE  FOR  SAMPLE 

The  Ault  &  Wiborg  Co.  of  Canada 
Ltd.,  Varnish  Works 


Montreal 


TORONTO 


w 


innipeg 
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Works  at  Walkerville,  Ontario 


When    placing  your 
order  for 

HYDRANTS, 
VALVES 

and 

VALVE 
BOXES 

place  it  with  us. 


MADE  IN  CANADA 


Strong,  Substantial  and 
Modern  Designs. 
Prices  right. 

Write  for  prices  and  see. 


IIMITED 


VALVLH1YDRANT  NANUfACTURERS 

WALKERVILLE,  ONT. 


BOOKS 

for  Engineers 
and  Contractors  ^ 

The  following  Books  are  Offered  subject  to  Pre- 
vious Sale: 

British  &  Foreign  Building  Stones,  by  Jolin  Watson.  PuW 
lislied  in  1911  at  the  University  Press,  Cambridge,  Eng- 
land.    483  pages.     Price  50  cents. 

Centrifugal  Pumps,  by  R.  L.  Daugherty.  Published  in  1915 
by  McGraw-Hill  Book  Company.  190  pages,  illustrated 
Price  $2.00. 

Concrete  Construction  for  Rural  Communities,  by  Roy  A. 
Seaton.  Published  in  1916  by  the  McGraw-Hill  Book  Co 
223  pages,  illustrated;  price  $2.00. 

Construction  of  Roads  &  Pavements,  by  T.  R.  Agg,  C.  E. 
Published  in  1916  by  McGraw-Hill  Book  Company.  432 
pages,  illustrated.     Price  $3.00. 

History  of  Bridge  Engineering,  by  Henry  Grattan  Tyrrell, 
C.E.     4S0  pages,  illustrated.     Price  $5.00. 

Irrigation  Practice  and  Engineering  (Volume  One),  by  B.  A. 
Etcheverry.  Published  in  1915  by  McGraw-Hill  Book  Com- 
pany.   213  pages,  illustrated.     Price  $2.00. 

Irrigation  Practice  &  Engineering  (Vol.  2),  by  B.  A.  Etche- 
verry. Published  in  1915  by  McGraw-Hill  Book  Com- 
pany.   364  pages,  illustrated.    Price  $3.50. 

Irrigation  Practice  &  Engineering,  Volume  3,  by  B.  A.  Etche- 
verry. Published  in  1916  by  McGraw-Hill  Book  Company. 
438  pages,  illustrated.     Price  $4.00. 

Locks  and  Builders'  Hardware,  by  Henry  R.  Towne.  Published 
in  1904  by  John  Wiley  &  Sons.  1,116  pages,  illustrated, 
Price  $1.50. 

"Operation  and  Maintenance  of  Irrigation  Systems,"  by  S.  T. 
Harding.  First  edition,  just  published  by  the  McGraw-Hill 
Book  Co.     271  pages,  illustrated.     Price  $2.50. 

Practical  Mathematics  for  the  Engineer  and  Electrician,  by 
Elmer  E.  Burns  and  Joseph  G.  Branch.  Second  edition. 
Published  by  the  Joseph  G.  Branch  Publishing  Company  in 
1914.    143  pages,  illustrated.     Price  $1.00. 

"Practical  Road  Building,"  by  Charles  E.  Foote.  Just  pub- 
lished by  David  McKay.    295  pages,  illustrated.  Price  $1.26, 

"Public  Utility  Rates."  A  discussion  of  the  Principles  and 
Practice  underlying  charges  for  Water,  Gas,  Electricity, 
Communication  and  Transformation  Services,  by  Harry 
Barker,  B.S.  First  edition,  just  published  by  the  McGraw 
Hill  Book  Company.     387  pages.     Price  $4.00. 

Pumps  and  Pumping,  by  M.  Powis  Bale.  Published  in  1912  by 
Crosby,  Lockwood  &  Son.    120  pages.    Price  $3.50. 

Reinforced  Concrete  Design  Tables.  A  hand  book  for  Engi- 
neers and  Architects,  by  N.  Edgar  Thomas  and  Charles  E. 
Nichols.  First  edition,  just  published  by  McGraw-Hil' 
Book  Company.     208  pages.     Price  $3.00. 

Some  Considerations  Regarding  Cast  Iron  and  Steel  Pipes,  bj 
John  Sharp.  Published  in  1914  by  Longmans,  Green  & 
Company.    142  pages,  illustrated.    Price  $1.50. 

Steel  Bridge  Designing,  by  Melville  B.  Wells,  C.E.  Publishec 
By  Myron  C.  Clark  Publishing  Company  in  1913.  26( 
pages,  illustrated.    Price  $2.00. 

Surveying  Manual— A  Manual  of  Field  and  Office  Methods  foi 
Use  of  Students  in  Surveying,  by  William  D.  Pence,  C.E, 
and  Milo  S.  Ketchum,  C.E.  Published  in  1915  by  McGraw 
Hill  Book  Co.    388  pages,  illustrated.    Price  $2.00. 

Use  of  Water  in  Irrigation,  by  Samuel  Fortier.  Published  ii 
1915  by  McGraw-Hill  Book  Company.  265  pages,  illus 
trated.     Price  $2.00. 

"Use  of  Water  in  Irrigation,"  by  Samuel  Fortier.  Second  edi 
tion.  Published  by  McGraw-Hill  Book  Company,  1916.  32 
pages,  illustrated.     Price  $2.00. 

Water  Power  Engineering-,  by  Daniel  W.  Mead,  2nd  editlor 
The  Theory,  Investigation  and  Development  of  Wate 
Powers.  Published  in  1915  by  McGraw-Hill  Book  Con; 
pany.    843  pages,  illustrated.    Price  $5.00. 

Water  Purification,  by  Joseph  W.  Ellins.  Just  published  _b 
McGraw-Hill  Book  Company.  485  pages,  illustrated.  Pric 
$5.00. 

Waterworks  Engineering.     A  Practical  Treatise  on  the  Coi 

struction   of   Waterworks   for   the   use   of   Engineers  anj 

Students  of  Engineering,  by  Fred.  C.  Uren,  M.  Inst.  (! 

E.  I.     With  numerous  plates  and  186  illustrations.  Pul; 

lished  by  Castle  Litho  Limited,  Bristol,  England,  in  191' 

268  pages.     Price  $3.00. 
Waterworks  Handbook,  by  Alfred  Douglas  Flinn,  Robert  Spuil 

Weston  and  Clinton  Lathrop  Bogert.    Published  in  1916  I ; 

McGraw-Hill  Book  Company.    824  pages,  illustrated.  Pri( 

$6.00. 
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Compressed  Air  Machinery,  Tools  and  Appliances 


■   /  7813 


LITTLE  TUGGER  HOIST 

A  Western  man  reports  as  follows : — - 
"The  'Little  Tugger'  has  given  fine  ser- 
vice here,  and  is  well  thought  of  by  all 
mines  using  it. 

"We  have  developed  a  new  use  for  the 
'Little  Tugger'  in' this  district,  for  assist- 
ing in  mill  building.  Several  of  the  larg- 
est mills  of  the  district  have  been  built 
with  'Little  Tugger'  assistance ;  that  is, 
the  heavy  timbers  for  mill  frame,  roof 
and  hoppers  have  all  been  hoisted  or 
hauled  into  place  by  the  'Little  Tugger,'  as 


The 

"LITTLE 
TUGGER" 
HOIST  IN 
MILL  BUILDING 


Pays  for  itself,  and 
keeps  on  paying 


New  uses  for  it  are 
found  almost  daily 


well  as  the  bents  for  the  trams.  In  addi- 
tion to  this,  the  concrete  has  been  hauled 
in  wheelbarrows  from  the  concrete  mixer 
up  an  incline,  usually  about  45  degrees,  to 
the  top  of  the  foundation  forms,  and  in  do- 
ing this  the  'Little  Tugger'  usually  hauls 
the  man  guiding  the  wheelbarrow,  as 
these  inclines  are  usually  built  so  steep 
that  a  man  cannot  climb  them.  Tn  every 
case  where  it  has  been  used  in  mill  build- 
ing, the  'Little  Tugger'  has  more  than 
paid  for  itself  in  the  labor  saved  on  mill 
work  alone." 


Send   for   Bulletin   4133.     Booklet   "Billy-Isms"   is  also 
yours  for  the  asking 


CANADIAN  INGERSOLL  -  RAND  CO.,  LTD. 


Sydney,  N.S. 
Cobalt,  Ont. 


General  Offices:  MONTREAL,  QUE. 

,  BRANCH  OFFICES: 

Sherbrooke,  Que.  Montreal,  Que. 

Timmint,  Ont.  Winnipeg,  Man.  Nelson,  B.C. 


Toronto,  Ont. 

Vancouver,  B.C. 
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Where  DURABILITY  Counts 


use 


"DOMINION"  Wire  Rope 


and  our 


Blocks    Clips    Thimbles  Shackles 

The  Dominion  Wire  Rope  Company,  Limited 

MONTREAL  TORONTO  WINNIPEG  '!$ 


Efficient  Equipment 

Enables  the  construction  and  upkeep  of 

GOOD  ROADS 


Our  Sprinklers,  Fluskers,  Sweepers 


ARE  SECOND  TO  NONE 

HORSE  AND  STEAM 

ROLLERS 


A  feature 
of  the 

"Ransome" 
is  the 

thorough 
mixing 


Branch : 
108  Mail  Buildin^i 
TORONTO 

Telephone  Adelaide  840 


Head  Office 

MONTREAL 


ol.  32 


Toronto,  March  13,  1918 


No.  11 


GLASS  BENDERS 

TO  THE  TRADE 


THE  TORONTO  PLATE  GLASS 
IMPORTING  COMPANY  um.x.o 

GLASS  IMPORTERS  AND  MANUFACTURERS 

91-113  DON  ROADWAY,  TORONTO 

Ontario  Good  Roads  Convention 
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"BEATTY" 

Auxiliary  Ship  Machinery 


Ash  Hoist  for  ships  now  being  built  in  Canada 
—   Agents  — 

H.  E.  Plant,  Montreal,  Que.  R.  Hamilton,  Vancouver 

E.  Leonard  &  Sons,  St.  John,  N.B.     Kelly-Powell,  Winnipeg 


Cargo  Winches 
Warping 
Winches 
Anchor  Wind- 
lasses 
Ash  Hoists 

Also 

Hoisting  Engines, 
Electric  Hoists, 
Steel  Derricks, 
Derrick  Irons, 
Clamshell  Buckets, 

Let  us  know  what  you  want 
along  this  line 
We  will  tender  promptly 

M.  BEATTY  &  SONS,  LTD.,  WELLAND 


LONDON 


ELEVATED  DRUM 


Paving  Mixer 


The  Elevated 
Drum  allows  a 
great  descent 
for  the  concrete. 
Provides  for  a 
rapid  and  uni- 
form delivery. 


Forward  Loader  and  Rear  Dis- 
charge take  up  little  room  on 
the  roadway. 

Traction  Drive.  Moves 
anywhere  with  its  own  power. 

The  Rotary  Distributing  Chute 
turns  in  a  complete  half  circle,  also 
opens  up  at  different  points.  The  con- 
crete is  distributed  to  any  part  of  the 
road.  No  wheeling.  No  shovel- 
ling of  concrete. 

ONE-THIRD  LESS  MEN  REQUIRED.  A  BETTER  JOB.  We  guarantee  that  this  Machine  will  deliver  Con- 
crete  on  a  roadway  at  a  saving  of  I  0  per  cent  over  any  other  type  of  Machine.  Full  particulars  on  request.  Send  for 
Catalogue  No.  lA. 

We  have  twenty-three  different  sizes  and  styles  of  Mixers. 
Also  a  full  line  of  Concrete  Machinery  and  Cement  Working  Tools. 

LONDON  CONCRETE  MACHINERY  CO.,  LIMITED 

DEPT.  7,  LONDON,  ONTARIO 


World's  Largest  Manufacturers  of  Concrete  Machinery 

AGENCIES 

R.  R.  Power,  Halifax,  N.S.  Rene  Talbot,  Quebec,  Que. 

The  Foss  &  Hill  Machinery  Company,  Montreal,  Que. 
The  General  Supply  Company  of  Canada,  Ottawa,  Ont. 


Tlie  General  Supply  Company  of  Canada,  Toronto,  Ont. 
The  General  Supply  Company  of  Canada,  Winnipeg,  Man. 
The  B.  C.  Equipment  Company,  Vancouver,  B.C. 
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Extra  Service 

The  service  to  be  gained  from  any  rubber 
product  depends  largely  upon  the  quality  of  the 
material  and  the  excellence  of  the  workmanship. 
That  is  why  Dominion  Rubber  System  products 
are  outstanding.  Only  the  best  in  material  and 
workmanship  is  incorporated  in  the  making  of 
those  products.  That  insures  long  service  and 
life  and  proves  a  matter  of  no  little  economy  to 
the  buyer. 

Over  half  a  century  of  continuous  manufac- 
turing has  taught  the  Dominion  Rubber  System 
how  to  produce  qualities  that  will  **  stand  up  " 
under  any  circumstance,  and,  as  a  result,  the 
products  that  carry  the  name  and  brand  of  the 
Dominion  Rubber  System  are  looked  upon  as  the 
standard  by  which  to  judge  qualities  and  values 
throughout  Canada. 

For  anything  in  Rubber,  write  to  our 
nearest  Branch,  where  prompt  and 
intelligent  attention  will  be  given  to 
all  inquiries. 

Canadian  Consolidated  Rubber  Co. 

Limited 

Head  Office   —  MONTREAL 

BRANCHES  at  Halifax,  St.  John,  Quebec.  Ottawa,  Toronto, 
Hamilton,  Kitchener,  London,  North  Bay,  Fort  William, 
Winnipeg,  Brandon,  Regina,  Saskatoon,  Calgary,  Lethbridge, 
Edmonton,  Vancouver,  Victoria. 
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Dominion  Concrete  Culverts 

make  a  repair  account  unnecessary 


Constant  heavy  traffic  and 
strain  will  not  break  Do- 
minion Concrete  Culverts- 
They  are  made  with  the 
strength  to  withstand  a 
greater  top  stress  than  will 
ordinarily  be  encountered 
in  any  class  of  highway 
construction.  Our  rein- 
forcing and  testing  make 
Dominion  culverts  a  last- 
ing investment. 


« 

FOR  GOOD  ROADS 


Our  culverts  are  well  matured  be- 
fore shipment  and  our  inspection  is 
so  rigid  that  a  faulty  construction 
is  impossible.  We  have  interesting 
facts  for  Public  Service  Contrac- 
tors, engineers  and  road  superin- 
tendents.   Write  to-day. 


The  Dominion  Concrete  Co.^  Ltd 

KEMPTVILLE,  ONTARIO 


March  13,  1!)18 
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ASPHALT-PERMANENCE  WITH  ECONOMY 


Wearing  Surface  New  Wearing  Surface  Worn  Wearing  Surface 

Sheet  Asphalt.  Asphaltic  Concrete.  Asphaltic  Concrete. 

Jlhove  views  show  mineral  aggregate  and  depth  of  asphalt  wearing  surface  ^  actual  size 


STANDARD  TYPES  OF  HOT  MIX  ASPHALT 

Asphalt  meets  practically  every  traffic  condition. 

The  above  reproductions  display  clearly  the  various  textures  provided  in  standard  types 
of  Hot  Mix  Asphalt  pavement. 

The  adaptability  of  asphalt  to  these  various  types  of  construction  is  one  of  the  strong 
arguments  which  have  demonstrated  asphalt  to  be  the  logical  road  material  and  have  led 
to  its  adoption  by  most  large  cities,  counties  and  highway  commissions  as  the  material  for 
their  purposes. 

The  asphaltic  concrete  type  of  construction  giVes  ample  foothold  and  grip  on  grades  since 
stone  is  used  in  its  construction.    Chas.  E.  Morrison,  A.M.,  C.E.,  of  Columbia  University 
states  on  page  168  in  his  well  known  work,  entitled  HIGHWAY  ENGINEERING,  that 
Asphalt  pavements  are  generally  considered  preferable  to  any  other  types  of  construction, 
for  horses,  on  grades  up  to  and  including  5,  6,  and  7  per  cent. 

The  resiliency  of  all  asphalt 
pavements  is  a  marked  fac- 
tor in  its  favour  with  both 
horse-drawn  and  motor 
traffic. 

Hot  Mix  Asphalt  pavement 

Write  Our  Road  Engineering  Department  for  Further  Information. 

IMPERIAL  OIL  LIMITED 

Road  Department      -      Imperial  Oil  Bldg.,  Toronto 


IMPERIAli 

CAIM/XDI/KN  MA.DE 

ASPHALiT 


IS  regularly  laid  under  a 
guarantee  of  being  in  perfect 
shape  at  the  end  of  ten  years. 
Yet  its  cost  is  no  higher  than 
many  ordinary  types  of  pave- 
ments. 


BRANCHES  IN  ALL  CITIES 


6 


* 
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The  following  regulations  apply  to  all  advertisers: — Eighth  page,  every  issue,  three  headings; 
quarter  page,  six  headings;   half  page,   twelve  headings;     full     page,    twenty-four  headings. 


Acetylene  Gas 

The  Piest-O-Lite  Co.,  Inc. 

Air  Compressors 

Can.  IngersoU-Rand  Co.,  Ltd. 
Canadian  Allis-Chalmers,  Ltd. 

Aluminium 

Spielmann  Agencies  Regd. 

Air  Hoists 

Canadian   Ingersoll-Rand  Co. 
Northern  Crane  Works 

Architectural  Iron  Works 

Canadian  Allis-Chalmers  Ltd. 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Architectural  Terra  Cotta 

Toronto  Plate  Glass  Imp'tg  Co. 

Asbestos  Shingles 

Asliestos  Mfg.  Company 

Ash  Hoists 

Gillis   &  Geoghegan 

Asphalt 

Asphalt  &  Supply  Company 
Imperial    Oil  Company 

Axes 

Canada    Foundries    &  Forgings, 

Bar  Iron 

Baines   &  Peckover 

Canadian  Steel  Foundries,  Ltd. 

Beam  Spans 

AlacKiii-non  Holmes  &  Co. 

Blast  Hole  Drills 

Hopkins  &  Co.,  F.  H. 

Blowers  and  Compressors 

Canadian  Blower  and  Forgs  Co. 
Can.  Ingersoll-Rand  Co.,  Ltd. 
Sheldons  Limited 

Boilers 

Beatty  &  Sons,  M. 

Canadian  Allis-Chalmers  Ltd. 

Inglis  Company,  John 

Marsh  Engineering  Works,  Ltd. 

McDougall  Caledonian  Iron  Wks. 

Mussens  Limited 

Williams  Machinery  Co.,  A.  R. 

Boiler  Covering   (Magnesia,  Asbes- 
tos, Wool,  Felt,  etc.) 

.'\sbestos  Mfg.  Company 

Boxes — Junction 

Standard  Underground  Cable  Co. 
of    Canada,  Limited 

Brick  Dryers 

Canadian  Blower  and  Forge  Co. 
.Sheldons  Limited 

Brick  Machinery  and  Supplies 

Sheldons  Limited 

Brick  Manufacturers 
Sun   Brick  Company 

Bridges 

Canadian    Allis-Chalmers  Ltd. 

Bridges  (Steel) 

Canadian  Bridge  Company 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
IlesMoines  Bridge  &  Iron  Co. 
MacKinnon-Holmes  &  Co. 
Manitoba  Bridge  &   Iron  Works 
Maritime    Bridge  Company 

Buckets 

Beatty  &  Sons,  M. 
Hopkins  &  Co.,  F.  II. 
Manitoba  Bridge  &  Iron  Works 

Buckets — Steel 

.VlacKinnoM  Holmes  &  Co. 
Marsh   F.iiKincering  Works,  Lid. 

Cable 

Dominion  Wire  Rope  Co.,  Ltd. 
Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Car  Couplers 

Canadian  Steel  Foundries,  Ltd. 

Cable  Terminals 

Sla'idanl    I  ituk-rgronnd  Cable  Co. 
of  Canada,  Limited 


Cars — Steel  Body 

Hamilton  Bridge  Works  Co. 
Marsh  Engineering  Works,  Ltd. 
Williams  Machinery  Co.,  A.  R. 

Car  Wheels 

Marsh  Engineering  Works,  Ltd. 
Steel  Co.  of  Canada  Limited 

Castings — Grey  Iron 

■  Marsh  Engineering  Works,  Ltd. 

Casements 

Trussed  Concrete  Steel  Co. 

Cement 

Britnell  -&  Company 

Cement,  High  Temperature 
Beveridge  Paper  Co.,  Ltd. 

Cement  Waterproofing 
Barrett  Company 
Ideal  Concrete  Machinery  Co. 
Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 

Centrifugal  Pumps 

Boving  Hydraulic  &  Engineermg 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 

Chemists 

Canadian  Inspection  and  Testing 
Laboratories 

Coal  Chutes 

Manitoba  Bridge  &  Iron  Works 

Coal  Handling  Apparatus 
Beatty  &  Sons,  M. 

Cold   Storage  Insulation 

Armstrong  Cork  Company 

Compressed  Acetylene  Gas 
The  Prest-O-Li^te   Co.,  Inc. 

Concrete  Block  Machines 

Cast  Stone  Block  &  Machine  Co. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 

Concrete  Culvert  Pipe 
Blair.  B. 

Dominion  Concrete  Company 

Concrete  Hardener  and  Water- 
proofer 

Beveridge  Paper  Co.,  Ltd. 

Concrete  Mixers  and  Appliances 
Hopkins  &  Co.,  F.  H. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
Mussens  Limited 

Concrete  Sewer  Pipe 
Blair,  B. 

Dominion  Concrete  Company 

Conduits 

Conduits  Company,  Limited 
Orpen  Conduit  Company 

Connecting  Rods 

Canada    Foundries    &  Forgings, 

Contractors 

Anglins  Limited 
Foundation  Company 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 
Wells  &  Gray  Limited 

Contractors'  Plant  &  Supplies 
Beatly  &  Sons,  M. 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Alh's  Chalmcrs  Lt<l. 
Dake  Engine  Company 
Marsh  Engincciing  Woiks.   I. id. 

Conveying  Machinery 

Canadian   Mathews   Gravity  Car- 
rier Company 

Core  Drills 

Canadian  Allis-Chalmers  Ltd. 
Can.  Ingersoll-Rand  Co.,  Ltd. 


Corrugated  Iron 

Pedlar   People  Limited 

Corrugated  Roofing 

Asbestos  Mfg.  Company 

Cranes,  Travelling  and  Locomotive 
Boving  Hydraulic  &  Engineering 

Company 
Hopkins  &  Company,  F.  PI. 
Maritime  Bridge  Company 
Northern  Crane  Works 

Crank  Shafts 

Canada    Foundries    &  Forgings, 

Crushed  Stone  and  Granite 

Canada   Crushed   Stone  Corpora- 
tion 

Crushed  Stone,  Limited 
Morrison  Company,  T.  A. 

V 

Crushers  (Stone  and  Rock) 

Canadian  Allis-Chalmers  Ltd. 
London  Concrete  Macliinery  Co. 
Mussens  Limited 

Culverts 

Pedlar  People 

Damp  Proof  Coating 

Barrett  Company 
Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 

Derricks  and  Derrick  Fittings 

Beatty  &  Sons,  M. 
Hopkins  &   Company,   F.  II. 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Northern  Crane  Works 

Dredging  Pumps 

Boving  Hydraulic  &  Engineering 
Company 
Dredges 

Beatty  &  Sons,  M. 

Hopkins  &  Company,  F.  H. 

Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 

Drill   Steel  Sharpeners 

Canadian  Ingersoll-Rand  Co. 

Dump  Cars,  Wheels,  etc. 

Hopkins  &  Company,  F.  H. 
MacKinnon  Holmes  it  Co, 
Manitoba  Bridge  &  Iron  Works 
Maritime    Bridge  Company 
Marsli  Engineering  Works,  Ltd. 
Sheldons  Limited 

Drift  Pins 

Canada    Foundries    &  Forgings, 

Drying  Apparatus 

Canadian  Blower  &  Forge  Co. 

Elastite 

Carey  Mfg.   Co.,  Philip 
Trussed  Concrete  Steel  Co. 

Electric  Air  Rock  Drills 

Canadian  Ingersoll-Rand  Co, 

Electric  Impulse  Clocks 
Gent  &  Company 

Electric  Water  Systems 

Ontario  Wind  Engine  &  Pump 
Company 

Electrical  Specialties 

.Spielmann  Agencies  Regd. 

Electrical  Supplies 

Canadian  General  Electric  Co. 

Elevator  Doors 

Ormsby  Company,  A.B. 

Elevators 

Noi  l  hern  Crane  Works 
Turnbull  Elevator  Company 


Engines 

Canadian  Allis-Chalmers  Ltd.  i 
Canadian  Blower  and  Forge  G 
Hopkins  &  Company,  F.  H. 
Inglis  Company,  John 
McDougall  Caledonian  IronW' 

Engineers  (Civil  and  Mechanical] 

Bowman  &  Connor 
,  Chipman  &  Power 
Dominion  Engineering  &  Insp 

tion  Company 
Foundation  Company 
Haddin   &  Miles 
Hunt  &  Co.,  Robt.  W. 
MacKinnon  Holmes  X'  Co. 
Milton  Hersey  Co. 
R.  &  VV.  S.  Lea 
Wynne-Roberts,  R.  O. 

Excavators 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 

Exhaust  Heads 

Canadian  Blower  and  Forge  0 
Sheldons  Limited 

Expanded  Metal 

Baines  &  Peckover 
Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Fans 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Fibre,  Vulcanized 

Beveridge  Paper  Co..  Ltd. 

Fire  Brick,  Jointless 

Beveridge  Paper  Co.,  Ltd. 

Fireproofing 

Asbestos  Mfg.  Company 

Fireproof  Doors  and  Windows 
Ormsby  Company,  A.  B. 
Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Fire  Escapes 

Dennis  Wire  &  Iron  Works  C( 
Manitoba  Bridge  &  Iron  Work 
McGregor  &  Mclntyre 

Fire  Escape  Spirals  j 
Canadian  Mathews  Gravity  Ci; 
rier  Company  ' 

Fire  Protection  Appliances  I 
Bickle  Company,  R.  S.  I 

Flag  Poles 

Ontario  Wind  Engine  &  Pump 
Company 

Flooring  Materials 

Armstrong  Cork  Company 
Imperial  Oil  Company 

I 

Forges 

Canadian  Blower  and  Forge  (; 
Sheldons  Limited 

Forgings,  Steel  &  Iron 

Canada    Foundries    &  Forgini 

Gasoline  Engines 

Boving  Hydraulic  &  Engineer! 

Company 
Canadian  Allis-Chalmers  Ltd. 
I^ondon  Concrete  Machinery  C( 
Ontario  Wind  Engine  &  Pum 

Company 

Generators 

Canadian  General  Electric  Co. 

Glass 

'I'oronio  Plate  Glass  Iniplg.  Co 

Governors 

Boving  Hydraulic  &  Engineer! 
Company 

Gravity  Carriers 

Canadian   Mathews  Gravity  Ci 
rier  Company 

(Continued  on  page  8) 
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Cast  Stone  Blocks 

Building  Material  of  Beauty  and  Strength 


Our  Cast  Stone  Blocks 
offer  one  of  the  greatest 
business  opportunities 
today.  Our  patented 
process  enables  any 
man,  without  previous 
experience,  to  turn  out 
a  high  grade  granite 
faced  building  block 
that  will  get  the  busi- 
ness in  competition 
with  the  product  of  any 
other  method.  For  es- 
tablished contractors, 
our  process  offers  new 
fields  for  great  revenue. 
Remember,  these 
blocks  are  made  from 
poured  concrete  and  are 
absolutely  waterproof. 
Send  today  for  our  il- 
lustrated catalog  and  all 
details  of  the  oppor- 
tunity. 


Cast  Stone  Block  and  Machine  Co, 

.  Limited 

Send  50c  for  sample  l6  inch  nf\rt  it  i  a 

block:  This  will  give  you  a  298  Howard  Avenuc 

IX';orcl*^a™re:      WINDSOR  ONTARIO 
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Hammers  o     ^  ■ 

Canada    Foundries    &  Forermgs, 

Hammer  Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 

Heating  Apparatus 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Heat  Insulating  Materials 
Armstrong  Cork  Company 

Hoists,  Electric 

Nortliern  Crane  Works 

Hoisting  Apparatus 
Beatty  &  Sons,  M. 
Canadian  IngersoU-Rand  Co. 
Gillis  &  Geoghegan 
London  Concrete  Machinery  Co. 
Marsh  Engineering  Works,  Ltd. 
Mussens  Limited 
Northern  Crane  Works 
Williams  Machinery  Co.,  A.  R. 

Hoisting  Engines 
Beattv  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Hopkins  &  Company,  F.  H. 
Marsh  Engineering  Works,  Ltd. 

Hollow  Tile 

National  Fire  Proofing  Co. 

Hose 

Can.  Consolidated  Rubber  Co. 

Hydrants 

Canada  Iron  Foundries 
Gartshore-Thompson  Pipe  Co. 
Kerr  Engine  Company 
McAvity  &  Sons,  T. 

Industrial  Cars 

MacKinnon-Holmes  &  Co. 

Inspection  Engineers 

Canadian  Inspection  and  Testing 
Laboratories 


Insulation  (Asbestos) 

Asbestos  Mfg.  Company 

Insulating  Compounds 
Imperial  Oil  Company 
Spielmann  Agencies  Regd. 
Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Industrial  Cars 

Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 

Interior  Finish  and  Doors 

Canadian  Office  &  School  Furni- 
ture Company 

Insulating  Bricks 

Armstrong  Cork  Company 

Jib  Cranes  (all  kinds) 

Northern  .  Crane  Works 

Journal  Wedges 

Canada    Foundries    &  Forgings, 

Kilns 

Canadian  Blower  and  Forge  Co. 
MacKinnon  Holmes  &  Co. 
Sheldons  Limited 

Lead  Pencils 

American  Lead  Pencil  Company 

Lead  (Red  and  White,  Dry) 

Carter  White  Lead  Company 

"Lidgerwood"  Hoists 

Canadian  Allis-Chalmers  Ltd. 

Linabestos  Wallboard 
Asbestos  Mfg.  Company 

Lockers  (Clothes) 

Canada  Wire  &  Iron  Goods  Co. 
Dennis  Wire  &  Iron  Works  Co. 

Lumber  (Asbestos) 

Asbestos  "Slfg.  Company 

Machinery  Insulation 

Armstrong  Cork  Company 


Metal  Lath 

Baines  &  Peckover 
Noble,  C.  W. 
Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Metallic  Roofing 

Pedlar  People  Limited 

Meters,  Water 

McDougall  Caledonian  Iron  Wks. 
Neptune  Meter  Company 

Motors 

Canadian  General  Electric  Co. 

Oil  Tanks 

Boving  Hydraulic  &  Engineering 

Company 
Imperial  Oil  Company 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 

Ornamental  Iron 

Dennis  Wire  &  Iron  Works  Co. 

Ornamental  Moulds 

Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 

Paints  and  Varnishes 
Dominion  Paint  Works 
Hopkins  &  Company,  F.  H. 
Spielmann  Agencies  Regd. 

Paints  (Bridge  and  Structural  Iron 
and  Pipe  Coating) 
Barrett  Co. 

Dominion   Paint  Works 
Imperial  Oil  Company 
Spielmann  Agencies  (Regd.) 
Trussed  Concrete  Steel  Co. 

Paving  and  Paving  Materials 
Asphalt  &  Supply  Company 
Barrett  Co. 

Carey  Mfg.  Co.,  Philip 
Imperial   Oil  Company 
Trussed  Concrete  Steel  Co. 


Pipe  (Concrete,  Iron  &  Wood) 
Boving  Hydraulic  &  Engineerin 

Company  - 
Dominion  Concrete  Company 
Gartshore  Thomson  Pipe  Co. 
National  Iron  Works 

Pipe  and  Boiler  Coverings 
Dominion  Paint  Works 

Pencils  (Lead) 

American  Lead  Pencil  Companv 

Perforated  Metals 
Canada  Wire  &  Iron  Goods  Co. 

Pile  Driving  Machinery 
Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company.  F.  G. 
Marsh  Engineering  Works,  Ltd 

Pipe  Fittings  and  Flanges 

Pittsburgh   Valve,   Foundry  ft 
Construction  Company 

Pipe  Covering  (Magnesia,  Asbesto 
Wool,  Felt,  etc.) 

Asbestos  Mfg.  Company 

Pipe  Covering  (Cold  and  Steam)  I 
Armstrong  Cork  Company  i 

Plumbing  Supplies 

Mueller  Mfg.  Company,  H.  i 

Planing  Mill  Exhausters 

Canadian  Blower  and  Forge  Co 
Sheldons  Limited 

Plaster  | 
Britnell  &  Company  | 

Plug  Drillers 

Canadian  Ingersoll-Rand  Co. 
(Continued  on  page  10) 


Self  ProF'H  TRAVELLING  DERRICK 

Useful  for  almost  any  kind  of  Excavating  Work,  such  as 

Canals,  R.  R,  Cutting,  Trenches,  etc. 

This  machine  will  propell  itself  up  and  down  a  special 
wide-gauge  track,  either  parallel  to  or  astride  of  it.s  work,  and 
deposit  the  excavated  material  on  the  bank  or  load  it  in  cars, 
as  desired.  By  the  addition  of  another  drum  or  two  it  can  bft 
adapted  for  operating  any  kind  of  clam-shell  or  orange-peel 
bucket. 

Useful  also  as  a  CAR  LOADER  for  loading  any  kind  of 
heavy  materials  on  flat  cars.  It  will  load  a  whole  train  of  cars 
at  one  setting  of  the  train,  propelling  itself  from  car  to  car  till 
all  are  loaded. 

We  make  this  machine  complete,  to  customer's  specifica- 
tions, or  supply  the  Hoisting  Engine,  Car  Trucks,  Derrick 
Irons,  etc.,  with  which  the  customer  may  build  his  own  car, 
thus  saving  in  freight  charges. 

We  also  make  other  types  of  Travelling  Derricks. 
Let  us  figure  on  your  requirements. 

Marsh  Engineering  Works,  Limited    -    Belleville,  Ont. 

(  I'ormerly  Marsh  &  Henthorn,  Limited.    Note  new  name.) 
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Pneumatic  Machinery 

Canadian  Ingersoll-Rand  Co. 


Power  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Inglis  Company,  John 


Pumps 

Canada    Foundries    &  Forgings, 

Pumps  and  Pumping  Machinery 
American  Well  Works 
Beatty  &  Sons,  M. 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  AUis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian  IngersoIl  Rand  Co. 
Cook,  A.  D. 
Darling  Bros. 

Hopkins  &  Company,  F.  H. 
Inglis  Company,  John 
McDougall  Caledonian  Iron  Wks. 
Ontario   Wind   Engine    &  Pump 

Company  „,    ,  ^ 

Waterous  Engine  Works  Co. 


Quarry  Machinery 

Canadian  Ingersoll-Rand  Co^ 
Hopkins  &  Company,  F.  H. 

Railway  Supplies 

Can.  Chicago  Bridge  &  Iron  Co. 
Dominion  Iron  &  Wrecking  Co. 
Gartshore,  John  J. 
Hopkins  &  Company,  F.  H. 


Reinforcing  Bars 

Baines  &  Peckover 

Reinforcements,  Concrete  and  Steel 

Baines  &  Peckover 
Burlington  Steel  Company 
Canada  Wire  &  Iron  Goods  Co. 
Pedlar  People  Limited 
Steel  Co.  of  Canada,  Limited 
Trussed  Concrete  Steel  Co. 


Refrigeration  Machinery 

Boving  Hydraulic  &  Engineering 
Company 


Riveted  Spans 

MacKinnon  Holmes  &  Co. 

Road  Asphalt 

Asphalt  &  Supply  Company 
Imperial  Oil  Company 

Road  Oil 

Imperial  Oil  Company 

Road  Mesh 

Baines  &  Peckover 

Road  Machinery 

Hopkins  &  Company,  F.  H. 
Waterous  Engine  Works  Co. 

Rolling  Steel  Doors 

Ormsby  Company,  A.  B. 

RooBng  Material 

'     Asbestos  Mfg.  Company 
Barrett  Co. 

Bishopric  Wallboard  Company 
Brantford  Roofing  Company 
Carey  Company,  Philip 
Imperial  Oil  Company 
Noble,  Clarence  W. 
Pedlar  People  Limited 

Roofing,  Rubber 

Beveridge  Paper  Co.,  Ltd. 

Rubber  Goods 

Can.  Consolidated  Rubber  Co 


Sash  Ma'chinery 

King  Construction  Company 

Scrap  Iron 

Dominion  Iron  &  Wrecking  Co. 

Screens 

Canada  Wire  &  Iron  Goods  Co. 


Sewer  Pipe 

Britnell  &  Company 
Canada   Iron  Foundries 
Dominion  Sewer  Pipe  Co. 
Gartshore  Thompson  Pipe  Co. 
Hamilton  &  Toronto  Sewer  Pipe 

Company 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
National ,  Iron  Works 
Ontario  Sewer  Pipe  Company 
Standard  Clay  Products  Ltd. 


Sheathings 

Beveridge  Paper  Co.,  Ltd. 

Shingles  (Asbestos) 

Asbestos  Mfg.  Company 

Ship  Forgings 

Canada    Foundries    &  Forgings, 

Shovels  (Steam) 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 

Silo  Moulds 

London  Concrete  Machinery  Co. 

Skylights 

Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Slates  (Asbestos) 

Asbestos  Mfg.  Company 

Smoke  Stacks 

Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
MacKinnon,  Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime   Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Pedlar  People  Limited 

Sprinkler  Tanks  (Steel) 

Can.  Chicago  Bridge  &  Iron  Co. 

Stair  Builders 

Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Steam  Appliances 
Darling  Bros. 

Steam  Apparatus  and  Specialties 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
McAvity  &  Sons,  T. 
Sheldons  Limited 

Steam  Turbines 

McDougall  Caledonian  Iron  Wks. 

Steel 

Burlington   Steel  Company 
Dominion  Iron  &  Wrecking  Co. 
Hopkins  &  Company,  F.  H. 
.Steel  Company  of  Can.,  Ltd. 
Trussed  Concrete  Steel  Co. 


Steel  Bars 

Haines  &  Peckover 
Burlington  Steel  Company 
Hopkins  &  Company,  F.  II. 
Maritime   Bridge  Company 
.Steel  Company. of  Canada,  Ltd. 
Trussed  Concrete  Steel  Co. 


Steel  Beams 

MacKiiinon  Holmes  &  Co. 

Steel  Castings 

Canadian  Steel  Foundries,  Ltd. 

Steel  Pipe 

Can.  Chicago  Bridge  &  Iron  Wks. 

Steel  Plate  Construction 
MacKinnon-Holmes  &  Co. 
Marsh  Engineering  Works,  Ltd. 
Waterous  Engine  Works  Co. 

Steel  Sash 

Ormsby  Company,  A.  B. 
Trussed   Concrete  Steel  Co. 

Stone 

Britnell  &  Company 
Rogers    Supply  -Company 
Sackville  Freestone  Company 

Structural  Iron  and  Steel 

Burlington  Steel  Company 
Canadian  Allis-Chalmers  Ltd. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
MacKinnon-Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 
McGregor   &  Mclntyre 
Reid  &  Brown  Structural  Steel  & 
Iron  Works 

Stucco  Board  ' 

Bishopric  Wallboard  Company 

Swinging  Gears 

Dake  Engine  Company 

Switchboards 

Canadian  General  Electric  Co. 

Tanks  and  Steel  Pipes 

Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  Allis-Clialmers  Ltd. 
Canadian  DesMoines  Steel  Co. 
Inglis,  John 

Manitoba  Bridge  &  Iron  Works 
Marsh  Engineering  Works,  Ltd. 
McDougall  Caledonian  Iron  Wks. 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Cornpany 
Ontario  Wind  Engine  &  Pump 

Company 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co.,  A.  R. 

Telescopic  Hoists 

Black  Building  Supply  Company 
Gillis  &  Geoghegan 

Testing  and   Inspecting  Bureau 
Hunt  &  Company,  Robt.  W. 

Tile  Moulds 

London  Concrete  Machinery  Co. 

Thumb  Screws  and  Nuts 

Canada    Foundries    &  Forgings, 

Towers 

Can.  Chicago  Bridge  &  Iron  Co. 

Transformers 

Canadian  Genera!  Electric  Co. 


Turnbuckles 

Canada    Foundries    &  Forgings, 

Valves 

Canada    Iron  Foundries 
Garlshore-Thomson   Pipe  Co. 
Kerr   Engine  Company- 
McAvity  &  Sons,  T. 


Ventilating  &  Heating  Apparati 
Canadian  Blower  and  Forge  Co, 
Sheldons  Limited 


Varnishes — Insulating 

Standard  Underground  Cable  C 
of  Canada,  Limited 


Wagons 

Tiffin   Wagon  Company 


i 


Wall  Board 

Bishopric  Wallboard  Companjf^ 


Wallboard   (Asbestos,  Linabestoi^ 

Asbestos  Mfg.  Company 


Water   Level  Apparatus 
Gent  &  Company 


I 


Waterproofing 
Barrett  Co. 

Imperial  Oil  Company 
Trussed   Concrete  Steel  Co. 


Water  Softeners  and  Filters 
Manitoba   Bridge  &  Iron  Wori 

Water  Tapping  Machines 

Mueller  Mfg.   Company,  H.  i 


Water  Turbines 

Boving  Hydra-ulic  &  Eiigineerii 

Company 
Canadian  Allis-Chalmers  Ltd. 
McDougall  Caledonian  Iron  Wk 


Welding  Apparatus 

Imperial  Brass  Company 
Prest-O-Lite  Company,  Inc. 


Welding  and  Cutting  Plants 

Prest-O-Lite  Company,  Inc. 


Well  Drilling  Plants 
American  Well  Works 
Ontario  Wind  Engine  &  Pump 
Company 


Window  Sash 

Steel  &  Radiation  Limited 
Trussed  Concrete  Steel  Co. 


Wires  and  Cables 

Standard  Underground  Cable  C 
of  Canada,  Limited 


Wire  Guards  and  Screens 

Canada  Wire  &  Iron  Goods  Co 


Wire  Rope 

Dominion   Wire  Rope  Co.,  Lt 


Wrenches 

Canada    Foundries    &  Forginf 


Wood  Pipe 

Canadian  Pipe  Company 
Pacific  Coast  Pipe  Company 
Vancouver   Wood   Pipe  &  Tai 
Company 


Wood  Tanks 

Pacific  Coast  Pipe  Company 
Vancouver  Wood  Pipe  and  Tai 
Company 


SILENT  SANITARY  SCHOOL  DESKS 


WITH  FOLDING  SEATS 


Any  capacity  or  pressure  ^^ree  million  gallons,  eighty  pounds  domestic,  160  lbs.  fire. 

THE  JOHN  McDOUGALL 
CALEDONIAN  IRON  WORKS  CO.,  LIMITED 

Works:  Seigneurs  &  William  Sts.,  Montreal. 
Manufacturers  of  Boilers,  Castings,  Condensers,  Elevators,  Engines,  Filters,  Forgings,  Hydraulic 
Machinery,  Pumps,  centrifugal  and  reciprocating.  Steam  Turbines,  Tanks,  Water  Wheels,  Water 

Works  Plants 
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Barber^Greene  Conveyors 

For  unloading  materials  from  cars  to  stock  pile  or  shed 

Send  for  particulars 

MUSSENS  UNITED 


MONTREAL 

WINNIPEG 

VANCOUVER 


¥UEBEC— Pruncau  &  Co. 
ORONTO-H.  Turnbull  &  Co. 
COBALT -H.  L.  Usborne 


Canadian  Rivet  Forges  are  built  to 
last. 

Easy  running  blower,  powerful, 
uniform  blast,  rigid  steel  plate  con- 
struction. 

Write  for  Catalog  100-12. 

Canadian  Blower  &  Forge  Co. 

Kitchener.  Ont. 


IliUP 


CANADIAN   DES  MOINES 
STEEL  CO.,  Limited 

Elevated  Tanks  Barges  Bridges 

Standpipes  Wireless  Towers 

Structural  Steel  for  all  purposes. 


Let  us  bid  on  your  requirements. 
Attractive  Prices— Prompt  Deliveries. 


Sales  Offices  and  Plant 

CHATHAM,  ONT.  275  Inshes  Ave 

Associated  with 
PITTSIiURGII-DES  MOINES  STEEL  CO. 
Pittsburgh,  Pa.  New  York  City 

945  Curry  IJldg.  42  Church  St. 

DES  MOTNES  BRIDGE  AND  IRON  CO. 
Dcs  Moines,  Iowa,  038  Tuttle  Street 


WOODEN  PIPE 


Wire  wound  wood  stave  pipe,  2  in.  to  24  in.  diameter.  Con- 
tinuous  wood   stave  pipe,   any  diaineter  required. 

CANADIAN  PIPE  CO.,  LIMITED 

Ettabliihed  1904  New  Factory  Erected  1910 

Equipped  with  the  most  up-to-date  machinery.  Every 
machine  driven  by  a  separate  electric  motor.  Satisfaction 
Qua  ranteed. 

Office  and  Factory— 550  Pacific  St.,  VANCOUVER,  B.C. 
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THE  GENUINE 

^1  CHECK 
^cStv<  VALVE 

SCREWED  OR  FLANGED 

To  avoid  imitations  see  that  the  name  T.  McAVITY  &  SONS,  Ltd.,  appears 

on  every  valve 

Manufactured  exclusively  by — 

T.  McAVITY  &  SONS,  Ltd. 

Brass  and  Iron  Founders 

St.  John,  N.B. 

MONTREAL          TORONTO           WINNIPEG  VANCOUVER 
LONDON,  England             DURBAN,  South  Africa 
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MUELL 


Tapping  Machines 
Corporation  and  Curb  Cocks 
Service  Clamps  and  Service  Boxes 
Lead  Flange  Work,  Goose  Necks,  Etc. 

Why  not  put  the  best  of  the  best  into  the  service  of  your  municipality? 
MUELLBR  water  works  and  gas  goods  come  to  you  fully  warranted, 
and  with  the  added  recommendation  of  having  been  successfully  per- 
forming the  service  for  which  they  were  intended  for  over  60  years. 
Write  and  tell  us  what  you  want  to  know  in  relation  to  Mueller 
goods  and  our  representative  will  call  upon  you  personally,  armed 
with  facts.  , 

H.  MUELLER  MFG.  CO.,  LIMITED 

SARNIA         -  CANADA 


t 
I 

5 


Now  on  Munitions 

LYMBURNER,  LIMITED 

The  well  known  manufacturers  of  ornamental  metal  work  and 
special  machinery  are  entirely  occupied  making  munitions, 
and  cannot  execute  orders  for  above  work  until  a  later  date, 
when  they  will  be  glad  to  receive  enquiries  and  will  again 
produce  first  class  Metal  Specialties  of  Every  Description — 

L Machinery,  Tools  and  Gauges. 
360  St.  Paul  St.  E.      -  MONTREAL 


X 
r 

; 
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House  being  built  in  below  zero  weather,  for  W.  A.  Rankin, 
Fentiman  Avenue,  Ottawa,  Ont. 

BUILD  ALL  WINTER  with 

STuccoboARD 

Winter  and  early  spring  weather  has  no  effect  on  Bishopric  Stucco 
Board  and  there  are  plenty  of  carpenters  to  be  had  in  February 
and  March. 

Start  your  buildings  now — while  labor  is  most  readily  available. 
You  will  be  just  that  far  ahead  when  the  warmer  weather  comes. 
Bishopric  Stucco  Board  as  a  foundation  for  all  interior  plaster  and 
for  stucco  on  exterior  walls,  takes  the  place  of  boarding,  sheathing, 
furring  strips  and  laths,  saves  over  50  per  cent,  in  material,  time 
and  labor. 

Write  for  samples  and  further  information. 

BISHOPRIC  WALL  BOARD  COMPANY,  LIMITED 

629J  BANK  STREET  OTTAWA. 


B  U  I  I.  D  I  N  G 
PROD  U  CTS 


is  applied  v/ith 
a  wide  floor  brush 


Agatex  chemically  transforms  a  soft  or  dusting- 
cement  floor  to  a  hard,  dense,  impenetrable  sur- 
face without  changing  its  color  or  appearance. 
Actually  enters  into  chemical  reaction  with  the 
constituents  of  the  cement,  and  forms  entirely 
new  compounds,  hard,  enduring  and  resistive  to 
wear. 

You  should  have  our  complete  descriptive 
price  list  of  Chemical  Products.  It  is  free  on 
request. 

Trussed  Concrete  Steel  Co. 

of  Canada,  Limited 
WALKERVILLE,  ONTARIO 

Montreal       Toronto       Winnipeg       Calgary  Vancouver 


The  BEST  Results  in  Painting 

are  obtained  from 

Special  Paints  made  Specially  to  meet  Special  Conditions 

A  Paint  made  to  give  the  best  possible  results  on  ALL  kinds  of  surfaces 
cannot  (the  fact  is  self  evident)  give  the  same  protection  that  a  paint 
made  specially  to  protect  ONE  special  surface  will  give. 

SPECIAL  PAINTS  ARE  OUR  SPECIALTY 


BRIDGES 
BUILDINGS 
GAS  HOLDERS 
STEEL  CARS 


If  You  Contemplate  the  Painting  of : 

STRUCTURAL  STEEL 
STACKS  and  BOILERS 
ROOFS  (metal  or  canvas) 
GRAIN  ELEVATORS 

We  shall  be  glad  to  tell  you  of  these  Special  Coatings 
They  will  REDUCE  YOUR  MAINTENANCE  COST 


TANKS 

PENSTOCKS 

PIPING 

TROLLEY  POLES 


DOMINION  PAINT  WORKS,  LIMITED 


Montreal 
Toronto 


WALKERVILLE,  ONT. 

Made  in  U.  S.  A.  by  DETROIT  GRAPHITE  CO.  Detroit. 


Mich. 


Winnipeg 
Vancouver 
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American  Lead  Pencil  Company  .... 

American  Well  Works   

Anglins   Limited    60 

Armstrong  Cork  Company   

Asbestos  Manufacturing  Company  . .  17 

Asphalt  and  Supply  Company    55 

Ault  &  Wiborg  Company    61 

Baines  &  Peckover  

Barber,  Frank    60 

Barrett  Company   

Beatty  &  Sons,  Ltd.,  M   3 

Beveridge  Paper  Company    50 

Brown  Company   

Bickle  Company,  R.  S   50 

Bishropric  Wallboard  Company  ....  15 

Blair  Company,  B  

Black  Building  Supply  Company . .  . . 
Boving  Hydraulic  and  Engineering 

Company   

Brantford  Roofing  Company    52 

Britnell  Company,  Ltd   53 

Burlington  Steel  Company    49 

Canada  Iron  Foundries,  Ltd   54 

Canada  Foundries  and  Forgings,  Ltd.  11 
Canada  Wire  and  Iron  Goods  Co.  . . 

Canadian  Allis-Chalmers    19 

Canadian  Blower  and  Forge  Co.  ...  13 
Canadian  Chicago  Bridge  and  Iron 

Company    61 

Canadian  Consolidated  Rubber  Co...  3 

Canadian  Des  Moines  Steel  Co   13 

Canadian  General  Electric  Company  19 
Canadian  Ingersoll-Rand  Company.. 
Canadian    Inspection'  and  Testing 

Laboratories    60 

Canadian   Mathews   Gravity  Carrier 

Company   

Canadian  Office  School  Furniture  Co., 

Canadian  Pipe  Company  Ltd   13 

Canadian  Steel  Foundries,  Ltd  

Canadian  Surety  Company    46 

Carey  Company,  Philip   

Carter  White  Lead  Company   59 

Cast  Stone  Block  and  Machine  Co.  .  7 

Chipman  &  Power,  Ltd   60 

Conduits  Company,  Ltd   61 

Cook,  A.  D  

Crushed  Stone,  Ltd   53 

Dake  Engine  Company    .53 

Darling  Brothers    GO 

Dennis  Wire  and  Iron  Company  .... 


Dominion  Concrete  Company    4 

Dominion   Engineering  and  Inspec- 
tion Company    60 

Dominion  Iron  and  Steel  Company.  57 

Dominion  Iron  and  Wrecking  Co.  . .  54 

Dominion  Paint  Works    15 

Dominion  Sewer  Pipe  Company  ....  54 

Dominion  Wire  Rope  Company  ....  64 


Engineers  and  Contractors,  Ltd. 


59 


Foster,  W.  L   18 

Foundation  Company    55 

Gartshore,  John  J  

Gartshore-Thompson  Pipe  and  Foun- 
dry Company    50 

Gent  Company   

Gillis  &  Geoghegan   


Hamilton  &  Toronto  Sewer  Pipe  Co.  47 

Hopkins  &  Co.,  F.  H   64 

Hunt  &  Co.,  Robert  W   60 


Ideal  Concrete  Machinery  Company  50 

Imperial  Brass  Company   13 

Imperial  Oil  Limited   5 

Inglis  Company,  John   45 

Kerr  Engine  Company,  Ltd  '  63 

King-  Construction  Company    60 

Lea,  R.  S.  &  W.  S   60 

London  Concrete  Machinery  Co.  ...  2 

Lymburner,  Limited    14 

MacKinnon  Holmes  &  Co   57 

Maritime  Bridge  Works  Company  .  61 

Manitoba  Bridge  and  Iron  Works  Co.  30 

Marsh  Engineering  Works    8 

McAvity  &  Sons,  T   13 

McDougall  Caledonian  Iron  Works 

Company    n 

McGregor  &  Mclntyre   61 

Miller  &  Co.,  George  M  


Milton  Hersey  Company   

Morrison  &  Co.,  T.  A  

Mueller  Manufacturing  Co.,  Ltd. 
Mussens  Limited   


National  Fireproofing  Company  . 

National  Iron  Works   

Noble,  Clarence  W  

Northern  Crane  Works,  Ltd  

Nova  Scotia  Steel  and  Coal  Companyj 

Office  Specialty  Company  

Ontario  Sewer  Pipe  Company  . .  . 
Ontario  Wind  Engine  and  Pump  Co.  |{| 

Ormsby  Company,  A.  B   il 

Orpen  Conduit  Company    Sll 

Pacific  Coast  Pipe  Company    'Sj 

Pedlar  People   

Power  &  Son   

Prest-O-Lite  Company  


Reid  &  Brown  Structural  Steel  and 
Iron  Works    C|| 

Sheldons  Limited   

Standard  Clay  Products.  Ltd.   S| 

Standard  Underground  Cable  Com- 
pany of  Canada,  Ltd   Cj 

Steel  Company  of  Canada,  Ltd  

Sun  Brick  Company    

Spielmann  Agencies   

Tiffin  Wagon  Company   

Toch  Brothers   

Toronto  Plate  Glass  Importing  Co.  . 
Trussed  Concrete  Steel  Company  .. 
Turnbull  Elevator  Company    (| 


Vancouver  Wood  Pipe  and  Tank  Co. 


Waterous  Engine  Works  Compan| 

Wells  &  Gray,  Ltd  

Williams  Machinery  Co.,  Ltd.,  A. 
Wynne-Roberts  R.  O  


Our  advertisers  represent  the  most  progressive  manufacturers  and  dealers.  Make 
your  purchases  of  them.  Give  your  business  to  the  man  who  is  enterpris- 
ing enough  to  spend  money  and  time  to  get  in  touch  with  you. 
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Will  this  Bungalow  Bring  Trade 

to  its  Builder? 


HE  BUILT  IT  OF  "ASBESTOSLATE"  SHINGLES  AND  ASBESTOS  BUILD- 
ING LUMBER.  He  pocketed  a  good  profit,  he  gave  his  customer  a  home  that  can't 
take  fire  from  without,  that  neither  wind  or  weather  can  harm,  that  will  always  look 
as  clean,  fresh  and  beautiful  as  when  new,  without  repairing  or  painting,  ana,  more 
than  this,  he  erected  a  permanent  advertisement  for  himself. 


ROOF 

"ASBESTO- 
SLATE" 
is  the  material  of 
beauty,  safety,  econ- 
omy, and  profit  for 
the  builder.  It  is 
made  of  Portland 
Cement,  reinforced 
with  long,  strong 
Asbestos  Fibres. 

FOR  THE 
INTERIOR 

use  Linabestos  Fire- 
proof Wallboard, 
3/16  in.  thick. 
42  in.  X  48  in.  48  in.  x 
48  in.,  42  in.  x  96  in., 
48  in.  X  96  in. 


EXTERIOR 
WALLS 


OF 


ASBESTOS 
BUILDING 
LUMBER 

Same  composition  as 

"ASBESTO- 
SLATE" 
SHINGLES 

Manufactured  in 
large  size  sheets: 

42  in.  X  48  in. 

42  in.  X  96  in. 

Various  thicknesses. 


Advantages  of  Asbestos  Cement  Products 

Fireproof  Quick  Construction 

Non-Conducting  i^oTiZZtll)    No  Paint  or  Repairs 

Beautiful — Permanent  Buildings 

Alterations  and  Additions  Made  Easy 


Give  us  particulars  of  your  problem — or 
send  us  plans.  We  will  make  suggestions 
and  give  you  estimates. 


Asbestos  Manufacturing  Comp  any 

808-809  Drummond  Building 
MONTREAL,  Que. 
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The  Sun^s  Understudy 

For  the  RUSH  JOB,  BREAK-DOWN,  or 
DARK  CORNER  that  must  get  plenty  of 
bright  light  by  night 

^'  Carbic  Light 

operated  by  "The  Sun's  Understudy'' — {Cat' 

hiCy)  fits  in,  giving  the  required  illumination  at 
small  cost. 

Carbic 

gives  a  positive  light,  clear,  and  bright,  with  less 
trouble  than  any  other  lighting  fuel  you  can  buy 
to-day. 

Ask  the  learned  contractor  of  the  value  in  this 
light.  He  has,  no  doubt,  used  it  to  great  advan- 
tage during  his  career,  and  can  give  you  advice 
that  will  satisfy  the  most  skeptical. 

Furthermore  a  free  trial  is  open  to  you  to  test  it 
on  your  own  work  at  our  expense,  and  see  for 
yourself. 

May  we  ship  ''on  trial*'?       Literature  for  the  asking. 

W.  L.  FOSTER 


2000  C.  P. 


I 


333  Adelaide  Street  West 


Toronto,  Ont. 


Kelley  Powell  Limited,  Winnipeg,  Man. 
Mussens,  Limited,  Montreal 
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Hoists — Steam,  Electric,  Gasoline 


CANADIAN  ALLIS-CHALMERS  LIMITED 

Head  Office:  Toronto,     Sales  Offices:     Montreal,   Halifax,   Sydney,  Ottawa,    Cobalt,    South    Porcupine,    London,    Winnipeg,  Calgary, 

Edmonton,  Nelson  and  Vancouver. 
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Bar  Iron 

Carried  in  all  sizes  and  lengths 
for  immediate  shipment.  Special 
prices  on  certain  sizes. 

Steel  Sheets 

A  complete  range  from  10  gauge  to  26 
gauge,  for  immediate  shipment. 


Small  Angles 

From  34"  X  3/4"  x  ^"  to  2"  x  2"  x 
14"  in  all  sizes,  thicknesses  and 
lengths. 

Steel  Plates 

All  sizes  from  3/16"  to  1"  thick,  in  stock 
now. 


We  have  a  arge  stock  of  BOILER  TUBES  of  all  sizes  for  immediate  shipment. 

Write  to  our  WAREHOUSE  DEBT,  regarding  your  needs. 

Reinforcing  Bars  for  Concrete 

Shipment  from  Mill  or  Stock 

We  design  and  fabricate  all  kinds  of  structural  steel,  and  carry  at  all  times  a  large  stock  of  Beams  Chan- 
nels, Broad  Flange  Beams,  Plates  and  Angles,  Rivets,  Bolts,  Shafting,  Transmission  Machinery,  etc.,  besides 
those  mentioned  above — ready  for  immediate  shipment. 

We  have  a  monthly  stock  list  that  should  be  on  your  desk.   Ask  for  it. 


Manitoba  Bridge  &  Iron  Works,  Ltd. 

Wini  ipeg       ■  Manitoba 


Ormsby  Rolling 
Fire  Doors 


Lower  Insurance  Rates 
in  Old  Buildings 

Many  an  old  factory  could  command  lower  fire 
rates  if  a  few  Ormsby  Rolling  Steel  Doors  were 
installed. 

Ordinary  sliding  or  swinging  doors  may  be  out 
of  the  question. 

In  many  cases  they  are.  No  sliding  or  swinging 
space  for  them.  No  room  overhead.  The  opening 
must  be  left  unprotected. 

But,  Ormsby  Rolling  Steel  Doors  will  fit  any  open- 
ing, however  awkward.  They  roll  up  overhead. 
Slide  up  like  a  windovvblind,  the  weight  being  coun- 
terbalanced by  heavy  spriaigs.  Overhead  they  oc- 
cupy about  12  to  14  inches ;  at  the  sides  3  inches  or 
less. 


And  these  doors  command  the  lowest  rates. 
They  carry  the  Underwriters'  label.  They  are 
very  strong  and  made  to  give  long  service  un- 
der hard  usage. 

Our  representative  will  show  you  how  to 
use  these  doors  so  as  to  get  lower  insurance 
rates.    Write  for  full  information. 

A.  B.  ORMSBY  &  CO.,  LIMITED,  Toronto 

Agents:— F.  A.  Gillis  Co.,  I.iniitcd,  Halifax,  N.S. ;  D.  A. 
Cummings,  Bi  ockville ;  M.  J.  Skelly,  Ottawa,  Ont. ;  A.  T. 
Cliambers,  Vancouver. 


Associated  v/itb  The  Metal 
Shingle  and  Siding  Company, 
Limited. 


Factories  at  Preston,  Toronto, 
Montreal,  Saskatoon,  Calgary, 
Winnipeg, 
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Provincial  County  Roads   207 
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Roads  are  a  Big  Factor  in  War-Time 
Efficiency 

THAT  two  successive  issues  of  the  Contract  Re- 
cord should  be  given  over  almost  exclusively  to 
good  roads  discussions  is  merely  indicative  of 
the  large  place  this  subject  occupies  in  the  pub- 
He  mind.  The  British  Empire,  and  Canada  as  the  most 
important  unit,  are  fighting  with  their  backs  to  the 
wall,  for  their  very  existence,  and  one  of  the  most  effec- 
tive allies  of  our  enemy  is  our  food  shortage.  This 
condition  has  been  brought  about  by  the  gradual,  but 
persistent,  treck  of  population  from  the  country  to  the 
tcnvns  and  cities,  thereby  reducing  the  sum  total  of  our 
producers  and  increasing  our  consumers. 

The  cause  of  the  treck  is  not  hard  to  seek  or  at  all 
in  doul)t — the  country  was  terribly  isolated  and  loneh'. 
l-ittle  l)y  little  improx  ements  in  the  way  of  telejjhones, 
mail  deli\-ery,  and  cjther  so-called   citv  conveniences 


have  found  their  way  into  the  country,  but  the  one  big 
essential — good  transportation — lags  behind. 

.Just  as  soon  as  our  country  roads  permit  of  rapid 
and  comfortable  transportation  from  point  to  point  so 
soon  will  country  life  begin  to  look  good  to  the  young 
men  and  women  who  are  now  leaving  it  for  city  "at- 
tractions" (?).  As  a  solution  of  one  of  our  national 
problems,  therefore,  the  good  roads  movement  is  a 
foremost  factor  in  the  final  outcome  of  the  world  strug- 
gle for  supremacy. 


Ganada's  Fuel  and  Power  Resources 

IX  a  recent  paper  before  the  Ottawa  branch  of  the 
Canadian  Society  of  Civil  Engineers,  Mr.  John 
Blizzard  reviewed  the  main  sources  of  supply  of 
heat  and  power  in  Canada.  The  most  important  is 
coal,  of  which  some  thirty  million  tons  is  needed  each 
year.  On  account  of  the  uneven  distribution  of  Can- 
ada's coal,  comparatively  little  being-  found  in  the  cen- 
tral provinces  of  Manitoba,  Ontario,  and  Quebec,  more 
than  half  our  total  recjuirements  comes  from  the  Unit- 
ed States.  Mr.  Blizzard  anticipates,  however,  that  in 
the  course  of  a  few  years  this  condition  may  be  re- 
versed,- and  the  United  States  may  be  forced  to  seek 
coke  and  coking  coals  from  us.  Of  the  thirty  million 
tons,  it  is  roughly  estimated  that  sixteen  millions  are 
used  for  i:)Ower  purposes — railway  locomotives,  nine 
millions;  industrial  power,  six  millions;  collieries,  one 
million  ;  a  total  which,  at  7  pounds  per  h.p.  hour,  would 
be  the  equivalent  of  something  over  half  a  million  con- 
tinuous horse-power. 

But  the  author  goes  on  to  point  out  that  of  the 
eighteen  million  continuous  horse-power  of  energy  in 
the  form  of  water-powers  at  present  going-  to  waste, 
some  eight  million  is  estimated  to  be  within  the  present 
range  of  markets.  This  amount,  making  all  allowance 
for  transformation  and  transmission  losses,  would 
yield,  say,  a  million  and  a  half  horse-power  for  traction 
and  industrial  uses — three  times  the  present-day  re- 
quirements. 

The  paper  also  outlines  our  resources  of  wood  as 
being  very  considerable  ;  oil  and  natural  gas  as  incon- 
spicuous ;  and  peat  as  existing-  in  large  quantities  and 
probably  suitable  for  exploitation.  It  concludes  with 
a  discussion  of  the  various  types  of  central  station  and 
a  consideration  of  the  place  of  each  in  the  general 
scheme  of  conserving  useful  .products  of  various  sorts 
for  commercial  exploitation.  Extracts  from  this  inter- 
esting paper  appear  elsewhere  in  this  issue. 


G.  S.G.  E.  Meetings  in  Toronto 

A MEETING  of  the  local  branch  of  the  Canadian 
Society  of  Civil  Engineers  was  held  in  Toronto 
on  Tuesday  evening,  March  5.  Both  the  presi- 
dent of  the  society,  Mr.  H.  H.  Vaughan,  and 
the  general  secretary,  Mr.  Eraser  S.  Keith,  were  pres- 
ent. Mr.  Vaughan  spoke  at  some  length  on  the  status 
of  the  engineer  and  his  relation  to  the  society  and  the 
pttl)lic  under  the  new  organization.  Mr.  Keith  also  ad- 
dressed the  meeting  on  society  affairs. 

Plans  are  well  advanced  for  an  excellent  program 
at  the  meeting  of  March  26  and  27,  when  Ottawa  and 
Toronto  join  forces  in  Toronto.  Ottawa  has  been  a 
\  erv  acti\  e  branch  during  the  past,  and  it  is  exjiected 
that  the  combined  enthusiasm  of  the  two  cities  will 
l)r(jduce  something  in  the  nature  of  an  old-time  con- 
\ention.  The  comi)lete  program  will  be  ready  for  an- 
nouncement in  our  next  issue. 


200 


THE   CONTRACT  RECORD 


March  13,  1918 


Daylight  Saving  on  the  Way 

DAYLIGHT  saving-  appears  to  be  an  accom- 
plished fact,  if  one  may  take  as  official  the  re- 
ported announcement  of  Sir  George  P'oster  a 
few  days  ago  in  Ottawa.  The  government 
ha\  e  been  strangely  silent  on  the  question,  and  proba- 
bly Sir  George's  statement  was  in  the  nature  of  a 
"feeler,"  to  see  what  comment  would  be  made  on  it. 
AMiile  there  have  been  no  very  enthusiastic  outbursts 
in  its  favor,  there  is  certainly  no  opposition,  and  it 
would  appear  that  the  electors,  in  general,  are  taking  it 
for  granted  that  the  moving  ahead  of  the  clocks  is  an 
accomplished  fact.  The  time  only  remains  to  be  de- 
termined, and  this  will  probably  be  around  the  first  of 
April. 

With  the  whole  continent  united  in  this  endeavor 
to  turn  to  good  account  an  extra  hour  of  daylight  each 
day,  it  is  only  reasonable  to  expect  that  results  will  be 
seen  in  various  directions,  not  the  least  of  which  will 
be  the  improved  health  and  general  physical  condition 
of  our  citizens.  Up  to  the  present  time  the  scheme  has 
never  been  given  a  fair  trial  in  Canada.  During  the 
present  season  it  will  either  demonstrate  its  right  to 
l3ecome  a  yearly  fixture  or  it  will  be  discarded..  There 
seems  little  danger  that  the  latter  will  happen. 


Building  Prospects  in  Montreal 

Building  prosjects  for  the  coming  season  in  Mont- 
real are  not  very  encouraging.  While  not  wishing  to 
be  pessimistic,  it  may  be  said  that  no  projects  of  any 
special  importa^nce  are  in  sight,  and  it  is  probable  that 
the  chief  part  of  the  work  will  be  residences,  flats,  and 
schools,  and  such  work  a^  is  absolutely  necessary. 
Houses  are  in  very  great  demand,  but  even  here  the 
high  cost  of  materials  and  labor  is  against  extensive 
building".  Eumljer,  for  instance,  will  be  considerably 
dearer,  although  in  othe*-  directions  there  is  a  slight 
easing  ofif  in  values.  The  building  permits  for  last 
month  totalled  $77,045.  a  decrease  of  $325,520,  while 
the  total  for  the  two  months  of  1918  is  $190,155,  a  de- 
cline of  $462,305. 


Toronto  Meeting  Heralds  New  Era 
in  G.S.  G.  E.  Organization 

Some  further  jKirticulars  regarding  the  meeting  of 
the  Canadian  Society  of  Civil  Engineers,  to  be  held  in 
Toronto  on  March  26  and  27,  were  given  by  Mr.  Eraser 
Keith,  the  secretary  of  the  society,  at  a  meeting  held 
in  Montreal  on  Eebruary  28.  Mr.  Keith  stated  that 
under  the  new  by-laws  general  meetings  were  to  be 
held  throughout  the  Dominion  and  in  every  ])rovince, 
if  possible.  In  order  to  inaugurate  the  meetings,  the 
council  had  decided  to  hold  a  two  days'  meeting  in 
'i'oronto.  to  which  every  member  of  the  society  would 
be  invited.  The  Ottawa  and  Toronto  branches  were 
co-o])erating  in  drawing  u])  a  program,  and  the  council 
\\(nild  be  represented  l)y  Ji  delegation.  Hitherto  all 
the  society  meetings  had  been  held  in  Montreal,  and 
ihe  Toronto  meeting  therefore  marked  an  im|)ortant 
departure  in  the  society's  i)rogram.  It  was  hoped  to 
hold  a  sf)ciety  meeting  in  Saskatoon  during  August, 
and  the  Western  ])ranches  were  co-o|)erating  to  this 
end. 


Tlic  (l;itc  of  the  Canadian  and  international  (iood 
Roads  (  ongrcss.  which  is  to  be  held  at  1  iannlton,  (  )iit., 
has  now  been  (U'linitely  fixed  as  May  7  to  10. 


Montreal  Branch  G.  S.G.  E.  Nominations  ] 

1 

The  following  are  the  nominations  for  officers  anijj 
committee  of  the  Montreal  branch  of  the  Canadian  Soi| 
ciety  of  Civil  Engineers,  the  nominations  being  thos 
of  a  nominating  committee  and  also  of  ordinary  mem 
bers :  Eor  chairman  there  are  three  candidates — Si 
Alexander  Bertram  and  Messrs.  Walter  J.  Erancis  an( 
R.  M.  Hannaford ;  for  vice-chairman,  the  same  numbe 
— Messrs.  J.  A.  Duchastel,  Arthur  Surveyor,  and  R.  M: 
Wilson ;  secretary-treasurer,  Messrs.  E.  B.  Brown  an(  j 
H.  M.  Lamb ;  committee  (six  to  be  appointed),  Messrs| 
N.  B.  Atkinson,  John  S.  Bates,  J.  A.  Burnett,  J.  Af 
Crumpton,  A.  Erigon,  H.  G  Hunter,  A.  E.  Johnson,  W 
D.  Lawrence,  O.  Lefevbre,  J.  W.  Orrock,  L.  G.  Papi 
neau,  P.  L.  Pratley,  E.  P.  Sherwood,  J.  A.  Shaw,  A.  Dl 
Swan,  W.  Chase  Thompson,  and  K.  B.  Thornton.  I 

The  election  will  be  by  paper  ballot  by  member; 
residing  within  25  miles  of  Montreal,  and  the  resul 
will  be  announced  on  March  14. 


Toothless  Metal  Saws  in  Germany 

According  to  the  '"Scientific  American,"  Cjuickly 
revolving  smooth  steel  disks  are  now  being  used  ii 
Germany  for  cutting'  metals,  with  results  said  to  bi 
better  than  those  obtained  with  toothed  saws.  The  ac 
tual  cutting  is  not  effected,  as  was  formerly  under 
stood,  by  removing  the  metal,  but  by  the  heat  gener 
ated  by  the  friction  between  the  rapidly  revolving  disl 
and  the  metal.  That  heat  is  so  great  that  the  metal  i; 
melted  at  the  point  of  contact.  The  disk  has  conse 
quently  only  to  discard  the  molten  metal  and  so  cleai 
the  dividing-  groove.  Naturally  the  steel  disk  also  be 
comes  heated  in  the  operation,  but  as  the  greater  par 
of  its  circumference  is  always  out  of  contact,  and  con 
tinuously  being  cooled  by  air,  its  own  heat  remain; 
always  below  the  melting  point.  When  that  fact  wa; 
realized,  toothless  saws  were  soon  constructed  whicl 
Avere  able  to  cut  through  all  metals  in  a  minimum  o 
time.  The  advantage  over  the  toothed  metal  saws  i: 
that  the  disks  do  not  wear  out  so  quickly. 


Opening  a  Montreal  Office 

The  Canadian  S.K.E.  Company,  Limited,  Toronto 
have  established  an  office  in  the  Board  of  Trade  Build 
ing,  Montreal,  under  the  direction  of  Mr.  Harok 
Brown,  to  take  care  of  their  .business  in  that  territory 
and  to  give  service  to  users  of  S.K.E.  ball  bearings 
Mr.  Brown  was  previously  manager  of  the  J.  Stone  i'( 
Company,  Montreal,  who  handle  the  Stone  Railwa} 
Lighting  System.  ' 


Belt-Finishing  Goncrete  Pavements 

Jn  a  Western  city  last  season  concrete  pavement,' 
57  feet  wide  were  floated  successfully  with  a  belt.  The 
belt  was  59  feet  long  and  handled  easily  by  two  men 
who  went  over  the  road  at  least  twice  after  the  surface 
was  struck  off.  In  striking  off  the  pavement  a  row  ol 
stakes.  10  feet  apart,  was  driven  down  the  centre  line 
to  finished  grade,  and  on  the  >c  a  channel  iron  wa> 
placed  to  support  (;ne  end  of  a  strike  board  templet  foi 
one-half  the  street.  The  centre  end  was  operated  from 
a  bridge,  which  was  mounted  on  vvheels  and  easilv 
l)ushed  along. 

I\t-in  forcing  of  triangle  mesh  was  placed  2  inches 
below  the  surface,  and  '4-incli  felt  expansion  joinl^ 
were  inserted  every  60  feet. 
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Asphalt  Concrete  Construction  on 

the  Eaton  Road 

Paper  Describing  Various  Consecutive  Operations  with  Illus- 
trations— Read  Before  the  Recent  Good  Roads  Conference 

  By  R.  Crawford  Muir,  A.M.I.C.E.,  A.M.C. S.C.E. *   


DURING  1917  that  part  of  Dundas  Street  in  the 
vicinity   of  Toronto,   between   the  Humber 
River  at  Lambton  and  the  Etobicoke  Creek  at 
Summerville,  3.90  miles  in  length,  was  sur- 
ced  with  asphaltic  concrete.    The  cost  was  borne 
intly  by  the  Toronto  and  York  Highways  Commis- 
ion  and  the  Provincial  Government  of  Ontario,  the 
rovince  paying  40  per  cent,  and  the  commission  60 
per  cent.,  under  the  Highway  Improvement  Act.  On 
the  part  of  the  road  between  the  Canadian  Pacific  Rail- 
way tracks  and  Etobicoke  Creek,  3.32    miles  long, 
known  locally  as  the  Eaton  Road,  the  commission's 
share  of  60  per  cent,  was  borne  by  Sir  John  Eaton, 
who  in  1909  had  this  section  of  the  road  built  as  a  mod- 
ern water-bound  macadam  road,  later  having  a  carpet 


Fig.  1— Scarifier  used  in  picking  up  old  tar  macadam. 

coat  of  tar  applied.  Since  1913  the  Toronto  and  York 
Highways  Commission  has  been  maintaining  this  road 
with  an  annual  treatment  of  tar. 

Traffic  Conditions 

Dundas  Street  is  the  chief  means  of  access  to  the 
city  of  Toronto  from  a  large  agricultural  district.  In 
1909  steel-tired,  horse-drawn  traffic  constituted  a]j- 
proximately  90  per  cent,  of  the  traffic  cai-ried  by  the 
road.  In  1917  traffic  conditions  had  changed  to  such 
an  extent  that  the  self-propelled  rubber-tired  vehicles 
were  found  to  be  approximately  85  per  cent,  of  the 
total  traffic  on  the  road.  The  road  also  carried  a  heavy 
narrow  steel-tired  traffic. 

These  changes  in  traffic  conditions,  both  in  volume 
md  character,  necessitated  the  rebuilding  of  this  road 
with  a  more  modern  ty])e  of  surface,  and  in  the  spring 
i)f  1917  various  types  of  surfacings  were  discussed  by 
the  Toronto  and  York  Highways  Commission,  and  it 

•Assistant  Engineer,  Ontario  Department  of  Highways.^ 


was  decided  to  construct  an  asphaltic  concrete  sur- 
face. The  old  road  was  pretty  badly  worn  and  in 
many  places  had  an  exceptionally  high  crown. 

The  new  road,  as  constructed,  is  24  feet  wide,  con- 
sisting of  18  feet  of  asphaltic  concrete  surface,  2 -inches 
thick  compressed,  between  3  feet  asphalt  macadam 
(penetration)  shoulders. 

Scarifying  and  Preparing  Foundation 

The  old  road  was  scarified  4  to  6  inches  deep  for  its 
full  length  and  width,  and  the  loose  stones  were  drawn 
to  the  sides  to  form  the  shoulders,  thus  reducing  the 
crown  necessary  for  the  new  surface.  New  stone  was 
added  to  the  macadam  foundation  where  necessary, 
hollows  being  filled  and  the  old  roadbed  widened  and 
straightened,  thereby  creating  a  better  alignment. 
'i1iis  foundation  was  thoroughly  compressed  by  a  12- 
ton  steam  roller,  prior  to  the  laying  of  the  hot  mix- 
ture. 

The  type  of  scarifier  used  was  the  "Allen."  attached 
to  the  side  of  the  roller;  this  scarifier  consisted  of  two 
])icks,  or  teeth,  and  was  capable  of  picking  up  800  to 
1  200  square  yards  a  day. 

Binder  Coat 

\A  hen  the  macadam  foundation  had  been  prepared, 
a  ]iaiiit  binder  coat  of  hot  asjihalt  cement  was  applied 


Fig.  2 -Applying  paint  binder  coat  of  hot  asphalt  cement  to  macadam 
foundation,  prior  to  laying  hot  mixtuie. 

to  tlie  stone  surface,  approximately  one-half  gallon 
])er  square  yard,  so  as  to  permit  a  l)ond  with  the  hot 
surface  mixture.  Surplus  dust  was  remo\  ed,  wherever 
possible,  from  the  macadam  foundation,  in  order  to 
ensure  ])roper  j^enetration  of  the  asphalt.  Often  it  was 
found  that  the  Iiinder  coat  had  been  ])icked  up  by  the 
wheels  of  the  wagons,  on  account  of  too  much  dirt  on 
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the  foundation.  In  these  cases  it  was  more  of  a  nuis- 
ance than  a  benefit.,  Nevertheless  the  binder  coat  is 
essential,  and  should  be  applied  to  the  surface  of  the 
stone  foundation  as  far  as  possible.  In  this  instance 
.t;"reat  care  was  observed  that  the  surface  of  the  foun- 
dation along  the  shoulders  to  six  feet  from  the  shoul- 
ders was  treated  with  hot  asphalt  cement,  as  this,  in 
the  writer's  opinion,  was  the  most  important  section 
of  the  surface.  The  binder  coat  was  applied  imme- 
diately ahead  of  the  laying  of  the  mixture  to  avoid 
hauling  over  it. 

Laying  the  Mixture 

Prior  to  the  laying  of  the  hot  asphaltic  mixture  it  was 
determined  how  many  square  yards  or  what  number 
of  lineal  feet  should  be  covered  by  a  load.  It  was  found 
that  a  load  covered  29  square  yards,  or  a  length  of  14^/^ 
feet.  It  might  be  stated  here  that  a  load  weighed  ap- 
proximately 3y2  tons.  At  the  commencement  of  each 
day's  work  a  tape  was  laid  along  the  roadside  and  a 
mark  made  at  the  point  where  the  raked  material  from 
each  load  should  end.  This  occasionally  varied,  ac- 
cording to  the  nature  and  temperature  of  the  mixture, 
a  cold  or  stiff  mixture  covering  less  area.  By  laying 
out  the  work  in  this  manner  a  check  was  made  on  the 
thickness  of  the  pavement. 

The  hot  mixture  was  hauled  from  the  plant,  which 
was  located  at  Islington  railway  station,  to  the  road, 
in  the  usual  asphalt-spreading  wagons,  dumped  on  the 
r'oundation  at  a  temperature  varying-  from  250  to  350 
degrees  F.,  and  conveyed  to  its  final  resting-place  by 
means  of  shovels.  In  shovelling  the  hot  mixture  into 
place  the  material  was  shovelled  from  the  bottom  of 
the  pile,  thereby  preventing  the  lower  layer  of  the  pile 
from  becoming  chilled.    When  the  lower  part  of  the 


Fig.  3— Sho\;elling  and  raking  hot  mixture  into  final  resting  place  1i  ? 
~  macadam  foundation. 

pile  i^ecomes  chilled  an  uneven  distribution  and  com- 
j)ression  results.  On  a  number  of  the  loads,  es])ccially 
on  a  long  haul,  the  larger  particles  of  the  mixture  set- 
tled to  the  bottom  cA  the  load.  When  this  occurred, 
the  mixture,  on  ])eing  dumped,  was  remixed  by  turn- 
ing over  with  hot  shovels.  The  mixture,  after  having 
been  deposited  roughly  in  place  by  means  of  shovels, 
was  spread  by  means  of  hot  iron  rakes  to  a  depth  of 
inches,  thus  allowing  for  an  ultimate  compression 
of  two  inches.  During  this  operation  the  rakers  did 
not  stand  on  tlic  hot  mi.xturc  any  more  than  was  neces- 
sary.   Care  was  t;ikcn  tiiat  all  lumps  were  broken  and  a 


uniform  consistency  and  even  grade  maintained,  so  as 
not  to  have  depressions  in  the  finished  pavement.  Rak-' 
ing  is  a  most  important  factor  in  the  construction  of 
an  asphaltic  concrete  pavement.  With  a  hot  mixture, 
300  degrees  F.  or  more,  four  to  six  minutes  were  neces- 
sary for  raking,  but  with  a  cold  or  stiff'  mixture  ten  to 
twenty  minutes  were  sometimes  necessary.  Cold  or 
extra  stiff  mixtures  should  be  avoided,-  as  insufificient 
compression  and  inconsistency  results.  As  soon  as  the 
mixture  was  dumped  on  the  road  its  temperature  was 
taken  and  noted. 

As  soon  as  possible  after  raking — that  is,  without 
picking  up  the  mixture  or  squeezing  out  or  displacing 
the  material  laterally — the  mixture  was  rolled  with  a 
ten-ton  three-wheeled  roller.     Some  mixtures  were 


Fig.  4— Rolling  hot  mixture  with  10-ton  roller. 


more  tender  than  others,  and  were  allowed  to-  cool  off 
a  little  before  putting  the  roller  on  them.  During  a 
cold  spell  it  was  necessary  to  run  a  six-ton  tandem 
roller  over  the  mixture  first,  in  order  to  close  up  the 
surface,  and  then  follow  this  with  the  heavy  roller. 
Undue  delay  in  rolling  the  mixture  will  result  in  a 
more  or  less  honeycombed  surface.  The  wheels  of  the 
roller  were  oiled  with  a  mixture  of  crude  and  coal  oil, 
to  avoid  picking  up  the  hot  mixture.  The  rolling  com- 
menced at  the  sides,  working  toward  the  centre.  This 
was  followed  by  diagonal  rolling,  and  the  final  finish 
of  the  work  by  rolling  parallel  to  the  shoulders.  The 
rolling  b}'  the  heavy  roller  was  thorough,  the  roller 
being  ke]:it  at  work  until  the  surface  was  too  cold  to  be 
impressed. 

At  the  finish  of  the  day's  work  it  was  necessary  to 
leave  the  pavement  in  such  a  a  condition  that  a  proper 
joint  might  be  made  when  the  next  day's  work  com- 
menced. This  joint  was  made  by  compressing  to  a 
feather  edge  with  the  roller  and  the  next  morning  cut- 
ting back  the  cold  mixture  and  thinly  painting  the  cold 
surface  with  hot  asphalt  cement.  On  joining  up  after 
lunch  hour  or  after  any  unavoidable  delay,  the  cold 
surface  was  thinly  ])ainted  with  hot  asphalt  cement. 
The  mixture,  consisting  of  graded  stone,  sand,  and 
limestone  dust,  cemented  together  by  asphalt  cement, 
was  prepared  in  a  Cummer  portable  one-car  asi)halt 
plant,  hereinafter  described. 

.Samples  of  the  mixture  were  taken  on  the  road 
twice  a  day,  as  soon  as  dumped,  once  in  the  forenoon 
and  once  in  the  afternoon,  and  a  record  kept  of  the 
location  where  the  load  was  dumped.    Care  was  taken 


March  13,  1918 


THE  CONTRACT  RECORD 


20.-] 


in  obtaining  a  uniform  mixture.    These  samples  were 
hipped  to  the  Department  of  Public  Highways  labora- 
tory and  tested. 

Loads  Dumped 

The  largest  number  of  loads  dumped  in  one  day 
was  65  (228  tons),  covering  an  area  of  1,800  square 
rards,  or  a  length  of  940  lineal  feet.  This  was  on  the 
shortest  haul,  one-third  of  a  mile.  On  the  longest 
laul,  two  miles,  36  loads  (126  tons),  were  dumped, 
line  teams  each  making  four  trips  in  six  hours,  cover- 
ng  an  area  of  approximately  1,130  square  yards.  On 
in  average,  on  a  full  day's  work,  46  loads  (160  tons), 
ivere  deposited  on  the  road,  covering  an  area  of  ap- 
proximately 1,300  square  yards.  These  quantities 
^vould  have  been  increased  had  the  contractor  placed 
nore  teams  on  the  work. 


Fig.  5— Dumping  the  first  load  after  lunch.  The  cold  surface  has  been 
thinly  coated  with  hot  asphalt  cement. 

On  the  longest  haul  it  was  found  that  the  mixture 
lid  not  lose  ten  degrees  in  temperature  from  the  time 
t  left  the  plant  till  deposited  on  the  road. 

Seal  Coat 

After  the  mixture  had  been  compacted,  a  seal,  or 
lush,  coat  of  hot  asphalt  cement  was  spread  over  thfe 
urface  with  the  squeegee  and  covered  with  hot,  coarse 
and.  The  seal  coat  was  applied,  when  convenient, 
mmediately  after  the  rolling  of  the  mixture,  which 
vas  still  fresh  and  warm,  but  on  most  occasions  it 
vas  applied  when  the  mixture  was  cold.  When  the 
urface  of  the  mixture  got  dirty,  on  account  of  the  traf- 
ic  being  allowed  to  travel  on  it,  it  was  necessary  to 
■  weep  and  thoroughly  clean  the  surface  before  apply- 

the  seal  coat.  The  asphalt  cement  was  applied  at  a 
emperature  of  approximately  225  degrees  F.,  and  at 
he  rate  of  one-eighth  to  one-quarter  gallons  per  square 
ard,  depending  upon  the  condition  of  the  surface.  The 
)urpose  of  this  seal  coat,  as  the  name  implies,  is  to 
horoughly  seal  and  smooth  out  any  unevenness  which 
nay  be  on  the  surface  of  the  coarser  mixture.  An  ex- 
ess  of  asphalt  cement  was  avoided  as  far  as  possible, 
rhe  asphalt  cement  was  heated  on  the  road  in  three 
•ettles  of  two,  three,  and  five  barrels  capacity.  When 
he  surface  was  damp  it  was  found  advisable  to  run  the 
queegee,  containing  hot  asphalt  cement,  rapidly  over 
he  surface,  to  take  up  any  moisture,  before  applying 
he  seal  coat. 

In  order  to  ensure  a  bond  between  the  hot  mixture 
nd  the  stone  shoulders,  the  hot  asphalt  cement  was 


applied  to  the  inner  six  inches  of  the  shoulders  during 
the  process  of  squeegeeing. 

Sanding  on  Surface 

As  soon  as  the  seal  coat  of  asphalt  cement  had  been 
applied  the  surface  was  covered  with  coarse,  hot  sand, 
varying  in  temperature  from  200  to  275  degrees  F.,  and 
spread  at  the  rate  of  approximately  one  cubic  yard  to 
200  square  yards.  This  was  then  rolled  by  a  six-ton 
tandem  roller  to  a  true  surface  and  left  to  cool  before 
allowing  the  trafific  on  it. 

The  appliance,  commonly  called  the  squeegee,  used 
in  applying  the  seal  coat,  consisted  of  a  iron  box,  18  x 
18  X  14  inches  in  size,  mounted  on  wheels.  A  small 
hole  in  front  of  the  box  near  the  botom  allowed  the 
asphalt  to  flow  on  to  the  road,  the  flow  being  controlled 
by  a  lever  operated  by  a  man  hauling  the  squeegee.  On 
the  front  of  the  box  was  attached  a  length  of  belting 
.3^  ft.  x  6  in.  x  3/8  in.,  which  distributed  the  cement 
evenly  over  the  surface.  The  asphalt  cement  was  con- 
veyed to  the  squeegee  by  means  of  pails.  A  man  with 
a  hand  squeegee  usually  followed  the  squeegee  in  order 
to  spread  the  asphalt  more  evenly  and  to  avoid  matt- 
ing. 

Shoulders 

The  shoulders  are  composed  of  the  stones  raked 
from  the  scarified  surface  of  the  old  road,  to  which  was 
added  new  stone,  in  order  to  bring  the  shoulders  to  the 
proper  width  and  depth.  Material  was  drawn  from  the 
roadside  to  hold  up  the  shoulders  while  rolling  was  in 
progress.  During  the  rolling  of  the  hot  mixture  by  the 
heavy  roller  the  shoulders  were  rolled  sufficiently  to 
smooth  the  surface  and  key  the  stones  together,  there- 
by providing  a  true  surface  before  applying  the  asphalt. 

The  asphalt  was  applied  at  a  temperature  of  ap- 
proximately 225  degrees  F.  by  means  of  a  hand-sprink- 


Fig.  6— Applying  seal  coat— approximately  !4  gallon  per  square  yard. 

ler,  at  the  rate  of  1^  gallons  per  square  yard.  This 
was  covered  by  hot,  coarse  sand,  which  was  brushed 
into  the  interstices  oi  the  stone  before  rolling,  ai)proxi- 
mately  one  cubic  yard  covering  60  square  yards.  The 
entire  surface  was  then  rolled  with  a  six-ton  tandem 
roller. 

The  asphalt  was  heated  in  a  kettle  with  a  capacity 
of  12  barrels,  located  on  the  roadside.  The  same 
asphalt  was  used  as  in  the  mixture,  but  at  first  was 
found  to  be  hard,  and  was  later  fluxed  to  obtain  the 
proper  consistency  or  penetration.    This  was  done  by 
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adding  about  three-quarters  of  a  barrel  of  oil  to  ten 
Imrrel.s  of  as])halt.  This  quantity  was  prepared  late  in 
the  afternoon  and<was  ready  for  use  the  next  morning. 

-    Paving  Plant 

The  wearing  surface  mixture  was  prepared  in  a 
Cummer  standard  one-car  portabe  paving  plant  of 
2,000  square  yards  of  two-inch  top  per  day  (ten  hours) 
rated  capacity,  having  a  twin-pug  mill  (10  cubic  feet), 
capable  of  handling  a  1,000-pound  batch  of  material. 
The  total  weight  of  this  plant,  ready  for  transporting, 
is  100  tons. 

Power  is  supplied  by  a  11-in.  x  10-in.  special  Victor 
centre  crank  engine  of  35  h.p.,  housed  in  and  located 
near  the  lioiler,  but  away  from  the  dust.  Steam  is  sup- 
plied to  the  engine  by  a  80  h.p.  horizontal  internally- 
fired  Scotch  type  boiler. 

The  plant  consists  of  a  self-contained  rotary  drier, 
the  revolving  cylinder  being  60  inches  in  diameter  and 
22  feet  long ;  the  cylinder  revolves  .about  6  r.p.m.,  and 
is  set  at  a  slight  incline,  and  has  lifting  angles  on  the 
inside  that  cascade  the  material  over  the  entire  area  of 
the  cylinder  and  gradually  carry  it  toward  the  dis- 
charge end.  The  drier  turns  out  approximately  25  tons 
of  material  per  hour.  There  is  a  storage  bin  for  the 
mineral  aggregate  of  15  tons  capacity,  fitted  with  a 
rotary  screen.  There  are  three  kettles  or  melting  tanks, 
each  with  a  capacity  of  15,000  pounds,  arranged  for  air 
agitation.  The  kettles  project  above  the  casing,  and 
are  provided  with  tight-fitting  rainproof  covers.  All 
asphalt  piping  and  cocks  are  steam-jacketted.  There 
are  two  elevators  to  the  drier,  one  for  the  sand  and  the 
other  for  the  stone ;  also  one  steel-encased  elevator 
from  the  drier  to  the  bin.  The  measuring  box  for  the 
mineral  aggregate  is  on  a  two-beam  scale,  so  that  each 
ingredient  can  be  weighed  separately,  and  the  asphalt 


Fig.  7— Applying  hot  asphalt  to  shoulders. 

weigh-bucket  is  on  a  single  beam  scale  running  on  an 
overhead  trolley. 

The  pov/er  transmission  consists  of  one  main  shaft, 
two  belts,  and  two  chains.  The  mixer  is  direct-driven 
from  tlic  main  shaft,  as  is  also  the  drier.  The  plant  is 
c(|ui])|)ed  with  clutches,  so  tliat  the  \arious  units  may 
!)e  run  independently. 

Plant  in  Operation 

'i'he  working  of  the  plant  is  as  follows:  The  mineral 
aggregate  is  fed  into  the  drier,  sand  from  one  side  and 


stone  from  the  other  side,  by  means  of  an  open-bucke 
elevator.  It  takes  ten  to  fifteen  minutes,  depending  o 
the  wetness  of  the  material,  to  pass  through  the  driei 
in  which  time  the  material  is  dried  and  heated  to  ap 
proximately  350  degrees  F.,  the  temperature  bein, 
taken  from  time  to  time  at  the  foot  of  the  elevator  a 
the  rear  end  of  the  drier,  which  carries  it  to  the  rotar 
screen  over  the  divided  storage  bin.  Frorn  the  scree: 
the  mineral  aggregate  is  delivered  into  the  differej^ 
compartments  in  the  bin,  one  for  sand  and  the  otlsd 
for  stone.  The  large  stones  retained  on  the  screen  ar 
conveyed  by  a  chute  to  the  ground.  From  the  bin  th 
mineral  aggregate  is  drawii  in'o  the  measuring  box  aj 
the  required  weights.  From  the  measuring  box  it  i 
discharged  into  the  mixer.  The  asphalt  is  elevate 
from  the  kettles  by  air  pressure ;  the  asphalt  flows  b; 


Fig.  8-Dundas  Street  (Ealon  Road)--18  £oot  asphaltic  concrete  surface 
(2-in.  conpressed)  between  3-ft.  asphalt  penetration  shoulders. 

gravity  on  to  the  air  lift,  then  conveyed  by  an  air  com 
pressor  to  the  weigh-bucket,  20-pound  pressure  bein; 
used.  From  the  bucket  the  asphalt  is  delivered  into  thi 
mixer  and  thoroughly  mixed  with  the  mineral  aggrc 
gate.  The  dust  or  filler  is  then  added  direct  to  thi 
mixer,  and  the  whole  thoroughly  dried.  The  time  taker 
to  mix  the  materials  varied  from  22  to  35  second.- 
From  the  mixer  the  mixture  is  dumped  into  a  wagon 
which  is  directly  underneath  the  mixer,  seven  batche.'^ 
each  approximately  985  pounds,  to  a  load.  Four  to  si: 
minutes  are  required  in  loading.  When  the  plant  i 
working  at  its  full  capacity,  three  tons  of  coal  are  re 
quired  per  day. 

Organization 

The  organization  at  the  plant  is  as  follows:  On 
foreman,  one  engineer,  one  fireman,  one  blacksniitli 
two  men  at  scales  weighing  materials,  one  man  fecdin; 
stone  to  elevator  to  drier,  one  man  feeding  sand  to  ."!c 
vator  to  drier,  two  men  shovelling  stone  from  car,  twi 
men  shovelling  sand  from  car,  two  men  stripping  bar 
rels,  etc.,  one  man  with  horse  conveying  sand  from  pil 
to  elevator,  one  man  with  horse  conve3ang  stone  ir'.r^ 
car  to  elevator. 

The  sand  is  conveyed  by  a  scra])er  from  the  nil 
near  the  car  to  the  elevator,  the  stone  lacing  coiii  cvci 
])\  cart  froni  rhe  car  to  the  elevator.. 

Quantities  of  Materials  Used  Per  Day 

On  a  good  day's  work  (eight  hours)  the  follovvin: 
(|uantities  of  material   were  used:   Sjxtcen  ton?  o 

(Concluded  on  pa.ee  212) 
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"Ontario  Good  Roads  Ass'n  Meets  in  Toronto 

Sixteenth  Annual  Convention  Creates  Much  Enthusiasm — Important  Topics  Dis- 
cussed and  Resolutions  Presented— Organization  for  Road  Work  After  the  War 


THE  sixteenth  annual  meeting  of  the  Ontario 
Good  Roads  Association  was  held  in  Toronto 
during-  the  three  days — Feb.  27,  Feb.  28,  and 
March  1 — when  about  250  delegates  from  all 
)arts  of  the  province  were  in  attendance.  A  number 
)f  interesting  papers  and  addresses  were  presented, 
;ome  of  which  we  print,  in  full  or  in  part,  in  the  pres- 
■nt  issue.  As  usual,  the  convention  was  very  success- 
ul  in  its  main  object — the  arousing  of  enthusiasm  and 
liscussion  regarding  that  most  important  undertaking, 
he  provision  of  good  roads  in  Ontario. 

The  President's  Address 

The  president,  Mr.  C.  R.  Wheelock,  O.L.S.,  of 
)rangeville,  in  his  opening  address,  dwelt  on  the  ever- 
ncreasing' importance  of  good  roads  as  a  factor  in  the 
conomic  and  national  life  of  our  country,  and  pointed 
mt  that,  despite  war  conditions,  much  had  been  ac- 
omplished  during  the  past  year  in  the  way  of  organ- 
zation.  He  also  outlined  the  scheme  for  government 
ssistance  which  has  been  developed  by  the  Ontario 
lighways  Department  and  the  classifications  under 
I'hich  the  roads  of  the  province  are  placed.  Extracts 
rom  his  address  follow : 

Good  roads  come  next  to  well-equipped  railways 
jr  land  transportation  and  may  form  a  co-operative 
.\  stem,  using  the  public  highways — our  greatest  trans- 
ortation  asset — for  the  short  hauls  and  the  railways 
jr  the  long  distance  or  through  traffic.  AVhat  are 
nown  as  "highway  freight  trains"  have  already  been 
stablished  in  the  United  States  on  several  routes. 
)ne  route  is  from  Akron,  O.,  to  Boston,  Mass.,  a  dis- 
ince  of  about  750  miles.  The  ec^uipment  consists  of 
jur  motor  trucks,  and  a  regular  schedule  is  main- 
lined. 

Road  construction  during  the  past  year  has  been 
reatly  retarded  owing  to  war  conditions,  but  much 
as  been  accomplished  for  the  ultimate  success  of  the 
nod  roads  movement.  Ten  additional  counties  have 
>sumed  county  systems  of  roads.  The  Provincial 
lighway  Act  was  passed  and  work  commenced  by  the 
overnment  on  the  Kingston  Road.  The  first  provin- 
lal  county  roads  were  designated  in  some  counties 
nd  work  commenced,  and  the  Toronto  and  Hamilton 
lighway  was  completed  and  officially  opened. 

Bonded  Debt  Not  Created 

The  highway  laws  of  the  Province  of  Ontario  are 
jmprehensive  and  workable,  and  provide  a  splendid 
fganization  to  carry  out  the  work.  A\"e  have  the  dis- 
nction  of  being  one  of  the  very  few  provinces  or 
;ites  that  are  buildinp-  up  a  system  of  main  roads 
ithout  creating  a  bonded  debt. 

There  are  now  35  counties  of  the  37  in  Old  On- 
iric that  have  adopted  county  roads  systems,  and  will 
oceed  with  the  work  in  a  systematic  manner,  under 
c  provisions  of  the  highway  department.  Thus  the 
suit  of  the  campaign  commenced,  and,  carried  on  by 
lis  association  since  the  year  189-1-,  is  now  bearing 
>undant  fruit. 

The  total  mileage  covered  by  the  county  roads  is 
-127  and  the  total  mileage  constructed  to  date  2,275. 


xA.s  the  total  mileage  of  rural  roads  in  Old  Ontario  is' 
55,000,  the  mileage  covered  by  county  roads  is  15  per 
cent,  of  the  total.  It  is  estimated  b}^  the  highway  de- 
partment that  20  per  cent,  of  the  township  roads,  those 
usuallv  included  in  a  county  S3'stem,  carry  80  per  cent, 
of  the  farm  traffic. 

This  splendid  system  is  not  a  vision  to  be  realized 
in  the  far  distant  future.  About  2,275  miles  have  al- 
ready been  built ;  the  organization  is  complete,  and  the 
woi'k  will  go  ahead  with  leaps  and  bounds  when  the 
war  is  over.  This  work  should  be  of  great  assistance 
in  working  out  the  great  general  scheme  of  recon- 
struction that  will  be  required  after  the  war. 

The  public  highways  of  the  province  are  fast  be- 
coming- one  of  the  richest  assets  of  the  people.  The 
value  of  a  highway  increases  in  proportion  to  the  traf- 
fic it  carries,  and  that  the  traffic  is  increasing  is  plainly 
shown  by  the  increase  in  motor  vehicles.  In  the  year 
1903  there  were  only  220  motor  vehicles  in  Ontario ;  by 
the  year  1910  they  had  increased  to  4,200,  and  in  1917 
to  84,353.  The  revenue  from  licenses  last  year  amount- 
ed to  $940,000.  This  increase  has  exceeded  all  expec- 
tation. The  Honorable  the  Minister  of  Public  Works 
and  Highways,  in  his  address  to  this  association  one 
year  ago,  said  that  the  receipts  for  motor  licenses  for 
1916  was  $650,000,  and  he  expected  the  amount  to  in- 
crease to  $750,000  in  1917,  and  that  by  the  year  1920 
the  million-dollar  mark  would  be  reached.  The  re- 
sults show  the  expectations  of  the  minister  to  have 
been  very  conservative.  The  million-dollar  mark  has 
already  been  almost  reached,  and  I  would  venture  the 
opinion  that  the  year  1920  will  bring  us  to  the  two- 
million-dollar  mark. 

Number  of  Licenses  Doubled  Since  1915 

The  number  of  licenses  issued  in  1917  was  double 
the  number  in  1915,  and  the  revenue  of  the  province 
from  this  source  was  increased  to  that  extent.  But 
increased  revenue  means  increased  traffic,  and  in- 
creased traffic  means  increased  expenditure  on  the 
roads,  and  to  work  this  problem  to  a  logical  conclusion 
it  would  seem  only  fair  to  increase  the  government  aid 
in  proportion  to  the  revenue. 

In  conclusion,  permit  me  to  say  that  this  organiza- 
tion is  carried  on  for  purposes  entirely  unselfish.  We 
feel  that  the  prosperity  of  our  province  would  be  great- 
ly retarded  without  an  adequate  system  of  main  roads, 
and  the  officers  of  this  association  have,  therefore, 
freely  given  their  time  and  best  thought  to  the  ad- 
vancement of  what  they  consider  to  be  the  best  inter- 
ests of  the  people.  The  association  is  not  connected 
in  any  way,  and  receives  no  financial  support  from 
commercial  interests. 

Heads  of  Highways  Department  Present 

As  usual,  the  great  interest  taken  in  the  ]iroceed- 
ings  of  the  association  l)y  the  Ontario  Highways  De- 
partment was  evidenced  1)}'  the  presence  of  Flon.  Fin- 
lay  Macdiarmid,  Minister  of  Public  Works,  and  Mr. 
W.  A.  ]\lcPcan,  Deputy  Minister  of  Highways,  both 
of  whom  delixered  addresses.  Mr.  ^Macdiarmid  ex- 
pressed his  pleasure  in  having  an  opportunity  of  meet- 
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ing  and  speaking  to  the  delegates,  and  said  his  depart- 
ment was  always  willing  and  anxious  to  consider  any 
proposals  which  the  association  might  submit  with  re- 
gard to  the  general  road  policy  of  the  province.  lie 
pointed  out  that  it  was  the  desire  of  the  government  to 
further  the  movement  to  as  great  an  extent  as  condi- 
tions would  permit,  and  that  at  the  present  session  of 
the  Ontario  Legislature  $1,000,000  had  been  appropri- 
ated for  that  purpose ;  however,  the  present  was  not  a 
time  for  launching  into  very  large  expenditures  on 
construction,  owing  both  to  the  high  rate  of  interest  on 
borrowed  money  and  scarcity  of  labor.  With  regard 
to  the  legislation  covering  provincial  highways,  he 
said  this  was  passed  with  a  view  to  meeting  conditions 
which  he  believed  would  exist  after  the  war.  Last  year 
a  portion  of  the  provincial  highway  east  of  Toronto 
had  been  taken  over,  but  no  heavy  expenditures  were 
made,  only  such  work  being  carried  out  as  would  main- 
tain the  road  and  keep  it  from  falling  into  a  state  of 
disrepair. 

Curtail  Road  Construction  Work 

The  Deputy  Minister,  Mr.  McLean,  dwelt  on  the 
importance  of  maintaining  roads  of  every  class,  but 
opposed  any  large  construction  undertaking.  The  war, 
he  said,  was  the  all-important  problem  at  the  present 
time,  and  road  work  should  be  carried  out  only  to  the 
extent  to  which  it  added  to  our  efficiency  in  the  prose- 
cution of  the  war.  Construction  work  might  be  justi- 
fied in  some  cases  where  local  materials  and  labor  not 
required  for  production  could  be  employed. 

Mr.  D.  M.  Mclntyre,  chairman  of  the  Ontario  Rail- 
way and  Municipal  Board,  delivered  an  able  and  in- 
teresting address  on  "Highways  of  Empire,"  in  which 
he  emphasized  the  part  that  road-building  has  played 
at  various  periods  of  the  world's  history.  He  charac- 
terized the  Roman  and  British  Empires  as  the  two 
greatest  known  to  history,  and  pointed  out  the  im- 
portant part  that  road-building  had  take,n  in  their  de- 
velopment. 

Important  Resolutions  Carried 

A  number  of  important  resolutions  were  presented 
at  the  convention  and,  after  some  discussion,  the  fol- 
lowing were  carried: 

That  provincial  roads  should  be  paid  for,  70  per 
cent,  by  the  province  and  the  balance  by  the  county, 
when  the  roads  in  the  county  system  are  taken  over — 
or  when  county  councils  afterwards  assume  the  lia- 
bility— and  that  the  county  councils  should  have  the 
right  to  adjust  their  expenditures  in  connection  witn 
provincial  roads  as  provided  in  the  Highway  Improve- 
ment Act. 

That,  in  the  o])inion  of  the  association,  it  would  i.e 
advisable  for  each  count)'  council  to  appoint  a  repre- 
sentative whose  duty  it  will  be  to  confer  with  similar 
representatives  of  adjoining  counties,  so  that  a  com- 
plete system  of  connecting  roads  may  be  designated 
as  provincial  cotiiity  roads  and  submitted  to  the  de- 
I)artment  for  confirmation  at  an  early  date. 

That  section  2  of  the  Ontario  Highways  Act,  re- 
lating to  the  township  road  commissioner,  be  amended 
by  providing  for  the  payment  of  40  i)er  cent,  of  the 
commissioner's  salary  by  the  i)rovince,  said  percentage 
not  to  exceed  $250  annually. 

Another  im])ortant  resolution  was  ])assed  petition- 
ing the  Dominion  (lovernmcnt  to  use  every  efTort  to 
see  that  the  railways  provide  adecpiate  equijjnu'nt  suit- 
able for  transportation  of  roadway  materials  during 


the  season  of  1918,  in  view  of  the  difficulties  exper 
enced  in  this  respect  last  year. 

Election  of  OfBcers 

With  the  exception  of  two,  all  the  1917  officei 
were  re-elected  for  the  coming  year,  the  list  being  j 
follows :  Honorary  presidents,  J.  A.  Sanderson,  of  O: 
ford  Station,  and  S.  L  Squire,  of  Waterford ;  presiden 
C.  R.  Wheelock,  Orangeville;  first  vice-president,  J. 
Parsons,  Jarvis;  second  vice-president,  W.  H.  Pug: 
ley,  Richmond  Hill;  secretary-treasurer,  George  ; 
Henry,  M.P.P.,  Todmorden ;  directors:  K.  W.  McKa- 
St.  Thomas;  Major  T.  L.  Kennedy,  Dixie;  F.  A.  Sem 
cal,  Plantagenet;  L.  E.  Allen,  Belleville;  T.  J.  M;| 
honey,  Hamilton ;  W.  H.  Brown,  Chesley.  f 


County  Road  Accounts 


MR.  WIMUND  HUBER,  assistant  engineer  c 
the  Provincial  Department  of  Public  Higl 
ways,  addressed  the  association  on  the  sul 
ject  of  county  road  accounts.  "The  question, 
he  said,  "is  how  are  we  going  to  determine  whetht 
value  is  being  received  for  the  money  spent  on  roa 
work.  In  the  case  of  the  contractor,  one  reason  tha 
he  can  frequently  do  work  more  cheaply  that  a  mun 
cipality  is  that  he  keeps  a  closer  check  on  his  work 
he  knows  exactly  the  cost  of  the  various  operations. 
Extracts  from  his  remarks  are  given  below : 

For  some  time  the  provincial  department  has  en: 
phasized  the  importance  of  keeping  a  set  of  count 
road  accounts.  TJiis  is  a  scheme  to  enable  the  varioii 
counties  to  carry  on  work  at  the  lowest  possible  coi^ 
and  the  highest  efficiency.  One  object  of  a  system  c 
accounting  is  to  enable  the  road  superintendent  t 
ascertain  the  cost  of  each  part  of  the  work.  Anothc 
is  to  enable  him  to  prepare  a  statement  from  time  t 
time  , either  during  the  work  or  afterwards,  and  com 
pare  his  costs  with  those  on  other  works.  A  statemen 
of  cost  prepared  immediately  after  a  work  is  very  lit 
tie  use  on  that  particular  job,  and  merely  helpful  fo 
future  reference.  A  statement  prepared  during  tli 
progress  of  the  work,  however,  shows  the  superinteii 
dent  how  his  expenditures  stand  and  how  they  com 
pare  with  those  on  other  jobs.  He  is  also  enabled  1' 
compare  the  work  of  the  different  gangs  and  recot; 
nize  efficiency  on  the  one  hand  or  check  incompetenc 
on  the  other.  A  comparison  can  also  be  made  betweei 
the  different  types  of  roads,  and,  the  cost  of  a  ro:v 
being  known  and  its  length  of  life  ascertained,  it  i 
thus  determined  which  is  the  most  economical. 

A  proper  system  of  accounts  enables  the  superiii 
tcndent  to  make  a  satisfactory  statement  of  expendi 
ture  on  county  roads  to  the  government  at  the  end  o 
each  year.  The  government  has  certain  objects  in  rc 
questing  these  statements :  First,  that  of  securini 
roads  at  a  reasonable  cost ;  and,  secondly,  they  ar 
]:)laced  in  a  position  to  compare  costs  of  the  differeii 
tyi)es  of  roads,  etc.,  and  distribute  information  as  t< 
which  is  the  most  valuable.  The  annual  report  of  tlii 
department  contains  data  of  this  nature. 

The  accounting  system  should  show  just  how  thi 
money  is  spent  on  every  item  of  the  work.  It  is  th' 
foreman's  duty  to  keep  a  time-book  to  show  how  eac); 
man  was  em])loyed  during  each  day.  The  count; 
should  be  in  a  position  to  state  how  each  account  i 
apiilicable.  In  order  to  do  so,  the  superintendent  nuis 
classify  his  accounts.    If  this  is  properly  done,  it  wil 
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enable  the  treasurer  to  post  the  various  items  in  the 
correct  manner.  Thus  the  cost  of  each  part  of  the 
work  will  be  easily  ascertained. 

In  conclusion,  Mr.  Huber  said  that  the  govern- 
ment had  decidied  on  no  standard  method  of  account- 
ing to  be  adopted  by  the  counties  in  connection  with 
their  road  systems,  but  the  department  was  willing  to 
L;ive  any  information  and  assistance  possible. 


Provincial  County  Roads 

 By  G.  S.  Henry,  M.  P.  P..  

ONTARIO  legislation,  with  a  well-defined  pur- 
pose in  each  case,  makes   a   classification  of 
roads.   This  classification  is  primarily  based  on 
traffic,  and  afifects  the  control  of  the  rpads  and 
the  amount  of  provincial  aid  appropriated  for  each 
class. 

It  is  part  of  good  organization  in  every  line  of  in- 
dustry to  classify  work  and  duties  and  definitely  fix  re- 
sponsibility. This  division  of  work  and  responsibility 
has  been  found  essential  by  every  country  that  has 
built  up  a  genei-al  system  of  good  roads.  But  it  is 
necessary  for  each  country,  in  dealing  with  this  classi- 
fication, to  meet  its  own  particular  needs,  by  consider- 
ing the  existing  units  of  local  and  central  government, 
the  means  available  to  each  in  meeting  responsibility 
allocated  to  it,  and  the  equitable  distribution  of  cost. 

Classification  of  Roads 

County  roads,  receiving  from  the  province  a  grant 
of  40  ])er  cent,  for  construction  and  20  per  cent,  for 
maintenance,  were  created  for  the  purpose  of  meeting 
the  need  for  good  market  roads,  radiating  from  local 
towns  and  shipping  points.  Although  separated  from 
township  organization,  they  are,  in  eft'ect,  the  most  im- 
portant of  the  township  roads,  and  provincial  aid  to 
them  is,  broadly,  aid  to  the  townships  in  keeping  up 
their  most  heavily  travelled  local  roads.  Local  traffic 
concentrates  on  them ;  they  require  comparatively 
large  expenditure  to  construct  and  maintain  them ;  and 
i^ood  business  organization  indicates  that  this  can  best 
be  done  by  putting  them  in  a  class  and  under  a  separate 
authority,  the  county  council,  which  can  apply  uni- 
formity of  treatment  to  them. 

Suburban  roads  were  created  in  order  that  what  is 
perhaps  a  weakness  of  the  Ontario  municipal  system 
ma}^  be  remedied — the  right  of  cities  to  separate  them- 
-'Clves  from  the  county  organization.  To  this  class  of 
roads  cities  are  required  to  contribute,  and  thereby 
build  up  the  standard  of  main  roads  immediately  adja- 
cent to  them.  To  the  construction  of  these  roads  the 
county  contributes  30  per  cent.,  the  city  30  per  cent., 
and  the  province  40  per  cent.  For  maintenance  the 
province  contributes  20  per  cent,  and  the  remainder  is 
equally  divided  between  the  city  and  the  county. 

Provincial  roads  were  created  because  there  is  a 
class  of  highway  carrying  heavy  traffic  not  merely  be- 
tween important  cities  and  towns  within  the  province, 
but  also  traffic  which  is  interprovincial  and  even. inter- 
national. It  is  manifestly  unfair  and  impossible  to  ex- 
1)ect  that  local  municioalities.  or  even  counties,  would 
maintain  roads  adapted  to  traffic  of  that  character.  It 
is,  therefore,  in  keeping  that  the  province  itself  should 
assume  the  duty  of  maintaining  roads  of  this  class,  con- 
tributing 70  Der  cent,  of  the  expenditure. 

Provincial  countv  roads  are  a  class  intermediate  be 
tween  county  roads  and  provincial  highways.  Al- 
though not  on  the  direct  line  of  international  traffic  to 


any  marked  extent,  and  though  not  connecting  the 
large  cities,  they  are  a  class  which  connect  the  more 
important  urban  centres  of  the  province  and  carry  con- 
siderable traffic  which  originates  outside  of  the  county 
itself;  much  of  it,  in  cases,  may  be  traffic  of  a  tourist 
character.  It  is  intended  that  they  will  be,  in  a  sense, 
co-operative  with  provincial  roads,  but  under  county 
control.  To  such  roads  the  province  will  contribute  60 
per  cent,  of  the  cost  of  construction  and  maintenance. 
These  roads  are,  therefore,  intended  to  enable  the  more 
equitable  maintenance  of  certain  county  roads,  carry- 
ing a  considerable  proportion  of  through  traffic,  but 
which  the  countv  may  efficiently  maintain,  and  which 
are  not  of  sufficient  importance  to  be  classed  as  pro- 
vincial, or  which  it  is  not  desirable  or  expedient  for  the 
province  to  assume  as  provincial  highways.  They  con- 
tinue to  be  county  roads,  but  because  of  heavy  through 
traffic  will  receive  an  increased  subsidy.  In  general 
they  will  form  branches  of  the  provincial  highway  sys- 
tem, joining  up  cities  and  other  important  terminal 
points  of  traffic.  They  constitute  an  intermediate  link 
between  the  provincial  and  county  road  systems,  and 
should  be  subject  to  special  regulation. 

Features  Requiring  Special  Attention 

To  become  entitled  to  the  provincial  subsidy  of  60 
per  cent,  for  construction  and  maintenance  the  general 
regulations  of  the  de])artment  should  be  followed,  but 
with  special  regard  to  such  features  as  the  following : 

1.  The  road  allowance  to  be  uniform,  and  not  less 
than  66  feet  in  width,  unless  impracticable  because  of 
engineering  difficulties. 

2.  The  earth  grade  to  be  of  uniform  width,  having 
a  clear  width  of  28  feet  between  shoulders,  safe  and 
convenient  for  travel. 

3.  The  paved  or  metalled  surface  to  be  double  track 
not  less  than  14  feet  nor  more  than  18  feet  wide. 

4.  Drainage  to  be  continuous,  well  defined,  and  ade- 
quate, with  free  and  sufficient  outlet. 

5.  The  road  foundation  to  be  adequate,  and  de- 
signed according-  to  material  and  sub-soil,  for  a  12-ton 
load,  9  tons  on  rear  axles,  with  wheels  carrying  650 
pounds  per  inch  of  tire. 

6.  Dangerous  corners  and  sharp  turns  to  be  elimin- 
ated, giving  a  clear  view  of  at  least  300  feet. 

7.  Excessive  grades  to  be  reduced  as  far  as  prac- 
ticable, with  from  4  per  cent,  to  6  per  cent,  regarded  as 
desirable  standard. 

8.  Steel  bridges  and  the  longer  concrete  bridges  to 
have  a  clear  width  of  not  less  than  20  feet,  and  to  be 
designed  for  Class  "C"  of  the  departmental  specifica- 
tions ;  concrete  culverts  and  small  bridges  carrying  fill 
to  be  so  designed  as  to  carr}'  a  surface  grade  28  feet  to 
30  feet  wide. 

9.  The  department  to  be  notified  well  in  advance  of 
all  proposed  construction  ;  plans  and  specifications  gov- 
erning all  such  construction  to  be  submitted  for  and  to 
be  subject  to  the  approval  of  the  department;  and  all 
construction  to  follow  lines  and  levels  approved  by  the 
department  or  given  by  the  department  from  actual 
survey.  By  this  means  the  services  of  the  engineering 
stafif  of  the  department  will  be  of  much  assistance  to 
counties  in  developing  these  roads. 

10.  A  system  of  maintenance  to  be  applied  which 
will  be  prompt,  continuous,  and  adequate,  and  ap- 
proved by  the  department. 

As  with  the  general  regulations,  local  conditions 
and  temporary  needs  should  be  taken  into  considera- 
tion, so  that  the  department  should  necessarily  retain 
authority  to  exercise  .some  latitude  in  carryin.o-  out  any 
regulations  that  may  be  adopted. 
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Road  Finance 


MR.  DANIEL  QUINLAN,  treasurer  of  Simcoe 
'ounty,  presented  a  paper  on  road  finance, 
'a  which  he  put  forward  strong  arguments 
for  the  "pay-as-you-go"  system  of  financhig 
road  expenditures.  "A  common  practice  in  borrowing 
money,"  he  said,  "is  to  spread  the  payment  over  twen- 
ty years.  One  objection  to  this  is  that  the  road  con- 
structed, no  matter  how  well  built  or  of  what  material, 
is  generally  worn  out  before  the  debt  is  paid,  and  the 
ratepayers  are  compelled  to  carry  the  double  burden 
of  paying  towards  the  original  cost  of  construction 
and  also  a  large  annual  expenditure  for  maintenance; 
in  other  words,  the  roads  we  build  are  not  sufficiently 
permanent  to  justify  us  in  borrowing  money  for  con- 
struction, and  certainly  not  at  the  high  rates  of  inter- 
est we  would  have  to  pay  to-day.  Jn  fact,  we  cannot 
now  borrow  money  for  such  purposes  as  road  construc- 
tion without  the  permission  of  the  Minister  of  Finance, 
and,  while  this  order  is  not  likely  to  continue  after  the 
war,  it  is  probable  that  high  rates  for  interest  will  con- 
tinue for  some  time. 

"The  objection  to  borrowing  money  for  road  con- 
struction does  not  apply  with  the  same  force  to  bridge 
construction,  as  bridges  when  constructed  of  concrete 
or  of  concrete  and  steel  will  last  for  generations;  but, 
as  the  cost  of  bridge  construction  is  generally  only  a 
small  percentage  of  the  total  outlay,  the  same  policy, 
the  policy  of  "pay  as  you  go,"  could  be  carried  out;  in 
other  words,  let  the  tail  go  with  the  hide." 

"Pay-as-You-Go"  Policy  Not  Burdensome 

Mr.  Quinlan  proceeded  to  explain  that  the  policy  of 
"pay  as  you  go"  would  not  necessarily  mean  loading 
the  people  with  a  burden  that  would  be  difficult  to 
carry.  As  an  example,  he  pointed  to  Simcoe  County, 
in  which  last  year  $50,000  was  s])ent  on  irounty  roads, 
and,  in  addition,  $130,000  was  .paid  for  i)atriotic  i)ur- 
l)oses  and  $50,000  to  the  province  for  war  tax.  All  of 
these  monies  were  paid  out  of  the  revenue  of  the  year 
and,  at  the  same  time,  the  financial  position  of  the 
county  was  improved  to  the  extent  of  $30,000.  "This 
year,"  Mr.  Quinlan  continued,  "in  addition  to  the  war 
tax  of  $50,000,  we  purpose  giving  $17.S'000  for  patriotic 
])urposes  .and  expending  about  v$50,000  on  our  county 
road  system,  all  of  which  we  will  obtain  from  the  cur- 
rent year's  revenue,  .\ssuming  that  when  the  war  is 
cner  the  necessity  f(jr  making  grants  to  patriotic  pur- 
l)oses  will  not  e.xist  and  the  provincial  war  tax  is  no 
longer  le\  ied,  we  would  l)e  able' to  reduce  our  annual 
expenditure  by  $225,0(X).  and  thus  effect  a  reduction  in 
our  tax  rate  of  A-yj  mills.  If,  instead  of  reducing  it  by 
41/2  mills,  we  made  a  material  increase  in  our  expendi- 
ture on  our  roads,  say,  to  $150,000,  this  amount  could 
be  obtained  by  a  levy  of  mills  and  our  total  county 
rate  would  be  3  mills  lower  than  it  is  to-day,  or  a  total 
rate  of  4^  instead  of  7j/2  mills.  I'his  would  not  be  a 
heavy  tax  rate,  and  would  give  us  an  amount  that,  judi- 
ciously expended,  would  in  a  few  years  give  us  a  splen- 
did system  of  roads." 

Mr.  (Juinlan  ])ointed  out  that  most  of  our  govern- 
ing bodies  in  Canada  are  disi)osed  tn  borrow  money. 
Not  only  have  the  Dominion  and  pioxincial  gii\crn- 
ments  large  debts,  but  most,  if  not  all,  of  our  urban 
municipalities  have  large  bonded  indebtedness,  and 
manv  towns  and  cities  find  theinseh cs  in  deep  \v;itcr 
owing  to  imprudent  ])orro\\ing.    "W  illi  tlioe  farts  he 


fore  us,"  he  concluded,  "does  it  not  behove  road  build 
ers,  particularly  the  builders  of  county  roads,  to  adop 
the  policy  that  prudence  dictates  and  stand  by  th 
sane  and  sound  policy  of  'pay  as  you  go'?" 


Road  Organization 


MR.  F.  A.  SENECAL,  clerk  of  the  Counties  c 
Prescott  and  Russell,  read  a  paper  dealin 
with  the  above  subject.  He  pointed  out  tha 
the  first  duty  of  the  newly-appointed  superiii 
tendent  is  to  select  and  instruct  the  men  who  are  t 
keep  the  roads  in  repair.  Too  much  care  cannot  b! 
exercised  in  the  selection  of  the  foreman,  as  good  0 
bad  results  in  the  maintenance  of  the  road  can  invaria 
bly  be  traced  to  him.  If  the  foreman  be  a  "good  road 
booster" — and  this  he  should  be — sometimes  a  sectio 
of  eight  or  ten  miles  may  not  be  too  much  for  him  t ; 
attend  to.  As  a  rule,  however,  four  or  five  miles  seer 
sufficient. 

Mr.  Senecal  emphasized  the  importance  of  securin; 
the  proper  location  of  the  graded  roadway  when  layini 
out  work,  as  otherwise  much  of  the  work  may  have  t' 
be  torn  up  when  the  time  comes  for  the  placing"  of  th 
stone.  He  also  dwelt  on  the  importance  of  pro])e 
drainage  and  the  crowning  of  the  road  with  the  grade 
and  maintenance  with  the  road  drag'. 

Snow  Removal  and  Levelling 

A\'ith  regard  to  keeping  roads  open  for  traffic  dur 
ing  the  winter  time,  Mr.  Senecal  said:  "We  in  th 
northeast  part  of  the  province  have  to  contend  wit) 
the  removal  of  snow  to  a  considerable  extent.  Thi 
winter  especially  the  snow  began  to  stay  on  the  groum 
since  the  month  of  November  last.  The  tools  or  ma 
chines  usually  employed  are  snowplows  and  rollers 
which  are  used  after  everv  storm.  In  a  few  instance 
we  have  used  the  rollers  only,  with  fair  results, 
might  add  that  in  these  cases  the  roller  had  to  be  kej) 
at  work,  even  during  the  snowstorms ;  otherwise  i 
would  have  been  useless.  I  have  found  that  the  bes 
results  are  obtained  by  using-  the  roller  immediate!; 
after  the  snowplow.  In  this  case  the  snowplow  wouh 
be  required  to  remove  only  a  small  amount  of  snow 
The  action  of  the  roller  is  to  press  down  the  sides,  o 
the  road  evenly,  thus  providing  a  width  of  12  or  1- 
feet  of  hardened  snow,  which  is  very  desirable." 

In  concluding  the  pajier  the  following  points  wen 
again  emphasized:  (1)  In  selecting  the  foreman  en 
deavor  to  secure  the  best  man  in  the  locality;  (2)  tin 
location  being  the  most  permanent  jiart  of  the  road' 
no  hea\  y  work  should  be  attempted  before  this  is  pro 
perly  laid  out;  (3)  kee])  the  crown  of  the  road  sufti 
ciently  high  to  allow  free  access  for  the  water  to  tli< 
side  ditches. 

Mr.  Vance's  Paper 

Mr.  J.  F.  Vance,  clerk  of  the  County  of  Wentworth 
also  presented  an  interesting  paper  on  the  same  sub 
ject,  extracts  from  which  are  printed  below: 

The  first  principle  in  the  organization  of  a  count) 
road  system  is  the  adoption  of  such  roads  as  will  ecjtiit 
a1)ly  serve  all  i)ortions  of  the  county.  If  this  ])rincipl( 
were  not  adhered  to,  the  system  would  be  doomed  t( 
failure.  ;is  all  classes  of  the  taxnayers  are  i^roportioti- 
atelv  charged  for  their  construction  and  maintenance. 

The  county  system  having  been  defined,  the  coun- 
cil slioidd  i)lace  the  control  of  the  system  in  the  hand>^ 
of  ;i  ^niall  connnitlec,  with  the  iieces.sary  authority  for 
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he  full  direction  of  the  work.  It  should  be  their  duty, 
..ogether  with  the  road  superintendent,  to  go  over  the 
feystem  as  early  in  the  spring  as  possible  and  estimate 
[che  requirements  for  the  season's  work.  The  next 
Inost  important  item  is  the  selecting  of  a  road  super- 
intendent. This  appointment  cannot  be  given  too 
'niuch  thought  or  consideration,  since  the  road  super- 

iitendent  actually  supervises  all  the  work  and  is  re- 
■.|)onsiblc  for  the  many  details  of  org'anization  and  the 
ictual  results  to  be  obtained.  The  matter  of  his  salary 
should  be  of  little  consideration,  for  a  good  man  will 
^ave  his  salary  to  the  county  each  year,  while  an  in- 
ferior man  would  be  dear  if  he  were  to  work  for  noth- 
ing. 

Il  Qualifications  of  a  Superintendent 

The  road  superintendent's  qualifications  can  gener- 
illy  be  divided  into  three  classes:  First,  actual  con- 
struction work — in  this  case  his  knowledge  of  the  vari- 
lus  classes  of  work  and  ability  to  handle  men  will 
be  shown  directly  in  the  results  obtained ;  second,  busi- 
ness ability — which  will  be  displayed  in  the  many  busi- 
ness transactions  which  he  is  called  upon  to  perform 
while  carrying  out  the  season's  work ;  and,  lastly,  his 
cost  distribution — which  is  of  great  service  to  the 
ounty  when  the  annual  returns  are  required  to  be 
made  to  the  Department  of  Highways. 

With  a  capable  road  superintendent  appointed,  the 


committee  should  be  guided  by  his  advice  on  all  mat- 
ters pertaining  to  road  work.  There  should  be  a  de- 
finite plan  of  construction  over  the  whole  system,  and 
it  should  be  carried  on  with  a  uniform  standard,  hav- 
ing in  view  the  traffic  requirements  of  difterent  locali- 
ties, as  it  will  he  conceded  that  ])ossibly  in  some  parts 
of  the  system  the  traffic  will  be  greater  than  others ; 
still,  the  same  standard  should  be  maintained. 

The  .selection  of  foremen  is  one  point  that  should 
be  left  entirely  in  the  hands  of  the  road  superintendent, 
and  no  outside  influence  in  this  matter  should  be  per- 
mitted. A  supply  of  capable  foremen  is  one  of  the 
superintendent's  most  difficult  problems.  These  men 
can  best  be  selected  by  the  process  of  weeding  out 
from  a  large  number  of  workmen  who  are  employed 
as  i.iaintenance  foremen,  and  to  those  who  prove  them- 
selves competent  can  usuallv  be  entrusted  the  carrying 
out  of  construction  work. 

Men  and  teams  should  be  employed,  if  possible,  for 
the  entire  season,  as  their  experience  and  increased 
familiarity  with  the  work  is  a  considerable  factor  ia 
the  economy  with  which  the  work  can  be  carried  out. 
Sometimes  it  may  be  found  to  advantage  when  a  per- 
manent gang  is  employed  to  furnish  a  wayside  camp  ; 
this  ensures  an  equipment  on  the  job  at  all  times,  and 
in  wet  weather  may  prove  valuable  in  saving  many  a 
half-day's  work. 


Historical  Discussion  on  Pioneer  Road  Building,  Costs  of 
Making  and  Maintaining  Roads  for  70  Years 

 ^By  Charles  Talbot,  C.  E.*  


THIS  subject  covers  the  total  mileage    of  im- 
proved roads  in  the  county.    They  are  the  re- 
sult of  sixty-five  years  of  county  and  townshi]) 
management.    It  cannot  be  claimed  that  to  any 
particular  period  belongs  the  credit  of  building  the 
liighways  and  bringing  them  to  their  present  condi- 
tion. 

The  earliest  record  of  township  organization  is 
auid  in  the  minutes  of  a  meeting  of  the  inhabitants 
if  the  Township  of  London,  assembled  at  the  house 
if  Joshua  Applegath  on  the  first  Monday  of  January, 
1819.   At  this  meeting  eleven  officers  were  appointed, 
and  among  them  were  three  roadmasters.     At  the 
meeting-  the  newly-appointed  clerk  was  authorized  to 
purchase  a  blank  book- for  the  records,  and  the  tax  col- 
lector was  ordered  to  collect  six  pence  from  each 
isses.sable  inhabitant  to  defray  the  expense.   The  book 
DSt  £1,  and  was  paid  for  on  January  1,  1820. 

Before  1842  the  Court  of  the  Quarter  Sessions  had 
much  to  do  with  the  management  of  the  roads  of  the 
western  district.    On  January  13,  1830,  they  placed  on 
record  the  following  resolution  :  "If  the  members  of 
each  division  of  roads  were  to  furnish  for  their  roads  a 
jiroper  road  scraper  for  repairing  the  roads  it  would 
;idd  greatly  to  the  ease  and  comfort  of  the  inhabitants. 
This  might  be  carried  into  complete  effect  by  small 
ubscriptions  of  wheat  delivered  to  persons  who  would 
ct  the  scrapers  made,  and  the  court  strongly  recom- 
ends  this  measure  to  the  adoption  of  the  inhabitants 
■nerally." 

Reviewing  available  records  from  1818  to  1850,  I 
'lund  gravel  was  not  used  to  any  extent  on  roads. 
During  the  latter  part  of  this  period  the  most  import- 

•Road  SuDerintendent,  Middlesex  County,  before  County  Engineers  and 
Superintendents'  Conference. 


ant  road  construction  was  done  by  the  provincial  gov- 
ernment. The  first  county  council  of  Middlesex  Coun- 
ty met  January,  1850.  Immediately  after  their  organ- 
ization they  purchased,  or  were  granted,  control  of  the 
provincial  roads  within  the  county.  Among  others 
they  assumed  the  Brantford,  Chatham,  Port  Stanley, 
Port  Sarnia,  and  Hagarty  Roads.  All  were  built  and 
planked  by  the  government,  except  the  Port  Sarnia 
Road,  which  was  graded.  In  1852  the  county  council 
assumed  by  by-law  a  large  mileage  of  the  more  heavily 
travelled  township  roads  leading  to  what  was  then  the 
town  of  London.  To  these  they  from  time  to  time 
added  others,  until,  in  1850,  some  200  miles  of  roads 
were  under  their  direction. 

The  roads  constructed  by  the  government  were 
built  under  direction  of  provincial  engineers,  in  accord- 
ance with  plans  and  specifications  that  provided, 
among  other  things,  that  all  hills  be  reduced  to  a  5  per 
cent,  grade.  The  road  grade  was,  so  far  as  possible,  to 
be  built  in  the  central  portion  of  road  allowance,  with 
a  width  of  30  to  32  feet  from  shoulder  to  shoulder.  A 
crown  from  shoulder  to  centre  of  grade  of  ^  inch  to 
the  foot.  Open  side  drains  were  constructed  with  side 
slopes  of  one  foot  to  one  foot,  and  such  width  as  made 
ample  provision  for  eft'ective  drainage;  with  "tap 
drains"  through  adjacent  farm  lands  to  sufficient  out- 
lets. 

The  culverts  and  bridges  were  constructed  of  tim- 
bers. In  the  design  of  the  bridge  trusses  iron  was 
used  for  tension  members  where  timlier  could  not  be 
effectively  employed. 

The  first  l)usiness  of  the  county  council  was  to  ])rii- 
vide  means  and  lay  plans  for  the  gradual  impro\e- 
ment  of  the  county  roads.  This  was  ])rcvious  to  the 
introduction  of  the  railroads,  and  the  county  a1)so- 
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lately  depended  upon  the  highways  for  transportation 
of  all  material  to  the  ports  "of  Lakes  Huron  and  Erie. 
The  plans  adopted  by  the  council  were  those  under 
which  the  provincial  government  had  worked  in  the 
matter  of  grades,  culverts,  and  bridges.  The  plank 
surface  was  gradually  replaced  by  a  gravel  surface. 
The  last  planks  were  removed  from  the  Long'woods 
Road  in  1873.  The  by-laws  providing  for  the  grading 
were  entitled  "By-laws  for  McAdamizing"  County 
Roads."  The  plans  and  specifications  adopted  for  this 
provided  the  central  portion  of  the  grade  was  to  be 
excavated  to  a  depth  of  four  inches  and  a  width  of 
twelve  feet,  and  in  the  trenches  thus  formed  screened 
gravel  was  to  be  placed,  depositing  four  and  one-half 
cubic  yards  to  each  ten  feet  of  road.  On  roads  of  less 
travel  the  trench  was  made  ten  feet  wide  and  three 
and  one-half  cubic  yards  were  placed  to  each  ten  feet 
of  road.  On  the  whole,  some  154  miles  were  improved 
before  1860.  At  this  time  the  equalized  assessed  value 
of  the  county  was  $6,300,000  and  their  debenture  debt 
was  $875,000. 

Since  1860  the  road  improvement  has  been  done  on 
a  more  conservative  basis.  The  necessity  for  imme- 
diate or  rapid  development  of  the  highways  was  to  a 
large  extent  removed  by  the  introduction  of  railroads 
into  the  district  in  1854,  and  their  rapid  development 
during-  the  following"  decade.  At  no  period,  however, 
was  the  road  work  discontinued  or  seriously  neglected 
by  the  municipalities  in  control  of  them. 

In  1882  the  county  council  abolished  the  tolled  sys- 
tem under  which  they  had  operated  their  roads  from 
the  time  they  assumed  them,  and  the  whole  county 
roads  reverted  to  and  remained  under  the  control  of 
the  township  council  until  1907,  when  the  county. coun- 
cil again  assumed  a  system  of  the  county  roads  under 
the  Act  of  Improvement  of  Highways,  and  they  now 
control  400  miles. 

Cost  of  roads  is  always  interesting,  but  more  espe- 
cially so  when  their  construction  is  the  result  of  the 
labor  of  two  or  three  generations.  In  arriving  at  their 
cost,  I  will  divide  them  into  three  classes — 1,  county 
roads,  300  miles;  2.  tovvnship  gravel  roads,  1,350  miles; 
3,  unimproved  roads.  550  miles. 

From  1852  to  1882  and  from  1907  to  1917  the  county 
spent  on  roads  and  bridges  $1,768,000,  or  nearly  $5,900 
per  mile,  amounting  to  $147  per  mile  per  year  for  the 
entire  period  they  were  operated  by  the  county. 

The  township  roads  are  entirely  different  class,  and, 
while  no  accurate  record  of  the  cost  has  been  kept,  a 
reasonably  close  estimate  can  be  made  from  records  of 
taxes  collected.  The  greater  part  of  the  grading  and 
gravelling  has  lieen  done  bv  the  statute  labor  system. 
The  bridges  and  culverts  were  built  imder  direction  of 
the  councils;  they  al.so  directed  a  consideral)le  portion 
of  the  road  work.  I  find  the  average  levy  for  road 
purposes  in  the  different  townships  amounted  to  one 
and  one-half  mills  on  assessment  per  annum.  This 
money,  amounting  to  a])])roximately  $2,000,000,  was 
spent  by  seventy-five  councillors,  elected  annually  bv 
the  fifteen  townships.  Statute  labor,  capitalized  at  $1 
per  day  during  the  same  period,  amounts  to  $2,500,000, 
and  was  directed  by  two  thousand  pathmasters,  an- 
nually appointed  bv  the  councils.  In  addition  to  these 
sums',  about  $140,000  was  spent  in  1873  and  1874,  being 
the  Sanficld  Macdonald  surplus  granted  hy  the  pro- 
vincial government  to  the  township  councils  and  spent 
by  them  on  roads.  The  total  cost  was  $4,640,000,  aver- 
agin*:  $3,450  per  mile. 

The  njads  are  constructed  with  little  attention  lo 
drainage  except  what  was  done  with  a  view  toward 


CT    RECORD  March  13,  1918  , 

the  improvement  of  the  adjoining  farms.  The  gradesi 
vary  in  width  from  28  feet  to  10  feet.  The  culverts  are 
built  of  concrete,  and  the  bridge  of  concrete  and  steel 
and  are  substantially  constructed.  The  roads  wert 
first  gravelled  by  placing  one-quarter  cord  of  grave 
on  each  10  feet,  and  this  was  added  to  as  condition,'- 
demanded.  The  roads  thus  built  have  a  uniformitv 
one  would  hardly  expect  under  such  diversified  man- 
agement. 

An  outline  of  how  the  Middlesex  roads  are  man- 
aged by  the  county  council  might  be  interesting  a^ 
well  as  instructive.  As  directed  by  the  provincia' 
highway  department,  they  instruct  their  road  superin- 
tendent to  make  an  estimate  of  the  moneys  requiret 
for  road  expenditure  for  the  current  year.  This  e.sti- 
mate  is  submitted  to  the  council,  when  it  is  ordered 
revised  or  adopted  as  they  deem  proper,  and  a  by-law 
is  passed  setting  aside  the  money  for  this  work.  Tht 
money  is  divided  among  the  township  divisions  in  pro- 
portion to  their  equalized  assessed  value.  When  the 
amount  thus  furnished  is  not  sufficient,  the  additional 
amount  required  is  provided  by  the  county,  and  be- 
comes a  first  charge  on  their  levy  for  succeeding  years 


Townline  road  built  in  1907.  A  gravel  road  in  good  condition. 


Interest  at  SYz  per  cent,  is  charged  on  these  over 
drafts. 

For  the  direct  management  of  the  roads  the  count} 
is  divided  into  township  divisions,  and  the  work  ii 
each  is  under  the  direction  of  a  committee  of  the  coun 
cil,  consisting  of  the  reeve  and  deputy  reeves  and  tin 
superintendent,  with  power  to  undertake  work  to  th( 
extent  of  the  money  set  apart  by  the  council  for  thei 
respective  divisions.  This  committee  decides  wha 
ex|)enditures  are  to  be  made  and  whether  the  work  i: 
to  be  done  by  day  labor  or  contract.  If  by  contrac 
tenders  are  opened  and  contracts  awarded  l)y  the  com 
mittee.  In  either  case  the  work  is  as  the  provincia 
regulations  direct,  under  the  supervision  and  directioi 
of  the  road  superintendent  and  employees  of  his  dc 
partment. 

The  warden  of  the  county  is  e.x-officio  a  member  o 
the  committee,  and,  in  case  of  a  disagreement  betvveci 
llie  reeve  and  deputy  reeve  and  the  road  superintcii 
(lent,  his  decision  is  final. 

No  member  of  the  council  assumes  to  exercise  an 
Ihority  in  the  direction  of  the  work  excei)t  throii.u' 
their  reports,  which  are  filed  with  the  county  clerk 
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This  places  the  entire  responsibility  of  the  manage- 
ment on  the  road  superintendent.  The  council  has,  by 
by-law,  given  him  the  power  to  select  and  employ  such 
foremen,  inspectors,  mechanics  and  teamsters  as  he 
may  require  for  any  corporation  work  under  his  con- 
trol. This,  together  with  powers  conferred  by  the 
Highway  Act,  leaves  him  entirely  in  charge  of  his  de- 
partment. 

The  whole  mileage  of  the  roads  is  divided  into  sec- 
tions averaging  eight  miles,  and  each  section  is  placed 
under  the  direction  of  a  competent  man,  who  is  fur- 
nished a  time  book,  time  sheets,  and  a  copy  of  the  regu- 
lations of  the  Department  of  Highways,  and  is  given 
to  understand  he  is  responsible  for  the  maintenance  of 
the  road  and  that  he  is  expected  to  maintain  it  intelli- 
gently and  economically,  without  interference  from 
the  superintendent.  Such  an  understanding  gives  him 
an  independence  of  action  without  which  a  man  will 
not  render  efficient  service.  He  is  responsible  to  the 
superintendent  for  all  works  entrusted  to  him,  and  is 
given  power  to  employ  such  men  and  teams  as  he  re- 
quires for  his  work.  In  effect  he  has  complete  control 
of  his  road  section,  except  the  direction  of  men  oper- 


ating the  county  road  machinery,  which  is  placed  under 
separate  management,  under  the  direction  of  the  super- 
intendent. Each  foreman  returns  his  time  and  material 
sheets  as  often  as  he  deems  necessary.  From  the  time 
sheets  the  superintendent  prepares  pay  sheets.  This 
pay  sheet,  with  an  order  for  payment,  is  given  to  the 
county  treasurer,  who  forwards  a  cheque  for  the 
amount  of  the  order,  with  the  pay  sheet,  to  the  fore- 
man. He  pays  the  men  and  has  them  sign  the  pay 
sheet  and  returns  it  to  the  treasurer.  Each  foreman  is 
required  to  furnish  a  bond  of  $500.  Where  work  is 
done  by  contract,  the  foreman  acts  as  inspector,  unless 
another  is  appointed  by  the  superintendent. 

An  ordinary  gravel  road  such  as  the  county  has 
built  and  is  now  maintaining  will  accommodate  a 
mixed  traffic  not  exceeding  350  to  400  vehicles  per 
day,  with  a  moderate  expenditure  for  maintenance. 
Where  traffic  is  more  condensed  or  heavy  teaming  is 
done  extensively,  gravel,  if  used,  should  be  graded, 
and  the  road  constructed  as  you  would  construct  a 
stone  road.  In  its  construction  and  maintenance  bit- 
uminous binders  must  be  used,  otherwise  it  will  not  be 
more  serviceable  than  a  road  made  of  pit-run  gravel. 


Scheme  for  Flood  Prevention  and  Power  Development 

on  the  Grand  River 


F 


OR  some  years  the  Grand  River  Improvement 
Association  has  been  urging-  that  conservation 
dams  be  built  to  create  storage  reservoirs  on 
the  upper  waters  of  the  Grand  and  of  the  Speed 
Rivers,  in  Southwestern  Ontario,  to  absorb  the  spring 
freshets  and  enable  their  subsequent  and  gradual  re- 
lease so  as  to  avoid  scouring  and  damages  from  flood. 

The  cities  of  Brantford.  Paris,  Gait,  Preston,  Kitch- 
ener, Waterloo,  Guelph,  Fergus,  and  a  number  of  the 
smaller  places  are  vitally  interested  in  obtaining  free- 
dom from  the  annual  costlv  swirl  of  destruction. 

Mr.  W.  H.  Breithaupt,  C.E.,  of  Kitchener,  origina- 
tor of  the  movement;  has  devoted  much  time  to  the 
study  and  furtherance  of  this  problem.  Among  the 
reservoir  sites  which  he  suggests  is  a  large  one  just 
below   Flora,  some  five  square  miles  in  area. 

Mr.  Noulan  Cauchon,  the  consulting  engineer  and 
town  planner,  of  Ottawa,  who,  with  W.  F.  Tye,  C.E., 


consulting  engineer,  of  Montreal,  reported  on  the  rail- 
way situation  in  Hamilton,  has  recently  urged  that  the 
Grand  River  conservation  be  carried  out,  not  only  for 
flood  prevention,  but  to  enable  the  creation  of  high 
power  and  also  the  irrigation  of  large  areas  of  the  most 
fertile  land  in  Canada. 

Mr.  Cauchon  proposes  a  main  canal  for  joint  irri- 
gation and  power  purposes,  from  a  point  about  three 
miles  below  Gait,  at  the  900-foot  level,  through  a 
natural  pass  for  some  three  miles  easterly,  thence  con- 
tinuing across  open,  level  country  to  the  800-foot  level 
on  the  escarpement  above  Dundas.  This  canal  would 
be  about  15  miles  in  length.  At  the  proposed  point 
of  diversion  the  Grand  River  drains  1,360  square  miles 
of  country,  with  an  approximate  run-off  of  apparently 
between  14  and  18  inches  (data  incomplete).  It  is 
assumed  that  with  the  building  of  the  Flora  reservoir 
and  one  or  two  others  within  easy  distance,  a  mini- 
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Flood  prevention,  power  and  irrigation  in  Galt-Dundas  area.— Irrigable  area  stiown  iiatciied.  Small  black  circles  indicate  railroads. 


313 


THE   CONTRACT  RECORD 


March  13,  1918  , 


mum  of  300  c.f.s.  could  be  assigned  continuously  for 
power  bv  regulating  the  flow  from  the  reservoirs. 

The  drop  at  Dundas  from  elevation  800  to  the  Dun- 
das  marsh,  elevation  245,  would  be  555  feet  within  1>4 
miles.  The  initial  power  so  developed  would  be  from 
15,000  h.p.  up,  according-  and  as  fast  as  more  conserva- 
tion, more  reservoirs,  may  be  completed. 

The  existing  powers  below  Gait,  in  so  far  as  affect- 
ed, would  be  compensated  by  transmission  from  Dun- 
da's.  The  Grand  River  would  still  receive  its  tributary 
waters  at  Paris  and  below ;  the  appearance  of  the  river 
would  remain  unimpaired  by  closing  the  dams  and 
permitting-  only  overflow ;  the  domestic  supply  Avould 
be  unimpaired. 

A  point  in  favor  of  this  scheme  is  that  it  retains  all 
of  the  conserved  water  over  a  555-foot  drop  at  Dundas, 
whereas  if  it  be  drained  to  run  into  Lake  Erie,  one- 
half  immediatelv  becomes  United  States  perquisite, 
and  the  other  half,  ours,  will,  at  best,  produce  only 
from  a  300-foot  fall  at  Niagara. 

Irrigation 

The  irrigation  side  of  the  scheme  would  afford 
greatly  increased  agricultural  production  to  all  the 
country  in  the  vicinity  of  the  Grand  River  towns  and 
easterly  to  Dundas,  and  around  Hamilton  and  the  Ni- 
agara Peninsula ;  the  areas  north,  south,  and  east  of 
the  main  canal  being  served  by  lesser  arteries  of  dis- 
tribution. 

A  branch  canal  would  pass  easterly  from  above 
Dundas  to  Waterdown,  and,  along  in  a  northeasterly 
direction,  to  furnish  water  for  all  the  hillsides  of  the 
valley  below  the  800-foot  level,  as  far  east  as  Oakville. 
Another  branch  canal  would  leave  the  main  canal  in 
the  vicinity  of  Copetown,  crossing  the  neck  of  the 
Dundas  Yallev  by  a  viaduct  or  an  inverted  siphon, 
thence  contouring  the  southern  heights,  passing  along 
back  of  the  city  of  Hamilton,  on  the  highland  above  the 
escarpement,  and  easterly  towards  St.  Catharines. 

It  is  held  that  irrigation  would  enabl*e  intensive 
cultivation  of  much  of  the  land  now  formed  in  the 
ordinary  way,  and  so  accomplish  denser  population  on 
"small  holdings."  This  further  opens  a  possibility  of 
soldier  settlement,  with  all  the  amenities  of  civilized 
life,  as  against  the  hardships  of  ])ioneering  on  bush 
farms  in  the  wilderness.  It  is  also  suggested  that 
Hamilton  could  obtain  a  gravity  water  supply  from 
reservoirs  on  the  heights  on  both  sides  of  the  valley, 
and  so  dispense  with  ]nimpiny-  and  its  cai)ital^zed  main- 
tenance. 

The  scheme  ()i)ens  up  attractive  and  almost  un- 
limited i;()ssibilities  of  turning  the  Hamilon  and  Grand 
Ri\er  district  into  a  great  garden  city  of  homes  and 
"small  holdings."  The  Metroi)olitan  District  is  recom- 
mended as  a  means  of  co-ordinated  effort  to  this  end. 

I'Tfort  on  behalf  of  the  towns  and  municipalities 
affected  towards  obtaininir  government  action  is  in  the 
hands  of  the  Gait  P.oard  of  Trade,  following  a  meeting 
of  representatives  there  on  the  7th  of  February. 


Asphalt  Concrete  Construction  on 
Eaton  Road 

(Concluded  from  page  204) 

asphalt,  132  tons  of  stone,  47  tons  of  sand,  11  tons  of 
dust  or  filler,  making  a  total  of  206  tons  of  mixture. 

These  weights,  of  course,  were  niodilied  from  lime 
to  time,  in  order  to  take  care  of  the  variations  in  the 
materials  a'^  delivered.    Special  care  was  exercised  to 


see  that  there  was  always  a  high  percentage  of  filler, 
and  that  the  mix  carried  all  the  asphalt  cement  possible 
without  being  sloppy. 

The  materials  were  mixed  in  a  batch  as  follows : 

Weight,  lbs.  Per  cent. 

Stone        in.)    625  64.10 

Sand   225  23.07 

Dust  (filler)   50  5.13 

Asphalt  cement   75  7.70 


100.00 

When  the  Cjuanlity  of  asphalt  cement  in  the  mix- 
ture exceeded  7^  per  cent,  of  the  total  weight  we  were 
troubled  in  some  places  with  waving  and  ridges  in  the 
])avement ;  also  with  more  or  less  bleeding-.  On  the 
ccher  hand,  if  the  percentage  fell  below  7,  the  pavement 
had  a  tendency  to  crack. 

Fluxing  Asphalt 

In  order  to  get  the  proper  consistency  as  called  for 
in  the  specifications,  the  Mexican  Eagle  asphalt  was 
fluxd  by  adding-  two  barrels  of  Fluxphalte  to  45  barrels 
of  asphalt,  approximately  5  per  cent,  flux  being  used. 
The  Imperial  (Mexican)  brand  asphalt  had  the  proper 
consistency  or  penetration,  and  therefore  did  not  re- 
quire fluxing.  With  the  Trinidad  asphalt  it  was  neces- 
sary to  add  12  barrels  of  flux  oil  to  55  barrels  of  asphalt 
to  obtain  the  desired  consistency.  The  Trinidad  asphalt 
was  heated  to  50  degrees  higher  temperature  than  the 
Mexican  asphalt. 

On  a  short  stretch  of  the  road  a  mixture  of  Mexican 
and  Trinidad  asphalts,  fluxed  with  oil,  was  used  at  the 
following  percentages:  40,  47,  and  13  respectively,  with 
much  better  results  than  using  solely  the  Trinidad. 

The  amount  of  asphalt  used  on  the  work  was  ap- 
l^roximately  400  tons  of  Mexican  Eagle,  50  tons  of  Lm- 
perial  (Mexican),  and  13  tons  of  Trinidad. 

The  grading-  of  the  mineral  aggregate  plays  a  most 
important  factor  in  the  construction  of  an  asphaltic 
concrete  pavement.    With  this  in  view  samples  of  the 
mineral  aggregate  were  taken  and  tested  from  time  to  I 
time,  often  each  day,  in  order  to  determine  the  proper 
grading.   Samples  of  the  asphalt  and  the  flux  were  also 
obtained  and  tested.    Two  qualities  of  sand — a  coarse  ; 
and  a  fine — were  obtained  in  the  vicinity  of  Islington. 
The  crushed  gravel  used  was  obtained  from  the  con- 
tractor's ])it  near  Erin.    Crushed  limestone  from  the 
Vinemount  quarry  was  used  on  the  first  half-mile  of  i 
the  work,  crushed  gravel  being  used  on  the  remainder. 
The  limestone  dust  or  filler  was  shipped  in  bags  similar 
to  ])ortland  cement,  and  was  obtained  from  the  Dundas 
quarry.    The  filler  ])lays  an  important  part  in  the  mix-  i 
ture,  since  it  serves  to  fill  the  small  voids  and  to  give  ' 
density  to  the  surface,  thus  aiding  in  the  excluding  of 
water,  and  adding-   stability  to  the   pavement.  The 
amount  of  filler  that  can  be  used  in  a  mixture  depends 
U])on  the  amount  of  fine  sand  present.  The  filler  passes 
a  200-mesh  screen. 

Cost 

The  contract  price  was  $1.10  ])er  square  yard,  ecjuiv- 
alent  to  $11,616  ])er  mile,  for  the  asphaltic  concrete  sur- 
face, including  the  scarifying  of  the  old  stone  surface, 
and  adding  new  stone  to  a  clci)th  of  two  inches  before 
laying  hot  mixture.  The  price  for  the  asphalt  penetra- 
tion shoulders  was  60  cents  per  lineal  foot,  or  90  cents  ; 
per  square  yard.  The  total  cost  per  mile  was  $14,784. 
The  work  is  guaranteed  for  a  period  of  three  years' 
from  the  date  of  acceptance  by  the  Toronto  and  \^)v\< 
1  lighway  Commission. 
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Grade  Grossing  Elimination  Problems 

Paper  Before  Ontario  Road  Superintendents'  Con- 
ference— Legal  and  Engineering  Features  Discussed 

 By  E.  R.  Blackwell,  C.E.*   — 


GRADE  crossings  of  railways  since  the  advent  of 
automobiles,  have  become  such  a  prolific  source 
of  accidents,  that  their  elimination  is  a  prob- 
lem which  must  be  solved.   The  chief  difficulty 
to  overcome  is  the  cost,  and  in  a  great  many  cases  this 
is  so  excessive  as  to  be  almost  prohibitive. 

In  Canada  the  matter  is  almost  altogether  in  the 
hands  of  the  Board  of  Railway  Commissioners,  who 
have  the  power  to  order  such  changes  or  alterations 
as  they  may  deem  advisable,  and  to  assess  the  cost 
thereof  to  the  raihvay  and  municipality  benefitted.  A 
petition  from  any  municipality,  or  from  the  residents 


A  dangerous  subway— very  abrupt  turn. 

of  a  district  interested,  for  the-  protection  of  a  grade 
crcssing,  will  be  considered  and  passed  upon  by  the 
board. 

The  writer  had  the  privilege  of  appearing  before  the 
Commissioners  on  two  occasions ;  the  first  was  in  con- 
nection with  a  grade  crossing  at  Lansdowne,  on  the 
(irand  Trunk  Raihvay,  and  in  this  instance  an  order 
was  made,  placing  a  flagman  on  the  crossing,  the  cost 
to  be  paid  by  the  railway  and  the  local  municipality 
in  the  ratio  of  75  and  25  per  cent.  A  subway  at  this 
point  would  be  very  expensive  on  account  of  a  steep 
hill  paralleling  the  railway. 

On  the  next  occasion,  an  order  was  made  for  a  sub- 
way on  the  main  line  of  the  Grand  Trunk,  and  for 
about  three-quarters  of  a  mile  of  road  diversion,  which 
eliminates  two  other  crossings.  This  is  on  a  county 
road,  about  three  miles  west  of  the  town  of  Brock- 
yille.  The  cost  was  assessed  to  the  railway,  subway 
fund,  township  and  county  in  the  ratio  of  50,  20,  15  and 
15  per  cent. 

Eliminate  One  Crossing  Each  Year 

In  the  state  of  Vermont  the  raihvays  are  required 
to  eliminate  one  grade  crossing  each  year,  and  as  the 

"County  Engineer,  Leeds  and  Grenville. 


crossing  is  not  specified,  naturally  the  railways  have 
built  the  less  costly  first,  irrespective  of  the  condition 
of  the  crossings  and  the  traffic,  so  that  now  they  are 
up  against  very  expensive  construction. 

As  regards  the  elimination  of  individual  grade  cross- 
ings, the  topography  of  the  location  generally  decides 
as  to  the  method  of  separation,  as  for  instance,  if 
there  were  a  grade  crossing  in  a  railway  cut  at  the 
present  time,  and  it  was  required  to  eliminate  same, 
the  natural  sequence  would  be  to  carry  the  highway 
over  the  railway  by  a  bridge,  and  by  a  subway  if  the 
railway  was  built  on  embankment. 

As  to  cost,  it  is  impossible  to  give  any  definite 
figure,  and  say  that  same  will  apply  to  all  crossings ; 
for  instance,  the  unit  prices  of  the  various  materials 
entering  into  construction  of  grade  separation  varies 
with  the  locality  and  the  prevailing  wages  ruling  in 
that  district,  also  transportation  for  both  men  and  ma- 
terials. Therefore,  each  crossing  is  a  special  case  by 
itself  and  should  be  so  studied. 

As  regards  grade  separation  in  the  cities  and  towns, 
the  topographical  features  still  control,  but  as  a  rule 
separation  never  takes  place  until  some  time  after  the 
railway  has  been  in  operation,  and  then  the  entire  ter- 
ritory is  considered  as  a  whole  and  the  grade  line  of 
the  railway  revised.  In  the  majority  of  cases  the  grade 
line  is  generally  laid  so  that  the  railway  will  be  ele- 
vated approximately  10  feet  above  the  ground,  and  the 
streets  depressed  from  8  to  10  feet,  or  a  sufficient 
amount  so  that  the  excavation  from  the  streets  will 


A  very  good  crossing,  though  a  trifle  narrow. 

make  up  the  embankment  for  the  railway  between  the 
streets. 

This  adjustment  of  grade  line  is  an  economic  one, 
from  the  standpoint  of  cost,  and  if  the  grade  of  ramps 
does  not  exceed  three  or  four  per  cent,  in  100,  one  can 
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have  a  clear  view  under  the  railway  bridge  if  driving 
a  team  or  automobile. 

G.  T.  R.  Practice  in  Detroit 

This  was  the  method  adopted  in  the  case  of  the 
subway  built  on  Road  No.  49  of  the  county  system  of 
Leeds  and  Grenville,  in  the  township  of  Edwardsburg. 
The  railway  embankment  was  raised  some  nine  feet, 
enabling  the  roadway  to  pass  under  with  little  or  no 
depression.  This  method  was  also  adopted  by  the 
Grand  Trunk  Railway  in  the  city  of  Detroit,  where 
grade  separation  has  been  going  on  for  the  last  fifteen 
years.  The  Grand  Trunk  Railway,  in  making  studies 
for  grade  separation  in  the  city  of  Detroit,  were  able 
to  prove  that  if  the  railways  were  carried  on  embank- 
ment from  Brush  Street  Station  to  the  top  of  the 
bench  north  of  Gratoit  Avenue,  it  would  h&  much 
cheaper  than  the  plan  suggested  by  the  city  of  de- 
pressing the  railway  tracks  and  carrying  the  streets 
over  the  tracks. 

It  has  generally  been  found  in  considering  the 
question  of  grade  separation,  that,  as  a  rule,  the  econ- 
omic proposition  is  to  place  the  grade  line  of  the  rail- 
way on  embankment,  although,  as  I  have  said  before, 
the  topographical  features  will  rule. 

As  regards  the  minimum  clearance  of  bridges  over 
streets  and  highways  in  grade  separation  in  the  United 
States  and  Canada,  the  individual  States  vary  in  their 
requirements.  For  instance,  in  Buffalo  the  minimum 
clearance  is  13  feet,  and  on  street  car  lines  14  feet; 
in  Chicago  12  feet,  with  13.5  feet  on  car  lines;  Detroit 

13  feet,  with  14  ft.  on  car  lines;  New  York  14  feet; 
Philadelphia  14  feet;  Vermont  13  feet,  and  Canada 

14  feet. 

The  maximum  grade  laid  for  street  ramps  in  the 
United  States  varies  in  the  various  States  and  cities 
from  three  to  five  per  cent.,  but  there  have  been  ex- 
ceptions to  this  in  special  cases,  on  account  of  loca- 


tion, where  the  grade  has  been  9  and  even  10  per  cent. 

In  Canada  the  Board  of  Railway  Commissioners 
have  control  of  grades  and  location. 

In  the  Province  of  Ontario,  where  the  highway 
passes  over  a  railway  by  a  bridge  the  clear  distance 
between  the  top  of  rail  and  the  lowest  member  of  the 
bridge  is  specified  in  Chapter  185,  Section  116,  Clause 
1,  of  the  Revised  Statutes  of  Ontario,  which  reads: — 
"Every  bridge,  tunnel  or  other  erection  or  structure, 
over,  through  or  under  which  any  railway  passes,  shall 
be  so  constructed  and  maintained  as  to  afford  at  all 
times  an  open  and  clear  headway  of  at  least  seven  feet 
between  the  top  of  the  highest  freight  car  used  on  the 
railway  and  the  lowest  beam,  member,  or  portion  of 
that  part  of  such  bridge,  tunnel,  erection  or  structure, 
which  is  directly  over  the  space  liable  to  be  traversed 
by  such  car  in  passing  thereunder." 

Approaches  to  subways  should  be  laid  out  so  as  to 
get  as  clear  a  view  as  possible  and  in  no  case  should 
this  be  less  than  100  feet,  and  if  the  topographical 
features  are  such  that  this  cannot  be  had  then  a  slow 
order  by-law  should  be  passed,  and  large  signs,  readily 
seen,  placed  on  the  road. 

The  drainage  of  subways  is  a  very  important  mat- 
ter, and  when  the  roadway  is  depressed  to  any  extent, 
may  be  very  difficult  and  expensive,  and  in  certain 
cases  impossible. 

When  drainage  cannot  be  had  pumping  has  to  be 
resorted  to,  in  which  case  a  Avell  is  constructed  and 
a  pumping  system  installed. 

As  an  instance  of  expensive  drainage  I  might  men- 
tion the  Thompson  Road  subway  at  Fort  Erie  yard, 
Bridgeburg.  This  subway  is  under  15  tracks  and  cost 
approximately  $90,000,  A  deep  drain  had  to  be  ex- 
cavated to  the  nearest  creek,  a  distance  of  about  one- 
quarter  of  a  mile,  and  rock  was  encountered,  which 
cost  about  $5.00  per  yard  to  remove. 


Methods  of  Clay  Road  Maintenance 

Getting  the  Personal  Interest  of  the  Men  on  the  Job 
— The  Way  Roads  are  Maintained  in  Essex  County 

  By  J.  P  Millen,  Superintendent*  " 


IN  addressing  you  to-day  on  the  Maintenance  of 
Clay  Roads,  I  have  no  doubt  the  subject  will  not 
be  of  much  interest  to  many  of  you.  But  to  us 
who  have  almost  exclusively  clay  roads,  and  no 
lietter  material  easily  available,  the  question  is  of  much 
importance.  In  trying  to  tell  you  how  we  maintain  our 
clay  roads,  I  suppose  it  is  hardly  necessary  to  describe 
the  condition  clay  roads  usually  get  in,  in  the  spring. 
After  being  soaked  with  the  spring  rains  in  a  flat 
county  such  as  ours,  you  can  readily  understand  the 
ruts  and  holes  made  by  the  travel,  as  well  as  the  many 
large  humps  of  clay  that  fall  off  the  wheels  and  dry. 
Now  I  do  not  propose  to  make  any  remarks  as  to  how 
our  clay  roads  used  to  be  maintained  by  statute  labor, 
or  any  other  method,  but  will  confine  my  remarks  to 
our  present  methods,  which,  wc  think,  are  giving  us 
good  results.  We  have  in  our  county  system  about 
140  miles  of  road,  divided  into  37  divisions,  with  a 
foreman  to  each  division.  The  divisions  are  generally 
about  3^  miles  each,  but  vary  from  2^-2  miles  to  5 
miles.    Five  miles  wc  find  to  be  too  hnig,  but  wc  only 
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have  two  or  three  cases  like  that.  In  thus  dividing 
into  divisions  our  object  is  to  make  them  no  longer 
than  one  man  can  properly  drag  in  one  day  or  less ;  in 
fact,  the  usual  time  taken  is  from  five  to  nine  hours, 
making  two  rounds  with  a  split  log  drag. 

In  selecting  our  foreman  or  patrol  man  we  try  to 
get  one  who  in  his  business  going  to  or  from  the  mar- 
ket, the  mill  or  church,  travels  over  the  piece  of  road 
that  he  has  to  attend  to,  so  that  he  has  an  interest  in 
the  road ;  for  if  he  has  not  or  does  not  take  an  interest 
in  his  road  he  is  no  good  as  a  foreman  for  the  road. 
We  give  every  foreman  to  understand  that  we  expect 
him  personally  to  look  after  the  road,  for  we  have  found 
that  when  a  foreman  sends  a  neighbor  to  drag  the  road 
it  is  seldom  done  as  well,  for  we  have  taken  the  trouble 
to  tell  and  show  how  we  want  it  done,  and  the  other 
man  generally  has  some  idea  of  his  own  that  he  tried 
out,  to  our  loss. 

Harrow  in  the  Spring 

In  the  s])ring,  as  soon  as  the  frost  is  out,  and  if  it 
has  been  frce/.ing  and  thawing,  oftentimes  before  the 
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frost  is  all  out,  we  harrow  the  road  with  a  good  pair 
of  harrows;  at  this  season  of  the  year  our  experience 
has  been  that  a  pair  of  harrows  will  fill  the  ruts,  the 
boles  and  level  the  lumps  off  the  road  better  than 
two  or  three  times  going  over  with  the  split  log  drag. 
The  harrowing  also  helps  very  much  to  dry  the  road. 
If  the  following  day  the  road  is  fit  to  drag  we  drag 
it.  Now,  I  know  it  is  claimed  by  some  that  you  can- 
not drag  a  road  too  wet,  even  if  you  drag  it  in  the 
rain.  This  we  cannot  agree  with  from  our  experi- 
ence. Of  course,  we  have  tried  it,  and  we  find  that 
dragging  very  wet,  in  some  places,  will  make  it  at  the 
time  nice  and  smooth ;  in  other  places  the  mud  will 
roll,  and  if  the  road  was  allowed  to  stand  until  dry  in 
that  condition  it  would  in  many  places  be  as  smooth 
as  need  be.  But  with  us,  immediately  after  a  rain  it 
seems  everyone  wants  to  go  to  town  or  to  mill,  with 
the  result  that  they  drive  all  over  the  road  that  you 
have  dragged  when  wet,  and  in  half  a  day  it  is  worse 
than  when  you  started  to  drag.  In  support  of  this 
statement  that  after  a  rain  the  roads  get  all  cut  up 
by  the  traffic,  I  would  say  that  we  have  not  got  a  road 
in  our  system  that  for  nine  months  in  the  year  will  not 


A  typical  ditch  in  Essex,  County. 

average  more  than  sixty  vehicles  in  a  day,  and  many 
of  the  roads  will  average  more  than  200  vehicles  a 
day.  What  we  consider  a  fit  time  to  drag  is  when 
the  road  has  become  dry  enough  that  a  split  log  drag, 
drawn  at  a  fair  angle,  will  clean  itself. 

Of  course,  we  admit  we  would  rather  drag  a  little 
too  wet  than  too  dry.  That  is  one  reason  why  we  make 
our  divisions  short  for  a  man  to  look  after.  After  our 
first  harrowing,  and  possibly  dragging,  if  we  think  it 
needs  it,  we  then  make  an  examination  of  the  needs 
of  the  roads,  and  where  necessary  make  drains  for  the 
better  drainage.  When  I  say  better  drainage  of  the 
road,  I  do  not  mean  to  say  that  our  roads  are  not  well 
drained,  for,  as  far  as  the  surface  drainage  is  con- 
cerned, they  are  well  drained  by  the  municipal  drains 
constructed  in  the  past,  many  of  which  drains  are  four 
and  five  and  even  up  to  seven  feet  deep  on  one  side  of 
the  road,  but  often  on  the  other  side  of  the  road  a 
-'mall  ditch,  and  it  is  these  smaller  ditches  that  often 
need  some  repairs  to  better  drain  the  road,  and  where 
necessary  we  grade  the  road  with  a  grader  to  make 
the  proper  crown,  which  in  our  experience  needs  to 
be  not  less  than  an  inch  to  the  foot.  We  have  many 
roads  crowned  too  high,  particularly  with  a  narrow 


strip  in  the  centre  of  about  the  width  of  a  rig,  which 
concentrates  the  wheel  travel  in  the  same  place  all  the 
time,  and  soon  forms  a  long,  continuous  rut,  and  in 
wet  weather  the  moment  you  get  off  the  ridge  you  are 
going  for  the  ditch.  These  roads  that  are  too  high 
we  grade  down  with  the  grader.  If  the  road  has  an 
even  crown  the  wheel  travel  will  spread  over  a  few 
feet  in  width  and  the  road  will  not  so  soon  get  ruts. 

Use  of  the  Split  Log  Drag 

After  the  harrowing  in  the  spring,  we  seldom  use 
the  harrow  again,  as  we  find  by  proper  use  of  the  split 
log  drag  that  the  road  once  formed  can  be  kept  in 
good  smooth  condition  if  watched.  We  usually  make 
two  rounds  with  the  drag,  but  after  a  small  rain  in 
the  summer  one  round  is  often  all  that  is  required. 
Of  course,  in  always  dragging  from  the  outside  to  the 
middle  of  the  road,  a  comber  or  crown  may  be  formed. 
If  this  happens  the  next  time  it  is  necessary  to  drag 
the  road,  we  drag  it  from  the  centre  by  driving  so  that 
the  drag  cuts  the  centre  well  and  leaves  what  we  cut 
about  where  the  wheel  tracks  are. 

This  is  the  way  we  maintain  our  roads,  and  might 
shortly  be  summed  up  by  saying:  First,  get  a  foreman 
who  will  take  an  interest  in  the  road.  In  the  spring 
harrow,  then  do  the  necessary  draining  and  grading, 
and  after  that  it  is  only  a  matter  of  the  proper  use  of 
the  drag  to  keep  them  smooth.  We  often  say  to  a  fore- 
man :  "Your  road  is  a  little  rough,"  he  admits  it,  but 
says  it  is  pretty  good.  Pretty  good  is  not  good  enough, 
we  want  it  kept  smooth,  for  if  you  keep  the  road 
smooth  it  will  not  get  rutty,  the  water  runs  off  quickly, 
and  it  is  easier  kept  that  way  and  does  not  cost  as 
much  to  keep  in  good  condition  as  when  only  occa- 
sionally dragged,  for  then  you  have  to  put  a  lot  of 
work  on  it,  and  then  you  have  the  satisfaction  of  a 
good  clay  road  instead  of  a  fair  one.  On  an  average 
it  has  cost  Essex  County  about  $30  per  mile  for  main- 
tenance. On  the  Middle  Road,  which  probably  many 
of  you  know,  for  a  distance  of  about  233/2  miles,  with 
seven  divisions,  it  cost  about  $23  a  mile  in  the  year 
1917. 

We  have  in  use  two  kinds  of  split  log  drags,  one 
the  usual  steel  kind,  and  the  other  the  wooden  split 
log,  faced  with  steel ;  but  in  my  opinion,  for  general 
use  it  is  too  heavy.  The  steel  drag  is  heavy  enough, 
and  will,  in  my  opinion,  do  all  that  is  required  of  it. 


The  master  plasterers  of  Toronto  have  agreed  to 
l)ay  the  journeymen  62^  cents  per  hour.  This  agree- 
ment was  settled  by  a  committee  of  the  masters  and 
journeymen  at  the  Builders  Exchange  on  Monday, 
February  25th.  Very  good  feeling  has  been  shown 
throughout  the  negotiations.  The  new  scale,  which 
goes  into  eft'ect  on  April  1st,  is  an  advance  of  2j^  cents 
on  the  old  rate,  and  is  to  be  paid  weekly,  instead  of 
fortnightly.  Other  concessions  regarding  working 
conditions  were  mutually  agreed  upon. 

The  masters  were  represented  by  Messrs.  Dancy, 
Hoidge,  Beaver,  Gayton,  Gander,  A.  Petrie  and  Taylor, 
while  Messrs.  Hamilton,  Ward,  Sims,  Leach  and  Web- 
ber represented  the  men.  Negotiations  are  still  in 
progress  with  the  laborers. 


The  Canadian  Allis-Chalmers,  Ltd.,  Toronto,  have 
issued  a  folder  entitled,  "How  Would  You  Design  a 
Back-pressure  V^alve  of  Large  Capacity,  for  Pipes,  say, 
20  in.  Diameter  and  Larger?" 
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Practical  Hints  for  the  Contractor 

that  may  save  him  time  and  money.  If  you  know  any  labor-saving  scheme, 
send  it  in — preferably  with  illustrations.    We  will  pay  for  all  accepted  articles. 


Roof  of  Moulding  Shop  Raised 
Under  Difficult  Conditions 

A UNIQUE  piece  of  work,  consisting  of  the  rais- 
ing of  a  flat  roof  deck  a  distance  of  3  feet,  with- 
out interfering-  with  the  operation  of  the  plant, 
is  described  in  the  following  article : 
The  ^^'illiam  Kennedy  Sons'  plant,  in  Owen  Sound, 
Ont.,  includes  steel  moulding'  shop,  iron  moulding 
shop,  and  machine  shop,  arranged  in  the  order  named. 
The  steel  shop  is  comparatively  new  and  modern,  hav- 
ing two  travelling  cranes.  The  old  iron  shop  had  an 
old-fashioned  jib  crane  (wood).  The  construction  of 
building  is  stone,  walls  20  ft.  high,  roof  carried  by 
wooden  trusses.  In  order  to  give  more  light  and  air 
the  upper  part,  10  ft.  high,  was  constructed  of  wood 
and  glass  and  a  flat  roof  put  on  top  of  the  trusses, 
which  had  a  span  of  40  ft.  inside  the  building. 

The  size  of  old  shop  was  40  ft.  x  60  ft.,  but  a  new 
addition  had  been  added,  40  ft.  x  40  ft.,  which  was 
about  3  ft.  higher  than  the  old  part.  There  was  a  stone 
wall  between,  18  in.  thick  and  34  ft.  high,  which  it  was 
necessary  to  take  down.  Construction  of  roof  of  new 
part  18  in.  I-beams,  with  joist.  The  problem  which  had 
to  be  worked  out  was  to  raise  roof  of  old  shop  to  same 
height  as  new,  giving  same  clearance  beldw,  to  admit 
of  installing  travelling  crane  of  10  tons  capacity.  In 
order  to  do  this  it  was  necessary  to  cut  out  the  wood 
and  glass  part  of  the  old  shop,  build  piers  on  top  of  the 
walls  to  required  height,  place  I-beams  under,  and  jack 
up  to  height  of  new  roof.  Owing  to  the  demand  for 
construction  steel,  it  was  found  impossible  to  get  the 
I-beams  in  the  time  required.  The  only  other  alterna- 
tive was  to  use  wood.  It  was  figured  out  that  by  build- 
ing wooden  trusses  on  top  of  the  piers  and  dropping 
rods  through  them  and  the  roof  and  purlins,  the  I'oof 
could  be  swung  up  and  lifted  to  the  required  height, 
when  the  old  trusses  could  be  taken  out.  It  was  first 
proposed  to  build  one  new  truss,  place  it  over  one  of 
the  old  trusses,  and  take  the  load  oft'  it,  when  it  could 
be  taken  out  and  used  over  the  next  one,  and  so  on, 
until  all  were  out,  then  raise  the  roof;  but,  on  account 
of  the  firm  being  extremely  bu.sy  and  the  old  jib  crane 
(being  braced  to  trusses)  had  to  be  used  all  the  time, 
it  was  decided  to  build  all  new  trusses  and  raise  the 
roof  without  interfering  with  the  moulders,  whicli  was 
accomplished. 

()ne  ])roblcm  which  faced  the  contractors  was  the 
fact  that  the  crane  track  had  to  be  built  further  to  one 
side  of  the  building  than  the  other,  on  account  of  inter- 
fering with  the  large  sliding  doors  which  arc  inside  of 
the  building  on  the  north  side,  so  that  no  piers  could 
be  built  on  that  side  to  carry  track,  which  had  to  be 
carried  on  iron  brackets,  and  involved  the  cutting  of  7 
in.  out  of  thickness  of  south  wall  above  crane  track. 
This  als(j  made  it  necessary  to  build  ])iers  on  outside 
(jf  building  to  full  height  to  carrv  trusses,    i'icrs  had 


to  be  built  on  inside  to  carry  crane  track,  which  con- 
sisted of  20  in.  I-beam,  with  steel  rail. 

The  work  was  carried  out  by  first  cutting  out  the 
windows  at  the  end  of  the  trusses  where  the  piers  were 
to  be  built  and  building  the  piers  to  the  under  side  of 
the  roof.  After  erecting  falsework  under  roof  to  carry 
joist  ends,  the  roof  was  cut  to  permit  the  extension  of 
piers  and  building  of  fire  walls.    Channel  iron  lintels 


J?0P5  CU-  OFF  AFTER 
l?OOF  yyAB.  RAISED 


Remodeling  moulding  sliop.— Dotted  lines  indicate  old  roof,  solid 
lines  new  construction. 

of  sufficient  weight  to  carry  coping  walls  were  dowelled 
to  the  |:)iers  and  walls  built  to  the  required  height, 
chases  being  left  in  the  brick  work  to  receive  the  joist 
ends.  The  new  trusses,  B  (see  figure),  were  then 
erected,  and  suspension  rods  with  long  threads  were 
fixed  to  the  bottom  chord  of  each  and  passed  through 
the  purlins  of  the  roof  i)reviously  carried  on  trusses,  A. 
liy  taking  a  few  turns  on  each  nut,  the  weight  of  the 
roof  was  gradually  taken  oft:  the  lower  truss  and  trans- 
ferred to  the  upper  one.  It  was  then  a  small  matter  to ;{ 
raise  the  roof  to  the  required  elevation,  piece  out  tlic 
rafters,  re])air  the  roof,  and  remove  the  old  trusses. 

Although  the  extensions  were  carried  out  during 
bad  weather,  Messrs.  Green  &  Woolrich,  the  contrac-' 
tors,  i)erformed  the  work  as  per  schedule.  || 


Marcli  \?,,  J 91 8 


THE   CONTRACT  RECORD 


317 


Availability  of  Energy  for  Heat  and  Power 

 By  John  Blizzard, B.Sc.  *  —  —  

]t  is  proposed  here  to  outline  the  sources  whence  we  in  consumption  is  al)out  2.)(), 000,000  gallons,  and  practically  all  of 

Canada  receive  our  supplies  of  energy  and  the  requirements  it  is  imported.    J t  is  in  a  more  available  form  for  the  genera- 

they  meet.  tion  of  power  and  heat  than  any  other  fuel.    While  not  im- 

Coal  possible  to  replace  it  with  other  forms  of  energy  for  small 

Coal  is  of  first  importance.  In  the  course  of  a  year  we  gasoline  and  kerosene  engines,  such  a  change  could  be  effect- 
burn  30,000,000  tons,  of  which  60  per  cent,  comes  from  the  o"ly  with  great  inconvenience.  In  addition  to  its  use  for 
United  States.    The  remainder  is  mined  in  Canada.           .  these  purposes,  crude  oil  in  large  quantities  is  used,  particu- 

Practically  no  coal  supplies  exist  between  the  Provinces  '^rly  in  the  West,  for  railways,  ships,  and  industries.  Alto- 

of  New  Brunswick  and  Saskatchewan,  and  the  combined  out-  gether,  at  least  100,000,000  gallons  are  burned  under  steam 

put  of  these  two  provinces  amounts  to  only  4  per  cent,  of  the  boilers. 

country's  production.    One-half  of  the  remaining  96  per  cent.  Mr.  Van  H.  Manning,  director  of  the  United  States  Bu- 

is  mined  in  Nova  Scotia  and  the  other  half  is  mined  in  the  of  Mines,  in  reviewing  the  oil  situation  of  that  country, 

Provinces  of  Alberta  and  British  Columbia.    The  coal  re-  estimates  that  its  supply  at  the  present  rate  of  usage  will  last 

serves  of  Canada  are  enormous,  and  we  may  rely  on  a  con-  only  .2o  years.    He  further  remarks  that  petroleum  should  be 

tinuance  of  nati\'e  supply  for  a  very  long  period  of  years.  nsed  neither  for  gas  manufacture  nor  for  fuel  under  boilers. 

Whether  we  may  place  equal  reliance  on  our  supply  from  "O""      any  way  to  compete  with  coal.    It  would  appear,  then, 

the  United  States  or  not  is  uncertain.    The  present  shortage  that  we  must  soon  lind  another  source  of  supply.    This  may 

seems  to.  be  due  to  abnormal  difficulties  of  transportation  come  from  the  known  shale  deposits  of  Canada  or  the  United 

rather  than  those  of  production.    It  is  certain,  however,  that  States  or,  possibly,  from  the  vast  unexplored  areas  in  the 

the  supply  of  anthracite  from  that  country  will  decrease,  and  west  of  Canada.    The  distillation  of  oil  shales  would  not  be  a 

that  the  time  is  not  far  distant  when  they  will  come  to  us  for  "^w  venture,  since,  in  Scotland,  3,000,000  tons  are  produced 

their  supply  of  coke  or  coking  coals.  annually,  giving  al)out  30  gallons  of  oil  to  the  ton.  Another 

A  part  of  the  annual  coal  consumption  is  accounted  for  source  of  oil  is  tar  obtained  from  the  distillation  of  coal  and 
as  follows:  lignite.    Benzol,  another  coal-distillation  product,  is  an  ex- 
Tons,  cellent  motor  spirit,  though  to  counteract  its  tendency  to 

Manufacture  of  coke                                                  2,000,000  freeze  at  only  fairly  low  temperatures  it  is  necessary  to  mix 

Railway  locomotives                                                   9,000.000  with  alcohol  or  gasoline.    Still  another  coal  by-product. 

Collieries                                                                     1,000,000  napthalene,  may  be  used  for  explosion  motors. 

Bunkering  ships                                                           1,000,000  There  is  no  doubt  that  alcohol  is  destined  eventually  to 

■    The  remaining  17,000,000  tons  are  used  for  domestic  and  become  prominent  as  a  motor  spirit.    It  is  of  particular  im- 

seneral  manufacturing  purposes.     An  approximate  estimate  portance,  since  it  may  be  obtained  from  vegetation,  and  is 

i>f  its  subdivision  is;  Five  million  tons  for  domestic  heating,  '^'^"■'^  independent  of  the  stored  sources  of  energy, 

six  million  for  industrial  heating,  and  six  million  for  industrial  Natural  gas  is  used  in  particular  districts  adjacent  to  the 

power.  gas  fields.    Its  high  caloric  value— nearly  twice  that  of  coal 

Assuming  that  the  colliery  consumption  is  for  power  pur-  gas— renders  its  distribution  over  a  large  area  economically 

Iioses  only,  and  that  7  pounds  of  coal  generates  a  horse-power  possible.    The    annual    consumption    in    Canada    is  about 

hour,  the  total  mean  continuous  applied  horse-power  in  Can-  twenty  million  thousand  cubic  feet.    It  is  used  for  industrial 

;ula  derived  from  coal  is  500,000,  of  which  locomotives  develop  ^"'^  domestic  purposes.    Since  it  is  in  a  form  more  available 

:;00,000.  for  the  generation  of  power  than  any  solid  fuel,  it  is  advan- 

Water-Power  tageous  to  use  it  for  this  purpose  whenever  possible  instead 

Water-power  is  used  for  the  most  part  to  supply  me-  coal, 

chanical  and  electrical  energy.    About  2,000,000  horse-power  Peat 

lias,  so  far,  been  developed     The  total  available  horse-power  Peat  contributes  practically  nothing  to  our  energy  re- 

is  estimated  at  about  18,000.000,  of  which  8,000,000  is  estimated  quirement.    Yet  it  exists  in  large  quantities  throughout  the 

to  be  available  within  the  present  range  of  markets.    An  addi-  Dominion;  and.  in  view  of  its  success  as  a  fuel  in  other 

tional  development   of  6,000,000  horse-power,   assuming  an  countries  and  the  information  obtained  from  its  manufacture 

efficiency  of  conversion  of  60  per  cent,  and  a  plant  factor  of  and  use  here,  its  availability  for  the  generation  of  power  and 

40  per  cent,  would  supply  about  1, .500,000  horse-power  con-  heat  is  known.    It  is  impossible  to  believe  that  there  is  no 

tiiniously.    This  is  much  more  than  sufficient  to  supply  that  field  for  its  exploitation,  and  it  must  he  expected  soon  to  find 

•-lenerated  yearly  by  our  16,000,000  tons  of  coal.  a  position  as  a  source  of  heat  and  power. 

Wood  This  faint  outline  of  our  requirements   and    sources  of 

Wood  is  a  very  important  Canadian  fuel.    The  estimated  energy  does  not  afford  information  sufficient  for  proceeding 

value  of  firewood  used  during  1916  was  .$63,000,000,  or  more  ^'^h  an  enquiry  which  will  lead  to  the  connection  of  the  user 

than  the  value  of  our  coal  imports.    Although  to  some  extent,  °f  Power  and  heat  with  the  most  available  form  of  energy, 

its  use  may  be  for  power  generation,  principally  in  log-pro-  ^^^^^  t'le  possibilities  of  increasing  the  availability  of  our 

'luct  factories,  it  is  probable  that  most  of  it  is  used  for  domes-  s"PPlies  of  energy  will  be  considered  with  reference  to  special 

i'c  purposes.    It  is  not  likely  that  it  will,  to  any  extent,  be  methods.    They  will  refer  only  to  the  establishment  of  central 

'h\t  to  take  the  place  of  other  forms  of  energy,  except  spas-  stations  for  the  use  of  the  solid  fuels  and  to  the  possil>ility  of 

nodically,  as  in  times  of  an  acute  scarcity;  nor  is  it  likely  that  "sing  hydro-electric  energy  for  house  heating. 

ther  forms  of  energy  will  take  its  place.  Central  Station  Supply 

0.1  and  natural  gas  occupy  an  inconspicuous  position  com-  ^he  central  station  may  be  designed  to  supply  electrical 

pared  with  wood,  coal,  and  water-power.     The  annual  oil  p„Pr.,v  o-,^              lin,„M  f,,.l  c  rw    /       ^"PP'i  eiectiaal 

  energy,  gas.  steam,  liquid  fuel,  solid  fuel,  and  various  by-pro- 

*Extracts  from  paper  before  Ottawa  Branch,  C.S.C.E.                      ,  ducts,  many  ol  w  hicli  have  no  connection  with  the  "eneration 


THE   CONTRACT  RECORD 


March  13,  1918 


of  energ)-.  The  economy  of  operation  depends  upon  many 
factors  one  of  the  most  important  of  which  is  a  large  system 
in  which  there  is  mofe  complete  utilization  of  the  full  capa- 
city of  the  plant.  This  is  due  to  noivcoincidence  of  the  maxi- 
mum loads  of  the  various  consumers,  better  thermal  efficiency 
of  conversion  due  to  the  use  of  larger  units,  more  complete 
and  intelligent  supervision  and  design,  and  to  the  possil)ility 
of  operating  for  longer  periods  at  the  more  economical  rated 
load.  The  limit  of  the  central  station's  sphere  is  reached 
when  it  is  cheaper  to  haul  the  fuel  to  the  consumer  than  to 
deliver  energy  through  pipes  or  along  a  wire.  It  varies  with 
local  conditions  and  the  type  and  price  of  the  fuel.  It  will  be 
greater  for  Icrw-grade  than  high-grade  raw  fuel  since  costs  of 
transportation  vary  with  quantity  and  are  independent  of 
energy  content. 

The  largest  field  for  the  central  station  will  be  in  the  gen- 
eration and  distribution  of  electrical  energy.  The  rough  esti- 
mate of  the  mean  present  power  load  now  met  by  coal  showed 
the  very  large  requirement  of  locomotives.  To  replace  the 
uneconomical  steam  locomotive  with  the  electric  locomotive 
seems  at  first  sight  a  rational  project.  Where  the  substitu- 
tion has  taken  place  the  coal  consumption  in  the  central 
steam  electric  stations  is  one-half  of  the  former  consumption 
on  the  locomotive.  There  could  be  no  objection  to  its  sub- 
stitution for  oil  in  forest  areas  and  the  present  damage  from 
locomotive  soot  and  sparks  would  cease.  An  examination  of 
the  roads  electrified  shows  that  they  are  confined  for  the 
most  part  to  suburban  and  mountain  traffic.  But  the  electri- 
cally equipped  mileage  is  increasing,  and  the  continuous  in- 
crease in  the  price  of  coal  brings  the  day  of  general  electrifi- 
cation nearer. 

The  remaining  power,  which  is  used  for  general  industrial 
purposes,  is  in  itself  of  magnitude  sufficient  to  warrant  the 
consideration  of  central  station  supply.  Whenever  external 
electric  supply  takes  the  place  of  energy  generated  at  the 
plant  itself  economy  results.  In  many  districts  this  change 
has  resulted  in  reducing  the  coal  consumption  to  one-quarter 
of  its  previous  magnitude. 

Central  stations  distributing  gas  have  not  so  promising  a 
field  as  those  distributing  electrical  energy.  The  costs  of 
transmission  and  the  relatively  high  efficiency  of  conversion 
of  coal  into  heat  energy  in  the  plant  itself  reduces  the  pos- 
sible gain  to  the  buyer.  Nor  is  it  likely  that  the  substitution 
of  this  type  of  plant  would  save  fuel.  Nevertheless,  the 
cleanliness  and  improved  availability  of  gas  as  compared  with 
coal  would  frequently  lead  to  its  preference  by  consumers. 

Types  of  Central  Stations 

They  may  be  of  the  following  four  types: 

a.  Those  in  which  the  fuel  is  completely  gasified  by  par- 
tial combustion  and  the  energy  distributed  either  as  gas  or 
electrical  power. 

b.  Those  in  which  the  fuel  is  carbonized  and  energy  dis- 
tributed in  the  form  of  solid  fuel,  and  gas  or  electricity. 

c.  Those  in  which  the  fuel  is  completely  burned  and  elec- 
trical energy  and  steam  distributed. 

d.  Those  in  which  fuel  is  completely  burned  and  electri- 
cal energy  only  distributed. 

.'\  consideration  of  these  stations  follows: 
a.  The  by-product  recovery  producer  plant  is  the  most 
^  promising  means  of  totally  converting  solid  fuel  into  gas.  Its 
economic  importance  lies  largely  in  the  high  returns  possible 
1)y  the  recovery  of  from  60  to  70  per  cent,  of  the  nitrogen  in 
the  fuel  in  the  form  of  sulphate  of  ammonia.  It  is  of  great 
value  for  the  exploitation  of  low-grade  fuels,  particularly 
peat,  whose  nitrogen  content  is  high  compared  with  its  calor- 
ific value.  The  gas  produced  has  a  heat  content  of  about  one- 
fourth  that  of  coal  gas.  It  may  be  distributed  to  consumers 
or  partially  converted  into  electrical  energy  by  use  of  gas 
engines  or  boilers  and  steam  turbines. 


In  South  Staffordshire  a  plant  has  been  in  operation  for. 
some  years,  and  supplies  gas  over  an  area  of  123  square  miles. 
The  price  paid  for  the  gas  varies  from  3  to  5%  cents  per 
thousand  cubic  feet.  The  fuel  used  is  slack  coal  of  a  fairlyj 
low  calorific  value.  This  is  the  only  plant  which  distributes 
producer  gas  on  a  large  scale,  and  it  is  noteworthy  as  a  pos- 
sible reason  for  its  unique  position  that  no  dividends  have 
been  paid  for  some  years. 

■  In  Italy  two  by-product  plants,  using  peat,  are  in  opera- 
tion.   The  energy  is  distributed  electrically. 

b.  The  two  outstanding  objects  of  carbonizing  coal  are  to 
obtain  a  maximum  yield  of  either  coke  suitable  for  metallurgi'?: 
cal  purposes  or  of  gas  suitable  for  domestic  purposes. 

The  first  method  of  carbonizing  is  carried  out  in  coke 
ovens,  wherein  the  long  time  of  carbonization,  large  size  of 
charge  and  compression  give  a  coke  of  the  requisite  great 
density  and  hardness.  It  is  possible  with  modern  coke  ovenf 
to  obtain  a  yield  of  gas  more  than  sufficient  for  heating  the 
charge,  about  20  per  cent,  of  the  nitrogen  in  the  coal  as  am- 
monia, in  addition  to  light  oils  and  tar.  The  surplus  gas  is 
usually  of  only  slightly  lower  calorific  value  than  town  gas, 
and  is  eminently  suited  for  distribution  for  general  use,  or 
may  be  used  as  a  fuel  at  the  plant  for  the  generation  of  elec- 
trical energy. 

The  second  method  of  carbonization  differs  from  the  first, 
in  that  smaller  charges  are  used  in  order  to  obtain  the  neces- 
sary quality  and  quantity  of  gas,  none  of  which  is  used  for 
heating  the  retorts.  As  with  coke  ovens,  coke,  ammonia, 
benzol,  and  tar  are  recovered  as  by-products  from  retorting 
coal.  The  yield  of  coke,  however,  is  less,  and  some  of  it  is 
used  for  heating  the  retorts,  while  the  ammonia  yield  is 
greater,  due  to  the  smaller  contact  with  the  smaller  charge. 

The  coke  obtained  from  retorting  the  gas  is  soft  and  loose 
in  structure,  and  may  be  used  in  domestic  furnaces.  Its  dis- 
advantages for  this  purpose  are  its  bulk — which  necessitates 
more  frequent  firing  than  with  coal  and  larger  storage  space — 
and  its  tendency  to  clinker. 

The  choice  of  installing  coke  ovens  or  gas-making  re- 
torts, both  of  which  require  much  the  same  class  of  coal, 
obviously  depends  upon  the  possible  market  for  the  products. 
The  development  of  a  domestic  fuel  trade  in  the  soft  coke  is 
possible  if  a  suitable  market  can  be  found  for  the  gas.  Met- 
allurgical coke,  on  the  other  hand,  is  not  so  suitable  for 
domestic  purposes,  since  it  is  v^ry  hard,  difficult  to  ignite,  and 
requires  a  strong  draft  to  burn  it.  Nevertheless,  it  may  prove; 
a  valuable  and  economical  substitute  for  anthracite  coal,  if 
sold  at  a  reasonable  price. 

c.  The  third  type  of  station  represents  the  most  econ- 
omical means  of  generating  power  where  coal  is  reasonably 
cheap  and  all  the  exhaust  steam  may  be  used  for  heating. 
The  prime  mover  may  be  either  a  steam  engine  or  steam  tur- 
bine of  a  comparatively  cheap  type,  and  no  condenser  is 
required,  since  the  power  may  be  looked  upon  as  the  by- 
product and  the  steam  as  the  most  valuable  product.  It  is 
not  possible  frequently,  however,  to  find  useful  employment 
within  a  small  area  for  the  exhaust  steam,  and  heat  losses 
prevent  the  transmission  of  thermal  energy  in  the  form  of 
steam  or  hot  water  over  a  large  area.  On  the  other  hand,  it 
may  prove  feasible  to  generate  power  in  plants  where  a  heat- 
ing load  exists  and  transmit  electrical  energy  to  custotners  in 
the  neighborhood. 

d.  This  is  the  most  popular  type  of  power  plant  and  in 
large  sizes  consists  of  Ijoilers,  turl)o-generators,  and  condens  ' 
ers.  It  is  too  well  known  to  need  description,  but  it  is  inter- 
esting to  note  that  steam  turbines  are  made  of  70,000  kilowatt 
capacity,  and  o'pcrate  with  steam  pressures  and  temperature.' 
as  high  as  350  pounds  per  square  inch  and  690  degrees  F. 
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Warehouse  Built  Out  of  Forms 

Jt  is  often  convenient  and  advisable  to  re-use  the 
itabework  from  one  job  to  build  warehouses  and  plant 
for  a  new  contract.  The  Koss  Construction  Company 
Irecently  took  advantage  of  this  idea  in  the  building  of 
1  permanent  warehouse  by  using  the  falsework  trusses 
Ifrom  a  concrete  arch  bridge.  The  bridge  arch  had  a 
ispan  of  50  ft.,  and  the  centre  trusses  were  set  up  to 
form  two  47  ft.  span  barrel  roofs  for  a  94  x  40  ft.  ware- 
louse. 


Personal 

Mr.  R.  R.  Mowbray  reeve  of  the  Township  of  Pickering, 
)iit.,  has  been  appointed  road  superintendent  for  Ontario 
;."ounty. 


Obituary 

I  Lieut.  John  Rainboth,  an  Ottawa  civil  engineer  vyho  was 
kcently  invalided  home  from  the  front,  where  he  had  held  a 
i'.ommission  in  the  Canadian  Forestry  Battalion,  died  on 
starch  5,  following  a  long  illness  of  pleurisy.  He  had  been 
inder  medical  treatment  since  he  reached  Canada,  over  two 
nonths  ago,  and  there  had  been  considerable  hope  of  his 
ecovery,  but  the  news  of  the  accidental  death  of  his  eldest 
on,  Flight-Lieutenant  Lawrence  Rainboth,  in  Texas,  in  the 
nd  of  last  December,  caused  a  relapse  which  proved  fatal. 

Flight-Captain  Ralph  H.  Jarvis,  M.C,.  whose  home  is  in 
iironto,  is  reported  to  have  been  accidentally  killed  while 
ymg  with  a  pupil  at  Spittlegate,  England,  on  February  27. 
apt.  Jarvis,  who  was  in  his  thirty-eighth  year,  went  overseas 
1  December,  1915,  and,  after  a  few  months'  stay  in  England, 
receded  to  France.  He  was  mentioned  six  times  in  de- 
patches,  many  enemy  machines  standing  to  his  credit,  and 
ist  November  word  was  received  regarding  liis  being  award- 
i\  the  Military  Cross.  Captain  Jarvis  graduated  from  the 
acuity  of  Applied  Science  and  Engineering  of  the  University 
f  Toronto  in  1911,  and  subsequently  took  a  position  as  cngi- 
eer  with  the  Grand  Trunk  Pacific.  Later  he- went  to  the 
anadian  Northern,  and,  prior  to  his  enlistment,  was  with  the 
larbor  Board. 


The  building  permits  issued  in  Welland,  Ont.,  during  the 
ninth  of  February  are  valued  at  $5,200,  as  compared  with 
\200  in  the  same  month  last  year.  The  total  for  the  two 
lonths,  January  and  February,  is  $25,610,  which  compares 
ith  $10,715  in  the  corresponding  period  in  1916. 

A.  F.  Proctor,  British  Columbia  Provincial  Government 
igineer,  announced  recently  that  he  hoped  to  have  the  Pa- 
iic  and  Great  Eastern  Railway  constructed  to  Williams' 
ake,  and  even  120  miles  farther  to  Soda  Creek,  this  year.  If 
is  possible  to  push  the  construction  to  Soda  Creek  it  will 
can  that  water  and  rail  transportation  will  be  opened  be- 
veen  Fort  George  and  Vancouver. 

Application  will  be  made  at  the  present  session -of  the 
iitario  Legislature  for  a  special  act  authorizing  the  Town- 
lip  of  Crowland,  Ont.,  without  the  consent  of  the  electors, 
It  with  the  approval  of  the  Ontario  Railway  and  Municipal 
'ard,  to  construct,  maintain,  and  operate  a  waterworks  sys- 
"1.  The  application  will  request  that  60  per  cent,  of  the 
lire  cost  of  construction  of  the  trunk  main  be  raised  by  a 
fcial  rate  levied  on  all  the  rateable  property  in  that  area, 
wording  to  the  last  revised  assessment  roll,  and  that  all 
anch  mains  and  hj'drants  be  constructed  under  the  Local 
iprovements  Act.  The  water  will  probably  come  from  the 
ity  of  Welland. 


Mainly  Constructional 

East  and  West— From  Coast  to  Coast 


The  Canadian  Fairbanks-Morse  Company  are  occupying 
their  new  and  more  commodious  premises  in  the  Sands  Block, 
St.  John,  N.B. 

The  Eureka  Shipbuilding  Company,  of  Grand  Manan, 
N.B.,  has  five  schooners  of  348  tons  each  on  the  blocks  at 
various  points  in  Nova  Scotia.  ■ 

A  special  committee  of  the  Works  Committee  in  Toronto 
was  recently  appointed  to  consider  the  possibility  of  securing 
revenue  from  garbage.  The  schemes  discussed  are  the  manu- 
facture of  fuel,  the  raising  of  hogs,  and  a  reduction  plant. 

A  by-law  is  to  be  submitted  to  the  ratepayers  of  the 
Township  of  Southwold,  Ont,,  on  March  18,  to  grant  to  the 
Dominion  Natural  Gas  Company,  Ltd.,  the  right  to  lay  and 
maintain  pipes  for  the  production,  transmission,  distribution, 
and  sale  of  gas. 

The  Township  Council  of  Windham,  Out.,  recently 
awarded  the  contract  for  the  steel  superstructure  of  the  Mc- 
Knight  bridge,  near  Teeterville,  Ont.,  to  the  Sarnia  Bridge 
Company.  The  concrete  work  on  the  abutments  of  this  struc- 
ture was  begun  last  fall. 

Vancouver's  building  permits  for  the  month  of  February 
number  44,  and  are  valued  at  $55,415,  as  compared  with  36.  at 
a  value  of  $96,780,  in  the  same  month  last  year.  The  total 
for  the  first  two  months  of  the  year  is  102,  valued  at  $108,540, 
as  against  73,  at  a  value  of  $125,825,  for  the  corresponding 
period  in  1916. 

February  building  permit  issues  in  Montreal  number  41, 
and  are  valued  at  $77,045.  This  is  a  considerable  drop  from 
February.  1916,  when  there  were  55  permits  issued,  at  a  value 
of  $402,565.  The  totals  for  the  first  two  months  of  this  year 
and  the  corresponding  period  last  year  are  respectively:  84 
permits,  valued  at  $193,155,  and  88  permits,  valued  at  $652,460. 

As  the  damage  done  to  the  Concession  Street  bridge,  in 
Gait,  Ont.,  following  the  recent  break-up  of  the  ice,  has  ren- 
dered it  unsafe  for  traffic  and  there  is  doubt  as  to  whether  it 
would  be  wise  to  carry  out  the  extensive  repairs  required,  the 
erection  of  a  new  structure  is  being  considered.  The  bridge 
at  Main  Street  is  not  nearly  so  badly  damaged,  and  is  now 
safe  for  heavy  traffic. 

The  Public  Works  Department  in  British  Columbia  in- 
tends to  carry  out  considerable  bridge  work  this  year.  The 
bridges  over  the  North  Arm  of  the  Fraser  River,  at  Eraser 
Avenue,  are  to  be  reconstructed — a  work  which  the  munici- 
palities of  Richmond  and  South  Vancouver  have  been  strongly 
pressing  for.  When  the  present  structure  was  erected  the 
officials  at  Ottawa  were  not  consulted.  The  plans  for  the 
new  work  are  now  before  the  federal  engineers,  and  as  soon 
as  they  are  passed  and  the  appropriation  is  through  the 
House,  operations  are  to  start.  One  of  the  bridges  from  the 
mainland  to  Twigg  Island  will  probably  be  commenced  first, 
the  other,  from  Twigg  Island  to  Lulu  Island,  being  con- 
structed later.  The  structure  recently  swept  away  by  the 
Vedder  River  floods  is  also  to  be  replaced.  New  bridges  will 
be  installed  in  the  Bella  Coola  districts  where  great  damage 
was  also  done  some  months  ago  by  floods,  and  another  will 
be  provided  at  Vermilion,  in  the  Lillooet  district.  The  gov- 
ernment proposes  to  replace  ferries  by  l)ridges  where  pos- 
sible, to  eliminate  the  heavy  annual  expense  for  operation. 
This  course  will  be  followed  on  the  North  Thompson,  for 
instance. 


Contracts  Department 

News    of  Special  Interest  to  Contractors,  En^neers,  Manufacturers  and 

Dealers  in  Building  Supplies 


Waterworks,  Sewerage  and 
Roadways 

Chicoutimi  Parish.  Que. 

Tenders  will  be  called  shortly  by  the 
secretary-treasurer,  Diego  Villeneuve,  for 
$15,000  waterworks  system  for  the  muni- 
cipal council. 

Chinook,  Alta. 

Town   council   contemplate    the  con-- 
struction  of  new  water  supply  system  in 
the  spring. 

Delta,  B.C. 

Town  council  contemplate  miprove- 
ments,  costing  $35,000,  to  roads.  Clerk, 
N.  A.  McDiarmid. 

Grand'Mere.  Que. 

Town  Council  contemplate  alteration; 
to  aqueduct  system.  Engineer,  Charles 
Gelinas. 

Hamilton,  Ont. 

The  Department  of  Public  Works,  Pro- 
vincial Government.  Toronto,  have  in- 
cluded in  their  1918  estimates  the  sum  of 
$15,000  for  reservoir  at  the  hospital  for 
the  insane.  Secretary.  H.  F.  McNaugh- 
ton.  Parliament  Buildings,  Toronto. 

Lardner,  B.C. 

Town  council  contemplate  drainage 
system,  costing  $20,000.  Reeve,  A.  D. 
Paterson. 

St.  Benoit,  Que. 

Specifications  are  with  the  secretary- 
treasurer.  V.  Dejardins,  who  will  receive 
tenders  until  noon,  March  I'.O,  for  gravel- 
ling roads  for  the  \  illage  council. 

Toronto,  Ont. 

The  Department  of  |-'u1)Iic  Works,  Pro- 
vincial Gf)vernment,  have  included  the 
sum  of  .$21,000  in  their  1918  supplement- 
arj'  estimates  ior  drainage  work  through- 
out the  province.  Secretary,  H.  F.  Mc- 
Naughton,  Parliament  l>uildirigs,  To- 
ronto.- 

The  sum  of  $219,198  has  been  included 
in  the  estimates  of  the  Department  of 
I'ublic  Works.  Provincial  Government, 
for  year  ending  October  1918,  for  colon- 
ization rfjads.  Secretary,  H.  F.  Mc- 
Xaughton,  P'arliament  T.uildings.  To- 
ronto. 

CONTRACTS  AWARDED 
Ottawa.  Ont. 

The  National  Iron  Works,  Ltd.,  foot  of 
Cherry  Street,  Toronto,  have  the  contract 
for  pipe  in  connection  with  the  construc- 
tion of  a  water  main,  costing  $9,000,  at 
P>ooth  and  Montreal  .Street,  for  the  city 
cf)uncil. 

The  National  Iron  Works,  Ltd.,  foot  of 
Cherry  .Street,  'I'orontf),  have  the  con- 
tract for  pipe  in  connccti()n  with  repav- 
iiig  Slater  .St..  from  P>ank  to  I'ay.  at  a 
cost  of  $9,000.  for  the  city  cf)uncil. 


Railroads,  Bridges  and  Wharves 

Burford  Township,  Ont. 

Tenders  received  by  the  clerk.  I'".  \V. 
I'avlor.   ilurfc.rd   P.')..  mitil  April   I.  for 


the  erection  of  a  16-ft.  beam  span  rein- 
forced concrete  bridge  for  the  township 
council.  Engineers,  Jackson  &  Lee,  Tem- 
ple Building,  Brantford. 

Grand'Mere,  Que. 

The  business  men  of  Grand'Mere  and 
Shawinigan  Falls  have  formed  a  com- 
pany and  contemplate  the  construction 
of  an  electrical  railroad,  costing  approxi- 
mately $100,000,  from  here  to  Shawinigan 
Falls. 

Ottawa,  Ont. 

Tenders  are  being  received  by  the  sec- 
retary of  the  Department  of  Railways 
and  Canals,  J.  W.  Pugsley,  until  noon, 
March  26,  for  the  erection  of  51  section- 
houses  on  the  line  of  the  National  Trans- 
continental Railway  for  the  Canadian 
Government  Railways. 

Toronto.  Ont. 

The  provincial  treasurer  has  placed  in 
his  estimates  for  1918  the  sum  of  $686,711 
for  railway  work  for  the  Temiskaming 
and  Northern  Ontario  Railway  Commis- 
sion, secretary-treasurer,  W.  PL  Manuel,, 
head  office,  56  Church  St.,  for  buildings, 
line  extensions,  and  ^•arious  other  im- 
provements: also  purchase  of  equipment 
and  material. 

Vancouver,  B.C. 

The  Department  of  Public  Works,  Do- 
mir^ion  Government,  contemplate  the 
erection  of  a  $30,000  bridge  on  the  Marine 
Drive.  Address,  Reeve  V.  V.  Vinson, 
West  Vancouver. 

Vaughan  Township,  Ont. 

The  Vaughan  Township  will  rebuild 
liridge  over  Humber  I'Jiver  which  was  de- 
stroyed by  flood.  Engineer,  Frank  Bar- 
ber, 40  Jarvis  St.,  Toronto. 

CONTRACTS  AWARDED 
Brantford  Township,  Ont. 

George  Thompson,  22;i  West  Mill  St., 
Brantford,  has  the  .general  contract  for 
two  $2,000  bridges  for  the  township  coun- 
cil. 

Trois  Pistoles,  Que. 

A.  11.  Morin  has  the  .general  contract 
for  the  erection  of  a  steel  bridge  on  con- 
crete foundations  over  the  River  Matane. 
Tlie  Phoenix  Bridge.  Company  have  the 
contract  for  steel  work.  The  lump  price 
of  contract  is  $29,600. 


Public  Buildings,  Churches 
and  Schools 

Brantford  Ont. 

'i'he  General  llospital  contemplate  the 
erection  of  an  extension  to  nurses'  liome. 

Cape  Breton  County,  N.S. 

Alterations  to  jail  are  contemplated  by 
the  l)e))artment  of  Public  Works,  Pro- 
vincial (iovernmcnt.  .Secretary-treasurer, 
!■".  I'.  Mathers,  Province  Builcb'n.g. 

Chicoutimi,  Que. 

Plans  and  speci licalii m s  w][\]  the  archi- 


tect, Alfred  Lamontagne,  who  will  (ll 
tenders  shortly  for  the  erection  ofk 
$50,000  church  for  the  Endiste  F~ath< , 
Chicoutimi  West. 

Colchester  County,  N.S. 

The  Department  of  Public  Works,  P  - 
vincial  Government,  contemplate  alte- 
tions  to  jail.  Secretary-treasurer.  F.  . 
Mathers,  Province  Building. 

Del  Bonita,  Alta. 

Plans  and  specifications  are  with  a 
secretary-treasurer,   AV.   L.   Baxter,  lji||. 
Bonita,  who  is  receiving  tenders  for  ■f'"' 
erection  of  a   school   for  Shanks  .L:j 
School  District. 

Fort  Qu'Appelle.  Sask. 

Tenders  will  be  called  about  March  ) 
for  the  erection  of  a  $250,000  tubercuU  j 
sanitorium  for  the  Saskatchewan  Aii- 
Tuberculosis  League,  Regina.  Archite'', 
Storey  &  Van  Egmond,  1013  McCall  i 
Hill  Building.  Regina. 
Grand'Mere,  Que.  i 

Edmond  Guimond  is  ne,gotiatin,g  w ! 
the  city  council  with  a  view  to  erectiii  i 
hospital. 

Griffin  Creek,  Alta. 

Plans  and  specitications  are  with 
secretary-treasurer,  Cecil  McKenzie,  vl 
is  receiving  tenders  until  noon,  March  " 
for  the  erection  of  a  school  for  the  Gv 
Eagle  School  District,  No.  3526. 

Halifax  N.S. 

Harris  &  Horton,  Keith  I'uildiug.  e 
preparing  plans  for  alterations  and  - 
pairs,  costing  $18,000,  to  the  Institute  j 
the  Deaf  and  Dumb,  Gottingen  St.  PriJ 
dent.  Rev.  Dr.  Forrest,  22  Tobin  St. 

Hamilton,  Ont. 

The  city  council  have  decided  to 
build  market  hall  which  was  recently 
stroyed  by  fire.    Clerk,  S.  FT.  Kent. 

Lethbridge,  Alta. 

The  city  council  contemplate  the  eiji 
tion  of  a  $30,000  "'Carnegie"  libt!i)t 
Mayor,  W.  D.  L.  Hardie. 

London.  Ont.  \ 

The   Department   of   Militia  and 
fence.    Dominion    Government,  conti 
plate  the  erection  of  a  $10,000  niilil' 
iniildin.g.    Address,  Major  Bishop.  ^^ 
lesley  P)arracks,  London.  L 

Merton,  Alta.  } 

Municipality  of  Merton  c(Mitenipl< 
the  erection  of  a  municipal  hospii- 
Reeve,  A.  Carson.  Oxville. 


Mount  Dennis,  Ont. 

Tenders  are  bein.g  received  by  the  iP 
retary-treasurer.  S.  McCormick.  Sihfl 
thorn  Ave.,  until  March  2T.  for  _$35,|| 
addition  to  school  for  School  Sectidn 
28,  York.  Architects,  Ellis  &  Ellis,  M| 
nin.g  Chambers,  Toronto, 

Nelson,  B.C. 

Tlie  town  and  ])rovincial  ,g()vcrnni|| 
contemi)lale  the  erection  of  a  provinl 
normal  school.    Clerk,  W.  K.  Wassoili 


Orillia,  Ont. 

Tlie   supplemental  y 


est i mates  of 
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Department  of  Public  Works,  provincial 
■jovernment,  Toronto,  for  the  Hospital 
i,,r  the  Insane  include  $750  for  setting 
lu.ilers,  $600  for  ash  elevator,  $2,000  for 
pumps  for  water  supply,  pipes,  and  ht- 
tings,  $0,000  for  heating  and  plumbing  for 
laundry,  storehouse,  etc.,  $3,000  for  im- 
provements in  heating  main  building, 
and  .$4,000  for  fireball. 

Ottawa,  Ont. 

The  Wesley  Methodist  congregation 
contemplate  alterations  to  church  en- 
trance. Pastor,  Rev.  H.  A.  Young,  Dela- 
ware Ave. 

Tenders  are  being  received  by  the  sec- 
retary, R.  C.  Desrochers,  Ottawa,  until  4 
p.m.,  April  3,  for  the  erection  of  a  $1,500,- 

000  office  building  at  Queen  and  O'Con- 
nor Streets  for  the  Department  of  Pub- 
lic Works,  Dominion  Government.  Plans 
and  specifications  at  the  office  of  the 
Chief  Architect,  A.  W.  Horwood,  Castle 
Building. 

Extension  and  alterations  to  the  Joan 
D'Arc  Institute,  Sussex  and  Clarence,  is 
contemplated. 

Paul's  Cofners.  Alta. 

Plans  and  specifications  are  with  the 
secretary-treasurer,  M.  E.  Williamson, 
who  is  receiving  tenders  until  noon,  April 
10  for  the  construction  of  a  frame  school 
for  the  Board  of  Education,  School  Dis- 
trict No.  3437. 

St.  Alexis,  Que. 

Tenders  will  be  called  shortly  for  the 
erection  of  a  $15,000  presbytery  for  the 
Roman  Catholic  congregation.  Plans 
and  specifications  with  the  owners  and 
Mr.  Poitrais,  curate. 

St.  Catharines,  Ont. 

Plans  are  being  revised  and  new  ten- 
ders will  be  called  shortly  for  the  erec- 
tion of  a  $30,00(i  church  and  Sunday 
^chool  for  the  Niagara  Street  Methodist 
rhurch.  Architect,  Thomas  H.  Wiley. 
St.  Paul  St. 

St.  Pamphile,  Que. 

Tenders  are  expected  to  be  called  in 
May  for  the  erection  of  a  $13,000  addi- 
on  to  church  for  the  Roman  Catholic 
ingregation.      Architect,   P.  Levesque, 
i15  St.  John  St.,  Quebec. 

yroronto,  Ont. 

1  The  Department  of  Public  Works,  Pro- 
Brincial  Government,  have  included  in 
Rheir  estimates  for  the  Hospital  for  the 
■Insane  for  1918  $5,000  for  new  barn. 
liVhitby  branch;  $1,000  for  removing  and 
iiemodelling  existing  barn;  $1,000  for  root 
pouse;  $1,000  for  piggery;  $5,000  for  grad- 
■ng  'and  improvement  of  grounds,  con- 
Utruction  of  roads  and  walks. 

llVelland.  Ont. 

|i  The  Welland  County  Council  contem- 
irlate  repairs  to  court  house.  Clerk,  Rob- 
lirt  Cooper. 

CONTRACTS  AWARDED 
^harlottetown.  P.E.I. 

The  following  contracts  have  been 
warded  in  connection  with  the  erection 
f  a  nurses'  home  in  connection  with 
ildiers'  convalescent  home  for  the  Mili- 
iry  Hospitals  Commission,  22  Vittoria 
i..  Ottawa:  Electrical  work,  W.  P.  Doull, 
15  Kent  St.:  plumbing.  Currie  &  Mur- 
aghan.  71  Queen  St.:  heating,  Bruce, 
tewart  &  Co.,  Ltd.,  Steam  Navigation 
\1iarf. 

hatham,  Ont. 

The    following    contracts    have  been 


awarded  in  connection  with  the  erection 
of  a  $44,500  addition  to  "Queen  Mary" 
School  for  the  Board  of  Education:  Roof- 
ing, H.  Tomlinson,  care  general  contrac- 
tor; composition  flooring,  the  Imperial 
Floor  Company,  Rochester,  N.Y. ;  safey 
treads,  the  American  Abrasine  Metals 
Company,  New  York  City.  The  general 
contractors,  the  Canadian  Contractors 
and  Builders,  Ltd.,  Brockville,  will  carry 
out  the  plastering  and  painting. 

Halifax.  N.S. 

J.  T.  Brodie.  69  Union  St.,  has  the  gen- 
eral contract  and  carpentry  and  S.  A. 
Marshall  &  Son.  Keith  Building,  the  plas- 
tering for  repairs,  costing  $3,000  to  St. 
George  Church. 

Rhodes,  Curry  Company,  Ltd.,  Wind- 
sor St.,  have  the  general  contract  and 
will  let  roofing,  plumbing,  heating,  and 
electrical  work  for  $50,000  addition  to 
hospital  for  the  Children's  Hospital  Com- 
mission. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  an  addition  to  hospital  for  the  Mili- 
tary Hospitals  Commission,  32  Vittoria 
St.,  Ottawa:  General  contract,  carpen- 
try, roofing,  plastering,  and  painting.  S. 
M.  Brookfield.  Granville  St.;  electrical 
work,  Cragg  Brothers,  Ltd.,  Barrington 
St.;  plumbing,  G.  A.  Perrier,  Granville 
.St.;  electrical  work,  Cragg  Brothers,  Ltd., 
Barrins-ton  St.:  plumbine,  G.  A.  Perrier, 
Granville  St.;  heating,  Farquhar  Broth- 
ers. Barrington  St. 

The  Reconstruction  Committee  have 
the  carpentry,  olastering.  and  painting 
?hd  Farquhar  Brothers,  Barrington  St.. 
the  plumbing,  heating,  and  electrical 
work  for  hospital  for  the  Relief  Com- 
mission. Sackville  St. 

J.  Maclnnes  &  Son.  Lower  Water  St.. 
have  the  general  contract,  masonry,  car- 
i^entrv.  and  roofing,  and  David  Roche, 
Aro-^'le  St..  the  oainting  and  glazing  for 
reoairs  ^nd  alterations  to  convalescent 
l-iome  for  the  Clayton  Convalescent 
Home. 

M'^"tre='l,  Oue. 

The  Modern  Heating  and  Engineering 
Comoanv.  Ltd.,  83  Bleurv  St..  have  the 
water  heating  and  the  Canadian  Com- 
stock  Comoanv.  Ltd..  10  Cathcart  St.,  the 
p^ectrical  work  for  Y.M.C.A.  hut  for  the 
"^^niino-  Men'";  Christian  Association,  127 
Drummond  St. 

Wbitl-«v  Township.  Ont. 

P.  T.  Sullivan.  Brock  St..  Whitbv.  has 
the  heati""-  contract  and  the  general  c^n- 
trcrtnr.  Tli^mas  S.  Deverall  Brock  .St.. 
^A'bitbv.  win  carrv  out  the  nlasternig  for 
$4,000  school  for  the  school  hoard. 

Business  Buildinjjs  and  Indus- 
trial Plants 

— '^rr<-thlT»-pr  Ont- 

T>f>rtrand  Frpnch.  Sanrlnn'cli  .Street. 
Inni'p  cp(-.'i-pr1  a  cite.  On  wli'ch  they  will 
pi-pct  a  S10  000  theatre. 

B'-i-hpr  Bpv  B.C. 

Plans  are  bp'np-  nrenarpd  for  addition 
to  t'le  nianf-  of  tbe  PaciHc  L-nie  Comnany, 
Ltd..  744  Hasti.ne's  St.  W..  Vancou\er. 

Brockville,  Ont. 

The  Canada  Cr'rriage  Company.  P-irk 
"^t..  cnntemnlate  the  erection  of  an  addi- 
tion to  their  factorv. 

The  Canada  CarriaQc  Factories.  Limit- 
ed, contemplate  additions  to  their  Bris- 


coe Motor  factory  here,  in  the  near 
future. 

Cap  de  la  Madeleine,  Que. 

Isaie  de  Grand'Mont  will  require  brick, 
cement,  and  lumber,  etc.,  in  connection 
with  the  erection  of  a  $12,000  store. 

CoUingwood,  Ont. 

Plans  are  being  prepared  for  altera- 
tions to  hotel  for  bank  for  the  Merchants 
Bank,  head  office  Montreal.  Local  man- 
ager, F.  L.  MacGachen. 

Embro,  Ont. 

The  Farmers'  Club  contemplate  the 
erection  of  a  creamery.  Secretary-trea- 
surer, R.  Marshall. 

Grand'Mere,  Que. 

The  Laurentide  Company,  Ltd.,  Mc- 
Gibbon  and  Third  Ave.,  contemplate  the 
erection  of  an  extension  to  their  plant, 
costing  $150,000.  Chairman,  Elwood  Wil- 
son. 

Halifax,  N.S. 

Booker  &  McKechnie,  Davidson  Build- 
ing, are  preparing  plans  for  offices  and 
headquarters,  costing  $165,000,  for  the 
Great  Veterans'  Association,  Barrington 
Street.  Secretary-treasurer,  Mr.  Hamil- 
ton, Barring  St. 

Wood  Brothers  Company,  Ltd.,  109 
Granville  St.,  contemplate  the  erection 
of  an  extension  to  their  store.  Manager, 
E.  A.  Woodd. 

Hamilton,  Ont. 

The  Consumers'  Gasoline  Supply  Com- 
panay  Ltd.,  154  Bay  St.,  Toronto,  con- 
template the  erection  of  an  office  and 
three  gasoline  tanks,  costing  $10,000. 

Hull,  Que. 

Plans  and  specifications  with  the  ar- 
chitects, Millson  &  Burgess,  Union  Bank 
Building.  Ottawa,  who  will  receive  ten- 
ders until  March  21  for  steel  work  in 
connection  with  the  erection  of  a  one- 
storey  machine  shop  for  the  Hull  Iron 
and  Steel  Works,  Hull. 

London,  Ont. 

The  London  Dye  Works,  2S6^/i  Dundas 
St.,  conteir.plate  alterations  to  building 
for  dye  works. 

Macleod,  Alta. 

Alex.  MacDonald  contemplates  the 
erection  of  a  warehouse  this  spring. 

Three  Rivers.  Que. 

The  Page  Wire  Company  of  Canada, 
WalkerviMe,  propose  erecting  a  plant 
here,  at  a  cost  of  about  $150,000. 

Montreal,  Que. 

Plans  and  specifications  with  the  archi- 
tect, A.  M.  Robertson,  who  is  receiving- 
tenders  for  alterations  to  stable  for  the 
Lake  of  the  Woods  Milling  Company, 
1735  St.  Denis  St. 

Tenders  are  in  for  a  four-storey  fac- 
tory to  be  erected  for  the  Canada  Casing 
Company.  Ltd.,  750  St.  Paul  St.  W.  Ar- 
chitects, Hutchison,  Wood  &  Miller,  2 
Place  D'Armes". 

Massinet  &  St.  Germain,  481  Ontario 
St,  E.,  contemplate  the  erection  of  stables 
on  Marins  St. 

Tenders  are  in  for  the  conversion  of  a 
residence  into  a  bank  for  the  Bank  of 
Montreal,  head  office  109  St.  James  St. 
.\rchitect.  K.  G.  Rea,  385  Beaver  Hall 
Hill. 

Moose  Jaw,  Sask. 

Tenders  are  being  received  I)y  the  ar- 


44 

chitects,  Stnrev  &  Van  Egmond,  1013 
McCallum  Hill  Building,  Regina,  for  al- 
terations, costing  $5,000,  to  theatre  for 
the  Allen  Theatre  Company,  Main  St.  N. 

Storey  &  Van  Egmond,  1013  McCal- 
lum Hill  Building,  Regina,  are  preparing 
plans  and  will  call  tenders  about  April  1 
for  the  erection  of  a  $20,000  store  build- 
ing. 

Ottawa,  Ont. 

Tenders  received  by  the  secretary,  K. 
C.  Desrochers.  Ottawa,  until  noon, 
March  18,  for  the  construction  of  struc- 
tural steel  work  for  $1,500,000  office 
building  for  the  Department  of  Public 
Works  Dominion  Government. 

George  Brigham  85  Duke  St.,  contem- 
plates alterations  to  his  store  at  the  cor- 
ner of  O'Connor  and  Albert. 

Tenders  will  be  called  shortly  by  the 
airchitects.  Millson  &  Burgess,  Union 
Bank  Building,  for  an  electric  hoist  for 
warehouse  for  A.  L.  Florence,  Redpath 
Street. 

The  Colonial  Hide  Company,  Hurd- 
man's  Road,  contemplate  the  erection  of 
a  tannery. 

Pembroke,  Ont. 

The  Merchants  Bank  of  Canada,  head 
office  Montreal,  have  secured  a  site,  on 
which  they  plan  to  erect  a  $25,000  two- 
storey  brick  bank.  Local  manager,  S.  R. 
Finlayson. 

f  eterboro,  Ont. 

Plans  have  1)een  drawn  for  $0,000 
three-storey  brick  moving  picture  theatre 
for  Mr.  Pappas.  George  St. 

Regina,  Sask. 

Tenders  are  being  received  by  the 
airchitects.  Storey  &  Van  Egmond,  1013 
McCallum  Hill  Building,  for  extension, 
costing  $40,000,  to  hotel  building  for  R. 
H.  Williams  &  Sons,  Ltd.,  Eleventh  and 
Hamilton  Streets. 

St.  Catharines,  Ont. 

Tenders  are  being  received  by  Andrew 
Smith,  145  St.  Paul  St..  for  all  trades  ex- 
cept steel  in  connection  with  the  erec- 
tion of  two  stores,  costing  $6,500.  Ar- 
chitect, A.  E.  Nicholson,  51  Queen  St. 

Thedford.  Ont. 

TMans  are  being  prenared  for  a  $10,000 
flax  factor-'  'for  the  Ontario  Flax  Com- 
pany, Parkhill.    Manager,  Mr.  Lockhart. 

Three  Rivers.  Que. 

The  Tmuerial  Oil  Company,  Ltd.,  918 
St.  Patrick  St.,  Montreal,  are  receiving 
tenders  for  the  erection  of  stables,  l)arns, 
and  wagon  sheds. 

Toronto,  Ont. 

C.  A.  Ward.  25  Oxford  St.,  contem- 
plates the  erection  of  an  addition  to  stor- 
age building. 

F.  A.  McConvey.  18  Toronto  St.,  con- 
temnlates  the  erection  of  a  factory  build- 
ing. 

CONTRACTS  AWARDED 
Charlottetown.  P.E.L 

D.  R.  Morrison.  Suniim-rside.  has  the 
general  contract,  will  purchase  brick,  con- 
cri'tc.  etc..  and  let  plumbing,  heating, 
plastering,  nainting,  brick  and  electrical 
work  for  $20,000  warelKUisc  and  office  for 
the  Massey- Harris  Co.,  Ltd..  (M5  King 
St.  \^^.  Tnroiilo. 

Grand'Mere,  Que. 

T.  P.  Morris.  I'liiladclphia,  Penn.,  has 
the   contract   for   three   20,000  h.p.  lur- 
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bines,  in  connection  with  the  erection  of 
a  $50,000  extension  to  plant  for  the  Laur- 
entide  Co.,  Ltd.,  McGibbon  and  Third 
Ave. 

Hamilton,  Ont. 

The  contract  for  the  steel  sash  for  the 
new  Imperial  Oil  building  has  been 
placed  with  the  A.  B.  Orsmby  Company. 

The  following  contracts  have  been 
awarded  in  connection  with  alterations 
costing  $10,000  to  store  on  King  St.  E.: 
—Masonry,  H.  Hahnau,  389  York  St.; 
steel.  Trussed  Concrete  Steel  Co.  of 
Canada,  Ltd.,  34  King  St.  W.,  Toronto; 
carpentry,  W.  J.  Drake,  218  Macauley  St. 
E.;  electrical  work,  J.  Lavenbein,  183 
Emerald  St.  S.;  plastering,  W.  Watson, 
137  Main  St.  E.;  glazing,  Hobbs  Mfg. 
Co.,  Ltd.,  279  King  St.  W.,  Toronto. 

Lauzon,  Que. 

Jos.  Gosselin,  St.  George  Street,  Levis, 
has  the  contract  for  foundations  for  dry 
dock  sheds  costing  $000,000.  for  the 
Davie  Shipbuilding  &  Repairing  Com- 
pany, Limited. 

Levis,  Que. 

Oliver  Michaud,  St.  George  Street,  has 
the  general  contract  for  repairs  to  store 
for  C.  A.  Prevost,  55  Cote  du  Passage, 
Levis. 

London,  Ont. 

Hyatt  Bros.,  288  Egerton  Street,  have 
the  general  contract  for  hotel  and  stores 
costing  $5,000,  for  Mrs.  Barnes,  1447 
Dundas  Street. 

Hyatt  Bros.,  288  Egerton  Street,  have 
the  general  contract  for  $5,000  extension 
to  factory  for  the  London  Soap  Co.,  197 
Ottaway  Ave. 

Moncton,  N.B. 

W.  O.  Calkin,  647  Union  St.,  has  the 
plastering,  and  Perry  Bros.,  773  Main 
St.,  tlie  electrical  contract  for  $25,000 
business  block  for  L.  H.  Higgins,  681 
Main  Street. 

Montreal,  Que. 

Wm.  Rutherford  &  Sons  Co.,  Ltd.,  425 
Atwater  Ave.,  have  the  contract  for  office 
fixtures  for  warehouse  for  the  Greater 
Montreal  &  Investment  Company,  11 
Place  d'Armes. 

G.  Kalfas,  22  Balmoral  Street,  has  the 
general  contract  for  alterations  costing 
$9,000  to  moving  picture  theatre  for  L. 
Sperdakes,  496  Centre  Street. 

Ottawa,  Ont. 

S.  F.  Smith,  488  McLeod  Street,  has 
the  general  contract  for  the  conversion 
of  store  into  office  for  Blackburn  Bros., 
Union  Bank  Bldg. 

Alex.  Garvock,  Jr.,  Regent  Theatre 
Bldg.,  Sparks  St.,  has  the  general  con- 
tract and  wants  tenders  on  roofing, 
plumbing,  heating,  plastering,  painting 
and  electrical  work  for  the  erection  of 
store  and  offices  costing  $30,000  for  N. 
D.  Porter,  Bank  and  Albert  Streets, 

Alex.  Garvock,  Jr.,  Regent  Theatre 
Bldg.,  Siiarks  St.,  has  the  general  con- 
tract for  stores  and  offices  costing  $18,- 
000  for  Dan  O'Connor,  553  Gilmour  St. 

Regina,  Sask. 

Tas.  Ballanlync  Co.,  Lid.,  Wall  St., 
W  innipeg,  have  the  i)lnntl)ing  and  heat- 
ing contracts  for  $:!95,()0()  warehouse  for 
the  T.  h'.alon  Co.,  Ltd.,  190  Yonge  St., 
'!"( ir(  )nl  I). 

St.  Catharines,  Ont. 

Tile    folldwiiig    conl'acls    have  i;ecn 
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awarded  in  connection  with  remodelling 
hall  into  showrooms,  etc.,  at  a  cost  oi\ 
$3,500  for  Veale  Bros.,  41  Ontario  St.:— I 
Masonry,  Newman  Bros.,  75  St.  Paul  St.; 
carpentry,  Geo.  Wilson,  16  Wiley  SU 
elevator,  Turnbull  Elevator  Mfg.  Co.,  Ifl 
John  Street,  Toronto.  m 

Shawinigan  Falls,  Que.  a 

Church,  Ross  Co.,  Ltd.,  40  Hospital  St?, 
Montreal,  have  the  general  contract  fo* 
$1,800,000  factory  for  the  American  Prof 
ducts  Company.  ^ 

Toronto,  Ont.  1 

H.  N.  Dancy  &  Son,  C.  P.  R.  BldJ 
have  the  masonry  and  concrete  work  in 
connection  with  the  erection  of  a  three- 
storey  reinforced  concrete  and  bri^ 
warehouse  on  Wellington  Street  west  m 
Spadina  Ave.  ■: 

Thos.  Essery,  Confederation  Life  Bldg,, 
has  the  general  contract  and  will  m 
smaller  trades  for  the  erection  of  a  $2» 
000  warehouse  for  the  Bowts  Co.,  Lta, 
74  Front  St.  E. 

Windsor,  Ont. 

The  following  contracts  have  beet 
awarded  in  connection  with  rebuilding 
hydro  offices  at  a  cost  of  $9,000  for  th< 
Peninsular  Security  Co.,  Gas  Building:-^ 
General  contract,  Euclide  J-acques  &  Co.i 
87  Assumption  St.;  masonry,  Cross  BroSv 
25  Louis  Ave.;  plumbing  and  heating 
Joseph  L'Heureux,  12  Wyandotte  St.  E. 
electrical  work,  Hydro-Electric  Commif 
sion,  31  Chatham  St. 

The  Hydro-Electric  Commission,  B' 
Chatham  St.,  have  electrical  contract  ii 
connection  with  the  rebuilding  of  hydri 
offices,  at  a  cost  of  $9,000,  for  the  Penin 
sular  Security  Company,  Gas  Building. 

Winnipeg,  Man. 

The  Otis-Fensom  Elevator  Co..  Ltd.' 
316  Cumberland  Ave.,  .have  the  elevato 
contract  for  $37,000  three-storey  ware 
house  for  F.  H.  Wiley,  757  Henry  Ave. 


Residences 

Brockville,  Ont. 

T.  F.  Robertson,  M.D.,  36  Victoria  Aye 
contemplates  alterations  to  residence,  in 
eluding  building  of  a  verandah. 

Dartmouth,  N.S. 

Plans  are  being  prepared  by  S.  P.  Du 
maresq,  St.  Paul  Bldg.,  Halifax,  for  fort; 
residences  to  be  erected  by  the  Tmperis 
Oil  Co.,  Ltd.,  Upper  Water  St.,  Managei 
S.  S.  Shatford. 

Embro,  Ont.  ^ 

John  McBeth,  Huron  Street,  contempJ  ■ 
late  the  erection  of  a  $3,500  brick  res 
dence. 

Halifax,  N.S. 

Tenders  will  be  called  shortly  for  th 
erection  of  a  two-storey  residence  oj 
Larch  Street  for  Geo.  Hillis,  care  C; 
Hillis  &  Sons,  Hollis  Street. 

Harris  &  Horton,  Keith  Bldg.,  are  pn' 
paring  plans  for  repairs  and  alteratior 
to  residence  for  Edward  Clayton,  Go 
tingen  Street. 

Hamilton,  Ont. 

A.  Cope,  39  Albert  S.trcct,  is  receivin 
lenders  for  all  trades  in  c;onnection  wit{\ 
the  erection  of  four  $1,500  lwo-stor( 
frame  residences. 

Moncton,  N.B. 

Plans  and  specifications  with  the  owi 
or,  .Seth  Dawson,  441   Robinson  Strec 
(Continued  on  page  48) 
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PUMPS 


Horizontal  Belt  Driven  Turbine  Pump  supplied  the 
University  of  Toronto. 


This  Pump  is  hydraulically  balanced  against 
end  thrust,  and  in  addition  has  a  water 
cooled  thrust  bearing.  The  Pump  is  arranged 
so  that  it  may  be  operated  with  guide  vanes, 
or  without  for  demonstration  purposes.  Oil 
rings,  hydraulic  balance  and  water  cooled 
thrust  bearings  are  standard  for  all  "Inglis" 
Turbine  Pumps.  We  make  pumps  of  all  kinds 
for  any  .  service. 

Inglis  Products  are  Made  in  Canada 
Write  us  for  Prices 


The  John  Inglis  Company,  Limited 

ENGINEERS  AND  BOILERMAKERS 
14  Strachan  Ave.       -       -       Toronto,  Canada 

Ottawa  Representative— J.  W.  ANDERSON,  7  Bank  Stree  Chambers 


Tenders  and  For  Sale  Department 


Notice  to  Contractors 


Motor  Flushers 


Sealed  tenders  addressed  to  the  Chairman  and 
Members  of  the  Board  of  Control,  will  be  re- 
ceived by  tlie  Secretary,  City  Hall,  Ottawa,  up 
to  4  p.m.,  Thursday,  March  21st,  1918,  for  One 
Motor  Driven  Street  Fluslier.  Any  tender  re- 
ceived after  the  above  stated  time  will  be  declared 
informal.  Specifications  and  full  particulars  may 
be  obtained  on  application  to  the  City  Engineer's 
Office. 

The  Corporation  does  not  bind  itself  to  accept 
the  lowest  or  any  tender. 

A.  F.  MACALLUM, 

Commissioner  of  Works. 
Ottawa,  Marcli  5th,  1018.  11-11 


Notice  to  Contractors 


Safety  Gates  for  Pretoria 
Ave.  Bridge 


Sealed  tenders  addressed  to  the  Chairman  and 
Members  of  the  Board  of  Control  will  be  re- 
ceived by  the  Secretary,  City  Hall,  Ottawa,  up 
to  4  p.m.,  Tuesday,  March  26th,  1918,  for  Safety 
Gates  for  Pretoria  Avenue  Bridge.  Any  tender 
received  after  the  above  stated  time  will  be  de- 
clared informal.  Specifications  and  full  particulars 
may  be  obtained  on  application  to  the  City  En- 
gineer's Office.  The  Corporation  does  not  bind 
itself  to  accept  the  lowest  or  any  tender. 

A.  F.  MACALLUM, 

Commissioner  of  Works. 
Ottawa,  March  5th,  191.S.  11-11 


Canadian  Government  Railways 


TENDERS 


Sealed  tenders,  addressed  to  the  undersigned 
anfl  marked  on  the  outside.  "Tenders  for  Section 
Houses,"  will  be  received  up  to  and  including 
twelve  o'clock  noon,  Tuesday,  March  28th.  1918, 
for  the  construction  of  fifty-one  (51)  Section 
Houses  at  various  points  on  the  Canadian  Gov- 
ernment Railways  (National  Transcontinental 
Railway)  between  Moncton  and  Winnipeg. 

Plans,  specifications  and  blank  form  of  contract 
may  be  seen  at  the  following  offices:  Chief  En- 
gineer, Dept.  of  Railways  and  Canals,  Ottawa, 
Ont.;  C'bief  Engineer,  Can.  Govt.  Railways,  Monc- 
ton, N.B. ;  Resident  Engineers  at  Edniundston, 
X.P)..  r.evis,  P.O.,  Quebec.  V.Q.,  Cochrane,  Out., 
Fort  William,  Ont.;  tlic  Terminal  Agent.  Mont- 
real, P.O. ;  the  General  Western  Agent,  Toronto, 
Out.,  and  the  General  Manager,  Western  Lines, 
Winnipeg,  Man. 

All  the  conditions  of  the  specifications  and  ff:n- 
tract  forms  must  be  complied  with. 

Tenders  must  be  put  in  on  the  blank  form  of 
tender,  which  may  lie  olilainofl  from  any  of  the 
offices  at  which  plans  are  on  exhibition.  Each 
tenfler  must  be  accompanicfl  by  an  accepted  bank 
cbc<|ue  payable  to  llie  Honorable  the  Minister  of 
Railways  and  Canals  for  an  amount  c(|ual  to  ten 
per  cent.  (10  p.c'  of  the  tender. 

T-owest  or  any  tender  not  necessarily  accepted. 

J.  W.  PTTGST.EY. 
Secretary  department  of  Railways  and  Canals, 


Dated  at  Ottawa.  Ont., 

February  2Clh,  WIS. 


Ottawa.  Ont. 

1112 


FOR  SALE 


By  County  of  Welland 


6 — 4-yard  Dump  Cars. 

2 — Gasoline  Tractors. 

1 — Crusher  Bin. 
Machinery  can  be  seen  at  Welland  by  calling  on 
tlie  County  Road  Superintendent,  W.  W.  Brook- 
field. 

Tenders  will  be  received  up  to  twelve  o'clock 
noon  gn  Monday,  April  1st,  1918.  Must  be  in  the 
Clerk's  hands  by  that  (kite. 


n-i:i 


u<ii:krt  COOPER, 

County  Clerk. 


Locomotive  Crane 
For  Sale 


20  ton  8  wheel  Browning,  46  ft.  boom 
with  14  ft.  extension.  Good  Condition. 
Immediate  delivery. 

The  A.  R.  Williams  Machinery  Co.,  Ltd., 
10-t.f.  64-66  Front  St.  West, 

Toronto,  Ont. 


Sealed  tenders  addressed  to  the  undersigned,  and 
endorsed  "Tender  for  Structural  Steel  Work,  Do- 
minion Government  Office  Bldg.,  Ottawa,"  will  be 
received  at  this  office  until  12  o'clock  noon,  on 
Monday,  March  18,  1918,  for  the  construction  of 
structural  steel  work.  Dominion  Government 
Office  Building,  Ottawa. 

Plans  and  forms  of  contract  can  be  seen  and 
specification  and  forms  of  tender  obtained  at  the 
offices  of  the  Chief  Architect,  Department  of  Pub- 
lic Works,  Ottawa,  the  Overseer  of  Dominion 
Buildings,  Central  Post  Office,  Montreal,  P.O., 
and  the  Clerk  of  Works,  Postal  Station  "F," 
Toronto,  Ont. 

Persons  tendering  are  notified  that  tenders  will 
not  be  considered  unless  made  on  tlie  printed 
forms  supplied,  and  signed  with  their  actual  sig- 
natures, stating  their  occupations  and  places  of 
residence.  Tn  the  case  of  firms,  the  actual  sig- 
nature, the  nature  of  the  occupation,  and  the  place 
of  residence  of  each  memlier  of  the  firm  must  be 
given. 

Each  tender  must  be  accompanied  by  an  ac- 
cepted cheriue  on  a  chartered  bank,  payable  to  the 
order  of  tl>e  Honourable  the  Minister  of  Public 
Works,  equal  to  ten  per  cent.  (10  p.c-  of  the 
amount  of  the  tender,  wdiich  will  be  forfeited  if 
the  person  tendering  decline  to  enter  into  a 
contract  when  called  upon  to  do  so,  or  fail  to 
complete  the  work  contracted  for.  If  the  tender 
be  not  accepted  the  cheque  will  be  returned. 

The  Department  docs  not  bind  itself  to  accept 
tlio  lowest  or  any  lender. 

By  order, 

R.  C.  DESROCHERS. 

Secretary. 

Department  of  Public  Works, 
Ottawa,  March  5,  1918. 

Newspapers^  will  not  be  paid  for  this  advertise- 
ment if  they  insert  it  without  authority  from  the 
Department.  11-11 


Stone  Crusher  Wanted 


Wanted  to  rent,  for  season  of  1918,  a  compU 
portable    stone    crushing   outfit,    size    of  crush' 
about  10  by  16.    Apply,  giving  terms,  to  Box 
Contract  Record,  Toronto.  9-i 


WANTED 


2  Locomotives— 12  to  15  tons 
36  in.  gauge. 

15—4  yard  dump  cars— 36  in, 
gauge.  I 

1— Travelling  derrick  on  low 
broad  wheels. 

70  Tons— 40  lb.  re-laying  rails 

In  writing  give  full  particulars. 

McDougal  Bros. 

Besserer  Street,  -  OTTAW^j 

11-12-1.1 

THE  CITY  OF  REGINA 


Tenders  for 

PAVEMENT 


.Sealed  tenders,  marked  "Tenders  for  Paveineh|i' 

will  lie  received,  addressed  to  the  City  Commis 
sinners.  Regina,  .Saskatcliewan,  up  until  12  o'clocl' 
noon,  .Standard  time,  Wednesday,  March  87th 
1918.  for  the  construction  of  approximately: 

12,5(10  s(|uare  yards  of  pavement. 
li.tXill  lineal  feet  of  curb  and  gutter. 
2,.".<10  lineal  feet  of  straight  curb. 

A  copy  of  the  plans  and  specifications  will  ,b( 
furnished  to  .  intending  bidders  uiion  receipt  of  ii 
marked  cheque  for  ijiij.^.OO,  made  payable  to  thi 
City  of  Regina.  .Said  cheque  will  be  returned  t< 
I  lie  bidder  upon  receipt  of  the  plans  and  specifics 
tions,   together   witli  a   bona  fide  tender. 

.V  marked  clieque  for  5  per  cent,  of  the  amoun 
nf  the  bid  must  accompany  each  tender, 

Tlie  City  reserves  the  right  to  reject  any  ' atld 
all  tenders. 

D.  A.  R.  M.  McCANNEE, 
11-12  Acting  City  Engineer 


POSITIONS  WANTED 


EXPERIENCED     ROAD     BUILDING  am 

Municipal  Engineer  open  for  engagement.  Refer 
encc  upon  application.  Box  701,  Contract  Record 
Toronto.  U-V 


March  i:;,  Hi  is 
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"We  want  Hamilton  Vitrified 
Clay  Pipe  for  this  Job" 

That's  what  many  of  the  best  Contrac- 
tors, Engineers  and  Road  Superinten- 
dents say  when  the  question  of  sewage 
and  road  construction  is  under  con- 
sideration.    Only  such  preference  is 
demanded  because  of  past  experience. 
For  over  50  years  we  have  served  the  Canadian 
public,  our  product  has  given  continuous  satis- 
faction.    It  is  not  in  any  way  affected  by  any 
ground  element,  no  sewage  gas  or  acid  or  elec- 
trical current  will  attack  it.    You  have  an  abso- 
lutely permanent  job,  that  will  never  have  to  be 
replaced.    Public  officials  well  know  that  their 
future  reputation  depends  on  the  performance 
of  the  work  they  engineer. 

For  sewer  construction^  storm 
drains  and  culvert  build- 
ing there  is  none  other 
just  as  good.^^  We 
can  prove  this  as- 
^  sertion. 


■  ■■■■■  ■ 


I 
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Sealed  Tenders 

aJdressed  to  S.  McCoimick,  secretary-tieasurer 
School  Section  i\'o.  28,  York,  will- be  received  up 
to  and  including  Wednesday,  March  27th,  for 
the  general  contract,  also  for  the  separate  trades 
required  in  the  erection  and  completion  of  addi- 
tions to  Dennis  Avenue  school  building,  Mount 
Dennis;  plans,  specifications  and  all  particulars 
can  be  had  at  the  office  of  the  architects,  no  ten- 
der necessarily  accepted.  S.  McCormick,  Silver- 
thorn  Ave.,  Sub-Station  72,  Toronto.  Ellis  & 
Ellis,  architects,   Manning   Chambers,  Toronto. 

11-11 


To  Contractors 


Sealed  tenders,  addressed  to  the  undersigned, 
will  be  received  vmtil  noon  on  Saturday,  the  30th 
inst.,  for  building  a  25-foot  Reinforced  Concrete 
Arch  Highway  Bridge  on  Talbot  Street  in  the 
Township  of  Yarmouth,  and  for  a  50-foot  Rein- 
forced Concrete  Arch  Highway  Bridge  in  the. 
North  Talbot  Road  in  the  Township  of  Southwold 
in  the  County  of  Elgin. 

Plans  and  specifications  may  be  seen  and  blank 
forms  of  tenders  obtained  at  our  office.  A  marked 
cheque  for  5  per  cent,  of  the  amount  of  the  bid 
nuist  accompany  each  tender.  The  lowest  or  any 
tender  not  necessarily  accepted. 

JAS.  A.  BELL  &  SON,  Civil  Engineers, 
11-12  Court  House,  St.  Thomas,  Ont. 


Tenders  for 

Bridge  Construction 


Sealed  tenders,  plainly  marked  as  to  contents, 
will  be  received  by  the  undersigned  up  to  12 
o'clock  noon  of  Monday,  March  25th,  1918,  for 
the  construction  of  a  reinforced  concrete  truss 
bridge  over  the  Humber  River,  Lot  31,  Con.  X., 
in  the  Township  of  Vaughan,  known  as  the  Dick 
Bridge. 

Plans  and  specifications  may  be  seen  at  the 
office  of  the  undersigned,  40  Jarvis  Street,  Toronto. 

The  lowest  or  any  tender  will  not  neces- 
sarily be  accepted. 


Toronto,  March  9,  1918. 


FRANK  BARBER, 

Engineer. 


11-11 


York  Township  Water  Supply 


Tenders  for 
Water  Works  Materials 


Sealed  tenders,  plainly  marked  as  to  contents, 
will  be  received  by  Frank  Barber,  Engineer  for 
the  Municipal  Corjioration  of  the  Township  of 
York,  up  to  12  o'clock  noon  of  Saturday,  March 
30th,  1918,  for  the  supply  of  the  following: 

450 — 12-in.  Cast  Iron  Pipes. 
1000— 6-in.  Cast  Iron  Pipes. 
200 — Cast  Iron  Specials. 
112— Hydrants. 
15— 12-in.  Gate  Valves. 
100— 6-in.  Gate  Valves. 

All  envelopes  must  be  marked  "Tender  for 
Water  Works  Materials"  (naming  the  items). 

Further  information  may  be  obtained  at,  tlic 
office  of  the  undersigned,  40  Jarvis  St.,  Toronto. 

FRANK  BARBER, 

Engineer. 

Toronto,  March  12,  1018.  11-12 


Residences 

(Continued  from  Page  44) 

who  will  receive  tenders  from  March  15 
until  March  25  for  the  erection  of  a 
$.'{,000  two-storey  residence. 

St.  Catharines,  Ont. 

Bnlk  or  .separate  tenders  received  on 
revised  i)lans  by  the  architect,  A.  E.  Nich- 
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olson,-  51  Queen  Street,  until  March  18 
for  the  erection  of  a  three-storey  struc- 
tural steel  and  brick  residence.  Plans 
and  specifications  at  office  of  MacLean 
Daily  Reports  Ltd.,  345  Adelaide  St.  VV., 
Toronto. 

Toronto,  Ont. 

I'lans  have  been  drawn  for  alterations 
to  residence  for  three  family  apartment 
for  S.  M.  Early,  78  St.  Albans  Avenue. 

CONTRACTS  AWARDED 
Halifax,  N.S. 

J.  T.  Dorey,  Mollis  St.,  has  the  elec- 
trical contract  for  $6,000  bungalow  for 
B.  W.  Russell,  Green  Street. 

Hamilton,  Ont. 

H.  Langford,  316  King  St.  E.,  has  the 
electrical  work  for  $6,000  double  resi- 
dence for  E.  Lambert,  221  Balsam  Ave. 

Harry  Marsh,  Main  Street,  Grimsby, 
has  the  general  contract  for  20  one- 
storey  frame  residences  costing  $1,500 
each. 

Toronto,  Ont. 

John  Waghorn,  122  Howard  Tak  Rd., 
has  the  general  contract  and  will  sub-let 
smaller  trades  for  the  erection  of  a  $4,- 
000  two-storey  brick  residence  for  A. 
(iowler,  99  Howard  Park  Road. 

A.  Cornell,  35  Swanwick  Ave.,  has  the 
general  contract  for  alterations  to  resi- 
dence for  duplex  for  Wallace  Maclean, 
02  St.  Mary  Street. 


Power  Plants,  Electricity  and 
Telephones 

London,  Ont. 

The  Hoidge  Marble  Company  34  Price 
Street,  Toronto,  have  the  contract  for 
marble  in  connection  with  the  erection 
of  a  $100,000  hydro  office  for  the  Utilities 
Commission. 

Toronto,  Ont. 

The  Hydro  Electric  Power  Commis- 
sion of  Ontario  have  included  in  their 
estimates  for  year  ending  October,  1918, 
the  sum  of  $9,054,951  for  hydro  electric 
work.  Secretary,  W.  W.  Pope,  190  Uni- 
versity Ave. 


Miscellaneous 

Dunwich  Township,  Ont. 

The  Dominion  Natural  Gas  Co.,  Ltd., 
Bank  of  Hamilton  Bldg.,  plan  to  lay 
mains  and  equip  distributing  system 
throughout  the  township. 

London,  Ont. 

The  Board  of  Education  plan  to  call 
for  tenders  for  equipment  costing  $32,- 
000  for  technical  school.  Secretary-trea- 
surer, R.  M.  McElheran,  City  Hall. 

Montreal,  Que. 

Tenders  are  being  received  by  the 
secretary,  M.  P.  Fennell,  Jr.,  until  noon, 
March  19,  for  Portland  cement,  steel  rails 
and  angle  bars,  castings,  sand,  stone,  oil, 
timber  and  ties,  smokeless  coal  and  steam 
coal  for  the  Harbour  Commissioners  of 
Montreal,  57  Common  Street.  Specifica- 
tif)ns  with  the  engineer,  F.  W.  Cowie. 

Bennet  Asbestos  &  Chrome  Mines  Ltd., 
want  to  purchase  a  750  U.  S.  gallon  per 
minute,  300-foot  lift  centrifugal  pump. 
Consulting  engineers,  M.  A.  Sammctt, 
Room  .504,  McGill  Bldg.,  211  McGill  St. 

St.  Boniface,  Man. 

Tenders  are  being  received  by  the  sec- 
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retary,  J.  B.  Cote,  City  Hall,  until  2 
p.m.,  March  28,  for  steel  ornamental  lai 
posts  for  the  Provincher  Avenue  brid: 
for  the  Winnipeg  &  St.  Boniface  Cot; 
cils. 

Sydney,  N.S. 

The  Sydney  Curling  Club  are  lookil 
for  a  site  on  which  they  plan  to  ere(^l 
club  house. 

Vancouver,  B.C. 

Plans  and  specifications  for  salt  wall 
bath  and  bath  house  to  built  in  the  cl 
tumn  by  the  Board  of  Park  Commissicj 
ers  are  with  the  Parks  Commission! 
Mr.  Hutchings.    Clerk,  Wm.  McQue| 

Westlock,  Alta. 

Albert  Montpelier  is  erecting  a  lai 
implement  shed. 

CONTRACTS  AWARDED 
Ottawa,  Ont. 

The    following    contracts  for  suppl 
have  been  awarded  by  the  City  Councl 
Broken  stone — Districts  A.  and  B.,  F<| 
eral  Stone  &  Supply  Co.,  213  Sussex  , 
broken  stone — Districts  C.  and  D.— sf 
— District  D,  Rideau  Canal  Supply  C| 
Canal  Basin.  Ottawa;  sand— Districts 
B.  and  C,  J.  R.  Irwin,  585  McLeod 
vitrified  clay  pipe,  Ottawa  Fireproof 
ply  Co.,  539  Sussex  St.;  refined  asp! 
Barber  Asphalt  Co.,  Buffalo,  N.Y.;  b 
Brick  &  Tile  Supply  Co.,  136  Bank 
plank  and  cedar,  M.  C.  Neate  Lu 
Co.,  Eastview;  asphalt  filler,  Thos.  Fl 
ing  Machinery  Co.,  .347  Sparks  St.; 
ment,  T.  S.  Kirby  &  Co.,  213  Sussex  i\ 
castings,  Thos.   Lawson  &  Sons,  L 
376  Wellington  St.;  oils  and  grease,  l| 
perial  Oil  Co.,  Ltd.,  Catharine  St.;  c 
iron  pipe.   National  Iron  Wrrks,  L 
foot  of  Cherry  Street,  Toronto;  lead  pj 
and  pig  lead,  Canadian  Brass  Mfg.  {| 
Ltd.,  415  Macadamized  Road,  Gait;  h; 
rants,  General    Supply    Co.  of  Canal 
Ltd.,  360  Sparks  St.;  gate  valves,  K 
Engine   Co.,   Ltd.,   Walkerville;  spe< 
iron  castings,  Thos.  Lawson    &  Sc| 
Ltd.,  376  Wellington  St.;  brass  goods 
house  service,  H.  Mueller  Mfg.  Co.,  Ri| 
St.,  Sarnia,  and  the  Canadian  Fairba^l 
Morse  Co.,  Ltd.,  41  Bank  St.,  Ottawa, 

Three  Rivers,  Que. 

Jules  Caron,  architect,  69  St.  Francj 
Xavier  St.,  has  awarded  the  contract! 
the  Herbert  Morris  Crane  &  Hoist  (I 
Ltd.,  Stanley  St.,  Niagara  Falls,  ^1 
3.5-ton  hoisting  machine. 

Weston,  Ont. 

The  John  V.  Gray  Construction  C(j 
pany  have  been  awarded  the  contract! 
the  Canada  Cycle  &  Motor  Company] 
enclosing  their  shipping  platform; 
enclosure  will  be  brick  walls  and  s| 
sash.    Bernard  H.  Prack,  is  the  arch 


CONTRACTORS 
and  TENDERERS 

for  Superior  Service 

THE 

Canadian  Surety  Co 

26  Wellington  St.,  lEait 

Phone  Main  2609   TORONTO,  Onl 
Represented  in  all  the  principal 
cities  and  towns  in  the 
Dominion. 

BONDS  INSURANCI 

of  every  description      Plate  Glass-BurSUilll 
Automobile 
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Burlington  Steel 
Co.,  Ltd. 

Hamilton,  Canada 

STEEL  BARS 

For 

Concrete  Reinforcing 


THE  MOST  IMPORTANT  FACTOR  IN 
CONCRETE  REINFORCEMENT  IS  THE 
TENSILE  STRENGTH  AND  ELASTIC 
LIMIT  OF  THE  REINFORCING  BAR. 

OTHER  THINGS  BEING  EQUAL, 
STEEL  HAVING  THE  HIGHEST  ELAS- 
TIC LIMIT,  OR  YIELD  POINT,  WILL  BE 
THE  MOST  SATISFACTORY  FOR  REIN- 
FORCEMENT. WHEN  UNDER  STRAIN, 
AS  SOON  AS  THE  ELASTIC  LIMIT  OF 
ANY  REINFORCING  BAR  IS  REACHED, 
THE  METAL  STRETCHES,  RAPIDLY 
DECREASING  IN  SECTION,  DRAWING 
LOOSE  FROM  THE  CONCRETE,  AND 
DESTROYING  THE  MONOLITHIC  BOND 
EXISTING  BEFORE  THIS  POINT  IS 
REACHED.  THEREFORE,  THE  SAFETY 
OF  THE  ENTIRE  CONSTRUCTION  IS  IN 
DIRECT  PROPORTION  TO  THE  ELAS- 
TIC LIMIT  OF  THE  STEEL  USED. 

THE  ELASTIC  LIMIT  OF  RAIL  CAR- 
BON STEEL  IS  50,000  TO  60,000  POUNDS 
PER  SQUARE  INCH,  EITHER  TWISTED 


OR  PLAIN,  AS  COMPARED  WITH  AN 
ELASTIC  LIMIT  OF  25,000  TO  30,000 
POUNDS  IN  SOFT  STEEL. 

THAT'S  WHY  RAIL  CARBON  STEEL, 
WITH  ITS  80,000  POUNDS  MINIMUM 
TENSILE  STRENGTH,  IS  RECOMMEND- 
ED AS  BEING  FAR  SUPERIOR  FOR  ALL 
KINDS  OF  REINFORCED  CONCRETE 
WORK. 

AT  OUR  HAMILTON,  ONT.,  WORKS 
WE  BUY  SELECT  RAILS,  AND  ROLL 
THEM  INTO  RAIL  CARBON  STEEL  RE- 
INFORCING BARS  IN  A  PLANT  WHICH 
IS  THE  EMBODIMENT  OF  THE  LATEST 
THOUGHT  AND  PRACTICE. 

THESE  BARS  CAN  BE  SUPPLIED 
FROM  STOCK  IN  VARIOUS  SIZES, 
LENGTHS.  AND  SHAPES.  WE  CAN 
ALSO  ROLL  SPECIAL  SHAPES  AND 
SIZES  TO  FIT  YOUR  PARTICULAR  RE- 
QUIREMENTS. 


Bars  bent  to  shape  for  Beams, 
Stirrups,  Etc. 

Prompt  Shipment 
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FIRE  PR01 


>fl;biAU4;fc  Utt  ¥lLt8Ufc  FIRE  Af^ASAtUS 


sEiiav  $EfHmm£  FIRE  tm 


SCARCITY  OF  LABOR 
PROVIDED  FOR 

The  Ideal  Automatic  Power  Tamper, 

used  with  an  Ideal  Block  Machine, 
saves   labor,   which   is   today  recog- 
nized as  conservation  of  man  power, 
the   great   necessity  during  the 
War  Period. 

At  the  same  time  you  are 
producing  building  units  much 
superior  to  those  made  by  man 
power/  Our  catalogue  tel's  you 
all  about  it.  Write  for  a  free 
copy. 

Ideal  Concrete  Machinery 

Company,  Limited 
WINDSOR  ONTARIO 


Firebrick  Famine 

Our  PLIBRICO  jointless  firebrick  and  PLIBRICO  BOND  will 
make  you  independent  of  above,  and  eliminate  unsatisfactory  condi- 
tions. 

PLIBRICO  is  not  only  for  steam  boilers,  but  being  used  success- 
fully all  over  Canada  for  nosing  furnaces  in  ammunition  plants,  baffles, 
Dutch  oven  constructions,  cupolas,  retorts,  enamelling  furnaces,  oil 

fire  forges,  etc.,  and  is  guaranteed  to  stand  2,500  F.  if  used  in  accordance  with  instructions. 

PLIBRICO  BOND — high  temperature  cement  for  temperatures  3,100/3,800.  For  bonding  firebrick 
and  as  a  plaster  on  surface  of  same,  number  103  quality  for  use  with  silicate  bricks  in  smelters,  etc. 


lAPIDOIITH 

mmmmmm   trade  mark  mmmmm 


will  solve  all  your  troubles  with  concrete  floors,  tanks,  and  walls  once  and  for  all.  Makes  same  hard  as 
granite — dustproof,  wearproof  and  waterproof.    We  guarantee  results. 

Beveridge  Paper  Co.,  Limited,  Montreal 


STOCKS -Toronto  and  St.  John,  N.B. 


N.  J.  Dinnen  &  Co.,  Ltd.,  Winnipeg 


Jamrs  Thomson,  President. 


J.  G.  Allan,  Vice-President. 


James  A.  Thomson,  Secretary. 


THE  GARTSHORE-THOMSON  PIPE  &  FOUNDRY  GO. 


LIMITED 


Manufacturers  of 

Flexible  and  Flange  Pipe, 
Special  Castings  and  all  kinds 
of  Waterworks  Supplies. 


PE 

3  inches  to  60  inches  diameter. 

for  Water,  Gas,  Culvert  and  Sewer 
HAMILTON,  ONT. 


Deferred  Payment  Plan 

For  Purchase  of  Road  Rollers 


To  meet  the  unusual  conditions  at  present  prevailing  in  financial  circles,  we 
are  offering  Waterous  Rollers  on  terms  of  easy  payment,  designed  to  place 
these  machines  within  the  reach  of  practically  every  Canadian  corporation. 


WAR  TIME  conditions  demand  rapid  extension  of  good  roads.  Railroads  are  breaking  down 
under  the  double  load  of  war  traffic  and  ordinary  commercial  freight.  A  large  part  of  short  haul 
or  local  traffic  can  be  economically  handled  by  motor  trucks  if  suitable  roads  are  available.  Keep 
up  your  Good  Roads  Programme. 

Explanation  of  our  deferred  payment  plan  on  application. 
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An  Artistic  Roof 
at  a  Moderate 
Cost 

Many  costly  homes  have  been  roofed 
with  Brantford  Asphalt  Slates  because 
of  the  artistic  beauty  of  their  soft,  har- 
monious shades  of  reddish  brown  and 
dark  green. 

Architects  and  contractors  will  also 
find  that  Brantford  Asphalt  Slates 
make  economical  and  durable  roofs, 
which  are,  in  addition,  strongly  fire- 
resistant. 

Brantford 

Asphalt  Slates 


House  in  King:ston  roofed  with  Brantford  Asphalt  Slates. 

Brantford  Asphalt  Slates  are  uniform 
in  size  and  pliable,  and  are  therefore 
easily  and  quickly  laid  even  by  unskilled 
labor. 

Write  for  booklet,  prices  and  samples. 

Brantford  Roofing  Co. 

Limited 

Head  Office  and  Factory,  BRANTFORD,  Can. 

Branches  at  Toronto,  Montreal,  Halifax 


Now  Ready — 

Bridges  and  Culverts  j 

Vol.  Ill  of  the  Series  ' 

Reinforced  Concrete  Construction 


Sold  separately 


By  G.  A.  Hool,  Associate  Professor  of  Structural 
Engineering,  University  of  Wisconsin. 

This  is  the  first  treatise  on  practical  design  and  construction  of 
bridges  and  culverts.  It  completes  this  remarkable  series.  You  prob- 
ably know  something  about  these  books — 

How  they  came  out  without  the  advantage  of  a  widely  known  name 
as  author. 

How  the  leading  civil  engineering  papers  hailed  them  as  the  best 
on  the  subject. 

How  they  were  at  once  recognized  as  the  most  useful  and  practical 
books  that  have  appeared. 

They  are  today  standard  among  engineers,  architects  and  con- 
tractors, as  well  as  in  colleges. 

Vol.  I — Fundamental  Principles.  254  pages,  0  x  9,  88 

illus.,  $2.50  net,  postpaid. 
Vol.  II — Retaining  Walls  and  Buildings,  675  pages, 

6x9,  412  illus.,  34  plates,  $5.00  net,  postpaid. 
Vol.  Ill — Bridges  and  Culverts,  688  pages,  6x9,  over 

600  illus.,  41  plates,  $5.00  net,  postpaid. 

SEND  YOUR  ORDERS  TO 

Contract  Record  &  Engineering  Review 

347  Adelaide  St.  Weit,  TORONTO 
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Do  You  Want  Crushed  Stone  ? 

That  is  Clean,  Tough  Stone  of  a  Quality 
suitable  for  Macadam  Road  and  Concrete 

We  can  supply  you  in  any  size  or  quantity. 

Our  service  is  unexcelled  and  our  prices  right. 
Phone  or  write  us  for  quotations  when  you  lure  in  the  market 
Office-M  4515-M  4516     Resldcnce-P  2278 

Crushed  Stone  Limited 

47  Yonge  St.  Arcade,  Toronto 

G.  W.  Essery,  Manager 


SPRINKLER 
TANKS 

AND 

TOWERS 

We  are  the  largest  manu- 
facturers in  Canada  of 
both  wood  and  steel  Tanks 
and  substructures  for  fac- 
tory sprinkler  systems 
and  for  Municipal 

RAILROAD  AND 

SUBURBAN 
WATER  SUPPLY 

We  shall  be  pleased  to 
furnish  you  with  all  the 
information  and  data  you 
may  require  on  this  class 
of  work. 

Send  us  your  blue  prints 
for  estimates. 

Send  for  special  Tank  and  Tower  Catalogue 

Ontario  Wind  Engine  &  Pump  Co. 

Toronto  Montreal  Limited       Winnipeg  Calgary 


Dake  Reversing  Motor 

The  Dake  reversing  air  or  steam  motor 
is  especially  adapted  for  use  in  connection 
with  contractors'  machinery, 
cranes,  hoists,  marine,  sawmill 
and  mining  machinery,  where  Yz 
to  30  horse  power  can  be  used. 
Will  start,  stop  and  reverse  in- 
stantly. Send  for  complete  cata- 
logue. 

AKE  ENGINE  CO.,  Grand  Haven,  Mich.,  U.  S.  A. 

CANADIAN  AGENTS: 
oDtreal,  Muisens.  Ltd.-Toronto,  A.  R.  Williams  Machinery  Co..  Ltd. 


Sand,  Gravel  and  Crushed  Stone 

Lime  Fire  Clay 

Cement  Fire  Brick 

Plaster  Sewer  Pipe 

Hair  Weeping  Tile 

Building  Stone 

Our  prices  are  right  and  our  service  good. 

Britnell  &  Co.,  Limited 

C.P.R.  Crossing,  Yonge  St.,  North  Toronto 

Phones,  Office  North  Evenings,  North  2107 


For  Sale 

14B  Bucyrus  Shovel, 

Traction  Wheels,      yd.  dipper. 

Clam  Shell  Buckets,  Y^,  H,  1,  1^  yard. 
Orange  Peel,  1  yard  Hayward. 

One  1500-lb.  Pile  Driver,  Drop  Hammer,  with  Leaders. 

American  7  x  10,  double  drum  Hoist  with  Swinger. 

Mundy  6J4  x  12,  double  drum  Hoist  with  Swinger. 

New  t>}4  X  8  Doty  double  drum  Hoist  with  Boiler. 

New  7  X  10  double  drum  Hoist  with  Boiler. 

7  X  10  D.  D.  Reversible  Skeleton  Hoist. 

S  X  12  3-Drum  Hoist,  with  swinger  and  boiler. 

20  ton  8  wheel  Locomotive  Crane,  GO  ft.  Boom. 

5  ton  Stiff  Leg  Derrick;  5  ton  Guy  Derrick. 

A  Frame  Travelling  Derrick. 

Assorted  Hand  Power  Derricks. 

%    yd.   and   14   yd.   Concrete  Mixers  with   Engine  and 
Boiler  on  Wheels. 

14  yd.  and  1  yd.  Smith  Mixers  on  Skids. 
2000  feet  of  Portable  Track.  24-in.  gauge. 

Six  114  yd.  V-shaped  Steel  Cars,  Side  Dump,  24-in.  gauge. 
Ten  4  yd.  Western  Dump  Cars,  36-in.  gauge. 

15  ton  Porter  Standard  Gauge  Locomotive. 
Two  10  ton  Vulcan  Locomotives,  36-in.  gauge. 
Gyratory  Crushers,  Nos.  3,  4  and  5. 

Taw  Crushers,  7  x  10  and  10  x  16,  Acme  Portable. 
No.  0  Thew  Steam  Shovel,  on  Railway  Wheels. 
35  H.P.,  40  H.P.,  and  60  H.P.  Locomotive  Boilers. 
Large  Assortment  Vertical  Boilers,  5  H.P.  to  125  H.P. 
Two  Diaphragm  Pumps,  driven  by  Gasoline  Engines. 
Five  New  and  Used  Pulsometers,  various  sizes. 
Seventy  tons  56  lb.  rail. 

Write  for  prices  and  further  particulars. 

The 

A.  R.Williams  Machinery  Co. 

Limited 

64-66  Front  St.  W.,  Toronto,  Ont. 


Electric  Cranes 


Electric  and  Hand 
Travelling  Cranes 

_  Electric  and  Air 

MA  I>F.  IN  CANADA  ^  Hoist* 

NORTHERN  CRANE  WORKS,  LTD. 

WALKERVILLE,  ONT. 
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Canada  Iron  Foundries,  Limited 


Head  Office 

Mark  Fisher  Building 
MONTREAL 


Car  Wheels,  Cast  Iron  Water  and  Gas  Pipe,  Specials,  Valves,  Hydrants,  etc.,  Castings 
of  all  kinds.  Mooring:  Bollards  for  both  Concrete  and  Wooden  Docks 


SWANSEA 

Salt  Glazed  and  Vitrified 

SEWER  PIPES 


True  to  Size 
Impervious  to  Water 

Sizes  manufactured  and  al- 
ways in  stock  4  in.  to  24  in. 


Ask  for  Price  List 
and  Discounts 


also 

Chimney  Tops 
Flue  Liningrs 
Wall  CopinsT 
Culvert  Pipe 
Inverts 

Telephone  (Toronto  Connection) 
Parkdale  5000 


The  Dominion  Sewer  Pipe  Co. 

(The  Independent  Co.)  Limited 

SWANSEA  (near  Toronto) 


National  Iron  Works 

LIMITED 

Head  Office,  Works  and  Docks— TORONTO 

CAST  IRON  PIPE 

Every  Size  for  Water,  Gas,  Culvert  or  Sewer, 
Carried  in  Stock  at 

MONTREAL  -  TORONTO  -   PORT  ARTHUR 

RAIL  OR  LAKE  SHIPMENTS 


Dominion  Iron  and 
Wrecking  Co.,  Ltd. 

Canada's  Largest 
Cash  Buyers  and  Liquidators 


Factories  and  Complete  Plants. 

Marine  Wreckers  and  Dismantlers. 

Scrap  Iron,  Steel,  Metals,  and  Waste  Materials. 

Distributors  of  Spelter,  Ingot  Copper,  Lead,  Tin, 
Antimony. 

Iron  and  Steel  Shafting,  all  sizes  and  lengths. 
New  and  Used  Electrical  Equipment. 

Power  Machinery,  Electrical,  Hydraulic,  Steam 
and  Gas. 

Relaying  Rails  of  all  sizes  always  in  stock. 

General  Offices : 

Transportation  Bldg.,  MONTREAL 


Quebec 


Tel.  Main  3751 


St.  John  N.B. 


Pacific  Coast  Pipe  Co.,  Ltd. 

Wire  Wound  Wood  Stave  Pipe 

from  2  in.  to  24  in.  diameter 

Continuous  Stave  Pipe 

from  16  in.  to  12  ft.  diameter 

1551  Granville  Street    -    Vancouver,  B.C. 
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Preserves  Roads,  Saves  Expense 

Fluxphalte  binds  and  hardens  the  surface  of  macadam  roads  making  them  smooth  and  durable  as 
asphalt  pavements.  It  prevents  the  surface  dusting  and  wearing  down  to  the  rock.  It  makes  the 
road  wear  many  years  longer,  thereby  saving  great  expense  in  continuous  road  repairs. 

Send  for  new  illustrated  book.    Free  on  request. 


his  shows  the  construction  of  one  of  several  Bridge  Piers  which  we  are  building  for  the  Grand  Trunk  Railway.  This  work — mostly  under  water — 
as  been  carried  out  continuously  through  the  severe  weather  o£  the  winter  months,  without  loss  of  time  and  without  impairment  to  the  work. 
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Current  Prices  of  Building  and  Engineering  Materials 


TORONTO  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — delivered  in  5-bari  el  lots,  $2.S5  per  bbl. ; 
with  bags,  $3.25;  car  lots,  $2.15  on  the  track, 
with   pkgs.,  $2.55. 

Lime— grey  60c,  white  70c  per  100  lbs.,  delivered 
in  not  less  than  1500  lb.  lots.  At  the  ware- 
house, grey  55c,  white  65c.  Hydrated  lime, 
$16.00  per  ton  delivered;  $15.00  at  warehouse. 

Brick — No.  1  dry  pressed  red  brick,  $20;  buff, 
$20,  f.o.b.  the  job;  No.  2,  $18;  common  red 
stock  brick,  $16;  grey,  $16;  wire-cut  brick, 
for  foundation  work,  $12.50  on  the  cars,  de- 
livered $14;  "Tapestry"  brick,  imported,  $25  ' 
to  $35;  local  Rug,  $20;  sand-lime  brick,  $10.25 
f.o.b.  car  at  King  Edward  Siding;  $9.00  f.o.b. 
car  or  wagon  at  plant.  Paving  brick,  local 
manufacturers  not  quoting  prices  at  present, 
imported  paving  squares,  delivered  at  job 
in  Toronto,  best  quality  $80,  second  quality 
$75,  third  quality  $70.  (These  prices  are 
merely  approximate,  as  no  sales  are  recorded). 
Sun-Tex  face  brick,  $20  to  $30  at  plant,  $24 
to  $34  delivered,  price  depending  on  color 
and  texture.  Denison  interlocking  hollow 
tile,  $80  per  M.  at  plant,  $97.50  delivered. 
Lots  over  100,000,  $75. 

Fire  brick — $65  to  .'585  per  M.,  according  to  qual- 
ity.   Fire  clay,  $15  per  ton. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 
Toronto  prices,  F.O.B.  Car: 
Crushed  stone— 2  in.,  $1.50;  1  in.,  $1.70;  s/s  i"-, 
$1.70;  rubble  stone,  in  car  lots,  $1.40  per  ton, 
f.o.b.  car. 

Sand — for  cement  or  brick  work,  $1.10  per  ton, 

f.o.b.  Toronto. 
Gravel — Pit  run,  $1.40  per   ton,   f.o.b.   Toronto ; 

screened,  $1.50  per  ton,  f.o.b.  Toronto. 

LUMBER  (BUILDING  MATERIAL) 
Toronto  retail  prices,  delivered. 

Hemlock— 2  X  4  in.  to  2  X  10  in.,  12  and  14  ft. 
long,  $39;  10  and  16  ft.,  $40;  2  x  12  in.,  12 
and  14  ft.,  $40;  10  and  16  ft.,  $41;  1  x  4  in, 
and  1  X  5  in.,  T.  and  G.,  $42 ;  1  x  C  in.,  T. 
and  G.,  $43;  No.  2,  $5  less  than  No.  1.  Siz- 
ing, $1  per  M.  extra. 

Pine — Box,  1  x  4  in.  and  1x5  in.,  $45;  1x6 
in.,  $48;  1  x  8,  $50;  1  x  10,  $55;  1  x  12,  $55; 
Sliclving,  1  X  4  in.  and  5  in.,  $56;  1  x  6,  .$60; 
1  X  8,  $65;  1  X  10,  $70;  1  x  12,  $75;  2  x  4 
in.,  10  to  16  ft.  long,  common,  $46;  2  x  6. 
$48 ;  2  X  8,  $.50 ;  2  x  10,  $.52 ;  2  x  12,  $.54.  No. 
1  flooring,  $58;  No.  1  V  or  beaded  sheeting, 
$60.  Pine  trim,  4  in.  casing,  $2.75  per  100 
ft.;  5  in.  ditto,  $3.25;  8  in.  pine  base,  $4.75; 
4  in.  pine  window  stool,  .$4.00. 

Spruce — 10  to  16  ft.  long,  rough,  1  x  4  in.  and 

2x4  in.,  $46;  1  X  6  and  2  X  6,  $48;  1  X  8 

and  2x8,  .$50;  1  x  10  and  2  x  10,  $52 ;  1  x 
12  and  2  x  12,  .$54. 

Dimension  Timber  (B.C.  fir)— 10  x  10,  10  x  12, 
10  X  14.  10  X  16,  12  X  12,  12  x  14,  12  x  16,  14 
X  16,  16  X  16,  $65 ;  12  x  18,  12  x  20,  14  x  18, 
14  X  20,  16  X  18,  16  x  20,  18  x  18,  18  x  20, 
$70.  These  prices  apply  to  lengths  up  to  32 
ft.;  32  to  35  ft.,  $3  per  M.  extra;  36  to  40 
ft.,  $5  per  M.  extra. 

Shingles- XXX  B.C.,  $5.50;  XX  B.C.,  .$4.50;  N. 
B.  extras,  $6.00;  N.  B.  clears,  $5.75;  No.  1 
pine  lath,  $7.00;  No.  2  pine  lath,  $6.50;  No.  1 
spruce  lath,  $5.75. 

STEEL  AND  IRON 

S:te1  and  Iron  Bars— $5.00  to  $7.00  base;  twist- 
ed and  deformed,  .$.'5.00. 

Shapes— Over  35  lbs.  per  yard,  .$4.80  per  100  lbs.  ; 
under  .35  lbs.  per  yard,  $5.00  per  100  lbs. 


Plates — 6  ins.  and  over  and  under  30  ins.,  $7.50  per 
100  lbs.;  30  ins.  and  over,  $8.50.  Tank 
and  boiler  plates — %  in.  and  over  and  under 
36  ins.,  $10.00;  36  ins.  and  over,  $6.70. 
Gauge  plates— No.  10,  $11.50;  No.  12,  $8.60; 
No.  14,  $8.65  per  100  lbs.  Black  American 
Bessemer  Plates— 28  gauge,  $8.40  per  100  lbs. 

Flats— 0  ins.  wide  and  under,  $6.00  per  100  lbs. 

Rivets — Button  and  cone  head — base  for  yi  in. 
and  up,  $8.50. 

Extras — 1/lOc  per  lb.  extra  for  cutting  to  length, 
for  plate  less  than  14  in.  thick,  for  angles 
less  than  5  in.  combined  legs  and  beams  and 
channels  under  6  ins.,  for  18,  20,  and  24  in. 
beams;  1/lOc  to  Kc  per  lb.  extra  for  all 
Bethlehem  sections. 

Galvanized  iron — 28  gauge,  $8.75. 

Cast-iron  pipe — Standard  prices,  carload  lots, 
f.o.b.  Toronto:  4-in.  $78  to  $79  per  net  ton; 
6-in.  and  up  $75  to  $76.  Lower  price  for 
Class  B.  Higher  price  for  Class  A  and  gas 
pipe.     Less  than  car  lots,  $2  extra. 

SEWER  PIPE 
Sewer  pipe — Toronto  prices  (wholesale),  with  dis- 
counts as  below,  f.o.b.  factory — 4  in.,  30c  per 
ft.:  6  in.,  45c;  8  in.,  70c;  9  in.,  90c;  10  in., 
$L05;  12  in.,  $L35;  15  in.,  $1.80;  18  in., 
.  $2.50;  20  in.,  $3;  22  in.,  $4;  24  in.,  .$4.50. 
Discounts — 4  in.  to  24  in.  standard,  65  per 
cent. ;  15  in.  to  24  in.  •  double  strength,  62 
per  cent. 

Tile  wall  coping — 8  or  9  in.  wall,  50c  per  ft. ;  12 
in.  or  13  in.  wall,  75c  per  ft. ;  18  in.  wall, 
$1.50  per  ft.;  carried  in  6,  12,  18,  and  24  in. 
lengths.    Discount  65  per  cent. 

PAINTS  AND  OILS 
White  lead — ground   in   oil,   less   than   ton  lots, 
$16.05  per  100  lbs.;  ton  lots,  $15.70  per  100 
,lbs. 

Boiled  linseed  oil — in  bbls.,  $1.58  per  gal.  of  9  lbs. 

Raw  linseed  oil- — in  bbls.,  $1.55  per  gal. ;  red  lead, 
dry,  $19  per  100  lbs.  ;  putty  in  bulk,  $6.05  per 
ino  lbs.  ;  in  100-lb.  drums,  $6.90,  putty  in 
25-lb.  tins.  $6.90  per  100  lbs. ;  steel  sash 
putty  in  25-lb.  tins,  $7.15  per  100  lbs.;  tur- 
pentine, in  bbls.,  73c  per  Imp.  gal.,  based 
on   southern  gauge. 


MONTREAL  PRICES 

CEMENT,  LIME,  AND  BRICK 
Cement — $3.00    steam    car    load    lots,  including 

sacks,  less  5  per  cent,  for  cash. 
Lime — Hydrated,  .$18  per  ton  ;  lump,  $12. 
Brick— No.  1  pressed,  $18;   No.  2  pressed,  $15; 

Manganese  rustic,  $20;  buff  rustic,  $20;  red 

rustic.   No.   1,  $15;  red  rustic.   No.   2,  $13; 

buff  (smooth),  $21;  buff  (rough),  $20;  plastic 

$12.25. 

Concrete  Brick— grey  $22,  red  $22,  buff  $23,  white 
$45,  plain  pressed  $12  per  thousand,  all  f.o.b. 
Works,  Mascouche,  P.Q. 

CONCRETE  SEWER  PIPE 
Straight  pipes  (per  foot)  :  not  reinforced,  S-in. 
26c;  9-in.  30c;  10-in.  34c;  12-in.  40c;  15-in. 
60c;  18-in.  74c.  Reinforced,  18-in.  90c;  21- 
in.  $1;  24-in.  .$1.20;  30-in.  $1.60;  36-in.  $2.40; 
42-in.  $3;  48-in.  $4.20. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in.,  $1.40;  54-in.  $1.65;  H-in. 

$1.7.5  per  ton,  delivered. 
Sand — $1  per  ton,  car  load,  on  cars. 
Gravel — $1.20  per  ton  f.o.b.  cars. 

STEEL  AND  IRON 

Steel  angles — 3  in.  x  3  in.  and  up,  $5.75;  1  in. 
X  1  in.  X  in.,  25c  extra;  5^  in.  x  54  in. 
X  'A  in.  tiO  cents  extra.  Boiler  plates — ^  in. 
thick  and  thicker,  $10.00.  Circular  plates — 
Flange  quality,  .36  in.  dimension  and  over, 
$12.50;  under  .36  in.  diameter,  $13.00.  Beams 
and  channels — Under  35  Ilis.,  per  yd.,  $.5.7.'); 
.'i5  lbs.  per  yd.  and  over,  $5.50;  f.o.b.  Mont- 
real, net  cash,  nominal.  Corrugated  iron — 26 
gauge,  $9.00;  28  gauge,  $8.25  per  100  sq.  feet. 


subject    to   change    without    notice.  Copp 
bearing  sheets  —  Keystone  black,  28  U. 
gauge,  $6.50  per  100  lbs.  nominal. 

SEWER  PIPE 

Straight  pipe  (per  foot) — 4  in.,  30c;  6  in.,  45c- 
in.,  70c  ;  9  in.,  85c  ;  10  in.,  $1.05  ;  12  in.,  $1  3 
15  in.,  $1.80;  18  in.,  $2.50;  20  in.,  $3;  22  i: 
$4;  24  in,,  $4.50;  27  in.,  $6.50;  30  in.,  $71 
Channel  pipe  (4  in.  to  30  in.)  24c,  36c,  5( 
72c,   84c,   $1.08,   $1.44,   $2.00,   $2.40,  $3;^ 
$3.60,  $5.20,  $5.75.    One-eighth  bends  (4  i 
to  30  in.),  $1.20,  $1.80,  $2.80,  $3.60,  $4!' 
$5.40,  $7.20,  $10,  $12,  $16,  $18,  $26,  $'J, 
'A,   $1.20,  $1.80,  .$3.15,   $4.05,  $4.75,  $6 ' 
$14.40,  $20,  $24,  .$32,  $.36,  $52,  $57.60.  Doul 
collar,  90c,  $1.35,  $2.10,  $2.55,  $3.15,  $4.( 
$5.40;   slant  1  foot  long  side   (4  in.  to 
in.),   90c,   $1.35,   $2.10,   .$2.55,  .$3.15,  $4  ( 
.$5.40.     Single  branch  (6  in.  to  9  in.),  3 
.$2.25,  $3..TO,  $4,25;  2  and  2^  ft.  (4  in.  to 
in.),  $1..S5.  $1.80,  $3.15,  $3.85,  $4.75.  $6. 
$8,10,  $11.25,  $13,50,  $18,  $20.25,  $32.50,  $ 
Single  squares  (4  in.  to  30  in.)  ditto.  Dou 
branch  and  double  square  and  Y  pipe  (4  in. 
.30  in.),  $1.80,  $2.70,  $4.90,  $6.30.  $7..35,  .$10. 
$14.40,   $20,   $24,   $32,   $36,   $45.50,  $5n. 
Svphon,  cesspool,  and  buchan  trap  (4  in. 
15  in.),  $3,  .$4,  $7,  $9,  $10.50,  $18.  Dou 
syphon,  running  trap,  and  hand  hole  trap 
in.   to  12  in.),  $3,  $4,  $7,  .$9,  $10.50,  .« 
These  prices  are  subject  to  a  discount  of 
per  cent,  for  less  than  car  load  lots  delivei 
and  a  discount  of  from  61  to  60  per  cent, 
car  load  lots  f.o.b.  Montreal. 

SUNDRIES 

Hard  wall  plaster — $16  per  ton.     Plaster  of  ?M 
$3.05  per  bljl.,  both  less  5  per  cent,  for  cj.lJ 
Rope — Best    Manilla,    39c   basis   per  pou  '^ 
British  Manilla,  33c  basis;  sisal  rope,  27): 
basis;  latli  varn,  27l4c.    Boiled  linseed  c 
in  barrels,  $1.59J4  per  gal.  of  9  lbs.  Raw 
seed  oil — in  barrels,  $1.57  per  gal. 

WINNIPEG  PRICES  i 

CEMENT,  LIME^  AND  BRICK  \ 

Cement — Portland,  •  $4.00  per  bbl.;  mortar'" 
ment,  64c  per  701h.  bag,  in  ton  lots;  Kec -, 
.$6.45  to  $13.55  per  bbl.,  depending  on  c,  ■ 
ity.     (All  prices  include  bags). 

Lime — White  or  grey,  in  bulk,  45c  per  bus  : 
per  barrel,  $2.10  to  $2.40. 

Hydrated  Lime — In  paper  bags,  $10.35  per 
in  cotton  bags,  $19.55. 

Brick — No.   1   dry   pressed,   red  and  buff, 
common  red  stock,  $25;  common  grey  si 
$12;  No.  1  enamelled  brick,  all  colors, 
.$100;  sand  lime,  $12;  firebricks,  $70  to  ' 

CRUSHED  STONE,  SAND,  AND  GRAVI 
(Including  delivery) 

Crushed  stone— Ij^-in.  to  2-in.,  $2.60  per  yl 

H-'n.  to  1-in.,  $2.85;  stone  dust,  $2.65;  I'- 

ble  stone,  $14.20  per  cord. 
Sand,  gravel  and  torpedo  sand — $2.10  per  ya  • 
Crushed  granite— 1^^  and  2-in.,  $2.65;  )4in.;< 

l-in.,.  $2.90;  ?4-in.  and  dust,  $3.20.  ]' 
Gravel — Per  yard,  delivered,  $1.85.  , 
Crushed  Granite— 1!^  and  2-in.,  $2.65;  H-in  * 

1-in.,  $2.90;   54 -in.  and  dust,  $3.20. 

LUMBER  (BUILDING  MATERIAL) 
(Including  delivery) 
(15  per  cent,  discount  for  cash) 
Flooring— No.  2  red  pine,  4  in.,  $43;  6  in,,* 
No.  3  red  pine,  4  in.,  $38;  6  in..  $40;  ]  J 
red  and  white  pine  or  spruce,  4  in.,  f!  ' 
in.,  $32;  No.  1  and  2  fir,  edge  grain, 
,$60;  4  in.  and  6  in.,  .$55;  No.  3  fir,  edg'w 
flat  grain,  4  and  6  in.,  .$45;  No.  4  fir  "P 
lap  grade,  4  and  6  in.,  $32;  common  '  | 
pine,  spruce  or  fir,  4  and  6  in.,  $33;  • 
white  pine,  4  and  6  in.,  $55;  No.  3,  H") 
2  red  pine,  4  and  6  in.,  $46;  No.  3,  $40 
4,  .$32;  No.  5,  $24. 

Dimension  timber  (No.  1  pine,  spruce,  Ui 
fir  or  cedar)— 8  x  8,  8  x  10.  10  x  10, 
12,  12  X  12,  $38;  10  x  14,  14  x  14,  W 
6  X  10,  6  X  12,  8  X  12,  $,S9 ;  10  x  16,  12 
16  X  16,  14  X  18,  16  X  18.  18  x  18.  20 
.$40;  6  X  14,  8  X  14,  12  x  18,  IS  x  20,  ! 
x  16,  6  X  IS,  6  X  20.  8  X  16,  8  x  18.  S 
10  X  18,  10  X  20,  12  X  20,  14  x  20,  16 
$43. 

(Continued  on   page  l.'iS) 
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RAILS  BILLETS 
Concrete  Reinforcement  Bars 

Plain  Round,  Square  and  Cold  Twisted  Squares 

DOMINION  IRON  &  STEEL  COMPANY 

BAR  STEEL 


LIMITED 


Warehouse  Stocks  : 

SYDNEY,  N.  S. 
MONTREAL,  QUE. 
TORONTO.  ONT. 
FT.  WILLIAM,  ONT. 


Sales  Offices  : 

SYDNEY,  N.  S. 

MONTREAL 
112  St.  James  St. 

TORONTO 
18  Wellington  St.,  E. 


Mills  and  General 
Offices : 

SYDNEY,  N.  S. 


WIRE  NAILS  —.WIRE  PRODUCTS 


Modern  Bridge  Construction 

The  services  of  our  bridge  engineering  and  building  organization  are  at  the  disposal  of  industrial, 
private  or  municipal  bodies,  in  any  connection  where  they  could  be  used  to  advantage.  The  above  is  an 
illustration  of  a  recent  bridge  constructed  by  our  company  at  Granby,  Quebec,  for  an  industrial  company. 
This  was  later  approved  by  the  municipality  and  taken  over  by  them.  This  is  another  instance  of  good 
engineering  and  careful  construction.  We  shall  be  glad  to  advise  you  regarding  any  bridge  work  you  have 
in  hand. 

MacKinnon,  Holmes  &  Company,  Limited,"'"Q'"r''^ 
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CURRENT  PRICES  OF  BUILDING  AND  ENGINEERING  MATERIALS— continued 


(Continued  from  page  60) 
Pine — l  in.  common,  6  to  10  in.,  $105;  12  in., 
$110;  pine  trim  4-in.  casing,  $3.70  per  100 
ft.;  5%-in.  ditto,  $4.40;  8-in.  pine  base,  $6; 
10-in.,  $7;  4-in.  pine  window  stool,  $7.50. 
Shingles— No.  1  B.  C.  cedar,  $4;  No.  2,  $3.50; 
No.  1  B.  C.  cedar  dimension,  $5.50;  hand- 
sawn,  $7. 

STEEL  AND  IRON 

Steel — Round  bars,  $5.25  per  100  lbs. ;  square 
twisted,  $5:25  per  100  lbs. ;  channels  and 
angles,  $5.50;  beams,  $5.25;  plates,  $8.25  per 
100  lbs. 

Cast  Iron  Pipes — Standard  price,  car  load  lots, 
f.o.b.  Winnipeg,  $38  per  ton. 

SEWER  PIPE 

Sewer  Pipe — Wholesale  price  f.o.b.  Winnipeg,  per 
ft.,  3  in.,  9  cents;  4  in.,  11  cents;  5  in.,  16 
cents;  6  in.,  ISyi  cents;  8  in.,  30  cents;  9  in., 
35  cents;  10  in.,  40  cents;  12  in.,  50  cents; 
15  in.,  75  cents;  18  in.,  $1.00;  20  in.,  $1.50; 
24  in.,  $2.00. 

SUNDRIES 
(Including  delivery) 

Hard  Wall  Plaster— $19  to  $22.50  per  ton;  Plaster 
of  Paris,  $20.50  per  ton;  in  barrels,  $4.40  per 
bbl.  of  320  lbs. 

Plasterers'  Hair— $3.30  per  bale;  90c  per  busliel. 

PAINTS  AND  OILS 

Mortar  Color — Red,  $4.50  per  100  lbs,  ;  black  or 
buff,  $5.50;  chocolate,  $6.50. 

Paints  and  Oils — White  lead,  ground  in  oil,  $11.50 
per  100  lbs.;  boiled  linseed  oil,  in  bbls.,  98 
cents  per  gal. ;  raw  linseed  oil,  in  bbls,,  95 
cents  per  gal, ;  dry  red  lead,  $10,00  per  100 
lbs. ;  putty  in  bulk,  $3.25  per  bbl. ;  putty  in 
25-lb.  tins,  $3.75;  turpentine,  in  bbls,,  SO 
cents  per  gal.  Mixed  paint,  ordinary  colors, 
per  gal.,  $3.10.. 


VANCOUVER  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — Grey  Portland,  $2.65  per  bbl.  f.o.b.  ware- 
house, sacks  extra ;  Keens  cement,  $9.00  per 
bbl.,  sacks  extra ;  fine  white,  $8.00  per  bbl.  of 
300  lbs. ;  superfine,  white,  $9.50  per  bbl. ; 
white  Portland  cement,  $2.65  per  bbl.  of  250 
lbs.,  sacks  10c  extra,  f.o.b.  Vancouver. 

Lime — $1.70  per  bbl.  f.o.b.  warehouse  or  delivered. 

Brick— Common  red  brick,  $14.50  to  $16.00  f.o.b. 
warehouse;  $12.50  and  up  in  car  lots  f.o.b. 
Vancouver ;  pressed  red  brick,  f.o.b.  wharf 
Vancouver ;  pressed  buff  brick,  $40  at  ware-  " 
house ;  $33  in  car  lots ;  tapestry  brick,  $45  at 
warehouse ;  impervious  brick,  $45  f.o.b.  build- 
ings; fire  brick,  $40  in  car  lots,  $45  in  ware- 
house; fire  clay,  $12.50  per  ton  in  car  lots. 


SAND  AND  GRAVEL 

Sand — Brick  and  plaster  sand  $2.50  per  cu.  yd. 
f.o.b.  bunkers. 

Grave! — $2.50  per  yard  delivered. 

LUMBER    (BUILDING  MATERIAL) 
Vancouver  prices,  f.o.b.  mills: 
Dimension  timber — Douglas  fir — 8  x  8,  10  x  10, 
10  x  12,  10  X  14,  12  X  12,  12  x  14,  14  x  14, 

14  X  16,  $18;  6  X  10,  6  X  12,  8  X  10,  8  x  12, 
10  X  16,  12  x  16,  16  X  16,  $18.50;  6  x  14, 
8  X  14,  12  X  18,  18  X  20,  $19;  6  x  16,  8  x  16, 
10  X  IS,  IS  X  20,  14  X  20,  16  x  18,  16  x  20, 

15  X  18,  20  X  20,  $19.50. 

Fir  flooring — 1  x  3  edge  grain,  $28;  1x4  edge 
grain,  $31;  1x4  flat  grain,  $24;  No.  1  and 
2.  1-inch  clear  fir  rough,  $33;  No.  1  and  2, 
l;-i  and  l',4  inch  clear  fir  rough,  $39;  No.  1 
and  2,  2  inch  clear  fir  rough  $35;  hemlock 
lath,  $1,15;  pine  lath,  $2.35  to  $2,65;  XX 
B.  C.  cedar  shingles,  $2,15;  XXX,  $3.25; 
XXXXX,  $3.60. 


STEEL  AND  IRON 

V^ancouver  prices  f.o.b.  warehouse: 
Steel — (round  and  square  bars)  $4.50  base;  twis 

and  and  deformed,  $4,50  base ;  structural  sei 

tions,  $6.00  to  $7.00. 
Galvanized  iron — 28  gauge,  $12.85  per  100  lbs. 
Corrugated  iron — 26  gauge,  6,  7  and  8  ft.  sheet 

$10.90;  5,  9  and  10  ft.  sheets,  $11.05  per  s. 

Black  steel  sheets,  24  gauge,  $10.35  per 

lbs. 

Steel  angles— $6.00  to  $7.00  per  100  lbs.,  depem 
ing  on  size,  quantity  and  specifications. 

Steel  channels,  beams— $6.00  to  $7.00  per  100  lb« 
depending  on  size,  quantity  and  specification 

Steel  plates— $12.00  to  $15.00 

SEWER  PIPE  ' 

Sewer  pipe — Vancouver  prices  f.o.b.  warehous< 
4-in,,  ISyic  per  ft.;  6-in.,  23c  per  ft.;  8-in.,  3>'' 
ft.;  10-in.,  45c  ft.;  12-in.,  55c  ft.;  15ir' 
$1.10  ft.;  18-in.,  $1.30  ft.;  20-in.,  $1.55  ft 
24-in.,  $2.30  ft.   (all  net  prices). 

SUNDRIES 

Hard  wall  plaster — $16.60  in  car  lots  f.o.b.  Va. 

couver,  bags  extra. 
Hydrated  lime— $16.00  in  car  lots. 
Alca  lime — $16  per  ton. 

Plaster  of  Paris — Hammer  brand,  $4.50  per  bt 
Finishing  Plaster — $19  per  ton,  sacks  extra. 
Welsh  slate— $11.50  to  $12.00  per  square,  f.o.' 
Vancouver. 

Rope,  Manilla,  Ys  in.,  39c  base;  in.,  39/2( 
Vs.  in.,  40c;  H  in.,  40^4c;  2nd  grade,  33)/ 
base;  sisal  rope,  2854c  base. 

PAINTS  AND  OILS 

Boiled  linseed  oil — In  bbls.,  $1.77  per  gal.  ol 
lbs. 

Mixed  Paint— Per  gal,  $3,55  -to  $3.85. 

Raw  linseed  oil  —  In  bbls.,  $1.75  per  gal.;  rt 
Icad.drv,  $15.00  per  100  lbs.;  in  oil,  SO/jC 
putty  in  libl.-;..  Standard,  $5.00;  Pure,  $6.(K 
Turpentine,  in  bbls.,  $1.00. 

White  Lead-Groiuid  in  oil,  $16.85  per  100  Ihs. 


I 


Sewer 
Pipes  ' 


'^EW  GlLASGOW.M 
and  ST."^^HW§  JO 


ALL  SIZES  OF  PIPES  and  CONNECTIONS  from  4  inch  to  30  inch  always  IN  STOCK 

Higli  Grade  Salt  Glazed  Vitrified  Sewer  Pipes  and  connections  are  a  specialty 
with  us.  We  also  manufacture  culvert  pipes,  inverts,  flue  linings,  stove  linings, 
fire  bricks,  locomotive  blocks,  guUey  traps,  range  bricks,  cupola  linings,  wall 
coping  and  all  kinds  of  vitrified  and  fire  clay  goods.  Prompt  shipments  on  all 
goods. 

Vitrified  Hollow  Building  Blocks 
"Amco"  Segment  Sewers— From  30"  to  108"  diameter 
Send  for  Illustrated  Book  on  "Building  Segment  Sewers" 

Standard  Clay  Products  Limited 

THREE  SKWER  I'li'E  FACTORIES  :  St.  Johns,  P.  Q.,  and  Ncw  Glasgow,  N.  S. 

ALSO  FIRE  CLAY   FACTORY  AT  ST.  JOHNS,    P.  Q. 


,1  . 


March  VA,  J')IS 


THE   CONTRACT  RECORD 


fARTE 


olicy :  To  Render  Architects  Every  Assistance 

in  making  the  metal  specified  stand  for  the  greatest  length  of  time. 

The  Best  Red  Lead  is  CARTER'S  GENUINE  DRY  RED  LEAD 

which  when  mixed  with  pure  linseed  oil  produces  a  paint  that  prevents  rust  and  corrosion.  Carter's  Genuine  Dry 
Red  Lead  is  a  highly  oxidized  pure  Red  Lead,  finely  pulverized  and  made  in  Canada  from  the  best  grade  of  Can- 
adian Pig  Lead.    Insist  on  Carter's  Genuine  Red  Lead  being  used  in  all  your  specifications. 

The  Carter  White  Lead  Co.  of  Canada   Limited,  91  Delorimier  Ave.,  Monireal 
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XCELADUCT 


(GALVANIZED  CONDUIT) 


Made  in  Canada 


by 


Orpen  Conduit  Co.,  Limited 

Toronto 


Engineers  &  Contractors,  Limited 

102  Prince  William  Street,  ST.  JOHN,  N.  B. 

E.  R.  REID,  President  E.  M.  ARCHIBALD,  Chief  Engineer 

The  Moncton  Bridge  Foundations 

I  were  built  by  our  firm 

We  are  equipped  both  in  plant  and  organization,  for  difficult  foundation  work,  water  power  develop- 
ments, tunnels,  industrial  plants,  etc. 
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Civil 

Electrical 
Mechanical 


Directory  of  Engineers 


Contractors 

Special 

Interests 


Chipman  &  Power 

Civil  Engrineers 

TORONTO  WINNIPEG 

Willis  Chipman.      Geo.  H.  Power. 


Anglins  Limited 

Contracting  Engineers 

65  Victoria  St.  MONTREAL 


H.  J.  Griswold, 

Montreal. 


B.  W.  Seton, 

Toronto. 


DOMINION  ENGINEERING 
&  INSPECTION  CO. 

Inspecting  «nd  Testing  Engineert 
Head  Office  and  Laboratoriei, 
S20  Lagauchetiere  St.  West,  Montreal. 

BRANCH  OFFICES: 
24  Adelaide  Street  East,  Toronto. 
806  Union  Trust  Building,  Winnipeg 
CEMENT  TESTING  AND  REIN- 
FORCED CONCRETE  INSPECTION 
MILL,  SHOP  AND  FIELD  INSPEC- 
TION OF  STEEL  STRUCTURES 
AND  BRIDGES 
TESTS  AND  INSPECTION  OF  IRON 

AND  STEEL  PIPE,  ETC. 
LOCOMOTIVES,  CARS.  NEW  AND 

SECOND-HAND  EQUIPMENT 
■Represented  at  New  York.  Pittsburgh  and 
Chicago;  Glasgow  and  London,  Eng. 


Canadian  Inspection  & 
Testing  Laboratories 

Limited 

inspecting  Engineers 
and  Chemists 

Mill,  shop  and  field  inspec- 
tion of  bridges  and  struc- 
tural work;  test  of  materi- 
als; mill  inspection  of  rails 
and  track  supplies;  found- 
ry inspection  of  steel  and 
iron  castings  of  all  classes ; 
expert  examinations  and 
reports.  Representatives 
at  all  important  Canadian. 
American    and  European 


Works. 


MONTREAL 


Head  Office 
and  Main  Laboratories: 

Branch    Offices   and    Laboratories — 
TORONTO,  WINNIPEG.  EDMONTON. 
VANCOUVER  and   NEW  0LA80OW 


R.  S.  &  W.  S.  LEA 

Consulting  Engineers 

Water  Supply;  Sewerage  and  Drainage  ;  Water 

Purification;  Disposal  of  Sewage  and  Refuse  ; 

Water  Power  Developments  and  Power  Plants. 
Reports,  Designs,  Supervision  of  Construction 
New  Birks  Bldg.  Telephone 

MONTREAL,  P.Q.  Uptown  783 


FRANK  BARBER 

Bridge  and  Structural  Engineer 

Steel  and  Reinforced  Concrete  Bridges  and 
Buildings,    Foundations,    Municipal  Work 

40  JARVIS  STREET,  TORONTO 


Robert  W.  Hunt, 
Thos.  C.  Irving,  Jr. 


Charles  Warnock, 
Jas.  W.  Moffat, 


Robert  W.  Hunt  &  Co. 

UmlUi 

Consulting  and  Inspecting  Engineers, 
Chemists  and  Metallurgists 

Expert  inspection  and  tests  of  all  structural 
materials  and  mechanical  equipment 

Inspectors  at  all  Important  Industrial  centres. 

Reports  on  Properties  and  Processes 

«  Head  Oflice  and  Laboratories : 

McGill  Building,  Montreal 
Branches : 

Toronto         Vancouver         London,  England 


Power  &  Son, 


Architects  and  Building  SufTeyors 

Merchants  Bank  Chambers, 

Kingston,  Canada 


Crushed 
Stone 

BRICK 


Cut 

Stone 
SAND 

T.  A.  MorrUon  &  Co.,  ^^^gyT-RTAt' 


TamcO 

c 
o 


Reid  &  Brown  Structural  Steel 
&  Iron  Works,  Limited 

We  carry  a  large  stock 

Steel  Beams,  Channels,  Angles, 
Plates,  Columns,  etc. 

FOR  IMMEDIATE  SHIPMENT 
Office  and  Works-63  Esplanade  E.  TORONTO 

Phones— Main  904  and  905 


R.  O. 
WYNNE  -  ROBERTS 
Consulting  Engineer 

40  JARVIS  STREET 

TORONTO 

Water  Supply,  Sewerage,  Sewage  Dis- ! 
posal,  Civic  and  General  Engineering, 
Arbitrations,  Investigations,  Valuations, 
Reports,  etc. 


Sash 

Operating  Machinery 

of  all  kinds 

KING  CONSTRUCTION  CO 

40  Dovercourt  Rd.,  TORONTO 


Milton  Hersey  Co.,  Ltd. 

Engineers,  Chemists,  Inspectors 

PAVING 

designed,  superintended.  Inspected. 
Montreal  Winnipac  New  Yerl 


DARLING  BROTHERS  LIMITED 

ENGINEERS  &  MANUFACTURERS 

MONTREAL,  CANADA 

Branches :  Agents ; 

Toronto,  Winnipeg       Halifax,  Calgary,  Vancouve 

PUMPS  FOR  ANY  SERVICE    ♦  STEAM  APPLIANCES  OF EVEIIvl(iN 


This  Directory 
will  bring  you 
BUSINESS 

Keep  your  name  and  your  busi 
ness  prominently  before  liv<. 
prospects  by  placing  an  an; 
nouncementin  our  "Directory  o: 
Engineers."  Rates  and  inform 
ation  will  be  sent  on  request  < 
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uilt  for  CP. R.Montreal 


CANADIAN 
CHICAGO  BRIDGE  &  IRON  CO. 

Limited 
BRIDGEBURG.  ONTARIO 
Our  Specialty  Is  the  Design,  Manufacture 
and  Erection  of  Elevated  Steel  Tanks 
for  Municipal,  Railroadand  Factory  Service. 
We  also  design,  manufacture  and  construct 
Oil  Tanks,  Coaling  Stations,  Bridges,  Turn- 
tables, Building  and  Structural  Material. 

"Write  our  nearest  Sales  Office  for  prices,  plans 
and  specifications.  Our  catalogue  No.  15  gladly 
mailed  to  you  upon  request." 

Sales  Offices:— 
BridEeburg,  Ontario.  130  Janet  Street 

Chicago,  Illinois,   1305  West  105th  Street 
New  York,  N.  Y.,  30  Church  Street 

Shops:— Bridgeburg,  Ont. 
Chicago,  111.  Greenville,  Pa. 


The  Maritime  Bridge 

Company,  Umited 


Manufacturers  and  Erectors  of 

Steel  Railway  and  Highway  Bridges, 
Buildings,  Girders,  Trusses,  Towers, 
Turntables,  Tanks,  Smoke  Stacks, 
Riveted  Pipe,  and  Structural  Steel  and 
Plate  Work  of  all  descriptions. 

We  have  the  only  complete  stock  of 
Steel  Shapes,  Plates  and  Bars  in  the 
Maritime  Provinces. 


Office  and  Plant: 

New  Glasgow,  Nova  Scotia 


T 


'Galvaduct"  and  "Loricatcd" 

Conduits 


for  Interior  Construction 


Conduits  Company,  Limited 

Sole  Manufacturers  under  Canadian  and  U.  S.  Letters  Patent 


Toronto 


Canada 


i 


Copper,  Brass,  Bronze  Wires 
Copper  and  Brass  Tubes,  Rods 
Copper  Clad  Steel  Wire 
Magnet  and  Weatherproof  Wire 
Rubber  Insulated  Wire 
Armored  Cables  of  all  kinds 
Lead  Covered  Cables  of  all  kinds 
Cable  Terminals,  Junction  Boxes 

Manufactured  by 

Standard  Underground  Cable  Co. 
of  Canada,  Limited, 
Hamilton,  Ont. 

Montreal,    Toronto,  Seattle. 


STRUCTURAL  STEEL 

and 

BRIDGE  BUILDERS 


Capacity  18,000  Tons. 

We  build  and  erect  all  kinds  of  Structural  Steel,  Bridges, 
Roof  Trusses,  Bank  and  Office  Railings,  Stair 
Work.  Elevator  Grilles,  Fire  Escapes,  etc. 

Over  5,000  Tons  in  Stock  of 
Beams,  Column  Sections,  Angles,  Tees,  Plates,  Bars, 
Checkered  Floor  Plates,  etc. 

McGregor  &  Mclntyre,  Limited 

1139  Shaw  St.  -  -  TORONTO,  CAN. 

Telephone  Hillcrest  1614 — 1615—1616. 


BITUNAMEL 

Uasurpassed  for  waterproofing  foundations  and  prevent- 
ing rust  and  corrosion  on  exposed  iron 
and  metal  work. 

WRITE  FOR  SAMPLE 

The  Ault  &  Wiborg  Co.  of  Canada 
Ltd.,  Varnish  Works 


Montreal 


TORONTO 


w 


innipeg 
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Works  at  Walkerville,  Ontario 


When    placing  your 
order  for 

HYDRANTS, 
VALVES 

and 

VALVE 
BOXES 

place  it  with  us. 


MADE  IN  CANADA 


Strong,  Substantial  and 
Modern  Designs. 
Prices  right. 

Write  for  prices  ahd  see. 


jlMITED 


VALVE-  HYDRANT  MANUFACTURERS 

WALKERVILLE,  ONT. 


BOOKS 

for  Engineers 
and  Contractors 

The  following  Books  are  Offered  subject  to  Pre- 
vious Sale: 

British  &  Foreign  Building  Stones,  by  John  Watson.  Pub- 
lished in  1911  at  the  University  Press,  Cambridge,  Eng- 
land.   483  pages.     Price  50  cents. 

Centrifugal  Pumps,  by  R.  L.  Daugherty.  Published  in  1915 
by  McGraw-Hill  Book  Company.  190  pages,  illustrated. 
Price  $2.00. 

Concrete  Construction  for  Rural  Communities,  by  Roy  A. 
Seaton.  Published  in  1916  by  the  McGraw-Hill  Book  Co. 
223  pages,  illustrated;  price  $2.00. 

Construction  of  Roads  &  Pavements,  by  T.  R.  Agg,  C.  E. 
Published  in  1916  bv  McGraw-Hill  Book  Company.  432 
pages,  illustrated.     Price  $3.00. 

History  of  Bridge  Engineering,  by  Henry  Grattan  Tyrrell, 
C.E.     480  pages,  illustrated.     Price  $5.00. 

Irrigation  Practice  and  Engineering  (Volume  One),  by  B.  A. 
Etcheverry.  Published  in  1915  by  McGraw-Hill  Book  Com- 
pany.    213  pages,  illustrated.     Price  $2.00. 

Irrigation  Practice  &  Engineering  (Vol.  2),  by  B.  A.  Etche- 
verry. Published  in  1915  by  McGraw-Hill  Book  Com- 
pany.   364  pages,  illustrated.    Price  $3.50. 

Irrigation  Practice  &  Engineering,  Volume  3,  by  B.  A.  Etche- 
verry. Published  in  1916  by  McGraw-Hill  Book  Company. 
438  pages,  illustrated.     Price  $4.00. 

Locks  and  Builders'  Hardware,  by  Henry  R.  Towne.  Published 
in  1904  by  John  Wiley  &  Sons.  1,116  pages,  illustrated. 
Price  $1.50. 

"Operation  and  Maintenance  of  Irrigation  Systems,"  by  S.  T. 
Harding.  First  edition,  just  published  by  the  McGraw-Hill 
Book  Co.    271  pages,  illustrated.     Price  $2.50. 

Practical  Math-ematics  for  the  Engineer  and  Electrician,  _  by 
Elmer  E.  Burns  and  Joseph  G  Branch.  Second  edition. 
Published  by  the  Joseph  G.  Branch  Publishing  Company  in 
1914.    143  pages,  illustrated.     Price  $1.00. 

"Practical  Road  Building,"  by  Charles  E.  Foote.  Just  pub- 
lished by  David  McKay.    295  pages,  illustrated.  Price  $1.25. 

"Public  Utility  Rates."  A  discussion  of  the  Principles  and 
Practice  underlying  charges  for  Water,  Gas,  Electricity, 
Communication  and  Transformation  Services,  by  Harry 
Barker,  B.S.  First  edition,  just  published  by  the  McGraw- 
Plill  Book  Company.     387  pages.     Price  $4.00. 

Pumps  and  Pumping,  by  M.  Powis  Bale.  Published  in  1912  by 
Crosby,  Lockwood  &  Son.    120  pages.    Price  $1.50. 

Reinforced  Concrete  Design  Tables.  A  hand  book  for  Engi- 
neers and  Architects,  by  N.  Edgar  Thomas  and  Charles  E. 
Nichols.  First  edition,  just  published  by  McGraw-Hill 
Book   Company.     208  pages.     Price  $3.00. 

Some  Considerations  Regarding  Cast  Iron  and  Steel  Pipes,  by 
John  Sharp.  Published  in  1914  by  Long^mans,  Green  & 
Company.    142  pages,  illustrated.    Price  $1.50. 

Steel  Bridge  Designing,  by  Melville  B.  Wells,  C.E.  Published 
By  Myron  C.  Clark  Publishing  Company  in  1913.  260 
pages,  illustrated.     Price  $2.00. 

Surveying  Manual — A  Manual  of  Field  and  Office  Methods  for 
Use  of  Students  in  Surveying,  by  William  D.  Pence,  C.E., 
and  Milo  S.  Ketchum,  C.E.  Published  in  1915  by  McGraw- 
Hill  Book  Co.    388  pages,  illustrated.    Price  $2.00. 

Use  of  Water  in  Irrigation,  by  Samuel  Fortier.  Published  in 
1915  by  McGraw-Hill  Book  Company.  265  pages,  illus- 
trated.    Price  $2.00. 

"Use  of  Water  in  Irrigation,''  by  Samuel  Fortier.  Second  edi- 
tion. Published  by  McGraw-Hill  Book  Company,  1916.  325 
pages,  illustrated.     Price  $2.00. 

Water  Power  Engineering,  by  Daniel  W.  Mead,  2nd  edition. 
The  Theory,  Investigation  and  Development  of  Water 
Powers.  Published  in  1915  by  McGraw-Hill  Book  Com- 
pany.   843  pages,  illustrated.    Price  $5.00. 

Water  Purification,  by  Joseph  W.  Ellins.  Just  published  by 
McGraw-Hill  Book  (Company.  485  pages,  illustrated.  Price 
$5.00. 

Waterworks  Engineering.  A  Practical  Treatise  on  the  Con- 
struction of  Waterworks  for  the  use  of  Engineers  and 
Students  of  Engineering,  by  Fred.  C.  Uren,  M.  Inst.  C. 
E.  I.  With  numerous  plates  and  186  illustrations.  Pub- 
lished by  Castle  Litho  Limited,  Bristol,  England,  in  1914. 
268  pages.     Price  $3.00. 

Waterworks  Handbook,  by  Alfred  Douglas  Flinn,  Robert  Spurr 
Weston  and  Clinton  Lathrop  Bogert.  Published  in  1916  by 
McGraw-Hill  Book  Company.  824  pages,  illustrated.  Price 
$6,00. 
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I  WANT 

TURNBULL  ELEVATORS 

They  Make  the  Grade  with  Men  Who  Know 

They  are  powerful,  quick  and  reliable  elevators  and 
are  daily  working  their  way  into  the  big  buildings  of 
Canada. 

Turnbull  Elevators  are  built  for  speed  and  safety, 
combining  lightness  with  the  greatest  strength.  They 
require  less  space  and  are  more  economical  in  lise. 

We  have  some  interesting  illustrated  literature  which 
it  will  pay  you  to  read. 

WE   MAIL   OUR   BOOKLETS   FREELY   TO   ALL  ENQUIRERS 

TURNBULL 

ELEVATOR  MANUFACTURING  CO. 

126  John  Street,  TORONTO 


MONTREAL  OFFICE: 
202  Mappin  &  Webb  Bldg.,  Victoria  St. 
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You  Can  Save  Money 

by  using 


our 


4 


Wire  Rope 

"MADE  IN  CANADA" 

The  Dominion  Wire  Rope  Company,  Limited 

MONTREAL  TORONTO  WINNIPEG  ^ 

For  Road  Repairs 

COMBINE 

Rapidity,  Efficiency 

and  Lack  of  Waste 

with 

Low  Cost 

by  using 

"RANSOME"  Bantam  Concrete  Mixers 


Do  You  Know  That 

We  are  HEADQUARTERS  for 

General  Marine  Supplies? 

Winches,  Windlasses,  Lamps, 

Rigging  Screws,  Shackles,  Blocks, 

"SHIPMATE"  RANGES 


I 


Branch : 
108  Mail  Building, 
TORONTO 

Telephone  Adelaide  840 


Head  Office 

MONTREAL 


Vol.  32  Toronto,  March  20,  1918  No.  12 


NATIONAL  IRON  WORKS,  Limited 

Head  Office,  Works  and  Docks  :-TORONTO 


Every  Size  of  Cast  Iron  Pipe  for  Water,  Gas  Culvert  or  Sewer,  Carried  in  Stock  at 
Lake  or  Rail  Shipments     MONTREAL,  TORONTO  and  PORT  ARTHUR 
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"BEATTY" 

Auxiliary  Ship  Machinery 


■a 


Ash  Hoist  for  ships  now  being  built  in  Canada. 
■     Agrents  — 

H  E.  Plant,  Montreal,  Que.  R.  Hamilton,  Vancouver 

E.  Leonard  &  Sons,  St.  John,  N.B.     Kelly-Powell,  Winnipeg 


Cargo  Winches 
Warping 
Winches 
Anchor  Wind- 
lasses 
Ash  Hoists 

Also 

Hoisting  Engines, 
Electric  Hoists, 
Steel  Derricks, 
Derrick  Irons, 
Clamshell  Buckets, 

Let  us  know  what  you  want  ^ 
along  this  line  \ 
We  will  tender  promptly  || 

M.  BEATTY  &  SONS,  LTD.,  WELLAND 


Now  on  Munitions 

LYMBURNER,  LIMITED 

The  well  known  manufacturers  of  ornamental  metal  work  and 
special  machinery  are  entirely  occupied  making  munitions, 
and  cannot  execute  orders  for  above  work  until  a  later  date, 
when  they  will  be  glad  to  receive  enquiries  and  will  again 
produce  first  class  Metal  Specialties  of  Every  Description — 
Machinery,  Tools  and  Gauges. 


'I 

i 


! 


360  St.  Paul  St.  E.       -  MONTREAL 
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Extra  Service 

The  service  to  be  gained  from  any  rubber 
product  depends  largely  upon  the  quality  of  the 
material  and  the  excellence  of  the  workmanship. 
That  is  why  Dominion  Rubber  System  products 
are  outstanding.  Only  the  best  in  material  and 
workmanship  is  incorporated  in  the  making  of 
those  products.  That  insures  long  service  and 
life  and  proves  a  matter  of  no  little  economy  to 
the  buyer. 

Over  half  a  century  of  continuous  manufac- 
turing has  taught  the  Dominion  Rubber  System 
how  to  produce  qualities  that  will  "  stand  up  " 
under  any  circumstance,  and,  as  a  result,  the 
products  that  carry  the  name  and  brand  of  the 
Dominion  Rubber  System  are  looked  upon  as  the 
standard  by  which  to  judge  qualities  and  values 
throughout  Canada. 


For  anything  in  Rubber,  write  to  our 
•  nearest  Branch,  where  prompt  and 

intelligent  attention  will  be  given  to 
all  inquiries, 

Canadian  Consolidated  Rubber  Co. 

Limited 

Head  Office    —  MONTREAL 

BRANCHES  at  Halifax,  St.  John,  Quebec.  Ottawa,  Toronto, 
Hamilton,  Kitchener,  London,  North  Bay,  Fort  William, 
Winnipeg,  Brandon,  Regina,  Saskatoon,  Calgary,  Lethbridge, 
Edmonton,  Vancouver,  Victoria. 
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Cast  Stone  Blocks  with  Granite  Veneered  Facing 

Our  system  of 
Cast  Stone 
Block 

m  a  n  u  facture 
makes  use  ot 
poured  con- 
crete or  wet- 
m  i  X  process. 
This  system 
g  i  V  es  greater 
density  and 
strength  to  the 

finished  block 

and  makes  a  better  surface  for  the  Granite  Veneered 
facing  which  may  be  applied.  This  Granite  facing- 
gives  you  a  distinctly  superior  Stone  Block  that  will 
get  the  business  in  any  locality.    The  cost  of  Blocks 

made  by  this  process  is  very  small  because  of  the  modern  methods 
used  and  the  perfected  machinery  and  moulds.  • 

Write  for   Catalogue  and  details  of  our  proposition. 

Cast  Stone  Block  &  Machine  Co.,  Limited 

298  Howard  Ave.,  WINDSOR,  ONT. 


LONDON  CONCRETE  MIXERS 

-mS  THE  LONDON  CONCRETE  MIXER  No.  6  has  a  capacity  of  6  cu.  ft. 

per  hatch  or  60  cubic  yards  in  9  hours. 

Just  the  machine  for  medium  sized  contracts.  A  Builders'  Hoisting  drum 
can  often  be  operated  with  the  same  power  to  good  advantage.  Ask 
for  catalogue  No.  1-6-H. 


London  Concrete  Mixer  No.  6,  with  Builders*  Hoisting  Drum 
attached.     Batch  Mixer  and  Hoisting  Drum  operated  with  the 
same  Gasoline  Engine. 

THE  LONDON   CONCRETE  MIXER  No.  4  has  a  capacity 
of  4  cu.  ft.  ijer  batch,  or  40  cu.  yards  per  day. 
Just  the  machine  for  small  contract  work.    Pays  for  itself 
in  fifteen  days'  use. 

Send  for  catalogue  No.  1-4. 


London  Concrete  Mixer  No.  4, 


LONDON  CONCRETE  MACHINERY  CO.,  LIMITED 

DEPT.  7,  LONDON,  ONTARIO 

World's  Largest  Manufacturers  of  Concrete  Machinery 


AGENCIKS 

R.  R.  Power,  Halifax,  N.S.  Rene  Talbot,  Quebec,  Que. 

The  Foss  &  Hill  Machinery  Company,  Montreal,  Que. 
The  General  Supply  Company  of  Canada,  Ottawa,  Ont. 


Tlie  General  Supply  Company  of  Canada,  Toronto,  Ont. 
The  General  Supply  Company  of  Canada,  Winnipeg,  Man. 
The  B.  C.  Equipment  Company,  Vancouver,  B.C. 
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50  foot  Span 


14  feet 
high 


Reinforced  Concrete  Beam  in  Trusts  &  Guarantee  Bldg.,  Toronto 

Tiese  bars  were  77  feet  long^  1%  inch  diameter, 
supplied  bent  ready  for  placing. 


Beam  designed  to  carry  10  stories 

L.  G.  Mouchel  &  Partners,  Designing  and  Construction  Engineers,  304  Excelsior  Life  Bldg.,  Toronto. 

Every  description  of  concrete  reinforcing  steel  supplied  ready  for  placing. 
Send  our  Engineering  Department  your  plans  and  specifications  for  estimating. 

6AINES  &  PECKOVER 


•  VVrehouses — 

98-116  Esplanade 


TORONTO 


Yards- 
Harbor  District 
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Acetylene  Gas 

The  Prest-O-Lite  Co.,  Inc. 

Air  Compressors 

Can.  IngersoU-Rand  Co.,  Ltd. 
Canadian  Allis-Chalmers,  Ltd. 

Aluminium 

Spielmann  Agencies  Regd. 

Air  Hoists 

Canadian   Ingersoll-Rand  Co. 
Northern  Crane  Works 

Architectural  Iron  Works 

Canadian  Allis-Chalmers  Ltd. 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Architectural  Terra  Cotta 

Toronto  Plate  Glass  Imp'tg  Co. 

Asbestos  Shingles 

Asbestos  Mfg.  Company 

Ash  Hoists 

Gillis  &  Geoghegan 

Asphalt 

Asphalt  &  Supply  Company 
Imperial   Oil  Company 

Axes 

Canada    Foundries    &  Forgings, 

Bar  Iron 

Baines   &  Peckover 

Canadian  Steel  Foundries,  Ltd. 

Beam  Spans 

MacKinnon  Holmes  &  Co. 

Blast  Hole  Drills 

Hopkins  &  Co.,  F.  H. 

Blowers  and  Compressors 

Canadian  Blower  and  Forgs  Co. 
Can.  Ingersoll-Rand  Co.,  Ltd. 
Sheldons  Limited 

Boilers 

Beatty  &  Sons,  M. 

Canadian  Allis-Chalmers.  Ltd. 

Inglis  Company,  John 

Marsh  Engineering  Works,  Ltd. 

McDougall  Caledonian  Iron  Wks. 

Mussens  Limited 

Williams  Machinery  Co.,  A.  R. 

Boiler  Covering   (Magnesia,  Asbes- 
tos, Wool,  Felt,  etc.) 

Asbestos  Mfg.  Company 

Boxes — Junction 

Standard  Underground  Cable  Co. 
of    Canada,  Limited 

Brick  Dryers 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Brick  Machinery  and  Supplies 
Sheldons  Limited 

Brick  Manufacturers 
Sun   Brick  Company 

Bridges 

Canadian    Allis-Chalmers  Ltd. 

Bridges  (Steel) 

Canadian  Bridge  Company 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
MacKinnon-Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime    Bridge  Company 

Buckets 

Heatty  St  Sons,  M. 
^Hopkins  &  Co.,  F.  II. 
Manitoba  Bridge  &  Iron  Works 

Buckets — Steel 

.MacKinnon  Holmes  •&  Co. 
Marsh  Engineering  Works,  Ltd. 

Cable 

Dominion  Wire  Rope  Co.,  Ltd. 
Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Car  Couplers 

Canadian  Steel  Foundries,  Ltd. 

Cable  Terminals 

.Standard   Underground  Cable  Co. 
of  Canada,  Limited 


Cars — Steel  Body 

Hamilton  Bridge  Works  Co. 

Marsh  Engineering  Works,  Ltd. 
Williams  Machinery  Co.,  A.  R. 

Car  Wheels 

Marsh  Engineering  Works,  Ltd. 
Steel  Co.  of  Canada  Limited 

Castings — Grey  Iron 

Marsh  Engineering  Works,  Ltd. 

Casements 

Trussed  Concrete  Steel  Co. 

Cement 

Britnell  &  Company 

Cement,  High  Temperature 

Beveridge  Paper  Co.,  Ltd. 

Cement  Waterproofing 

Barrett  Company 
Ideal  Concrete  Machinery  Co. 
Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 

Centrifugal  Pumps 

Bawden  Pump  Company 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 

Chemists 

Canadian  Inspection  and  Testing 
Laboratories 

Coal  Chutes 

Manitoba  Bridge  &  Iron  Works 

Coal  Handling  Apparatus 
Beatty  &  Sons,  M. 

Cold   Storage  Insulation 

Armstrong  Cork  Company 

Compressed  Acetylene  Gas 

The   Prest-O-Lite  Co.,  Inc. 

Concrete  Block  Machines 

Cast  Stone  Block  &  Machine  Co. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 

Concrete  Culvert  Pipe  . 
Blair,  B. 

Dominion  Concrete  Company 

Concrete  Hardener  and  Water- 
proofer 

Beveridge  Paper  Co.,  Ltd. 

Concrete  Mixers  and  Appliances 
Hopkins  &  Co.,  F.  H. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
Mussens  Limited 

Concrete  Sewer  Pipe 
Blair,  B. 

Dominion  Concrete  Company 

Conduits 

Conduits  Company,  Limited 
Orpen  Conduit  (Company 

Connecting  Rods 

Canada    Foundries    &  Forgings, 

Contractors 

Anglins  Limited 
Foundation  Company 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 
Wells  &  Gray  Limited 

Contractors'  Plant  &  Supplies 
Beatty  &  Sons,  M. 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  I,td. 
Dake  Engine  Company 
Marsli  Engineering  Works,  Lid, 

Conveying  Machinery 

Canadian   Mathews   Gravity  Car- 
rier Company 

Core  Drills 

Canadian  Allis-Chalmers  Ltd. 
Can.  Ingersoll-Rand  Co.,  Ltd. 


Corrugated  Iron 
Pedlar  People  Limited 

Corrugated  Roofing 

Asbestos  Mfg.  Company 

Cranes,  Travelling  and  Locomotive 
Boving  Hydrauhc  &  Engineering 

Company 
Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Northern  Crane  Works 

Crank  Shafts 

Canada    Foundries    &  Forgings, 

Crushed  Stone  and  Granite 

Canada  Crushed  Stone  Corpora- 
tion 

Crushed  Stone,  Limited 
Morrison  Company,  T.  A. 

Crushers  (Stone  and  Rock) 
Canadian  Allis-Chalmers  Ltd. 
London  Concrete  Machinery  Co. 
Mussens  Limited 

Culverts 

Pedlar  People 

,  Damp  Proof  Coating 

Barrett  Company 
Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 

Derricks  and  Derrick  Fittings 
Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  II. 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Northern  Crane  Works 

Dredging  Pumps 

Boving  Hydraulic  &  Engineering 
Company 
Dredges 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 

Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 

Drill  Steel  Sharpeners 

Canadian  Ingersoll-Rand  Co. 

Dump  Cars,  Wheels,  etc. 
Hopkins  &  Company,  F.  H. 

MacKinnon  Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime    Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Sheldons  Limited 

Drift  Pins 

Canada    Foundries    &  Forgings, 

Drying  Apparatus 

Canadian  Blower  &  Forge  Co. 

Elastite 

Carey  Mfg.   Co.,  Philip 
Trussed  Concrete  Steel  Co. 

Electric  Air  Rock  Drills 

Canadian  Ingersoll-Rand  Co. 

Electric  Impulse  Clocks 
Gent  &  Company 

Electric  Water  Systems 

Ontario  Wind  Engine  &  Pump 
Company 

Electrical  Specialties 

Spielmann  Agencies  Regd. 

Electrical  Supplies 

Canadian  General  Electric  Co. 

Elevator  Doors 

Ormsby  Company,  A.B. 

Elevators 

N'oilliern   Ciane  Works 
Turnbull  Elevator  Company 


Engines 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co 
Hopkins  &  Company,  F.  H. 
Inglis  Company,  John 
McDougall  Caledonian  Iron  Wks. 

Engineers  (Civil  and  Mechanical) 

Bowman  &  Connor 
Chipman  &  Power 
Dominion  Engineering  &  Inspec- 
tion Company 
Foundation  Company 
Haddin   &  Miles 
Hunt  &  Co.,  Robt.  W. 
MacKinnon  Holmes  &  Co. 
Milton  Hersey  Co. 
R.  &  W.  S.  Lea 
Wynne-Roberts,  R.  O. 
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Excavators 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 


Exhaust  Heads 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Expanded  Metal 

Baines  &  Peckover 
Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Fans 

Canadian  Blower  and  Forge  Co 
Sheldons  Limited 


Fibre,  Vulcanized 
Beveridge  Paper  Co.. 


Ltd. 


Fire  Brick,  Jointless 

Beveridge  Paper  Co.,  Ltd. 

Fireproofing 

Asbestos  Mfg.  Company 

Fireproof  Doors  and  Windows 
Ormsby  Company,  A.  B. 
Pedlar  People  Limited 
Trussed   Concrete  Steel  Co. 

Fire  Escapes 

Dennis  Wire  &  Iron  Works  Co. 
Manitoba  Bridge  &  Iron  Works 
McGregor  &  Mclntyre 

Fire  Escape  Spirals 

Canadian  Mathews  Gravity  Car- 
rier Company 

Fire  Protection  Appliances 
Bickle  Company,  R.  S. 

Flag  Poles 

Ontario  Wind  Engine  &  Pump 
Company 

Flooring  Materials 

Armstrong  Cork  Company 
Imperial  Oil  Company 

Forges 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Forgings,  Steel  &  Iron 

Canada    Foundries    &  Forgings, 

Gasoline  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
London  Concrete  Machinery  Co. 
Ontario  Wind  Engine  &  Pump 

Company 

Generators 

Canadian  General  Electric  Co. 

Glass 

Toronto  Plate  Glass  Iniptg.  Co. 

Governors 

Boving  Hydraulic  &  Engineering 
Company 

Gravity  Carriers 

Canadian   Mathews  Gravity  Car- 
rier Company 

(Continued  on  page  8) 
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SILENT  SANITARY  SCHOOL  DESKS 

WITH  FOLDING  SEATS 


VIEW  OF  ROW  OF  SILENT  SANITARY  DESKS  IN  POSITION 
Produced  at 

JAS.  SMART  PLANT 

BROCKVILLE,  ONT.  WINNIPEG,  MAN. 


Lachine  Water  Works 
Three  million  gallons,  eighty  pounds  domestic,  160  lbs.  fire. 


Turbine 
Pumps 

Electric  and  Steam 

Water  Works 
Factory  and 
Fire  Services 

Humphrey  Gas 
Pumps 

Any  capacity  or  pressure 

THE  JOHN  McDOUGALL 
CALEDONIAN  IRON  WORKS  CO.,  UMITED 


Works:  Seigneurs  &  William  Sts.,  Montreal. 
Manufacturers  of  Boilers,  Castings,  Condensers,  Elevators,  Engines,  Filters,  Forgings,  Hydraulic 
Machinery,  Pumps,  centrifugal  and  reciprocating.  Steam  Turbines,  Tanks,  Water  Wheels,  Water 

Works  Plants 
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Hammers 

Canada    Foundries    &  Foreings, 

Hammer  Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll  Rand  Co. 

Heating  Apparatus 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Heat  Insulating  Materials 
Armstrong  Cork  Company 

Hoists,  Electric 

Northern  Crane  Works 

Hoisting  Apparatus  • 
Beatty  &  Sons,  M. 
Canadian  IngersoU-Rand  Co. 
Gillis  &  Geoghegan  . 
London  Concrete  Machinery  Co. 
Marsh  Engineering  Works,  Ltd. 
Mussens  Limited 
Northern  Crane  Works 
Williams  Machinery  Co.,  A.  K. 

Hoisting  Engines 
Beattv  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Hopkins  &  Company,  F.  H. 
Marsh  Engineering  Works,  Ltd. 

Hollow  Tile 

National  Fire  Proofing  Co. 

Hose 

Can.  Consolidated  Rubber  Co. 

Hydrants 

Canada  Iron  Foundries 
Gartshore-Thompson  Pipe  Co. 
Kerr  Engine  Company 
McAvity  &  Sons,  T. 

Industrial  Cars 

MacKinnon-Holmes  &  Co. 

Inspection  Engineers 

Canadian  Inspection  and  Testing 
Laboratories 


Insulation  (Asbestos) 

Asbestos  Mfg.  Company 

Insulating  Compounds 
Imperial  Oil  Company 
Spielmann  Agencies  Regd. 
Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Industrial  Cars 

Hopkins  &  Company,  F.  H.  ' 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 

Interior  Finish  and  Doors 

Canadian  OfBce  &  School  Furni- 
ture Company 

Insulating  Bricks 

Armstrong  Cork  Company 

Jib  Cranes  (all  kinds) 
Northern   Crane  Works 

Journal  Wedges 

Canada    Foundries    &  Forgings, 

Kilns 

Canadian  Blower  and  Forge  Co. 
MacKinnon  Holmes  &  Co. 
Sheldons  Limited 

Lead  Pencils 

American  Lead  Pencil  Company 

Lead  (Red  and  White,  Dry) 

Carter  White  Lead  Company 

"Lidgerwood"  Hoists 

Canadian  Allis-Chalmers  Ltd. 

Linabestos  Wallboard 

Asbestos  Mfg.  Company 

Lockers  (Clothes) 

Canada  Wire  &  Iron  Goods  Co. 
Dennis  Wire  &  Iron  Works  Co. 

Lumber  (Asbestos) 

Asbestos  Mfg.  Company 

Machinery  Insulation 

Armstrong  Cork  Company 


Metal  Lath 

Baines  &  Peckover 
Noble,  C.  W. 
Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Metallic  Roofing 

Pedlar  People  Limited 

Meters,  Water 

McDougall  Caledonian  Iron  Wks. 
Neptune  Meter  Company 

Motors 

Canadian  General  Electric  Co. 

Oil  Tanks 

Boving  Hydraulic  &  Engineering 

Company 
Imperial  Oil  Company 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 

Ornamental  Iron 

Dennis  Wire  &  Iron  Works  Co. 

Ornamental  Moulds 

Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 

Paints  and  Varnishes 
Dominion  Paint  Works 
Hopkins  &  Company,  F.  H. 
Spielmann  Agencies  Regd. 

Paints  (Bridge  and  Structural  Iron 
and  Pipe  Coating) 
Barrett  Co. 

Dominion   Paint  Works 
Imperial  Oil  Company 
Spielrnann  Agencies  (Regd.) 
Trussed  Concrete  Steel  Co. 

Paving  and  Paving  Materials 
Asphalt  &  Supply  Company 
Barrett  Co. 

Carey  Mfg:.   Co.,  Philip 
Imperial   Oil  Company 
Trussed  Concrete  Steel  Co. 


Pipe  (Concrete,  Iron  &  Wood) 

Boving  Hydraulic  &  Engineering, 

Company 
Dominion  Concrete  Company 
Gartshore  Thomson  Pipe  Co.  | 
National  Iron  Works 

Pipe  and  Boiler  Coverings 

Dominion  Paint  Works  ^ 

Pencils  (Lead) 

American  Lead  Pencil  Company 

Perforated  Metals 
Canada  Wire  &  Iron  Goods  Co. 

Pile  Driving  Machinery 
Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co.  ' 
Hopkins  &  Company,  F.  G. 
Marsh  Engineering  Works,  Ltd. 

Pipe  Fittings  and  Flanges 

Pittsburgh   Valve,   Foundry  t 
Construction  Company 

Pipe  Covering  (Magnesia,  Asbestos. 
Wool,  Felt,  etc.) 

Asbestos  Mfg.  Company 

Pipe  Covering  (Cold  and  Steam) 
Armstrong  Cork  Company 

Plumbing  Supplies 

Mueller  Mfg.  Company,  H. 

Planing  Mill  Exhausters 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Plaster 

Britnell  &  Company 

Plug  Drillers 

Canadian  IngersoU-Rand  Co. 
(Continued  on  page  10) 


Self  Pr.P«iii-g  TRAVELLING  DERRICK 

Useful  for  almost  any  kind  of  Excavating  Work,  such  as 

Canals,  R.  R.  Cutting,  Trenches,  etc. 

This  machine  will  propell  itself  up  and  down  a  special 
wide-gauge  track,  either  parallel  to-or  astride  of  its  work,  and 
deposit  the  excavated  material  on  the  bank  or  load  it  in  cars, 
as  desired.  By  the  addition  of  another  drum  or  two  it  can  be 
adapted  for  operating  any  kind  of  clam-shell  or  orange-peel 
bucket. 

Useful  also  as  a  CAR  LOADER  for  loading  any  kind  of 
heavy  materials  on  flat  cars.  It  will  load  a  whole  train  of  cars 
at  one  setting  of  the  train,  propelling  itself  from  car  to  car  till 
all  are  loaded. 

W e  make  this  machine  complete,  to  customer's  specifica- 
tions, or  supply  the  Hoisting  Engine,  Car  Trucks,  Derrick 
Irons,  etc.,  with  which  the  customer  may  build  his  own  car, 
thus  saving  in  freight  charges. 

We  also  make  other  types  of  Travelling  Derricks. 
Let  us  figure  on  your  requirements. 

Marsh  Engineering  Works,  Limited    -    Belleville,  Ont. 

(I'"ormcrly  Marsh  &  Ilenthoni,  Limited.    Note  new  name.) 
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Pneumatic  Machinery 

Canadian  Ingersoll-Rand  Co. 


Power  Engines 

Roving  Hydraulic  &  Engineering 

Company 
Inglis  Company,  John 


Pumps 

Canada    Foundries    &  Forgings, 


Pumps  and  Pumping  Machinery 
American  Well  Works 
Beatty  &  Sons,  M. 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian  Ingersoll-Rand  Co. 
Cook,  A.  D. 
Darling  Bros. 

Hopkins  &  Company,  t.  ti. 
Inglis  Company,  John 
McDougall  Caledonian  Iron  Wks. 
Ontario   Wind  Engine   &  Pump 

Company 
Waterous  Engine  Works  Co. 


Quarry  Machinery 

Canadian  Ingersoll-Rand  Co^ 
Hopkins  &  Company,  F.  ti. 

Railway  Supplies 

Can.  Chicago  Bridge  &  Iron  Co. 
Dominion  Iron  &  Wrecking  Lo. 
Gartshore,  John  J. 
Hopkins  &  Company,  F.  H. 


Reinforcing  Bars 

Baines  &  Peckover 

Reinforcements,  Concrete  and  Steel 

'  Baines  &  Peckover 
Burlington  Steel  Company 
Canada  Wire  &  Iron  Goods  Co. 
Pedlar  People  Limited  _ 
Steel  Co.  of  Canada,  Limited 
Trussed  Concrete  Steel  Co. 


Refrigeration  Machinery 

Boving  Hydraulic  &  Engineering 
Company 


Riveted  Span* 

MacKinnon  Holmes  &  Co, 

Road  Asphalt 

Asphalt  &  Supply  Company 
Imperial  Oil  Company 

Road  Oil 

Imperial  Oil  Company 

Road  Mesh 

Baines  &  Peckover 

Road  Machinery 

Hopkins  &  Company,  F.  H. 
Waterous  Engine  Works  Co. 

Rolling  Steel  Doors 

Ormsby  Company,  A.  B. 

Roofing  Material 

Asbestos  Mfg.  Company 
Barrett  Co. 

Bishopric  Wallboard  Company 
Brantford  Roofing  Company 
Carey  Company,  Philip 
Imperial  Oil  Company 
Noble,  Clarence  W. 
Pedlar  People  Limited 

Roofing,  Rubber 

Beveridge  Paper  Co.,  Ltd. 

Rubber  Goods 
Can.  Consolidated  Rubber  Co 


Sash  Machinery 

King  Construction  Company 

Scrap  Iron 

Dominion  Iron  &  Wrecking  Co. 

Screens 

Canada  Wire  &  Iron  Goods  Co. 


Sewer  Pipe 

Britnell  &  Company 
Canada   Iron  Foundries 
Dominion  Sewer  Pipe  Co. 
Gartshore  Thompson  Pipe  Co. 
Hamilton  &  Toronto  Sewer  Pipe 

Company 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
National  Iron  Works 
Ontario  Sewer  Pipe  Company 
Standard  Clay  Products  Ltd. 

Sheathings 

Beveridge  Paper  Co.,  Ltd. 

Shingles  (Asbestos) 

Asbestos  Mfg.  Company 

Ship  Forgings 

Canada    Foundries    &  Forgings, 

Shovels  (Steam) 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 

Silo  Moulds 

London  Concrete  Machinery  Co. 

Skylights 

Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Slates  (Asbestos) 

Asbestos  Mfg.  QDmpany 

Smoke  Stacks 

Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
MacKinnon,  Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime   Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Pedlar  People  Limited 

Sprinkler  Tanks  (Steel) 

Can.  Chicago  Bridge  &  Iron  Co. 

Stair  Builders 

Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Steam  Appliances 
Darling  Bros. 

Steam  Apparatus  and  Specialties 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
McAvity  &  Sons,  T. 
Sheldons  Limited 


Steam  Turbines 

McDougall  Caledonian  Iron  Wks. 

Steel 

Burlington    Steel  Company 
Dominion  Iron  &  Wrecking  Co. 
Hopkins  &  Company,  F.  H. 
Steel  Company  of  Can.,  Ltd. 
Trussed  Concrete  Steel  Co. 


Steel  Bars 

Baines  &  Peckover 
Burlington  Steel  Company 
I'opkins  &  Company,  F.  II. 
Ms'itime  Bridge  Company 
■^leel  Company  of  Canada,  Ltd. 
Trussed  Concrete  Steel  Co. 


Steel  Beams 

MacKinnon  Holmes  &  Co. 

Steel  Castings 

Canadian  Steel  Foundries,  Ltd. 

Steel  Pipe 

Can.  Chicago  Bridge  &  Iron  Wks. 

Steel  Plate  Construction 

MacKinnon-Holmes  &  Co. 

Marsh  Engineering  Works,  Ltd. 
Waterous  Engine  Works  Co. 

Steel  Sash 

Ormsby  Company,  A.  B. 
Trussed   Concrete  Steel  Co. 

Stone 

Britnell  &  Company 
Rogers    Supply  Company 
Sackville  Freestone  Company 

Structural  Iron  and  Steel 

Burlington  Steel  Company 
Canadian  Allis-Chalmers  Ltd. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
MacKinnon-Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 
McGregor   &  Mclntyre 
Reid  &  Brown  Structural  Steel  & 
Iron  Works 

Stucco  Board 

Bishopric  Wallboard  Company 

Swinging  Gears 

Dake   Engine  Company 

Switchboards 

Canadian  General  Electric  Co. 

Tanks  and  Steel  Pipes 

Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  DesMoines  Steel  Co. 
Inglis,  John 

Manitoba  Bridge  &  Iron  Works 
Marsh  Engineering  Works,  Ltd. 
McDougall  Caledonian  Iron  Wks. 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 
Ontario  Wind  Engine  &  Pump 

Company 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co.,  A.  R. 

Telescopic  Hoists 

Black  Building  Supply  Company 
Gillis  &  Geoghegan 

Testing  and   Inspecting  Bureau 
Hunt  &  Company,  Robt.  W. 

Tile  Moulds 

London  Concrete  Machinery  Co. 

Thumb  Screws  and  Nuts 

Canada    Foundries    &  Forgings, 

Towers 

Can.  Cliicago  Bridge  &  Iron  Co. 

Transformers 

Canadian  General  Electric  Co. 


Turnbuckles 

Canada    Foundries    &  Forgings, 

Valves 

Canada    Iron  Foundries 
Gartshore-Thomson   Pipe  Co. 
Kerr   Engine  Company 
McAvity  &  Sons,  T. 


Ventilating    &    Heating  Apparatui, 
Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 


Varnishes — Insulating 

Standard  Underground  Cable  Co| 
of  Canada,  Limited 


Wagons 

Tiffin   Wagon  Company 

Wall  Board 

Bishopric  Wallboard  Company 

Wallboard   (Asbestos,  Linabestos)  \ 

Asbestos  Mfg.  Company 


Water   Level  Apparatus 

Gent  &  Company 


Waterproofing 
Barrett  Co. 

Imperial  Oil  Company 
Trussed   Concrete   Steel  Co. 


Water  Softeners  and  Filters 
Manitoba  Bridge  &  Iron  Work 

Water  Tapping  Machines 
Mueller  Mfg.   Company,  H. 


Water  Turbines 

Boving  Hydraulic  &  Engineerin 

Company 
Canadian  Allis-Chalmers  Ltd. 
McDougall  Caledonian  Iron  Wks 


Welding  Apparatus 

Imperial  Brass  Company 
Prest-O-Lite  Company,  Inc. 


Welding  and  Cutting  Plants 

Prest-O-Lite  Company,  Inc. 


Well  Drilling  Plants 
American  Well  Works 
Ontario  Wind  Engine  &  Purnp 
Company 


Window  Sash 

Steel  &  Radiation  Limited 
Trussed  Concrete  Steel  Co. 


Wires  and  Cables 

Standard  Underground  Cable  0 
of  Canada,  Limited 


Wire  Guards  and  Screens 

Canada  Wire  &  Iron  Goods  Co 


Wire  Rope 

Dominion  Wire  Rope  Co.,  Lt' 


Wrenches 

Canada    Foundries    &  Forging 


Wood  Pipe 

Canadian  Pipe  Company 
Pacific  Coast  Pipe  Company  ; 
Vancouver   Wood   Pipe  &  Tar 
Company 


Wood  Tanks 

Pacific  Coast  Pipe  Company 
Vancouver  Wood  Pipe  and  Tar 
Company 
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The  Importance  of 
this  Name  cannot  be 

Emphasized  Too  Strongly 


For  58  years  the  Best  Contractors,  Engineers  and 
Municipal  men  have  known  "Hamilton"  as  the  home 
of  the  Clay  Products  Industry.  The  best  clays  are 
found  right  here.  Many  miles  of  Hamilton  Vitrified 
Salt  Glazed  Sewer  Pipe  are  now  doing  satisfactory 
service  in  towns  and  cities  all  over  the  Dominion, 
and  will  continue  to  do  so  for  many  years  to  come. 

We  have  a  lot  of  interesting  data  to  send  yov,  as  well  as  our 
latest  Catalogue,  which  we  will  gladly  mail  on  request. 

The  Hamilton  and  Toronto  Sewer  Pipe  Co.,  Ltd. 

HAMILTON  and  TORONTO 


BAWDEN  PUMPS 


Simplicity 


Strength 


No.  8  Type  S  Double  Suction  Motor-Driven  Centrifugal  Pump 


Our  Pumps  are  Surpassed  by  None  for 
Efficiency— Design — Material,  or  Workmanship 

We  make  both  Steam  and  Centrifugal  Pumps.  Put  your  problems  up  to  us,  we  will  solve  them 

The  Bawden  Pump  Company,  Limited 


163  SterliDg  Road, 


Toronto,  Canada 
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Save  Coal  and  Power 


Our  standard  low  pressure  Pumps  will 
save  you  about  half  the  cost  of  coal  or 
electric  power  compared  with  other 
pumps. 

Strong  Construction 
Large  Capacity 
Prices  are  Moderate 

BOVING  HYDRAULIC  &  ENGINEERING  CO.,  Limited      LINDSAY,  ONT. 


Offsetting  the  High  Price  of  Fuel 


Even  with  cheap  fuel,  the  use  of  Nonpareil  Brick 
for  cutting  down  the  loss  of  heat  from  furnaces,  ovens, 
hot  blast  mains,  etc.,  is  a  paying  investment.  And 
now  when  supplies  are  up,  labor  is  up,  and  coal,  coke 
and  oil  are  'way  up,  you  positively  cannot  afford  to 
build  high  temperature  equipment  without  protecting 
it  against  heat  loss. 

The  amount  of  heat  that  will  pass  through  a  wall 
of  fire  brick  or  common  brick  is  just  ten  times  greater 
than  that  which  would  pass  through  a  wall  of  Non- 
pareil Insulating  Brick  of  the  same  thickness. 

Nonpareil  Insulating  Brick 

For  Furnaces,  Boiler  Settings,  etc. 

transmit  only  one-tenth  as  much  heat  as  ordinary  brick.  In 
other  words,  if  you  want  to  save  fuel  by  reducing  the  loss  of 
heat  through  your  furnaces,  ovens,  hot  blast  mains,  etc.,  a 
4^-inch  course  of  Nonpareil  Insulating  Brick  built  in  the 
walls,  arches,  bottoms  and  doors  will  give  the  same  results 
as  4.5  inches  of  fire  brick  or  common  brick. 

Furnaces  built  with  Nonpareil  Insulating  Brick  cost  more, 
but  they  are  worth  more,  because  the  additional  cost  is  re- 
turned to  you  the  first  year.    After  that  it  is  all  clear  profit. 


American  Shop  Equipment  Company  heat  treating  furnace,  in- 
sulated throughout  with  Nonpareil  Insulating  Brick.  The 
Canister   Company,    Phillipsburg,    N.  J. 


Full  information,  samples  and  prices 
on  request. 


Armstrong  Cork  &Iasulation  Co.,  Limited,  505  McGill  Bldg.,  Montreal,  Quebec. 

Also  manufacturers  of  Nonpareil  High  Pressure  Covering  for  steam  lines;  Nonpareil  Cork  Covering  for  drinking  water  lines  and  cold 
pipes  generally;  Nonpareil  Cork  Machinery  Isolation  for  deadening  the  noise  of  pumps,  fans,  etc.  ;  Circle  A  Cork  Brick  for  factory  floors; 
Nonpareil  Corkboard  Insulation  for  cold  storage  rooms:  and   Linotile  for  floors  in  oflSces,  residences,  etc. 


Pacific  Coast  Pipe  Co.,  Ltd. 

Wire  Wound  Wood  Stave  Pipe 

from  2  in.  to  24  in.  diametar 

Continuous  Stave  Pipe 

from  16  in.  to  12  ft.  diametar 


1551  Granville  Street 


Vancouver,  B.  C. 


DAKE  CHAIN  HOISTS 


Dake  chain  and  wire  rope  hoists  have 
the  famous  Dake  motor  directly  con- 
nected to  Standard  chain  block.  They 
can  be  equipped  with  hook  or  with  trol- 
ley to  run  on  single  or  two  I  beams. 
Lubrication  is  automatic.  All  parts 
strong  enough  to  carry  load  twice  rated 
capacity.   Send  for  catalogue. 

DAKE  ENGINE  CO. 

Grand  Haven  -  Mich.  U.S.A. 

CANADIAN  AGENTS 
Montreal— Mussens.  Limited. 

Toronto  —  A.  R.  Williams  Machinery  Co.,  Limited. 


i 
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Brin^Down 

BuildinO 
Cb5t5With- 


HYRIB 


Eliminate  the  cost  of  forms.  Save  studs,  stiffening 
channels  and  wiring.  Save  floor  space  and  dead 
weight.  Prevent  makeshifts,  inconveniences  and  de- 
lays. By  constructing  your  new  building,  whether 
large  or  small,  with  HY-RIB,  you  will  lower  its 
cost  considerably  and  at  the  same  time  have  a  per- 
manent, fireproof  and  more  valuable  building. 

In  roofs,  floors,  walls,  sidings,  partitions,  ceilings, 
and  furring — in  arched  floors,  culverts,  conduits, 
sewers,  silos  and  tanks — in  construction  work  of  all 
kinds — HY-RIB  reduces  building  costs  by  saving 
materials,  labor  and  time. 

HY-RIB  is  a  steel  mesh  stiffened  by  rigid,  deep  ribs,  manufactured 
from  a  single  sheet  of  steel.  Elimmates  forms  and  all  special  equip- 
ment. Furnished  straight  or  curved,  cut  to  desired  length  at  the  fac- 
tory. Its  use  is  decidedly  simple.  The  easily  handled  sheets  are 
fastened  to  the  supports  and  the  piaster  or  concrete  applied. 

Let  us  show  you  conclusively  how  you  can  bring  down  building  costs 
with  HY-RIB.  Send  to-day  for  valuable  HY-RIB  hand  book,  contain- 
ing specifications,  tables,  illustrations,  etc.,  free. 

TRUSSED  CONCRETE  STEEL  CO. 

of  Canada,  Limited 

Walkerville,  Ontario 

Montr*al — Toronto — Winnipeg — Calgary — Vancouver 

Distributing  Agents  Everywhere 

Truscon  Building  Products  for  modern  permanent  con- 
struction cover  Reinforced  Concrete  in  all  its  phases; 
Steel  Window  Sash  of  every  type;  Metal  Lath  for  Plaster 
and  Stucco;  Concrete  Highway  Reinforcement;  Spot 
Grounds;  Waterproofings,  etc. 


A 
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Speed  up  with  Electric  Power 

C-G-E  Motors  and  Control  increase  production  and  reduce  maintenance. 


The  illustration  on  the  right  shows  19  C-G-E  Motors, 
each  175  H.P.,  driving  tube  mills  in  a  cement  plant.  On 
the  left  is  shown  a  50  H.P.  C-G-E  Motor  in  a  rubber 

plant. 

These  are  some  of  the  ways  in  which  modern  industry 
has  been  speeded  up  by  putting  electric  power  to  work 
in  the  right  place. 

The  engineering  problems  solved  in  putting  electric 
power  to  work  in  these  and  other  industries  were  many 


and  intricate.  Production  of  electrical  equipment  suited 
to  this  work  and  in  quantities  required  is  an  important 
part  of  this  company's  service  to  Canadian  industries. 

Any  problem  involving  the  use  of  power  can  be  simpli- 
fied by  the  application  of  electricity.  The  Canadian 
General  Electric  Company  is  well  equipped  to  lend 
valuable  assistance  in  working  out  such  problems  and 
is  glad  to  co-operate  with  contractors,  manufacturers 
and  engineers  in  every  possible  way. 


C-G-E  Motor  Drive 

For  further  particulars  write  to  our  nearest  office 

CANADIAN  GENERAL  ELECTRIC  CO. 


LIMITED 

Ili-ad  OfTict :  'I'oronlo.    Sales  Offices:  Montreal,  Halifax,  Sydney,  Ottawa,    (  ohalt,    South    Porcupine,    London,    Winnijieg,    C  algary,  Kihnontoii, 

Nelson  and  Vancouver. 
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I  ELECTRICALLY! 

[Welded] 


an 


WHIM 

ELECTRICALLY 
WELDED 


Easily  and 
Quickly  Placed 

All  the  cost  and  trouble  involved  in 
spacing'  the  wiring  of  loose  rods  are 
avoided  by  the  use  of  Clinton  Electrical- 
ly Welded  Wire  for  concrete  reinforce- 
ment. Through  tlie  absolute  union  o3 
the  transverse  and  longitudinal  wires  by 
electric  welding  the  wire  is  spaced  on 
exact  centres.  It  is  impossible  for  the 
spacing  to  become  changed  in  the  slight- 
est degree.  It  is  "fool  proof."  Great 
quantities  can  be  laid  in  a  short  time 
by  ordinary  unskilled  labor,  with  per- 
fect assurance  that  every  strand  is  in 
its  proper  position. 

And  there  are  other  points  of  perfec- 
tion besides  that  commend  this  material 
to  the  careful  engineer.  Write  for 
Booklet  fully  describing  its  construction 
and  uses. 

The  Pedlar  People  Limited 

Established  1861 

Executive  Offices  and  Factories:  OSHAWA,  ONT. 

Branches:    Montreal,  Ottawa,  Toronto,  London,  Winnipeg. 
Vancouver 


STEEL  CASTINGS 


For  All  Purposes 


One  Pound  to  Fifty  Tons 

Canadian  Steel  Foundries 


General  Offices 
Transportation  Building 

Montreal 


LIMITED 

Wettern  Representative* 

Kelly  Powell  Limited 

403  McArthur  Building 

Winnipeg 


Works 

Montreal 

Welland 
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ALPHABETICAL  LIST  OF  ADVERTISERS 


American  Lead  Pencil  Company  .... 

American  Well  Works   50 

Anglins   Limited    56 

Armstrong  Cork  Company   13 

Asbestos  Manufacturing  Company  . . 

Asphalt  and  Supply  Company  

Ault   &  Wiborg  Company    19 


Baines  &  Peckover   5 

Barber,  Frank   56 

Barrett  Company   47 

Bawden  Pump  Company   11 

Beatty  &  Sons,  Ltd.,  M   3 

Beveridge  Paper  Company  

Bickle  Company,  R.  S  

Bishopric  Wallboard  Company  ....  18 

Blair  Company,  B   49 

Black  Building  Supply  Company  ...  53 
Boving    Hydraulic  and  Engineering- 
Company   13 

Brantford  Roofing  Company  

Britnell  Company,  Ltd   50 

Brown  Company   55 

Burlington  Steel  Company   45 


Canada  Iron  Foundries,  Ltd   49 

Canada  Foundries  and  Forgings,  Ltd.  7 

Canada  Wire  and  Iron  Goods  Co.  . .  49 

Canadion  Allis-Chalmers   14 

Canadian  Blower  and  Forge  Co.  ...  48 
Canadian  Chicago  Bridge  and  Iron 

Company   57 

Canadian  Consolidated  Rubber  Co...  3 

Canadian  Des  Moines  Steel  Co   49 

Canadian  General  Electric  Company  14 

Canadian  Ingersoll-Rand  Company.  59 
Canadian    Inspection    and  Testing 

Laboratories   56 

Canadian   Mathews   Gravity  Carrier 

Company  

Canadian  Office  School  Furniture  Co. 

Canadian  Pipe  Company,  Ltd   50 

Canadian  Steel  Foundries,  Ltd   15 

Canadian  Surety  Company   46 

Carey  Company,  Philip  

Carter  White  Lead  Company  

Cast  Stone  Block  and  Machine  Co...  4 

Chipman  &  Power,  Ltd   56 

Conduits  Company,  Ltd   19 

Cook,  A.  D   5.5 

Crushed  Stone,  Ltd   50 

'  Dake  Engine  Company   13 

Darling  Brothers  •   C>G 

Dennis  Wire  and  Iron  Company  ....  18 


Dominion  Concrete  Company   51 

Dominion  Engineering  and  Inspec- 
tion Company   56 

Dominion  Iron  and  Steel  Company.  53 

Dominion  Iron  and  Wrecking  Co.  . .  55 

Dominion  Paint  Works  

Dominion  Sewer  Pipe  Company  ....  51 

Dominion  Wire  Rope  Company  ....  60 


Engineers  and  Contractors,  Ltd. 


Foster,  W.  L  

Foundation  Company  

Gartshore,  John  J   55 

Gartshore-Thompson  Pipe  and  Foun- 
dry Company   18 

Gent  Company   

Gillis  &  Geoghegan   53 


Hamilton  &  Toronto  Sewer  Pipe  Co.  11 

Hopkins  &  Co.,  F.  H   60 

Hunt  &  Company,  Robert  W   56 

Ideal  Concrete  Machinery  Company 

Imperial  Brass  Company  

Imperial  Oil  Limited  

Inglis  Company,  John   43 

Kerr  Engine  Company,  Ltd   58 

King  Construction  Company   56 

Lea,  R.  S.  &  W.  S   56 

London  Concrete  Machinery  Co.  ...  4 

Lymburner,  Limited   3 

MacKinnon  Holmes  &  Co  

Maritime  Bridge  Works  Company  .  57 
Manitoba  Bridge  and  Iron  Works  Co. 

Marsh  Engineering  Works    8 

McAvity  &  Sons,  T  

McDougall  Caledonian  Iron  Works 

Company   7 

McGregor  &  Mclntyrc   57 

Miller  &  Co.,  George  M   56 


Milton  Hersey  Company   5 

Morrison  &  Co.,  T.  A   5 

Mueller  Manufacturing  Co.,  Ltd.  . . 

Mussens  Limited   l 

National  Fireproofing  Company  . 

National  Iron  Works  

Noble,  Clarence  W  

Northern  Crane  Works,  Ltd.  . . . 
Nova  Scotia  Steel  and  Coal  Compan; 


Office  Specialty  Company  

Ontario  Sewer  Pipe  Company  . . . 
Ontario  Wind  Engine  and  Pump  Co. 

Ormsby  Company,  A.  B  

Orpen  Conduit  Company   1 


Pacific  Coast  Pipe  Company   1 

Pedlar  People   1 

Power  &  Son  

Prest-O-Lite  Company  


Reid  &  Brown  Structural  Steel  and     ;  W 
Iron  Works    5^^ 

'M 
h 

Sheldons  Limited   4(] 

Standard  Clay  Products,  Ltd   0 

Standard  Underground  Cable  Com-    '  *  lidli 

pany  of  Canada,  Ltd   5  ^ 

Steel  Company  of  Canada,  Ltd. 

Sun  Brick  Company  

Spielmann  Agencies   5; 


Tiffin  Wagon  Company  

Toch  Brothers  

Toronto  Plate  Glass  Importing  Co.  . 
Trussed  Concrete  Steel  Company  ..  1 
Turnbull  Elevator  Company  


Vancouver  Wood  Pipe  and  Tank  Co.  5 


Waterous  Engine  Works  Company  2i 

Wells  &  Gray,  Ltd   1| 

Williams  Machinery  Co.,  Ltd.,  A.  R.  5| 

Wynne-Roberts,  R.  0   5 


liat 


Our  advertisers  represent  the  most  progressive  manufacturers  and  dealers.  Make 
your  purchases  of  them.   Give  your  business  to  the  man  who  is  enterprise 
ing  enough  to  spend  money  and  time  to  get  in  touch  with  you. 
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WELLS  AND  GRAY,  LIMITED 

Engineers  and  Contractors 

Branch  Office :  Head  Office : 

BANK  OF  COMMERCE  BLDG.  701  CONFEDERATION  LIFE  BLDG. 

Windsor,  Ont.  Toronto  Ont. 


List  of  Work  Done  During  1917 


Building . 

Owner 

Location 

Approx.  Value 

Packing  Case  Building 

Peters  Cartridge  Co. 

Kings  Mills,  Ohio 

$170,000.00 

Shooting  Gallery 

«          «  (i 

45,000.00 

Coal  Conveyor 

<<          <(  i( 

<<       <<  i< 

12,000.00 

Extensions  to  Plant 

Ford  Motor  Co. 

Ford,  Ont. 

240,000.00 

Reinforced  Concrete  Bridge 

Canadian  Pacific  Railway 

North  Toronto 

175,000.00 

rr  eight  oned 

<(           i<  (< 

Lambton,  Unt. 

1  1  ,UUU.UU 

Additions  to  Factory 

Nicholson  File  Co. 

Port  Hope,  Ont. 

58,000.00 

Power  Development  Work 

Hydro-Electric  Power  Com. 

Big  Chute,  Severn  R. 

21.000.00 

Extensions  to  Transformer 
House,  Power  Lines,  etc. 

t<          «           «  <( 

Niagara  Falls,  Ont. 

83.000.00 

Addition  to  Residence 

G.  M.  McGregor 

Windsor,  Ont. 

14,000.00 

Addition  to  Factory 

Canadian  Lamp  &  Stamping 
Co. 

Ford,  Ont. 

21,000.00 

Addition  to  Factory 

-Kelsey  Wheel  Co. 

Windsor,  Ont. 

2,000.00 

Completion  of  Collegiate  Insti- 
tute Building 

Board  of  Education 

75.000.00 

Alterations  in  Plant 

Harris  Abattoir  Co. 

West  Toronto 

3,500.00 

Extensions  to  Plant 

Dominion  Forge  &  Stamping 
Co. 

Ford,  Ont. 

90,000.00 

Alterations  to  Plant 

Canadian  Salt  Co. 

Windsor,  Ont. 

Total 

10,000.00 
$1,030,500.00 

Of  this  total  $660,000.00  worth  of  work  was  done  on  a  percentage  basis. 
Every  one  of  the  above  contracts  was  obtained,  because  we  had  previously  given  satis- 
faction on  other  contracts  for  the  same  owners. 

We  please  others.   We  can  please  you  if  given  an  opportunity. 

WELLS  AND  GRAY  LIMITED 
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Have  you  something  to  sell? 

Have  it  included  in  our  Monthly  Bulletin  distributed  to 

Contractors,  Mines,  Municipalities,  etc.  ^ 


MUSSENS  UMITED 


MONTREAL       QUEBEC-Pruneau  &  Co. 
WINNIPEG        TORONTO-H.  Turnbull  &  Co. 
VANCOUVER      COBALT -H.  L.  Usborne 


PIPE  RAILING 


We  make  all  kinds  of 
pipe  railing  for  every  re- 
quirement and  carry  an  ex- 
tra large  stock  of  patterns  for 
all  shapes  and  sizes  of  connec- 
tions, so  can  give  quick  service 
and  prompt  delivery  at  low  prices.    Write  for 
estimates. 

We  also  make  general  builders'  ironwork,  all- 
steel  lockers,  cabinets,  shelving,  etc.,  and  orna- 
mental bronze,  iron  and  wire  of  every  description. 
Literature  on  request. 

The  Dennis  Wire  and  Iron 
Works  Co.  Limited 
London 

C  Arg  AO  A 


House  being  built  in  below  zero  weather,  for  W.  A.  Rankin, 
Fentiman  Avenue,  Ottawa,  Ont. 

BUILD  ALL  WINTER  with 

STUCCOBOARD 

Winter  and  early  spring  weather  has  no  effect  on  Bishopric  Stucco 
Board  and  there  are  plenty  of  carpenters  to  be  had  in  February 
and  March. 

Start-  your  buildings  now — while  labor  is  most  readily  available. 
Ygu  will  be  just  that  far  ahead  when  the  warmer  weather  comes. 
Bishopric  Stucco  Board  as  a  foundation  for  all  interior  plaster  and 
for  stucco  on  exterior  walls,  takes  the  place  of  boarding,  sheathing, 
furring  strips  and  laths,  saves  over  50  per  cent,  in  material,  'time 
and  labor. 

Write  for  samples  and  further  information. 
BISHOPRIC  WALL  BOARD  COMPANY,  LIMITED 

629J  BANK  STREET  OTTAWA. 


James  Thomson,  President. 


J.  G.  Allan,  Vice-President. 


James  A.  Thomson,  Secretary. 


THE  GARTSHORE-THOMSON  PIPE  &  FOUNDRY  GO. 


LIMITED 


Manufacturers  of 


Flexible  and  Flange  Pipe, 
Special  Castings  and  all  kinds 
of  Waterworks  Supplies. 


CAST  IRaNiPIPE 


3  Inches  to  60  inches  diameter. 

for  Water,  Gas,  Culvert  and  Sewer 
HAMILTON,  ONT. 
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''Galvaducr  and  ''Loricated" 

Conduits 


for  Interior  Construction 


Conduits  Company,  Limited 

Sole  Manufacturers  under  Canadian  and  U.  S.  Letters  Patent 


Toronto 


Canada 


BITUNAMEL 

Unsurpassed  for  waterproofing  foundations  and  prevent- 
ing rust  and  corrosion  on  exposed  iron 
and  metal  work. 

WRITE  FOR  SAMPLE 

The  Ault  &  Wiborg  Co.  of  Canada 
Ltd.,  Varnish  Works 


Montreal 


TORONTO 


Winnipeg 


SPRINKLER 
TANKS 

AND 

TOWERS 

We  are  the  largest  manu- 
facturers in  Canada  of 
both  wood  and  steel  Tanks 
and  substructures  for  fac- 
tory sprinkler  systems 
and  for  Municipal 

RAILROAD  AND 

SUBURBAN 
WATER  SUPPLY 

We  shall  be  pleased  to 
furnish  you  with  all  the 
information  and  data  you 
may  require  on  this  class 
of  work. 

Send  us  your  blue  prints 
for  estimates. 

Send  for  special  Tank  and  Tower  Catalogue 

Ontario  Wind  Engine  &  Pump  Co. 

Toronto  Montreal  Limited       Winnipeg  Calgary 


XCELADUCT 


(GALVANIZED  CONDUIT) 


Made  in  Canada 


by 


Orpen  Conduit  Co.,  Limited 

Toronto 
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Detail  in  perspective  of  Long 
Span  Combination  Hollow 
Tile  and  Reinforced  Concrete 
Floor. 


Have  You  the  Data 

on  this  improved  modern  method  of  saving  much  of  the 
cost  of  steel  and  foundations  ? 

Long  Span  Floor  Construction  of 

NATCO 
HOLLOW  TILE 

and  Reinforced  Concrete 

First  in  the  Mind  of 
the  Designer 

when  seeking  a  minimum  in  cost 
and  weight,  and  the  maximum  in 
strength  and  fireproof  qualities  for 
his  floor  construction. 


Write  to-day  for  our  Long  Span  Catalogue. 

National  Fire  Proofing  Co.  of  Canada,  Limited 


Factory— HAMILTON 


Head  Office— Dominion  Bank  Bldg.,  TORONTO 


Double 

Cylinder 
Steam 

Road 

Rollers 


iiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiii^ 


Purchase  By  Our 
Deferred  Payment  Plai 


iiiiiiiiiiiiiiiiiiiiiii 


To  meet  the  unusual  conditions  at  present  prevail-  j 
ing  in  financial  circles,  we  are  offering  Waterous 
Rollers  on  terms  of  easy  payment  designed  to 
place  these  machines  within  the  reach  of  practic- 
ally every  Canadian  corporation. 
WAR  TIME  conditions  demand  rapid  extension 
of  good  roads.    Railroads  are  breaking  down  un- 
der the  double  load  of  war  traffic  and  ordinary 
commercial  freight.    A  large  part  of  short  haul 
or  local  traffic  can  be  economically  handled  by 
motor  trucks  if  suitable  roads  are  available.  Keep 
up  your  Good  Roads  Programme. 
Explanation  of  our  deferred  payment  plan  on 
application. 

IlllllillllllllllllllllllllllllllllllllllllllllllllllilUIIIIIIIIIIIII^ 

'Waterous 

Brantford       Ontario  CanaiJ 


iiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiii^ 
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gntract  Record 

^'EnOineerinS  Review 

Published  Each  Wednesday  by 

HUGH  G.  MACLEAN,  LIMITED 

HUGH  C.  MacLEAN,  Winnipeg,  President. 
THOMAS  S.  YOUNG,  General  Manager. 
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Goncrete  in  Alkaline  Regions 

TO  what  extent  the  presence,  of  alkali  affects  con- 
crete has  been  the  subject  of  considerable  dis- 
cussion and  research  among  engineers  for  sev- 
eral years.  It  is  believed  by  some  engineers 
hat  many  failures  due  to  the  use  of  a  poorly-propor- 
ioned  aggregate  and  too  lean  a  mixture  have  been 
vrongly  attributed  to  the  effect  of  alkali.  On  the  other 
land,  laboratory  investigations  have  shown  that  com- 
)lete  failures  of  the  very  best  specimens  may  be  ob- 
ained  by  using  alkali  concentrates  and  accelerating 
he  chemical  reactions.  There  is  no  doubt  that  in  some 
ases  this  latter  condition  is  duplitated  in  the  field, 
■vhere  a  porous  concrete  acting  as  a  filter  would  cause 
I  rich  deposit  of  the  salts  in  the  voids  of  the  finer  ag- 
gregate, thus  creating  identical  conditions  to  those  of 
he  laboratory  tests.  Further,  it  has  been  determined 
hat  the  formation  of  carbonates  of  sodium,  calcium, 
lind  magnesium  are  the  results  of  the  chemical  reac- 
■ions  of  the  alkali  on  cement.  In  the  case  of  piers  and 
vharves  exposed  to  sea  water,  a  coating  of  sodium 
•arbonate  is  sometimes  found  deposited  on  the  outside. 
This  carbonate  is  impervious  to  the  action  of  the  alkali, 
md  so  may  prevent  a  deterioration  that  would  other- 
vise  take  place.    It  appears  to  follow,  then,  that  the 


proper  course  to  pursue  in  placing  concrete  under 
alkali  conditions  is  to  ensure  a  dense  mix  by  carefully 
grading  the  aggregate  and  by  making  it  reasonably 
strong,  thus  cutting  down  the  capillary  action  of  the 
pores  of  the  concrete. 

The  Bureau  of  Standards  of  the  United  States  are 
performing  some  extensive  experiments  by  exposing 
cement  mixtures  of  varying  known  composition  and 
fabrication  to  reaction  in  the  field.  The  work  of  the 
bureau  is  not  complete,  and,  indeed,  they  have  not 
reached  that  stage  in  their  experiments  where  they  can 
form  any  definite  conclusion.  A  paper  by  Mr.  Greene, 
Winnipeg,  reproduced  elsewhere  in  this  issue,  also 
deals  with  the  experiences  of  a  large  contracting  com- 
pany in  Central  Canada.  All  evidence  points  in  the 
same  direction — where  the  presence  of  alkali  is  suspect- 
ed use  special  care  in  the  preparation  of  the  concrete. 
In  the  meantime,  the  national  importance  of  the  subject 
would  justify  any  reasonable  expense  in  pursuing  ex- 
perimentation further. 


Ghemical  Possibilities  of  Fuel  By-Products 

FOLLOWING  the  reading  of  Mr.  John  Blizard's 
paper,  "Availability  of  Energy  for  Heat  and 
Power,"  before  the  Ottawa  branch  of  the  Cana- 
dian Society  of  Civil  Engineers  recently,  the 
discussion  was  introduced  by  Mr.  Edgar  Stansfield, 
M.Sc,  chief  engineering  chemist.  Mines  Branch,  De- 
partment of  Mines,  Ottawa.  Mr.  Blizard's  paper  was 
reproduced  in  extract  in  last  week's  Contract  Record. 
Mr.  Stansfield's  remarks  follow: 

There  are  two  points  to  which  I  desire  to  call  at- 
tention. The  first  is  that  Mr.  Blizard  has  made  it  evi- 
dent that  the  question  of  how  best  to  utilize  our  sources 
of  energy  involves  both  engineering  and  chemical  pro- 
blems. There  was  a  tendency  to  relegate  the  chemist 
to  the  attic,  as  it  were,  and  to  siibmit  to  him  only  spe- 
fic  questions.  This  is,  fortunately,  now  passing  or 
passed.  We  must  realize  that  only  by  full  co-operation 
between  engineer  and  chemist  can  we  make  satisfac- 
torv  progress  towards  our  goal. 

A  full  treatment  of  the  fuel  problem  cannot  neglect 
the  chemical  possibilities  of  fuels.  It  is  needless  to 
enumerate  the  chemical  compounds,  dyes,  fertilizers, 
antiseptics,  etc.,  obtained  from  coal;  their  great  num- 
ber and  their  importance  are  too  well  known.  They 
are  all  derived,  as  was  stated  in  the,  paper,  from  the 
primary  products  of  the  carbonization  or  coking  of 
coal.  The  coking  of  coal  and  the  exploitation  of  its 
by-products  constitutes  a  very  large  industry,  notably 
in  Germany,  but  also  in  England  and  elsewhere.  The 
paper  points  out  some  of  the  limitations  of  this  method 
of  utilizing  fuels  ;  in  Canada  our  difificulties  in  this  re- 
spect, as  in  others,  are  greatly  increased  by  the  dis- 
tances between  centres  of  population  and  the  geogra- 
phic distribution  of  our  fuels.  Nevertheless,  I  am  more 
optimistic  than  Mr.  Blizard  as  to  the  future  of  the  car- 
bonization industry.  It  does  not  appear  to  me  impos- 
sible that  even  in  Ottawa  we  may  have  in  the  not  very 
distant  future  a  large  coke  oven  plant,  w^hich  will  oper- 
ate on  water-borne  soft  coal  from  Nova  Scotia,  coking 
it  in  ovens  rather  than  in  retorts,  on  account  of  the 
economies  of  the  larger  scale  process,  and  which  will 
distribute  gas  and  coke  for  domestic  and  factory  use 
throughout  the  cities  of  Ottawa  and  Hull. 

Mr.  Blizard  referred  to  oven  coke  as  "metallurgical 
coke."  and  described  it  as  too  hard  for  convenient  do- 
mestic use ;  sueh  coke  is  made  by  what  is  called  high 
temperature  carbonization.    Low  temperature  carbon- 
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ization  gives  a  softer  coke,  and  has  many  apparent  ad- 
vantages. Its  commercial  development  with  respect  to 
bituminous  coal  so'  far,  however,  has  been  very  disap- 
pointing", although  I  still  hope  for  a  future  for  the 
method. 

Carbonization  is  not  confined  to  bituminous  coal. 
The  commercial  development  of  low-grade  lignite  will 
probably  involve  low-temperature  carbonization.  Some 
of  us  have  been  engaged  for  the  past  year  in  studying 
in  the  laboratory  the  possibilities  of  this  process,  and, 
as  has  been  stated  in  the  daily  press,  there  is  a  project 
under  consideration  for  the  establishment  of  a  com- 
mercial carbonizing  and  briquetting  plant  in  the  West. 
I  am  of  the  opinion,  moreover,  that  the  carbonization 
of  peat  may  prove  a  commercial  possibility.  The  car- 
bonization of  wood  to  form  charcoal,  wood  alcohol, 
acetic  acid,  etc.,  is  already  a  well-established  industry. 
In  every  case  carbonization  gives  solid,  liquid,  and 
gaseous  products  with  great  economic  possibilities. 
The  solid  products  of  the  lower  grade  fuels — lignite, 
peat,  and  wood— have  comparatively  high  calorific 
value,  and  can,  therefore,  stand  transportation  charges 
to  far  greater  distances  than  can  the  original  fuel. 

The  second  point  to  which  I  desire  to  call  attention 
is  the  way  in  which  private  individuals  and  corpora- 
tions wastefully  exploit  our  resources  of  fuel  for  their 
own  immediate  gain. 

'  Coal  is  wasted  in  many  ways  in  the  winning,  and 
Mr.  Dick  has  stated  that  the  percentage  of  available 
coal  brought  to  the  surface  from  our  mines  is  often 
very  low.  Thus  where  a  thick  and  a  thin  seam  occur 
together,  quick  profits  can  be  made  by  working  the 
thick  seam  only,  but  the  thin  seam  is  lost  to  us,  proba- 
bly for  ever.    Is  this  right? 

Under  present  conditions,  in  some  districts  remote 
from  centres  of  population,  immediate  profits  might  be 
made  by  extracting  gasoline  from  natural  gas  and  al- 
lowing the  gas  to  go  to  waste  for  lack  of  a  convenient 
market.    Can  this  be  permitted?  « 

Fuels  are  wasted  in  utilization,  as  Mr.  Blizard  has 
shown.  Our  railways  burn  nine  million  tons  of  coal  a 
year,  with  an  efficiency  of  only  3  per  cent.  Out-of-date 
and  inefficient  power  plants  are  wasting  our  fuel  re- 
sources, and  the  wasteful  use,  as  well  as  the  wrongful 
use,  of  power  on  all  sides  add  to  this  orgy  of  extrava- 
gance. These  methods  may  give  immediate  dividends 
to  individuals,  but  we  must  consider  the  present  and 
the  future  welfare  of  the  whole  country.  Can  we  af- 
ford to  let  these  methods  continue? 

Again  and  again  arise  the  questions:  Is  it  right, 
wastefully,  to  exploit  our  resources  for  immediate 
gain?   Can  we  afiford  to  allow  this  waste  to  continue? 

Mr.  Blizard's  paper  not  only  calls  attention  to  these 
points,  but  is  also  suggestive  as  to  methods  of  remedy. 
May  I  recommend  the  following  for  consideration: 

Fuel  Recommendations 

That  a  Dominion  board  of  energy  commissioner.s  be 
established,  somewhat  on  the  lines  of  the  Board  of  Railway 
Commissioners,  and  that  this  board  be  given  wide  powers. 
'  That  the  board  consist  of  mechanical  engineers,  electrical 
engineers,  and  chemists,  the  best  men  available  in  their  re- 
spective spheres,  having  not  only  high  scientific  and  technical 
ability  but  imagination. 

Tliat  tlic  board  be  given  investigative,  advisory,  and  re- 
strictive powers: 

Investigative  power  to  carry  out  sucii  laboratory  and 
large  scale  investigations  as  are  necessary  for  the  efficient 
utilization  of  our  resources;  the  scope  of  the  investigations  to 


include  the  winning  and  marketing  of  fuels  and  their  by-pro- 
ducts, as  well  as  the  development  and  employment  of  power 
and  heat. 

Advisory  power  to  furnish  the  best  advice  and  most  up- 
to-date  information,  including  recommendations  as  to  new 
developments,  improvements  of  old  plants,  consolidation  of 
power  plants,  and  the  co-operative  establishment  of  allied  in- 
dustries. 

Restrictive  power  to  prohibit  the  inception  of  needlessly 
wasteful  schemes,  and  to  compel  the  improvement  withia  a 
term  of  years,  where  such  improvement  can  be  shown  to  be 
commercially  practicable,  of  all  established,  needlessly  waste- 
ful, processes. 


Joint  Committee  of  Technical  Organiza- 
tions Meets  March  25 

IT  is  announced  that  the  annual  meeting  of  the  Joint 
Committee  of  Technical  Organizations  (Ontario 
branch)  will  be  held  on  Monday  evening,  March 
25.  At  this  meeting  the  president's  report  on  the 
year's  activities  of  the  committee  will  be  presented. 
Prominent  speakers  have  also  been  secured  in  the  per- 
.sons  of  Col.  David  Carnegie,  member  and  ordnance  ad- 
viser. Imperial  Munitions  Board;  J.  M.  Butler,  manag- 
ing director,  Armstrong  Whitworth  of  Canada,  Ltd.; 
and  W.  E.  Segsworth,  administrator,  vocational  branch, 
Military  Hospitals  Commission.  The  meeting  will  be 
held  in  the  Chemistry  and  Mining  Building  of  the  Uni- 
versity of  Toronto. 


Nova  Scotia  Society  of  Engineers  Joins 
with  the  G.S.G.E. 

Mr.  Eraser  S.  Keith,  Secretary  of  the  Canadian  So- 
ciety of  Civil  Engineers,  was  in  Halifax  recently  in 
connection  with  Society  afifairs,  and  met  as  many  of 
the  local  members  as  could  conveniently  get  together 
on  short  notice  at  an  informal  supper,  Friday  evening, 
March  8th.  Mr.  Keith  was  able  to  announce  that  as 
a  result  of  a  meeting  that  afternoon  between  himself 
as  representing  the  Council  of  the  Canadian  Society 
and  a  committee  of  the  Nova  Scotia  Society  of  Engi- 
neers, a  resolution  was  adopted,  subject  to  the  ap- 
proval of  both  sections,  with  a  view,  to  affecting  an 
amalgamation  of  the  Nova  Scotia  Society  with  the 
Canadian  Society  of  Civil  Engineers.  Mr.  Keith  at 
the  same  time  discussed  with  local  members  present 
the  afifairs  of  the  Canadian  Society  in  general  with 
special  reference  to  recent  changes  in  the  by-laws  and 
the  change  in  name.  There  was  a  free  and  enthusi- 
astic discussion  and  it  was  unanimously  decided  to 
make  application  to  the  Council  of  the  Canadian  So- 
ciety for  the  formation  of  a  branch  in  Halifax. 

Application  has  also  been  made  to  the  Council  of  the 
Canadian  Society  for  the  formation  of  a  branch  in  St. 
John,  N.B. 


The  lightest  section  arch-dam  in  the  world  is  the 
Medlow  dam,  on  Adams  Creek,  in  the  Blue  Mountains 
of  New  South  Wales.  The  structure  is  of  concrete  and 
is  65  feet  high  from  the  foundation  to  the  top  of  the 
|)arapet.  The  up-stream  face  is  vertical.  The  wall  is 
8.96  feet  thick  at  the  base,  tapering  on  the  down-stream 
face  to  3.5  feet  thick  at  a  height  of  29  feet,  keeping 
that  width  to  the  top  water  level  and  finishing  with  a 
parai)et  wall  1  foot  thick  for  the  remaining  3  feet  of 
height. 
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The  Duncan  Street  Hydro  Sub-Station 

Concreting  Performed  in  Zero  Weather — Methods  of 
Heating  —  Interesting    Footing    and    Truss  Designs 


THE  extension  to  the  existing  substation  at  Dun- 
can Street,  Toronto,  for  the  Hydro-Electric 
Commission,  will  very  shortly  be  ready  for  the 
installation  of  the  distributing  plant.  A  brief 
description  of  the  construction  work  is  timely,  there- 
fore. The  excavation  for  the  plant  was  commenced 
during  the  summer  of  1916,  and  the  first  concrete  was 
poured  in  November  of  the  same  year. 

During  the  excavating  considerable  underpinning 
was  necessary  to  support  an  adjacent  building.  Wood 
sills  were  blocked  under  the  walls,  and  after  the  steam 
shovel  had  cut  channels  under  the  building,  posts  were 
placed  under  the  sills  and  carried  down  to  the  bottom 
of  the  excavation.  Anticipating  severe  weather,  the 
contractors  housed  their  mixing  plant  in  the  basement, 
building  the  hoisting  tower  outside,  on  the  south  side 


Fig.  1— Showing  reinforcing  to  pilasters,  nortli  elevation. 


of  the  building,  and  using  Ransome  spouts  to  convey 
the  concrete  to  the  forms.  A  study  of  the  cuts  shown 
will  indicate  the  heavy  construction  used  throughout 
the  building,  and  will  readily  account  for  the  1,700 
cubic  yards  of  concrete  and  185  tons  of  steel. 

The  roof  beams  and  slabs  were  poured  during  the 
severe  cold  this  past  winter.  The  method  employed 
for  heating  the  concrete  mix  was  as  follows :  Sections 
of  smoke-stack  were  laid  on  the  ground  and  wood  fires 
maintained  in  them.  The  stone  and  sand  were  heaped 
'>ver  these  pipes  and  were  not  used  until  they  were 
ihoroughly  warmed.  Boiling  water  was  secured  by  turn- 
'iig  a  steam  jet  from  the  boiler  into  a  barrel  of  water. 
Special  precautions  for  keeping  the  concrete  from 
freezing  after  it  was  placed  v/ere  taken.  All  the  open- 
ings to  the  fourth  floor  were  blocked  with  canvas  and 
several  coke  salamanders  distributed  over  the  floor.  As 
soon  as  a  small  section  of  the  roof  was  completed,  a 
layer  of  building  paper  was  stretched  over  the  surface 


and  covered  with  plank.  The  whole  was  then  covered 
with  a  good  coating  of  shavings  and  straw. 

Reinforced  Concrete  Design 

The  reinforced  concrete  was  designed  by  L.  G. 
Mouchel  &  Partners  who  are  the  exponents  of  the 
Hennebique  system  of  steel  reinforcing  in  this  country. 


Fig.  2— Forming  and  reinforcing  for  ground  floor  slab. 


In  this  system  ordinary  shapes  of  reinforcing  iron — i.e., 
squares,  flats,  rounds,  in  fact,  any  commercial  section 
giving  the  required  section  area — are  used  and  can  be 
purchased  in  the  open  market  from  any  of  the  mills 
rolling  the  smaller  sizes  of  steel.  In  the  accompanying 
cross-section  the  solid  black  portions  indicate  sections 
of  the  concrete,  Avhich  continue  through  the  building 


Fig.  3— Showing  trussed  wall  on  east  elevation. 
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Working  details  of  truss  between  4th  floor  and  roof. 


from  end  to  end.  Several  unusual  features  for  rein- 
forced concrete  were  worked  out  in  the  design.  It  will 
be  noted  that  the  footings  supporting  thq  interior  col- 
umns carrying-  the  crane  rail  are  through  sections,  and 
are  tied  with  a  cantilever  beam  to  the  outside  wall 
footing.  This  was  designed  to  overcome  the  overturn- 
ing tendency  on  the  outside  footing",  due  to  the  eccen- 
tric loading,  shown  on  the  left  of  this  figure.  Another 


 CW0»3  5CCT10N  

Cross-section--Note  cantilever  beam  to  footings. 


example  of  the  treatment  a  footing-  receives  when  i 
cannot  be  spread  beyond  the  building  line  is  indicatec 
by  the  opposite  wall,  shown  on  the  right  of  the  figure 
In  this  case  the  engineers  have  battered  the  insidi 
pilasters,  distributing  the  load  evenly  over  the  columi 
footing.  Still  another  interesting  feature  is  the  lonf 
50  ft.  clear  span  beams  carrying  the  fourth  floor  anc 
supporting  the  saw-toothed  roof.  These  beams  are  16  in 
wide,  6  ft.  3  in.  deep,  and  have  the  floor  slab  thickenec 
on  either  side  to  increase  the  T-beam  reaction.  It  i: 
reinforced  with- ordinary  1^4  in.  round  sections  bent  t( 
detail  on  the  job,  with  3/8  in.  round  iron  stirrups.  Thi 
beams  are  built  with  a  camber  of  1/300  to  1/360  of  thei 
span,  giving  them  approximately  2  in.  of  a  crown. 

Trussed  Wall  at  East  End 

A  working  drawing  showing  the  steel  reinforcinj 
to  the  trussed  wall  at  the  east  end,  supporting  the  rool 
is  reproduced.  The  object  of  this  particular  constructioi 
was  to  dispense  with  two  heavy  beams,  one  to  th< 
fourth  floor  and  one  to  carry  the  roof  load,  whici 
would  require  considerably  more  concrete  and  stee 
than  the  trussed  construction  .shown.  In  the  event  o 
future  additions  the  end  wall  can  be  taken  down  an( 
the  crane  rail  extended  without  interfering  with  th' 
present  structure.  The  only  other  examples  of  thi 
type  of  truss  construction  in  Toronto  are  in  the  Trus 
and  Guarantee  Building,  recently  described  in  the  Con 
tract  Record,  and  in  the  new  Masonic  Temple,  Uppe  :, 
Yonge  Street. 

The  exterior  brick  work  facing  F^uncan  Street  i 
laid  in  Flemish  bond,  alternate  stretcher  and  hcadct 
the  stretchers  being  red-faced  brick,  the  headers  black 
This,  with  the  blocked-out  corners  and  the  blue  Ohi' 
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stone  trim,  gives  a  very  sturdy  and  massive  appear- 
ance to  the  building.  The  remaining  brick  work  is  laid 
in  old  English  bond,  three  courses  of  stretchers  and 
one  course  of  headers.  The  interior  w^alls  throughout 
:ire  lined  with  buff  pressed  brick,  with  a  wainscotting 
of  white  glazed  brick,  4  ft.  high,  capped  with  two 
courses  of  brown  glazed  brick.  The  reveals  and  soffits 
of  the  windows  and  other  openings  are  built  of  buU- 
jiose  brick,  the  sills  in  some  cases  being-  of  cement  of 
the  same  profile.  The  interior  walls  around  the  stair 
wells  are  built  of  terra  cotta,  and  will  receive  a  cement 
stucco  treatment  to  match  the  brick  walls,  the  wains- 
cotting effect  being  carried  out  with  glazed  tile.  The 
stairs  are  of  concrete,  and  will  have  metal  treads  and 
ornamental  iron  handrails.  The  soffits  and  ramp  sec- 
tions will  be  furred  and  lathed  with  high-rib  before 


receiving  cement  plaster.  The  floors  throughout  the 
ground  floor  and  corridors  will  be  of  9  in.  x  6  in.  red 
Cornish  floor  tile,  laid  in  cement  mortar.  Metal  sash, 
with  transparent  wire  glass  and  Kalamanied  iron 
doors,  are  used  on  the  respective  openings.  The  roof 
covering  will  be  a  three-ply,  built-up  asbestos  roof, 
which  will  be  rolled  into  a  hot  asphaltic  mixture,  after 
the  cement  surface  has  received  a  penetrating  coat  of 
asphalt  cement. 

Personnel 

Messrs.  J.  H.  Wickett,  Ltd.,  are  the  general  con- 
tractors, carrying  out  this  work  under  the  Toronto 
Hydro-Electric  Commission's  supervision.  Mr.  F.  G. 
Engholme,  Excelsior  Life  Building,  the  Toronto  repre- 
sentative of  L.  J.  Mouchel  &  Partners,  is  the  reinforced 
concrete  engineer. 


Tower  Design  for  Transmission  Lines 

Study  of  Typical  Structure  and  Stress  Diagrams — 
Descriptive  Information  of  a  Variety  of  Designs 

  By  Lieut.  E.  T.  Driver  and  E.  V.  Pannell,  Assoc.  Mem's.  I.  E.  E.  


IN  the  following  article  it  is  proposed  to  take  up  the 
question  of  the  various  types  of  line  supports. 
First  and  foremost  among  these  is  the  wood  pole. 
It  has  been  pointed  out  by  Mr.  R.  D.  Coombs 
('Tole  and  Tower  Lines,"  McGraw,  New  York)  that 
the  wood  pole  is  very  nearly  ideal  as  a  line  support  be- 
cause the  stresses  it  has  to  carry  are  almost  identical 
with  those  which  Nature  designed  the  tree  to  withstand. 
The  difference  is,  however,  that  the  tree  is  permeated 
with  living  sap,  whereas  the  pole  is  not,  hence  the  elas- 
ticity of  the  latter  will  probably  be  lower,  and  unless  its 
cells  are  impregnated  it  will  be  subject  to  decay.  Since 
the  primitive  days  of  power  transmission,  when  poles 
were  felled  and  trimmed  right  along  the  site  of  the  line, 
the  selection  of  poles  has  been  more  carefully  studied, 
with  the  result  that  certain  materials,  e.g.,  white  cedar, 
red  cedar,  and  chestnut,  have  been  found  from  their 
natural  impregnation,  to  be  most  resistant  to  decay, 
ind  have  practically  become  standardized  wherever 
ihey  are  readily  obtainable.    In  view  of  the  extended 
jse  of  wood  poles  in  Europe  for  telegraph  and  power 
ines,  the  practice  of  impregnating  the  whole  pole  as 
ollowed  in  the  old  world  is  of  interest.    The  specifica- 
ion  of  the  British  Board  of  Trade  states:  "Poles  shall 
)e  sound  winter-felled  red  fir,  free  from  long  knots  or 
Jther  defects,  and  with  the  natural  butt,  and  shall  be 
.veil  injected  with  creosote."    The  standard  quality  of 
■reosote  or  wood  tar  injected  amounts  to  10  pounds  per 
ubic  foot  of  pole.    In  addition,  the  butt  and  gains  are 
requently  painted  with  a  coating  of  hot  Stockholm  tar. 
'oles  treated  in  this  manner  have  been  found  to  yield 
1-  life  of  thirty  years  or  more. 

In  America  it  is  now  universal  practice  to  treat  the 
Hitts  and  crossarm  gains  with  carbolineum ;  and,  in 
iew  of  the  increased  demand  for  reliability  and  the 
growing  cost  of  renewals,  it  is  probable  that  all  poles 
vill,  sooner  or  later,  be  completely  impregnated  in  a 
ank,  as  is  done  in  England.  Not  the  least  advantage 
1  a  thorough  treating  process  is  that  it  places  a  cheap 
A)le  lumber,  such  as  pine  or  Douglas  fir,  almost  on  a 
>ar  with  cedar,  in  respect  of  durability. 

Wood  poles  offer  much  less  diversity  than  spe- 
lally-designed  steel  transmission  structures,  as  they 
ire  purchased  in  a  limited  number   of   stock  sizes, 


against  specifications  covering  size,  straightness,  and 
general  freedom  from  defects.  Most  of  the  cedar  poles 
in  use  for  modern  transmission  lines  fall  within  the 
classification  A  of  the  National  Electric  Light  Associa- 
tion (see  Fig.  1).  Such  poles  as  are  covered  by  this 
specification  will  readily  sustain  the  stresses  arising 
from  a  three-phase  circuit  of  No.  4/0  copper  on  spans 
of  200  feet.  Heavier  conductors  will  be  taken  care  of 
by  the  use  of  the  same  pole  on  a  shorter  span  length. 
With  the  high  transmission  pressures  now  in  use  a 
double  circuit  cannot  be  satisfactorily  mounted  on  a 
single  pole;  even  with  a  single  circuit  the  limit  of  a 


f 


e 

i 

«  3 

0  3 

5  ^ 

0  4 

5  5 

0  5 

5  « 

■  bXll-t 


-  Top 


Fig.  1.— Proportions  of  cedar  poles  (class  A,  N.E.L.A.  specification) 

pole  is  reached  at  around  50,000  volts,  beyond  which 
the  crossarms  become  too  long.  This  problem  is  met 
by  bracing  two  poles  together  in  the  form  of  an  H,  with 
one  horizontal  crossarm  across  the  top.  This  type  of 
construction  is  being  used  by  the  Appalachian  Power 
Company  (80,000  volts).  Central  Colorado  Power  Com- 
pany (100,000  volts),  and  the  Montana  Power  Com- 
pany (100,000  volts).  This  construction  provides  a  re- 
serve of  stability  so  that  the  span  length  can  be  reason- 
ably increased.  For  corner  and  dead-end  stresses  the 
construction  is  still  further  modified  by  the  use  of  a 
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four-pole  structure  mounted  on  a  square  base  and 
guyed. 

However,  notwithstanding  the  simplicity  and  econ- 
omy of  wood  pole  lines,  steel  towers  are  now  standard 
practice  for  modern  high-tension  lines.  A  span  of  800 
feet  can  easily  be  handled  by  one  steel  tower  carrying 
two  circuits,  whereas  H  poles  mounted  every  200  feet 
would  be  necessary  to  carry  one  of  these  circuits  only. 
The  total  number  of  poles  replaced  by  one  tower 
would,  therefore,  be  16.  Further,  the  tower  line  would 
require  six  insulators  per  800  feet,  whilst  the  pole  line 
would  necessitate  24.    The  difficulty  of  obtaining  rea- 
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Fig.  3 — Structure  and  stress  diagrams  for  three  elementary  types  of  trans- 
mission line  towers  under  concentrated  test  load  of  15,000  pounds  hori- 
zontal. The  dotted  ties  carry  no  stress  with  the  load  on  the  side  as 
shown.    No  allowance  for  weight. 

sonably  good  deliveries  on  steel  shapes  has  recently 
been  the  reason  for  the  installation  of  several  import- 
ant transmission  lines  with  wood  poles,  but  this  condi- 
tion is  only  a  temporary  one. 

The  first  steel  tower  line  to  be  erected  for  power 
transmission  was  that  of  the  Guanajuato  Power  Com- 
pany, in  Mexico,  in  1903,  and  the  number  of  towers 
erected  in  the  succeeding  fifteen  years  is  estimated  at 
half  a  million.  During  this  period  the  design  of  the 
transmission  structure  has  been  carefully  studied,  until 
its  stresses  and  their  distribution  are  fairly  well  under- 
stood. The  principal  loads  sustained  by  any  transmis- 
sion line  support  are  of  two  kinds — (a)  transverse,  and 
(b)  longitudinal.  The  first  is  the  total  horizontal  load 
due  to  the  summated  wind  pressure  on  all  the  ice-cov- 
ered wires  of  a  span  plus  the  wind  pressure  on  the 
structure  itself.  As  already  shown,  the  wind  load  on 
the  wires  is  commonly  accepted  at  eight  pounds  per 
square  foot  of  the  projected  area,  this  including  a  cor- 
rection factor  for  cylindrical  surfaces  of  60  per  cent. 
On  the  tower  members  themselves,  the  surface  being 
flat,  the  wind  pressure  will  be  8/.6=13  pounds  per 
square  foot,  and  will  be  figured  upon  twice  the  area  of 
one  side.  Except  in  the  case  of  a  dead  end  or  corner 
tower,  the  longitudinal  load  (b)  is  very  small,  with  a 


well  constructed  line,  but  it  is  necessary  to  allow  for 
abnormal  conditions.  Along  the  line  normally  the  pull 
on  the  tower  from  one  side  is  exactly  balanced  by  an 
identical  pull  on  the  other  side.  Should  two  cables 
swing  together  and  burn  off  there  will  be  an  unbal- 
anced pull  on  the  tower  crossarm  amounting  to  the  ten- 
sion in  these  two  conductors  just  before  parting.  .How- 
ever, several  features  come  in  to  reduce  this  unbalanced 
pull,  and  it  will  be  found  that  it  can  never  be  quite  as 
great  as  calculated  on  the  above  basis,  and  in  most  in- 
stances is  probably  very  much  less.  As  each  wire 
breaks  the  suspension  insulator  swings  up  into  line 
with  the  next  span.  This  very  short  additional  length 
considerably  relieves  the  stress.  Even  in  the  case  of 
pin  type  insulators,  where  there  is  no  such  flexible  ele- 
ment, it  will  be  found  that  the  cable  slips  through  the 
tie  wire  before  the  tower  can  yield.  Furthermore,  from 
the  properties  of  a  suspended  wire  it  is  obvious  that 
every  fraction  of  an  inch  which  is  added  to  the  length 
of  the  catenary  will  cause  a  considerable  reduction  in 
the  tension.  Now  every  transmission  tower  will  yield 
a  few  inches  without  failing,  and  so  automatically  re- 
lieve the  horizontal  load. 

However,  it  is  considered  good  practice  to  assume 
working  conditions  a  little  more  severe  than  -they  actu- 
ally are,  and  the  average  test  requires  of  a  suspension 
tower  that  it  shall  not  fail  until  a  pull  amounting  to  the 
tension  in  half  of  the  conductors  on  one  side  is  applied. 
Except  in  the  case  of  very  small  conductors,  this  stress 
is  considerably  greater  than  the  transverse  wind  load, 
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Fig.  4 — Structure  and  stress  diagrams  for  three  element<ary  types  of  trans- 
mission line  tower  under  a  distributed  (wind)  and  concentrated  (cable) 
load.  Type  I.  requires  the  strut  LE  to  carry  the  horizontal  load,  but 
this  member  becomes  less  necessary  and  is  seldom  used  with  sloping  legs. 
The  tension  members,  shown  dotted,  of  course  come  into  action  when 
the  load  is  on  the  other  side. 

and  forms  the  basis  of  the  design  for  the  towers.  It  is 
obviously  unsatisfactory  to  design  a  tower  with  light 
bracing  in  one  direction  and  heavier  members  on  the 
other  sides,  just  because  one  set  of  loads  is  less  than 
the  other ;  the  whole  structure  is  figured  on  the  basis  of 
the  greater  load.  Consider  a  double  circuit  line  of  No. 
4/0  copper  with  two  3/8  in.  ground  wires  of  galvanized 
steel  strung  upon  a  span  of  600  feet.    The  lateral  wind 
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pressure  per  foot  on  this  size  of  wire  with  Yz  in.  ice  will 
be  1.01  pounds,  and  the  total  span  will  amount  to : 
6  X  1.01  X  600  =    3,640  pounds. 

The  load  per  foot  on  the  3/8  in.  ground  wire  is  .91 
pounds,  and  the  total : 

2x  .91x600  =    1,090  pounds. 


Total  load  (a)  =    4,370  pounds. 

Now,  consider  the  pull  generated  by  the  failure  of 
three  cables  at  the  maximum  stress.  This  stress 
amounts  to  30,000  pounds  per  square  inch  with  copper, 
and  as  a  No.  4/0  cable  has  an  area  of  .166  square  inches, 
the  tension  amounts  to  5,000  pounds  per  cable.  When 
three  cables  fail,  the  total  load  is : 

(b)  =r  15,000  pounds, 
or  three  times  the  maximum  transverse  load. 

It  is  common  practice  to  specify  a  test  load  applied 
diagonally  being  the  resultant  of  loads  (a)  and  (b). 
However,  load  (b)  if  figured  upon  three  conductors 
failing  would  seem  to  provide  ample  margin  of  safety. 

These  foregoing  observations  apply  to  suspension 
towers.  Where  a  corner  has  to  be  turned  in  the  line 
or  the  cables  have  to  be  dead-ended,  the  structure  must 
have  considerably  more  stability,  and  it  is  usual  to  test 
such  a  tower  with  a  horizontal  load  equal  to  the  failure 
of  all  the  cables  on  one  side,  or,  in  other  words,  with 
double  the  load  of  a  standard  structure.  Such  towers 
will  be  spaced  from  one  every  tenth  to  every  sixth 
span,  and  still  more  frequently  in  uncertain  ground,  or 
\\  here  the  alignment  changes.  From  70  to  90  per  cent, 
of  the  line  towers  will,  however,  be  of  the  standard 
type.  The  function  of  the  tower  is  to  transmit  the 
horizontal  load  (which  usually  is  assumed  to  centre  on 
the  middle  crossarm)  down  to  the  footings.  Fig.  3 
shows  diagrammatically  how  a  single  concentrated 
load  (such  as  a  test  loading)  is  distributed  in  the  fun- 
damental types  of  tower.  The  designs  have  been  sim- 
plified as  fat  as  possible  in  order  that  the  principles 
may  be  made  plain.  Most  actual  towers  are  a  com- 
bination of  two  of  the.?e  types,  being  generally  similar 
to  I.  or  II.  across  the  line  and  to  II.  or  III.  in  the  Hne 
direction.  Since,  as  already  seen,  the  stresses  in  this 
latter  direction  form  the  basis  of  the  design,  types  II. 
and  HI.  will  naturally  be  of  the  most  interest.  How- 
ever, the  main  point  to  observe  in  reference  to  Fig.  3 
is  the  manner  in  which  the  stresses  are  accumulated 
upon  the  lower  section  of  the  tower  legs.  Fig.  4 
brings  the  matter  a  stage  nearer  to  actual  operating 
conditions,  as,  instead  of  one  horizontal  test  load  near 
the  apex  of  the  tower,  a  slightly  smaller  load  is  applied 
at  the  same  place,  together  with  a  distributed  load,  due 
to  wind  on  the  structure.  This  leads  to  a  different  dis- 
tribution of  stresses  in  the  bracing,  but  the  main  com- 
pression load  is  carried  by  the  lower  part  of  the  corner 
members  as  before.  The  bottom  horizontal  member 
KL  in  type  I.  is  dispens'ed  with  as  being  less  necessary 
in  the  other  designs  where  the  sides  are  battered. 
However,  the  lowest  diagonal  has  to  carry  the  same 
horizontal  stress  in  any  case,  and  a  danger  exists  of 
making  the  bottom  panel  between  ground  and  the  low- 
est strut  too  long  for  safety.  Ten  miles  of  an  import- 
ant transmission  line  was  wrecked  in  one  night  owing 
to  too  long  an  unsupported  ])anel  causing  the  tower 
legs  to  shut  up  like  a  i)air  of  scissors.  It  is  best  for  the 
joint  i)etween  the  bottom  diagonal  and  the  tower  leg 
to  be  made  about  a  foot  below  the  ground  surface. 
This  enables  the  horizontal  component  of  the  load  to 
be  transmitted  to  the  tower  leg  without  any  appreci- 
able shear,  and  the  practice  has  been  ado])ted  by  the 


Alabama  Power  Companv  on  their  recently  erected 
lines.  ; 

Apart  from  this  somewhat  troublesome  horizontal 
load,  the  principal  stress  in  the  structure  is  the  com- 
pression in  the  legs,  and  where  other  things  are  equal 
and  the  footings  are  good,  the  tower  will  not  fail  until 
the  main  compression  angle  buckles.  To  ensure  the 
maximum  strength  against  buckling,  the  legs  are  fre-' 
quently  cross-braced  to  reduce  to  a  minimum  the  un- 
supported length,  and  the  ratio  of  this  length  to  the| 
minimum  radius  of  gyration  of  the  section  is  kept  ati 
the  lowest  practicable  proportion.  A  ratio  of  100  repre-! 
sents  good  design,  and  120  is  the  maximum  desirable. 
Since  r  for  an  equal-sided  angle  is  approximately  b/5 
(where  b  is  the  breadth  of  the  angle),  then  to  secure  a 
maximum  1/r  ratio  of  100  the  unsupported  length  musti 
not  exceed  twenty  times  the  width  of  the  angle.  A' 
common  size  of  corner  angle  for  a  heavy  tower  is  4  in.j 
x  34  in.,  in  which  case  it  will  be  seen  that  the  maximum 
length  between  cross  struts  should  not  exceed  80  ins. 

Several  formulas  exist  for  calculating  the  buckling 
stress  on  a  strut  and  four  of  those  in  use  for  tower 
work  are  given  below.  These  are  supposed  to  give  the 
safe  load  based  on  a  safety  factor  between  two  and 
three : 

National  Elec.  Light  Assn  p=34.000— 60  X  1/r— 18,000  lb. 

Rankine  .   p=21,500/ (l+12/36,000r2)=16,800  lb, 

Alabama  Power  Co  p=35,000/(l-|-lVl8,000r2)=l6,100  lb. 

European  (Tetmajer)   p=:22,000— 81  l/r=;15,900  lb. 

The  last  column  gives  the  actual  stresses  obtained 
by  using  the  formula  for  a  ratio  1/r  of  100,  and  it  will 
be  seen  that  there  is  quite  a  disparity,  which  is  a  good 
reason  for  adopting  a  liberal  factor  of  safety  in  figur- 
ing this  stress.  . 

Some  idea  of  the  diversity  of  tower  designs  is  af- 
forded by  Fig.  2.  However,  it  will  be  found  on  analy- 
sis that  their  design  is  in  every  case  based  upon  the 
principles  outlined  above.  The  figure  for  horizontal 
load  given  in  this  diagram  refers  to  the  tension  in  three 
conductors  for  a  double  circuit  tower,  and  in  two  con- 
ductors for  a  one-circuit  structure,  except  where  it  is 
defined  as  the  actual  test  load. 

Flexible  towers,  or  A  frames,  have  not  been  treated 
in  this  article.  Their  design  is  based  on  the  distribu- 
tion of  transverse  loads  only  except  for  the  anchor 
towers,  which  are  figured  like  any  other  four-leg  struc- 
ture. The  A  frame  is  based  upon  the  presumption:: 
alreadv  mentioned,  that  in  the  case  of  two  or  more 
cables  failing  the  load  on  the  support  is  less  than  thai 
calculated,  because  (a)  the  insulators  and  tie  wires  wil 
yield,  and  (b)  the  tower  will  yield  sufficiently  to  equal- 
ize the  stress,  and  (c)  the  remaining  conductors  anc 
■the  ground  wires  will  afford  stability. 


As  compared  with  percolating  filters  treating  at  r 
maximum  rate  of  3,000,000  gallons  per  acre  and  undei 
favorable  climatic  conditions,  the  activated  sludge  pro- 
cess of  sewage  disposal  can  treat  10,000,000  gallons  pei 
acre  under  the  most  unfavorable  climatic  conditions 
according  to  the  experience  gained  from  an  activatec 
sewage  plant  at  Milwaukee. 


The  first  reinforced  concrete   ocean-going   vesse  ^ 
])uilt  in  the  United  States  has  recently  been  launched 
It  is  320  ft.  long,  44.6  ft.  wide,  and  30  ft.  deep,  and  wil 
carry  5,000  tons  of  cargo.  i 
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Effect  of  Alkali  Soils  on  Concrete 

Discussion  of  Conditions  in  Western  Canada — Chemical  Reactions 
Described — Selection  of  Aggregate  and  Ratio  of  Mixture  Important 

•   By  J.  F.  Greene*   —  


WHILE  a  complete  treatment  of  the  durability 
of  concrete  would  embrace  within  its  scope 
all  of  the  agencies  and  conditions  which  add 
to  or  take  away  from  the  permanence  of  con- 
crete, we  will  confine  ourselves  to  one  aspect  of  the 
subject,  the  deterioration  of  concrete  under  the  action 
of  alkali  waters.  Although  we  have  limited  the  loca- 
tion to  Western  Canada,  we  consider  that  it  lies  within 
the  province  of  this  paper  in  its  preliminary  capacity 
to  travel  far  afield,  to  ascertain  what  has  been  done  by 
those  who  have  been  confronted  with  the  same  pro- 
blem, and  to  profit  by  their  investig"ations. 

The  subject  is  not  new;  we  find  mention  of  a  paper 
upon  the  action  of  alkali  on  cement  written  in  1891. 
In  1910  instances  of  serious  deterioration  of  concrete 
in  the  sewers  at  Great  Falls,  Montana,  came  to  light. 
The  Montana  Agricultural  College  made  a  series  of  ex- 
periments to  determine  the  results  of  the  action  of 
alkali  salts  upon  cement,  and  the  United  States  Bureau 
of  Standards  at  the  same  time  began  an  investigation 
of  the  action  of  salt  in  alkali  waters  on  cements.  That 
the  phenomenon  of  the  deterioration  of  concrete  in 
Western  Canada  is  widespread  and  of  sufficient  mag- 
nitude to  warrant  the  expense  of  a  thorough  investiga- 
tion is  evident  from  the  following  brief  review  of  fail- 
ures reported  up  to  date. 

Serious  Failures  in  Manitoba 

In  the  Province  of  Manitoba  in  and  around  Winni- 
peg there  are  serious  failures  to  report.  In  the  foun- 
dations of  the  Grain  Exchange  the  deterioration  had 
gone  so  far  as  to  have  involved  the  replacing  of  all  of 
the  concrete  footings  at  no  inconsiderable  expense.  In 
the  foundations  of  the  Union  Bank,  where  alkali 
ground  water  was  present,  there  was  deterioration. 
Further  evidence  of  serious  deterioration  has  been 
found  in  the  sewers  of  Winnipeg  and  St.  Boniface. 
While  we  have  referred  to  these  cases  as  alkali  failures, 
we  are  not  prepared  to  of¥er  them  in  evidence  as  ex- 
amples of  the  action  of  alkali  salts  upon  well-made  con- 
crete. While  on  the  Grain  Exchange  there  was  con- 
clusive evidence  of  laok  of  care  in  the  grading  and 
handling  of  the  materials,  in  the  cases  of  the  sewers  re- 
ferred to  we  are  not  justified  in  offering  an  opinion 
from  the  evidence  at  hand. 

Although  we  have  received  reports  of  but  two  fail- 
ures in  Saskatchewan,  we  feel  that  a  further  investiga- 
tion may  bring  to  light  more  evidence  regarding  this 
evil.  Ordinarily  the  deterioration  is  found  at  or  below 
the  ground  line,  in  the  rear  of  retaining  walls  or  base- 
ment walls,  or  in  sewers.  In  all  cases  it  is  not  appar- 
ent to  the  casual  observer,  and  it  requires  either  an 
actual  failure  or  a  careful  investigation  to  disclose  the 
evil. 

In  Regina  an  instance  of  deterioration  at  the 
haunch  of  a  concrete  arch  bridge  has  been  reported.  In 
Saskatoon  a  basement  wall  was  uncovered,  bringing  to 
light  serious  disintegration.  While  the  ultimate  cause 
of  failure  was  the  action  of  the  alkali  salts,  we  have  no 
evidence  to  offer  regarding  the  primary  cause. 

♦Construction  Engfineer,  Carter-Halls-Aldingrer  Co.,  before  C.  S.  C.  E. 
Winnipeg:. 


Investigation  in  Alberta 

In  Alberta  the  evil  has  assumed  proportions  of  suf- 
ficient magnitude  to  have  warranted  the  appropriation 
of  $4,000  to  begin  an  investigation  to  ascertain  the 
most  efficacious  method  of  combatting  the  evil.  In 
many  parts  of  the  irrigation  belt  the  concrete  in  wing 
walls  and  foundations  which  has  been  in  place  but  a 
few  years  has  completely  disintegrated.  From  Calgary 
we  have  reports  of  deterioration  of  sewers,  with  evi- 
dences of  alkali  as  a  contributory  cause.  Here,  again, 
'  /e  must  offer  the  facts  of  the  failure  with  no  evidence 
of  the  primary  cause.  I  might  note  in  passing  that 
engineers  in  Alberta  who  strive  to  obtain  a  well-pre- 
pared concrete  labor  under  the  great  disadvantage  of 
being  unable  to  obtain  a  well-graded,  clean  sand.  The 
different  kinds  of  sand  available,  whether  bank-run  or 
screened,  will  run  uniformly  fine,  with  a  high  percent- 
age of  silt.  How  serious  is  this  handicap  may  be  in- 
ferred from  the  fact  that  the  aggregate  for  concrete 
used  in  the  eastern  edge  of  the  irrigation  belt  was 
hauled  eighty  miles  from  a  pit  near  Calgary.  Be- 
cause a  large  part  of  the  concrete  which  has  been 
placed  in  Alberta  without  engineering  supervision  has 
been  made  from  a  bank-run  aggregate,  poorly  graded 
and  not  washed,  we  may  anticipate  deterioration 
where  this  concrete  shall  chance  to  come  within  the 
sphere  of  activity  of  alkali  salts. 

Summing  up  the  above,  we  find  conclusive  evidence 
of  deterioration  of  concrete  in  the  presence  of  alkali 
salts  in  Manitoba  and  Alberta,  and  an  outline  of  a  case 
in  Saskatchewan. 

The  Chemical  Action 

The  phenomena  accompanying  the  action  of  the 
salts  of  alkali  water  upon  concrete  are  the  withdrawal 
of  the  lime  content  from  the  cement  with  a  complete 
loss  of  the  binding  power  which  the  cement  had  pos- 
sessed. The  lime  combines  with  the  SO*  content  of 
the  alkali  salt  to  form  a  new  substance,  which,  instead 
of  binding  the  aggregate  together,  requires  more  space 
than  the  lime  in  its  original  form,  thereby  tending  to 
force  the  aggregate  apart.  In  the  case  of  the  deteriora- 
tion on  the  Grain  Exchange  all  adhesion  had  been  lost, 
and  one  might  easily  have  removed  the  stones  of  the 
aggregate  by  hand. 

Disease  Must  Be  Cured 

Because  of  the  fact  that  concrete  is  a  building  ma- 
ferial  upon  which  the  engineers  of  this  region  have 
placed  the  stamp  of  approval,  and  because  a  disease  of 
concrete  of  serious  proportions  has  developed,  it  is 
incumbent  upon  the  engineering  fraternity  to  know  the 
characteristics  peculiar  to  this  disease  and  the  condi- 
tions under  which  it  flourishes;  to  ascertain  what 
means  may  be  employed  to  prevent  the  disease,  and 
not  only  to  make  use  of  these  means,  but  to  spread  the 
knowledge  acquired  throughout  the  entire  field  of  con- 
xrete  activity. 

While  entering  upon  this  investigation  with  open 
minds,  we  are  aware  of  a  widespread  conviction  among 
engineers  that  a  well-proportioned,  properly-placed 
concrete  will  resist  the  action  of  the  salts  of  alkali 
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water,  and  that,  acting  under  this  conviction,  engineers 
have  designed  and  installed  concrete  structures  involv- 
ing large  expenditures  of  money,  having  created  in  the 
minds  of  their  employees  the  presumption  that  con- 
crete was  a  permanent  building  material.  It  is  then 
the  object  of  this  investigation  to  determine  whether 
it  is  possible  and  economical  with  the  materials  at  our 
disposal,  and  with  the  exercise  of  due  care  in  the  hand- 
ling of  these  materials,  to  produce  a  concrete  which 
will  resist  the  action  of  the  alkali  waters,  or  whether  it 
is  either  necessary  or  even  conservative  in  the  light  of 
present  knowledge  to  recommend  the  use  of  a  water- 
proofing coat  for  concrete  in  places  where  alkaline 
salts  are  present. 

The  Most  Active  Agents 
Alkali  is  a  term  used  to  designate  the  soluble  salts 
that  accumulate  in  regions  of  little  rainfall.  They  are 
formed  by  the  disintegration  of  rocks,  and  are  found  in 
the  soils  as  well  as  in  the  drainage  water  which  reaches 
them  from  the  soils.  The  sulphates  of  magnesium, 
sodium,  and  calcium  are  the  best  'known  of  these, 
which,  together  with  the  chlorides,  are  the  most  active 
agents  for  the  disintegration  of  concrete. 

Investigations  have  been  confined  for  the  most  part 
to  the  action  of  either  individual  salts  or  several  of  the 
salts  combined  in  solution  upon  cement  or  upon  cement 
mortar.  Having  determined  that  the  disintegration  of 
the  concrete  under  the  action  of  alkali  waters  was  due 
to  the  action  of  the  salts  upon  the  cement  content  of 
the  concrete,  investigators  have  observed  the  action  of 
concentrated  solutions  of  alkali  waters  upon  cement 
and  cement  mortars,  with  a  view  to  concluding  froni 
the  results  of  the  tests  the  probable  action  of  the  alkali 
upon  porous  concrete.  Series  of  tests  based  upon  this 
assumption  have  been  conducted  at  the  University  of 
Montana,  the  University  of  Wyoming,  and  the  Uni- 
versity of  Colorado.  A  most  comprehensive  series  of 
tests  was  made  by  the  United  States  Bureau  of  Stan- 
dards, the  results  of  which  are  embodied  in  a  complete 
report  issued  in  1912.  We  are  not  conce?rned  at  this 
time  with  the  details  of  these  reports,  only  in  so  far  as 
we  may  conclude  that  they  have  established  certain  de- 
finite hypotheses  which  need  no  further  proof,  and 
from  which  we  may  proceed  as  a  starting  point  for 
future  investigation. 

Porous  Concrete  Readily  Deteriorates 

We  have  concluded  after  a  careful  perusal  of  the 
information  ofifered  in  the  various  reports  of  the  tests 
showing  the  action  of  alkali  water  upon  cements  that 
we  are  in  agreement  with  the  authors  of  all  of  the  re- 
ports in  the  conviction  that  alkali  waters,  if  allowed  to' 
permeate  through  masses  of  concrete,  will  cause  ulti- 
mately complete  deterioration  of  the  concrete.  The 
instances  of  failure  already  adduced  in  the  different 
provinces  of  Western  Canada  ofifer  further  convincing 
evidence  in  support  of  this  conclusion. 

We  may,  then,  logically  confine  our  activities  to  an 
investigation  of  the  action  of  alkali  waters  upon  a  well- 
made  and  well-proportioned  concrete,  with  a  dense, 
non-porous  surface. 

The  only  experimental  evidence  which  we  have  ob- 
tained from  this  aspect  of  the  subject  was  found  in  a 
report  of  the  United  States  Bureau  of  Standards,  dated 
November,  1917. 

A  series  of  concrete  blocks  of  a  selected  aggregate 
in  the  proportions  of  1:1^:3  and  1:2^^:5  were  made 
at  a  central  laboratory,  and,  after  curing,  were  placed 
on  eight  different  projects  in  the  alkali  region  of  the 
United  States,  extending  from  the  northern  boundary 


to  the  Rio  Grande.  These  blocks  were  placed  in  the 
soil  at  locations  where  the  ground  waters  were  known 
to  contain  alkali  salts,  and  where  the  concrete  would 
be  freely  exposed  to  the  action  of  the  alkali  waters. 
Other  concrete  blocks  of  the  same  proportions — 
1:13^:3  and  1 :2j^  :5 — were  made  from  the  aggregates 
obtainable  at  the  various  projects,  and  in  common  use 
in  the  various  localities  as  ingredients  for  concrete,  j 
While  these  blocks  were  carefully  moulded,  no  me- 
chanical grading  for  maximum  density  was  attempted. 
These  blocks  were  exposed  at  the  same  locations  with 
those  contaniing  the  selected  aggregate. 

In  this  way  an  opportunity  was  afforded  not  only 
of  comparing  the  action  of  the  salts  upon  well-propor- 
tioned and  well-made  concretes,  with  varying  mortar  j 
contents — i.e.,  1:1^:3  against  1 :2j^  :5 — but  also  of' 
comparing  the  scientifically-prepared  concrete  with 
that  brand  which  would  be  held  in  each  locality,  in  the 
common  acceptation  of  the  term,  as  "good  concrete." 

The  report  contains  observations  made  after  one 
year's  exposure. 

Well-Made  Concrete,  Rich  in  Cement,  Not  Affected 

There  has  been  no  evidence  of  disintegration  in 
those  blocks  made  from  the  selected  aggregate  in  the 
proportion  of  1:1^2:3.  Of  the  blocks  made  from  the 
selected  aggregate  in  the  proportion  of  1 :2^  :5,  four 
out  of  a  total  of  thirty  blocks  have  shown  indications 
of  disintegration. 

While  the  comparison  based  upon  the  above  evi- 
dence is  in  favor  of  the  1  '.l^^  :3  as  against  the  1 :2^  :5, 
we  do  not  feel  that  the  evidence  is  complete  enough  to 
warrant  us  in  drawing  a  conclusion. 

Reverting  now  to  the  blocks  made  from  the  local 
aggregates- — on  two  of  the  projects — all  of  the  blocks 
of  both  proportions  have  shown  indications  of  alkali 
deterioration.  Of  the  blocks  prepared  in  the  propor- 
tion of  1:1^:3,  ten  out  of  thirty-two  blocks — about 
one-third  of  the  total  number — have  given  evidence  of 
deterioration,  while  eighteen  out  of  thirty-two  of  the 
1  ■2y2  :5  blocks — almost  two-thirds  of  the  total  num- 
ber— have  shown  signs'  of  failure. 

From  these  tests  we  may  reasonably  conclude  that 
it  is  conservative  to  assume  that  concrete  made  from 
local  aggregates  without  mechanical  grading  may  be 
porous  and  liable  to  disintegration  in  the  presence  of 
alkali  waters.  While  not  warranted  in  drawing  a  con- 
clusion regarding  the  comparative  resistance  to  deter- 
ioration offered  by  concretes  with  varying  propor- 
tions of  mortar,  we  feel  justified  in  calling  attention  to 
the  preponderance  of  evidence  in  favor  of  the  concrete 
with  the  higher  cement  content. 

I'rom  the  evidence  presented  in  this  report  we  can 
offer  no  conclusion  regarding  the  ultimate  effect  of  the 
action  of  the  salts  on  the  concrete  made  from  the 
selected  aggregate,  because  the  time  allowed  for  pos- 
sible deterioration  covered  a  period  of  only  one  year. 
We  have  no  further  experimental  evidence  to  report 
upon  this  phase  of  the  subject. 

Indirect  Evidence 

In  the  absence  of  direct  and  definite  evidence  upon 
the  subject,  it  may  be  profital)Ie  to  consider  indirect 
evidence,  which,  thought  not  of  itself  able  to  produce 
conviction,  yet  may  be  of  sufficient  value  to  confirm  a 
conclusion  already  suggested. 

Under  this  category  there  may  be  adduced  an  argu-  j 
ment  drawn  from  the  fact  that  there  has  been  an  opin-  ^ 
ion  held  in  common  by  the  engineering  world,  that  i 
well-proportioned,  properly-made  concrete  will  resist 
the  action  of  alkali  waters.    Such  an  opinion  widely 
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held  throws  the  burden  of  proof  upon  an  objector,  and 
establishes  a  presumption  that  the  opinion  has  some 
basis  in  fact. 

In  support  of  this  presumption  we  may  ofifer  the 
following  contentions :  The  fact  that,  although  in  alkali 
regions,  there  are  many  evidences  of  the  failure  of  con- 
crete, yet  there  are  many  concrete  structures  in  the 
same  regions  exposed  under  similar  conditions  which 
have  given  no  signs  of  deterioration. 

Further  confirmation  of  the  widely-held  opinion 
that  good  concrete  will  resist  the  action  of  alkali  waters 
has  been  based  upon  the  known  facts  regarding  the 
action  of  the  salts  of  sea  water  upon  concrete.  The 
active  salts  in  sea  water  are  the  same  as  those  in  alkali 
waters,  namely,  the  sulphates  and  chlorides  of  mag- 
nesium and  sodium.  While  innumerable  instances  of 
failures  of  concrete  in  sea  water  can  be  adduced,  there 
are  many  piers  and  walls  in  salt  water  which  have  been 
in  service  for  many  years,  and  which  are  intact,  show- 
ing no  evidence  of  deterioration. 

Calcium  Carbonate  as  a  Protection 

The  scientific  basis  for  the  assumption  rests  upon 
the  contention  that  in  a  well-proportioned,  properly- 
made  concrete  the  calcium  content  of  the  cement  at  the 
surface  exposed  to  the  air  combines  with  the  CO2  of 
the  atmosphere  to  form  calcium  carbonate,  a  salt  which 
is  practically  insoluble  in  the  presence  of  alkali  salts. 
While  it  may  be  contended  that  calcium  carbonate  is 
soluble  in  sodium  chloride,  the  fact  remains  that  the 
carbonate  surface  of  concrete  in  salt  water,  when  not 
removed  by  mechanical  abrasion,  will  withstand  the 
action  of  the  sodium  chloride  of  the  sea  water.  Ac- 
cording to  this  theory,  then,  a  dense,  non-porous  skin 
of  calcium  carbonate  is  formed  on  the  surface  of  good 
concrete ;  and  upon  the  integrity  of  this  surface  de- 
pends the  life  of  the  concrete. 

This  is  a  brief  statement  of  the  indirect  evidence 
bearing  upon  this  phase  of  the  subject.  Inasmuch  as 
the  direct  and  indirect  evidence  combined  lead  to  no 
definite  conclusions,  further  investigations  are  needed. 

Further  Investigations  Needed 

The  details  of  the  plan  to  be  adopted  in  an  investi- 
gation are  a  matter  for  individual  opinion,  and  I  will 
take  this  opportunity  of  outlining  a  modus  operandi. 
Locations  in  the  Western  provinces  in  which  it  is  evi- 
dent that  alkali  salts  are  present  in  the  ground  water 
should  be  designated.  At  these  locations  concrete 
blocks  should  be  placed  in  the  soil  exposed  to  the  ac- 
tion of  the  alkali  waters.  At  each  location  the  blocks 
should  be  of  three  kinds — first,  blocks  moulded  under 
the  supervision  of  an  engineer  in  the  proportion  of  one 
part  of  cement  to  five  or  six  parts  of  the  combined  ag- 
gregate obtainable  in  the  district,  the  parts  of  the  sand 
and  gravel  to  be  so  proportioned  as  to  give  a  concrete 
of  a  maximum  density  for  the  given  cement  content 
and  the  concrete  to  be  placed  with  as  small  an  amount 
of  mixing  water  as  will  allow  of  being  properly 
i  worked. 

A  second  set  of  blocks  should  be  made  by  a  local 
contractor  from  the  same  aggregate,  in  the  proportion 
of  1:2:4,  and  of  the  consistency  which  is  the  common 
practice  in  the  locality.  These  blocks  should  be  fair 
samples  of  the  concrete  used  in  that  district. 

A  third  set  of  blocks  of  a  leaner  mix  and  with  the 
various  blocks  protected  with  dififerent  waterproofing 
coats,  should  be  exposed  under  the  same  conditions. 
Observations  made  at  intervals  of  a  year  should  be  re- 
corded, passed  upon  by  a  committee,  and  published. 

The  objects  aimed  at  in  this  plan  are  to  ascertain 


first  whether  a  well-made  concrete,  proportioned  from 
local  aggregates  in-  a  manner  which  is  commercially 
practicable  for  both  large  and  small  jobs,  will  resist  the 
action  of  the  alkali  ground  waters  which  are  present; 
and,  second,  whether  the  ordinary  commercial  concrete 
obtainable  without  engineering  supervision  will  with- 
stand alkali  salts. 

Should  these  experiments  show  that  one  or  both 
classes  of  concrete  will  deteriorate,  then  it  may  be 
necessary  to  recommend  the  use  of  a  waterproofing 
coating,  and  the  experiments  with  the  third  class  of 
blocks  will  ofifer  evidence  upon  which  to  base  recom- 
mendations as  to  the  kind  of  waterproofing  to  be  em- 
ployed. 

It  may  be  pertinent  at  this  time  to  revert  to  the  fact 
that,  while  the  information  from  an  investigation  may 
not  be  available  for  several  years,  we  are  confronted 
with  our  immediate  problem  of  the  position  which  en- 
gineers should  assume  in  the  light  of  our  present 
knowledge  or  lack  of  knowledge.  We  have  been  forced 
to  the  conclusion  that  a  porous  concrete  will  disinte- 
grate under  the  action  of  alkali  salts. 

General  Opinion  Concrete  Is  Fool-proof 

Yet  it  is  common  knowledge  that  a  large  proportion 
of  the  concrete  in  the  Western  provinces  has  been 
placed  either  with  inadequate  engineering  supervision 
or  with  no  supervision  at  all.  The  natural  results  of 
such  a  policy  have  been  the  widespread  opinion  held 
among  contractors,  foremen,  and  laborers  that  concrete 
is  a  fool-proof  material,  and  that  special  care  in  the 
making  of  the  concrete  is  not  necessary.  Reliable 
knowledge  of  the  effect  upon  the  density  and  compres- 
sive strength  of  concrete,  of  varying  the  proportions  of 
cement,  sand,  gravel,  the  amount  of  water,  the  method 
and  time  of  mixing,  and  the  method  of  placing,  is  rare 
among  foremen,  workmen,  and  even  among  subordin- 
ates employed  by  architects  and  engineers  to  supervise 
the  work. 

Under  these  conditions  it  is  reasonable  to  suppose 
that  much  of  the  concrete  placed  in  foundation  work 
has  been  of  a  porous  quality,  and  we  may  anticipate 
reports  of  failures  when  such  concrete  comes  within 
the  sphere  of  action  of  alkali  waters. 

Examine  Soil  and  Ground  Water 

The  conservative  position,  then,  for  the  engineer 
who  is  responsible  for  the  placing  of  concrete  in  foun- 
dation and  sub-soil  work  should  entail  the  examination 
of  the  soil  and  ground  water  for  alkali  salts,  careful 
supervision  of  the  proportionings  and  handling  of  the 
material  to  give  a  dense  concrete  with  a  non-porous 
surface,  and  an  adequate  provision  for  the  removal  or 
drainage  of  the  ground  water. 

In  conclusion,  we  wish  to  apologize  again  f-or  hav- 
ing been  unable  in  the  time  and  with  the  means  at  our 
disposal,  to  obtain  more  convincing  evidence  on  this 
subject.  We  are  painfully  aware  that  we  have  offered 
in  evidence  only  one  series  of  facts,  which  should  have 
a  place  in  a  paper  upon  the  durability  of  concrete  in 
Western  Canada,  namely,  the  announcement  of  failures 
of  concrete,  in  the  various  provinces  ;  and  that  the  body 
of  this  paper  has  been  built  up  from  evidence  dealing 
with  conditions  prevailing  outside  of  the  Dominion 
which  we  have  assumed  as  on  a  par  with  those  which 
prevail  in  Western  Canada.  May  we  not  ofl^er  this  con- 
fession of  our  inability  to  obtain  necessary  informa- 
tion upon  this  important  subject  as  an  argument  in 
favor  of  an  early  beginning  of  a  coinplete  investiga- 
tion of  the  action  of  the  salts  of  alkali  waters  upon 
concrete  ? 
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Joint  Professional  Meeting  of 
Toronto  and  Ottawa 
Branches  G.  S.  C.  E. 


THE  program  of  the  first  general  professional 
meeting  of  the  Canadian  Society  of  Civil  Engi- 
neers, which  is  being  held  under  the  combined 
auspices  of  the  Ottawa  and  Toronto  branches 
of  the  society  is  given  below.  The  meeting  will  be 
held  in  the  Chemistry  and  Mining  Building  of  the  Uni- 
versity of  Toronto,  on  March  26  and  27.  All  of  the 
papers  will  deal  more  or  less  directly  with  the  present 
fuel  and  power  situation  : 

Tuesday,  March  26 
9.30  a.m. 

Arrangements  will  be  made  for  delegates  to  visit  the  plant 
of  Canadian  Aeroplanes,  Ltd.,  on  Dufferin  Street,  or  the  plant 
of  British  Forgings,  Ltd..  at  the  foot  of  Cherry  Street.  Those 
desiring  to  take  advantage  of  these  inspection  trips  are  re- 
quested to  notify  the  secretary  of  the  Toronto  branch  in 
advance,  stating  preferred  trip,  so  that  proper  arrangements 
may  be  completed.  The  parties  will  assemble  at  the  society's 
rooms,  96  King  Street  West,  at  9.30  am. 

2  p.m. 

Opening  Address,  by  Sir  William  Hearst, 

Prime  Minister  of  Ontario. 
2.15  p.m. 

The  Fuels  of  Canaida — Mr.  B.F.  Haanel,  chief  of  Fuel  Divi- 
sion. Department  of  Mines,  Ottawa. 
Discussion — Mr.  L.  M.  Arkley,  M.  Can.  Soc.  C.E.,  assist- 
ant professor  of   mechanical   engineering,  Toronto 
University. 

2.45  p.m. 

Transportation  From  the  Fuel  Viewpoint — Mr.  W.  N.  Neal, 
general  secretary  of  the  Canadian  Railway  Associa- 
tion for  National  Defence,  Montreal,  Que. 
3.15  p.m. 

The  Rational  Development  of  Canada's  Coal  Resources — Mr.  , 
W.  J.  Dick,  A.M.  Can.  Soc.  C.E.,  mining,  engineer  of 
the  Commission  of  Conservation,  Ottawa,  Ont. 
3.45  p.m. 

Utilization  of  Peat — Mr.  John  Blizard,  A.M.  Can.  Soc.  C.E., 
technical  engineer  Division  of  Fuels  and  Fuel  Test- 
ing, Mines  Branch,  Department  of  Mines.  Ottawa, 
Ont. 

Discussion — Mr.  James  Milne,  M.  Can.  Soc.  C.E.,  mechan- 
ical and  electrical  engineer,  Department  of  Works, 
City  of  Toronto. 

4.30  p.m. 

The  Low  Temperature  Carbonization  and  Briquetting  of 
Bituminous  Coals — Mr.  E.  Stanfield,  Division  of 
Iniels  and  Fuel  Testing,  Mines  Branch,  Department 
of  Mines,  Ottawa,  Ont. 

8  p.m. 

An  Illustrated  Address  on  "The  Erection  of  the  Quebec 
Bridge" — Mr.  George  F.  Porter,  M.  Can.  Soc.  C.E.. 
engineer  of  construction,  St.  Lawrence  Bridge  Com- 
pany, Montreal,  Que. 

Mr.  C.  A.  Macgrath,  Fuel  Controller  of  Canada,  has  been  re- 
(luested  to  address  the  meeting  on  Tuesday  evening, 
and  his  attendance  is  hoped  for. 

Wednesday,  March  27 

9  a.m. 

Ontario's  Efforts  to  Relieve  the  Fuel  Situation — Mr.  Albert 
Grigg,  Deputy  Minister,  Department  of  Lands  and 
'  Forests,  Ontario,  Toronto.  Ont. 

9.30  a.m. 

Wood  as  an  Emergency  Fuel — Mr.  E.  J.  Zavilz,  Provincial 
Forester,  (^)ntano. 

10  a.m. 

Gas  for  Light,  Heat,  and  Power — Mr.  Artluir  Hewitt,  general 
manager  Consumers'  Gas  Company,  Toronto. 
10.45  a.m. 

Central  Heating  as  a  Means  of  Conserving  Fuel — Mr.  F.  G. 

(  lark,  M.  (  an.  Soc.  C.I'-.,  cliief  engineer,  Toronto 
FUectric  Ligbt  Company,  "i'oronto.  Ont. 


11.15  a.m. 

Oil  Fuel  and  the  Possibilities  of  Its  Use— Mr.  R.  W.  Caldwell, 
chief  mechanical  engineer,  Imperial  Oil,  Ltd.,  Sarnia, 
Ont. 

2  p.m. 

Canada's  Water  Powers  and  Their  Relation  to  the  Fuel  Situ- 
ation— Mr.  J.  B.  Challies,  M.  Can.  Soc.  C.E.,  superin- 
tendent of  Dominion  Water-Power  Branch,  Depart- 
ment of  the  Interior.  Ottawa,  Ont. 
Discussion — Mr.  H.  G.  Acres,  M.  Can.  Soc.  C.E.,  hydraulic 
engineer,  Hydro-Electric  Power  Commission  of  On- 
tario, Toronto,  Ont. 

2.45  p.m. 

Railway  Electrification — Mr.  John  Murphy,  M.  Can.  Soc.  C.E., 
chief  electrical  engineer.  Department  of  Railways 
and  Canals,  Ottawa,  Ont. 

3.30  p.m. 

The  Possibilities  of  the  Relief  of  Fuel  Consumption  in  Cana- 
dian Industry  by  the  Increased  Use  of  Hydro-Elec- 
tric Energy — Mr.  J.  M.  Robertson,  M.  Can.  Soc.  C. 
E.,  director.  Southern  Canada  Power  Company, 
Montreal,  Que. 

4.15  p.m. 

The  Possibility  of  Lessening  Fuel  Consumption  in  Canada 
by  the  Adoption  of  Electrical  Heating — Mr.  P.  H. 
Mitchell,  A.M.  Can.  Soc.  C.E.,  consulting  engineer, 
Toronto,  Ont. 

8  p.m. 

Smoker  at  rooms  of  the  Toronto  Branch,  96  King  Street  W. 

Refreshments  and  a  program  will  be  provided. 


The  Use  of  Roller  and  Belt 
in  Finishing  Concrete  Roads 

 By  H.  E.  Bilger*  

MINOR  dif¥erences  of  opinion  concerning  the 
particular  kind  of  roller  and  belt,  as  well  as 
variations  in  the  methods  of  using  them  to 
finish  concrete  roadways,  were  brought  to 
light  at  a  recent  conference  of  the  engineers  in  charge 
of  the  seven  highwav  districts  of  Illinois,  called  for  the 
purpose  of  evolving  specifications  that  would  result  in 
the  desired  class  of  work.  Upon  investigation,  how- 
ever, it  has  been  found  that  these  dififerences  are  due 
principally  to  variations  in  humidity,  temperature, 
character  of  aggregates  (whether  gravel  or  crushed 
stone),  experience  of  the  workmen  and  other  factors 
mainly  of  local  or  particular  nature. 

Proved  Satisfactory  in  Illinois 

The  practice  of  finishing  concrete  roads  b^  rolling 
and  belting  ha-d  become  quite  general  in  Illinois  in  the 
latter  part  of  the  construction  season  of  1917.  The 
finished  surfaces  have  proved  so  satisfactory  and  the 
method  so  economical  that  it  was  decided  to  require 
the  roller  and  belt  finish  on  all  concrete  road  work 
next  season.  From  notes  taken  at  the  above-men- 
tioned conference  I  have  written  the  specifications  be- 
low, which  represent  the  concensus  of  the  seven  dis- 
trict engineers. 

They  will  be  incorporated  into  the  revised  edition 
of  the  department's  specifications  for  concrete  roads, 
and  will  therefore  be  used  in  the  construction  season 
of  1918.   The  new  specifications  follow: 

"After  the  surface  of  the  concrete  pavement  has 
been  struck  ofT  to  the  proper  cross-section  it  shall  be 
finished  l)y  rolling  and  belting.  The  roller  and  belt 
shall  meet  with  the  approval  of  the  engineer. 

"The  belt  shall  be  of  canvas-rubber  composition, 
from  one  to  four-ply,  and  shall  have  a  width  of  from  6 
to  10  in.  and  a  length  at  least  2  ft.  longer  than  the 
width  of  the  pavement.    Preferably  two  belts  of  dif- 

"  Road  Engineer,  Department  of  Public  Works  and  Buiidinffs,  Springfield, 
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ferent  weights  should  be  used,  the  hghter  one  being 
used  for  the  last  belting". 

"The  roller  shall  be  of  smooth  steel  from  8  to  12 
in.  in  diameter,  and  shall  have  a  total  length  of  at  least 
4  ft.,  but  preferably  6  ft.  The  weight  shall  not  exceed 
%  pound  per  inch  of  length  for  a  roller  8  in,  in  diame- 
ter, nor  1  pound  for  a  roller  12  in.  in  diameter.  For 
roads  not  more  than  15  ft.  in  width  the  roller  may  be 
operated  by  a  handle  so  designed  and  used  as  neither 
to  increase  nor  decrease  the  pressure  coming  upon  the 
concrete  from  the  roller.  For  roads  of  greater  width 
the  roller  should  be  operated  preferably  by  ropes. 

Road  Belted  Three  Times 

"Immediately  after  the  surface  of  the  concrete 
pavement  has  been  struck  off  with  a  template,  it  shall 
be  belted  over  once  with  a  combined  crosswise  and 
longitudinal  motion,  using  long,  vigorous  strokes  of 
the  belt.  At  this  belting  the  longitudinal  motion  shall 
be  slight,  but  it  may  be  increased  in  succeeding  belt- 
ings. Care  shall  be  taken  not  to  work  the  crown  out 
of  the  pavement  nor  to  permit  the  edges  of  the  belt  to 
dig  into  the  surface  of  the  concrete. 

"After  an  interval  of  10  to  20  minutes,  or  as  much 
longer  as  the  engineer  directs,  the  roller  shall  be  oper- 
ated slowly  transversely  from  one  edge  of  the  pave- 
ment to  the  other,  and  then  back  over  the  same  area. 
A  one-half  lap  shall  then  be  made  and  the  rolling  con- 
tinued as  before  until  the  entire  surface  has  been 
rolled.  In  moving  the  roller  to  make  the  lap  great  care 
shall  be  taken  not  to  mar  the  concrete. 

"Immediately  after  the  rolling  the  surface  shall  be 
belted  a  second  time,  and  about  15  minutes  later,  or  as 
the  engineer  directs,  it  shall  be  rolled  as  before. 

"Just  before  the  concrete  obtains  its  initial  set  the 
surface  shall  be  given  a  finish  by  a  final  belting,  in 
order  to  produce  a  uniform  surface  of  gritty  texture. 
This  belting  shall  be  of  short,  rapid,  transverse  strokes 
having  a  sweeping  longitudinal  motion. 

"The  use  of  a  short  handled  wooden  float  as  a  sub- 
stitute for  the  belt  will  be  permitted  only  by  the  writ- 
ten authorization  of  the  engineer.  If  such  permision 
is  granted,  the  finishing  shall  be  carried  on  from  a 
suitable  bridge,  no  part  of  which  shall  come  in  contact 
with  the  concrete.  The  use  of  a  long  handled  wooden 
float  is  specifically  prohibited. 

"The  edges  of  the  pavement  shall  be  finished  care- 
fully with  an  edger  of  about  1  in.  radius." — Engineer- 
ing News-Record. 


Carrying  a  River  Underground 

A  novel  piece  of  engineering,  recently  completed 
in  connection  with  the  building  of  an  aviation  field  in 
England,  is  described  in  the  Scientific  American.  The 
site  selected  was  a  wooded  park,  bisected  by  a  stream 
about  30  feet  wide  and  2  feet  deep.  This  waterway  is 
largely  artificial  in  character  and  is  11  miles  long. 

The  decision  to  convert  the  park  into  an  aerodrome 
made  it  necessary  to  divert  this  river,  which,  being 
raised  above  the  level  of  the  ground  where  it  crosses 
the  park,  presented  an  obstacle  as  well  as  a  danger. 
Had  the  river  been  running  in  a  natural  bed  below  the 
level  of  the  ground,  instead  of  in  an  artificial  channel 
above  the  ground  level,  it  could  have  been  merely  cov- 
ered over.  The  need  for  putting  it  at  a  lower  level  led 
to  the  decision  to  carry  it  underground  through  the 
aerodrome  by  means  of  a  reinforced  concrete  inverted 
syphon,  and  this  plan  having  been  approved  of,  a  de- 
tailed scheme  was  got  out.  The  conduit  is  1,055  feet 
long,  but  in  addition  to  the  covered-in  portion,  there  is 


a  retaining  wall  and  river  diversion  beyond  which 
makes  the  total  length  of  the  work  just  a  cjuarter  of  a 
mile. 

It  was  decided,  in  order  to  facilitate  the  cleaning 
otit  of  the  underground  channel,  to  have  a  double 
syphon.  The  gradient  adopted  in  laying  it  is  one  in 
2,000.  It  is  designed  for  a  flow  of  27,000,000  gallons 
in  24  hours,  and  a  small  waste  weir  has  been  provided 
above  the  intake  to  carry  away  any  surplus  water.  The 
ground  being  nearly  all  gravel,  the  excavation  was 
comparatively  easy,  and  the  operations  which  were 
started  at  the  end  of  May,  1917,  were  completed  in  five 
months.  The  only  difficulty  that  occurred  arose  from 
the  very  heavy  rainfall  at  the  end  of  July,  when  nearly 
five  inches  of  rain  fell  in  four  days,  flooding  the  trench 
and  rendering  necessary  the  installation  of  additional 
pumpino"  machinery.  As  only  one  section  of  the  cul- 
vert will  be  closed  at  a  time  for  cleaning  purposes,  it 
was  necessary  to  provide  only  one  penstock  at  each 
end,  and  thus  considerablv  reduce  the  cost  of  the  work. 
A  drainage  ditch  has  been  provided  for  use  when  it  is 
necessary  to  empty  one  of  the  conduit  sections,  the 
waste  water  running  awav  into  the  Thames. 


Montreal  Branch  G.  S.G.  E.  Officers  Elected 

The  result  of  the  ballot  for  officers  and  committee 
of  the  Montreal  Branch  of  the  Canadian  Society  of 
Civil  Engineers  was  announced  at  a  meeting  held  in 
Montreal  on  March  14.  Mr.  Walter  J.  Francis  was 
elected  chairman,  Mr.  Arthur  Surveyer  vice-chairman, 
and  Mr.  F.  B.  Brown  secretary-treasurer,  with  the  fol- 
lowing executive  committee :  Messrs.  F.  P.  Shearwood, 
W.  Chase  Thompson,  H.  G.  Hunter,  L.  G.  Papineau, 
O.  Lefebvre,  and  K.  B.  Thornton. 

Mr.  H.  H.  Vaughan,  in  making  the  announcement, 
stated  that  with  the  organization  of  the  Montreal 
Branch  of  the  Society  was  entering  upon  a  new  period 
of  its  history,  and  was  commencing  the  work  which 
came  into  effect  under  the  new  by-laws.  From  now  on 
the  meetings  would  be  those  of  the  Montreal  Branch, 
it  being  the  intention  to  form  civil  engineering,  mech- 
anical, electrical,  and  perhaps  chemical  sections.  This 
would  give  greater  opportunities  to  the  younger  mem- 
bers to  read  papers,  his  opinion  being  that  the  meet- 
ings in  Montreal  had  hitherto  been  too  much  in  the 
hands  of  the  older  members.  He  asked  the  younger 
members  to  accept  the  opportunities,  as  it  was  desir- 
able that  men  who  made  a  special  study  of  subjects 
should  read  papers  on  them.  The  formation  of  the 
various  sections  would  provide  a  method  for  obtaining 
a  class  of  paper  which  the  society  had  not  secured  in 
the  past. 

Mr.  W.  J.  Francis  briefly  expressed  his  thanks  for 
his  election. 


Speaking  at  the  annual  dinner  of  the  Canadian  Min- 
ing Institute,  Mr.  H.  H.  Vaughan,  president  of  the 
Canadian  Society  of  Civil  Engineers,  congratulated  the 
institute  on  forming  an  iron  and  steel  section.  There 
was,  he  said,  no  conflict  between  his  society  and  the 
Mining  Institute,  as  each  could  play  its  part  and  co- 
operate in  the  development  of  the  industry. 


William  Cowlin  &  Son  have  announced  the  closing 
of  their  office  in  the  Mail  Building,  106  Bay  St.,  To- 
ronto, until  the  termination  of  the  war.  Communica- 
tions are  to  be  referred  in  future  to  Mr.  S.  V.  Kendall, 
managing  director  of  the  companj-,  at  154  Simcoe 
Street,  where  all  matters  relating  to  the  business  will 
be  dealt  with. 
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Letter  to  the  Editor 


Kitchener,  Ont.,  March  15,  1918. 
Editor  Contract  Record : 

I  have  noted  with  interest  your  article  under  date 
March  13,  page  211,  on  the  subject  "Flood  Preven- 
tion and  Power  Production  on  the  Grand  River."  It 
is  a  well  established  fact  that  the  annual  floods  on 
the  Grand  River  are  not  only  a  cause  of  much  destruc- 
tion, but  also  a  waste  of  a  resource  of  great  value. 

The  original  condition  of  the  Grand  River  water- 
shed was  one  of  dense  forestation.  On  the  wide  head- 
water area  there  were  large  swamps,  hundreds  of 
square  miles,  which,  together  with  the  general  for- 
estation, retarded  snow-melting,  caused  absorption  of 
water  which  the  ground  slowly  gave  out  in  springs, 
and  on  the  whole  made  excellent  condition  for  sus- 
tained flow  of  the  river  throughout  the  year,  with  but 
moderate  high-water,  not  going  beyond  the  immedi- 
ate channel  of  the  river,  in  the  spring. 

The  forests  have  disappeared,  and,  a  particularly 
detrimental  feature,  the  head-water  area  swamps  have 
been  drained,  so  that  now  on  snow-melting  the  water 
goes  with  a  rush,  and  if  there  is  rain  at  the  time  there 
is  a  high  flood. 

Conservation  of  the  river  by  restoration  of  orig- 
inal conditions  is  out  of  the  question.  Any  conserva- 
tion now  practicable  must  be  artificial,  in  the  way  of 
storage  at  times  of  excess  flow,  the  water  to  be  re- 
leased as  required. 

The  practicability  of  economical  flow  control  of  a 
river  depends : 

(1)  On  what  it  is  worth  to  eliminate  flood  des- 
truction and  on  the  value  of  other  incidental  benefits 
to  be  derived. 

(2)  On  the  cost  of  regulation,  and  this* is  depend- 
ent on  the  physical  conformation  of  the  river  valley; 
whether  easy  or  difficult  for  regulation  works,  and, 
as  main  feature,  whether  properly  adapted  sites  for 
storage  dams  on  a  large  scale,  with  capacity  large 
enough  to  catch  and  retain  at  least  the  destructive 
crest  of  the  flood  flow,  can  be  had  at  the  required  lo- 
cation or  locations  on  the  river. 

On  the  Grand  River  there  is  a  dense  urban  and 
rural  population.  The  damage  done  by  the  annual 
floods,  and  by  occasional  later  floods,  such  as  the 
one  of  the  end  of  June,  1917,  is  very  material.  The 
damage  consists  both  in  destruction  in  the  towns  and 
cities  and  in  overflow  of  farming  lands.  The  diminish- 
ed flow  during  periods  of  drouth  very  detrimentally 
affects  existing  water  powers  on  the  river,  and  also 
tends  to  make  it  a  sanitary  menace  in  its  pollution. 

The  extent  of  the  annual  loss  is  uncertain  as  no 
definite  investigation  has  at  any  time  been  made,  and 
cannot  well  be  made  except  under  government  au- 
thority. Capitalization  of  the  loss  and  of  the  benefit 
>by  sustained  flow  and  use  of  the  surplus  water  will 
point  to  economical  cost  of  control. 

Investigations  by  the  Hydro-electric  Power  Com- 
mission din-ing  the  past  five  years  have  gone  far  enough 
to  determine  that  one  unicjue  storage  site  is  available 
on  the  Grand  River.  This  is  in  Pilkington  Townshij), 
below  Elora,  and  would  have  a  storage  capacity  of  well 
over  two  and  one-half  billion  cubic  feet,  a  capacity 
ranking  large  as  compared  with  that  of  many  of  the 


most  notable  irrigation  and  other  river  control  pro- 
jects undertaken.  The  watershed  area  above  the  res- 
ervoir would  be  over  400  square  miles.  This  reservoir 
alone  would  give  sufficient  capacity  to  eliminate  the 
destructive  crests  of  floods  for  the  whole  length  of 
river  below  it,  and  would,  for  the  upper  part  of  the 
river,  give  a  minimum  flow  eight  to  ten  times  what  it 
is  now.  Additional  reservoirs  are,  however,  desirable, 
both  on  the  Conestogo  and  on  the  Speed  tributaries, 
if  not  also  on  the  Nith,  which  empties  into  the  Grand 
River  at  Paris.  With  such  reservoirs  on  the  Conesto- 
go and  the  Speed  additional  low  water  period  flow  of 
from  500  to  600  cubic  feet  per  second  could  be  had  at 
Gait,  and  from  there  on. 

W.  H.  Breithaupt. 


Saskatchewan  Highway  Expenditure 

The  Department  of  Highways,  Government  of  Sas- 
katchewan, will  be  undertaking  a  certain  amount  of 
reinforced  concrete  bridge  construction  work  this  com- 
ing season.  Calls  for  tenders  for  the  specified  works 
will  be  issued  in  due  course,  probably  about  May  1, 
and  in  order  to  complete  these  works  before  the  rush 
of  harvest  operations  commence  the  department  is  en- 
deavoring to  get  the  contractors  on  the  work  as  early 
as  possible,  as  the  opening  of  the  construction  season 
commences  on  May  1.  The  department  is  at  the  pres- 
ent time  making  arrangements  for  the  supply  of  ma- 
terials (the  government  supplies  in  all  cases  the  ce- 
iinent,  piling,  and  reinforcing  steel  for  bridge  work). 
Prices  are  now  being  secured  from  various  manufac- 
turers and  supply  companies  for  the  above.  Materials 
will  be  laid  down  at  the  earliest  possible  date. 


A  Bridge  Over  the  River  Batiscan 

With  the  exception  of  a  bridge  over  the  River  Bat- 
iscan, 71  miles  above  Quebec,  the  road  between  Mont- 
real and  Quebec  is  practically  completed.  At  this 
point  the  motorist  has  to  use  the  old  system  of  ferry 
barge.  This  is  the  missings  link  joining  the  two  ends 
of  the  National  Road.  A  steel  bridge  is  to  be  built  at 
the  site,  where  a  wooden  bridge  was  located  some 
thirty  years  ago.  It  was  learned  from  good  authority 
that  the  provincial  government  has  entered  into  nego- 
tiations with  the  federal  government  for  the  achieve-  ' 
ment  of  this  enterprise,  which  will  be  useful  not  only  ' 
to  the  neighboring  villages,  but  also  profitable  for  mili- 
tary purposes.  The  chief  engineer  of  the  Department 
of  Public  Works  for  the  Province  of  Quebec,  Mr.  L.  A. 
V'allee,  has  received  authorization  to  prepare  plans. 

The  first  bridge  over  the  River  Batiscan  was  cov- 
ered and  of  the  Howe  type.  It  was  erected  by  Mr. 
Jacques  Normand,  from  Quebec,  who  completed  it  in 
1844,  at  the  total  cost  of  $31,536.  The  total  length  was 
1,240  feet,  the  width  18.5  feet,  with  cut-stone  abut- 
ments and  wooden  crib  piers  of  2-inch  plank  sheath- 
ing. It  lasted  twenty-five  years,  and  was  eventually 
swept  away  by  the  freshets.  A  new. contract  to  re- 
build the  bridge  was  signed  in  1870,  between  the  pro- 
vincial government  and  Mr.  Telesphore  L'Hcurcux. 
The  old  foundations  were  used  and  a  wooden  througli 
bridge  built,  the  arches  being  of  eli])tical  form,  and  a 
slidino-  arch  of  12  feet  long  was  designed  to  allow  for 
boat  traffic.  Since  1885,  when  it  was  burned,  the  ferry 
barge  has  been  used.  In  1912,  to  improve  the  ferry  at 
Batiscan,  the  federal  government  built  two  wooden 
landing  ]:)iers 
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The  Proposed  Mobilization  of  Constructional 
Forces  for  Food  Production 


An  important  subject  is  now  being  seriously  con- 
sidered by  the  Federal  Government  whereby  the  build- 
ers of  Canada  would  be  called  upon  to  cultivate  large 
areas  of  idle  lands  in  the  Dominion.  This  plan  has 
been  under  consideration  for  some  time  and  all  details 
are  completed  with  respect  to  agricultural  features  and 
methods  of  operation. 

It  requires  no  very  serious  study  to  discover  that 
the  constructional  forces  of  our  country  are  practically 
idle.  A  very  few  of  the  contracting  companies  are 
busy ;  many  are  semi-latent,  while  most  of  them  are 
doing  little.  The  figures  with  respect  to  contractors 
in  the  building  line  prove  this — namely,  that  work 
dropped  from  $200,000,000  worth  of  business  in  1912 
to  $34,000,000  in  1917.  These  figures  could  easily  be 
doubled  if  all  the  construction  carried  out  by  builders 
of  railways,  roads,  canals,  sewers,  etc.,  were  included 
along  with  that  of  contractors  of  buildings. 

Realizing  the  existence  of  this  great  semi-latent 
force  and  believing  that  there  should  be  some  sphere 
of  activity  in  which  this  force  could  be  utilized,  the 
problem  was  to  discover  what  need  in  the  present 
world  situation  this  force  could  be  employed  in  allevi- 
ating. By  a  process  of  elimination  the  various  activi- 
ties were  laid  aside  until  there  remained  only  two — 
the  last  need  to  be  eliminated  was  the  getting  out  of 
timber  from  the  large  limits  in  British  Columbia  for 
the  construction  of  wooden  vessels.  On  investigation 
this  proved  to  be  very  great,  but  it  was  made  clear 
that  the  wooden  vessel  was  not  the  solution  of  the 
shipping  problem,  and  that  the  energies  of  shipbuilders 
would  have  to  be  largely  devoted  to  the  construction 
of  steel  vessels.  This  left  only  the  great  need  of  food 
production  to  be  considered.  On  first  thought  it  looked 
as  if  the  problem  was  almost  impossible  of  solution,  as 
the  work  of  men  engaged  in  construction  seemed  to 
be  far  removed  from  that  of  tilling  the  soil.  Finally, 
however,  the  possibilities  of  working  out  a  complete 
program  whereby  this  great  force  could  be  utilized  to 
fill  the  world  need  were  realized. 

About  five  weeks  ago  these  possibilities  crystalized 
into  a  definite  plan  and  since  that  time  Mr.  J.  P.  Anglin, 
president  of  the  Montreal  Builders'  Exchange,  has  de- 
voted his  entire  time  to  working  out  details  and  com- 
pleting the  plan  for  the  whole  project.  This  involved 
conferences  with  the  Minister  of  Agriculture  for  the 
Province  of  Quebec  and  some  of  the  officials  of  the  De- 
partments of  Agriculture  in  Ottawa  and  Toronto.  The 
plan  has  also  been  placed  before  the  Prime  Minister 
and  Chairman  of  the  Privy  Council,  as  well  as  the 
Minister  of  Agriculture  at  Ottawa.  About  four  weeks 
ago  the  plan  was  submitted  to  Mr.  H.  B.  Thompson, 
Chairman  of  the  Canada  Food  Board,  who  realizing  its 
possibilities,  appointed  a  committee  of  the  best  agri- 
culturists available  to  study  the  entire  plan  and  to 
report  upon  its  feasibility,  outline  a  program  of  opera- 
tions and  to  make  recommendations  Avhich  could  be 
placed  before  the  Federal  Government.  The  committee 
reported  favorably  and  made  strong  recommendations 
which  are  now  being  considered. 

While  the  project  should  undoubtedly  be  a  Federal 
measure,  and  carried  out  on  a  very  large  scale,  there 
is  every  likelihood  of  its  being  proceeded  with,  with 


private  funds,  but  necessarily  on  a  smaller  scale,  should 
the  Government  decide  that  it  cannot  finance  the  oper- 
ations. 

Any  general  contractor,  or  construction  engineer, 
who  has  carried  out  building  work  and  construction 
operations  can  readily  see  that,  after  all,  it  is  not  a 
very  far  step  for  the  contractor  to  take  when  he 
changes  from  building  to  tilling  the  soil.  The  con- 
tractor's business  requires  him  to  carry  out  a  given 
piece  of  work  in  the  open  in  schedule  time  in  accord- 
ance with  plans  and  specifications  under  the  supervi- 
sion of  an  architect  or  engineer.  Now  this  project  calls 
for  exactly  the  same  organization  and  requirements,  ex- 
cept that  the  work  will  be  done  under  expert  agri- 
cultural supervision  using  men  and  machinery. 

The  idle  lands  adjacent  to  big  cities  might  be 
worked  and  cropped  this  season  and  even  idle  farms 
might  be  worked  if  it  were  possible  to  group  them  in 
sufficiently  large  areas,  but  the  main  program  calls 
for  very  extensive  work  on  the  prairies,  where  the 
greatest  return,  both  in  food  and  money,  can  be  real- 
ized. 

It  is  suggested  that  the  contractors  in  the  various 
centers  who  would  like  to  take  part  in  these  operations 
if  proceeded  with,  should  join  and  register  at  the  near- 
est builders'  exchange  and  that  their  names  should  be 
sent  to  the  Builders'  Exchange,  Montreal,  where  the 
idea  originated.  This  should  be  done  at  once  in  order 
to  show  the  authorities  the  existence  of  the  great 
forces  above  referred  to  and  their  willingness  to  co- 
operate, if  satisfactory  arrangements  can  be  made. 

The  arrangement  of  the  land  for  operation  in  the 
West  is  based  on  the  section  of  640  acres.  The  small- 
est "unit"  under  this  plan  would  be  made  up  of  five  or 
six  sections,  while  a  "group"  would  be  composed  of 
four  units  so  that  a  superintendent  or  contractor  would 
have  charge  of  at  least  one  group  of  approximately  12,- 
000  acres.  A  large  contracting  organization  with  a 
number  of  skilled  superintendents  could  work  any 
number  of  groups  from  three  to  nine,  depending  upon 
ability  to  organize  and  secure  labor,  etc.  Several 
groups  under  one  contractor  would  be  called  a  "dis- 
trict" and  the  contractor  would  preside  over  this  dis- 
trict. In  this  district  he  would  have,  besides  an  oper- 
ating head,  a  timekeeper,  bookkeeper,  clerk  and  cost 
clerk,  as  well  as  an  agricultural  expert.  Each  district 
would  in  turn  report  to  headquarters  as  the  work  would 
be  divided  into  three  main  sections — operative,  tech- 
nical and  financial — all  three  being  under  a  managing 
director  who  would  report  to  a  central  board. 

It  is  proposed  to  break  up  this  season  540,000  acres 
in  the  West  and  prepare  them  for  crop  in  1919.  The 
program  further  calls  for  the  breaking  up  of  an  addi- 
tional 540,000  acres  in  1919,  taking  crop  from  1,080,000 
acres  in  1920. 

Such  a  project  should  be  a  real  factor  in  the  food 
situation  and  is  worthy  of  the  consideration  of  the 
contractors  of  Canada,  as  well  as  the  Federal  Govern- 
ment. These  are  days  when  men  of  all  classes  are 
entering  upon  work  practically  foreign  to  their  usua' 
occupations  and  contractors  would  be  serving  the  allies 
effectively  in  furthering  a  project  so  \  ital  to  the  win- 
ning of  the  war. 
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Develop  Our  Own  Power  Resources  and  be 
Independent  of  Imported  Coal 

Extracts  from  Address  by  Hon.  F.  B.  Garvell,  before  Ottawa  Branch  G.S.G.E. 


1  thank  you  for  the  warmth  of  your  reception,  but  I 
hardly  understand  why  your  president  should  say  I  am  famil- 
iar with  engineering  matters.  You  know  I  am  a  farmer.  Or, 
iperhaps,  some  of  you  did  not  know  that.  Sometimes  I  prac- 
tice law  for  the  purpose  of  making  a  living.  I  have  never  been 
an  engineer.  But,  in  order  to  show  you  how  I  appreciate  the 
services  of  the  engineer,  and  to  illustrate  the  need  of  work- 
ing under  skilled  engineering  advice,  let  me  tell  you  a  little 
story  about  my  own  experience.  About  fifteen  years  ago 
four  or  five  other  gentlemen  and  myself  conceived  the  idea 
of  developing  a  water-power.  We  did  not  have  any  water- 
fall, and  we  were  compelled  to  build  a  dam  across  a  stream. 
We  blocked  out  a  rough  sketch  of  how  we-  thought  it  ought 
to  be  built.  The  dam  was  40  feet  high  and  400  feet  across 
the  stream  and  125  feet  up  and  down  the  river.  It  was  too 
big  for  cement,  so  we  made  an  ordinary  wooden  dam.  We 
hired  a  practical  lumberman  to  build  it  for  us  the  way  we 
had  worked  it  out,  and  when  it  was  finished  we  thought  we 
had  accomiplished  wonders.  But,  would  you  believe  me,  when 
the  first  spring  freshet  came,  half  the  infernal  dam  went  out, 
and  the  loss  was  a  mighty  serious  one.  That  was  my  first 
experience  in  any  engineering  matter,  and  I  paid  sweetly  for 
my  experience,  I  assure  you.  I  think  that  has  been  about  the 
experience  of  every  man  who  has  attempted  to  carry  on  a 
work  of  that  kind  without  the  advice  and  service  of  trained 
engineers.  You  have  said  truly,  Mr.  Chairman,  that  this  war 
has  demonstrated  the  necessity  of  highly-trained  technical 
engineers — perhaps  it  has  demonstrated  it  more  clearly  than 
anything  else  that  has  taken  place  in  our  day.  This  war  is 
primarily  a  war  of  engineers,  and,  secondarily,  it  is  a  war  of 
science;  but  without  the  engineer  the  science  would  be  of 
little  use.  And  what  is  true  of  the  great  conflict  raging  in 
Europe  will  be  doubly  true  of  the  great  conflict  tliat  must  be 
waged  in  all  portions  of  the  civilized  world  when  the  war  is 
over.  The  war  has  to  go  on.  Sometimes  we  are  apt  to  think 
that  there  is  nothing  left  to  fight  for,  nothing  left  to  work 
for.  We  are  apt  to  think  that  financial  bankruptcy  is  upon 
us;  that  the  debts  imposed  by  the  war  are  so  great  that  the 
world  cannot  stagger  under  them.  If  you  sat  at  the  council 
board,  as  I  do,  and  tried  to  figure  out  what  was  to  happen 
and  how  we  were  to  get  the  money  to  keep  things  going,  you 
would  almost  come  to  the  conclusion  that  there  is  nothing  to 
live  for.  But  there  is.  I  imagine  that  Europe  was  in  pretty 
nearly  as  bad  a  condition  after  the  Napoleonic  wars  ending 
in  181.5  as  the  whole  world  is  in  today.  Yet  the  world  went 
on;  the  people  lived,  worked  and  prospered — greater  pros- 
perity was  achieved  within  a  few  years  after  those  wars  than 
had  been  in  two  thousand  years  before.  So  I  believe  that, 
after  this  great  struggle  is  over,  while  the  world  will  be 
loaded  down  with  debt,  yet  there  is  that  in  the  human  race 
which  overcomes  difficulties,  which  takes  responsibilities,  and 
works  out  results.  The  same  thing  will  happen  after  this  war 
as  has  happened  before. 

,  There  is  another  field  in  which,  I  believe,  the  wisdom  and 
ability  of  the  engineer  must  be  used  in  future  to  a  thousand- 
fold greater  extent  than  in  the  past,  and  that  is  in  the  develop- 
ment of  oi^r  highways.  I  know  that  in  many  portions  of  On- 
tario this  problem  has  been  taken  up  in  a  much  more  scien- 
tific manner  than  in  other  parts  of  the  Dominion,  and  I 
would  couple  with  that  the  Province  of  Quebec,  because  they 
have  accomplished  wonders  there  in  the  development  of  their 
highways.    P)Ut,  taking  the  Dominion  of  Canada  as  a  whole, 


I  do  not  think  it  involves  any  unjust  reflection  to  say  that 
we  are  somewhat  behind  many  other  portions  of  the  world 
in  the  development  of  our  highways. 

It  is  really  pitiable  to  see  the  waste  of  good  money  all 
over  this  country  in  the  attempt  to  make  good  roads,  and 
that  waste  is  due  simply  to  the  fact  that  they  do  not  engage 
the  services  of  competent  men,  men  who  know  how  to  make 
good  roads.  I  speak  of  my  own  province  especially,  and  I 
cast  no  reflections  whatever  upon  the  gentlemen  who  ad- 
minister public  affairs  to-day  or  who  have  administered  them 
in  the  past,  nor  upon  the  men  who  have  handled  the  money; 
but  I  think  I  am  safe  in  saying  that,  purely  from  the  lack  of 
proper  engineering  knowledge,  from  one-third  to  one-half 
the  money  used  in  making  roads  down  there  has  been  abso-  ; 
lutely  wasted;  and  I  believe,  also,  that  that  is  true  to  a  great 
extent  of  every  portion  of  Canada.  There  is  no  public  work  ' 
or  service  that  I  know  of  which  requires  the  trained  engineer 
to  a  greater'  extent  than  our  roads.  If  I  had  the  opportunity 
to  talk  to  the  people  all  over  this  countr}^,  one  thing  which  I 
would  wish  to  impress  upon  them  more  than  almost  any 
other  is  that  the  services  of  the  trained  engineer  should  be  , 
made  use  of  in  our  highway  construction.  I  drive  through 
the  country  and  see  men  spending  money  in  large  sums  on 
roads  without  even  providing  the  most  elementary  need  of  a 
road — drainage.  It  makes  one  almost  sad  to  think  of  it,  but  \ 
if  they  would  spend  only  a  few  dollars  in  securing  the  advice 
of  men  who  know  how  to  build  roads,  they  would  save  large 
sums  in  the  long  run,  and  would  have  roads  that  would  be 
good  for  years  in  the  future. 

I  have  very  hurriedly  and  hastily  discussed  some  of  the 
things  which  I  look  upon  as  being  among  the  problems  that  ; 
face  Canada  to-day  and  that  will  face  Canada  when  the  war 
is  over.  I  do  not  think  that  a  man  should  be  considered  as 
aspiring  to  be  called  a  prophet  because  he  says  that  the  engi- 
neer must  play  a  much  greater  part  in  the  economic  life  of 
Canada  in  the  next  twenty-five  years.  Already  the  engineer 
in  Canada  has  accomplished  wonders.  When  we  look  about  | 
us  and  see  the  wonderful  works  which  have  been  created  by  i 
our  engineers  in  twenty-five  years  we  can  hardly  realize  the 
skill,  the  high  intelligence,  and  hard  thinking  required  to 
carry  them  out.  And  when  we  consider  also  the  great  works 
that  remain  to  be  accomplished  within  the  next  twenty-five 
years  we  realize  that  these  works  can  be  carried  on  economi- 
cally and  efficiently  only  by  engaging  in  them  the  services  of 
the  trained  engineer,  and  we  have  some  slight  conception  of 
the  great  field  of  labor  which  opens-  before  the  engineers  of 
to-day.  Wonderful  results  will  follow  for  the  country  if  we 
utilize  the  engineer's  powers,  but  there  will  be  a  sad  retro- 
grade movement  if  those  powers  are  not  utilized. 

I  deem  it  a  great  honor  to  have  had  the  privilege  of 
addressing  you.  I  had  no  hope  of  telling  you  anything  that 
you  do  not  know  yourselves,  nor  have  I  attempted  to  give 
you  advice,  for  I  realize  that  it  would  be  presumption  on 
the  part  of  a  layman  like  myself  to  attempt  to  give  advice  to 
members  of  a  learned  profession  such  as  yours.  But  I  am 
pleased,  indeed,  to  have  had  the  opportunity  of  meeting  you, 
and  I  am  glad  to  assure  you  that,  as  minister  of  one  of  the 
great  spending  departments  of  government,  I  appreciate  the 
services  of  your  profession,  and  I  realize  how  utterly  hope-  . 
less  would  be  any  attempts  of  mine  to  carry  on  the  duties  of 
my  office  were  I  not  surrounded  by  men  of  technical  training  ' 
and  skill.    This  may  be  a  question  of  policy,  and  I  do  not 
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want  to  talk  shop,  but,  so  far  as  I  am  concerned,  I  propose 
doing  nothing  in  my  department  except  on  the  advice  of  the 
responsible  engineers  employed  to  give  me  that  advice.  You 
see,  I  have  profited  by  my  little  experience  of  fifteen  years 
ago — and  I  know  of  no  way  to  teach  a  man  so  effective  as  to 
make  him  lose  twenty-five  or  thirty  thousand  dollars.  I  have 
learned  that  the  man  who  attempts  to  construct  anything 
without  taking  the  advice  of  technical  men  is  on  a  par  with 
the  lawyer  who  conducts  his  own  case — and  I  suppose  you 
know  the  rest  of  it — he  has  a  fool  for  his  client.  And,  being 
both  a  lawyer  and  Minister  of  Public  Works,  and  knowing- 
something  of  the  consequences  of  not  taking  the  best  course 
in  these  matters,  I  have  decided  that,  so  far  as  I  am  con- 
cerned, I  will  rely  on  the  advice  of  my  technical  officers  on  all 
technical  questions.  I  quite  realize  that  that  has  been  the 
custom  in  the  past  to  a  great  extent,  and  I  realize  that  all  the 
departments  of  government  have  their  engineering  officers, 
and,  I  believe,  are  carrying  out  their  wishes.  Perhaps  I  may 
say  that,  personally,  I  exceedingly  regret  the  fact  that,  owing 
to  the  great  difficulty  of  obtaining  money,  I  am  not  able  to 
use  the  services  of  engineers  to  the  extent  that  I  would  like 
to  do.  I  would  like  to  be  a  builder,  to  direct  operations  in  a 
big  way;  and  I  hope  the  day  will. come  when  my  ambition 
may  be  gratified.  But,  under  present  conditions,  we  are  not 
doing  much,  and  do  not  intend  to  do  very  much  until  after 
this  conflict  is  over  and  money  is  more  plentiful  in  Canada 
than  it  is  to-day.  Not  that  there  is  not  plenty  of  money.  It 
is  a  peculiar  fact  that  the  country  never  was  so  rich  and  the 
government  so  poor  as  to-day.  But  there  may  be  a  rearrange- 
ment on  this  money  question,  and,  when  it  comes,  it  will  be  a 
great  pleasure  to  me  to  go  on  and  spend  the  money  in  a 
businesslike  way. 

But  the  world  must  be  very  largely  rebuilt,  and  develop- 
ment must  be  along  scientific  lines,  which  have  not  been  fol- 
lowed heretofore.  That  brings  we  down  to  what  I  really 
want  to  impress  upon  the  gentlemen  present — not  that  I  ex- 
pect to  give  you  a  speech  on  this  subject,  for  I  realize  that  I 
do  not  know  nearly  as  much  about  it  as  you  do — and  to  im- 
press upon  every  man  and  woman  in  this  country,  and  that 
is  the  need  of  building  up  of  this  and  every  other  civilized 
country  when  this  great  struggle  is  over.  There  are  so  many 
things  around  us  waiting  to  be  done,  and  they  can  only  be 
done  on  proper  lines,  and  that  means  on  proper  engineering 
lines.  As  far  back  as  I  can  remember,  the  idea  seems  to  have 
been  that  .when  a  young  man  went  into  the  engineering  pro- 
fession about  the  only  work  for  him  to  do  was  on  the  railway 
survey.  You  see,  that  is  all  that  we  realized  the  engineer  was 
for.  And  when  he  got  through  with  one  job  he  looked  for 
another.  I  presume  that  is  the  experience  of  many  men — and 
I  see  here  to-day  gentlemen  of  my  acquaintance  whose  heads 
are  getting  as  bald  as  my  own,  who  have  had  great  ex,peri- 
ence  in  the  railway  service,  and  I  think  they  realize  that, 
especially  in  the  rural  parts  of  our  section  of  the  country,  that 
has  been  the  idea  of  the  field  of  usefulness  for  the  engineer. 
But  when  the  war  is  over  we  shall  find  that  too  narrow  an 
application  of  engineering  skill.  Of  course,  we  must  have 
railways.  I  do  not  want  to  discuss  the  railway  situation  of 
Canada  to-day,  but  I  may  go  so  far  as  to  say  that  we  are 
pretty  well  supplied  with  railways — at  least,  the  Government 
of  Canada  is.  Without  discussing  the  construction  of  more 
railway,  I  realize  that  the  government  railways  must  be  re- 
constructed. They  must  be  safe  for  the  trains  that  run  over 
them.  And  this  work  of  rebuilding  is  going  to  call  for  engi- 
neering ability  and  service.  But  when  we  have  considered 
the  railway  needs  we  have  only  commenced  to  discuss  the 
real  engineering  problems  which  Canada  has  to  face.  I 
should  say  that  the  first  problem  we  have  to  face  is  the 
development  of  our  water-powers.  I  may  be  considered  a 
crank  on  this  subject,  but  it  seems  to  me  that  the  experience 
of  this  country  in  the  past  three  or  four  months  because  of 
the  lack  of  coal  must  set  every  man  thinking,  even  though  he 


be  the  most  ordinary  layman  in  these  matters,  on  the  neces- 
sity of  developing  our  water-powers  so  as  to  make  ourselves 
independent  of  coal  as  far  as  possible,  at  least  for  power.  I 
do  not  say  the  same  applies  to  heat.  We  were  having  a  very 
interesting  discussion  at  this  table  during  luncheon  on  this 
point.  I  do  not  believe  that  we  have  yet  reached  the  stage  of 
development  where  we  can  economically  heat  our  buildings 
with  electricity.  But  if  all  the  power  we  use  were  developed 
electrically  we  could  save  an  enormous  amount  of  coal,  suffi- 
cient to  heat  all  our  buildings.  But  there  are  applications  of 
heat  in  which  electricity  can  be  used,  especially  in  cooking. 
I  was  surprised  to  have  your  president  tell  me  that  under  the 
ruling  prices  of  to-day  the  cost  of  cooking  for  an  ordinary 
family  is  $3  a  month.  That  is  away  below  the  cost  of  cook- 
ing with  coal.  This  illustrates  how  water-power  can  be  used, 
not  only  for  power  but  for  heat,  and  in  a  hundred  and  one 
things  necessary  in  the  world  to-day.  When  I  look  around 
the  city  of  Ottawa,  which  really  exists  on  account  of  the  de- 
velopment of  your  water-power,  and  realize  that  probably 
not  one-quarter  of  the  available  water-power  within  twenty 
miles  of  the  city  is  yet  developed,  I  sometimes  wonder  what 
could  be  accomplished  if  we  had  sufficient  money  and  energy 
to  have  all  these  water-powers  developed.  I  never  drive  up 
the  Gatineau  without  thinking  of  the  great  water-powers 
there  that  are  going  to  waste.  And  up  the  Ottawa  there  is 
the  same  condition.  And  when  you  come  to  the  St.  Law- 
rence River  you  have  power  going  to  waste  by  the  million 
horse-power.  I  am  not  advocating  any  policy — I  do  not  think 
it  would  be  wise  to  do  so,  occupying  the  position  I  do — but 
if  I  might  be  perrqitted  an  expression  of  personal  preference, 
to  me  there  is  a  great  deal  more  beauty  in  water-^power  de- 
veloped and  working  than  in  water-power  going  over  a  rapid. 
I  quite  admit  that  I  have  not  been  trained  along  the  aesthetic 
lines  on  which  some  of  my  neighbors  have  been  led,  and  so 
may  not  sufficiently  appreciate  the  beauties  of  nature.  But  I 
do  appreciate  the  beauty  of  water  going  through  a  water- 
wheel.  And  I  quite  understand,  also,  that  this  desire  cannot 
be  brought  about  except  by  co-ordination  of  the  training  oi 
the  engineer  and  the  capital  of  the  man  who  is  willing  to  risk 
money  to  make  more  money.  I  am  not  talking  questions  of 
policy,  but  I  hope  that  I  shall  live  to  see  the  time  when  there 
will  not  be  one  rapid  on  the  St.  Lawrence,  but  all  will  be  con- 
verted into  water-power  and  making  money.  And  what  I  say 
of  the  rapids  of  the  St.  Lawrence  I  say  with  regards  to  every 
waterfall  on  every  river  in  the  Dominion. 


Manufacturers'  Catalogues 

Numerous  trade  catalogues  issued  by  the  larger  Ameri- 
can and  Canadian  industrial  firms  are  so  elaborate  in  pictorial 
and  descriptive  detail  as  to  partake  almost  of  a  text-book 
character.  In  many  technical  schools  these  have  been  found 
to  be  almost  a  necessary  adjunct  to  the  class  text-book,  in 
fact.  The  Information  Department,  Vocational  Office  for 
Ontario,  Invalided  Soldiers'  Commission,  185  Spadina  Avenue, 
Toronto,  desires  to  obtain  at  once  literature  of  this  character 
for  placement  where  it  will  do  most  good,  and  this  journal  is 
glad  to  pass  the  pointer  along. 


The  city  of  London,  Ont.,  has  determined  to  protest  to 
the  provincial  legislature  against  the  operation  of  the  High- 
ways Act.  which  empowers  the  County  of  Middlesex  to  com- 
pel the  city  to  contribute  money  towards  those  roads  in  the 
vicinity  of  the  city  classed  as  "suburban."  The  London 
council  has  decided  as  a  war  measure  to  initiate  no  new  con- 
struction within  the  city  this  year,  in  view  of  high  taxes,  and 
objects  to  spending  money  in  the  rural  municipality. 


Mr.  James  McDonald,  who  for  sixteen  years  had  carried 
on  a  building  and  contracting  business  in  Toronto,  died  re- 
cently at  his  home  in  that  city,  in  his  seventy-seventh  year. 
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March  20,  1918 


Mainly  Constructional 

East  and  West — From  Coast  to  Coast 


The  Cadwell  Brick  Company,  Ltd.,  has  been  incorporated, 
with  a  capital  of  $200,000;  headquarters  at  Windsor,  Ont. 

The  bricklayers  of  Guelph,  Ont.,  have  demanded  an  in- 
crease in  wages  from  55  cents  an  hour  to  62^  cents,  to  be- 
come effective  May  1. 

A  plant  for  the  manufacture  of  fuel  from  garbage  is  to  be 
established  in  the  city  of  Guelph,  Ont.,  by  the  Guelph  Oakoal 
Company,  at  a  cost  of  some  $60,000. 

The  Loomis-Dakin  Construction  Company,  Ltd.,  has  been 
incorporated  as  a  joint  stock  company,  with  a  capital  of 
$50,000;  headquarters  at  Sherbrooke.  P.Q. 

Work  is  being  commenced  on  the  new  shed  to  be  built 
on  the  government  wharf  at  'Vancouver,  B.C.,  at  a  cost  of 
about  $130,000.  Hodgson  &  King,  a  local  contracting  firm, 
have  the  contract  for  the  structure,  and  will  employ  about  200 
men  on  the  work. 

The  recent  floodings  of  the  River  Thames  have  resulted 
in  serious  damage  to  the  city  of  London  waterworks  dam  at 
Springbank,  where  a  hole  has  been  cut  under  the  dam  in  the 
centre  of  the  stream.  The  result  is  that  the  water  is  pouring 
through  the  opening,  and  the  generation  of  power  there  to 
correct  the  hydro  peak  load  in  the  city  has  been  discontinued. 

Additions  are  to  be  made  this  spring  to  the  sanitorium  at 
Fort  Qu'Appelle,  Sask.,  costing  approximately  $250,000.  The 
present  building  was  opened  last  October,  and  has  cost 
$300,000  to  date,  but  its  accommodation  is  already  taxed  to 
capacity.  The  additions  are  to  consist  of  a  new  infirmary 
and  three  new  pavilions.  Tenders  for  the  new  buildings  will 
be  called  for  shortly,  and  work  will  be  commenced  upon  the 
opening  up  of  spring. 

At  a  recent  session  of  the  Council  of  the, Township  of 
Cleveland,  P.Q.,  a  resolution  was  passed  expressing  a  desire 
to  improve  the  roads  of  the  township  under  the  "Good  Roads 
Act,  1912."  and  requesting  the  provincial  government  to  fur- 
nish the  funds  necessary  for  that  purpose,  and  also  to  take 
steps  for  the  preparation  of  plans  and  specifications  in  con- 
nection with  the  Danville-Richmond-Sherbrooke  highway 
where  it  passes  through  the  limits  of  the  municipality  and  is 
not  included  in  any  by-law  already  passed. 

The  work  of  completing  the  Bloor  Street  viaduct  so  that 
■  it  may  be  crossed  by  vehicle  traffic,  is  to  be  carried  out  as 
soon  as  possible,  and  negotiations  are  under  way  to  procure 
rails  for  the  car  tracks  and  creosoted  paving  blocks.  In  addi- 
tion, Danforth  Avenue  is  to  be  paved  and  railed  from  the  east 
end  of  the  main  viaduct  to  the  head  of  Broadview.  It  is  also 
proposed  to  pave  and  rail  the  new  street  in  Rosedale  between 
the  two  viaducts  and  the  new  street  along  tlie  ravine  from 
the  head  of  Parliament  Street  to  Bloor  Street. 

A  deputation  of  residents  of  the  l\unnymede  Road  dis- 
trict, north  of  St.  Clair  Avenue,  Toronto,  appeared  before  the 
York  Township  Council  recently  to  ask  tliat  tlie  township 
^  take  over  the  management  of  the  water  and  sewage  systems 
in  the  district  and,  if  possible,  improve  on  the  present  ar- 
rangements. Reeve  Griffith  explained  that  the  township  engi- 
neer liad  estimated  the  cost  of  an  improved  water  system, 
such  as  would  be  needed,  at  .$8,200,  and  that  the  taxes  paid 
in  the  district  would  not  justify  the  expenditure.  The  council 
will  get  in  touch  with  the  citj'  works  department  regarding 
tiic  matter  of  sewage  disposal,  but  cannot  consider  taking 
over  the  private  water  supply  sy.steni  which  now  exists  in  the 
district. 


Personals 

Mr.  H.  S.  Van  Scoyoc,  chief  engineer  of  the  Toronto- 
Hamilton  Highway  Commission,  has  been  appointed  manager 
of  the  publicity  department  of  the  Canada  Cement  Company, 
with  headquarters  in  Montreal.  Mr.  Van  Scoyoc  has  had 
charge  of  the  work  of  the  construction  of  an  interurban  con- 
crete highway  between  Toronto  and  Hamilton — the  first  road 
of  its  kind  in  the  province — where  he  has  constructed  for  him- 
self a  monument  of  a  most  lasting  character.  During  this  i 
three-and-a-half-year  period  he  has  also  been  author  of  a 
number  of  splendid  papers  on  concrete  highway  construc- 


Mr.  H.  S.  Van  Scoyoc. 


tion  and  prominent  in  addressing  highway  organizations  and 
other  public  gatherings  wherever  he  has  felt  that  good  seed 
would  bear  fruit.  As  publicity  agent  for  the  Canada  Cement 
Company  his  interests  will  still  be  in  the  same  direction,  and  j 
we  trust  his  efforts  will  meet  with  as  great  success.  Mr.  Van 
Scoyoc  has  consented  to  give  the  Toronto-Hamilton  High- 
way CoiTimission  the  benefit  of  his  wide  experience  in  a  con- 
sulting capacity  until  such  time  as  the  bridge  work  and  cer- 
tain other  details  in  connection  with  the  highway  are  com- 
pleted. 

Mr.  James  O'Hara  has  resigned  his  position  as  municipal 
engineer  of  Surrey,  B.C. 

Mr.  W.  B.  Champ  has  been  appointed  managing  director 
of  the  Hamilton  Bridge  Works  Company,  Hamilton,  Ont., 
succeeding  the  late  R.  M.  Roy. 

C.  C.  Lapierre  has  rejoined  the  engineering  staff  of  the 
pul)licity  and  promotion  department  of  the  Canada  Cement 
Company,  Ltd.,  from  which  he  resigned  about  a  year  ago  to 
open  an  office  in  Quebec  as  a  cement  engineer. 

Captain  W.  M.  Everall,  A.M.  Can.  Soc.  C.E.,  who  lias  had 
two  years'  service  in  France,  and  was  formerly  Dominion 
Government  engineer,  Port  Arthur,  Ont.,  has  been  ajjpointcd 
assistant  engineer,  British  Columbia  Public  Works  Depart- 
ment. 

William  Ramsey,  formerly  city  engineer  at  Fernie,  B.C., 
and  more  recently  assistant  road  superintendent  for  the  Cana- 
dian Pacific  Railway  in  that  district,  has  been  appointed  dis- 
trict engineer  for  West  Kootenay,  under  the  provincial  gov- 
ernment. 


The  Vokes  Hardware  Company,  Limited,  Toronto,  iiavi 
purchased  the  entire  stock  of  mantels,  grates,  and  tiles  of  tht 
T.  Eaton  Company,  who  arc  discontinuing  these  lines. 


Contracts  Department 


News   of  Special  Interest  to  Contractors,  En^eers,  Manufacturers  and 

Dealers  in  Building  Supplies 


Waterworks,  Sewerage  and 
Roadways 

Oak  Lake,  Man. 

Tenders  received  by  the  secretary  until 
10  a.m.,  April  9,  for  the  construction  of 
roads  and  concrete  culverts  for  the  town- 
ship council.  Plans  and  specifications 
with  the  secretary-treasurer  and  high- 
way commisioner,  Parliament  Buildings, 
Winnipeg.  Clerk.  R.  H.  Hockin,  Oak 
Lake. 

Pembroke,  Ont. 

The  Works  Committee,'  Town  Council, 
are  having  plans  prepared  for  resurfac- 
ing pavement  on  Pembroke  St.  Engi- 
neer, W.  J.  Moore. 

Portage  la  Prairie,  Man. 

The  rural  municipal  council  will  con- 
struct six  miles  of  roadway,  six  small 
bridges,  and  two  cement  bridges,  and  are 
in  the  market  for  cement,  gravel,  grad- 
ing tools,  and  well-boring  outfit.  Clerk, 
D.  McGowan,  Portage  la  Prairie. 

Regina.  Sask. 

Tenders  are  being  received  by  the  act- 
ing engineer,'  D.  ,A.  R.  McCannel,  ad- 
ihessed  to  city  commisioners,  until  13 
o'clock,  March  27,  for  the  construction  of 
12,500  square  yards  of  pavement,  2.000 
lineal  feet  of  curb  and  gutter,  and  2,300 
lineal  feet  of  straight  curb  for  the  city 
council. 

St.  Benoit,  Que. 

Plans  and  specifications  are  with  the 
secretary,  who  is  receiving  tenders  until 
March  30  for  approximately  two  miles  of 
gravelling,  costing  $34,000,  for  the  city 
council.  Engineer,  G.  Henry,  Parliament 
ihiildings,  Quebec. 

Toronto,  Ont. 

Tenders  are  being  received  until  April 
lii  for  construction  of  delivery  of  air 
liambers  and  cast  iron  special  castings; 
'Iso  feed  water  heater  for  main  and  high 
level  pumping  stations,  for  the  Board  of 
I.  ontrol.  Specifications,  etc.,  at  water- 
works department.  Secretary,  Thomas 
McQueen,  City  Hall. 

York  Township,  Ont. 

Tenders  are  being  received  by  the  en- 
ineer.  Frank  Barber,  40  Jarvis  St.,  To- 
mto,  until  noon,  March  30,  for  water- 
works supplies,  including  cast  iron  pipes, 
ast  iron  specials,  hydrants,  and  gate 
alves  for  the  township  council. 

CONTRACTS  AWARDED 
Elma  Township,  Ont. 

James  Nicholson,  Kennicott,  via  Mitch- 
ell P.O.,  has  the  general  contract  for 
Jrainage  work,  including  three  culverts, 
-  'Sting  $7,000,  for  the  township  council. 


Railroads,  Bridges  and  Wharves 

Middlesex  County,  Ont. 

County  Council  contemplate  repairs, 
•osting  $5,000,  to  bridge.  Engineer,  Chas. 
1  albot.  County  Buildings.  London. 

Moose  Jaw,  Sask. 

Ihe  Canadian   Pacific   Railway,  head 


office  Montreal,  plan  erection  of  a  me- 
chanical coaling  plant,  new  section 
houses,  and  general  improvements  to 
yards,  etc. 

St.  Thomas.  Ont. 

James  A.  Bell  &  Son,  civil  engineers, 
Court  House,  are  receiving  tenders  until 
noon,  March  30,  for  25-ft.  reinforced  con- 
crete arch  bridge  on  Talbot  St.,  Yar- 
mouth Township,  and  50-ft.  reinforced 
concrete  arch  bridge  in  Southwold  Town- 
ship. 

Vaughan  Township.  Ont. 

Plans  and  specifiications  with  the  en- 
gineer, Frank  Barber,  40  Jarvis  St.,  To- 
ronto, who  will  receive  tenders  until 
noon,  March  25,  for  the  construction  of  a 
reinforced  concrete  truss  bridge  over  the 
Humber  River  for  the  Township  Coun- 
cil. 

Winnipeg,  Man. 

Tenders  are  being  received  by  the  sec- 
retary, J.  B.  Cote,  St.  Boniface,  until  2.30 
p.m.,  March  28,  for  wiring  "Provencher 
Avenue  bridge"  for  the  'Winnipeg  and  St. 
Boniface  Councils.  Plans  and  specifica- 
tions with  the  engineer,  H.  N.  Ruttan, 
806  Confederation  Life  Building,  Winni- 
peg, and  the  Builders'  Exchange. 

CONTRACTS  AWARDED 
Montreal,  Que. 

The  Canadian  Pacific  Railway  have 
awarded  the  general  contract,  masonry, 
carpentry,  roofing,  plastering,  and,  paint- 
ing contract  to  J.  H.  Simmons,  506  Con- 
federation Life  Building,  'Winnipeg,  and 
the  heating  contract  to  A.  D.  Christie, 
521  Henry  Ave.,  Winnipeg,  in  connection 
with  the  erection  of  section  houses,  cost- 
ing $56,000,  in  thirteen  towns  throughout 
Manitoba. 

Oakbank,  Man. 

J.  H.  Simmons,  506  Confederation  Life 
Building,  Winnipeg,  has  the  general  con- 
tract, masonry,  carpentry,  roofing,  plas- 
tering, and  painting  and  A.  D.  Christie, 
521  Henry  Ave.,  'Winnipeg,  the  heating 
contract  for  $12,000  railway  station  for 
the  Canadian  Pacific  Railway,  head  office 
Montreal. 

Ste.  Genevieve  ide  Batiscan,  Que. 

M.  G.  Gauthier,  Portneuf,  has  the  gen- 
eral contract  for  $35,000  steel  bridge  over 
the  River  Batiscan  for  the  Department  of 
Public  Works,  Provincial  Government. 


Public  Buildings,  Churches 
and  Schools 

Fernie,  B.C. 

The  School  Board  contemplate  the 
erection  of  a  high  school.  Secretary,  A. 
G.  Moffatt. 

Gait,  Ont. 

The  A.  B.  Ormsbv  Company,  Toronto, 
have  been  awarded  contract  for  kala- 
meined  doors  for  the  Gait  Hospital. 

Grande  Prairie.  Alta. 

Town  Council  contemplate  the  erection 
of  a  fire  hall.    Clerk,  J.  H.  Fitz. 


Hamilton,  Ont. 

The  Separate  School  Board  contem- 
plate the  erection  of  a  $10,000  one-storey 
frame  school.  Address,  Rev.  J.  Mahoney, 
care  of  St.  Mary's  Cathedral. 

Huntingdon.  B.C. 

The  School  Board  of  Sumas  contem- 
plate the  erection  of  a  school.  Chair- 
man, W.  Porter. 

Lauzon,  Que. 

The  Parish  of  St.  Joseph  de  Levis  con- 
template the  erection  of  a  $100,000  church 
or  large  extensions  to  present  building. 
Curate,  H.  Bernier,  St.  Joseph  de  Levis. 

Lower  East  Pubnico,  N.S. 

Tenders  will  be  received  by  the  archi- 
tect, R.  A.  Frechette,  30  Bonnacord  St., 
Moncton.  from  about  April  20  until  May 
15  for  the  erection  of  a  $15,000  one-storey 
frame  church  for  the  Roman  Catholic 
congregation. 

Montreal,  Que. 

The  Notre  Dame  Hospital  contemplate 
the  erection  of  a  hospital  at  Lafontaine 
Park,  at  a  cost  of  $1,000,000.  President, 
Dr.  E.  P.  Lachapelle. 

Quebec,  Que. 

The  city  council  contemplate  the  erec- 
tion of  a  $35,000  hospital.  Secretary- 
treasurer,  H.  B.  B.  Chouinard,  City  Hall. 

Saints  Anges,  Que. 

Lorenzo  Auger,  39  St.  John  St.,  Que- 
bec, is  preparing  plans  for  a  $25,000  arti- 
ficial stone  sacristy  for  the  congregation. 
Curate,  J.  A.  Provencher. 

Lorenzo  Auger,  39  St.  John  St.,  Que- 
bec, is  preparing  plans  for  a  $12,000  two- 
storey  artificial  stone  presbytery  and  a 
$50,000  church  for  the  congregation.  Cur- 
ate, J.  A.  Provencher. 

St.  Cyprien,  Que. 

Tenders  are  expected  to  be  called  about 
April  15  for  the  erection  of  a  $50,000 
church  for  the  parish.  Architect,  Loren- 
zo Auger,  39  St.  John  St.,  Quebec. 

Ste.  Marie,  Que. 

Ste.  Marie  parish  contemplate  the  erec- 
tion of  a  metal  steeple.  '  Address,  Curate. 

Sault  au  Recollet,  Que. 

Tenders  will  be  called  about  April  1 
for  alterations  to  church  and  presbytery 
for  the  church  congregation.  Architect. 
L.  R.  Mont  Briant,  230  St.  Andre  St., 
Montreal. 

Thorndale,  Ont. 

The  St.  George's  Church  congregation 
contemplate  remodelling  church,  at  a 
cost  of  $4,000.    Address.  Samuel  Duffin. 

CONTRACTS  AWARDED 

Halifax,  N.S. 

The  Nova  Scotia  Construction  Com- 
pany, Upper  Water  St.,  have  the  general 
contract  for  repairs,  costing  $8,000,  to 
orphanage  for  the  Roman  Catholic  Epis- 
copal Corporation,  Dresden  Row. 

Farquhar  Brothers,  Barrington  Street, 
have  the  plumbing,  stove  heating,  and 
electrical  contract,  and  the  general  con- 


Tenders  and  For  Sale  Department 


Canadian  Government  Railways 


TENDERS 


Sealed  tenders,  addressed  to  the  undersigned 
and  marked  on  the  outside,  "Tenders  for  Section 
Houses,"  will  be  received  up  to  and  including 
twelve  o'clock  noon,  Tuesday,  March  26th,  1918, 
for  the  construction  of  fifty-one  (51)  Section 
Houses  at  various  points  on  the  Canadian  Gov- 
ernment Railways  (National  Transcontinental 
Railway)  between  Moncton  and  Winnipeg. 

Plans,  specifications  and  blank  form  of  contract 
may  be  seen  at  the  following  offices :  Chief  En- 
gineer, Dept.  of  Railways  and  Canals,  Ottawa, 
Ont. ;  Chief  Engineer,  Can.  Govt.  Railways,  Monc- 
ton, N.B. ;  Resident  Engineers  at  Edmundston, 
N.B.,  Levis,  P.Q.,  Quebec,  P.Q.,  Cochrane,  Ont., 
Fort  William,  Ont. ;  the  Terminal  Agent,  Mont- 
real, P.Q. ;  the  General  Western  Agent,  Toronto, 
Ont.,  and  the  General  Manager,  Western  Lines, 
Winnipeg,  Man. 

All  the  conditions  of  the  specifications  and  con- 
tract forms  must  be  complied  with. 

Tenders  must  be  put  in  on  the  blank  form  of 
tender,  which  may  be  obtained  from  any  of  the 
offices  at  which  plans  are  on  exhibition.  Each 
tender  must  be  accompanied  by  an  accepted  bank 
cheque  payable  to  the  Honorable  the  Minister  of 
Railways  and  Canals  for  an  amount  equal  to  ten 
per  cent.  (10  p.c'  of  the  tender.' 

Lowest  or  any  tender  not  necessarily  accepted. 

J.  W.  PUGSLEY, 
Secretary  Department  of  Railways  and  Canals, 

Ottawa,  Ont. 

Dated  at  Ottawa,  Ont., 

February  26th,  1918.  11-12 


Sealed  tenders  addressed  to  the  undersigned,  and 
endorsed  "Tender  for  Dominion  Government 
Office  Building,  Ottawa,"  will  be  received  at  this 
office  until  4  p.m.,  on  Tuesday,  April  2,  1918,  for 
the  construction  of  a  Dominion  Government  Office 
Building,  O'Connor  Street,  Ottawa,  Ont." 

Plans  and  forms  of  contract  can  be  seen  and 
specification  and  forms  of  tender  obtained  at  the 
offices  of  the  Chief  Architect,  Department  of  Pub- 
lic Works,  Ottawa,  the  Overseer  of  Dominion 
Bldgs.,  Central  Post  Office,  Montreal,  and  the 
Clerk  of  Works,  Postal  Station  "F,"  Toronto, 
Ont. 

Persons  tendering  are  notified  that  tenders  will 
not  be  considered  unless  made  on  the  printed 
forms  supplied,  and  signed  with  their  actual  sig- 
natures, stating  their  occupations  and  places  of 
residence.  In  the  case  of  firms,  the  actual  sig- 
nature, the  nature  of  the  occupation,  and  the 
place  of  residence  of  each  member  of  the  firm 
must  be  given. 

Each  tender  must  be  accompanied  by  an  ac- 
cepted cheque  on  a  chartered  bank,  payable  to  the 
order  of  tlie  Honourable  the  Minister  of  Public 
Works,  for  the  sum  of  seventy-five  thousand  dol- 
lars (.'i!75,000),  which  will  be  forfeited  if  the  per- 
son tendering  decline  to  enter  into  a  contract 
when  called  upon  to  do  so,  or  fail  to  complete 
the  work  contracted  for.  Tf  the  tender  be  not  ac- 
cepted  the  cheque  will  be  returned. 

The  Department  does  not  bind  itself  to  accept 
Jhe  lowest  or  any  tender. 

Note. — Blue  prints  can  be  obtained  at  the  office 
of  the  Chief  Architect,  Department  of  Public 
Works,  by  depositing  an  accepted  bank  cheque  for 
_thc  sum  of  !fr>(),  made  payable  to  the  order  of 
"the  Honourable  the  Minister  of  Public  Works, 
which  will  be  returned  if  the  intending  bidder 
submit  a  regular  bid. 

By  order, 

R.  C.  DESROCHERS, 

Secretary. 

Ncwspaiiers  will  not  be  paid  for  this  advertise- 
ment if  they  insert  it  witliout  aulhority  from  the 
Department.  12-1.3 


Stone  Crusher  Wanted 


Wanted  to  rent,  for  season  of  1918,  a  complete 
portable  stone  crushing  outfit,  size  of  crusher 
about  10  by  16.  Apply,  giving  terms,  to  Box  693, 
Contract  Record,  Toronto.  8-t.f. 


York  Township  Water  Supply 

Tenders  for 
Water  Works  Materials 

Sealed  tenders,  plainly  marked  as  to  contents, 
will  be  received  by  Frank  Barber,  Engineer  for 
the  Municipal  Corporation  of  the  Township  of 
York,  up  to  12  o'clock  noon  of  Saturday,  March 
30th,  1918,  for  the  supply  of  the  following: 

450 — 12-in.  Cast  Iron  Pipes. 
1000— 6-in.  Cast  Iron  Pipes. 
200 — Cast  Iron  Specials. 
112— Hydrants. 

15— 12-in.  Gate  Valves. 
100 — 6-in.  Gate  Valves. 

All  envelopes  must  be  marked  "Tender  for 
Water  Works  Materials"  (naming  the  items). 

Further  information  may  be  obtained  at  the 
office  of  the  undersigned,  40  Jarvis  St.,  Toronto. 

FRANK  BARBER, 

Engineer. 

Toronto,  March  12,  1918.  11-12 


•      (Public  Advertisement) 

Tenders  Wanted  for 
Electric  Wire  and  Cable 

Parliament  Buildings,  Ottawa 


Sealed  tenders  will  be  received  by  the  under- 
signed until  noon,  April  11,  1918,  for  the  Electric 
Wire  and  Cable  required  in  the  reconstruction  of 
the  above  building. 

All  tenders  to  be  based  on  the  supplying  and 
delivering  on  the  site  of  the  quantities  of  the 
schedule  of  materials  for  Electric  Wire  and  Cable 
in  strict  conformity  with  the  specifications  and 
the  samples  submitted  and  to  the  satisfaction  of 
the  Architect. 

Deliveries  to  commence  by  July  1,  1918,  and 
to  continue  as  directed  in  such  quantities  as  to 
ensure  complete  delivery  by  August  31,  1918. 

The  schedule  of  materials,  specification  and 
other  information  required  can  be  obtained  at  the 
office  of  P.  Lyall  &  Sons  Construction  Company, 
Limited,  Ottawa. 

Each  tender  must  be  accompanied  by  an  accept- 
ed cheque  on  a  chartered  bank,  payable  to  the 
order  of  the  Minister  of  Public  Works,  for  a  sum 
not  less  than  ten  (10  p.c.)  per  cent,  of  the  amount 
of  the  tender,  which  will  be  forfeited  if  the  parties 
tendering  decline  to  enter  into  a  contract  when 
called  upon  to  do  so,  or  fail  to  complete  the  work 
contracted  for.  If  the  tender  is  not  accepted,  the 
cheque  will  be  returned. 

Payments  for  material  will  he  made  monthly. 

The  lowest  or  any  tender  not  necessarily  ac- 
cepted. 

Envelopes  containing  tenders  to  be  marked 
"Tenders  on  Electric  Wire  and  Cable"  and  ad- 
dressed to  the  undersigned. 

JOHN  A.  PEARSON,  Architect. 
J.  O.  MARCHAND,  Associate. 
Centre  Block,  Parliament  Buildings, 

Ottawa.  12-13 


Tenders  for 

Civic  Supplies 

Sealed  tenders  addressed  to  the  City  Clerk, 
City  Hall,  Kitchener,  Ont.,  will  be  received  until 
twelve  o'clock  noon  on  Thursday,  March  28th, 
1918,  for  the  supply  of  Cement,  Broken  Stone, 
Screenings,  Sand,  Gravel,  Vitrified  Clay  Pipe, 
Concrete  Pipe,  Jute  Packing,  Refined  Tar,  Cast 
Iron  Manhole  Covers,  and  Cast  Iron  Gratings  for 
Catch  Basins  required  by  the  City  of  Kitchener, 
Ont.,  during  1918. 

Tenders  to  be  on  forms  supplied  and  plainly 
marked  on  the  outside  "Tenders  for  Cement,"  or 
as  the  case  may  be. 

Specifications  and  forms  of  tender  can  be  ob- 
tained at  the  office  of  the  City  Engineer,  Kitchener, 
Ont. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

B.  G.  MICHEL, 
12-12  City  Engineer.  . 


To  Contractors 


Sealed  tenders,  addressed  to  the  undersigned 
will  be  received  until  noon  on  Saturday,  the  SOxi 
inst.,  for  building  a  25-foot  Reinforced  Concrett 
Arch  Highway  Bridge  on  Talbot  Street  in  thi 
Township  of  Yarmouth,  and  for  a  50-foot  Rein 
forced  Concrete  Arch  Highway  Bridge  in  thi 
North  Talbot  Road  in  the  Township  of  Southwok 
in  the  County  of  Elgin. 

Plans  and  specifications  may  be  seen  and  blanl 
forms  of  tenders  obtained  at  our  office.  A  market 
cheque  for  5  per  cent,  of  the  amount  of  the  bii 
must  accompany  each  tender.  The  lowest  or  an; 
tender  not  necessarily  accepted. 

JAS.  A.  BELL  &  SON,  Civil  Engineers, 
11-12  Court  House,  St.  Thomas,  Ont 


Notice  to  Contractorf 


Sealed  tenders  marked  "Tender  for  Stei 
Bridges"  will  be  received  by  the  Toronto  an 
Hamilton  Highway  Commission,  49  Wellingto 
Street  East,  Toronto,  Ontario,  until  noon  o 
Tuesday,  April  2nd,  1918,  for  the  supply  an 
erection  complete  and  ready  for  traffic  of  bridgi; 
over  Mimico  Creek,  Etobicoke  Creek,  Creih 
River  (bridge  and  culvert),  and  Bronte  Creek. 

Form  of  Contract,  General  Conditions,  Plan 
and  Specifications  may  be  seen  and  obtained  a 
the  office  of  the  Chief  Engineer,  and  also  may  h 
seen  at  the  office  of  the  City  Engineer,  Hamiltoi 
Ontario. 

Each  tender  must  be  accompanied  by  cheqti 
accepted  by  some  chartered  bank,  payable  to  tli 
undersigned,  for  five  per  cent,  of  the  amount  < 
the  tender,  and  this  amount  will  be  forfeited 
the  person  or  persons  tendering  decline  to  enti 
into  a  contract  when  called  upon  to  do  so,  or  fa 
to  carry  out  the  contract  according  to  the  tern 
thereof.  The  signatures  and  addresses  of  tw 
sureties  or  the  name  of  a  Guarantee  C^ompany  at 
proved  by  the  Commission  and  willing  to  pn 
vide  a  bond  for  the  due  fulfilment  of  the  contrai 
must  accompany  each  tender. 

The  lowest  or  any  tender  not  nccessan 
accepted. 

THE  TORONTO  AND  HAMILTON  ' 
HIGHWAY  COMMISSION, 

Geo.  H.  Goodcrfiam,  Chairma 

Papers  publishing  this  advertisement  will'o 
authority  will  not  be  paid.  12- 
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Steam  Shovel  Wanted 


Tenders  for 

PAVEMENT 


Sealed  tenders,  marked  "Tenders  for  Pavement," 
will  be  received,  addressed  to  the  City  Commis- 
sioners, Regina,  Saskatchewan,  up  until  12  o'clock 
noon,  Standard  time,  Wednesday,  March  27th, 
1918,  for  the  construction  of  approximately : 

12,500  square  yards  of  pavement. 
2,000  lineal  feet  of  curb  and  gutter. 
2,300  lineal  feet  of  straight  curb. 

A  copy  of  the  plans  and  specifications  will  be 
furnished  to  intending  bidders  upon  receipt  of  a 
marked  cheque  for  $25.00,  made  payable  to  the 
City  of  Regina.  Said  cheque  will  be  returned  to 
the  bidder  upon  receipt  of  the  plans  and  specifica- 
tions, together  with  a  bona  fide  tender. 

A  marked  cheque  for  5  per  cent,  of  the  amount 
of  the  bid  must  accompany  each  tender. 

The  City  reserves  the  right  to  reject  any  and 
all  tenders. 

D.  A.  R.  M.  McGANNEL, 
1112  Acting  City  Engineer. 


Notice  to  Contractors 


Sealed  tenders,  marked  "Tender  for  Concrete 
Bridges,"  will  be  received  by  the  Toronto  and 
Hamilton  Highway  Commission,  49  Wellington 
Street  East,  Toronto,  Ontario,  until  noon  on 
Tuesday,  April  2nd,  1918,  for  the  supply  and 
erection  complete  and  ready  for  traffic  of  bridges 
and  approaches,  over  Mimico  Creek,  Etobicoke 
Creek,  Credit  River  and  Bronte  Creek. 

Form  of   Contract,    General   Conditions,  Plans 
3nd  Specifications  may  be  seen  and  obtained  at 
the  office  of  the  Chief  Engineer,  and  also  may 
seen  at  the  office  of  tlie  City  Engineer,  Ham- 
Iton,  Ontario. 

Each  tender  must  be  accompanied  by  cheque 
tccepted  by  some  chartered  bank,  payable  to  the 
indersigned,  for  five  per  cent,  of  the  amount  of 
he   tender,    and    this    amount    will    be  forfeited 
I  the  persoti  or  persons  tendering  decline  to  en- 
er  into  a  contract  when  called  upon  to  do  so, 
■r  fail  to  carry  out  the  contract  according  to  the 
erms  thereof.     The  signatures  and  addresses  of 
«o  sureties  or  the  name  of  a  Guarantee  Com- 
any  approved  by  the  Commission  and  willing  to 
Movide  a  bond  for  the  due  fulfilment  of  the  con- 
ict  must  accompany  each  tender. 
The    lowest    or    any    tender    not  necessarily 
-cepted. 

THE  TORONTO  AND  HATSlILTON  " 
HIGHWAY  COMMISSION, 

Geo.  H.  Gooderham,  Chairman. 

Papers  publishing  tliis  advertisement  without 
uthority  will  not  be  paid.  12-12 


FOR  SALE 


By  County  of  Welland 


6 — 4-yard  Dump  Cars. 

2 — Gasoline  Tractors. 

1 — Crusher  Bin. 
Machinery  can  be  seen  at  Welland  by  calling  on 
le  County  Road  Superintendent,  W.  W.  Brook- 
eld. 

Tenders  will  be  received  up  to  twelve  o'clock 
oon  on  Monday,  April  1st,  1918.  Must  be  in  the 
lerk's  hands  by  that  date. 

ROBERT  COOPER, 

County  Clerk. 


POSITIONS  WANTED 


EXPERIENCED  ROAD  BUILDING  and 
unicipal  Engineer  open  for  engagement.  Refer- 
ice  upon  application.  Box  701,  Contract  Record, 
pronto.  11-14 


For  Sale,  two  No.  1  "Smith"  Concrete  Mixers 
with  No.  2J4  boilers,  mounted  on  trucks,  in  good 
condition.    Box  708,  Contract  Record,  Toronto. 

12-12 


Extension  of  Time 

The  time  for  receiving  tenders  for  "SWITCH- 
BOARDS, PANEL  BOARDS  AND  TRANS- 
FORMERS, is  hereby  extended  to  noon,  Thurs- 
day, April  11th,  1918. 

JOHN  A.  PEARSON,  Architect. 
J.  O.  MARCHAND,  Associate. 
Centre  Block,  Parliament  Hill,  Ottawa, 

March  14th,  1918.  12-12 


FOR  SALE 


Wanted  to  buy  a  Second-hand  Steam  Shovel 
on  traction  wheels,  dipper  ^  or  J4  cubic  yard, 
to  be  delivered  April  1st.  Apply,  stating  prices 
and  specifications,  to  Quebec  Quarry  Co.,  Ltd., 
Merger  Building,  Quebec.  1212 


Roof  Trusses,  Etc. 


For  Sale — Four  Roof  Trusses,  each  thirty  feet 
long,  ten  feet  high  at  one  end,  eight  feet  six  inches 
at  the  other  end.  Angle  iron  construction  and 
well  braced.  Also  19  Cast  Iron  Columns  from 
sixteen  feet  long  to  seventeen  feet  seven  inches. 
Good  heavy  segment. 

WOODSIDE  BROS,. 
12-17  Port  ArUiur,  Ont. 


1 — 10  ft.  London  Concrete  Mixer  (used  20  days). 
1 — Pile  Driver,  double  drum,  gasoline  engine  with 

1-60  ft.  leads  and  1-30  ft.,  2  hammers  1-ton 

1-S50  lbs. 
1 — 19  H.P.  Gas  or  Gasoline  Engine. 
Picks,  shovels,  wheelbarrows,  2  ton  chain  hoist, 

wrenches,  bolts,  paint,  linseed  oil,  etc. 
1 — McLaughlin-Buick   Car  in   good   order   for  a 

work  car.    Must  be  sold  at  once.  Investigate. 

Apply  A.  E.  DREW,  Chatham,  Ont. 

12-12 

Locomotive  Crane 
For  Sale 


20  ton  8  wheel  Browning,  46  ft.  boom 
with  14  ft.  extension.  Good  Condition. 
Immediate  delivery. 

The  A.  R.  Williams  Machinery  Co.,  Ltd., 
10-t.f.  64-66  Front  St.  West, 

Toronto,  Ont. 


WANTED 


2  Locomotives— 12  to  15  tons, 
36  in.  gauge. 

15—4  yard  dump  cars — 36  in. 
gauge. 

1 — Travelling  derrick  on  low 
broad  wheels. 

70  Tons— 40  lb.  re-laying  rails. 

In  writing  give  full  particulars. 

McDougal  Bros. 

Besserer  Street,  -  OTTAWA 

*  11-12-13 


Public  Buildings  Churches, 
and  Schools 

(Continued  from  Page  39) 

tractors.  Bate,  McMahon  &  Co.,  Sparks 
St.,  Ottawa,  will  carry  out  the  carpentry 
and  roofing  for  military  huts,  costing 
$250,000,  for  the  Department  of  Public 
Works,  Dominion  Government. 

St.  Louis  de  Courville,  Que. 

Brousseau  &  Frere,  320  St.  Paul  St., 
Quebec,  have  the  heating  contract  in 
connection  with  the  erection  of  a  church 
for  the  parish. 

York  Township,  Ont. 

H.  Tonkin,  490  Oakwood  Ave.,  Toron- 
to, has  the  general  contract  for  two  port- 
able schools  for  School  Section  No.  15, 
York. 


Business  Buildings  and  Indus- 
trial Plants 

Halifax.  N.S. 

The  Halifax  Automobile  Company, 
Lt»d.,  Hollis  St.,  contemplate  the  erection 
of  a  garage.  Manager,  W.  L.  Kane.  Ar- 
chitects, Booker  &  McKechnie,  Davidson 
Building. 

Tenders  are  being  called  for  addition 
to  bank  for  the  Royal  Bank  of  Canada, 
George  St.  Architect,  S.  P.  Dumaresq, 
St.  Paul  Building. 

Tenders  are  being  called  for  altera- 
tions to  building  for  Farquhar  &  Co., 
Water  St.  Architect,  S.  P.  Dumaresq, 
St.  Paul  Building. 

The  erection  of  a  store  and  office 
building  is  contemplated  by  Dr.  T.  R. 
Little,  Gottingen  St. 

Leamington,  Ont. 

The  Imperial  Tobacco  Company  in- 
tend erecting  a  $50,000  warehouse  and 
curing  building. 

Listowel,  Ont. 

The  Perfect  Knit  Mills.  Ltd.,  Wallace 
St.,  are  having  plans  prepared  for  a 
$7,000  reinforced  concrete  dye  factory. 

London,  Ont. 

Tenders  are  .  being  called  by  the  archi- 
tects. Watt  &  Blackwell,  Bank  of  To- 
ronto Building,  for  the  erection  of  a 
$50,000  office  building  for  the  Huron  and 
Erie  Company,  Richmond  St. 

Tenders  are  being  called  for  the  erec- 
tion of  a  $15,000  factory  extension  for 
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the  Peerless  Hosiery  Company^  Ltd., 
Adelaide  St. 

The  Hobbs  Hardware  Company,  Rich- 
mond St.,  contemplate  the  erection  of  a 
warehouse  on  York  St. 

Huert  Ashplant,  466  King  St.,  contem- 
plate re-equiping  office  on  Carling  Street, 
at  a  cost  of  $4,000. 

Moncton,  N.B. 

Tenders  will  be  received  by  the  archi- 
tect, R.  A.  Frechette,  30'  Bonnacord  St., 
from  about  May  1  until  May  15  for  re- 
modelling business  block,  at  a  cost  of 
$4,000,  for  Cassidy  &  Belliveau,  744  Main 
Street. 

Tenders  will  be  received  from  April  15 
until  May  1  for  plumbing,  heatirig.  and 
electrical  work  in  connection  with  the 
erection  of  a  $150,000  hotel  for  the  Bruns- 
wick Hotel,  Ltd.  Architect,  R.  A.  Fre- 
chette, 30  Bonnacord  St. 

Montreal,  Que. 

Amedee  Bouchard,  engineer,  99a  Shep- 
pard  St..  contemplates  the  erection  of  a 
garage. 

The  Mile  End  Milling  and  Warehouses 
Company  121  Van  Home  Ave.,  are  erect- 
ing a  grain  elevator  and  making  altera- 
tions to  warehouse.  Roofing,  heating, 
plumbing,  millwork  and  electrical  work 
will  be  let,  and  boiler  is  required. 

F.  W.  Woolworth  Company,  Ltd.,  180 
Yonge  St.,  Toronto,  contemplate  the 
erection  of  two  stores.  Assistant  district 
manager,  H.  E.  O'Neil,  care  of  Toronto 
office. 

E.  Dionne,  2013  Notre  Dame  St.  W., 
will  make  alterations,  costing  $8,000,  to 
his  garage  on  St.  Philippe  St.,  and  will 
let  roofing,  plumbing,  heating,  and  elec- 
trical work.  Cement  blocks  and  a  quan- 
tity of  steel  and  lumber  will  be  required. 

Tenders  will  be  called  about  April  1 
for  the  erection  of  a  factory  addition  for 
the  Franco-American  Chemical  Com- 
pany, 274  St.  Denis  St.  Architect,  L.  T. 
Mont  Briant,  330  St.  Andre  St. 

Moose  Jaw,  Sask. 

Storey  &  Van  Egmond,  McCallum  Hill 
Building,  Regina,  are  preparing  plans  for 
$20,000  brick  annex  to  hotel  for  J.  Kerry, 
Moose  Jaw. 

North  Devon,  N.B. 

Work  is  under  way  for  a  $50,000  ce- 
ment plant  for  J.  J.  McCaffrey,  Univer- 
sity Avenue,  Fredericton.  Manager,  M. 
A.  Black. 

Ottawa.  Ont. 

'lenders  are  expected  to  be  called 
shortly  for  alterations  to  offices  for  the 
Toronto  General  Trusts  Corporation, 
Trust  Building.  Architects,  Taylor  & 
Horwood,  Castle  Building. 

A.  McMillan,  82  Sparks  St.,  contem- 
plates alterations  to  his  stores. 

Regina,  Sask. 

'lenders  are  being  received  by  the 
general  superintendent  until  noon,  March 
25,  for  200-ft.  brick  extension  to  freight 
shed  for  the  Canadian  Pacific  Railway, 
^head  office,  Montreal,  Que.  Superinten- 
dent of  Saskatchewan  district,  A.  E. 
Stevens.  Moose  Jaw. 

St.  John's,  Que. 

Local  tenders  are  I)eing  received  for 
alterations,  costing  $10,000,  to  motion, 
picture  theatre  for  Oscar  Tliout,  44 
Longueuil  St.,  St.  John. 

Saskatoon,  Sask. 

J.  H.  G.  Russell,  110  McArtluii-  I'.uild- 
in.i,',  Winnipeg,  has  been  appointed  archi- 


tect, and  is  preparing  plans  for  $100,000 
hardware  store  for  J.  H.  Ashdown  Hard- 
ware Company,  Ltd.  B'irst  St.  N. 

Toronto,  Ont. 

Harris  Abattoir  Company,  St.  Clair  W., 
have  had  plans  drawn  for  a  stable  and 
wagon  shed. 

Work  will  be  started  shortly  on  a 
$3,000  temporary  bank  building  at  Wood- 
lawn  and  Yonge  Streets  for  the  Home 
Bank  of  Canada,  head  office  8  King  St. 
West. 

Wapella,  Sask. 

Kidd  &  Clements,  Ltd.,  are  erecting  a 
concrete  garage. 

John  Harrison,  S.  Railway  St.,  con- 
templates the  erection  of  a  concrete 
blacksmith  shop. 

Windsor,  Ont. 

The  Universal  Button  Company, 
Walker  Road,  Walkerville,  contemplate 
the  erection  of  a  $15,000  factory.  Mana- 
ger, Henry  Ford. 

CONTRACTS  AWARDED 
Chatham,  Ont. 

William  Hill,  21  Hillyard  St.,  has  the 
general  contract  for  repairs,  costing 
$3,000,  to  store  and  building  for  D.  U. 
Douglas,  44  King  St.,  and  A.  L.  Jahnke, 
46  King  St. 

Halifax.  N.S. 

J.  P.  Burke,  13  Lemarchant  St.,  has  the 
general  contract  for  one-storey  store  for 
O.  E.  Smith,  Hollis  St. 

Hamilton.  Ont. 

Smith  &  Ormand,  219  Ferguson  Ave. 
S.,  have  the  painting  contract  for  $20,000 
theatre  for  Mackay  Brothers,  Lister 
Building. 

The  Frid  Construction  Company,  Bank 
of  Hamilton  Building,  have  the  general 
contract,  masonry,  steel,  and  carpentry 
contracts  for  $15,000  one-storey  brick  ad- 
dition to  factory  for  J.  R.  Moodie  & 
Sons,,  Ltd.,  King  St.  and  Sanford  Ave. 
The  general  contractors  will  let  other 
trades. 

Humboldt,  Sask. 

A.  E.  Pike,  Park  St.,  has  the  general 
contract  for  $30,000  departmental  store 
for  C.  Bruser,  Franklin  St.  Architect, 
N.  L.  Thompson,  35  Willoughby  Block, 
Saskatoon. 

Moncton,  N.B. 

Perry  Brothers,  773  Main  St.,  have  the 
plumbing  contract  for  $25,000  business 
block  for  L.  H.  Higgins  681  Main  St. 

Montreal,  Que. 

L.  E.  Dowling,  167  Yonge  St.,  Toron- 
to, has  the  general  contract  for  $20,000 
addition  and  alterations  to  factory  for 
the  Consumers'  Cordage  Company,  285 
St.  Patrick  St.,  who  will  carry  out  the 
electrical  work.  The  superintendent  of 
construction  for  the  general  contractors, 
E.  G.  Wilson,  care  of  owners,  will  re- 
ceive prices  on  timber,  stock  brick  con- 
struction, steel  sash  hardware,  felt,  and 
gravel  roofing.  Heating,  plumbing,  and 
sprinkler  system  will  be  sublet. 

The  following  contracts  have  been 
awarded  in  connection  with  alterations, 
costing  $18,000,  to  store  and  residence 
for  tlie  Burland  Estate.  3  IMace  D'Armes: 
Roofing,  Richardson,  Simard  &  Co.,  745 
Clarke  St.;  millwork,  J.  P.  Dupuis,  Ltd., 
593  Church  Ave.,  Verdun;  store  front, 
glass,  etc.,  Hobbs  Manufacturing  Com- 
pany, Ltd.,  43  St.  Maurice  St. 

The  following  contracts  have  been 
awaidcd  in  connection  with  alterations. 


costing  $9,000,  to  moving  picture  theatre 
for  L.  Sperdakos,  496  Ctntre  St.:  Steel, 
Phoenix  Bridge  and  Iron  Works,  Ltd.! 
83  Colborne  St.;  tile  and  marble,  G.  R, 
Locker,  143  Mansfield  St.;  lumber,  H. 
Mathie  &  Co.,  14  Clarke  St.;  plate  glass 
C.  A.  Sharpe,  Ltd.,  234  Craig  St.  E.  The 
general  contractor,  G.  Kalfas,  22a  Bal- 
moral St.,  will  carry  out  the  masonry 
carpentry,  plastering,  and  electrical  work 
and  let  roofing,  plumbing,  heating,  paint- 
ing, architectural  ironwork  and  purchase 
radiators  and  a  quantity  of  plastic  brick. 

J.  G.  Wood,  701  Shuter  St.,  has  the 
general  contract  and  Anglins,  Ltd.,  6' 
Victoria  Ave.,  the  brick  work  for  altera- 
tions, costing  $4,000,  to  chemical  labora- 
tory for  the  National  Dairy  Company,  3-j 
St.  Gabriel  St. 

John  McGregary,  Ltd.,  511  St.  Cather- 
ine Street  West,  have  the  masonry,  con- 
crete, and  carpentry,  and  the  Otis  Fen- 
som  Elevator  Company  Ltd.,  368  St 
James  St.,  have  the  elevator  and  shaft 
ing  contracts  for  four-storey  factory  foi 
the  Canada  Casing  Company,  Ltd.,  73( 
St.  Paul  St.  W. 

Felix  Sauvageau,  112  St.  Antoine  St. 
has  the  general  contract,  and  will  lei 
masonry,  steel,  roofing,  plumbing,  heat 
ing,  plastering,  painting,  brick,  and  elec 
trical  work  for  store  and  residence,  cost- 
ing $5,000,  for  Dr.  George  E.  Cartier 
30^  Chaboillez  Square. 

Vincent  &  Say  Electric  Company,  35i 
Union  Ave.,  have  the  electrical  contrac 
for  $25,000  store  and  factory  for  the  Bur 
land  Estate,  2  Place  D'Armes. 

Ottawa,  Ont. 

Fortin  &  Gravelle  Company,  Ltd.,  18' 
Rideau  Sit.,  will  make  alterations  to  thai 
store,  etc.,  and  have  awarded  the  roofinj 
contract  to  Mr.  Levine,  Hull. 

S.  Lewis,  151  Arlington  Avenu,  has  thi 
electrical  contract  for  alterations,  costin; 
$6,000,  to  theatre  for  stores  for  F.  Car 
ling.  Sparks  St. 

G.  B.  Danis,  75  Somerset  E.,  has  tin 
general  contract  for  brick  addition  ti 
store  for  Fred  Charboneau. 

Regina,  Sask. 

The  Otis-Fensom  Elevator  Company 
Ltd.,  316  Cumberland  Ave.,  Winnipeg 
has  the  contract  for  elevator  for  $395,00- 
warehouse  for  the  T.  Eaton  Company 
Ltd.,  190  Yonge  St.,  Toronto. 

Toronto,  Ont. 

The  A.  B.  Ormsby  Company  have  bee 
awarded  contracts  for  steel  sash  for  th 
Canadian  Northern  Railway  Company 
steel  sash,  tin-clad  doors,  skylights,  etc 
for  the  Bond  Engineering  Company,  an 
jackknife  doors  for  the  Dominion  Ship 
building  Company's  building. 

Hepburn  &  Disher,  18  Van  Home  St 
have  the  contract  for  structural  steel  fo 
$35,000  breaker  building,  which  is  bein 
erected  by  the  Clufif  Ammunition  Com 
pany,  Ltd.  Atlantic  Avenue. 

Thomas  V.  Gearing,  102  Carlton  St 
has  the  general  contract  for  alteration: 
costing  $5,600,  'to  store  for  pool  room  fo 
Dr.  Norman  Allen,  108  Carlton  St. 

Vancouver,  B.C. 

Dixon  &  Murray,  1065  Dunsmuir  St 
have  the  general  contract  for  alteration 
costing  $6,000.  to  store  for  George  1 
Hencken,  40  Hastings  St.  W. 

Joseph  Kitternian  has  the  general  coi 
tract  for  alterations  and  refitting  the  En 
pire  Cafe,  Columbia  and  Hastings  St? 
at  a  cost  of  .$3,000. 

]$.  D.Hvidson,  1013  Broughton  St.,  Ii. 
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Facilities 


Plant  of  John  Inglis  Co.,  Limited,  Toronto 


OUR  facilities  and  long  experience 
enable  us  to  design  and  manufac- 
ture engines,  boilers,  pumps,  and  plate 
work  of  every  kind. 

No  project  is  too  big  for  our  en- 
gineers and  plant  and  no  job  too  small 
to  receive  intelligent  attention. 

Quotations  gladly  furnished. 


The  John  Inglis  Company,  Umited 

ENGINEERS  AND  BOILERMAKERS 
14  Strachan  Ave.       -       -       Toronto,  Canada 

Ottawa  Representative— J.  W.  ANDERSON,  7  Bank  Street  Chambers 
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the  general  contract  for  $12,000  one- 
storey  mill  garage  for  J.  A.  McKercher, 
837  Hastings  St.  W. 

Viking,  Alta. 

Johnson  &  Johnson  have  the  general 
contract  for  one-storey  frame  garage  for 
Jones  &  Leaser. 

Winnipeg,  Man. 

Carter-Halls-Aldinger  Company,  Un- 
ion Bank,  have  the  general  contract  for 
rebuilding  theatre,  at  a  cost  of  $75,000, 
for  N.  J.  Williamson,  103  Breadalbane 
Apartments. 

Joseph  Reed,  248  Arnold  Ave.,  has  the 
general  contract  for  repairs  to  bank  for 
the  Canadian  Bank  of  Commerce,  Nairn 
Avenue. 


Residences 

Amherstburg,  Ont. 

Dr.  R.  H.  Abbott  contemplates  altera- 
tions and  remodelling  his  residence. 

Donnacona,  Que. 

J.  C.  McDougall,  511  St.  Catherine  St. 
W.,  Montreal,  is  preparing  plans  for 
eight  cottages  for  the  Donnacona  Paper 
Co.,  Limited. 

Guelph,  Ont. 

Work  will  be  started  shortly  on  a  $3,- 
000  brick  residence  for  A.  F.  McLaren, 
102  Gordon  Street. 

Halifax,  N.S. 

W.  J.  Busch,  Bedford  Row,  is  prepar- 
ing plans  for  alterations  to  residence  on 
Barrington  Street  for  Henry  Kitz,  Bruns- 
wick Street. 

Theodore  Lowe,  119  Lawrence  St.,  will 
erect  a  $5,000  2^^  storey  frame  residence 
on  York  Street. 

Lobo  Township,  Ont. 

W.  H.  Salisbury,  Ilderton  P.  O.,  will 
erect  a  $4,500  two-storey  brick  residence. 

Montreal,  Que. 

Barott  &  Blackader,  10  Cathcart  St., 
are  preparing  plans  for  alterations  and 
addition  to  residence  for  T.  S.  Gillespie, 
726  Pine  Ave.  W. 

Ottawa,  Ont. 

Charles  Bennett.  159  Patterson  Ave.,  is 
receiving  tenders  for  the  erection  of  his 
$5,000  2^-storey  brick  veneer  residence 
on  Clemow  Ave. 

A.  Davidson,  69  Grosvenor  St.,  con- 
templates the  erection  of  a  residence. 

B.  A.  Grison,  Fentiman  Ave.  contemp- 
lates the  erection  of  a  residence. 

T.  B.  Rankin,  Creighton  Street,  con- 
templates the  erection  of  a  residence  on 
Butternut  Terrace. 

B.  A.  Grison,  115  Fentiman  Ave.,  con- 
templates the  erection  of  a  $4,500  resi- 
dence. 

B.  A.  Grison,  115  Fentiman  Ave.,  con- 
templates the  erection  of  two  residences 
costing  $9,000. 

W.  H.  Lee,  36  Barton  Street,  will  erect 
a  $5,000  storey  stucco  and  brick  ve- 
neer residence,  carry  out  the  concrete, 
^carpentry  and  roofing  and  is  open  for 
tenders  on  plumbing,  heating,  plastering 
and  electrical  work. 

Portneuf.  Que. 

Tenders  will  be  called  about  April  10 
for  the  erection  of  a  $6,000  two-storey 
residence  for  A.  Frenette.  Architect, 
Lorenzo  Auger,  St.  John  St.,  Quebec. 

Quebec,  Que. 

lunile  LcLievre,  cor.  Bridge  and  King 
Streets,  will  rebuild  residence  and  store 


in  May  at  a  cost  of  $3,000,  to  replace 
those  recently  destroyed  by  fire. 

Sherbrooke,!  Que. 

H.  G.  Jaes,  Whiting  Block,  will  re- 
build his  residence,  at  a  cost  of  $7,500. 
Two-storey  stucco  construction. 

Swansea,  Ont. 

T.  W.  Robinson,  11  Evelyn  Crescent, 
will  erect  two  $2,500  two-storey  brick  res- 
idences. 

Three  Rivers,  Que. 

Jos.  Robert,  55  Gervaid  St.,  is  erecting 
a  $5,300  two-storey  frame  residence,  and 
is  in  the  market  for  a  quantity  of  build- 
ing material. 

Hector  Bastarache,  35  Bureau  Street, 
will  erect  four  three-storey  brick  tene- 
ments costing  $9,000,  and  two  three- 
storey  frame  and  brick  tenements  costing 
$6,000,  and  is  in  the  market  for  a  quan- 
tity of  building  material. 

Toronto,  Ont. 

.  McMillan  &  Costain  Hardware  Com- 
pany, 166  Main  St.,  will  erect  a  $3,500 
two-storey  brick  residence. 

A.  A.  Kennedy,  157  Glen  Road,  will 
erect  a  $7,000  two-storey  brick  residence 
and  garage,  buy  brick  and  lumber  and  let 
heating,  plumbing,  etc. 

Guest  &  Co.,  121  Church  St.,  have  the 
plumbing  and  heating  contracts  in  con- 
nection with  alterations  costing  $6,000  to 
building  for  apartments  for  A.  Poyntz. 

Tenders  are  wanted  for  painting  seven 
residences  for  F.  T.  Burgess,  36  Lang- 
ley  Avenue. 

J.  Cooper,  51  Fulton  Ave.,  will  erect 
a  $5,500  two-storey  brick  duplex  resi- 
dence and  garage  at  Jackson  and  But- 
ternut. 

C.  Jollifife,  437  Gladstone  Ave.,  will 
erect  two  two-storey  brick  residences 
costing  $7,000,  buy  material  and  let 
smaller  trades. 

L.  Frampton,  814  St.  Clair  W.,  will 
erect  *a  $3,500  two-storey  brick  duplex 
residence  and  let  smaller  trades. 

R.  Vanderjagt,  680  Jones  Ave.,  will 
erect  a  pair  of  two-storey  frame  and 
brick  residences  costing  $3,000. 

S.  B.  Green,  30  Kennedy  Ave.,  will 
erect  a  $4,000  two-storey  brick  residence, 
buy  brick  and  lumber  and  let  smaller 
trades. 

S.  B.  Green,  30  Kennedy  Ave.,  will 
erect  a  $4,000  two-storey  brick  residence, 
buy  brick  and  lumber  and  let  heating, 
plumbing  and  wiring. 

CONTRACTS  AWARDED 
Bronte,  Ont. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $15,000  residence  for  W.  A.  Wood, 
265  James  St.  S.,  Hamilton: — Masonry, 
Geo.  Mills,  614  King  St.  E.,  Hamilton; 
carpentry  and  roofing,  J.  L.  Beattie,  175 
Emerald  St.  S.,  Hamilton;  electrical  work. 
Electrical  Supply  Co.,  Ltd.,  65  James  St. 
S.,  Hamilton;  plumbing  and  heating. 
Bloom  &  Britton,  121  James  St.  S.,  Ham- 
ilton; plastering,  Hannaford  Bros.,  232 
Robinson  St.,  Hamilton;  painting,  Mr. 
McMillan,  Burlington;  tile,  D.  W.  For- 
rest, 20  Ashley  St.,  Hamilton. 

Halifax,  N.S. 

Hagen  &  Co.,  Ltd.,  161  Quinpool  St., 
have  the  heating  contract  for  $6,000  bung- 
alow for  B.  W.  Russell,  Green  Street. 

The  Eastern  Investment  Corporation, 
Cragg  Building,  have  the  general  con- 
tract, masonry,  steel,  carpentry,  roofing, 


plastering,    and    painting    and    will  let, 
plumbing,  heating,   and   electrical  wori<! 
for  three  $3,500  residences  for  Daniel  H'.!,!^ 
Moser,  Jennings  St.  \ 

Humber  Bay,  Ont. 

Geo.  Michie,  Islington,  has  the  gen-*- 
eral  contract  and  will  sublet  all  trades  >' 
except  masonry,  carpentry  and  steel  | 
work  for  $4,000  two-storey  brick  resi-!l 
dence  for  Geo.  Death,  Humber  Bay  P.O.A 

Maisonneuve,  Que.  j 

Emile  Lepage,  32  St.  Vincent  Street,, 
has  the  tile  work  in  connection  with  thci 
erection  of  an  $8,000  residence  for  iDgLlUl 
R.  Laporte,  2244  Ontario  St.  E. 

Montreal,  Que. 

Lavigueur  &  Menard,  2483  St.  La#-B 
rence  Blvd.,  have  the  plumbing  and  heat-lT 
ing  contracts  .  for  three  residences  cost-i 
ing  $15,000  for  Jno.  Dominique,  360  St.,  • 
Antoine  Street. 

Zacharie  Heroux,  195  Esplanade  Ave.,' 
has  the  general  contract,  carpentry  and 
painting  for  alterations  costing  $6,400  tc 
residence  for  Joseph  Versailles,  90  St! 
James  Street.  Plumbing,  heating  anc 
electrical  work  will  be  let. 

Norbert  Leveille,  441  Duluth  St.  E. 
has  the  general  contract  and  carpentrj 
for  $3,000  two-storey  brick  residence  foi 
Wilfrid  Beaudoin,  2204  St.  Denis  Street 
who  is  in  the  market  for  a  quantity  o 
pine  lumber,  and  will  let  plumbing,  heat 
ing,  plastering,  roofing,  masonry,  paint 
ing,  and  electrical  work. 

Mount  Royal,  Que. 

Mr.  Mariotti  has  the  plastering  anci 
the  general  contractor,  E.  W.  Barnes 
850  Durocher  St.,  Montreal,  will  carr} 
out  the  heating  for  six  residences  cost 
ing  $50,000  for  the  Canadian  Northerr 
Montreal  Land  Co.,  263  St.  James  Street 
Montreal. 

Three  Rivers,  Que. 

Anselme  Dube,  Bellefeuille  St.,  has  thi 
carpentry  and  Nobert,  Dugre  &  Arsenaul 
Ltd.,  Banque  d'Hochelaga  Bldg.,  the  ma 
sonry  work  for  two-storey  brick  residenci 
for  Ajutor  Germain,  care  of  Germain  S 
Frere,  87  St.  Antoine  Street. 

Germain  &  Freres,  87  St.  Antoine  St. 
have  the  plumbing,  heating  and  roofinj 
contracts  for  $8,000  residence  for  Pau 
Dumonlin,  Coteau  St.  Louis. 

Toronto,  Ont. 

E.  C.  Hurlbut,  44  Castlefield  Ave.,  ha 
the  general  contract  which  includes  a! 
trades  except  plumbing  for  the  erectio: 
of  five  $3,500  21^-storey  brick  residence; 
Architects,  Oborn  &  Ellis,  22  College  S' 


Power  Plants,  Electricity  am 
Telephones 

East  Broughton,  Que. 

The  Quebec  Asbestos  Company  inten 
to  expend  about  $30,000  for  power  plan 
and  development,  etc.  Address,  Manage 
East  Broughton. 


Miscellaneous 

Annapolis  Royal,  N.S. 

Tenders  will  be  called  shortly  for  tli 
construction  of  a  storage  dam  for  tli 
Town  Council.  The  engineers,  Booki 
&  McKechnie,  Davidson  Bldg.,  Halifa 
are  preparing  plans. 

Lansdowne,  Ont. 

Thos.  Hunt  contemplates  the  erectio 
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of  a  large  concrete  and  frame  barn  and 
will  require  cement,  hardware,  etc. 

John  W.  Gray  contemplates  the  erec- 
tion of  a  barn  and  will  Require  a  quantity 
of  cement,  hardware,  etc. 

Montreal,  Que. 

R.  Hotte,  1450  Clarke  St.,  contemplates 
the  erection  of  a  gasoline  reservoir. 

North  Sydney,  N.S. 

The  Canada  &  Newfoundland  Develop- 
ment Company  are  having  plans  prepared 
for  six  reinforced  concrete  scows.  Archi- 
tects, Booker  &  McKechnie,  Davidson 
Bldg..  Halifax. 

Three  Rivers,  Que. 

The  City  Council  contemplate  the  pur- 
chase of  a  street  sprinkler.  Engineer, 
Z.  Lambert. 

Toronto,  Ont. 

James,  Loudon  &  Hertzberg,  Excelsior 
Life  Building,  want  prices  on  malleable 
iron  work  machinery,  new  or  second- 
hand. 

CONTRACTS  AWARDED 

Brantford,  Ont. 

The  Ontario  Portland  Cement  Co.,  51 
George  St.,  have  the  contract  for  the 
yearly  supply  of  cement,  and  the  Hamil- 
ton &  Toronto  Sewer  Pipe  Co.,  Ltd., 
Wentworth  St.  N.,  Hamilton,  the  con- 
tract for  the  yearly  supply  of  sewer  pipe 
for  the  City  Council. 

Hamilton,  Ont. 

The  following  contracts  have  been 
awarded  for  the  supply  of  material  for 
the  City  Council: — Asphalt,  Warner- 
Quinlan  &  Co.,  New  York  City;  asphalt 
filler  or  limestone  dust  and  stone,  Can- 
ada Crushed  Stone  Corporation,  Ltd., 
Dundas;  bass  brooms.  United  Brush 
Mfg.  Co.  of  Canada,  163  John  St.  S.,  and 
Mills  Hardware  Co,.  Ltd.,  95  King  St.  E., 
Hamilton;  gray  iron  castings,  Brown, 
Boggs  &  Co.,  Ltd.,  37  Victoria  Ave.  N.; 
duck  covers,  Robert  Soper  &  Co.,  325 
James  St.  N..;  lead  pipe  and  pig  lead, 
Tallman  Brass  &  Metal  Co.,  Wilson  St.; 
oils,  Imperial  Oil  Co.,  Ltd.,  Wentworth 
St.  N.;  cast  iron  pipe  and  pipe  specials, 
Gartshore,  Thomson  Pipe  &  Foundry 
Co.,  Stuart  St.  W.;  stone.  The  Went- 
worth Quarry  Co.,  Vinemount;  valves, 
Alexander  Hardware  Co.,  Ltd.,  63  King 
William  St.;  wood  block,  Creosoted 
Block  Paving  Co.,  Ltd.,  C.  P.  R.  Build- 
ing, Toronto. 

Ottawa,  Ont. 

H.  Baylin,  74  Friel  St.,  has  the  general 
contract  for  the  erection  of  a  frame 
stal)!e  on  Bcsscrer  Street. 


Fires 

Cedars,  Que. 

Barn  and  water  mill  owned  by  Mr. 
A.  Bissonnette.    Loss  $8,000. 

Aylmer,  Ont. 

Store  owned  by  Robf  Wright.  Loss 
$4,000.    Will  rebuild  shortly. 

/Chatham,  N.B. 

Residence  owned  by  John  Fifcgar 
completely  destroyed. 

Clairmont,  Alta. 

i^csidcncc  owned  by  Gerald  Heller 
destroyed. 

Compton,  Que. 

Stables  and  barns  owned  by  Mr.  Car- 
rier considerably  damaged.    J.^oss  $6,000. 


Drummondville,  Que. 

Building  owned  by  J.  A.  Gendion, 
Heuat  St.  Loss,  $5,000.  Will  rebuild 
immediately,  to  cost  $5,000. 

East  Broughton,  Que. 

Block  at  Main  and  Hawthorne  Streets 
owned  by  Dan  Chisholm,  Marydale  St., 
considerably  damaged. 

Georgetown,  Ont. 

Woolen  mills  owned  by  H.  Corke  & 
Co.,  Lamb  Street,  completely  destroyed. 
Loss  $50,000. 

Kingston,  Ont. 

"Central"  school  owned  by  the  Public 
School  Board  considerably  damaged. 
Loss  $5,000.  Secretary,  John  MacDon- 
ald. 

Kingston,  Ont. 

Warehouse  owned  by  A.  B.  Cunning- 
ham, Clarence  Street.    Loss  $35,000. 

Kitchener,  Ont. 

Department  store  owned  by  Weseloh- 
Goudie  Limited.    Estimated  Loss  $40,000. 

Lachine,  Que. 

Motion  picture  theatre  owned  by  Alex. 
Laplante,  622  St.  Joseph  Street,  com- 
pletely destroyed.    Loss  $50,000.  - 

Marysville,  N.B. 

Residence  owned  by  E.  J.  Kingsley 
completely  destroyed.  Loss  $4,000.  Will 
likely  rebuild. 

Mcncton,  N.B. 

Residence  owned  by  Mrs.  S.  Watters. 
Loss  considerable. 

Montreal,  Que. 

Warehouse  building  owned  by  the 
Hotel-Dieu,  Pine  Ave.  W.,  completely 
destroyed.     Loss  considerable. 

Factory  owned  by  Jacob  &  Bros.,  928 
St.  Germain  St.,  considerably  damaged. 

Point  Edward,  Ont. 

Store  and  residence  owned  by  Hurley 

Brothers,  completely  destroyed. 
« 

Port  Moody,  B.C. 

Mill  owned  by  the  Thurston-Flavelle 
Lumber  Company,  Murray  St.,  complete- 
ly destroyed.  Loss  $25,000.  Will  rebuild 
at  once. 

Red  Bank,  N.B. 

Residence  owned  by  John  Arsenau 
completely  gutted.  Will  probably  re- 
build. 

Saskatoon,  Sask. 

Hardware  store  owned  by  the  J.  H. 
Shadown  Hardware  Co.,  Ltd.,  First  St. 
N.,  totally  destroyed.  Loss  $100,000. 
Will  rebuild. 

Souris,  P.E.I. 

Business  block  owned  by  Dr.  J.  Sulli- 
van, totally  destroyed.    Loss  $9,000. 

St.  Fulgence,  Que. 

Residence  and  barns  owned  by  L.  E, 
St.  Georges.    Loss  $3,000. 

Stratford,  Ont. 

Garage  owned  by  the  Canadian  Cereal 
&  Flour  Mills  Company,  Ltd.,  George 
Street,  considerably  damaged.  Will  re- 
build at  once. 

Sydney  Mines,  N.S. 

Business  block  owned  by  D.  A.  Mc- 
Rae  totally  destroyed.  Estimated  loss 
about  $75,000. 

Thorold  Township,  Ont. 

Two  barns,  etc.,  owned  by  the  Hillcrust 


Wine  Mfg.  Co.,  R.  R.  No.  1,  Front  Hill 
and  John  W.  Lee.    Total  loss  $6,000. 

Tillsonburg,  Ont. 

Machinery  plant  owned  by  Huntly  Ma 
chinery  Mfg.  Company.  Loss  estimatec 
at  $75,000. 

Toronto,  Ont. 

Warehouse  owned  by  Turner  &  Sons 
193  Terauley  Street,  and  occupied  by  B 
M.  &  T.  Jenkins,  22  College  St.  Tota 
loss,  $55,000. 


Incorporated  Companies 

AUenford,  Ont. 

The  AUenford  Rural  Telephone  Co.| 
Ltd.,  capital  $15,000,  to  operate  in  thi, 
townships  of  Arran,  Amabel,  Derby  an(j 
Keppel. 

Deseronto,  Ont. 

The  Quinte  Chemical  Co.,  Ltd.,  capita 
$40,000,  to  manufacture  chemicals,  drugs 
oils,  etc. 

Fort  William,  Ont. 

The  Crescent  Dairy  Co.,  Ltd.,  capita 
$40,000,  to  conduct  general  dairy,  etc.  i 

Windsor,  Ont. 

The  Cadwell  Brick  Co.,  Ltd.,  capita 
$200,000,  to  manufacture  brick  and  tile 


Dragline  Bucket  May  Be  Used  for 
Subaqueous  Rock  Excavation 

In  deepening  a  stretch  of  the  Genese 
River  for  the  New  York  Barge  Canal  th 
contractors,  McArthus  Brothers,  hav 
been  using  a  dragline  bucket  for  excavat 
ing  blasted  rock.  The  rock,  which  i 
thin-bedded  limestone  and  breaks  int 
fairly  small  chunks,  is  drilled  with  hole 
about  8  ft.  deep  and  5  ft.  apart  an 
blasted  with  about  half  a  pound  of  4 
per  cent,  dynamite  per  cubic  yard.  Th 
dragline  bucket  is  handled  by  a  locomc 
tive  crane,  and  is  capable  of  excavatin 
1,000  cubic  yard  per  10-hour  day  in  eartl 
but  handles  about  half  this  amount  c 
blasted  rock  daily.  The  rock  is  loade 
into  cars,  but  if  it  were  dumped  direct! 
into  a  waste  pile  it  is  estimated  that  full 
750  cubic  yards  could  be  handled  daily 


Power  &  Son, 

Architects  and  Building  Surveyon 

Marohanti  Bank  Chambara, 

Kingston,  Canada 


CONTRACTORS 
and  TENDERERS 

for  Superior  Service 

THE 

Canadian  Surety  Co. 

26  Wellington  St..  Eaal 

Phone  Main  2609   TORONTO,  Ont. 
Represented  in  all  the  principal 
cities  and  towns  in  the 
Dominion. 

BONDS  INSURANCE 

of  every  description      Plate  Glass-Burglary 
Aufomobile 
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Why  they 
are  popular— 

TAKE  any  Canadian  or  American  city,  single  out 
the  leading  modern  buildings,  and  you  will  usually 
find  a  Barrett  Specification  type  of  roof  on  top  of 
practically  every  one  of  them. 

The  reason  why  Barrett  Specification  Roofs  are  almost 
without  a  competitor  for  use  on  permanent  buildings  is 
because  they  cost  less  per  year  of  service  than  any  other 
kind. 

iThey  cost  nothing  to  maintain  because  they  are  g'uaranteed  for  twenty 
|years,  and  have  won  many  friends  l^ecause  they  take' the  ha.se  rate  of 
fe  insurance. 

rely  you  want  such  roofs  on  your  buildings,  but  make  certain  that 
Jur  local  contractor  lays  them  right.   And  the  only  way  to  make  sure 
to  include  in  full  The  Barrett  Specification  of  May  1,  1916,  in  your 
gilding  plans. 

20-YEAR  GUARANTY  BOND 

The  20- Year  Guaranty  is  now  given  on  all  Barrett  Specifica- 
tion Roofs  of  fifty  squares  and  over  in  all  towns  with  a  popu- 
lation of  35,000  and  over,  and  in  smaller  places  where  our 
Inspection  Service  is  available. 

Our  only  requirements  are  that  The  Barrett  Specification, 
dated  May  1,  191G,  shall  be  strictly  followed  and  that  the 
roofing  contractor  shall  be  appro-ved  by  us. 


This  is  the  Bond  that 
guarantees  your  roof 
for  twenty  years. 


Further  information  and  copies  of  The 
^arrett  20-Year  Specification,  with 
roofing  diagrams,  free,  on  request. 


The 


Company 


LIMITED 


lONTREAL  TORONTO  WINNIPEG  VANCOUVER 

St.  JOHN,  N.B.  HALIFAX.  N.S.  SYDNEY,  N.S. 


m 


The  liuildings  illustrated  are  the  Toronto  Sto^ 
»cIi.ni,Li,    Royal    Hank    Building'.  Toronto 
A  I  M  ii>    Siisar  Retining  Co.,  St.  John,  X.B 
all   niviixd  with   Barrett  Speciticatioti  Roofs 
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Canadian  Rivet  Forges  are  built  to 
last. 

Easy  running  blower,  powerful, 
uniform  blast,  rigid  steel  plate  con- 
struction. 

Write  for  Catalog  100-12. 

Canadian  Blower  &  Forge  Co. 

Kitchener.  Ont. 


illllllllllllllllllllllllllllllMIIIIIIIIIIIIIIIUIIIIIIIIIIIIIIIIIIIIIIIIII^ 


Keith 
Fans 


The  oppor- 
t  u  n  i  t  y  for 
greater  econ- 
omy and  effic- 
iency in  Heat- 
ing and  Ven- 
tilating is  em- 
phasized in  the   "Keith**   Fan.  Com- 
parative tests  of  other  types  of  fans  have 
resulted  in  the  "Keith"  being  proclaimed 
the  most  efficient  and  economical  in  the 

Fan  World.  catalogue  No.  55. 

SHELDONS  LIMITED,  Gait.,  Ont. 

Toronto  Office:  609  Kent  Building 

AGENTS : 

Messrs.  ROSS  &  GRKIG,  412  James  St.,  Montreal,  Que. 
Messrs.  WALKER'S  LTD..  259-261  Stanley  St.,  Winnipeg,  Man. 
Messrs.  GORMAN,  CLANCEY  &  GRINDLEY,  LTD.,  Calgarr 

and  Edmonton,  Alta. 
Messrs.  ROBERT  HAMILTON  &  CO.,  LTD.,  Bank  of  Ottawa 
Bide.,  Vancouver,  B.  0. 


This  Reference  Feature 
Protects    Your  Plans 

You've  seen  blue-prints  scalloped 

along  the  edges,  and  torn,  sometimes  half- 
way thru;  you've  seen  valuable  drawings 
curled  at  the  corners,  and  often  with  a  lot 
of  detail  effaced  due  to  cracking.  All  this 
is  the  result  of  unnecessary  handling — of 
carrying  from  pigeon-hole"  to  desk  or 
drawing-board  every  time  reference  is  neces- 
sary. This  time-wasting  practice  with  its 
injurious  effect  on  the  drawing  or  print  is 
eliminated  entirely  by  one  feature  alone 
in  the 

Mammoth  Vertical  File 

— the  Reference  Feature. 

Instead  of  going  to  your  plan  rack,  taking 

out  and  laying'  the  drawing'  on  the  desk  or  drawing- 
hoard  with  a  weight  on  either  side  to  keep  it  from 
curUng, 

— Instead  of  this  you  take  the  drawing,  flat 
and  clean,  with  all  the  original  detail  p/eserved,  out 
of  one  of  the  big  protecting'  light-proof  pockets  antl 
spread  it  on  the  inclined  drawing-board  surface. 
If  )'ou  want  to  refer  to  some  ccnstructional  feature 
every  detail  of  the  plan  stands  out  clearly — or  if  you 
want  to  make  a  notation  or  some  change  on  the 
drawing — the  smooth  inclined  surface  is  just  as 
convenient  as  your  drawing-board. 

This  reference  feature  is  just  one  of  the 
time-saving  advantages  a  Mammoth  Vertical  File 
offers  you.  There  are  others  just  as  important — 
and  they're  concisely  presented  in  a  little  folder 
which  gives  the  "reasons  why"  for  a  Mammoth 
Vertical  File  in  your  office.  Write  for  a  copy 
to-night. 

THE  OFFICE  SPECIALTY  MFG.  CO.,  I.IMITi:i) 
Home  Office  NEWMARKliT  Canada 

Filing  Bgiiiptnenf  Stores  <il: 
Toronto  Montreal  Ottawa  Halifax  llaniilinn 

-  Winriipcfi        Rejiina         Edmonton  Vancou^-cr 
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CANADIAN   DES  MOINES 
STEEL  CO.,  Limited 

Elevated  Tanks  Barges  Bridges 

Standpipes  Wireless  Towers 

Structural  Steel  for  all  purposes. 


Let  us  bid  on  your  requirements. 
Attractive  Prices— Prompt  Deliveries. 


S^les  Offices  and  Plant 
CHATHAM,  ONT.  275  Inshes  Ave 

Associated  with 
PITTSBURGH-DES  MOINES  STEEL  CO. 
Pittsburgh,  Pa.  New  York  City 

945  Curry  Bldg.  42  Church  St. 

DES  MOINES  BRIDGE  AND  IRON  CO. 
Des  Moines,  Iowa,  938  Tuttle  Street 


Concrete  Bonding 
Lockers  for  Clothes 
Iron  Stkirways 

Enquiries  solicited. 

CANADA  WIRE  &  IRON 
GOODS  CO.,  Hamilton 


Blair  Concrete  Pipe 


I   lM.li!  .4.: 


We  use  only  the  finest 
grade  materials  in  all  our 
work.  Clean,  sharp  sand 
and  high-grade  cement. 
Gravel  sorted  and  crushed 
in  our  own  plant.  After 
thorough  mixing,  the  con- 
crete is  power  tamped,  to 
ensure  great  density.  Pipe 
is  then  allowed  to  set  for 
72  hours  in  vaporizing 
chambers,  with  automatic 
sprinklers,  giving  the  pipe 
great  hardness.  We  make 
large  sizes  of  pipe  in  our 
portable  plant  at  the  place 
where  they  will  be  used. 
We  also  have  a  special 
feature  in  our  continuous 
reinforced  concrete  pipe. 

Write  to-day  for  further 
details  and  prices. 


Bt  Blair  Company,  Limited 


WOODSTOCK 


ONTARIO 


Canada  Iron  Foundries,  Limited 


Head  Office 

Mark  Fislier  Building 
MONTREAL 


CAST  i^fdJt  prPE 


Car  Wheels,  Cast  Iron  Water  and  Gas  Pipe,  Specials,  Valves,  Hydrants,  etc..  Castings 
of  all  kinds,  Mooringr  Bollards  for  both  Concrete  and  Wooden  Docks 
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Do  You  Want  Crushed  Stone  ? 

That  is  Clean,  Tough  Stone  6f  a  Quality 
suitable  for  Macadam  Road  and  Concrete 

We  can  cupply  you  in  any  size  or  quantity. 

Our  service  is  unexcelled  and  our  prices  right. 
Phone  or  write  us  for  quotations  when  you  are  In  the  market 

Office -M  4515-M  4516  Residence— P  2278 

Crushed  Stone  Limited 

47  Yonge  St.  Arcade,  Toronto 
G.  W.  Essery,  Manager 


The  Highest  Standard 
of  Quality 

Wherever  "American"  Centrifugal 
pumps  have  come  in  competition  with 
others,  they  have  won  a  reputation  for 
quality  because  so  rigid  a  guar- 
antee is  placed  upon  them  that 
it  is  necessary  to  maintain  the 
highest  standard  in  the  design, 
material  and  workmanship  of 
their  construction. 

They  are  adapted  to  the  wid- 
est range  of  use,  because  they 
are  regularly  built  in  about  50 
styles,  in  addition  to  special 
styles  designed  for  unusual  re- 
quirements. 


Catalog  1352  describes  them. 
Write  for  your  copy. 

The 

American  Well  Works 

General  Office  and  Works  : — 
AURORA,  ILL. 

Chicago  Office: — 

First  National  Bank  Building. 

Special  Canadian  Dealers 
R.  H.  Buchanan  &  Co.,  Montreal. 

Gorman,  Clancy  &  Grindley,  Ltd.. 
Edmonton  and  Calgary. 
B.  C.  Equipment  Company 
Vancouver,  B.  C. 


WOODEN  PIPE 


Wire  wound  wood  stave  pipe,  2  in.  to  24  in.  diameter.  Con- 
tinuous  wood   stave  pipe,   any   diameter  required. 

CANADIAN  PIPE  CO.,  LIMITED 


Established  1904 


New  Factorr  Erected  1910 


E(juip[)e(l  with  the  most  up  to  dalc  machinery.  Every 
macliine  driven  by  a  separate  electric  motor.  Satisfaction 
Gua  ranteed. 

Office  and. Factory— 550  Paoific  St.,  VANCOUVER,  B.C. 


Sand,  Gravel  and  Crushed  Stone 

Lime  Fire  Clay 

Cement  Fire  Brick 

Plaster  Sewer  Pipe 

Hair  Weeping  Tile 

Building  Stone 

Our  prices  are  right  and  our  service  good. 

Britnell  &  Co.,  Limited 

C.P.R.  Crossing,  Yonge  St.,  North  Toronto 

Phones,  Office  North  |  ^  Evenings,  North  2107 


For  Sale 

14B  Bucyrus  Shovel, 

Traction  Wheels,  5^  yd.  dipper. 

Clam  Shell  Buckets,  ^,  ^,  1,  1'/^  yard. 
Orange  Peel,  1  yard  Hayward. 

One  1500-lb.  Pile  Driver,  Drop  Hammer,  with  Leaders. 

American  7  x  10,  double  drum  Hoist  with  Swinger. 

Mundy  G'A  X  12,  'double  drum  Hoist  with  Swinger. 

New  eyi  X.  8  Doty  double  drum  Hoist  with  Boiler. 

New  7  X  10  double  drum  Hoist  with  Boiler. 

7  X  10  D.  D.  Reversible  Skeleton  Hoist. 

S  X  12  3-Drum  Hoist,  with  swinger  and  boiler. 

20  ton  8  Vheel  Locomotive  Crane,  60  ft.  Boom. 

5  ton  Stiff  Leg  Derrick;  5  ton  Guy  Derrick. 

A  Frame  Travelling  Derrick. 

Assorted  Hand  Power  Derricks. 

!4    yd.   and   '/i    yd.    Concrete  Mixers  with   Engine  and 

Boiler  on  Wheels. 
1/2  vd.  and  1  yd.  Smith  Mixers  on  Skids. 
2000  feet  of  Portable  Track,  24-in.  gauge. 
Six  114  yd.  V-shaped  Steel  Cars,  Side  Dump,  24-in.  gauge. 
Ten  4  yd.  Western  Dump  Cars,  36-in.  gauge. 
15  ton  Porter  Standard  Gauge  Locomotive. 
Two  10  ton  Vulcan   Locomotives,  36-in.  gauge. 
Gyratory  Crushers,  Nos.  .3,  4  and  5. 
Taw  Cru.shers,  7  x  10  and  10  x  16,  Acme  Portable. 
No.  0  Thew  Steam  Shovel,  on  Railway  Wheels. 
.35  H.P.,  40  H.P.,  and  60  H.P.  Locomotive  Boilers. 
Large  Assortment  Vertical  Boilers,  5  H.P.  to  125  H.P. 
Two  Diaphragm  Pumps,  driven  by  Gasoline  Engines. 
Five  New  and  Used  Pulsometers,  various  sizes. 
Seventy  tons  56  lb.  rail. 


The 


Write  for  prices  and  further  particulars. 


A.  R.Williams  Machinery  Co. 


Limited 


64-66  Front  St.  W.,  Toronto,  Ort. 


Electric  Cranes 


Electric 
and  Hand 
Traveling 

Cranes 

Electric 
and  Air 
Hoists 


Patciil  Iviic  I'.  Cijiic  i  volley 
Mad*  in  Canada 


NORTHERN  CRANE  WORKS,  LTD. 

WALKERVILLE,  ONT, 


lip 
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SWANSEA 

Salt  Glazed  and  Vitrified 

SEWER  PIPES 


True  to  Size 
Impervious  to  Water 

Sizes  manufactured  and  al- 
ways in  stock  4  in.  to  24  in. 


Ask  for  Price  List 
and  Discounts 


also 

Chimney  Tops 
Flue  Lining^s 
Wall  Coping: 
Culvert  Pipe 
Inverts 

Telephone  (Toronto  Connection) 
Parkdale  5000 


The  Dominion  Sewer  Pipe  Co. 

(The  Independent  Co.)  Limited 

SWANSEA  (near  Toronto) 


To  Secure 
ECONOMY  and  DURABILITY 


Construct  Your 


SEWERS 


from 


Reinforced  Concrete  Pipe 

Manufactured  by 

Dominion  Concrete  Co. 


Limited 


KEMPTVILLE 


ONTARIO 


Better  good  pipe  at  a  fair 
price  than  poor  pipe 
at  any  price. " 

N.  B.  The  adjolnlngr  illustration  shows  a  line  of  42-ln.  pipe 
In  a  trench  ready  for  filling. 


The  Glue  Book 


WHAT  IT  CONTAINS 
Chapter  1 — Historical  Notes 
Chapter  2 — Manufacture  of  Glue 
Chapter  3 — Testing  and  Grading 
Chapter  4 — Methods  in  the  Glue  Room 
Chapter  5 — Glue  Room  Equipment 
Chapter  6— Selection  of  Glue 


Contract  Record 

and  Engineering  Review 

347  Adelaide  St.  West,  Toronto 
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Current  Prices  of  Building  and  Engineering  Materials 


TORONTO  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — delivered  in  5-barrel  lots,  $2.S5  per  bbl. ; 
with  bags,  $3.25;  car  lots,  ?2.15  on  the  track, 
with  pkgs.,  $2.55. 

Lime— grey  60c,  white  70c  per  100  lbs.,  delivered 
in  not  less  than  1500  lb.  lots.  At  the  ware- 
house, grey  55c,  white  65c.  Hydrated  lime, 
$16.00  per  ton  delivered;  $15.00  at  warehouse. 

Brick — No.  1  dry  pressed  red  brick,  $20;  buff, 
$20,  f.o.b.  the  job;  No.  2,  $18;  common  red 
stock  brick,  $16;  grey,  $16;  wire-cut  brick, 
for  foundation  work,  $12.50  on  the  cars,  de- 
livered $14;  "Tapestry"  brick,  imported,  $25 
to  $35;  local  Rug,  $20;  sand-lime  brick,  $10.25 
f.o.b.  car  at  King  Edward  Siding;  $9.00  f.o.b. 
car  or  wagon  at  plant.  Paving  brick,  local 
manufacturers  not  quoting  prices  at  present, 
imported  paving  squares,  delivered  at  job 
in  Toronto,  best  quality  $80,  second  quality 
$75,  third  quality  $70.  (These  prices  are 
merely  approximate,  as  no  sales  are  recorded). 
Sun-Tex  face  brick,  $20  to  $30  at  plant,  $24 
to  $34  delivered,  price  depending  on  color 
and  texture.  Denison  interlocking  hollow- 
tile,  $80  per  M.  at  plant,  $97.50  delivered. 
Lots  over  100,000,  $75. 

Fire  brick — $65  to  .'?85  per  M.,  according  to  qual- 
ity.    Fire  clay,  $15  per  ton. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 
Toronto  prices,  F.O.B.  Car: 
Crushed  stone— 2  in.,  $1.50;  1  in.,  $1.70;  Vt  in-. 

$1.70;  rubble  stone,  in  car  lots,  $1.40  per  ton, 

f.o.b.  car. 

Sand — for  cement  or  brick  work,  $1.10  per  ton, 

f.o.b.  Toronto. 
Gravel — Pit  run,  $1.40  per  ton,  f.o.b.  Toronto ; 

screened,  $1.50  per  ton,  f.o.b.  Toronto. 

LUMBER  (BUILDING  MATERIAL) 
Toronto  retail  prices,  delivered. 

Hemlock— 2  x  4  in.  to  2  x  10  in.,  12  and  14  ft. 
long,  $39;  10  and  16  ft.,  $40;  2  x  12  in.,  12 
and  14  ft.,  $40;  10  and  16  ft.,  $41 ;  1  x  4  in. 
and  1  X  5  in.,  T.  and  G.,  $42;  1  x  6  in.,  T. 
and  G.,  $43;  No.  2,  $5  less  than  No.  1.  Siz- 
ing, $1  per  M.  extra. 

Pine — Box,  1  x  4  in.  and  1x5  in.,  $45 ;  1  x  6 
in.,  $48;  1x8,  $50;  1  x  10,  $55;  1  x  12,  $55; 
Shelving,  1  x  4  in.  and  5  in.,  $56;  1  x  6,  $60; 
1x8,  $65;  1  X  10,  $70;  1  x  12,  $75;  2x4 
in.,  10  to  16  ft.  long,  common,  $46;  2x6, 
$48 ;  2  X  8,  $50 ;  2  x  10,  $52 ;  2  x  12,  $54.  No. 
1  flooring,  $58;  No.  1  V  or  beaded  sheeting, 
$60.  Pine  trim,  4  in.  casing,  $2.75  per  100 
ft.;  5  in.  ditto,  $3.25;  8  in.  pine  base,  $4.75; 
4  in.  pine  window  stool,  $4.00. 

Spruce — 10  to  16  ft.  long,  rough,  1  x  4  in.  and 
2x4  in.,  $46;  1  x  6  and  2  x  6,  $48 ;  1  x  8 
and  2x8,  $50;  1  x  10  and  2  x  10,  $52;  1  x 
12  and  2  x  12,  $54. 

Dimension  Timber  (B.C.  fir)— 10  x  10,  10  x  12, 
10  X  14,  10  X  16,  12  X  12,  12  x  14,  12  x  16,  14 
X  16,  16  X  10,  $65;  12  x  18,  12  x  20,  14  x  18, 
14  X  20,  16  X  18,  16  x  20.  18  x  18,  18  x  20, 
$70.  These  prices  apply  to  lengths  up  to  32 
ft.;  32  to  35  ft.,  $3  per  M.  extra;  36  to  40 
ft.,  $5  per  M.  extra. 

Shingles— XXX  B.C.,  $5.50;  XX  B.C.,  $4.50;  N. 
B.  extras,  $6.00;  N.  B.  clears,  $5.75;  No.  1 
pine  lath,  $7.00;  No.  2  pine  lath,  $6.50;  No.  1 
spruce  lath,  $5.75. 

STEEL  AND  IRON 

Steel  and  Iron  Bars— $5.00  to  $7.00  base  ;  twist- 
ed and  deformed,  $5.60. 

Shapes— Over  35  lbs.  per  yard.  $4.80  per  100  lbs. ; 
under  36  lbs.  per  yard.  $5,00  per  100  lbs. 


Plates — 6  ins.  and  over  and  under  30  ins.,  $7.50  per 
100  lbs.;  30  ins.  and  over,  $8.50.  Tank 
and  boiler  plates — 14  in.  and  over  and  under 
36  ins.,  $10.00;  36  ins.  and  over,  $6.70. 
Gauge  plates— No.  10,  $11.50;  No.  12,  $8.60; 
No.  14,  $8.65  per  100  lbs.  Black  American 
Bessemer  Plates— 28  gauge,  $8.40  per  100  lbs. 

Flats— 6  ins.  wide  and  under,  $6.00  per  100  lbs. 

Rivets — Button  and  cone  head — base  for  J4  in. 
and  up,  $8.50. 

Extras — 1/lOc  per  lb.  extra  for  cutting  to  length, 
for  plate  less  than  14  in.  thick,  for  angles 
less  than  5  in.  combined  legs  and  beams  and 
channels  under  6  ins.,  for  18,  20,  and  24  in. 
beams;  1/lOc  to  54 c  per  lb.  extra  for  all 
Bethlehem  sections. 

Galvanized  iron — 28  gauge,  $8.75. 

Cast-iron  pipe — Standard  prices,  carload  lots, 
f.o.b.  Toronto:  4-in.  $78  to  $79  per  net  ton; 
6-in.  and  up  $75  to  $76.  Lower  price  for 
Class  B.  Higher  price  for  Class  A  and  gas 
pipe.     Less  than  car  lots,  $2  extra. 

SEWER  PIPE 
Sewer  pipe — Toronto  prices  (wholesale),  with  dis- 
counts as  below,  f.o.b.  factory — 4  in.,  30c  per 
ft.:  6  in.,  45c;  8  in.,  70c;  9  in.,  90c;  10  in., 
$1.05;  12  in.,  $1.35;  15  in.,  $1.80;  18  in., 
$2,50;  20  in.,  $3;  22  in.,  $4;  24  in.,  $4,50. 
Discounts — 4  in.  to  24  in.  standard,  65  per 
cent. ;  15  in.  to  24  in.  double  strength,  62 
per  cent. 

Tile  wall  coping — 8  or  9  in.  wall,  50c  per  ft. ;  12 
in.  or  13  in.  wall,  75c  per  ft. ;  18  in.  wall, 
$1.50  per  ft.  ;  carried  in  6,  12,  18,  and  24  in. 
lengths.    Discount  65  per  cent. 

PAINTS  AND  OILS 
White  lead — ground  in  oil,   less  than  ton  lots. 
$16,05  per  100  lbs.;  ton  lots,  $15.70  per  100 

lbs. 

Boiled  linseed  oil — in  bbls.,  $1.58  per  gal.  of  9  lbs. 

Raw  linseed  oil — in  bbls.,  ,$1.55  per  gal. ;  red  lead, 
dry,  $19  per  100  lbs. ;  putty  in  bulk,  $6.05  per 
100  lbs.;  in  100-lb.  drums,  $6.90,  putty  in 
25-lb.  tins,  $6.90  per  100  lbs. ;  steel  sash 
putty  in  25-lb.  tins,  $7.15  per  100  lbs.;  tur- 
pentine, in  bbls.,  73c  per  Imp.  gal,,  based 
on  southern  gauge. 


MONTREAL  PRICES 

CEMENT,  LIME,  AND  BRICK 
Cement — $3.00    steam    car    load    lots,  including 

sacks,  less  5  per  cent,  for  cash. 
Lime — Hydrated,  $19  per  ton  ;  lump,  $15. 
Brick — No.  1  pressed,  $18;  No.  2  pressed,  $15; 

Manganese  rustic,  $20;  buff  rustic,  $20;  red 

rustic,   No.  1,  $15;   red  rustic.  No,   2,  $13; 

buff  (smooth),  $21;  buff  (rough),  $20;  plastic 

.$12  25 

Concrete  Brick— grey  $22,  red  $22,  buff  $23,  white 
$45,  plain  pressed  $12  per  thousand,  all  f.o.b. 
Works,  Mascouche,  P.Q. 

CONCRETE  SEWER  PIPE 
Straight  pipes  (per  foot)  :  not  reinforced,  R-in. 
26c;  9-in,  30c;  10-in.  .34c;  12-in.  40c;  15-in. 
60c;  18-in.  74c.  Reinforced,  18-in.  90c;  21- 
in.  $1;  24-in.  $1.20;  30-in.  $1.60;  36-in.  .$2,40; 
42-in,  $3;  48-in.  $4.20. 

CRUSHED  STONE.  SAND,  AND  GRAVEL 

Crushed  Stone — 2  in,,  $1,40;  -K-in.  $1.65;   J^  in. 

$1.75  per  ton,  delivered. 
Sand — $1  per  ton,  car  load,  on  cars. 
Gravel — $1,20  per  ton  f.o.b.  cars. 

STEEL  AND  IRON 

Steel  angles — 3  in.  x  3  in.  and  up.  .$5.75;  1  in. 
x  1  in.  X  in..  25c  extra;  ^  in.  x  54  in. 
X  'A  in.  .50  cents  extra.  Boiler  plates — '/i  in. 
tliick  and  thicker,  $10,00,  Circular  plates- 
Flange  quality,  .36  in.  dimension  and  over. 
$12..50;  under  .36  in.  diameter,  ..$13,00.  Beams 
and  channels — Under  35  lbs.,  per  yd.,  $5.75; 
35  lbs,  per  yd,  and_  over,  $5,50;  f,o,b.  Mont- 
real, net  cash,  nominal.  Corrugated  iron — 26 
gauge,  $9.00;  28  gauge,  $8.25  per  100  sq.  feet. 


subject  to  change  without  notice.  Copper 
bearing  sheets  —  Keystone  black,  28  U.  S. 
gauge,  $6.50  per  100  lbs.  nominal. 

SEWER  PIPE 

Straight  pipe  (per  foot) — 4  in.,  30c;  6  in.,  45c-  8 
in.,  70c;  9  in.,  85c;  10  in.,  $1.05;  12  in.,  $1.35- 
15  in.,  $1.80;  18  in.,  $2.50;  20  in.,  $3;  22  in 
$4;  24  in.,  $4.50;  27  in.,  $6.50;  30  in.,  $7.2o! 
Channel  pipe  (4  in.  to  30  in.)  24c,  36c,  56c 
72c,  84c,  $1.08,  $1.44,  $2.00,  $2.40,  $3.20 
$3.60,  $5.20,  $5.75.  One-eighth  bends  (4  in 
to  30  in.),  $1.20,  $1.80,  $2.80,  $3.60,  $4.20 
$5.40.  $7.20.  $10,  $12.  $16,  $18,  $26,  $2.S- 
'A,  $1.20,  $1.80,  $3.15,  $4.05,  $4.75,  $6,in, 
$14.40,  $20,  $24,  $32,  $36,  $52,  $57.60.  Double 
collar,  90c,  $1.35.  $2.10,  $2.55.  $3.15.  $4.05, 
$5.40;  slant  1  foot  long  side  (4  in.  to  15 
in.),  90c.  $1.35,  $2.10,  $2.55.  $3.15,  $4.05, 
$5.40.  Single  branch  (6  in.  to  9  in.),  3  ft., 
$2.25,  $3.50,  $4.25;  2  and  2;^  ft.  (4  in.  to  30 
in.),  $1,35,  $1.80,  $3.15,  $3.85.  $4.75.  $6.10, 
$8.10.  $11.25,  $13.50,  $18,  ,$20.25,  $32.50,  |36.  ■ 
Single  squares  (4  in.  to  30  in.)  ditto.  Double 
branch  and  double  square  and  Y  pipe  (4  in.  to 
30  in.),  $1.80,  $2.70,  $4.90,  $6.30.  $7..35,  $10.80, 
$14.40.  $20,  $24.  $32.  $36,  $45.50,  $50.40. 
Svphon,  cesspool,  and  buchan  trap  (4  in.  to 
15  in.).  $3.  $4,  $7,  $9.  $10.50.  $18.  Double 
syphon,  running  trap,  and  hand  hole  trap  (4 
in.  to  12  in.).  $3,  $4,  $7,  $9,  $10.50,  $!«. 
These  prices  are  subject  to  a  discount  of  51 
per  cent,  for  less  than  car  load  lots  delivered, 
and  a  discount  of  from  61  to  66  per  cent,  toi 
car  load  lots  f.o.b.  Montreal. 

SUNDRIES 

Hard  wall  plaster — $16  per  ton.  Plaster  of  Pari; 
$.3.05  per  bbl.,  both  less  5  per  cent,  for  cash 
Rope — Best  Manilla.  39c  basis  per  pound 
iBritish  Manilla,  33c  basis;  sisal  rope,  27^4( 
basis;  lath  yarn,  27j4c.  Boiled  linseed  oil- 
in  barrels,  $1.95  per  gal.  of  9  lbs.  Raw  liii 
seed  oil — in  barrels,  $1.92j^  per  gal. 


WINNIPEG  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — Portland,  $4.00  per  bbl.;  mortar  cei 
ment,  (He  per  70-lb.  bag,  in  ton  lots;  Keencs, 
$6.45  to  $13.55  per  bbl,,  depending  on  qual 
ity.     (All  prices  include  bags). 

Lime — White  or  grey,  in  bulk,  45c  per  busliel 
per  barrel,  $2.10  to  $2,40. 

Hydrated  Lime — In  paper  bags,  $16.35  per  ton 
in  cotton  bags,  $19.55. 

Brick — No.  1  dry  pressed,  red  and  buff,  $35 
common  red  stock,  $25;  common  grey  stool 
$12:  No.  1  enamelled  brick,  all  colors,  froi 
$100;  sand  lime,  $12;  firebricks.  $70  to  $91 

CRUSHED  STONE,  SAND,  AND  GRAVEL 
(Including  delivery) 

Crushed  stone— l;,^ -in.  to  2-in.,  $2.60  per  yart 
.J4-in.  to  1-in..  $2.85;  stone  dust,  $2.55;  ru' 
ble  stone.  $14.20  per  cord. 

Sand,  gravel  and  torpedo  sand — $2.10  per  jrard. 

Crushed  granite— 1^4  and  2-in.,  $2.65;  ^-m.  ai 
1-in,,  $2,90;   54-in.  and  dust.  $3.20. 

Gravel — Per  yard,  delivered,  $1.85, 

Crushed  Granite— 1^  and  2-in..  $2.65;  Vi-tn.  ai 

1  in.,  $2.90;   54 -in.  and  dust,  $3.20. 

LUMBER  (BUILDING  MATERIAL) 
(Including  delivery) 
(15  per  cent,  discount  for  cash) 
Flooring — No.  2  red  pine,  4  in.,  $43;  6  in.,  $4 
No.  3  red  pine,  4  in.,  $38;  6  in.,  $40;  No. 
red  and  white  pine  or  spruce,  4  in.,  $28; 
in..  $.32;  No.  1  and  2  fir,  edge  grain.  3  i 
$60;  4  in.  and  6  in..  .$55;  No.  3  fir,  edge  a 
flat  grain,  4  and  6  in,,  .$45;  No.  4  fir  slii 
lap  grade,  4  and  6  in.,  $32;  common  2  x 
pine,  spruce  or  fir,  4  and  6  in.,  $33;  No. 
white  pine,  4  and  6  in.,  $55;  No.  3,  $45;  K 

2  red  pine,  4  and  6  in.,  $46;  No.  3,  $40;  f 
4,  $32;  No.  5,  $24. 

Dimension  timber  (No.  1  pine,  spruce,  ♦amj'' 
fir  or  cedar)— 8  x  8,  8  x  10.  10  x  10,  10 1 
12.  J2  X  12,  $38;  10  x  14.  14  x  14.  14  x 
6  X  10.  6  X  12.  8  X  12.  $.39;  10  x  16,  12  x  '! 
16  X  16,  14  X  18.  16  X  18,  18  x  18.  20  x  , 
$40;  6  X  14,  8  X  14,  12  x  18.  18  x  20.  $42  i 
X  16.  6  X  18.  6  X  20,  8  X  10.  8  X  IS.  8  x 
10  X  18.  10  X  20,  12  X  20,  14  x  20.  16  x  i] 
$43.  ,  ' 

(Continued  on  page  'Si) 
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RAILS 


BILLETS 


Concrete  Reinforcement  Bars 

Plain  Round,  Square  and  Cold  Twisted  Squares 

DOMINION  IRON  &  STEEL  COMPANY 

LIMITED 

BAR  STEEL 


Warahout*  Stock*  t 

SYDNEY.  N.  S. 
MONTREAL.  QUE. 
TORONTO.  ONT. 
FT.  WILLIAM.  ONT. 


Sale*  Offices  t 

SYDNEY,  N.  S, 

MONTREAL 
112  St.  James  St. 

TORONTO 
18  Wellington  St..  E. 


Mills  and  General 

Offices  I 

SYDNEY,  N,  S. 


WIRE  NAILS        WIRE  PRODUCTS 


iiiiiiiiii 
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Saves  Man  Power 

Install  a  G&G  Telescopic  Hoist 

for  the  Removal  of  Ashes 


wUhAutomaiic  CearShiftin^  Brake 
Device  and  Silencer. 


MADE  IN  CANADA 


G&G  Hoists  convert  a  hard,  mussy,  noisy 
task  into  an  easy,  clean  and  noiseless  operation. 

U  They  save  man  power  and  reduce  operating  costs. 

^  One  man  unaided  can  operate  a  G  &  G  Hoist  efficient- 
ly— removing  filled  can  from  cellar  to  sidewalk  or 
wagon  bed  faster  than  several  men  working  with 
makeshift  methods. 

^  Model  A,  illustrated,  will  raise  a  maximum  load  of 
500  pounds  at  a  guaranteed  speed  of  30  feet  per 
minute. 

|[  Five  models  are  manufactured  to  meet  various  re- 
quirements. 

Install  a  G  &  G  on  your  next  job  ! 

Send  to  Nearest  Agent  for  bulletin  describing  all  models 


■ 
1 


GILLIS  &  GEOGHEGAN,  Sherbrooke,  Quebec 


IB.  &  S.  H.  THOMPSON  CO., 
LTD.,  Montreal  and  Toronto, 
Agents  for  Quebec  and  Ontario 


WM.  N.  O'NEIL  CO.,  LTD., 

VANCOUVER, 
Agents    for    British  Columbia 

mil 


R.  C.  GRANT, 
NEW  GLASGOW, 
Agent  for  the  Maritime  Provinces 


W.  T.  GROSE, 
Agent  for  Manitoba,  Saskatchewan 
Alberta,  Winnipeg 

IlllllllUlllilllllllllllililillll 
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CURRENT  PRICES  OF  BUILDING  AND  ENGINEERING  MATERIALS— continued 


(Continued  from  page  52) 
Pine — 1-in.  common,  6  to  10  in.,  $105;  12  in., 
$110;  pine  trim  4-in.  casing,  $3.70  per  100 
ft.;  5!4-in.  ditto,  $4.40;  Sin.  pine  base,  $6; 
10-in.,  $7;  4-in.  pine  window  stool,  $7.50. 
Shingles— No.  1  B.  C.  cedar,  $4;  No.  2,  $3.50; 
No.  1  B.  C.  cedar  dimension,  $5.50;  hand- 
sawn,  $7. 

STEEL  AND  IRON 

Steel — Round  bars,  $5.25  per  100  lbs. ;  square 
twisted,  $5.25  per  100  lbs. ;  channels  and 
angles,  $5.50;  beams,  $5.25;  plates,  $8.25  per 
100  lbs. 

Cast  Iron  Pipes — Standard  price,  car  load  lots, 
f.o.b.  Winnipeg,  $38  per  ton. 

SEWER  PIPE 

Sewer  Pipe — Wholesale  price  f.o.b.  Winnipeg,  per 
ft.,  3  in.,  9  cents;  4  in.,  11  cents;  5  in.,  16 
cents;  6  in.,  1R}4  cents;  8  in.,  30  cents;  9  in., 
35  cents;  10  in.,  40  cents;  12  in.,  50  cents; 
15  in.,  75  cents;  18  in.,  $1.00;  20  in.,  $1.50; 
24  in.,  $2.00. 

SUNDRIES 
(Including  delivery) 

Hard  Wall  Piaster — $19  to  $22.50  per  ton ;  Plaster 
of  Paris,  $20.50  per  ton;  in  barrels,  $4.40  per 
bbl.  of  320  lbs. 

Plasterers'  Hair — $3.30  per  bale;  90c  per  bushel. 

PAINTS  AND  OILS 

Mortar  Color — Red,  $4.50  per  100  lbs. ;  black  or 
buff,  $5.50;  chocolate,  $6.50. 

Paints  and  Oils — White  lead,  ground  in  oil,  $11.50 
per  100  lbs. ;  boiled  linseed  oil,  in  bbls.,  98 
cents  per  gal. ;  raw  linseed  oil,  in  bbls.,  95 
cents  per  gal.;  dry  red  lead,  $10.00  per  100 
11)S. ;  putty  in  bulk,  $3.25  per  bbl.;  putty  in 
251b.  tins,  $3.75;  turpentine,  in  bbls.,  80 
cents  per  gal.  Mixed  paint,  ordinary  colors, 
per  gal.,  $3.10. 


VANCOUVER  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — Grey  Portland,  $2.65  per  bbl.  f.o.b.  ware- 
house, sacks  extra;  Keens  cement,  $9.00  per 
bbl.,  sacks  extra;  fine  white,  $8.00  per  bbl.  of 
300  lbs.;  superfine,  white,  $9.50  per  bbl.; 
white  Portland  cement,  $2.65  per  bbl.  of  250 
lbs.,  sacks  10c  extra,  f.o.b.  Vancouver. 

Lime — $1.70  per  bbl.  f.o.b.  warehouse  or  delivered. 

Brick— Common  red  brick,  $14.50  to  $16.00  f.o.b. 
warehouse;  $12.50  and  up  in  car  lots  f.o.b. 
Vancouver ;  pressed  red  brick,  f.o.b.  wharf 
Vancouver;  pressed  buff  brick,  $40  at  ware- 
house; $33  in  car  lots;  tapestry  brick,  $45  at 
warehouse ;  impervious  brick,  $45  f.o.b.  build- 
ings; fire  Ijrick,  $40  in  car  lots,  $45  in  ware- 
house; fire  clay,  $12.50  per  ton  in  car  lots. 


SAND  AND  GRAVEL 

Sand — Brick  and  plaster  sand  $2.50  per  cu.  yd. 
f.o.b.  bunkers. 

Gravel — $2,50  per  yard  delivered. 

LUMBER    (BUILDING  MATERIAL) 
V'ancouver  prices,  f.o.b.  mills: 

Dimension  timber — Douglas  fir — 8  x  8,  10  x  10, 
10  X  12,  10  X  14,  12  X  12,  12  x  14,  14  x  14, 
14  X  16,  $18;  6  X  10,  6  x  12,  8  x  10,  8  x  12, 
10  X  16,  12  X  16,  16  X  16,  $18.50;  6  x  14, 
8  X  14,  12  X  18,  18  X  20,  $19 ;  6  x  16,  8  x  16, 
10  X  18,  18  X  20,  14  X  20,  16  x  18,  16  x  20, 
18  X  18,  20  X  20,  $19.50; 

Fir  flooring — 1  x  3  edge  grain,  $28;  1x4  edge 
grain,  $31 ;  1  x  4  flat  grain,  $24;  No.  1  and 
2.  1-inch  clear  fir  rough,  $33;  No.  1  and  2, 
lJ-4  and  I'A  inch  clear  fir  rough,  $39;  No.  1 
and  2,  2  inch  clear  fir  rough  $35 ;  hemlock 
lath,  $1.15;  pine  lath,  $2.35  to  $2.65;  XX 
B.  C.  cedar  shingles,  $2.15;  XXX,  $3.25; 
XXXXX,  $3.60. 


STEEL  AND  IRON 

Vancouver  prices  f.o.b.  warehouse : 
Steel — (round  and  square  bars)  $4.50  base;  twist- 
and  and  deformed,  $4.50  base;  structural  sec- 
tions, $6.00  to  $7.00. 
Galvanized  iron— 28  gauge,  $12.85  per  100  lbs. 
Corrugated  iron — 26  gauge,  6,  7  and  8  ft;  sheets, 
$10.90;  5,  9  and  10  ft.  sheets,  $11.05  per  sq. 
Black  steel  sheets,  24  gauge,  $10.35  per  100 
lbs. 

Steel  angles— $6.00  to  $7.00  per  100  lbs.,  depend- 
ing on  size,  quantity  and  specifications. 

Steel  channels,  beams— $6.00  to  $7.00  per  100  lbs., 
depending  on  size,  quantity  and  specifications. 

Steel  plates— $12.00  to  $15.00 

SEWER  PIPE 

Sewer  .pipe — Vancouver  prices  f.o.b.  warehouse; 
4-in.,  13j4c  per  ft. ;  6-in.,  23c  per  ft. ;  8-in.,  35c 
ft.;  10-in.,  45c  ft.;  12-in.,  55c  ft.;  15-in., 
$1.10  ft.;  18-in.,  $1.30  ft.;  20-in.,  $1.55  ft.; 
24-in.,  $2.30  ft.   (all  net  prices). 

SUNDRIES 

Hard  wall  plaster — $16.50  in  car  lots  f.o.b.  Van- 
couver, bags  extra. 
Hydrated  lime — $16.00  in  car  lots. 
Alca  lime — $16  per  ton. 

Plaster  of  Paris — Hammer  brand,  $4.50  per  bbl. 
Finishing  Plaster — $19  per  ton,  sacks  extra. 
Welsh  slate— $11.50  to  $12.00  per  square,  f.o.b.. 
Vancouver. 

Rope,  Manilla,  s/g  in.,  39c  base;  in.,  39Kc; 
ii  in.,  40c;  J4  in.,  40J^c;  2nd  grade,  33^c 
base;  sisal  rope,  28}4c  base. 

PAINTS  AND  OILS 

Boiled  linseed  oil — In  bbls.,  $1.77  per  gal.  of  U 
lbs. 

Mixed  Paint— Per  gal.,  $3.55  to  $3.85. 

Raw   linseed   oil — In   bbls.,   $1.75  per   gal.;  red 

lead, dry,  $15.00  per  100  lbs.;  in  oil,  20j^c. ; 

putty  in  bbls..  Standard,  $5.00;  Pure,  $6.00; 

Turpentine,  in  bbls.,  $1.00. 
White  Lead— Ground  in  oil,  $16.85  per  100  lbs. 


Town  and  City  Sewers 

ALL  SIZES  OF  PIPES  and  CONNECTIONS  from  4  inch  to  30  inch  always  IN  STOCK 

In  our  salt  glazed  vitrified  sewer  pipe  we  offer  the  highest  type  of  sewer  material.  Pipe 
of  our  manufacture  have  been  used  in  practically  every  city  in  Canada.  Highly  glazed  and  per- 
fectly vitrified. 

If  you  are  contemplating  sewer  construction  we  can  quote  you  some  attractive  prices.  We 
also  make  all  classes  of  fire  clay  goods. 
Prompt  shipment  on  all  orders. 

Ground  Fire  Clay,  in  Bulk  or  Bagged. 
"Amco"  Segment  Sewers— From  30"  to  108"  diameter 
Send  for  Illustrated  Book  on  "Building  Segment  Sewers** 

Standard  Clay  Products  Limited 

THREE  SEWER  PIPE  FACTORIES:  St.  Johus,  P.  Q.,  aud  Ncw  Glasgow,  N.  S. 

ALSO  FIRE  CLAY  FACTORY  AT  ST.   JOHNS,    P.  Q. 
I  


M;ircli  30,  lots 
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BERMICO 

KYANIZED 

CROSS  -  ARMS 
POLES  AND  TIES 


are 


PROTECTED 

FROM  DECAY 

Manufactured  In  Our 
Own  Plant  From  Care- 
fully   Selected  Stock 


Write  for  Samples 
and  Particulars 


BROWN  COMPANY 

FOUNDED  1852 
Formerly  Berlin  Mills  Co.— Burgess  Sulphite  Fibre  Co. 

PORTLAND       -       -  MAINE 


Dominion  Iron  and 
Wrecking  Co.,  Ltd. 

Canada's  Largest 
Cash  Buyers  and  Liquidators 


Factories  and  Complete  Plants. 

Marine  Wreckers  and  Dismantlers. 

Scrap  Iron,  Steel,  Metals,  and  Waste  Materials. 

Distributors  of  Spelter,  Ingot  Copper,  Lead,  Tin, 
Antimony. 

Iron  and  Steel  Shafting,  all  sizes  and  lengths. 
New  and  Used  Electrical  Equipment. 

Power  Machinery,  Electrical,  Hydraulic,  Steam 
and  Gas. 

Relaying  Rails  of  all  sizes  always  in  stock. 

General  Office* : 

Transportation  Bldg.,  MONTREAL 


Quebec 


Tel.  Main  3751 


St.  John  N.S. 


1^  A  f  I   O  Relaying 
AXi^^JLliJiO  Switches,  Turntables,  Etc. 

Carried  in  Stock 

Locomotives  and  Cars 
Jno.  J.  Gartshore,  Toronto 


Water  Supply 

from 
Deep  Wells 

is  obtained  at  a 
minimum  cost  by 
use  of  our  deep 
well  pumps. 


Write  for  Bulletin  26 
explaining  the  use  of 
Cook's  Patent  Brass 
Tube  Well  Strainer. 

A.  D.  COOK 

Lawrenceburg  Indiana,  U.  S.  A. 

Manufacturer  of  a  Complete  line  of  DEEP  WELL 
SUPPLIES  including  Steam,  Belt  and  Motor  Driven 
DEEP  WELL  PUMPS,  Wind-mill  and  Hand  Pumps, 
Working  Barrels  and  Valves,  Pump  Rods  and  Pump 
Rod  Joints,  Drill  Rods  and  Drill  Rod  Joints,  Drilling 
and  Well  Tools. 

Catalogue  Mailed  Upon  Request 


VANCOUVER  WOOD  PIPE 

&  TANK  CO.,  LTD. 


Contractors  for  Waterworks  Construction, 
Manufacturers  ot  Wire- Wound  Wood  Pipe,  Continuous  Stave 

Pipe,  Tanks,  Silos,  Steam  Casing. 
See  our  new  patented  Wood  Pipe  Coupling-Potltively  LEAK  PROOF. 
We  are 

the  originators  of  the  BORED  OUT  Wood  Sleeye  Coupling 

Write  for  Illustrated  Catalogrue. 

850  Hastings  St.  W.      VANCOUVER,  B.C. 
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Civil 

Electrical 
Mechanical 

Directory  of  Engineers 

Contractors 

Special 

Interests 

Chipman  &  Power 

Civil  Eni^ineers 

TORONTO  WINNIPEG 

Willis  Chipman.      Geo.  H.  Power. 


Anglins  Limited 

Contracting  Engineers 

65  Victoria  St.  MONTREAL 


H.  J.  Griswold, 

Montreal. 


B.  W.  Seton, 

Toronto. 


DOMINION  ENGINEERING 
&  INSPECTION  CO. 

Inspecting  and  Testing  Engineer! 
Head  Office  and  Laboratoriei, 
>S0  Lagauchetiere  St.  West,  Montreal. 

BRANCH  OFFICES: 
24  Adelaide  Street  East,  Toronto. 
806  Union  Trust  Building,  Winnijpeg 
CEMENT  TESTING  AND  REIN- 
FORCED CONCRETE  INSPECTION 
MILL,  SHOP  AND  FIELD  INSPEC- 
TION OF  STEEL  STRUCTURES 
AND  BRIDGES 
TESTS  AND  INSPECTION  OF  IRON 

AND  STEEL  PIPE,  ETC. 
LOCOMOTIVES,  CARS,  NEW  AND 

SECOND-HAND  EQUIPMENT 
Represented  at  New  York,  Pittiburgh  and 
Chicago;  Glasgow  and  London,  Eng. 


Canadian  Inspection  & 
Testing  Laboratories 

Limited 

Inspecting  Engineers 
and  Chemists 

Mill,  shop  and  field  inspec- 
tion of  bridges  and  struc- 
tural work;  test  of  materi- 
als; mill  inspection  of  rails 
and  track  supplies;  found- 
ry inspection  of  steel  and 
iron  castings  of  all  classes; 
expert  examinations  and 
reports.  Representatives 
at  all  important  Canadian, 
American  and  European 
Works. 


MONTREAL 


Head  Orfic* 
■lid  Main  Laboratories: 

Branch    Offices    and    Laboratories — 
TOKONTO^  WINNIPEG.  EDMONTON, 
VANCOUVER  and   NEW  OLASOOW 


R.  S.  &  W.  S.  LEA 

Consulting  Engineers 

Waier  Supply;  Sewerage  and  Drainage:  Water 

Purification;  Disposal  of  Sewage  and  Refuse ; 

Water  Power  Developments  and  Power  Plants. 
Reports,  Designs,  Supervision  of  Construction 
New  Birks  Bldg.  Telephone 

MONTREAL,  P.Q.  Uptown  783 


FRANK  BARBER 

Bridge  and  Structural  Engineer 

Steel  and  Reinforced  Concrete  Bridges  and 
Buildings,    Foundations,    Municipal  Work 

40  JARVIS  STREET,  TORONTO 


Robert  W.  Hunt, 
Thos.  C.  Irving,  Jr. 


Charles  Warnock, 
Jai.  W.  Moffat, 


Robert  W.  Hunt  &  Co. 

Llmlttd 

Consulting  and  Inspecting  Engineers, 
Chemists  and  Metallurgists 

Expert  Inspection  and  tests  of  all  structural 
materials  and  mechanical  equipment 

Inspectors  at  all  Important  industrial  centres. 

Reports  on  Properties  and  Processes 

Head  OfTice  and  Laboratories : 
McGUI  Building,  Montreal 
Branches : 

Toronto         Vancouver         London,  England 


Geo.  M.  Miller  &  Co. 

Architects 

93  Yonge  Street        -  TORONTO 


Crushed 
Stone 

BRICK 


Cut 

Stone 
SAND 

T.  A.  Morrison  &  Co.,  ''i^l^^^T^lt- 


Reid  &  Brown  Structural  Steel 
&  Iron  Works,  Limited 

We  carry  a  large  stock 

Steel  Beams,  Channels,  Angles, 
Plates,  Columns,  etc. 

FOR  IMMEDIATE  SHIPMENT 
Office  and  Works-63  Eiplanade  E,  TORONTO 
Phonas— Main  904  and  905 


R.  O. 
WYNNE  -  ROBERTS 
Consulting  Engineer 

40  JARVIS  STREET 

TORONTO 

Water  Supply,  Sewerage,  Sewage  DIs- 
posal.  Civic  and  General  Engineering, 
Arbitrations,  Investigations,  Valuations, 
Reports,  etc. 


Sash 

Operating  Machinery 

of  all  kinds 

KING  CONSTRUCTION  CO. 

40  Dovercourt  Rd.,  TORONTO 


Milton  Hersey  Co.,  Ltd. 

Engineers,  Chemists,  Inspectors 

PAVING 

designed,  superintended,  inspected. 
Montreal  Winnipac  New  Yar 


DARLING  BROTHERS  LIMITED 

ENGINEERS  &  MANUFACTURERS 

MONTREAL,  CANADA 

Branches ;  Agents : 

Toronto,  Winnipeg       l-ialifax,  Calgary,  Vancouver 

PUMPS  FOR  ANY  SERVICE   .  STEAM  APPLIANCES  OFEVERY  KIND 


This  Directory 
will  bring  you 
BUSINESS 

Keep  your  name  and  your  busi- 
ness prominently  before  live 
prospects  by  placing  an  an- 
nouncement in  our  "Directory  of 
Engineers."  Rates  and  inform- 
ation will  be  sent  on  request. 

Contract  Record 

&  Engineering  Review 
347  Adelaide  St.  W.  TORONTO 


March  20,  1918 
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CANADIAN 
CHICAGO  BRIDGE  &  IRON 


CO. 


Built  for  C.P.R. Montreal 


Limited 
BRIDGEBURG,  ONTARIO 

Our  Specialty  is  the  Design,  Manufacture 
and  Erection  of  Elevated  Steel  Tanks 
for  Municipal,  Railroadand  Factory  Service. 
We  also  design,  manufacture  and  construct 
Oil  Tanks,  Coaling  Stations,  Bridges,  Turn- 
tables, Building  and  Structural  Material. 

"  Write  our  nearest  Sales  Office  for  prices,  plans 
and  specifications.  Our  catalogue  No.  15  gladly 
mailed  to  you  upon  request." 

Sales  Offices:— 
Bridgeburs.  Ontario.  130  Janet  Street 

Chicago,  Illinois,  1305  West  105th  Street 
New  York,  N.  Y.,  30  Church  Street 

Shops:— BridBeburg,  Ont. 

Chicago,  ni.  Greenville,  Pa. 


The  Maritime  Bridge 

Company,  Umited 

Manufacturers  and  Erectors  of 

Steel  Railway  and  Highway  Bridges, 
Buildings,  Girders,  Trusses,  Towers, 
Turntables,  Tanks,  Srhoke  Stacks, 
Riveted  Pipe,  and  Structural  Steel  and 
Plate  Work  of  all  descriptions. 

We  have  the  only  complete  stock  of 
Steel  Shapes,  Plates  and  Bars  in  the 
Maritime  Provinces. 


Office  and  Plant: 

New  Glasgow,  Nova  Scotia 


Standard 


Co])per,  Brass  and  Bronze  Wires 
Colonial  Copper  Clad  Steel  Wire 
Magnet  and  Weatherproof  Wire 
Rubber  Insulated  Wire 
Lead  Covered  and  Armored  Cable 
Cable  Accessories  of  all  kinds. 

We  can  meet  your  requirements,  however  large 
promptly. 

Standard  Underground  Cable  Co. 

of  Canada,  Limited 
Hamilton,  Ont. 


Montreal 


Toronto 


Hamilton 


Seattle 


STRUCTURAL  STEEL 

and 

BRIDGE  BUILDERS 


Capacity  18,000  Tons. 

We  build  and  erect  all  kinds  of  Structural  Steel,  Bridges, 
Roof  Trusses,  Bank  and  Office  Railings,  Stair 
Work.  Elevator  Grilles,  Fire  Escapes,  etc. 

Over  5,000  Tons  in  Stock  of 

Beams,  Column  Sections,  Angles,  Tees,  Plates,  Bars, 
Checkered  Floor  Plates,  etc. 

McGregor  &  Mclntyre,  Limited 

1139  Shaw  St.  -  -  TORONTO,  CAN. 

Telephone  Hillcrest  1614—1615—1616. 


Made  by 

Griff  i 


\  .  ^ '  CoNtmctors  to  the 


Admiralty  ^WarOff  ice 


Elastic 


lasts  where  no  other  paint  will  stand. 

It  is  impervious  to  all  external  influences,   and  possessing  wonderful   qualities  of 
FIRMNESS,    DURABILITY,   and   ELASTICITY,  it  affords 

PERFECT  PROTECTION 

for  IRON,   STEEL  AND  WOOD.    That  is  why  it  is  used  by  the  British  Navy  and 
Army  and  leading  Railway  and  Shipping  Companies. 

Write  for  our  interesting  booklet. 

Spielmann  Agencies,  Regd. 

Specialists   in  Protective  Paints 
Read  Bldg.  M  ONT  REAL  . 
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Works  at  Walkerville,  Ontario 


When    placing  your 
order  for 

HYDRANTS, 
VALVES 

and 

VALVE 
BOXES 

place  it  with  us. 


MADE  IN  CANADA 


Strong,  Substantial  and 
Modern  Designs. 
Prices  right. 

Write  for  prices  and  see. 


|IMIT£D 


VALVE-  HYDRANT  MANUFACTURERS 

WALKERVILLE,  ONT. 


BOOKS 

for  Engineers 
and  Contractors 

The  following  Books  are  Offered  subject  to  Pre- 
vious Sale: 

British  &  Foreign  Building  Stones,  by  John  Watson.  Pub- 
lished in  1911  at  the  University  Press,  Cambridge,  Eng- 
land.   483  pages.     Price  50  cents. 

Centrifugal  Pumps,  by  R.  L.  Daugherty.  Published  in  1915 
by  McGraw-Hill  Book  Company.  190  pages,  illustrated. 
Price  $2.00. 

Concrete    Construction    for    Rural    Communities,    by    Roy  A. 

Seaton.    Published  in  1916  by  the  McGraw-Hill  Book  Co. 

223  pages,  illustrated;  price  $2.00. 
Construction  of  Roads  &  Pavements,  by  T.   R.  Agg,  C.  E. 

Published  in  1916  by  McGraw-Hill  Book  Company.  432 

pages,  illustrated.     Price  $3.00. 
History    of    Bridge    Engineering,    by    Henry    Grattan  Tyrrell, 

C.E.     480  pages,  illustrated.     Price  $5.00. 
Irrigation  Practice  and  Engineering  (Volume  One),  by  B.  A 

Etcheverry.   Published  in  1915  by  McGraw-Hill  Book  Com 

pany.     213  pages,  illustrated.     Price  $2.00. 
Irrigation  Practice  &  Engineering   (Vol.  2),  by  B.  A.  Etche 

verry.     Published   in   1915  by   McGraw-Hill    Book  Com 

pany.    364  pages,  illustrated.    Price  $3.50. 
Irrigation  Practice  &  Engineering,  Volume  3,  by  B.  A.  Etche 

verry.    Published  in  1916  by  McGraw-Hill  Book  Company 

438  pages,  illustrated.     Price  $4.00. 
Locks  and  Builders'  Hardware,  by  Henry  R.  Towne.  Published 

in  1904  by  John  Wiley  &  Sons.     1,116  pages,  illustrated. 

Price  $1.50. 

"Operation  and  Maintenance  of  Irrigation  Systems,"  by  S.  T. 
Harding.  First  edition,  just  published  by  the  McGraw-Hill 
Book  Co.    271  pages,  illustrated.     Price  $2.50. 

Practical  Mathematics  for  the  Engineer  and  Electrician,  _  by 
Elmer  E.  Burns  and  Joseph  G.  Branch.  Second  edition. 
Published  by  the  Joseph  G.  Branch  Publishing  Company  in 
1914.    143  pages,  illustrated.     Price  $1.00. 

"Practical  Road  Building,"  by  Charles  E.  Foote.  Just  pub- 
lished by  David  McKay.    295  pages,  illustrated.  Price  $1.25. 

"Public  Utility  Rates."  A  discussion  of  the  Principles  and 
Practice  underlying  charges  for  Water,  Gas,  Electricity, 
Communication  and  Transformation  Services,  by  Harry 
Barker,  B.S.  First  edition,  just  published  by  the  McGraw- 
Hill  Book  Company.     387  pages.     Price  $4.00. 

Pumps  and  Pumping,  by  M.  Powis  Bale.  Published  in  1912  by 
Crosby,  Lockwood  &  Son.    120  pages.    Price  $1.50. 

Reinforced  Concrete  Design  Tables.  A  hand  book  for  Engi- 
neers and  Architects,  by  N.  Edgar  Thomas  and  Charles  E. 
Nicliols.  First  edition,  just  published  by  McGraw-Hill 
Book   Company.     208  pages.     Price  $3.00. 

Some  Considerations  Regarding  Cast  Iron  and  Steel  Pipes,  by 
John  Sharp.  Published  in  1914  - by  Longmans,  Green  & 
Company.     142  pages,  illustrated.     Price  $1.50. 

Stee!  Bridge  Designing,  by  Melville  B.  Wells,  C.E.  Published 
By  Myron  C.  Clark  Publishing  Company  in  1913.  260 
pages,  illustrated.     Price  $2.00. 

Surveying  Manual — A  Manual  of  Field  and  Office  Methods  for 
Use  of  Students  in  Surveying,  by  William  D.  Pence,  C.E., 
and  Milo  S.  Ketclium,  C.E.  Published  in  1915  by  McGraw- 
Hill  Book  Co.    388  pages,  illustrated.    Price  $2.00. 

Use  of  Water  in  Irrigation,  by  Samuel  Fortier.  Published  in 
1915  by  McGraw-Hill  Book  Company.  265  pages,  illus- 
trated.    Price  $2,00. 

"Use  of  Water  in  Irrigation,"  by  Samuel  FSrtier.  Second  edi- 
tion. Publislied  by  McGraw-Hill  Book  Company,  1916.  325 
pages,   illustrated.     Price  $2.00. 

Water  Power  Engineering,  by  Daniel  W.  Mead,  2nd  edition. 
The  Theory,  Investigation  and  Development  of  Water 
Powers.  Published  in  1915  by  McGraw-Hill  Book  Com- 
pany.   843  pages,  illustrated.    Price  $5.00. 

Water  Purification,  by  Joseph  W.  Ellins.  Just  published  by 
McGraw-Hill  Book  Company.  4S5  pages,  illustrated.  Price 
$5.00. 

Waterworks  Engineenng.  A  Practical  Treatise  on  the  Con- 
struction of  Waterworks  for  the  use  of  Engineers  and 
Students  of  Engineering,  by  Fred.  C.  XJren,  M.  Inst.  C. 
E.  I.  With  numerous  plates  and  186  illustrations.  Pub- 
lished by  Castle  Litho  Limited,  Bristol,  England,  in  1914. 
268  pages.     Price  $3.00. 

Waterworks  Handbook,  by  Alfred  Douglas  Flinn,  Robert  Spurr 
Weston  and  Clinton  Lathrop  Bogert.  Published  in  1916  by 
McGraw-Hill  Book  Company.  824  pages,  illustrated.  Price 
$6.00. 
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Compressed  Air  Machinery,  Tools  and  Appliances 


LITTLE  TUGGER  HOIST 

A  Western  man  reports  as  follows : — - 
"The  'Little  Tugger'  has  given  fine  ser- 
vice here,  and  is  well  thought  of  by  all 
mines  using  it. 

"We  have  developed  a  new  use  for  the 
'Little  Tugger'  in  this  district,  for  assist- 
ing in  mill  building.  Several  of  the  larg- 
est mills  of  the  district  have  been  built 
with  'Little  Tugger'  assistance ;  that  is, 
the  heavy  timbers  for  mill  frame,  roof 
and  hoppers  have  all  been  hoisted  or 
hauled  into  place  by  the  'Little  Tugger,'  as 


/813 


The 

''LITTLE 
TUGGER " 
HOIST  IN 
MILL  BUILDING 


Pays  for  itself,  and 
keeps  on  paying 


New  uses  for  it  are 
found  almost  daily 


well  as  the  bents  for  the  trams.  In  addi- 
tion to  this,  the  concrete  has  been  hauled 
in  wheelbarrows  from  the  concrete  mixer 
up  an  incline,  usually  about  45  degrees,  to 
the  top  of  the  foundation  forms,  and  in  do- 
ing this  the  'Little  Tugger'  usually  hauls 
the  man  guiding  the  wheelbarrow,  as 
these  inclines  are  usually  built  so  steep 
that  a  man  cannot  climb  them.  In  every 
case  where  it, has  been  used  in  mill  build- 
ing, the  'Little  Tugger'  has  more  than 
paid  for  itself  in  the  labor  saved  on  mill 
work  alone." 


Send   for   Bulletin   4133.     Booklet   "Billy-Isms"   is  also 
yours  for  the  asking 


CANADIAN  INGERSOLL  -  RAND  CO.,  LTD. 


General  Offices:  MONTREAL,  QUE. 


BRANCH  OFFICES: 

Sydney,  N.S.  Sherbrooke,  Que.  Montreal,  Que. 

Cobalt,  Ont.  Timmins,  Ont.  Winnipeg,  Man.  Nelson,  B.C. 


Toronto,  Ont. 

Vancouver,  B.C. 
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"DOMINION"  Wire  Rope 

Repeat  orders  tell  their  own  story 

Use  our  WIRE  ROPE  on  any  job 

Its  DURABILITY  has  been  proved 
in  its  extensive  use. 


The  Dominion  Wire  Rope  Company,  Limited 

MONTREAL  TORONTO  WINNIPEG 

"C.  H.  &  E." 

Contractors  Equipment 

HOISTS- 

Either  Gasoline  Engine 
or  Electric  Motor  Driven 

MATERIAL  ELEVATORS 

Either  Single  or  Double  Cage 

MORTAR  MIXERS 


Branch : 
108  Mail  Building, 
TORONTO 

Telephone  Adelaide  840 


"MARION"  Shovels 

for  all  classes  of  work 

^^Ransome^'  Concrete  Mixers 
^ ^Andrews "Drill  and  Tool  Steel 
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The  latest  strong  testimony  to  the  worth  of 

Denison  Interlocking  Hollow  Tile 


The  Allen  Theatre,  Toronto 

Architect— G.   Howard  Crane,  Detroit  Contractors— Frank  Farrington  Co. 

Associate,  Hynes,  Feldman  &  Watson  Detroit 


Denison  Interlocking  Hollow  Tile  was  used  in  the  construc- 
tion of  the  above  building  because  of  its  great  insulating 
value,  its  fireproofness  and  its  strength.  This  Tile  was  used 
on  all  bearing  walls  from  footings  to  the  roof. 

Sun  Brick  Company,  Umited 

Toronto  St.         -        -         Toronto,  Ont. 
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"BEATTY" 

Auxiliary  Ship  Machinery 

Cargo  Winches 
Warping 
Winches 
Anchor  Wind- 
lasses 
Ash  Hoists 

Also 

Hoisting  Engines, 
Electric  Hoists, 
Steel  Derricks, 
Derrick  Irons, 
Clamshell  Buckets, 

Let  us  know  what  you  want 
along  this  line 

We  will  tender  promptly 

Ash  Hoist  for  ships  now  being  built  in  Canada. 
—   Agrents  — 

H  E.  Plant,  Montreal,  Que.  R.  Hamilton,  Vancouver       JUI      Rp  A  TTV  JP_    ^OlMQ.    I  TTl      'WP'l  I    A IMD 

E.  Leonard  &  Sons,  St.  John,  N.B.     Kelly-Powell,  Winnipeg  Oti/^  1   1   1    <3C  Lt  I  LJ,f    W  EaLiLiJWHU 


Now  on  Munitions 

LYMBURNER,  LIMITED 

The  well  known  manufacturers  of  ornamental  metal  work  and 
special  machinery  are  entirely  occupied  making  munitions, 
and  cannot  execute  orders  for  above  work  until  a  later  date, 
when  they  will  be  glad  to  receive  enquiries  and  will  again 
produce  first  class  Metal  Specialties  of  Every  Description — 
Machinery,  Tools  and  Gauges. 

360  St.  Paul  St.  E.      -  MONTREAL 
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Extra  Service 

The  service  to  be  gained  from  any  rubber 
product  depends  largely  upon  the  quality  of  the 
material  and  the  excellence  of  the  workmanship. 
That  is  why  Dominion  Rubber  System  products 
are  outstanding.  Only  the  best  in  material  and 
workmanship  is  incorporated  in  the  making  of 
those  products.  That  insures  long  service  and 
life  and  proves  a  matter  of  no  little  economy  to 
the  buyer. 

Over  half  a  century  of  continuous  manufac- 
turing has  taught  the  Dominion  Rubber  System 
how  to  produce  qualities  that  will  "  stand  up  " 
under  any  circumstance,  and,  as  a  result,  the 
products  that  carry  the  name  and  brand  of  the 
Dominion  Rubber  System  are  looked  upon  as  the 
standard  by  which  to  judge  qualities  and  values 
throughout  Canada. 

For  anything  in  Rubbery  write  to  our 
nearest  Branchy  where  prompt  and 
intelligent  attention  will  be  given  to 
all  inquiries. 

Canadian  Consolidated  Rubber  Co. 

Limited 

Head  Office    —  MONTREAL 


BRANCHES  at  Halifax,  St.  John,  Quebec.  Ottawa,  Toronto, 
Hamilton,  Kitchener,  London,  North  Bay,  Fort  William, 
Winnipeg,  Brandon,  Regina,  Saskatoon,  Calgary,  Lethbridge, 
Edmonton,  Vancouver,  Victoria. 
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CsiSt  Stone  Blocks  with  Granite  Veneered  Facing 

Our  system  of 
Cast  Stone 
Block 

m  a  n  u  lacture 
makes  .use  ot 
poured  con- 
crete or  wei- 
ni  i  X  process. 
This  system 
g  i  V  es  greater 
density  and 
strength  to  the 
finished  block 

and  makes  a  better  surface  for  the  Granite, Veneered 
facing  which  may  be  applied.  This  Granite  facing 
gives  you  a  distinctly  superior  Stone  Block  that  will 
get  the  business  in  any  locality.    The  cost  of  Blocks 

made  by  this  process  is  very  small  because  of  the  modern  methods 
used  and  the  perfected  machinery  and  moulds. 

Write   for    Catalogue   and  details  of  our  proposition. 

Cast  Stone  Block  &  Machine  Co.,  Limited 

298  Howard  Ave.,  WINDSOR,  ONT. 


This  shows  the  construction  of  one  of  several  Bridge  Piers  which  we  arc  building  for  the  Grand  Trunk  Railway.  This  work— mostly  under  water- 
has  been  carried  out  continuously  through  the  severe  weather  oi  the  winter  months,  without  loss  of  time  and  without  impairment  to  the  work. 


Maix-li  37,  191  S 


THE   CONTRACT  RECORD 


3 


PAVING  THE  WAY  TO 
THE  WAY  TO  PAVE 


On  this  page  "  The  Road  Engineer  "  will  give  a 
series  of  illustrated  talks  on  pavements. 

Paving  is  one  of  the  municipality's  chief  ex- 
penses. A  niggardly  policy  now  will  mean 
greater  and  greater  expense  as  time  goes  on. 
Mistakes  with  a  high  initial  cost  will  prove  even 
more  expensive. 

The  Engineer  "  will  seek  to  give  real  informa- 
tion and  wil  stick  to  facts.  His  theme  will,  of 
course,  be  Asphalt,  but  his  statements  will  be 
incontrovertible. 


IMPERIflh 

CA.NA.DIA.1M  MADE  

ASPHALiT 


PAVING  ASPHALT  for  the  construction  of 
the  Hot  Mix  Asphalt  road — a  continuous  resil- 
ient surface,  which  is  economical,  and  has  prov- 
en the  finest  type  of  all  permanent  roads. 

ASPHALT  BINDERS  for  Penetration  Asphalt 
Macadam  Roads.    Cheap   durable,  dustless. 

LIQUID  ASPHALT  for  dust  prevention,  in- 
creased life  and  greater  traffic  capacity  of  earth, 
gravel  and  macadam  roads. 


Write  Our  Road  Engineering  Department  for  Farther  Information. 

IMPERIAL  OIL  LIMITED 

Road  Department      -      Imperial  Oil  Bldg.,  Toronto 
BRANCHES  IN  ALL  CITIES 


0 
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Acetylene  Gas 

Tlie  Prest-O  Lite  Co.,  Inc. 

Air  Compressors 

Can.  IngersoU-Rand  Co.,  Ltd. 
Canadian  AUis-Chalmers,  Ltd. 

Aluminium 

Spielmann  Agencies  Kegd. 

Air  Hoists 

Canadian   IngersoU-Rand  Co. 
Northern  Crane  Works 

Architectural  Iron  Works 

Canadian  Allis  Chalmers  Ltd. 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Architectural  Terra  Cotta 

Toronto  Plate  Glass  Imp'tg  Co. 

Asbestos  Shingles 

.Xsbcstos  Mfg.  Company 

Ash  Hoists 

Gillis  &  Geoghegan 

Asphalt 

Asphalt  &  Supply  Company 
Imperial    Oil  Company 

Axes 

Canada    Foundries    &  Forgings, 

Bar  Iron 

Haines   &  Peckover 

Canadian  Steel  Foundries,  Ltd. 

Beam  Spans 

.MacKinnon  Holmes  &  Co. 

Blast  Hole  Drills 

Hopkins  &  Co.,  F.  H. 

Blowers  and  Compressors 

Canadian  Blower  and  Forgs  Co. 
Can.  Ingersoll-Rand  Co.,  Ltd. 
Sheldons  Limited 

Boilers 

Beatty  &  Sons,  M. 

Canadian  Allis-Clialmers  Ltd. 

Inglis  Company,  John 

Marsh  Enjjineering  Works,  Ltd. 

McDougall  Caledonian  Iron  Wks. 

Mussens  Limited 

Williams  Machinery  Co.,  A.  R. 

Boiler  Covering   (Magnesia,  Asbes- 
tos, Wool,  Felt,  etc.) 

Asbestos  Mfg.  Company 

Boxes — Junction 

Standard  Underground  Cable  Co. 
of   Canada,  Limited 

Brick  Dryers 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Brick  Machinery  and  Supplies 
Sheldons  Limited 

Brick  Manufacturers 
Sun  Brick  Company 

Bridges 

Canadian   AUis-Chalmers  Ltd. 

Bridges  (Steel) 

Canadian  Bridge  Company 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
nesMoincs  Bridge  &  Iron  Co. 
MacKinnon-Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime   Bridge  Company 

Buckets 

Beatty  &  Sons,  M. 
Hopkins  Sc  Co.,  F.  TI. 
Manitoba  Bridge  &  Iron  Works 

Buckets — Strel 

\facKinnon  Holmes  &  Co. 
Marsh  Engineering  Works,  Ltd. 

Cable' 

Dominion  Wire  Rope  Co.,  Ltd. 
Standard  Underground  Cable  Co. 
of  Canada,  I-imited 

Car  Couplers 

Canadian  Steel  Foundries,  Ltd. 

Cable  Terminals 

Standard   Underground  Cable  Co 
of  Cmnada,  Limited 


Cars— Steel  Body 

Hamilton  Bridge  Works  Co. 
Marsh  Engineering  Works,  Ltd. 
Williams  Machinery  Co.,  A.  R. 

Car  Wheels 

Marsh  Engineering  Works,  Ltd. 
Steel  Co.  of  Canada  Limited 

Castings — Grey  Iron 

Marsh  Engineering  Works,  Ltd. 


Casements 

Trussed  Concrete  Steel  Co. 

Cement 

Britnell  &  Company 

Cement,  High  Temperature 

Beveridge  Paper  Co.,  Ltd. 

Cement  Waterproofing 
Barrett  Company 
Ideal  Concrete'  Macliinery  Co. 
Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 

Centrifugal  Pumps 

Bawden  Pump  Company 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 

Chemists 

Canadian  Inspection  and  Testing 
Laboratories 

Coal  Chutes 

Manitoba  Bridge  &  Iron  Works 

Coal  Handling  Apparatus 
Beatty  &  Sons,  M. 

Cold   Storage  Insulation 

Armstrong  Cork  Company 

Compressed  Acetylene  Gas 
The   Prest-O  Lite  Co.,  Inc. 

Concrete  Block  Machines 

Cast  Stone  Block  &  Machine  Co. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 

Concrete  Culvert  Pipe  * 

Blair.  B. 

Dominion  Concrete  Company 

Concrete  Hardener  and  Water- 
proofer 
Beveridge  Paper  Co.,  Ltd. 

Concrete  Mixers  and  Appliances 
Hopkins  &  Co.,  F.  H. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
Mussens  Limited 

Concrete  Sewer  Pipe 
Blair,  B. 

Dominion  Concrete  Company 

Conduits 

Conduits  Company,  Limited 
Orpen  Conduit  Company 

Connecting  Rods 

Canada    Foundries    &  Forgings, 

Contractors 

Anglins  Limited 
Foundation  Company 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 
Wells  &  Gray  Limited 

Contractors'  Plant  &  Supplies 
I5catty  &  Sons,  M. 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis  Chalmers  Ltd. 
Dake  Engine  Company 
Marsh  Engineering  Works,  Lid. 

Conveying  Machinery 

Caiiadian   Mathews   Gravity  Car- 
rier Company 

Core  Drills 

Canadian  Allis  Chalmers  Ltd. 
Can.  IngersoU  Rand  Co.,  Ltd. 


Corrugated  Iron 

Pedlar  People  Limited 

Corrugated  Roofing 

Asbestos  Mfg.  Company 

Cranes,  Travelling  and  Locomotive 
Boving  Hydraulic  &  Engineering 

Company 
Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Northern  Crane  Works 

Crank  Shafts 

Canada    Foundries    &  Forgings, 

Crushed  Stone  and  Granite 

Canada  Crushed   Stone  Corpora- 
tion 

Crushed  Stone,  Limited 
Morrison  Company,  T.  A. 

Crushers  (Stone  and  Rock) 

Canadian  Allis-Chalmers  Ltd. 
London  Concrete  Machinery  Co. 
Mussens  Limited 

Culverts 

Pedlar  People 

Damp  Proof  Coating 

Barrett  Company 
Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 

Derricks  and  Derrick  Fittings 
Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  II. 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Northern  Crane  Works 

Dredging  Pumps 

Boving  Hydraulic  &  Engineering 
Company 
Dredges 

Beatty  &  Sons,  M. 

Hopkins  &  Company,  F.  H. 

Drills 

Canadian  AUis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian  IngersoU-Rand  Co. 
Hopkins  &  Company,  F.  H. 

Drill  Steel  Sharpeners 

Canadian  IngersoU-Rand  Co. 

Dump  Cars,  Wheels,  etc. 

Hopkins  &  Company,  F.  H. 
MacKinnon  Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime   Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Sheldons  Limited 

Drift  Pins 

Canada    Foundries    &  Forgings, 

Drying  Apparatus 

Canadian  Blower  &  Forge  Co. 

Elastite 

Carey  Mfg.   Co.,  Philip 
Trussed  Concrete  Steel  Co. 

Electric  Air  Rock  Drills 

Canadian  IngersoU-Rand  Co. 

Electric  Impulse  Clocks 

(icnt  &  Company,  Limited 

Electric  Water  Systems 

Ontario  Wind  Engine  &  Pump 
Company 

Electrical  Specialties 

Spielmann  Agencies  Regd. 

Electrical  Supplies 

Canadian  General  Electric  Co. 

Elevator  Doors 

Onnsby  Company,  A.B. 

Elevators 

Xortherii  Crane  Works 
TurnbuU  Elevator  Company 


Engines 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Hopkins  &  Company,  F.  H. 
Inglis  Company,  John 
McDougall  Caledonian  Iron  Wks. 

Engineers  (Civil  and  Mechanical) 

Bowman  &  Connor 
Chipman  &  Power 
Dominion  Engineering  &  Inspec- 
tion Company 
Foundation  Company 
Haddin  &  Miles 
Hunt  &  Co.,  Robt.  W. 
MacKinnon  Holmes  &  Co. 
Milton  Hersey  Co. 
R.  &  W.  S.  Lea 
Wynne-Roberts,  R.  O. 

Excavators 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 

Exhaust  Heads 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Expanded  Metal 

Baines  &  Peckover 
Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Fans 

Canadian  Blower  and  Forge  Co 
Sheldons  Limited 

Fibre,  Vulcanized 

Beveridge  Paper  Co..  Ltd. 

Fire  Brick,  Jointless 

Beveridge  Paper  Co.,  Ltd. 

Fireproofing 

Asbestos  Mfg.  Company 

Fireproof  Doors  and  Windows 
Ormsby  Company,  A.  B. 
Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Fire  Escapes 

Dennis  Wire  &  Iron  Works  Co. 
Manitoba  Bridge  &  Iron  Works 
McGregor  &  Mclntyre 

Fire  Escape  Spirals 

Canadian  Mathews   Gravity  Car- 
rier Company 

Fire  Protection  Appliances 
Bickle  Company,  R.  S. 

Flag  Poles 

Ontario  Wind  Engine  &  Pump 
Company 

Flooring  Materials 

Armstrong  Cork  Company 
Imperial  Oil  Company 

Forges 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Forgings,  Steel  &  Iron 

Canada    Foundries    &  Forgings, 

Gasoline  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  AUis-Chalmers  Ltd. 
London  Concrete  Machinery  Co. 
Ontario  Wind  Engine  &  Pump 

Company 

Generators 

Canadian  General  Electric  Co. 

Glass 

Toronlo  Plate  Glass  Imptg.  Co. 

Governors 

Boving  Hydraulic  &  Engineering 

Company 

Gravity  Carriers 

Canadian   Mathews  Gravity  Car- 
rier Company 

(Continued  on  page  8) 
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SILENT  SANITARY  SCHOOL  DESKS 

WITH  FOLDING  SEATS 


VIEW  OF  ROW  OF  SILENT  SANITARY  DESKS  IN  POSITION 
Produced  at 

J  AS.  SMART  PLANT 

BROCKVILLE,  ONT.  WINNIPEG,  MAN. 


Lachine  Water  Works 
Three  million  gallons,  eighty  pounds  domestic,  160  lbs.  fire. 


J 


5^- 


Turbine 
Pumps 

Electric  and  Steam 

Water  Works 
Factory  and  J 
Fire  Services  I 

Humphrey  Gas 
Pumps 
Any  capacity  or  pressure 

THE  JOHN  McDOUGALL 
CALEDONIAN  IRON  WORKS  CO.,  UMITED 

Works:  Seigneurs  &  William  Sts.,  Montreal. 
Manufacturers  of  Boilers,  Castings,  Condensers,  Elevators,  Engines.  Filters,  Forgings,  Hydraulic 
Machinery  Pumps,  centrifugal  and  reciprocating,  Steam  Turbines,  Tanks,  Water  Wheels,  Water 
'  Works  Plants 
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Hammers  „     ^  . 

Canada    Foundries    &  Forirings, 

Hammer  Drills 

Canadian  Allis  Chalmers  Ltd. 
Canadian  IfigersoU-Rand  C  o. 

Heating  Apparatus 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Heat  Insulating  Materials 
Armstrong  Cork  Company 

Hoists,  Electric 

Northern  Crane  Works 

Hoisting  Apparatus 
Beatty  &  Sons,  M. 
Canadian  IngersoU-Rand  Co. 
Gillis  &  Geoghegan  _ 
London  Concrete  Machinery  Co. 
Marsh  Engineering  Works,  Ltd. 
Mussens  Limited 
Northern  Crane  Works 
Williams  Machinery  Co.,  A.  K. 

Hoisting  Engines 
Beatty  &  Sons,  M. 
Canadian  Allis  Chalmers  Ltd. 
Hopkins  &  Company,  F.  H. 

Marsh  Engineering  Works,  Ltd, 

Hollow  Tile 

National  Fire  Proofing  Co. 

Hose 

Can.  Consolidated  Rubber  Co. 

Hydrants 

Canada  Iron  Foundries 
Gartshore-Thompson  Pipe  Co. 
Kerr  Engine  Company 
McAvity  &  Sons,  T. 

Industrial  Cars 

MacKinnon-Holmes  &  Co. 

Inspection  Engineers 

Canadian  Inspection  and  Testing 
Laboratories 


Insulation  (Asbestos) 

Asbestos  Mfg.  Company 

Insulating  Compounds 
Imperial  Oil  Company 
Spielmann  Agencies  Regd. 
Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Industrial  Cars 

Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 

Interior  Finish  and  Doors 

Canadian  Office  &  School  Furni- 
ture Company 

Insulating  Bricks 

Armstrong  Cork  Company 

Jib  Cranes  (all  kinds) 

Northern   Crane  Works 

Journal  Wedges 

Canada    Foundries    &  Forgings, 

Kilns 

Canadian  BJower  and  Forge  Co. 
MacKinnon  Holmes  &  Co. 
Sheldons  Limited 

Lead  Pencils 

American  Lead  Pencil  Company 

Lead  (Red  and  White,  Dry) 

Carter  White  Lead  Company 

"Lidgerwood"  Hoists 

Canadian  Allis  Chalmers  Ltd. 

Linabestos  Wallboard 
.'Xsbestos  Mfg.  Company 

Lockers  (Clothes) 

Canada  Wire  &  Iron  Goods  Co. 
Dennis  Wire  &  Iron  Works  Co. 

Lumber  (Asbestos) 

.Xsbestos  Hfg.  Company 

Machinery  Insulation 

Armstrong  Cork  Company 


Metal  Lath 

Baines   &  Peckover 
Noble,  C.  W. 
Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Metallic  Roofing 

Pedlar  People  Limited 

Meters,  Water 

McDougall  Caledonian  Iron  Wks. 
Neptune  Meter  Company 

Motors 

Canadian  General  Electric  Co. 

Oil  Tanks 

Boving  Hydraulic  &  Engineering 

Company 
Imperial  Oil  Company 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 

Ornamental  Iron 

Dennis  Wire  &  Iron  Works  Co. 

Ornamental  Moulds 

Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 

Paints  and  Varnishes 
Dominion  Paint  Works 
Hopkins  &  Company,  F.  H. 
Spielmann  Agencies  Regd. 

Paints  (Bridge  and  Structural  Iron 
and  Pipe  Coating) 
Barrett  Co. 
.  Dominion   Paint  Works 
Imperial  Oil  Company 
Spielmann  Agencies  (Regd.) 
Trussed  Concrete  Steel  Co. 

Paving  and  Paving  Materials 
Asphalt  &  Supply  Company 
Barrett  Co. 

Carey   Mfg.   Co.,  Philip 
Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 


Pipe  (Concrete,  Iron  &  Wood) 

Boving  Hydraulic  &  Engineering 

Company 
Dominion  Concrete  Company 
Gartshore  Thomson  Pipe  Co. 
National  Iron  Works 

Pipe  and  Boiler  Coverings 
Dominion  Paint  Works 

Pencils  (Lead) 

American  Lead  Pencil  Company 

Perforated  Metals 
Canada  Wire  &  Iron  Goods  Co. 

Pile  Driving  Machinery 
Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  G. 
Marsh  Engineering  Workf,  Ltd. 

Pipe  Fittings  and  Flanges 

Pittsburgh   Valve,   Foundry  ft 
Construction  Company 

Pipe  Covering  (Magnesia,  Asbestos, 
Wool,  Felt,  etc.) 

Asbestos  Mfg.  Company 

Pipe  Covering  (Cold  and  Steam) 
Armstrong  Cork  Company 

Plumbing  Supplies 

Mueller  Mfg.  Company,  H. 

Planing  Mill  Exhausters 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Plaster 

Britnell  &  Company 

Plug  Drillers 

Canadian  Ingersoll-Rand  Co. 
(Continued  on  page  10) 


BELT  HOISTS 


ELECTRIC  HOISTS 


FOR  HOISTING  HEAVY  MATERIALS  OR  HAULING  CARS. 


MADE  WITH 
ONE  DRUM, 
TW^O  DRUMS, 
THREE  DRUMS, 
or  FOUR  DRUMS, 
AS  REOUIRED. 


ideal  macliinc  fur  a  great  many  purposes. 

Can  be  used  in  yard  or  factory,  in  shop  or  warehouse, 
for  hoislin>r  any  kind  of  lieavy  materials  or  for  haul- 
ing cars,  large  or  small. 

Will  operate  a  derrick,  or  run  a  shop  industrial  car  sys- 
tem, or  handle  loaded  cars  around  a  lumber  yard, 
brick  yard,  etc.,  or  for  bringing  coal  to  the  power 
plant  and  removing  ashes. 

C  an  be  drawn  with  the  same  power  that  operates  the 

rest  of  your  plant,  therefore  costs  little  to  instal. 
Made  in  seven  sizes,  from  10  to' 50  h.i).,  and  with  any 

diameter  drum  desired,  to  suit  the  weight  to  be 

lifted  and  the  refpiired  hoisting  or  hauling  speed. 

MARSH  ENGINEERING  WORKS,  LIMITED 

Henthorn,  Limited. 


C  ompound  Geared  Electric  Hoist,  driven  direct  from 
the  motor,  with  machine-cut  gear  to  reduce  friction. 
We  make  our  Hoists  to  suit  the  buyer  and  his  needs. 
Above  illustration  shows  our  special  purpose  Elec- 
tric Hoist,  designed  and  built  by  us. 
Tiie  drum  moves  the  heavy  load,  cither  hoisting  or  haul- 
ing, and  the  two  independent  spools,  or  "nigger- 
heads,"  handle  the  lighter  materials.    Each  spo(jl 
has  its  own  independent  cUitdi  drive  and  ratchet 
and  pawl  mechanism  for  holding  the  load  at  any 
desired  point,  without  interfering  with  the  working 
of  the  drum  or  the  other  spool. 
We  make  many  other  types  of  Standard  and  Special 
Electric  Hoists,  for  all  kinds  of  work.    Let  us  figure 
on  your  requirements. 


Formerly  Marsh  & 


Belleville,  Ont. 
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pneumatic  Machinery  . 
Canadian  Ingersoll-Rand  Co. 


Power  Engines 

noving  Hydraulic  &  Engineering 

Company 
Inglis  Company,  John 


Pumps 

Canada    Foundries    &  Forgings, 

Pumps  and  Pumping  Machinery 
American  Well  Works 
Beatty  &  Sons,  M.  . 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  AlHs-Chaliners  Ltd 
Canadian  Blower  and  Forge  Co. 
Canadian  Ingersoll-Rand  Co. 
Cook,  A.  D. 
Darling  Bros. 

Hopkins  &  Company,  f.  H. 
Inglis  Company,  John 
McDougall  Caledonian  Iron  Wks. 
Ontario  Wind  Engine  &  Pump 

Company 
Waterous  Engine  Works  Co. 


Quarry  Machinery 

Canadian  Ingersoll-Rand  Co^ 
Hopkins  &  Company,  F.  H. 


Railway  Supplies 

Can.  Chicago  Bridge  &  Iron  Co. 
Dominion  Iron  &  Wrecking  Co. 
Gartshore,  John  J. 
Hopkins  &  Company,  i.  H- 


Reinforcing  Bars 
Baines  &  Peckover 

Reinforcements,  Concrete  and  Steel 

Baines  &  Peckover 
Burlington  Steel  Company 
Canada  Wire  &  Iron  Goods  Co. 
Pedlar  People  Limited 
Steel  Co.  of  Canada,  Limited 
Trussed  Concrete  Steel  Co. 


Refrigeration  Machinery 

Boving  Hydraulic  &  Engineering 
Company 


Riveted  Spans 

MacKinnon  Holmes  &  Co. 

Road  Asphalt 

Asphalt  &  Supply  Company 
Imperial  Oil  Company 

Road  Oil 

Imperial  Oil  Company 

Road  Mesh 

Baines  &  Peckover 

Road  Machinery 

Hopkins  &  Company,  F.  H. 
Waterous  Engine  Works, Co. 

Rolling  Steel  Doors 

Ornisby  Company,  A.  B. 

Roofing  Material 

Asbestos  Mfg.  Company 
Barrett  Co. 

Bishopric  WallHoard  Company 
Brantford  Roofing  Company 
Carey  Company,  Philip 
Imperial  Oil  Company 
Nonle,  Clarence  W. 
Pedlar  People  Limited 

Roofing,  Rubber 

Bevcridge  Paper  Co.,  Ltd. 

Rubber  Ooods  ' 

Can.  Consolidated  Rubber  Co 


Sash  Machinery 

King  Construction  Company 


Scrap  Iron 

Dominion  Iron  &  Wrecking  Co. 


Screens 

Canada  Wire  &  Iron  Goods  Co. 


Sewer  Pipe 

Britnell  &  Company 
Canada  Iron  Foundries 
Dominion  Sewer  Pipe  Co. 
Gartshore  Thompson  Pipe  Co. 
Hamilton  &  Toronto  Sewer  Pipe 

Company 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
National  Iron  Works 
Ontario  Sewer  Pipe  Company 
Standard  Clay  Products  Ltd. 


Sheathings 

Beveridge  Paper  Co.,  Ltd. 

Shingles  (Asbestos) 

Asbestos  Mfg.  Company 

Ship  Forgings 

Canada    Foundries    &  Forgings^ 

Shovels  (Steam) 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 

Silo  Moulds 

London  Concrete  Machinery  Co. 

Skylights 

Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Slates  (Asbestos) 

Asbestos  Mfg.  Company 

Smoke  Stacks 

Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  ^teel  Co. 
DesMoines  Bridge  &  Iron  Co. 
MacKinnon,  Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime   Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Pedlar  People  Limited 

Sprinkler  Tanks  (Steel) 

Can.  Chicago,  Bridge  &  Iron  Co. 

Stair  Builders 

Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Steam  Appliances 
Darling  Bros. 

Steam  Apparatus  and  Specialties 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
McAvity  &•  Sons,  T. 
Slieldons  Limited 

Steam  Turbines 

McDougall  Caledonian  Iron  Wks. 

Steel 

Burlington   Steel  Company 
Dominion  Iron  &  Wrecking  Co. 
Hopkins       Company,  F.  H. 
Steel  Company  of  Can.,  Ltd. 
Trussed  Concrete  Steel  Co. 

Steel  Bars 

Baines  &  Peckover 
Burlington  Steel  Company 
Hopkins  &  Company,  F.  H. 
Maritime   Bridge  Company 
Steel  Company  of  Canada.  Ltd. 
Trussed  Concrete  Steel  Co. 


Steel  Beams 

MacKinnon  Hohues  &  Co. 

Steel  Castings 

Canadian  Steel  Foundries,  Ltd. 

Steel  Pipe 

Can.  Chicago  Bridge  &  Iron  Wks, 

Steel  Plate  Construction 
MacKinnon-Holmes  &  Co. 
Marsh  Engineering  Works,  Ltd. 
Waterous  Engine  Works  Co. 

Steel  Sash 

Ormsby  Company,  A.  B. 
Trussed   Concrete  Steel  Co. 

Stone 

Britnell  &  Company 
Rogers    Supply  Company 
Sackville  Freestone  Company 

Structural  Iron  and  Steel 

Burlington  Steel  Company 
Canadian  Allis-Chalmers  Ltd. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
MacKinnon-Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 
McGregor   &  Mclntyre 
Reid  &  Brown  Structural  Steel  & 
Iron  Works 

Stucco  Board 

Bishopric  Wallboard  Company 

Swinging  Gears 

Dake  Engine  Company 

Switchboards 

Canadian  General  Electric  Co. 

Tanks  and  Steel  Pipes 

Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  DesMoines  Steel  Co. 
Inglis,  John 

Manitoba  Bridge  &  Iron  Works 
Marsli  Engineering  Works,  Ltd. 
McDougall  Caledonian  Iron  Wks. 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 
Ontario  Wind  Engine  &  Pump 

Company 
Waterous  Engine  Works  Co'. 
Williams  Machinery  Co.,  A.  R. 

Telescopic  Hoists 

Black  Building  Supply  Company 
Gillis  &  Geoghegan 

Testing  and  Inspecting  Bureau 
Hilnt  &  Company,  Robt.  W. 

Tile  Moulds 

London  Concrete  Machinery  Co. 

Thumb  Screws  and  Nuts 

Canada    Foundries    &  Forgings, 

Towers 

Can.  Chicago  Bridge  &  Iron  Co. 

Transformers 

Canadian  General  Electric  Co. 


Turnbuckles 

Canada    Foundries    &  Forgings, 

Valves 

Canada    Iron  Foundries 
Gartshore-Thomson   Pipe  Co 
Kerr   Engine  Company 
McAvity  &  Sons,  T. 


Ventilating    &    Heating  Apparatus 
Canadian  Blower  and  Forge  Co. 
,  Sheldons  Limited 


Varnishes — Insulating 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 


Wagons 

Tiffin   Wagon  Company 


Wall  Board 

Bishopric  Wallboard  Company 


Wallboard   (Asbestos,  Linabestos) 
Asbestos  Mfg.  Company 

Water   Level  Apparatus 

Gent  &  Company,  Limited 


Waterproofing 
Barrett  Co. 

Imperial  Oil  Company 
Trussed   Concrete   Steel  Co. 


Water  Softeners  and  Filters 

Manitoba  Bridge  &  Iron  Workij 

Water  Tapping  Machines 

Mueller   Mfg.    Company,  H. 


Water  Turbines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
McDougall  Caledonian  Iron  Wks 


Welding  Apparatus 

Imperial  Brass  Company 
Prest-O-Lite  Company,  Inc. 


Welding  and  Cutting  Plants 
Prest-O-Lite  Company,  Inc. 


Well  Drilling  Plants 
American  Well  Works 
Ontario  Wind  Engine  &  Pump 
Company 


Window  Sash 

Steel  &  Radiation  Limited 
Trussed  Concrete  Steel  Co. 


Wires  and  Cables 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 


Wire  Guards  and  Screens 

Canada  Wire  &  Iron  Goods  Co. 


Wire  Rope 

Dominion  Wire  Rope  Co.,  Ltd. 


Wrenches 

Canada    Foundries   &  Forgings, 


Wood  Pipe 

Canadian  Pipe  Company 
Pacific  Coast  Pipe  Company 
Vancouver   Wood   Pipe  &  Tank 
Company 


Wood  Tanks 

Pacific  Coast  Pipe  Company 
Vancouver  Wood  Pipe  and  Tank 
Company 
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Mt.  Vernon  Place,  Baltimore,  on 
which  Carey  Elastite  Expansion  Joint 
was  used  when  the  street  was  paved 
by  the  George  Long  Construction 
Company  in  1912.  Today  after  near- 
ly six  years,  the  street  is  still  in 
perfect  condition. 

IIIIIIIIIMIIIIIIIIIIMIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIUIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIMIIIIIIIIIIII 


EXPANSIOK 

JOINT 


Keeps 


NEW 


E 


LASTITE  Expansion  strips  in- 
serted as  the  brick  is  being  laid 
leave  nothing  to  chance. 


They  are  sure  to  be  sufficient  for  all 
expansion  because  they  are  of  exactly 
known  and  always  uniform  thickness, 
whereas  poured  joints  may  be  narrow 
and  uneven  in  spots,  causing  trouble. 
They  eliminate  six-sevenths  of  the 
labor  required  in  paving  joints. 

Carey  Elastite  consists  of  a  heavy 
body  of  special   asphalt  compound, 
li   between  two  layers  of  high-grade  as- 
phalt felt. 

It  does  not  melt  in  summer  nor 
become  brittle  and  crack  in  winter. 
It  remains  elastic  and  resilient,  ad- 
heres to  the  brick,  and  wears  as  long 
as  the  pavement  itself  endures. 

Its  merit  has  been  demonstrated 
on  the  streets  of  Philadelphia,  Los 
Angeles,  Baltimore,  Des  Moines, 
Nashville,  Cincinnati  and  other 
leading  cities  in  the  United  States 
and  Canada.  Ask  for  particulars. 
For  complete  information  and 
literature  address 


Elastite  Dept. — 

THE  PHILIP  CAREY 


COMPANY 


TORONTO,  ONT. 

The  Wm.  Rutherford  &  Sons  Co.,  Limited,  Montreal,  Que. 
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REGENT  BOWLS  and  SHADES 
in  Rozelle  Colour  Decorations 


Rozelle  colour  decoration,  ap- 
plied to  Regent  bowls  and  shades, 
represents  a  new  industrial  art 
which  has  been  developed  in  re- 
sponse to  the  present-day  love  of 
colour  for  home  decoration. 

In  the  modern  scheme  of  ap- 
pointment, colours  are  widely 
used  on  cushions  and  hangings 
and  wall  decorations, and  even  in 
woodwork;   and    Rozelle  glass- 


ware has  been  designed  to  furnish 
fitting  illumination  for  such  sur- 
roundings, both  in  pattern  and  in 
colour. 

Rozelle  designs  are  applied  in 
such  a  way  that  they  blend  softly 
into  the  glass;  and  they  have 
the  rare  distinction  of  being 
pure,  bright  and  harmonious  in 
colour,  even  when  the  glass  is 
unlighted. 


CANADIAN  GENERAL  ELECTRIC  CO. 

LIMITED 

rail  Dfticc:  Toronto.    Sales  Offices:  Montreal,  Halifax,  Syiliiey,  Ottawa,    (  ohalt,    Soutli    foi  ciipiiu-,    London,    Winnipeg,    Calgaiy,  Kdmonton, 

Nelson  and  \'anconver. 
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Tapping  Machines 
Corporation  and  Curb  Cocks 
Service  Clamps  and  Service  Boxes 
Lead  Flange  Work,  Goose  Necks,  Etc. 

Why  not  put  the  best  of  the  best  into  the  service  of  your  municipality? 
Mueller  water  works  and  gas  goods  come  to  you  fully  warranted, 
and  with  the  added  recommendation  of  having  been  successfully  per- 
forming the  service  for  which  they  were  intended  for  over  60  years. 
Write  and  tell  us  what  you  want  to  know  in  relation  to  Mueller 
goods  and  our  representative  will  call  upon  you  personally,  armed 
with  facts. 


H.  MUELLER  MFG.  CO.,  LIMITED 

SARNIA         -  CANADA 


Section  of  Canadian  Pacific  Railway  Terminals.  TORONTO 

Structural  Steel  painted  with  ITL  7¥  l^ZO  Because  Architects  and  Engineers 
"SUPERIOR  GRAPHITE  PAINT" 


WHY? 


know 

it's  "A  LITTLE  BETTER" 
DOMINION  PAINT  WORKS,  Limited 


TORONTO 
WINNIPEG 


WALKERVILLE,  ONT.  V^^IEf^^R 
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The 


2000  C.  P. 


The  Sun^s  Understudy 

For  the  RUSH  JOB,  BREAK-DOWN,  or 
DARK  CORNER  that  must  get  plenty  of 
bright  hght  by  night 

Carbic  Light 

operated  by  ''The  Suns  Understudy" — (Car- 

bic^)  fits  in,  giving  the  required  illumination  at 
small  cost.  ^ 

Carbic 

gives  a  positive  light,  clear,  and  bright,  with  less 
trouble  than  any  other  lighting  fuel  you  can  buy 
to-day. 

Ask  the  learned  contractor  of  the  value  in  this 
light.  He  has,  no  doubt,  used  it  to  great  advan- 
tage during  his  career,  and  can  give  you  advice 
that  will  satisfy  the  most  skeptical. 

Furthermore  a  free  trial  is  open  to  you  to  test  it 
on  your  own  work  at  our  expense,  and  see  for 
yourself. 

May  we  ship  ''on  trial  Literature  for  the  asking, 

W.  L.  FOSTER 

333  Adelaide  Street  West  m  Toronto,  Ont. 

Kelley  Powell  Limited,  Winnipeg,  Man. 
Mussens,  Limited,  Montreal 
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Residence  of  Mr.  Christie,  Broadway  Ave.,  Ottawa,  Out. 
Plastering  Contractors,  Murphy  &  Morrow,  I'illinss  I'.riilae. 
Ottawa,  Ont. 
.Architects,   Millson   &   I^.urgess.   Ottawa,  Ont. 
HERE'S  YOUR  FOUNDATION   FOR  STUCCO  WALLS 


STuccoboaRD 

It  takes  the  place  of  latli,  furring  strips,  building  paper  and  sheath- 
ing lumber,  at  just  atiout  half  the  cost. 

Vou  understand  that  this  "four-in-one"  building  hoard  conies  to 
you  ready  to  be  nailed  to  the  studding,  lath  side  out,  as  a  founda- 
tion for  stucco  outside  or  plaster  inside  the  building. 
BISHOPRIC  STUCCO  BO.ARf)  is  made  of  kiln-dried  lath,  bevel- 
edged,  embedded  under  terrific  pressure,  in  toughened  Asphalt- 
Mastic,  surfaced  on  the  other  side  with  sized  sulpliide  fibre  board. 
The  dove-tailed  spaces  between  the  lath  make  perfect  keys,  and  the 
stucco  never  cracks  or  falls  away. 

Whether  you  are  figuring  on  a  home,  a  factory,  or  a  warehouse  of 
stucco,  study  the  possibilities  of  Bishopric  .S'tucco  Pioard. 
More  information  and  samples  free  on  request. 

Bishopric  Wall  Board  Co.  Ltd., 


OTTAWA 


k  St  j  J 


B  U  I  L.  D  I  N  G 
PRODUCTS. 


To  Make  Concrete  Floors 
Hard  as  Agate,  Use 


Applied  with 
a  wide  floor  brush 


The  eflicient  iloor  should  1)6  vvear])roof,  dust- 
prciof  and  sanitary.  A  cement  floor  treated  witli 
.\,uate.\  meets  e\  ery  requirement  of  the  ideal  floor, 
it  is  hard,  smooth  and  absolutely  waterproof.  It 
is  entirely  dust-iiroof.    It  is  strictly  sanitary. 

Trussed  Concrete  Steel  Co. 

of  Canada,  Limited 
WALKERVILLE,  ONTARIO 

Montreal       Toronto       Winnipeg        Calgary  Vancoiiver 


Get  Ready  to  Make  Cement  Drain  Tile 


Cement  Drain  Tile  Machine. 


London  Tile  and  Sewer  Pipe  Moulds 

Are  made  in  all  sizes  up  to  10  ft.  in  Diameter. 
Write  for  Catalogue  No.  2  A. 

London  Concrete  Machinery  Co.,  Ltd. 

Dept.  7,  LONDON,  ONTARIO. 
AGENCIES 

R.   R.    Power,   Halifax,   N.S.        Rene  Talbot,    Quebec.  Que. 
The  Foss  &  Hill  Machinery  Company,  Montreal,  Que. 
The  General  Supply  Company  of  Canada,  Ottawa,  Ont. 
The  General  Supply  Company  of  Canada,  Toronto,  Ont. 
The  General  Supply  Company  of  Canada,  Winnipeg,  Man. 
The  B.  C.  Equipment  Company,  Vancouver,  B.C. 


There  will  be  a  shortage  of  24,000,000 
cement  drain  tile  thi.s  year.  Every  man 
in  the  bu.sine.'^s  has  more  orders  than  he 
can  handle.  There  are  larger  profits  in 
the  cement  drain  tile  business  than  any 
])ranch  of  the  concrete  industry. 

Write  for  full  information.    Send  for 
Catalogue  No.  2. 


Tile  and  Scwcr  I'ipj  .Miv.iic'.s. 
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Our  advertisers  represent  the  most  progressive  manufacturers  and  dealers.  Make 
your  purchases  of  them.   Give  your  business  to  the  man  who  is  enterpris- 
ing enough  to  spend  money  and  time  to  get  in  touch  with  you. 
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Why  Not  Make  the  Roof  as  Permanent 

as  the  Walls  ? 


When  you  build — make  it  proof  against  time  and  the  elements.  Make 
the  Building  a  real  investment,  not  an  expense. 

The  cost  of  two  poor  roofs  to-day  is  more  than  one  real  roof. 

What  will  your  renewal  cost  in  a  few  years?  Probably  as  much  as  a  per- 
manent roof  now. 

Don't  use  perishable  materials  for  buildings;  we  need  them  for  other  pur- 
poses. 

Your  artistic  sense  need  not  suf¥er — ("Asbestoslate"  is  made  in  colors  and 
shapes  to  suit  most  people).  Just  as  the  picturesque  thatched  roof  had  to  be 
discarded  for  practical  reasons,  so  must  you  discard  the  inflammal)le  make- 
shift of  to-day. 

Be  consistent  about  "making  the  world  safe  for  coming  generations"  by 
carrying  out  the  idea  in  all  your  operations. 

"Asbestoslate"  shingles  will  protect  your  property  so  that  your  grand- 
children can  use  it. 

Don't  be  selfish — There  is  no  law  against  "laying  up  treasures"  for  others. 

Asbestos  Building  Lumber  will  fireproof  the  exterior. 

"Linabestos"  Building  Lumber  will  fireproof  the  interior. 

For  Old  or  New  Buildings 

Contractors  can  build  up  a  good  business  by  using  and  recommending 
these  meritorious  materials. 

Are  you  a  "Micawber,"  waiting  for  something  to  turn  up?  Better  go  after 
it — we  can  help  you. 

Write  us  now  for  samples  and  particulars. 

  PRESIDENT  WILSON,  U.S.A.,  on  June  36,  1917, 

wrote  to  the  National  Board  of  Underwriters:  "Pre- 
ventable fire  is  more  than  a  private  misfortune;  it  is  a 
public  derelection.  At  a  time  like  this  of  emergency 
and  of  manifest  necessity  for  the  conservation-  of  na- 
tional resources,  it  is  more  than  ever  a  matter  of  deep 
and  pressing-  consequence  that  every  means  should  he 
taken  to  prevent  this  evil. 


Asbestos  Manufacturing  Company 

809  Drummond  Building 
MONTREAL,  Que. 
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Small  Angles 

From  y^'  X  ^"  x  ^"  to  2"  x  2"  x 
54  "  in  all  sizes,  thicknesses  and 
lengths. 

Steel  Plates 

All  sizes  from  3/16"  to  1"  thick,  in  stock 
now. 


Bar  Iron 

Carried  in  all  sizes  and  lengths 
for  immediate  shipment.  Special 
prices  on  certain  sizes. 

Steel  Sheets 

A  complete  range  from  10  gauge  to  26 
gauge,  for  immediate  shipment. 

We  have  a  arge  stock  of  BOILER  TUBES  of  all  sizes  for  immediate  shipment. 

Wvite  to  our  WAREHOUSE  DEPT.  regarding  your  needs. 

Reinforcing  Bars  for  Concrete 

Shipment  from  Mill  or  Stock 

We  desien  and  fabricate  all  kinds  of  structural  steel,  and  carry  at  all  times  a  large  stock  of  Beams.  Chan- 
nels, Broad  Flange  Beams,  Plates  and  Angles,  Rivets,  Bolts,  Shafting,  Transmission  Machinery,  etc..  besides 
those  mentioned   above — ready   for  immediate  shipment. 

We  have  a  monthly  stock  list  that  should  be  on  your  desk.   Ask  for  it. 


y 


Manitoba  Bridge  &  Iron  Works,  Ltd. 

Winnipeg       -  Manitoba 


Ormsby  Rolling 
Fire  Doors 


Lower  Insurance  Rates 
in  Old  Buildings 

Many  an  old  factory  could  command  lower  fire 
rates  if  a  few  Ormsby  Rolling  Steel  Doors  were 
installed. 

Ordinary  sliding  or  swinging  doors  may  be  out 
of  the  (juestion. 

In  many  cases  they  are.  No  sliding  or  swinging 
space  for  them.  No  room  overhead.  The  opening 
must  be  left  unprotected. 

JUit,  Ormsby  Rolling  Steel  Doors  will  fit  any  open- 
ing, however  awkward.  Tlicy  roll  uj)  overhead, 
.•^lide  up  like  a  windowblind,  the  weight  being  coun- 
terbalanced by  !icavy  springs.  Overhead  they  oc- 
cupy about  12  to  14  inches;  at  the  sides  3  inches  or 
less. 


And  these  doors  command  the  lowest  rates. 
They  carry  the  Underwriters'  label.  They  are 
very  strong  and  made  to  give  long  service  un- 
der hard  usage. 

Our  representative  will  show  you  how  to 
use  these  doors  so  as  to  get  lower  insurance 
rates.    Write  for  full  information. 

A.  B.  ORMSBY  &  CO.,  LIMITED,  Toronto 

Agents:— F.  A.  Gillis  Co.,  Limited,  Halifax,  N.S.  ;  D  A 
(.ummings,  Brockville;  M.  .T.  Skelly,  Ottawa,  Out.;  A.  T. 
(  liambers,  Vancouver. 


Associated  with  The  Metal 
Sliingle  and  Siding  Company, 
Limited. 


Factories  at  Preston,  Toronto, 
Montreal,  Saskatoon,  Calgary, 
Winnipeg, 
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.                     i               csTABLisHte  rB86     ^  recover  more  rapidly  than  a  manufacturing  coun- 

^                                     I           .A,                W  direct  result  of  the  exodus  of  iJO]nilation  of 

M  ^^T^  I  l^^l  I     I     m^m^m^^^W^t\  years  from  rural  to  urban  districts,  there  is  a 

II    III  H                     I                   *l   II  '"^'^'"S'^  acreage  in  the  West  tliat  has  never  been  broken, 

^k^^AB'*'*                     A  ^                     \i»  and  in  the  province  of  Ontario  jjarticularly,  where  in- 

z^^-i^imAw               *  tensive  cultivation  owes  every  promise  of  success,  the 

I  ^Tl Q I ri€cT  1  I TIQ    JtvC  V  ICMT  mode  of  farming  has  scarcely  been  given  a  trial. 

 *^  ^_   To  harvest  500,000  acres  and  ])lant  1,000,000  acres 

of  virgin  soil  in  two  summers  is  an  enormous  under- 

Pubhshed  Each  Wednesday  by  taking  and  would  be  an  utter  impossil)ility  under  pre- 

HUGH  G.  Maclean   limited  •'^^"^  labor  conditions,  were  it  not  that  mechanical  de- 
vices for  doing  work  have  been  ];erfected  and  will  be 

HUGH  C.  MacLEAN,  Winnipeg,  President.  .^^^j  far  more  extensively  than  has  hitherto  been  the 

THOMAS  S.  YOUNG,  General  Manager.  case.    Labor  shortage  and  the  consecjuent  demand  for 

HEAD  OFFICE  -  347  Adelaide  Street  West,  TORONTO  agricultural  products  has  accelerated  the  development 

Telephone  A.  2700  and  jjroduction  of  farming  appliances,  of  which  the 

 ■   tractor,  whether  driven  by  steam  or  internal  combus- 

MONTREAL  .-  Telephone  Main  2299  -  119  Board  of  Trade  tion  engines,  is  of  paramount  importance.    The  ques- 

WINNIPEG  -  Tel.  Garry  856  -  Electric  Railway  Chambers  tion  as  to  whether  a  universal  machine  adapted  to 

VANCOUVER    -    Tel.  Seymour  2013    -    Winch  Building,  working  on  the  land,  to  stationary  work  and  to  road 

NEW  YORK  -  Tel.  3108  Beekman  -  1123  Tribune  Building  haulage  work,  is  better  than  special  machines  for  each 

CHICAGO  -  Tel.  Harrison  5351  -  1413  Gt.  Northern  BIdg.  department,  has  been  a  matter  of  much  speculation. 

LONDON,  ENG.  ,  -      -    -    -    -    16  Regent  Street  S.W.  The  motor-driven  tractor,  with  wide  tractor  wheels, 

'  eciuipped  with  30  to  35  h.p.  engines  is  a  verv  popular 

c)uoc>v..r>.ir-xiwiM       1 1:,^  machine  for  farmers  having  one  to  two  hundred  acres 

Canada  and  Great  Britain,  $3.00     U.  S   and  Foreign,  $3.00.  ^^^^j^,.            ^^^^^  ^^,5^^,.^  wholesale  farming  is  the  prac- 

Smgle  copies  10  cents.  , .            ■               1  4.         .      ,          1  •         x      .l  • 
  tice  it  IS  thought  that  steam-driven  tractors  using 

Authorized  by  the  Postmaster  General  for  Canada,  for  transmission  straw  and  other  vegetable  matter  for  fuel  and  Capable 

as  second  class  matter.  handling  20  or  30  disks  when  ploughing,  would  be 

Entered  as  second  class  matter  July  IStli,  1914,  at  the  Postoffice  at  ,1               ,                   ■     ,                            i        •  o 

Buffalo,  N.  Y.,  under  the  Act  of  Congress  of  March  3,  1879.  tllC  mOSt  economical. 

  There  is  a  likelihood  that  munition  contracts  will 

32  March  27.  1918  No.  13  considerably  cut  down  in  the  near  future,  placing 

on  the  labor  market  a  large  number  of  skilled  mach- 

Principal  Gontents 

Page  i'lists  who  would  be  particularly  fitted  to  operate  trac- 

Editorial                                                                 239  tors  and  machines  used  for  cultivating  the  land.  The 

T,,  ^      1        1     r-           1     VI   T   t          -1      (.  efificiency  of  this  labor  would  be  sadlv  handicapped  if 

Flat-Slab  Codes  Compared  with   lests  Carried  out  on  .                ,                                n    1    ,      '1       ,      ,1  • 

these  workmen  were  compelled  to  devote  their  en- 
Toronto  Buildings  241  orgies  to  ordinary  farm  labor,  instead  of  along  lines 

By-Product  Coke  Oven  Plant  at  Sydney.  N.S                  248  which  they  have  had  considerable  training. 

Interesting  Law  Case — City  vs.  Contractors   250  Further,  a  general  contractor  or  construction  en- 
Canada's  Mineral  Production  in  1917                               251  gineer  is  well  fitted  to  organize  this  work,  since  he 

St.  Phillippe  School,  Three  Rivers                                  253  ^^ten  has  had  to  carry  out  a  piece  of  engmeering 

imder  difticulties    withm    an    allotted    time  and  is 

 ■  schooled  to  cope  with  varied  contingencies  and  direct 

.        _              .           A    TVT         T^'  1 J        J  lii^^  forces  to  gain  the  best  results.    It  may  be  that 

Farming   Gontracting  —  A.   New   Field   and  ploughing  could  be  carried  on  for  twenty-four  hours 

An  Opportunity  for  Patriotism  instead  of  ten  hours  per  day,  by  fixing  headlights  to 

TTTT-                          1-4.T4-       1       +  the  tractors  and  working  two  twelve-hour  or  three 

HE  world  IS  being  subjected  to  a  devastating  up-  gjo-ht-hour  shifts 

heaval  and  it  will  take  years  for  it  to  recover  ^^§1^"?°^"                                                •  1  1 

1  ^  ,    J.        ^,          •   1    r  1          •„    +1   4-  ihis  proiect  is  worthy  of  deep  consideration  by 

conipletelv  from  the  period  of  depression  that  J       t  r       1        1  1     fi     t->     •  • 

n   "  ...1              T.U  ■    i.1       1  :  u  the  contractors  of  Canada  and  by  the  Dominion  Gov- 

will  follow  the  war.    It  is  thought  by  many  m  ^     -ri               ■            r  1  1       f       1  1 

„       1,1^                 1  ■  ^      ■       1      1                c  eminent.     Ihe  conscription  of  labor  for  planting  and 

Canada  that  active  and  intensive  development  of  oui  ,         +       ..1             11                    ^    t        1  r 

,                     ...         ^,      11    •           1    1     J.  harvesting  the  croi)  has  been  a  matter  of  much  dis- 

natural  resources  wi  1  greatlv  alleviate  and  shorten  .                      '          ,   .                    ,  , 

,  .        .   ,    r  1      1   •        -r-i           J.     J.-      ■  u.      4.  cussion,  the  government  being  more  or  less  opposed 

this  period  of  hard  times.  That  contracting  interests  are  ^          ^^^^^^                             ^^^^^^  ^j^^^^Hj^ 

cognizant  of   he  necessity  of  greater  food  produc  ion  contracts  for  harvesting  as  well  as  for  breaking 

and,  mcidentallv,  the  necessity  of  greater  land  develop-  .           ,     ,        ,  ,  ,           . ,  ,  ,. 

'    .     ,          '    ,           ■  ,      ,-  ^1              •  •      :  in  new  land  would  be  a  quite  reasonable  policv. 

ment,  is  shown  by  the  consideration  they  are  giving  to  i        .                i  . 

the  mobilizing  of  contractors  and  engineers  for  this 
important  work.  An  article  which  appeared  in  last 
week's  issue  of  the  Contract  Record  discusses  at 
length  the  mobilization  of  constructional  forces  in  Can- 
ada for  greater  food  production.  The  program  calls 
for  the  breaking  up  of  500,000  acres  during  the  com- 
ing summer  and  an  additional  500,000  acres  in  1919, 
and  the  taking  of  crop  from  1,000,000  acres  in  1920. 
It  is  proposed  to  let  contracts  to  builders  and  con- 
tractors to  cultivate  five  or  six  or  more  sections  of 
land  under  the  supervision  of  agricultural  experts. 
There  is  verv  little  doubt  that  an  agricultural  country 


Get  Back  to  the  Land ! 

AT  a  meeting  of  the  Exchange  on  JNIarch  19th, 
Mr.  J.  P.  Anglin.  President  of  the  IMontreal 
Builders'  Exchange,  elaborated  the  plan  for 
the  cultivation  of  idle  land.  He  pointed  out 
that  the  country  had  the  land,  the  contractors  the  or- 
ganization ;  men  Avere  available,  and  profits  were  as- 
sured, though  in  regard  to  the  latter  '\\v.  Anglin  took 
the  stand  that  this  was  secondar\'.  There  was  jilenty 
of  available  iiiachiiK-ry .  and  vvcu  the  (|ucstion  of  get- 
ting sufficient  tractors  could  be  si)l\cd.    As  to  lal)or 


:?40 
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this  seemed  at  first  a  point  of  difficulty,  but  contractors 
knew  well  that  labor  could  be  secured.  Where  some- 
thino-  was  going  on,  there  was  always  labor.  Another 
fact'^in  the  labor  problem  was  that  munition  plants 
were  slackening  up  and  many  mechaics  who  knew 
how  to  run  machinery  would  be  available  to  run  ma- 
chines on  farms.  He  pointed  out  that  machinery 
would  work  in  shifts,  night  and  day,  the  busmess  be- 
ing run  as  contractors  run  the  business  of  gettmg 
through  an  ordinary  contract  within  a  specified  time. 
:\[oreover,  Mr.  Anglin  said,  not  many  men  would  be 
required,  and  the  most  that  could  be  used  this  year 
was  3,000,  a  mere  drop  in  the  labor  bucket. 

A  resolution  endorsing  the  idea  was  passed,  and  the 
Minister  of  Agriculture  is  to  be  asked  to  take  immedi- 
ate action. 


would  result  in  a  considerable  number  of  men  perman- 
ently settling  on  the  land,  and  it  is  also  probable  that 
in  securing  labor  for  this  project  much  labor  could  be 
diverted  to  existing  farms. 

7.  That  plans  be  made  and  the  organization  pre- 
pared to  increase  its  operations  on  the  cessation  of  hos- 
tilitieis  when  the  most  idle  labor  will  be  available,  and 
.when,  undoubtedly,  the  greatest  scarcity  of  food  will 
exist,  both  here  and  abroad. 

8.  That  we  believe  the  urgent  need  for  increasing 
food  production  is  such  that  the  government,  through 
the  Canada  Food  Board,  should  give  the  project  its 
technical  and  financial  support. 

9.  That,  in  view  of  the  shortness  of  the  time  left  to 
pfej:)are  for  commencing  operations,  immediate  action 
is  imperative. 


Contractors'  Production  Scheme  is  Com- 
mended by  Special  Committee 

THE  agricultural  committee  appointed  by  the 
chairman  of  the  Canada  Food  Board,  Mr.  H.  B. 
Thomson,  to  report  on  the  proposal  to  utilize 
contractors  and  their  organizations  for  develop- 
ing tracts  of  idle  land  for  food  production,  has  made  its 
report.  The  findings  are  signed  as  follows:  Mr.  W.  J. 
r.lack,  commissioner,  Department  of  Agriculture,  Ot- 
tawa-Mr J.  N.  Grisdale,  director,  Dominion  Experi- 
mental Farms;  Mr.  H.  O.  Wright,  M. P.,  Battleford; 
Prof.  James  Murray,  Macdonald  Agricultural  College; 
Mr.  A.  Leitch,  manager,  Ontario  Agricultural  College 
Experimental  Farm;  Mr.  C.  F.  Bailey,  Assistant  De- 
])uty  Minister  of  Acriculture  for  Ontario;  and  Mr. 
George  S.  Henry.  M.I^.A  The  conclusions  of  the  com- 
mittee are  as  follows : 

1.  That  immediate  action  be  taken  to  utilize  this 
great  semi-latent  force  of  contractors  to  organize  the 
non-productive  labor  of  Canada  to  speed  up  the  work 
of  food  production  on  idle  lands.  Idle  organizations, 
])lus  idle  labor,  plus  idle  land.  ♦ 

2.  That  in  the  East  the  first  operations  be  on  idle 
land  adjacent  to  or  within  the  municipalities  of  Mont- 
real and  Toronto,  and  that  the  work  here  be  conducted 
as  an  exi)eriment  with  the  view  to  :  (a)  Inducing  a  class 
not  engaged  in  agriculture  to  turn  their  attention  to 
the  land;  and  (b)  demonstrating  to  the  people  gener- 
ally the  fact  that  agricultural  production  is  the  great 
need  of  the  day. 

.3.  That  the  operations  in  the  West  be  on  a  compre- 
hensive scale,  and  include  as  much  suitable  land  as  it  is 
found  possible  to  group  conveniently  for  economical 
management. 

4.  That  the  construction  organizations  of  Canada 
provide  the  forces  to  carry  out  the  work  under  the  ex- 
l)ort  direction  of  the  best  agricultural  men  of  Canada, 
and  that  cverv  cfifort  be  made  for  maximum  crops  in 
P'lO,  1020,  and  1021. 

No  Labor  from  Farms 

'l  hat  the  co-o|)c-;il  ioit  of  llic  Soldiers'  Settlement 
Hoard  be  secured 

d.  That,  as  this  plan  is  l>ascd  on  using  the  less  pro- 
fhictivc  and  idle  labor  under  organized  direction,  no 
person  should  be  employed  who  was  engaged  in  food 
prodMctif)n  in  1017.  tuiless  it  can  be  shown  that  his  ser- 
A  ices  are  essential  to  this  great  project,  and  that  no 
lal)or  be  taken  frfjni  existing  farms.  This  committee  is 
of  the  r)piiii()ii  that  this  idle  hind  cultivalifjn  movement 


Toronto  Builders'  Exchange  Meets 

THE  first  meeting  of  the  Toronto  Builders'  Ex- 
change in  their  new  quarters,  34  Victoria  Street, 
was  held  on  Wednesday,  March  13,  with  Presi- 
dent W.  E.  Dillon  in  the  chair.  No  business 
was  transacted.  Mr.  Walter  Davidson,  on  behalf  of 
the  members,  presented  the  retiring  president,  Mr. 
S.  R.  Hughes,  with  a  beautiful  club  bag  in  appreciation 
of  his  efficient  services.  Mr.  John  Aldridge  presented 
a  mahogany  humidor  filled  with  a  good  brand  of 
cigars,  also  a  framed  Life  Membership  Certificate  in 
the  Exchange,  to  Mr.  Wm.  Forbes,  of  the  firm  of 
Ford  and  Forbes.  Mr.  Forbes,  who  is  78  years  old, 
has  been  in  the  contracting  business  for  52  years  and 
a  member  of  the  Exchange  for  51  years,  having  been 
a  charter  member  of  the  Toronto  Builders'  and  Sup- 
ply Association,  which  later  was  formed  into  the 
Builders'  Exchange  of  Toronto.  Mr.  Forbes  is  the 
only  member  to  enjoy  the  distinction  of  a  Life  Mem- 
bership. 

Several  speeches  of  a  reminiscent  nature  followed 
the  presentations.  Among  the  speakers  were  W.  J. 
Hill,  Registrar  of  York  County;  John  Poucher;  John 
Wickett ;  James  Munro  ;  Wm.  Hughes  ;  Geo.  Gander ; 
Henry  Taylor ;  Capt.  McEarren ;  George  Stocker ; 
Flenry  Jennings,  and  Charles  Bulley. 


Mineral  Production  in  Canada 

MINERAL  production  of  Canada  has  materially 
increased  in  value,  although  not  in  quantity, 
during  the  year  1917.  The  value  of  the  last 
year's  production  shows  an  8.9  per  cent,  in- 
crease over  the  values  of  1916,  amounting  to  $15,781,- 
303.  Two-thirds  of  this  increase  is  directly  attributed 
to  coal,  gypsum,  and  cement,  though  the  quantities 
marketed,  of  these  minerals,  were  less  than  in  the  pre- 
vious year.  This  falling-ofif  in  the  production  of  coal 
has  a  diminishing  efifect  on  the  metallurgical  produc- 
tion, the  reduced  production  of  copper  and  gold  being 
in  part  attributable  to  this  cause.  Details  of  the  re- 
port on  the  mineral  production  appear  in  this  issue, 
which  shows  there  has  been  an  increase  in  output  of 
zinc,  cobalt,  molj'bdenite,  and  nickel. 


New  Sales  Office 

MacKinnon,  Holmes  &  Co.,  Ltd.,  of  Sherbrooke, 
Que.,  have  opened  a  sales  office  at  404  New  Birks 
P.uilding,  Montreal.  Que.,  Mr.  W.  J.  Lochhcad  being 
in  charge. 
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Flat  Slab  Codes  Compared  with  Tests  Carried 
Out  on  Toronto  Buildings — 11. 

Submitted  by  the  City  Architect's  Department — Present  Article  Deals  with  Robert 
Simpson  Building— For  previous  Article  See  Contract  Record,  Oct.  17,  1917 


Toronto,  March  33,  1918 

Editor,  Contract  Record : — 

I  beg  to  hand  you  herewith  results  of  tests  on  the 
building-  of  the  Robert  Simpson  Company,  compared 
with  flat  slab  codes  of  different  municipalities ;  also  an 
article  contributed  by  Professor  Gillespie  of  the  Uni- 
versity of  Toronto. 

At  the  time  the  tests  were  made  Professor  Gillespie 
kindly  consented  to  help  this  department  in  conducting 
a  test  which  would  prove  whether  the  building  was 
strong  enough  to  carry  the  loads  for  which  it  was  de- 
signed, and  it  was  also  thought  that  the  tests  would 
give  additional  information  to  this  department,  so  that 
we  would  be  in  a  position  to  draft  an  up-to-date  by-law 
covering  flat  slab  type  of  construction. 

Due  to  the  cracks  around  the  column  capital  it  was 
necessary,  as  shown  in  Fig.  6,  to  break  the  panel  into 
strips,  finding  the  moment  of  inertia  of  each  strip,  and 
then  adding  them  together.  This,  of  course,  would  only 


/VC.2. 


give  at  best  a  very  rough  approximation,  and,  there- 
fore, in  considering  these  tests,  due  consideration  must 
be  given  to  this.  I  might  draw  your  attention  to  the 
stresses  given  on  Fig.  3-4,  where  it  will  be  noticed  in  a 
great  many  cases  that  when  the  load  is  removed  en- 
tirely there  still  seems  to  be  a  larger , stress  in  the  steel 
and  concrete  than  what  was  given  by  the  first  load  of 
135  pounds.  This  is  shown  in  tables  of  stresses  under 
columns  1  find  4.  The  onlv  explanation  I  can  give  for 
this  is  that  concrete  has  not  the  elastic  nature  that 
steel  has,  but  is  more  plastic,  and,  therefore,  when  the 
load  is  applied  to  concrete,  the  concrete  in  compression 
is  crushed  and  does  not  spring  back  to  its  original  i)Osi- 
tion.  Another  reason,  no  doubt,  is  due  to  the  fact  that 
when  the  second  load  of  270  ])ounds  \\  as  ai)i)lied,  bad 
cracks  developed  around   the   column   capital  head. 


thereby  weakening  the  resisting  value  of  the  concrete 
in  tension,  so  that  even  when  the  loads  were  removed 
the  original  dead  load  would  cause  considerable  stress 
in  the  steel  and  concrete  due  to  damaged  condition  of 
the  concrete ;  therefore,  when  the  final  extensometer 
readings  are  taken  the  set  of  the  concrete  will  be  read 
by  the  instrument. 

The  deep  cracks  around  the  column  heads  are  due 
to  the  steel  work  being"  set  too  low  below  the  top  of 
concrete.  It  will  be  noted  by  referring  to  Fig.  3,  Col. 
23,  that  the  average  distance  below  the  top  of  the  con- 
crete to  the  steel  is  about  3 J/2  in.  It  is  evident,  there- 
fore, that  as  soon  as  there  is  any  tensile  stress  in  the 
steel  that  there  must  be  considerable  tensile  stress  in 
the  outside  fibres  of  the  concrete,  and  as  this  is  only 
good  for  about  350  pounds  to  the  square  inch  it  would 
soon  crack.  From  this  test  it  would  seem  to  the  writer 
that  either  Chicagfj  or  Philadelphia  codes,  or  the  report 
of  the  joint  committee  would  give  very  safe  and  satis- 
factory results. 

Professor  Gillespie  was  assisted  by  Mr.  R.  J.  F"uller 
and  Air.  T.  D.  Mylrea,  who  were  in  the  employ  of  this 
department  at  the  time  the  tests  were  made,  and  Mr. 
W.  A.  McM.  Cook,  of  this  department,  assisted  in  com- 
piling the  results  as  given  herewith. 

Yours  very  truly, 

W.  W.  Pearse, 
City  Architect  and  Superintendent  of  Building. 


The  Question  of  Unbalanced  Thrust 


  By  Peter  Gillespie,  M.  Can.  Soc.  C.  E.  —  

No  other  type  of  reinforced  concrete  construction 
has  appealed  to  the  building  public  or  has  caught  the 
])opuIar  fancy  as  has  that  commonly  described  as  the 
flat  slab  or  gir.derless  floor.  The  resulting  economy  in 
storey  heights,  the  simplified  form  construction,  the 
unbroken  ceilings,  and  the  ease  with  which  auxiliary 
equipment,  as,  for  example,  sprinkler  systems  can  be 
installed,  have  all  contributed  to  that  popularity.  But, 
while  these  advantages  have  been  generally  recog- 
nized, the  difficulties  attending  the  rational  design  of 
flat  slab  structures  have  also  been  appreciated,  because 
this  type  does  not  lend  itself  to  either  simple  or  satis- 
factory theoretical  treatment.  Recognizin''^  this,  pub- 
lic-spirited firms  and  organizations  have  provided  facili- 
ties whereby  tests  of  full-size  buildings  have  been 
made  \vih  a  view  to  studying  the  liehavior  of  floors 
under  loads,  and  therel)y  formulatinL>-  cm])irical  rules 
for  the  design  of  flat  slabs  which,  when  constructed, 
would  be  safe  without  beir.g  wasteful.  I'hese  tests 
liase  usually  consisted  in  applying  tt>  the  fioor  a  live 
load  ecjual  to  or  exceeding  that  for  which  the  structure 
was  l)iiilt  and  tlicn  measuring  the  deflections  and  the 
deformations  in  the  steel  and  concrete  at  certain  select- 
ed i)ku-cs  in  order  to  determine  the  intensity  of  the 
stress  resulting,  [''roni  the  nature  of  the  work  some 
form  of  portable  extensometer  was  necessary,  and  for 
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Fig.  3— Plan  of  seventh  floor. 


this  that  kiKJwn  as  tlic  lltrry  strain  gauj^c  or  scjiiie 
morlitiration  of  it,  has  ifcncrally  been  used. 

.\ny  tyi)e  of  cxtcnsometcr  which  has  to  hit  attached 
to  a  s|)ecimcn  and  removed  aj^ain  between  readini;s 
cannot  i)osscss  the  accuracy  of  measurement  usually 
obtained  from  the  stationary  forms.  Then,  again,  con- 
crete is  a  material  for  which  the  ratio  of  stress  to  de- 
formation is  much  more  variable  than  it  is  for  the 
jnetals.  Moreover,  for  any  },nven  concrete  and  for  all 
stresses  above  moderate  workinj^  values,  Hooke's  law 
of  projjortionality  between  stress  and  strain  does  not 
obtain,  l-'urther.  it  is  usually  quite  impossible  to  know 
at  juKt  what  static  of  the  operation  of  loading-  the  con- 
crete in  tension  will  crack  and  throw  upon  the  rein- 
forcement the  bulk,  if  not  all,  the  tension  which  it  had 
been  carrying.  In  consequence  of  these  limitations  it 
will  be  conceded  that  the  fuan-es  obtainetl  from  the  use 
of  (he  portable  extensometer,  es|)cciall v  on  concrete 
>lrnctiire>^.  nni^l  be  interpreted  in  a  broad  and  liberal 


manner,  and  that  they  must  not  be  considered  as  re- 
llecting  the  last  refinement  of  physical  measurement. 
It  should  be  noted,  too,  that  the  inevitable  errors  are 
l)robably  relatively  greater  for  small  deformations  than 
for  large,  since  the  ratio  of  probable  error  to  a  large 
deformation  is  less  than  to  a  small  one. 

With  respect  to  the  Simpson  building  test,  there  is 
one  point  to  which  attention  might  be  called,  because 
it  relates  to  a  phenomenon  which  has  been  observed  in 
several  ])revious  tests,  and  is  one  which  concerns  the 
values  to  be  assigrned  for  the  working  stresses  in  both 


materials.  To  illustrate.  Fig.  10  has  been  prepared 
from  the  test  data.  Tt  will  be  seen  that  the  various 
values  of  the  observed  deformations  for  the  se\eral 
gauge  lines  lying-  diagonally  in  one  direction  from 
column  23  have  been  ])lotted  with  res])ect  to  a  hori- 
zontal axis,  elongations  upward  and  shortenings  down- 
ward. \\'lietlicr  these  relate  to  steel  or  concrete  does 
not  concern  us.  since  it  is  to  onl\-  one  position  on  this 
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radial  line  that  attention  is  invited.  Generally  speak- 
ing, when  either  line  crosses  the  horizontal  axis,  it  de- 
notes a  point  of  zero  deformation,  and,  therefore,  a 
point  of  zero  flexural  stress  and  of  zero  bending  mo- 
ment. If  both  lines  cross  the  zero  axes  at  the  same 
point  it  denotes  a  true  point  of  contraflexure,  at  which 
the  stresses  are  mainly  shears.  In  Fig.  10,  however,  this 
is  not  the  case,  and  for  some  distance  outward  from 
gauge  line  715  the  slab  appears  to  be  altogether  in  com- 
pression, and  at  gauge  line  610  this,  according  to  the 
records,  is  equal  to  an  average  stress  of  70  pounds  per 
square  inch,  with  a  resultant  acting  much  nearer  the 
lower  face  than  the  upper.  Moreover,  in  this  particu- 
lar region  the  situation  is  not  complicated  by  the  pres- 
ence of  three  or  four  superimposed  layers  of  metal  such 
as  are  found  in  some  other  places.  This  phenomenon 
is  probably  due  to  the  partial  behavior  of  the  slab  as  an 
arch,  an  hypothesis,  indeed,  for  which  there  is  consider- 
able warrant,  since  the  peculiarity  has  been  observed 
and  reported  on  several  occasions. 

The  Citv  Architect  of  Toronto,  Mr.  W.  W.  Pearse, 


is  to  be  commanded  on  the  way  in  which  he  has  plan- 
ned these  investigations  and  on  the  amount  of  profit- 
able study  which  he  has  devoted  to  this  problem  of 
construction.  All  of  the  doubtful  points  have  not  been 
cleared  up  as  yet,  although  much  light  has  been  thrown 
on  many  of  them.  As  a  result  of  careful  and  patient 
work  by  many  investigators  the  design  of  flat  slab 
structures  is  to-day  on  a  much  more  intelligent  basis 
than  it  was  five  years  ago. 


Results  of  Test  on  the  Robert  Simpson 
Building  Compared  with  Flat  Slab  Codes 

  By  W.  W.  Pearse,  C.  E.   

THE  method  of  construction  used  in  this  building  js 
the  four-way  flat  slab  drop  head  reinforced  concrete 
system  known  as  "the  four-way  system."  Fig.  1  is 
a  general  plan  of  the  building  showing  the  area 

tested. 

Figs.  2,  3  and  4  show  the  arrangement  of  the  reinforce- 


Fig.  4— Plan  of  sixth  floor  ceiling. 
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iiK-nt.  and  ihc  location  of  the  points  where  the  readings  were 
taken  and  the  stresses  olitained. 

The  readings  for  a  live  load  of  llSf)  lbs.  per  sq.  ft.  will  be 
considere<l. 

In  comparing  the  stresses  found  by  extensometer  tests 
and  those  computed  in  accordance  with  the  various  building 
regulations  the  following  notation  will  be  used: 

=  distance  centre  to  centre  of  columns  in  feet. 

w  =  Total  live  and  dead  load  per  sq.  ft.  =  i:!:')  +  113  = 
:US  Ihs. 

\\'=  Total  panel  load  in  ll)s.  =  wL'. 
S  =  Tensile  stress  per  sq.  in.  in  steel. 
(.'1=  Extreme  fibre  tensile  stress  per  sq.  in.  in  concrete. 
C"=  Extreme  fibre  compressive  stress  per  sq.  in.  in  con- 
crete. 

I  =  Moment  of  inertia. 
Ot  =  Section  modulus  for  side  in  tension. 
(Jc  =  Section  modulus  for  side  in  compression. 
Rs=  Modulus  of  elasticity  of  steel  =  ;!0,000,000. 
Ec  =  Modulus  of  elasticity  of  concrete  in  compression  = 
.!. 500.000. 

Et  =  Modulus  of  elasticity  of  concrete  i'n  tension  = 
2.800.000  (assumed  as  8Ec/10  same  as  used  for  \Vm.  Davies 
Company  Building). 

Fig.  .)  shows  the  strips  into  which  the  slab  is  considered 
to  be  divided  ff)r  purposes  of  calculation. 

Strip  A  at  Edge  of  Capital 

The  stresses  in  strip  A  at  the  edge  of  the  column  cap- 
ital will  be  considered  first.  The  width  of  strip  A  will  be 
taken  as  L/2  as  assumed  in  the  Chicago  Code  and  Joint 
Committee  Report. 

In  Fig.  <■)  the  neutral  axis,  as  obtained  from  deforma- 
tion-i.  has  been  plotted  for  readings  Nos.  710,  "l.'S,  717,  601, 
()07  and  <)14,  and  its  average  position  w-as  found  to  be  9'/4 
in.  from  the  top  of  tlie  slab  as  indicated. 

In  order  to  arrive  at  a  rational  method  for  determining 
the  section  moduli  of  the  section,  making  due  allowance  for 
tension  in  the  concrete,  it  was  assumed  that  the  tensile 
strength  of  concrete  is  1/I2th  of  its  compressive  strength 
(see  "Materials  of  C_'onstruction,"  4th  edition,  by  J.  B.  John- 
son, p.  004(1)  and  thence  was  found  the  maximum  deforma- 
tion which  could  occur  in  the  concrete  without  the  forma- 
tion of  cracks. 

The  ultimate  com])re>sive  strength  of  the  concrete  was 
found  by  test  to  be  :i9()()  pounds  per  sq.  in.  Plence  the  ulti- 
mate tensile  strength  would  be  :!'.)()()/12  pounds  per  sq.  in.  = 
'■',2:>  pounds  per  >q.  in.  and  the  corresponding  deformation 
reading  for  live  load, 
40.000      1 1!.-) 

:i2,->  X  X  =  2..-)  (See  note  at  foot  of  Table  4). 

2.800,000  248 

taking  Et  =  8Ec/10  =  2,800.000  for  the  concrete  used. 

The  points  in  the  cross-section  at  which  this  deforma- 
tion occurred  have  been  plotted  in  Fig.  (1  and  the  concrete 
))clow  the  same  was  considered  as  effective  cross-section  in 
computing  the  moment  of  inertia  and  section  moduli  of 
'lie  ^ection.     The  upper  inclined  Hue  in   the   figure  marks 


the  upper  limit  of  this  effective  cross-section  and  th^  lower 
inclined  line  is  drawn  through  the  points  obtained  for  the 
neutral  axis  for  the  three  sets  of  readings  mentioned  above. 
The  ef¥ective  section  of  concrete  was  divided  into  five  rect- 
angles, a,  b,  c,  d  and  e.  Figs.  6a,  6b,  6c,  6d  and  6e  show  these 
rectangles  with  the  positions  of  their  respective  neutral  axes 
as  obtained  from  Fig.  6. 

The  steel  has  been  considered  as  replaced  by  its  equiva- 
lent area  of  concrete  assuming  the  moduli  of  elasticity  of 
steel  and  concrete  in  tension  to  be  30,000,000  and  2,800,000 
respectively.    The  moment  of  inertia  of  each  rectangle  and 


sr/"//='/i- 


srmfa- 
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Fig.  5. 

its  proportionate  area  of  steel  was  obtained  and  the  results 
added  to  obtain  the  total  moment  of  inertia  for  the  section. 
Using  the  average  position  of  the  neutral  axis  as        in-  from 
the  top  of  slab  the  section  moduli  were  then  determined. 
The  results  are  as  follows: — 
I  =  14906 
Qc  =  3140 
Qt  =  1012 
.\ccording  to  Chicago  Code, 

VVL      12,5.000  X  22.43  X  12 
Mr=  =   =  1,120,000  inch  lbs. 


30 


Therefore,  (.' 


Mr 

Qc 

Mr 


30 

1,120,000 


3140 
1,120,000 


=  —  3.')7  lbs.  per  sq.  in. 


and  Ct  =  =  - 


Qt  1612 
The  average  of  readings  (iOl, 


=  69.'i  lbs.  per  sq.  in. 
607.  and  614  is  —  257 


for 


Fig.  6 
al     or  hal  section 


Fig.  6a 

I  nil 


/  /9a''  \ 


Fig.  6e 
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live  load  only,  which  corresponds  to  a  stre,s>  of          2r>7  X 

;34<S/1  :<,'•)  —  —  47(1  pounds  per  sq.  in.  for  live  and  dead  load 
combined.  This  is  somewhat  greater  than  the  value  for  C 
computed  above. 

Using  the  extreme  fibre  stress  Ct  =  (19.")  jjounds  per  sq. 
in.  in  the  concrete  as  found  above,  the  computed  stress  in 
the  steel  is  found  to  be  5030  pounds  per  sq.  in. 

The  average  of  readings  710,  713,  and  717  is  2300  for 
live  load  only,  which  corresponds  to  a  stress  of  2300  X 
348/13.5  —  4230  for  live  and  dead  load  combined,  which  agrees 
very  well  with  that  computed. 

The  Philadelphia  Code  gives  the  bending  moment  as 
VVL/38.4  (WL/47  for  the  steel  in  the  straight  band,  and 
VVL/73  for  the  steel  in  the  diagonal  band). 


The  average  extreme  fibre  stress  in  tiic  concrete  for  total 
load  as  ff)und  above  was  —  47C. 

1  35,000  X  22.43  X  1 2 

Therefore,    =  3140  X  470, 

x' 

whence  x'  =  22.0. 

The  average  of  x  and  x'  =  39.3  or  roughly  30. 

Therefore,  the  moment  as  found  from  test  is  WL/'.iO. 
which  agrees  with  the  C  hicago  By-law  and  also  very  closely 
with  the  Philadelphia  By-law. 

Strip  B  at  Centre  of  Panel 

In  Fig.  8  the  position  of  the  neutral  axis  has  been  de- 
termined as  before  from  deformation  readings  800,  801,  059 
and  000,  the  average  of  readin.gs  800  and  801  being  3.9  and 


■Eifi/zfa/e/p/' area  a/ Co/3cnr^e 


Fig.  7. 

The  Joint  Committee  Report  gives  the  moment  as  WL/25. 
The  stresses  computed  by  these  moments  for  the  read- 
ings mentioned  above  are  given  in  Table  3.  It  will  be  noted 
that  the  distribution  of  steel  at  the  column  capital  in  the 
straight  and  diagonal  bands  differs  considerably  from  that 
required  by  the  Philadelphia  Code,  so  that  the  table  shows 
a  high  stress  for  the  steel  in  the  straight  band,  and  a  com- 
paratively low  stress  for  the  steel  in  the  diagonal  band  at 
this  point  in  the  computation  by  the  Philadelphia  Code. 

To  find  the  moment  coefficient  which  corresponds  to 
the  stresses  computed  from  deformations  given  by  test  we 
may  equate  the  bending  moment  to  the  resisting  moment 
thus:— WL/x  =  Qt.Ct  and  WL/x'  =  Qc.C  where  x  and  x' 
are  the  coefficients  to  be  determined. 

The  average  unit  stress  in  the  steel  for  total  load  as 


Fig  8-1    71?5,  Qt  -  2620,  Q.  -  14  0 


the  average  of  readings  659  and  660  being  1.35. 

The  width  of  strip  B  has  been  taken  as  L/3  and  the 
area  of  steel  assumed  according  to  the  Chicago  By-law. 

Using  the  greater  of  the  deformations  found  for  the  re- 
inforcement, viz.,  1.6,  it  is  found  that  the  concrete  below  a 
point  about  ^  in.  from  the  lower  surface  is  over-stressed  in 
tension.  Therefore,  only  the  concrete  above  this  point  has 
been  considered  as  effective  cross-section  in  computing  the 
moment  of  inertia  and  section  moduli  of  the  section  which 
follow: — 

I  —  7195         Qt  =  2620         Qc  =  1410 
According  to  Chicago  By-law  Mc  =  WL/120  =  280,0:0 
in.  pounds. 

280,000 

Therefore.  Ct  =   =  106, 

2620 


/J.  '/z"''ro</3  =  2.st 


Fig.  9-1-4102,  Qc-  1346,  Qt  876 


found  above  from  readings  710,  713  and  717  was  4230  pounds 
per  sq.  in. 

This  corresponds  to  an  extreme  fibre  stress  in  the  con- 
crete of 

2,800,000  9^4 
4230  X    X  =  584  lbs.  per  sq.  m. 


30,000,000 


6M 


125,000  X  22.43  X  12 
Therefore,    =  1012  X  584, 


whence  x 


30. 


L£<?u/ycf/e/7/-'  area  o/'- 
A.  co/7<:ref't  Aoi/f/7a  yame 

fZ^e  :$/'ee/^/3.6'f°  " 


280,000 

and  C  =    =  200. 

1410 

Using  the  extreme  fibre  stress  of  10(1  pounds  per  sq.  in. 
in  the  concrete  the  computed  stress  in  the  steel  is 

1  13/16  30,000,000 

106  X    X    =  750  lbs.  per  sq.  in. 

2.j4  2,800,000 

The  average  live  load  stress  found  from  readings  659 
and  660  is  1012  pounds  per  sq.  in.,  which  corresponds  to  a 
total  stress  of  1013  X  246/135  =  1847  pounds  per  sq.  in.  or 
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more  than  twice  that  found  by  using  the  Chicago  Code,  tak- 
ing into  consideration  tension  in  the  concrete. 

The  average  live  load  stress  found  from  readings  800  and 
801  is  341  pounds  per  sq.  in.,  which  corresponds  to  a  total 
stress  of  341  X  246/135  =  622  pounds  per  sq.  in.  in  com- 
pression in  extreme  fibre  of  concrete,  or  more  than  three 
times  that  found  by  Chicago  Code,  taking  into  consideration 
the  tension  in  the  concrete. 

7?7S/.£-/.  Co/2?/ycrr/^o/2       /('eCO/7?/72e/7</£yfyo/2S  C/2/C(7yO 


ment  of  Vz  (WL/49  -f  WL/38.4)  =  WL/44  for  strip  B  at 
centre. 

Strip  B  at  Centre  Line  of  Column 

Fig.  9  shows  a  cross-section  through  strip   B  at  the 
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The  stresses  computed  by  the  other  By-laws  are  given 
in  Table  3. 

To  find  the  bending  moment  which  corresponds  to  the 
stresses  ascertained  by  tests  we  have  as  before: — 

WL/x  =  Qt.Ct  and  WL/x'  =  Qc.C  where  x  and  x' 
are  the  required  coefficients. 

The  unit  stress  in  the  steel  for  the  total  load  was  1847  centre  line  of  columns,  indicating  the  position  of  the  neutral 
pounds  per  sq.  in.  as  found  above.  axis  as  determined  from  deformation  readings. 
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Fig.  10.— Deformations  in  steel  and  concrete  graphically  shown.' 
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This  corresponds  to  a  stress  in  the  concrete  at  in- 
)elow  the  neutral  axis  of  ♦ 


2,800,000 
1847  X  X 


23^ 


=  262, 


30,000,000       1  13/16 
125,000  X  22.43  X  12 
Therefore    =  2620  X  263 

X 

whence  x  =  49  or  Mc  =  WL/49. 

Considering  now  the  stress  in  the  concrete  which  was 


It  was  found  in  the  same  manner  as  before  that  a  de- 
formation of  2.5  for  the  live  load  would  occur  at  3.82  in. 
above  the  neutral  axis,  so  that  only  the  concrete  below  this 
point  could  be  considered  effective.  The  properties  of  the 
section  determined  on  this  basis  are: — 

I  4102 

Qc  =  1346 

Qt  =  876. 

The  bending  moment  according  to  Chicago  By-law  is 
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022  pounds  per  sq.  in.  for  total  load  we  have 
125,000  X  22.43  X  12 


=  1410  X  622 


336,000  in.  pounds. 
Tlierefore,  C 


236,000 


=  175J^  lbs.  per  sq.  in. 


whence  we  find  x'  =  38.4  or  Mc  —  VVL/38.4. 

Taking  the  average  of  these  two  results  we  have  a  mo- 


Ct  = 


1346 
236,000 


270 


876 
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30,000,000 

and  S  =  370  X   =  3,890  lbs.  per  sq.  in. 

3,800,000 

Readings'583  and  784  give  C  =  319  and  S  =  3960  as  the 
stresses  for  total  load. 

To  find  the  bending  moment  coefficient  corresponding 
to  these  readings  we  have 

111,000  X  3114  X  13  3,800,000 

 =  876  X  3960  X  

X  30,000,000 
whence  x    -  88, 
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Note— Deformation  readings  are  multiplied  5000  times,  also,  the  deformations 
are  for  a  distance  of  8  inches,  so  for  actual  unit  defoimations 
figures  given  should  be  multiplied  by  4000. 

which  gives  Ms  =  WL/88  computed  from  stress  in  steel 
111,000  X  3lK  X13 

also    =  1346  X  319 

x' 

whence  x'  =  66, 

which  gives  Ms  =  WL/66  computed  from  stress  in  concrete, 
or  an  average  of  Ms  =:  WL/77  for  strip  B  at  the  centre  line 
of  columns. 

Strip  A  at  Centre 

As  there  is  no  reading  on  the  concrete  for  strip  A  at 
the  centre  we  cannot  find  the  moment  of  inertia  of  this 
section. 

By  reference  to  Table  3  it  will  be  noted  that  for  the 
points  of  negative  bending  moment  in  strips  A  and  B  there  is 
a  fairly  good  agreement  between  the  results  obtained  by 
test  and  those  computed  by  the  bending  moments  specified 
in  the  various  codes,  making  allowance  for  tension  in  the 
concrete. 

There  is  not  a  good  agreement  between  the  results  ob- 
tained at  the  one  point  of  positive  bending  moment  for 
which  readings  were  given  so  that  I  could  be  found. 

This  may  possibly  be  partly  due  to  the  fact  that  the 
adjacent  panels  were  not  loaded  which  would  have  the  effect 
of  increasing  the  positive  moments  in  the  loaded  panels. 

Moments  which  correspond  to  results  found  by  test: — 

Mr  =  --  WL/39 

Mb  =  Could  not  be  determined. 

Mc  =  WL/44  A  large  variation  partly  due  no  doubt  to 
adjoining  panels  not  being  loaded. 
Ms  =  WL/77. 
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By-Products  Coke  Oven  Plant  at  Sydney,  N.S. 

Large  Installation  Required  Extensive  Contractors' 
Plant— Difficulties  in  Obtaining  Labor  and  Materials 


THE  Dominion  Iron  &  Steel  Company  have  a 
contract  with  H.  Koppers  Company,  Pittsburgh, 
Pa.,  for  the  construction  of  a  by-product  coke 
plant.  This  new  plant  is  to  consist  of  120  Kop- 
pers patented  gross  regenerative  coke  ovens  in  two  bat- 
teries which  contain  60  ovens  each.  The  plant  wi 
have  a  capacity  of  2200  tons  of  coal  per  day  and  will 
produce  metallurgical  coke  for  blast  furnace  use  and 
will  recover  gas  for  heating  purposes,  and  tar  and 

ammonia.  .  . 

The  construction  work  on  this  plant  is  being  done 
bv  the  By-Products  Coke  Company  of  Canada,  Ltd. 
This  company  hai^  assembled  all  the  necessary  heavy 
construction  equipment,  such  as  locomotives,  locomo- 
tive cranes,  electrically-driven  concrete  '  mixers,  con- 
crete towers,  electrical  hoists,  etc.  This  equipment 
was  for  the  most  part  brought  from  the  United  States, 
as  no  heavy  construction  equipment  of  this  kind  was 
available  in  the  Maritime  Provinces.  While  the  as- 
sembling of  this  equipment  was  expensive  and  caused 
some  little  delay  in  the  start,  the  saving  in  time  over 
the  use  of  small  equipment  and  of  hand  labor  is  suffi- 
cient to  justify  the  initial  expense  incurred. 

The  labor  market  in  Cape  Breton  for  skilled  and 
unskilled  workmen  has  been  very  restricted  since  the 
l)cginning  of  the  war.  A  great  many  men  enlisted  at 
the  first  call  and  others  have  left  for  points  where 
higher  wages  are  being  paid  in  munition  plants.  More 
recently,  the  number  of  laborers  has  been  reduced  l)y 
the  military  service  draft.  On  account  of  this  labor 
shortage,  it  was  necessar}-  t(j  import  a  great  many  men 
from  distant  i)oints  in  order  not  to  disturb  labor  con- 
ditions in  an  already  overtaxed  community.  Some  diffi- 
culty was  had  at  first  in  securing  men  from  ^distant 
points  on  account  of  a  general  impression  that  weather 
conditions  in  Cape  Breton  were  unusually  severe  and 
that  construction  work  during  the  winter  months  im- 
poses a  great  hardship  on  the  laborers.  With  some  of 
the  skilled  labor,  it  was  necessary  to  guarantee  a  mini- 
mum number  of  working  days  per  month  before  they 
would  consent  to  come.  In  most  cases  a  bonus  is 
paid  on  a  sliding  scale  i)asis,  which  increases  every 
three  months,  in  addition,  the  men  are  given  free 
railroad  fare  if  tiiey  remain  on  the  work  for  six  months 
and  return  railroad  fare  if  they  remain  until  the  work 
is  comi)letcd. 

Construction  Camps 

It  was  practically  impossible  to  find  suitable  living 
c|uarters  in  the  town  of  Sydney  and  it  became  neces- 
.sary  to  build  construction  camps  for  all  the  skilled  and 
semi-skilled  labor,  together  with  the  necessary  com- 
missary for  feeding  the  men.  The  bunk  houses  are 
l)nilt  in  small  units,  each  house  accommodating  36  men. 
'I  hc'  commissary  is  built  in  a  "T"  shape  with  three 
dining  halls,  one  for  unskilled  labor,  one  for  .skilled 
lal)6r  and  one  smaller  hall  for  foremen  and  sub-fore- 
men. While  practically  the  same  food  is  served  in  each 
dining  hall,  it  has  been  found  that  it  works  to  better 
advantage  to  kcej)  the  uu-n  se])arated  according  to 
the  character  of  their  work.  It  also  reduced  the  dis- 
tance that  the  waiters  have  to  travel  from  kitchen  to 


the  table,  which  is  quite  an  item  where  300  to  400 
men  are  fed  in  the  space  of  one-half  hour. 

Most  of  the  common  labor  employed  on  this  work 
are  English  speaking-,  and  come  from  Newfoundland, 
Prince  Edward  Island,  Nova  Scotia  and  Eastern  New 
Brunswick.  They  are  well  above  the  average  of  com- 
mon labor  in  most  districts.  Most  of  them  have  small 
farms,  and  it  is  practically  impossible  to  keep  this  labor 
during  the  planting  and  harvesting  seasons,  and  also 
during  the  coldest  months.  They  are  accustomed  to 
"work  out"  during  their  dull  seasons,  and  on  this  ac- 
count it  has  required  .a  great  deal  of  attention  to  keep 
a  full  complement  of  men  on  the  work. 

Hard  to  Get  Sand  and  Gravel 

One  of  the  very  grave  difficulties  encountered  at 
Sydney  was  to  secure  sand  and  gravel  for  concreting 
purposes  in  sufficient  quantities  to  complete  the  found- 


Fig.  1— Portable  concrete  mixer  and  tower  car. 

ation  work  in  time.  On  investigation  it  was  found  that 
there  were  no  concerns  equipped  to  supply  the  quanti- 
ties needed,  in  fact  there  is  not  a  screening  plant  in 
operation  this  side  of  Halifax,  and  for  that  reason  it 
was  necessary  to  recover  and  screen  the  material  di- 
rect. So  few  of  the  good  beaches  are  accessible  by 
railroad  that  it  was  very  hard  to  find  a  suitable  beach 
where  anywhere  near  the  desired  quantity  could  be 
secured.  A  gravel  beach  was  finally  discovered  at 
Mira  Bay,  a  distance  of  22  miles  by  railroad  from  Syd- 
ney, on  the  Sydney  &  Louisburg  Railway,  where,  by 
installing  a  spur  track  and  screening"  plant,  the  neces- 
sary cpiantity  could  be  secured.  While  the  beach  was 
convenient  to  the  railroad,  there  was  absolutely  no 
labor  in  this  territory  or  sufficient  teams  for  scooping 
the  gravel  to  the  screening  plant.  It  was  necessary 
to  erect  a  construction  camp  at  the  beach  for  housing 
and  feeding  the  labor,  horses,  etc.  While  the  gravel 
recovered  was  very  goo'd,  the  screenings  contained  a 
combination  of  silt,  sand  and  loam,  which  was  not 
suited  for  concreting  ])urposes.  and  which  had  to  be 
wasted.    This  made  it  necessary  to  look  elsewhere  for 
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sand,  which  was  finally  found  on  a  beach  at  Christmas 
Island,  a  distance  of  50  miles  from  Sydney,  on  the 
Canadian  Government  Railway.  It  was  possible  only 
to  secure  sand  in  limited  cjuantities  owing  to  the  iso- 
lated community  and  shortage  of  cars.  While  this 
sand  was  very  sharp  and  excellent  for  concreting,  it 
was  too  coarse  for  building  for  red  brick  work.  The 
building  sand  was  recovered  from  Sydney  Mines,  about 
12  miles  from  Sydney. 

Portable  Mixing  Plant 

AW  the  concrete  was  mixed  and  placed  with  a  port- 
able mixing  plant,  which  consisted  of  an  overhead  stor- 
age hopper  for  sand  and  gravel  with  cement  platform 
at  top  of  batch  hoppers,  which  in  turn  disqharged  into 
a  three-cjuarter  yard  electric-driven  rotary  mixer  and 
from  the  mixer  into  a  hoist  bucket  at  the  bottom  of  a 
35-foot  tower.  All  of  the  ecpiipment  was  mounted  on 
a  flat  car  and  could  be  moved  around  the  yard  to  any 
point  (see  Figure  1).  As  ample  trackage  was  pro- 
vided, the  tower  was  of  sufficient  height  to  permit  an 
easy  flow  through  the  spouts  to  the  work  without  un- 
necessary hand  mucking. 

The  material  encountered  in  excavating  for  the  vari- 
ous foundations  was  a  combination  of  shale  and  hard- 
pan  with  an  underlying  strata  of  rock,  and  in  a  great 
many  places  large  springs  were  encountered  which 
necessitated  continuous  pumping  of  all  excavations  to 
keep  them  sufficiently  dry  for  form  work  and  con- 
creting purpoes. 

The  ovens  proper  were  built  under  temporary  sheds 
to  protect  the  silica  brick  work  from  exposure  to  wet 
and  cold  weather.  As  the  laws  of  Nova  Scotia  forbid 
the  use  of  salamanders  or  open  fires  of  any  kind,  it 
was  necessary  to  install  a  hot  air  heating  system.  This 
was  accomplished  by  using  a  sawdust  suction  plant 
which  was  secured  from  a  dismantled  car  plant,  and 
by  reversing  the  operation  it  was  made  to  blow  over 
steam  coils  and  piped  to  the  oven  sheds. 

Necessarily,  a  large  part  of  the  material  required 
for  this  plant  must  come  from  the  United  States.  Un- 
der the  present  congested  railroad  conditions,  there 
as  well  as  here  in  Canada,  and  on  account  of  the  heavy 
snow  storms  encountered  in  Northern  New  Brunswick, 
freight  movements  have  been  very  unsatisfactory. 
However,  conditions  are  gradually  becoming  better  and 
't  is  expected  that  freight  will  be  moving  at  normal 
speed  very  soon. 


City  of  Edmonton  Waterworks  Department 
Shows  a  Large  Surplus  for  1917 

CITY  COMMISSIONER  A.  C.  HARRISON,  of 
the  city  of  Edmonton,  adx  ises  that  the  water- 
works department  of  that  city  shows  a  large 
surplus  for  1917.  The  financial  statement  and 
balance  sheet  and  the  net  result  of  the  year's  opera- 
tion and  management  for  the  waterworks  dejjartment 
for  the  year  ending  December  31,  1917.  show  that, 
after  all  expenditures  have  been  met,  including  del)en- 
ture  interest,  sinking  fund,  depreciation,  and  bank  in- 
terest, as  well  as  maintenance  and  operation  charges, 
there  is  a  surplus  of  $38,189.75.  This  is  the  best  show- 
ing this  department  has  made  in  the  histor}-  of  the 
city.    For  the  year  1916  the  surplus  was  $24,410.04. 

The  total  revenue  of  the  department  for  the  tvveh  e 
months  ending  December  31.  1917.  was  $368,868.13. 
The  total  expenditure  was  $330,678.40.  The  operation 
charges  amounted  to  $160,920.72.  The  maintenance 
charges  amounted  to  «$22,986.42.    The  ca])ital  charges, 


including  depreciation,  were  $146,771.26.  Total  mile- 
age of  mains  under  pressure  in  the  .system,  164.8  miles. 
Total  cost  (jf  water-main  maintenance  for  the  year, 
i6,346.95,  making  the  a\  erage  cost  of  maintenance  per 
mile  $38.70. 

During  the  year  168  new  water  services  were  in- 
stalled and  132  house  sewer  services;  total  number  oi 
house  sewer  services  to  date,  9,602;  total  number  of 
water  services,  10.829;  average  cost  of  maintenance 
per  water  service,  73c.  During  the  year  a  normal  do- 
mestic pressure  averaging  50  ])ounds  per  scjuare  inch 
has  been  maintained  throughout  the  system  on  both 
sides  of  the  ri\'er  above  the  hill,  while  the  pressure  on 
the  flats  has  averaged  110  ])ounds  per  square  inch. 

The  Hre  department  has  been  enabled  by  means  of 
its  own  equipment  to  boost  the  water  pressure  for  fire- 
lighting  when  and  where  necessary  during  the  past 
year.  This  eliminates  the  necessity  of  boosting  the' 
pressure  over  the  entire  system  of  164  miles  of  mains, 
and  protects  the  entire  system  as  well  as  the  high- 
duty  pumps  at  the  pum.|)ing  station  against  unneces- 
sary strain. 

The  growth  of  the  system  has  been  remarkable 
during  the  last  ten  years.  In  1908  the  citv  had  in- 
stalled 2,520  water  services,  200  hydrants,  "and  48.8 
miles  (jf  water-mains.  The  revenue  that  vear  was 
$49,633.67.  In  I'M 7  the  number  of  water  services  was 
10,829;  hre  hydrants,  797;  miles  of  water-mains,  164.8. 
The  revenue  was  $368,868.15.  The  number  of  water 
meters  in  use  in  the  city  is  7.700.  Average  cost  of 
maintenance  i)er  meter  is  96>jC.  Since  the  installation 
of  meters  a  great  sa\-ing  has  been  efl^ected  in  th..- 
amount  of  water  ])umped. 

Superintendent  J.  A\'.  Turner  and  his  staft'  are  to  l)e 
CDUgratulated  on  the  showing  made,  which  is  niore  re- 
markable owing  to  the  world-wide  ad\-erse  conditions 
as  regards  cost  of  labor  and  material.  The  service 
gi\  en  has  been  constant  throughout  the  whole  jjeriod. 
and  by  regular  daily  tests  the  water  su pjjly  is  shown  to 
l)e  free  irom  all  contamination.  One  pound  of  liquid 
chlorine  jjer  million  gallons  was  used  to  sterilize  the 
water,  and  that  was  all  that  was  found  necessary,  and 
pro\  ed  t(;  be  far  more  economical  than  the  old  hypo- 
chloride  of  lime  system. 


Winnipeg  Aqueduct  Expenditures 

The  financial  statemen':  for  the  year  ending  Decem- 
ber 31,  1917.  issued  by  the  Greater  Winnipeg  Water 
District  commissioners,  shows  total  liabilities  of  $11,- 
27?.587.96.  On  the  aqueduct  itself,  according  to  the 
condensed  statement  of  cai)ital  expenditure,  a  sum  of 
$6,769,337.53  has  so  far  been  expended.  Railway  con- 
.-truction  has  cost  $1,418,277.13.  with  $187,539.36  for 
cquii)ment.  The  next  highest  item  is  the  construction 
of  the  reinlorced  concrete  pressure  pipe  line,  which 
figures  in  the  statement  for  $625,928.81.  Financia'. 
charges  a])pear  for  $551.43'>.93,  material  su]3i)lies  and 
equipment  are  entered  as  $284,131.42.  and  railwav  oj^er- 
ation  at  $267,326.4*^.  Interest  paid  and  accrued  is 
shown  to  total  $315,746.22.  Among  the  liabilities  a])- 
pear  $1,283,121.83  of  4y>  inscribed  stocks,  and 
$7,500,000  5  rer  cent.  f:ve-vear  del)entures,  or  a  total  of 
$8,783,112.83.  The  overdraft  at  the  bank  on  December 
31,  1917.  was  $1,042,995.41. 


The  Ottawa  branch  of  the  Canadian  Society  of 
Ci^•il  F.iigineers  held  their  third  meeting  of  the  vear 
on  Thursday.  March  21,  when  Col.  K.  W.  Leonard. 
M.  Can.  Soc.  C.  F.,  delivered  an  address  on  "The 
Manufacture  of  Nicu  Steel." 
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Interesting  Law  Case — City  vs.  Contractors 

Digressions  from  Specifications  Increase  Costs — 
City    Council    Tries    to    Evade  Consequences 


Ae'ASE  which  may  be  of  interest  to  contractors 
and  engineers  generally  in  charge  of  construc- 
tion works  has  recently  been  concluded  where 
action  was  brought  against  the  city  of  Hamil- 
ton by  Brennan  &  Hollingsworth,  contractors,  in  con- 
nection with  extras  entailed  in  the  construction  ot 
sewers  for  the  Kenilworth  Avenue  subway  drainage, 
in  the  city  of  Hamilton.  These  sewers  were,  in  the 
most  part,  laid  in  a  shale  rock  excavation,  and  the  de- 
cisions, which  are  enumerated  hereafter,  given  by  the 
trial  judge  as  to  common  and  reasonable  practice  in 
this  class  of  excavation,  are  very  important. 

The  considerations  on  which  the  contractors 
claimed  extra  compensation  were  enumerated  by  them, 
in  effect,  as  follows : 

1.  The  contract  drawings  exhibited  at  the  time  ten- 
ders were  called  did  not  show  a  plot  of  borings,  but  the 
contractors  were  given  information  in  the  city's  engi- 
neering department  that  the  rock  would  be  encoun- 
tered at  specified  depths  at  the  outfall  end  and  summit 
of  the  sewers,  and  that  the  rock  would  be  fairly  repre- 
sented as  being  more  or  less  on  a  sloping  plane  be- 
tween these  two  elevations.  As  a  matter  of  fact,  the 
rock  actually  encountered  exceeded  the  amount  esti- 
mated on  the  above  basis  by  some  600  cubic  yards. 

2.  The  plans  showed  the  sewers  to  be  constructed 
in  the  centre  of  the  streets  on  which  they  were  to  be 
laid ;  they  were  laid  out  by  the  engineering  department 
and  caused  to  be  constructed  on  a  large  percentage  of 
the  work  on  an  offset  line  10  feet  from  where  they 
were  shown  to  be  on  the  contract  drawings.  This  was 
claimed  to  entail  greater  depths  of  excavation  and  rock 
work ;  also  pumping  due  to  water  encountered  in  the 
new  excavation. 

3.  The  profiles  gave  the  figured  depths  frgm  the 
ground  level  to  the  bottom  of  the  excavation  every  100 
feet  that  the  sewers  were  to  be  laid,  the  specifications 
stating  "the  trench  for  the  sewer  to  be  excavated  to 
the  dejiths  and  grades  shown  on  the  profile  by  a  heavy 
black  line,"  the  black  line  indicating  clearly  the  ex- 
treme depth  of  cut.  There  was  approximately  700  feet 
of  24-inch  sewer  included  in  the  deepest  part  of  the 
contract,  ranging  from  13  to  19  feet  deep,  which  had  a 
concrete  envelope  around  same  6  inches  thick  at  the 
sides  of  the  pi])e  and  4  inches  underneath.  The  city 
interpreted  their  plans  as  showing  the  figured  dimen- 
sions to  the  invert  only,  which  naturally  put  the 
sewer  down  six  inches  deeper  than  shown  by  the  draw- 
ings, in  addition  to  a  further  depth  of  five  inches  due  to 
the  change  in  location. 

4.  On  the  line  as  re-located  a  heavy  spring  of 
water  was  encountered,  originating  in  the  centre  of  the 
new  trench;  the  increased  cost  of  pumping  and  inci- 
dental extra  cost  of  excavation  due  to  same  was 
claimed. 

5.  On  account  of  the  greater  amount  of  rock  to  re- 
move there  was  necessarily  a  greater  amount  of  sur- 
plus excavation  to  haul  away,  the  voids  in  the  rock 
when  replaced  being  in  excess  of  those  of  ordinary 
earth. 

6.  On  acccHiiit  of  the  change  in  line  nf  sewer  no 
f)Utlet  for  construction  water  at  the  commencement  of 
the  works  was  available  or  permitted  by  the  depart- 


ment for  drainage  purposes,  as  was  shown  on  the  draw- 
ings to  exist. 

7.  The  city  had  undertaken  with  the  Grand  Trunk 
Railway  Compan}'^  to  keep  the  subway  pumped  dry, 
pending  the  construction  of  the  sewers.  The  city  dis- 
charged their  water  in  such  a  manner  that  consider- 
able soakage  took  place  from  this  source  into  the 
sewer  excavations,  which  had  to  be  removed  in  addi- 
tion to  the  ordinary  construction  water. 

8.  The  city  had  previously  excavated  for  the  sub- 
way, and  in  doing  so  sunk  drill  holes  and  blasted  below 
subgrade ;  in  constructing  the  sewers  through  this  por- 
tion of  the  work  an  overbreak  in  the  rock  excavation 
at  time  aggregated  200  per  cent. 

9.  In  constructing  the  sewers,  as  previously  stated, 
an  envelope  of  concrete  was  shown  by  detail  on  the 
contract  drawings  to  be  required  6  inches  thick  at  the 
sides  of  the  pipes  and  4  inches  underneath.  The  word- 
ing of  the  specifications  being-  "the  width  of  the  cut  at 
bottom  to  be  at  least  8  inches  wider  than  the  diameter 
of  pipe  to  admit  of  proper  packing  up  to  and  along  the 
sides."  Taking  the  24-inch  pipe  into  consideration, 
this  would  mean,  according  to  the  detail,  a  width  of  40 
inches,  there  being  24  inches  of  pipe,  two  2-inch  walls, 
and  two  walls  of  concrete  6  inches  thick.  According 
to  the  specifications,  however,  a  cut  of  32  inches  only 
would  be  recjuired.  This  point  was  interpreted  by  the 
city  engineer  at  the  time  of  construction  as  meaning  a 
cut  wide  enough  to  admit  an  average  thickness  of  con- 
crete of  6  inches,  as  the  concrete  was  simply  a  fille;r  be- 
tween the  pipe  and  rock  side  of  the  trench  to  prevent 
crushing  of  vitrified  pipe,  the  rock  being,  in  his  opin- 
ion, as  strong-  as  the  concrete.  Later,  however,  the 
contractor  was  instructed  to  use  a  wooden  template 
having-  a  width  slightly  over  40  inches,  to  be  run  along 
the  trench  at  all  times  ahead  of  the  pipe,  and  that  the 
trench  should  be  at  all  times  wide  enough  to  permit  of 
the  template  being  placed  over  the  top  of  the  i)ipcs 
when  same  were  laid  and  before  the  concrete  envelope 
was  placed.  Its  use  entailed  an  excessive  overbreak 
in  the  rock,  which  gave  the  city  an  envelope  average 
10  inches  in  thickness.  The  additional  rock  excava- 
tion and  necessary  concrete  to  replace  same  was  also 
claimed,  as  Avell  as  overbreak  of  rock  to  top  of  the 
trench. 

There  were  several  other  smaller  claims  for  extras, 
such  as  relocation  of  small  drains  and  additional 
depths,  jointing  tile  pipe  from  the  inside  as  well  as  on 
the  outside,  leaky  water-mains,  non-delivery  of  pipe  by 
the  city,  the  contractors  not  being  permitted  to  lay 
pipes  and  construct  concrete  appurtenances  at  the 
same  time,  owing  to  the  fact  that  there  was  only  one 
inspector  on  the  works,  all  of  which  brought  the 
amount  claimed  up  to  approximately  $5,000. 

Considerable  correspondence  took  place  as  the 
work  ])rogressed,  in  which  the  contractors  strenuously 
protested  against  the  interpretation  which  was  being 
ptit  upon  the  specifications  by  the  engineer,  and  the 
city  were  notified  that  payment  would  be  expected  for 
specified  extras,  the  city  engineer  replying  that  l)ay- 
nicnt  would  be  made  of  what  was  right  and  fair  at  the 
completion  of  the  work,  and  notifying  the  contractors 
to  proceed  with  the  work;  also  promising  verl)ally  on 
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several  occasions  that  they  would  be  paid  for  extras  as 
claimed. 

During-  progress  of  the  work  the  city  were  advised 
as  to  the  cost,  and  on  completion  the  amount  spent 
was  submitted  to  them  in  detail  on  request  of  the  city 
engineer.  The  city  engineer  was  prepared  to  pay  an 
amount  which  would  have  been  acceptable  to  himself 
and  the  contractors,  and  so  recommended  to  the  con- 
trollers. He  found,  however,  that  he  could  not  g'et 
payment  approved  by  the  board  of  control,  through 
whose  hands  the  account  had  to  pass-,  and  finally  stated 
that,  under  instructions  of  a  sub-committee  of  the 
board,  some  $350  was  all  he  could  allow,  and  that  any 
further  amount  the  contractors  felt  was  due  them 
could  be  sued  for. 

Suit  was  entered,  after  considerable  effort  to  effect 
a  satisfactory  settlement  for  the  many  changes  which 
had  been  effected  in  the  work,  the  relocation  of  the 
major  portion  of  the  sewers,  and  the  claim  that  the 
original  contract  did  not  apply,  as  it  could  not  be  re- 
cognized in  the  work  as  actually  carried  out.  On  a 
writ  being-  issued  by  the  contractors,  a  cheque  for  ap- 
proximately $500  was  issued  by  the  city  to  them  to 
cover  extras ;  this  was  accepted  by  the  contractors  in 
part  payment  only  of  their  claim. 

Upon  hearingf  this  action,  after  considerable  evi- 
dence had  been  taken  and  experts  examined,  the  trial 
judge,  Mr.  Justice  Clute,  at  the  close  of  the  argument 
made  the  following  remarks  : 

"Permit  me  to  make  one  remark. ;  oerhaps  it  will 
not  be  of  the  slightest  use ;  it  will  not  delay  me  in  my 
judg-ment.  but  it  seems  to  me  that  this  case  is  one 
where,  I  do  not  say  in  legal  justice,  but  as  between 
man  and  man,  the  parties  might  yet  very  well  come  to 
an  arrangement.  There  is  no  doubt  this  drain  cost 
more  than  the  estimates  of  the  citv,  very  considerably 
more,  and.  as  it  turned  out.  both  the  city  and  the  con- 
tractors mistook  the  quantitv  of  rock  to  be  taken  out, 
and  the  monev  of  the  plaintiffs,  under  peculiar  circum- 
stances, has  gone  into  that.  It  comes  A^ery  close,  in 
my  opinion,  to  a  moral  dutv  to  consider  that  question 
now.  I  do  not  think  it  does  a  citv  any  more  harm  than 
an  individual  to  do  what  is  right." 

The  following-  is  a  memorandum  from  reasons  of 
judgment  of  Mr.  Justice  Clute: 

"The  plaintiffs  are  not  entitled  to  rely  on  Taylor's 
representations.  There  were  plans  and  specifications. 
The  plaintiffs  were  bound  to  satisfy  themselves  by  dig- 
gine  pits,  etc. 

"The  contract  was  not  changed.  The  engineer, 
under  the  contract,  could  change  the  line. 

"I  find  that  the  plaintiffs  Avere  requested  by  the 
engineer  to  go  on  with  the  work,  and  they  would  be 
paid  what  was  fair  and  right  under  the  contract. 

"The  engineer  was  not  an  indifferent  and  impartial 
arbitrator  as  between  the  parties,  nor  was  he  free  from 
continual  pressure  brought  to  bear  up  him  bv  the 
board  of  control. 

"The  plaintiffs  were  not  bound  by  the  action  of  the 
engineer  in  respect  of  any  dispute  arising  under  the 
contract  between  the  parties. ' 

"The  plaintiffs  are  entitled  to  extra  costs  in  respect 
of  the  following  items: 

"1.  Extra  depth  at  which  the  sewer  was  placed. 
Dispute  arose  under  the  construction  of  the  plan  as  to 
whether  the  depth  should  be  measured  to  what  is 
called  the  'invert' — that  is,  the  inside  of  the  pipe — or 
the  actual  depth  of  the  sewer.  I  find  in  construing  the 
meaning  of  the  contract  and  plan  itself,  and  upon  evi- 
dence, that  what  is  called  the  'black  line*  shown  on 


plan  exhibit  7,  indicates  the  bottom  of  the  sewer,  and 
that,  under  the  instructions  of  the  engineer  in  charge, 
the  depth  was  increased,  and  to  the  expense  of  this 
extra  depth  the  plaintiffs  are  entitled  to  be  allowed. 

"2.  The  plaintiffs  are  entitled  to  the  increased  cost 
caused  by  the  plaintiffs  being  compelled  to  use  a  tem- 
plet in  the  construction  of  the  sewer,  both  in  respect  of 
the  width  and  of  the  extra  overbreak. 

"3.  They  are  entitled,  also,  to  the  cost  of  cement- 
ing the  pipes  on  the  inside,  the  cost  of  removing  the 
water  and  otherwise  caused  by  the  s])ring  struck  on 
the  changed  line,  and  in  extra  gully  drain  pipe  and 
construction  cost  due  to  the  change  in  the  width  of 
roadway  and  to  relocation  of  gully  drain  ;  extra  pump- 
ing not  provided  for  in  specifications ;  extra  expense  of 
leak  of  water  in  the  water-main. 

"Various  items  of  expense  in  constructing  the 
sewer  were  recommended  by  the  eneineer,  and  were 
not.  as  I  gathered  from  his  evidence,  disputed. 

"No  doubt  there  may  be  further  evidence  offered 
on  both  sides  in  case  of  a  reference,  but  from  the  evi- 
dence already  in  I  am  able  to  form  a  fair  idea  of  what 
would  be  a  reasonable  allowance  for  extras  on  the  con- 
tract, and  if  counsel  desire,  in  order  to  save  the  ex- 
pense of  a  reference,  that  I  should  give  expression  of 
my  views,  I  will  do  so  if  such  request  is  made  within  a 
week." 

Immediately  this  iudement  was  made  in  favor  of 
the  contractors  the  citv  took  steps  to  appeal  from  the 
decision  of  the  trial  judge.  This  appeal,  however,  was 
not  taken  by  the  city,  as  settlement  was  made  in  the 
matter,  the  city  agreeing  to  pay  $2,500. 


Preliminary  Figures  on  Canada's  Mineral 
Production  in  1917 


THE  preliminary  report  on  the  mineral  produc- 
tion of  Canada  durino-  the  year  1917  has  just 
been  issued  bv  the  Mines  Branch  of  the  De- 
partment of  Mines.  This  report,  which  was 
])renared  by  John  McLeish,  B.A.,  chief  of  the  Division 
of  Mineral  Resources  and  Statistics,  contains  a  quan- 
tity of  valuable  data,  and  we  are  printing  below  some 
figures  taken  from  it  which  may  be  of  interest  to  our 
readers. 

The  total  value  of  the  mineral  production  in  the 
Dominion  for  1917  was  $192,982,837,  as  comnared  with 
$177,201,534  in  1916,  all  the  principal  products,  with 
the  exception  of  copper,  gold,  pig  iron,  and  stone  show- 
ing an  increase  in  value.  In  the  quantities  produced, 
however,  copper,  gold,  pig  iron,  lead,  silver,  asbestos 
and  asbestic,  coal,  graphite,  gypsum  and  cement  regis- 
ter decreases. 

Copper 

The  production  of  copper  in  1917  amounted  to  108.- 
860.358  pounds,  valued  at  $29,588,254.  as  against  117.- 
150,028  pounds,  valued  at  $31,867,150.  in  1916.  a  de- 
crease of  7.08  per  cent,  in  quantity  and  7.15  per  cent, 
in  value.  Though  less  than  the  previous  year,  the  pro- 
duction was  greater  than  any  other  previous  record. 
In  1916  the  increase  over  the  production  of  1915  had 
been  16.2  per  cent,  in  quantity  and  83  per  cent,  in 
value. 

Gold 

The  total  production  of  cold  in  placer  and  mill  bul- 
lion and  in  snicltcr  i)roduction  in  1917  is  estimated  at 
747,366  fine  ounces,  \  alucd  at  $15,449,426,  as  compared 
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with  930,492  fine  ounces,  valued  at  $19,234,976,  in  1916, 
a  decrease  of  $3,785,550,  or  19.68  per  cent.  This  has 
been  the  lowest  since  1912,  when  the  new  Porcupine 
field  caused  a  considerable  increase  in  Canada's  pro- 
duction of  gold. 

Lead 

The  earlier  estimates  of  the  production  of  lead  in 
1917  included  the  recoveries  of  considerable  quantities 
of  lead  from  imported  ores.  The  total  production  in 
1917  of  lead  in  bullion  credited  to  Canadian  mines,  to- 
g-ether with  the  lead  estimated  as  recoverable  from 
ores  exported,  was  32,072,269  pounds,  which  at  the 
average  price  of  lead  in  Montreal,  11.137  cents  per 
pound,  would  be  worth  $3,571,889.  The  correspond- 
ing production  in  1916  was  41,497,715  pounds,  valued 
at  $3,532,692,  an  average  price  of  8.513  cents.  The  de- 
crease in  quantity  was  9.425,346  pounds,  or  22.7  per 
cent.,  but  on  account  of  the  higher  price  there  was  a 
slight  increase  in  total  value. 

Nickel 

The  production  of  nickel  in  1917  has,  as  usual,  been 
derived  from  the  ores  of  the  Sudbury  district,  supple- 
mented by  the  recovery  of  a  small  quantity  of  metallic 
nickel,  nickel  oxide,  and  other  nickel  salts  as  by-pro- 
ducts in  the  treatment  of  ores  from  the  silver-cobalt- 
nickel  ores  of  the  Cobalt  district. 

The  total  production  was  84,470,970  pounds,  worth, 
at  40  cents  per  pound,  $33,778,388,  compared  with  82.- 
958,564  pounds,  valued  at  $29,035,497,  or  35  cents  per' 
pound,  in  1916. 

Silver 

The  production  in  silver  of  1917  was  22,150,680 
ounces,  valued  at  $18,034,419.  as  against  25.459,741 
ounces,  valued  at  $16,717,121,  in  1916,  a  decrease  of  13.0 
per  cent,  in  quantity,  but  an  increase  of  7.9  per  cent,  in 
value.  The  high  value  of  the  production  in  1917  was 
exceeded  onlv  in  1912  and  1913,  when  the  Cobalt  camp 
was  at  the  maximum  of  its  output. 

Iron  Ore  and  Pig  Iron 

The  total  shipments  of  iron  ores  from  Canadian 
mines  during  1917  were  215,242  short  tons,  valued  at 
$758,261,  as  compared  with  shipments  of  275,176  tons, 
valued  at  $715,107.  in  1916.  The  1917  shipments  in- 
cluded 198,092  tons  from  mines  in  Ontario  and  17,150 
tons  from  mines  in  Quebec,  and  of  the  latter  amount  a 
consideraI)le  tonnage  was  from  old  stock  piles.  The 
ores  comprised  197,602  tons  of  hematite  and  roasted 
hematite  and  siderite,  12,664  tons  of  magnetite,  and 
4,978  tons  of  titaniferous  ores. 

The  ])roduction  of  i)ig  iron  in  blast  furnaces  during 
1917  was  supplemented  by  a  small  production  of  high- 
grade  low  ])hosphorus  pig  iron  in  electric  furnaces  • 
made  from  shell  turnings  and  other  steel  scrap.  The 
total  production  from  both  sources  (not  including  the 
output  of  spiegeleisen,  or  other  ferro-alloys)  was  ap- 
proximately 1,171,789  short  tons  ( 1 ,046,240  gross) ,  final 
returns  not  yet  having  lieen  received  from  all  manu- 
facturers of  electric  pig  iron.  Of  the  total,  1,156,789 
tons  were  i)r()duced  in  blast  furnaces  and  the  balance 
in  electric  furnaces.  Tn  1916  the  i)roduction  all  made 
in  blast  furnaces  was  1.169,257  .short  tons  (1,043,979 
long  tons). 
^  Steel  Production 

Final  returns  for  all  the  operations  in  connection 
with  the  manufacture  of  steel  had  not  been  received 
when  the  repf)rt  was  prepared.  The  estimated  produc- 
tion of  steel  ingots  and  direct  steel  castings,  however, 
is  !,hown  as  1,736,514  short  tons,  of  which  1,6'K),190 


tons  were  ingots  and  46,344  tons  direct  steel  castings. 
The  total  production  in  1916  was  1,428,249  tons,  com- 
pared with  which  the  1917  production  shows  an  m- 
crease  of  308,265  tons,  or  21.6  per  cent.  The  total  pro- 
duction of  electric  steel  in  1917  was  probably  not  less 
than  50,000  tons,  as  against  19,639  tons  in  1916  and 
5,625  tons  in  1915. 

Asbestos 

The  total  output  of  asbestos  in  1917  was  150,308 
tons,  and  the  sales  were  144,185,  valued  at  $7,215,389. 
In  1916  the  figures  were:  Output,  118,247  tons;  sales, 
133,439  tons,  amounting  to  $5,199,797.  The  exports  in 
1917  were  93,932  tons,  at  an  average  value  of  $52.20  per 
ton,  against  96,775  tons  in  1916,  at  a  value  of  $40.01  per 
ton. 

Coal 

The  production,  imports,  exports,  and  consumption 
of  coal  during  1916  and  1917  are  shown  in  Table  I. 


Table  I. 

1916. 

Short  tons.  Value. 

Production    14,483.395  $38,817,481 

Exports    2,135,359  7,099,387 

Imports    17,580,603  38,289.666 


Consumption 


1917. 

Short  tons.  Value. 
14,015,588  $47,643,646 
1,733,156  7,387,192 
20,857,460  70,562,357 


29,928,139    33,139,892 


Table  II.,  below,  shows  the  production  of  structural 
materials  and  clay  products  during  1917.  The  total 
value  of  the  1916  output  was  $17,467,186,  so  that  the 
1917  figures  show  an  increase  of  $1,635,385,  or  9.4  per 
cent.  This  is  the  first  increase  in  production  of  this 
class  of  products  that  has  been  recorded  since  1913,  the 
total  having  been  $17,467,186  in  1916,  $17,920,759  in 
1915.  and  $26,009,227  in  1914. 


Table  II. — Structural  Materials  and 

CemenJ,  Portland,  barrels   

Clay  p'roducts:  $4,603,755— 

Brick:  Common   

Brick:  Pressed  and  paving  

Kaolin,  tons   

Pottery   

Refractories:  Fireclay.  firel)rick,  etc.  . 

Sewer  pipe   

Tile   

All  other:    I-'ireprooling',  hollow  l)locks, 

etc  

Lime,  l)ushels  

Sand  and  gravel,  tons   

Sand-lime  brick,  number   

Slate,  sq  

Stone:  $:!,22],422— 

Granite  

Limestone   

Mar1)le  

Sandstone  


Clay  Products  .... 

Quantity.  Value. 
4.768,488  $7,699,521 


53;: 


6,338,212 
7,157,279 
12,432,990 
1,422 


2,017,040 
589,400 
9,594 
122,878 
210,838 
778,159 
434,405 

441,36!. 
1,517,918 
1,908,773 

143,393 
7,789 

613,588 
2,291,692 
55,820 
260.322 


19.102,571 


Total  structural  materials  and  clay  pro- 
ducts  

Cement 

The  total  (|uantity  of  Portland  cement  sold  or  used 
in  1917  was  4.768,488  barrels  of  350  i)ounds  each,  val- 
ued at  $7,699,521.  or  an  average  of  $1.61  per  barrel,  as 
compared  with  5,369,560  barrels  sold,  or  used  in  1916, 
valued  at  $6,547,728,  or  an  average  of  $1.22  per  barrel, 
showing  a  decrease  in  quantity  of  601,072  barrels,  or 
11.2  ])er  cent.,  but  an  increase  in  total  value  of  $1,151,- 
793,  or  17.6  per  cent. 

Clay  Products 

The  value  of  clay  products  ])roduced  in  1917  was 
$482,950  greater  than  in  1916.  Common  brick  showed 
an  increase  in  xalue  of  $190,202;  pressed  and  paving 
brick,  ail  increase  of  $66,907;  sewer  l)ipe,  an  increase  o' 
$61,870;  and  tile,  $85,078. 
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The  St.  Phillippe  School,  Three  Rivers 


THE  School  Commissioners  of  Three  Rivers,  P.Q., 
with  a  view  to  providing  one  of  the  best  equip- 
ped boys'  schools  in  the  province,  instructed 
Messrs.  Asselin  &  Brousseau,  architects,  of 
Three  Rivers  and  Montreal,  to  draw  plans  for  a  three- 
storey  structure — the  St.  Phillipe  School — containing 
fourteen  class  rooms.  The  general  contract  for  the 
erection  was  awarded  *to  Nobert-Dugre  &  Arsenault, 
Limited,  engineers  and  contractors,  Three  Rivers.  The 
school  consists  of  three  storeys  and  an  extension  of 
two  storeys,  covering  an  area  of  143  x  115  feet.  The 
foundations  are  of  reinforced  concrete  with  an  exterior 
of  rustic  brick  and  trimmings  of  Deschambault  stone. 
The  exterior  has  some  slight  ornamentation  of  brick 


from  the  recreation  room  by  a  16  inch  brick  wall. 

The  second  and  third  floors  each  contain  five  class 
rooms,  with  central  corridors,  and  with  the  toilets  at 
either  end.  Every  class  room  has  a  cloak  room.  On 
the  second  floor,  in  the  extension,  there  is  a  very  large 
lecture  hall,  divided  from  the  class  rooms  by  a  16-inch 
brick  wall.  The  corridors  are  of  wood  and  glass,  while 
the  class  rooms  have  partitions  of  wood  and  plaster. 
There  are  entrances  at  each  end  of  the  building,  the 
walls  of  the  stairways  being  of  16-inch  brick,  making 
them  practically  fireproof.  Two  further  entrances  at 
the  rear  of  the  building  give  access  to  the  recreation 
room  on  the  ground  floor.  Iron  fire  escapes  are  pro- 
vided on  each  floor,  and  are  situated  at  either  side  of 


panels,  the  inscription,  Ecole  St.  Phillipe,  of  stone,  be- 
ing placed  in  the  centre  of  the  building  above  the  main 
entrance.    The  school  has  light  on  the  four  sides. 

The  chief  entrance,  on  the  ground  floor,  leads  to 
a  waiting  room  and  offices  on  one  side,  and  to  a  din- 
ing room  for  the  Christian  Brothers  on  the  other. 
These  rooms  are  flanked  on  each  side  by  class  rooms 
and  toilets,  the  former  having  hardwood  floors  and 
the  latter  asphalt  floors.  Corridors  divide  the  class 
rooms  on  this  and  the  other  floors.  A  large  recrea- 
tion room,  with  asphalt  floor,  is  placed  in  the  exten- 
sion on  the  ground  floor,  together  with  accommoda- 
tion for  the  heating,  ventilation,  and  vacuum  appar- 
atus, the  chimney  being  of  brick  and  55  feet  high.  The 
ventilating  fans  and  vacuum  cleaner  are  run  by  elec- 
tricity.   The  boilers  and  other  appliances  are  shut  off 


the  building.  The  walls  of  the  toilets  are  of  slate.  The 
roof  is  of  tar  and  gravel.  Provision  is  made  on  the 
top  storey  for  the  pipes  for  ventilating  purposes. 

The  entire  school  is  laid  out  to  give  easy  access  for 
the  scholars,  practically  all  the  floors  being  on  the  same 
plan. 

The  lumber  was  supplied  by  MacFarlane  &  Co., 
Ltd.,  Montreal ;  the  stone  by  the  Companie  des  Car- 
riere,  Deschambault ;  windows  and  doors,  Pothier  and 
Girardeau,  Three  Rivers;  hardware,  H.  Nobert,  Three 
Rivers ;  heating,  plumbing  and  ventilation,  and  roof- 
ing, Hamelin  &  Son,  Three  Rivers ;  brick,  National 
Brick  Company  of  Laprairie,  Montreal ;  fire  escapes. 
Dominion  Architectural  Iroii  Works,  Ltd.,  Montreal ; 
electrical  work  and  motors.  North  Shore  Power  Com- 
pany ;  asphalt,  Johns-Manville  Co.,  Ltd.,  Montreal. 
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Organization  of  Iron  and  Steel  Section  of 
the  C.  M.  I. 

A\  iron  and  steel  section  of  the  Canadian  Mi"i"g 
Institute  is  now  being-  organized.  The  de- 
cision to  form  this  section  was  come  to  at  the 
annual  meeting  of  the  institute,  held  ni  Mont- 
real The  question  was  discussed  at  great  length,  some 
length,  some  members  favoring  the  organization  of  a 
Canadian  iron  and  steel  institute,  with  possible  aftha- 
tion  with  the  Mining  Institute,  while  others  desired  the 
formation  of  a  new  society,  "under  the  auspices  of  the 
Canadian  Mining  Institute,  as  an  iron  and  steel  sec- 
tion and  that  provision  be  made  for  launching  out  as 
an  independent  organization  if  this  should  at  any  time 
be  considered  necessary."  The  president,  Mr.  A  A. 
Cole  favored  a  section  united  to  the  Mining  Institute, 
and  outlined  a  scheme  whereby  the  latter,  with  its  vari- 
ous sections,  might  work  with  the  Canadian  Society  of 
Civil  Engineers,  possiblv  later  on  agreeing  to  all  cen- 
tralize in  the  same  building,  with  the  various  branches 
working  separately.  1^1 

It  was  finallv  decided  to  form  an  iron,  and  steel  sec- 
tion of  the  Mining  Institute,  the  following  being  ap- 
pointed an  organizing  committee:  Messi's.  Robert 
Hob'^on  Hamilton;  Col.  Thomas  Cantley,  Mark  \Vork- 
man  W  C  Franz,  Dr.  Alfred  Stansfield,  W.  J.  Jansen, 
H  H.  Jacquays,  T-  A.  Irwin,  C.  F.  Bristol,  Esmond 
Peck  G  H  Duggan.  and  P.  L.  Miller,  of  Montreal;  t. 
H.-  Macdougal.  Svdney,  N.S. ;  F.  Crockard,  New  Glas- 
o-ow  N.S. ;  Y  T.  Hartley,  Kingston  ;  George  W.  Watts 
and 'William  Ingols.  Toronto;  J.  G.  Morrow,  F  A. 
Sherman,  and  W.  M.  Currv.  Hamilton  ;  Col.  David  Car- 
negie. Ottawa ;  Capt.  David  Kyle,  Sault  Ste.  Mane ;  M. 
Delikins.  Winnipeg;  Fleet  Robertson,  Vancouver;  and 
George  McKenzie. 

Engineering  in  the  Navy 

COMMANDER  J.  W.  Skentelbery,  R.N.,  Mem- 
ber of  the  British  Institution  of  Naval  Archi- 
tects, and  representative  of  .  the  Royal  Navy 
in  Canada,  spoke  on  "Engineerinc-  Agtivities 
in  Connection  with  the  Work  of  the  Navy"  at  a  meet- 
ing of  the  Can?idian  Society  of  Civil  Engineers,  Mont- 
real, on  March.rl4.  The  address  largely  related  to  the 
wonderful  woi-k  being  don-e  ifi  all  parts  of  the  world  by 
the  Navy,  and  from  its  nature  cannot  be  published 
in  detail.' 'commander  Skentelbery  related  how  Great 
Britain  had  taken  measures  to  combat  the  submarine 
menace,  how  the  shipbuilding  program  had  been  ex- 
pended, and  how  the  simple  fishermen  of  Great  Britain 
liad  risked  their  lives  in  doing  magnificent  work  on  the 
drifters  and  trawlers.  With  regard  to  the  building 
of  su1)niarincs  the  speaker  outlined  the  organization 
by  wliich  engineering  firms  were  given  out  various 
parts  to  make  which  were  then  assembled,  with  the 
result  that  the  work  was  done  with  great  rapidity  and 
with  great  accuracy.  The  government  had  built  a 
large  number  of  new  tyoes  of  war  vessels,  including 
what  were  known  as  "Blister"  ships;  the  "Flower" 
class,  a  cross  between  a  torpedo  boat  destroyer  and 
a  high-class  trawler,  which  had  been  of  material  as- 
sistance in  convoying  vessels;  and  many  monitors,  the 
latter  being  turned  out  in  record  time.  In  the  opin- 
ion of  Commander  Skentelbery  the  standardization  of 
ships  could  never  be  a  success,  but  he  insisted  that 
it  was  of  the  most  vital  importance  that  tlic  (|uality  of 
the  machinery  should  be  of  the  liighest,  as  a  break- 
down at  sea  might  mean  the  loss  of  the  vessel. 


The  speaker  then  briefly  described  the  nets  used 
by  the  trawlers  to  catch  submarines,  together  with 
the  indicator  buoys  and  the  depth  charges  to  destroy 
the  submarines.  He  also  gave  particulars  of  the  work 
of  the  Priority  Board  and  the  Dilution  of  Labor  De- 
partment in  England. 

In  speaking  to  them  as  engineers  he  desired  to 
emphasize  the  point  that  "the  war  is  not  a  fight  for 
England ;  it  is  for  yourselves.  It  is  our  duty  as  engi- 
neers to  stick  it  out  to  a  finish."  He  had  no  doubt 
as  to  the  result,  with  the  aid  of  the  United  States  and 
the  Dominions,  in  freeing  the  world  from  the  curse  of 
military  autocracy. 

Mr.  J.  L.  Busfield  also  read  a  summary  of  a  paper 
by  Dr.  W.  Bell  Dawson,  M.C.S.C.E.,  F.R.S.C.,  on 
"Datum  Planes  Related  to  the  Tide." 


Repairing  Disintegrated  Concrete  on  Dam 
with  Cement  Gun 

AN  interesting  job  of  repairing  disintegrated  con- 
crete on  the  face  of  a  dam  by  means  of  the 
cement  gun  has  been  carried  out  recently  for 
the  Co;isolidation  Coal  Company,  at  Jenkins, 
Ky.,  and  is  described  in  Engineering  and  Contracting. 

The  dam,  which  was  built  in  1911,  is  about  40  ft. 
high  and  200  ft.  long,  and  forms  a  water  supply  for  the 
power  station  furnishing  electric  current  to  the  mines 
and  other  plants  throughout  Elkhorn  Valley. 

For  the  construction  it  was  necessary  to  haul  all 
cement  and  lumber  over  the  mountains  by  team,  the 
aggregate  beings  supplied  by  crushing  rock  near  the 
dam  site.  No  sand  being  available,  very  fine  crushed 
rock  was  used,  and  this  stone  dust  has  evidently  caused 
an  inferior  concrete,  which  has  readily  been  attacked 
by  frost,  as  the  face  has  eroded  to  as  great  a  depth  as 
18  in.  in  num.erous  places.  Very  little  disintegration 
has  taken  place  on  the  upstream  face  or  at  the  spillway 
end. 

In  making  the  repairs  all  loose  concrete  was  re- 
moved from  the  entire  down-stream  face  and  top  by 
means  of  pneumatic  chisels.  Holes  were  drilled  about 
30  in.  on  centre,  into  which  ^  in.  x  4  in.  rail  spikes 
were  driven,  leaving  the  , head  projecting  about  1  in. 
No.  7-A  American  Steel  and  Wire  triangular  mesh  was 
then  fastened  to  the  spikes  by  several  strands  of  No.  14 
wire  at  each  spike. 

The  top  and  entire  down-stream  face  was  coated 
with  3  in.  to  18  in.  of  Gunite,  with  the  exception  of  a 
few  large  leaks  in  the  dam  at  contraction  cracks  where 
no  exoansion  joints  had  been  provided  in  the  dam 
when  built.  The  mixture  consisted  of  one  part  cement 
to  three  parts  sand. 

The  work  of  coating  began  at  the  top,  and  when  a 
leak  was  encountered  the  Gunite  Avas  applied  up  to 
each  side  of  the  leak,  leaving  a  margin  of  several 
inches.  After  the  entire  down-stream  face  was  cov- 
ered in  this  manner  the  water  was  lowered  about  five 
feet,  and  work  was  begun  on  the  up-stream  face. 
Wherever  a  crack  appeared  on  the  un-stream  face  it 
was  opened  up  with  chisels  to  a  depth  of  about  5  in. 
and  1  in.  wide  on  the  face.  This  crack  was  painted 
nearly  full  with  hot  asphalt  and  then  three  layers  of 
heavy  burlap  were  painted  over  the  crack  with  heavy 
coats  of  asphalt  so  that  they  extended  about  12  in.  each 
side  of  the  crack. 

Wire  mesh  was  then  secured  by  means  of  snikes  to 
the  concrete,  and  the  entire  uivstrcam  surface  coated 
with  Gunite  to  a  thickness  of  about  -3  in.  The  water 
was  then  lowered  several  feet  and  the  process  repeated 
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until  the  water  had  been  lowered  about  20  ft.  and  the 
leaks  on  the  down-stream  face  had  ceased  to  How. 
These  leaks  on  the  down-stream  face  were  then  sand- 
blasted through  the  wire  mesh,  washed  out,  and  Hlled 
up  with  Gunite. 

It  is  anticipated  that  the  Gunite  may  crack  during- 
cold  weather  in  both  the  up-stream  and  down-stream 
faces  along-  the  lines  of  the  old  openings,  but  that  the 
asphalt  joint  as  constructed  will  prevent  water  from 
entering-  the  concrete  and  causing  further  disintegra- 
tion. 


Mr.  W.  B.  Champ  Elected  Managing 
Director  Hamilton  Bridge  Go. 

Mr.  Walter  Baker  Champ,  who  has  for  many  years 
been  secretary-treasurer  of  the  Hamilton  Bridge 
Works  Company,  Limited,  and  -who  was  last  -week 
elected  managing  director  and  secretary  of  the  com- 
pany, -was  born  in  Hamilton,  March  23rd,  1874.  His 
entire  business  career  has  been  -with  the  Hamilton 
Bridge  Works  Corhpany,  having  joined  that  firm  when 
he  was  only  17  years  old.  He  was  appointed  treasurer 
of  the  company  when  only  24  years  of  age,  and  seven 
years  later  he  was  made  secretary-treasurer.    He  has 


Mr.  W.  B.  Champ. 

been  a  director  of  the  company  since  1910.  Mr.  Champ 
is  a  member  of  the  Hamilton  Board  of  Trade  and  was 
president  of  that  organization  for  the  year  1909.  He 
is  a  member  of  the  Canadian  Manufacturers'  Associa- 
tion and  served  on  the  executive  council  of  that  asso- 
ciation from  1909  to  1912.  As  managing  director  of 
the  Hamilton  Bridge  Works  Company  he  succeeds  the 
late  R.  Maitland  Roy,  Mem.  Can.  Soc.  C.  E.  Mr. 
Champ  has  been  acting  manager  of  the  company  since 
Mr.  Roy's  death  in  July,  1916. 


New  Members  of  G.S.G.E. 

The  following  have  been  elected  members,  asso- 
ciate members,  etc.,  of  the  Canadian  Society  of  Civil 
Engineers: — 

Associate  members — Messrs.  A.  W.  Gray,  Major 
with  the  C.  R.  T.  on  bridge  construction,  France,  and 
previously  chief  highway    engineer    for    the  Parks 


Branch,  Department  of  the  Interior;  J.  F.  Greene, 
Winnipeg,  construction  engineer  for  the  Carter-Halls- 
Aldinger  Co.,  Winnipeg;  N.  Lowden,  Victoria,  B.C., 
Lieut,  on  gauge  railway  construction,  France,  pre- 
viously assistant  engineer,  city  engineer's  office,  Vic- 
toria; R.  J.  Swain,  St.  Boniface,  Man.,  city  electrician, 
city  of  St.  Boniface. 

Transferred  from  associate  members  to  members — 
Messrs.  M.  B.  Atkinson,  Westmount,  P.Q.,  assistant 
chief  draughtsman.  Board  of  Engineers,  Quebec 
Bridge;  W.  P.  Brereton,  Winnipeg,  city  engineer, 
City  of  Winnipeg,  in  direct  control  of  operation  of  all 
pumping  plants,  quarries,  gravel  pits,  asphalt  plant ; 
A.  E.  Foreman,  Public  Works  engineer.  Provincial 
Government,  Victoria,  B.C.;  L.  M.  Jones,  city  engi- 
neer, Port  Arthur,  Ont.,'in  charge  of  design,  construc- 
tion, and  maintenance  of  all  municipal  works  and  pub- 
lic utilities ;  A.  J.  Meyers,  Montreal,  chief  draughts- 
man. Board  of  Engineers,  Quebec  Bridge. 

Transferred  from  junior  to  associate  member — Mr. 
J.  P.  Vaughan  Cowley,  Victoria,  C.E.F.,  and  previously 
in  the  engineer's  department.  City  Hall,  Victoria,  B.C. 

Transferred  from  student  to  junior — Messrs.  L.  I. 
Easton,  Lieut,  in  14th  Field  Company  Engineers,  and 
previously  resident  engineer,  Hudson  Bay  Railway ; 
D.  DeC.  Ross-Ross,  assistant  engineer  of  H.M.C.S. 
"Hochelaga,"  Halifax. 


Engineering  Society  Elects  OflBcers 

The  University  of  Toronto  Engineering  Society 
has  elected  its  officers  for  1918-19  as  follows :  Presi- 
dent, D.  K.  E.  Strathearn ;  vice-president,  G.  E.  Ben- 
nett; treasurer,  C.  G.  R.  Armstrong;  corresponding- 
secretary,  F.  R.  Macdonald ;  recording  secretary,  K.  M. 
Beck;  curator,  G.  Queen.  Club  presidents:  Civil,  E. 
C.  Cowan;  E.  and  M.,  T.  W.  Campbell;  arch,  W.  A. 
Mollard ;  chem.,  A.  R.  Clarry ;  senior  Varsity  represen- 
tative, A.  Hambleton ;  junior  Varsity  representative, 
A.  D.  R.  Faser.  Year  representatives:  IV.,  J.  E.  Hess; 
III.,  R.  D.  Keenleyside;  II.,  F.  W.  Dunton. 


It  is  stated  by  La  Nature  that  over  nine  million 
horse-power  is  obtainable  from  French  rivers  180  days 
in  the  year.  Corresponding-  figures  for  other  European 
countries  show  that  France  is  especially  favored  in  this 
respect,  her  water-power  resources  being  considerably 
larger  than  those  of  Noj"v/ay,  Sweden,  or  Italy,  or,  in 
fact,  of  any  other  country,  except  perhaps  Russia,  for 
which  no  statistics  are  given.  It  is  also  interesting  to 
note  that,  although  the  German  available  water  re- 
sources only  amount  to  about  one  and  one-half  million 
horse-power  per  annum,  she  has  utilized  31  per  cent,  of 
them,  whereas  only  10  per  cent,  of  French  water-power 
is  yet  developed. 


The  third  one  of  a  series  of  papers  on  "Good  Roads" 
was  read  by  Mr.  H;  R.  Mackenzie.  A.M.  Can.  Soc.  C.E., 
before  a  meeting  of  the  Saskatchewan  branch  of  the 
Canadian  Society  of  Civil  Engineers  on  March  14,  in 
connection  with  the  monthly  dinner  at  the  Assiniboia 
Club.  The  energies  of  the  branch  are  being  devoted 
to  the  studies  of  the  two  ciuestions,  "Good  Roads"  and 
"Power"  exclusively. 


The  Council  of  the  Canadian  Society  of  Civil  En- 
gineers has  sanctioned  the  formation  of  branches  at 
Halifax,  N.S.,  and  St.  John,  N.B. 
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Practical  Hints  for  the  Contractor 

that  may  ' save  him  time  and  money.  If  you  know  any  labor-saving  scheme, 
send  it  in— preferably  with  illustrations.    We  will  pay  for  all  accepted  articles. 


Solution  of  Difficult  Waterproofing  Problem 

IX  a  hospital  recently  erected  in  the  Muskoka  dis- 
trict an  up-to-date  X-ray  plant  was  installed  in  the 
basement.  The  natural  slope  of  the  rock  was 
such  that  the  seepas^e  from  several  acres  of  over- 
lying- soil  would  be  obstructed  by  the  foundation  \valls. 
No  provision  had  been  made  for  the  dramage  of  this 
water,  and  consequently  in  the  particular  location  of 
the  X-ray  installation  considerable  water  accumulated. 
.\n  atternpt  to  waterproof  the  walls  failed,  and  it  was 
decided  to  let  the  water  run  to  a  sump  hole. 

The  cement  floor  was  removed  and  an  excavation 
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made  for  a  depth  of  two  feet  over  the  whole  area. 
This  excavation  was  filled  with  cobble  stones  and  a 
free  passage  for  the  water  made  under  the  foundation 
footing.  Drainage  from  the  sump  was  readily  handled 
by  ditching  to  a  PTench  drain  at  the  rear  of  the  build- 
ing. Building  pajjer  was  laid  over  the  cobbles  and  four 
inches  of  concrete  si)read  over  the  surface. 

This  concrete  slab  was  waterproofed  by  laying 
three  ])ly  of  10  oz.  tarred  felt  in  hot  asphalt,  fla.shing 
12  in.  up  the  walls,  and  coating  the  whole  with  a  thick 
coat  of  asphalt.  Sleepers  to  receive  the  wood  floor 
were  then  levelled  and  concrete  poured  flu.sh  with  the 
tops  of  strips,  .\fter  marking  the  location  of  the  bed- 
strips  a  further  coating  of  asjjhalt  and  felt  i)aper  was 
ai>plied  and  the  hardwood  floor  laid.  This  method  of 
handling  the  water  i)roved  satisfactory. 


Speedy  and  Efficient  Methods  in  Reservoir 
Construction 

By  G.  Graham  Reid 

.\  unique  example  of  comi)ining  speed  and  econo- 
my occurred  last  fall  in  the  construction  of  a  lOO.CXX) 
gallon  reservoir  of  reinforced  concrete  for  the  town  of 
Strathroy.  The  location  selected  as  beint^'  most  con- 
venient for  the  reservoir  was  in  marshv  groniul  and 


underlaid  by  quicksand  to  a  great  depth.  Care  had, 
therefore,  to  be  taken  that  no  seams  should  weaken 
the  structure,  and  it  had  to  be  heavily  reinforced.  It 
was  decided  on  consideration  of  these  conditions  to 
pour  the  walls  and  roof  continuously,  necessitating  a 
double  shift.    The  work  had  been  delaved  to  secure 


Showing  arrangement  of  reinforcing  and  runways. 

the  approval  of  the  Provincial  Board  of  Health  to  the 
project,  and  it  was  late  in  the  year  when  construction 
was  finally  decided  upon  and  tenders  called. 

The  work  was  begun  in  three  shifts  of  eight  hours, 
and  when  concrete  was  started  a  twelve-hour  shift 
was  employed  to  utilize  the  limited  supply  of  labor. 
Towers  and  spouting  were  eliminated  by  raising  the 
mixer,  a  half-yard  machine  of  the  batch  type,  to  the 
elevation  required  to  dump  into  carts  operated  on  the 
roof  falsework. 

The  reservoir  was  completed  in  two  weeks,  and 
the  cost  of  placing  the  concrete  proved  less  than  ordin- 
arily figured  for  this  class  of  work  when  carried  on.  in 
daytime  only.  The  cost  of  placing  the  reinforcing  ran 
slightly  higher  than  it  v\'ould  had  it  been  done  alto- 
gether in  the  daytime,  but,  on  the  whole,  a  consider- 
able saving  was  effected  by  suitably  arranging  the 
shifts,  continuously  operating  the  plant,  and  placing  the 
mixer,  and  the  work  was  completed  well  within  the 
s]:)ecified  time,  to  the  satisfaction  of  all  concerned. 
The  engineering  work  was  carried  out  by  Kerry  & 
("hace,  I. tel.,  Toronto,  and  the  writer  was  the  contrac- 
tor. 


A  novel  way  of  placing  gra\  el  in  the  ruts  of  a  road- 
way was  recently  devised  by  a  road  engineer.  In  addi- 
tion to  the  ordinary  tail-board  of  the  wagon  or  truck, 
two  smaller  openings  were  made.  Instead  of  dumping 
the  gravel  or  stone  in  a  heap,  two  small  streams  were 
directed  to  the  ruts  by  means  of  chutes.  The  tilt  or 
elevation  of  the  body  and  the  size  of  the  opening  were 
regulated  so  as  to  give  the  required  amount  of  gravel 
or  stone  to  fill  the  rut. 
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Mainly  Constructional 

East  and  West— From  Coast  to  Coast 


A  company  has  recently  been  formed  for  the  purpose  of 
building  a  cordage  factory  on  the  Pacific  Coast.  Aliout  $250,- 
000  is  to  be  spent  on  the  plant  and  it  will  probalily  be  located 
at  Nelson. 

The  British-American  Shipbuilding  Company  propose  to 
establish  a  shipbuilding  plant  at  Vancouver  and  have  reached 
an  agreement  with  the  Harbor  Board  in  regard  to  a  site  on 
the  Kitsilano  Indian  Reserve. 

Nearly  all  the  municipalities  on  the  line  of  the  proposed 
Sherbrooke-Montreal  highway  have  passed  the  necessary 
resolutions  applying  for  grants  under  the  Good  Roads  Act 
and  it  is  probable  that  the  establishment  of  the  highway  will 
soon  be  realized. 

Legislation  is  being  introduced  in  New  Brunswick  in 
connection  with  the  compensation  of  workmen,  under  which 
an  injured  man  will  receive  payment  from  a  general  fund 
assessed  upon  the  employers  according  to  the  class  of  in- 
dustry in  which  they  may  be  engaged. 

A  new  highway  Act  has  been  introduced  in  the  New 
Brunswick  Legislature,  which  provides  for  the  division  of 
the  roads  into  two  branches — trunk  roads,  which  remain  di- 
rectly under  the  control  of  the  government,  and  branch 
roads,  which  are  given  over  to  the  control  of  the  parishes. 

The  site  of  the  old  Martello  Tower  in  Point  Pleasant 
Park  af  Halifax  has  been  recommended  to  the  naval  authori- 
ties as  the  most  suitable  for  the  Royal  Canadian  Naval  Col- 
lege, which  has  been  temporarily  located  at  Kingston.  Prior 
to  the  explosion  the  students  were  housed  in  premises  at  the 
dockyard,  but  these  were  considered  too  limited. 

Arrangements  have  been  completed  by  New  York  cap- 
italists for  the  establishment  of  a  steel  plant  in  British  Col- 
umbia. The  lease  has  been  signed  in  Ottawa  for  a  tract 
of  the  Indian  Reserve  on  the  north  arm  of  the  Fraser  River 
near  New  Westminster.  Work  on  the  plant  is  to  start  in 
sixty  days  and  the  company  is  to  commence  with  fifty  tons 
of  steel  a  day,  the  output  to  be  increased  to  one  hundred.  Steel 
billets,  rods,  plates,  etc.,  will  be  rolled.  The  electrical  pro- 
cess will  be  used  in  the  manufacture. 

Mr.  A.  D.  Creer.  engineer  of  the  Vancouver  and  Districts 
Joint  Sewerage  Board,  recommends  that  a  permanent  main- 
tenance gang  be  employed  on  the  system.  He  points  out 
that  the  sewerage  system  constructed  is  worth  over  ,$3,000,000 
and  consists  of  over  20  miles  of  large  trunk  sewer.  The 
cost  of  maintenance  by  such  a  gang  would  be  about  one- 
quarter  of  one  per  cent.  The  1918  expense  allotments  have 
been  brought  down  by  the  Board  and  comprise  together 
some  $115,236.93,  Vancouver's  share  being  $73,403.55. 

A  verdict  of  $308,000  was  handed  down  recently  by 
Justice  J^asten  in  the  non-jury  court  in  favor  of  the  Canadian 
Stewart  Company  and  against  the  I.  A.  Hodge  Company,  of 
Syracuse,  N.Y.  The  latter  firm  was  sub-contractor  to  the 
Canadian  Stewart  Co.  on  their  contract  in  connection  with 
the  Toronto  Harbor  improvements.  Its  work  consisted  of 
pile-driving,  which,  it  was  claimed,  was  done  improperly, 
and  through  the  alleged  negligence  the  Department  of  Pub- 
lic Works  refused  to  pass  the  piling,  which  had  to  be  done 
over  again. 

The  steamship  "Faith,"  which  is  said  to  be  the  largest 
concrete  vessel  yet  constructed,  was  recently  launched  at  a 
port  on  the  Pacific  Coast,  showing  up  so  satisfactorily  that 
her  builders  announce  that  they  will  immediately  commence 


work  on  C,A  similar  ships  of  larger  size,  all  of  which  they  fx- 
pcct  will  he  completed  within  eighteen  months.  The  launch- 
ing was  from  an  open  field  and  the  only  plant  was  a  couple 
of  construction  sheds  and  a  spur  track.  The  builders  declare 
that  this  is  all  the  preparation  necessary  and  that  material 
is  always  at  hand  or  nearby,  so  that  the  necessity  of  costly 
shipyards  and  long  hauls  is  thus  eliminated. 

The  orders  for  railroad  equipment  recently  jjlaced  by  the 
Dominion  Government  total  about  $22,500,000,  distributed  as 
follows:  Canadian  Car  and  Foundry  Co.,  Montreal,  five  thous- 
and forty-ton  steel  frame  box  cars,  450  forty-ton  wood  bal- 
last cars,  300  thirty-ton  stock  cars,  worth  in  all  about  $10,- 
000,000.  Eastern  Car  Company,  Trenton,  N.S.,  seven  hun- 
dred and  fifty  forty-ton  steel  frame  flat  cars,  and  650  fifty-ton 
steel  coal  cars,  worth  in  all  about  $3,750,000.  National  Steel 
Car  Company,  Hamilton,  Ont.,  one  thousand  forty-ton  steel 
frame  box  cars,  worth  in  all  about  $2,750,000.  The  bulk  of 
the  equipment,  especially  box  and  ballast  cars,  will  be  for  the 
Canadian  Northern  Railway. 

The  Appellate  Division  has  dismissed  the  appeal  of  the 
Milton  Pressed  Brick  Company  from  the  decision  of  the 
local  judge  at  Welland  regarding  their  claim  for  a  lien  for 
the  price  of  bricks  sold  to  a  contractor  who  has  since  failed, 
the  bricks  having  been  delivered  in  front  of  the  building  in 
question  but  never  actually  having  reached  the  latter.  "No 
case,"  said  Mr.  Justice  Hodgins,  "has  yet  decided  that  a  lien 
under  the  Mechanics'  Lien  Act,  either  on  the  land  or  the 
material  itself,  exists  by  the  mere  appropriation  of  goods  to 
a  contract  or  on  the  delivery  to  the  owner  or  contractor  unless 
they  are  placed  upon  or  reach  the  lands  to  be  afifected.  Prox- 
imity to  the  land  is  not  enough;  it  must  be  on  it  so  that, 
either  in  fact  or  in  contemplation  of  the  law,  the  value  of 
the  land  itself  is  enhanced  by  its  presence." 


Personals 

Capt.  E.  R.  Taylor,  R.E.,  of  Victoria,  B.C.,  a  1914  gradu- 
ate of  McGill  and  formerly  engaged  by  the  government  in 
civil  engineering  work,  has  received  the  Military  Cross. 

Mr.  John  Hole,  Sr.,  who  for  the  past  two  years  has 
been  assistant  superintendent  of  construction  for  the  To- 
ronto Harbor  Commission,  is  resigning  that  position  to  enter 
private  practice  as  an  engineer  and  contractor. 

Mr.  M.  A.  Black,  C.E.,  a  graduate  of  McGill  University, 
has  been  appointed  manager  of  the  new  concrete  manufac- 
tures plant  of  J.  J.  McCaffrey,  at  South  Devon,  N.B.  Mr. 
Black  has  recently  been  with  the  Grand  Trunk  Railway  at 
Windsor,  Ont. 

Mr.  Howard  Taylor,  who  for  some  years  has  Iteen 
chief  electrical  and  mechanical  engineer  of  the  Spanish  River 
Pulp  and  Paper  Company,  has  resigned  to  become  consult- 
ing engineer  with  the  Dayton-Wright  Aeroplane  Company, 
at  Dayton,  Ohio. 

Gavin  N.  Houston,  M.  Can.  Soc.  C.  E.,  formerly  with 
the  irrigation  ofifice,  Department  of  Interior,  at  Calgary,  has 
been  appointed  supervising  engineer  on  the  construction  of 
the  fifty-million-dollar  explosives  plant  which  the  United 
States  Government  is  building  at  Charleston,  West  Virginia. 

Lieut. -Col.  W.  G.  MacKendrick,  D.S.O.,  has  returned  to 
his  home  in  Toronto  on  furlough  after  twenty-eight  months' 
service  overseas.  Col.  MacKendrick,  who  in  civilian  life 
was  president  of  the^  Warren  Bituminous  Paving  Company, 
went  overseas  at  his  \wn  expense  after  the  dutbreak  of  war 
and  offered  his  services  to  the  British  War  Office,  which 
granted  him  a  captaincy  in  the  Royal  Engineers.  Before  long 
his  ability  as  a  road  builder  drew  the  attention  of  the  authori- 
ties and  he  was  promoted  to  rank  of  Lieutenant-Colonel 
and  appointed  Director  of  Roads  with  the  Fifth  British  Army. 


Tenders  and  For  Sale  Department 


Tenders  Wanted 


On  a  structural  steel  intercommunicating  bridge 
r.o  ft.  span  and  a  structural  steel  cupola  15  ft.  x  _IJ 
fi  X  .").">  ft  higli.  Plans  and  specifications  and  all 
particulars  may  l.e  obtained  at  the  office  of 
MrFarlane  Pratt-IIanley,   Limited,   Midland,  Ont 


Tenders  Wanted 


For  four  Automatic  Fireproof  Doors  on  belt 
tunnels  between  two  Grain  Elevators.  Particulars 
given  at  the  office  of  McFarlanePratt-Hanley, 
Limited,  Midland,  Ont.  1314 


For  Sale— Great  Bargain 


Nine  8  horse  power  Vertical  Alberta  Boilers. 
Two  8  h.p.  and  two  6  h.p.  Ingeco  Gasoline  En- 
gines.   All  New. 

MARSH  CAPRON  MFG.  CO., 

11  S.  La  Salle  Street, 

1314-15  Chicago,  111. 


Sealed  tenders  addressed  to  the  undersigned,  and 
endorsed  "Tender  for  Dominion  Government 
Office  Building,  Ottawa,"  will  be  received  at  this 
office  until  4  p.m.,  on  Tuesday,  April  2,  1918,  for 
the  construction  of  a  Dominion  Government  Office 
Huilding,  O'Connor  Street,  Ottawa,  Ont." 

Plans  and  forms  of  contract  can  be  seen  and 
specification  and  forms  of  tender  obtained  at  the 
offices  of  the  Chief  Architect,  Department  of  Pub- 
lic Works,  Ottawa,  the  Overseer  of  Dominion 
Hldgs.,  Central  Post  Office,  Montreal,  and  the 
Clerk  of  Works,  Postal  Station  "F,"  Toronto, 
Ont. 

Persons  tendering  are  notified  that  tenders  will 
not  be  considered  unless  made  on  the  printed 
forms  supplied,  and  signed  with  their  actual  sig- 
natures, stating  their  occupations  and  places  of 
residence.  In  the  case  of  firms,  the  actual  sig- 
nature, the  nature  of  the  occupation,  and  the 
place  of  residence  of  each  member  of  the  firm 
must  be  given. 

Each  tender  must  be  accompanied  by  an  ac- 
cepted cheque  on  a  chartered  bank,  payable  to  the 
order  of  the  Honourable  the  Minister  of  Public 
Works,  for  the  sum  of  seventy-five  thousand  dol- 
lars ($75,000),  which  will  be  forfeited  if  the  per- 
son tendering  decline  to  enter  into  a  contract 
when  called  upon  to  do  so,  or  fail  to  complete 
the  work  contracted  for.  If  the  tender  be  not  ac- 
cepted the  cheque  will  be  returned. 

The  Department  does  not  bind  itself  to  accept 
llie  lowest  or  any  tender. 

Note.— Blue  prints  can  be  obtained  at  the  office 
of  the  Chief  Architect,  Department  of  Public 
Works,  by  depositing  an  accepted  baak  cheque  for 
the  sum  of  made  payable   to  the  otdcr  of 

tlic  Honourable  the  Minister  of  Public  VVorks, 
whicTi  will  be  rclurned  if  the  inlcnding  biddir 
submit  a  regular  Ijid. 

By  order, 

R.  C.  DESROCHERS, 

Secretary. 

Newspapcrs_  will  not  be  paid  for  this  advertise- 
nient  if  they  insert  it  wllliout  anlliorily  from  the 
Department.  12  13 


FOR  SALE 


By  County  of  Welland 


G — 4-yard  Dump  Cars. 

2 — Gasoline  Tractors. 

1 — Crusher  Bin. 
Machinery  can  be  seen  at  Welland  by  calling  on 
the  County  Road  Superintendent,  W.  W.  Brook- 
field. 

Tenders  will  be  received  up  to  twelve  o'clock 
noon  on  Monday,  April  1st,  1918.  Must  be  in  the 
Clerk's  hands  by  that  date. 

ROBERT  COOPER, 
11-13  County  Clerk. 


Roof  Trusses,  Etc. 


For  Sale — Four  Root  Trusses,  each  thirty  feet 
long,  ten  feet  high  at  one  end,  eight  feet  six  inches 
at  the  other  end.  Angle  iron  construction  and 
well  braced.  Also  19  Cast  Iron  Columns  from 
sixteen  feet  long  to  seventeen  feet  seven  inches. 
Good  heavy  segment. 


12-17 


WOODSIDE  BROS,. 

Port  Arthur,  Ont, 


(Public  Advertisement) 

Tenders  Wanted  for 
Electric  Wire  and  Cable 


Parliament  Buildings,  Ottawa 

Sealed  tenders  will  be  received  by  the  under- 
signed until  noon,  April  11,  1918,  for  the  Electric 
Wire  and  Cable  required  in  the  reconstruction  of 
the  above  building. 

All  tenders  to  be  based  on  the  supplying  and 
delivering  on  the  site  of  the  quantities  of  the 
schedule  of  materials  for  Electric  Wire  and  Cable 
in  strict  conformity  with  the  specifications  and 
the  samples  submitted  and  to ,  the  satisfaction  of 
the  Architect. 

Deliveries  to  commence  by  July  1,  1918,  and 
to  continue  as  directed  in  such  quantities  as  to 
ensure  complete  delivery  by  AugT.ist  31,  1918. 

The  schedule  of  materials,  specification  and 
other  information  required  can  be  obtained  at  tlie 
office  of  P.  Lyall  &  Sons  Construction  Company, 
Limited,  Ottawa. 

Each  tender  must  be  accompanied  by  an  accept- 
ed cheque  on  a  chartered  bank,  payable  to  the 
order  of  the  Minister  of  Public  Works,  for  a  sum 
not  less  tlian  ten  (10  p.c.)  per  cent,  of  the  amount 
of  the  tender,  which  will  be  forfeited  if  the  parties 
tendering  decline  to  enter  into  a  contract  when 
called  upon  to  do  so,  or  fail  to  complete  the  work 
contracte'd  for.  If  the  tender  is  not  accepted,  the 
cheque  will  be  returned. 

Payments  for  material  will  be  made  monthly. 

The  lowest  or  any  tender  not  necessarily  ac- 
cepted. 

Envelopes  containing  tenders  to  be  marked 
"Tenders  on  Electric  Wire  and  Cable"  and  ad- 
dressed to  the  undersigned. 

JOHN  A.  PEARSON,  Architect. 
J.  O.  MARCHAND,  Associate. 
Centre  Block,  Parliament  Buildings, 

Ottawa.  12-13 


Stone  Crusher  Wanted 


Wanted  to  rent,  for  season  of  1918,  a  complete 
portable  stone  crushing  outfit,  size  of  crusher 
about  10  by  16.  Apply,  giving  terms,  to  Box  693, 
Contract  Record,  Toronto.  9-t.f. 


Wanted  to  Buy  or  Lease 

STEAM  SHOVEL 


A  one-half  yard,  or  larger  Steam  Shovel,  suit- 
able for  light  work.  Write  or  wire  The  Ross 
Navigation  Company,  Limited,  The  Pas,  Man. 

13-14 


Locomotive  Crane 
For  Sale 


20  ton  8  wheel  Browning,  46  ft.  boom 
with  14  ft.  extension.  Good  Condition 
Immediate  delivery. 

The  A.  R.  Williams  Machinery  Co.,  Ltd. 
10-t.f.  64-66  Front  St.  West, 

Toronto,  Ont 


WANTED 


2  Locomotives— 12  to  15  tons 
36  in.  gauge. 

15—4  yard  dump  cars — 36  in 
gauge. 

1 — Travelling  derrick  on  low 
broad  wheels. 

70  Tons— 40  lb.  re-laying  rails. 

In  writing  give  full  particulars. 

McDougal  Bros. 

Besserer  Street,  -  OTTAWA 

11-12-13 

SITUATION  VACANT 


CEMENT  CHEMIST  WANTED  about  April 
2()lh.  Must  be  in  a  position  to  take  complete 
charge  of  lalioratory  and  make  good  cement. 
Stale  age,  experience  and  salary  expected.  Box 
700,  Contract  Record,  Toronto.  13-14 


March  27,  191S 
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POSITIONS  WANTED 


EXPERIENCED  ROAD  BUILDING  and 
Municipal  Engineer  open  for  engagement.  Refer- 
ence upon  application.  Box  701,  Contract  Record, 
Toronto.  11-14 


■  ENGINEER  WITH  TEN  YEARS'  EXPERI- 
ENCE is  contemplating  to  act  as  Manvifacturers' 
Agent  for  Three  Rivers  and  the  St.  Maurice  Dis- 
trict and  would  like  to  hear  on  building  and 
mechanical  supplies.  Commission  basis.  Would 
also  devote  his  whole  time  on  a  salary  and  com- 
mission basis. 

Address,  R.  P.  O.  Box  No.  184, 
13-14  Three  Rivers,  Que. 


Residences 

(Continued  from  Page  46) 

Rosalind,  Alta. 

Tenders  will  be  called  April  15  for  the 
erection  of  a  .^B.OOO  frame  residence  for 
C.  Schweer. 

Three  Rivers.  Que. 

F.  X.  Vanasse,  Du  Platon  St.,  is  erect- 
ing three  $4,000  frame  bungalows.  Nes- 
tor Montambeault  is  in  charge  of  the 
work. 

Toronto,  Ont. 

A.  Galbraith,  lf>3  Boon  Ave.,  will  erect 
a  $:!,500  2>4-storey  brick  residence  and 
let  heating,  plumbing,  plastering,  and 
painting. 

j       Tenders  have   been   recei\ed   for  the 
I    erection  of  four  brick  bungalows  for  Gor- 
don Brothers,  10  Delisle  Ave. 

J.  Cooper,  51  Fulton  Ave.,  will  erect  a 
$6,500  2-storey  brick  residence  and  gar- 
I    age  and  let  heating,  plumbing,  wiring. 
'    and  plastering. 

W.  Colwell,  179  Delaware  Ave.,  will 
erect  two  $4,500  35/-storey  brick  resi- 
dences, buy  brick  and  lumber,  and  let 
smaller  trades. 
J.  B.  Barrett.  11  Dalton  Rd.,  will  erect 
'  brick  apartments,  costing  $25,000,  at  At- 
las and  Barrie  Streets. 

F.  H.  Miller,  290  Lauder  Ave.,  will 
erect  two  $o,000  2>^-storey  brick  resi- 
dences. 

J.  F.  Wildman,  62  Heath  E..  will  make 
alterations  to  residence  for  threie  apart- 
ments. 

Arthur  Edmonds,  :35  Thome  Crescent, 
will  erect  a  $5,000  23/^-storey  brick  resi- 
dence on  Lauder  Ave.,  buy  brick  and 
,  lumber,  and  let  smaller  trades. 

F.  H.  Miller,  296  Lauder  Ave.,  will 
erect  two  $:!,000  two-storey  brick  resi- 
dences. 

Elliott  &  Brown,  1?,2  Ellsworth  Ave., 
will  erect  two  $3,000  two-storey  brick 
residences. 

F.  H.  Miller.  390  Lauder  Ave.,  will 
erect  two  $3,000  two-storey  brick  resi- 
dences. 

J.  Crang,  906  St.  Clair  West,  will  erect 
eight  $2,500  two-storey  brick  residences 
on  Oakwood,  north  of  St.  Clair. 

W.  G.  Hunt.  17  Queen  St.  E.,  is  pre- 
paring plant  for  $20,000  apartments  in 
the  Beach  District  . 

N.  &  A.  Frewing,  101  Wheeler  Ave., 
will  erect  two  $2,500  two-storey  brick 
residences  at  Victoria  Park  and  Bracken. 

CONTRACTS  AWARDED 
Halifax,  N.S. 

Longards  Brothers.  215  Hollis  St.,  have 
the   heating  contract    for    three  $5,000 
residences   for  the   Eastern  Investment 
li^Corporation,  Cragg  Building. 


Hamilton.  Ont. 

William  Inrig,  140  Flatt  Ave.,  has  the 
masonry  contract  for  $4,000  two-storey 
l)rick  residence  for  T.  A.'  Wooley,  01-63 
King  St.  E.,  who  will  let  plumbing,  heat- 
in.g,  plastering,  painting,  and  electrical 
work. 

Burrow,  Stewart  &  Milne  Company, 
Ltd.,  Cannon  St.  E.,  have  the  heating 
and  F.  M.  Reid,  265  Hunter  St.  E.,  the 
plumbing  and  electrical  work  for  $3,000 
residence  for  D,  B.  Wood,  2  LIndermount 
Ave. 

London,  Ont. 

William  Jeffrey.  419  Simcoe  St.,  has 
the  general  contract  for  $0,000  two- 
storey  brick  residence. 

Longue  Pointe,  Que. 

A.  Choquette.  170  Bourbonniere  St., 
Maisoniieuve,  has  the  general  contract 
for  $5,000  two-storey  brick  veneer  resi- 
dence for  the  Montreal  City  Land  Com- 
pany, Ltd.,  Transportation  Building. 

Montreal,  Que. 

Anglins,  Ltd..  65  Victoria  St.,  have  the 
general  contract  for  alterations  to  resi- 
dence on  Milton  St.  for  Margaret  Doug- 
las West,  90  Westmount  Boulevard, 
Westmount.  Architect.  S.  Warwick,  390 
Sherbrooke  St.  \V. 

Ottawa,  Ont. 

S.  Miller,  714  Somerset  St.,  has  award- 
ed the  carpentrv  contract  in  connection 
witli  the  erection  of  his  apartments  to  S. 
F.  Smitli.  14«  McLeod  St. 

Vancouver,  B.C. 

W.  J.  Read,  2120  Thirteenth  .\ve.  \V., 
has  tlie  general  contract  for  two-storey 
frame  dwelling  for  S.  H.  Staines,  2334 
Stephens  St. 


Power  Plants,  Electricity  and 
Telephones 

Collingwood,  Ont. 

Tenders  will  be  called  about  April  2 
by  the  Toronto  and  the  Collingwood 
offices  of  the  Bell  Telephone  Company  of 
Canada,  head  office  118  Notre  Dame  St. 
W.,  Montreal,  for  the  erection  of  an  ex- 
change and  office  building.  Engineer,  J. 
W.  Carmichael. 

CONTRACTS  AWARDED 
Toronto,  Ont. 

The  followin.g  contracts  have  Ijeen 
awarded  in  connection  with  the  erection 
of  a  $3,500  extension  to  building  for  the 
Bell  Telephone  Company  of  Canada, 
head  office  116  Notre  Dame  St.  W.,  Mont- 
real:  Brick  and  masonry,  H.  N.  Dancy 
&  Sons.  C.P.R.  Building:  steel,  McGre.g- 
or  &  Mclntyre,  Ltd.,  1139  Shaw;  carpen- 
try, William  Woodley  &  Sons.  18  Cam- 
eron St.:  roofing,  A.  Matthews,"  Ltd.,  256 
Adelaide  W. ;  heating,  Fred  Armstrong 
Company,  Ltd.,  373  Queen  W. ;  plaster- 
ing, R.  C.  Dancy,  153  Spadina  Rd.;  paint- 
ing and  glazing,  J.  McCausland  &  Sons, 
Ltd.,  11  Nelson  St. 


Miscellaneous 

Eftlleville,  Ont. 

The  Springer  Lock  Manufacturing 
Company,  Ltd.,  want  a  boiler  for  heat- 
ing purposes,  about  54  in.  x  12  ft. 

Chatham,  Ont. 

The  Town  Council  are  open  for  infor- 
mation and  prices,  etc.,  on  fire  ecpiip- 
ment.    Address,  Clerk.  W.  G.  Merritt. 


Dunwick  Township,  Ont. 

By-law  has  been  passed  for  the  con- 
struction of  a  natural  gas  system  for  the 
Dominion  Natural  Gas  Company,  Ltd., 
Bank  oi  Hamilton  Building.  Hamilton. 

Halifax,  N.S. 

Tenders  are  Ijeing  received  by  the 
clerk,  L.  Fred  Monaghan,  until  April  18 
for  the  supply  of  2,000  feet  of  2^-inch 
lire  hose,  witli  couplings,  for  the  City 
Council. 

Kitchener,  Ont. 

The  Kitchener  Buttons,  Ltd..  want  ten- 
ders for  heating  system  and  sprinkling 
system.  Plans  at  office  of  the  company, 
30  Edward  St. 

Maskinonge,  Que. 

Plans  and  specifications  with  the  sec- 
retary-treasurer, J.  A.  Lemyre,  who  will 
receive  tenders  until  4  p.m.,  March  30, 
for  the  construction  of  a  $7,000  concrete 
wall,  approximately  500  feet  long,  for  the 
parish. 

Mount  Royal,  Que. 

E.  W.  Barnes,  850  Durocher  St..  Mont- 
real, is  in  the  market  for  approximately 
1.000  square  feet  of  mosaic  tile  for  floors. 

Oshawa,  Ont. 

Bradley  Brothers  want  an  electric 
motor,  5  h.p.,  220  volts,  single  phase,  170 
r.p.m. 

Ottawa,  Ont. 

Tenders  are  being  received  by  the  ar- 
chitects, J.  A.  Pearson  and  J.  ().  Mar- 
cliand.  Centre  Block,  until  noon,  April  11, 
for  the  supply  of  electric  wire  and  cable 
for  the  Parliament  Building  for  the  De- 
partment of  Public  Works.  Dominion 
Government. 

Tenders  are  being  received  by  the  sec- 
retary, R.  C.  Desrochers,  Ottawa,  until  4 
p.m.,  April  15,  for  12  knots  of  single  con- 
ductor telegraph  cable.  Delivery  Hali- 
fax, N.S.,  within  eight  weeks  after  order. 
Also  for  five  knots  on  several  reels  for 
Vancouver,  B.C.  Earliest  date  of  deliv- 
ery. Specifications,  etc.,  with  the  Gener- 
al Sui)erintendent.  Telephone  Service, 
Ottawa. 

The  Ottawa  Improvement  Commis- 
sion, 110  Wellington  St.,  will  call  tenders 
shortly  for  sand,  cement,  lumber,  hard- 
ware, etc.    Engineer,  Alex.  Stuart. 

Tenders  are  expected  to  l)e  called 
shortly  for  hammers,  hack-saws,  etc.,  for 
the  City  Council.    Clerk,  N.  H.  Lett. 

Owen  Sound,  Ont. 

Tlie  Empire  Stove  and  Furnace  Com- 
pany want  three  motors,  15-20  and  25 
h.]).,  60  cycle.  550  volt,  .3  phase. 

Toronto,  Ont. 

A,  H.  Aunger,  759  Pape  Ave.,  wants  a 
20  h.p.  motor;  also  5  h.p.  motor. 

E,  Whiting,  122  King  St.  E.,  wants  a 
steam  traction  engine,  IS  to  :>0  h.p. 

Whitby,  Ont. 

Tlie  Board  of  Education  are  receiving- 
tenders  for  the  supply  of  fire  escapes  for 
schools.  Secretary-treasurer,  Dr.  C.  F. 
McGillivray. 

Woodstock,  Ont. 

Council  are  in  the  market  for  prices  on 
500  feet  of  fire  hose  at  once.  Address. 
Chairman  of  l-'ire  .and  Light  Department, 
Alderman  Parker,  care  of  Clerk  John 
Mnrrisiui, 


Contracts  Department 

News    of  Special  Interest  to  Contractors,  En^neers,  Manufacturers  and 

Dealers  in  Building  Supplies 


Waterworks,  Sewerage  and 
Roadways 

Dereham  and  North  Dorchester  Town- 
ships, Ont. 

The  Township  Councils  will  call  ten- 
ders about  April  15  for  drainage  work, 
costinsj  $3,500.  Ensineer,  C.  A.  Jones, 
Petrolea  P.O. 

Ford  City,  Ont. 

The  Pi'blic  Works  Department,  City 
Council,  are  having  plans  prepared  for 
7.000  feet  of  sanitary  sewer  costing  $30,- 
000.  Engineer,  Owen  McKay,  Pere  Mar- 
quette Bldg.,  Walkerville. 

Halifax,  N.S. 

Plans  have  l)een  drawn  and  tenders 
will  he  called  shortly  for  the  construc- 
tion of  sewers  and  water  mains  for  the 
Canadian  Government  Railways,  Ottawa. 
Superintendent,  C.  A.  Hayes,  Moncton, 
X.I!. 

Hanover,  Ont. 

Town  Council  contemplates  new  water- 
works system.    Clerk,  John  Taylor. 

Listowel,  Ont. 

Town  Council  contemplate  the  con- 
struction of  pavements  on  Penelope  St. 
and  the  extension  on  some  other  streets. 
Clerk,  Wm.  Bright. 

New  Toronto,  Ont. 

The  Village  Council  are  having  plans 
prepared  for  filters,  etc.,  costing  .$20,000. 
Engineers,  James,  Louden  &  Hertzberg, 
Excelsior  Life  Bldg.,  Toronto. 

Plymouth  Township,  Ont. 

Tenders  are  Ijeing  received  until  March 
:!0  by  the  clerk,  Thomas  Nisbet,  Wyo- 
ming, for  the  construction  of  a  drainage 
system  for  the  Township  Council. 

Strathroy,  Ont. 

By-law  has  been  passed  appropriating 
$5,000  for  the  purchase  of  a  motor-driven 
turbine  pump  to  be  installed  in  water- 
works system  for  fire  protection. 

Tillsonburg,  Ont. 

Town  Council  contemplate  the  mac- 
adamizing of  roadway  on  Ridout  Street. 
C^Ierk,  A.  E.  Rayncs. 

Walkerton,  Ont. 

Town  Council  contemplate  the  con- 
struction of  a  sewer  on  McGivcron  St. 
Clerk,  A.  Collins. 

Weston,  Ont. 

T^lans  arc  in  progress  for  a  $20,000  fil- 
ter house  and  filter  for  the  Town  Coun- 
cil. Engineers,  James.  Louden  &  Plertz- 
berg,  I''xcelsior  Life  Bldg.,  Toronto. 

CONTRACTS  AWARDED 
Mount  Royal,  Que. 

i'..  A.  Ott  &  Co..  10  Cathcart  Street. 
Montreal,  have  the  general  contract  for 
roads,  sewerage  and  sidewalk  work  for 
the  Town  ('ouncil.  Engineer,  L.  Schlemm. 

Three  Rivers,  Que. 

The  flranfrMfrc,  Tlircc  Rivers  High- 
way (.o.,  \Ai]..  (irand'Merc,  have  the  grad- 
ing contract  for  highway  for  the  Pro- 


vincial Government,  Quebec,  from  here 
to  Grand'Mere.  Engineer,  G.  Henry,  Par- 
liament Buildings. 


Railroads,  Bridges  and  Wharves 

GwilHmburg  Township,  Ont. 

Township  Council  are  having  plans  pre- 
pared for  a  30-ft.  span,  concrete  bridge. 
Engineers,  James,  Louden  &  Hertzberg, 
Excelsior  Life  Bldg.,  Toronto. 

Halifax,  N.S. 

Tenders  will  be  called  shortly  for  the 
erection  of  a  baggage  and  express  build- 
ing, a  car  repair  building  and  the  con- 
struction of  a  reinforced  concrete  sub- 
way for  the  Canadian  Government  Rail- 
ways, Ottawa.  Assistant  chief  engineer, 
W.  A.  Duff,  Ocean  Terminals,  Halifax. 
Minister,  Hon.  J.  D.  Reid,  Ottawa. 

Plans  have  been  drawn  and  tenders 
will  be  called  shortly  for  all  trades  ex- 
cept steel  for  the  erection  of  transit  sheds 
for  the  Canadian  Government  Railways, 
Ottawa.    Assistant  chief  engineer,  W.  A. 

Duff,  Ocean  Terminals,  Halifax. 

Tenders  will  be  called  shortly  for  the 
erection  of  a  temporary  one-storey  frame 
passenger  station  for  the  Canadian  Gov- 
ernment Railways,  Ottawa.  Assistant 
chief  engineer,  W.  A.  Dui¥,  Ocean  Ter- 
minals, Halifax. 

Markham  Township,  Ont. 

Plans  are  being  prepared  for  a  concrete 
bridge  over  Heise's  Creek  for  the  Town- 
ship Council.  Clerk,  C.  H.  Stiver,  Union- 
ville.  Efigineers,  James,  Louden  & 
Plertzberg,  Excelsior  Life  Bldg.,  Toronto. 

Minitonas,  Man. 

Tenders  received  by  the  secretarj'- 
trpysurer,  J.  H.  Cannon,  Minitonas,  until 
April  23  for  the  erection  of  a  bridge  six 
and  a  half  miles  west  of  the  town  for  the 
Town  Council.  Plans  and  specifications 
with  the  Highway  Commisioner,  Parlia- 
ment Buildings,  Winnipeg,  or  the  Win- 
nipeg Builders'  Exchange. 

North  Dorchester  Township,  Ont. 

The  Township  Council  contemplate 
the  erection  of  two  bridges.  Engineer, 
Charles  Talbot,  County  Building.  Lon- 
don. 

Ottawa,  Ont. 

Plans  have  been  completed  for  rebuild- 
ing bridge  over  the  Ottawa  River  from 
here  to  Hull  for  the  Department  of  Pub- 
lic Works,  Dominion  Government.  Sec- 
retary, R.  C.  Dcsrochers,  Ottawa. 

Saskatchewan,  Province  of 

The  Canadian  Pacific  Railway  will 
erect  a  bridge  at  Neudorf,  station  at 
Tramping  Lake,  station  at  Primate, 
stockyard  at  Moose  Jaw,  stockyard  at 
.Swift  Current,  extension  to  shops  at 
Weyhurn  and  pipe  from  Pilot  Butte  to 
\i  egina. 

'riie  Deparlim  iil  i.f  I  fighways.  Pro- 
vincial ( lovci-nnu  iil,  will  start  shortly 
on   the  erection   ol    reinforced  concrete 


bridges.  Arrangements  are  being  made 
for  the  supply  of  cement,  reinforcing 
steel,  piling,  etc.  Minister,  Hon.  S.  J. 
Latta,  Regina. 

Toronto,  Ont. 

Tenders  are  being  received  until  April 
2  for  the  erection  of  steel  bridges  and 
concrete  bridges  over  Mimico  Creek, 
Etobicoke  Creek,  Credit  River,  and 
Bronte  Creek  for  the  Toronto  and  Ham- 
ilton Highway  Commission.  Chairman, 
George  H.  Gooderham,  49  Wellington  E. 

CONTRACTS  AWARDED 
Halifax,  N.S. 

The  Nova  Scotia  Construction  Com- 
pany, Metropole  Bldg.,  have  the  general 
contract  for  $27,000  pi'e  wharf  for  the 
Department  of  Marine  and  Fisheries, 
Dominion  Government. 


Public  Buildings,  Churches 
and  Schools 

Burdett,  Alta. 

Tenders  will  be  received  until  April  15 
for  the  erection  of  a  brick  school  for  the 
Burdett  Consolidated  School  District 
No.  23.  Address,  secretary,  F.  A.  Lum- 
bard.  Plans  with  the  chairman,  M.  A. 
Hardie. 

Coaldale.  Alta. 

Tenders  will  be  called  shortly  for  the 
erection  of  a  $5,000  consolidated  school 
for  the  Coaldale  Consolidated  School 
District.    Secretary,  H.  A.  Suggitt. 

Crowland  Township,  Ont. 

The  Township  Council  contemi^late  the 
erection  of  a  union  school  in  the  east- 
ern part  of  Welland  City.  Chairman  of 
Building  Committee,  H.  L.  Schisler,  R.' 
R.  1,  Welland. 

Elora,  Ont. 

The  Board  of  Trustees  want  estimates 
at  once  on  new  system  of  heating  and 
ventilating  for  the  High  School.  Secre- 
tary-treasurer, C.  W.  .Stochford. 

Fort  William,  Ont. 

Tenders  will  be  called  about  March  2!) 
for  the  erection  of  an  $85,000  three-storey 
stone  and  brick  collegiate  for  the  Board 
of  Education.  Architect,  R.  E.  Mason, 
Victoria  Block. 

Hamilton,  Ont. 

F.  W.  Warren,  architect,  Bank  of  Ham- 
ilton Bldg.,  has  been  instructed  by  the 
Board  of  Control  to  draw  three  sets 
of  plans  for  the  new  market  building  on 
York  Street. 

Hay  Lakes,  Alta. 

Tenders  will  be  called  about  April  20 
for  the  erection  of  a  $0,000  frame  school 
for  the  Lutheran  Church.  Address,  Jos. 
Goznell. 

Listowel,  Ont. 

Tenders  received  until  April  2  for  ;ul- 
dilions  and  extensive  improvements  to 
the  High  School,  including  steam  heat- 
ing,   ventilation,    plumbing,  hardware, 
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BOILERS 


Erie  City  Vertical  and  Horizontal 
water  tube  boilers  of  any  size  and 
capacity  can  be  built  and  installed  by 
us  on  short  notice. 

We  are  equipped  to  submit  suggestions 
or  quote  on  your  specifications. 


The  John  Inglis  Company,  Limited 

ENGINEERS  AND  BOILERMAKERS 
14  Strachan  Ave.       ■       -       Toronto,  Canada 

Ottawa  Representative-;.  W.  ANDERSON,  7  Bank  Street  Chambers 


Hours  and  metal  ceilings  for  the  Board 
of  Education.  Plans  with  the  secretary, 
W.  E.  Binning. 

Medicine  Hat,  Alta. 

Tenders  are  being  received  by  the 
clerk,  F.  Blackburn,  for 'the  erection  of 
a  brick  garage  for  the  City  Council. 
Engineer,  R.  B.  Pyper. 

Montreal,  Que. 

Bigoness  &  Bigoness,  (iO  Notre  Dame 
St.  E..  Montreal,  are  preparing  plans  and 
will  call  tenders  about  May  1  for  the 
erection  of  a  church  for  the  Notre  Dame 
Du  Bon  Pasteur. 

Hutchsion,  Wood  &  Miller,  3  Place 
D'Armes,  are  preparing  plans  and  will 
call  tenders  shortly  for  the  erection  of 
a  Sunday  school  building  for  the  Stanley 
Presbyterian  Church,  Stanley  Street. 

Moose  Jaw,  Sask. 

Tenders  will  be  received  by  commis- 
sioners. Mayor  W.  W.  Davidson,  and 
Geo.  D.  Mackie,  until  10  a.m.,  April  13, 
for  the  erection  of  a  $40,000  three-storey 
children's  home  for  the  Children's  Aid 
Society.  Architect,  R.  G.  Buryard,  Ham- 
mond Building.  Plans  at  office  of  Mac- 
Lean  Daily  Reports,  Ltd.,  910-11  Elec- 
tric  Railway   Chambers,  Winnipeg. 

New  Richmond,  Que. 

'J'enders  will  be  called  in  April  by  the 
architect.  P.  Levesque,  115  St.  John  St., 
Quebec,  and  close  about  April  20  for  the 
erection  of  a  $10,000  presbytery  for  Rev. 
Chas.  Michaud. 

Nicolet,  Que. 

Plans  are  in  ])rogress  for  a  $00,000 
three-storey  frame  and  lirick  school  lor 
the  School  Commission.  Architect, 
Louis  Caron.  Secretary-treasurer,  Not- 
ary Dufresne. 

Ottawa,  Ont. 

The  .Xllied  Trades  &  Labor  contemp- 
late the  erection  of  a  labor  temple.  Pre- 
sidenti  P.  M.  Draper,  112  Florence  St. 

The  time  for  receiving  tenders  for 
switchboards,  panel  boards,  and  trans- 
formers for  the  Parliament  I!uil(liiiL;s,  for 
the  DeiJartment  of  Public  Works,  Do- 
minion Government,  has  lieen  extended 
until  noon.  April  11.  Secretary,  R.  C. 
Desrochers,  Ottawa.  Architects,  J.  A, 
Pearson  &  J.  ().  Marchand,  Centre  Bhjck. 

Oxville,  Alta. 

Plans  and  specifications  with  the  sec- 
retary-treasurer, J.  S.  McLeod.  who  will 
receive  tenders  addressed  to  the  Board 
of  Trustees,  School  District  No.  ,'!4.')4, 
until  noon,  .April  1."),  for  the  erection  of 
a  school. 

Ponoka,  Alta. 

Tenders  received  by  the  Minister,  L. 
C.  Charlesworth,  Edmonton,  until  noon, 
April  8,  for  the  erection  of  an  addition 
to  the  Hospital  for  the  Insane  for  the 
Department  of  Public  Works,  Provincial 
Government.  Plans  and  specifications 
with  the  Provincial  .\rchitect,  Mr 
Blakey. 

Richmond,  Ont. 

'I  h<  Loyal  Orange  Lodge  No.  1.>1  con- 
template the  erection  of  a  lodge  room. 
.'Xdf^ress.  Secretary. 

The  (;r)odwood  Masonic  Lodge  will 
erect  a  $7,000  brick  lodge  room.  Master, 
Jolin  Mcmphill. 

Sanford,  Man. 

Tenders  will  be  received  \>\  the  sc.  i c 
tary-lreasnrer.  W  illiam  \\  .  "keid.  iiiilil 
noon,  .\pril  1.  for  the  erection  of  a  frame 
.■>cho()I  for  llic  Donorc  Scliool  District 
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Xo.  lis.  Plans  and  specilications  at 
office  of  the  Municipal  Clerk. 

Saints  Anges,  Que. 

Tenders  are  expected  to  be  called  about 
the  end  of  .\pril  for  the  erection  of  a 
$2,).000  sacristy,  a  $12,000  presbytery  and 
a  $50,000  church  for  the  Congregation. 
.Architect,  T^orenzo  Auger,  39  St.  John 
St.,  Quebec. 

St.  Catharines,  Ont. 

Tenders  are  being  received  by  the  ar- 
chitect, A.  E.  Nicholson,  51  Queen  St.. 
until  April  1  for  all  trades  in  connection 
with  the  erection  of  a  $3,000  addition 
to  industrial  home  for  the  Lincoln  Coun- 
ty Council.  Plans  and  specifications  with 
the  architect  and  cliairman,  Mr.  Claus. 

St.  Cyprien,  Que. 

Tenders  are  expected  to  be  called 
about  April  5  for  the  erection  of  a  $50,- 
000  frame  church  for  the  Parish.  Archi- 
tect, Lorenzo  Auger,  39  St.  John  Street, 
Quebec. 

St.  Hyacinthe,  Que. 

'Louis  Caron,  St.  Jean  Bai^tiste,  Nico- 
let, has  been  appointed  architect,  and  is 
preparing  plans  for  "Hotel  Dieu"  hos- 
pital, to  cost  $600,000.  for  the  Grey  Nuns. 

St.  Marie,  Que. 

Tenders  will  be  called  by  the  archi- 
tect, Emile  Tanguay,  20  D'Aiguillon  St., 
Quebec,  early  in  April,  to  close  about 
April  25,  for  repairs  costing  $10,000,  to 
church  for  the  Parish. 

St.  Scholastique,  Que. 

Plans  and  specifications  are  with  the 
architect,  C.  St.  Jean,  1140  St.  Denis  St., 
Montreal,  and  the  secretary-treasurer, 
Narcisse  Forest,  who  will  receive  ten- 
ders from  April  2  until  April  15  for  re- 
pairs to  registry  office  building  for  the 
Town  Council. 

Toronto,  Ont. 

The  Public  Library  Board,  College  St., 
contemplate  the  erection  of  a  library 
building.    Chief  librarian,  G.  H.  Locke. 

The  Imperial  Order  of  the  Daughters 
of  the  En-fl:)ire  Preventorium,  2653  Yongc 
.St.,  are  raising  funds  for  the  erection  of 
a  $()0,000  preventorium  and  infants'  home. 
Secretary,  Mrs.  A.  Reid. 

Wainwright,  Alta. 

The  (ireat  War  \'eterans'  Association 
contemplate  the  erection  of  a  $20,000 
brick  home  for  returned  soldiers..  Ar- 
chitect, W.  J.  Logan. 

CONTRACTS  AWARDED 
Calgary,  Alta. 

.Vnige  &  McKinley,  313  Heeson  and 
Hineman  Bklg.,  have  the  painting  con- 
tract for  $15,000  nurses'  home  for  the 
Hospital  Board. 

Crowland  Township,  Ont. 

J.  C.  Diffin.  M  ain  Street,  Welland,  has 
the  general  contract  and  will  let  plumb- 
ing and  electrical  work  for  $8,000  police 
station  and  township  clerk's  office  for  the 
Township  Ctumcil. 

Dartmouth,  N.S. 

The  Department  of  Marine  and  Fish- 
eries, Dominion  Government  .contem- 
plate the  erection  of  an  office  building  at 
I'.oggs  and  Water  Streets.  Minister, 
Hon.  C.  C.  l!allaii(yne,  Ottaa. 

Halifax,  N.S. 

\V.  B.  Sandford,  93  Duncan  Street,  has 
I  lie  masonry  and  plastering,  L.  S.  De- 
loiig,  Lunenburg,  the  carpentry  and  roof- 
ing, and  Longards,  Ltd.,  215  Hollis  St., 
the  i)lunibing  and  I'lealing  contracts  for 
rei)airs  lo  home  for  the  Trustees  of  Old 
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Ladies'  Home,  Gottingcn  St..  who  will 
let  the  painting  contract.  Secretary- 
treasurer,  .\.  B.  \\'iswell,  care  of  A.  M. 
Bell  &  Co.,  Ltd.,  131  Granville  Street. 

The  Nova  Scotia  Construction  Com- 
pany, Upper  Water  Street,  have  the  gen- 
eral contract,  and  Walsh  Bros.,  Hollis 
.Street,  the  painting  for  repairs  costing 
$8,000  to  seminary'  for  the  Holy  Heart 
Seminary,  Quinpool  Road. 

The  Nova  Scotia  Construction  Com- 
pany, Upper  Water  Street,  have  the  gen- 
eral contract,  and  Walsh  Bros.,  Hollis 
Street,  the  painting  for  repairs  costing 
$14,000  to  the  "Good  Shepherd"  home 
for  the  Roman  Catholic  Episcopal  Cor- 
poration, Dresden  Row. 

Hamilton,  Ont. 

R.  A.  Nicholson,  48  Dundurn  St.  N., 
has  the  general  contract,  masonry,  car- 
pentry and  roofing  for  $10,000  school  for 
the  Separate  School  Board.  Rev.  J.  Ma- 
hony,  care  of  St.  Mary's  Cathedral,  will 
])urchase  seating,  equipment  and  interior 
fittings. 

Irma,  Alta. 

A.  S.  Walker  has  the  general  contract 
for  frame  school  for  the  Alma  Mater 
School  District  No.  3160. 

Lachine,  Que. 

The  Lumber  &  Construction  Co.,  Ltd., 
St.  Pierre,  have  the  millwork  in  con- 
nection with  the  erection  of  a  $70,500 
school  for  the  School  Commissioners. 
Tres  Saint  Sacrament. 

Montreal,  Que. 

The  Asbestos  Mfg.  Co.,  Ltd.,  809  Drum- 
mond  BId.g.,  have  the  contract  for  "ac- 
bestoslate"  siding,  "linaljestos"  fireproof 
wallboard  for  Y.  M.  C.  A.  hut  for  the 
Young  Men's  Christian  Association,  137 
Drummond  Street. 

Montreal  West,  Que. 

A.  F.  Byers,  Ltd.,  340  University  Ave., 
have  the  general  contract,  masonry  and 
carpentry  and  will  let  roofing,  galvanized 
iron,  plumbing,  heating,  plastering,  paint- 
ing, glazing,  tile,  marble,  ornamental  iron 
and  electrical  work  for  the  erection  of  a 
high  school  for  the  Board  of  Education. 

Notre  Dame  de  Charny,  Que. 

Jos.  Blais,  Mount  Marie  Ave.,  Levis, 
has  the  general  contract  for  the  comple- 
tion of  a  two-storey  school  costing  $6,- 
000,  for  the  School  Commission,  Chau- 
diere  Curve. 

Pictou  Landing,  N.S. 

Mr.  Daniel  McXeil,  New  Glasgow,  has 
recei\  ed  contract  to  IniiUl  a  church  lieic. 
at  a  cost  of  $10,000. 

Quebec,  Que. 

F.  Gingras,  :i4  D'Aiguillon  St.,  has  the 
plumbing  and  heating  contracts  for  $6,- 
000  addition  to  ".St.  Maurice"  school  for 
the  Roman  Catholic  School  Commission. 

Sydney,  N.S. 

O'Callaghan  &  MacKenzie,  189  Char- 
lotte St.,  have  the  painting  and  glazing 
and  W,  A.  Mackay  &  Co.,  Charlotte  St, 
the  electrical  contract  for  $40,000  church 
•for  the  Union  Baptist  Congregation. 


Business  Buildings  and  Indus- 
trial Plants 

Bridgewater,  N.S. 

The  Davison  Lumber  Co.,  La  Have  St., 
contemplate  the  erection  of  a  sulphite 
plant,  planing  mill  and  box  factory.  Act- 
ing mana.ger,  A.  F.  Pamenter. 

Brockville,  Ont. 

Tiic  Board  of  Trades  contemplate  the  *j 
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erection  of  a  lioU-1.  Sccrclury-treasurer, 
N.  Lumb,  care  of  Canada  Foundries  & 
F()r,t;in.as. 

Byron,  Ont. 

Till-  London  Health  Association  con- 
template the  erection  of'additional  frame 
l)uildings.  Chairman,  Sir  Adam  Beck, 
09  Albert  St.,  London. 

The  London  Health  Association  con- 
template the  erection  of  an  addition  to 
l.uindry.    President,  Sir  Adam  Beck 

Calgary,  Alta. 

Lawson  &  Fordyce,  8th  Ave.  West, 
are  preparin.uf  plans  for  a  $40,000.  one- 
storev  brick  (parage  for  W.  R.  Hull,  1st 
West'. 

Tenders  received  by  the  architects,  Bur- 
rell  &  McDonnell,  Old  Herald  Bldg.,  un- 
til about  March  31  for  the  crectiou  of 
a  $3"). 000  two-storey  brick  garage  for 
the  Diamond  Motor  Co.,  fith  Ave.  W. 

Cap  de  la  Madeleine,  Que. 

The  Tidewater  Shipbuilding  Company 
contemplate  the  erection  of  a  large  bunk 
house  for  the  accommodation  of  their 
employees.  Secretary-treasurer,  R.  C. 
Smith. 

Hardisty,  Alta. 

Teppe  C.  Jensen  contemplates  the  erec- 
tion of  a  $4,000  concrete  garage. 

Hickson,  Ont. 

The  Canadian  Milk  Products,  Ltd.,  10 
William  St.,  Toronto,  are  erecting  an  ex- 
tension to  their  plant. 

Leamington,  Ont. 

Tenders  will  be  called  about  May  1 
for  the  erection  of  a  $60,000  two-storey 
reinforced  concrete  tobacco  factory  for 
the  Imperial  Tobacco  Company  of  Can- 
ada, Ltd.,  900  St.  Antoine  St.,  Montreal.' 

Plans  are  being  prepared  and  tenders 
will  be  called  about  April  15  for  the 
erection  of  a  $3.''), 000  one-storey  cement 
block  and  brick  tobacco  factory  for  the 
Rock  City  Tobacco  Co.,  324  Dorchester 
Street,  Quebec. 

London,  Ont. 

Tenders  will  be  called  about  May  1 
for  the  erection  of  a  $30,000  addition  to 
bank  for  the  Bank  of  British  North  Am- 
erica, head  office,  Montreal.  Architect, 
John  M.  Moore,  420  Richmond  Street. 

MacLeod,  Alta. 

The  .Mberta  Pacific  Elevator  Co.,  head 
office,  Calgary,  contemplate  the  erection 
of  a  $15,000  frame  elevator.  Address,  J. 
J.  Burke,  15th  Street. 

Medicine  Hat,  Alta. 

The  Carlyle  Creamery  Co.,  233  Fifth 
St.  S.E.,  contemplate  the  erection  of 
extensions  to  dairy. 

Moncton,  N.B. 

Company  is  being  formed  at  present 
but  it  is  contemplated  to  commence  con- 
struction of  development  to  the  Tung- 
sten Mine  at  Burnt  Hill,  N.B.,  about 
May  1.  Concentrating  mill,  etc.,  to  cost 
about  $150,000.  Address,  Mr.  Matthew 
Lodge,  274  Union  St.,  Moncton. 

New  Westminster,  B.C. 

'fenders  arc  being  received  for  the 
ereption  of  a  one-storey  garage  for  T.  J. 
Trapp  &  Co.,  Ltd.,  068  Columbia  Street. 
Plans  and  specifications  with  the  owners. 

Ottawa,  Ont. 

P.  Lyall  it  Sons  Construction  Co.,  Ltd., 
120  St.  James  St.,  Montreal,  Anglins 
Ltd.,  05  Victoria  St.,  Mf)ntreal,  the  Atlas 
("onstruction  (io.,  Ltd.,  37  Belmont  St., 
Montreal,  P.   II.  Sccord  &  Sons,  Ltd., 
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liranllord,  Schullz  Bros.  Co.,  Ltd.,  Brant- 
ford.  E.  G.  M.  Cape  &  Co.,  10  Cathcart 
St..  Montreal,  and  the  W.  F.  Sparling 
Co.,  120  Bay  Street,  Toronto,  will  sub- 
mit tenders  and  receive  sub-tenders  for 
the  erection  of  a  $1,500,000  office  build- 
ing for  the  Department  of  Public  Works, 
Dominion  ( lovernment.  Bids  for  the 
building  will  be  received  until  4  p.m., 
April  3. 

Outremount,  Que. 

Tenders  are  in  and  contract  will  be 
awarded  .'^hortly  for  the  erection  of  a  fac- 
tory for  the  Canada  Metal  Company, 
Limited,  50  Brennan  St.  Architect,  C.  A. 
Mitchell.  14  St.  John  St.,  Montreal. 

Port  Arthur,  Ont. 

Tenders  will  be  called  about  April  15 
for  the  erection  of  a  $450,000  elevator 
for  the  Saskatchewan  Co-operative  Ele- 
vator Co.,  Ltd.,  332  Grain  Exchange 
Bldg.,  Winnipeg. 

Quebec,  Que. 

The  Quebec  Railway,  Light,  Heat  & 
Power  Co.,  Ltd.,  cor.  St.  Joseph  and 
Crown  Streets,  will  reliuild  store  at  a 
cost  of  $3,000. 

Regina,  Sask. 

The  Garden  City  Feeder  Co.,  Ltd., 
Broad  St.  N.,  contemplate  the  erection 
of  a  warehouse  at  Osier  and  7th  Ave. 

St.  Hyacinthe,  Que. 

Jos.  Sauriol  has  under  consideration 
the  rebuilding  of  a  "United  Counties" 
hotel  which  was  recently  destroyed. 
Brick  construction. 

Sarnia,  Ont. 

Tenders  will  be  called  April  1  for  steam 
heating,  plumbing  and  electric  lighting 
in  connection  with  the  conversion  of 
hotel  into  stores,  etc.,  at  a  cost  of  $20,- 
000,  for  Mr.  Richardson,  Belchamber 
Hotel. 

Shawinigan  Falls,  Que. 

Ernest  A.  Labelle,  1103  De  St.  Valier 
St.,  Montreal,  is  preparing  plans  for  $3,- 
000  store  and  residence  for  Dr.  J.  J. 
Trudel.  * 

Sydney  Mines,  N.S. 

S.  H.  Cuzner  has  secured  a  site  and 
tenders  are  about  to  be  called  for  the 
erection  of  a  concrete  and  tile  picture 
theatre. 

Tara,  Ont. 

Jas.  A.  McDonald  will  erect  a  $4,000 
one-storey  concrete  store. 

Three  Rivers,  Que. 

Tenders  will  be  called  shortly  for  the 
rei)airs.  costing  $6,000,  to  factory  for  C. 
W.  Lindsay,  Ltd.,  512  St.  Catherine  St. 
W.,  Montreal.  Architect,  Jules  Caron, 
69  St.  Francois  Xavier  St. 

Toronto,  Ont. 

The  Canadian  Allis-Chalmers  Co.,  Ltd., 
Lansdowne  and  Royce  Aves.,  will  erect 
a  $6,000  steel  and  galvanized  ,iron  addi- 
tion to  smith  shop. 

Plans  have  been  drawn  for  a  brick 
garage  to  be  erected  by  J.  Crang,  906  St. 
('lair  West. 

Vancouver,  B.C. 

J.  A.  McKercher,  632  Howe  Street,  is 
erecting  a  $12,000  garage.  Heavy  mill 
construction. 

Wainwright,  Alta. 

I'.ud  Simmermon,  Sixth  Ave.,  con- 
templates the  erection  of  a  brick  veneer 
garJigc. 

Welland,  Ont. 

I'lans  are  in  progress  for  remodelling 
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foundry  for  the  Welland  Iron  and  Brass 
Company.    Manager,  E.  J.  Anderson. 

West  Nissouri,  Ont.  M 

Plans  are  in  progress  for  a  $5,000  rflB 
inforced  concrete  and  brick  cheese  fan 
tory  for  the  West  Nissouri  Cheese  Cg 
Thorndale.  'U 

Winnipeg,  Man.  V 

Samuel  Berch,  care  of  Canadian  Farm 
ers'  Hay  Exchange,  Ltd.,  118  Grain  Efl 
change  Building,  will  rebuild  his  theatfl 
on  Main  St.  N.,  at  a  cost  of  $13,000.  ■ 

Wolfeville,  N.S.  1 

The  Wolfeville  Fruit  Company,  Lt(M 
are  erecting  a  brick  veneer  warehousH 

Yarmouth,  N.S.  I 

The  Milton  Shipbuilding  Company  coiM 
template  the  erection  of  a  shipbuildinj 
plant.    Master  Builder,  Armand  DevcauM 

CONTRACTS    AWARDED  I 
Brockville,  Ont.  1 

T.  J.  Davison,  Crawford  St.,  has  \.\m 
general  contract  for  addition  to  factorJ 
for  the  Canada  Carriage  Company.  Pai'iP 
Street. 

Halifax,  N.S. 

The  Nova  Scotia  Construction  Com- 
pany. Upper  Water  Street,  have  the  gen- 
eral contract  for  temporary  office  and 
foundry  for  Hillis  &  Sons,  Ltd.,  HoUis 
Street.  Architect,  A.  F.  Dyer,  37  Larch 
Street. 

J.  T.  Dorey,  Hollis  St.,  has  the  electri- 
cal contract  for  repairs,  costing  $8,000,  to 
theatre  for  Aker's  Family  Theatre,  Sack- 
ville  St.  The  general  contractors.  Fal- 
coner &  McDonald,  Davison  St.,  will 
carry  out  the  masonry,  steel,  carpentry, 
roofing,  and  plastering. 

Hamilton.  Ont. 

W.  H.  Yates,  24  Leemington  St.,  has 
the  general  contract  and  inasonry  and 
will  let  painting,  carpentry,  roofing,  steel, 
and  electrical  work  for  the  erection  of  a 
$20,000  addition  to  factory  for  Wagstaffs, 
Ltd.,  Gage  Ave.  The  architect,  A.  M. 
Preene,  Clyde  Building,  will  let  the  heat- 
ing, and  plumbing. 

London,  Ont. 

John  Hayman  &  Sons  Company,  Ltd.. 
432  Wellington  St.,  have  the  general  con- 
tract for  $5,000  dry  kiln  and  a  $3,000  boil- 
er-house for  the  London  and  Petrolea 
Barrel  Company,  Simcoe  St.  E. 

Moncton,  N.B. 

Ambrose  Wheeler,  Railway  Ave.,  has 
the  general  contract  and  Sumner  Com- 
pany, 035  Main  St.,  the  plumbing  for  re- 
pairs, etc..  costing  $13,000,  to  creamery 
for  the  Farmers'  Co-operative  Creamery, 
Limited. 

Thomas  Johnston  &  Co.,  Ltd.,  736 
Main  St.,  have  the  plurnbing  and  Sumner 
Company,  635  Main  St.,  the  heating  con- 
tract for  $25,000  business  block  for  L.  H. 
Higgins  681  Main  St. 

Montreal,  Que. 

John  MacGregor.  Ltd.,  511  St.  Cather- 
ine St.  W.,  have  the  masonry,  carpentry, 
and  concrete  contracts  for  tlie  erection 
of  a  factory  for  the  Canada  Casing  Com- 
l)any,  Ltd.,  750  St.  Paul  St.  W. 

The  following  contracts  have  been 
awarded  in  connection  with  alterations, 
costing  $7,000,  to  office  building  for  the 
Somner  Building,  37  Mayor  St.:  General 
contract  and  carpentry,  M.  Fromson,  60 
C'olonial  Ave.;  steel  sashes.  Steel  and 
Radiation.  Ltd.,  304  University  St.;  glass, 
J.  P.  O'Shea  &  Co..  15  Perrault  Lane; 
file  and  marble,  Smith  Marble  and  Con- 
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SERVICE 


in  the  trenches  is  the  test  of 

a  soldier's  stamina  and  worth 

Vitrified  Clay  Pipe 

"THE  PERMANENT  PIPE" 

is  holding  the  trenches  against  disease  in  every 
Canadian  City. 

Attacks  by  such  enemies  as  corrosion,  electrolysis  and 
decay  are  repelled  without  a  casualty.  No  siege  is 
long  enough  to  put  its  resistance  to  the  test. 

For  public  or  private  sewerage,  for  drains  and  for 
culverts,  Vitrified  Clay   Pipe  is  the  logical  Material. 


Ontario  Sewer  Pipe  Co.  Limited 

Mimico,  Ont. 


J 
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structioii  l.;onii)aiiy,  Ltil..  ]4.->  Van  Uurr.c 
\ve  :  electrical  work,  Collyer  iSc  Urock. 
1!1  St  Alexander  St.:  phuiihniK  and 
heatinur,  J.  A.  Gordon.  ilOl  St.  Antonio 
St  •  plasterin-.^-.  Frank  Charles.  S70  St. 
t  atherin  W.;  painting, .  K.  Shapiro,  .^>l  i 
St  L'rhain  St.;  wood  carving  and  orna- 
mental plaster,  E.  Soucy,  25;!  Hleury  St. 

M.  Shaw.  151  Metcalfe  St..  has  the  gen- 
eral contract  for  alterations,  c  )Sting 
.$5,000,  to  stable  for  the  .\merican  Ex- 
press Company,  231  St.  James  St. 

Laurin  Construction  Company,  112  St. 
James  St.,  have  the  general  contract  for 
remodelling  warehouse  building  for  the 
Hotel  Dieu.  Pine  Ave.  W. 

lohn  .Mian.  :!00  .Atwater  Ave.,  has  the 
general  contract  for  the  conversion  of  a 
residence  into  bank  for  the  Bank  of 
Montreal,  head  ottice  lOll  St.  James  .St. 

Ottawa,  Ont.  • 

\li-x.  (larvock.  Jr.,  Regent  Theatre 
I'.iiildiii.g.  has  the  general  contract  for 
$(;.-),()0(»  store  and  ottices  for  A.  A.  hour- 
nicr,  W  elliiigton  St. 

S.  V.  Smith.  448  McLeod  St..  has  the 
••cnerai  contract  for  alterations  to  store 
on  Bank  St.  for  Foley  &  Gleeson,  Cen- 
tral e  hambers.  Architect.  W.  F.  Noffke, 
Central  Chambers. 

\V.  E.  Webster,  124  Breezehill  Ave., 
has  the  general  contract  for  alterations 
to  store  for  George  Brigham,  85  Duke 
Street. 

St.  Catharines.  Ont. 

The  Whiteman  and  Barnes  Manufac- 
turing Company  have  awarded  the  con- 
tract for  three  rolling  steel  doors  to  the 
A.  B.  Ormsby  Company.  Toronto. 

Three  Rivers,  Que. 

.•\rt  Provencher,  20  Lavioiette  St.,  Las 
the  general  contract  and  .Vobert,  Dugre 
&  .Vrsenault,  Hochelaga  Bank  Building, 
the  masonry  for  store  and  residence, 
costing  $8,000,  for  J.  D.  Lamproii,  274 
Lavioiette  St..  who  wants  prices  on  a 
quantity  of  building  material. 

A.  Heon  &  Co..  95  Des  Forges  St.. 
have  the  general  contract  for  the  erec- 
tion of  stables,  barns,  and  wagon  sheds 
for  the  Imperial  Oil  Company,  Ltd.,  918 
St.  Patrick  St..  Montreal. 

Toronto,  Ont. 

The  contract  for  the  steel  sash  for  the 
new  addition  to  the  Chapman  Trouble 
I>all  P>earing  Company's  plant  has  been 
awarded  to  the  A.  II  Ormsby  Company, 
together  witli  the  contract  for  the  sheet 
metal  work.- 

J.    Kritzer,    100   .\lton   .\ve.,   has  the 


r  H  F.    CO  N  'V  R  .\  ( "  'I'  RECORD 

mas.mrv  contract  lor  two  stores  and 
apartments,  costing  .$10,000.  for  A.  L. 
.Sana.gan,  n>9  Kingswood  i\d. 

The  following  contracts  have  l)eeii 
awarded  in  connection  with  the  erection 
of  a  warehouse  on  Wellington  St.  west, 
of  Spadina:  Concrete,  Crescent  Com- 
pany, Temple  Building;  sheet  metal,  A. 
Matthews  Company,  258  Adelaide  W.; 
painting  and  .glazing,  R.  .\.  Dale,  98  Cas- 
tle Frank  Kd.;  steel  sash.  Trussed  Con- 
crete Steel  Company,  34  King  W.;  ele- 
vator, TurnbuU  Elevator  Company,  Ltd., 
126  John  St. 

Ramsden  &  Roxborough,  27  Welling- 
ton St.  E.,  have  the  electric  wiring  and 
A.  1!.  Ormsby  Company,  Ltd.,  48  Abell 
St.,  the  jackkiiife  door  contract  for  ship- 
1)uilding  plant  for  the  Dominion  Ship- 
liuilding  Company.  Ltd.,  foot  of  Bath- 
urst  St. 

Vancouver,  B.C. 

H.  .\.  W  iles,  KiC)!  Eighth  Ave.  \V.,  has 
the  general  contract  for  alterations,  cost- 
ing .$4,000,  to  •"Blacklnirn"  Hotel  for 
iioyd  &  Glendenning,  I'.lackburn  Hotel, 
318  Main  St. 

Winnipeg,  Man. 

The  b'ort  Garry  Construction  Com- 
pany. Ltd.,  :!13  Fort  St.,  have  the  general 
contract  for  stable,  painting,  and  black- 
smith shop,  costing  $.58,000,  for  the  T. 
Eaton  Company,  Ltd.,  190  Yonge  St., 
Toronto. 


Residences 

Amherstburg,  Ont. 

F.  J.  Stockford  will  erect  a  $3,000  two- 
storey  frame  residence. 

Belwood,  Ont. 

Albert  Clark  contemplates  the  erec- 
tion of  a  $3,000  1)rick  residence. 

Bittern  Lake,  Alta. 

Tenders  will  be  called  April  1  for  the 
erection  of  a  $3,500  residence  for  E.  C. 
l\oper  &  Sons. 

Dartmouth,  N.S. 

The  Dartmouth  Development  Com- 
pany contemplate  the  erection  of  two 
$4,500  residences.  Manager,  W.  C. 
fiishop. 

Donnacona,  Que. 

Tenders  will  be  called  about  April  1 
by  the  architect,  J.  C.  McDougall,  511  St. 
Catherine  St.  W.,  Montreal,  for  the  erec- 
tion of  nine  cottages,  costing  $20,000.  for 
the  Donnacona  Paper  Cornpany,  Ltd. 

Hamilton,  Ont. 

D.  Goldstein,  143  Sherman  Ave.  N., 
will  erect  an  addition  to  his  residence 
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anil  carry  out  the  masonry,  carpentry, 
and  rooling. 

Horton  Township,  Ont. 

Oliver  McQuitty;  Renfrew  R.  M.  D., 
contemplates  the  erection  of  a  $3,500 
two-storey  frame  and  brick  veneer  resi- 
dence. 

London,  Ont.  i 

Watt  &  Blackwell,  Bank  of  Toronf^ 
Building,  are  preparing  plans  for  rfr 
modelling  residence  for  Col.  W.  M.  Gart- 
shore,  Ridout  St.  S. 

Ottawa,  Ont. 

Millson  &  Burgess,  I'nion  Rank  Build- 
ing. Sparks  St.,  are  preparing  plans  for 
ai)artments. 

X.  Hidlister,  512  Bay  St.,  is  preparing 
plans  for  the  conversion  of  a  residence 
into  apartments,  at  a  cost  of  $12,000,  for 
Dr.  Ju\et,  Canada  liuilding,  Sparks  St. 

Port  Stanley,  Ont. 

William  G.  Murray,  Dominion  Savings 
liuilding,  is  prejiaring  plans  for  renKidel- 
ling  summer  residence  for  S.  \'.  Lavvr.a- 
son,  (143  Nels(jn  St.,  T^ondon. 

Quebec,  Que. 

Tenders  will  l)e  called  about  April  20 
by  the  architect,  Pierre  Levesque.  11.5  St. 
John  St.,  for  alterations,  costing  $6,000, 
to  residence  for  Nap.  Lavoie,  La  Banque 
Rationale. 

Renfrew,  Ont. 

Har\-ey  Totton,  333  German  St.,  con- 
templates the  erection  of  a  $4,500  2^- 
storey  frame  and  brick  veneer  residence 
at  German  and  Arnprior  Streets. 

Alex.  W.  Easton,  367  Ragian  St.,  con- 
templates the  erection  of  a  $3,500  lyi- 
storey  frame  and  brick  veneer  residence. 

(Continued  on  page  39) 


CONTRACTORS 
and  TENDERERS 

for  Superior  Service 

THE 

Canadian  Surety  Co. 

26  WellinRton  St.,  East 

Phone  Main  2609   TORONTO,  Ont. 
Represented  in  all  the  principal 
cities  and  towns  in  the 
Dominion. 

BONDS  INSURANCE 

of  every  description      Plate  Glass— Burglary 
Automobile 


iMacLcan  Reports  y^\\Q  the  vital  fact.s  that  are  ,so 
necessary  if  you  would  secure  the  l)est  of  new  business 
— and  they  cost  l)Ut  a  few  cents  a  day.  They  are  issued 
daily  (card  system)  and  give  accurate  information  on 
Canadian  building  and  engineering  projects,  contem- 
plated, tlu  ir  progress  and  details  of  the  material  and 
(•<pii]inienl  required.    i\ates  ;ind  saniiiles  on  re(|uest. 

MacLEAN  DAILY  REPORTS,  Limited,  Toronto 
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SCARCITY  OF  LABOR 
PROVIDED  FOR 

The  Ideal  Automatic  Power  Tamper, 

used  with  an  Ideal  Block  Machine, 
saves   labor,    which    is   today  recog- 
nized as  conservation  of  man  power, 
t!ie   great   necessity  during  the 
War  Period. 

At  the  same  time  you  are 
producing  building  units  much 
superior  to  those  made  by  man 
power.  Our  catalogue  tells  you 
all  about  it.  Write  for  a  free 
copy. 

Ideal  Concrete  Machinery 

Company,  Limited 
WINDSOR  ONTARIO 


Firebrick  Famine 

Our  PLIBRICO  jointless  firebrick  and  PLIBRICO  BOND  will 
make  you  independent  of  above,  and  eliminate  unsatisfactory  condi- 
tions. 

PLIBRICO  is  not  only  for  steam  boilers,  but  being  used  success- 
fully all  over  Canada  for  nosing  furnaces  in  ammunition  plants,  baffles, 
Dutch  oven  constructions,  cupolas,  retorts,  enamelling  furnaces,  oil 

fire  forges,  etc.,  and  is  guaranteed  to  stand  2,500  F.  if  used  in  accordance  with  instructions. 

PLIBRICO  BOND — high  temperature  cement  for  temperatures  3,100/3,800.  For  bonding  firebrick 
and  as  a  plaster  on  surface  of  same,  number  103  quality  for  use  with  silicate  bricks  in  smelters,  etc. 


lAPIDOUTH 

mmm^m   trade  mark  mt^mmm 


will  solve  all  your  troubles  with  concrete  floors,  tanks,  and  walls  once  and  for  all.  Makes  same  hard  as 
granite — dustproof,  wearproof  and  waterproof.    We  guarantee  results. 

Beveridge  Paper  Co.,  Limited,  Montreal 


STOCKS— Toronto  and  St.  John,  N.B. 


N.  J.  Dinnen  &  Co.,  Ltd.,  Winnipeg 


James  Thomson,  President. 


J.  G.  Allan,  Vice-President. 


James  A.  Thomson,  Secretary. 


THE  GARTSHORE-THOMSON  PIPE  &  FOUNDRY  GO. 


LIMITED 


Manufacturers  of 

Flexible  and  Flange  Pipe, 
Special  Castings  and  all  kinds 
of  Waterworks  Supplies. 


GASt  IR CI  N  PIPE 


3  inches  to  60  inches  diameter. 

for  Water,  Gas,  Culvert  and  Sewer 
HAMILTON,  ONT. 
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ROAD  GRADERS 


The  "Austin"  Line  of  Graders  comprises  the 

"Standard"  "Giant"  "Mammoth  Jr."  "Mammoth" 

Horse  and  Tractor  Graders — Blades  up  to  12  ft. 

?UEBEC— Pruncau  &  Co. 


MUSSENS  UMTED 


MONTREAL 
WINNIPEG 
VANCOUVER 


rORONTO-H.  TurnbuU  &  Co. 
COBALT -H.  L.  Usborne 


iiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiii^ 


Canadian  Rivet  Forges  are  built  to 
last. 

Easy  running  blower,  powerful, 
uniform  blast,  rigid  steel  plate  con- 
struction. 

Write  for  Catalog  100-12. 

Canadian  Blower  &  Forge  Co. 

Kitchener,  Ont. 


till 


CANADIAN   DES  MOINES 
STEEL  CO.,  Limited 

Elevated  Tanks  Barge*  Bridges 

Standpipes  Wireless  Towers 

Structural  Steel  for  all  purposes. 


Let  us  bid  on  your  requirements. 
Attractive  Prices— Prompt  Deliveries. 


Sales  Offices  and  Plant 
CHATHAM,  ONT.  275  Inshes  Ave 

Associated  with 
I'ln  snUKGII.DES  MOINES  STEEL  CO. 
I'iltsburgh,  Pa.  New  York  City 

94.5  Curry  lildg.  42  Church  St. 

DES  MOINES  RRIDGE  AND  IRON  CO. 
I)cs  Moines,  Iowa,  O.^S  Tutlle  Street 


WOODEN  PIPE 


Wire  wound  wood  stave  pipe,  2  in.  to  24  in.  diameter.  Con- 
tinuous  wood   stave   pipe,   any   diameter  required. 

CANADIAN  PIPE  CO.,  LIMITED 

Established  1904  New  Factory  Erected  1910 

Equipped  with  the  most  up-to-date  machinery.  Every 
machine  driven  by  a  separate  electric  motor.  Satisfaction 
Gua  ranteed. 

Office  and  Factory— 550  Paoific  St.,  VANCOUVER,  B.C. 


Marrli  I'.lIS 
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Works  at  Walkerville.  Ontario 


When    placing  your 
order  for 

HYDRANTS, 
VALVES 

and 

VALVE 
BOXES 

place  it  with  us. 


MADE  IN  CANADA 

Strong,  Substantial  and 
Modern  Designs. 
Prices  right. 

Write  for  prices  and  see. 


TIMITED 


YALVL-HYDRANT  MANUFACTURERS 

WALKERVILLE,  ONT. 


OxyAcetylene  and  Cutting 


Prest-O-Lite    operator    welding    6-inch    nipples    into  steam 
header  14  inches  in  diameter. 


Welded  Pipe  Joints 
Prevent  Leakage 

The  welding  of  nipples  into  pipes,  instead  of  using 
threaded  fittings,  is  now  standard  practice  in 
many  plants.  Welded  joints  are  positively  and 
permanently  leak-proof,  and  cost  less. 

In  repair  work  of  all  kinds,  the  Prest-O-Lite  Pro- 
cess saves  time  and  money.  Repaired  parts  are 
made  strong  as  when  new,  and  one  repair,  by 
preventing  a  serious  tie-up,  will  probably  repay 
you  tlie  entire  cost  of  the  outfit. 


employs  both  gases  (acetylene  and  oxygen)  in  portable  cyl- 
inders. Prest-O-Lite  Dissolved  Acetylene  is  backed  by 
tPrest-O-Lite  Service,  which  insures  prompt  exchange  of  full 
cylinders  for  empty  ones.  Provides  dry,  purified  gas,  insur- 
ing better  welds,  quicker  work  and  lower  operating  cost. 

Apparatus  consists  of  an  equal  pressure  blow  pipe,  auto- 
matic regulators  and  gauges,  and  all  necessary  equipment. 
Adaptable  for  oxy-acetylene  cutting  by  the  addition  of  special 
cutting  blow  pipe. 

Thorough  instiuctions  are  furnished  free  to  every  user 
of  Prest-O-Lite  Dissolved  Acetylene.  Any  average  work- 
man who  understands  metals  can  learn  tlie  welding  process 
quickly  and  easily. 

We  will  gladly  send  illustrated  literature  and  interesting 
data  showing  actual  instances  of  savings  made  by  others. 
It  may  suggest  valuable  ideas  to  you.     Write  for  it. 

Address  Dept.  C-105 

THE  PREST-O-LITE  CO.,  INC. 

CANADIAN  GENERAL  OFFICES 
Prest-O-Lite  Building 
Corner  Elm  Street  and  Centre  Avenue 
TORONTO 
Direct  Factory  Canadian  Plants: 

Branches:  Toronto,  Ont. 

Montreal,  P.Q.  Merritton,  Ont. 

Merritton,    Ont.  St.  Boniface,  Man. 

Toronto,    Ont.  Shawinigan  Falls, 

Winnipeg,  Man.  P.Q. 
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For  Good  Roads- 


Fluxphalte  will  save  many  dollars  every  year  in  road  repairs.  For  macadam 
roads  it  will  make  a  perfect  surface  covering  that  will  not  dust  or  wear.  The  surface 
will  be  like  an  asphalt  pavem,ent.      Makes  an  ideal  roadway  on  macadam  foundation. 

Write  for  illustrated  book  and  further  details 


pmL' 


eiSfflilHlMIlTI  f@E 

on  Of  TE^BB  BI 


To  Secure 
ECONOMY  and  DURABILITY 


Construct  Your 


SEWERS 


fro 


m 


Reinforced  Concrete  Pipe 

Manufactured  by 

Dominion  Concrete  Co. 

Limited 

KEMPTVILLE       -  ONTARIO 

"Better  good  pipe  at  a  fair 
price  than  poor  pipe 
at  any  price.  " 

N.  B.  The  adjoining  Illustration  shows  a  line  of  42-ln.  pipe 
In  a  trench  ready  (or  fllllns:. 


f 

March  37,  1918 


THE   CONTRACT  RECORD 


51 


Genuine 
Dry  Red  Lead 

Made  in  Canada,  from  best-grade 
Canadian  Pig  Lead. 

When   specifying   the   paint  to  be 
used  on  your  metal  work  insist  on  Car- 
ter's Genuine  Dry  Red  Lead,  mixed 
.  with  pure  linseed  oil  being  used. 

It  Prevents  Rust  and  Corrosion 

Carter's  Genuine  Dry  Red  Lead  is  a 
highly  oxidized  pure  Red  Lead,  finely 
pulverized,  which  insures  easy  applica- 
tion,  greatest  covering  and  a  uniform 
film  throughout  the  whole  work. 

We  also  manufacture  Orange  Lead, 
Litharge  and  Dry  White  Lead. 

The  Carter  White  Lead  Co. 

of  Canada,  Limited 
91  DelorimierAve.:  MONTREAL 


II  II  II — 3C 


3IZZ3I  lUC 


SWANSEA 

Salt  Glazed  and  Vitrified 

SEWER  PIPES 


True  to  Size 
Impervious  to  Water 

Sizes  manufactured  and  al- 
ways in  stock  4  in.  to  24  in. 


Ask  for  Price  List 
and  Discounts 


also 

Chimney  Tops 
Flue  Lininers 
Wall  CopinfiT 
Culvert  Pipe 
Inverts 

Telephone  (Toronto  Connection) 
Parkdale  5000 


The  Dominion  Sewer  Pipe  Co. 

(The  Independent  Co.)  Limited 

SWANSEA  (near  Toronto) 


National  Iron  Works 

LIMITED 

Head  Office,  Works  and  Docks— TORONTO 

CAST  IRON  PIPE 

Every  Size  for  Water,  Gas,  Culvert  or  Sewer, 
Carried  in  Stock  at 

MONTREAL  -  TORONTO  -   PORT  ARTHUR 

RAIL  OR  LAKE  SHIPMENTS 


Dominion  Iron  and 
Wrecking  Co.,  Ltd, 

Canada's  Largest 
Cash  Buyers  and  Liquidators 


Factories  and  Complete  Plants. 

Marine  Wreckers  and  Dismantlers. 

Scrap  Iron,  Steel,  Metals,  and  Waste  Materials. 

Distributors  of  Spelter,  Ingot  Copper,  Lead,  Tin, 
Antimony. 

Iron  and  Steel  Shafting,  all  sizes  and  lengths. 
New  and  Used  Electrical  Equipment. 

Power  Machinery,  Electrical,  Hydraulic,  Steam 
and  Gas. 

Relaying  Rails  of  all  sizes  always  in  stock. 

General  Offices : 

Transportation  Bldg.,  MONTREAL 


Quebec 


Tel.  Main  3751 


St.  John  N.B. 


Pacific  Coast  Pipe  Co.,  Ltd. 

Wire  Wound  Wood  Stave  Pipe 

from  2  in.  to  24  in.  diameter 

Continuous  Stave  Pipe 

from  16  in.  to  12  ft.  diameter 


1551  Granville  Street 


Vancouver,  B.  C. 
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Current  Prices  of  Building  and  Engineering  Materials 


TORONTO  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement— delivered  in  S  bariel  lots,  $2.S5  per  bbl. ; 
with  bags,  $3.25;  car  lots,  $2.15  on  the  track, 
with  pkgs.,  $2.55. 

Lime—grey  60c,  white  70c  per  100  lbs.,  delivered 
in  not  less  than  1500  lb.  lots.  At  the  ware- 
house, grey  55c,  white  65c.  Hydrated  lime, 
$16.00  per  ton  delivered;  $15.00  at  warehouse. 

Brick — No.  1  dry  pressed  red  brick,  $20;  buff, 
$20,  f.o.b.  the  job;  No.  2,  $18;  common  red 
stock  brick,  $16;  grey,  $16;  wire-cut  brick, 
for  foundation  work,  $12.50  on  the  cars,  de- 
livered $14;  "Tapestry"  brick,  imported,  $25 
to  $35;  local  Rug,  $20;  sand-lime  brick,  $10.25 
f.o.b.  car  at  King  Edward  Siding;  $9.00  f.o.b. 
car  or  wagon  at  plant.  Paving  brick,  local 
manufacturers  not  quoting  prices  at  present, 
imported  paving  squares,  delivered  at  job 
in  Toronto,  best  quality  $80,  second  quality 
$75,  third  quality  $70.  (These  prices  are 
merely  approximate,  as  no  sales  are  recorded). 
Sun-Tex  face  brick,  $20  to  $30  at  plant,  $24 
to  $34  delivered,  price  depending  on  color 
and  texture.  Denison  interlocking  hollow 
tile,  $80  per  M.  at  plant,  $97.50  delivered. 
Lots  over  100,000,  $75. 

Fire  brick — $65  to  !585  per  M.,  according  to  qual- 
ity.   Fire  clay,  $15  per  ton. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 
Toronto  prices,  F.O.B.  Car: 
Crushed  stone— 2  in.,  $1.50;  1  in.,  $L70;  Vi  in., 

$1.70;  rubble  stone,  in  car  lots,  $1.40  per  ton, 

f.o.b.  car. 

Sand — for  cement  or  brick  work,  $1.10  per  ton, 

f.o.b.  Toronto. 
Gravel — Pit  run,  $1.40  per  ton,  f.o.b.  Toronto; 

screened,  $1.50  per  ton,  f.o.b.  Toronto. 

LUMBER  (ByiLDING  MATERIAL) 
Toronto  retail  prices,  delivered. 

Hemlock— 2  x  4  in.  to  2  x  10  in,,  12  and  14  ft. 
long,  .$39;  10  and  16  ft.,  $40;  2  x  12  in.,  12 
and  14  ft.,  $40;  10  and  16  ft.,  $41 ;  1  x  4  in. 
and  1x5  in.,  T.  and  G.,  $42;  1x6  in.,  T. 
and  G.,  $43;  No.  2,  $5  less  than  No.  1.  Siz- 
ing, $1  per  M.  extra. 

Pine— Box,  1  x  4  in.  and  1x5  in.,  $45;  1  x  G 
in.,  $48;  1  x  8,  $50;  1  x  10,  $55;  1  x  12,  $55; 
Shelving,  1  X  4  in.  and  5  in.,  $50;  1x6,  $60; 
1x8,  $05;  1  X  10,  $70;  1  X  12,  $75 ;  2  x  4 
in.,  10  to  10  ft.  long,  common,  $46;  2x6, 
$48;  2x8,  $50;  2  x  10,  $52;  2  x  12,  $54.  No. 
1  flooring,  $58;  No.  1  V  or  beaded  slieeting, 
$00.  Pine  trim,  4  in.  casing,  $2.75  per  100 
ft.;  5  in.  ditto,  $3.25;  8  in.  pine  base,  $4.75; 
4  in.  pine  window  stool,  $4.00. 

Spruce — 10  to  16  ft.  long,  rough,  1  x  4  in.  and 
2x4  in.,  $40;  1  x  6  and  2  x  6,  $48 ;  1  x  8 
and  2  X  8,  $50 ;  1  X  10  and  2  x  10,  $52 ;  1  x 
12  and  2  x  12,  $54. 

Dimension  Timber  (B.C.  fir)— 10  x  10,  10  x  12, 
10  X  14,  10  X  16,  12  X  12,  12  x  14,  12  x  16,  14 
X  10,  16  X  16,  $65;  12  x  18,  12  x  20,  14  x  18, 
14  X  20,  16  X  18,  16  X  20,  18  x  18,  18  x  20, 
$70.  These  prices  apply  to  Icngtlis  up  to  32 
ft.;  32  to  35  ft.,  $3  per  M.  extra;  36  to  40 
ft.,  $5  per  M.  extra. 

Shrtigles— XXX  B.C.,  $5.50;  XX  B.C.,  $4.50;  N. 
B.  extras,  $6.00;  N.  B.  clears.  $.'').75;  No.  1 
pine  lath,  $7.fK);  No.  2  pine  lath,  $6.50;  No.  1 
spruce  lath,  $5.75. 

STEEL  AND  IRON 

S;«el  and  Iron  Bars— $5.00  to  $7.00  base;  twist- 
ed and  Helormcd,  $5.60. 

Shapes— Over  35  lbs.  per  yard,  $4.80  per  100  lbs. ; 
under  35  lbs.  per  yard,  $5  00  per  100  lbs. 


Plates — 6  ins.  arid  over  and  under  30  ins.,  $7.50  per 
100  lbs.;  30  ins.  and  over,  $8.50.  Tank 
and  boiler  plates — 54  a"d  over  and  under 
36  ins.,  $10.00;  36  ins.  and  over,  $6.70. 
Gauge  plates— No.  10,  $11.50;  No.  12,  $8.60; 
No.  14,  $8.65  per  100  lbs.  Black  American 
Bessemer  Plates— 28  gauge,  $8.40  per  100  lbs. 

Flats — 6  ins.  wide  and  under,  $6.00  per  100  lbs. 

Rivets — Button  and  cone  head — base  for  '/i  in. 
and  up,  $8.50. 

Extras — 1/lOc  per  lb.  extra  for  cutting  to  length, 
for  plate  less  than  14  in.  thick,  for  .angles 
less  than  5  in.  combined  legs  and  beams  and 
channels  under  6  ins.,  for  18,  20,  and  24  in. 
beams;  1/lOc  to  }4c  per  lb.  extra  for  all 
Bethlehem  sections. 

Galvanized  iron— 28  gauge,  $8.75. 

Qast-iron  pipe — Standard  prices,  carload  lots, 
f.o.b.  Toronto:  4-in.  $78  to  $79  per  net  ton; 
6-in.  and  up  $75  to  $76.  Lower  price  for 
Class  B.  Higher  price  for  Class  A  and  gas 
pipe.     Less  than  car  lots,  $2  extra. 

SEWER  PIPE 
Sewer  pipe — Toronto  prices  (wholesale),  with  dis- 
counts as  below,  f.o.b.  factory — 4  in.,  30c  per 
ft.:  6  in.,  45c;  8  in.,  70c;  9  in.,  90c;  10  in., 
$1.05;  12  in.,  $L35;  15  in.,  $L80;  18  in., 
$2.50;  20  in.,  $3;  22  in.,  $4;  24  in.,  $4.50. 
Discounts — 4  in.  to  24  in.  standard,  65  per 
cent. ;  15  in.  to  24  in.  double  strength,  62 
per  cent. 

Tile  wall  coping — 8  or  9  in.  wall,  50c  per  ft. ;  12 
in.  or  13  in.  wall,  75c  per  ft. ;  18  in.  wall, 
$1.50  per  ft.;  carried  in  6,  12,  18,  and  24  in. 
lengths.     Discount  65  per  cent. 

PAINTS  AND  OILS 
White  lead — ground   in   oil,   less   than   ton  lots, 
$16.05  per  100  lbs.;  ton  lots,  $15.70  per  100 
lbs. 

Boiled  linseed  oil — in  bbls.,  $1.58  per  gal.  of  9  lbs. 

Raw  linseed  oil — in  bbls.,  $1.55  per  gal.;  red  lead, 
dry,  $19  per  100  lbs. ;  putty  in  bulk,  $6.05  per 
100  lbs. ;  in  100-lb.  drums,  $0.90,  putty  in 
25-lb.  tins,  $6.90  per  100  lbs. ;  steel  sash 
putty  »n  25-lb.  tins,  $7.15  per  100  lbs. ;  tur- 
pentine, in  bbls.,  73c  per  Imp.  gal.,  based 
on  southern  gauge. 


MONTREAL  PRICES 

CEMENT,  LIME,  AND  BRICK 
Cement — $3.00    steam    car    load    lots,  including 

sacks,  less  5  per  cent,  for  cash. 
Lime — Hydrated,  $19  per  ton;  lump,  $15. 
Brick — No.  1  pressed,  $18;   No.  2  pressed,  $15; 

Manganese  rustic,  $20;  buff  rustic,  $20;  red 

rustic,   No.  1,  $15;  red  rustic.   No.  2,  $13; 

buff  (smooth),  .$21;  buff  (rough),  $20;  plastic 

.?12.25. 

Concrete  Brick— grey  $22,  red  $22,  buff  $23,  white 
.H-I.'i,  plain  pressed  $12  per  tiiousand,  all  f.o.b. 
Works,  Mascouclie,  P.Q. 

CONCRETE  SEWER  PIPE 
Straight  pipes  (per  foot)  :  not  reinforced,  R-in. 
26c;  9-in.  30c;  10-in.  .34c;  12-in.  40c;  15-in. 
60c:  18-in.  74c.  Reinforced,  18-in.  90c;  21- 
in.  .$1;  24-in.  .$1.20;  .30-in.  $1.60;  36-in.  $2.40; 
42  in.  $3;  48-in.  $4.20. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in.,  $1.40;  J4-in.  $1.65;  J^-in. 

$1.75  per  ton,  delivered. 
Sand — $1   per  ton,  car  load,  on  cars. 
Gravel — $1.20  per  ton  f.o.b.  cars. 

STEEL  AND  IRON 

Steel  angles — 3  in.  x  3  in.  and  up,  $5.75;  1  in. 
X  1  in.  X  in.,  25c  extra;  54  'n.  x  K  in. 
x  l4  in.  50  cents  extra.  Boiler  plates — 54  in- 
thick  and  thicker,  $10.00.  Circular  plates— 
Flancre  quality.  .36  in.  dimension  and  over, 
$12,150;  under  .36  in.  diameter,  $13.00.  Beams 
and  channels — Under  35  lbs.,  per  yd.,  $5.75; 
35  lbs.  per  yd.  and  over,  $5.50;  f.o.b.  Mont- 
real, net  cash,  nominal.  Corrugated  iron — 26 
gauge,  $9.00;  28  gauge,  $8.25  per  100  sq.  feet. 


subject  to  change  without  notice.  Coppei 
bearing  sheets  —  Keystone  black,  28  U.  S, 
gauge,  $6.50  per  100  lbs.  nominal. 

SEWER  PIPE 

Straight  pipe  (per  foot) — 4  in.,  30c;  6  in.,  45c; 
in.,  70c;  9  in.,  85c;  10  in.,  $1.05;  12  in.,  $1.35; 
15  in.,  $1.80;  18  in..  $2.50;  20  in.,  $3;  22  in.. 
$4;  24  in.,  $4.50;  27  in.,  $6.50;  30  in.,  $7.20. 
Channel  pipe  (4  in.  to  30  in.)  24c,  36c,  56c, 
72c,  84c,  $1.08,  $1.44,  $2.00,  $2.40,  $3.20, 
$3.60,  $5.20,  $5.75.  One-eighth  bends  (4  in. 
to  30  in.),  $1.20,  $1.80,  $2.80,  $3.60,  $4.20, 
$5.40,  $7.20,  $10,  $12,  $16,  $18,  $26,  $28: 
%,  $1.20,  $1.80,  $3.15,  $4.05,  $4.75,  $6.10, 
$14.40,  $20,  $24,  $32,  $36,  $52,  $57.60.  Double 
collar,  90c,  $1.35,  $2.10,  $2.55,  $3.15,  $4.05. 
$5.40;  slant  1  foot  long  side  (4  in.  to  15 
in.),  90c,  $1.35,  $2.10,  $2.55,  $3.15,  $4.05, 
,$5.40.  Single  branch  (6  in.  to  9  in.),  3  ft., 
$2.25,  $3.50,  $4.25;  2  and  2]/,  ft.  (4  in.  to  30 
in.),  $1.35,  $1.80,  $3.15,  $3.85,  $4.75,  $6.10, 
$8.10,  $11.25,  $13.50,  $18,  $20.25,  $32.50,  $36. 
Single  squares  (4  in.  to  30  in.)  ditto.  Double 
branch  and  double  square  and  Y  pipe  (4  in.  to 
.30  in.),  $1.80,  $2.70,  $4.90,  $6.30,  $7.35,  $10.80, 
$14.40,  $20,  $24,  $32,  $36,  .$45.50,  $50.40. 
Svphon,  cesspool,  and  buchan  trap  (4  in.  to 
15  in.),  $3,  $4,  $7,  $9,  $10.50,  $18.  Double 
syphon,  running  trap,  and  hand  hole  trap  (4 
in.  to  12  in.),  $3,  $4,  $7,  $9,  $10.50,  $1R. 
These  prices  are  subject  to  a  discount  of  50 
per  cent,  for  less  than  car  load  lots  delivered, 
and  a  discount  of  from  61  to  66  per  cent,  for 
car  load  lots  f.o.b.  Montreal. 

SUNDRIES 

Hard  wall  plaster — $16  per  ton.  Plaster  of  Paris 
$3.05  per  bbl.,  both  less  5  per  cent,  for  cash. 
Rope — Best  Manilla,  39c  basis  per  pound; 
British  Manilla,  33c  basis;  sisal  rope,  2TAc 
basis;  lath  yarn,  2754c.  Boiled  linseed  oil- 
in  barrels,  $1.95  per  gal.  of  9  lbs.  Raw  lin- 
seed oil — in  barrels,  $1.9254  per  gal. 


WINNIPEG  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — Portland,  $4.00  per  bbl. ;  mortar  ce- 
ment, 04c  per  70-lb.  bag,  in  ton  lots ;  Keenes, 
$6.45  to  $13.55  per  bbl.,  depending  on  qual- 
ity.    (All  prices  include  bags). 

Lime — White  or  grey,  in  bulk,  45c  per  bushel; 
per  barrel,  $2.10  to  $2.40. 

Hydrated  Lime — In  paper  bags,  $16.35  per  ton; 
in  cotton  bags,  $19.55. 

Brick — No.  1  dry  pressed,  red  and  buff,  $35; 
common  red  stock,  $25 ;  common  grey  stock, 
$12:  No.  1  enamelled  brick,  all  colors,  from 
.$100;  sand  lime,  $12;  firebricks,  $70  to  $90. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 
(Including  delivery) 

Crushed  stone— l54-in.  to  2-in.,  $2.60  per  yard; 

■K-in.  to  1-in..  $2.85;  stone  dust,  $2.55;  ruh- 

hie  stone,  $14.20  per  cord. 
Sand,  gravel  and  torpedo  sand — $2.10  per  yard. 
Crushed  granite — I'A  and  2-in.,  $2.65;  H-in.  and 

l-in..  $2.90;   -K-in.  and  dust.  $3.20. 
Gravel — Per  yard,  delivered,  $1.85. 
Crushed  Granite— 154  and  2-in.,  $2.65;  M-in.  and 

1-in.,  $2.90;  M-in.  and  dust,  $3.20. 

LUMBER  (BUILDING  MATERIAL) 
(Including  delivery) 
(15  per  cent,  discount  for  cash) 
Flooring— No.  2  red  pine,  4  in.,  $43;  6  in.,  $46; 
No.  3  red  pine,  4  in.,  $38;  6  in.,  .$40;  No.  4 
red  and  white  pine  or  spruce.  4  in.,  $28;  8 
in.,  $32;  No.  1  and  2  fir,  edge  grain,  3  in., 
$60;  4  in.  and  6  in.,  $55;  No.  3  fir,  edge  and 
flat  grain,  4  and  6  in.,  $45;  No.  4  fir  ship- 
lap  grade,  4  and  6  in.,  $32;  common  2x6 
pine,  spruce  or  fir,  4  and  6  in.,  $33;  No.  2 
white  pine,  4  and  6  in.,  $55;  No.  3,  $45;  No. 
2  red  pine,  4  and  6  in.,  $46;  No.  3,  $40;  No.  ! 
4,  $32;  No.  5,  $24. 

Dimension  timber  (No.  1  pine,  spruce,  tamarac, 
fir  or  cedar)— 8  x  8,  8  x  10.  10  x  10,  10  x 
12,  12  X  12,  .$38;  10  x  14,  14  x  14.  14  x  16, 
6  X  10,  6  X  12,  8  X  12,  $39 ;  10  x  16,  12  x  16, 
10  X  16,  14  X  18,  16  X  18,  18  x  18,  20  x  20. 
.$40;  6  X  14,  8  X  14,  12  x  18,  18  x  20,  .$42;  6 
x  16,  6  X  18,  6  X  20,  8  x  16.  8  x  18,  8  x  20. 
10  X  18,  10  X  20,  12  X  20,  14  x  20,  16  x  20, 
$43. 

(Continued   on   page  !54) 
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RAILS 


BILLETS 


Concrete  Reinforcement  Bars 

Plain  Round,  Square  and  Cold  Twisted  Squares 

DOMINION  IRON  &  STEEL  COMPANY 

LIMITED 

BAR  STEEL 


Warehouse  Stocks  s 

SYDNEY.  N,  S. 
MONTREAL.  QUE. 
TORONTO.  ONT. 
FT.  WILLIAM,  ONT. 


Sales  Offices  : 

SYDNEY.  N.  S. 

MONTREAL 
112  St.  James  St. 

TORONTO 
18  Wellington  St.,  E. 


Mills  and  General 
Offices  i 

SYDNEY,  N.  S. 


WIRE  NAILS        WIRE  PRODUCTS 


Modern  Bridge  Construction 

The  services  of  our  bridge  engineering  and  building  organization  are  at  the  disposal  of  industrial, 
private  or  municipal  bodies,  in  any  connection  where  they  could  be  used  to  advantage.  The  above  is  an 
illustration  of  a  recent  bridge  constructed  by  our  cornpany  at  Granby,  Quebec,  for  an  industrial  company. 
This  was  later  approved  by  the  municipality  and  taken  over  by  them.  This  is  another  instance  of  good 
engineering  and  careful  construction.  We  shall  be  glad  to  advise  you  regarding  any  bridge  work  you  have 
in  hand. 

MacKinnon,  Holmes  &  Company,  Limited,"''JtT'' 
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CURRENT  PRICES  OF  BUILDING  AND  ENGINEERING  MATERIALS— continued 


(Continued  from  page  52) 
Pine — 1-in.  common,  6  to  10  in.,  $105;  12  in., 
$110;  pine  trim  4  in.  casing,  $3.70  per  100 
ft.;  5% -in.  ditto,  $4.40;  8-in.  pine  base,  $6; 
10-in.,  $7;  4-in.  pine  window  stool,  $7.50. 
Shingles— No.  1  B.  C.  cedar,  $4;  No.  2,  $3.50; 
No.  1  B.  C.  cedar  dimension,  $5.50;  hand- 
sawn,  $7. 

STEEL  AND  IRON 

Steel — Round  bars,  $5.25  per  ICQ  lbs. ;  square 
twisted,  $5.25  per  100  lbs. ;  channels  and 
angles,  $5.50;  beams,  $5.25;  plates,  $8.25  per 
100  lbs. 

Cast  Iron  Pipes — Standard  price,  car  load  lots, 
f.o.b.  Winnipeg,  $38  per  ton. 

SEWER  PIPE 

Sewer  Pipe — Wholesale  price  f.o.b.  Winnipeg,  per 
ft.,  3  in.,  9  cents;  4  in.,  11  cents;  5  in.,  16 
cents;  6  in.,  18"^  cents;  8  in.,  30  cents;  9  in., 
35  cents;  10  in.,  40  cents;  12  in.,  50  cents; 
15  in.,  75  cents;  18  in.,  $1.00;  20  in.,  $1.50; 
24  in.,  $2.00. 

■  SUNDRIES 
(Including  delivery) 

Hard  Wall  Plaster— $19  to  $22.50  per  ton;  Plaster 
of  Paris.  $20.50  per  ton;  in  barrels,  $4.40  per 
bbl.  of  320  lbs. 

Plasterers'  Hair— $3.30  per  bale;  90c  per  bushel. 

PAINTS  AND  OILS 

Mortar  Color— Red,  $4.50  per  100  lbs. ;  black  or 
buff,  $.5.50;  chocolate,  .$6.50. 

Paints  and  Oils — White  lead,  ground  in  oil,  $11.50 
per  100  lbs.;  boiled  linseed  oil,  in  bbls.,  98 
cents  per  gal. ;  raw  linseed  oil,  in  bbls.,  95 
cents  per  gal. ;  dry  red  lead,  $10.00  per  100 
lbs.  ;  putty  in  bulk,  $3.25  per  bbl. ;  putty  in 
25-lb.  tins,  $3.75;  turpentine,  in  bbls.,  80 
cents  per  gal.  Mixed  paint,  ordinary  colors, 
per  gal.,  $3.10. 


VANCOUVER  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — Grey  Portland,  $2.65  per  bbl.  f.o.b.  ware- 
house, sacks  extra ;  Keens  cement,  $9.00  per 
bbl.,  sacks  extra;  fine  white,  $8.00  per  bbl.  of 
300  lbs. ;  superfine,  white,  $9.50  per  bbl. ; 
white  Portland  cement,  $2.65  per  bbl.  of  250 
lbs.,   sacks  10c  extra,  f.o.b.  Vancouver. 

Lime — $1.70  per  bbl.  f.o.b.  warehouse  or  delivered. 

Brick— Common  red  brick,  $14.50  to  $16.00  f.o.b. 
warehouse;  $12.50  and  up  in  car  lots  f.o.b. 
Vancouver;  pressed  red  brick,  f.o.b.  wharf 
Vancouver;  pressed  buff  brick,  $40  at  ware- 
house; $33  in  car  lots;  tapestry  brick,  $45  at 
warehouse;  impervious  brick,  $45  f.o.b.  build- 
ings ;  fire  brick,  $40  in  car  lots,  $45  in  ware- 
house; fire  clay,  $12.50  per  ton  in  car  lots. 


SAND  AND  GRAVEL 

Sand — Brick  and  plaster  sand  $2.50  per  cu.  yd. 
f.o.b.  bunkers. 

Gravel — $2.50  per  yard  delivered. 

LUMBER    (BUILDING  MATERIAL) 
Vancouver  prices,  f.o.b.  mills: 

Dimension  timber — Douglas  fir — 8  x  8,  10  x  10, 
10  X  12,  10  X  14,  12  X  12,  12  x  14,  14  x  14, 
14  X  16,  $18;  6  X  10,  6  x  12,  8  x  10,  8  x  12, 
10  X  16,  12  X  16,  16  x  16,  $18.50;  6  x  14, 
8  X  14,  12  X  18,  18  X  20,  $19 ;  6  x  16,  8  x  16, 
10  X  18,  18  X  20,  14  x  20,  16  x  18,  16  x  20, 
18  X  18,  20  X  20,  $19.50. 

Fir  flooring — 1  x  3  edge  grain,  $28;  1x4  edge 
grain,  $.31;  1  x  4  flat  grain,  $24;  No.  1  and 
2,  1-inch  clear  fir  rough,  $33;  No.  1  and  2, 
1%  and  I'A  inch  clear  fir  rough,  .$39;  No.  1 
and  2,  2  inch  clear  fir  rough  $35;  hemlock 
lath,  $1.15;  pine  lath,  .$2.35  to  $2.65;  XX 
B.  C.  cedar  shingles,  $2.15;  XXX,  $3.25; 
XXXXX,  $3.60. 


STEEL  AND  IRON 


Vancouver  prices  f.o.b.  warehouse: 
Steel — (round  and  square  bars)  $4.50  base;  twist- 
and  and  deformed,  $4.50  base ;  structural  sec- 
tions, $6.00  to  $7.00. 
Galvanized  iron — 28  gauge,  $12.85  per  100  lbs. 
Corrugated  iron — 26  gauge,  6,  7  and  8  ft.  sheets, 
$10.90;  5,  9  and  10  ft.  sheets,  $11.05  per  s<ji- 
Black  steel  sheets,  24  gauge,  $10.35  per  IW 
lbs. 

Steel  angles— $6.00  to  $7.00  per  100  lbs.,  depend- 
ing on  size,  quantity  and  specifications. 

Steel  channels,  beams— $6.00  to  $7.00  per  100  Ibi 
depending  on  size,  quantity  and  specificatio! 

Steel  plates— $12.00  to  $15.00 


SEWER  PIPE 


I 

seF 


Sewer  pipe — Vancouver  prices  f.o.b.  warehouse 
4-in.,  IS'Ac  per  ft. ;  6-in.,  23c  per  ft. ;  8-in.,  3Se 
ft.;  10-in.,  45c  ft.;  12-in.,  55c  ft.;  15-in; 
$1.10  ft.;  18-in.,  $1.30  ft.;  20-in.,  $1.55  d' 
24-in.,  $2.30  ft.   (all  net  prices). 

SUNDRIES 

Hard  wall  plaster — $16.50  in  car  lots  f.o.b.  Van- 
couver, bags  extra. 
Hydrated  lime — $16.00  in  car  lots. 
Alca  lime — $16  per  ton. 

Plaster  of  Paris — Hammer  brand,  $4.50  per  bbl. 
Finishing  Plaster — $19  per  ton,  sacks  extra. 
Welsh  slate— $11.50  to  $12.00  per  square,  f.o.b. 
Vancouver. 

Rope,  Manilla,  H  in.,  39c  base;  ]/,  in.,  39j4c; 
Vs  in.,  40c;  %  in.,  iOyic;  2nd  grade,  335^c 
base;  sisal  rope,  28}4c  base. 

PAINTS  AND  OILS 

Boiled  linseed  oil — In  bbls.,  $1.77  per  gal.  of  9 

lbs. 

Mixed  Paint— Per  gal.,  $3.55  to  $3.85. 

Raw  linseed  oil — In  bbls.,  $1.75  per  gal.;  red 
lead.dry,  $15.00  per  100  lbs.;  in  oil,  20Kc.: 
putty  in  bbls.,  Standard,  $5.00;  Pure,  $6.00; 
Turpentine,  in  bbls.,  $1.00. 

White  Lead— Ground  in  oil,  $16.85  per  100  lbs. 


ALL  SIZES  OF  PIPES  and  CONNECTIONS  from  4  inch  to  30  inch  always  IN  STOCK 

High  Grade  Salt  Glazed  Vitrified  Sewer  Pipes  and  connections  are  a  specialty 
with  US.  We  also  manufacture  culvert  pipes,  inverts,  flue  linings,  stove  linings, 
fire  bricks,  locomotive  blocks,  guUey  traps,  range  bricks,  cupola  linings,  wall 
coping  and  all  kinds  of  vitrified  and  fire  clay  goods.  Prompt  shipments  on  all 
goods. 

Vitrified  Hollow  Building  Blocks 
"Amco"  Segment  Sewers— From  30'  to  108 "  diameter 

Send  for  Illustrated  Book  on  "Building  Segment  Sewers" 

Standard  Clay  Products  Limited 

THREE  SEWER  PIPE  FACTORIES  :  St.  Johns,  P.  Q.,  and  Ncw  Glasgow,  N.  S. 

ALSO  FIRE  CLAY  FACTORY  AT  ST.   JOHNS,    P.  Q. 
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Canada  Iron  Foundries,  Limited 


CAST  IRON  PIPE 


Head  Office 

Mark  Fisher  Building 
MONTREAL 


Car  Wheels,  Cast  Iron  Water  and  Gas  Pipe,  Specials,  Valves,  Hydrants,  etc..  Castings 
of  all  kinds,  Mooring^  Bollards  for  both  Concrete  and  Wooden  Docks 


XCELADUCT 


(GALVANIZED  CONDUIT) 
IS  USED  BY 


ALL  Leading  Engineers  and  Contractors 

throughout  Canada 

Made  by 

Orpen  Conduit  Co.,  Limited 

Toronto 

Engineers  &  Contractors,  Limited 

102  Prince  William  Street,  ST.  JOHN,  N.  B. 

E.  R.  REID,  President  E.  M.  ARCHIBALD,  Chief  Engineer 

The  Moncton  Bridge  Foundations 

were  built  by  our  firm 

We  are  equipped  both  in  plant  and  organization,  for  difficult  foundation  work,  water  power  develop- 
ments, tunnels,  industrial  plants,  etc. 
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Contractors 

Electrical 
Mechanical 

Directory  of 

Engineers 

Special 
Interests 

Chipman  &  Power 

Civil  Engcineers 

TORONTO  WINNIPEG 

Willis  Chipman.      Geo.  H.  Power. 


Anglins  Limited 

Contracting  Engineers 

65  Victoria  St.  MONTREAL 


H.  J.  Griswold, 

Montreal. 


B.  W.  Seton, 

Toronto. 


DOMINION  ENGINEERING 
&  INSPECTION  CO. 

Inspecting  ind  Testing  Engineers 
Head   Office  and  Laboratories, 
820  Lagauchetiere  St.  West,  Montreal. 

RRANCH  OFFICES: 
24  Adelaide  Street  East,  Toronto. 
806  Union  Trust  Building,  Winnipeg 
CEMENT  TESTING  AND  REIN- 
FORCED CONCRETE  INSPECTION 
MILL,  SHOP  AND  FIELD  INSPEC- 
TION OF  STEEL  STRUCTURES 
AND  BRIDGES 
TESTS  AND  INSPECTION  OF  IRON 

AND  STEEL  PIPE,  ETC. 
LOCOMOTIVES,  CARS,  NEW  AND 

SECOND-HAND  EQUIPMENT 
Represented  at  New  York,  Pittsburgh  and 
Chicago;  Glasgow  and  London,  Eng. 


Canadian  Inspection  & 
Testing  Laboratories 

Limited 

Inspecting  Engineers 
and  Chemists 

Mill,  shop  and  field  inspec- 
tion of  liridges  and  struc- 
tural work;  test  of  materi- 
als; mill  inspection  of  rails 
and  track  supplies;  found- 
ry inspcctifiii  of  steel  and 
iron  cH'-lings  of  all  classes; 
expert  examinations  and 
repfirts  Representatives 
at  all  important  Canadian. 
American  and  European 
Works 


MONTREAL 


Head  Office 
And  Main   Laboratori«i : 

Hranch    OfTicn    und    I.ihorf  torio — 
TORONTO,  WTNNIPEO,  H.PMONTON, 
VANCOUVER   and   NEW  GLASGOW 


R.  S.  &  W.  S.  LEA 

Consulting  Engineers 

Waier  Supply  ;  Sewerage  and  Drainage  ;  Water 

Purification;  Disposal  of  Sewage  and  Refuse  ; 

Water  Power  Developments  an(J  Power  Plants. 
Reports,  Designs,  Supervision  of  Construction 
New  Birks  Bldg.  Telephone 

MONTREAL,  P.Q.  Uptown  783 


FRANK  BARBER 

Bridge  and  Structural  Engineer 

Steel  and  Reinforced  Concrete  Bridges  and 
Buildings,    Foundations,    Municipal  Work 

40  JARVIS  STREET,  TORONTO 


Robert  W.  Hunt, 
Thos.  C.  Irving,  Jr. 


Charles  Warnock, 
Jai.  W.  Moffct, 


Robert  W.  Hunt  &  Co. 

Limittd 

Consulting  and  Inspecting  Engineers, 
Chemists  and  Metallurgists 

Expert  inspection  and  tests  of  all  structural 
materials  and  mechanical  equipment 

Inspectors  at  all  important  industrial  centres. 

Reports  on  Properties  and  Processes 

Head  Office  and  Laboratories  : 
McGill  Building,  Montreal 
Branches : 

Toronto         Vancouver         London,  England 


Power  &  Son, 

Architects  and  Building^  Surveyors 

Merchants  Bank  Chambers, 

Kingston,  Canada 


Crushed 
Stone 

BRICK 


Cut 

Stone 
SAND 

T.  A.  Morrison  &  Co.,  '^^WtTkAI'- 


Reid  &  Brown  Structural  Steel 
&  Iron  Works,  Limited 

We  carry  a  large  slock 

Steel  Beams,  Channels,  Angles, 
Plates,  Columns,  etc. 

FOR  IMMEDIATK  SHIPMENT 
Officeand  Works -63  Esplanade  E,  TORONTO 

Phones— Main  904  and  90S 


R.  O. 
WYNNE  -  ROBERTS 
Consulting  Engineer 

40  JARVIS  STREET 

TORONTO 

Water  Supply,  Sewerage,  Sewage  Dis- 
posal, Civic  and  General  Engineering, 
Arbitrations,  Investigations,  Valuations, 
Reports,  etc. 


Sash 

Operating  Machinery 

of  all  kinds 

KING  CONSTRUCTION  CO. 

40  Dovercourt  Rd.,  TORONTO 


Milton   Hersey  Co.,  Ltd. 

Engineers,  Chemists,  Inspectors 

PAVING 

designed,  superintended,  Inspected. 
Montreal  Winoipes  New  Yor 


DARLING  BROTHERS  LIMITED 

ENGINEERS  &  MANUFACTURERS 

MONTREAL,  CANADA 

Branches:  Agents: 

Toronto,  Winnipeg       Halifax.  Calgary.  Vancouver 

PUMPS  FOR  ANY  SERVICE   ♦  STEAM  APPLIANCES  OFEVERY  KINO 


This  Directory 
will  bring  you 
BUSINESS 

Keep  your  name  and  your  busi- 
ness prominently  before  live 
prospects  by  placing  an  an- 
nouncement in  our  "Directory  of 
Engineers."  Rates  and  inform- 
ation will  be  sent  on  request. 

Contract  Record 

&  Engineering  Review 
347  Adelaide  St,  W.  TORONTO 
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CANADIAN 
CHICAGO  BRIDGE  &  IRON 


CO. 


Built  for  C. P. R.  Montreal 


Limited 
BRIDGEBURG,  ONTARIO 
Our  Specialty  Is  the  Design,  Manufacture 
and  Erection  of  Elevated  Steel  Tanks 
for  Municipal,  Railroadand  Factory  Service. 
We  also  design,  manufacture  and  construct 
Oil  Tanks,  Coaling  Stations,  Bridges,  Turn- 
tables, Building  and  Structural  Material. 

"  Write  our  nearest  Sales  Office  for  prices,  plans 
and  specifications.  Our  catalogue  No.  15  gladly 
mailed  to  you  upon  request." 

Sales  Offices:— 
Bridgeburg,  Ontario.  130  Janet  Street 

Chicago,  Illinois,   1305  West  105th  Street 
New  York,  N.  Y.,  30  Church  Street  . 

Shops:— Bridgeburg.  Ont. 

Chicago,  m.  Greenville,  Pa. 


The  Maritime  Bridge 

Company,  Umited 

Manufacturers  and  Erectors  of 

Steel  Railway  and  Highway  Bridges, 
Buildings,  Girders,  Trusses,  Towers, 
Turntables,  Tanks,  Smoke  Stacks, 
Riveted  Pipe,  and  Structural  Steel  and 
Plate  Work  of  all  descriptions. 

We  have  the  only  complete  stock  of 
Steel  Shapes,  Plates  and  Bars  in  the 
Maritime  Provinces. 


Office  and  Plant: 

New  Glasgow,  Nova  Scotia 


'Galvaduct"  and  "Loricated" 

Conduits 


for  Interior  Construction 


Conduits  Company,  Limited 

Sole  Manufacturers  under  Canadian  and  U.  S.  Letters  Patent 


Toronto 


Canada 


Standard 


Copper,  Brass  and  Bronze  Wires 
Colonial  Copper  Clad  Steel  Wire 
Magnet  and  Weatherproof  Wire 
Rubber  Insulated  Wire 
Lead  Covered  and  Armored  Cable 
Cable  Accessories  of  all  kinds. 

Wc  can  meet  your  requirements,  however  large, 
promptly. 

Standard  Underground  Cable  Co. 

of  Canada,  Limited 
Hamilton,  Ont. 

Montreal  Toronto  Hamilton  Seattle 


STRUCTURAL  STEEL 

and 

BRIDGE  BUILDERS 


Capacity  18,000  Tons. 

We  build  and  erect  all  kinds  of  Structural  Steel,  Bridges, 
Roof  Trusses,  Bank  and  Office  Railings,  Stair 
Work.  Elevator  Grilles,  Fire  Escapes,  etc. 

Over  5,000  Tons  in  Stock  of 

Beams,  Column  Sections,  Angles,  Tees,  Plates,  Bars, 
Checkered  Floor  Plates,  etc. 

McGregor  &  Mclntyre,  Limited 

1139  Shaw  St.  -  -  TORONTO,  CAN. 

Telephone  Hillcrest  1614 — 1615—1616. 


BITUNAMEL 

Unsurpassed  for  waterproofing  foundations  and  prevent- 
ing rust  and  corrosion  on  exposed  iron 
and  metal  work. 

WRITE  FOR  SAMPLE 

The  Ault  &  Wiborg  Co.  of  Canada 
Ltd.,  Varnish  Works 


Montreal 


TORONTO 


Winnipeg 
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Do  You  Want  Crushed  Stone? 

That  is  Clean,  Tough  Stone  of  a  Quality 
suitable  for  Macadam  Road  and  Concrete 

We  can  aupply  you  in  any  size  or  quantity. 

Our  serrice  is  unexcelled  and  our  price*  right. 
Phone  or  writ*  us  for  quotation*  when  you  are  In  the  market 
Office -M  4515-M  4516     Retldence-P  2278 

Crushed  Stone  Limited 

47  Yonge  St.  Arcade,  Toronte 
G.  W.  Esaary,  Manager 


SPRINKLER 
TANKS 

AND 

TOWERS 

We  are  the  largest  manu- 
facturers in  Canada  of 
both  wood  and  steel  Tanks 
and  substructures  for  fac- 
tory sprinkler  systems 
and  for  Municipal 

RAILROAD  AND 

SUBURBAN 
WATER  SUPPLY 

We  shall  be  pleased  to 
furnish  you  with  all  the 
information  and  data,  you 
may  require  on  this  class 
of  work. 

Send  us  your  blue  prints 
for  estimates. 

Send  for  special  Tank  and  Tower  Catalogue 

Ontario  Wind  Engine  &  Pump  Co. 


Toronto  Montreal 


Limited 


Winnipeg  Calgary 


DAKE  SINGLE  DRUM  HOISTS 


Tlie  Dakc  single  drum, 
(loiil)Ic  geared  hoist,  is  the 
best  all-round  machine  for 
general  service.  Can  be  fur- 
nished with  clutch,  tight  or 
diction  drum.  All  parts  are 
most  substantially  built  so 
that  hoist  will  stand  twice 
^he  load  of  its  rated  capa- 
city. Made  .ill  sizes  2  to  30 
horse  power.  Send  tor  com- 
plete catalogue. 


DAKE  ENGINE  CO.,  Grand  Haven,  Mich.,  U.S.A. 

Canadian  Aftents 

MONTREAL-Mussens  Ltd.   TORONTO-A.  R.  Williams  Mach.  Co.,  Ltd. 


Sandy  Gravel  and  Crushed  Stone 

Lime  Fire  Clay 

Cement  Fire  Brick 

Plaster  Sewer  Pipe 

Hair  Weeping  Tile 

Building  Stone 

Our  prices  are  right  and  our  service  good. 

Britnell  &  Co.,  Limited 

C.P.R.  Crossing,  Yonge  St.,  North  Toronto 


Phones,  Office  North 


i664 
!665 


Evenings,  North  2107 


For  Sale 

14B  Bucyrus  Shovel, 

Traction  Wheels,  ^  yd.  dipper. 

Clam  Shell  Buckets,  ^,         1,  lyi  yard. 
Orange  Peel,  1  yard  Hayward. 

One  1500-lb.  Pile  Driver,  Drop  Hammer,  with  Leaders. 
American  7  x  10,  double  drum  Hoist  with  Swinger. 
Mundy  Gy^  x  12,  double  drum  Hoist  with  Swinger. 
New         X  8  Doty  double  drum  Hoist  with  Boiler. 
New  7  X  10  double  drum  Hoist  with  Boiler. 

7  X  10  D.  D.  Reversible  -Skeleton  Hoist. 

8  X  12  3-Drum  Hoist,  with  swinger  and  boiler. 
20  ton  8  wheel  Locomotive  Crane,  60  ft.  Boom. 
5  ton  Stiff  Leg  Derrick;  5  ton  Guy  Derrick. 
A  Frame  Travelling  Derrick. 

Assorted  Hand  Power  Derricks. 

Yi   yd.   and   Yz   yd.   Concrete  Mixers  with  Engine  and 

Boiler  on  Wheels. 
Yi  yd.  and  1  yd.  Smith  Mixers  on  Skids. 
2000  feet  of  Portable  Track,  24-in.  gauge. 
Six  lYi  yd-  V-shaped  Steel  Cars,  Side  Dump,  24-in,  gauge. 
Ten  4  yd.  Western  Dump  Cars,  36-in.  gauge. 
15  ton  Porter  Standard  Gauge  Locomotive. 
Two  10  ton  Vulcan  Locomotives,  36-in.  gauge. 
Gyratory  Crushers,  Nos.  3,  4  and  5. 
Jaw  Crushers,  7  x  10  and  10  x  16,  Acme  Portable. 
No.  0  Thew  Steam  Shovel,  on  Railway  Wheels. 
35  H.P.,  40  H.P.,  and  60  H.P.  Locomotive  Boilers. 
Large  Assortment  Vertical  Boilers,  5  H.P.  to  125  H.P. 
Two  Diaphragm  Pumps,  driven  by  Gasoline  Engines. 
Five  New  and  Used  Pulsometers,  various  sizes. 
Seventy  tons  56  lb.  rail. 

Write  for  prices  and  further  particulars. 
The 

A.  R.  Williams  Machinery  Co. 

Limited 

64-66  Front  St.  W.,  Toronto,  Ont. 


CRANES 


Heavy  Mill 
Crane 
Patented 


Made  in 
Canada 


Electric  and  Hand  Traveling  Cranes 
Electric  and  Air  Hoists 

NORTHERN    CRANE   WORKS,  LTD. 

WALKERVILLE,  ONT. 
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:T!jrnbuix  Elevatoi? 

MANUFACTURING  CO  TORONTO 


Someone  Said 

That  he  was  a  good  singer  because  he  could 

with  the  greatest  of  ease,  reach  the  highest  note  in  the 
scale  of  music,  and  could  also  take  the  lowest  note 
^  without  the  slightest  trouble. 

Turnbull  Elevators  are  good  elevators  for 
just  the  same  reason — they  glide  so  easily 
up  and  down  from  the  top  to  the  bottom  of 
the  highest  buildings. 

Turnbull 
Elevators 

are  safe  and  satisfactory  in  use.  They  are 
designed  to  stand  the  heaviest  service,  and 
their  entire  construction  is  the  result  of 
years  of  experience.  All  parts  are  care- 
fully framed  and  braced ;  they  therefore 

Work  Efficiently 

and  Smoothly 

Get  all  information  at  our  offices 

126  John  Street,  TORONTO  Montreal  Offices  202  Mappin  &  Webb  Bldg. 
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"DOMINION"  Wire  Rope 

Repeat  orders  tell  their  own  story 

Use  our  WIRE  ROPE  on  any  job 

Its  DURABILITY  has  been  proved 
in  its  extensive  use. 


The  Dominion  Wire  Rope  Company,  Limited 


MONTREAL 


TORONTO 


WINNIPEG 


"C.  H.  &  E." 
Contractors  E;quipment 


HOISTS 


Either  Gasoline  Engine 
or  Electric  Motor  Driven 


MATERIAL  ELEVATORS 

Either  Single  or  Double  Cage 

MORTAR  MIXERS 


Branch : 
108  Mail  Building, 
TORONTO 

Telephone  Adelaide  840 


"MARION"  Shovels 

for  all  classes  of  work 

^^Ransome^'  Concrete  Mixers 
^  ^Andrews Drill  and  Tool  Steel 


Hi 


Vol.  32  Toronto  April  3,  1918  No.  14 


Wood  Stave  Pipe  and  Tanks 

Wire  Wound  and  Continuous  Wood  Stave  Pipe, 
Wooden  Tanks  and  Silos 

MADE  FROM   BRITISH  COLUMBIA  FIR 


46  in.  Diameter  Continuous  Wood  Stave  Pipe  Installed  by  us  for  the  Hydro-Electric  Power  Commission  of  Ontario 
Wood  Pipe  and  Tanks  made  in  all  sizes— for  Municipal,  Mining,  Irrigation  and  Power  Purposes 

Write  for  Illustrated  Literature  and  Prices 

PACIFIC  COAST  PIPE  CO.,  LIMITED 

Ettabllshed  1903  ISSl  Granville  Street  VANCOUVER,  B.C. 


Can.  Soc.  C.  E.  Professional  Convention 
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"BEATTY" 

Auxiliary  Ship  Machinery 

Cargo  Winches 
Warping 
Winches 
Anchor  Wind- 
lasses 
Ash  Hoists 

Also 

Hoisting  Engines, 
Electric  Hoists, 
Steel  Derricks, 
Derrick  Irons, 
Clamshell  Buckets, 

Let  us  know  what  you  want 
along  this  line 
We  will  tender  promptly 

Ash  Hoist  for  ships  now  being:  built  in  Canada. 
—  Agents 

II  E.  Plant,  Montreal.  Que.             R.  Hamilton,  Vancouver       Hif      RP  A  XXY  Jir    ^OIV^  I  XPi  'WFI  I  A 

E.  Leonard  &  Sons.  St.  John,  N.B.     Kelly-Powell.  Winnipeg                 OSL,r\.  L   I   1  Ot    iJKjV^Oy  M-t  I  lJ,f  TV  I1iJ-iLj/\1^1/ 


Now  on  Munitions 

LYMBURNER,  LIMITED 

The  well  known  manufacturers  of  ornamental  metal  work  and 
special  machinery  are  entirely  occupied  making  munitions, 
and  cannot  execute  orders  for  above  work  until  a  later  date, 
when  they  will  be  glad  to  receive  enquiries  and  will  again 
produce  first  class  Metal  Specialties  of  Every  Description — 
Machinery,  Tools  and  Gauges. 

360  St.  Paul  St.  E.      -  MONTREAL 


April  3,  1918 
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For  more  than  half  a  century  our  Canadian 
Rubber  Factory  has  been  manufacturing 
Rubber  products.  That  experience  has 
taught  us  how  to  produce  quahties  that  will 
stand  the  test  of  wear. 

Every  detail  in  manufacturing  is  carefully 
supervised  and  the  greatest  care  is  exercised  in 
the  choice  of  materials.  Our  facilities  for  buy- 
ing, manufacturing  and  distribution  make  it 
possible  to  produce  mechanical  rubber  goods 
that  represent  the  best  possible  values. 

As  a  result,  the  Dominion  Rubber  System 
products  are  recognized  throughout  Canada 
as  the  standard  by  which  to  judge  Rubber 
qualities  and  Rubber  values. 

You  can  easily  prove  our  claims  by 
writing  direct  to  our  nearest  branch 
for  any  need  in  Rubber. 

Prompt  attention  is   given   to  all 
enquiries. 

Canadian  Consolidated  Rubber  Co.,  Ltd. 

Head  Office    —  MONTREAL 

BRANCHES  at  Halifax,  St.  John,  Quebec.  Ottawa,  Toronto, 
Hamilton,  Kitchener,  London,  North  Bay,  Fort  William, 
Winnipeg,  Brandon,  Regina,  Saskatoon,  Calgary,  Lethbridge, 
Edmonton,  Vancouver,  Victoria. 


4 


THE   CONTRACT  RECORD 


April  3,  1918 


Nova  Scotia  Steel  &  Coal  Company,  Ltd. 

Beg  To  Announce 

That  their  new  steam-hydrauHc  forge  shop  is  now  in  opera- 
tion, as  also  is  their  recently  installed  *'Harmet"  fluid  com- 
pression-plant. 

These  improvements  bring  ''Scotia's"  equipment  abreast 
of  the  best  foreign  forges. 

They  are  accordingly  open  to  supply  forgings  of  all  shapes 
and  sizes.  Made  of  ordinary  or  fluid  compressed  open- 
hearth  steel,  and  satisfying  the  most  severe  specifications. 


Head  Office 


For  Prices  and  Particulars  Apply  to 

New  Glasgow,  N.  S. 


London  Concrete  Mixers 


London  Concrete  Mixers  may  cost  more  to  buy 
but  they  are  cheaper  in  the  end,  as  they  are  built 
to  run  for  years  without  repairs  or  breakdowns. 


Every  mixer  sold  sells  10  more.  Seventeen  London 
Mixers  are  now  being  used  on  the  Winnipeg  Aqueduct, 
the  largest  concrete  job  ever  attempted  in  Canada, 
'i'lu-rc  is  a  reason  for  it. 

We  build  23  different  sizes  of  Concrete 
Mixers  and  a  full  line  of  Concrete  Machinery 

London  Concrete  Machinery  Co.,  Ltd.,  Dept.  7,  London,  Ont. 

WORLD'S   LARGEST  MANUFACTURERS  OF  CONCRETE  MACHINERY 

AGKNCIES 

R    R    Power   Halifax    N.S.  Rene  Talbot.  Quebec.  Que.  The  General  Supply  Company  of  Canada,  Toronto.  Ont. 

The  POSH  &  Hill  Machinery  Company.  Montreal,  Que.  The  General  Supply  Company  of  Canada,  Winnipeg.  Man. 

The  General  Supply  Company  of  Canada.  Ottawa.  Ont.  The  B.  C.  Equipment  Company,  Vancouver.  B.O 


London  Con- 
crete Mixer 
with  Power 
Loader  built  in 
five  sizes  and    with  any  equipment. 

Send  for  Catalogue  No.  1-L. 


Reinforcing  Steel 
for  Concrete 


We  supply  it  in  any  size 
—cut  to  any  length,  and 
bent  ready  for  placing. 
Quick  service. 


Our  Engiaeering 
Depariment  wi  1 
gladly  estimate 
on  your  require- 
ments upon  re- 
ceipt of  plans 
and  specifi- 
cations. 


31  .(I 


MAPLE  LEAF  MILLING  CO,  PT.  COLBORNE 


Get  our  Stock 
List  showing  a 
very  large  vari- 
ety ( f  Iron  and 
Steel  and  their 
products,  in 
stock,  ready. 


Bars,  square-twisted, 
square  and  round.  Ex- 
panded metal,  ty-bars, 
ty-chairs,  spiral-column 
hooping,  etc.,  etc. 


Baines  &  Peckover 


IRON  AND  STEEL  MERCHANTS 

Warehouses—  TT^D^IVIT^  ^&rh — 

98-116  Esplanade        I  wrA  I  \J  Harbor  District 


1 
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CLASSIFIED  INDEX  TO  ADVERTISEMENTS 

The  following  regulations  apply  to  all  advertisers.-Eighth  page,  every  issue    three  headings; 

six  headings;  half  page,  twelve  headings;     tuU     page,    twenty-four  headings. 


quarter  ''page, 


Acetylene  Gas 

The  Prest-O-Lite  Co.,  Inc. 

Air  Compressors 

Can.  Ingersoll-Rand  Co.,  Ltd. 
Canadian  Allis-Chalmers,  Ltd. 

Aluminium 

Spielmann  Agencies  Regd. 

Air  Hoists 

Canadian   Ingersoll-Rand  Co. 
Northern  Crane  Works 

Architectural  Iron  Works 

Canadian  Allis-Chalmers  Ltd. 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Architectural  Terra  Cotta 

Toronto  Plate  Glass  Imp'tg  Co. 

Asbestos  Shingles 

Asbestos  Mfg.  Company 

Ash  Hoists 

Gillis  &  Geoghegan 

Asphalt 

Asphalt  &  Supply  Company 
Imperial    Oil  Company 

Axes 

Canada    Foundries    &  Forgings, 

Bar  Iron 

13aines   &  Peckover 

Canadian  Steel  Foundries,  Ltd. 

Beam  Spans 

MacKinnon  Holmes  &  Co. 

Blast  Hole  Drills 

Hopkins  &  Co.,  F.  H. 

Blowers  and  Compressors 

Canadian  Blower  and  Forgs  Co. 
Can.  Ingersoll-Rand  Co.,  Ltd. 
Sheldons  Limited 

Boilers 

Beatty  &  Sons,  M. 

Canadian  Allis-Chalmers  Ltd. 

Inglis  Company,  John 

Marsh  Engineering  Works,  Ltd. 

McDougall  Caledonian  Iron  Wks. 

Mussens  Limited 

Williams  Machinery  Co.,  A.  R. 

Boiler  Covering  (Magnesia,  Asbes- 
tos, Wool,  Felt,  etc.) 
Asbestos  Mfg.  Company 

Boxes — Junction 

Standard  Underground  Cable  Co. 
of   Canada,  Limited 

Brick  Dryers 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Brick  Machinery  and  Supplies 
Sheldons  Limited 

Brick  Manufacturers 
Sun  Brick  Company 

Bridges 

Canadian   Allis-Chalmers  Ltd. 

Bridges  (Steel) 

Canadian  Bridge  Company 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoincs  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
MacKinnon-Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime    Bridge  Company 

Buckets 

Beatty  &  Song,  M. 
Hopkins  &  Co.,  F.  H. 
Manitoba  Bridge  &  Iron  Works 

Buckets — Steel 

MacKinnon  Holmes  &  Co. 
Marsh  Engineering  Works,  Ltd. 

Cable 

Dominion  Wire  Rope  Co.,  Ltd. 
-Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Car  Couplers 

Canadian  Steel  Foundries,  Ltd. 

Cable  Terminals 

.Slarulaid   t Jnclrrground  (i'ble  Co, 
of  Canada,  Limited 


Cars — Steel  Body 

Hamilton  Bridge  Works  Co. 
Marsh  Engineering  Works,  Ltd. 
Williams  Machinery  Co.,  A.  R. 

Car  Wheels 

Marsh  Engineering  Works,  Ltd. 
Steel  Co.  of  Canada  Limited 

Castings — Grey  Iron 

Marsh  Engineering  Works,  Ltd. 

Casements 

Trussed  Concrete  Steel  Co. 

Cement 

Britnell  &  Company 

Cement,  High  Temperature 

Beveridge  Paper  Co.,  Ltd. 

Cement  Waterproofing 
Barrett  Company 
Ideal  Concrete  Machinery  Co. 
Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 

Centrifugal  Pumps 

Bawden  Pump  Company 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 

Chemists 

Canadian  Inspection  and  Testing 
Laboratories 

Coal  Chutes 

Manitoba  Bridge  &  Iron  Works 

Coal  Handling  Apparatus 
Beatty  &  Sons,  M. 

Cold   Storage  Insulation 
Armstrong  Cork  Company 

Compressed  Acetylene  Gas 
The   Prest-O-Lite  Co.,  Inc. 

Concrete  Block  Machines 

Cast  Stone  Block  &  Machine  Co. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 

Concrete  Culvert  Pipe  ' 

niair.  B. 

Dominion  Concrete  Company 

Concrete  Hardener  and  Water- 
proofer 

Beveridge  Paper  Co.,  Ltd. 

Concrete  Mixers  and  Appliances 
Hopkins  &  Co.,  F.  H. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co, 
Mussens  Limited 

Concrete  Sewer  Pipe 
Blair,  B. 

Dominion  Concrete  Company 

Conduits 

Conduits  Company,  Limited 
Orpen  Conduit  Company 

Connecting  Rods 

Canada    Foundries    &  Forgings, 

Contractors 

Anglins  Limited 
Foundation  Company 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 
Weils  &  Gray  Limited 

Contractors'  Plant  &  Supplies 
Beatty  &  Sons,  M. 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Dake  Engine  Company 
Marsh  Engineering  Works,  Ltd, 

Conveying  Machinery 

Canadian   Mathews  Gravity  Car- 
rier Company 

Core  Drills 

Canadian  Allis-Chalmers  Ltd. 
Can,  Ingersoll-Rand  Co.,  Ltd. 


Corrugated  Iron 

Pedlar  People  Limited 

Corrugated  Roofing 

Asbestos  Mfg.  Company 

Cranes,  Travelling  and  Locomotive 
Boving  Hydraulic  &  Engineering 

Company 
Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Northern  Crane  Works 

Crank  Shafts 

Canada    Foundries    &  Forgings, 

Crushed  Stone  and  Granite 

Canada  Crushed  Stone  Corpora- 
tion 

Crushed  Stone,  Limited 
Morrison  Company,  T.  A. 

Crushers  (Stone  and  Rock) 
Canadian  Allis-Chalmers  Ltd. 
London  Concrete  Machinery  Co. 
Mussens  Limited 

Culverts 

Pedlar  People 

Damp  Proof  Coating 

Barrett  Company 
Imperial  Oil  Company 
Trussed'  Concrete  Steel  Co. 

Derricks  and  Derrick  Fittings 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  U. 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Northern  Crane  Works 

Dredging  Pumps 

Boving  Hydraulic  &  Engineering 
Company 
Dredges 

Beatty  &  Sons,  M. 

Hopkins  &  Company,  F.  H. 

Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 

Drill  Steel  Sharpeners 

Canadian  Ingersoll-Rand  Co. 

Dump  Cars,  Wheels,  etc. 

Hopkins  &  Company,  F.  H. 
MacKinnon  Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime   Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Sheldons  Limited 

Drift  Pins 

Canada    Foundries    &  Forgings, 

Drying  Apparatus 

Canadian  Blower  &  Forge  Co. 

Elastite 

Carey  Mfg.   Co.,  Philip 
Trussed  Concrete  Steel  Co. 

Electric  Air  Rock  Drills 

Canadian  Ingersoll-Rand  Co. 

Electric  Impulse  Clocks 

(ient  &  Company,  Limited 

Electric  Water  Systems 

Ontario  Wind  Engine  &  Pump 
Company 

Electrical  Specialties 

Spielmann  Agencies  Regd. 

Electrical  Supplies 

Canadian  General  Electric  Co. 

Elevator  Doors 

Ormsby  Company,  A.B. 

Elevators 

Norlhcrn  Crane  Works 
Turnbull  Elevator  Company 


Engines 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  CitiM 
Hopkins  &  Company,  F.  H.  1 
Inglis  Company,  John 
McDougall  Caledonian  Iron  Will 

Engineers  (Civil  and  Mechanical), 

Bowman  &  Connor 
Chipman  &  Power 
Dominion  Engineering  &  Insp 

tion  Company 
Foundation  Company 
Haddin  &  Miles 
Hunt  &  Co.,  Robt.  W. 
MacKinnon  Holmes  &  Co. 
Milton  Hersey  Co. 
R.  &  W.  S.  Lea 
Wynne-Roberts,  R.  O. 

Excavators 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 

Exhaust  Heads 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Expanded  Metal 

Baines  &  Peckover 
Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Fans 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Fibre,  Vulcanized 

Beveridge  Paper  Co.,  Ltd. 

Fire  Brick,  Jointless 

Beveridge  Paper  Co.,  Ltd. 

Fireproofing 

Asbestos  Mfg.  Jl^ompany 

Fireproof  Doors  and  Windows 
Ormsby  Company,  A.  B. 
Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Fire  Escapes 

Dennis  Wire  &  Iron  Works  Co. 
Manitoba  Bridge  &  Iron  Works 
McGregor  &  Mclntyre 

Fire  Escape  Spirals 

Canadian  Mathews  Gravity  Car- 
rier Company 

Fire  Protection  Appliances 
Bickle  Company,  R.  S. 

Flag  Poles 

Ontario  Wind  Engine  &  Pump 
Company 

Flooring  Materials 

Armstrong  Cork  Company 
Imperial  Oil  Company 

Forges 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Forgings,  Steel  &  Iron 

Canada    Foundries    &  Forgings, 

Gasoline  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
London  Concrete  Machinery  Co. 
Ontario  Wind  Engine  &  Pump 

Company 

Generators 

Canadian  General  Electric  Co. 

Glass 

Toronto  Plate  Glass  Imptg.  Co. 

Governors 

Boving  Hydraulic  &  Engineering 

Company 


Gravity  Carriers 

Canadian  Mathews  Gravity  Car 
rier  Company 

(Continued  on  page  8) 
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SILENT  SANITARY  SCHOOL  DESKS 

WITH  FOLDING  SEATS 


VIEW  OF  ROW  OF  SILENT  SANITARY  DESKS  IN  POSITION 
Produced  at 

JAS.  SMART  PLANT 

BROCKVILLE,  ONT.  WINNIPEG,  MAN. 


Turbine 
Pumps 

Electric  and  Steam 

Water  Works 
Factory  and 
Fire  Services 

Humphrey  Gas 
Pumps 

Any  capacity  or  pressure 

THE  JOHN  McDOUGALL 
CALEDONIAN  IRON  WORKS  CO.,  UMITED 

Works:  Seigneurs  &  William  Sts.,  Montreal. 
Manufacturers  of  Boilers,  Castings,  Condensers,  Elevators,  Engines,  Filters.  Forgings,  Hydraulic 
Machinery  Pumps,  centrifugal  and  reciprocating.  Steam  Turbines,  Tanks,  Water  Wheels,  Water 

Works  Plants 


Lachine  Water  Works 
Three  million  gallons,  eighty  pounds  domestic,,  160  lbs.  fire. 
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Hammers  » 

Canada    Foundries    &  Forcings, 

Hammer  Drills 

Canadian  Allis  Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 

Heating  Apparatus 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Heat  Insulating  Materials 
Armstrong  Cork  Company 

Hoists,  Electric 
Northern  Crane  Works 

Hoisting  Apparatus 
Beatty  &  Sons,  M. 
Canadian  Ingersoll-Rand  Co. 
Gillis  &  Geoghegan 
London  Concrete  Machinery  Co. 
Marsh  Engineering  Works,  Ltd. 
Mussens  Limited 
Northern  Crane  Works 
Williams  Machinery  Co.,  A.  R. 

Hoisting  Engines 
Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Hopkins  &  Company,  F.  H. 
Marsh  Engineering  Works,  Ltd. 

Hollow  Tile 

National  Fire  Proofing  Co. 

Hose 

Can.  Consolidated  Rubber  Co. 

Hydrants 

Canada  Iron  Foundries 
Gartshore-Thompson  Pipe  Co. 
Kerr  Engine  Company 
McAvity  &  Sons,  T. 

Industrial  Cars 

MacKinnon-Holmes  &  Co. 

Inspection  Engineers 

Canadian  Inspection  and  Testing 
Laboratories 


Insulation  (Asbestos) 

Asbestos  Mfg.  Company 

Insulating  Compounds 
Imperial  Oil  Cornpany 
Spielmann  Agencies  R^gd. 
Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Industrial  Cars 

Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 

Interior  Finish  and  Doors 

Canadian  Office  &  School  Furni- 
ture Company 

Insulating  Bricks 

Armstrong  Cork  Company 

Jib  Cranes  (all  kinds) 
Northern  Crane  Works 

Journal  Wedges 

Canada    Foundries    &  Forgings, 

Kilns 

Canadian  Blower  and  Forge  Co. 
MacKinno'n  Holmes  &  Co. 
Sheldons  Limited 

Lead  Pencils 
American  Lead  Pencil  Company 

Lead  (Red  and  White,  Dry) 
Carter  White  Lead  Company 

"Lidgerwood"  Hoists 

Canadian  Allis-Chalmeys  Ltd. 

Linabestos  Wallboard 
Asbestos  Mfg.  Company 

Lockers  (Clothes) 

Canada  Wire  &  Iron  Goods  Co. 
Dennis  Wire  &  Iron  Works  Co. 

Lumber  (Asbestos) 

Asbestos  Mfg.  Company 

Machinery  Insulation 

Armstrong  Cork  Company 


Metal  Lath 

Baines  &  Peckover 
Noble,  C.  W. 
Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Metallic  Roofing 

Pedlar  People  Limited 

Meters,  Water 

McDougall  Caledonian  Iron  Wks. 
Neptune  Meter  Company 

Motors 

Canadian  General  Electric  Co. 

Oil  Tanks 

Boving  Hydraulic  &  Engineering 

Company 
imperial  Oil  Company 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 

Ornamental  Iron 

Dennis  Wire  &  Iron  Works  Co. 

Ornamental  Moulds 

Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 

Paints  and  Varnishes 
Dominion  Paint  Works 
Hopkins  &  Company,  F.  H. 
Spielmann  Agencies  Regd. 

Paints  (Bridge  and  Structural  Iron 
and  Pipe  Coating) 
Barrett  Co. 

Dominion   Paint  Works 
Imperial  Oil  Company 
Spielmann  Agencies  (Regd.) 
Trussed  Concrete  Steel  Co. 

Paving  and  Paving  Materials 

Asphalt  &  Supply  Company 
Barrett  Co. 

Carey  Mfg.   Co.,  Philip 
Imperial   Oil  Company 
Trussed  Concrete  Steel  Co. 


Pipe  (Concrete,  Iron  &  Wood) 

Boving  Hydraulic  &  EngineeriiU 

Company 
Dominion  Concrete  Company 
Gartshore  Thomson  Pipe  Co. 
National  Iron  Works 

Pipe  and  Boiler  Coverings 
Dominion  Paint  Works 

Pencils  (Lead) 
American  Lead  Pencil  Compan]| 

Perforated  Metals 
Canada  Wire  &  Iron  Goods  Co. 

Pile  Driving  Machinery 
Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  G. 
Marsh  Engineering  Works,  Ltd.) 

Pipe  Fittings  and  Flanges 

Pittsburgh   Valve,   Foundry  ft 
Construction  Company 

Pipe  Covering  (Magnesia,  Asbestoil 
Wool,  Felt,  etc.) 
Asbestos  Mfg.  Company 

Pipe  Covering  (Cold  and  Steam) 
Armstrong  Cork  Company 

Plumbing  Supplies 

Mueller  Mfg.  Company,  H. 

Planing  Mill  Exhausters 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Plaster 

Britnell  &  Company 

Plug  Drillers 

Canadian  Ingersoll-Rand  Co. 
(Continued  on  page  10) 


STEEL  PLATE  WORK 


OF*  ANY  DESCRIPTION 


STEEL  TANKS  for  any  purpose,  any  size 
or  shape 

STEEL  FLUMES  for  Water  Power,  any 
length  or  diameter. 

WORKMANSHIP  RIGHT  AND  PRICES  RIGHT 


STEEL     SMOKE     STACKS,  SMOKE 

PIPES,  BREECHING,  Etc. 
STEEL  PIPING,  light  or  heavy,  straight  or 
curved. 


Special  Header  for  the  City  of  Belleville  Waterworks. 

I.ct  US  figure  on  your  rcquirremcnts  in 


STEEL  PLATE  WORK 

.\'o  jol.  tf.(j  simi)le  or  too  complicated  f(n- our  shops  to  handle.  WORKMANSHIP  RIGHT.  COSTS 
REDUCED  TO  A  MINIMUM. 

We  have  modern  tools,  designed  expressly  for  this  class  of  work,  enabling"  us  to  execute  work  speedily, 
'  and  to  give  our  customers  the  Ijencfit  of  our  low  coits 

We  also  make  BOILERS  of  all  types 

Marsh  Engineering  Works,  Ltd.,  Belleville,  Ont. 
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products: 


"Hamilton"  Pig  Iron 
Open  Hearth  Steel  Billets 
Steel  and  Iron  Bars 

Forgings 
Railway  Fastenings 
Pole  Line  Hardware 
Bolts,  Nuts  and  Washers 
Wrought  Pipe 
Screws,  Wire 

and 

Wire  Products 
of  every  description 


^EEL  COMf>A 


LIMITED 

MpNTREAL 
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Pneumatic  Machinery  , 
Canadian  IngersoU-Rand  Co. 


Power  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Inglis  Company,  John 


Pumps 

Canada    Foundries    &  Forgings, 

Pumps  and  Pumping  Machinery 
American  Well  Works 
Beatty  &  Sons,  M. 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis  Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian  Ingersoll-Rand  Co. 
Cook,  A.  D. 
Darling  Bros. 

Hopkins  &  Company,  F.  H. 
Inglis  Company,  John 
McDougall  Caledonian  Iron  Wks. 
Ontario  Wind  Engine   &  Pump 

Company 
Waterous  Engine  Works  Co. 


Quarry  Machinery 

Canadian  IngersoU-Rand  Co. 
Hopkins  &  Company,  F.  H. 

Railway  Supplies 

Can.  Chicago  Bridge  &  Iron  Co. 
Dominion  Iron  &  Wrecking  Co. 
Gartshore,  John  J. 
Hopkins  &  Company,  F.  H. 


Reinforcing  Bars 
Haines  &  Peckover 

Reinforcements,  Concrete  and  Steel 

Baines  &  Peckover 
Burlington  Steel  Company 
Canada  Wire  &  Iron  Goods  Co. 
Pedlar  People  Limited 
Steel  Co.  of  Canada,  Limited 
Trussed  Concrete  Steel  Co. 


Refrigeration  Machinery 

Boving  Hydraulic  &  Engineering 
Company 

Riveted  Spans 

MacKinnon  Iloimes  &  Co. 

Road  Asphalt 

Asphalt  &  Supply  Company 
Imperial  Oil  Company 

Road  Oil 

Imperial   Oil  Company 

Road  Mesh 

Baincs  &  Peckover 

Road  Machinery 

Hopkins  &  Company,  F.  H. 
Waterous  Engine  Works  Co. 

Rolling  Steel  Doors 

Ormsby  Company,  A.  R. 

Roofinc  Material 

Asbestos  Mfg.  Company 
Barrett  Co. 

Bishopric  Wallboard  Company 
Brantford  Roofing  Company 
Carey  Company,  Philip 
Ipiperial  Oil  Company 
Noble,  Clarence  W. 
Pedlar  People  Limited 

Roofing,  Rubber 

Beveridge  Paper  Co  ,  Lid. 

Rubber  Goods 
Can.  Contolidated  Rubber  Co 


Sash  Machinery 

King  Construction  Company 


Scrap  Iron 

Dominion  Iron  &  Wrecking  Co. 


Screens 

Canada  Wire  &  Iron  Goods  Co. 


Sewer  Pipe 

Britnell  &  Company 
Canada   Iron  Foundries 
Dominion  Sewer  Pipe  Co. 
Gartshore  Thompson  Pipe  Co. 
Hamilton  &  Toronto  Sewer  Pipe 

Company 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
National  Iron  Works 
Ontario  Sewer  Pipe  Company 
Standard  Clay  Products  Ltd. 


Sheathings 

Beveridge  Paper  Co.,  Ltd. 

Shingles  (Asbestos) 

Asbestos  Mfg.  Company 

Ship  Forgings 

Canada    Foundries    &  Forgings, 

Shovels  (Steam) 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 

Silo  Moulds 
London  Concrete  Machinery  Co. 

Skylights 

Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Slates  (Asbestos) 

Asbestos  Mfg.  Company 

Smoke  Stacks 

Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DcsMoines  Bridge  &  Iron  Co. 
MacKinnon,  Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime   Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Pedlar  People  Limited 

Sprinkler  Tanks  (Steel) 

Can.  Chicago  Bridge  &  Iron  Co. 

Stair  Builders 

Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Steam  Appliances 
Darling  Bros. 

Steam  Apparatus  and  Specialties 

Canadian   Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
McAvity  &  Sons,  T. 
Sheldons  Limited 

Steam  Turbines 

McDougall  Caledonian  Iron  Wks. 

Steel 

Burlington   Steel  Company 
Dominion  Iron  &  Wrecking  Co. 
Hopkins  &  Company,  F.  H. 
Steel  Company  of  Can.,  Ltd. 
Trussed  Concrete  Steel  Co. 

Steel  Bars 

li.iines  &  Peckover 
Burlington  Steel  Company 
Hopkins  &  Company,  F.  II. 
Maritime   Bridge  Company 
Steel  Company  of  Canada,  Ltd. 
Trussed  Concrete  Steel  Co. 


Steel  Beams 

MacKinnon  Holmes  &  Co. 

Steel  Castings 

Canadian  Steel  Foundries,  Ltd. 

Steel  Pipe 

Can.  Chicago  Bridge  &  Iron  Wks. 

Steel  Plate  Construction 
MacKinnon-Holmes  &  Co. 
Marsh  Engineering  Works,  Ltd. 
Waterous  Engine  Works  Co. 

Steel  Sash 

Ormsby  Company,  A.  B. 
Trussed  Concrete  Steel  Co. 


Stone 

Britnell  &  Company 
Rogers    Supply  Company 
Sackville  Freestone  Company 


Structural  Iron  and  Steel 

Burlington  Steel  Company 
Canadian  Allis-Chalmers  Ltd. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
MacKinnon-Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 
McGregor   &  Mclntyre 
Reid  &  Brown  Structural  Steel  & 
Iron  Works 

Stucco  Board 

Bishopric  Wallboard  Company 

Swinging  Gears 

Dake  Engine  Company 

Switchboards 

Canadian  General  Electric  Co. 

Tanks  and  Steel  Pipes 

Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  DesMoines  Steel  Co. 
Inglis,  John 

Manitoba  Bridge  &  Iron  Works 
Marsh  Engineering  Works,  Ltd. 
McDougall  Caledonian  Iron  Wks. 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 
Ontario  Wind  Engine  &  Pump 

Company 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co.,  A.  R. 

Telescopic  Hoists 

Black  Building  Supply  Company 
Gillis  &  Geoghegan 

Testing  and   Inspecting  Bureau 
Hunt  &  Company,  Robt.  W. 

Tile  Moulds 

London  Concrete  Machinery  Co. 

Thumb  Screws  and  Nuts 

Canada    Foundries    &  Forgings, 

Towers 

Can.  Chicago  Bridge  &  Iron  Co. 

Transformers 

Canadian  General  Electric  Co. 


Turnbuckles 

Canada    Foundries    &  Forgings, 

Valves 

Canada    Iron  Foundries 
Gartshore-Thomson   Pipe  Co 
Kerr   Engine  Company 
McAvity  &  Sons,  T. 


Ventilating    &    Heating  Apparatus 
Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 


Varnishes — Insulating 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 


Wagons 

Tiffin  Wagon  Company 

Wall  Board 

Bishopric  Wallboard  Company 

Wallboard   (Asbestos,  Linabestos) 
Asbestos  Mfg.  Company 

Water   Level  Apparatus 

Gent  &  Company,  Limited 


Waterproofing 
Barrett  Co. 

Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 


Water  Softeners  and  Filters 

Manitoba  Bridge  &  Iron  Worki 

Water  Tapping  Machines 
Mueller  Mfg.   Company,  H. 


Water  Turbines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
McDougall  Caledonian  Iron  Wkj 


Welding  Apparatus 

Imperial  Brass  Company 
Prest-O-Lite  Company,  Inc. 


Welding  and  Cutting  Plants 
Prest-O-Lite  Company,  Inc. 


Well  Drilling  Plants 
American  Well  Works 
Ontario  Wind  Engine  &  Pump 
Company 


Window  Sash 

Steel  &  Radiation  Limited 
Trussed  Concrete  Steel  Co. 


Wires  and  Cables 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 


Wire  Guards  and  Screens 

Canada  Wire  &  Iron  Goods  Co. 


Wire  Rope 

Dominion  Wire  Rope  Co.,  Ltd. 

Wrenches 

Canada   Foundries   &  Forgings, 


Wood  Pipe 

Canadian  Pipe  Company 
Pacific  Coast  Pipe  Company 
Vancouver   Wood   Pipe   &  Tank 
Company 


Wood  Tanka 

Pacific  Coast  Pipe  Company 
Vancouver  Wood  Pipe  and  Tank 
Company 
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iiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiniiiiiiiiiiiiiiiiiiii 


I  The  Importance  of 

I  this  Name  cannot  he 

I  Emphasized  Too  Strongly 

I  iiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiii^ 

I  For  58  years  the  Best  Contractors,  Engineers  and 

I  Municipal  men  have  known  "Hamilton"  as  the  home 

I  of  the  Clay  Products  Industry.    The  best  clays  are 

I  found  right  here.    Many  miles  of  Hamilton  Vitrified 

I  Salt  Glazed  Sewer  Pipe  are  now  doing  satisfactory 

I  service  in  towns  and  cities  all  over  the  Dominion, 

I  and  will  continue  to  do  so  for  many  years  to  come. 


m  We  have  a  lot  of  interesting  data  to  send  you,  as  well  as  our 

I  latest  Catalogue,  which  we  will  gladly  mail  on  request. 

I  The  Hamilton  and  Toronto  Sewer  Pipe  Co.,  Ltd. 

i  HAMILTON  and  TORONTO 

I 

Blllllll 


PUMPS 


For  Every  Service 

Reciprocating 
Centrifugal 

YOUR  GUARANTEE— 
If  it's  Bawden  it's  Dependable. 


Catalogue  No,  12  now  ready. 
Write  for  your  copy  to-day. 


The  Bawden  Pump  Company,  Limited 


163  Sterlingr  Road, 


Toronto,  Canada 
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Save  Coal  and  Power 


Our  standard  low  pressure  Pumps  will 
save  you  about  half  the  cost  of  coal  or 
electric  power  compared  with  other 
pumps. 

Strong  Construction 
Large  Capacity 
Prices  are  Moderate 


BOVING  HYDRAULIC  &  ENGINEERING  CO.,  Limited      LINDSAY,  ONT. 


If  Heat  Were  a  Liquid 


If  you  could  actually  see  the  large  amount  of 
heat  that  is  lost  through  ordinary  brick  walls, 
arches  and  doors,  you  would  soon  be  convinced 
of  the  necessity  of  using 

Nonpareil  Insulating  Brick 

For  Furnaces,  Boiler  Settings,  etc. 


But  even  though  you  cannot  see  this  waste,  it 
is  going  on,  day  after  day,  as  long  as  your  fur- 
naces, ovens,  boiler  settings,  hot  blast  mains, 
stoves,  etc.,  are  not  protected  properly  against 
loss  of  heat  by  conduction  and  radiation.  , 

But  why  Nonpareil  Insulating  Brick?  Be- 
cause they  are  remarkably  good  nonconductors  of 

A  sample  also,  if  you  wish  it, 


heat,  strong-  in  structure,  easy  to  handle,  reason- 
able in  price,  and  in  most  cases  will  save  their 
cost  in  a  year  or  less. 


The  booklets,  "Good  Furnaces  Made  Better," 
and  "Saving  Fuel,"  tell  more  about  Nonpareil 
Brick.    They  will  be  sent  free,  on  request. 


Armstrong  Cork  &  Insulation  Co.,  Limited,  505  McGill  Building,  Montreal,  Que. 

Also  manufacturers  of  Nonpareil  High  Pressure  Covering  for  steam  lines;  Nonpareil  Cork  Covering  for  drinking  water  lines  and  cold 
pipes  generally ;  Nonpareil  Cork  Machinery  Isolation  for  deadening  the  noise  of  pumps,  fans,  etc. ;  Circle  A  Cork  Brick  for  factory  floors ; 
Nonpareil  Corkboard  Insulation  for  cold  storage  rooms:  and  Linotile  for  floors  in  offices,  residences,  etc. 


National  Iron  Works 

LIMITED 

Head  Office,  Works  and  Docks— TORONTO 

CAST  IRON  PIPE 

Every  Size  for  Water,  Gas,  Culvert  or  Sewer, 
'  Carried  in  Stock  at 

MONTREAL  -  TORONTO  -   PORT  ARTHUR 

RAIL  OR  LAKE  SHIPMENTS 


Dake  Double  Drum  Friction  Hoist 


Made  in  six  sizes,  5 
to  30  horse  power,  steam 
or  compressed  air — Dake 
motor  directly  connected. 
Furni>ihed  with  clutch 
drums  if  preferred.  Can 
be  double  geared  to 
double  the  lifting  capa- 
city and  decrease  speed 
by  one  half.  Made  to 
carry  overload  as  great 
as  rated  capacity. 


DAKE  ENGINE  CO.,  Grand  Haven,  Mich.,  U.S.A. 

Canadian  Agents 

MONTREAL— Mussens  Ltd.   TORONTO— A.  R.  Williams  Mac  h.  Co.,  Ltd 
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SPRINKLER 
TANKS 

AND 

TOWERS 

We  are  the  largest  manu- 
facturers in  Canada  of 
both  wood  and  steel  Tanks 
and  substructures  for  fac- 
tory sprinkler  systems 
and  for  Municipal 

RAILROAD  AND 

SUBURBAN 
WATER  SUPPLY 

We  shall  be  pleased  to 
furnish  you  with  all  the 
information  and  data  you 
may  require  on  this  class 
of  work. 

Send  us  your  blue  prints 
for  estimates. 

Send  for  special  Tank  and  Tower  Catalogue 

Ontario  Wind  Engine  &  Pump  Co. 


Toronto  Montreal 


Limited 


Winnipeg  Calgary 


B  U  I  I.  D  I  N  a 


To  Make  Concrete  Floors 
Hard  as  Agate,  Use 


Applied  with 
a  wide  floor  brush 


The  efficient  floor  should  be  wearproof,  dust- 
proof  and  sanitary.  A  cement  floor  treated  with 
Agatex  meets  every  requirement  of  the  ideal  floor. 
It  is  hard,  smooth  and  absolutely  waterproof.  It 
is  entirely  dust-proof.    It  is  strictly  sanitary. 

Trussed  Concrete  Steel  Co. 

of  Canada,  Limited 
WALKERVILLE,  ONTARIO 

Montreal       Toronto       Winnipeg        Calgary  Vancouver 


XCELADUCT 


(GALVANIZED  CONDUIT) 


IS  USED  BY 


ALL  Leading  Engineers  and  Contractors 

throughout  Canada 


Made  by 


Orpen  Conduit  Co.,  Limited 

Toronto 
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Canadian  Rivet  Forges  are  built  to 
last. 

Easy  running  blower,  powerful, 
uniform  blast,  rigid  steel  plate  con- 
struction. 

Write  for  Catalog  100-12. 

Canadian  Blower  &  Forge  Co. 

Kitchener,  Ont. 


Biiilllllllllllllllllllllllll 


Keith 
Fans 


The  oppor- 
t  u  n  i  t  y  for 
greater  econ- 
omy and  effic- 
iency in  Heat- 
ing and  Ven- 
tilating is  em- 
phasized in  the 


Keith  *'   Fan.  Com- 


parative tests  of  other  types  of  fans  have 
resulted  in  the  "Keith"  being  proclaimed 
the  most  efficient  and  economical  in  the 

Fan  World.        yff^^^  {,,r  our  New  Catalouue  No.  55. 

SHELDONS  LIMITED,  Gait.,  Ont. 

Toronto  Office :  609  Kent  Building 

AGENTS : 

Mesara.  ROSS  &  GREIG,  412  James  St.,  Montreal,  Que. 
Messrs.  WALKER'S  LTD.,  Ii59-261  Stanley  St.,  Winnipeg,  Man. 
Messrs.  GORMAN,  CLANCEY  &  GRINDLEY,  LTD.,  Calgary 
and  Edmonton,  Alta. 

Messrs.  ROBERT  HAMILTON  &  CO.,  LTD.,  Bank  ot  Ottawa 
Bldg.,  Vancouver,  B.  C. 


Steel  Ball  Bearing  Brick  Paving  Carriers 


(PATENTED) 


are  the  right  help  in 
delivering  the  Brick 
from  the  boulevard 
to  the  setters;  one 
man  performing  the 
service  of  three  or 
four.  It  delivers  the 
brick  in  good  order 
and  at  the  right  time. 
In  use  by  leading 
Paving  Contractors. 

Write  for  our 
catalogue  "R" 


MANUFACTURED  BY 


Canadian  Mathews  Gravity  Carrier  Company,  Limited 

484  Richmond  Street  W.  -  -  .  TORONTO,  ONT. 
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STEEL  CASTINGS 

For  All  Purposes 


One  Pound  to  Fifty  Tons 

Canadian  Steel  Foundries 


General  Offices 
Transportation  Building 

Montreal 


LIMITED 

Western  Representative* 

Kelly  Powell  Limited 

403  McArlhur  Building 

Winnipeg 


Works 

Montreal 

Welland 
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ALPHABETICAL  LIST  OF  ADVERTISERS 


American  Lead  Pencil  Company  .  .  . 

American  Well  W  orks    "'-t 

Anglins  Limited    *>'J 

Armstrong-  Cork  Company    12 

Asbestos  Manufacturing  Company.. 

.\sphalt  and  Supply  Company   

Ault  &  Wiborg  Company    50 

Haines  &  Peckover    5 

l'.arl)er,  Frank   

Barrett  Company   

Bawden  Pump  Company    11 

lieatty  &  Sons.  Ltd.,  M   2 

Heveridge  Paper  Company   

P>ickle  Company,  R.  S  

P.ishropric  VVallboard  Company    1« 

Blair  Company,  B   •^'■^ 

Black  Building  Supply  Company  ...  57 
I'.oving   Hydraulic  and  Engineering 

Company    1^ 

Brantford  Rooting  Company  

Britnell  Company,  Ltd  •  •  ■  •  5-t 

Brown  Company   '   59 

Burlington  Steel  Company    49 

Canada  Iron  Foundries,  Ltd   33 

Canada  Foundries  and  P'orgings,  Ltd.  7 

Canada  Wire  and  Iron  Goods  Co.  ..  53 

Canadian  AUis-Chalmers    I'J 

Canadian  Blower  and  F'orge  Co.  ...  14 
Canadian  Chicago  Bridge  and  Iron 

Company  .  . ,   ''1 

Canadian  Consolidated  Rubber  Co.  .  3 

Canadian  Des  Moines  Steel  Co   53 

Canadian  General  Electric  Company  19 

Canadian  Ingersoll-Rand  Company.  03 
Canadian    Inspection    and  Testing 

Laboratories    (>0 

Canadian   Mathews   Gravity  Carrier 

Company    14 

Canadian  Office  School  huruiture  Co.  48 

Canadian  Pipe  Company,  Ltd   54 

Canadian  Steel  I'"oundries,  Ltd   15 

Canadian  Surety  Company    48 

Carey  Company,  Philip   

Carter  White  Lead  C'ompany  

Chipman  &  I'ower,  Ltd   GO 

Conduits  Company,   Ltd   ."lO 

Cook,  A.  D   59 

Crushef!  Stone,  Ltd   54 

Dake  F'ngine  Company    J 2 

Dennis  Wire  and  Iron  Comi)any  ...  50 

I  )'ii>iinioii  Concrete  Crmiiiany    5.") 


and  Inspec- 


GO 
57 
59 

55 
64 


Dominion  Engineernu 

tion  Company   

Dominicm  Iron  and  Steel  Company. 
Dominion  Iron  and  Wrecking  Co.  .. 

Dominion  Paint  Works   

Dominion  Sewer  Pipe  Company  . .  . 
Dominion  Wire  Rope  Company  .... 


Engineers  and  Contractors,  Ltd. 


Poster,  W.  L  

Foundation  Company   

Gartshore,  John  J   59 

Gartshore-Thompson  Pipe  and  P"oun- 

dry  Company   50 

Gent  Company    60 

Gillis  &  Geoghegan    57 

Hamilton  &  Toronto  Sewer  Pipe  Co.  11 

Hopkins  &  Co.,  F.  U   64 

Hunt  &  Co.,  Robert  W   60 

Ideal  Concrete  Machinery  Company 

Imperial  Oil  Company   .  .  .■  

Inglis  Company,  John   47 

Kerr  Engine  Company,  Ltd   62 

King  Construction  Company    GO 

Lea,  R.  S.  &  W.  S   60 

London  Concrete  Machinery  Co.   . .  4 

Lymburner,  Limited    2 

MacKinnon  Holmes  &  Co  

MacLean  Daily  Reports    61 

Maritime  Bridge  Works  Company  .  61 
Manitoba  Bridge  and  Iron  Works  Co. 

Marsh  Engineering  Works    8 

McAvity  &  Sons,  T  

McDougall  Caledonian   Iron  Works 

Company    7 

McGregor  &  Mcintyre   61 

Miller  &  Co.,  George  M   (io 


Milton  Hersey  Company    6f 

Morrison  &  Co.,  T.  A  

Mueller  Manufacturing  Co  

Mussens  Limited   

National  F" ireproofing  Companj'   ...  20 

National  Iron  Works    13 

Noble,  Clarence  W   18 

Northern  Crane  Works,  Ltd   54 

Nova  Scotia  Steel  and  Coal  Company  4 

Office  Specialty  Company    02 

Ontario  Sewer  Pipe  Company  

Ontario  Wind  Engine  and  Pump  Co.  13 

Ormsby  Company,  A.  B  

Orpen  Conduit  Company    13 

Pacific  Coast  Pipe  Company    l 

Pedlar  People   15 

Power  &  Son    cO 

Prest-O-Lite  Company    5a 

Reid  &  Brown  Structural  Steel  and 
Iron  Works   00 

Sheldons  Limited    ]4 

Standard  Clay  Products,  Ltd   58 

Standard  Underground  Cable  Com- 

pafiy  of  Canada,  Ltd   61 

Steel  Company  of  Canada,  Ltd   9 

Sun  Brick  Company  

Spielmann  Agencies   

Tiffin  Wagon  Company   

Toch  Brothers    53 

Toronto.  Plate  Glass  Importing  Co.. 
Trussed  Concrete  Steel  Company  . .  13 
Turnbull  Elevator  Company  


Vancouver  W^ood  Pipe  and  Tank  Co.  59 


Waterous  Engine  Works  Company..  20 

Wells  &  Gray,  Ltd   17 

Williams  Machinery  Co.,  Ltd.,  A.  R.  54 

Wynne-Roberts,  R.  O   ilO 


Our  advertisers  represent  the  most  progressive  manufacturers  and  dealers.  Make 
your  purchases  of  them.   Give  your  business  to  the  man  who  is  enterprise 
ing  enough  to  spend  money  and  time  to  get  in  touch  with  you. 
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WELLS  AND  GRAY,  LIMITED 

Engineers  and  Contractors 

Branch  Office :  Head  Office : 

BANK  OF  COMMERCE  BLDG.  701  CONFEDERATION  LIFE  BLDG. 

Windsor,  Ont.  Toronto  Ont. 


List  of  Work  Done  During  1917 


Building 

Owner 

Location 

Approx.  Value 

Packing  Case  Building 

Peters  Cartridge  Co. 

Kings  Mills,  Ohio 

$170,000.00 

Shooting  Gallery 

<(          <<  i( 

ii             ((  « 

45,000.00 

L^oal  L^onveyor 

<<          (<  It 

1 2,000.00 

Extensions  to  Plant 

rord  Motor  <^o. 

Ford,  Ont. 

O  Af\  AAA  AA 

z4U,U00.00 

Reinforced  Concrete  Bridge 

Canadian  Pacific  Railway 

North  Toronto 

175,000.00 

Freight  Shed 

c<                        <<  << 

Lambton,  Ont. 

11,000.00 

Additions  to  Factory 

Nicholson  File  Co. 

Port  Hope,  Ont. 

58,000.00 

Power  Development  Work 

Hydro-Electric  Power  Com. 

Dig  v^nute,  kDevern  i\. 

I  \  .UUU.UU 

Extensions  to  Transformer 
House,  Power  Lines,  etc. 

<<          <<      *    (<  << 

Niagara  Falls,  Ont. 

83,000.00 

Addition  to  Residence 

G.  M.  McGregor 

Windsor,  Ont. 

14.000.00 

Addition  to  Factory 

Canadian  Lamp  &  Stamping 
Co. 

Ford,  Ont. 

21,000.00 

Addition  to  Factory 

Kelsey  Wheel  Co. 

Windsor,  Ont. 

2,000.00 

Completion  of  Collegiate  Insti- 
tute Building 

Board  of  Education 

75,000.00 

Alterations  in  Plant 

Harris  Abattoir  Co. 

West  Toronto 

3,500.00 

Extensions  to  Plant 

Dominion  Forge  &  Stamping 
Co. 

Ford,  Ont. 

90,000.00 

Alterations  to  Plant 

Canadian  Salt  Co. 

Windsor,  Ont. 

10,000.00 

Total 

$1,030,500.00 

Of  this  total  $660,000.00  worth  of  work  was  done  on  a  percentage  basis. 
Every  one  of  the  above  contracts  was  obtained,  because  we  had  previously  given  satis- 
faction on  other  contracts  for  the  same  owners. 

We  please  others.   We  can  please  you  if  given  an  opportunity. 


WELLS  AND  GRAY  LIMITED 
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Resilience  of  W.   11.  Connor,   l.akeview,  Rocklifle, 
Ottawa,  Out. 

Ilisliopi  ic   Stucco   lioard   nscd   on   extei  ior   and  interior 
walls  as  a  backgroiuid  for  cement  stucco  and  plaster 
respectively. 
Mr.  W.  E.   Nortke,  Architect. 

.\  lli.shopric  wall  won't  crack,  warp  or  shrink — 
it's  (lamp-proof  and  vermin-proof — and  perm- 
anent. 

Whether  it's  a  house  or  apartment  building, 
warehouse  or  factory,  figure  on  Bishopric  Stucco 
Board — it  has  shown  a  clear  saving  of  25  per  cent, 
in  material  and  labor  over  other  methods. 

A  P9stal  card  will  bring  details  and  samples. 

Bishopric  Wall  Board  Co. 

Limited 

529J  Bank  St.      -       OTTAWA,  Ont. 


STucwboaRD 

will  increase  your  profits 
and  build  better  buildings 

It  saves  time  and  labor.  It  takes  the  place  of  board- 
^  ing,  sheathing  paper,  furring  strips  and  lath. 

It  is  made  of  kiln-dried  lath,  bevel-edged,  embedded 
under  terrific  pressure  in  toughened  Asphalt-mastic, 
surfaced  on  the 'other  side  with  sized  sulphide  fibre 
board. 

It  comes  in  4  ft.  scjuares  (and  larger  if  specified) 
ready  to  be  nailed  direct  to  the  studding — as  a  founda- 
tion for  stucco  outside  or  plaster  inside  the  building. 


AN  ARCHITECT'S  BUNGALOW 

Tlie  summer  residence  at  Gowan,  Ont.,  erected  by  Mr.  P.anigan,  of 
Messrs.  Banigan,  Mather  and  Thompson,  Architects,  of  Toronto,  from 
designs  drawn  by  Mr.  Ranigan.  Constructed  of  liishopric  Stucco  Hoard 
— the  exterior  walls  stuccoed  and  the  interior  walls  plastered. 


They Ve  all  in  favor  of 


Architect       Draughtsman  Contractor 


Lqther 


Plasterer 


The  reason— plain  enough— they  all  want  to  make  a  good  job  of  every 
contract.  They  want  to  make  that  job  Fireproof— so  far  as 
the  plastering  is  concerned.  The  sure  way  is  to  use  Herringbone 
Copper  Alloy  Metal  Lath.     Send  for  booklets  and  information. 

Clarence  W.  Noble,  General  Sales  Agent 

117  Sun  Life  Bldg.,  TORONTO 

The  Metal  Shingle  Siding  Co.  Manufacturers 
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PLATE  AND  BOILER  WORK 


Steel  Plate  Penstock  Elbow 


We  have  the  largest  and  best  equii)pecl 
plate  shop  in  Canada,  and  make  a  specialty 
of  heavy  and  difficult  plate  work.  A  good 
example  of  this  is  shown  in  accompanying 
illustration  of  a  large  penstock  for  one  of 
the  Niagara  Falls  power  plants,  10  ft.  6  in.  in 
diameter  at  the  bottom  and  turning  to  an 
elipse  at  the  top  12  ft.  10^4^  in.  high  and  11 
ft.  Sy^  in.  wide. 

The  Canada  Water  Tube  Boiler  is  adapt- 
ed for  power  plant  service  of  all  descrip- 
tions for  steam  pressures  up  to  150  lbs.  The 
addition  of  the  superheating  drum  insures 
absolutely  dry  steam  under  worst  conditions, 
and  normally  delivers  steam  superheated 
from  10  to  30  degrees  without  external 
superheater.  The  circulation  is  theoretically 
correct.  It  is  built  in  sizes  from  100  to  500 
h.p.  per  unit. 

Return  Tubular  Boilers  are  built  in  all 
sizes  allowed  by  the  different  Provincial  In- 
spection laws  and  are  built  under  Ontario 
Government  Inspection.  Either  horizontal, 
vertical  or  locomotive  portable  types  are 
furnished. 


We  have  the  exclusive  right  to 
manufacture  and  sell  in  Canada 
the  Steam  Specialties  of  the  Har- 
rison Safety  Boiler  Works,  includ- 
ing their  complete  lines  of  Coch- 
rane Open  Feed  Water  Heaters, 
Independent  Meters,  Steam  and 
Oil  Separators,  Multiport  Safety 
Exhaust  Outlet  Valves  and  Sorge- 
Cochrane  Hot  Process  Water 
Softener. 

We  have  also  similar  rights  for 
Squires'  Steam  Traps,  Pump  Gov- 
ernors and  Reducing  Valves. 


Canada  Water  Tube  Boiler 


CANADIAN  ALLIS-CHALMERS  LIMITED 


Head  Office:  Toronto.    Sales  Offices:  Montreal,  Halifax,  Sydney,  Ottawa,    Cobalt,    .South    Porcupine,    London,    Winnipeg,    Calgary,  Edmonton 

Nelson  and  Vancouver. 
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Detail  in  perspective  of  Long 
Span  Combination  Hollow 
Tile  and  Reinforced  Concrete 
Floor. 


Have  You  the  Data 

on  this  improved  modern  method  of  saving  much  of  the 
cost  of  steel  and  foundations  ? 

Long  Span  Floor  Construction  of 

NATCO 
HOLLOW  TILE 

and  Reinforced  Concrete 

First  in  the  Mind  of 
the  Designer 

when  seeking  a  minimum  in  cost 
and  weight,  and  the  maximum  in 
strength  and  fireproof  qualities  for 
his  floor  construction. 


Write  to-day  for  our  Long  Span  Catalogue, 
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Joint  Gommittee  Doing  Valuable  War  Work 


THE  annual  meeting  of  the  Joint  Committee  of 
Technical  Organizations,  Ontario  Branch,  was 
held  in  the  Chemistrj^  and  Mining  Building, 
University  of  Toronto,  on  March  25,  with  an 
attendance  of  some  two  hundred  technical  men.  The 
features  were  Chairman  Alfred  Burton's  report,  and 
addresses  by  Col.  David  Carnegie,  managing  director 
and  ordnance  adviser  Imperial  Munitions  Board,  and 
Mr.  W.  E.  Segsworth,  Administrator  for  Canada  of 
the  Vocational  Branch  of  the  Invalided  Soldiers'  Com- 
mission. 

This  Committee,  formed  some  eighteen  months 
ago  for  the  purpose  of  co-relating  the  activities  of  en- 
gineers and  technical  men  in  general  in  furtherance 
of  the  Empire's  war  aims,  is  shown  in  the  Chairman's 
address  to  have  achieved  very  gratifying  results.  An 
example  of  this  is  their  work  on  inventions  for  the 
Imperial  Munitions  Board,  in  connection  with  which 
Col.  Carnegie,  in  his  address,  spoke  in  the  highest 
terms  of  praise  and  appreciation.  The  Chairman's  re- 
port is  given  elsewhere  in  this  issue  and  the  addresses 
of  Col.  Carnegie  and  Mr.  Segsworth,  both  of  unusual 
interest  and  value,  we  hope  to  be  able  to  give  our 
readers  at  an  early  date. 

The  chairman  for  the  ensuing  year  is  Mr.  G.  A. 
McCarthy.  The  elected  members  are  as  follows:  Can- 
adian Mining  Institute  (Toronto  branch),  W.  E. 
Segsworth ;  Canadian  Society  of  Civil  Engineers  (To- 


ronto branch),  L.  M.  Arklcy;  Association  of  Ontario 
Land  Surveyors,  R.  R.  Grant;  Society  of  Chemical 
Industry  (Canadian  section),  E.  P.  Mathewson ;  En- 
gineering Alumni  Association,  University  of  Toronto, 
H.  G.  Acres;  Royal  Canadian  Institute,  Harry  Jewell; 
Canadian  Engineers,  District  No.  2,  Major  L.  L.  An- 
thes;  American  Society  of  Mechanical  Engineers  (On- 
tario section),  C.  B.  Hamilton,  Jr.;  American  Institute 
of  Electrical  Engineers  (Toronto  section),  W.  G.  Gor- 
don; Institution  of  Electrical  Engineers,  S.  L.  B. 
Lines ;  Ontario  Association  of  Architects,  Toronto 
Chapter,  R.  K.  Shepard  ;  Engineering  Alumni  Asso- 
ciation, Queen's  University,  Alex.  C.  Longwell ;  Can- 
adian Manufacturers'  Association,  G.  M.  Murray;  En- 
gineers' Club  of  Toronto,  W.  A.  Bucke ;  A.  Burton, 
W.  P.  Dobson. 


Engineers  Point  the  Way  for  Solution 
of  Fuel  Problems 

THE  "Fuel  Discussion"  Convention  of  the  Can- 
adian Society  of  Civil  Engineers,  recently  held 
in  Toronto,  approached  the  problem  from  every 
angle,  and  it  is  to  be  hoped  that  official  action 
will  follow  immediately.  It  was  pointed  out  at  these 
meetings  that  the  fuel  and  water  power  resources  of 
Canada  were  of  enormous  extent,  and  in  view  of  this 
it  was  incumbent  upon  the  Canadian  people  to  develop 
these  resources  in  ^a  rational  scientific  manner  and 
make  them  available  for  use  as  soon  as  possible.  In 
the  meantime  as  far  as  Canada  is  concerned,  and  par- 
ticularly the  middle  portion  of  the  country,  we  were 
still  dependent  upon  the  good  will  of  the  United  States 
for  fuel  supplies. 

Of  those  fields  which  offer  relief  from  the  present 
situation  wood  stands  out  as  the  one  source  of  supply 
from  which  immediate  help  may  be  expected,  and 
consequently  it  is  imperative  that  aggressive  action  be 
taken  by  the  various  Ontario  municipalities  to  provide 
a  supply  of  wood  for  domestic  purposes  for  the  coming 
winter. 

The  art  of  manufacturing  and  using  peat  fuel  has 
been  well  advanced  in  other  countries  so  that  there 
is  little  doubt  that  air  dried  machine  peat  will,  in  the 
near  future,  be  used  to  some  extent  to  take  the  place 
of  coal.  Peat  is  particularly  well  suited  for  gas  pro- 
ducers, more  especially  those  of  the  by-product  type. 
When  burnt  under  boilers  the  steam  value  of  peat  is 
about  one-half  that  of  good  coal.  A  further  relief  in 
the  fuel  situation  is  promised  by  the  industrial  evolu- 
tion of  the  carbonization  of  coking  coals  which  has 
led  to  the  employment  of  high  temperatures  which 
give  strong  metallurgical  coke  and  higher  yields  of 
city  gas.  A  commendable  reaction  has  set  in  towards 
low  temperature  and  big  tar  yields,  as  tar  oils  are 
increasingly  needed  for  motor  fuels.  A  systematic  in- 
vestigation of  lignites  now  in  progress  in  the  fuel  test- 
ing laboratories  at  Ottawa  shows  that  a  valuable  fuel 
of  high  heating  value  can  be  made  by  suitably  con- 
trolled carbonization  followed  by  briquetting.  Car- 
bonized peat  or  peat  coke  is  a  high  grade  fuel  which 
need  not  be  briquetted. 

A  rational  development  of  Canada's  coal  resources 
would  indicate  that  on  account  of  its  importance  and 
exhaustible  nature  coal  should  be  only  used  for  the 
])urpose  for  which  best  suited.  Suggestions  as  to  its 
development  were:  1.  Substitution  of  coke  for  anthra- 
cite ;  2.  the  introduction  of  by-product  coke  ovens,  and 
the  transformation  of  gas  plants  to  include  more  thor- 
ough by-product  recovery ;  3.  Carbonization  and  hvi- 
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qucttiii.u;  of  low  grade  fuels;  4.  the  use  of  pulverized 
coal  as  a  locomotive  fuel  ;  5.  the  elimination  of  waste 
in  mining;  6.  greater  use  of  Western  coals  to  replace 
imported  coal  in  the  area  west  of  Port  Arthur,  which 
includes  avoiding  the.  use  of  fuel  requiring  a  long  haul 
wherever  it  is  possible  to  procure  a  suitable  substitute 
requiring  only  a  short  haul ;  7.  by  the  earliest  exploita- 
tion of  our  own  resources  to  aim  at  limiting  the  neces- 
sity for  importing  fuel  from  other  countries. 

While  oil  fuel  is  an  ideal  fuel  for  all  purposes,  it 
will  never  be  a  competitor  of  coal  to  any  extent  in 
this  country,  unless  the  production  of  oil  is  materially 
increased,  but  it  will  always  be  a  splendid  supplement- 
ary fuel  to  coal.  ^ 

The  possibilities  of  the  relief  of  fuel  consumption 
in  Canadian  industries  by  the  increased  use  of  hydro- 
electric energy  lie:  (a)  in  the  limitation  in  existing 
l)lants  of  the  use  of  coal  for  heating  purposes  only, 
wherever  hydro-electric  power  is  available — such  limi- 
tation having  as  its  object  the  restriction  of  the  use 
of  unreplacable  material  by  power  derived  from  natural 
sources  which  do  not  suffer  depletion  by  use,  and  (b) 
the  establishment  of  a  national  policy  which  will  en- 
sure factories  in  the  future  locating  at  points  where 
their  demands  for  raw  material  and  power  may  be 
met  by  the  most  economical  use  of  such  materials 
and  facilities  as  are  indispensable  for  their  operation. 

Central  heating  as  a  means  of  conserving  fuel  was 
suggested,  the  sy.stem  being  to  burn  coal  at  a  central 
1)oint  and  pipe  the  heat  to  those  who  would  otherwise 
burn  coal.  This  heat  can  be  i)iped  as  high  or  low  pres- 
sure steam  or  hot  water.  Such  a  system  if  applied  to 
Toronto,  covering  the  business  section,  would  save 
in  coal  $100,000  per  year. 

Railway  electrification  offers  great  theoretical  pro- 
mise of  conservation  by  saving  coal  and  by  .increasing 
the  ca])acity  of  tracks  and  terminals  of  congested  rail- 
way districts.  If  the  energy  for  railway  electrification 
is  obtained  from  water  power  all  the  coal  otherwise 
consumed  by  steam  locomotives  would  be  saved.  An 
electric  locomotive  does  three  and  a  half  times  as  much 
work  in  ton  miles  as  a  steam  locomotive.  This  ques- 
tion is,  however,  a  highly  specialized  one — economic, 
financial  and  engineering — while  the  high  cost  of  ap- 
])aratus  due  to  labor  and  other  conditions  prohibit  the 
carrying  on  of  railway  electrification  at  the  present 
time  on  a  wholesale  scale. 

As  to  the  general  heating  of  buildings  by  electricity 
it  was  shown  that  it  is  economically  out  (jf  the  ques- 
tion to-day  and  its  general  use  in  the  future  is  Very 
remote.  Ap])roximately  two  million  horse  ])Ower 
would  be  recpiircd  to  electrically  heat  Toronto's  build- 
ings housing  a  population  of  five  hundred  thousand 
people.  Heat  from  anthracite,  coal  is  normally  one- 
fourth  to  one-fifth  the  cost  of  heat  from  electricity.  At 
existing  ])rices  one  cent  will  purchase  the  following 
units  of  heat  a])plied  to  buildings — anthracite  coal, 
14,.3O0  units;  bituminous  coal,  21,000  units;  oil,  7,750 
units;  electricity,  4,200  units.  Electric  heaters  now 
operate  at  one  hundred  per  cent,  efficiency,  and  the 
marvellous  inventions  frecpiently  announced  in  the 
dajly  press  cannot  remove  them.  The  general  electric 
heating  of  buildings  should  not  be  considered,  as,  at 
the  present  time,  the  ])ower  consumed  should  be  used 
for  munitions  and  for  industrial  ])ur])oses. 

Water  Power  Development 

Canada  is  recognized  as  one  of  the  great  water 
power  countries  in  the  world.  No  country  enjoys  to 
a  greater  degree  the  benefits  of  cheap,  dependable 


hydro  power,  and  no  country  has  had  that  benefit 
more  universally  applied  for  municipal,  industrial  and 
domestic  use.  Water  power  must  take  a  very  promin- 
ent part  in  the  best  use  if  the  varied  fuel  power  re- 
sources of  Canada  is  to  be  achieved.  There  must  be 
evolved  a  national  water-fuel-power  jiolicy  which  will 
realize  the  best  possible  co-ordinated  and  concentrated 
development  for  the  use  of  all  the  resources  of  the 
Dominion.  Cheap  power  promises  to  be  one  of  the 
country's  greatest  assets  in  the  post  bellum  industrial 
rivalry  of  nations  for  world  trade.  Our  great  fuel  re- 
serves, supported  by  our  water  power  resources  re- 
present a  sure  source  of  cheap  power,  and  should  guar- 
antee Canada  her  share  of  world  trade  if  these  re- 
sources are  utilized  to  their  maximum  possible  ad- 
vantage. 

A  number  of  the  papers  presented  before  the  Con- 
vention are  reproduced  in  this  issue,  in  full,  with  others 
in  extract.  A  study  of  the  contents  of  these  papers 
will  amply  repay  any  of  our  readers  who  desire  to 
lend  their  assistance  in  conserving  our  fuel. 


Building  Permits  Show  Falling  Off 

THE  value  of  building  permits  issued  in  35  cities 
showed  a  decrease  during  February  as  com- 
pared with  the  previous  month,  the  total  value 
of  permits  falling  from  $1,562,637  in  Januarv  to 
$901,933  in  February,  a  decline  of  $660,704,  or  42.2' per 
cent.  Saskatchewan  and  Manitoba  recorded  increases, 
while  in  Nova  Scotia,  also,  there  was  an  inconsiderable 
gain.  As  compared  with  the  corresponding  month  of 
1917,  there  was  a  decrease  of  46.4  per  cent.,  the  value 
for  February,  1917,  being  $1,682,495. 

Estimated  Cost  of  Building  Work  as  Indicated  by  Building  Permits 
in  35  Cities 

February,  1!»1S,  conipared 


t'ity 


February 
1!»1S 


Feljruary        witii  February,  lltlT 
]!)1T        Increase  (*)  Decrease  (t) 


Nova  Scotia   $71,584 

Halifax    (IS.OT.-i 

.Sydney    .'{..'jOil 


New  Brunswick 
Monctou  .  .  . 
St.  John  .  .  . 

Quebec   

Maisonneuve 
Montreal    .  .  . 
(Juebec 
.Slierbrooke  .  . 
Tliree  Rivers 
Westmount 


Ontario   

lirantford    .  .  . 
Fort  William 
<  lueliili  ... 
1 1  aniilton   .  .  . 
Kingston    .  .  . 
Kitchener  .  . . 
London  ... 
Ottawa    ...  . 
Peterborough 
Pnrt  .\rthur 
Stratford  ... 
St.  t'atharines 
.St.  Thomas  .  .  . 

Toronto  

Windsor  


134,692 


77,04.T 
2ri,147 

1 7,661 1 

ir,,rm 

492,492 

10,000 


Manitoba  .  .  . 
7!rand()n  .  . 
Winnii)eg  .  . 

Saskatchewan 

Moose  jaw 
Hegina  .  .  . 
Saskatoon  . 

Alberta  ...  . 
Calgary  .  .  . 
Kdmonlon  . 


British  Columbia  .  .  . 

New  Westminster 

Vancouver  

Victoria   

Total    (35  cities) 


2,,S0(» 

0. '5,89() 

Ki.-'jGO 

1. '),8()0 
1,230 

r).so 
57.5 

7,67.5 
550 
;i47,282 
28,175 

.54.900 
2.50 
.54,0.50 

29.225 

1S,(!00 

:!,(mO 

(;,!)75 

47.850 

:!2,200 

I. 5,0.50 

71,190 

.•'.,000 
.55,41.5 

II,  .S75 


$90,450 

SS,535 
1,915 

88.475 

2,175 
SO,. •!(!(» 

563.330 

.5(X) 
402,.565 
145,725 
9,914 
2,700 
1 ,900 

774,435 
.5,S15 
1.50 
.■!,200 
42,010 

2  J7.5 

I, S,;!05 
20,.50O 
i:!,425 

1,125 

II,  .-{05 
i;i,50S 

2,000 
57:5,517 
00,2fK) 

36,360 

24,000 
12,:i.50 

17,255 

2,0(H> 
i;!,0(i5 
1,0.50 

8,000 
4, .500 
.•?,500 

104,200 

(),520 
9(i,7,SO 
900 


t$18,866 

t  20,400 

*  1,.594 

t  88,475 

t  2,175 

t  y(;.:VM 

1428,638 
t  5(M» 
t325,520 
tl20,.57S 
t  9,940 

*  14,300 

*  1:5,000 

t281,943 

'  4,1. "5 
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t  400 

*  2.'5,2S() 


t  20.86 

t  2:5.11 
*  ,s:5.24 


t  76.09 
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715.79 


t  36.46 
*  71.97 
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*  54.«:j 
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t    1 ,745 

t  10,700 

t  12,195 
t  .595 

t  10,7:iO 
t  5,8.'5:5 
t  1,450 
*220,2:55 

t  :57,025 

*  18,560 

t  2:5,7.50 

'  42,:!00 

*  11,970 
'  1(l,(tO() 
t  9,:!.55 
"  5,:{25 

*  39,860 
27,700 

*  12,1.50 

t  33,010 

t  2,020 

t  41,:!05 

'  10,975 


84.  OS 
9,5:5 

4o.:{s 

90.84 
.52..'-.9 
94.91 
41.70 
72.50 
29.44 
01.40 

51.03 
98.!»0 
.-542.51 

69.37 
oi.5.:!s 

71.9:! 


*  496.13 

«  01.5..50 

"  ;547,14 

f  31. 6S 

i-  40.18 

i-  42.74 
",1,219.44 


$901,933       $1,682,498     i$780,562       f  46.39 
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Placing  Superstructure  on  C.  P.  R.  North 

Toronto  Bridges 

Fifty  Two-Ton  Pre-cast  Cement  Beams  are  Handled  with 
Locomotive  Cranes   and  Interesting  Travelling  Device 


FOR  several  years  the  C.  P.  R.  have  been  carry- 
ing out  a  series  of  improvements  in  the  North 
Toronto  subdivision  of  its  through  line.  This 
line  into  the  city  is  several  miles  shorter,  and 
has  considerably  lower  grades  than  the  line  running 
into  the  Union  Station.  The  fact  that  a  large  portion 
of  the  population  of  Toronto  are  residing  closer  to  the 
North  Toronto  than  the  Union  Station  and  the  con- 
gestion at  the  terminal  station  had  a  great  deal  to  do 
with  the  decision  to  make  these  improvements.  The 
C.  P.  R.  and  C.  N.  R.  Companies  built  the  North  To- 
ronto station  and  doubled  and  elevated  the  trackage 
to  the  West  Toronto  station.  Contract  Record  of  De- 
cember 29,  1913,  and  July  12  ,1916,  had  articles  fully 
describing  this  work. 

At  the  present  time  extensive  improvements  are 
being  carried  out  on  the  line  from  Toronto  to  Leaside. 
At  miles  0.9  and  1.8,  measured  from  Leaside,  two 
bridges  occur.  These  were  originally  single  track, 
trestle  with  plate  girder,  steel  structures.  The  bridge 
at  mileage  1.8  crosses  what  is  known  as  Reservoir 
Ravine.  The  bridge  at  0.9  crosses  the  Belt  Line  ravine. 
A  number  of  designs  for  this  work  were  considered. 
A  steel  addition  to  the  old  steel  bridge  to  widen  it  out 
was  first  thought  of  and  finally  discarded.  The  plan 
of  entirely  new  steel  structures  were  also  discarded, 
it  was  stated,  owing  to  the  high  co.st  of  steel.  Sev- 
eral reinforced  concrete  designs  were  considered  and 
plans  for  an  arch  bridge  discarded  when  tests  showed 
that  the  clay  bottom  petered  out  and  became  a  near 
quicksand.  Reinforced  concrete  bridges  of  quite  un- 
usual design  was  eventually  decided  upon.  They  are 
of  a  reinforced  concrete  trestle  type  resting  on  con- 
tinuous footings  under  each  bent.  The  bents  contain 
four  posts  (three  in  the  Belt  Line  bridge)  tied  to- 
gether with  the  outside  posts  battered.  The  trestle 
spans  are  34  feet  and  the  spans  between  the  trestles 
are  36  feet. 

Probably  the  most  unusual  feature  of  these  bridges 
is  the  pre-cast  I-beams  which  form  the  decks.  In  fact, 
the  whole  of  the  superstructure  carried  on  the  rein- 
forced concrete  towers  is  pre-cast  before  being  set  in 
place.  An  article  appearing  in  the  Contract  Record  on 
page  917  of  the  November  7,  1917,  issue,  describes  fullv 


the  manufacture  c)f  the  deck  slabs.  Sixty-six  T-beam 
units  weighing  approximately  52  tons  each  will  form 
the  deck  slab  of  the  bridge  over  Reservoir  Ravine. 
The  curb  sections,  handrail  po.sts  and  sidewalk  slab 
have  all  been  pre-ca.st  and  all  that  remains  is  the  set- 
ting of  these  units  to  complete  the  structure. 

The  contractors  for  the  reinforced  concrete  work 
for  the  bridge  over  Reservoir  Ravine  were  Wells  and 
Gray,  Limited,  Toronto.  The  contract  for  the  con- 
struction of  the  bridge  over  the  Belt  Line  Ravine  was 
carried  out  by  the  Dominion  Construction  Company 
of  Toronto,  who  also  erected  the  temporary  trestle 
work  at  this  point.  The  two  steel  bridges  were  re- 
moved by  James  Finley,  structural  contractor,  of 
l^veed,  Ont.  The  erection  of  the  temporary  trestle 
over  the  Reservoir  Ravine  was  carried  out  by  the 
C.  P.  R.  forces. 

Belt  Line  Ravine  Bridge 

The  bridge  which  is  being  constructed  over  the 
Belt  Line  Ravine  is  a  double  track  structure  composed 
of  five  reinforced  concrete  towers  of  two  bents  each 
sup])orted  on  continuous  footings.  The  superstruc- 
ture consists  of  44  pre-cast  concrete  track  slabs,  90 
sidewalk  slabs  and  96  handrail  posts.  4'he  concrete 
work  of  the  new  bridge  is  complete  with  the  exception 
of  rubbing  down  the  concrete,  which  will  probably  be 
done  after  the  superstructure  is  placed.  It  is  stated 
that  the  contractors  will  use  a  cup-stone  set  on  a 
spindle  and  driven  direct  by  a  small  electric  motor 
for  the  polishing  of  the  exposed  surfaces. 

James  Finley,  of  Tweed,  Ont.,  has  the  contract 
for  placing  the  superstructure,  the  units  of  which  were 
cast  some  months  ago  by  the  Dominion  Construction 
Company  as  part  of  their  contract.  His  plant  con- 
sists of  two  locomotive  cranes,  a  number  of  hydraulic 
jacks  and  two  sets  of  quadruple  block  and  tackle.  The 
locomotive  cranes  go  down  the  mainline  to  the  stor- 
age ground,  which  is  about  half  a  mile  from  the  bridge, 
for  the  deck  slabs.  The  cranes,  one  at  each  end,  pick 
up  the  beam  and  set  it  on  two  railroad  trucks  placed 
about  eight  feet  from  either  end  of  the  slab.  The  for- 
ward truck  is  fitted  with  a  draw  bar  and  the  heavy 
100-ton  crane  engages  this  and  draws  the  beam  to  the 
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Fitf.  1.— Elevation  of  Belt  Line  bridge  and  of  typical  bent. 
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bridge  site,  where  it  is  shunted  onto  a  switch  line 
running  to  the  bridge  trestles. 

The  tackle  used  for  picking  up  the  beam  consists 
of  two  12-inch  I-beam  sections  fabricated  like  a  box 
girder  with  two  web  pieces  about  14  inches  wide.  A 
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and  upper  cross  timbers  removed.  At  the  forward  end 
the  posts  are  extended  to  rest  on  the  reinforced  caps 
of  the  bridge  bents.  The  other  end  rests  on  a  heavy 
piece  of  timber,  to  which  the  trusses  are  bolted. 

Two  sections  of  rail  are  laid  along  the  top  chord 


Fig.  2.— Detailed  view  of  erecting  trestle  and  traveler.  Note  the  outside  supports  to  the  trusses,  and  the  heavy  quadruple  blocks. 


heavy  device  is  fastened  to  the  center  of  this  to  en- 
gage the  device  on  the  crane  block.  Two  rods  I3/2 
inches  in  diameter  and  threaded  on  each  end*  pass 
through  the  tackle  and  through  the  flanges  of  the  beam 
close  to  the  stem  of  the  T-beam  section  and  are  fast- 


Fig.  3. 


-Showing  100  ton  locomotive  crane  picl<lnf2  up  end  of  beam  to 
permit  removal  of  temporary  blocking. 


cned  by  means  of  nuts  to  a  heavy  plate  on  the  under 
side.  The  apparatus  for  carrying  the  beams  over  the 
trestles  is  rather  unique.  It  looks  very  much  like  two 
bridge  trusses  built  of  wood,  with  the  lateral  bracing 


and  superimposed  on  these  rails  is  a  traveler.  The 
traveler  is  constructed  of  dimension  timber  and  is  fit- 
ted with  two  trucks  with  double  flanged  wheels.  Two 
sets  of  quadruple  blocks  are  fastened  to  the  traveler 
and  are  used  to  carry  the  end  of  the  beam.  A  section 
of  timber  is  bolted  to  the  top  of  this  apparatus,  to 
which  the  workmen  snub  the  tackle  rope  when  they 
lower  the  beam  to  its  place. 

The  sequence  of  operations  in  placing  a  beam  is  as 
follows :  The  crane  pushes  the  beam,  on  its  trucks, 
along  the  spur  until  the  forward  end  comes  under  the 
traveler.  The  blocks  are  then  fastened  to  the  beam 
using  tackle  similar  to  that  previously  described.  The 
crane  then  picks  up  its  end  clear  of  the  trucks  and, 
afteh  the  beam  is  blocked  in  this  position,  picks  up  the 
rear  truck  and  places  it  out  of  the  way.  Again  engag- 
ing the  beam,  the  crane  picks  up  its  end,  raising  it 
dear  of  the  blocking,  which  is  then  removed,  and  the 
beam  is  lowered  until  the  end  touches  the  railway  ties. 
By  lowering  the  rear  end,  the  beam  teeters  on  the 
forward  truck  and  the  front  end  rises.  The  rope 
tackle  is  then  tightened  up  and  snubbed,  and  the  crane, 
by  raising  its  end,  transfers  the  weight  of¥  the  for- 
ward truck  onto  the  traveler.  The  forward  truck  is 
then  run  back  and,  after  the  beam  is  again  blocked 
up,  is  removed  by  the  crane.  The  beam  is  now  held 
in  the  air,  as  shown  in  Fig.  4,  one  end  being  carried  by 
the  crane,  the  other  by  the  tackle  mounted  on  the 
truck  of  the  traveller.  A  piece  of  6  by  6  inch  timber 
is  temporarily  placed  between  the  traveler  and  the 
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crane  tackle  and  a  second  piece  .between  the  beam  and 
the  crane  itself.  The  crane  now  moves  forward,  push- 
ing the  beam  and  traveler  ahead  of  it  to  the  desired 
position.  The  beam  is  then  lowered  into  place.  The 
whole  operation  at  the  bridge  site  takes  about  35 
minutes. 

The  operation  of  moving  the  traveler  forward  to 
the  next  truss  (see  Fig.  6  for  details  of  this  truss)  bent 
is  easily  performed.    One  of  the  cranes,  operating  on 


Fig.  4.— Showing  the  beam  supported  by  the  crane  and  traveler. 

the  existing  line,  which  is  parallel  to  the  bridge,  picks 
up  the  rear  end  of  the  traveler  truss  ;  the  other  crane 
picke  up  the  rear  end  of  this  truss  and  both  cranes  move 
forward,  carrying  the  truss  to  the  desired  position. 
After  the  beams  are  placed  they  will  be  grouted  and 
waterproofed,  expansion  joints  being  left  at  the  ends 
of  the  beams.    The  tracks  will  then  be  laid  in  ballast. 

The  work  is  being  executed  under  the  supervision 
of  Mr.  J.  M.  R.  Fairbairn,  assistant  chief  engineer  of 
the  C.  P.  R.  The  design  was  prepared  under  the  super- 


Fig.  5. --Lowering  beam  to  its  final  position. 

vision  of  Mr.  P.  B.  Motley,  Engineer  of  Bridges,  Can. 
Pac.  Ry.  Co.  Mr.  J.  H.  Barber,  with  A.  H.  Munson 
as  his  assistant,  is  the  engineer  in  charge  of  the  work. 


There  are,  approximately,  7,500  parts  in  the  Ameri- 
can war  truck,  which  weighs  complete  just  over  four 
tons,  and  is  propelled  by  a  58  horse-power  engine,  run- 
ning at  1,350  revolutions  per  minute. 


The  efficiency  of  manilla  ro])c  connections  and  fast- 
enings in  terms  of  i)erccntages  of  the  tested  strength  of 
the  new  roi)e  has  been  found  by  careful  experiment  to 
l)e  VO  per  cent,  for  an  eye  spliced  over  an  iron  thimble, 
<S0  per  cent,  for  a  shcirt  s])lice,  65  per  cent,  for  a  timber 
hitch,  slip  knot,  or  clove  hitch,  50  per  cent,  for  square 
knot,  weaver  knot,  or  sheet  bend,  and  45  per  cent,  for  a 
Flemish  loop  or  overhand  knot. 


When  vertical  timbers  like  piles,  posts,  and  other 
supports  are  partly  embedded  in  the  ground  they  are 
likely  to  fail  rapidily  by  decay  at  ground  level,  while 
the  timber  above  and  below  that  point  remains  sound. 
It  is  said  that  the  decay  can  be  greatly  retarded  and  the 
life  of  the  structure  much  ])rolonged  by  enclosing  the 
timbers  just  above  and  below  the  grcnind  level  by 
sleeves  lillcd  with  common  salt. 


Large  jjiles  of  coal  in  storage  are  often  in  serious 
danger  of  spontaneous  combustion.  The  height,  to  ]>re- 
vent  this,  should  never  he  more  than  20  ft.  and  some- 
times not  more  than  12  ft.  Care  should  be  taken  to 
limit  the  horizontal  area  of  the  ])iles  in  order  to  make 
them  accessible  for  inspection  and  segregation  to  pro- 
vide for  their  proper  draining,  and  to  avoid  the  storage 
in  them  of  different  kinds  of  coal,  and  of  coal  contain- 
ing large  percentages  of  sulphur.  The  piles  should  be 
ventilated  with  horizontal  flues  through  the  lower  parts 
and  should  periodically  be  sounded  for  temperature. 


Eminent  Engineer  Passes  Away 

In  the  person  of  Sir  Collingwood  Schreiber,  who  died  on 
March  23.  at  his  home  in  Ottawa,  aged  87,  Canada  has  lost  one 
of  her  greatest  engineers  and  railroad  builders.    For  sixty 
years  the  late  Sir  Collingwood  had  been  actively  associated 
with  the  building  and  development  of  both  publicly  and  pri- 
vately-owrted  railways  in  this  country,  and  for  his  outstanding 
services  in  connection  with  the  construction  of  government 
lines  he  was  knighted  in  191.5.     He  was  born  in  England  and 
came  to  Canada  as  a  young  man,  in  1853.    He  first  secured  a 
position  on  the  engineering  stafif  of  the  Toronto  and  Hamil- 
ton Railway,  staying  with  this  road  until  1856.    Having  de- 
monstrated his  capabilities  -s  an  engineer,  he  was  then  taken 
into  partnership  in  the  engineering  firm  of  Fleming,  Ridout  & 
Schreiber,  of  Toronto,  thus  becoming  associated  with  Sir 
Sandford  Fleming.    He  remained  in  practice  until  1860,  when 
he  superintended  the  construction  of  the  Northern  Railway 
now  a  part  of  the  northern  division  of  the  Grand  Trunk — till 
the  year  1863.    During  the  four  years  following  he  was  en- 
gaged in  the  construction  of  the  Pictou  Railway,  in  Nova  Sco- 
tia, and  then  assisted  in  laying  out  the  Temiscouata  section  of 
the  Intercolonial  Railway.    Later  he  built  and  became  super- 
intending engineer  of  the  Eastern  Extension  Line,  now  part 
of  the  Intercolonial,  and  in  1873  was  appointed  chief  engineer 
and  general  manager  of  all  government  railways  in  operation. 
Seven  years  afterwards  Sir  Collingwood  also  was  appointed 
as  chief  engineer  of  the  C.P.R.,  succeeding  his  old  partner,  Sir 
Sandford  Fleming.    He  retained  his  position  on  the  govern- 
ment railways  and  with  the  C.P.R.  until  1892,  when  he  became 
chief  engineer  of  the  Department  of  Railways  and  Canals. 
Later  he  was  appointed  deputy  minister  of  the  department, 
and  continued  to  administer  this  office  until  1905.    In  that  year 
he  became  general  consulting  engineer  of  the  Dominion  Gov- 
ernment and  chief  engineer  of  the  western  division  of  the 
National  Transcontinental  Railway.    Since  that  time  his  chief 
work  has  been  the  inspection  of  the  construction  of  the  Grand 
Trunk  Pacific. 
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Can.  Soc.  G.  E.  Hold  Professional  Meeting 

Discuss  Fuel  Situation  in  all  its  Phases — Valuable  Data  Presented 
on  yvhich  to  Base  Action  —  Wood  Immediately  Available  — 
Vast  Areas  of  Peat  Bogs — Water  Powers  Our  Greatest  Asset 


MEMBERS  of  the  Canadian  Society  of  Civil 
I'^ngineers  foregathered  at  the  headquarters  of 
the  Toronto  branch,  %  King  Street  West,  on 
Tuesday  morning,  March  26,  for  the  first 
general  professional  meeting-  of  the  organization. 

Arrangements  had  been  made  for  the  delegates 
to  visit  the  plants  of  Canadian  Aeroplanes,  Limited,  on 
Duft'erin  Street,  or  the  plant  of  British  Forgings,  Lim- 
ited, on  Cherry  Street.  Some  twenty  of  the  members 
elected  to  go  to  the  British  Forgings  and  the  balance 
visited  the  aeroplane  plant.  A  special  car  left  the  club 
rooms  at  10  o'clock,  taking  the  members  to  the  aero- 
j)lane  factory  site  and  returning  at  noon.  The  Can- 
adian Aeroplane  plant  occupies  ten  acfes  of  land,  four 
of  which  are  covered  with  buildings.  Some  idea  of  the 
organization  may  be  gathered  from  the  fact  that  they 
manufactured  370  machines  during  the  month  of  Feb- 
ruary.   The  party  Avas  broken  up  into  small  sections 


Mr.  H.  H.  Vaughan,  President  of  the  Canadian  Society  of 
Civil  i^ngineers. 


and  conducted  through  the  plant  by  officials  of  the 
company.  'I'hey  first  insjjected  the  machine  shop  and 
were  shown  the  different  operations  of  manufacture  of 
the  coni])onent  j.arts  of  the  fusilage  and  were  later  con- 
ducted through  the  assembling-  room,  where  machines 
in  difTercnt  stages  of  completion  were  viewed. 

^'i  hf  members  met  in  Convention  in  the  afternoon 
in 'the  I'hysics  Building  of  the  University  of  Toronto, 
with  Mr.  II.  If.  \'aughan,  ['resident  of  the  Society,  iii 
the  chair.  The  Trcmier  of  the  Province,  Sir  William 
Hearst,  was  present,  welcomed  the  members  of  the 
Society  to  tluir  initial  general  professional  meetin"- 


and  remarked  upon  the  fact  that  the  object  of  the  meet- 
ing was  the  discussion  of  the  fuel  problem,  which  was 
also  having  the  serious  consideration  of  himself  and 
his  associates.  The  government  was  taking  important 
and  aggressive  steps  to  deal  with  the  situation.  Al- 
though it  was  uncomfortable  to  have  to  depend  so 
much  vipon  a  foreign  country,  Mr.  Hearst  was  glad 
that  we  were  depending  upon  an  ally.  He  hoped  and 
believed  tha^  the  Union  Jack  and  the  Stars  and  Stripes 
would  float  together  as  an  emblem  of  democracy  and 
freedom.  The  war,  with  its  resultant  effects  on  labor 
and  transportation,  has  brought  about  abnormal  condi- 
tions with  regard  to  the  fuel  question,  but  the  end  of 
the  war  will  not  be  a  solution  of  our  problems  and 
we  must  plan  for  all  time  to  come.  Canada  has  tre- 
mendous water  powers,  great  deposits  of  peat,  but  no 
real  deposits  of  anthracite. 

Sir  William  gave  a  brief  resume  of  the  Fuel  Act, 
outlining  the  duties  of  the  fuel  controllers  and  the 
purpose  of  the  peat  testing  laboratories.  It  had  been 
determined  that  it  is  impossible  to  develop  our  peat 
resources  to  a  sufficient  extent  to  cope  with  the  con- 
ditions during  the  following  year,  and  that  we  will 
have  to  rely  to  a  great  extent  on  the  wood  supply. 

In  conclusion  Sir  William  said  that  we  were  pass- 
ing through  trying  days,  but  that  he  had  no  fear  of  the 
result.  The  chastening  that  we  were  at  present  re- 
ceiving would  all  be  of  future  benefit  to  us  and  if  we 
had  been  lax  in  our  duty  at  home,  the  men  at  the  front 
were  not. 


The  Fuels  of  Canada 


Mr.  B.  F.  Haanel  re-read  a  paper  presented  last 
January  at  the  annual  meeting  of  the  society.  This 
paper  was  printed  in  full  in  the  January  30  issue  of  the 
Contract  Record. 


Discussion 

Professor  Arkley,  of  the  Mechanical  Engineering 
I)ei)artment  of  the  University  of  Toronto,  introduced 
the  discussion  on  Mr.  Haanel's  paper.  How  to  save  at 
least  1,000,000  tons  of  coal  per  year  in  Canada  by  effi- 
cient operation  of  heating  plants  was  the  pith  of  Pro- 
fes.sor  Arkley's  remarks.  In  l)urning  one  pound  of  coal 
11. pounds  of  air  have  to  pass  through  the  boiler  to 
supply  enough  oxygen  for  the  complete  combustion  of 
the  coal.  In  practice  it  is  customary  to  supply  suffi 
cicnt  area  in  the  boiler  tubes  to  allow  for  24' or  25 
pounds  of  air  per  pound  of  coal.  The  principal  loss  of 
heat  is  through  the  escape  up  the  flues,  but  another  of 
the  heavy  losses  is  through  the  incomplete  combustion 
of  the  gases.  To  obtain  the  best  results  the  percentage 
of  COa  going  up  the  flue  should  be  a  maximum.  The 
best  equivalent  of  a  i)ound  of  coal  burned  to  COs  is 
14,.S00  15.t.u.'s,  but  if  only  burned  to  CO  it  is  4,500  B.t. 
u.'s,  so  it  is  obvious  that  if  the  carbon  is  burnt  to  car- 
bon dioxide  the  resulting-  heat  is  much  more  than  if  it 


A  group  of  engineers  attending  fuel  discussion  of  the  Canadian  Society  of  Civil  Engineers. 


were  only  to  form  carbon  monoxide.  The  causes  of 
high  flue  gas  temperature  are  soot  and  scale  on  the 
boiler  tubes,  holes  burnt  in  the  bafifle  plates,  allowing 
direct  passage  of  gas  to  the  flues  and  overload  on  the 
boilers-  A  low  percentage  of  CO2  in  the  flue  gases  is 
caused  by  leaks  in  the  boiler  setting,  having  too  thin  a 
fire  or  having  too  strong  a  draft. 

Professor  Arkley  quoted  figures  to  show  that  a  lit- 
tle extra  education  of  the  fireman  in  respect  to  these 
matters  could  easily  result  in  a  saving  of  10  per  cent,  of 
the  total  heat  value  of  the  coal  consumed.  As  there  are 
approximately  10,000,000  tons  of  coal  burnt  annually 
for  power  purposes  only,  if  a  saving  of  10  per  cent,  can 
l)e  effected  by  the  more  efficient  operation  of  boilers, 
1,000,000  tons  are  saved  in  power  plants  alone.  If  the 
same  argument  is  applied  to  heating  instsallation  the 
saving  would  be  considerably  over  one  million  tons.  It 
was  suggested  that  firemen  be  instructed  how  to  gain 
the  best  results  in  flue  gases,  be  given  an  apparatus  to 
measure  the  percentage  of  CO  and  CO^  and,  as  an  en- 
couragement, given  a  bonus  based  on  the  percentage  ot 
carbon  dioxide  found  in  the  flue  gases. 


Fuel  from  a  Transportation 
Standpoint 

  By  W.  N.  Neal'   

Mr.  Neal's  paper  briefly  outlined  the  situation  re- 
garding the  importation  and  distribution  of  coal  before 
the  war  and  at  the  present  time  under  greatly  changed 
conditions.  As  emphasizing  the  importance  of  the  coal 
carrying  trade,  he  pointed  out  that  the  weight  of  bit- 
uminous coal  alone  carried  in  a  year  is  just  a  trifle  less 
than  the  weight  of  all  the  grain  produced  in  the  Do- 
minion. 

The  speaker  divided  tlie  country  roughly  into  five 
districts  according  to  the  fuel  situation  in  each.  Dis- 
trict No.  1  included  from  Halifax,  roughly,  to  Mont- 
real ;  this  was  supplied  formerly  with  bituminous  coal 
from  Nova  Scotia  and  Cape  Breton,  partly  by  rail,  but 
chiefly  by  boat.  For  example,  in  1913  two  and  one- 
quarter  million  tons  were  distributed  by  two  companies 

^General  secretary  of  the  Canadian  Railway  Association  for  National 
Defence,  Montreal,  Que. 


down  the  St.  Lawrence  River.  District  No.  2  covered 
the  territory,  roughly,  from  Quebec  City  west  to  W'ind- 
sor  and  Sarnia  and  north  to  Sudbury,  North  Bay,  and 
Cochrane — the  great  coal  importing  area  of  Canada. 
The  coal  came  in  by  rail,  by  water,  and  by  car  ferry. 
In  District  No.  3  was  included  all  the  north  shore  of 
Lake  Superior  west  of  the  eastern  boundary  of  Mani- 
toba. The  chief  distributing  points  are  Port  Arthur 
and  Fort  William,  which  receive  their  supplies  of  coal 
by  boat.  District  No.  4  includes  practically  the  three 
provinces  of  Manitoba,  Saskatchewan,  and  Alberta. 
District  No.  5  takes  in  the  western  slope  of  British 
Columbia.  In  this  area  the  railways  use  coal  and  oil 
fuel. 

Difficult  Problems  Faced  the  Railroads 

The  situation  at  the  present  time  is  that  a  very 
large  percentage  of  the  steamers  formerly  used  for  coal 
carrying  are  now  utilized  for  war  purposes.  In  Dis- 
trict No.  1,  for  instance,  the  two  and  one-quarter  mil- 
lion tons  distributed  by  boat  are  now  carried  by  rail. 
In  addition,  this  district  has  been  extended  further 
west  as  far  as  Ottawa  and  Cornwall,  thus  throwing  a 
double  load  upon  the  railways.  Districts  Nos.  2  and  3 
have  been  afifected  very  similarly ;  not  only  has  there 
been  a  considerable  falling  off  of  water  carriage,  but, 
in  addition,  there  has  ])een  the  congestion  of  the  United 
States  roads.  Here  again  the  entire  ljurden  has  been 
thrown  upon  the  railways.  They  met  the  emergency 
by  (a)  building  more  coal  cars,  (b)  converting  sand 
and  gravel  cars  for  coal  use,  (c)  enforcing  economy  in 
their  own  use  of  coal,  (d)  using  box  cars  for  coal  carry- 
ing, and  (e)  by  trying  to  move  as  much  coal  as  possible 
in  the  summer.  In  District  No.  4  the  question  is  now 
being  discuSfSed  whether  these  provinces  might  not  in 
the  very  near  future  look  after  their  own  needs,  and  it 
is  hoped  that  by  the  winter  of  1919-20  they  may  be 
almost  self-supporting.  Difficulties  in  the  way  are 
labor  troubles  and  lack  of  storage  facilities  for  lignite 
coal.  Conditions  in  District  No.  2  have  not  changed  to 
any  extent. 

In  conclusion,  Mr.  Neal  spoke  of  the  special  steps 
the  railways  have  taken  to  economize  in  their  own  use 
of  coal.  These  include  a  cutting  oft'  passenger  trains 
to  the  extent  of  a  total  yearly  mileage  of  12.000,000 
miles — the  equivalent  of  600,000  tons  of  coal.  Parlor 
and  obser\':ation  cars   have   been    eliminated ;  fewer 


sleepers  have  been  attached;  the  sj)ccd  of  all  trains  has 
i>cen  reduced  to  the  point  where  maximum  efficiency  is 
obtained  from  the  fuel  standpoint,  and  special  trains 
and  private  cars  have  been  eliminated.  In  the  depart- 
ment of  freight  a  campaign  for  heavier  loading-  has  re- 
sulted in  great  savings,  the  speaker  quoting  a  case 
where  the  average  load  per  car  had  risen  from  26.4  tons 
to  32.3  tons  during  the  past  year.  The  saving  from  this 
improvement  alone  was  7,300  tons  of  coal  per  month, 
in  addition  to  which  there  was  the  saving  of  the  time 
of  11  locomotives,  55  engine  and  trainmen,  besides  shop 
men,  yard  men.  car  checkers,  repair  men,  etc.  In  the 
actual' tiring  of  the  engines  further  economies  have  also 
been  effected,  and  expert  firemen  are  periodically  sent 
out  to  instruct  those  less  experienced. 

As  indicating  the  importance  of  fuel  traffic,  Mr. 
Ncal  pointed  out  that  the  amount  of  fuel  hauled  both 
for  themselves  and  for  the  public  together  amount  to 
a])proximatelv  25,000,000  tons— over  one-fifth  of  the 
total  freight  'tonnage  carried  by  all  the  railways.  It 
required  the  services  of  29.948  trains  of  23  cars  per 
train,  or  the  exclusive  services  for  the  whole  year  of 
about  1.000  freight  engines  and  23,000  freight  cars. 

The  Rational  Development  of 
Canada's  Coal  Resources 

 ■         By  W.  J.  Dick*  —  ^ 

"Slv.  Dick's  paper  pointed  first  to  the  value  of  coal 
by  enumerating  the  purposes  for  which  it  has  been  used 
in  the  present  war;  (1)  As  a  source  of  power;  (2)  met- 
allurgical purposes;  (3)  as  a  source  of  tri-nitro-to- 
luene;  (4)  as  a  source  of  picric  acid;  (5)  as  a  source 
of  ammonia  for  explosives,  nitric  acid  and  fertilizers  ; 
(6)  for  the  production  of  benzol. 

The  world's  estimated  reserves  of  coal  of  all  kinds 
available  within  a  depth  of  6,000  feet  from  the  sur- 
face aggregates  7,397,553  tons,  or  approximately  5,000 
times  the  world's  present  annual  consumption  of  coal. 
Of  this  reserve,  6.71  per  cent,  is  anthracite  (over  80 
per  cent,  in  Asia,  mainly  in  China)  and  52.7  pey  cent, 
includes  lignites  and  brown  coals.  In  geographical 
distribution,  68  per  cent,  of  the  total  is  found  in  North 
America,  17.3  in  Asia,  10.6  per  cent,  in  Europe,  2.3 
per  cent,  in  Oceania  and  8  per  cent,  in  Africa.  The 
distribution  by  countries  is:  Canada,  16.4  per  cent.; 
United  States,  51.8  per  cent.;  China,  13.5  per  cent.; 
riermany,  5.7  per  cent. ;  Great  Britain,  2.6  per  cent. ; 
Siberia,  2.4  per  cent. ;  Australia,  2.2  per  cent. ;  and  5.4 
per  cent,  distributed  in  small  deposits  among  smaller 
countries.  The  coal  deposits  of  Canada  are  thus  sec- 
ond only  to  those  of  the  United  States.  The  known 
area  in  Canada  underlaid  by  workable  coal  is  estimated 
at  111,168  square  miles,  containing  300,000  million  tons 
of  coal.   'J'his  is  distributed  roughly  as  follows: 

(1)  The  eastern  division,  containing  the  bituminous 
coals  of  Nova  Scotia  and  New  Brunswick. 

(2)  The  central  or  interior  divisions,  containing  the 
lignites  of  Manitoba  and  Saskatchewan  and  the  bitum- 
inous and  semi-anthracite  deposits  of  Alberta  and  the 
Kdcky  Mountains. 

(3)  'i'he  Pacific  Coast  division,  including  the  ])itum- 
iiK/us  fields  of  Vancouver  Island,  the  bituminous  and 
scnii-anthracite  dejjosits  of  Queen  Charlotte  Island 
and  the  l^ritish  (V)lumbia  interioi*,  and  the  lignites  of 
the  Yukon. 
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(4)  The  northern  division,  containing  the  low  grade 
qualities  of  the  Arctic  Mackenzie  basin. 

The  total  coal  production  of  Canada  amounts  to 
approximately  15  million  tons  per  year;  the  imports 
are  two  or  three  million  tons  in  excess  of  this.  In  view 
of  the  fact  that  we  have  no  guarantee  that  the  import 
of  coal  from  the  United  States  will  be  continued,  it 
is  necessary  that  our  own  resources  should  be  de- 
veloped. In  discussing  this  side  of  the  question,  Mr. 
Dick  resolved  the  problems  under  the  following  head- 
ings:  (1)  Domestic  fuel  problem  in  Central  Canada; 
(2)  railway  fuel  problem  in  Central  Canada;  (3)  do- 
mestic fuel  problem  in  the  prairie  provinces ;  (4)  cheap 
power  problem  in  prairie  provinces;  (5)  railway  fuel 
problem  in  forest  areas  in  British  Columbia  and  Al- 
berta. 

1.  Domestic  Fuel  Problem  in  Central  Canada 

It  is  natural  to  expect  that  the  price  of  imported- 
coal  will  increase  year  by  year.  As  an  alternative  for 
the  present  imported  anthracite,  there  is  little  chance 
of  importing  bituminous  coal  from  Eastern  Canada, 
both  on  account  of  its  cost  and  its  limited  supply. 
We  must  therefore  in  the  meantime  obtain  bituminous 
coal  from  the  United  States.  For  greater  economies, 
central  heating  plants  are  suggested  which  will  pro- 
duce power  and  utilize  the  exhaust  steam  for  domestic 
heating.  However,  the  more  promising  solution  is  in 
the  use  of  coke.  It  is  suggested  that  each  city  might 
establish  a  plant  for  the  scientific  treatment  of  bitum- 
inous coal,  producing  coak,  gas,  ammonia,  benzol  and 
tar.  The  coke  and  gas  would  be  utilized  for  cooking 
and  heating  purposes  and  the  other  by-products  are  in 
great  demand  in  our  various  industries.  Mr.  Dick 
quoted  from  an  authority  to  the  effect  that,  "It  is  not 
beyond  the  bounds  of  reason  to  foresee  a  condition 
whereby  a  householder  in  the  place  of  his  ton  of  an- 
thracite which  he  now  welcomes  for  $11,  will  receive 
a  ton  of  smokeless  coal  without  slate,  a  month's  sup 
ply  of  cooking  gas,  40  miles  of  motor  fuel,  enough  fer- 
tilizer to  start  a  small  garden  and  tar  sufficient  to 
allay  the  dust  in  front  of  his  house — all  for  less  money 
than  he  now  pays  for  inferior  coal." 

The  speaker  went  on  to  say  that  as  a  domestic  fuel 
and  for  all  industrial  purposes,  such  as  baking,  dry- 
ing, heating  and  steam  raising,  coke  is  fully  equal  to 
anthracite  coal,  weight  for  weight,  and  possesses 
many  advantages.  In  European  countries  the  use  of 
coke  for  household  furnaces  is  rapidly  coming  into 
favor.  The  paper  also  quoted  figures  to  show  that 
ground  coke  using  impelled  draft  gave  greater  effi- 
ciencies as  a  boiler  fuel  in  recent  tests  than  coal  slack, 
hard  steam  coal  or  smokeless  Welsh  coal.  Further 
figures  were  cpioted  to  show  that  coke  has  a  higher 
relative  fuel  value  than  anthracite  coal  in  house-heat- 
ing boilers. 

2.  Railway  Fuel  Problem  in  Central  Canada 

There  is  little  likelihood  of  Nova  Scotia  coal  being 
used  to  any  extent  in  Ontario,  though  under  changed 
conditions  Alberta  coal  may  be  brought  farther  east 
than  it  is  at  present.  Mr.  Dick  believes  that  the  rail- 
way fuel  problem  in  Ontario  can  be  made  independent 
of  foreign  sources  of  supply  only  by  means  of  electrili 
cation  of  railways  or  the  use  of  powdered  peat  as  a 
locomotive  fuel.  As  the  least  expensive,  electrification 
would  seem  to  be  the  more  reasonable  solution. 

3  and  4.  Fuel  Problem  in  Prairie  Provinces 

The  amount  of  money  which  goes  out  of  Canada 
to  ])ay  for  imported  coal  for  the  prairie  provinces  is 
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approximately  $10,000,000  yearly,  yet  this  is  in  the 
face  of  an  almost  unlimited  supply  of  lignite  and  bi- 
tuminous coal.  It  seems  necessary  that  the  inhabit- 
ants of  this  district  should  cease  to  look  upon  anthra- 
cite as  a  necessity  and  should  develop  the  habit  of 
using  softer  coals,  such  as  are  found  within  their  own 
borders.  The  coal  mines  of  Alberta  and  Saskatche- 
wan have  a  capacity  of  producing  15,000,000  tons  of 
coal  per  annum,  whereas  at  the  present  time  the  pro- 
duction is  scarcely  over  5,000,000. 

5.  Railway  Fuel  Problem  in  Forest  Areas  of 
British  Columbia  and  Alberta 

Owing  in  part  to  the  frequency  of  forest  fires,  but 
also  to  the  very  low  cost  of  oil  fuel  in  British  Col- 
umbia, oil  has  been  used  largely  in  the  coast  pro- 
vince— something  like  50,000,000  gallons  being  the 
yearly  consumption  previous  to  the  war.  At  that  time 
the  price  ranged  about  45  cehts  a  barrel,  whereas  it 
is  now  said  to  have  reached  a  price  of  $1.75  in  Seattle. 
It  is  also  rumored  that  its  export  to  Canada  will  be 
prohibited.  It  wotild  thus  appear  that  the  railroads 
in  British  Columbia  must  revert  to  the  use  of  coal 
as  a  fuel.  In  this  connection  Mr.  Dick  notes  the  pro- 
gress in  the  art  of  adapting  pulverized  fuel  to  locomo- 
tive use  and  quotes  a  number  of  railways  that  have 
experimented  satisfactorily  with  it. 

In  addition  to  all  the  other  sources  of  economy,  the 
paper  urges  guarding  against  waste  in  the  operation 
of  coal  mines.  The  instinct  of  the  miners' naturally  is 
to  take  out  the  coal  which  is  of  best  quality  and  that 
can  be  removed  at  least  cost,  abandoning  any  area  as 
soon  as  it  becomes  unprofitable.  This  is  against  the 
conservation  of  our  coal  areas  and  it  is  suggested  that 
means  should  be  taken  to  prevent  these  wasteful 
methods  of  mining. 


Utilization  of  Peat  as  a  Fuel 

  By  John  Blizard*  

The  investigations  undertaken  bv  the  Mines 
Branch  of  the  Department  of  Mines  are  of  three  kinds : 
(a)  Those  giving  information  as  to  quality,  quantity  of 
contents,  and  situation  of  the  peat  bogs;  (a)  those 
dealing  with  the  manufacture  of  fuel ;  (c  )  those  dealing 
with  the  use  of  peat. 

The  Mines  Branch  has  investigated  al^out  300 
square  miles  of  peat  bogs,  and  finds  that  the  average 
25-per-cent.  moisture  peat  fuel  runs  about  400,000  tons 
per  square  mile.  The  largest  bog  investigated  contains 
9,000,000  tons.  The  Ontario  peat  varies  in  calorific 
value  from  7,400  to  9,100  B.t.u.'s  per  pound  and  the  ash 
content  from  4  to  26  per  cent.  Quebec  peat  has  a  some^ 
what  higher  calorific  value  of  8,500  to  9,500  B.t.u's  per 
pound. 

Difficulty  in  Removing  Moisture 

In  the  manufacture  of  peat  the  outstanding  dififi- 
culty  is  the  removal  of  water,  which  constitutes  any- 
where from  85  to  90  per  cent,  of  the  raw  peat  in  a 
drained  bog.  Since  it  is  necessary  to  reduce  this  water 
content  to  at  least  25  per  cent.,  it  follows  that  5yi 
pounds  of  water  have  to  be  removed  in  order  to  obtain 
1  pound  of  25  per  cent,  peat  fuel.  This  water  has  to  be 
removed  by  evaporation,  since  pressure  processes  have 
not  proved  feasible.  The  only  economical  means  of 
removing  the  moisture  is  by  exposure  to  the  wind  and 
sun,  and  hence  one  of  the  difficulties  in  the  Canadian 
climate  where  the  season  during  which  peat  may  l)e 
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manufactured  averages  only  aliout  100  days.  The 
manufacture  may  be  either  by  hand  or  by  machinery, 
but,  considering  the  cost  of  labor  and  the  difficulty  of 
procuring  it,  machine  inetbods  olifer  the  greatest  jjro- 
mise.  Mr.  Blizard  described  at  some  length  the  proper 
course  to  ])ursue  in  the  manufacture  of  jjeat  by  ma- 
chinery. 

The  use  of  peat  as  a  fuel  has  been  investigated  by 
the  Fuel  Testing  Division  of  the  Mines  Branch  in  both 
producer  and  boiler  trials.  Using  a  suction  gas  ]iro- 
ducer  and  gas  engine  of  60  h.p.,  a  series  of  nine  trials 
carried  out  at  three-quarter  load  showed  a  consumption 
of  30,000  B.t.u.'s  in  the  peat  to  produce  1  kw.  h.  at  the 
switchboard,  which  compares  favorably  with  the  aver- 
age steam  power  plant.  I'he  i)aper  points  out  that 
where  it  is  possible  to  find  a  market  for  large  quantities 
of  power,  the  by-product  recovery  producer  ])lant  will 
be  the  most  economical.  It  includes  a  plant  for  the 
recovery  of  nitrogen  in  the  form  of  ammonium  sul- 
phate, and,  in  consequence,  is  quite  expensive.  The 
nitrogen  content  of  peat  is  high — around  2  per  cent. — 
so  that  it  should  be  possible  to  obtain  about  120  pounds 
of  ammonium  sulphate  per  ton  of  peat,  which,  at  the 
pre-war  price  of  $65  per  ton,  is  worth  $3.90. 

Losses  Through  Incomplete  Combustion 

To  determine  the  steam-raising  value  of  peat  fuel 
with  hand-firing,  a  series  of  six  trials  were  carried  out, 
using  peat  with  a  moisture  content  of  15  and  20  per 
cent,  and  a  calorific  value  between  7,000  and  7,500  B. 
t.u.  Results  showed  that  the  equivalent  evaporation 
])er  pound  of  coal  of  about  12,500  B.t.u.  was  around  8, 
while  with  peat  the  evaporation  was  about  4  per  cent. 
The  thermal  efficiency  with  the  coal  was  of  the  order 
of  60  per  cent,  and,  with  the  peat,  53  per  cent.  The  low- 
figure  in  the  latter  case  is  due  to  incomplete  combus- 
tion of  the  gases  and  to  their  high  temperature  when 
leaving  the  boiler.  In  trials  with  a  locomotive  type  of 
boiler  a  conspicuous  feature  was  the  great  losses  due 
to  unl)urnt  gases,  which  varied  from  11  to  24  per  cent. 

The  speaker  referred,  in  closing,  to  the  use  of  me- 
chanical methods  of  firing  peat  that  have  been  tried 
out  on  the  European  Continent ;  also  the  use  of  peat  in 
the  powder  form  as  it  has  been  used  in  locomotives  in 
Sweden  for  some  years,  and  where  it  has  been  shown 
that  lyz  pounds  of  peat  powder  of  7,700  B.t.u.  value 
will  generate  the  same  quantity  of  steam  as  a  pound  of 
coal  of  12,600  B.t.u.  value.  Mr.  Blizard  believes  that 
peat  is  destined  to  take  the  place  of  imported  coal  to  a 
verv  great  extent  in  the  near  future. 

Low  Temperature  Carbon- 
ization of  Fuels 

 ^   By  Edgar  Stanfield*   

This  paper  explained  the  nature  and  object  of  car- 
bonization, outlining  the  history  and  development  of 
the  industry  and  pointing-  out  the  economic  conditions 
which  make  its  consideration  imperative. 

A  fuel  is  carbonized  in  order  to  change  its  chemical 
and  physical  properties,  thereby  converting  it  into  a 
new  fuel  or  fuels  of  higher  economic  value.  Certain 
by-products,  although  not  fuels,  are  always  j)roduced 
simultaneuosly  but  not  always  recovered.  Destructive 
distillation  invariably  yields  solid,  liquid  and  gaseous 
products,  and  is  therefore  carried  out  with  one  or  more 
of  three  objects:  (1)  To  obtain  a  solid  fuel  with  cer- 

*  Division  of  Fuels  and  Fuel  Testing.  Mines  Branch.  Department  of  Mines, 
Ottawa.  Ont. 


2C8 


THE   CONTRACT  RECORD 


April  3,  1918 


vain  desirable  properties;  (2)  to  obtain  a  gaseous  fuel; 
(3)  to  obtain  liquid  products  of  value  as  fuel  or  as 
chemicals. 

Coke  is  seldom  made  as  the  principal  by-product 
of  carbonization,  except  v^^hen  required  for  metallurgic- 
al i)urposes.  High  temperature  carbonization  is  essen- 
tial to  i)roduce  a  go6d  (luality  of  metallurgical  coke 
and  temperatures  of  1,200  degs.  to  1,300  degs.  C.  are 
maintained  in  the  heating  flues  of  some  coke  ovens. 
Cias  was  first  manufactured  in  iron  retorts  and  had  to 
use  as  a  limit  the  safe  working  temperature  of  iron 
which  is  about  800  degs.  C,  but  with  the  use  of  fire 
brick  ovens  one  could  increase  the  amount  of  gas 
bv  increasing  the  temperature.  However,  as  the  gas 
>-icld  increased  the  candle  power  and  yield  of  tar 
was  decreased  and  the  gas  manager  was  limited  to 
a  working  temperature  only  by  the  necessity  of  pro- 
viding the  statutory  candle  power. 

Our  economic  evolution  has  materially  changed  our 
outlook;  a  fuel  such  as  bituminous  coal  is  no  longer 
merely  a  source  of  light,  heat  and  power,  but  is  a 
raw  material  of  many  industries  and  innumerable  rami- 
fications. Coal  tar  and  ammonia  are  the  sources  of 
dyes,  drugs,  oils,  disinfectants,  explosives,  fertilizers, 
etc. 

The  rapid  progress  in  the  use  of- gas  for  heat  and 
power  and  the  replacing  of  the  old  flat  flame  burner 
by  gas  mantles  have  led  to  almost  complete  abandon- 
inent  of  the  old  candle  power  standards  and  leave  the 
gas  industry  free  to  make  other  advancements. 

Low^  temperature  tar  is  paraffinoid  in  character  and 
high  temi)erature  tar  is  benzenoid,  and  it  is  the  ben- 
zene coni])ounds  which  are  used  in  the  manufacture 
of  dyes.  Low  temperature  tars  further  carry  a  large 
l)ercentage  of  unstaple,  unsaturated  compounds.  Hence 
the  tar  i)roduct  of  low  temperature  carbonization  of 
coal  would  have  to  receive  a  different  treatment  to  be 
of  use  to  dye  makers.  In  Great  Britain  a  smokeless 
fuel  is  made  by  carbonizing  soft  coal  at  a  temperature 
of  500  degs.  C,  and  the  resultant  gas  may  be  sold  at  a 
com])aratively  low  rate. 

Lignite 

The  carbonizing  of  lignite  at  low  temperatures  is 
a  very  important  (luestion  for  Canada,  and  since  1917 
has  been  a  matter  of  sy.stematic  investigation  in  the 
laboratories  of  the  Fuel  Testing  stations  at  Ottawa. 
'I'his  coal,  as  mined,  has  a  calorific  value  below  7,500 
H.t.u.  i)er  i)ound  and  contains  30  per  cent,  water, 
which  considerably  lowers  its  efficiency.  Several 
methods  ff)r  increasing  the  commercial  value  of  this 
coal  may  be  suggested.  l<V)r  example.  It  could  be 
|)owdered  and  bri(|netted.  Unfortunately  it  lacks  suffi- 
cient inherent  binder  so  that  a  briquette  will  not  stand 
handling  and  storage.  Another  method  would  be  to 
carbonize  the  coal.  Lignites,  however,  do  not  soften 
and  coalesce  when  heated,  but  produce  a  friable  ma- 
terial bearing  about  the  same  relation  to  coal  as  char- 
coal does  to  wood.  Much  work  has  been  done  in  ex- 
l)erimenting  with  lignites  and  one  must  conclude  that 
the  most  ho])efnl  remedy  is  the  low  temperature  car- 
bonization, ])ossibly,  with  the  recovery  of  by-products 
and  the  l)ri(|uetting  with  the  addition  of  a  binder. 

Carbonization 

The  carbonization  experiments  have  been  subdivid- 
ed into  small  scale  laboratory  tests,  large  scale  labora- 
tory tests  and  semi-commercial  tests.  The  small  tests 
vvere  largely  used  to  cut  down  the  numl)er  of  large 
scale  tests  required  and  were  checks  on  the  accuracy 


of  the  larger  tests.  For  the  semi-commercial  tests  a 
rotary  retort  is  being  constructed  with  a  capacity  of 
about  50  pounds.  This  retort  is  designed  for  ■  either 
intermittent  or  continuous  use ;  in  the  latter  case  it 
will  be  possible  to  coke  about  30  pounds  of  coal  per 
hour.  In  these  tests  the  results  determined  show 
the  yield  arid  calorific  value  of  the  residue ;  the  yield 
composition  arid  calorific  value  of  the  resultant  gas ; 
the  yield,  calorific  value  and  the  e'conomic  value  of  the 
tar  oils  produced,  and  the  available  ammonium  sul- 
phate yield. 

The  primary  object  of  the  investigation  is  not  to 
design  a  commercial  plant,  but  to  obtain  the  accurate 
data  essential  for  the  scientific  design  and  control  of 
a  plant.  The  investigations  have  shown :  that  the  car- 
bonized residue  is  subject  to  rapid  disintegration;  that 
the  complete  removal  of  the  tar  is  difficult ;  that  the 
nature  of  birider  best  applicable  for  use  in  the  residue 
has  not  yet  been  determined. 

With  peat,  as  with  lignite,  carbonization  converts 
a  low  grade  fuel  into  one  with  high  calorific  value  and 
low  volatile  content.  Peat,  however,  unlike  lignite, 
does  not  disintegrate  when  heated,  and  the  carbonized 
residue,  generally  called  peat  coke,  is  distinctly 
stronger  and  harder  than  wood  charcoal  and  may  be 
used  without  briquetting.  The  increased  price  of 
wood  has  resulted  in  experiments  to  ascertain  whether 
peat  could  be  used  as  a  source  of  wood  alcohol,  ace- 
tate of  lime,  etc. ;  the  yields  were  low  but  the  substi- 
tution is  not  impossible. 

It  must  be  clearly  understood,  however,  that  car- 
bonization could  only  be  supplementary  to,  not  a  sub- 
stitute for,  air  drying,  as  the  cost  of  distilling  wet 
peat  would  be  prohibitive. 

Oil  shale  is  not,  as  its  name  suggests,  shale  im- 
pregnated with  oil.  It  contains  little  or  no  free  oil, 
but  does  contain  bituminous  matter  that  yields'  oil 
when  subjected  to  destructive  distillation.  Low  tem- 
peratures are  employed  to  avoid  the  wasteful  breaking 
down  of  the  oil  vapour  into'  permanent  gases. 

Wood  was  formerly  carbonized  for  the  sake  of  the 
charcoal ;  at  present  wood  alcohol,  turpentine,  acetic 
acid,  and  wood  tar  oils  are  products  more  in  demand 
than  the  charcoal.  It  is  customary  when  distilling 
wood  to  drive  off  the  Avater  as  rapidly  as  possible,  and 
then  to  maintain  a  temperature  in  the  retort  of  slightly 
below  300  degs.  C,  as  long  as  distillation  continues. 
The  process  is  then  completed  by  raising  the  charge 
to  about  500  degs.  C. 

In  conclusion,  therefore,  it  may  be  stated  that  al- 
though the  low  temperature  carbonization  of  bitum- 
inous coal  appears  likely  to  assume  importance  in  Eng- 
land, and  possibly  elsewhere,  no  such  development  is 
in  sight  in  Canada.  The  low  temperature  carbonization 
of  lignite,  peat,  oil  shale,  and  wood,  however,  may 
play  a  considerable  part  in  the  economic  development 
of  this  country. 


Erection  of  the  Quebec  Bridge 

  By  Geo.  F.  Porter*   

TH  K  project  of  building  a  bridge  over  the  St. 
Lawrence  River  at  Quebec  first  assumed  defi- 
nite form  in  1898,  when  tenders  were  called 
for  on  specifications    issued    by    the  Quebec 
,  Bridge  &  Railway  Company,  which  finally  resulted  in 
awarding  the  contract  to  M.  P.  Davis  &  Sons  for  the 
substructure,  and  to  the  Phoenix  P.ridgc  Company  for 

'  Engineer  of  Construction,  St.  Lawrence  Brldgre  Company.  Montreal,  Que. 
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tlie  superstructure.  On  August  19,  1907,  the  entire 
.superstructure  which  had  been  erected  on  the  south 
side  collapsed,  involving  the  complete  abandonment 
of  the  enterprise. 

In  August,  1908,  the  Dominion  Government  ap- 
pointed a  board  of  engineers  to  prepare  plans  and  speci- 
fications of  a  new  bridge.  This  board  was  composed 
of  Mr.  .H.  E.  Vautelet,  Mem.  Can.  Soc.  C.  E.,  chair- 
man;  Mr.  Fitzmaurice,  C.M.C.,  of  London,  England; 
and  Mr.  Ralph  Modjeski,  Mem.  Am.  Soc.  C.  E.  This 
board,  toward  the  end  of  1909,  developed  what  was 
known  as  the  "official  design"  and  tenders  were  called 
for  its  construction,  the  tenderers  being  given  the 
privilege  of  submitting  their  own  designs  if  they  so 
desired. 

Four  tenders  were  received,  and  eventually  the  de- 
sign and  tender  of  the  St.  Lawrence  Bridge  Company, 
an  amalgamation  of  the  Dominion  Bridge  Company 
and  the  Canadian  Bridge  Company,  were  accepted. 

A  prominent  clause  of  the  contract  was  as  follows : 
"The  contractor  will  be  required  to  guarantee  the  sat- 
isfactory erection  and  completion  of  the  bridge,  and 
it  is  to  be  expressly  understood  that  he  undertakes 
the  entire  responsibility  not  only  for  the  materials 
and  construction  of  the  bridge,  but  also  for  the  design, 
calculations,  plans  and  specifications,  and  for  the  suffi- 
ciency of  the  bridge  for  the  loads  therein  specified, 
and  the  enforcement  of  any  part  or  all  parts  of  the 
specifications  shall  not  in  any  way  relieve  the  con- 
tractor from  such  responsibility." 

The  bridge  company  immediately  began  to  organ- 
ize to  carry  out  the  work,  and  built  a  shop  to  fabricate 
the  structure  amounting  to  66,000  tons  of  steel  for 
the  bridge  and  10,000  tons  for  shop  and  erection  pur- 
poses. This  plant  represented  an  outlay  of  $1,300,000 
and  included  cranes  of  190  tons  capacity  and  many 
machines  of  unusual  type.  At  the  same  time  that  the 
drawings  for  the  bridge  were  being  made  the  method 
of  erection  was  being  developed  in  detail,  as  it  was 
necessary  to  know  how  every  member  was  to  be 
handled  in  the  field  before  the  drawings  could  be 
completed.  Drawings  were  also  made  for  shipping 
many  of  the  larger  members,  and  special  cars  built 
to  carry  them.  Four  dilYerent  methods  of  erecting 
the  suspended  span  were  considered :  First,  it  could 
be  cantilevered  out  to  the  centre ;  second,  build  a  light 
structure  to  be  floated  in  and  raised  to  position  and 
used  as  a  staging  to  erect  the  span  on ;  third,  to  float 
it  in  a  high  enough  position. to  connect  it  to  the  canti- 
levers, letting  the  supporting  barges  float  out  as  the 
tide  subsided,  and  lastly,  the  method  used  of  erecting 
it  on  a  low  staging,  floating-  it  on  barges  to  the  site  and 
raising  it  to  its  final  position  with  specially  designed 
tackle. 

The  traveller  used  in  erection  was  of  original  type. 
It  has  four  tackles  of  60  tons  capacity  mounted  on 
electric  cranes  which  travelled  on  top  and  were  high 
enough  to  place  the  highest  and  heaviest  members. 
It  had  four  15-ton  tackles  on  four  booms  on  each  cor- 
ner, eight  5-ton  tackles  mounted  on  gantrys  which 
were  placed  on  the  top  of  the  electric  cranes  and  an 
elevator  of  3  tons  capacity  for  going  to  the  top.  The 
whole  was  electrically  operated,  controlled  from  a  deck 
immediately  over  the  railway  tracks,  enabling  the 
operator  to  see  what  was  being  done  at  all  times. 

^  Staging  for  Anchor  Arms 

The  staging  of  the  anchor  arm  was  entirely  of 
steel  and  built  on  separate  foundations.  During  the 
-eason  of  1^15.  the  two  anchor  arms  were  completed 


and  preparations  were  made  for  the  erection  of  the 
suspended  span  which  was  fabricated  at  Sillery,  and 
in  the  meantime  six  steel  scows,  manufactured  at 
Sorel,  arrived  on  the  site,  and  everything  was  ready 
with  the  lifting  apparatus  in  place  on  the  cantilevers, 
scows  in  place  under  the  span,  for  the  operation  of 
lifting  the  huge  span  into  place  on  September  11, 
1916.  The  place  selected  for  the  erection  of  the  centre 
span  was  a  comparatively  level  place  near  Sillery.  The 
site  was  so  situated  that  there  was  no  water  under  the 
span  at  low  tide  and  15  feet  under  it  at  high  tide.  The 
scows  had  valves  fitted  to  the  bottom  and  when  the 
tide  rose  the  span  was  lifted  from  its  supports  and 
towed  into  the  stream  and  to  the  bridge  site.  Six 
lifts  had  been  taken  and  the  critical  stage  of  the 
operation  considered  past  when  there  was  a  loud  re- 
port at  the  southeast  corner  which  suddenly  dropped 
from  its  support  and  the  whole  span  was  precipitated 
into  the  river. 

On  the  same  day  the  St.  Lawrence  Bridge  Company 
announced  that  they  would  take  immediate  steps  to 
replace  the  span  and  that  they  proposed  using  the 
same  inethod  over  again,  and  in  spite  of  the  difficulties 
encountered  were  ready  to  begin  erection  on  the  anni- 
versary of  the  day  it  was  begun  in  1916.  On  Septem- 
ber 20,  1917,  the  last  lift  was  made  and  the  last  coupl- 
ing made,  and  on  October  17  the  first  locomotive  and 
cars  passed  over  the  bridge.  Mr.  Porter's  lecture  was 
splendidly  illustrated  by  lantern  slides,  showing  vari- 
ous phases  of  construction,  erection  and  erection  appli- 
ances. 


Ontario's  Efforts  to  Relieve 
the  Fuel  Situation 

■  ■   By  Albert  Grigg*   

The  Ontario  Government  is  busy  working  out  a 
solution  of  the  problem  of  fuel  shortage.  They  are  of 
the  opinion  that,  while  this  is  a  very  great  problem,  it 
is  not  altogether  the  shortage  of  fuel,  but  also  there  is 
involved  the  question  of  teaching  the  people  of  the 
country  to  economize  and  conserve.  The  peojjle  are 
slow  to  realize  that  there  is  a  real  shortage  and  that  the 
war  has  only  aggravated  a  condition  that  we  wouUl 
hax'e  had  to  cope  with  in  any  case.  Our  present  condi- 
tion is  only  one  other  example  of  our  unpreparedness, 
though  this  very  unpreparedness  for  the  war  is  our 
great  vindication.  The  government  is  takings  very  ac- 
tive jneasures  to  impress  upon  the  people  the  actual 
fuel  situation,  and  are  instituting  an  educational  pro- 
l)aganda  by  circularizing-  the  whole  province  and  adver- 
tising in  ail  the  local  papers. 

In  Ontario,  owing  to  our  geogra])hical  position,  our 
denser  population,  and  the  fact  that  we  have  no  coal 
deposits,  the  situation  is  more  acute  than  in  the  other 
provinces.  The  Eastern  and  Western  provinces  could, 
with  some  additional  development,  look  after  them- 
seh  es.  The  increased  tax  on  the  Lhiited  States  re- 
soiu'ces  means  that  we  cannot  look  forward  for  the 
abundant  supply  of  coal  we  have  had  shipped  to  us  in 
the  past. 

There  are  two  known  sources  of  fuel  in  Ontario — 
))eat  and  wood,  with  wood  available  during  the  coming 
winter.  Each  province  has  a  fuel  controller,  and  in  the 
large  centres  deputy  fuel  controllers  have  been  an- 
jiointed.    The  go\-ernment  has  granted  to  munici])a!i- 

'  Deputy  Minister,  Department  of  Lands  and  Forests,  Ontario,  Toronto. 
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ties  the  wiH/U  on  crown  lands,  and  they  are  to  cut  this 
during'  the  coming  summer.  ToTonto,  Hamilton,  Ot- 
tawa, and  Sudbury  have  already  taken  advantage  of 
this  offer. 

The  department  itself  has  taken  action,  and  expects 
to  cut  and  deliver  enough  wood  this  summer  to  supply 
fuel  for  all  government  institutions.  This  means  in 
some  cases  a  readjustment  of  some  of  the  heating  plant 
in  order  that  wood  may  be  used  profitably  and  eco- 
nomically- An  appropriation  of  $100,000  has  been  set 
aside  for  the  investigation  and  working  out  of  the  pro- 
Ijlems  as  they  arise. 

The  lesson  of  the  war  is  self-reliance;  had  we  been 
thrown  entirely  on  our  own  resources  we  would  have 
been  in  a  verv  bad  condition. 


Gas  for  Light,  Heat  and 
Power 

  By  Arthur  Hewitt*   

In  his  introduction,  Mr.  Hewitt  paid  tribute  to  the 
United  States  officials  at  Washington,  saying  that  at 
no  time  during  the  period  of  stress  last  winter  did  any 
])erson  get  anything  but  the  very  best  of  treatment 
from  these  ])arties,  and  that  the  West  had  no  reason 
for  complaint,  since  they  received  the  preference  over 
all. 

The  fuels  ax  ailaljle  for  use  in  Canada  are  coal,  wood, 
petroleum,  gas  and  water-])ower  electrically  distribut- 
ed. ]\Ianufactured  gas  or  "city"  gas  must  be  given  an 
im])ortant  place.  This  gas  possesses  the  following- 
physical  properties :  It  is  a  permanent  gas ;  it  is  sus- 
ceptil)le  to  suljdivision,  and  it  is  a  cleanly  and  readily 
available  fuel. 

One  ton  of  gas  coal  in  an  efficient  carbonizing  plant 
will  yield  10,000  cubic  feet  of  gas,  from  which  may  be 
extracted  a  certain  percentage  of  benzine  and  toluol.  It 
will  produce  1,350  ])ounds  of  coke,  from  which,  after 
])roviding  fuel  for  the  ])roducers.  there  is  a  residue  of 
800  to  850  pounds,  which  may  be  marketed.  It  will 
yield  10  imperial  gallons  of  coal  tar,  from  whicfi  may 
be  recovered  toluol,  benzine,  fuel  oil,  acids,  dyes,  etc. 
There  arc  other  by-products,  such  as  ammonia,  used 
for  fertilizers,  and  retort  carbon,  used  for  electrodes. 
It  is  estimated  that  the  percentage  of  efficiency  ob- 
tained from  a  ton  of  coal  treated  in  a  gas  works  will 
run  from  60  to  70  per  cent-,  against  an  efficiency  of 
probably  20  per  cent,  obtained  in  ordinary  practice. 

Gas  may  be  used  for  a  variety  of  purposes,  such  as 
for  lighting,  cooking,  industrial  purposes,  such  as  heat- 
ing liquids,  ovens,  melting  metals,  making  steam,  and 
numerous  other  uses. 

Each  class  of  fuel  availal)le  for  consumption  in  Can- 
ada should  be  selected  and  ai)propriated  for  the  pur- 
I)oses  for  which  it  is  inherently  and  economically  best 
suited,  regard  being  liad  to  the  essential  objectives  of: 

1.  Limiting  tlie  necessity  for  inii)()rting  fuel  from 
other  countries. 

2.  Limiting  as  far  as  possible  the  use  of  high-grade 
gas  coal  to  the  purposes  for  which  the  largest  percent- 
age of  its  efficiency  can  be  usefully  emj^loyed. 

Av(jiding  the  use  of  fuel  requiring  a  long  haul 
wherever  it  is  possil)le  to  secure  a  suitable  substilnte 
re(|uiring  only  a  short  haul. 

'  Ccn.  Man.  Consumers  c.as  Co.  Toronto. 


Wood  as  an  Emergency  Fuel 

 :   By  E.  J.  Zavitz*   

The  wood  lands  of  Southern  Ontario  would  not 
replace  coal  to  any  appreciable  degree,  and  in  a  large 
number  of  cases  many  counties  in  Ontario  have  less 
wood  than  counties  in  the  Old  Country,  and  the  thick- 
ly populated  sections  of  the  United  States.  Many 
counties  in  Ontario  have  only  five  per  cent,  of  their 
area  covered  with  inferior  wood,  while  many  of  the 
eastern  states  have  fifteen  and  twenty  per  cent,  well 
wooded. 

Educational  propaganda  such  as  the  government 
now  proposes  should  have  been  instituted  years  ago, 
and  the  extravag"ant  waste  of  wood  in  rural  communi- 
ties stopped.  Some  districts  such  as  Brant  and  Ox- 
ford, are  just  as  dependent  on  coal  as  are  the  large 
cities.  The  large  belt  of  hardwoods  in  Ontario  lies 
between  North  Bay  and  Ottawa.  Further  north  the 
woods  are  principally  resinous.  If  the  cities  require 
hardwoods  it  is  from  this  district  that  it  would  have 
to  be  brought.  The  simplest  method  for  a  community 
to  secure  wood  would  be  to  let  contracts  to  local  con- 
tractprs  for  wood  delivered  to  the  sidings  and  ready 
for  shipment. 

The  calorific  value  of  w^ood  varies  directly  as  its 
weight ;  thus  a  cord  of  white  oak  weighs  approxi- 
mately 4,000  pounds,  and  is  equivalent  to  one  ton  of 
anthracite  coal,  and  a  cord  of  spruce  or  pine  weighs 
in  the  neighborhood  of  2,000  pounds,  and  is  equiva- 
lent to  one-half  ton  of  coal.  The  principal  hardwoods 
available  for  fuel  are  maple  and  birch,  which  weigh 
between  3,000  and  3,500  pounds  to  the  cord.  Dry  wood 
is  very  much  better  and  more  efficient  than  green 
wood,  which  contains  at  least  25  per  cent,  moisture. 
This  water  requires  heat  to  be  evaporated,  which 
passes  up  the  flues. 

The  wood  that  has  not  yet  been  cut  will  lack  fuel 
value.  Winnipeg  has  laid  in  50,000  cords  of  tamarac 
which  will  replace  35,000  tons  of  coal.  The  principle 
to  impress  upon  the  consumers  is  not  altogether  that 
so  many  cords  of  wood  will  replace  so  many  tons  of 
coal,  but  to  teach  them  how  to  make  use  of  wood  to 
economize  coal. 

[The  remaining  papers  on  the  program  are  either 
reproduced  in  the  following  pages  of  this  issue  or  will 
appear  later. — Editor] . 


Under  an  arrangement  with  the  Hon.  C.  C.  Ballan- 
tyne.  Minister  of  Marine,  the  Dominion  Iron  &  Steel 
Corporation  will  construct  a  plant  at  Sydney,  Cape 
Breton,  for  the  rolling  of  steel  plates  for  shipbuilding 
purposes.  The  plant  will  be  ready  in  about  15  months. 
The  company  will  receive  Government  orders,  and  will 
also  be  open  to  execute  ordinary  commercial  orders. 
The  arrangement  is  part  of  the  Government's  pro- 
gramme "to  meet  the  world-wide  shortage  in  vessels 
and  to  assist  the  Canadian  shipbuilding  industry.  The 
contract  with  the  Government  calls  for  250,000  tons  of 
ships'  plates,  over  a  period  of  five  years,  with  a  mini- 
mum of  50,000  tons  a  year.  The  cost  of  the  mill  is 
estimated  at  five  million  dollars. 


The  Rock  Ornamental  Company  has  been  incorpor- 
ated, with  a  capital  of  $20,000.  to  engage  in  all  business 
allied  to  the  cement  industry.  The  head  office  is  in 
(  htebec  City. 

Provincial  I'^orester,  Ontario. 
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Canada's  Water  Powers  and  Their  Relation 

to  the  Fuel  Situation 


By  J.  B.  Challies* 


The  subject  assigned  to  me  in  connection  with  this  fuel- 
jjower  symposium  meeting  of  the  Canadian  Society  of  Civil 
Engineers  is  the  relation  of  water-power  to  the  fuel  situation 
in  Canada.  At  first  "blush"  it  might  appear  that  water- 
power  has  only  an  indirect  and  limited  connection  with  the 
recent  critical  fuel  shortage  which,  through  suspended  effort, 
has  caused  temporary  industrial  stagnation  and  local  domes- 
tic hardships  of  enormous  extent  and  involving  great  finan- 
cial loss  Even  a  casual  general  survey  of  our  fuel-power  re- 
quirements, however,  will  indicate  that  not  only  has  water- 
power  a  very  direct  and  important  bearing  on  the  present 
situation,  but  that  water-power  must,  in  the  future,  take  a 
very  much  greater  share  in  our  fuel-power  burdens. 

Heat,  Light,  and  Power  Needs — One  Problem 

It  is  axiomatic  that  our  heat,  light,  and  power  needs  must 
be  considered  as  one  great  national  problem,  and  also  that 
Canada's  domestic  and  industrial  development  depends  prim- 
arily on  the  co-ordinated  use  of  all  the  fuel-power  resources 
of  the  Dominion. 

Development  along  independent  and  dix'ergent  lines  lias, 
in  the  past,  prevented  adequate  correlation  of  the  great  Cana- 
dian industries  of  fuel  production  and  hydro-power  supply. 
There  is  now,  however,  as  a  result  of  the  fuel  shortage,  de- 
veloped a  concensus  of  opinion  among  men  familiar  with 
fuel  and  hydro-power  matters  in  Canada  that  there  is  be- 
tween these  allied  industries  enormous  scope  for  national  co- 

*  Superintendent  Dominion  Water  Power  Branch,  Department  of  the 
Interior,  Ottawa,  Ont. 


operation  which  would  be  conducive  to  their  mutual  advan- 
tage, as  well  as  to  the  common  weal.    I  propose  to  show: 

First — That  water-power  must  take  a  very  prominent 
part  if  the  best  use  of  the  varied  fuel-power  resources  of 
Canada  is  to  be  achieved;  and 

Second — That  there  must  be  evolved  a  national  master 
fuel-power  policy  which  will  realize  the  best  possible  co- 
ordinated and  concomitant  development  and  use  of  all  the 
fuel-power  resources  of  the  Dominion. 

Interdependence  of  Water-Power,  Coal,  Wood,  Peat, 
Oil  and  Gas 

Within  the  last  two  days  we  have  had  recognized  ex- 
perts describe  the  possibilities  and  proper  functions  of  our 
different  available  iuels — coal,  wood,  peat,  oil,  and  gas.  Prac- 
tically every  speaker  has  indicated  their  interdependence  and 
their  interchangeability  o-f  use.  It  remains  for  me  to  demon- 
strate the  relation  of  "white"  coal  to  all  other  fuel-power 
agencies,  and  to  point  out  that  they  must  all  "coalesce"  in 
meeting  the  fuel-power  requirements  of  the  country. 

To  furnish  a  quick  general  summary  "bird's-eye  view"  of 
the  "white"  and  black  coal  situation  in  Canada,  and  to  indi- 
cate their  integrity  I  have  had  several  maps  and  diagrammatic 
statements  specially  prepared  for  submission  at  this  meeting. 

Pacific  and  Atlantic  Provinces  Self-Sustaining,  but  Central 
Provinces  Dependent  for  Coal 

Plate  No.  1  represents  the  coal  consumption  and  produc- 
tion in  Canada.    The  tabulated  statement  on  the  top  of  the 


Plate  No.  1— Note  Acute  Fuel  Area. 
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plate  summarizes  the  consumption  in  the  various  provinces 
.tf  the  different  classes  of  coals,  both  'domestic  and  imported. 
Vou  will  observe  the  greatest  consumption  is  in  Central  Can- 
nda,  including  the  Provinces  of  Manitoba,  Ontario,  and  Que- 
ec'  Coal  production  is  greatest  m  the  extreme  western  and 
eastern  provinces.  British  Columbia  and  Alberta,  on  the  one 
iiand.  and  Nova  Scotia,  'on  the  other,  not  only  meet  their  own 
coal  requirements,  but  produce  a  very  considerable  overplus 
for  consumption  in  the  contiguous  portions  of  Central  Can- 
ada. The  central  provinces— Manitoba,  Ontario,  and  Quebec 
—are  almost  wholly  dependent  on  outside  sources,  mainly 
imported  coals.  This  is  clearly  shown  by  the  hatched  areas 
on  the  map,  the  horizontal  hatching  covering  the  areas  which 
produce  their  own  needs,  the  vertical  hatching  covering  the 
areas  which  are  dependent.  Where  there  is  cross-hatching, 
both  Canadian  and  imported  coals  are  consumed.  It  is  to  be 
observed  that  Central  Canada,  where  consumption  is  great- 
est, is  non-productive.  This  I  have  termed  the  "acute  fuel 
area"  of  Canada. 

An  Acute  Fuel  Area  in  Canada  Largely  Dependent  on 
Imported  Coal 

This  "acute  fuel  area"  is  now  dependent  for  domestic  re- 
quirements mainly  upon  Pennsylvania  anthracite  and  for  in- 
dustrial needs  upon  Pennsylvania  bituminous  coals,  as  well 
as  upon  Canadian  water-power.  So  far  as  domestic  heating 
requirements  are  concerned,  Mr.  Dick,  the  consulting  mining 
engineer  of  the  Conservation  Commission,  in  his  paper  on 
llie  "Rational  Development  of  Canadian  Coal  Resources,"  has 
1  cinted  out  the  possibilities  of  the  western  portion  of  the 
"acute  fuel  area"  being  furnished  with  briquetted  lignite  from 
the  prairie  provinces.  Mr.  Stansfield,  of  the  Dominion  Mines 
Branch,  in  his  paper  on  "The  Low  Temperature  Carboniza- 
tion and  Briquetting  of  Bituminous  Coal."  has  pointed  out 
the  possibilities  of  meeting  the  domestic  heating  requirements 
of  the  eastern  portion  of  the  "acute  fuel' area"  by  the  product 
from  the  low  temperature  carbonization  of  Nova  Scotia  bit- 
uminous coals.  Although  both  these  processes  are  proven  to 
he  practicable,  they  are  as  yet  in  their  formative  or  agita- 
tional stage,  and  some  considerable  time  must  elapse  before 
they  can  be  placed  on  a  commercial  basis  to  furnish  sutlicient 
fuel  to  substitute  for  any  large  portion  of  the  Pennsylvania 
anthracite  now  imported  for  domestic  heating.  There  is  at 
the  present  time  no  available  supply,  even  in  small  qifantities, 
of  a  Canadian  coal  fuel  to  take  the  place  of  imported  anthra- 
cite. Nevertheless,  this  "acute  fuel  area"  can  eventually  be 
made  independent  of  foreign  fuel  imports,  and  Canada  can 
become  self-sustaining,  at  any  rate,  in  respect  of  her  domes- 
tic heating  requirements.  There  must,  as  a  necessary  pre- 
liminary, be  a  national,  co-ordinated  development  and  use  of 
all  the  available  fuel  and  power-producing  agencies  in  the 
Dominion.  Such  a  co-ordination  must  be  a  matter  of  gradual 
evolution  and  adoption,  and  will,  to  a  great  extent  hinge  on 
whether  Canada  can  reasonably  expect  assured  fuel  imports 
from  the  United  States  for  a  considerable  period  in  the  future. 

Canada  an  Exporter  of  Electrical  Energy 

As  we  are  now  exporting  large  quantities  of  coals  from 
I'ritish  Columbia  and  Nova  Scotia  into  adjacent  states  of  the 
Union,  and  as  we  are  also  exporting  about  27.'), 000  horse- 
power of  electric  energy,  equal  in  value  to  about  :i, 000, 000 
tons  of  coal,  it  is  obvious  the  United  States  cannot  afford  to 
place  a  sudden  and  complete  embargo  on  coal  exportation  to 
Canada.  The  two  countries  must  deal  with  each  other,  at 
Icj^st,  upon  a  basis  of  (|uid  i)ro  (|uo.  Providing  Canada  has 
her  own  fuel  resources  under  strict  national  control,  this 
power  cxiportation  sliould  assure  her  an  importation  of  sufli- 
cient  coal  to  ti<lc  over  any  readjustment  period  necessary  to 
permit  of  ;.ti  niliinatc  (h'pcndence  on  Canadian  s'>uvce^  I'n.-l 
and  jiowcr. 


Exportation  of  Electrical  Energy  and  Assurance  for 
Fuel  Needs 

The  exportation  in  the  past  of  Canadian  electric  energy 
has  not  been  without  compensating  advantages.  An  assured 
United  States  market  for  Canadian  power  loads  has  enabled 
the  linanciiig  and  completion  of  several  hydro-electric  pro- 
jects, the  construction  of  which,  so  far  as  domestic  markets 
alone  are  concerned,  would  not  have  been  warranted  at  the 
time.  The  initial  United  States  power  load  has,  therefore, 
made  it  possible  for  the  domestic  market  to  reap  all  the  bene- 
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Plate  No.  2— Canadian  coal  situation. 

fits  of  available  hydro-electric  energy  many  years  sooner  than 
otherwise  would  have  been  possible. 

While  Canada  has  been  receiving  far  more  value  in  her 
coal  importation  than  she  has  given  in  iier  power  exportation, 
the  advantage  is  rapidly  disappearing.  It  is  reasonble  to  ex- 
pect that  the  tendency  will  be  for  hydro-power  exportation  to 
increase  and  for  coal  importation  to  decrease.  The  time  may 
come,  and  in  (he  near  future,  when  the  balance  will  l)e  against 
Canada. 

It  is.  llicrcfore,  imperative  lliat  every  proposal  for  in- 
crease in  llic  exportation  of  power  lie  carefully  considered 
hciii  a  brciad,  national  slandixiint     Such   consideration  in- 
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volves  the  evolution  of  a  foninila  with  regard  to  power  ex- 
portations  which  will  have  cognizance  of  Canada's  fuel-power 
needs  generally. 

We  must  face  the  fact  that  for  some  time  to  come  we 
shall  require  to  import  United  States  coal,  and  that  in  turn 
iherefor  we  can,  under  proper  conditions  of  recovery,  safely 
.md  profitably  export  some  of  our  surplus  hydro-electric 
energy. 

Canada,  to  Become  Self-Sustaining,  Must  Use  All  Her  Fuel- 
Power  Resources  According  to  Their  Particular 
Adaptabiliity 

Mr.  B.  F.  Haanel,  chief  of  the  Fuel  Testing-  Division,  De- 
partment of  Mines,  in  his  dear  and  comprehensive  paper  on 
the  "Fuels  of  Canada,"  describes  the  nature,  location,  and 
extent  of  our  varied  available  fuel  resources.  Mr.  Haanel 
affirms  that,  while  the  problems  associated  with  the  distribu- 
tion of  fuel  to  the  various  parts  of  Canada  are  exceedingly 
complex  and  the  strictest  conservation  must  be  practised,  the 
Dominion  is  endowed  with  fuel  deposits  on  such  a  magnificent 
scale  that  all  that  is  necessary  is  their  proper  exploitation  and 
economic  use  for  the  country  to  be  eventually  practically  in- 


exportation  of  anthracite.  We  in  Canada  must  realize  that 
our  supply  of  this  fuel  may  be  gradually  restricted.  It  is, 
therefore,  essential  that  we,  without  delay,  consider  what  can 
be  accomplished  in  the  production  of  a  suitable  substitute  for 
United  States  anthracite. 

Industrial  Requirements 

2.  Industrial  requirements  of  "acute  fuel  area"  involves  (a) 
more  efficient  use  of  soft  coal  in  central  heating  stations;  (b) 
construction  of  super-power  plants  to  serve  contiguous  in- 
dustrial areas;  (c)  substitution  of  hydro-power  for  steam- 
produced  power  wherever  possible;  (d)  use  of  hydro-power 
for  all  new  industries  wherever  practicable. 

The  second  part  of  the  "acute  fuel  area"  problem  and  the 
one  with  which  water-power  is  most  intimately  connected  is 
the  fuel  necessity  of  the  industrial  or  manufacturing  world. 

The  industrial  requirements  are  now  met  by  Canadian 
hydro  power  and  United  States  bituminous  coal — about 
14,000,000  tons  consumed  in  1916  for  this  purpose  in  the  "acute 
fuel  area." 

Owing  to  the  large  reserves  of'bituminous  coal  in  Penn- 
sylvania, this  class  of  fuel  will  probably  be  available  to  the 
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U.S.A. 

2,973.890 

98,783.300 

28,100,000 

7,000,000 

24.9 

9.4 

2.35 

0.28 

0.071 

Canada  'A' 
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1,735,000 

9.2 
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0.87 
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0.13 

0.011 

France 
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0.016 

Norway 
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Spain 

190,401 
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0.26 
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Sweden 

172,960 

5,522,400 
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26.0 
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Italy 

91,400 
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SwitzerlE 
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Plate  No.  3-Water  powers  in  Europe  and  North  America— Dominion  Water  Power  Branch  estimate,  slightly  revised. 


dependent  of  foreign  sources  of  fuel.  Mr.  Haanel  is  particu- 
larly emphatic  that  Canada  need  not  go  abroad  for  fuel  for 
household  use,  if  her  own  fuel  resources  are  properly  ex- 
ploited. 

The  problem  of  Canada's  fuel  needs  outside  of  the  "acute 
fuel  area"  offers  little  difficulty,  owing  to  an  abundance  of 
both  coal  and  water-power.  It  is  simply  a  matter  of  efficient 
and  efifective  use  of  available  resources.  Within  the  "acute 
fuel  area,"  however,  the  problem  is  pressing  and  prodigious. 
It  resolves  itself  into  two  parts — first,  provision  for  domestic 
or  household  heating  consumption;  second,  provision  for  in- 
dustrial requirements. 

Domestic  Requirements 

1.  Domestic  requirements  of  "acute  fuel  area"  involves 
production  of  suitable  substitute  for  anthracite. 

Domestic  needs  involves  the  production  of  a  fuel  or  fuels 
which  will  meet  the  requirements  for  general  household  use. 
At  the  present  time  this  need  is  furnished  by  American  an- 
thracite; over  4,000,000  tons  were  used  in  191G.  Competent 
experts  declare  the  anthracite  coal  fields  of  the  United  States 
are  in  measurable  distance  of  exhaustion,  and  that  the  supply 
will  not  last  a  hundred  years.  Having  in  mind  the  ever-in- 
creasing demands  within  their  own  borders  for  this  fuel,  and 
the  rapid  decrease  in  quality  as  the  supply  becomes  exhausted, 
responsible-  fuel  advisers  of  the  United  States  Government 
have  seriously  urged  the  establishment  of  an  embargo  against 


"acute  fuel  area"  of  Canada  for  many  years.  Although  not 
immediately  necessary,  the  ultimate  substitution  of  bitumin- 
ous coals  must  nevertheless  be  seriously  considered.  Water- 
power  will  be  the  main  means  of  such  substitution.  The  in- 
dustrial fuel  problem,  therefore,  in  the  "acute  fuel  area"  be- 
comes largely  a  matter  of  substitution  of  hydro  power  for 
fuel  power. 

Electrification  of  railways — especially  terminals  with  ad- 
jacent engine  divisions — would  save  enormous  consumption 
of  bituminous  coal  and  relieve  our  transportation  systems  of 
.their  greatest  burden. 

It  is  estimated  that  something  like  9,000,000  tons  of  coal 
was  consumed  by  our  railroads  in  the  year  1917.  Judging 
from  the  results  obtained  from  the  electrical  operation  of 
railroads  in  the  United  States,  it  would  be  possible  to  save  at 
least  two-thirds  of  this  coal  if  electric  locomotives  were  sub- 
stituted for  the  present  steam  locomotives.  This  would  be  a 
saving  of  G. 000,000  tons  of  coal  in  one  year,  and  would  require 
about  900,000  water  horse-power. 

Electrification  of  steam  roads  at  this  juncture  is  not  ad- 
vocated. Under  normal  conditions,  however,  and  in  certain 
districts,  as  in  Western  Ontario,  electrification  will  become  an 
economic  necessity  in  a  few  years. 

In  districts  that  cannot  be  served  by  water-power,  tlie 
location  of  modern,  efllcient.  super-power  stations  at  strategic 
points,  with  a  resultant  elimination,  or  combination,  of  many 
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inefficient  small  stations,  would  cause  a  very  large  saving  in 
I  lie  consumption  of  soft  coal,  with  a  concurrent  increased 
production  of  power. 

The  substitution  in  industry  generally  of  hydro  power  for 
■steam  fuel  power  would  also  result  in  a  tremendous  relief. 
There  are  many  plants  where  such  an  exchange  would  be 
possible  now.  Future  manufacturing  plants  should  be  en- 
couraged to  locate  where  hydro  power  is  available. 

Water-power  must  be  depended  upon  very  largely  to 
serve  the'  industrial  fuel-power  situation  in  the  "acute  fuel 
area"  of  Canada. 

The  relation  between  developed  water-power  and  the 
coal  production  and  consumption  in  the  various  provinces  is 
represented  on  Plate  2.  It  is  interesting  to  note  that  in  the 
"acute  fuel  area"  there  is  about  as  much  water-power  de- 
veloped, so  far  as  coal  value  is  concerned,  as  there  is  coal  con- 
sumed. It  is  portentious  that  the  bulk  of  our  water-power 
production  at  the  present  time  is  within  the  "acute  fuel  area," 
and  it  is  reassuring  to  know  that  our  largest  and  most  im- 
portant potential  water-powers  are  located  within  transmis- 
sion range  of  present  congested  industrial  districts  within  the 
"acute  fuel  area." 

Canada  Is  Exceedingly  Fortunate  in  the  Extent  and  Location 
of  Her  Water-Powers 

When  considered  in  retrospect  the  production  of  hydro 
power  in  Canada  has  undoubtedly  been  an  industrial  achieve- 
ment and  an  engineering  triumph  worthy  our  nation.  In  the 
short  space  of  about  twenty-five  years  there  has  been  de- 
veloped and  put  in  use  nearly  1,800,000  water  horse-power.  A 
tabulated  statement  (see  Plate  No.  3)  of  the  water-power  de- 
velopment in  other  countries,  compiled  recently  from  all 
available  data,  shows  the  universal  importance  of  this  re- 
source, and  indicates  the  splendid  comparative  position  Can- 
ada enjoys  in  both  potential  and  developed  water-power.  The 
present  per  capita  power  development  in  Canada  is  larger  than 
all  other  countries  except  Norway.  It  is  the  same  with  re- 
spect to  our  known  undeveloped  water-power.  No  country 
enjoys  to  a  greater  degree  the  benefits  of  cheap  dependable 
hydro  power,  and  no  country  has  had  these  benefits  more 
universally  applied  for  municipal,  industrial,  and  domestic 
use.  That  Canada  is  recognized  as  one  of  the  great  water- 
power  countries  in  tlie  world  is  due  largely  to: 

1.  The  nature  and  extent  of  our  water  resourseSf— abund- 


ance and  seasonable  distribution  of  rainfall;  the  regimen  of 
our  rivers— upper  waters  well  forested  with  large  lakes,  suit- 
able for  regulation,  rivers  flowing  through  valleys  with  well- 
concentrated  falls. 

2.  The  fortunate  location  of  the  waterfalls  with  respect 
to  existing  commercial  centres  and  related  raw  materials. 

3.  The  consistent  endeavors  of  governments,  Dominion 
and  provincial,  in  having  water-powers  thoroughly  investi- 
gated and  intelligently  administered. 

4.  The  business  acumen  and  foresight  of  the  capitalist 
and  the  professional  skill  and  courage  of  the  engineer  in  blaz- 
ing the  trail  of  pioneer  water-power  development  and  use. 

5.  The  almost  universal  adaptation  of  electric  energy  for. 
municipal,  industrial,  and  domestic  purposes.  i 

Fortunate  Location  of  Water-Powers 

Th;  outstanding  feature  of  the  water-powers  of  Canada  is 
their  fortunate  location  with  respect  to  existing  commercial 
centres.  Within  economic  transmission  range  of  practically 
every  important  city  from  the  Atlantic  to  the  Pacific,  except 
those  in  the  Central  Western  prairies,  there  are  clustered 
water-power  sites,  which  will  meet  the  pro'bable  demands  for 
hydro  power  for  generations.  The  following  table,  prepared 
by  the  Dominion  Water-Power  Branch,  indicates,  reasonably 
accurately,  the  provincial  distribution  of  the  developed  and 
undeveloped  water-powers  within  the  settled  portions  of  the 
Dominion : 

.  Power  Power 

Province.  available.  developed. 

(Jntario    5,800,000  789,466 

Quebec   '    6,000,000  520,000 

Nova  Scotia    100,000  21,412 

New   Brunswick    300,000  13^390 

Prince  Edward  Island    3,000  500 

Manitoba    70,250 

Saskatchewan    3,500,000  100 

Alberta    30,860 

British  Columbia    3,000,000  269,620 

Yukon   100,000  12,000 

Totals    18,803,000  1.735,598 

Small  Portion,  Not  10  Per  Cent,  of  Canada's  Available 
Water-Powers  Developed 

In  general,  the  use  of  water-power  in  Canada  may  be 
briefly  described  as  follows: 

(a)  For  municipal,  including  domestic  and  ordinary  in- 
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dustrial  purposes,  about  78  per  cent,  of  total  developed,  or 
1,348,490  h.p.  So  far  as  these  uses  are  concerned,  further  re- 
quirements will  probably  be  met  for  some  years  by  additional 
installations  at  and  increased  storage  for  existing  jjlants.  In 
certain  centres,  however,  as,  for  instance,  the  Niagara  power 
zone,  growing  requirements  can  only  be  met  by  new  water- 
power  developments. 

(b)  Pulp  and  paper,  about  14  per  cent,  of  total  developed, 
or  248,075  h.p.  Further  pulp  and  paper  plant  requirements 
can  probably  be  met  for  some  time  by  additional  installations 
to  present  plants,  although  the  tremendous  growth  of  this 
industry  will  necessitate  the  development  of  new  water-pow- 
ers lin  different  parts  of  the  Dominion.  There  are  now  54 
pulp  and  paper  plants  scattered  throughout  Canada,  and  sev- 
eral new  plants  have  been  under  serious  contemplation,  some 
of  which  would  be  in  use  now  had  it  not  been  for  the  difficulty 
of  financing,  due  to  war  conditions.  On  account  of  the  iso- 
lated nature  of  the  industry — away  from  commercial  centres — 
power  requirements  for  pulp  and  paper  need  not  conflict  with 
other  demands  upon  hydro  power. 

(c)  Electro-chemical  and  similar  processes,  about  8  per 
cent,  of  total  developed,  or  140,000  h.p.  While  the  United 
States  have  achieved  almost  a  world-supremacy  in  electro- 

■  chemistry,  this  industry  in  Canada  is  of  very  recent  growth. 
It  has,  however,  expanded  at  an  enormous  rate,  entailing  re- 
cent extensive  additional  installation  in  present  plants,  and 
requiring  in  the  near  future  the  development  of  additional 
water-power  sites.  Our  propinquity  to  the  United  States  and 
our  abundance  of  essential  raw  material  will  compel  the  mi- 
gration to  the  Dominion  of  many  new  electro-chemical  plants 
of  importance  and  value. 

The  products  of  the  electro-chemical  industry  are  ex- 
tremely diversified.  They  ^include  aluminum,  silicon,  calcium- 
carbide,  cyanimid,  ferro-alloys,  graphite,  carborundum,  chlor- 
ine, etc.,  many  of  which  are  indispensable  in  the  arts  and  in 
manufacture.  Without  aluminum  the  modern  high-speed 
scout  airplane  would  not  exist;  without  electro-chemical 
abrasives  and  ferro-alloys  manufacturing  processes  would  be 
lengthened  many  fold. 

One  of  the  most  important  electro-chemical  processes  is 
the  fixation  of  nitrogen.  About  30,000  h.p.  is  used  for  this 
purpose  at  Niagara  by  the  American  Cyanamid  Company, 
and,  while  other  plants  of  this  kind  have  so  far  not  been  put 
into  operation  commercially  in  this  country,  they  have  been 
seriously  contemplated,  and  await  only  a  sufficient  source  of 
low-price  power  for  realization. 

The  electro-metallurgical  industry  is  in  its  infancy,  but 
promises  great  expansion,  especially  in  the  production  of 
nicu-steel  in  Canada.  Few  people  appreciate  the  rapid  growth 
during  the  last  few  years  in  the  use  of  electric  furnaces  for 
the  production  of  the  highest  grades  of  steel. 

By  proper  foresight  the  demand  for  hydro  power  for 
these  industries  need  not  conflict  with  other  demands,  as,  for 
instance,  municipal,  domestic,  and  ordinary  industrial  uses. 

Total  developed  power  about  1,735,598  h.p. 

Further  Use  of  Hydro-Electric  Power 

In  considering  the  future  of  water-power  development  in 
Canada  it  is  important  to  note  that  it  means  the  use  of  a  non- 
expendiple  resource,  and  in  many  cases  represents  the  substi- 
tution of  an  inexhaustible  resource  f.  ■  an  exhaustible  one. 
For  this  reason  the  use  of  hydro-electric  energy  should  be 
encouraged  in  every  reasonable  way. 

Further  development  of  water-power  in  Canada  will,  un- 
doubtedly, be  extensive,  and  must  depend  very  largely  on: 

1.  Additional  requirements  for  municipla,  industrial,  and 
domestic  use. 

2.  Growth  of  pulp  and  paper  industry. 

3.  New   electro-chemical   and   electro-metallurgical  pro- 
cesses. 
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4.  Electrification  of  steam  roads,  esiJCi-ially  terminals  and 
adjacent  engine  divisions. 

").  Substitution  of  hydro-electric  power  for  fuel-power  in 
niaiuifacturing-  and  industry. 

In  the  rapid  develoiiment  within  a  short  space  of  time  of 
our  water-powers  to  the  extent  of  nearly  1,800,000  horse- 
power it  is  natural  to  expect  that  there  has  been  some  mis- 
conception in  design,  in  construction,  in  conservation  of  op- 
portunity, in  overlapping  of  service,  and  even  in  governmental 
administration,  although  as  to  the  latter  it  is  an  axiom  in 
British  jurisprudence  that  "the  king  can  do  no  wrong."  If 
we  were  starting  de  novo  to  develop  our  water-powers,  with 
our  present  knowledge  of  what  is  essential  in  government 
investigation  and  administration,  of  what  is  really  basic  in 
conservation  of  resource,  of  the  present  practice  of  the  art  of 
hydraulic  and  electric  engineering,  and  last,  but  by  no  means 
least,  of  what  is  the  most  important  or  prior  market  demand, 
from  a  national  standpoint,  from  particular  power  sites, 
whether  general  municipal  requirements  should  precede  elec- 
tro-chemical and  allied  industrial  requirements,  we  would,  for 
instance,  most  assuredly  produce  a  very  different  power  situa- 
tion at  Niagara.  At  the  same  time  this  most  important  and 
world-famous  source  of  our  electric  energy  has  well  serveil 
us.  Generally  speaking,  our  water-powers  have  undoubtedly 
proven  to  he  one  of  Canada's  most  valuable  assets. 

Looking  to  the  future  in  power  development,  if  Canada  is 
to  reap  full  benefit  from  her  heritage  in  white  coal,  there  must 
be  a  constructive  liaison  between: 

(a)  The  various  Dominion  and  provincial  government 
administrative  departments  concerned  in  water-power  mat- 
ters. 

(b)  The  producing  corporation  or  commision;  and 

(c)  The  consuming  public. 

Concurrently  with  such  a  liaison  there  must  also  be  an 
adequate  co-ordination  of  the  development  and  use  of  water- 
power  with  that  of  all  other  power-producing  agencies. 

Anyone  who  has  listened  attentively  to  the  very  able 
presentation  of  the  various  elements  in  the  fuel  situation  dur- 
ing the  last  two  days  must  realize  that  there  is  a  prodigious 
field  for  such  co-ordination  in  the  development  and  use  of  our 
varied  power  and  heat-producing  resources  which  will  com- 
bine the  effective  use  of  all  along  lines  for  which  each  is  best 
adapted,  and  which  will,  by  avoiding  duplication  or  misdirec- 
tion of  effort,  promote  the  efficiency  of  both  individual  and 
conjoint  use. 

The  necessity  for  the  correlated  development  and  use  of 
all  our  fuel-power  resources  has  surely  passed  the  agitational 
or  educational  stage.  The  many  urgent  reasons  for  such  cor- 
related use  are  stressed  a  hundredfold  by  the  coal  shortage 
experience  of  this  winter. 

To  visualize  the  interdependence  and  interrelation  of  all 
the  fuel-power  agencies  available  in  Canada,  and  to  offer 
something  as  a  basis  for  general  discussion,  I  have  prepared 
a  chart  (Plate  No.  4),  which,  if  it  indicates  any  one  thing,  it 
conclusively  proves  the  immensity  and  complexity  of  the 
problems  involved  in  effecting  the  co-ordinated,  concomitant 
development  and  use  of  all  our  fuel-power  resources.  The 
chart  shows  that  this  can  be  best  realized  following  the  evo- 
lution of  a  national  master  fuel-power  policy  for  all  of  Can- 
ada. 

Gentlemen  of  the  Canadian  Society  of  Civil  Engineers, 
are  we  going  to  leave  this  great  problem  in  "the  laps  of  the 
gods"?  Is  it  not  one  of  peculiar  concern  to  engineers,  and  of 
such  timely  and  pressing  importance  to  Canada  that  we,  as  a 
society,  would  be  warranted  in  attempting  a  solution?  Should 
we  not  mark  the  enlargement  of  the  scope,  influence,  and 
prestige  of  our  society  (which  we  hope  is  being  exemplified 
by  its  transition  to  the  Engineering  .Institute  of  Canada),  by 
an  earnest  effort  to  evolve,  in  general  terms,  the  basic  prin- 
ciples of  a  national  master  fuel-power  policy  for  Canada. 
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Electrification  of  Canada's  Railways 

 ■  By  John  Murphy*  


Note.— The  writer  \vishes  to  acknowledge  his  indebted- 
ness and  to  iniblicly  return  his  thanks  to  officials  of  the  rad- 
ways  below  mentioned  and  of  the  manufacturers  of  the  ap- 
paratus referred  to.  as  well  as  to  the  technical  press  from 
which  much  of  the  following  material  has  been  gleaned. 

Still  smarting  from  the  sufferings  of  two  successive  win- 
ters' fuel  shortages,  caused  by  inadequate  transportation 
facilities,  we  arc  foregathered  to  see  what  can  and  should 
be  done  to  prevent,  if  possible,  recurrences  of  such  serious 
and  trying  experiences. 

No  argument  is  required.  I  think  you  will  agree,  to  sup- 
port the  contention  that  eliminating  the  need  for  coal  at  a 
■considerable  distance  from  the  mine  is  a  greater  measure  of 
relief,  and  of  truer  conservation,  than  increasing  mine  pro- 
duction and  thereby  incidentally  adding  more  load  to  the 
already  overburdened  railways.  Reducing  coal  consumption 
automatically  relieves  or  releases  men  and  apparatus  all 
along  the  route  from  the  mine  to  the  consumer— it  also  re- 
lieves the  route  itself  from  some  of  its  congestion. 

So  eminent  an  authority  as  Mr.  E.  W.  Rice,  the  President 
of  the  American  Institute  of  Electrical  Engineers,  addressing 
that  body  in  New  York  last  month  made  the  following  state- 
ment:— 

"It  is  really  terrifying  to  realize  that  25  per  cent,  of  the 
total  amount  of  coal  which  we  are  digging  from  the  earth  is 
burned  to  operate  our  steam  railroads — and  burned  under 
such  inefficient  conditions  that  an  average  of  at  least  six 
pounds  of  coal  is  required  per  horse-power-hour  of  work  per- 
formed. The  same  amount  of  coal  burned  in  a  modern  cen- 
tral power  station  would  produce  an  equivalent  of  three  times 
that  amount  of  power  in  the  motors  of  an  electric  locomotive, 
even  including  all  the  losses  of  generation  and  transmission 
from  the  power  station  to  the  locomotive." 

Mr.  Rice  went  on  to  say  that  150,000,000  tons  of  coal, 
nearly  25  per  cc;nt.,  as  he  said,  of  all  the  coal  mined  in  the 
United  States,  were  consumed  in  steam  locomotives  last  year. 

Here  in  Canada  steam  locomotives  also  did  their  bit,  and 
consumed  about  9,000,000  tons— 30  per  cent,  of  the  .30^000,000 
tons  of  coal  imported  into  and  mined  in  this  country.  Our 
9,000,000  tons  cover,  I  believe,  wood  and  oil  consumed  on 
steam  locomotives;  some  49,000,000  gallons  of  oil  are  covered 
by  the  Canadian  record.  But  in  the  United  States'  figures 
40,000,000  barrels  of  oil,  15  per  cent,  of  the  total  output, 
are  not  included. 

The  conservation  of — the  elimination  of  the  necessity 
for  mining — those  great  quantities  of  fuel  would  be  secured 
if  all  the  railways  were  operated  electrically,  and  if  the  elec- 
trical energy  were  generated  from  water  power.  Modern 
steam  central  stations  would  save  from  50  to  CO  per  cent,  of 
the  coal  now  used  in  steam  locomotives  if  the  latter  were 
discarded  and  electric  locomotives  used  instead. 

With  such  possibilities  for  fuel  conservation  in  sight  may 
we  not  soon  expect  to  learn  that  the  fuel  controllers  in  both 
countries  have  asked  the  railways,  and  that  the  railway  nian- 
agcrs  have  asked  their  engineers: — "How  many  of  these 
millions  of  tons  of  coal  can  you  save — when  will  the  good 
work  begin?" 

It  is  said  our  fuel  shortages  were  due  to  a  com!)ination 
of  l)ad  weather  and  ina(le(|uate  transportation.  y\s  we  cannot 
coiftrol  the  weather  f)ur  attention  and  efforts  must  be  directed 
tf)  the  transportation  jjortifin  of  the  difficulty.  Railway  elec- 
trification will  reduce  coal  consumption  and  haulage;  it  will 
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also  greatly  improve  traffic  conditions;  electrification,  there- 
fore, seems  to  be  the  solution  of  the  problem.  Under  these 
circumstances  it  may  not  be  out  of  place  to  recite  in  general 
terms  what  electrification  has  actually  accomplished  on  sonic 
notable  railways. 

Railroading  in  the  mountains  is  the  most  strenuous  kind 
of  railway  work.  The  examples  which  I  have  chosen  cover 
mountain  sections.  The  Butte,  Anaconda  &  Pacific  Railroad, 
by  electrification,  increased  its  ton-mileage  35  per  cent.,  and 
at  the  same  time  decreased  the  number  of  trains,  and  their 
incidental  expenses,  25  per  cent.  The  time  per  trip  was  de- 
creased 37  per  cent.  It  is  said  their  savings  in  the  first  year's 
operation,  after  electrification,  amounted  to  20  per  cent,  of 
the  total  cost  of  electrification.  They  buy  power  from  Water 
power  plants. 

On  the  Norfolk  &  Western  Railway  power  is  obtained 
from  their  own  steam  station.  Twelve  electric  locomotives 
have  replaced  33  Mallets  of  the  most  modern  and  powerful 
type.  The  tonnage  has  been  increased  50  per  cent.  Electrifi- 
cation obviated  the  necessity  for  double-tracking.  The  sal- 
vage value  of  the  released  steam  engines  was  45  per  cent,  of 
the  cost  of  electrification.  Electric  locomotives  make  eight 
times  as  many  miles-per-train-minute-delay  as  the  steam  en- 
gines. Their  terminal  lay-overs  average  45  minutes,  and 
they  are  double-crewed  every  24  hours.  Pusher  engine  crews 
have  been  reduced  from  8  steam  to  4  electric.  Pusher  engines 
or  locomotives  have  been  reduced  from  7  steam  to  2  electric. 
Steam  locomotives  used  to  "fall  down"  in  cold  weather — the 
electrics  always  "stand  up,"  are  really  more  efficient,  in  cold 
weather.  At  the  New  York  Railroad  Club  meeting  last  year 
their  electrical  engineer  stated  that  "coal  wharves,  spark  pits, 
water  tanks  and  pumps  as  well  as  roundhouses  and  turntables 
have  all  disappeared  from  the  electric  zone.  Our  track  capa- 
city has  been  doubled.  Our  operating  costs  have  been  re- 
duced. From  an  engineering,  an  operating  and  a  financial 
viewpoint  our  electrification  has  been  a  success." 

Speaking  of  the  value  of  the  regenerative  electric  braking 
of  their  system  he  went  on  to  say: — "The  use  of  the  air 
brake  is  practically  eliminated,  it  is  only  used  to  stop,  trains; 
it  is  regrettable  we  are  unable  to  put  a  dollars  and  cents 
value  on  this  great  asset;  to  appreciate  it  properly  one  must 
have  had  experience  with  the  difficulties  of  handling  90  car 
trains  with  air."  ^  Another  official,  referring  to  the  same  sub- 
ject, made  the'  following  statement: — "Trains  of  103  cars 
are  taken  over  the  summit,  12  to  20  times  every  day,  down  the 
2.4  per  cent,  grade  without  ever  touching  the  air.  We 
never  broke  a  train  in  two  or  slid  a  wheel.  It  is  done  so 
nicely  we  wouldn't  spill  a  drop  of  water  out  of  a  glass  m 
the  caboose." 

The  440  route  miles  of  the  Chicago,  Milwaukee  &  St." 
Paul  Railway  which  have  been  electrified  will  soon  be  aug- 
mented by  450  miles  more.  Nearly  900  route  miles  and  about 
33  per  cent,  in  addition  for  passing  tracks,  yards,  industrial 
tracks  and  sidings  will  soon  represent  the  extent  of  this 
great  railway  electrification.  Among  the  advantages  secured 
by  this  railway  on  its  electric  sections  are  the  following: — 
The  cruising  radius  of  each  electric  locomotive  is  twice  that 
of  the  steam  engine.  Sub-divisional  points,  where  freight 
crews  and  steam  locomotives  were  formerly  changed,  have 
been  abolished;  the  passenger  crews'  runs  are  now  220  miles 
instead  of  110.  For  railway  purposes  these  stations  do  not 
now  exist;  7  or  8  miles  of  track  have  been  taken  up;  through 
freights  do  not  leave  the  main  line  track  at  all;  shops  and 
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roundhouses  Iiavc  disappeared  along  with  llicir  staffs,  and  one 
electrician  replaces  the  whole  old  force.  An  electric  loco- 
motive has  made  9,053  miles  in  one  month.  Although  sched- 
ules have  been  reduced  the  electrics  have  made  up  more  than 
3J<2  times  as  many  minutes  as  steam  engines — time  which  had 
been  lost  on  other  divisions;  29  per  cent,  of  electric  passenger 
trains  made  up  time  in  this  manner.  On  a  mileage  basis  alone 
the  operating  costs  of  the  electrics  are  less  than  one-half 
the  steam  engine  costs.  Freight  traffic  increased  40  per  cent, 
shortly  after  electrification — double-tracking  would  have  been 
necessary  to  handle  such  increased  business  under  steam 
operation.  An  average  increase  of  33  per  cent,  in  freight  ton- 
nage per  train  has  taken  place.  One  electric  handles  about 
'.iyi  times  as  many  ton-miles  as  a  steam  engine;  the  reduc- 
tion in  time  in  handling  a  ton-mile  is  30  per  cent.;  faster 
and  heavier  trains  have  accomplished  these  results,  the 
number  of  trains  has  not  been  increased.  About  11^  per 
cent,  of  the  energy  used  by  the  railway  is  returned  to  the 
line  in  the  process  of  regenerative  braking,  and  this  returned 
energy  helps  to  haul  other  trains.  While  this  is  a  very  im- 
portant item  and  reduces  the  power  bills,  it  is  only  regarded 
by  the  management  as  of  secondary  importance  in  compari- 
son with  the  more  safe  and  easy  operation  of  trains  on  the 
grades  and  the  elimination  of  former  delays  for  changing 
brake  shoes  and  repai,rs  to  brake  rigging  when  operating 
with  steam  locomotives.  The  electrics  maintain  their  sched- 
ules much  better  than  steam  engines.  In  three  months  the 
electrics  only  waited  for  the  right  of  way  254  minutes,  while 
the  steam  engines  in  a  similar  period  waited  1,910  minutes 
or  times  as  long.  Extra  cars  on  trains  only  delayed  elec- 
trics 1/9  of  the  time  steam  trains  were  delayed  for  a  similar 
*  reason.  Cold  weather  delayed  steam  trains  445  minutes 
in  the  three  months  under  discussion,  but  the  electrics  were 
not  delayed  a  minute;  the  latter  are  more  efficient  in  cold 
weather.  Many  of  the  delayed  steam  trains  were  double- 
headers — never  more  than  one  electric  is  hitched  to  a  pas- 
senger train.  An  entire  suspension  of  freight  service,  due 
to  steam  engines  losing  their  steaming  capacity  and  freezing 
up  was  not  an  uncommon  experience.  Electrical  energy  for 
the  operation  of  these  trains  costs  considerably  less  than 
coal.  This  latter  statement  is  one  of  the  most  interesting  in 
connection  with  the  operation  of  the  C.  M.  &  St.  P.  Ry.  and 
it  is  especially  interesting  because  it  was  made  more  than 
one  year  ago. 

The  limitations  of  the  steam  locomotive  are  due  to 
the  fact  that  it  is  a  mobile  steani  power  plant  of  very  lim- 
ited capacity;  it  is  compelled  to  carry  its  own  supply  of 
coal  and  water  ,and  it  is  unable  to  take  advantage  of  many 
of  the  economical  refinements  of  the  large  modern  station- 
ary steam  plant.  On  the  other  hand,  the  electric  locomotive 
has  no  such  limitations;  it  merely  acts  as  a  connecting  link 
between  efficient  gigantic  stationary  steam  or  water  power 
plants  and  the  train  to  which  it  is  connected.  The  Electrical 
World  summed  up  the  situation  a  short  time  ago  when  it 
said: — "Why  continue  to  haul  millions  of  tons  of  coal,  for 
and  by  uneconomical  steam  locomotives,  all  over  the  country, 
and  thus  add  more  loads  to  the  already  over-burdened  rail- 
ways, when  the  power  which  they  need  so  badly  can  be 
much  more  economically  and  efficiently  transmitted  to  elec- 
tric locomotives  over  a  wire  the  size  of  one's  little  finger?" 

The  continual  increasing  cost  of  coal  and  fuel  oil  will 
force  railway  managers  to  look  more  and  more  carefully 
into  railway  electrification.  Estimates  of  a  few  years  ago 
now  need  revision.  Money  may  be  hard  to  get,  but,  if  at 
times  fuel  cannot  be  obtained  at  all,  some  substitute  must 
be  obtained  if  normal  life  is  to  be  continued  in  northern 
latitudes. 

A  representative  of  the  National  City  Bank  of  New 
York,  writing  of  the  period  after  the  war,  referred  to  the 


stagnation  which  may  ensue  in  all  the  great  industries  now 
engaged  in  war  work  as  soon  as  peace  is  declared;  the  multi- 
tude of  people  thus  thrown  out  of  work,  in  addition  to  the 
men  of  the  returning  armies,  would  create  unbearable  con- 
ditions unless  suitable  employment  will  have  been  arranged 
for  them  in  advance;  he  referred  to  the  economic  advant- 
ages of  railway  electrification  and  was  of  opinion  that  this 
work  might  solve  the  whole  question  if  soon  taken  up  with 
vigor.  The  Minister  of  Public  Works,  Hon.  F.  B.  Carvell, 
M.P.,  addressing  the  Ottawa  branch  of  our  organization  a 
couple  of  weeks  ago,  spoke  of  the  necessity  of  conserving 
the  energy  of  our  water  powers — instead  of  letting  them  run 
to  waste — so  that  this  great  store  of  energy  might  be  em- 
ployed in  assisting  to  build  up  our  own  and  to  rebuild  other 
countries  when  peace  comes.  How  nicely  these  two  ideas, 
water  power  development  and  railway  electrification,  work 
together  if  properly  carried  out? 

With  the  view  of  securing  something  really  worthy  of 
presentation  to  this  important  meeting  I  recently  wrote  an 
eminent  engineer,  a  man  of  international  fame,  and  recognized 
as  an  authority  on  railway  electrification,  requesting  him  to 
tell  me  his  own  views  upon  this  subject.  A  specialist's  opin- 
ion, in  my  opinion,  is  always  very  valuable.  Here  is  a  short 
extract  from  his  interesting  reply.  He  said: — "Generaliza- 
tion is  always  dangerous,  especially  in  connection  with  elec- 
trification of  railways,  where  so  many  factors,  such  as  the 
physical  location,  character  of  loads,  the  power  situation,  etc., 
come  in  to  affect  the  decision  if  applied  locally."  From  his 
sober  statement  it  may  be  seen  that  my  correspondent  is  an 
engineer — not  a  politician.  He  proceeded  as  follows: — ".  .  .  . 
with  present  equipment  prices  the  cost  is  absolutely  pro- 
hibitive." This  opinion,  let  me  point  out,  is  in  connection 
with  the  proposal  to  "electrify  everything."  Do  not  let  it 
dampen  our  enthusiasm.  Listen  to  this  also  and  kindly 
keep  it  in  mind;  it  is  another  extract  from  the  address  of 
Mr.  E.  V.  Rice,  above  referred  to.  He  said: — "I  think  we 
can  demonstrate  that  there  is  no  other  way  known  to  us  by 
which  the  railroad  problem  facing  the  country  can  as  quick- 
ly and  as  cheaply  be  solved  as  by  electrification." 

While  the  present  fuel  shortage  questions  have  made  us 
look  to  railway  electrification  for  relief  I  feel  such  a  pro- 
ject on  a  large  scale  can  only  follow  or  go  hand  in  hand  with 
power  plant  development  and  co-operative  operation  of  power 
plants.  The  location  of  a  number  of  plants  at  different  points 
— large  water  power  plants  and  auxiliary  steam  plants— so 
situated  and  inter-connected  that  a  failure  at  one  plant  or 
the  connections  to  it  will  not  jeopardize  the  others  or  com- 
pletely cut  off  and  isolate  an  important  railway  district  is, 
in  my  opinion,  an  essential  feature  in  connection  with  any 
large  railway  electrification  project. 

The  99-year  contract  of  the  C.  M.  &  St.  P.  Ry.  is  worthy 
of  more  than  a  moment's  attention  and  consideration  in 
this  discussion.  That  railway  has  a  contract  with  a  power 
company  which  has  a  series  of  plants  stretching  across  the 
country  parallel  to  the  railway.  The  railway  owns  its  sub- 
stations and  secondary  lines  but  is  not  concerned  with  the 
high  tension  lines  of  power  plants  of  the  power  company. 
A  reasonable  rate  for  power  arranged  between  a  willing 
purchaser  and  a  willing  seller — a  contract  in  fact  which 
each  party  knows  the  other  will  respect — is  the  basis  and 
the  real  reason  for  that  great  railway  electrification.  Neither 
party  questions  the  other's  integrity  or  financial  soundness. 
One  delivers  the  power  it  has  undertaken  to  supply  and  the 
other  uses  it.  The  arrangement  is  ideal  in  its  simplicity  and 
entirely  satisfactory  to  everybody  concerned.  It  will,  in 
my  .ppinion,  be  necessary  to  have  such  attractive  power- 
supply  situations  as  those  outlined  above,  backed  by  abund- 
ant supplies  of  power,  m  -  rder  to  foster  and  encourage 
early  railway  electrificatio:'!  work  in  this  country. 
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Joint  Committee  of  Technical  Organizations 

Holds  Annual  Meeting  —  Chairman  Alfred  Burton 
Reviews  Year's  Activities  Before  Large  Attendance 


To  the  Technical  Men  of  the  Province  of  Ontario; 

Gentlemen:  Your  committee  has  pleasure  in  submitting 
its  second  annual  report,  covering  activities  during  the  period 
elapsed  since  our  first  annual  meeting  in  March,  1917.  Meet- 
ings of  the  joint  committee  have  been  held  monthly  during 
the  year  to  hear  reports  from  the  executive,  deliberate  on 
(luestions  of  policy,  and  appoint  and  instruct  sub-committees. 
'J  he  executive  committee  have  held  about  40  meetings. 
Finances 

Up  to  September,  1917,  the  expenses  of  the  joint  com- 
mittee were  carried  entirely  by  private  subscription.  Since 
that  date,  largely  owing  to  the  generous  recognition  of  ser- 
vices rendered  to  the  Imperial  Munitions  Board,  we  have  had 
less  difficulty  in  defraying  our  running  expenses.  The  chief 
items  consist  of  the  rental  of  a  small  office,  the  salary  of  a 
stenographer,  and  the  cost  of  printing,  postage,  etc. 

Changes  in  By-Laws 

A  slight  alteration  has  been  made  in  the  wording  of  our 
by-laws  so  that  the  committee  now  includes  a  representative 
from  the  Canadian  Manufacturers'  Association. 

This  was  deemed  highly  desirable  on  account  of  the  close 
relationship  existing  at  the  present  time  between  the  techni- 
cal and  industrial  activities  of  our  country.  The  wisdom  of 
this  addition  has  been  amply  justified  in  the  valuable  assist- 
ance the  representative  of  that  association  has  rendered  your 
committee. 

Inventions 

One  of  the  most  important  activities  of  your  committee, 
and  one  which  we  are  pleased  to  feel  has  been  of  real  assist- 
ance to  the  Imperial  Munitions  Board,  has  been  the  study  of 
the  various  and  varied  inventions  submitted  to  that  board 
from  all  over  the  continent.  These  inventions,  in  the  main, 
have  reference  to  war  activities,  such  as  improvements  in 
aeroplane  design,  detection  of  submarines,  etc.  Some  ?dea  of 
the  amount  of  work  entailed  may  be  gained  from  the  fact  that 
detailed  reports  have  been  made  to  the  Imperial  Munitions 
Board  during  the  past  year  on  almost  100  inventions.  This 
work  has  been  handled  through  the  medium  of  a  special  sub- 
committee, whose  work  is  deserving  of  a  very  grateful  and 
special  mention. 

Aviation 

A  sub-committee  has  been  formed  for  the  study  of  aero- 
nautical problems  The  work  of  this  committee,  which  is  of 
recent  creation,  has  consisted  to  date  in  compiling  informa- 
tion, and,  in  general,  getting  in  touch  with,  the  various  phases 
of  the  work  through  correspondence  and  personal  inter- 
views. It  may  be  too  much  to  expect  that  this  committee 
will  be  enabled  to  carry  out  any  experiment  which  will  have 
any  direct  bearing  on  maintaining  the  supremacy  of  the 
Allies  in  France,  but  such  a  group  of  men,  with  intimate 
knowledge  of  the  subject  of  aeronautics,  will  be  an  invalu- 
able asset  to  Canada  in  the  future  development  of  aeroplanes, 
for  which  there  is  certain  to  be  an  increasing  demand,  quite 
independent  of  the  duration  of  the  war. 

^  Depletion  of  Civil  Ranks  of  Engineers 

A  survey  fif  the  engineering  departments  of  our  Cana- 
dian universities  has  demonstrated,  during  the  past  few 
months,  that,  due  to  war  demands,  the  ranks  of  engineers  are 
being  de])letc(l  much  faster  than  they  are  being  recruited 
from  the  universities.    As  an  instance,  il  may  ])c  mentioned 


that  in  one  of  our  universities  the  present  attendance  in  the 
science  department  is  only  about  15  per  cent,  of  what  it  was 
in  1914.  This  state  of  affairs  will  not  only  be  fatal  to  the 
proper  prosecution  of  the  war  if  it  should  last  much  longer, 
but  it  will  leave  us  unprepared  to  take  our  part  in  the  great 
engineering  construction  activities  that  must  follow  the  ces- 
sation of  hostilities. 

Having  this  in  view,  your  committee  has  considered  ways 
and  means  of  increasing  the  attendance  in  the  engineering 
faculties,  and  in  the  very  near  future  will  have  a  definite,  con- 
crete proposition  to  offer.  It  will  probably  involve  the  ex- 
penditure of  a  few  hundred  dollars  per  year.  How  this  money 
can  be  raised  has  not  yet  been  determined,  but,  if  not  other- 
wise available,  we  have  every  confidence  that  the  technical 
men  of  the  province  can  lie  depended  upon  to  supply  the 
necessary  funds  for  a  cause  so  urgent  at  this  moment  and  so 
much  in  line  with  our  natural  sympathies. 

Technical  Men  Being  Used  InefBciently 

A  phase  of  the  technical  situation  having  a  direct  bearing 
on  the  last  item  is  the  inefficient  use  that  has  been  made  of 
trained  technical  men  in  the  past  by  placing  them  in  the  in- 
fantry ranks  or  in  other  war  work  where  unskilled  men 
would  have  been  almost  equally  effective.  When  the  present 
Military  Service  Act  came  into  force  your  committee  again 
took  occasion  to  call  the  attention  of  the  proper  government 
authorities  to  this  waste  and  to  urge  that  engineers  in  future 
be  utilized  in  such  work  as  their  special  training  best  fitted 
them  to  perform. 

Catalogue  of  Technical  Books 

Your  committee  has  discussed  the  probable  value  to  the 
average  technical  men  of  a  catalogue  of  all  the  technical 
books  to  be  found  in  the  various  libraries,  both  public  and 
private,  in  Toronto  and  possibly  including  libraries  in  other 
cities.  Such  a  catalogue  exists  with  regard  to  magazines,  but 
there  is  nothing  of  this  nature  covering  books.  The  matter, 
as  most  of  us  are  aware,  has  been  the  subject  of  discussion 
in  all  the  various  technical  organizations  which  have  repre- 
sentation on  this  committee,  and  has  met  with  their  approval 
in  every  case.  It  remains  now  to  determine  the  best  means 
of  accomplishing  the  desired  end  with  such  assistance  as  we 
have  at  our  disposal. 

Questionnaires 

The  work  on  questionnaire  No.  3,  which  was  undertaken 
hy  your  committee  for  the  Advisory  Council  for  Industrial 
Research,  and  which  was  under  way  at  our  last  annual  meet- 
ing, has  been  completed.  Assistance  has  also  been  given  with 
questionnaire  No.  4  to  the  extent  of  supplying  the  Advisory 
Council  with  our  list  of  Ontario's  technical  men  and  in  other 
minor  matters.  Your  committee  also  assisted  in  the  pre- 
paration of  a  questionnaire  recfently  submitted  by  the  Cana- 
dian Manufacturers'  Association  to  their  members  re  power 
shortage. 

Training  the  Blind  for  Mechanical  Work 

It  is  inevitable  that  ma:".y  of  our  brave  fellows  will  return 
to  Canada,  during  and  after  the  war,  afflicted  with  total 
blindness.  A  foretaste  of  this  problem  was  seen  in  the  recent 
Halifax  disaster,  in  which  so  many  lost  their  sight.  It  is,  of 
course,  common  knowledge  that  in  Great  Britain  very  con- 
siderable progress  has  been  made  in  training  the  totally  blind 
to  do  mechanical  work,  and  some  progress  has  been  made  in 
the  United  States  in  the  same  direction,  more  notably  in 
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winding  standard  coils.  Your  committee  is  gathering  all 
available  information  on  this  subject,  so  that  it  may  be  ready 

'  to  pass  along  to  the  proper  authorities.  It  is  not  entirely 
apparent  how  the  practices  of  Great  Britain  and  the  United 
States  can  be  followed  or  developed  in  Canada,  where  the 

j:  amount  of  purely  repetition  work,  such  as  coil  winding,  men- 
tioned above,  is  comparatively  small,  but  we  believe  the  ques- 
tion is  well  worth  further  study. 

Lists 

Our  original  lists  of  technical  men  have  been  kept  up  to 
■  date  as  far  as  is  humanly  possible,  and,  at  the  present  time, 
are  undergoing  a  complete  revision  and  verification.  These 
lists  have  proven  of  the  greatest  value  on  numerous  occa- 
■  sions,  for,  although  it  is  understood  that  they  are  kept 
strictly  confidential,  we  have  nevertheless  been  able  to  com- 
,pile  from  them  from  time  to  time  smaller  special  lists  for  dif- 
ferent government  and  war  activities  which,  we  feel  quite 
satisfied,  have  repaid  us  all  for  any  trouble  we  may  have  been 
put  to  in  their  preparation. 

Vocational  Training 

During  the  early  part  of  the  year  your  committee  was 
actively  interested  in  the  matter  of  vocational  training  of 
returned  wounded  soldiers,  and  it  is  with  some  feeling  of 
pride  that  we  report  the  selection  of  a  member  of  your  com- 
mittee as  the  administrator  for  Canada  of  the  vocational 
branch  of  the  Military  Hospitals  Commission,  now  the  In- 
valided Soldiers  Commission.  I  am  pleased  to  note  that  the 
administrator  himself  is  with  us  this  evening,  and,  as  your 
program  has  already  announced,  will  tell  us  of  the  work 
being  done  under  his  able  organization. 

Other  Activities 

At  the  time  of  the  Halifax  disaster  your  committee,  co- 
operating with  the  Toronto  Chapter  of  the  Ontario  Associa- 
tion of  Architects,  made  offers  of  assistance  in  an  advisory 
capacity  to  both  the  Commission  of  Conservation,  Ottawa, 
and  to  the  Halifax  Relief  Commission,  Halifax.  On  account 
of  the  almost  complete  destruction  of  certain  parts  of  the 
city  it  was  felt  there  might  be  opportunity  to  rebuild  at  least 
a  portion  of  the  devastated  area  along  predetermined  lines, 
so  as  to  produce  something  in  the  nature  of  a  model  city. 
Another  matter  in  which  we  have  lent  our  assistance  is  re- 
cruiting for  the  Canadian  Engineers.  I  may  say,  also,  that 
we  have  been  entrusted  with  certain  other  work,  about  which 
'  it  would  not  be  wise  to  make  public  mention  at  the  present 
time. 

In  Conclusion 

In  conclusion,  I  should  like  to  add  my  word  of  apprecia- 
tion of  the  work  of  the  members  of  the  joint  committee, 
every  one  of  whom  has  given  freely  of  his  time,  ability  and 
experience  in  the  earnest  hope  that  our  little  endeavor  to 
lighten  the  load  under  which  the  Empire  labors  may  not  be 
fruitless.  In  this  hope — that  we  have  helped,  even  ever  so 
little,  to  bear  this  burden — lies  the  recompense  dearest  to  the 
heart  of  every  true  engineer. 


At  a  board  of  trade  conference  in  Brantford  recently  it 
was  decided  to  ask  the  Dominion  Government  to  take  quick 
and  efTective  action  on  connection  with  the  improvement  of 
Port  Dover  harbor.  Representatives  were  present  from 
Brantford,  Paris,  Gait,  Waterford,  Preston,  Kitchener,  Sim- 
coe,  and  Port  Dover.  Tlie  municipalities  favor  an  open  har- 
bor, under  control  of  the  Dominion  Railway  Board,  doing 
away  with  Grand  Trunk  control.  The  conference  also  unani- 
mously adopted  a  resolution  calling  for  a  car  ferry  service 
across  Lake  Erie  to  Erie,  Pa.,  ensuring  a  considerable  reduc- 
tion in  coal  rates  to  all  points  in  the  district  and  avoiding  con- 
gested terminal  points  on  the  all-rail  route. 


Mainly  Constructional 

East  and  West— From  Coast  to  Coast 


The  County  of  Oxford,  Ont.,  has  voted  $10,000  for  road 
repair  work  this  year. 

A  recently  received  report  states  that  material  is  being 
delivered  for  the  construction  of  the  new  school  at  Kossland, 
B.C.  This  building  will  cost  about  $80,000,  and  will  be  pushed 
to  completion  as  rapidly  as  possiljle  when  the  weather  per- 
mits. 

Reports  state  that  the  military  authorities  will  take  over 
the  property  of  Lieut. -Col.  Cunningham,  at  Kingston.  Ont., 
now  used  as  a  convalescent  home,  and  erect  a  hospital  for  the 
care  of  men  invalided  home  to  that  district.  Present  plans  are 
to  provide  accommodation  for  1,000  men. 

The  ice  jam  on  the  Cherry  Mill  dam  at  Preston,  Ont., 
when  breaking  up  became  wedged  against  the  Grand  River 
railway  bridge,  necessitating  the  use  of  dynamite  by  the  rail- 
way company.  Two  of  the  trestles  gave  way  under  the  im- 
pact, causing  the  centre  of  the  bridge  to  collapse. 

The  offer  recently  made  to  Sarnia,  Ont.,  by  the  Imperial 
Oil,  Ltd.,  to  construct,  at  its  own  expense,  an  asphalt  road- 
way 24  ft.  wide  and  one  mile  in  length  on  Mitton  Street,  has 
been  accepted,  and  work  will  be  proceeded  with  shortly.  The 
company  will  not  spare  expense  in  making  the  road  a  model 
of  its  kind. 

The  Imperial  Oil,  Ltd.,  recently  took  out  a  permit  to  erect 
a  bulk  storage  station  for  petroleum  products  on  the  south 
side  of  Keating  Street,  Toronto,  at  a  cost  of  $104,200.  Another 
large  building  now  contemplated  in  this  city  is  a  six-storey 
concrete  structure  for  Fairweathers,  Ltd.,  to  be  erected  on 
Yonge  Street,  at  a  cost  of  about  $150,000. 

Estimates  totalling  $1,750,000  have  been  passed  by  the 
Toronto  Harbor  Commission  in  order  to  carry  on  their  work 
during  the  year.  The  operations  will  mainly  consist  of  dredg- 
ing, which  accounts  for  $650,000,  and  will  create  revenue-pro- 
ducing property.  The  balance  of  the  $1,750,000  is  largely  re- 
quired to  meet  fixed  charges.  Under  the  powers  granted  by 
the  legislatiire,  the  commissioners  will  borrow  out  of  the 
sinking  funds  of  the  city  to  the  extent  of  about  $975,000  this 
year. 

The  Dominion  Government  estimates  for  public  works  in 
the  Province  of  Ontario  total  $607,800,  of  which  revotes 
amount  to  $180,300.  Every  item  is  in  connection  with  the 
completion  of  buildings  already  under  construction.  Not  a 
new  building  is  authorized.  For  harbors  and  rivers  in  this 
province  the  vote,  exclusive  of  the  Toronto  harbor,  is  $252,315, 
the  main  items  being  $77,000  further  for  Port  Stanley  harbor 
improvements,  $40,000  for  repairs  to  Langevin  pier,  $14,000 
for  repairs  to  piers  at  Port  Burwell,  $7,400  for  repairs  to 
breakwaters  at  Port  Colborne. 

At  its  present  session  the  Dominion  Government  has 
voted  $1,860,000  for  the  Welland  Ship  Canal,  $500,000  for  the 
Trent  Canal,  $700,000  for  the  Quebec  Bridge,  and  $250,000  for 
the  National  Transcontinental  Railway.  Public  works  votes 
chargeable  to  capital  include  an  additional  $1,500,000  to  cover 
the  cost  of  construction  of  the  new  Ottawa  parliament  build- 
ings and  $1,000,000  for  the  new  departmental  building  at  Ot- 
tawa. Harbor  and  river  votes  under  the  same  head  include 
$350,000  for  improvements  at  Port  Arthur  and  Fort  William, 
$150,000  for  Vancouver,  and  $166,000  for  Victoria.  The  total 
vote  for  public  buildings  chargeable  to  capital  is  $2,620,000. 
an  increase  as  compared  with  $2,125,000  for  the  current  fiscal 
year.  On  the  other  hand,  harbor  and  river  votes  chargeable 
to  capital  will  decrease  from  $5,931,000  to. $1,836,000. 


Contracts  Department 

News    of  Special  Interest  to  Contractors,  En^eers,  Manufacturers  and 

Dealers  in  Building  Supplies 


I 


Waterworks,  Sewerage  and 
Roadways 

Glace  Bay,  N.S. 

Town  Council  contemplate  repairs  to 
reservoir.  Engineer,  A.  McKinnon. 
Clerk.  N.  F.  McNeil. 

Town  Council  contemplate  tlie  instal- 
lation of  a  2,500,000  f>aIlon  capacity  per 
clay  waterworks  pump.  Engineer,  A. 
McKinnon. 

Halifax,  N.S. 

Tenders  will  lie  received  by  the  sec- 
retary, J.  \V.  Pugsley,  Department  of 
Railways  &  Canals.  <)ttawa,  until  April 
l.'J,  for  the  construction  of  sewers  and 
waterniains  for  the  Canadian  Govern- 
ment Railways,  Ottawa. 

Lindsay,  Ont. 

The  \'ictoria  Count)'  Council  will  ex- 
pend .1!:;4.()0()  fin  roads  this  summer  and 
will  ])urchase  a  quantity  of  good  roads 
machinery.  Mr.  Martindale.  Oakwood,  is 
chairman  of  the  Good  Roads  Committee. 

Maidstone  Township,  Ont. 

Tenders  received  by  the  Clerk,  .\. 
Mousseau,  Woodslee,  until  April  8,  for 
the  construction  of  the  Powers  drain  for 
the  Township  Council.  Engineers,  Laird 
&  Laird,  Essex. 

New  Waterford.  N.S. 

Town  Council  Cf)ntempiate  the  con- 
struction of  sidewalk,  curli  and  gutter 
costing  .$7,000  on  Plumber  Avenue.  Clerk, 
.1.  L.  McKinnon. 

Toronto,  Ont. 

Tenders  received  until  .\pril  16  for  the 
installatif)n  of  a  .j.OOO.OOO  imperial  gallon 
pump  at  the  Riverdale  pumping  station 
ff)r  the  Board  of  Control.  Secretary, 
Thr)s.  McQueen. 

Virden,  Man. 

Tenders  will  i)e  received  by  the  sec- 
retary-treasurer. Wm.  VVhiteford.  until 
<)  o'clock.  .April  12.  for  ;}T  miles  of  road 
grading,  laying  pipes  of  37  miles  of  road 
and  two  double  3  ft.  x  .5  ft.  reinforced 
concrete  culverts  for  the  Town  Council. 

CONTRACTS  AWARDED 
Amherstburg.  Ont. 

The  FoiuHlatinii  Co..  Ltd.,  224  .St. 
James  .Street.  Montreal,  have  the  con- 
tract for  the  erection  of  a  reinforced 
concrete  and  brick  |)ump  house,  and  the 
Canadian  P.rid«e  Co.,  Ltd.,  Walkerville. 
the  contract  for  the  erection  of  a  steel 
l)oiler  house  for  the  Brunner  Mond  Co. 
and  the  City  Council. 

Dereham  Township,  Ont. 

Ia«..  D;iwson.  care  of  township  clerk. 
.\Ux.  Bell.  Dereham  Centre,  has  tlie  gen- 
eral contract  for  the  construction  of  a 
Rutherford  drain  costing  $3,000  for  the 
'I'ownsiiip  Council. 

Leamington,  Ont. 

F.  K.  Smithson.  I'-rie  Street,  has  the 
general  contract  for  the  construction 
of  the  (irej^ory  drain  for  the  Town  Coun- 
cil, 


St.  John,  N.B. 

B.  Mooney  &  Sons,  112  Queen  Street, 
have  the  general  contract  for  the  con- 
struction of  pavements  for  the  City 
Council. 


Railroads,  Bridges  and  Wharves 

Halifax,  N.S. 

Tenders  will  be  received  by  the  sec- 
retary, J.  W.  Pugsley,  Department  of 
Railways  &  Canals,  Otawa,  until  April 
13  for  the  erection  of  transit  sheds  and 
temporary  passenger  station  for  the  Can- 
adian Government  Railways,  Ottawa. 

Tenders  received  by  the  secretary,  J. 
W.  Pugsley,  Department  of  Railways  & 
Canals,  Ottawa,  until  April  13  for  the 
erection  of  a  baggage  car  repair  and  ex- 
press building  for  the  Canadian  Gov- 
ernment Railways,  Ottawa. 

Tenders  will  he  received  by  the  sec- 
retary, J.  W.  Pugsley.  Department  of 
Railways  &  Canals.  Ottawa,  until  April 
18  for  the  construction  of  a  reinforced 
concrete  subway  for  the  Canadian  Gov- 
ernment Railways,  Ottawa. 

Montreal,  Que.  ' 

Tlie  Montreal  Southern  C(iunties  Rail- 
way Company,  95  McGill  Street,  are  pre- 
naring  plans  for  the  erection  of  station, 
freight,  express  and  general  offices  on 
Youville  Street.  General  manager,  W.  B. 
Powell,  95  McGill  Street. 

New  Westminster,  B.C. 

Plans  have  been  drawn  and  tenders 
will  be  called  shortly  for  the  construction 
of  a  $1.0()0«000  jetty  at  the  mouth  of  the 
Eraser  River  for  the  Department  of  Pub- 
lic Works,  Dominion  Government.  En- 
gineer. C.  C.  Worsfold.  New  Westmin- 
ster. Secretary,  R.  C.  Desrochers,  Otta- 
wa. 

Stormont,  Dundas  &  Glengarry  Counties, 
Ont. 

Specifications,  etc.,  are  at  the  office 
of  the  superintendent,  j.  G.  Cameron. 
Finch,  who  will  receive  tenders  until 
.April  13  for  oainting  bridges  for  the 
County  Councils. 

Vancouver,  B.C. 

The  Waterworks  Department.  City 
Council,  contemplate  the  construction  of 
a  .$15,000  dam  at  Capilano  River.  En- 
gineer, F.  L.  Fellows. 

Plans  are  being  drawn  for  a  $7,500 
vvharf  and  landing  slip  at  the  foot  of 
(iore  Avenue  for  the  I'.nt-ineering  De- 
oartment.  City  Council.  Engineer,  F.  L. 
Fellows.    Clerk.  Wm.  McQueen. 


Public  Buildings,  Churches 
and  Schools 

Bathurst,  N.B. 

Tenders  will  be  called  by  the  arclii- 
tect.  W'.  C.  Barnes,  Main  Street,  Monc- 
ton,  about  June  1,  for  the  erection  of 
a  $20,000  liospital  for  the  lohn  H.  Dunn 
Hos]iital  Board 

Camrose,  Alta. 

Tenders  are  almnl  I,,  1,^  eailed  for  the 


erection    of   fair   ground    buildings  for 
the  Town  Council.    Clerk.  J.  D.  Saun-  * 
ders. 

Dartmouth,  N.S. 

The   United   States   Red   Cross,   Mer-  i 
chants  Bank  Bldg.,  Halifax,  contemplate 
the  erection  of  a  hospital. 

Fitzroy,  Ont. 

Millson  &  Burgess.  Union  Bank  Bldg.. 
Ottawa,  are  preparing  plans  for  a  school 
for  the  Public  School  Board. 

Magog,  Que.  ' 

The  Roman  Catholic  Congregation  will 
rebuild  church  tower.  Priest,  Rev.  F.  X. 
Brassard. 

Montreal,  Que. 

Alphonse  Piche,  ,33  Belmont  St.,  is 
jireparing  plans  for  repairs  to  convent 
for  the  Grey  Nuns.  Address,  Rev.  Sister 
La  Framboise. 

Ottawa,  Ont. 

The  City  Council  have  secured  a  build- 
ing at  Cooper  and  Cartier  Streets  which 
they  will  remodel  at  a  cost  of  $6,000,  for 
a  club  house  for  the  Great  War  Veter- 
ans.   Clerk,  N.  H.  Lett. 

Oyen,  Alta. 

Tenders  will  be  called  about  April  30 
for  the  erection  of  a  $17,000  three-storey 
brick  school  for  the  Board  of  Trustees, 
School  District  No.  3058. 

Pabos  Mills,  Que. 

Plans  and  specifications  with  the  ar- 
chitect, P.  Levesque,  115  St.  John  Street, 
Quebec,  who  will  receive  tenders  until 
April  10  for  the  erection  of  an  $8,000 
two-storey  Citadel  brick  presbytery  for 
the  Parish. 

Regina,  Sask. 

The  City  Council  contemplate  the  erec- 
tion of  an  auditorium,  etc.,  costing  $180,- 
000.    Clerk.  Geo.  Beach. 

Saint  Anges,  Que. 

Plans  and  specifications  are  with  the 
architect,  Lorenzo  Auger,  39  St.  John 
St.,  Quebec,  who  will  receive  tenders  un- 
til April  13  for  the  erection  of  a  $12,- 
000  two-storey  artificial  stone  presby- 
tery for  the  Parish. 

Saints  Anges  de  Cascapedia.  Que. 

Tenders  will  be  received  by  the  archi- 
tect, P.  Levesque,  115  St.  John  St.,  Que- 
bec, from  about  Ai>ril  35  until  May  10  for 
the  erection  of  a  $10,000  presbytery  for 
the  Parish. 

St.  Cyprien,  Que. 

Tenders  will  be  received  by  the  arch- 
tect,  Lorenzo  Auger,  39  St.  John  Street, 
Quebec,  from  April  S  until  April  19  for 
the  erection  of  a  $50,000  church  for  the 
Parish. 

St.  Hyacinthe,  Que. 

Tenders  will  likely  be  called  about 
:\]ir\\  25  for  the  erection  of  a  $6,000  hos- 
pital for  the  Grey  Nuns.  Arcliitccts, 
Rene  Richer,  10  Cathcart  St.,  Montreal, 
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and  Clias.  Brodcur,  (ilj  Hotel  de  \"ilk', 
Hull. 

St.  John,  N.B. 

Tenders  are  expected  to  he  called  abmit 
\pril  30  for  the  erection  of  a  $110. 000 
cliurch  and  Sunday  school  on  Sydney 
Street  for  St.  David's  Presbyterian  Con- 
gregation. Architect,  F.  Neil  Brodie,  42 
Princess  Street. 

Sacre'  Coeur,  Que. 

Plans  have  Ijeen  completed  and  ten- 
ders will  be  called  shortly  for  the  erec- 
tion of  a  church  and  presbytery  for  the 
Parish.  Architect,  J.  S.  Bergeron,  103 
St.  John  St.,  Quebec. 

Trail,  B.C. 

By-law  will  be  voted  on  for  the  erec- 
tion of  a  $24,000  addition  to  Central 
School  for  the  School  Board.  Secretary, 
F.  E.  Dockerill. 

Wallaceburg,  Ont. 

The  Latter  Day  Saints  Congregation 
contemplate  the  erection  of  a  $5,000 
church.  Secretary-treasurer,  Harry  Clif- 
ford. 

William  Head,  B.C. 

Tenders  received  by  the  secretary.  R. 
C  Desrochers,  Ottawa,  until  4  p.m., 
April  22,  for  the  erection  of  a  scarlet 
fever  hospital  and  two  minor  diseases 
hospitals  for  the  Department  of  Public 
Works,  Dominion  Government.  Plans 
and  specifications  at  offices  of  the  Chief 
Architect,  Denartment  of  Public  Works, 
Ottawa:  the  Postmaster,  Vancouver,  and 
the  Resident  Architect,  Victoria. 

CONTRACTS  AWARDED 
Calgary,  Alta. 

R.  A.  Mackay  has  the  contract  for  the 
erection  of  a  $().000  temporary  tabernacle 
for  the  Evangelical  Society  on  First  St. 
W.  and  First  Avenue. 

Charlo,  N.B. 

Haley  Bros.  &  Co.,  1  Broad  St.,  have 
the  contract  for  windows  and  doors  in 
connection  with  the  erection  of  a  $40,- 
000  church  for  the  Roman  Catholic 
Church.  Architect,  R.  A.  Frenchette,  30 
Bonnacord  Street,  Moncton. 

Halifax,  N.S. 

The  Reconstruction  Committee.  Sack- 
ville  Street,  have  the  general  contract 
for  the  erection  of  a  hospital  for  the 
Citv  Council.  R.  P.  Bell,  secretary  of  the 
Relief  Commission,  will  let  the  plumbing 
and  heating. 

Ottawa,  Ont. 

H,  Baylin,  74  Erie!  Street,  has  the  gen- 
eral contract  for  alterations  to  building 
on  Normand  Street  for  a  church. 

St.  Eloi,  Que. 

M.  Jos.  Giroux,  St.  Casimir,  has  the 
carpentry  contract  in  connection  with 
4he  erection  of  a  church  for  the  Parish 
Congregation. 

Windsor,  Ont. 

D.  M.  Eagle,  7  Erie  Apartments,  has 
the  general  contract  for  the  erection  of 
a  $3,000  club  house  for  the  Windsor 
Lawn  Bowling  Club.  Plumbing,  heat- 
ing, plastering  and  painting  will  be  let. 

Woodslee,  Ont. 

Hooker  &  Millen,  South  Woodslee. 
have  the  contract  for  white  brick  in 
connection  with  the  ereciton  of  an  $8,- 
000  school  for  the  School  Board.  Ten- 
ders are  being  called.  Address,  Rev.  C. 
C.  Couzens. 


Business  Buildings  and  Indus- 
trial Plants 

Amherstburg,  Ont. 

The  Brunncr  Mond  Company  are  hav- 
ing plans  prepared  for  a  $10.0,000  rock 
crushing  plant.  Purchasing  agent,  W. 
Haas. 

Bridgewater,  N.S. 

The  Canadian  Bank  of  Commerce, 
head  office,  Toronto,  contemplate  the 
erection  of  a  bank  building  costing  be- 
tween $3,000  and  $.5,000.  Local  man- 
ager, T.  W.  Ma.gee. 

The  Royal  Bank  of  Canada,  head  offi- 
ce, Montreal,  contemplate  the  erection 
of  a  bank  building  costing  between  $3,- 
000  and  $5,000.  Local  manager,  A.  F. 
Little. 

Chatham,  Ont. 

Plans  are  being  prepared  for  a  brick 
bank  building  to  be  erected  by  the  Stand- 
ard Bank,  head  office,  Toronto.  Archi- 
tects, Banigan,  Mathers  &  Thompson, 
701  Temple  Bldg.,  Toronto. 

Collingwood,  Ont. 

Hogel  &  Davis,  80  St.  Francois  Xavier 
Street,  Montreal,  have  been  appointed 
architects  for  remodelling  hotel  intf> 
liank  for  the  Merchants  Bank  of  Canada, 
head  office,  Montreal. 

Georgetown,  Ont. 

The  Merchants  Bank  of  Canad.n,  To- 
ronto Office,  13  Wellington  St.  W.,  has 
purchased  the  Prince  Albert  Hotel  Build- 
ing and  will  make  alterations  for  bank 
and  office  building. 

Huntsville,  Ont. 

The  Bethune  I^'ulp  &  Lumber  Com- 
pany, Limited,  will  erect  a  sawmill  and 
rossing  plant.  Secretary-treasurer.  R. 
Dinsmore. 

London,  Ont. 

Plans  have  been  altered  and  new  ten- 
ders are  being  received  by  the  owners, 
The  London  Art  Woodwork  Co.,  Ltd.. 
51  Nightingale  Ave.,  for  the  erection  of 
a  factory  addition  and  boiler  house  cost- 
ing $15,000.  Manager,  Jos.  Keller.  1245 
King  St.  Architects,  Watt  &  Blackwell, 
Bank  of  Toronto  Bldg. 

Montreal,  Que. 

Tenders  have  been  received  for  the 
erection  of  a  warehouse  on  .Ann  Street 
for  the  Dominion  Foundry  Supply  Co.. 
Ltd.,  47  Murray  Street. 

New  Glasgow,  N.S. 

John  Johnson  'is  preparing  plans  for 
$10,000  two-storev  brick  store  to  be  erect- 
ed on  Provost  Street  for  D.  A.  McLel- 
lan.  Jr. 

Ottawa.  Ont. 

The  Bell  Telephone  Co.,  Queen  St., 
want  prices  on  ;iltcrations  to  liuildinu'  on 
First  Avenue.  Manager,  J.  E.  McPher- 
son. 

Peterboro.  Ont. 

Mark  Miller  is  preparing  plans  for  a 
building  for  Robt.  Neill  Co..  Limited. 
Manager.  Robt.  Neill,  359  Hunter  Street. 

Port  Stanley,  Ont. 

The  London  &  Port  Stanley  R-ailway, 
Colborne  St.,  London,  will  erect  a  ce- 
ment addition  to  their  cafeteria.  luigi- 
neer,  D.  M.  Morrison,  Philip  St.,  London. 

Victoria.  B.C. 

City  Council  contemi)lale  the  erection 


ot   an   evaporating  plant.     Engim  <  t-.  ( 
H.  Rust. 

Seaforth,  Ont. 

Plans  are  being  prepared  for  a  garage 
and  repair  shops  to  be  erected  on  Main 
Street  for  the  Auto  Sales  Company.  Man- 
ager, (i.  S.  Mcintosh. 

Shawinigi.  n  Falls,  Que. 

The  Carada  Carbide  Co..  Ltd.,  Trans- 
mission ,^ve.,  contemi)late  the  erection 
of  a  $500,000  extension  to  their  plant. 
Works  manager,  R.  A.  Witherspoon. 

The  Shawinigan  Water  &  Power  Com- 
I)any  contemplate  the  erection  of  offices 
and  bungalows.    Engineer,  C.  R.  Lindsay. 

Strathroy,  Ont. 

The  Dominion  Canning  Comi)any  i)lan 
to  rebuild  their  cannery  at  a  cost  of  $125.- 
000,  in  the  fall.    Manager,  Thos.  Dunn. 

Sydney.  N.S. 

The  Dominion  Iron  &  Steel  Corpora- 
tion. 112  St.  James  Street,  Montreal,  will 
erect  a  steel  rolling  nn'll  costing  $3,000.- 
000.    President,  Mark  Workman. 

Toronto,  Ont. 

Tenders  are  expected  to  be  called 
shortly  for  the  erection  of  a  five-storey 
brick  addition  to  bakery  for  the  Ideal 
Bread  Co.,  Ltd.,  183  Dovercourt  Road, 
Toronto.  Architect,  Sydney  Comber. 
Room  313-511  St.  Catharine  Street  East, 
Montreal. 

The  Smith  Estate,  care  of  Toronto 
General  Trusts  Corporation,  85  Bay  St.. 
will  alter  the  old  Veterinary  College 
Building  on  Temperance  Street  into  a 
garage. 

Tenders  are  being  received  for  the  erec- 
tion of  a  $12,000  two-storey  steel  and 
brick  gasoline  supply  station  at  St.  Clair 
and  Vaughan  Road  for  the  Consumers' 
Gasoline  Supply  Co.,  154  Bay  Street. 

J.  C.  Bradv.  413  Palmerston  Blvd.,  will 
erect  three  three-storev  brick  stores  cost- 
insr  $10,000  on  Bloor  Street  West. 

The  Merchants  Bank  of  Canada.  To- 
ronto office,  13  Wellington  St.  W..  con- 
template the  erection  of  a  $150,000  steel, 
concrete  and  stone  bank  on  King  St.  W. 

Trail.  B.C. 

J.  S.  Deschamps,  Rossland.  will  erect 
a  sawmill  at  Sullivan  Creek. 

Vancouver,  B.C. 

Wong  Kee  Kew  and  Wong  Wai  Sang, 
202  Pender  St.  E.,  will  erect  an  $8,000 
one-storey  mill  and  brick  store  and  are 
in  the  market  for  brick,  cement  and  lime. 

The  Defiance  Packing  Co..  Ltd..  510 
Hastings  W.,  contemplate  the  erection 
of  a  store  at  the  foot  of  Gore  .\venue. 
President.  Mr.  Sherman. 

Victoriaville,  Que. 

The  \'ictoria  Toy  Mfg.  Co..  Debii>are 
St..  contemplate  the  erection  of  a  $15,000 
extension  to  their  plant.  Paul  Tourigny, 
J.  E.  .\lain  and  O.  .A.  Thibeault  are  in- 
terested. 

Wallaceburg,  Ont. 

Tenders  are  beina  called  l)v  tlie  own- 
ers, the  Dominion  Glass  Co..  head  office, 
Toronto,  April  15  for  the  erection  of  a 
$50,000  two-storev  fire  brick  plant.  Local 
sui)erintcndent,  Mr.  Dundas. 

Windsor,  Ont. 

The  Swedish  Crucible  Steel  Company. 
McDougal  .\ve.,  have  had  plans  drawn 
for  $9,000  machine  shop  and  $16,000  addi- 
tion to  foundry. 

Woodstock,  Ont. 

The  Standard  Tube  iS;  Fence  Company, 


Tenders  and  For  Sale  Department 


Tenders  Wanted 


On  a  structural  steel  intercommunicating  bridge, 
50  ft.  span  and  a  structural  steel  cupola  15  ft.  x  20 
ft  X  55  ft.  high.  Plans  and  specifications  and  aK 
particulars  may  be  obtained  at  the  office  of 
McFarlane  Pratt  Hanley,   Limited,   Midland,  Ont 

13-14 


Tenders  Wanted 


Sealed  tenders,  marked  "Tender  for  Bridge 
I'ainting,"  will  be  received  by  the  undersigned, 
till  noon,  Friday,  April  12th,  for  the  painting  of 
any  one  or  all  of  tlie  steel  bridges  on  the  County 
Highway  System  of  Storniont,  Dundas  and  Glen- 
garry. 

Further  information  may  be  obtained  at  the 
office  of  the  undersigned.  Finch,  Ontario.  All  ten- 
ders shall  be  accompanied  by  a  cash  deposit  eq«al 
to  ten  per  cent,  of  the  tendered  price. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

J.  G.  CAMERON, 

County  Road  Superintendent. 

Finch,  Ont., 

March  27th,  1918.  14-14 


PARLIAMENT  BUILDINGS,  OTTAWA 


Tenders  Wanted  for 

"Reinforcing  SteeV 


Sealed  tenders  will  be  received  by  the  under- 
signed until  noon,  April  11,  1918,  for  the  supply 
of  Reinforcing  Steel  required  in  the  reconstruction 
of  the  above  building. 

All  tenders  shall  be  based  on  tlie  supplying  and 
delivering  to  the  site  of  the  Central  Heating  Plant 
at  ClifT  Street,  of  the  quantities  of  the  Schedule 
of  Material  for  Reinforcing  Steel  (140  tons,  more 
or  less)  in  strict  conformity  with  the  specifica- 
tion, and  the  samples  submitted,  and  to  the  sat- 
isfaction of  the  Architect. 

Deliveries  of  the  material  of  this  contract  shall 
commence  immediately  upon  the  signing  of  the 
same  and  continued  as  directed  in  such  a  manner 
as  to  ensure  the  completion  thereof  by  May  31, 
1918. 

The  Schedule  of  Materials,  Specifications,  and 
any  other  information  required  can  lie  obtained 
at  the  office  of  the  General  Contractor,  V.  Lyall 
&  Sons  Construction  Company,  Limited,  Ottawa. 

Each  tender  must  be  accompanied  by  an  ac- 
cepted cheque  on  a  chartered  bank,  payable  to 
the  order  of  the  Minister  of  Public  Works,  for 
a  sum  not  less  than  five  per  cent,  (.'j  p.c.)  of  tlie 
amount  of  the  tender,  which  will  be  forfeited 
if  the  parties  tendering  decline  to  enter  into  a 
contract  when  called  upon  to  do  so.  If  the  ten- 
der is  not  accepted  the  cheque  will  be  returned. 
If  the  lender  is  accepted  an  additional  chef|ue 
(or  a  sum  equivalent  to  five  per  cent.  (5  p.c.)  of 
the  amount  of  the  tender  must  be  deposited  be- 
fore the  contract  is  signed.  The  total  security 
will  be  forfeited  if  the  Contractor  fails  to  com- 
plete the  work  contracted  fur. 

Payments  for  malerial  shall  be  m;idi-  monthly. 

The  lowest  or  any  tt  iidcr  nol  necessarily 
accepted. 

Samples  to  be  subinittcil  with  each  tender. 

Envelopes  containing  tenders  lo  be  marked  : 
"Tenders  for  Reinforcing  Steel"  and  addressed  td 
the  undersigned. 

JOHN  A.  PKARSOSi,  Architect. 

J.  O.  MARCHANI).  Avso-iale. 
Central   Block,  Parliament  Hill, 

Ottawa.  1411 


Tenders  Wanted 


For  four  Automatic  Fireproof  Doors  on  belt 
tunnels  between  two  Grain  Elevators.  Particulars 
given  at  the  office  of  McFarlane-Pratt-Hanley, 
Limited,  Midland,  Ont.  13-14 


For  Sale— Great  Bargain 


Nine  S  horse  power  Vertical  Alberta  Boilers. 
Two  8  h.p.  and  two  6  h.p.  Ingeco  Gasoline  En- 
gines.   All  New. 

MARSH-CAPRON  MFG.  CO., 
11  S.  La  Salle  Street, 
13-14-15  Chicago,  111. 


PARLIAMENT  BUILDINGS,  OTTAWA 


Tenders  Wanted  for 
Steam  Boilers  and  Stokers 


Scaled  tenders  will  be  received  by  the  under- 
signed until  noon,  April  11,  1918,  for  the  Steam 
ISoiler  and  Stoker  Equipment  required  for  the 
Central  Heating  Plant  of  the  above  building. 

All  tenders  to  be  based  on  the  supplying  and 
erecting  of  four  (4)  water  tube  boilers,  each  hav- 
ing a  rated  capacity  of  five  hundred  (500)  horse- 
power ;   together  with   fittings  and  soot  blowers. 

Each  tender  shall  give  separate  quotations  for 
supplying  and  erecting,  in  connection  with  these 
boilers,  four  (4)   automatic  stokers. 

Prices  are  to  be  based  on  the  complete  erection, 
ready  for  operation  of  this  equipment  by  October 
1,  lOlS. 

Plans,  specifications  and  any  other  informa- 
tion required  can  be  obtained  at  the  office  of  the 
Cicneral  Contractors,  P.  Lyall  &  Sons  Construc- 
tion Company,  Limited,  Ottawa. 

Each  tender  must  be  accompanied  by  an  ac- 
cepted cheque  on  a  chartered  bank,  payable  to  the 
order  of  the  Minister  of  Public  Works,  for  a  sum 
not  less  than  five  per  cent.  (5  p.c.)  of  the  amount 
of  the  tender,  which  will  be  forfeited  if  the  parties 
tendering  decline  to  enter  into  a  contract  when 
called  upon  to  do  so.  If  the  tender  is  not  ac- 
cepted the  cheque  will  be  returned.  If  the  ten- 
der is  accepted,  an  additional  cheque  for  a  sum 
equivalent  to  five  per  cent.  (5  p.c.)  of  the  amount 
of  the  tender  must  be  deposited  before  the  con- 
tract is  signed.  The  total  security  will  be  for- 
feited if  the  Contractor  fails  to  complete  the 
work  contracted  for. 

Payments  will  be  made  on  each  boiler  separ- 
ately, as  follows:  Fifty  per  cent.  (50  p.c.)  when 
all  material  is  delivered ;  twenty-five  per  cent. 
(25  p.c.)  when  boiler  is  erected  completed,  and 
the  balance,  twenty-five  per  cent.  (25  p.c.),  sixty 
days  after  the  equipment  has  been  accepted  by 
the  Architect. 

The  lowest  or  any  tender  nol  necessarily 
accepted. 

Each  tenderer  shall  slate  (he  earliest  possible 
delivery  he  can  make  on  this  equiiinient. 

Envelopes  containing  lenders  must  be  marked. 
"Tenders  for  Boilers  and  Stokers,"  and  addressed 
to  llie  undersigned. 

.lOHN  A.  PEARSON,  Architect. 
.1.  O.  MARCIIAND,  Associate. 
Ccnlrc   Block,   Parliament  Hill, 

Ottawa.  14  14 


To  Contractors 


Tenders  addressed  to  the  undersigned,  marked  [ 
"Tender  for  Steam  Heating  or  Barn  Construction,"! 
will  be  received  at  this  Department  until  Thurs-! 
day,  April  11th,  for  Steam  Heating  Plant  to  be; 
installed  in  connection  with  the  Horticultural  Fruit]' 
Experimental  Station  at  Jordan  Harbour,  Vine-  i: 
land  .Station,  and  for  the  construction  of  a  Barnj, 
to  be  erected  at  the  Ontario  Agricultural  School, ' 
Kemptville,  Ontario.  ] 

Plans  and   specifications   can  be  seen .  for  thc| 
Steam  Heating  Plant  at  the  office  of  the  Director  I 
of  the  Station,  Jordan  Harbour,  and  at  this  De- 
partment, and  for  the  Barn,  at  the  office  of  the 
Department  of  Agriculture,  Kemptville,  and  at  this  ■ 
Department.    Each  tender  must  be  accompanied  by  ' 
an  accepted  cheque  payable  to  the  Hon.   F.   G.  . 
Macdiarmid,  Minister  of  Public  Works  and  High-  , 
ways,  Ontario,  for  five  per  cent,  of  the  tender, 
and   the   bona   fide   signatures   and   addresses  of 
two  sureties,     fbe  Department  is  not  bound  to , 
accept  the  lowest  or  any  tender.  ] 

By  order,  i 

H.  F.  McNAUGHTEN, 
Secretary  Public  Works,  Ontario. 
Toronto,  March  29th,  1918.  14-14 

Papers  publishing  this  without  authority  will  not 
be  paid  for  it. 


Tenders  for 

Drainage  Work 

in  the  Township  of  ElHce 


Sealed  tenders  addressed  to  the  undersigned 
will  be  received  up  to  four  o'clock  p.m.  on 
Monday,  the  29th  day  of  April,  1918,  for  the 
construction  of  two  drains,  known  as  the  Ellice 
Maitland  Drain  and  the  North  Black  Creek 
Drain,  both  in  the  Township  of  Ellice. 

Plans  and  specifications  may  be  seen  at  the 
Clerk's  Office,  Rostock,  Ontario,  or  at  .John 
Rogers,  O.L.S.,  Mitchell,  Ontario.  A  deposit  in 
the  form  of  a  marked  cheque  for  five  per  cent, 
of  the  amount  of  tender  must  be  enclosed,  and 
will  be  returned  when  a  contract  has  been  pro- 
perly signed. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

North  Black  Creek  Drain,  No.  Yards...  12220 
Maitland  Drain,  No.  Yards   10450 

ROBERT  ARMSTRONG, 

Reeve  of  Ellice, 
Rostock  P.  O.,  Ont. 

Dated  at  Ellice. 
The  2Sth  day  of  March,  1918. 


14-15-lG 


Locomotive  Crane 
For  Sale 


20  ton  8  wheel  Browning,  46  ft.  boom 
with  14  ft.  extension.  Good  Condition. 
Immediate  delivery. 

The  A.  R.  Williams  Machinery  Co.,  Ltd., 
10-t.f.  64-66  Front  St.  West, 

Toronto,  Ont. 


]    April  3,  1918 
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Wanted  to  Buy  or  Lease 

STEAM  SHOVEL 


A  one-half  yard,  or  larger  Steam  Shovel,  siiit- 
atile  for  light  work.  Write  or  wire  The  Ross 
Navigation  Company,  Limited,  The  Pas,  Man. 


FOR  SALE 


Parsons  Trench  Excavator,  Model  7S,  together 
with  three  Pipe  Layers.  This  machine  has  just 
heen  thoroughly  overhauled  ami  ready  for  im- 
mediate shipment. 

Kxcavator  can  be  inspected   in  Montreal. 

For  particulars  write  to 

M.\CHTNERIES  LIMITED, 

417  St.  James  Street, 
Tel.  Main  IS.  Montreal,  Que. 

14-15 


Roof  Trusses,  Etc. 


For  Sale — Four  Roof  Trusses,  each  thirty  feet 
I  long,  ten  feet  high  at  one  end,  eight  feet  six  inches 
at  the  other  end.  Angle  iron  construction  and 
well  braced.  Also  19  Cast  Iron  Columns  from 
sixteen  feet  long  to  seventeen  feet  seven  inches. 
Good  heavy  segment. 

WOODSIDE  BROS,. 
12-17  Port  Arthur,  Out. 


Equipment  For  Sale 


The  following  electrical  equipment  recently  taken 
out  oE  commission  is  for  sale  and  may  be  exam- 
ined at  Ragged  Rapids  Siding  on  C.  N.  O.  Rail- 
way.    Tenders   for   whole   or   any   part   will  be 
received    by    Orillia    W.    L.    &    P.  Commission, 
Orillia,  Ont.,  up  to  April  10th,  1918. 
No  tender  necessarily  accepted. 
A  marked  cheque  for  20  per  cent,  on  machinery 
and  $500  on  scrap  to  accompany  tender.  Pay- 
ment to  be  made  in  full  before  removal. 
1—600    K.V.A.    Westinghouse    generator,  1200 
volt.  2  phase,  222  r.p.m.,  36  pole,  revolving 
field,  direct  coupled  to  waterwheel. 
1 — 22H   K.W.  Westinghouse  exciter,  125  volts, 
direct  coupled  to  waterwheel. 
I     1 — Generator  switchboard  panel,  oil  switch  and 
meters. 

1 — Exciter  panel,  switches  and  meters. 

1— 30O  K.V.A.,  S.E.C.  generator,  1200  volts,  2 

phase,   500  r.p.m.,   16  pole,   revolving  field, 

inductor  type,  belt  driven. 

(Complete  new  unused  armature  winding). 
1 — 70  volt,  60  ampere  exciter,  belt  driven. 
■  1 — Samson   waterwheel,   1200   h.p.,   40   in.  twin 

double  runner,  33  ft.  head,  222  r.p.m. 

1 —  Samson  waterwheel,  600  r.p.m.,  35  h.p.,  33 
ft.  head,  single  bronze  runner  and  steel  casing. 

2 —  38  in.  3-ply  leather  belts,  endless,  55  ft.  long. 
20 — 30    tons    cast    iron,    bearing    pedestals,  bed 

plates,  pulleys,  shafting,  plate  and  miscellane- 
ous scrap.     Brass  and  copper,  etc. 
For  any  further  information  apply  to 

W.  K.  GREENWOOD,  Engineer, 
14-14  Orillia,  Ontario. 


SITUATION  VACANT 


CEMENT  CHEMIST  WANTED  about  April 
20th.  Must  be  in  a  position  to  take  complete 
charge  of  laboratory  and  make  good  cement. 
State  age,  experience  and  salary  expected.  Box 
709,  Contract  Record,  Toronto.  13-14 


Tenders  for 

Special  Track  Work 


Tenders  will  be  received  by  registered  post  only, 
addressed  to  the  Chairman,  Board  of  ('ontrol, 
City  Hall,  Toronto,  up  to  12  o'clock  noon  on 
Tuesday,  April  23rd,  1918,  for  supply  and  delivery 
of : 

Tender  No.  39— Special  Track  Work 
for  Bloor  Street  Viaduct. 

Envelopes  containing  tenders  must  be  plainly 
marked  on  the  outside  as  to  contents.  Specifica- 
tions and  forms  of  tender  may  I)e  obtained  at  the 
Works  Department,  Room  12,  City  Hall. 

Tenders  must  comply  strictly  with  conditions  of 
City  By-law  as?  to  deposits  and  sureties,  as  set 
out  in  specifications  and   forms  of  tender. 

The  lowest  ur  any  tender  not  necessarily 
accepted. 

T.  L.  CHURCH,  Mayor, 
14-14  Chairman,  Board  of  Control. 


POSITIONS  WANTED 


EXPERIENCED     ROAD     BUILDING  and 

Municipal  Engineer  open  for  engagement.  Refer- 
ence upon  application.  Box  701,  Contract  Record, 
Toronto.  11-14 


ENGINEER  WITH  TEN  YEARS'  EXPERI- 
ENCE is  contemplating  to  act  as  Manufacturers' 
Agent  for  Three  Rivers  and  the  St.  Maurice  Dis- 
trict and  would  like  to  hear  on  building  and 
mechanical  supplies.  Commission  basis.  Would 
also  devote  his  whole  time  on  a  salary  and  com- 
mission basis. 

Address,  R.  P.  O.  Box  No.  184, 
13-14  Three  Rivers,  Que. 


Business  Buildings  and  Indus- 
trial Plants 

(Continued  from  Page  44) 

Drew  Street,  will  erect  a  two-storey 
frame  addition  to  their  factory.  Super- 
intendent, J.  L.  Hosack. 

CONTRACTS  AWARDED 
Cardston,  Alta. 

Scott  &  Oland  have\  the  general  con- 
tract for  the  erection  of  a  .$25,000  cream- 
ery for  the  Cardston  Creamery  Associa- 
tion. 

Fort  William,  Ont. 

Alf.  Cusson,  703  Catharine  St.,  has  the 
general  contract  and  the  Superior  Plumb  - 
ing and  Hpating  Company,  229  Leith  St., 
the  plunrbing-  contract  for  repairs  to 
business  block  for  H.  Tremblay,  North 
Street. 

Hamilton,  Ont. 

The  Canadian  Engineering  and  Con- 
tracting Company,  Ltd.,  Bank  of  Hamil- 
ton Building,  have  the  general  contract, 
masonry,  steel,  rooiing,  plumbing,  paint- 
ing, and  electrical  work  for  the  erection 
of"  a  $5,000  addition  to  factory  for  the 
Dominion  Steel  I'^oundry  Company,  De- 
pew  St. 

Montreal,  Que. 

Pedlar  People,  Ltd.,  26  Nazareth  St., 
have  the  metal  work  and  Paquette  & 
Fortin,  79  Cathedral  St.,  the  radiators 
and  probably  the  plumbing  and  heating- 
contracts  for  alterations,  costing  $9,000, 
to  motion  picture  theatre  for  L.  Sper- 
dakos,  496  Centre  St. 

J.  H.  Hutchison,  64  St.  Ambroise  St., 
has  the  general  contract  for  alterations 
to  garage  for  the  Lake  of  the  Woods 
Milling  Company,  1735  St.  Dennis  St. 

H.  G.  Vogel  Company  of  Canada,  Ltd., 
169  Duke  St.,  have  the  contract  sprinkler 
system  in   connection   with  alterations, 


costing  $7,000,  to  office  'building  for  the 
Sommer  Building,  37  Mayor  St. 

Joseph  Soucisse,  834  Evelyn  Ave.,  Ver- 
dun, has  the  contract  for  wrecking  old 
building,  and  the  Phoenix  Bridge  and 
Iron  Works,  Ltd.,  83'Colborne  St.,  the 
steel  contract  in  connection  with  tlie 
erection  of  a  $26,000  factory  for  the  Can- 
ada Ceasing  Company,  Ltd.,  750  St.  Paul 
W.  The  architects,  ilutchison.  Wood  & 
Miller,  2  Place  D'Armes,  will  let  lialance 
of  sulj-contracts. 

The  following  contracts  have  been 
awarded  in  connection  with  the  remodel- 
ling of  cafeteria  for  the  Mechanics'  In- 
stitute liuilding,  202  St.  James  Street: 
Kitchen  ef|uipment,  George  R.  Prowse. 
575  University  St.;  tile,  marble,  and  con- 
crete work.  Smith  Marble  and  Construc- 
tion Company,  Van  Home  Ave.;  carpen- 
try, J.  &  W.  Morrison,  55  Latour  St. 
The  tenant,  the  Gem  Lunch,  Reg.,  mana- 
ger, W.  F.  Kelly,  will  let  painting  and 
tinting  work. 

Ottawa,  Ont. 

Tho  mas  McLaughlin,  649  Gilmour  St.. 
has  the  plastering  and  H.  L.  Allen,  ;i77 
Somerset  St.,  the  electrical  work  in  con- 
nection with  alterations,  costing  $13,000, 
to  offices  for  the  Elgin  Realty  Company, 
Elgin  St. 

Quebec,  Que. 

Ed.  Pelletier,  111  Colomb  St.,  and 
Alex.  Frackney,  107  Joachim  St.,  have 
the  contract  for  the  erection  of  a  $4,000 
brick  addition  to  store  and  residence  for 
Thos.  Burns,  cor.  Buade  and  Desjardins 
Streets. 

Sudbury,  Ont. 

Labarge  Lumber  Co.,  Ltd.,  Notre 
Dame  Street,  have  the  general  contract 
for  all  trades  except  plumbing,  heating 
and  electrical  work  for  the  erection  of 
an  $8,000  two-storey  brick  business  block 
for  Peter  Bertrand. 

Sydney.  N.S. 

John  Morley,  289  Bentinck  St.,  has  the 
general  contract  for  remodelling  store 
into  bank,  at  a  cost  of  $5,000,  for  the  Mer- 
chants Bank  of  Canada,  head  office  Mont- 
real.   Local  manager,  D.  J.  O'Connell. 

Toronto,  Ont. 

The  John  V.  Gray  Construction  Com- 
pany have  the  contract  for  stock  wait- 
ing pens  for  the  Swift  Canadian  Com- 
pany. 

The  following  contracts  have  been 
awarded  in  connection  with  alterations, 
costing  $10,000,  to  hotel  for  store  for  the 
Sparrow  Estate,  119  Church  St.:  Paint- 
ing and  glazing,  J.  R.  Robertson,  Amelia 
St.;  marble,  J.  G.  Gibson  Marble  and 
Granite  Coinpany,  Ltd.,  52  Winchester 
St.;  tile,  Italian  Mosaic  and  Marble  Com- 
pany of  Canada,  Ltd.,  College  and  Euclid 
Ave.  The  architect,  J.  Francis  Brown, 
Board  of  Trade  Building,  is  now  receiv- 
ing tenders  on  wiring. 

B.  H.  Prack,  Lumsden  Building,  has 
the  general  contract  for  $10,000  one- 
storey  steel  and  brick  factory  addition 
for  the  Cowan  Company,  Ltd.,  72  Ster- 
ling Road. 

Vancouver,  B.C. 

The  British  Columbia  Electric  Rail- 
way Company  have  awarded  the  con- 
tract for  steel  sash  to  the  A.  B.  Ormsby 
Company   Ltd.,  Toronto. 

Victoria,  B.C. 

Luney  Bros.,  Sayward  Bldg.,  have  the 
general  contract  and  will  let  plumbing, 
heating  and  electrical  work  for  the  erec- 
tion of  a  $15,000  gasoline  station  for  the 
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Inipt'i-ial  Oil  Co.,  Ltd..  N'ictoria  \icw 
Road. 

Walkerville,  Ont. 

("leorge  .A.  Goodman.  191  Goyeaiv  .\\e., 
Windsor,  has  the  ;.ieneral  contract  lor 
the  erection  of  a  .$:J0,()()(),  addition  to  fac- 
tiiry  for  the  Dominion  Paint  Works. 
Ltd..  corner  Ottawa  St.  and  .\rgyle  Rd. 

Westmount  Que. 

'i'he  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  an  $1.S.()()()  gasoline  supply  station  for 
the  Consumers"  Gasoline  Supply  Com- 
pany, Ltd.,  l.-)4  Bay  St.,  Toronto:  Plumb- 
ing and  heating,  John  Colford,  508A  Guy 
St.,  Montreal:  steel.  Phoenix  Bridge  and 
Iron  Works,  Ltd.,  8:!  Colhorne  St.,  Mont- 
real; roofing,  Douglas  Brothers,  19  St. 
Maurice  St."  Montreal;  electrical  work. 
Vincent  &  Say  Electric  Company,  ;!51 
I'nion  .\ve.,  Montreal.  The  general  con- 
tractors, Church-Koss  Company,  Ltd..  -K) 
Hospital  St.,  Montreal,  will  carry  out  the 
masonry,  plastering,  and  painting. 

Winnipeg,  Man. 

The  following  contracts  have  liccii 
awarded  in  connection  with  the  erection 
of  stalile,  paint  and  l)lacksmith  shop, 
costing  .$50,000,  for  the  T.  Eaton  Com- 
pany, Ltd.,  190  Yonge  Street,  Toronto: 
Plumbing,  Green  &  Litster,  Ltd.,  2;!7  Fort 
St.;  electrical  work.  Levvy  Electric  Com- 
pany, Ltd.,  49:i  Portage  Ave.;  sheet  metal 
and  roofing.  Winnipeg  Ceiling  and  Roof- 
ing Company,  Ltd.,  St.  Boniface;  paint- 
ing, Taylor  Painting  and  Decorating 
Company,  Ltd.,  2.59  Smith  St. 

Woodbridge,  Ont. 

The  John  \'.  Gray  Construction  Com- 
l)any  have  the  contract  for  roofing  and 
alterations  for  storage  building  for  Ed- 
wards &  Edwards. 


Residences 

Brantford,  Ont. 

Tenders  will  be  called  al)0Ut  the  mid- 
dle of  .April  for  the  erection  of  a  .$10,000 
two-storey  residence  for  Vred  W^ebster. 
HO  Erie  Ave.  V.  W.  Xichols,  i:!  Temple 
Building,  is  the  architect. 

Bridgewater,  N.S. 

Mr^.  W.  11.  Saunders  cr>ntcinplates  the 
erection  of  a  residence  on  Cinirch  St. 

Calgary,  Alta. 

Plans  and  si)ecifications  are  with  the 
architects.  Holman  &  Mitchell,  Eighth 
,\ve.  W..  who  will  receive  tenders  until 
.April  7  for  the  erection  of  a  $7,000  two- 
storey  frame  and  brick  veneer  residence 
for  Dr.  Richardson.  Eighth  Ave.  \V. 

Collingwood.  Ont. 

P.  (  .  I'aliii.  1 1  urontario  .St..  is  prepar- 
iing  plans  for  a  residence  for  J.  &  G. 
Wheeler,  St.  Marie  St. 

Tenders  are  being  received  for  tlie 
'Tcction  of  a  $:!..')00  brick  residence  on 
Birch  St.  for  Mrs.  Richard  I'.ull.  Arrlii- 
tect,  P.  ('.  Palin.  lluronlario  St. 

Donnacona,  Que. 

'I'eiHlers  will  be  received  by  the  archi- 
tect. Oscar  P.eaule.  :>]  d'Aiguillon  St.. 
Quebec,  until  April  10  for  the  erection  of 
an>$8,000  residence  for  Dr.  .\.  Rayiiinnd. 

Eastview.  Ont. 

\\.  \:.  Brown,  Mona  .Ave.,  will  rebuild 
hi-,  residence  at  once. 

High  Bluff.  Man. 

Tenders  have  been  called  on  plumbing, 
heating  and  electrical  work  for  the  erec- 


tion'of  a  $4,000  two-storey  lirick  veneer 
residence  for  J.  P.  ()wens. 

Ottwa,  Ont. 

David  .Arl)uckle,  40  Gwynne  St..  con- 
templates the  erection  of  a  residence. 

Ridgetown,  Ont. 

W.  J.  Taylor  will  have  plans  prepared 
for  a  .$.S,000  residence  to  lie  erected  on 
Erie  St. 

Ruthven,  Ont. 

Lome  Xe\illc  will  erect  a  $:!..500  ^l/y- 
storey  lirick  residence. 

St.  Margaret's,  Que. 

Plans  and  specifications  are  with  the 
architect,  Bastien  &  Cartier,  74  St.  James 
St.,  Montreal,  who  will  receive  tenders 
from  April  8  until  April  1.)  for  addition 
and  renairs  to  summer  house  for  Dr. 
Raoul  Massoii,  127  Sherbrook  St.,  Mont- 
real. 

Three  Rivers,  Que. 

The  erection  of  five-storey  concrete 
block  tenements,  costing  $7,'5,000,  at  Fifth 
-Ave.  and  Tamarach  St.,  is  contemplated. 
AJIiert  Giguere,  Joseph  Bourassa,  and 
Xotary  Barilieaul  are  promoters. 

Toronto,  Ont. 

F.  J.  Cornell,  IS  Hayworth  Ave.,  will 
erect  two  two-storey  lirick  residences, 
costing  $4,200,  carry  out  the  carpentry 
and  let  heating,  plumbing  and  wiring. 

Tenders  are  wanted  for  stone,  brick, 
and  carpentry  work  in  connection  with 
the  erection  of  three  two-storey  brick 
residences,  costing  $7,500,  for  William 
Gordon,  'AVi  North  Shaw  St. 

A.  E.  Whatmough,  71  Alexandria  Blvd.. 
will  erect  a  $(),500  2i^-storey  tile  and 
lirick  residence  on  Eden  Road,  Wych- 
wood  Park. 

S.  B.  Green,  ,30  Kennedy  Ave.,  will 
erect  a  $7,000  2i/2Storey  brick  residence 
and  let  smaller  trades. 

William  W^illiamson,  i:i7  W^oodbine, 
will  erect  two  $3,500  two-storey  brick 
residences. 

J.  Jollifife,  455  Margueretta  St.,  will 
erect  a  $4,000  2>^-storey  lirick  residence 
on  High  Pirk  Ave. 

Tenders  are  l)eing  received  by  the  ar- 
chitect, W.  G.  Hunt,  17  Queen  E.,  on  all 
trades  for  the  erection  of  apartments, 
costing  $20,000. 

Windsor,  Ont. 

H.  W.  Wilson,  158  Goyeau  St.,  has  had 
plans  drawn  for  a  $4,000  brick  veneer 
vcsidcnce,  and  will  let  heating,  plumliiiig, 
];lastering.  and  painting. 

V.  D.  St.  Louis,  108  Hall  .Ave.,  con- 
templates the  erection  of  twVi  $2,000 
stucco  residence  on  Erie  .St. 

CONTRACTS  AWARDED 
Amherstburg,  Ont. 

Joseiili  B.  Wilson  has  the  contract  for 
basement  and  foundation  for  $3,000  two- 
storey  frame  and  brick  residence  for  F. 
i>.  Stockford,  Harrow. 

Halifax,  N.S. 

The  Eastern  Investment  Corporation, 
Cragg  Building,  have  the  general  con- 
tract anjil  will  let  plumbing,  heating,  and 
electrical  work  for  the  erection  of  an 
$8,000  residence  for  George  Hillis  care 
of  Plillis  &  Sons.  Hollis  .St. 

Hamilton,  Ont. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $:!,000  two-storey  lirick  residence  for 
J.  W.  Lusk,  2  Webber  Ave.,  who  will 
carry  out  the  carpentry  and  roofing:  Ma- 


sonry, B.  Barnes.  107  Beechwood  Ave.;  a 
electrical  work,  F.  Thornton,   174   Bal-  \  W 
moral  Ave.;  plumbing   and    heating,  L.  ■' 
Gies,   King  St.,  Dundas;  plastering,  W.  r' 
i'.ayliss,  :!72  Beahc  Road;  painting,  Mar- 
shall  Brothers,  736  King  St.  E. 

W.  Bayliss,  372  Beach  Road,  has  the  . 
plastering  and  Chadwick  &  Co.,  193  King 

E.  ,  the  electrical  work  in  connection  with  i 
the  erection  of  four  $2,500  two-storey  ■ 
lirick  residence  for  J.  W.  Lusk,  2  Web-  i 
lier  Ave.  1 

Hill  Brothers,  307  Einerald  St.  N.,  have  I 
the  plastering  and  W.  Walsh,  215  King  ( 
St.   E.,  the  plumbing  and  heating  con- 
tracts in  connection  with  the  erection  of 
a  $10,000  residence  for  Miss'  Edith  Gage,  :  . 
1045  Main  St.  E. 

The  following  contracts  have  been  \ 
awarded  in  connection  with  the  erection  .  j 
of  a  $7,000  two-storey  brick  residence  for  i 

F.  A.  Mitchell,  232  Victoria  Ave.  N.:—  ■  ■ 
Masonry  and  steel,  Mitchell  &  Riddle, 
41     Head     St.;     carpentry  and  roofing, 
Stewart  Bros.,  1  Hyde  Park  Ave.;  elec-  I 
trical  work,  Culley  &  Breay,  35  King  St.  | 
W.;  plumbing  and  heating,  Staunton  &  j 
Mitchell,  17.3  York  St.;  plastering,  Han-  i 
naford  Bros.,  232  Robinson  St.;  painting,  | 
E.  Foley,  35  Oak  Ave.;  tinsmithing,  G.  | 
W.  Smith,  190  King  St.  W.  i 

Lake  Couchiching,  Ont.  j 

Mr.   Frank    Mills.    Orillia,    has  been 
awarded  the  contract  for  the  erection  of 
ten  cottages  for  the  Young  Men's  Chris- 
tian  Association   Training    School,  To-  | 
ronto,  and  will  recpiire  lumber,  shingles,  j 
hardware,  etc.,  costing  $2,500. 

Levis,  Que. 

Telesphore  Guay,  St.  Leon  St.,  Bierr- 
ville,  has  the  general  contract  for  the  ! 
conversion  of  store  into  residence,  at  a 
cost  of  $:!,000,  for  J.  Sutcliff,  40  Commer- 
cial St. 

Lindsay,  Ont. 

Thomas  Downey,  Reaboro  or  Lindsay, 
has  the  general  contract  for  four-  apart- 
ments to  be  erected  at  King  and  Lindsay 
Street  for  G.  H.  M.  Baker,  care  of  Baker 
I^umber  Company. 

Moncton,  N.B. 

Thomas  Johnston,  Ltd..  Main  St.,  have 
the  heating  and  electrical  work  in  con- 
nection with  the  erection  of  a  double 
residence  for  James  Weldon,  care  of  03 
Elm  St. 

Ottawa,  Ont. 

J.  P.  Band  &  Co.,  775  Bank  St.,  have 
the  plumbing  and  heating  and  Ritchie  & 
Nunn,  Sunnyside  Ave.,  the  painting  con- 
tract in  connection  \vith  alterations  to 
residence  for  aiiartments  for  Mr.  Moodie, 
care  of  general  contractors,  Cuthliertson 
&  Clarke,  710  Ecjio  Drive. 

The  following-  contracts  have  been 
awarded  in  connection  with  the  erection  ' 
of  apartments  for  Mr.  Valais,  care  of  the 
architect,  W.  E.  Noffke,  Central  Cham- 
iiers:  Electrical  work,  A.  Swartz,  855 
Somerset  St.;  ]i!umbing  and  heating.  J. 
A.  Langelier,  310  Wellington  St.;  paint- 
ing, Ritchie  &  Nunn,  Sunnyside  Ave.; 
plastering,  L.  Lafontaiiie,  503  Cumber- 
land St.;  tile  and  marble,  A.  K.  Mills  & 
Son,  191  Sparks  St. 

Cuthbert,  Son  &  Clarke,  710  Echo 
Thrive,  have  the  general  contract  for  al- 
terations to  residence  on  Rupert  St.,  for 
apartments  for  Mr.  Moodie. 

Three  Rivers,  Que. 

F.  X.  Gravel.  49a  St.  Philippe  St.,  has 
the  general  contract  for  two  two-storey 
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Boil 


e  r  s 


X^7E  make  the  well  known  Inglis 
Standard  Return  Tubular  Boilers, 
in  all  sizes  and  capacities.  Inglis  boilers 
are  made  in  Canada  and  have  been  in- 
stalled in  many  of  the  largest  steam  plants 
in  Canada. 

Quotations  gladly  furnished. 


The  John  Inglis  Company,  Limited 

ENGINEERS  AND  BOILERMAKERS 
14  Strachan  Ave.       -       -       Toronto,  Canada 

Ottawa  Representative— J.  W.  ANDERSON,  7  Bank  Street  Chambers 
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frame  tenements,  costing  $7,000,  for  P. 
A.  Gouin,  Notre  Uame  St. 

F.  X.  Gravel,  49a  St.  Philippe  St.,  has 
the  general  contract  for  the  erection  ot 
tenements,  costing  $7,000,  for  P.  A. 
(Joiiin,  84  Notre  Dame  $t. 

Toronto,  Ont. 

A.  Goldsmith,  8  Redpath  Ave.,  has  the 
general  contract  and  McCann  Bros.,  1888 
Vonge  Street,  the  plumbing  and  heatmg 
for  two  storey  brick  residences  cost- 
ing $7,000  for  Mrs.  J.  Noble,  51  Ldlian 
Street. 

Windsor,  Ont. 

(.'  Clarke,  219  Church  Ave.,  has  the 
■  ■eiieral  contract  for  $:i,i)00  residence  on 
I'.ruce  Ave.  for  D.  Cote.  Plastermg, 
plumhinij-,  heating,  and  painting  will  be 
let- 

S.  Keyser,  92  Moy  Ave.,  has  the  gen- 
eral contract  for  the  erection  of  a  $4,800 
brick  veneer  residence  for  Frank  Mc- 
Donald, 9  Moy  Ave. 

CONTRACTS  AWARDED 

Moose  Jaw,  Sask. 

George  D.  Taylor,  1084  First  St.  N.E., 
has  the  general  contract  for  alterations, 
costing  $5,000,  to  telephone  exchange  for 
the  Saskatchewan  Government  Tele- 
phones, 313  First  St.  N.W. 

Power  Plants,  Electricity  and 
Telephones 

Ottawa,  Ont. 

Tenders  are  being  received  until  April 
6  for  transformers,  meters  and  general 
electric  supplies  for  the  Ottawa  Hydro- 
Flectric  Commission.  General  Manager, 
J.  Brown,  Laurier  Ave. 


Miscellaneous 

Annapolis,  N.S. 

The  Annapolis  Shipping  Company  will 
lay  keels  for  a  four-masted  and  a  three- 
masted  schooner  shortly.  Master  builder, 
L.  D.  Shafner. 

Burnaby,  B.C. 

The  Works  Committee,  Town  Council, 
contemplate  the  construction  of  retain- 
ing walls  near  Vancouver  from  the  G.  N. 
R.  Bridge  over  the  Brunette  River.  En- 
gineers, Hermon  &  Laverock,  433  Ham- 
ilton St.,  Vancouver. 

Cedars,  Que. 

Mr.  A.  Bisonnette  will  require  hydrau- 
lic or  turbine  wheel  to  develop  water- 
power;  also  sawmill  machinery  and  grist 
mill  machinery.  Will  expend  over 
$10,000. 

Dunnville,  Ont. 

Mridge  over  Grand  River,  owned  by 
the  Department  of  Public  Works,  Pro- 
vincial Government,  completely  de- 
stroyed.   Secretary,  H.  F.  McNaughton. 

Kempville,  Ont. 

Tenders  will  be  received  by  the  secre- 
tary, n.  V.  McNaughten,  Toronto,  until 
April  11,  for  the  erection  of  a  barn  for 
the  Department  of  Public  Works,  Pro- 
vincial Government. 

Mimico,  Ont. 

'Vhc  Village  Council  contemplate  the 
purchase  of  lire  apparatus.  Clerk,  J.  A. 
Telfer. 

Moncton,  N.B. 

Tenders  are  to  be  called  hy  the  pro- 
motor,  R.  C.  Hacon,  about  June  1  and 
architects  will  be  invited  to  submit  com- 
petitive plans  for  arena  and  skating  rink 


to  be  erected  on  Macon  Street,  at  a  cost 
of  $35,000. 

Owen  Sound.  Ont. 

Keenan  Brothers,  Ltd.,  want  an  engine 
60  to  75  h.p. 

Rockwood,  Municipality  of,  Man. 

Tenders  received  by  the  secretary- 
treasurer,  V.  W.  McFarlane,  Stonewall, 
until  noon,  April  19,  for  about  34  miles 
of  ditching  and  grading  for  the  Municipal 
Council.  Municipal  engineer,  D.  M.  Ma- 
whinney,  C.E.,  Stonewall. 

St.  John.  N.B. 

The  Maritime  Construction  Company 
of  Canada,  Ltd.,  Strait  Shore,  will  shortly 
lay  a  keel  for  a  1,500-ton  sailing  ship. 
Manager,  D.  Saker. 

Three  Rivers,  Que. 

Emery  Massicotte,  care  of  Three  Riv- 
ers Steel  Foundry  Company,  St.  Philippe 
St.,  is  in  the  market  for  immediate  de- 
livery on  two  cutting-off  machine  for  G- 
in.  fillet  blast. 

Emery  Mossicotte,  care  of  Three  Riv- 
er's Steel  Foundry  Company,  wants  prices 
at  once  for  immediate  delivery  on  one 
horizontal  travelling  crane,  15  ton,  beam 
57  feet. 

Toronto,  Ont. 

The  Military  Department,  care  of  Col. 
Dodge,  Exhibition  Grounds,  will  erect  a 
frame  and  galvanized  iron  auto  shelter 
over  the  parade  grounds  to  the  south  of 
the  Armouries,  on  University  Ave. 

The  Imperial  Oil  Company,  56  Church 
St.,  will  erect  fuel  oil  tanks,  costing 
$14,300.  Steel  construction,  concrete  foot- 
ings. 

Tenders  received  until  April  33  for  spe- 
cial track  work  on  the  Bloor  Street  Via- 
duct for  the  Board  of  Control.  Secre- 
tary, Thomas  McQueen.  Plans,  etc.,  at 
office  of  the  Works  Department. 

Tenders  received  until  April  16  for  the 
supply  of  a  coal  crusher  for  the  Board  of 
Control.  Specifications,  etc.,  at  office  of 
the  Works  Department.  Secretary,  Thos. 
McQueen.  * 

J.  _M.  JefYrey,  28  King  St.  W.,  is  the 
architect  for  a  $5,500  frame  and  brick 
garage  and  chaufTeur's  residence  for  Alf. 
Rogers,  28  King  St.  W. 

Wallaceburg,  Ont. 

The  Council  plant  to  purchase  400  feet 
of  fire  hose  and  a  new  combination  fire 
truck  and  chemical  wagon.  Chairman  of 
the  fire  committee,  E.  W.  Shaw. 

Welland,  Ont. 

The  City  Council  contemplate  the  pur- 
chase of  chemical  gasoline-driven  motor 
truck  and  fire  equipment. 

Yarmouth,  N.S. 

The  Yarmouth  Sliipbuilding  Company 
have  laid  keel  for  a  .'ino-ton  three-masted 
schooner. 

A  shi|)l)uilding  company  has  been 
formed  and  will  commence  work  on  a 
300-ton  schooner  at  once.  Ben  Whet- 
more,  Yarmouth,  is  interested. 

Yarmouth  County.  N.S. 

Capt.  llilaire  T.  Le Blanc,  Wedgeport, 
will  shortly  commence  tlie  construction 
of  a  three-masted  schooner. 

CONTRACTS  AWARDED 
Amherstburg,  Ont. 

The  Canadian  Kellogg  Company,  Ltd., 
84  St.  Anloine  St.,  Monti cal,  have  the 
general  contract  for  tlie  erection  of  a  300- 


foot  brick  smokestack  for  the  Brunner- 
Mond  Company. 

Toronto,  Ont. 

The  A.  B.  Ormsby  Company,  Ltd.,  have  ' 
the  contract  for  rolling  steej  doors  for 
the  Canadian  Aeroplanes,  Ltd.,  and  steel  ! 
sash  for  Mr.  R.  Thompson.  | 

Trenton,  N.S. 

The  Eastern  Car  Company  have  been 
awarded  the  contract  by  the  Dominion 
Government  for  750  forty-ton  steel 
frame  flat  cars  and  650  fifty-ton  steel  coal 
cars,  estimated  cost  on  all  about  $3,750,- 
000. 


Fires 

Actinolite.  Ont. 

General  store  owned  by  Joseph  R. 
Roberts  completely  destroyed.  Will  pro- 
bably rebuild. 

Aylmer,  Ont. 

Barn  owned  by  Bruce  A.  Davis,  Light- 
foot  Farm.  Loss.  $4,500.  Owner  plans 
to  rebuild. 

Bale  St.  Paul,  Que. 

Residence  owned  by  Edward  Potvin. 
Loss,  $6,000.  Will  rebuild  in  May,  to 
cost  $6,000. 

Black  Lake,  Que. 

Audet  Sawmill  destroyed  by  fire,  at  a 
loss  of  $7,000. 

Eastview,  Ont. 

Brick  veneer  residence  owned  by  Wi 
E.  Brown.  Mona  Avenue.    Loss,  $3,000. " 


CONTRACTORS 
and  TENDERERS 

for  Superior  Service 

THE 

Canadian  Surety  Co. 

26  Wellington  St.,  East 

Phone  Main  2609   TORONTO,  Ont. 
Represented  in  all  the  principal 
cities  and  towns  in  the 
Dominion. 

BONDS  INSURANCE 

of  every  description      Plate  Glass— Burglary 
Automobile 
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STEEL 
BARS 


FOR  CONCRETE 


ROUNDS        SQUARES       I  I     FLATS  CHANNELS  ANGLES 

TWISTED  SQUARES  '  '  SPECIAL  SECTIONS 

BARS  BENT  TO  SHAPE  FOR  BEAMS,  STIRRUPS,  ETC. 

PROMPT  SHIPMENT 
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Have  you  seen  the  AUSTIN 

"RIP-SNORTER" 

COMBINED  SCARIFIER  and  GRADER? 

SEND  FOR  PARTICULARS 


MUSSENS  UMITED 


WINNIPEG 
VANCOUVER 


MONTREAL       QUEBEC— Pruneau  &  Co. 

TORONTO-H.  TurnbuU  &  Co. 


COBALT -H.  L.  Usborne 


IRON  STAIRS 


We  have  spe- 
cial facilities  for 
making  iron 
stairs,  balconies, 
marquises,  fire 
escapes,  etc.,  in 
plain  and  orna- 
mental designs. 
Writie  us  for 
complete  infor- 
mation and  esti- 
mates. 


We  Also  Manufacture 

Ornamental  Bronze,  Iron  and  Wirework  of  every  dcs- 
crijjtion.    General  Builders'  Ironwork. 
.\11-Stccl  LockiTs,  Shelving,  Bins,  Cabinets,  Etc.,  Etc. 
Let  us  send  illustrated  literature 

The  Dennis  Wire  and  Iron 
Works  Co.  Limited 
London 

C  A  IS(  AO  A 


''Galvaducf'  and  ''Loricated" 

Conduits 


for  Interior  Construction 


Conduits  Company,  Limited 

Sole  Manufacturers  under  Canadian  and  U.  S.  Letters  Patent 


Toronto 


Canada 


BITUNAMEL 

Unsurpassed  for  waterproofing  foundations  and  prevent- 
ing rust  and  corrosion  on  exposed  iron 
and  metal  work. 

WRITE  FOR  SAMPLE 

The  Ault  &  Wiborg  Co.  of  Canada 
Ltd.,  Varnish  Works 


Montreal 


TORONTO 


Winnipeg 


James  Thomson,  President. 


J.  G.  Allan,  Vice-President. 


James  A.  Thomson,  Secretary. 


THE  GARTSHORE-THOMSON  PIPE  &  FOUNDRY  GO. 


LIMITED 


Manufacturers  of 


GAST  I RO  N  IPI PE 


'  Flexible  and  Flange  Pipe, 
Special  Castings  and  all  kinds 
of  Waterworks  Supplies. 


3  inches  to  60  inches  diameter. 

for  Water,  Gas,  Culvert  and  Sewer 
HAMILTON,  ONT. 
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tKCadc  in  Canada 


Prescnvs  Rori^fs 
Prei/ents  Dust- 


Making  a  poor 
traffic-proof — 

THIS  is  the  Galt-Preston  Road, 
Waterloo  County,  Ont.  Prior  to 
its  treatment  with  "Tarvia-B"  it  was 
almost  impossible  to  keep  a  surface 
on  it  owing  to  the  heavy  traffic. 
Since  its  treatment  in  1914  it  has  not 
given  the  slightest  trouble.  It  is 
dustless,  mudless,  frost-proof,  and 
has  cost  practically  nothing  for  re- 
pairs. 

This  is  a  sample  of  what  is  constant- 
ly occurring  in  all  parts  of  the  Do- 
minion. Old,  unsatisfactory  mac- 
adam roads  are  quickly  and  cheaply 
converted  into  traffic-proof  tarviated 
highways  that  pay  for  the  cost  of 
their  treatment  out  of  the  savings  in 
the  repair  bills. 

Tarvia  is  proof  not  only  against  the 
ceaseless  pounding  of  horse-drawn 


Galt-Preston  Road,  Waterloo  County,  Ontario. 
Treated  with  "  Tarvia-B  "  in  1914  and  1917. 


road 


traffic,  but  it  also  resists  the  grinding 
of  automobile-  and  truck-tires  which 
are  even  more  damaging  to  a  plain, 
untreated  road-surface.  Weather 
conditions  do  not  affect  it  in  the 
slightest. 

The  first  cost  of  Tarvia  treatment  is 
low.  Every  few  years  a  new  coating 
is  required,  but  each  one  reinforces 
the  roadway  so  that  the  interval  be- 
tween future  treatments  becomes 
longer  and  longer  as  time  goes  on, 
while  repairs  are  seldom  needed. 
The  economies  of  Tarvia  treatment 
are  indorsed  by  an  enormous  number 
of  highway  authorities  in  Canada 
and  the  United  States. 

handsome  illustrated  booklet  de- 
'scribing  some  of  the  many  famous 
Tarvia  roads  will  gladly  be  sent  on 
request. 


Special  Service  Department 


This  company  has  a  corps  of  trained  engineers 
and  chemists  who  have  given  years  of  study  to 
modern  road  problems. 

The  advice  of  these  men  may  be  had  for  the  ask- 


ing by  any  one  interested. 

If  you  will  write  to  the  nearest  office  regarding 
road  problems  and  conditions  in  your  vicinity, 
the  matter  will  have  prompt  attention. 


The 


LIMITED 


Company 


MONTREAL  TORONTO 
ST.  JOHN,  N.B. 


HALIFAX,  N.S. 


WINNIPEG  VANCOUVER 
SYDNEY,  N.S. 
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Municipal  Kuildiiig,  Waterlniiy,  Conn. 
Architect,   (."a-^s  (lillitit. 
Xo.    112   "R.I.W."    Damp    Risls.in-     I'.iinI    n^o.l    on  steel. 
•■R.I.W."  Cement  Filler  ami  (  cnieni   I'lc.o   I'anit  on  concrete 
floors,  wood  trim  liack  puinlcil  with  "K.I.W."  Triniliak. 

"R.I.W."  Routs  the 
"Rust -Dust"  Twins 

Don't  let  the  in.sidiou.s  foe.s  "Rust"  and 
"Dust"  gtt  away  with  your  property.  Keep 
buikling.s,  bridges,  machinery,  concrete 
work,  etc.,  in  repair  with 


\R£M£MB£R  its  waterproof 

M  V.I . 


PROTECTIVE 
PRODUCTS 


r%  w  1 

\REM EMBER  ITS  WATERPROOF] 

W  m 

STEEL  NEED  NOT  RUST!  rec.u.s.pat.off. 
WOOD  NEED  NOT  ROT! 
NOR  CONCRETE  DUST! 


Use  them  in  original  construction  wherever 
l)Ossible  and  avoid  subsequent  expense.  Ap- 
ply them  now  to  unprotected  structures  and 
reduce  maintenance  expense  to  the  mini- 
mum. 

"R.I.W."  Tockolith  (patented)  and  "R.I.W." 
Damp  Resi.sting  Paint  stop  incipient  cor- 
rosion on  steel  or  other  metal  and  protect 
them  permanently.  ^ 
"R.  I.  W."  Cement  Filler  and  Cement  Floor 
I'aint  (])atented  as  to  Portland  Cement,  Feb. 
27,  1906)  penetrate  the  pores  of  concrete 
floors  and  render  them  oil-,  water-,  and  dust- 
])roof . 

They  make  a  hard,  homogeneous,  sanitary 
surface  which  is  sightly  in  appearance. 
.\ddress  Dept.  51  for  valua1)le  information 
(in  maintenance. 

R.I.W.  DAMP  RESISTING  PAINT  CO. 
TOCH  BROTHERS 

Gerrard   St.  and   Carlaw  Ave.,  Toronto,  Ont. 

Agents  In  —  Vancouver,   Winnipeg,    Edmonton,  Calgary, 
Montreal.  Quebec,  St.  John,  N.B. 

K   °4 


OxjrAcetylene  and  Cutting 


Cutting  ;i/S-incli   Sheet   .Steel   Piling   (including  lock  joints 
2Jii   inches  thick)  by  the  Prest-O-Lite  Process. 

One  Man  Does  the  Work  of  Two 
In  Less  Time,  At  Less  Cost 

This  illustration  shows  one  man,  with  a  Prest-O- 
Lite  blowpipe,  cutting  j/^-inch  Sheet  Steel  Piling, 
used  in  the  construction  of  the  protection  piers 
of  a  large  draw  bridge. 

This  one  man  handled  the  entire  job,  cutting  an 
average  of  seven  feet  of  piling  per  hour — an  en- 
ormous saving  over  the  old  slow  and  costly 
method  of  sawing,  which  required  the  services  of 
two  men. 


of?ers  splendid  opportunities  for  substantial  sav- 
ings in  manufacturing,  construction  and  repair 
work. 

Prest-O-Lite  Oxy-Acetylene  Welding  and  Cutting  is  open- 
ing the  way  to  construction  and  repair  operations  wliich 
cannot  be  performed  by  any  other  process. 
Employs  both  gases  (acetylene  and  oxygen)  in  portable 
cylinders.  Prest-O-Lite  Dissolved  Acetylene  is  backed  by 
Prest-O-Lite  Service,  which  insures  prompt  exchange  of  full 
cylinders  for  empty  ones.  Provides  dry,  purified  gas,  insur- 
ing better  welds,  tiuicker  work  and  lovvCr  operating  cost. 
Tliorough  instructions  are  furnished  free  to  every  user  of 
Prcst-O-Lite  Dissolved  Acetylene.  Any  average  workman 
who  understands  metals  can  learn  the  process  ipiickly  and 
easily.  'I'liere  is  practically  no  line  of  metal  manufacturing 
or  repairing  in  which  oxy-acetylene  welding  has  not  already 
cslalilished  itself  firmly  as  standard  routine  method. 
Write  for  valuable  illustrated  literature  and  data  on  work 
others  are  doing  by  Prest-O-Lite  Welding  Process.  It  may 
point  out  ways  to  solve  your  problems.    Address  Dept.  C-105. 


THE  PREST-O-LITE  CO..  INC. 

CANADIAN  GENERAL  OFFICES 
Prest-O-Lite  Building 
Corner  Elm  Street  and  Centre  Avenue 
TORONTO 
Direct  Factory  Canadian  Plants: 

Branches:  Toronto,  Ont. 

Toronto,    Ont.  Merritton,  Ont. 

Montreal,  P.Q.  3t.  Boniface,  Man. 

Merritton,    Ont.  Shawinigan  Falls, 

Winnipeg,  Man.  P.Q. 


World's  Largest  Makers  of  Dissolved  Acetylene 
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CANADIAN   DES  MOINES 
STEEL  CO.,  Limited 

EUvated  Tanks 
Standpipes 

Structural  Steel  for  all  purposes 


Barges  Bridges 
Wireless  Towers 


Let  us  bid  on  your  requirements. 
Attractive  Prices— Prompt  Deliveries. 


Sales  Offices  and  Plant 
CHATHAM,  ONT.  275  Inshes  Ave. 

Associated  with 
PITTSBURGH-DES  MOINES  STEEL  CO. 
Pittsburgh,  Pa.  New  York  City 

945  Curry  Bldg.  42  Church  St. 

DES  MOINES  BRIDGE  AND  IRON  CO. 
Des  Moines,  Iowa,  938  Tuttle  Street 


Concrete  Bonding 
Lockers  for  Clothes 
Iron  Stairways 

Enaulrles  toUdted. 

CANADA   WIRK   &  IRON 
Hamilton 


 GOODS  CO., 


Blair  Concrete  Pipe 


We  use  only  the  finest 
grade  materials  in  all  our 
work.  Clean,  sharp  sand 
and  high-grade  cement. 
Gravel  sorted  and  crushed 
in  our  own  plant.  After 
thorough  mixing,  the  con- 
crete is  power  tamped,  to. 
ensure  great  density.  Pipe 
is  then  allowed  to  set  for 
72  hours  in  vaporizing 
chambers,  with  automatic 
sprinklers,  giving  the  pipe 
great  hardness.  We  make 
large  sizes  of  pipe  in  our 
portable  plant  at  the  place 
where  they  will  be  used. 
We  also  have  a  special 
feature  in  our  continuous 
reinforced  concrete  pipe. 

Write  to-day  for  further 
details  and  prices. 


B.  Blair  Company,  Limited 


WOODSTOCK 


ONTARIO 


Canada  Iron  Foundries,  Limited 


CAST  IRON  prPE 


Head  Office 


Mark  Fisher  Building 
MONTREAL 


Car  Wheels,  Cast  Iron  Water  and  Gas  Pipe,  Specials,  Valves,  Hydrants,  etc.,  Casting^s 
of  all  kinds,  Nooringr  Bollards  for  both  Concrete  and  Wooden  Docks 
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Do  You  Want  Crushed  Stone  ? 

That  is  Clean,  Tough  Stone  of  a  Quality 
suitable  for  Macadam  Road  and  Concrete 

We  can  aupply  you  in  any  aice  or  quantity. 

Our  servica  is  unexcelled  and  our  price*  right. 

Phon*  or  write  us  for  auotations  when  you  are  In  the  market 
Oficc-M  451S-M  4510     Re*ldence-P  2278 

Crushed  Stone  Limited 

47  Yonge  St.  Arcade,  Toronto 

G.  W.  E««ery,  Manager 


Economy  in  Large  Capacity 
Deep  Well  Pumping 

A  large  water  supply  from  deep 
wells  is  most  successfully  obtained 
with  "American"  Deep  Well  Turbine 
Centrifugal  Pumps,  because  they  de 
liver  a  remarkably  large  quantity  of 
water  frcim  a  deep  drilled  well,  main- 
tain high  efficiencies  and  are  reliable 
in  operation. 
These  pumps  are  made  in  styles  to 
deliver  water  at  the 
surface  or  in  com- 
b  i  n  a  t  i  o  n  with  a 
booster  centrifugal 
operating  on  the 
same  shaft  at  the 
surface,  to  produce 
a  pressure  in  the 
mains. 

Pumps  of  this  type 
operate  in  drill  holes 
12  inches  in  diam- 
eter and  larger,  and 
deliver  to  3,000  gal- 
lons of  water  per 
minute. 

Catalog  1352  describes  them. 
Write  for  it. 

The  American  Well  Works 

General  Office  and  Works:  AURORA,  ILL. 
Chicago  Office:    First  National  Bank  Building 

Special  Canadian  Dealers 
R.  H.  Buchanan  &  Co.,  -  Montreal. 

Gorman,  Clancy  &  Grindley,  Ltd., 

Edmonton  and  Calgary. 
B.  C.  Equipment  Co.,       ■     Vancouver,  B.C. 


WOODEN  PIPE 


Wiir  woumi  wocj'l  stave  pipe,  2  in.  to  24  in.  diameter, 
liniious   wood   stave   pipe,   any   diameter  required. 


Con- 


CANADIAN  PIPE  CO.,  LIMITED 

Established  1904  New  Factory  Erected  IBIO 

Kquipped  with  i.he  most  up  to  date  machinery.  Every 
machine  driven  by  a  separate  electric  motor.  Satisfaction 
Gua  ranteed. 

Office  and  Factory  -550  Pacific  St.,  VANCOUVER,  B.C. 


Sandy  Gravel  and  Crushed  Stone 

Lime  Fire  Clay 

Cement  Fire  Brick 

Plaster  Sewer  Pipe 

Hair  Weeping  Tile 

Building  Stone 

Our  prices  are  right  and  our  service  good, 

Britnell  &  Co.,  Limited 

C.P.R.  Crossing,  Yonge  St.,  North  Toronto 

Phones,  Office  North  |        Evenings,  North  2107 


For  Sale 

14B  Bucyrus  Shovel, 

Traction  Wheels,      yd.  dipper. 

Clam  Shell  Buckets,         H.  1,  I'A  yard. 
Orange  Peel,  1  yard  Hayward. 

American  7  x  10,  double  drum  Hoist  with  Swinger. 
Mundy  6J/^  x  12,  double  drum  Hoist  with  Swinger. 
New  eyi  X  8  Doty  double  drum  Hoist  with  Boiler. 
New  7  X  10  double  drum  Hoist  with  Boiler. 

7  X  10  D.  D.  Reversible  Skeleton  Hoist. 

8  X  12  3-Drum  Hoist,  with  swinger  and  boiler. 
20  ton  8  wheel  Locomotive  Crane,  60  ft.  Boom. 
5  ton  Stiflf  Leg  Derrick;  5  ton  Guy  Derrick. 
A  Frame  Travelling  Derrick. 

Assorted  Hand  Power  Derricks. 

'A   yd.  and  'A   yd.  Concrete  Mixers  with  Engine  and 

Boiler  on  Wheels. 
'A  yd.  and  1  yd.  Smith  Mixers  on  Skids. 
2000  feet  of  Portable  Track.  24-in.  gauge. 
Six  I'A  yd.  V-shaped  Steel  Cars,  Side  Dump,  24-in.  gauge. 
Ten  4  yd.  Western  Dump  Cars,  36-in.  gauge. 
15  ton  Porter  Standard  Gauge  Locomotive. 
Two  10  ton  Vulcan  Locomotives,  36-in.  gauge. 
Gyratory  Crushers,  Nos.  3,  4  and  5. 
Jaw  Crushers,  7  x  10  and  10  x  16,  Acme  Portable. 
No.  0  Thew  Steam  Shovel,  on  Railway  Wheels. 
35  H.P.,  40  H.P.,  and  60  H.P.  Locomotive  Boilers. 
Large  Assortment  Vertical  Boilers,  5  H.P.  to  125  H.P. 
Two  Diaphragm  Pumps,  driven  by  Gasoline  Engines. 
Five  New  and  Used  Pulsometers,  various  sizes. 
Seventy  tons  56  lb.  rail. 


Th« 


Write  for  prices  and  further  particulars. 


A.  Re  Williams  Machinery  Co. 


Limited 


64-66  Front  St.  W.,  Toronto,  Ont. 


Electric  Cranes 


MADE  IN  CANADA 


Electric  and  Hand 
Travelling  Cranes 

Electric  and  Air 
Hoiat* 


NORTHERN  CRANE  WORKS,  LTD. 

WALKERVILLE,  ONT. 
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SWANSEA 

Salt  Glazed  and  Vitrified 

SEWER  PIPES 


True  to  Size 
Impervious  to  Water 

Sizes  manufactured  and  al- 
ways in  stock  4  in.  to  24  in. 


Ask  for  Price  List 
and  Discounts 


also 

Chimney  Tops 
Flue  Linings 
Wall  Coping 
Culvert  Pipe 
Inverts 

Telephone  (Toronto  Connection) 
Parkdale  5000 


The  Dominion  Sewer  Pipe  Co, 

(The  Independent  Co.)  Limited 

SWANSEA  (near  Toronto) 


To  Secure 
ECONOMY  and  DURABILITY 


Construct  Your 


SEWERS 


from 

Reinforced  Concrete  Pipe 

Manufactured  by 

Dominion  Concrete  Co. 

Limited 

KEMPTVILLE       -  ONTARIO 

*^ Better  good  pipe  at  a  fair 
price  than  poor  pipe 
at  any  price. " 

N.  B.  The  adjoinlne  Illustration  shows  a  line  of  42-In.  pipe 
In  a  trench  ready  for  flUlne. 


The  Glue  Book 


WHAT  IT  CONTAINS 

Chapter  1 — Historical  Notes 
Chapter  2 — Manufacture  of  Glue 
Chapter  3 — Testing  and  Grading 
Chapter  4 — Methods  in  the  Glue  Room 
Chapter  5 — Glue  Room  Equipment 
Chapter  6 — Selection  of  Glue 


Contract  Record 

and  Engineering  Review 
347  Adelaide  St.  West,  Toronto 
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Current  Prices  of  Building  and  Engineering  Materials 


TORONTO  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement-delivered  in  5-barrel  lots,  $2.S5  per  bbl. ; 
with  bags,  $3.25;  car  lots,  $2.15  on  the  track, 
with  pkgs.,  $2.55. 

Lime-grey  60c.  white  70c  per  100  lbs.,  delivered 
in  not  less  than  1500  lb.  lots.  At  the  ware- 
house, grey  55c.  white  65c.  Hydrated  lime, 
$16.00  per  ton  delivered ;  $15.00  at  warehouse. 

Brick— No.  1  dry  pressed  red  brick,  $20;  buff, 
$20  fo.b.  the  job;  No.  2,  $18;  common  red 
stock  brick,  $16;  grey,  $16;  wire-cut  brick, 
for  foundation  work,  $12.50  on  the  cars,  de- 
livered $14;  "Tapestry"  brick,  imported,  $25 
to  $35;  local  Rug,  $20;  sand-lime  brick,  $10.25 
fob.  car  at  King  Edward  Siding;  $9.00  f.o.b. 
car  or  wagon  at  plant.  Paving  brick,  local 
manufacturers  not  quoting  prices  at  present, 
imported  paving  squares,  delivered  at  job 
in  Toronto,  best  quality  $80,  second  quality 
$75,  third  quality  $70.  (These  prices  are 
merely  approximate,  as  no  sales  are  recorded). 
Sun-Tex  face  brick.  $20  to  $30  at  plant,  $24 
to  $34  delivered,  price  depending  on  color 
and  texture.  Denison  interlocking  hollow 
tile,  $80  per  M.  at  plant,  $97.50  delivered. 
Lots  over  100,000,  $75. 

Fire  brick- $65  to  ^85  per  M.,  according  to  qual- 
ity.   Fire  clay,  $15  per  ton. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 
Toronto  prices,  F.O.B.  Car: 
Crushed  stone— 2  in..  $1.50;  1  in.,  $L70;  V»  in., 

$1.70;  rubble  stone,  in  car  lots,  $1.40  per  ton, 

f.o.b.  car. 

Sand— for  cement  or  brick  work,  $1.10  per  ton, 

f.o.b.  Toronto. 
Gravel— Pit  run,  $1.40  per  ton,  f.o.b.  Toronto; 

screened,  $1.50  per  ton,  f.o.b.  Toronto. 

LUMBER  (BUILDING  MATERIAL) 
Toronto  retail  prices,  delivered. 

Hemlock— 2  x  4  in.  to  2  x  10  in.,  12  and  14  ft. 
long,  $39;  10  and  16  ft.,  $40;  2  x  12  in.,  12 
and  14  ft.,  $40;  10  and  16  ft!,  $41;  1  x  4  in. 
and  1  x  5  in.,  T.  and  G.,  $42 ;  1  x  6  in.,  T. 
and  G.,  $43;  No.  2,  $5  less  than  No.  1.  Siz- 
ing, $1  per  M.  extra. 

Pine — Box,  1  x  4  in.  and  1x5  in.,  $45;  1x6 
in.,  $48;  1  X  8,  $50;  1  x  10,  $55;  1  x  12,  $55; 
Shelving,  1  x  4  in.  and  5  in.,  $56;  1  x  6,  $60; 
1x8,  $65;  1  X  10,  $70;  1  x  12,  .$75;  2x4 
in.,  10  to  16  ft.  long,  common,  $46;  2x6, 
$48 ;  2  X  8,  $50 ;  2  x  10,  $52 ;  2  x  12.  $54.  No. 
1  flooring,  $58;  No.  1  V  or  beaded  sheeting, 
$60.  Pine  trim,  4  in.  casing,  .$2.75  per  100 
ft.;  5  in.  ditto,  $3.25;  8  in.  pine  base,  $4.75; 
4  in.  pine  window  stool,  $4.00. 

Spruce — 10  to  16  ft.  long,  rough,  1  x  4  in.  and 
2x4  in.,  $46;  1  X  6  and  2  X  6,  $48;  1x8 
and  2  X  8,  $50 ;  1  X  10  and  2  x  10,  $52 ;  1  x 
12  and  2  x  12,  $54. 

Dimension  Timber  (B.C.  fir)— 10  x  10,  10  x  12. 
10  x  14.  10  x  16.  12  X  12.  12  x  14.  12  x  16,  14 
X  16,  16  X  10.  $65;  12  x  18,  12  x  20,  14  x  18, 
14  X  20,  10  x  18,  16  X  20,  18  x  18,  18  x  20, 
$70.  These  prices  apply  to  lengths  up  to  32 
ft.;  .32  to  35  ft.,  $3  per  M.  extra;  36  to  40 
ft.,  $5  per  M.  extra. 

ShinKlen- XXX  B.C.,  $5.50;  XX  B.C.,  $4.50;  N. 
B.  extras,  $6.f)0;  N.  B.  clears,  $5.75;  No.  1 
pine  lath,  $7.00;  No.  2  pine  lath,  $0.50;  No.  1 
spruce  lath,  $5.75. 

STEEL  AND  IRON 

Steel  and  Iron  Bars— $5.f>0  to  $7.00  base;  twist- 
ed and  deformed,  $5.6'). 

Shipe»— Over  35  lbs.  per  yard.  $4.80  per  100  lbs.; 
under  35  lb».  per  yard,  $5.00  per  100  lbs. 


Plates — 6  ins.  and  over  and  under  30  ins.,  $7.50  per 
100  lbs. ;  30  ins.  and  over,  $8.50.  Tank 
and  boiler  plates — %  in.  and  over  and  under 
36  ins.,  $10.00;  36  ins.  and  over,  $6.70. 
Gauge  plates— No.  10,  $11.50;  No.  12,  $8.60; 
No.  14,  $8.65  per  100  lbs.  Black  American 
Bessemer  Plates— 28  gauge,  $8.40  per  100  lbs. 

Flats — 6  ins.  wide  and  under,  $6.00  per  100  lbs. 

Rivets — Button  and  cone  head — base  for  yi  in. 
and  up,  $8.50. 

Extras — 1/lOc  per  lb.  extra  for  cutting  to  length, 
for  plate  less  than  'A  in.  thick,  for  angles 
less  than  5  in.  combined  legs  and  beams  and 
channels  under  6  ins.,  for  18,  20,  and  24  in. 
beams;  1/lOc  to  'Ac  pcr  lb.  extra  for  all 
Bethlehem  sections. 

Galvanized  iron — 28  gauge,  $8.75. 

Cast-iron  pipe — Standard  prices,  carload  lots, 
'  f.o.b.  Toronto:  4  in.  $78  to  $79  per  net  ton; 
6-in.  and  up  $75  to  $76.  Lower  price  for 
Class  B.  Higher  price  for  Class  A  and  gas 
pipe.     Less  than  car  lots,  $2  extra. 

SEWER  PIPE 
Sewrer  pipe — Toronto  prices  (wholesale),  with  dis- 
counts as  below,  f.o.b.  factory — 4  in.,  30c  per 
ft.:  6  in.,  45c;  8  in.,  70c;  9  in.,  90c;  10  in., 
$1.05;  12  in.,  $1.35;  15  in.,  $1.80;  18  in., 
$2.50;  20  in.,  $3;  22  in.,  $4;  24  in.,  $4.50. 
Discounts — 4  in.  to  24  in.  standard,  65  per 
cent. ;  15  in.  to  24  in.  double  strength,  62 
per  cent. 

Tile  wall  coping — 8  or  9  in.  wall,  50c  per  ft. ;  12 
in.  or  13  in.  wall,  75c  per  ft. ;  18  in.  wall, 
$1.50  per  ft. ;  carried  in  6,  12,  18,  and  24  in. 
lengths.    Discount  65  per  cent. 

PAINTS  AND  OILS 
White  lead — ground  in  oil,  less  than  ton  lots, 
$16.05  per  100  lbs.;  ton  lots,  $15.70  per  100 
lbs. 

Boiled  linseed  oil — in  bbls.,  $1.58  per  gal.  of  9  lbs. 

Raw  linseed  oil — in  bbls.,  $1.55  per  gal. ;  red  lead, 
dry.  $19  per  100  lbs. ;  putty  in  bulk,  $6.05  per 
ino  lbs.  ;  in  100-lb.  drums,  $6.90,  putty  in 
25-lb.  tins.  $6.90  per  100  lbs. ;  steel  sash 
putty  in  25-lb.  tins.  $7.15  per  100  lbs. ;  tur- 
pentine, ill  bbls.,  73c  per  Imp.  gal.,  based 
on  southern  gauge. 


MONTREAL  PRICES 

CEMENT,  LIME,  AND  BRICK 
Cement — $3.00    steam    car    load    lots,  including 

sacks,  less  5  per  cent,  for  cash. 
Lime — Hydrated,  $19  per  ton;  lump,  $15. 
Brick — No.  1  pressed,  $18;  No.  2  pressed.  $15; 

Manganese  rustic.  $20;  buff  rustic.  $20;  red 

rustic.  No.  1,  $15;  red  rustic.  No.  2,  $13; 

buff  (smooth),  $21;  buff  (rough),  $20;  plastic 

$12  25 

Concrete  Brick— grey  $22,  red  $22,  buff  $23.  white 
$45,  plain  pressed  $12  per  thousand,  all  f.o.b. 
Works,  Mascouche,  P.Q. 

CONCRETE  SEWER  PIPE 
Straight  pipes  (per  foot)  :  not  reinforced,  S-in. 
26c;  9-in.  30c;  10-in.  34c;  12-in.  40c;  15-in. 
COc;  18-in.  74c.  Reinforced,  18-in.  90c;  21- 
in.  $1;  24  in.  $1.20;  30-in.  $1.60;  36-in.  $2.40; 
42-in.  $3;  48-in.  $4.20. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in.,  $1.40;  54-in.  $1.65;  H-in. 

$1.75  per  ton,  delivered. 
Sand — $1  per  ton,  car  load,  on  cars. 
Gravel — $1.20  per  ton  f.o.b.  cars. 

STEEL  AND  IRON 

•Steel  angles — 3  in.  x  3  in.  and  up,  .$5.75;  1  in. 
X  1  in.  X  'A  in.,  25c  extra;  54  'n.  x  M  in. 
X  %  in.  50  cents  extra.  Boiler  plates — %  'i. 
thick  and  thicker,  $10.00.  Circular  plates- 
Flange  quality.  36  in.  dimension  and  over. 
$12.50;  under  .36  in.  diameter.  $13.00.  Beams 
and  channels — Under  35  lbs.,  per  yd.,  $5.76; 
35  lbs.  per  yd.  and  over.  $5.50;  f.o.b.  Mont- 
real, net  cash,  nominal.  Corrugated  iron — 26 
gauge,  $9.00;  28  gauge,  $8.25  per  100  sq.  feet. 


subject  to  change  without  notice.  Copper  t 
bearing  sheets  —  Keystone  black,  28  U.  S.  | 
gauge,  $6.50  per  100  lbs.  nominal.  ^ 

SEWER  PIPE 

Straight  pipe  (per  foot) — 4  in.,  30c;  6  in.,  45c; 
in.,  70c;  9  in.,  85c;  10  in.,  $1.05;  12  in.,  $1.35 
15  in.,  $1.80;  18  in.,  $2.50;  20  in.,  $3;  22  in^, 
$4;  24  in.,  $4.50;  27  in.,  $6.50;  30  in.,  $7.20. 
Channel  pipe  (4  in.  to  30  in.)  24c,  36c,  56c, 
72c,  84c,  $1.08,  $1.44,  $2.00,  $2.40,  $3.20, 
$3.60,  $5.20,  $5.75.  One-eighth  bends  (4  in. 
to  30  in.),  $1.20.  $1.80,  $2.80,  $3.60,  $4.20, 
$5.40,  $7.20.  $10,  $12,  $16,  $18,  $26,  $28; 
■4,  $1.20,  $1.80,  $3.15.  $4.05,  $4.75,  $6.10. 
$14.40,  $20,  $24,  $32.  $36,  $52,  $57.60.  Double 
collar,  90c.  $1.35,  $2.10,  $2.55,  $3.15,  $4.05. 
$5.40 ;  slant  1  foot  long  side  (4  in.  to  If 
in.),  90c,  $1.35,  $2.10,  $2.55,  $3.15.  $4.0r 
$5.40.  Single  branch  (6  in.  to  9  in.),  3  ft., 
$2.25,  $3.50,  $4.25;  2  and  2^  ft.  (4  in.  to  30 
;n.),  $1.35,  $1.80,  $3.15,  $3.85,  $4.75,  $6.10. 
$8.10,  $11.25,  $13.50,  $18,  $20.25,  $32.50,  $36. 
Single  squares  (4  in.  to  30  in.)  ditto.  Double 
branch  and  double  square  and  Y  pipe  (4  in.  to 
30  in.),  $1.80,  $2.70,  $4.90,  $6.30,  $7.35,  $10.80, 
$14.40,  $20,  $24,  $32,  $36,  $45.50,  $50.40. 
Syphon,  cesspool,  and  buchan  trap  (4  in.  to" 
15  in.),  $3,  $4,  $7,  $9,  $10.50,  $18.  Double 
syphon,  running  trap,  and  hand  hole  trap  (4 
in.  to  12  in.),  $3,  $4,  $7,  $9,_  $10.50,  $18. 
These  prices  are  subject  to  a  discount  of  60 
per  cent,  for  less  than  car  load  lots  delivered, 
and  a  discount  of  from  61  to  66  per  cent,  for 
car  load  lots  f.o.b.  Montreal. 

SUNDRIES 

Hard  wall  plaster — $16  per  ton.  Plaster  of  Paris 
$3.05  per  bbl.,  both  less  5  per  cent,  for  cash. 
Rope — Best  Manilla.  39c  basis  per  pound; 
British  Manilla,  33c  basis ;  sisal  rope,  27'Ac 
basis;  lath  yarn.  27J^c.  Boiled  linseed  oil — 
in  barrels.  $1.95  per  gal.  of  9  lbs.  Raw  lin- 
seed oil — in  barrels,  $1.92j^  per  gal. 


WINNIPEG  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — Portland,  $4.00  per  bbl. ;  mortar  ce- 
ment, G4c  per  70-lb.  bag,  in  ton  lots ;  Keenes, 
$6.45  to  $13.55  per  bbl.,  depending  on  qual- 
ity.    (All  prices  include  bags). 

Lime— White  or  grey,  in  bulk,  45c  per  bushel; 
per  barrel,  $2,10  to  $2.40. 

Hydrated  Lime — In  paper  bags,  $16.35  per  ton;  , 
in  cotton  bags,  $19.55. 

Brick — No.  1  dry  pressed,  red  and  buff,  $35; 
common  red  stock,  $25 ;  common  grey  stock, 
$12 :  No.  1  enamelled  brick,  all  colors,  from 
$100;  sand  lime,  $12;  firebricks,  $70  to  $90. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 
(Including  delivery) 

Crushed  stone — IJ^-in.  to  2-in.,  $2.60  per  yard; 
M-in.  to  l-in..  $2.85;  stone  dust,  $2.55;  rub- 
ble stone,  $14.20  per  cord. 

Sand,  gravel  and  torpedo  sand — $2.10  per  yard. 

Crushed  granite — I'A  and  2-in.,  $2.65;  ^-in.  and 
l-in..  $2.90;   H-in.  and  dust.  $3.20. 

Gravel — Per  yard,  delivered.  $1.85. 

Crushed  Granite — I'A  and  2-in.,  $2.65;  H-in.  and 
l-in,,  $2.90;  54 -in.  and  dust,  $3.20. 

LUMBER  (BUILDING  MATERIAL) 
(Including  delivery) 
(15  per  cent,  discount  for  cash) 
Flooring — No,  2  red  pine,  4  in,,  $43;  6  in,,  $46; 
No,  3  red  pine,  4  in.,  $38;  6  in.,  $40;  No.  4 
red  and  white  pine  or  spruce,  4  in.,  $28;  6 
in.,  $.32;  No.  1  and  2  fir.  edge  grain.  3  in., 
$60;  4  in.  and  6  in.,  $65;  No.  3  fir,  edge  and 
flat  grain.  4  and  6  in.,  $45;  No.  4  fir  ship- 
lap  grade,  4  and  6  in.,  $32;  common  2x6 
pine,  spruce  or  fir,  4  and  6  in.,  $33;  No.  2 
white  pine,  4  and  (?  in.,  $55;  No.  3,  $45;  No. 
2  red  pine.  4  and  6  in.,  $46;  No.  3,  $40;  No. 
4,  $.32;  No.  5,  $24. 

Dimension  timber  (No.  1  pine,  spruce,  tamarac, 
fir  or  cedar)— 8  x  8,  8  x  10.  10  x  10,  10  x 
12.  12  X  12,  $.38;  10  x  14.  14  x  14.  14  x  16. 
6  X  10.  6  x  12.  8  x  12,  $.39;  10  x  16,  12  x  16. 
16  X  16,  14  X  18,  16  X  18.  18  x  18.  20  x  20. 
.$40;  6  X  14,  8  X  14.  12  x  IS,  18  x  20,  .$42;  6 
x  16.  6  X  18,  6  X  20.  8  X  16,  8  x  IS.  8  x  20. 
10  X  18,  10  X  20,  12  X  20,  14  x  20,  16  x  20. 
$43. 

(Continued  on  page  !58) 
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RAILS 


BILLETS 


Concrete  Reinforcement  Bars 

Plain  Round,  Square  and  Cold  Twisted  Squares 

DOMINION  IRON  &  STEEL  COMPANY 

BAR  STEEL 


LIMITED 


War«heus«  Stocks  i 

SYDNEY.  N.  S. 
MONTREAL.  QUE. 
TORONTO.  ONT. 
FT.  WILLIAM.  ONT. 


Sale*  Offices  i 

SYDNEY.  N.  S. 

MONTREAL 
112  St.  James  St. 

TORONTO 
18  Wellington  St..  E. 


Mills  and  General 
Offices ! 

SYDNEY.  N.  S. 


WIRE  NAILS  -  o*.,  WIRE  PRODUCTS 


pmniui 


Saves  Man  Power 

Install  a  G  &G  Telescopic  Hoist 

for  the  Removal  of  Ashes 


m 

I 


withAutomafic  CearShiftin^  Drake 
Device  and  Silencer 


MADE  IN  CANADA 


Install  a  G  &  G  on  your  next  job! 

Send  to  Nearest  Agent  for  bulletin  describing  all  models 


GILLIS  &  GEOGHEGAN,  Sherbrooke,  Quebec 


G  &  G  Hoists  convert   a  hard,  mussy,  noisy  | 

task  into  an  easy,  clean  and  noiseless  operation.  | 

^  They  save  man  power  and  reduce  operating  costs.  1 

H 

One  man  unaided  can  operate  a  G  &  G  Hoist  efficient-  g 

ly — removing  filled  can  from  cellar  to  sidewalk  or  g 

wagon  bed  faster  than  several  men  working  with  H 

makeshift  methods.  H 

j|  Model  A,  illustrated,  will  raise  a  maximum  load  of  1 

500  pounds  at  a  guaranteed  speed  of  30  feet  per  a 

minute.  g 

^  Five  models  are  manufactured  to  meet  various  re-  ^ 

quirements.  fl 


B.  &  s 

LTD., 
Agents 


H.  THOMPSON  CO.,       WM.  N.  O'NEIL  CO.,  LTD.,  R.  C.  GRANT, 

Montreal  and  Toronto,  VANCOUVER,  NEW  GLASGOW, 

for  Quebec  and  Ontario         Agents    for    British    Columbia  Agent  for  the  Maritime  Provinces 

■imioiiiiiiiiinuiiiiiiiiiiiii 


W.  T.  GROSE, 
Agent  for  Manitoba,  Saskatchew 
Alberta,  Winnipeg 


m 


an,  = 


THE   CONTRACT   RECORD  April  3,  1918 


CURRENT  PRICES  OF  BUILDING  AND  ENGINEERING  MATERIALS— continued 


(Continued  from  page  52) 

Pine— l  in.  common,  6  to  10  in.,  $105;  12  in., 
$110;  pine  trim  4-in.  casing,  $3.70  per  100 
ft.;  5'A-in.  ditto,  $4.40;  Sin.  pine  base,  $6; 
10-in.,  $7;  4-in.  pine  window  stool,  $7.50. 

Shingles— No.  I  B.  C.  cedar,  $4;  No.  2,  $3.50; 
No.  1  B.  C.  cedar  dimension,  $5.50;  hand- 
sawn,  $7. 

STEEL  AND  IRON 

Steel — Round  bars,  $5.25  per  100  lbs. ;  square 
twisted,  $5.25  per  100  lbs. ;  channels  and 
angles,  $5.50;  beams,  $5.25;  plates,  $8.25  per 
lOo  lbs. 

Cast  Iron  Pipes — Standard  price,  car  load  lots, 
f.o.b.  Winnipeg,  $38  per  ton. 


SEWER  PIPE 

Sewer  Pipe — Wholesale  price  f.o.b.  Winnipeg,  per 
ft.,  3  in..  9  cents;  4  in.,  11  cents;  5  in.,  IG 
cents;  6  in.,  IR^  cents;  8  in.,  30  cents;  9  in., 
35  cents;  10  in.,  40  cents;  12  in.,  50  cents; 
15  in.,  75  cents;  IS  in.,  $1.00;  20  in.,  $1.50; 
24  in.,  $2.00. 

SUNDRIES 
(Including  delivery) 

Hard  Wall  Plaster— $19  to  $22.50  per  ton;  Plaster 
of  Paris,  $20.50  per  ton  ;  in  barrels,  $4.40  per 
bbl.  of  320  lbs. 

Plasterers'  Hair — $3.30  per  bale;  90c  per  bushel. 

I'AIXTS  A.\D  OILS 

Boiled  linseed  oil— In  bbls.,  S2.00  per  gal.  of  0 
lbs. 

Mixed  Paint— Per  gal.,  $.3.55  to  .$.3.85. 

Raw   linseed   oil — In   bbls.,   .$1.08   per   gal.;  red 

lead,  dry,  $15.00  per  100  lbs.;  in  oil,  20Kc; 

putty  in  bulk.  Standard,  .$.5.00;  Pure,  .$6.00; 

Turpentine,  in  bbls.,  O.oc  to  $1.00. 
White  lead— Ground  in  oil,  $lG.>i5  per  100  lbs. 


Town  and  City  Sewers 

ALL  SIZES  OF  PIPES  and  CONNECTIONS  from  4  inch  to  30  inch  always  IN  STOCK 

In  our  salt  glazed  vitrified  sewer  pipe  we  offer  the  highest  type  of  sewer  material.  Pipe 
of  our  manufacture  have  been  used  in  practically  every  city  in  Canada.  Highly  glazed  and  per- 
fectly vitrified. 

If  you  are  contemplating  sewer  construction  we  can  quote  you  some  attractive  prices.  We 
also  make  all  classes  of  fire  clay  goods. 
Prompt  shipment  on  all  orders. 

Ground  Fire  Clay,  in  Bulk  or  Bagged. 
"Ameo"  Segment  Sewers— From  30'  to  108'  diameter 
>  Send  for  Illustrated  Book  on  "Building  Segment  Sewers" 

Standard  Clay  Products  Limited 

THREE  SEWER   I'lI'E    FACTORIES  :   St.  JohuS,  P.  Q.,  aud  NcW  GUsgOW,  N.  S. 

ALSO  FIRE  CLAY  FACTORY  AT  ST.   JOHNS,    P.  Q. 


VANCOUVER  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — Crey  Portland,  $2.80  per  bbl.  f.o.b.  ware- 
house, sacks  extra ;  Keens  cement,  $9.00  per 
bbl.,  sacks  extra;  fine  white,  $8.00  per  bbl.  of 
300  lbs. ;  superfine,  white,  $9.50  per  bbl. ; 
white  Portland  cement,  $2.80  per  bbl.  of  250 
lbs.,  sacks  10c  extra,  f.o.b.  Vancouver. 

Lime  -$1.00  per  bbl.  f.o.b.  warehouse  or  delivered. 

Brick— Common  red  brick,  $14.50  to  $10.00  f.o.b. 
warehouse;  $14.00  and  up  in  car  lots  f.o.b. 
Vancouver;  pressed  red  brick,  f.o.b.  wharf 
Vancouver;  pressed  buff  brick,  $40  at  ware- 
house ;  $33  in  car  lots ;  tapestry  brick,  $43  at 
warehouse;  impervious  brick,  $45  f.o.b.  build- 
ings; fire  brick,  $45  in  car  lots,  $50  in  ware- 
house ;  tire  clay,  $10.00  per  ton  in  car  lots. 

SAND  AND  GRAVEL 

Sand' — Brick  and  plaster  sand  $2.50  per  cu.  yd. 

f.o.b.  bunkers. 
Gravel — $2.50  per  yard  delivered. 

LUMBER  (Building  Material) 
Vancouver  prices,  f.o.b.  mills : 

Dimension  timber — Douglas  fir — S  x  8,  $25;  10  x 
10,  $25;  10  X  12,  $25;  10  x  14,  $25.50;  12  x 
12,  $25;  14  ,  X  14,  $25.50;  14  x  16,  $26.50; 
0  X  to,  .$2.5.50;  6  x  12,  $26;  8  x  10,  .$26;  8  x 
12,  .$25..50;  10  x  16,  $27;  12  x  16,  .$27;  16  x 
16,  $26..50;  6  x  14,.$27;  8  x  14,  $27;  12  x  IS. 
$28;  18  X  20,  $29;  6  x  16,  .$28;  8  x  16,  $28; 
10  X  IS,  $28;  IS  X  20,  $29;  14  x  20,  $28.50; 
Ifi  X  IS,  $28.50;  16  x  20,  $29.50;  18  x  18, 
$28.50;  20  x  20,  $28.50. 

Fir  Flooring — 1  x  3  edge  grain,  $44;  1x4  edge 
grain,  .$44;  1  x  4  flat  grain,  $32;  No.  1  and 
2,  1-inch  clear  fir  double  dressed,  $42;  No.  1 
and  2,  1%  and  llA  inch  fir  double  dressed 
$42;  2-inch  fir  double  dressed  $42;  fir  lath, 
U.r>0;  spruce  lath,  .$5.75;  cedar  lath,  $5.25; 
XX  B.  C.  cedar  shingles,  .$2.15;  XX  $3.00; 
XXXXX,  .$.",.00.  • 


STEEL  AND  IRON 

Vancouver  prices  f.o.b.  warehouse: 
Steel — (round  and  square  bars)  $5.50  base;  twist-  , 

ed  and  deformed,  $5.50  base ;  structural  sec-  ■'' 

tions,  .$.8.00. 
Galvanized  iron — 28  gauge,  $10.85  per'  100  lbs. 
Corrugated  iron — 26  gauge,  6,  7  and  8  ft.  sheets, 

$!».9I>;   '.)   and   10  ft.    sheets,   $10.05   per  sq. 

Black  steel  sheets,  24  gauge,  .$8.60  per  100 

lbs. 

Steel  angles —  $8.00  per  100  lbs.,  depending  on 
size,  (juantity  aud  specifications. 

Steel  channels,  beams — $8.00  per  100  lbs.,  depend- 
ing on  size,  quantity  and  specifications. 

Steel  plates— $12.00  to  $15.00  1 

SEWER  PIPE 

Sewer  pipe — Vancouver  prices   f.o.b.  warehouse; 

4-in.,  15c  per  ft.;  0-in.,  23c  per  ft.;  8-in.,  35c  M 

ft.;    10-in.,   45c   ft.;   12-in.,  55c   ft.;   15-in.,  1 

$1.10  ft.;  18-in.,  $L30  ft.;  20-in.,  $1.55  ft.;  1 

24-in.,  $2.30  ft.  (all  net  prices).  | 

SUNDRIES 

Hard  wall  plaster — $16.50  in  car  lots  f.o.b.  Van- 
couver, bags  extra. 
Hydrated  lime — $16.00  in  car  lots. 
Alca  lime — $16  per  ton. 

Plaster  of  Paris — Hammer  brand,  $4.50  per  bbl. 
Finishing  Plaster — $19  per  ton,  sacks  extra. 
■Welsh  slate — $15.00  per  square,  f.o.b.  Vancouver. 
Rope,  Manilla,  Vs  in.,  39c  base;  14,  in.,  Sayic; 

ii  in.,  40c;  M  in.,  iOyic;  2nd  grade,  33j4c 

base;  sisal  rope,  28Hc  base. 

PAINTS  AND  OILS 

Boiled  linseed  oil— In  bbls.,  $1.77  per  gal.  of  9 

lbs. 

Mixed  Paint— Per  gal.,  $3.55  to  $3.85. 

Raw  linseed  oil — In  bbls.,  $1.75  per  gal.;  red 

lead, dry,  $15.00  per  100  lbs.;  in  oil,  20i^c. ; 

putty  in  bbls.,  Standard,  $5.00;  Pure,  $6.00; 

Turpentine,  in  bbls.,  $1.00. 
White  Lead— Ground  in  oil,  $16.85  per  100  lbs. 
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kyanized 


Cross  Arms,  Poles, 
and  Ties  are 

protected  from  decay. 

Manufactured  in  our  own  plant 
from  carefully  selected  stock 
write  for  samples  and  particulars 


BROWN  COMBI^ 


Founded  1852 


PORTLAND,  MAINE 


Dominion  Iron  and 
Wrecking  Co.,  Ltd. 

Canada^ s  Largest 
Cash  Buyers  and  Liquidators 


Factories  and  Complete  Plants. 

Marine  Wreckers  and  Dismantlers. 

Scrap  Iron,  Steel,  Metals,  and  Waste  Materials. 

Distributors  of  Spelter,  Ingot  Copper,  Lead,  Tin, 
Antimony. 

Iron  and  Steel  Shafting,  all  sizes  and  lengths. 

New  and  Used  Electrical  Equipment. 

Power  Machinery,  Electrical,  Hydraulic,  Steam 
and  Gas. 

Relaying  Rails  of  all  sizes  always  in  stock. 

General  Office* : 

Transportation  Bldg.,  MONTREAL 


Quebec 


Tel.  Main  3751 


St.  John  N.B. 


U  A  T  f  Q  New  and  Relaying 
l\..r\lJ^O  Switches,  Turntables,  Etc. 

Carried  in  Stock 

Locomotives  and  Cars 
Jno.  J.  Gartshore,  Toronto 


Water  Supply 

from 

Deep  Wells 

is  obtained  at  a  mini- 
mum cost  by  use  of  our 
deep  well  pumps. 


Write  for 
Bulletin  26 
explaiain 
th«  use  of 
Cook'i 
Patent 
Braaa  Tub* 
Well 
Strainer 


A.  D.  COOK 

Lawrenceburg  Indiana,  U.  S.  A. 

Manufacturer  of  &  Complete  line  of  DEEP  WELL 
SUPPLIES  including  Steam,  Belt  and  Motor  Driven 
DEEP  WELL  PUMPS,  Wind-mill  and  Hand  Pumps, 
Working  Barrels  and  Valyes,  Pump  Rods  and  Pump 
Rod  Joints,  Drill  Rods  and  Drill  Rod  Joints,  Drilling 
and  Well  Tools. 

Catalogue  Mailbd  Upon  Rbqttbst 


VANCOUVER  WOOD  PIPE 

&  TANK  CO.,  LTD. 


Contractors  for  Waterworks  Construction, 
Manufacturers  ot  Wire- Wound  Wood  Pipe,  Continuous  Stave 

Pipe,  Tanks,  Silos,  Steam  Casing. 
See  our  new  patented  Wood  Pipe  Coupling-Posltlvely  LEAK  PROOF. 
We  are  the  originators  of  the  BORED  OUT  Wood  Sleeve  Coupling- 
Write  for  Illustrated  Catalogrue. 

850  Hastings  St.  W.      VANCOUVER,  B.C. 
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Chipman  &  Power 

Civil  Engineers 

TORONTO  WINNIPEG 

Willis  Chipman.      Geo.  H.  Power. 


Anglins  Limited 

Contracting  Engineers 

65  Victoria  St.  MONTREAL 


H.  J.  Griswold, 

Montreal. 


B.  W.  Seton, 

Toronto. 


DOMINION  ENGINEERING 
&  INSPECTION  CO. 

Inspecting  and  Testing  Engineer! 
Head  Office  and  Laboratoriea, 
820  Lagauchetiere  St.  West,  Montreal. 

BRANCH  OFFICES: 
24  Adelaide  Street  East,  Toronto. 
808  Union  Trust  Building,  Winnipeg 
CEMENT  TESTING  AND  REIN- 
FORCED CONCRETE  INSPECTION 
MILL,  SHOP  AND  FIELD  INSPEC- 
TION OF  STEEL  STRUCTURES 
AND  BRIDGES 
TESTS  AND  INSPECTION  OF  IRON 

AND  STEEL  PIPE,  ETC. 
LOCOMOTIVES,  CARS,  NEW  AND 

SECOND-HAND  EQUIPMENT 
■Represented  at  New  York,  Pittiburjph  and 
Chicago;  Glaigow  and  London,  Eng. 


Canadian  Inspection  & 
Testing  Laboratories 

Limited 

Inspecting  Engineers 
and  Chemists 

Mill,  shop  and  field  inspec- 
tion of  bridges  and  struc- 
tural work;  test  of  materi- 
als; mill  inspection  of  rails 
and  track  supplies;  found- 
ry inspection  of  steel  and 
iron  castings  of  all  classes; 
expert  examinations  and 
reports.  Representatives 
^  at  all  important  Canadian, 
American  and  European 
Works. 


MONTREAL 


Head  Offic* 
■  n^  Main  Laboratories: 

Branch    Officei    and    Laboratories — 
TORONTO,  WINNIPEG,  EDMONTON, 
VANCOUVER  and   NEW  QLA8QOW 


R.  S.  &  W.  S.  LEA 

Consulting  Engineers 

Waier  Supply  ;  Sewerage  and  Drainage  ;  Water 

Purification;  Disposal  of  Sewage  and  Refuie ; 

Water  Power  Developments  and  Power  Plants. 
Reports,  Designs,  Supervision  of  Construction 
New  Birks  BIdg.  Telephone 

MONTREAL,  P.Q.  Uptown  783 


FRANK  BARBER 

Bridge  and  Structural  Engineer 

Steel  and  Reinforced  Concrete  Bridges  and 
BtiildinAS,    Foundations,    Municipal  Work 

40  JARVIS  STREET,  TORONTO 


Robert  W.  Hunt 
President 


Charles  Warnock 
Treas.  &Gen'lMgr. 


Robert  W.  Hunt  &  Co. 

Limited 

Consulting  and  Inspecting  Engineers, 
Chemists  and  Metallurgists 

Expert  inspection  and  tests  of  all  structural 
materials  and  mechanical  eauipment 

Reports  on  Properties  and  Processes 

Head  Office  and  Laboratories : 
McGlll  Building,  Montreal 

Branches : 

Toronto         Vancouver         London,  England 


Geo.  M.  Miller  &  Co. 

Architects 

93  Yonge  Street        -  TORONTO 


Crushed 
Stone 

BRICK 


Cut 

Stone 
SAND 

T.  A.  Morrisoii  &  Co.,  ^'^I'^'r'REAt'- 


o 


Reid  &  Brown  Structural  Steel 
&  Iron  Works,  Limited 

We  carry  a  large  slock 

Steel  Beams,  Channels,  Angles, 
Plates,  Columns,  etc. 

FOR  IMMEDIATE  SHIPMENT 
Office  and  Worka— «3  EapUnade  E,  TORONTO 
Phones— Main  904  and  90S 


R.  O. 
WYNNE  -  ROBERTS 
Consulting  Engineer 

40  JARVIS  STREET 

TORONTO 

Water  Supply,  Sewerage,  Sewage  Dis- 
posal, Civic  and  General  Engineering, 
Arbitrations,  Investigations,  Valuations, 
Reports,  etc. 


Sash 

Operating  Machinery 

of  all  kinds 

KING  CONSTRUCTION  CO. 

40  Dovercourt  Rd..  TORONTO 


Milton   Hersey  Co.,  Ltd. 

Engineers,  Chemists,  Inspectors 

PAVING 

designed,  superintended.  Inspected. 
Montreal  Winnipes  New  York 


GENT  &  CO.,  LTD. 

Faraday  Works 

LEICESTER,  ENGLAND 

Electric  Light  Supplies,  Electric  Clocks  and 
Recorders,    Telephones,   Bells,  Indicators. 


This  Directory 
will  bring  you 
BUSINESS 

Keep  your  name  and  your  busi- 
ness prominently  before  live 
prospects  by  placing  an  an- 
nouncement in  our  "Directory  of 
Engineers."  Rates  and  inform- 
ation will  be  sent  on  request. 

Contract  Record 

&  Engineering  Review 
347  Adelaide  St,  W.  TORONTO 


! 
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CANADIAN 
CHICAGO  BRIDGE  &  IRON 


CO. 


Limited 
BRIDGEBURG.  ONTARIO 

Our  Specialty  Is  the  Design,  Manufacture 
and  Erection  of  Elevated  Steel  Tanks 
for  Municipal,  Rallroadand  Factory  Service. 
We  also  design,  manufacture  and  construct 
Oil  Tanks,  Coaling  Stations,  Bridges,  Turn- 
tables, Building  and  Structural  >Utcrlal. 

"Write  our  nearest  Sales  Office  for  prices,  plans 
and  specifications.  Our  catalogue  No.  15  gladly 
mailed  to  you  upon  request." 

Sales  Offices:— 
Bridsaburs,  Ontario,  130  Janet  Street 

Chicago,  Illinois,  1305  West  105th  Street 
New  York,  N.  Y.,  30  Church  Street 
Shops:— Bridsaburg,  Ont. 
Built  for  C.P.R.  Montreal   Chicago,  lU.  Greenville,  Pa. 


The  Maritime  Bridge 

Company,  Limited 

Manufacturers  and  Erectors  of 

Steel  Railway  and  Highway  Bridges, 
Buildings,  Girders,  Trusses,  Towers, 
Turntables,  Tanks,  Smoke  Stacks, 
Riveted  Pipe,  and  Structural  Steel  and 
Plate  Work  of  all  descriptions. 

We  have  the  only  complete  stock  of 
Steel  Shapes,  Plates  and  Bars  in  the 
Maritime  Provinces. 


Office  and  Plant: 

New  Glasgow,  Nova  Scotia 


You  Eliminate  Needless  Risk 

when  you  install  Standard  Rubber  Insulated 
Wires  and  Cables  in  that  building  of  yours.  Ask 
our  nearest  office  for  prices  of  Standard  wire 
before  buying. 

Standard  Underground  Cable  Co. 

of  Canada,  Limited 

Hamilton.  Ont. 

Montreal,  Que.        Toronto,  Ont  Seattle,  Wash. 

Manufacturers  of  Electric  Wires  and  Cables  of  all  kinds,  for  all 
services,  also  Cable  Accessories. 


STRUCTURAL  STEEL 

and 

BRIDGE  BUILDERS 


Capacity  18,000  Tons. 

We  build  and  erect  all  kinds  of  Structural  Steel,  Bridges, 
Roof  Trusses,  Bank  and  Office  Railings,  Stair 
Work.  Elevator  Grilles,  Fire  Escapes,  etc. 

Over  5,000  Tons  in  Stock  of 
Beams,  Column  Sections,  Angles,  Tees,  Plates,  Bars, 
Checkered  Floor  Plates,  etc. 

McGregor  &  Mclntyre,  Limited 

1139  Shaw  St.  -  -  TORONTO,  CAN. 

Telephone  Hillcrest  1614—1615—1616. 


MacLean  Reports  give  the  vital  facts  that  are  so 
necessary  if  you  would  secure  the  best  of  new  business 
— and  they  cost  but  a  few  cents  a  day.  They  are  issued 
daily  (card  system)  and  give  accurate  information  on 
Canadian  building  and  engineering  projects,  contem- 
plated, their  progress  and  details  of  the  material  and 
equipment  required.   Rates  and  samples  on  request. 


MacLEAN  DAILY  REPORTS,  Limited,  Toronto 
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Works  at  WalkerviUe,  Ontario 


When    placing  your 
order  for 

HYDRANTS, 
VALVES 

and 

VALVE 
BOXES 

place  it  with  us. 


MADE  IN  CANADA 


Strong,  Substantial  and 
Modern  Designs. 
Prices  right. 

Write  for  prices  and  see. 


lIMITtD 


VALVL- HYDRANT  MANUFACTURERS 

WALKERVILLE,ONT. 


The  Latest  One ! 

Shall  we  send  you  a  copy? 

A  new  "Office  Specialty"  Catalog 

— this  time  of  Filing  System  Supplies. 

Just  off  the  press — and  beautiful 

with  its  dignified  embossing  and  gold 
decoration — a  catalog  you'll  surely  keep. 

Inside — there's  filing  system  lore 

aplenty. 

Filing  and  Record  Keeping  Sys- 
tems for  the  Salesmanager,  the  Ad  man, 
the  Purchasing  Agent  and  the  Credit  man. 

Systems  for  the  Insurance  House, 
the  Real  Estate  Broker,  the  Banker,  the 
Mail  Order  House,  and  Retail  Merchant. 

Filing  and  Record  Keeping  Systems  for 
every  business  and  for  every  purpose. 

Systems  that  are  up-to-date— bared  of  all 
deadwood  and  non-essential  operations. 

Practical,  workable  systems  that  save  time, 
money  and  consei-ve  energy — both  for  you  and  your 
staff. 

Big  Business  is  built  on  doing  things  the 
one  best  way.  There's  one  best  way  to  file — and 
you  want  to  know  it.  With  a  copy  of  this  "Office 
Specialty"  text  book  on  Filing  System  Supplies 
you  can. 

It's  too  costly,  frankly,  to  permit  of  indi- 
scriminate distribution.  We'll  send  a  copy  gladly, 
thougli,  to  any  executive  writing  on  his  business 
letteriiead. 

Tell  your  stenographer  now  to  get  off  a 
letter-request  to-night.  Address  nearest  branch, 
please,  for  quicjc  service. 


CO., 


LIMITED 
Canada 


THE    OFFICE    SPECIALTY  MFG 
Home  Office  NEWMARKET 

Filing  Equipment  Stores  <if : 
Toronto       Montreal       Ottawa       Halifax  Hamilton 
Winnipeg      Regina      Edmonton  Vancouver 
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Compressed  Air  Machinery,  Tools  and  Appliances 


Compressor  Car  and  pair  of  Tie  Tampers 

The  work  is  done  more 
uniformly^  and  you  can 
reach  spots  you  cannot 
get  at  with  pick  and  bar 

"Imperial"  Tie  Tampers  do  not  tire 

the  men. 
Do  not  scatter  the  ballast. 
Do  not  injure  the  ties. 
They  will  tamp  any  kind  of  ballast 
effectively,  and  do  it  compactly — 
without  water  pockets  under  the  ties. 
They  reduce  the  cost  of  track  con- 
struction and  track  maintenance. 

-  Send  for  Bulletin  9023,  it  will  interest  you 


An  "Imperiar^ 
Tie  Tamping  Outfit 
Soon  Pays  for  Itself 

Air  is  also  available  for 
other  purposes 

You  can  bore  holes,  tighten  bolts,  run  pneu- 
matic grinders,  drills,  reamers,  etc.  from 
the  compressor  car,  as  well  as  drill  holes  in 
rock,  cut  out  concrete,  ram  concrete,  etc. 


"Imperial"  Tie  Tampers  in  use  on  the  main  line 


CANADIAN  INGERSOLL  -  RAND  CO.,  LTD. 

General  Offices:  MONTREAL,  QUE. 

BRANCH  OFFICES: 

Sydney,  N.S.  Sherbrooke,  Que.  Montreal,  Que.  Toronto,  Ont. 

Cobalt,  Ont.  Timmins,  Ont.  Winnipeg,  Man.  NeUon,  B.C.  Vancouver,  B.C. 
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"DOMINION  "Wire  Rope 

Repeat  orders  tell  their  own  story 

Use  our  WIRE  ROPE  on  any  job 

Its  DURABILITY  has  been  proved 
in  its  extensive  use. 


The  Dominion  Wire  Rope  Company,  Limited 

MONTREAL  TORONTO  WINNIPEG 


"C.  H.  &  E." 

Contractors  Equipment 


i 


HOISTS 


Either  Gasoline  Engine 
or  Electric  Motor  Driven 


MATERIAL  ELEVATORS 

Either  Single  or  Double  Cage 

MORTAR  MIXERS 


"MARION"  Shovels 

for  all  classes  of  work 

"Ransome"  Concrete  Mixers 
^ ^Andrews ''Drill  and  Tool  Steel 


Branch : 
108  Mail  Building, 
TORONTO 

Telephone  Adelaide  840 


Vol.32  Toronto  April  10,  1918  No.  15 


GLASS  BENDERS 

TO  THE  TRADE 


THE  TORONTO  PLATE  GLASS 
IMPORTING  COMPANY  u„,teo 

GLASS  IMPORTERS  AND  MANUFACTURERS 

91-113  DON  ROADWAY,  TORONTO 
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"BEATTY" 

Auxiliary  Ship  Machinery 

Cargo  Winches 
Warping 
Winches 
Anchor  Wind- 
lasses 
Ash  Hoists 


Also 

Hoisting  Engines, 
Electric  Hoists, 
Steel  Derricks, 
Derrick  Irons, 
Clamshell  Buckets, 

Let  us  know  what  you  want 
along  this  line 
We  will  tender  promptly 

Ash  Hoist  for  ships  now  being  built  in  Canada. 

—   Agents  —   

H  E.  Plant,  Montreal,  Que.  R.  Hamilton,  Vancouver       JUI      RP  A  TT  V  JP^    QOIM^    I  TT^  AA/FI  I    A IMD 

E.  Leonard  &  Sons,  St.  John,  N.B.     Kelly-Powell,  Winnipeg-  OEj^  I  1   I  OC    iD\Jl.yOf  Lt  I  LJ,f  VV 


r><MMMMMMMMMWM><><W><><M>KMWM)-r>KM>HM>1ci 

Now  on  Munitions 

LYMBURNER,  LIMITED 

The  well  known  manufacturers  of  ornamental  metal  work  and 
special  machinery  are  entirely  occupied  making  munitions, 
and  cannot  execute  orders  for  above  work  until  a  later  date, 
when  they  will  be  glad  to  receive  enquiries  and  will  again 
produce  first  class  Metal  Specialties  of  Every  Description — 
Machinery,  Tools  and  Gauges. 


360  St.  Paul  St.  E. 


MONTREAL 
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For  more  than  half  a  century  our  Canadian 
Rubber  Factory  has  been  manufacturing 
Rubber  products.  That  experience  has 
taught  us  how  to  produce  quahties  that  will 
stand  the  test  of  wear. 

Every  detail  in  manufacturing  is  carefully 
supervised  and  the  greatest  care  is  exercised  in 
the  choice  of  materials.  Our  facilities  for  buy- 
ing, manufacturing  and  distribution  make  it 
possible  to  produce  mechanical  rubber  goods 
that  represent  the  best  possible  values. 

As  a  result,  the  Dominion  Rubber  System 
products  are  recognized  throughout  Canada 
as  the  standard  by  which  to  judge  Rubber 
qualities  and  Rubber  values. 

You  can  easily  prove  our  claims  by 
writing  direct  to  our  nearest  branch 
for  any  need  in  Rubber, 

Prompt  attention  is   given  to  all 
enquiries, 

Canadian  Consolidated  Rubber  Co.,  Ltd. 

Head  Office    —  MONTREAL 

BRANCHES  at  Halifax,  St.  John,  Quebec.  Ottawa,  Toronto, 
Hamilton,  Kitchener,  London,  North  Bay,  Fort  William, 
Winnipeg,  Brandon,  Regina,  Saskatoon,  Calgary,  Lethbridge, 
Edmonton,  Vancouver,  Victoria. 
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Bron 


ze 


or 


Hard  White 
Metal  Seats 
Renewable 

Screwed 
Flanged 

or 

Hub  End 
All  Sizes 


Gate 
Valves 

Iron  Body 

Bronze 

Fittings 


Send 
For 
Copy 
No.  1004 
Corporation 
Specialty 
Catalog 


T.  McAVITY  &  SONS,  Ltd. 

Brass  and  Iron  Founders 

St.  John,  N.B. 

MONTREAL  TORONTO  WINNIPEG  VANCOUVER 

LONDON,  England  DURBAN,  South  Africa 


April  10, 


THE   CONTRACT  RKCORI) 


5 


ASPHALT? 


ASPHALT  occurs 
•in  nature  in  two 
forms.  First,  in  a  liquid 
form  as  a  constituent 
part  of  certain  petro- 
leums, known  as'asphalt 
base  petroleums.' 
Second,  in  solid  form, 
mixed  with  clay,  sand, 
water   and  vegetable 
matter.  The  liquid  form 
is  the  source  of  the 
solid,  the  lighter  parts 
of   the  petroleum  having  evaporated,  leaving  the 
asphalt  residue. 

"The  liquid  asphalts  have  only  to  be  refined 
to  be  ready  for  use.  The  solid  asphalt  has  to  be 
refined  and  fluxed  (lighter  petroleum  deriva- 
tives added  to  soften  it).  Both  types  will  con- 
struct good  pavements.  The  product  refined 
directly  from  the  liquid  contains  no  organic 
vegetable  matter  and  hence  presents  no  threat 
of  disintegration. 


World's  largest  gusher  —  Mexico, 
flowing  170,000  barrels  of 
asphalt  crude  per  day. 


IMPERIflU 

CANADIAIM  MA.DE 

ASPHALiT 


Trinidad  Asphalt  Lake.    Total  area  115  acres. 
Note  asphalt  petroleum  wells  in  background. 


is  refined  from  liquid  asphaltic  petroleum.  It  is 
99.8%  pure— viz.,  Bitumen  soluble  in  carbon 
bisulphide. 

"Asphalt  is  valuable  for  construction  work  in 
proportion  to  its  purity  or  bitumen.  It  should, 
therefore,  be  purchased  by  the  ton  of  pure 
material,  namely  per  net  ton  of  bitumen." 


Write  our  Road  Engineering  Department  for  further 
information. 


200  foot  cliff  of  asphalt  sands  in  Alberta,  part  of 
the  most  extensive  asphalt  deposits  in  the  world 
— estimated  asphaltic  area  2,000  to 
10,000  sq.  miles. 


IMPERIAL  OIL  LIMITED 

Imperial  Oil  Building,  Toronto 
BRANCHES  IN  ALL  CITIES 
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Acetylene  Gas 

The  Prest  o-Lite  Co.,  Inc. 

Air  Compressors 

Can.  IngersoU-Rand  Co.,  Ltd. 
Canadian  Allis-Chalraers,  Ltd. 

Aluminium 

Spielmann  Agencies  Regd. 

Air  Hoists 

Canadian  Ingersoll-Rand  Co. 
Northern  Crane  Works 

Architectural  Iron  Works 

Canadian  Allis  Chalmers  Ltd. 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Architectural  Terra  Cotta 

Toronto  Plate  Glass  Imp'tg  Co. 

Asbestos  Shingles 

Asbestos  Mfg.  Company 

Ash  Hoists 

C.illis  &  Geogliegan 

Asphalt 

Asphalt  &  Supply  Company 
Imperial   Oil  Company 

Axes 

Canada    Foundries    &  Forgings, 

Bar  Iron 

liaines   &  Peckover 

Canadian  Steel  Foundries,  Ltd. 

Beam  Spans 

MacKinnon  Holmes  &  Co. 

Blast  Hole  Drills 
Hopkins  &  Co.,  F.  H. 

Blowers  and  Compressors 

Canadian  Blower  and  Foigs  Co. 
Can.  Ingersoll-Rand  Co.,  Ltd. 
Slieldons  Limited 

Boilers 

Beatty  &  Sons,  M. 

Canadian  AUis-Cbalmers  Ltd. 

Inglis  Company,  John 

Marsh  Engineering  Works,  Ltd. 

McDougall  Caledonian  Iron  Wks. 

Mussens  Limited 

Williams  Machinery  Co.,  A.  R. 

Boiler  Covering  (Magnesia,  Asbes- 
tos, Wool,  Felt,  etc.) 

Asbestos  Mfg.  Company 

Boxes — Junction 

-Standard  Underground  Cable  Co. 
of    Canada,  Limited 

Brick  Dryers 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Brick  Machinery  and  Supplies 
Sheldons  Limited 

Brick  Manufacturers 
Sun  Brick  Company 

Bridges 

Canadian   AllisChalmers  Ltd. 

Bridges  (Steel) 
Canadian  Bridge  Company 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DcsMoines  Steel  Co. 
DcsMoines  Jiridge  &  Iron  Co. 
MacKinnon-Holmes  &  Co. 
Manitoba  Bridge  &   Iron  Works 
Maritime    Bridge  Company 

Buckets 

Beatty  &  Sons,  M. 
Hopkins  &  Co.,  F.  II. 
Manitoba  Bridge  &  Iron  Woiks 

Buckets— Steel 
^MacKinnon  Holmes  &  Co. 
Marsli  Engineering  Works,  Ltd. 

Cable 

Dominion  Wire  Rope  Co.,  Ltd. 
Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Car  Couplers 

Canadian  Steel  Foundries,  Ltd. 

Cable  Terminals 

Standard   Underground  Cable  (V> 
of  Canada,  Limited 


Gars— Steel  Body 

Hamilton  Bridge  Works  Co. 
Marsh  Engineering  Works,  Ltd. 
Williams  Machinery  Co.,  A.  R. 

Car  Wheels 

Marsh  Engineering  Works,  Ltd. 
Steel  Co.  of  Canada  Limited 

Castings — Grey  Iron 

Marsh  Engineering  Works,  Ltd. 

Casements 

Trussed  Concrete  Steel  Co. 

Cement 

Britnell  &  Company 

Cement,  High  Temperature 
Beveridge  Paper  Co.,  Ltd. 

Cement  Waterproofing 
Barrett  Company 
Ideal  Concrete  Machinery  Co. 
Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 

Centrifugal  Pumps 

Bawden  Pump  Company 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 

Chemists 

Canadian  Inspection  and  Testing 
Laboratories 

Coal  Chutes 

Manitoba  Bridge  &  Iron  Works 

Coal  Handling  Apparatus 
Beatty  &  Sons,  M. 

Cold   Storage  Insulation 

Armstrong  Cork  Company 

Compressed  Acetylene  Gas 
The.  Prest-O-Lite  Co.,  Inc. 

Concrete  Block  Machines 

Cast  Stone  Block  &  Machine  Co. 
Ideal  Concrete  Machinery  Co. 
London  Conc;-ete  Macljjnery  Co. 

Concrete  Culvert  Pipe 

Blair.  Ti. 

Dominion  Concrete  Company 

Concrete  Hardener  and  Water- 
proofer 
Beveridge  Paper  Co.,  Ltd. 

Concrete  Mixers  and  Appliances 
Hopkins  &  Co.,  F.  ?I. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
Mussens  Limited 

Concrete  Sewer  Pipe 
Blair,  B. 

Dominion  Concrete  Company 

Conduits 

Conduits  Company,  Limited 
Orpen  Conduit  Company 

Connecting  Rods 

Canada    Foundries    &  Forgings, 

Contractors 

Anglins  Limited 
Foundatiori  Company 
MacKinnon-Hohiics  &  Co. 
Maritime  Bridge  Company 
Wells  &  Gray  Limited 

Contractors'  Plant  &  Supplies 
Beatty  &  Sons,  M. 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmcrs  Ltd. 
Dake  Engine  Company 
Marsh  Engineering  Woik.s,  Ltd, 

Conveying  Machinery 

Canadian   Mathews   Gravity  Car- 
rier Company 

Core  Drills 

Canadian  Allis  Chalmers  Ltd. 
Can.  Ingersoll-Rand  Co.,  Ltd. 


Corrugated  Iron 

Pedlar  People  Limited 

Corrugated  Roofing 

Asbqstos  Mfg.  Company 

Cranes,  Travelling  and  Locomotive 
Boving  Hydraulic  &  Engineering 

Company 
Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Northern  Crane  Works 

Crank  Shafts 

Canada    Foundries    &  Forgings, 

Crushed  Stone  and  Granite 

Canada   Crushed  Stone  Corpora- 
tion 

Crushed  Stone,  Limited 
Morrison  Company,  T.  A. 

Crushers  (Stone  and  Rock) 

Canadian  Allis-Chalmers  Ltd. 
London  Concrete  Machinery  Co. 
Mussens  Limited 

Culverts 

Pedlar  People 

Damp  Proof  Coating 
Barrett  Company 
Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 

Derricks  and  Derrick  Fittings 
Beatty  &  Sons,  M. 
Hopkins   &   Company,   F.  H. 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Northern  Crane  Works 

Dredging  Pumps 

Boving  Hydraulic  &  Engineering 
Company 
Dredges 

Beatty  &  Sons,  M. 

Hopkins  &  Company,  F.  H. 

Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 

Drill  Steel  Sharpeners 

Canadian  Ingersoll-Rand  Co. 

Dump  Cars,  Wheels,  etc. 

Hopkins  &  Company,  F.  H. 
MacKinnon  Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime    Bridge  Company 
Marsli  Engineering  Works,  Ltd. 
Sheldons  Limited 

Drift  Pins 

Canada    Foundries    &  Forgings, 

Drying  Apparatus 

Canadian  Blower  &  Forge  Co. 

Elastite 

Carey  Mfg.   Co.,  Philip 
Trussed  Concrete  Steel  Co. 

Electric  Air  Rock  Drills 

Canadian  Ingersoll-Rand  Co. 

Electric  Impulse  Clocks 

Gent  &  Company,  Limited 

Electric  Water  Systems 

Ontario  Wind  Engine  &  Pump 
Company 

Electrical  Specialties 

Spielmann  Agencies  Regd. 

Electrical  Supplies 

Canadian  General  Electric  Co. 

Elevator  Doors 

Ormsby  Company,  A.B. 

Elevators 

N'oiihcrn  Crane  Works 
Turnbull  Elevator  Company 


Engines 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co, 
Hopkins  &  Company,  F.  H. 
Inglis  Company,  John 
McDougall  Caledonian  Iron  Wk» 

Engineers  (Civil  and  Mechanical) 

Bowman  &  Connor 
Chipman  &  Power 
Dominion  Engineering  &  Inspec 

tion  Company 
Foundation  Company 
Haddin  &  Miles 
Hunt  &  Co.,  Robt.  W. 
MacKinnon  Holmes  &  Co. 
Milton  Hersey  Co. 
R.  &  W.  S.  Lea 
Wynne-Roberts,  R.  O. 

Excavators 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 

Exhaust  Heads 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Expanded  Metal 

Baines  &  Peckover 
Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Fans 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Fibre,  Vulcanized 

Beveridge  Paper  Co.,  Ltd. 

Fire  Brick,  Jointless 

Beveridge  Paper  Co.,  Ltd. 

Fireproofing 

Asbestos  Mfg.  Company 

Fireproof  Doors  and  Windows 
Ormsby  Company,  A.  B. 
Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Fire  Escapes 

Dennis  Wire  &  Iron  Works  Co 
Manitoba  Bridge  &  Iron  Works 
McGregor  &  Mclntyre 

Fire  Escape  Spirals 

Canadian  Mathews  Gravity  Car 
rier  Company  ^ 

Fire  Protection  Appliances  ■ 
Bickle  Company,  R.  S. 

Flag  Poles 

Ontario  Wind  Engine  &  Pump 
Company 

Flooring  Materials 

Armstrong  Cork  Company 
Imperial  Oil  Company 

Forges 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Forgings,  Steel  &  Iron 

Canada    Foundries    &  Forgings, 

Gasoline  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
London  Concrete  Machinery  Co, 
Ontario  Wind  Engine  &  Pump 

Company 

Generators 

Canadian  General  Electric  Co. 

Glass 

Toronto  Plate  Glass  Imptg.  Co. 

Governors 

Boving  Hydraulic  &  Engineering 

Company 

Gravity  Carriers 

Canadian  Mathews  Gravity  Car- 
rier Company 

(Continued  on  page  8) 
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SILENT  SANITARY  SCHOOL  DESKS 


WITH  FOLDING  SEATS 


♦  Lachine  Water  Works 

Any  capacity  or  preSBUre  Three  milUon  gallons,  eighty  pounds  domestic,  160  lbs.  fire. 

THE  JOHN  McDOUGALL 
CALEDONIAN  IRON  WORKS  CO.,  LIMITED 

Works:  Seigneurs  &  William  Sts.,  Montreal. 
Manufacturers  of  Boilers,  Castings,  Condensers,  Elevators,  Engines,  Filters,  Forgings,  Hydraulic 
Machinery,  Pumps,  centrifugal  and  reciprocating.  Steam  Turbines,  Tanks,  Water  Wheels,  Water 

Works  Plants 


s 
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Hammers 

Canada    Foundries    &  Foreings, 

Hammer  Drills 

Canadian  Allis  Clialmers  Ltd. 
Canadian  IngersoU-Rand  Co. 

Heating  Apparatus 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Heat  Insulating  Materials 
Armstrong  Cork  Company 

Hoists,  Electric 

Northern  Crane  Works 

Hoisting  Apparatus 
Beatty  &  Sons,  M. 
Canadian  IngersoU-Rand  Co. 
Gillis  &  Geoghegan  _ 
London  Concrete  Machinery  Co. 
Marsh  Engineering  Works,  Ltd. 
Mussens  Limited 
Northern  Crane  Works 
Williams  Machinery  Co.,  A.  R. 

Hoisting  Engines 
Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Hopkins  &  Company,  F.  H. 
Marsh  Engineering  Works,  Ltd. 

Hollow  Tile 

National  Fire  Proofing  Co. 

Hose 

Can.  Consolidated  Rubber  Co. 

Hydrants 

Canada  Iron  Foundries 
Gartshore-Thompson  Pipe  Co. 
Kerr  Engine  Company 
Mc.Avity  &  Sons,  T. 

Industrial  Cars 

MacKinnon-Holmes  &  Co. 

Inspection  Engineers 

Canadian  Inspection  and  Testing 
Laboratories 


Insulation  (Asbestos) 

Asbestos  Mfg.  Company 

Insulating  Compounds 
Imperial  Oil  Company 
Spielmann  Agencies  Regd. 
Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Industrial  Cars 

Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 

Interior  Finish  and  Doors 

Canadian  Office  &  School  Furni- 
ture Company 

Insulating  Bricks 

Armstrong  Cork  Company 

Jib  Cranes  (all  kinds) 
Northern   Crane  Works 

Journal  Wedges 

Canada    Foundries    &  Forgings, 

Kilns 

Canadian  Blower  and  Forge  Co. 
MacKinnon  Holmes  &  Co. 
Sheldons  Limited 

Lead  Pencils 
American  Lead  Pencil  Company 

Lead  (Red  and  White,  Dry) 

Carter  Wliite  Lead  Company 

"Lidgerwood"  Hoists 

Canadian  AUis-Chalmers  Ltd. 

Linabestos  Wallboard 
Asbestos  Mfg.  Company 

Lockers  (Clothes) 

Canada  Wire  &  Iron  Goods  Co. 
Dennis  Wire  &  Iron  Works  Co. 

Lumber  (Asbestos) 

Asbestos  Mfg.  Company 

Machinery  Insulation 

Armstrong  Cork  Company 


Metal  Lath 

Baines  &  Peckover 
Noble,  C.  W. 
Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Metallic  Roofing 

Pedlar  People  Limited 

Meters,  Water 

McDougall  Caledonian  Iron  Wks. 
Neptune  Meter  Company 

Motors 

Canadian  General  Electric  Co. 

Oil  Tanks 

Boving  Hydraulic  &  Engineering 

Company 
Imperial  Oil  Company 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 

Ornamental  Iron 

Dennis  Wire  &  Iron  Works  Co. 

Ornamental  Moulds 

Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 

Paints-  and  Varnishes 
Dominion  Paint  Works 
Hopkins  &  Company,  F.  H. 
Spielmann  Agencies  Regd. 

Paints  (Bridge  and  Structural  Iron 
and  Pipe  Coating) 
Barrett  Co. 

Dominion   Paint  Works 
Imperial  Oil  Company 
Spielmann  Agencies  (Regd.) 
Trussed  Concrete  Steel  Co. 

Paving  and  Paving  Materials 
Asphalt  &  Supply  Company 
Barrett  Co. 

Carey  Mff;.   Co.,  Philip 
Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 


Pipe  (Concrete,  Iron  &  Wood) 
Boving  Hydraulic  &  Engineering 

Company 
Dominion  Concrete  Company 
Gartshore  Thomson  Pipe  Co. 
National  Iron  Works 

Pipe  and  Boiler  Coverings 
Dominion  Paint  Works 

Pencils  (Lead) 
American  Lead  Pencil  Company 

Perforated  Metals 
Canada  Wire  &  Iron  Goods  Co. 

Pile  Driving  Machinery 
Beatty  &  Sons,  M. 
Canadian  Alh's-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  G. 
Marsh  Engineering  Workf,  Ltd. 

Pipe  Fittings  and  Flanges 

Pittsburgh    Valve,    Foundry  k 
Construction  Company 

Pipe  Covering  (Magnesia,  Asbestos. 
Wool,  Felt,  etc.) 
Asbestos  Mfg.  Company 

Pipe  Covering  (Cold  and  Steam) 

Armstrong  Cork  Company 

Plumbing  Supplies 

Mueller  Mfg.  Company,  H. 

Planing  Mill  Exhausters 

Canadian  Blower  and  Forge  Co 
Sheldons  Limited 

Plaster 

Britnell  &  Company 

Plug  Drillers 

Canadian  IngersoU-Rand  Co. 
(Continued  on  page  10) 


STEEL  PLATE  WORK 

OF  AI^IY  DESCRIPTION 

STEEL  TANKS  for  any  purpose,  any  size  STEEL  SMOKE  STACKS,  SMOKE 
or  shape  PIPES,  BREECHING,  Etc. 

STEEL  FLUMES  for  Water  Power,  any  STEEL  PIPING,  light  or  heavy,  straight  or 
length  or  diameter.  curved. 

WORKMANSHIP  RIGHT  AND  PRICES  RIGHT 


Special  Header  for  the  City  of  Belleville  Waterworks. 

Let  u.s  figure  on  your  requirements  in 

STEEL  PLATE  WORK 

jol)  to(,  sim|)le  ov  too  complicated  for  our  .shops  to  handle.  WORKMANSHIP  RIGHT.  COSTS 
REDUCED  TO  A  MINIMUM. 

We  have  modern  tooU,  designed  expressly  for  this  class  of  work,  enabling  us  to 
execute  work  speedily,  and  to  give  our  customers  the  benefit  of  our  low  costs. 

We  also  make  BOILERS  of  all  types 

Marsh  Engineering  Works,  Ltd.,  Belleville,  Ont. 
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LIULE  WORDS  WITH  BIG  MEANING 


Accordinsr  to  "Webster," 
Quality  is  "an  excellence 
of  character;  natural 
superiority." 


Webster's  definition  of 
"Service"  is;  "The  per^ 
formance  of  labor  for  the 
benefit  of  another." 


We  use  these  words  advisedly — fully  understanding  their 
definitions — and  realizing  the  obligation  we  place  upon  our- 
selves by  their  continued  use  in  connection  with  our  products 
of  Iron  and  Steel,  and  our  attitude  to  the  people  we  serve. 

THE 

STEEL  COMPANY 

OF 

CANADA 

UMITED 


MONTREAL 


HAMILTON 


PIfif  Iron, 

Steel  &  Iron  Bars, 
Horse  Shoes, 
Steel  and  Iron  Products. 


steel  Billets, 
Track  Spikes  & 
Bolts,  Forsring^SjWire 
of  every  description. 
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Pneumatic  Machinery  • 
Canadian  IngersoU-Rand  Co. 


Power  Engines 

noving  Hydraulic  &  Engineering 

Company 
Inglis  Company,  John 


Pumps 

Canada    Foundries    &  Forgings, 

Pumps  and  Pumping  Machinery 
American  Well  Works 
Beatty  &  Sons,  M.  . 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  AUis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian  Ingersoll-Rand  Co. 
Cook,  A.  D. 
Darling  Bros. 

Hopkins  &  Company,  t.  il. 
Inglis  Company,  John 
McDougall  Caledonian  Iron  Wks. 
Ontario   Wind   Engine   &  Pump 

Company 
Waterous  Engine  Works  Co. 

Quarry  Machinery 

Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 

Railway  Supplies 

Can.  Chicago  Bridge  &  Iron  Co. 
Dominion  Iron  &  Wrecking  Co. 
Gartshore,  John  J. 
Hopkins  &  Company,  F.  H. 


Reinforcing  Bars 
Baines  &  Peckover 

Reinforcements,  Concrete  and  Steel 

Baines  &  Peckover 
Burlington  Steel  Company 
Canada  Wire  &  Iron  Goods  Co. 
Pedlar  People  Limited  _ 
Steel  Co.  of  Canada,  Limited 
Trussed  Concrete  Steel  Co. 


Refrigeration  Machinery 

Boving  Hydraulic  &  Engineering 
Company 


Riveted  Spans 

MacKinnon  Holmes  &  Co. 

Road  Asphalt 

Asphalt  &  Supply  Company 
Imperial  Oil  Company 

Road  on 

Imperial  Oil  Company 

Road  Mesh 

Baines  &  Peckover 

Rotd  Machinery 

Hopkins  &  Company,  F.  H. 
Wateroui  Engine  Works  Co. 


RotUnc  Steel  Doors 

Ormsby  Company,  A. 


B. 


Roofine  Material 

Asbestos  Mfg.  Company 
Barrett  Co. 

Bishopric  Wallboard  Company 
Branlford  Roofing  Company 
Carey  Company,  Philip 
Troperial  Oil  Company 
Noble,  Clarence  W. 
Pedlar  People  Limited 

Roofing,  Rubber 

Bcvcridgc  Paper  Co  ,  Ltd, 

Rubber  Goods 

C«n.  Consolidated  Rubber  Co 


Sash  Machinery 

King  Construction  Company 


Scrap  Iron 

Dominion  Iron  &  Wrecking  Co. 


Screens 

Canada  Wire  &  Iron  Goods  Co. 


Sewer  Pipe 

Britnell  &  Company 
Canada  Iron  Foundries 
Dominion  Sewer  Pipe  Co. 
Gartshore  Thompson  Pipe  Co. 
Hamilton  &  Toronto  Sewer  Pipe 

Company 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
National  Iron  Works 
Ontario  Sewer  Pipe  Company 
Standard  Clay  Products  Ltd. 


Sheatbings 

Beveridge  Paper  Co.,  Ltd. 

Shingles  (Asbestos) 

Asbestos  Mfg.  Company 

Ship  Forgings 

Canada    Foundries    &  Forgings, 

Shovels  (Steam) 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 

Silo  Moulds 

London  Concrete  Machinery  Co. 

Skylights 

Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Slates  (Asbestos) 

Asbestos  Mfg.  Company 

Smoke  Stacks 

Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Irort  Co. 
MacKinnon,  Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime   Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Pedlar  People  Limited 

Sprinkler  Tanks  (Steel) 

Can.  Chicago  Bridge  &  Iron  Co. 

Stair  Builders 

Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Steam  Appliances 
Darling  Bros. 

Steam  Apparatus  and  Specialties 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
McAvity  &  Sons,  T. 
Sheldons  Limited 

Steam  Turbines 
McDougall  Caledonian  Iron  Wks. 

Steel 

Burlington   Steel  Company 
Dominion  Iron  &  Wrecking  Co. 
Hopkins  &  Company,  F.  H. 
Steel  Cornpany  of  Can.,  Ltd. 
Trussed  Concrete  Steel  Co. 

Steel  Bars 

Viaincs  &  Peckover 
Burlington  Steel  Company 
Hopkins  &  Company,  F.  H. 
Maiilime   Biidprc  Company 
Steel  Company  of  Canada,  Ltd. 
Trussed  Conciele  S*eel  Co. 


Steel  Beams 

MacKinnon  Holmes  &  Co. 


Ventilating    &    Heating  Apparatus 

Canadian  Blower  and  Forge  Co.  , 
Sheldons  Limited 


Steel  Castings 

Canadian  Steel  Foundries,  Ltd. 

Steel  Pipe 

Can.  Chicago  Bridge  &  Iron  Wks. 

Steel  Plate  Construction 
MacKinnon-Holmes  &  Co. 
Marsh  Engineering  Works,  Ltd. 
Waterous  Engine  Works  Co. 

Steel  Sash 

Ormsby  Company,  A.  B. 
Trussed   Concrete   Steel  Co. 

Stone 

Britnell  &  Company 
Rogers    Supply  Company 
Sackville  Freestone  Company 

Structural  Iron  and  Steel 

Burlington  Steel  Company 
Canadian  Allis-Chalmers  Ltd. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
MacKinnon-Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 
McGregor   &  Mclntyre 
Reid  &  Brown  Structural  Steel  & 
Iron  Works 

Stucco  Board 

Bishopric  Wallboard  Company 

Swinging  Gears 

Dake   Engine  Company 

Switchboards 

Canadian  General  Electric  Co. 

Tanks  and  Steel  Pipes 

Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  DesMoines  Steel  Co. 
Inglis,  John 

Manitoba  Bridge  &  Iron  Works 
Marsh  Engineenng  Works,  Ltd. 
McDougall  Caledonian  Iron  Wks. 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 
Ontario  Wind  Engine  &  Pump 

Company 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co.,  A.  R. 

Telescopic  Hoists 

Black  Building  Supply  Company 
Gillis  &  Geoghegan 

Testing  and  Inspecting  Bureau 
Hunt  &  Company,  Robt.  W. 

Tile  Moulds 

London  Concrete  Machinery  Co. 

Thumb  Screws  and  Nuts 

Canada    Foundries    &  Forgings, 

Towers 

Can.  Chicago  Bridge  &.  Iron  Co. 

Transformers 

Canadian  General  Electric  Co. 


Turnbuckles 

Canada    Foundries    &  Forgings, 

Valves 

Canada    Iron  Foundries 
Garl  shore-Thomson    Pipe  Co 
Kerr    Engine  Company 
McAvity  &  Sons,  T. 


I 


Varnishes — Insulating 

Standard  Underground  Cable  Co, 
of  Canada,  Limited 


Wagons 

Tiffin  Wagon  Company 

Wall  Board 

Bishopric  Wallboard  Company 


Wallboard   (Asbestos,   Linabestos)  , 
Asbestos  Mfg.  Company 

Water   Level  Apparatus 

Gent  &  Company,  Limited 


Waterproofing 
Barrett  Co. 

Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 


Water  Softeners  and  Filters 

Manitoba  Bridge  &  Iron  Works 

Water  Tapping  Machines 
Mueller  Mfg.   Company,  H. 


Water  Turbines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
McDougall  Caledonian  Iron  Wks 


Welding  Apparatus 

Imperial  Brass  Company 
Prest-O-Lite  Company,  Inc. 


Welding  and  Cutting  Plants 
Prest-O-Lite  Company,  Inc. 


Well  Drilling  Plants 
American  Well  Works 
Ontario  Wind  Engine  &  Pump 
Company 


Window  Sash 

Steel  &  Radiation  Limited 
Trussed  Concrete  Steel  Co. 


Wires  and  Cables 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 


Wire  Guards  and  Screens 

Canada  Wire  &  Iron  Goods  Co, 


Wire  Rope 

Dominion  Wire  Rope  Co.,  Ltd. 

Wrenches 

Canada    Foundries    &  Forging^s, 


Wood  Pipe 

Canadian  Pipe  Company 
Pacific  Coast  Pipe  Company 
Vancouver   Wood   Pipe  &  Tank 
Company 


Wood  Tanks 

Pacific  Coast  Pipe  Company 
Vancouver  Wood  Pipe  and  Tank 
Company 
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B  U  I  I.  D  I  N  G 
P  R  O  DUCTS 


Residence  of  Herbert  \V.  George,  Architect,  3;)  Jlonlilar.d  Avenue, 
Ottawa,  Ont.  Bishropric  Stucco  Board  as  background  for  cement 
stucco  exterior  and  plaster  interior  walls. 

STuccoeE^oaRD 

WILL  INCREASE  YOUR  PROFITS 
AND    BUILD    BETTER  BUILDINGS. 

Bisliropric  Stucco  Board  is  the  vogue  tliese  days.  Architects 
and  owners  specify  it,  and  builders  use  it. 

It  shows  a  clear  saving  of  25  per  cent,  in  material  and  labor 
over  any  other  method  of  construction.  Tt  takes  the  place  of  board- 
ing, sheathing  paper,  furring  strips,  and  lath.  No  muss — no  lost 
time. 

Bishropric  Stucco  Board  comes  in  4  ft.  squares  (larger  if  speci- 
fied), ready  to  be  nailed  direct  to  tlie  studding — as  a  fotmdation  for 
Stucco  outside  or  plaster  inside  the  building.  Bishropric  walls  are 
damp-proof  and  vermin-proof,  and  stucco  or  plaster  will  not  crack, 
cnmible  or  fall  away — the  bevel  edges  of  the  lath  hold  eacli  square 
inch  in  place — permanently. 

Look  into  the  merits  of  Bishropric  Stucco  Board — it's  a  lime 
and  money  saver. 

A  postal  card  will  bring  you  details  and  sami")le. 

Bishopric  Wall  Board  Co.,  Ltd.,  o^riwA'foni. 


To  Make  Concrete  Floors 
Hard  as  Agate,  Use 


Applied  with 
a  wide  floor  brush. 


The  efficient  floor  should  be  wearproof,  dust- 
proof  and  sanitary.  A  cement  floor  treated  with 
Agatex  meets  every  requirement  of  the  ideal  floor. 
It  is  hard,  smooth  and  absolutely  waterproof.  It 
is  entirely  dust-proof.    It  is  strictly  sanitary. 

Trussed  Concrete  Steel  Co. 

of  Canada,  Limited 
WALKERVILLE,  ONTARIO 

Montreal       Toronto       Winnipeg        Calgary  Vancouver 


London  Champion  Builders' 


Fig.  225.  Champion  Builders'  Hoists  are  built  to  be 
equipped  with  Gasoline  power,  Electric  motor,  or  with 
pulley  to  attach  any  kind  of  power. 

Fig.  322  illustrates  Hoist  used  for  any  kind  of  hoisting 
or  pulling.    Capacity  300  pounds. 


Fig.  225.    Champion  Reversible  Builders'  Hoist,  with  sheave  to 

run  cage  elevator. 


Champion  Single  Drum  Builders'  Hoist. 


Fig.  225  illustrates  Reversible  Builders'  Hoist  which  is 
used  to  run  a  two-cage  elevator  or  any  kind  of  work 
where  two  lines  are  used  running  in  opposite  directions; 
also  the  sheave  is  used  for  any  kind  of  hoisting  or  pull- 
ing. Drum  and  sheave  work  independent  of  each  other 
if  necessary.    Capacity  -1,000  pounds. 

Champion  Builders'  Hoists  are  built  from  the  most  ap- 
proved and  modern  designs,  and  are  adapted  to  any 
kind  of  work  where  a  liigh-grade  Hoist  can  be  used. 


London  Concrete  Machinery  Co.,  Ltd.,  Dept.  7,  London,  Ont. 


World's  Largest  Manufacturers  of  Concrete  Machinery 


R.  R.  Power,  Halifax,  N.S.  Rene  Talbot,  Quebec,  Que. 

The  Foss  &  Hill  Machinery  Company,  Montreal,  Que. 
The  General  Supply  Company  of  Canada.  Ottawa.  Ont. 


AGENCIES 

The  General  Supply  Company  of  Canada.  Toronto,  Ont. 
The  General  Supply  Company  of  Canada.  Winnipeg,  Man. 
The  B.  C.  Equipment  Company,  Vancouver,  B.C. 
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Hydraulic  Machinery 

We  design  and  build  water  wheels,  of  all  sizes  and  types,  either  reaction  . 
or  impulse,  according  to  the  conditions  of  the  proposition,  and  we  are  in  an 
unrivalled  position  to  furnish  HYDRO  ELECTRIC  POWER  PLANTS 
complete  in  every  detail.    From  a  given  head  and  volume  of  water,  we 
are  prepared  to  guarantee  a  definite  electrical  output. 

Included  in  the  accessory  hydraulic  machinery  which  we  build  are  Oil 
Pressure  Governors,  Pressure  Regulators,  Relief  Valves,  Hydraulic  Gate 
Valves  and  Butterfly  Valves. 


Ilorizonlalcast  iron  spiral  casintf,  single  dlschartie  Turl)inc, 
1000  h. p.,  250  r.p.m.,  261  ft.,  driving  eight  pulp  grinders.  Higli  pressure  casing  spiral  Turbine,  single  disc  harge, 

single  runner,  2,700  h.p.,  600  r.p.m.,  310  It. 


CANADIAN  ALLIS-CHALMERS  LIMITED 

cad  Oflicp:  Toronto.    Sales  Offices:  Montreal,  Halifax,  Sydney,  Ottawa,   {'olialt,   South    Porcupine,    London,    Winnipeg,    Calgary,  Edmonton. 

Nelson  and  \'.'incouver. 


I 
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Tapping  Machines 
Corporation  and  Curb  Cocks 
Service  Clamps  and  Service  Boxes 
Lead  Flange  Work,  Goose  Necks,  Etc. 

Why  not  put  the  best  of  the  best  into  the  service  of  your  municipality? 
Mueller  water  works  and  gas  goods  come  to  you  fully  warranted, 
and  with  the  added  recommendation  of  having  been  successfully  per- 
forming the  service  for  which  they  were  intended  for  over  60  years. 
Write  and  tell  us  what  you  want  to  know  in  relation  to  Mueller 
goods  and  our  representative  will  call  upon  you  personally,  armed 
with  facts. 

H.  MUELLER  MFG.  CO.,  LIMITED 

SARNIA         -  CANADA 


The  BEST  Results  in  Painting 

are  obtained  from 

Special   Paints  made  Specially  to  meet   Special  Conditions 

A  Paint  made  to  give  the  best  possible  results  on  ALL  kinds  of  surfaces 
cannot  (the  fact  is  self  evident)  give  the  same  protection  that  a  paint 
made  specially  to  protect  ONE  special  surface  will  give. 

SPECIAL   PAINTS  ARE  OUR  SPECIALTY 

If  You  Contemplate  the  Painting  of : 

BRIDGES  STRUCTURAL  STEEL  TANKS 

BUILDINGS  STACKS  and  BOILERS  PENSTOCKS 

GAS  HOLDERS  ROOFS  (metal  or  canvas)  PIPING 

STEEL  CARS  GRAIN  ELEVATORS  TROLLEY  POLES 

We  shall  be  glad  to  tell  you  of  these  Special  Coatings 
They  will  REDUCE  YOUR  MAINTENANCE  COST 

DOMINION  PAINT  WORKS,  LIMITED 

Montreal  WALKERVILLE,  ONT.  Winnipeg 

Toronto  Made  in  U.  S.  A.  by  DETROIT  GRAPHITE  CO.  Detroit,  Mich.  Vancouver 
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Why  Not  Make  the  Roof  as  Permanent 

as  the  Walls  ? 


^^^^^  ' '  1'  '1 

When  you  build — make  it  proof  against  time  and  the  elements.  Make 
the  Building'  a  real  investment,  not  an  expense. 

The  cost  of  two  poor  roofs  tp-day  is  more  than  one  real  roof. 

What  will  your  renewal  cost  in  a  few  years?  Probably  as  much  as  a  per- 
manent roof  now. 

Don't  use  perishable  materials  for  buildings;  we  need  them  for  other  pur- 
poses. 

Your  artistic  sense  need  not  suffer — ("Asbestoslate"  is  made  in  colors  and 
shapes  to  suit  most  people).  Just  as  the  picturesque  thatched  roof  had  to  be 
discarded  for  practical  reasons,  so  must  you  discard  the  inflammable  make- 
shift of  to-day. 

Be  consistent  about  "making  the  world  safe  for  coming  generations"  by 
carrying  out  the  idea  in  all  your  operations. 

"Asbestoslate"  shingles  will  protect  your  property  so  that  your  grand- 
children can  use  it. 

Don't  be  selfish — There  is  no  law  against  "laying  up  treasures"  for  others. 

Asbestos  Building  Lumber  will  fireproof  the  exterior. 

"Linabestos"  Building  Lumber  will  fireproof  the  interior. 

For  Old  or  New  Buildings 

Contractors  can  build  up  a  good  business  by  using  and  recommending 
these  meritorious  materials. 

Are  you  a  "Micawber,"  waiting  for  something  to  turn  up?  Better  go  after 
it — we  can  help  you. 

Write  us  now  for  samples  and  particulars. 

PRESIDENT  WILSON,  U.S.A.,  on  June  26,  1917, 
wrote  to  the  National  Board  of  Underwriters:  "Pre- 
ventable fire  is  more  than  a  private  misfortune;  it  is  a 
public  derelection.  At  a  time  like  this  of  emergency 
and  of  manifest  necessity  for  the  conservation  of  na- 
tional resources,  it  is  more  than  ever  a  matter  of  deep 
and  pressing  consequence  that  every  means  should  be 
taken  to  prevent  this  evil. 

Asbestos  Manufacturing  Company 

809  Drummond  Building 
MONTREAL,  Que. 


16 


THE   CONTRACT  RECORD 


April  10,  1918 


For  the  "Night  Shift'^ 

m  CARBIC  UGHT 

Building  has  commenced  again,  and  the  same  question  has  arisen — ^ 
What  Hghting  system  shall  I  use?  There  is  only  one  PERFECT 
SYSTEM  of  lighting  for  the  SHIPYARD,  INDUSTRIAL  PLANT, 
OR  OFFICE  BUILDING  which  you  are  about  to  build. 

By  using  the  CARBIC  SYSTEM  of  flare  Hghts  you  do  away  with  all 
wiring,  the  CARBIC  being  portable.  You  save  time  through  no 
short  circuits  being  possible,  and  no  fuses  to  be  blown  out.  Then, 
again,  the  lights  being  portable,  you  can  direct  your  light  to  any  par- 
ticular spot  within  a  minute. 

Absolutely  no  delay  other  than  re-charging  once  a  day. 


The  value  of  the  flare  light  for  any  of  the  building  trades  has  been 
proven  many  times  over.  Take  the  light  on  your  work  for  a  week  and 
TRY  IT— FREE.  The  fact  that  the  Carbic  light  was  used  on  all  the 
big  military  camps  (Borden,  Mohawk,  Valcartier,  Leaside,  Armour 
Heights,  Beamsville),  and  is  now  being  used  in  the  reconstruction  of 
Halifax,  is  quite  sufficient  to  mark  it  as  a  reliable  light. 

DO  IT  BY  NIGHT— IT'S  CHEAPER 

It's  as  satisfactory  as  if  it  was  done  by  day. 

Let  the  CARBIC  LIGHT  prove  its  worth  at  our  expense.  As  many 
lights  as  required  for  a  thorough  test  are  ready  to  be  shipped  to  your 
work  —  ABSOLUTELY  FREE  of  all  costs.  This  means  we  pay 
express  or  freight  charges  and  ship  CARBIC  CAKES  sufficient  for  the 
trial. 

Catalogues  to  those  interested. 

W.  L.  FOSTER 

333  Adelaide  St.  W.       -       -  TORONTO 

KELLY,  POWELL,  LIMITED,  WINNIPEG,  MAN. 
MUSSENS,  LIMITED,  MONTREAL,  QUE. 
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BATE,  McMAHON  &  CO. 

T.C.  BATE  E.  McMAHON 

R.  S.  LOW  Manager 

CONTRACTORS 

We  do 

Drainage,  Sewer  and  Water  Supply  Installation 

Earth  and  Rock  Excavation 

Road  and  Street  Paving 

Concrete  Bridges  of  all  types 

Cement-Gun  Works  (guniting) 

Scientific,  Economical  Concrete  Construction 

Reinforced  Concrete  Work  of  all  kinds 

Railroad  and  Street  Railway  Construction 

We  have  built 

Camp  Hoare  for  Imperial  Munition  Board 
Camp  Mohawk,  Deseronto,  for  Imperial  Munition  Board 
Camp  Rathbun  Farm,  Deseronto,  for  Imperial  Munition  Board 
Camp  Leaside,  Toronto,  for  Imperial  Munition. Board 
Camp  Armour  Heights,  Toronto  for  Imperial  Munition  Board 
Long  Branch,  Ontario,  for  Imperial  Munition  Board 
Valcartier  Camp,  Quebec,  for  Dominion  Goverment 
Camp  Hughes,  Sewell,  Man.,  for  Dominion  Government 
Sarcee  Camp,  Calgary,  for  Dominion  Government 
Camp  Borden,  Ontario,  for  the  Dominion  Government 
Connaught  Rifle  Range,  under  construction 
Barracks,  North  Common,  Halifax,  under  construction 
Administration  Offices,  Halifax  Relief  Commission 
Ten  military  type  apartment  houses,  Halifax 
And  sewers,  waterworks,  paving,  bridges,  concrete  con- 
struction, railroads,  and  engineering-contracting  of 
all  kinds.     Proposals  and  estimates  upon  request. 

HEAD   OFFICE:— CENTRAL   CHAMBERS,  OTTAWA 


'1 
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A  complete  range  from  10  gauge  to  26 
gauge,  for  immediate  shipment. 


Small  Angles 

From  y4'  X  ^"  x  ^"  to  2"  x  2"  x 
J4  "  in  all  sizes,  thicknesses  and 
lengths. 

Steel  Plates 

All  sizes  from  3/16"  to  1"  thick,  in  stock 
now. 


We  have  a  large  stock  of  BOILER  TUBES  of  all  sizes  for  immediate  shipment. 

Wrife  io  our  WAREHOUSE  DEPT,  regarding  your  needs. 

Reinforcing  Bars  for  Concrete 

'  Shipment  from  Mill  or  Stock 

We  design  and  fabricate  all  kinds  of  structural  steel,  and  carry  at  all  times  a  large  stock  of  Beams,  Chan- 
nels, Broad  Flange  Beams,  Plates  and  Angles,  Rivets,  Bolts,  Shafting,  Transmission  Machinery,  etc.,  besides 
those  mentioned  above — ready  for  immediate  shipment. 

We  have  a  monthly  stock  list  that  should  be  on  your  desk.   Ask  for  it. 


Manitoba  Bridge  &  Iron  Works,  Ltd. 

Winnipeg       •  Manitoba 


QplilSljy-Lupton  Steel  Sash 


When  so  many  of  the  large,  modern  Factory 
buildings  are  built  with  Ormsby-Lupton  Steel 
Sash  that  in  itself  is  a  strong  proof  of  its  superior 
merits. 

Practical  men,  contractors  and  architects,  are 
quick  to  see  the  strength  and  lasting  qualities  in 
the  simple  construction  of  Ormsby-Lupton  Sash. 
The  one-piece  members  are  easily  protected  from 


rust.    The  sash  strengthens  under  wind-pressure 
and  provides  ample  resistance  to  suction. 
The  vents,  while  free-working  and  easily  oper- 
ated, have  a  double  weathering  that  keeps  out 
wind,  dust  and  rain. 

We  will  gladly  send  blue  print  and  full  informa- 
tion to  anyone  interested  in  factory  building. 

^  The  A.B.ORMSBY CO., Ltd. 

TORONTO 

Associated  with  the  Metal  Shingle  &  Siding  Company, 
Limited. 

AGENTS: 
F.  A.  Gilli.s  Co.,  Ltd.,  Halifax,  N.S. 
M.  J.  Skelly,  Ottawa,  Ont. 
D.  A.  Cunimin8;s,  Brockville. 
.A.  T.  C'haniher.s,  Vancouver. 

FACTORIES  AT; 
Frcston  Montreal  Toronto 

Saskatoon  Winnipeg  Calgary 
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The  Gambling  Element  in  Letting  Gontracts 

AT  a  meeting"  of  the  Massachusetts  Highway  As- 
sociation, recently  held,  the  following-  resolu- 
tions were  passed  scoring-  collusive  bidding: 
Resolved,  That  in  the  opinion  of  this  asso- 
ciation, -when  in  competitive  bids  any  item  is  offered  at 
manifestly  less  than  its  actual  cost,  such  bid  should  be 
rejected  as  "unbalanced,"  unfair,  and  against  the  inter- 
est of  the  municipality. 

Resolved,  That  in  the  opinion  of  this  association, 
when  the  same  person,  or  persons,  are  interested  in  two 
or  more  bids  made  in  different  names,  in  competition 
for  the  same  work,  all  of  such  bids  should  be  rejected 
as  collusive  and  against  the  interests  of  the  munici- 
pality. 

In  the  discussion  it  was  shown  that  in  the  city  of 
Chicago  a  few  years  ago  a  contractor  bid  one  cent  per 
square  yard  for  concrete  foundation  costing-  about  80 
cents  per  square  yard  and  bid  an  exorbitant  price  for 
asphalt  pavement  surface.  Comparatively  little  con- 
crete foundation  was  laid,  and  the  acceptance  of  this 
unbalanced  bid  cost  the  city  of  Chicago  hundreds  of 
thousands  of  dollars  more  than  would  hax  e  been  the 


cost  if  the  next  fairly  balanced  bid  had  been  accepted. 
Apparently  the  municipal  authorities  accepted  this  un- 
balanced tender  believing  that  they  were  securing  the 
(best  deal,  but  why  they  failed  to  analyze  the  cost  or 
Iwhy  the  relative  quantities  of  concrete  foundation  and 
asphaltic  surface  were  not  clearly  set  forth  are  matters 
that  might  have  been  ex])lained. 

Contractors  are  often  compelled  by  the  systems  in 
vogue  to  resort  to  such  practices  as  offering-  a  dollar 
article  for  99  cents,  and  reliable  contractors  have  very 
often  to  take  work  practically  at  cost  or  less  in  order 
to  secure  business  and  retain  their  organization.  There 
is  no  question  that  the  calling  for  lump  sum  competi- 
tive prices  and  the  final  acceptance  of  ai)parently  the 
lowest  price  which,  in  a  large  percentage  of  cases,  is 
absurdly  unbalanced,  is  very  poor  business  on  the  part 
of  the  owii£rs.  A  much  better  way,  both  for  the  owner 
and  the  contractor,  and  a  way  to  promote  clean  compe- 
tition, is  to  let  work  on  a  guaranteed  cost  and  percent- 
age basis  or  a  lump  sum  representing-  the  contractor's 
profit.  If  this  system  were  universally  employed,  con- 
tracts would  then  be  awarded  on  the  merit  of  the  com- 
petitors, and  their  ability  to  do  work  more  economically 
and  better  than  others  would  be  the  basis  of  letting  the 
work. 


The  Gontractor's  Opportunity  to  Aid  in 
Production 

THE  following  letter  from  Mr.  J.  P.  Anglin,  presi- 
dent of  the  Montreal  Builders'  Exchange, 
throws  a  little  more  light  on  the  matter  of  great- 
er production  by  utilizing  contractors'  organiza- 
tions introduced  in  a  recent  issue  of  the  Contract 
Record.  Any  contractor  who  feels  that  he  can  help  in 
this  splendid  work  is  urged  to  get  in  touch  with  his 
nearest  exchange.  Mr.  Anglin's  letter  reads: 
Editor  Contract  Record: 

I  have  been  personally  working  on  this  project, 
without  any  let-up,  for  over  six  weeks,  and  it  looks  as 
though  it  would  develop  into  one  of  the  largest  wheat- 
growing  plans  that  has  yet  been  attempted.  Its  suc- 
cess seems  assured,  providing  we  can  get  on  the  ground 
early  enough  this  year  to  break  it  for  the  crop  next 
year.  The  question  of  financing  this  great  project  is 
now  being  seriously  considered,  and  if  this  can  be  ar- 
ranged there  is  absolutely  no  doubt  of  its  success. 

I  thought  that  I  should  write  you  in  case  any  con- 
tractors who  might  see  the  article  would  be  sufficiently 
interested  in  the  g"ame  to  wish  to  g"et  in  on  the  ground 
floor  and  develop  a  number  of  sections  on  their  own  ac- 
count. In  order  to  guarantee  the  contractor  against 
loss  all  contractors  going  in  should  work  on  the  co- 
operative basis,  so  that,  should  crops  fail  in  a  few  sec- 
tions, the  loss  would  be  distributed  over  all  of  the  con- 
tractors, and  in  this  way  no  one  could  lose  and  yet 
everyone  would  be  assured  of  large  profits. 

In  order  that  the  contractors  may  seriously  con- 
sider the  amount  of  acreage  they  could  develop.  I  am 
giving  you.  a  few  figures  regarding  definite  area.  The 
smallest  unit  which  could  be  undertaken  profitablv  by 
one  contractor  would  be  4,000  acres.  Of  the  4,000  acres 
the  contractor  should  crop  3,000  acres  in  1919  and 
about  2,500  acres  annually  thereafter.  The  reason  for 
fixing  the  smallest  unit  at  this  size  is  that  one  thresh- 
ing machine  will  take  care  of  this  area,  and  the  con- 
tractor can,  therefore,  be  independent  of  outside  thresh- 
ing concerns. 

.\ny  contractor  who  would  care  to  seriouslv  con- 
sider going  into  this  project  and  operating  one  or  more 
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such  units  as  outHned  above  should  at  once  link  up 
with  the  nearest  builders'  exchange  or  write  direct  to 
the  Montreal  Builders'  Exchange,  Drummond  Build- 
ing, Montreal.  I  might  say.  that  I  have  already  re- 
ceu'ed  some  verv  encouraging  letters  from  construction 
men  in  diflferent'parts  of  the  country,  and  there  is  every 
indication  that  those  of  us  who  have  been  forced  to  stay 
at  home,  because  of  circumstances,  will  be  able  to  do 
our  bit  in  helping  to  win  the  war  and  to  avert  a  famine 
in  many  parts  of  the  world. 

Yours  very  truly, 

J.  P.  Anglin. 


G.  S.  G.  E.  Meeting  in  Montreal 

THE  Gzowski  medal,  awarded  by  the  Council  of 
the  Canadian  Society  of  Civil  Engineers  to  Mr. 
W.  F.  Tye,  past  president,  for  his  paper  ori 
"Canada's  Railway  Problem  and  Its  Solution, " 
was  presented  to  that  gentleman  at  a  meeting  of  the 
societv  at  Montreal,  on  March  28. 

Sir  John  Kennedy,  in  making  the  presentation, 
stated  that  Mr.  Tye  had  written  a  masterly  paper  on  a 
subject  with  which,  as  a  railway  engineer,  he  was  fully 
qualified  to  deal.  Mr.  Tye  had  conferred  distinction  on 
himself  and  on  the  society  in  making  this  contribution. 

Mr.  Tye  expressed  his  thanks  to  Sir  John  for  his 
kind  remarks  and  to  the  society  for  the  honor  conferred 
on  himself.  He  certainly  had  not  expected  it,  and  ap- 
preciated the  recognition  of  the  society. 

Mr.  Eraser  S.  Keith,  the  secretary,  stated  that  he 
was  continually  receiving  applications  for  the  paper 
from  all  classes  of  the  community. 

The  convention  at  Toronto  was  referred  to  by  Mr. 
H.  R.  Safford,  chief  engineer  of  the  Grand  Trunk  Rail- 
way, who  remarked  that  it  was  an  epoch  in  the  rela- 
tions of  the  engineers  of  Canada  to  the  public,  by  the 
discussion  of  public  problems,  and  by  giving  the  bene- 
fit of  such  deliberations  to  the  country.  This  was  the 
best  meeting  the  society  ever  held.  Mr.  Saf¥ord  made 
particular  allusion  to  the  many  valuable  papers  pre- 
sented and  to  the  discussions  which  followed. 

Mr.  Eraser  S.  Keith  read  a  summary  of  the  papers 
at  the  convention  and  of  the  many  suggestions  for  the 
amelioration  of  the  fuel  situation. 

Mr.  Walter  Erancis,  who  presided,  then  reported 
progress  in  connection  with  the  Montreal  branch-  He 
stated  that  .some  committees  had  been  appointed  and 
steps  taken  for  the  formation  of  various  sections.  In 
co-operation  with  the  Quebec  branch,  it  was  proposed 
to  take  immediate  measures  for  the  formation  of  a 
Quebec  division.  Mr.  Francis  then  alluded  to  certain 
difficulties  which  had  arisen  in  reference  to  the  Quebec 
Act  of  the  society,  and  which  were  engaging  the  atten- 
tion of  the  committee.  He  also  alluded  to  the  recent 
act  passed  by  the  Quebec  Legislature,  which  was  in 
no  way  promoted  by  the  society,  for  enforcing  penalties 
against  civil  engineers  illegally  practising;  and  also  to 
the  clause  under  which  civil  engineers,  not  being  mem- 
bers of  the  society  were  allowed  to  practise  provided 
that  they  had  been  in  practise  for  four  years  prior  to 
December  1,  1917.  The  committee  were  taking  certain 
steps  to  overcome  the  difficulties  which  had  arisen,  and 
to  make  rectifications  in  the  Quebec  Act  of  the  society. 

<  Sir  John  Kennedy  advised  the  committee  to  proceed 
with  caution. 

Mr.  Francis  said  there  was  an  undoubted  general 
feeling  in  favor  of  engineers  being  protected  by  legis- 
lation. Some  action  had  already  been  taken  by  the 
council. 

Replying  to  Mr.  A.  D.  Swan,  Mr.  Erancis  staled 


that  they  were  advised  that  such  matters  came  within 
the  provincial  domain  and  were  not  subjects  for  federal 
legislation. 


Building  Superintendence  in  War  Time  {■ 

By  Charles  Taylor 

AT  no  time  in  the  history  of  the  trade,  owing  to 
the  war  and  general  upset  in  things,  has  the  ,| 
occasion  called  for  more  resourcefulness  or  \ 
latent  ability  on  the  part  of  superintendents 
and  manag'ers  of  construction.  The  fact  cannot  be 
disputed  that  our  best  men  have  gone  into  the  war, 
those  who  would  have  taken  the  lead  and  those  who 
were  the  most  active  and  alert.  A  class  of  workers 
are  on  the  market  who  would  have  been  at  a  discount 
before  these  war  conditions.  It  has  remained  for  the 
unfortunate  inanager  to  have  to  deal  with  this  class 
largely.  The  first-class  mechanics,  as  before  stated, 
if  they  have  not  gone  into  the  army,  have,  at  any  rate, 
disappeared  from  sight.  These  men,  in  most  cases, 
had  learned  their  trades  in  the  old  land  thoroughly,  ■ 
and  it  is  rather  to  be  deplored  that  while  the  unions  . 
have  been  so  busy  arranging  hours  of  labor,  wages, 
disputes,  etc.,  little  was  ever  done  to  keep  the  supply 
efficient,  and  if  it  had  not  been  for  the  efforts  of  public 
spirited  men  who  have  advocated  trade  and  technical 
schools  we  would  be  worse  off  than  ever. 

Incompetent  Bobsters 
We  often  hear  the  remark,  in  referring  to  the  short- 
age of  skilled  men :  "You  can  get  the  men  if  you  pay 
the  price."    I  venture  to  submit  this  is  false;  the  men 
you  would  get  if  you  pay  the  price  are  the  class  I  have 
mentioned  before — incompetent   boosters,  men  who 
have  by  the  situation  named  acquired  cheek.  Under 
the  above  conditions — and  the  writer  is  speaking  from 
long  experience — it  has  been  impossible  to  make  any 
money,  and  money  has  been  lost  on  nearly  every  job 
taken  by  contract,  which  was  estimated  even  on  a  good 
chance  of  profit,  and  away  ahead  of  previous  prices- 
We  all  know  lots  of  things  have  entered  in  to  make 
the  costs  higher — materials,  delivery,  etc. — but  I  am 
dealing  with  labor  at  this  time  only.   Well,  the  reader 
will  say  after  this  apparently  pessimistic  arraignment 
of  the  above  undisputed  facts,  what  are  we  to  do  or 
what  do  you  propose  as  solution.    It  is  no  doi>bt  true 
that  in  the  past  some  managers  have  had  a  too  easy 
time — that  is,  the  hard-worked,  trustworthy  under- 
foremen  and  superintendents  have,  like  the  sergeants 
in  the  British  army,  been  the  backbone  of  the  concern, 
in  the  sense  of  pushing  the  work  and  taking  the  brunt 
of  the  responsibility.    That  time  is  gone,  and  it  is  now 
up  to  the  managers,  etc.,  to  get  out  and  hustle  them- 
selves, and  to  scheme  ways  and  means  to  assimilate 
the  conditions.    The  manager  has  found  out  he  has 
got  to  really  manage,  not  delegate  it  to  others ;  also 
that  more  time  has  to  be  spent  in  detail  and  arranging 
the  several  kinds  of  work.    Do  the  thinking;  have  a 
pattern  or  plan  of  every  man's  work.    Do  not  spare 
yourself;  scatter  your  brains  everywhere;  leave  noth- 
ing to  chance;  forget  you  ever  had  understudies  to  do 
your  work ;  work  harder  than  ever,  then  watch  the 
results. 

General  Superintendent,  Raymond  Construction 

Company,  Limited. 


A  memorial  tablet  to  the  late  Professor  C.  H-  Mac- 
Leod, for  so  many  years  secretary  of  the  Canadian  So- 
ciety of  Civil  Engineers,  has  been  placed  in  the  lobby 
of  the  society's  headquarters,  Mansfield  Street,  Mont- 
real. 
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General  view  of  Li  Loutre  dam— Nov.  5,  1917. 


The  Construction  of  La  Loutre  Dam 

Transportation  Presents  Big  DiflScuIty — Electric  Operation  of  Plant 
Saves  Fuel  Haulage— Storage  Capacity  160,000,000,000  Cubic  Feet 

  By  J.  B.  D'Aeth*  


IN  1912  the  Government  of  the  Province  of  Quebec 
formed  the  Quebec  Streams  Commission,  one  of 
its  purposes  being  that  of  investigating-  the  re- 
quirements and  building  such  works  as  would  con- 
serve the  water-power  of  the  province. 

The  first  investigation  carried  out  by  the  commis- 
sion was  for  the  La  Loutre  storage,  on  the  St.  Maurice 
River.  This  river  has  at  its  source  a  large  number  of 
lakes,  lying  near  the  height  of  land  which  divides  the 
St.  Lawrence  watershed  from  that  of  the  Hudson  Bay. 
At  the  lower  end  of  the  river  there  are  several  large 
factories  and  hydro-electric  plants,  chief  of  which  are 
the  Shawinigan  Water  and  Power  Company,  the  Laur- 
entide  Company,  Ltd.,  the  Brown  Corporation,  the 
Wayagamack  Pulp  and  Paper  Company,  the  Belgo 
Canadian  Pulp  and  Paper  Company,  the  Aluminum 
Company,  etc.  The  importance  of  conserving  the 
waste  waters  of  this  river  can,  therefore,  be  readily 
understood. 

In  the  spring  of  1915  all  the  investigations  and 
plans  were  completed  for  the  construction  of  a  solid 
gravity  dam,  to  be  built  on  a  site  about  two  miles  and 
a  half  above  the  La  Loutre  Rapids  and  at  the  lower 
end  of  the  lakes. 

Tenders  were  called  for  in  July,  and  the  contract 
was  awarded  to  the  St.  Maurice  Construction  Com- 
pany, Ltd.,  who  agreed  to  complete  the  job  by  January 
1,  1918,  and  to  accept  thirty-year  Province  of  Quebec 
bonds  in  payment  for  their  work.  Eraser  Brace  &  Co. 
acted  as  supervising  engineers. 

It  was  generally  recognized  by  those  familiar  with 
the  location  that  transportation  would  be  the  chief  and 
most  difficult  problem  to  solve.  As  will  be  noted  from 
the  accompanying  plan,  the  dam  is  situated  about  50 
miles  north  from  the  Transcontinental  Railway  and  in 
a  fairly  rough  country.  The  contractors  employed  a 
double  system  of  water  and  railway  transportation. 
Erom  the  Transcontinental  Railway  at  Sanmaur,  about 
one  mile  below  the  junction  of  the  Manouan  and  St. 
Maurice  Rivers,  the  company  laid  a  siding  to  the  river. 
A  small  station  was  built,  a  yard  cleared,  and  camps, 
storehouse,  and  wharf  constructed.  Here  the  cars 
were  taken  direct  to  the  water-front,  where  they  were 
generally  unloaded  into  skip  boxes,  which  were  han- 
dled by  a  derrick  and  placed  on  scows.  The  scows 
were  then  towed  32  miles  up  the  river  to  Chaudiere  by 
means  of  light-draft  tugs. 

*  Engineer,  Quebec  Streams  Commission. 


Erom  Chaudiere  to  the  dam,  a  distance  of  20  miles, 
a  standard  gauge  railway  was  built.  At  Chaudiere  a 
wharf,  storehouse,  and  camps  were  constructed,  the 
goods  were  transferred  and  loaded  on  cars  by  means  of 
a  derrick,  and  taken  to  the  dam  site  on  the  railway. 

In  the  water  transportation  many  difficulties  were 
encountered.  The  channel  had  to  be  properly  buoyed, 
rocks  blasted,  suitable  scows  and  tugs  secured  for 
navigating  in  shallow  water,  and  a  quick  and  reliable 
method  obtained  for  hauling  the  loaded  scows  up  the 
Nine  Mile  Rapids. 

It  was  found  that  the  type  of  boat  best  adapted  for 
this  class  of  work  was  a  shallow  draft,  stern  paddle- 
wheel  steam  tug.  These  boats  did  not  draw  more  than 


two  and  a  half  to  three  feet  when  loaded.  The  scows, 
which  were  towed  two  or  three  at  a  time,  were  be- 
tween 60  and  80  feet  long,  and  with  a  beam  of  from  12 
to  14  feet.  They  were  steered  by  means  of  a  long 
sweep  rudder,  operated  by  a  pilot  on  board. 


At  the 


Nine  Mile  Rapids  an  alligator  steam  tug  was  employed 
to  pull  the  scows  up  the  swift  current,  while  the  tugs 
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went  up  light.  The  company  had  a  fleet  of  31  boats, 
consisting-  of  2  stern  paddle-wheelers,  1  alligator  tug, 
1  heavy  duty  gasoline  tug,  1  twin  screw  steam  tug,  6 
gasoline  boats,  and  20  scows. 

The  construction  of  the  20-mile  standard  gauge 
railway  between  Chaudiere  and  the  dam  site  was  com- 
menced in  the  fall  of  1915  and  completed  during  Au- 
gust of  the  following  year.  For  operating  this  railway 
and  for  g-eneral  use  about  the  dam  the  company  em- 
ployed two  40-ton  dinkeys,  two  of  27  tons,  and  two  of 
25  tons.  26  flat  cai-s,  two  box  cars,  two  5,000-gallon  oil 
cars,  35  six-yard  dump  cars,  and  a  gasoline  speeder. 
In  order  to  avoid  forest  fires  as  much  as  possible  oil 
was  burned  in  the  locomotives  instead  of  coal  during 
the  summer. 

To  save  the  heavy  transportation  of  coal,  the  entire 
plant  at  the  dam  site  was  operated  electrically.    A  700 


Showing  location  of  construction  camps  and  general  plan  of  dam. 

k\v.  hydro-electric  station  was  built  at  La  Loutre 
Ra])ids.  The  plant  was  designed  to  operate  untier  a 
15-foot  head,  and  consists  of  two  units.  The  turbines 
are  of  the  wicket-gate  type,  and  were  supplied  by  S. 
Morgan  Smith.  The  generators  are  of  350  kw.  capa- 
city, three-phase,  60,  cycles,  2,300  volts,  and  were  sup- 
plied by  the  Westinghouse  Company.  A  two-circuit 
transmission  line,  two  miles  in  length,  connect  the 
plant  to  the  dam  site,  where  the  voltage  is  stepped 
d(jvvn  to  the  requirements  of  the  various  motors,  ere. 

At  the  dam  site  there  was  a  good  general  arrange- 
ment of  the  plant.  A  quarry  was  located  high  on  the 
western  bank.  After  blasting,  the  stone  was  loaded  by 
a  No.  60  Marion  steam  shovel  into  side  dump  cars, 
which  were  hauled  up  an  incline  and  the  stones  dumped 
into  a  54  x  30  in.  Buchanan  jaw  crusher.  From  this  it 
passed  direct  to  a  No.  Telsmith  gyrotory  crusher, 
and  the  stones  were  then  conveyed  by  an  80-foot  link- 
belt  elevator  to  a  housed-in  storage  ])ile,  which  was 
rai.sed  sufficiently  tf)  permit  the  stones  to  flow  into  cars 
operated  on  the  gravity  system.  These  cars  worked 
on  double  tracks,  and  conveyed  the  stone  to  the  mixer 
plant,  where  it  was  deposited  into  bins  directly  above 
the  ■t'oncrete  mixers. 

A  high  quality  sand  was  found  along  the  railway, 
about  six  miles  from  the  dam.,  It  was  loaded  by  an- 
other No.  60  Marion  steam  shovel,  brought  direct  to 
the  mixer  |)lant  and  dcjx'sitcd  in  bins. 

A  cement  shed  40  x  2(X)  feet  long  stored  reincnt  at 


the  dam  and  a  smaller  reserve  shed  was  kept  fille-d  at 
Chaudiere. 

During  the  winter  1915-16  approximately  three  and 
a  half  million  b.m.  of  logs  were  cut  in  the  vicinity  of 
the  dam.  They  were  used  for  trestles  cribs,  coffer- 
dams, and  lumber.  For  the  latter  purpose  a  fully 
equipped  50  h.p.  sawmill  was  erected,  with  a  carpenter 
shop  adjoining-. 

A  ver}'  complete  machine  and  blacksmith  shop  was 
installed,  in  Avhich  almost  any  repairs  could  be  made. 
The  installation  included  three  forges,  two  lathes,  a 
drill  press,  pipe-cutting  and  threading  machines,  etc. 
An  IngersoU-Rand  air  compressor,  with  a  capacity  of 
1,100  cubic  feet  per  minute,  working  at  110-pound  pres- 
sure, and  driven  by  200  h.p.  motor,  supplied  air  to  the 
rock  drills  and  cable-way  engine.  All  the  derrick  en- 
gines, pumps,  and  concrete  mixers  were  driven  electri- 
cally. A  storehouse  40  x  150,  divided  into  hardware 
and  grocery,  supplied  the  urgent  needs  of  the  com- 
munity. A  post-of¥ice  was  also  run  in  conjunction  with 
it. 

As  will  be  seen  from  the  accompanying  plan,  an 
island  divides  the  river  in  two  channels.  The  general 
])lan  of  construction  was  to  prepare  the  east  channel 
foundation  and  bring  the  concrete  above  high-water 


Looking  west  along  the  sluice,  section  showing  the  ten  sluices  in  position, 
the  mixer  plant,  construction  trestle,  travelling  derricks 
and  crusher  plant  on  side  hill. 


level,  at  the  same  time  leaving  sufficient  openings  to 
carry  of¥  the  spring  floods,  and  in  1917  to  complete  the 
structure.  Accordingly,  in  the  early  summer  of  1916. 
two  coiTer-dams  were  thrown  across  the  east  channel 
and  that  portion  of  the  foundation  unwatered. 

Excavation  began  on  the  1st  of  August,  and  the 
first  concrete  was  j)laced  on  September  12.  and  was 
continued  to  the  1st  of  December,  when  it  was  stoi^ped 
for  the  winter,  with  a  total  of  7,400  cubic  yards  in 
place. 

The  normal  water  le\  el  of  the  rixer  was  at  eleva- 
tion 278  and  flood  level  at  285.  In  order  to  leave  suffi- 
cient openings  to  carry  ofT  a  heavy  spring  flood  five 
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sluices,  12  X  19  feet,  6  inches  high,  with  a  bottom  eleva- 
tion of  278,  and  a  temporary  spillway  1/8  feet  long,  at 
elevation  293.5,  were  provided.  Over  the  sluices  and  at 
the  island  the  concrete  was  brought  to  elevation  300, 
to  form  temi^orary  bulkhead  sections.  In  the  sluices 
grooves  were  left  to  permit  the  lowering  of  stop-logs  to 
regulate  the  flood  for  transportation  purposes  and  to 
accumulate  a  storage  for  use  upon  completion. 

In  the  fall  of  1916  the  construction  of  the  upper  and 
lower  main  channel  cofifer-datns  were  started.  The 
crib  work  and  sheeting  were  completed  by  December  1, 
and  filled  during  the  late  fall  and  winter. 

The  upper  coffer-dam  consists  of  a  crib  60  feet  wide, 
compactly  filled  with  rock,  which,  on  the  downstream 
face,  was  dumped  so  as  to  form  a  one-to-one  slope  from 
the  top.  The  sheeting  on  the  water  face, was  vertical, 
and  consisted  of  one  row  of  2-inch  planking,  with  an 
outer  sheeting  of  1-inch  lumber.  A  wide  strip  of  heavy 
canvas  was  nailed  to  the  bottom  of  the  sheeting  and 
allowed  to  rest  on  the  river  bed.  A  large  quantity  of 
toe  filling  was  then  deposited,  which  securely  held  it  in 
place.  This  temporary  dam  was  630  feet  long,  contain 
27,000  cubic  yards  of  filling,  and  withstood  a  head  of  43 
feet.  During  the  summer  the  water  rose  in  the  reser- 
voir to  elevation  298.6,  or  within  a  foot  and  a  half  of 
the  top.  The  water  thus  stored,  which  amounted  to 
nineteen  billion  cubic  feet,  is  being  used  to  regulate  the 
flowing-  during  the  winter. 

The  lower  cofifer  was  designed  for  a  head  of  28  feet. 
It  was  of  the  ordinary  rock-filled  crib  type,  having  a 


View  of  dam  from  eastern  bank,  east  channel.    Shows  pipes  carrying 
off  water  from  No.  1  east  channel  temporary  sluice. 

base  of  42  feet  and  step])ed  in  to  14  feet  at  the  top.  It 
was  450  feet  long,  with  ti  top  elevation  of  285. 

The  total  leak  from  both  cofi'er-dams  was  remark- 
ably small.  After  the  site  was  unwatered  a_  10-inch 
centrifugal  pump,  running  at  two-thirds  capacity,  han- 
dled the  entire  leak,  which  did  not  exceed  2,000  gallons 
per  minute. 

The  work  of  preparing  the  foundation  was  contin- 
ued all  winter.  Concreting  was  recommenced  on  the 
18th  of  April  and  carried  on  continuously  to  December 
8,  when  the  dam  was  finally  completed. 


Three  one-yard  mixers  were  used,  one  of  which  had 
its  concrete  deposited  by  a  si)OUting  system,  while  from 
the  others  the  concrete  run  into  side  dump  cars  or 
buckets  placed  on  small  flat  cars,  which  were  hauled 
l)y  horses  along  a  trestle  built  clear  of  the  down- 
stream face  of  the  dam.  Two  stiff-leg  derricks,  each 
mounted  on  two  standard-gauge  flat  cars,  travelling  on 
trestles  36  feet  apart,  handled  the  concrete  buckets. 
The  concrete  poured  into  the  dump  cars  was  deposited 


View  of  dam  from  eastern  end  of  construction  trestle. 


by  means  of  chutes  from  the  trestle,  which  was  at  ele- 
vation 294.  During  the  months  of  July  and  August  a 
maximum  of  15,000  cubic  yards  were  placed.  Plums  to 
the  extent  of  15j/2  per  cent,  were  embedded  in  the  con- 
crete. 

In  the.main  channel  of  the  river  there  are  10  sluices, 
having'  intake  openings  12  x  7^  feet  wide,  and  in- 
creased to  16  X  8j/2  feet  on  the  down-stream  face.  They 
are  lined  with  3/8-inch  steel  and  stiffened  with  6  x  3}^ 
X  3/8-in.  angles,  which  also  serve  to  hold  them  securely 
in  the  concrete.  The  tops  of  the  sluices  are  at  eleva- 
tion 278.  The  water  is  regulated  by  steel  gates  8  x  12)/j 
feet  high,  which  are  made  of  12-inch  I-beams,  covered 
with  a  3/8-inch  plate.  They  are  of  the  sliding  type, 
and  bear  against  two  12-inch  I's  emliedded  in  the  con- 
i:rete.  To  avoid  rusting,  the  bearing  is  made  of  babbit 
sliding  on  bronze.  The  gates  weigh  four  tons,  and  are 
connected  by  lifting  arms  to  machinery  situated  on  top 
of  the  dam  and  operated  by  hand-power. 

Originally  it  was  intended  to  have  one  8-ft.  log 
sluice,  but  it  was  later  decided  to  add  another  one  16  ft. 
wide.  The  former  can  be  adjusted  to  any  height  of 
v.'ater  between  elevations  295  and  325.  This  is  accom- 
'plished  by  means  of  an  80- ft.  steel  trough,  hinged  at 
one  end  to  the  upper  of  two  sliding  steel  gates,  which 
can  be  raised  or  lowered  by  means  of  machinery.  The 
lower  end  is  carried  on  wheels  working  on  a  track  em- 
bedded in  a  concrete  block  built  clear  of  the  down- 
stream face  of  the  dam.  and  is  free  to  mo\-e  in  a  hori- 
zontal direction. 

The  structural  steel  was  furnished  by  the  Phoenix 
Bridge  and  Ironworks,  Ltd.,  and  the  hoisting  machin- 
,ery  by  the  Jenckes  Machine  Company,  of  Sherbrooke. 

Concrete  block  houses,  with  wood  roofs  covered  by 
galvanized  iron,  and  supported  by  steel  trusses  and 
columns,  have  been  built  over  the  log  sluice  and  sluice 
gate  sections.   It  is  intended  to  heat  the  gate-house  by 
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electricity,  supplied  by  the  plant  at  La  Loutre  Rapids, 
which  has  been  taken  over  by  the  commission. 

The  dam  is  1,646  feet  long  and  contains  72,290  cubic 
yards  of  masonry.  For  purposes  of  description  it  may 
be  divided  into  three  sections.  The  spillway  has  a 
length  of  840  feet  and  a  crest  level  of  325.  Provision 
has  been  made  to  increase  this  to  328  by  flash  boards. 
The  bulkhead  and  suiceway  section  make  up  the  re- 
mainder, and  have  a  top  level  of  335.  The  sluice  sec- 
tion is  200  feet  in  length,  and  is  located  in  the  central 
portion  of  the  main  channel. 

Throughout  the  dam  rests  on  solid  Gneis  founda- 
tions, which  are  of  a  very  tight  character.  A  few  seams 
were  encountered  near  the  surface,  but  did  not  pene- 
trate to  any  great  depth.  The  lowest  elevation  found 
was  238.5,  which  gives  the  dam  a  maximum  height  of 
96>2  feet.  To  withstand  an  assumed  ice  pressure  of 
50,000  pounds  per  lineal  foot  it  was  heavily  reinforced 
on  the  water  face  with  1-inch  steel  bars  4  inches  on 
centres.  In  the  spillway  section,  1^-inch  dowel  bars 
9  feet  long,  and  spaced  2  feet  c.  to  c,  were  anchored 
three  feet  in  the  rock. 

Great  interest  has  been  aroused  by  this  dam  for  the 
following  reasons:  (1)  Its  remote  situation,  involving 
great  difficulties  in  transportation ;  (2)  that  if  was 
heavily  reinforced  on  its  pressure  face  to  withstand  an 
assumed  ice  pressure  of  50,000  pounds  per  lineal  foot ; 
and  (3)  the  size  of  the  reservoir  which  will  be  created. 
When  full,  it  will  contain  160,000,000,000  cubic  feet  of 
water,  being  about  double  that  impounded  by  the  As- 
souan Dam,  in  Egypt,  which  previously  held  the  re- 
cord.      '  '  '  »  : 

The  members  of  the  commission  who  recommended 
and  carried  out  the  project  are:  The  Hon.  S.  N.  Parent, 
chairman;  Mr.  W.  I.  Bishop  and  the  late  Mr.  Ernest 
Belanger,  commissioners,  and  Mr.  O.  Lefebvre,  chief 
engineer.  Mr.  J.  B.  D'Aeth  was  resident  engineer  for 
the  commission,  and  was  assisted  by  M.  H.  Massue. 

The  chief  members  of  the  St.  Maurice  Construction 
Company,  Ltd.,  are:  Messrs.  Julian  C.  Smith,  of  the 


Shawinigan  Water  and  Power  Company,  president ;  C 
E.  Eraser,  of  Eraser,  Brace  &  Co.,  managing  director 
J.  J.  McCarthy,  general  superintendent,  and  Charles, 
Luscombe,  resident  engineer. 
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The  "Faith"  Demonstrates  Concrete 
Shipbuilding  Possibilities 

LAST  August  the  San  Erancisco  Shipbuilding': 
Company  beg^an  the  construction  at  Redwood, 
California,  of  the  ways'of  a  reinforced. concrete 
ship,  comparable  in  size  to  the  modern  steelt|| 
freighters.  This  vessels  is  said  to  be  the  pioneer  of  5-^ 
similar  ships  to  be  built  within  18  months.  Its  disi 
placement  is  7,900  tons,  its  burden  5,500  tons,  and  ii 
will  be  equipped  with  engines  having  1,750  h.p.  The 
length  is  336  ft.,  the  depth  31  ft.,  and  the  beam  45  ft. 

It  had  been  the  intention,  of  the  builders  to  load  the 
vessel  with  ballast  and  make  an  experimental  sea  trip, 
but  this  plan  has  been  abandoned  because  the  launch- 
ing itself  is  now  regarded  as  constituting  a  sufficient 
test  of  strength.  The  vessel  was  launched  sideways, 
on  March  14,  about  six  weeks  after  the  first  concrete 
was  poured-  She  drew  less  than  9  ft.,  and  showed  no 
sign  of  cracks,  although  the  hull  had  been  subjected 
to  very  severe  strains. 

It  is  perhaps  not  saying  too  much  to  predict  a  com- 
plete revolution  in  shipbuilding  if  the  "Eaith,"  this 
pioneer  large  concrete  ship,  shall  prove  seaworthy  and 
durable.  Eew  engineers  skilled  in  reinforced  concrete 
design  have  ever  doubted  the  possibility  of  making  a 
successful  concrete  vessel  of  great  size,  so  far  as  mere 
strength  is  concerned.  Nor  have  many  engineers  ques- 
tioned the  economy  in  first  cost.  The  main  doubt  has 
been  as  to  the  durability  of  the  reinforcing  steel  under 
sea  water.  This  doubt  still  remains,  but  we  entertain 
no  doubt  that  the  steel  can  be  protected  by  water- 
proofing the  concrete. 


Reinforced  concrete  ship  '  Faith"  prior  to  launching. 
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Concrete  Highway  Bridge  Design  in  Ontario 

Highways  Department  Prepares  Typical  Plans 
and   Specifications   to  Insure   Safe  Structures 


OWING  to  the  non-uniformity  of  bridge  designs 
and  the  unwarranted  number  of  failures,  an 
amendment  to  the  Ontario  Municipal  Act  was 
passed  in  1916  making  it  compulsory  to  submit 
plans  of  any  bridge  exceeding  20  ft.  in  length  to  the  De- 
partment of  Highways  for  the  approval  of  their  engi- 
neers- The  Municipal  Amendment  Act,  Ontario  (6 
George  V.,  Chap.  39),  provides  as  follows: 

459.  (1)  Every  iron,  steel,  concrete  or  stone  bridge  con- 
structed by  the  corporation  of  a  county,  and  every  such 
bridge  exceeding  twenty  feet  (20)  clear  span  constructed  by 
the  corporation  of  a  township  shall  be  designed  and  built  in 
accordance  with  general  specifications  approved  by  the  De- 
partment of  Public  Highways. 

(2)  Plans  in  duplicate  for  any  such  bridges  may  be  sub- 
mitted by  the  council  of  .  any  county  or  township  to  the  De- 
partment of  Public  Highways,  and  if  they  are  found  to  be  in 
accordance  with  such  approved  general  specifications  the 
certificate  of  the  department  shall  be  attached,  and  one  of 
such  plans  shall  be  returned  to  the  clerk  of  such  county  or 
township. 

The  intention  of  the  legislation  is  primarily  to  stan- 
dardize the  strength  of  the  structures — but  not  par- 
ticularly the  design- — (since  any  method,  such  as  beam, 
truss,  arch,  or  suspension,  may  be  employed  so  long  as 
the  stress  can  be  statically  figured.  Prior  to  the  pas- 
sage of  the  amendment  many  municipalities  would  call 
for  competitive  designs,  along  with  prices  for  material, 
from  the  various  steel  companies  and  from  concerns 
interested  in  the  sale  of  some  particular  steel  bar  for 
reinforcing.  These  designs  were,  in  isolated  cases,  the 
work  of  some  inexperienced  and  incapable  draftsman, 
and  occasionally  companies  who  were  commercializing 
the  profession  were  prone  to  "skimp"  the  work  in  order 
to  secure  the  sale  of  their  material.  The  members  of  a 
municipal  council,  not  being  engineers,  could  hardly 


be  expected  to  check  up  the  figures,  and  generally  made 
the  mistake  of  accepting  the  lowest  tender,  without 
any  regard  to  the  strength  of  the  structure.  It  was 
supposed  that  the  plans  were  prepared  by  competent 
engineers  who  knew  their  business  and  who  were  com- 
pelled to  abide  by  certain  regulations  governing  the  de- 
sign. The  investigations  of  the  department  brought 
out  many  incidents,  such  as  the  failure  to  place  lateral 
braces  on  the  trusses  of  a  steel  bridge  to  provide  for 
any  side  shear,  and  the  using  of  too  light  a  section  to 
take  care  of  the  load.  Other  failures  were  traced 
directly  to  the  lack  of  proper  supervision.  In  order  to 
facilitate  the  operation  of  the  act  the  department  de- 
signed typical  plans  and  specifications  along  approved 
lines.  These  plans  and  specifications  are  for  the  guid- 
ance of  engineers  in  bridge  design,  and  typify  the  char- 
acter of  design  approved  of  by  the  de'partment  of  high- 
ways. 

Specifications  for  Concrete  Bridges 

Several  tables  and  interesting  sections  from  the 
general  specifications  of  concrete  highway  bridges  fol- 
low : 

The  general  type  of  concrete  bridge  shall  preferably  be 
as  follows,  but  it  is  understood  that  the  limiting  lengths  are 
not  absolute,  and  may  be  varied  as  occasion  permits: 

(1)  A  concrete  arch,  or  concrete  abutments  with  slab 
covering  for  spans  up  to  18  feet. 

(.2)  A  concrete  arch,  or  concrete  beam  bridge  for  spans 
from  18  feet  to  40  feet. 

(3)  A  concrete  arch  for  spans  exceeding  40  feet  in  length. 

(4)  All  parts  of  the  concrete  structure  shall  be  propor- 
tioned so  as  not  to  exceed  the  following  unit  stresses  in 
pounds  per  square  inch  for  stone  or  gravel  concrete: 

Extreme  fibres  of  beams  and  slabs  for  bending   G50 

Columns  whose  length  does  not  exceed  15  times  the 

least  width    500 

Hooped  columns,  whose  length   does  not  exceed  15 

times  the  least  width    650 
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Slicariiiy  stress  in  concrete    ^•'^ 

liond  tietvveen  plain  steel  and  concrete    ^'^ 

I'.ond  between  deformed  steel  and  concrete   

Tension  in  structural  steel   .-  10,000 

Hard  steel,  tension   ..30,000 

Reinforced  concrete  beams  and  slabs  will  be  designed  on 
the  assumption  that  compressive  stresses  vary  directly  as 
the  distance  from  the  neutral  axis.  No  allowance  will  be 
made  for  concrete  in  tension.  The  ratio  of  moduli  of  elas- 
ticity for  steel  and  concrete  will  be  assumed  as  1.5.  All  cal- 
culations \vill  be  based  on  concrete  having  a  crushing 
strength  of  2.000  pounds  per  square  inch  in  28  days. 

Classification 

I'.ridges  will  be  classihed  according  to  loading  as  follows; 
Class  A — Bridges  suitable  for  main  county  roads. 
Class  B — Bridges  suitable  for  light  country  traffic. 
Class  C — Bridges  suitable  for  heavy  and  concentrated 
traffic. 

Uniform  live  load.    Concentrated         Floor  load. 
Ivbs.  per  sq.  ft.  live  load.  Pounds. 

C  lass  .\   100  15  tons  :!,000 

Class  B    100  10    "  3,000 

Class  C   13.5  20    "  4,000 

Proportions  of  Gravel,  Sand,  and  Cement 

The  proportions  of  materials  to  be  used  in  mixing  "fine" 
concrete  shall  be  by  measure,  loose,  and,  'unless  otherwise 
directed  by  tlie  engineer,  sliall  be  as  follows: 

Gravel  Concrete 

(a)  Abutments,  piers,  and  wing  walls:  One  part  of  cement 
to  six  parts  of  gravel. 

(b)  Arches  from  the  springing  line,  floor  slabs,  beams, 
and  cf)lumns:  One  part  cement  to  five  parts  gravel. 

(cl  Floor  slabs  used  as  pavements,  parapet  walls,  and 
handrails:  One  part  cement  to  four  parts  gravel. 


Broken  Stone  Concrete 

(d)  Abutments,  piers,  and  wing  walls;  One  part  cement, 
two  parts  sand,  and  five  parts  broken  stone. 

(e)  Arches  from  the  springing  line,  floor  slabs,  beams, 
and  columns:  One  part  cement,  two  parts  sand,  and  four  parts 
broken  stone. 

(f)  Floor  slabs  used  as  pavements,  parapet  walls,  and 
handrails:  One  part  cement,  one  and  one-half  parts  sand,  and 
three  parts  broken  stone. 

The  proportioning  of  materials  may  be  varied  by  the 
engineer  from  the  foregoing,  on  the  basis  of  voids  in  the 
aggregates,  to  secure  a  compact  mixture,  but  the  amount  of 
cement  is  also  to  be  determined  by  the  strength  of  mortar 
required.  In  no  case  is  less  cement  to  be  used  than  is  needed 
to  fill  the  voids  in  the  sand  or  fine  aggregates  when  dry;  bui 
the  interstices  of  the  coarse  aggregates  should  be  measured 
and  at  least  sufficient  mortar  used  to  fill  the  voids  and  give  a 
10  per  cent,  surplus. 

Bonding  Concrete 

Where  mass  concrete  work  is  interrupted  before  its  com- 
pletion or  at  the  close  of  the  day,  a  sufficient  number  of  well 
wetted  one-man  stone  shall  be  placed  so  as  to  project  above 
the  concrete  surface  to  ensure  bond  with  succeeding  concrete 
work.  Before  the  work  of  depositing  concrete  is  resumed  this 
surface  shall  be  thoroughly  wetted  and  cleansed  of  foreign 
material  and  laitance.  A  mortar  consisting  of  one  part  cement 
to  two  parts  sand  shall  then  be  deposited  on  the  wetted  sur- 
face to  a  depth  of  about  one-half  inch  when  the  work  of  plac- 
ing concrete  shall  be  resumed.  Where  thin  sections  of  con- 
crete work  are  interrupted,  or  at  the  close  of  the  day,  no  con- 
crete =hall  again  be  deposited  until  the  surface  has  -been 
roughened,  thoroughly  wetted  and  cleans'ed  of  foreign  mater- 
ial, and  a  mortar  of  one  part  cement  to  two  parts  of  sand 
spread  over  the  wetted  surface  to  a  depth  of  about  one-half 
inch. 


Operating  Problems  of  Imhoff  Tanks 


MR.  GEORGE  W.  FULLER,  consulting  engi- 
neer. New  York,  recently  presented  a  paper 
before  the  New  Jersey  Sewage  Works  Asso- 
ciation, reviewing  in  a  comprehensive  way 
the  operating  problems  of  Imhoff  tanks.    His  remarks 
ha\  e  a  special  reference  to  smaller  plants.   Mr.  FwUer's 
summary  of  his  observations  is  as  follows: 

L  Small  i)lants  of  the  Imhoff  tank  type,  receiving 
the  How  of  se])arate  sewers,  are  frequently  more  diffi- 
cult to  operate  than  larger  ones  receiving  the  flow  of 
combined  sewers,  because  the  relatively  large  sus- 
l)ended  particles  reaching  the  digestion  chamber  re- 
spond for  long  periods  at  a  time  to  flotation  rather 
than  sedimentation. 

Keep  Solids  in  Their  Place 

-2.  Careful  attention  to  the  prevention  or  frequent 
removal  of  stranded  solids  in  the  collecting  sewers, 
inlet  channels  of  the  tanks  and  on  the  bottom  and 
sides  of  the  upper  or  sedimentation  compartment;  to 
the  uniform  distribution  of  solids  in  the  several  sec- 
tions of  the  tanks;  to  the  frequent  removal  of  grease 
and  scum  from  the  surface  of  the  sedimentation  com- 
partment, is  helpful  and  imi)ortant.  I'.ut  it  will  not 
necessarily  eliminate  abnormally  long  jx-riods  for  the 
"ri|)cning  process,"  following'  which  well-digested 
sludge  is  obtained  without  objectionable  odors. 

^3.  Normal  digestion  of  sludge  to  an  inodorous  hu- 
inus  mass,  with  a  fairly  uniform  liberation  of  the  re- 
sulting gases  cau.sed  by  the  inevitable  splitting  apart 
of  carbon,  hydrogen,  nitrogen,  and  sul])hur  atoms  con- 
taincfl  in  the  rf>mi)lex  molecules  of  suspended  organic 
substances,  is  seemingly  effected  by  enzymes  or  liquid 
ferments  excreted  by  certain  kinds  of  bacteria. 


4.  When  tanks  are  new,  and  when  for  any  unfore- 
seen reason  old  tanks  lose  their  efficient  digestive 
functions,  ordinary  bacterial  decomposition  predomin- 
ates over  enzyme  digestion,  with  attending  possibili- 
ties as  to  odor  complications  from  incompletely  digest- 
ed sludge,  or  from  the  release  of  intermediate  decom- 
position products,  particularly  those  of  a  sulphurous 
nature,  or  from  both.  Tanks  in  this  condition  are  said 
to  be  undergoing  the  "ripening  process,"  which  fortu- 
nately does  not  seem  to  be  necessary,  as  a  rule,  other 
than  with  new  tanks,  although  there  have  been  some 
exceptions  to  this  general  experience. 

5.  There  is  no  way  of  telling  in  advance  how^  long 
a  period  of  ripening  may  be  necessary  for  a  given  tank, 
as  different  results  come  in  dift'erent  units  of  the  same 
plant.  Some  kinds  of  bacteria  grow  prolifically  and 
preclude  the  development  of  suitable  enzyme-produc- 
ing bacteria  as  a  result  of  "bacterial  antagonism" 
caused  by  the  excretion  of  waste  products.  This  may 
be  as  capricious  a  matter  as  the  occurrence  of  weeds 
in  a  held  or  of  algae  in  an  unpolluted  lake.  "Seeding" 
a  tank  with  ripened  sludge  from  another  tank  has  not 
])roved  to  be  as  reliably  helpful  as  w^as  expected. 

6.  Objectionable  odors  may  arise  in  varying  de- 
gree, de])ending  upon  local  factors,  but  largely  upon 
the  lack  of  opportunities  for  absorption  of  odoriferous 
compounds  by  surrounding  water  and  upon  accumula- 
tion of  gas  which  may  be  released  intermittently  in 
masses  or  "whiffs"  so  to  speak,  following  barometric 
changes  and  interruptions  in  free  venting. 

7.  The  secret  of  success  in  operating  Imhoff"  tanks 
is  to  retain  in  them  relativel}^  small  quantities  of  de- 
comi)osing  solids  and  to  do  all  that  is  practicable  to 
secure  a  proper  balance  between  enzyme  liquefaction 
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and  bacterial  decomposition  with  a  predominance,  of 
course,  of  the  former.  This  explains  why  tanks  re- 
ceiving" only  relatively  small  quantities  of  sewage 
when  new  do  so  well  in  digesting  sludge.  It  raises  the 
issue  of  sludge  storage  capacities. 

8.  Quiescent  masses  of  sewage  solids,  either  scum, 
or  bottom  sludge,  are  scarcely  capa1)le  of  satisfactory 
decomposition  as  antagonistic  products  of  bacterial  life 
seem  to  have  a  decidedly  retarding-  efl'ect. 

9.  Lime  will  lessen  excessive  acid  formation  in 
sludge,  but  it  will  scarcely  cause  the  establishment  of 
the  right  kinds  of  bacteria  for  enzyme  production.  In 
fact,  it  may  result  in  increasing"  abnormalities. 

Mechanical  Devices  for  Stirring  Sludge 

10.  Agitation  by  pressure  water  jets  or  paddling 
may  be  of  aid.  In  Europe  mechanical  stirring  devices 
have  been  proposed.  The  benefit  of  stirring  and  mix- 
ing" seems  to  lessen  with  increasing"  volumes  of  sew- 
age solids  in  a  tank,  due  to  a  loss  of  efficiency  of  the 
stirring"  arrangements.  This  step,  if  carried  too  far, 
may  also  remove  entrained  gas  to  such  an  extent  that 
non-gaseous,  sticky,  foul-smelling  sludge  is  obtained 
under  circumstances  requiring"  its  removal  and  burial 
or  treatment  with  a  deodorant. 

11.  Acid  foaming"  at  gas  vents  sometimes  becomes 
very  .  bothersome  where  the  gas  vents  contain  large 
quantities  of  floating  scum  undergoing  bacterial  de- 
composition in  the  absence  of  adequate  enzyme  diges- 
tion. 

12.  Slot  trapping  by  gas  and  gas-lifted  solids,  which 
fill  the  space  above  the  slots,  frequently  accompanies 
foaming",  and  may  carry  decomposing  solids  into  the 
settling"  compartment  from  the  sludge  chamber  below, 
as  vv^ell  as  by  overflowing  from  the  top  of  the  gas  vents. 

13  Overflowinp"  from  foaming  cannot  be  stopped  in 
some  tanks,  even  if  the  gas  vents  be  extended  5  or  10 
feet  or  more  above  the  flow  line.  High  freeboard, 
housing  with  pressure  water,  stirring"  and  liming,  all 
tend  to  help,  but  collectively  may  not  be  a  ]n-ompt 
cure.  Aggravated  cases  are  not  cured  by  putting  a 
tank  out  of  service  for  months.  In  some  tanks  sludge 
removal  from  the  bottom  affords  a  remedy,  but  this  is 
not  available  for  tanks  containing  most  of  the  solid 
matter  in  a  floating"  condition.  The  surest  remedy  in 
such  cases  is  to  remove  the  great  bulk  of  floating  solids 
from  the  eas  vents  until  only  small  quantities  remain. 
Obviously  such  removal  must  be  done  in  a  way  to 
minimize  ofifence. 

14.  Scum  storage  for  floating  solids  above  the  eleva- 
tion of  the  slot  should  be  provided  for  much  more  lib- 
erally than  hitherto  for  small  plants,  expected  to  re- 
ceive during  the  first  year  of  their  operation  a  substan- 
tial proportion  of  their  normal  daily  quantity  of  sew- 
age. 

15.  Scum  removal  mav  be  necessary  in  some  plants 
even  where  there  is  fairly  liberal  allowance  for  scum 
storage.  It  depends  partly  on  intensity  of  gasification, 
partly  on  the  adhesiveness  of  the  scum  (gas-retaining 
capacit30,  and  partlv  on  the  success  attending-  efforts 
to  make  portions  of  the  sludge  remain  in  the  lower 
part  of  the  dig-estion  chamber.  In  aggravated  cases 
scum  removal  is  imperative,  but  it  should  be  carried 
out  with  caution. 

Screens  for  Scum  Prevention 

16.  Scum  prevention  comes  about  in  some  degree 
through  comminution  incident  to  puinping,  and  mav  be 
further  aided  through  the  use  of  screens.  Sometimes 
screening  is  provided  in  front  of  ]iumps.  At  Roches- 
ter, N.Y.,  the  flow  of  a  gra^-ity  outfall  sewer  now  passes 


through  a  fine  screen  on  its  way  to  Imhofif  tanks.  Sim- 
ilar provision  has  been  recommended  at  Plainfield, 
N.J.  Such  a  step  adds  materially  to  the  cost  of  sewage 
treatment,  but  evidence  at  Reading,  Philadelphia,  and 
Chicago  shows  that  it  reduces  scum  formation  to  a 
substantial  degree.  Its  advisability  f6r  a  given  project 
depends  upon  whether  the  need  is  commensurate  with 
the  cost 

17.  Normal  Imhofif  sludge  is  dark-colored,  j^racti- 
cally  inodorous,  and  shows  a  curdled  ap])earance  when 
it  flows  in  a  thin  layer  down  the  side  of  a  container. 
Much  difificulty  with  odor  has  followed  the  withdrawal 
of  undigested  sludge  to  a  drying  bed,  and  an  operator 
should  carefully  note  the  condition  of  the  sludge  be- 
fore and  during  its  removal.  But  difificulty  has  also 
resulted  from  retaining"  sludge  for  a  year  or  more  in  a 
tank  under  conditions  where  suitable  enzyme  digestion 
does  not  prevail.  Such  sticky  grey  or  yellowish  sludge 
may  be  foul-smelling,  but  it  is  wisest  in  some  cases  to 
remove  it,  with  greatest  care  taken  to  prevent  nuis- 
ance from  odors.  Complete  digestion  is  not  always 
attainable. 

18.  Sludge  storage  capacities  are  provided  more 
liberally  than  formerly  and  with  good  reason.  It  is 
not  unusual  to  find  extremely  thin  or  dilute  sludge  in 
a  digestion  chamber,  and  this  high  water  content  is 
quite  a  factor  in  causing  a  demand  for  larger  sludge 
chambers.  Another  item  is  the  relatively  long  period 
of  cold  weathfer  during  which  little  or  no  sludge  can 
be  removed.  This  ai^plics  particularly  to  Northern 
plants  put  in  service  during  the  late  summer  or  fall. 

19.  Sludge  beds  should  be  at  least  double  the  areas 
recommended  by  Dr.  Imhofif,  due  to  the  frequency  and 
intensity  of  rainfall  in  our  Northern  states — unless 
covers  of  the  greenhouse  type  should  be  provided. 

20.  It  is  well  to  empty  idle  tanks  and  conduits; 
otherwise  offensive  odors  mav  ensue. 


Vancouver  Harbor  Board  and  City  Disagree 

The  Harbor  Commission  of  Vancouver  and  tlie  City 
Council  have  a  comnlex  question  to  settle,  which,  in 
short,  is  as  follows :  The  Board  of  Harbor  Commission- 
ers, with  the  aid  of  the  Dominion  Government,  -has 
created  an  excellent  industrial  site  in  the  bed  of  False 
Creek,  Vancouver,  which  is  in  the  form  of  an  island  re- 
claimed from  the  mud  flats.  The  work  has  been  com- 
pleted, and  the  harbor  commissioners  have  received 
applications  for  sites  from  all  over  the  continent.  The 
question  to  be  settled  is  this:  As  the  island  is  within 
the  city  of  Vancouver,  should  the  property  not  bear 
city  taxes,  as  in  the  case  of  other  sites?  The  harbor 
commissioners  maintain  that,  as  the  city  did  not  give 
anv  aid  or  assist  in  the  financing  of  the  work,  that  they 
have  no  interest  in  same,  and  should  not  make  an  at- 
tempt to  tax  the  property.  Commissioner  Sam  McClay 
points  out  that,  while  the  city  had  given  no  encourage- 
ment to  the  undertaking,  it  will  indirectly  benefit  very 
largely  through  the  establishment  of  the  manufactur- 
ing plants  on  the  island.  The  only  connection  the  city 
has  with  the  island  is  the  city  water  that  passes 
through  the  harbor  board  mains.  An  alderman  has 
suggested  that  if  the  board  does  not  pay  the  taxes  the 
water  supplv  be  cut  ofif.  To  this  the  board  replies  by 
saying  that  they  will  drill  an  artesian  well,  as  was  done 
by  the  Seattle  port  commission. 


Salt  mixed  with  sand  or  gravel  has  been  found  to  l)e 
cfifective  in  preventing  slipperiness  of  pavements  at 
bridge  aj)proaches. 
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L' Academie  De  La  Salle,  Three  Rivers,  F.  Q. 


ONE  of  the  largest  schools  in  the  Province  of 
Quebec  is  now  completed.  .  This  is  the  Aca- 
demie de  La  Salle,  an  annex  to  the  old  St.  Ur- 
sule  School,  which  is  one  of  the  historic  insti- 
tutions of  Three  Rivers.  Form  the  standpoint  of  ac- 
commodation this  school  is  unsurpassed  in  the  dis- 
trict, and,  although  it  is  a  common  brick  building, 
cut  stone  has  been  distributed  in  such  a  manner  as  to 
give  it  an  imposing  appearance.  The  site  is  at  the  cor- 
ner of  La  Violette  Avenue  and  St.  Pierre  Street,  in  the 
heart  of  the  city.  The  building  is  of  an  "L"  shape,  250 
ft.  on  the  main  frontage  by  50  ft.  in  depth,  with  the 
wing  50  ft.  by  40  ft.  It  is  three  storeys  high,  and  has  a 
basement  under  the  whole  structure.  It  contains  four- 
teen class-rooms,  with  a  capacity  for  seating  20  to  40 
pupils.   The  total  accommodation  is  for  500  pupils. 

The  basement  contains:  Refectories  for  teachers 
and  pupils,  modern  kitchens,  a  gymnasium  hall  with 


Torofito,  and  to  30  small  0.5  h.p.  electric  motors  distri- 
buted in  the  different  ventilatiing  compartments 
througout  the  school. 

The  ground  floor  contains  a  reception  hall,  a  muse- 
um of  natural  history,  a  commercial  library  with  ac- 
commodation for  50  pupils,  seven  class-rooms,  and  a 
banking  room  completely  furnished  with  wooden  grill- 
ing, and  representing  the  installation  of  one  trust  and 
three  banking  houses.  About  60  pupils  can  work  on 
the  exchange  at  the  same  time.  The  second  floor  has 
two  study  halls,  seating  from  120  to  130  pupils,  mod- 
ernly  equipped,  a  complete  physics  and  chemistry 
laboratory,  the  outfit  for  which  was  furnished  by 
Messrs.  Knot  &  Co.  of  Boston,  Mass.,  an  infirmary,  a 
music  hall,  and  seven  class-rooms.  The  third  floor  has 
two  large  dormitories  and  lavatory  equipment.  The 
wing  is  reserved  for  the  professors,  30  in  number ;  this 
annex  is  built  with  a  fif-e-wall  extending  to  the  roof. 


concrete  flooring,  two  shower-bath  rooms,  consisting 
of  a  series  of  20  small  marble  compartments  6  ft.  high, 
with  terrazzo  flooring;  toilet  accommodation,  with 
marble  compartments  and  tile  flooring;  a  furnace  room, 
containing  five  Brunelle  hot  water  furnaces,  No.  H. 
Each  furnace,  it  is  estimated,  will  burn  50  tons  of  coal 
per  season  and  heat  approximately  2,000  gallons  of 
water.  Behind  the  furnace  lies  a  horizontal  1.000-gal- 
lon  water  tank,  heated  with  two  small  special  furnaces. 
There  is  also  a  i)unii)ing  room,  its  equipment  consist- 
ing of  2-inch  centrifugal  puni])  directly  connected  to  a 
5  h.p.  electric  motor,  and  a  3-inch  centrifugal  puni]) 
connected  to  a  7  h.p.  electric  motor.  The  capacity  of 
the  two  pumps  is  6,000  cubic  feet  of  water  per  minute, 
and  they  are  used  in  connection  with  the  heating  sys- 
tomr  to  increase  the  circulation  of  the  water.  They 
were  supplied  by  the  Buffalo  Pump  Company,  of  Buf- 
falo. X.^'..  and  the  electric  motors  l)y  the  Lincoln  Elec- 
tric Company  of  Canada,  Toront(i.  A  dvnamo  supplies 
the  electricity  to  a  No.  400  Tuec  stationary  vacimni 
cleaner,  .supplied  by  the  United  Electric  Coinpanv,  of 


....  -.d&uMSii&imt 

In  construction  the  building  has  a  concrete  founda- 
tion up  to  the  ground  level,  where  it  is  finished  in  cut 
stone,  the  plinth  being  of  limestone.  Limestone  is  also 
used  for  the  main  entrance  steps,  the  side  portal,  the 
corners,  sills,  and  lintels.  The  cornice  is  in  wood,  fin- 
ished with  white  paint.  The  building  required  980,000 
brick,  140,000  ft.  B.M.  rough  lumber,  60,000  ft.  B.M. 
7/8-in.  birch  flooring,  1,700  lineal  yards  of  burlap,  and 
12,975  square  yards  of  selanite  for  the  walls.  The 
greyish  marble  used  in  the  washrooms,  etc.,  was  fur- 
nished by  Messrs.  Hamon  &  Hess,  Montreal,  P.Q.,  the 
cost  of  whose  contract  was  $10,000.  The  plumbing, 
heating,  and  ventilation  is  verv  modern. 

Mr.  U.  Asselin,  architect,  of  Three  Rivers,  prepared 
the  plans  for  the  school.  The  ventilation  was  designed 
by  the  Canadian  Domestic  Engineering  Company, 
Montreal.  The  general  contractor  was  Mr.  Anselme 
Dube,  of  Three  Rivers,  and  sub-contracts  were  award- 
ed as  follows:  Plumbing,  Napoleon  Deschenes.  Three 
J-^ivers;  masonry.  M.  Durochcrs,  Three  Rivers;  furni- 
ture, Messrs.  Alphonse  Laurin  &  Cie,  Three  Rivers. 


April  10,  1918 


THE   CONTRACT  RECORD 


391 


Use  Drag  to  Maintain  Clay  and  Gravel  Roads 

May  be  Employed  to  Great  Advantage  in  the  Spring — 
The  Experiences  of  Two  Ontario  Good  Roads  Men 


VERY  effective  work  may  be  done  on  earth  and 
gravel  roads  in  the  spring  of  the  year  by  drag- 
ging, thus  materially  lessening  the  cost  of 
maintenance  during  the  summer  months.  No 
definite  rules  can  be  formulated  setting  forth  where 
one  should  use  a  scraper,  harrow,  or  road  drag.  This 
is  purely  a  matter  of  good  judgment  on  the  part  of  the 
road  foreman,  and  depends  entirely  on  the  conditions 
met  with  in  his  particular  locality.  Roads  of  the  same 
kind  require  different  treatment  in  different  sections. 
This  is  largely  accounted  for  by  the  dift'erence  in  the 
subsoil  and  drainage,  and  largely  by  the  character  of 
work  that  has  been  done  on  the  road  in  the  past.  Road 
superintendents  are  universally  of  the  opinion  that  it  is 
often  very  hard  to  cpnstruct  a  good  road  and  that  it 
takes  very  little  neglect  to  make  it  practically  unfit  for 
•travel.  Conscientious  and  proper  use  of  the  road  drag 
is  a  very  important  factor  in  the  upkeep  of  roads. 

It  is  of  interes't  to  road-makers  generally  to  know 
when  a  log  or  iron  drag  may  be  used  to  advantage-  A 
road  scraper  is  essentially  a  road  construction  machine, 
and  is  used  for  shaping  the  road  to  its  proper  profile ; 
the  road  drag  is  an  appliance  for  maintenance,  and  is 
used  to  plane  off  the  tops  of  the  ridges  and  rough 
places,  drawing  the  material  forward  and  sideways  to 
fill  up  the  hollows  and  ruts.  There  are  two  main  types 
of  drag,  viz.,  the  steel  drag  and  the  split-log  drag.  The 
split-log  drag  is  the  more  widely  used  because  it  is  very 
easy  to  construct.  The  Department  of  Highways,  in 
the  appendix  to  the  annual  report  on  township  road 
improvement  for  1918,  on  pages  6  and  7,  describe  the 
^nethod  of  constructing  a  two-blade  wood  drag.  At  the 
recent  road  conference  held  at  Toronto  the  subject  of 
road  drags  was  discussed  at  length  (see  March  6  and 
13  issues  of  the  Contract  Record).  A  light  drag  is  pre- 
ferred. By  this  is  meant  that  one  should  use  a  drag 
that  is  of  sufficient  weight  to  smooth  the  road,  but  it  is 
not  intended  that  one  should  grade  with  the  drag.  The 
folly  of  using  a  drag  weighing  six  or  seven  hundred 
pounds  when  one  weighing  two  or  three  hundred  might 
accomplish  the  work  was  pointed  out  at  the  conference 
for  road  superintendents. 

We  are  publishing  letters  from  Mr.  Charles  Talbot, 
engineer  and  road  superintendent  of  Middlesex  Coun- 
ty, Ont.,  and  Mr.  Peter  Robertson,  road  superintendent 
of  the  County  of  Lincoln,  Ont.  These  men  are  both  to 
be  congratulated  on  good  work  they  have  accomplished 
for  their  counties,  and  have  had  wide  and  varied  ex- 
perience in  making  and  maintaining  earth  roads. 
*       *  * 

London,  Ont. 

Editor  Contract  Record : 

Re  spring  road  maintenance  :  very  little,  if  any,  effec- 
tive work  can  be  done  with  a  road  drag,  scraper,  or 
grader  until  the  frost  is  out,  or  nearly  out,  of  the 
ground.  Men  in  charge  of  the  roads  can  spend  money 
to  good  advantage  in  the  early  spring  by  removing  ice 
and  snow  from  the  roads  and  ditches  so  as  to  permit 
the  water  to  flow  readily  to  outlets  and  in  opening  ob- 
structed culverts  and  underdrains. 

Befofe  the  drag  can  be  used  with  effect  on  a  road 
the  road  grade  must  have  a  crown  sufficient  to  permit 
the  water  to  flow  to  the  side  ditches  after  scraping-  In 


fact,  unless  the  road  was  properly  crowned  last  fall 
there  is  little  use  in  moving  the  drag  on  it.  If  the  road 
is  crowned,  the  drag  should  be  used  as  soon  as  road- 
bed begins  to  dry,  and  as  often  thereafter  as  necessary 
to  keep  the  road  smooth  and  the  depressions  filled.  If 
the  season  is  wet  the  work  is  very  discouraging,  and 
unless  the  man  in  charge  is  backed  up  by  those  in 
authority,  he  will  give  it  up  as  a  bad  job.  Under  favor- 
able conditions,  however,  good  results  will  follow  the 
careful  and  persistent  efforts  of  an  enthusiastic  road- 
man. 

Last  spring,  in  Western  Ontario,  the  weather  was 
very  unfavorable  for  this  work.  Middlesex  County 
spent  many  hundred  dollars  in  operating  drags  and 
scrapers  that  were  not  effective,  for  immediately  after 
each  scraping  there  developed  a  wet  period  of  one  or 
two  days.  From  these  scrapings  no  apparent  improve- 
hient  resulted,  and  only  later  work  was  effective.  This 
experience  is  no  excuse  for  losing  faith  in  the  effective- 
ness of  road  dragging,  which  is,  in  my  opinion,  the  only 
plan  for  the  effective  and  economic  maintenance  of  the 
earth  road  and  the  lighter  form  of  gravel  roads.  Ex- 
cellent results  will  be  produced  if  the  work  is  in  charge 
of  a  man  who  believes  in  the  necessity  for  the  work, 
understands  how  and  when  it  should  be  done,  and  does 
it  when  and  as  he  knows  he  should.  The  kind  of 
machine  used  is  not  important,  but  the  operator  must 
believe  he  has  one  that  will  produce  results.  I  have 
seen  men  become  completely  out  of  patience  with  what 
they  termed  "new-fangled  machines"  and  throw  them 
aside  for  their  old  standby,  the  "log  drag,"  and,  as  a 
matter  of  fact,  no  better  drag  is  required,  provided  the 
grade  is  right. 

Yours  very  truly, 

Charles  Talbot, 
Engineer,  County  of  Middlesex. 

*       *  * 

Beamsville,  Ont. 

Editor  Contract  Record  :  ' 

I  find,  after  I  have  clay  roads  properly  graded,  the 
best  and  only  way  to  keep  them  fit  for  traffic  is  by 
using  the  split-log  drag  or  the  steel  two-blade  drag. 
The  drag  must  be  used  at  the  proper  time  to  get  the 
best  results.  I  have  had  the  best  results  and  kept  my 
road  in  the  more  perfect  condition  for  traffic  by  using 
the  drag  just  when  road  was  dry  enough  that  the  clay 
would  pulverize,  so  that  the  ruts  and  depressions 
would  be  filled.  Then  we  have  tried  what  is  called 
puddling,  by  hauling  the  split-log  drag  backwards, 
when  roads  are  in  a  muddy  condition,  but  found  that 
the  roads  would  get  rutted  before  they  dried  and  were 
solid,  and  would  have  to  be  dragged  over- 

We  have  many  types  of  drags  in  our  county — the 
split-log  and  steel  drag  with  two  blades  and  the  three- 
bladed  drao-  made  of  two-inch  nlank.  each  blade  direct- 
ly behind  the  front  blade  and  hauled  by  a  chain  on  an 
angle.  Another  three-blade  drag  is  made  with  blades 
staggered  and  hauled  straight.  We  find  that  the  last 
two  drags  do  better  work  in  filling  ruts  and  depres- 
sions with  least  cost. 

Peter  Robertson. 
County  Road  Sui)erintendent. 
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Possibilities  of  Lessening  Fuel  Consumption 
by  the  Adoption  of  Electrical  Heating 

 —  ^  *By  P.  H.  Mitchell  ^ 


The  use  of  electricity  in  heating  to  lessen  the  fuel  con- 
sumption can  have  very  little  material  effect  on  the  situation 
at  the  present  moment,  due  mainly  to  the  general  economic 
limitation  of  available  electric  power  and  to  the  high  cost  of 
heating  produced  electrically  as  compared  with  the  cost  of 
heating  by  means  of  the  common  fuels. 

In  the  future,  and  probably  in  the  near  future,  electricity, 
from  its  possible  cheapness,  its  possible  sufficient  available 
supply  and,  further,  in  some  districts  from  its  necessity,  due 
to  insufficient  supply  of  combustible  fuels,  may  assume  a  very 
important  role  in  the  heating  field.  It  is  only  by  electricity 
developed  from  water-power  that  the  sufficiently  low  cost  may 
be  attained  to  make  electrical  heating  feasible. 

Canada  is  blessed  with  an  abundance  of  water-power  and, 
in  some  districts,  with  ample  coal  deposits.  Nova  Scotia  coal 
is  used  in  Nova  Scotia,  New  Bruiiswick,  Prince  Edward  Island, 
and  Quebec;  Nicola  Valley  and  Vancouver  Island  coals  are 
used  in  British  Columbia;  Crow's  Nest,  Lethbridge,  and  Ed- 
monton coals  are  used  in  Alberta  and  portions  of  Saskatche- 
wan and  Manitoba;  Ontario,  practically  all  of  Manitoba,  and  a 
small  part  of  Quebec  are  dependent  on  United  States  soft 
coal,  and  United  States  anthracite  is  used  over  a  slightly 
larger  area. 

Water-Powers  Serve  Districts  Lacking  Coal 

In  examining  the  map  of  Canada,  liaving  in  mind  the  dis- 
tribution of  coal  areas  and  water-power  areas,  it  is  apparent 
that  the  districts  not  readily  served  with  native  coal  are  the 
districts  most  abundantly  served  with  water-powers.  From 
Montreal  westward  to  Manitoba,  in  the  districts  supplied  by 
United  States  coal,  the  water-powers  are  destined  to  be  de- 
veloped to  their  maximums  to  serve  the  industries  and  utili- 
ties f)f  the  future. 

It  does  not  need  much  imagination  to  look  forward,  say, 
fifty  years,  a  period  which  may  be  within  the  lifetime  of  a 
large  number  of  us.  What  will  be  the  fuel  situation  then? 
Will  coal,  as  normally  at  present,  be  available  in  generous 
supply?  Will  the  peat  and  oil  sources  be  meeting  any  lack  of 
coal?  Statistics  do  not  show  a  promise  of  this,  and  in  the 
meantime,  if  this  is  "Canada's  century,"  what  is  the  prospect 
of  population?  An  increase  to  25,000,000  people  by  1968,  I  am 
sure,  is  a  figure  well  within  the  expectation  of  all.  and  Central 
Canada's  share  of  this  may  be  15,000,000,  all  dwelling  in  the 
area  now  dependent  on  imported  fuel. 

I''urthcr,  our  fuel  situation  is  so  closely  meshed  with  that 
nf  the  United  States  that  we  iinisl  aiM^reciate  their  viewpoint. 
.\re  two  hundred  millions  of  population  in  the  United  States 
in  1908  beyond  a  conservative  estimate?  Many  tiiink  not,  and 
with  a  fuel  consumption  advancing  out  of  all  proportion  to 
increase  of  population,  an  economic  limit  of  fuels  is  in  sight. 
The  i)rospect  may  result  in  a  most  drastic  administration  of 
fuels,  applying  these  to  heating  purposes  only,  leaving  to 
hydro-clcctric  power  all  mechanical,  railroad,  and  metallurgi- 
cal operations  in  the  endeavor  to  conserve  the  diminishing 
supply,  and  even  then  such  a  radical  curtailment  will  only 
push  forward  the  day  when  the  substitulinn  for  fuels  must  be 
m^ide. 

The  fuels  of  to-day  are  wood,  coal,  natural  gas,  peat,  and 
oil.  Of  these  wood  and  natural  gas  are  limited  for  many 
reasons,  and  peat  is  a  fuel  only  by  extreme  necessity,  and  as 
yet  i<v  not  a  commercially  accepted  ijrohability. 

•ConHultlnKEnelneer.  Toronto.  Ont.  before  Professional  MectinB.C.S.C.E. 


It  may  be  that  some  genius  will  conserve  and  redirect, 
the  vast  heat  transfers  of  nature  to  serve  mankind,  but  to-dayi 
in  addition  to  the  combustible  fuels,  we  can  only  add  electri-» 
city  to  complete  the  list  of  sources  of  artificial  heat. 

In  all  discussion  of  electrical  heating  there  is  one  out- 
standing basis,  and  that  is  the  thermal  value  of  electricity. 
One  kilowatt  hour  of  electrical  energy  is  equal  to  3,413  British 
thermal  units,  or  one  kilowatt  hour  of  electrical  energy  is 
.capable  of  raising  the  temperature  of  3,413  pounds  of  water 
one  degree  Fahrenheit.  This  heating  value  may  be  compared 
with  that  of  other  heating  sources,  and  we  find  that,  funda- 
mentally, the  ordinary  heating  mediums,  at  existing  prices, 
are  appreciably  cheaper. 

For  instance,  in  the  comparison  of  anthracite  coal,  bitum- 
inous coal,  peat,  oil  fuel,  and  electricity  we  find: 

Comparative  B.T.U.'s  for  1  Cent 

Anthracite  coal,  in  a  well-built  and  well-regulated  domes- 
tic furnace,  is  capable  oif  being  burned  at  about  55  per  cent, 
efficiency.  A  good  anthracite  contains  13,000  B.t.u.'s  per 
pound.  At  $8  per  ton,  1  cent  will  purchase  18,000  British 
tlicrmal  units  of  heat. 

Bituminous  coal,  when  burned  in  a  first-class  mechani- 
cally-stoked boiler  installation  and  distributed  for  heating 
purposes,  is  capable  of  about  60  per  cent,  overall  efficiency.  A 
igood  bituminous  coal  contains  14,000  B.t.u.'s  per  pound.  At 
$3.50  per  ton  1  cent  will  purchase  48,000  British  thermal  units 
of  heat. 

Peat,  in  briquet  form,  with  low  moisture  content,  in  a 
Ijroperly-arranged  furnace,  should  produce  heat  available  for 
heating  60  per  cent,  efficiency  on,  say,  7,000  B.t.u.'s  net  avail- 
able. The  industry  should  be  able  to  approach  $4  per  ton,  so 
that  1  cent  would  purchase  21,000  British  thermal  units  of 
heat. 

Fuel  oil  may  burn  with  65  per  cent,  overall  efficiency. 
One  pound  of  the  oil  obtainable  in  the  local  market  contains 
about  18,000  B.t.u.'s.  At  7  cents  per  imperial  gallon  1  cent 
will  purchase  15,500  British  thermal  units  of  heat.  _ 

Electricity,  when  supplied  to  well-designed  heating  equip- 
ment, is  capable  of  utilization  at  100  per  cent,  efficiency.  One 
kilowatt  hour  equals  3,413  B.t.u.'s.  With  electricity  at  1  cent 
per  kilowatt  hour  ]  cent  will  purchase  3,413  British  thermal 
units  of  heat 

Or,  with  electricity  purchased  at  power  rates  in  Ottawa 
or  Toronto,  which  would  average  throughout  twelve  months 
at  8/10  of  1  cent  per  kilowatt  hour,  1  cent  will  purchase  4,340 
British  thermal  units  of  heat. 

To-day  fuels  are  more  expensive  than  shown  by  the  above 
prices,  which  indicate  conditions  at  more  like  normal  times  or 
what  we  may  expect  after  the  war  is  over.  For  instance,  in 
Toronto  to-day  anthracite  will  cost  $10  per  ton,  bituminous 
coal  $7.50  per  ton,  and  fuel  oil  14  cents  per  imperial  gallon. 
The  cost  of  electrical  power  has,  unlike  almost  every  other 
nameable  commodity,  had  a  downward  tendency,  and  to-day 
is  generally  appreciably  lower  than  before  the  war. 

To  recapitulate  so  that  comparison  of  heating  costs  may 
be  facilitated,  and  also  showing  fuel  costs  as  at  present,  we 
find: 

One  cent  will  purchase  of  useable  h^at: 

B.t.u.'s. 

l'"rom  anthracite  at  $8  per  ton    18,000 

From  anthracite  at  $10  per  ton    14,300 
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From  bituminous  coal  at  $3.50  per  ton    48,000 

From  bituminous  coal  at  $7  per  ton    34,000 

From  peat  at  $4  per  ton   31,000 

iM-om  fuel  oil  at  0.07  per  gallon    15,500 

From  fuel  oil  at  .14  per  gallon   7,750 

From  electricity  at  0.01  per  kilowatt  hour   3,413 

i'Vom  electricity  at  0.008  per  kilowatt  hour   4,240 


It  must  be  born  in  mind  that  these  costs  and  efficiencies 
are  'based  on  producing  heated  rooms  in  buildings,  such  as 
dwellings,  and  that  electricity  is  shown  used  at  100  per  cent, 
efficiency,  assuming  it  directly  applied  to  the  room  to  be 
heated,  and  not  affected  by  the  unapplied  waste  of  the  other 
heating  systems  in  chimney,  boiler,  and  transmission  losses. 

Bituminous  coal  can  only  be  used  in  heating  plants  of 
some  magnitude,  and  is  not  suitable  for  dwellings  except  by 
distribution  from  a  central  steam  plant.  Heating  by  anthra- 
cite coal  is  the  source  to  which  electricity  is  to  be  compared. 

Convenience  of  Electricity  Offsets  Extra  Capital  Charges 

It  is  obvious  that  the  cost  of  fuel  is  not  the  only  factor 
in  the  cost  of  heating,  but  that  the  cost  of  heating  equipment, 
attention  to  fires,  disposal  of  ashes,  and  even,  further,  the 
extra  cost  of  basement  for  heating  equipment,  fuel  storage, 
and  even  the  more  or  less  chimneys  required,  are  appreciable 
items,  while  fire  insurance  also  plays  a  part.  To  go  fully  into 
all  these  items  is  quite  beyond  the  scope  of  this  paper,  but  I 
would  propose  a  well-based  assumption  that,  while  the"  equip- 
ment for  electrical  heating  for  houses  is  more  expensive  than, 
say,  hot  air  equipment,  the  greater  annual  charges  against 
capital  costs  and  for  repairs,  etc.,  are  more  than  offset  by  the 
greater  convenience  in  the  handling  of  electricity  as  a  heat- 
ing source  rather  than  coal. 

Electricity,  to  seriously  enter  the  heating  field,  must,  in- 
stead of  costing  1  cent  per  kilowatt  hour  or  1  cent  for  3,413 
British  thermal  units,  approach  1/5  cent  per  kilowatt  hour, 
or  1  cent  for  17,065  kilowatt  hours  when  it  can  economically 
compare  with  heating  by  anthracite  coal  at  a  fuel  cost  of  1 
cent  for  18,000  B.t.u.'s. 

Let  us  consider  an  electrical  heating  load  in  detail.  As- 
sume, first,  that  a  house,  two  storeys  and  basement,  with  600 
square  feet  area  on  the  ground,  requires  as  its  maximum  here 
in  Toronto  a  demand  of  13  kilowatts.  We  would  find  that 
the  use  of  this  throughout  the  year  would  be  approximately 
as  follows,  the  load  factor  being  on  the  maximum  demand  of 
the  year: 

For  two  months,  13  kilowatts  on  average  SO  per  cent, 
load  factor;  for  two  months  ,13  kilowatts  on  average  65  per 
cent,  load  factor;  for  two  months  12  kilowatts  on  average  45 
per  cent,  load  factor;  for  two  months  13  kilowatts  on  average 
30  per  cent,  load  factor;  for  four  months,  13  kilowatts  on 
average  0  per  cent,  load  factor. 

This  means  a  load  factor  of  35  per  cent,  over  the  year,  or 
for  eight  months,  including  summer,  a  load  factor  of  16.25 
per  cent.  The  general  use  of  electricity  for  heating  will  in- 
volve a  scale  of  millions  of  horse-power.  With  the  present 
heating  appliances  available  we  cannot  expect  plants  to  be 
built  and  electricity  to  be  generated  for  heating  purposes 
only,  so  we  must  consider  whether  we  can  expect  the  de- 
velopment of  an  elastic  commercial  load  of  such  magnitude 
that  over  twelve  months  of  the  year  a  65  per  cent,  load  fac- 
tor, the  complement  of  the  35  per  cent,  heating  load  factor, 
can  be  obtained  so  as  to  provide  for  34  hours  per  day  and  365 
days  in  the  year  a  100  per  cent,  load  factor  load. 

Industrial  Demands  May  Complement  Heating  Load 

It  will  possibly  suffice  to  answer  this  by  indicating  one 
prospective  industry,  the  electric  power  demand,  of  which 
alone  may  readily  keep  pace  with  the  future  use  of  electric 
heating — that  is,  the  manufacture  of  nitrogen  products  for 


fertilizers.  With  the  depletion  of  natural  fertility  artificial 
fertilizers  will  be  demanded  throughout  Canada.  Briefly, 
one  horse-power  year  will  produce  fertilizer  for  100  acres  of 
cultivated  wheat  land,  so  that  1,000,000  horse-power,  on  the 
65  per  cent,  load  factor  available,  would  produce  fertilizer  for 
100,000  square  miles.  There  is  no  question  of  our  complete 
dependence  on  manufactured  nitrates  in  the  not  far  distant 
future  and  on  a  scale  which  invojves  millions  of  horse-power. 

Or  it  may  be  that  the  demand  for  electrical  heating  will 
be  such  that  this  load  will  be  of  primary  importance  itself, 
and  the  future  form  of  heating  equipment  by  which  electrical 
heating  will  be  accomplished  may  be,  of  necessity,  radically 
different  from  the  present-day  devices  to  meet  the  require- 
ments. Economical  heating  apparatus  will  undoubtedly  be 
of  the  heat-storing  type,  so  as  to  take  advantage  of  the  power 
available  on  the  off-peak  periods.  These  may  use  masses  of 
high  specific  heat  materials,  or  even  steam  reservoirs,  in 
which  to  store  and  liberate  heat  over  a  24-hour  cycle;  and, 
further,  the  24-hour  use  of  electricity  may  be  arranged  to 
meet  only  the  average  conditions,  the  surplus  available  dur- 
ing below-average  periods  being  used  for  the  manufacture  of 
fuels,  such  as  hydrogen,  to  be  stored  for  use  in  the  above 
average, periods,  thus  providing  a  continuous  electrical  heat 
ing  load  over  a  yearly  cycle. 

The  combination  of  the  maximum  developments  of  many 
of  our  great  power  sites  should,  when  the  non-heating  load 
period  has  been  organized  to  use  power  along  other  lines,  or 
when  a  continuous  heating  load  on  a  yearly  cycle  is  estab- 
lished, readily  make  power  available  for  electric  heating  pur- 
poses at  an  equivalent  cost  of  less  than  $13  per  horse-power 
year  delivered  in  districts  even  remote  from  the  generating 
source.  Then  the  rate  for  heating  purposes  would  be  below 
.2  cents  per  kilowatt  hour,  or  1  cent  would  purcnase  over 
18,000  British  thermal  units  of  applied  heat.  Electricity  then, 
if  available  in  the  necessary  quantities,  would  readily  become 
the  foremost  source  of  artificial  heat. 

The  use  of  electricity  for  many  of  the  other  domestic 
uses  for  heat,  such  as  for  cooking,  water  heating,  etc.,  is  well 
established,  and  forms  no  mean  portion  of  the  present  elec- 
trical loads. 

Power  Development  May  Exceed  Present  Estimates 

Now,  when  we  speak  of  millions  of  horse-power  and  our 
possible  future  dependence  on  a  general  use  of  electrical  heat- 
ing in  Central  Canada  are  we  justified  in  anticipating  that 
such  enormous  quantities  of  power  will  be  available 

The  latest  comprehensive  compilation  of  water-power 
resources  in  Canada  gives  a  total  of  about  18,000,000  horse- 
power available  in  the  2.000,000  of  the  3,729,700  square  miles 
of  Canada's  area  which  may  be  expected  to  be  fairly  thickly 
populated  within  the  next  few  decades.  It  is  stipulated  for 
this  figure  that  it  is  "inclusive  in  the  case  of  Niagara  Falls. 
Fort  Frances,  and  the  St.  Mary's  River  at  Sault  Ste.  Marie, 
of  only  the  development  permitted  by  international  treaties, 
and,  further,  does  not  contemplate  the  full  possibilities  of 
storage  for  the  improvement  of  capacities."  The  effect  of 
such  a  restriction  in  the  compilation  of  the  totals  of  the 
water-power  resources  may  be  indicated  by  the  available 
power  on  the  Canadian  side  at  Niagara  Falls  when  developed 
to  a  maximum,  being  over  3,000,000  horse-power,  while  less 
than  500,000  horse-power  is  permitted  by  a.greements,  the 
restrictions  being  practically  dictated  by  the  desire  to  retain 
the  scenic  beauty  of  the  falls.  Again,  practicallj'-  all  the 
water-powers  of  Ontario  on  the  Great  Lakes  and  James  Bay 
sides  of  the  height  of  land  are  quite  dependent  on  storage,  so 
that,  instead  of  some  5,500,000  horse-power  being  listed  as 
Ontario's  portion,  13,000.000  here  alone  would  more  likely 
represent  the  possible  development  that  the  future  may  see, 
and  it  may  be  that,  instead  of  17,830,000  horse-power  in  tho 
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.-oiitlierly  !ialt"  of  Canada,  35,000,000  horse-power  may  be  pro- 
duced. 

The  present  enormous  use  of  electric  power  really  had 
its  inception  25  years  ago,  when '  electric  power  was  first 
transmitted  from  Niagara  Falls,  N.Y„  to  Buffalo,  while  in 
Canada.  ;n  the  last  12  years,  the  demand  has  jumped  from 
about  zero  vo  the  astounding  figures  of  the  present.  To-day, 
while  there  are  409,000  horse-power  generated  at  Niagara 
I'alls.  there  is  a  serious  power  shortage,  and  the  power-users 
are  feverishly  awaiting  further  developments  of  hundreds  of 
thousands  of  horse-power  at  this  source.  If  since  1905,  and 
more  particularly  just  within  the  last  few  years,  the  power 
demand  has  grown  so  rapidly,  what  will  fifty  years  from  now 
see?  Possibly  it  will  then  be  a  scarcity  of  sites  to  develop, 
and  all  may  be  interconnected  into  a  vast  network  of  trans- 
mission and  distributing  lines,  all  the  sources  combining  to 
obtain  the  maximum  of  energy  from  the  widely-distributed 
water-falls. 

Eectric  Heating  Feasible  at  $12  Per  H.P. 

In  conclusion,  I  would  briefly  summarize  as  follows: 

1.  Electric  heating  is  not  a  present  econ9mic  possibility, 
due  to  high  cost  and  lack  of  available  power. 

2.  Electric  power  rates  would  have  to  be  one-quarter  of 
the  present  rates  for  electric  heating  to  compete  with  heating 
by  anthracite  coal. 

.'{.  Many  millions  of  horse-power  would  be  required  to 
meet  even  present  -requirements.  For  example,  I  would  esti- 
mate a  demand  of  2,000.000  horse-power  to  heat  Toronto's 
dwellings  and  other  buildings,  or  4  horse-power  per  person 
of  population. 

4.  When  millions  of  horse-power  in  Canada  are  developed 
and,  say,  delivered,  $12  power  is  attained,  a  large  electric 
heating  load  may  be  established.  This,  of  course,  does  not 
mean  that  every  portion  of  the  country  could  be  served,  but 
areas  representing  the  great  bulk  of  the  population  would  be 
in  the  zones  of  distribution  from  such  powers,  and  it  might 
thus  be  possible  to  greatly  substitute  for  coal  and  other  fuels. 

5.  It  may  be  that  the  economic  future  of  our  fuel  and 
water-power  resources  will  demand  that  in  their  administra- 
tion fuels  will  be  reserved  for  heating  purposes  and  that  tlie 
hydro-electric  power  available  will  'be  substituted  to>  the 
maximum  for  all  mechanical,  railroad,  and  metallurgical 
operations. 

6.  By  the  use  of  devices  for  heat  storing  and  fuel  manu- 
facturing, in  combined  or  separate  installations,  so  as  to  use 
throughout  the  yearly  cycle  a  continuous  heating  load  of  100 
per  cent,  load  factor,  but  of  average  rather  than  of  peak  de- 
mand, electric  heating  might  be  given  a  positively  economic 
status,  or,  further  the  development  of  loads  in  millions  of 
horse-power  equalling  in  demand  the  electric  power  required 
for  heating,  yet  elastic  enough  in  its  use  to  adapt  to  the  low 
load  periods  of  heating,  may  again  suffice  to  make  electrical 
heating  of  economic  importance. 


Discussion  on  Electric  Heating 

By  H.  G.  .Acres' 

The  four  papers  we  have  just  heard  cover  such  a  vast 
field  and  furnish  such  limitless  opportunities  for  discussion 
and  conjucture  that  it  is  impossible  to  touch  on  more  than 
one  or  two  of  the  many  points  which  are  worth  enlarging 
upon.  In  the  first  place  I  wish  to  consider,  briefly,  a  matter 
alhwled  to  by  Mr.  Challies  and  dealt  with  more  at  length 
by  Mr.  Mitchell;  namely,  house  heating  by  electricity.  Mr. 
Mitchell  has  very  ably  elucidated  some  points  with  refer- 
ence to  the  feasibility  of  heating  buildings,  which  perhaps 
are  not  generally  appreciated,  and  it  might  be  interesting 
to  enlarge  upon  some  of  his  conclusions  with  special  rcfcr- 
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ence  to  the  problem  of  heating  the  city  of  Toronto  with 
Niagara  power. 

First,  as  to  cost — What  fundamental  condition  accounts 
for  the  fact  that  a  house  in  Toronto  can  be  more  cheaply 
heated  by  means  of  Pennsylvania  coal  than  by  Niagara  power, 
supplied  at  actual  cost?  To  work  this  out  let  us  first  take  one 
kw.  of  potential  heat  from  the  falling  waters  of  Niagara.  Un- 
der peak  load  conditions,  there  will  be  85  per  cent,  of  this 
unit  of  heat  left  when  it  has  passed  through  the  turbine;  80 
per  cent,  when  it  has  passed  through  the  generator;  76  per 
cent,  when  it  has  passed  through  the  step-up  transformer; 
possibly  not  more  than  66  per  cent,  when  it  has  passed  over 
the  transmission  line;  62  per  cent,  when  it  has  passed  through 
the  step-down  transformer;  57  per  cent,  when  it  has  passed 
through  the  local  distribution  system  and  52  per  cent,  when 
it  has  passed  through  the  service  transformer.  In  other 
words,  about  one-half  of  this  unit  of  heat  would  be  left  for 
effective  use  as  heat  on  the  premises  of  the  consumer. 

Then  take  a  pound  of  coal  from  a  Pennsylvania  mine — 
the  whole  of  this  pound  is  delivered,  to  the  consumer's  pre- 
mises. It  contains  about  2  kw.  hours  of  effective  potential 
heat  for  which  you  pay  cent  on  the  basis  of  present  price 
of  coal,  or  ^  cent  for  1  kw.  hour,  as  against  9/lOths  of  a  cent 
for  the  kw.  hour  of  heat  from  Niagara,  on  the  basis  of  pre- 
sent rates. 

Six  Steps  in  Converting  Niagara  Energy  for  Heat 

This  kilowatt  of  potential  heat  from  Niagara  undergoes 
six  distinct  steps  of  conversion  before  it  is  delivered  on  the 
consumer's  premises  as  heat.  The  potential  heat  of  the 
Pennsylvania  coal  undergoes  one  conversion  only  before  be- 
ing put  to  its  ultimate  use.  The  efficiency  of  conversion 
from  the  natural  state  to  ultimate  use  is  probably  about  the 
same,  but  in  one  case  you  require  a  power  plant,  a  step-up 
transformer;  80  miles  of  transmission  line;  a  step-down  trans- 
former; a  distribution  system  and  a  service  transformer.  In 
the  other  you  require  a  $200  furnace  and  a  50  cent  shovel. 
These  two  conditions  relative  to  the  delivery  of  the  com- 
modity must  be  considered  as  having  a  more  or  less  fixed 
influence  on  comparative  costs,  and  the  only  factors  which 
will  tend  to  any  appreciable  extent  to  reconcile  the  present 
disparity  will  be  an  enormous  increase  in  the  price  of  coal, 
or  a  compensating  reduction  in  the  cost  of  electric  povver, 
assiiming,  of  course,  that  both  commodities  will  bei  available 
for  the  use  under  discussion,  which  is  another  question  alto- 
gether. 

Then  as  to  service  conditions — I  think  there  are  about 
80,000  buildings  in  the  city  of  Toronto.  It  is  safe  to  say  that 
during  the  extreme  weather  last  winter  coal  was  being  burnt 
in  these  buildings,  for  a  day  or  two  at  a  time,  at  an  average 
rate  of  four  tons  per  month,  or,  say,  for  a  two-day  period, 
on  several  occasions,  an  average  of  270  pounds  of  coal  was 
burnt  in  each  building  in  the  city.  I  think  that  is  well  on 
the  conservative  side.  On  the  basis  of  this  assumption  it 
would  require  over  1,500,000  horse-power  of  station  capacity 
at  Niagara  to  heat  Toronto  in  zero  weather.  Furthermore, 
on  the  basis  of  Mr.  Mitchell's  estimates  of  load  factor,  for 
two  months  only  65  per  cent,  of  this  power  would  be  used, 
for  two  months  only  45  per  cent.,  for  two  months  only  20 
per  cent.,  and  for  four  months  none  would  be  used  at  all. 
This  is  a  service  condition  which  is  absolutely  unheard  of 
at  the  present  time.  Under  such  circumstances  an  extra- 
ordinary operating  condition  would  obtain,  in  that  the  load- 
factor  on  the  generating  plant  would  be  mainly  controlled 
by  the  direction  of  the  wind.  On  several  occasions  last 
winter  the  rise  in  temperature  due  to  changing  wind  direc- 
tion might  have  pulled  half  a  million  kw.  off  the  station 
busses  over  night.  Mr.  Mitchell  has  suggested  a  solution 
of  this  load-factor  problem  as  far  as  the  generating  plant 
is  concerned,  but  even  granting  that  industries  could  be  es- 
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tablished  at  Niagara  which  could  economically  absorb  these 
enormous  quantities  of  off-peak  power,  it  would  not  help 
Toronto,  with  over  1,000,000  h.p.  of  installed  transformer 
capacity  operating  at  35  per  cent,  load-factor,  together  with 
the  necessary  transmission  line  capacity  to  Niagara  Falls. 

Market  Will  Develop  for  Off-Peak  Power 

In  submitting  these  very  approximate  figures,  I  have,  of 
course,  not  considered  the  matter  of  of?-peak  power.  If  the 
price  of  coal  holds  at  the  present  figure,  or  tends  to  increase, 
there  is  undoubtedly  a  commercial  possibility  of  using  elec- 
tric power  as  an  auxiliary  heating  medium  during  off-peak 

i  hours,  and  a  rate  for  this  class  of  service  could  possibly  be 
fixed  sufficiently  low  to  attract  some  consumers.  This  phase 
of  the  question  cannot,  however,  be  discussed  very  intelli- 
gently except  at  considerable  length  and  on  an  essentially 
technical  basis. 

I  may  say  here  that  the  hypothetical  service  condition  I 
have  just  described  is  one  which  is  certain  to  obtain  in  the 
future  at  Niagara  and  at  other  large  hydro-electric  power 
centres,  though  in  a  much  less  acute  form.  The  time  is  not 
far  distant  when  the  scarcity  of  power  in  what  Mr.  Challies 

lj  has  called  the  "acute  fuel  area"  v/ill  revolutionize  the  present 
conditions  and  rules  of  service,  and  a  certain  class  of  con- 
sumers will  develop  who  will  be  glad  enough  to  make  use, 

'  not  only  of  all  available  off-peak  power,  but  also  to  take  ad- 
vantage of  such  power  as  may  be  intermittently  available 
during  higher  stages  of  flow.    Those  having  to  do  with  the 

1  development  of  hydro-electric  power  should,  therefore,  bear 
in  mind  that  it  is  only  a  question  of  time  when  the  scarcity 

j     of  fuel  and  the  approaching  ultimate  exhaustion  of  hydraulic 

I  power  resources'  will  make  the  production  of  intermittent 
power  not  only  profitable,  but  necessary  for  the  public  wel- 
fare, and  permanent  works  at  least  should  be  designed  against 
such  a  contingency. 

Now  referring  again  to  Mr.  Challies'  paper,  I  think  the 
most  important  and  significant  section  of  the  same  is  that 
which  considers  the  use  of  Canada's  fuel-power  resources 
according  to  their  adaptability.  In  considering  this  phase  of 
the  problem  we  are  rather  on  the  horns  of  a  dilemma.  Should 
we  consider  the  advisability  or  possibility  of  moving  out  of 
the  "acute  fuel  area"  such  industries  as  are  mainly  depend- 
ent on  coal  as  a  raw  material  or  as  a  source  of  power,  and 
of  replacing  them  by  industries  mainly  dependent  on  water- 
generated  power,  or  should  we  look  after  these  industries  as 
best  we  can  by  centralized  heating  plants  and  ouV  of  our 
future  allotments  of  imported  coal?  In  other  words,  should 
the  problem  of  adaptability  be  attacked  on  the  basis  of  adapt- 
ing our  fuel  power  resources  to  industry  as  now  existing  and 
located,  or  on  the  basis  of  adapting  industry  to  our  fuel 
power  resources? 

Large  Industries  May  Absorb  Excessive  Amount 
of  Power 

I  have  in  mind  one  instance  which  will  serve  as  an 
illustration  of  the  working  of  the  latter  alternative;  that  is, 
adapting  an  industry  to  our  fuel-power  resources.  Cyanamid, 
calcium  carbide  and  carborundum  are  made  by  processes  re- 
quiring large  quantities  of  cheap  power.  They  also  require 
large  quantities  of  carbonaceous  material  which  is  now  sup- 
plied in  the  form  of  coke  made  from  Pennsylvania  coal. 
There  are  two  points  to  be  considered  in  connection  with 
this  proposition,  the  most  evident  being,  of  course,  the  neces- 
sity of  importing  coal  for  such  of  these  industries  as  are  lo- 
cated in  the  "acute  fuel  areas."  The  other  point  is  that  the 
uncontrolled  expansion  of  such  industries  as  these  in  the 
vicinity  of  our  large  boundary  water  powers  will  in  the  near 
future  absorb  capacity  that  at  a  slightly  more  remote  period 
may  be  urgently  needed  to  keep  alive  a  multiplicity  of  small 
industries  scattered  throughout  the  territory  which  is  within 


transmission  distance  of  these  sources  of  power.  For  un- 
limited development  of  large  local  industries  in  the  vicinity 
of  our  large  boundary  water  powers  is,  therefore,  a  possible 
condition  of  the  future  which  would  seem  to  be  undesirable. 
As  against  the  possibility  of  such  a  situation  developing  in 
the  "acute  fuel  area"  we  have,  for  instance,  the  Nelson  River, 
a  virgin  field  for  hydraulic  power  exploitation  furnishing  un- 
rivalled opportunity  for  the  appropriate  and  efficient  location 
of  industry.  Three  million  horsepower  of  commercially  utiliz- 
able  energy,  all  more  or  less  accessiljle  to  the  Hudson  Bay 
Railway,  and  lying  on  the  very  threshold  of  the  Empire's 
granary.  Two  million  horsepower  of  this  capacity  would 
supply  sufficient  fertilizer  for  the  whole  of  the  northwest 
wheat  area.  Nitrogen  and  limestone  are  locally  available,  and 
the  only  important  ingredient  lacking  is  carbon.  Whether 
this  lack  can  be  made  good  by  western  lignite  I  do  not  know. 
That  is  part  of  the  problem.  Crow's  Nest  coal  and  Welsh 
coal,  via  Port  Nelson,  would,  of  course,  be  available  at  a 
ptice.  Here  is  a  problem  which  is  directly  in  line  with  the 
all-important  issue  under  discussion  at  this  meeting,  and 
one  which,  if  intensively  studied,  would  at  least  serve  the 
purpose  of  establishing  certain  fundamental  laws  which  should 
govern  the  use  of  our  fuel  power  resources  in  relation  to  their 
peculiar  adaptability.  A  co-related  phase  of  this  study  would 
be  to  ascertain  to  what  degree  the  use  of  the  water-powers 
in  the  "acute  fuel  area,"  more  particularly  the  boundary 
water-powers,  should  be  controlled  so  as  to  preserve  an 
equitable  balance  between  the  amounts  of  power  allotted  to 
large  local  electro-chemical  and  electro-thermal  industries 
and  the  amounts  of  power  required,  or  likely  to  be  required, 
for  general  distribution  purposes.  As  a  general  rule  the  in- 
dustrial centres  immediately  adjacent  to  the  developed  power 
sites  will  be  the  first  to  benefit,  but  the  inevitable  result  of 
industrial  expansion  will  be  to  include  more  and  more  of  the 
surrounding  territory  within  the  zones  of  influence  of  these 
sources  of  power,  and  it  is  supremely  important  that  these 
zones  shall  expand  freely  along  economic  lines  and  not  be 
forced  into  unnatural  channels  by  private  interest  or  other 
influences  which  should  have  no  prior  status  in  the  control 
of  a  national  asset  of  such  magnitude  as  our  water  powers. 

True  Glory  of  Niagara  is  its  Potentiality 

Now,  before  closing,  I  would  like  to  mention  another 
matter  more  or  less  directly  related  to  the  issue  under  dis- 
cussion, and  which  has  been  briefly  referred  to  by  Mr. 
Mitchell.  Probably  90  per  cent,  of  the  civilized  inhabitants 
of  this  planet  know  Niagara  only  as  a  scenic  spectacle.  Most 
of  them  have  nevertheless  felt,  the  commercial  influence  of 
Niagara  without  realizing  it.  Their  first-hand  knowledge  of 
the  world's  most  important  water  power  has,  however,  been 
derived  chiefly  from  picture  post  cards.  Since  power  was 
first  developed  at  Niagara  Falls  a  continuous  campaign  of 
opposition  to  the  commercial  exploitation  of  Niagara  has 
been  carried  on,  based  on  aesthetic  grounds.  This  opposition 
has  left  its  mark  on  legislation  on  both  sides  of  the  line  and 
on  the  Boundary  Waters  Treaty.  As  a  matter  of  fact  it  is 
largely  responsible  for  the  present  shortage  of  power. 

The  term  "commercial  exploitation"  may  sound*  cold 
blooded,  but  we  may  as  well  call  a  spade  a  spade,  and  any- 
way, in  my  opinion,  the  true  glory  of  Niagara  lies  not  ir^ 
the  roar  and  the  rainbows,  but  in  the  vast  potentiality  of  the 
falling  waters,  considered  in  the  light  of  an  instrument  placed 
in  our  hands  by  a  Divine  Providence  for  a  beneficent  pur- 
pose, or,  as  Sir  Adam  Beck  expressed  it  eight  years  ago,  "to 
raise  the  scale  of  living  of  our  citizens,  and  to  multiply  and 
cheapen  the  comforts  of  life."  Niagara  can  have  no  greater 
destiny  than  this,  and  while  aesthetic  opposition  lo  the  com- 
mercial exploitation  of  Niagara  nuist  ultimately  fade  in  tlic 
face  of  these  more  pressing  issues,  I  think  the  process  should 
be  accelerated  as  much  as  possible.    I  have  gone  into  this 
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matter  here  because  the  members  of  the  Canadian  Society 
are  qualified  bj-  training  and  vision  to  propagate  this  doc- 
trine and  let  the  world  at  large  know  what  it  means.  The 
influence  of  the  Society  as  a  whole  would  also  be  a  power- 
ful factor  in  swaying  sentiment  in  the  right  direction. 

Canada's  Water-Powers  Her  Great  Asset 

Finally,  I  may  say  that  the  papers  we  have  listened  to 
have  served  to  confirm  the  fact  that  a  world-wide  field  of 
commercial  enterprise  has  been  opened  up  which  is  preg- 
nant with  enormous  possibilities,  and  the  far-reaching  rami- 
fications of  its  development  will  work  an  economic  revolu- 
tion more  beneficent  in  its  results  than  that  which  took  place 
during  the  age  of  steam,  I  use  the  term  "commercial  enter- 
prise" not  merely  in  connection  with  the  exploitation  and 
development  of  hydro-electric  power,  but  with  a  much  wider 
meaning,  embracing  the  use  of  power  so  derived  for  the 


support  of  a  multitude  of  old  and  new  industries,  the  pro- 
duction of  cheap,  sanitary  light  and  heat,  and  the  cheapening 
of  universal  necessities,  not  so  much  as  a  result  of  the  cheap- 
ness of  hydraulic  power,  but  from  the  fact  that  power  can 
be  made  available  in  such  vast  quantities  as  to  insure  an 
equally  vast  increase  in  the  volume  of  industrial  production. 
It  is  not  difficult  for  those  here  to-day  to  foresee  the 
commanding  position  which  Canada  will  occupy  in  the  eyes 
of  the  world  through  the  properly  controlled  and  regulated 
development  of  her  water-power  resources  and  to  realize  that 
in  the  vast  potentiality  of  her  boundary  streams,  and  in  the 
equally  great,  but  more  widely  distributed  water  powers  of 
her  inland  rivers,  Canada  possesses  an  asset  more  enduring 
than  the  wealth  of  her  inines  and  forests,  or  the  fertility 
of  her  fields,  and  one  which  in  the  end  is  destined  to  become 
the  corner  stone  of  an  industrial  edifice,  in  the  building  of 
which  this  Society  must  by  right  take  a  leading  part. 


Possibilities  of  the  Relief  of  Fuel  Consumption 
by  Increased  Use  of  Hydro-Electric  Energy 

—  —  By  J,  M.  Robertson*  — — 


The  growing  necessity  for  some  comprehensive  plan 
looking  towards  ^  the  more  complete  and  efficient  utilization 
of  our  resources  has  been  apparent  for  many  years  to  those 
whose  duties  make  them  familiar  with  the'  tremendous  wast- 
age of  materials  which  results  from  the  lack  of  coordination 
in  the  use  of  the  various  raw  materials  with  which  our 
country  is  so  richly  endowed.  The  public,  generally  speak- 
ing, has  little  real  idea  as  to  what  constitutes  the  essential 
of  conservation  of  natural  resources.  Simple  reduction  in 
demand,  the  restriction  of  the  use  of  such  materials,  thereby 
restricting  the  output  of  essential  industries  is  obviously  not 
true  conservation.  The  goal  to  be  aimed  at  is  development, 
present  and-  future,  and  in  order  to  secure  this  end  we  must 
make  use  of  such  materials  as  are  necessary  for  the  main- 
tenance of  our  trade  and  commerce  and  the  growth  and  de- 
velopment of  our  national  life.  Economic  utilization  of  such 
resources,  considering  both  present  and  future,  would  limit 
the  use  of  irreplaceable  materials  even  though  they  might  be 
more  cheaply  and  readily  obtained  under  given  conditions, 
and  promote  the  use  of  other  materials  whose  use  con- 
serves to  a  greater  extent  the  assets  of  the  community. 

Consider  Other  Factors  Besides  Cheapness  and  Availability 

The  elements  of  cheapness  and  availability  of  raw  ma- 
terials are  large  factors  in  determining  the  success  or  failure 
of  any  industrial  enterprise,  and  as  such  must  be  given  due 
weight.  We  have  been,  however,  and  we  are  still,  too  muck 
inclined  to  accept  these  factors  as  excuses  for  taking  the 
material  nearest  at  hand  which  is  suitable  for  our  purpose 
and  letting  the  future  take  care  of  itself.  A  little  thought 
and  investigation  devoted  to  the  development  of  possible 
substitutes  will  frequently  disclose  methods  by  which  an 
industry  may  utilize  materials  or  processes  the  use  of  which 
docs  not  deplete  the  resources  of  the  country.  The  ideal 
conservation  would  provide  for  the  maintenance  of  the  in- 
dustries of  the  world  by  the  use  of  basic  materials  sup- 
plied from  natural  growth  so  that  the  stock  of  raw  material 
whicli  con.stitutes  tiie  capital  of  the  world  would  not  l)e  re- 
duced but  would  be  handed  down  unimpaired  from  generation 
to  generation. 

Such  an  ideal  conservation  is  obviously  beyond  reach  in 
'.III-  present   stage  of  development,  hut,  although   we  arc 
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Still  using  up  our  capital  at  an  alarming  rate,  the  increasing- 
realization  of  the  need  of  care  and  the  increasing  efficiency 
of  utilization  which  science  is  placing  in  our  hands  makes 
the  future  look  more  hopeful  than  might  be  considered 
warranted  by  a  consideration  of  the  special  and  temporary 
restrictive  measures  which  have  been  applied  to  industry  as 
a  whole  during  the  past  few  months.  From  these  experi- 
ences it  is  apparent  that  the  most  essential  elements  in  our 
industrial  life  at  present  are  transportation  and  fuel,  and 
to  a  large  extent  transportation  means  fuel,  since  the  equip- 
ment required  for  transportation  can  neither  be  produced 
nor  operated  in  the  absence  of  an  adequate  supply  of  fuel. 
It  therefore  follows  that  any  modification  of  our  past  prac- 
tice which  will  maintain  our  industries  and  at  the  same 
time  reduce  the  consumption  of  fuels  will  be  an  applica- 
tion of  true  conservation  principles  in  more  than  one  way, 
as  first,  it  will  reduce  the  consumption  of  a  material  which 
once  used  cannot  be  replaced,  and  secondly,  it  will  reduce 
the  demand  for  transportation  for  such  material  and  will 
thereby  leave  for  the  use  of  some  other  industry  a  larger 
supply  of  raw  material  for  which  for  its  purposes  there  is 
no  substitute.  . 

Use  of  Raw  Coal  for  Power  Generation  Uneconomic 

The  use  of  raw  coal  as  a  basis  for  the  generation  of 
power  through  the  medium  of  steam  is  fundamentally  un- 
economic, as  too  large  an  amount  of  valuable  by-product  is 
sacrificed  for  very  little  return,  and  the  efficiency  of  the 
conversion  is  much  too  low.  When  it  is  considered  that 
under  average  conditions  the  amount  of  coal  required  to 
generate  a  horse-power  hour  is  of  the  order  of  five  or  six 
pounds,  representing  an  efficiency  from  coal  to  power  of 
only  three  or  four  per  cent,  which,  generally  speaking,  must 
be  again  divided  by  two  before  the  energy  is  applied  to  the 
work  it  can  be  readily  realized  that  our  present  methods 
of  operation  leave  much  room  for  improvement.  In  de- 
fence of  the  steam  plant  it  may  be  claimed  that  such  figures 
represent  only  the  practice  of  the  smaller  plants  and  that 
in  the  large  manufacturing  centres  power  is  supplied  from 
steam  plants  which  operate  much  more  efficiently.  It  is  a 
very  good  plant  which  can  average  a  kw.hr.  on  lyi  lbs.  of 
coal,  including  all  auxiliaries,  so  that  even  under  the  best 
conditions  we  get  an  efficiency  only  about  15  per  cent.  It 
is,  of  course,  necessary  to  remember  that  such  low  efficiencies 
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are  not  due  to  imperfections  in  the  equiynicnl,  hiU  rallier 
to  the  limitations  imposed  by  thermal  laws,  and  until  a 
method  of  conversion  radically  different  from  the  present 
has  been  discovered  such  losses  cannot  be  eliminated. 

These  figures,  unsatisfactory  as  they  are,  tell  only 
half  of  the  story.  In  using  raw  coal  we  are  throwing  away 
in  a  wasteful  manner  material  which  contains  many  valu- 
able by-products  which  add  but  slightly  to  its  value  as  a 
fuel,  but  which  when  extracted,  have  a  value  greater  than 
the  value  of  the  coal  itself.  Many  of  these  materials  are 
essential  elements  in  our  industrial  life  for  which  at  present 
there  are  no  substitutes. 

Notwithstanding  this  very  unsatisfactory  showing,  the 
necessities  of  the  case  require  that  coal  should  be  used  for 
fuel  in  the  absence  of  better  means  of  providing  readily 
available  energy.  It  would  seem,  however,  more  or  less 
elementary  that  the  use  of  coal  for  such  purposes  should 
be  restricted  to  cases  where  no  substitute  is  available  in 
order  that  when  science  places  in  our  hands  improved  means 
of  converting  fuel  into  power,  we  shall  not  be  in  the  unfor- 
tunate position  of  having  squandered  our  patrimony  and 
left  ourselves  without  the  means  to  take  advantage  of  the 
improved  processes  when  available. 

Generate  Power  Before  Using  Steam  for  Heat 

Climatic  conditions  in  this  country  owing  to  the  north- 
ern location  impose  upon  us  a  heavy  burden  every  winter. 
Heat  must  be  maintained  in  our  houses  and  shops.  At  this 
stage  of  progress  the  only  generally  available  means  of  heat- 
ing is  by  fuel — coal,  oil  or  gas — of  which  the  former  is  by 
far  the  most  important.  We  cannot  avoid  the  use  of  coal 
for  heating  our  factories,  but  we  can  see  to  it  that  as  soon 
as  practicable  raw  coal  is  not  used  for  this  purpose,  and 
that  what  fuel  is  used  is  for  heating  purposes  only  wherever 
adequate  substitutes  for  coal  generated  power  are  available. 
Too  many  of  our  industrial  establishments  are  operated  en- 
tirely by  coal  simply  because  the  controlling  head  likes  the 
idea  of  "independence,"  and  declines  to  consider  the  pur- 
chase of  public  service  supply  because  he  would  then  be 
"dependent  on  the  power  company."  In  places  where  hydro- 
electric service  is 'available  the  power  required  by  such  es- 
tablishments should  be  purchased  and  generally  is  purchas- 
able at  rates  and  under  conditions  more  favorable  than  the 
costs  of  operation  by  coal  and  with  much  less  investment 
for  plant.  In  the  cases  of  factories  located  where  such  ser- 
vice only  is  obtainable  sufficient  engine  plant  should  be  in- 
stalled to  make  possible  the  abstraction  of  the  maximum 
amount  of  energy  from  the  steam  before  it  is  used  for 
heating,  the  idea  being  to  operate  steam  plant  only  to  the 
extent  of  the  heat  requirements  utilizing  the  steam  equip- 
ment as  the  reducing  valve  and  increasing  or  decreasing  the 
purchased  power  to  such  an  extent  as  may  be  required  to 
ofYset  the  variation  in  the  by-product  power  recovered  from 
steam  required  for  heating  or  process  work. 

As  the  average  manufacturing  establishment  in  most 
parts  of  Canada  requires  more  steam  for  heat  than  for  power 
during  the  winter  months  and  almost  no  steam  during  the 
summer  months,  and  as  the  demand  for  electric  energy  for 
lighting  purposes  is  much  greater  during  the  winter,  such 
an  arrangement  vi^orks  to  the  advantage  of  both  company 
and  consumer  as  the  combination  makes  possible  the  almost 
ideal  utilization  of  the  energy  in  the  fuel  during  the  winter 
and  the  capacity  on  the  power  system  thus  released  becomes 
available  to  take  care  of  the  increased  load  which  must  be 
carried  electrically.  The  diversity  thus  introduced  into  the 
power  demand  makes  possible  the  fixing  of  a  power  rate 
which  is  attractive  to  the  consumer,  and,  at  the  same  time, 
remunerative  to  the  power  company. 

In  some  plants  considerable  ingenuity  is  displayed  in 
so  combining  equipment  for  utilizing  steam,  electricity  and 


compressed  air  or  refrigeration  with  outside  service  so  that 
no  fuel  whatever  is  burned,  except  for  supplying  heat,  and 
every  possible  unit  of  energy  is  abstracted  from  the  steam 
before  it  is  utilized  as  heat.  \'ariation  in  the  demand  for 
air  and  electricity  is  compensated  for  by  use  of  machinery 
driven  by  two  sources  of  power  involving  very  interesting 
cross  conversion  of  energy. 

The  experience  of  those  who  have  plants  operating  under 
these  conditions  is  quite  satisfactory  as  they  have  secured 
the  convenience  of  freedom  from  unnecessary  heat  and  dirt 
during  the  summer,  the  advantage  of  a  standby  plant  as 
protection  a:gainst  shut  down — extremely  low  cost  of  power 
during  the  winter  and  a  satisfactory  power  service  available 
at  all  times  when  required. 

The  fact  that  such  economies  are  usually  realized  in 
plants  of  considerable  size  is  due  principally  to  the  fact  that 
the  large  plants  are  directed  by  executives  of  broad  views 
who  realize  that  elimination  of  waste  is  desirable  even  though 
in  a  given  case  it  may  not  result  in  a  net  saving  of  money. 

Instances  have  arisen  this  year  in  which  factories  which 
operate  by  steam  power  in  winter  and  purchase  hydro-electric 
power  during  the  summer  months  have  anticipated  the  date 
for  the  commencement  of  this  purchased  service  with  the 
consent  of  the  power  company,  and  are  reducing  their  coal 
consumption  as  weather  permits,  to  the  minimum  absolutely 
necessary  for  heat,  and  are  paying  to  the  power  company 
for  service  to  make  up  the  deficiency  in  power  recovery 
the  net  amount  they  would  have  paid  for  additional  coal. 
The  power  company  having  power  available  is  satisfied 
to  accept  this  amount  for  temporary  service  from  month 
to  month  without  further  obligation  on  the  part  of  either 
party.  Such  co-operation  shows  evidence  of  broad-minded- 
ness on  the  part  of  all  concerned  and  leads  us  to  hope  that 
further  progress  in  co-operation  would  develop  many  other 
instances  in  which  very  real  savings  could  be  made  to  the 
advantage  of  the  country  as  a  whole. 

An  indication  of  the  extent  to  which  an  enlightened 
policy  under  favorable  conditions  can  carry  the  substitution 
of  hydro-electric  service  for  steam  in  an  industrial  com- 
munity is  given  by  a  comparison  of  the  figures  representing 
the  consumption  of  electrical  energy  in  the  more  important 
industrial  centres  in  America.  For  the  year  1916  the  figures 
in  kw.  hours  per  head  of  population  were  as  follows: — 

New  York,  225;  Philadelphia,  250;  Boston,  350;  Cleve- 
land, 400;  Minneapolis,  450;  Pittsburg,  500;  Buffalo,  586;  To- 
ronto, 700;  Montreal,  783.  The  figures  for  1917  are  not  yet 
available,  but  it  is  probable  that  the  figures  for  both  Toronto 
and  Montreal  would  show  an  increase  of  about  10  per  cent. 
Montreal  would  thus  be  about  800,  while  the  whole  province 
of  Quebec  was  about  700. 

The  total  power  utilized  in  the  Montreal  district  is  about 
200,000  h.p.,  of  which  about  165,000  is  supplied  from  hydro- 
electric sources  and  the  balance  by  steam.  If  the  city  pump- 
ing plant  and  the  plant  of  the  Tramways  Company  are  ex- 
cluded, the  total  steam  capacity  now  in  regular  operation  in 
this  territory  would  be  about  10,000-12,000  h.p.,  or  about  5 
or  6  per  cent,  of  the  total  power  utilized.  Even  this  small 
part  of  the  demand  would  be  reduced  materially  were  it 
not  for  the  fact  that  most  of  these  plants  are  of  a  kind  which 
produce  large  quantities  of  combustible  waste  which  must 
be  disposed  of  by  burning  or  are  plants  in  which  there  is 
relatively  large  demand  for  high  temperature  steam  for  pro- 
cess work  and  a  relatively  small  demand  for  power. 

When  it  is  considered  that  the  amount  of  coal  required 
to  replace  the  electrical  energy  supplied  by  these  hydro- 
electric plants  would  be  of  the  order  of  1,750,000  tons  per 
year  it  is  clear  that  while  there  still  remains  much  to  do 
a  very  considerable  amount  has  been  done. 

It  should  be  borne  in  mind  that  this  is  no  isolated  in- 
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stance,  what  has  been  done  here  is  being  done  to  a  greater 
or  less  extent  in  many  other  centres  as  is  clear  from  the 
large  and  increasing  load  carried  by  the  Hydro-electric  Sys- 
tem in  Ontario.  Toronto's  use  of  current  is  almost  equal  to 
that  of  Montreal,  and, both  of  them  are  quite  remarkable 
for  very  complete  utilization  of  purchased  power.  Co-opera- 
tion between  the  consumer  and  the  company  with  fair  rates 
and  conditions  for- service  rendered,  and  a  reasonable  will- 
ingness on'  the  part  of  the  consumer  to  adapt  himself  and 
his  plant  to  new  conditions,  even  when  such  adaptation  may 
perhaps  entail  the  sacrifice  of  a  little  of  his  apparent  inde- 
pendence, will  assist  our  power  companies  in  improving  the 
already  high  character  of  the  services  they  are  now  render- 
ing by  reducing  to  a  minimum  the  utilization  of  irreplacable 
materials  and  extending  and  broadening  the  use  of  power 
from  inexhaustible  natural  sources. 


The  development  and  utilization  of  our  water  power 
reserves  is  a  measure  of  our  economic  advance  in  the  scale 
of  civilization,  and  the  formulating  of  a  broad  and  liberal 
policy  which  will  ensure  the  keeping  of  such  development 
in  advance  of  the  requirements  of  our  industries  is  some- 
thing which  should  engage  the  attention  of  our  govern- 
ment and  our  industrial  leaders. 

It  is  surely  not  too  much  to  hope  that  in  a  country  so 
richly  endowed  with  natural  power  sites,  distributed  almost 
ideally  from  an  economic  standpoint,  the  time  will  come 
when  practically  all  of  the  power  required  for  our  industrial 
life  will  be  supplied  from  such  sources,  and  we  will  be  free 
from  the  reproach  that  because  it  is  easy  and  obvious  we 
cheerfully  squander  our  patrimony  while  we  neglect  to  de- 
velop the  natural  heritage  with  which  a  wise  Providence  has 
blessed  us. 


Central  Heating  as  Means  of  Conserving  Fuel 


By  F.  G.  Clark* 


Central  heating  is  the  replacement  of  two  or  more  indi- 
vidual heating  systems  by  one  source  of  heat.  The  electric 
central  station  and  the  gas  generating  plant  are  illustrations 
of  central  heating  to  the  extent  that  their  respective  forms  of 
energy  are  used  in  connection  with  heating  appliances.  The 
use  of  electric  energy  and  gas  for  this  purpose  is  being  dealt 
with  in  other  papers  which  probably  means  that  the  writer 
is  expected  to  deal  only  with  steam  heat  distributed  from  a 
central  generating  plant.  As  the  subject  probably  covers 
steam  for  power,  providing  it  comes  from  a  central  plant, 
this  enlargement  will  be  made.  We  therefore  have  as  our 
subject  central  steam  plants  as  a  means  of  conserving  fuel 
by  replacing  isolated  power  and  heating  plants. 

The  first  commercial  central  steam  plant  was  installed 
by  Holly  previous  to  1880,  and  although  many  others  have 
taken  a  hand  in  the  business,  the  company  founded  by  him 
furnishes  most  of  the  special  materials  for  the  installation? 
and  frequently  does  the  work  of  installing.  The  systems  in- 
stalled  by  Holly  and  his  successors  were  generally  high  pres- 
sure systems.  There  have  been  a  few  exhaust  steam  oV  low 
pressure  systems,  and  there  is  also  here  and  there  a  hot 
water  system.  The  hot  water  system  possesses  advantages 
which,  however,  arc  restricted  to  local  conditions. 

The  relative  merit  of  high  versus  low  pressure  systems 
has  been  the  subject  of  much  discussion.  It  appears  that 
the  high  pressure  systems  were  originally  installed  before 
electric  energy  became  an  important  competitor  of  the  steam 
engine.  The  central  steam  plant  was  generally  able  to  sub- 
stitute its  service  for  the  boilers  of  the  consumer,  and  although 
the  steam  engine  is  no  longer  an  imi^ortant  factor,  the  high 
pressure  system  remains  in  a  number  of  large  cities,  and 
probably  for  the  reason  that  the  generating  plants  have  high 
pressure  l)oilers,  and  the  street  main  cost  of  low  pressure 
piping  is  high  in  comparison.  The  ideal  system  would  take 
low  pressure  steam  from  a  steam  electric  power  plant.  The 
steam  would  be  taken  from  the  low  pressure  stage  of  steam 
turtjines  through  suitable  regulating  valves,  and  he  super- 
heated by  a  suitable  heat  exchanger  l)efore  passing  into  the 
street  mains. 

The  conditions  wliicli  best  suit  tliis  iiulhod  of  sup- 
plying heat,  are  a  closely  iniilt  uj)  section  of  a  city  and 
a  central  location  for  the  supply  |)lant.  The  location  of 
the  station  and  the  congested  area  usually  gives  a  fan-like 
distribution  system.  As  an  economic  proposition  the  central 
heating  plant  can  offer  to  customers  in  a  limited  district  a 
supply  of  heat  for  approximately  what  their  coal  would  cn^-l 
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them,  leaving  a  fair  return  on  the  central  heating  system  in- 
vestment. The  purchaser  of  steam  avoids  the  necessity  of 
purchasing  and  operating  boilers,  saves  the  space  they  and 
the  fuel  would  occupy  and  is  free  from  the  troubles  of 
operation.  Steam  mains  laid  in  city  streets,  while  not 
entirely  free  from  troubles,  usually  give  ample  warning  of 
failure,  and  can  be  depended  upon  for  continuous  service. 

The  loss  of  heat  is  a  more  or  less  constant  quantity, 
depending  upon  the  length  and  size  of  pipe,  its  insulation,  the 
difference  in  temperature  of  steam  in  the  pipe  and  the  sur- 
rounding earth,  and  the  leaks.  The  nearer  to  capacity  the 
mains  are  worked  the  smaller  is  the  percentage  of  loss.  A 
well-designed  system,  as  for  example,  one  covering  that  part 
of  Toronto  between  the  bay  and  College  Street,  and  from 
Sherbourne  Street  to  Spadina  Avenue,  if  supplied  from  a 
central  plant  such  as  the  Scott  Street  Station  of  the  Toronto 
Electric  Light  Company,  would  be  able  to  furnish  all  of 
the  heat  required  in  the  district  at  a  cost  to  the  users  from 
10  to  30  per  cent,  less  than  their  present  expense.  The  sav- 
ing in  coal  might  be  over  30  per  cent.,  but  in  any  case  the 
cost  qf  coal  at  the  central  plant  would  be  sufficiently  less 
than  its  cost  delivered  throughout  the  district  to  offset  the 
fixed  charges  and  heat  losses  of  transmission  through  the 
streets. 

On  the  assumption  that  75  tons  of  anthracite  at  $9.00  a 
ton,  and  150  tons  of  bituminous  at  $7.00  per  ton  is  used  in 
the  district  each  week  day  for  six  months,  and  proportion- 
ately smaller  quantities  during  the  remainder  of  the  year, 
the  cost  of  steam  under  present  conditions  would  be  over 
$500,000  per  year,  of  which  the  coal  cost  is  about  $400,000. 

The  central  heating  conipany  would  be  willing  to  sup- 
ply an  equivalent  quantity  of  heat  for  the  cost  of  the  coal, 
depending  upon  their  own  saving  in  coal  and  its  cost  to  meet 
expenses  and  pay  a  dividend. 

The  conditions  throughout  Ontario  and  the  populated 
parts  of  Quebec  are  ideal  for  the  development  of  central 
heating  plants  because  of  cheap  electric  power,  the  number 
of  heating  days  and  the  high  price  of  coal.  Every  town  of 
10,000  or  more  inhabitants  and  with  buildings  not  too  widely 
scattered  affords  an  opportunity  for  saving  coal  if  it  will 
support  a  well  designed  and  well  operated  central  heating- 
plant.  The  smaller  towns  should  depend  upon  hot  water 
circulation,  the  water  being  heated  during  the  hours  when 
electric  energy  could  be  taken  from  stean-Kengine  units  used 
to  produce  the  exhaust  steam  needed  for  heating.  The 
Hydro  municipalities  could  use  sonic  of  the  energy  they 
luivc  been  expending  upon   the  radial   railway  scheme  in 
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the  solution  of  this  problem,  and  produce  an  economic 
saving  of  value  to  themselves  and  the  country. 

I  would  not  care  to  make  an  estimate  as  to  the  saving 
that  would  result  from  a  comprehensive  establishment  of 
central  heating  plants  throughout  the  country.  It  is  alto- 
gether improbable  that  any  installations  will  be  made  in  the 
immediate  future.  The  idea  of  cheap  hydro-electric  power 
unlimited  in  quantity  and  in  its  capacity  to  replace  coal  has 
so  taken  hold  of  the  people  of  Canada  and  of  Ontario  in 
particular,  that  they  are  simply  waiting  for  the  end  of 
the  war  or  the  completion  of  the  Chippewa  development  to 
heat  their  buildings  electrically  and  thus  entirely  do  away 
with  coal.  I  will,  however,  venture  one  prediction  which 
will  have  a  considerable  bearing  on  the  question  of  central 
heating,  or  rather  on  heating  in  general.  It  is*  that  within 
ten  years,  gas  and  coal  briquettes  will  replace  the  an- 
thracite and  bituminous  coal  now  used  and  that  the  gas  and 
the  briquettes  will  be  made  from  powdered  coal  sent  from 
the  mines  to  Hamilton  or  Toronto  or  London  in  pipes,  just 
as  oil  is  now  pumped  from  Oklahama  to  the  Atlantic  Sea- 
board. The  cost  of  the  gas  and  the  briquettes  will  be  less  than 
one-half  and  possibly  one-fourth  the  present  prices  for  gas 
and  coal.  What  the  situation  with  respect  to  the  central 
heating  will  then  be  is  left  to  your  imagination. 


Mainly  Constructional 

East  and  West— From  Coast  to  Coast 


Plans  have  been  prepared  for  a  new  shipyard  at  St.  John, 
N.B.,  for  the  St.  John  Shipbuilding  Company,  Limited. 

The  permits  issued  in  Gait,  Ont.,  during  March  are  valued 
at  $7,610,  and  include  4  dwellings,  5  barns  and  garages  and 
3  additions. 

For  Toronto  harbor  improvements  an  item  of  $500,000 
has  been  included  in  the  Dominion  Government  estimates. 
There  is  also  a  revote  of  $200,000. 

Building  permits  amounting  to  a  value  of  over  $500,000 
were  issued  in  Toronto  during  the  month  of  March.  In  the 
same  month  last  year,  the  total  was  $414,708. 

The  Nanaimo  city  council  has  decided  to  extend  the 
sewerage  facilities  of  the  city,  and  will  install  a  system  on 
five  streets  and  on  portions  of  other  thoroughfares. 

The  bricklayers  of  Vancouver  have  decided  that  they 
are  not  getting  enough  money  for  their  labor,  and  after 
May  1st  they  will  demand  $7  for  a  day  of  eight  hours. 

The  Bricklayers'  Union  in  Toronto  have  decided  to  de- 
mand an  increase  in  wages.  Notice  will  be  served  on  all 
the  master  builders  in  the  city  that  the  rate  of  wages  is  to 
be  70  cents  per  hour  on  and  after  May  1. 

The  Canadian  Steel  Corporation  has  been  licensed  as  an 
extra-provincial  company  in  British  Columbia.  The  corpora- 
tion's head  office  for  the  province  is  in  Victoria.  Their  Do- 
minion headquarters  are  at  Ojibway,  Ont. 

The  building  permits  issued  in  the  month  of  March  in 
Welland,  Ont..  are  valued  at  $6,030,  as  compared  with  $31,- 
165  in  the  same  month  last  year.  The  total  for  the  three 
months  of  1918  is  $31,640,  as  against  $41,880  in  the  corres- 
ponding period  in  1917. 

The  huge  telescope  being  erected  by  the  Dominion  Gov- 
ernment at  Saanich  Mountain,  near  Victoria,  has  at  last  been 
completed,  and  Dr.  J.  S.  Plaskett,  who  is  in  charge  of  the 
observatory,  has  gone  to  Pittsburgh  to  carry  out  the  final 
tests,  prior  to  shipment  of  the  4,300  pound  mirror  to  Vic- 
toria by  express. 


During  the  month  of  March  there  were  36  building  per- 
mits issued  in  Windsor,  Ont.,  valued  at  $72,285,  which  com- 
pares with  47  permits  valued  at  $106,155  for  the  same  month 
in  1917.  The  permits  for  the  first  quarter  of  this  year  are 
valued  at  $100,375,  as  compared  with  $188,965  for  the  corres- 
ponding period  last  year. 

Among  the  building  permits  issued  in  Toronto  recently 
is  one  for  the  erection  of  a  stores  depot  for  the  Imperial 
Munitions  Board  on  the  Weston  Road,  near  St.  Clair  Avenue, 
at  an  estimated  cost  of  $125,000.  Another  has  been  taken  out 
by  Imperial  Oil,  Limited,  for  a  petroleum  storage  station  on 
Keating  street  to  cost  $104,200. 

New  military  barracks  for  the  accommodation  of  1,000 
soldiers  will  probably  be  erected  in  Toronto  for  the  accommo- 
dation of  men  returning  from  overseas.  Coupled  with  the 
difficulty  in  securing  accommodation  for  convalescent  sol- 
diers, the  authorities  are  experiencing  trouble  in  finding  room 
for  men  sent  back  from  overseas  for  discharge. 

The  united  counties  of  Durham  and  Northumberland  have 
come  into  the  Ontario  good  roads  system,  according  to  an 
announcement  recently  made  by  Mr.  W.  A.  McLean,  Deputy 
Minister  of  Highways.  Their  present  plans  include  390  miles 
of  highway.  This  leaves  only  one  county  in  the  province  out- 
side the  good  roads  system — the  County  of  Peterboro. 

The  Merchants'  Bank  of  Canada  will  erect  a  four-storey 
building  at  12-16  King  Street  West,  Toronto,  at  an  approxi- 
mate cost  of  $250,000.  The  land  has  a  frontage  of  54  feet 
and  a  depth  of  90  feet,  and  is  assessed  at  $5,250  a  foot.  Owing 
to  the  fact  that  certain  leases  of  the  present  properties  have 
some  months  to  run,  construction  may  not  commence  until 
next  year. 

Concrete  slabs  to  replace  sections  of  wooden  sidewalk 
as  they  require  renewing  is  a  suggestion  made  by  Alderman 
Bacchus,  New  Westminster.  Mr.  Bacchus'  idea  is  that  on 
days  when  weather  conditions  prohibit  the  board  of  works 
men  from  doing  outside  labor  they  may  be  employed  making 
a  supply  of  concrete  slabs.  Lumber  being  very  dear  and 
short-lived,  he  thinks  this  plan  might  prove  more  economical. 

The  largest  constructional  work  being  carried  on  at  the 
present  time  in  the  vicinity  of  Winnipeg  is  the  aqueduct 
for  the  water  supply  of  the  city  and  surrounding  municipali- 
ties. At  the  end  of  1917  $1,275,587.96  had  been  expended  on 
the  work.  In  the  spring  of  1915  the  construction  was  com- 
menced and  during  that  season  12.3  miles  was  built,  or  14.6 
per  cent.;  during  the  1916  season  23  miles  was  built,  making 
41.6  per  cent,  of  the  portion  east  of  Deacon  complete.  This 
work  will  be  pushed  forward  with  all  possible  speed  imtil  final 
completion,  which  is  hoped  for  in  the  fall  of  1918. 

About  the  middle  of  March  thirty  carloads  of  engine 
parts  for  the  fleet  of  wooden  ships  being  built  in  British 
Columbia  for  the  Imperial  Government  arrived  in  Vancouver 
to  be  ferried  across  to  the  assembly  plant  at  Ogden  Point, 
Victoria.  At  the  same  time  three  Eastern-built  boilers  which 
arrived  some  time  ago  were  also  sent  forward.  It  is  reported 
that  the  engines  are  arriving  in  a  semi-finished  condition  and 
that  the  mechanics  have  to  spend  considerable  time  in  put- 
ting the  finishing  touches  on  them.  It  is  the  intention  of 
the  plants  to  deduct  the  cost  thus  added  from  the  price  of 
the  engines. 

The  ratepayers  of  Windsor,  Walkerville,  Ford,  Sandwich 
and  Ojibway  have  endorsed  the  proposal  to  construct  a  new 
trunk  sewer  connecting  the  municipalities  and  preventing  the 
pollution  of  their  water  supply.  The  by-law  provides  for  an 
expenditure  of  $210,300  for  the  building  of  an  intercepting 
sewer  which  will  carry  out  all  sewage  below  the  waterworks 
intakes.  The  sewer  will  be  in  two  sections,  the  easterly  por- 
tion extending  from  the  town  of  Ford  to  Parent  Avenue  in 
Windsor,  emptying  below  the  Windsor  waterworks  intake. 
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The  other  section  will  serve  Ojibway,  Sandwich  and  Sand- 
wich West.  The  cost  of  the  work  will  be  apportioned  among 
the  municipalities  as  follows:  Wiridsor.  $36,200;  Sandwich 
West,  $28,333.33;  Sandwich  Town,  $35,333.34;  Ford,  $05,300; 
Ojibway,  $46,533.44. 

The  annual  statement  of  the  Steel  Company  of  Canada, 
which  has  recently  been  issued,  shows  the  company  to  be  m  a 
very  strong  position  financially.  Unknown  deductions  having 
been  made  from  the  sum  of  the  firm's  earnings  to  cover  re- 
pairs, maintenance,  improvements  to  plants  and  allowance  for 
war  tax.  the  profits  for  the  year  are  shown  as  $6,040,318,  an 
increase  of  $1,018,927,  or  20.29  per  cent.,  over  1916.  In  com- 
parison with  1915  the  increase  is  $3,809,866,  or  86  per  cent. 
After  provision  for  sinking  fund  allowance,  bond  interest 
charges,  and  a  full  year's  dividend  on  the  preferred  stock  at 
the  rate  of  7  per  cent.,  the  balance  of  earnings  applicable  to 
Jhe  common  stock  was  $3,680,843,  an  increase  for  the  year  of 
$040,461,  or  21  per  cent.  The  most  striking  feature  of  the 
lialance  sheet  is  the  expansion  in  the  value  of  inventories  by 
$2,200,000,  due  largely  to  higher  prices  and  to  the  larger  busi- 
ness. 

Work  is  not  quite  complete  on  the  sewer  system  at 
Trail,  B.C.  Up  to  the  end  of  March  there  had  been  laid 
20,925  lineal  feet  of  15  inch,  12  inch  and  8  inch  sewers  and 
72  manholes.  Some  further  extensions  will  be  made  this 
spring;  it  has  not  been  decided  yet  just  how  much — probably 
about  3,500  feet.  In  connection  with  the  new  waterworks 
system  for  Trail,  there  has  yet  to  be  completed  the  distri- 
bution reservoir  and  the  Violin  Lake  storage  reservoir.  In 
the  case  of  the  former  the  work  is  about  two-thirds  com- 
plete, and  in  the  meantime  the  reservoir  on  the  old  system 
is  being  utilized,  the  new  supply  from  Cambridge  Creek 
having  been  in  use  since  October  1,  1917.  At  Violin  Lake 
storage  reservoir  the  conduit  pipe  line  has  been  completed. 
The  dam  at  the  outlet  of  the  lake,  however,  has  yet  to  be 
constructed;  also  the  land  which  will  be  flooded  has  to  be 
cleared. 

About  120  feet  of  the  main  section  of  the  London,  Ont., 
waterworks  dam  in  the  River  Thames,  some  five  miles  west 
of  the  city,  collapsed  recently.  This  was  the  result  of  its 
having  been  undermined  by  the  spring  freshet.  For  some<time 
the  hole  beneath  the  foundation  had  been  rapidly  widening 
and  nothing  could  be  done  in  a  temporary  way  to  relieve  the 
situation,  because  of  the  fact  that  the  breach  was  in  mid- 
stream and  the  river  has  been  more  or  less  in  flood  since  the 
break-up  some  weeks  ago.  The  dam  was  built  in  1895,  at 
a  cost  of  $50,000.  Nothing  can  be  done  to  repair  the  dam- 
age until  permanent  reconstruction  is  undertaken  during 
the  summer.  The  dem  had  enabled  the  city  to  generate 
500  h.p.  for  the  purpose  of  conserving  Hydro  power,  and  in 
addition,  pumping  was  done  for  the  waterworks  system  in 
a  large-capacity  plant.  However,  the  Hydro  power  is  inter- 
connected and  is  being  utilized  without  any  dislocation  of  the 
waterworks  supply. 


Personals 

Mr.  John  G.  Sullivan,  chief  engineer  of  the  C.  P.  R.  lines 
west  of  Winnipeg,  has  been  re-elected  president  of  the  Am- 
erican Railway  Engineers'  Association,  at  the  annual  meet- 
ing held  at  Chicago. 

Mr.  \i.  C).  Wynne-Roberts  lias  l)een  appointed  consulting 
cngijieer  to  the  town  of  Sault  Ste.  Marie,  Ont.,  in  connection 
with  the  installation  of  a  new  electrically  operated  ptnnping 
station. 

Mr.  A.  I'",  ('otton,  of  New  Westminster,  has  been  ap- 
pointed municipal  engineer  of  Surrey,  B.C.,  succeeding  Mr. 
J.  11.  O'Hara,  who  lias  resigned  to  take  up  new  duties. 

Mr.  Thomas  Adams,  town  planning  engineer,  Ottawa, 


is  to  assist  the  town  planning  section  of  the  civic  bureau  of 
the  Board  of  Trade  in  Vancouver,  in  preparing  a  town  plan- 
ning act  for  British  Columbia  that  will  likely  be  passed  by 
the  government  at  Victoria  during  the  present  session. 

Mr.  W.  H.  Winterrowd  has  been  appointed  chief  mech- 
anical engineer  of  the  C.  P.  R.  in  succession  to  Mr.  W.  E. 
Woodhouse,  who  has  resigned.  Mr.  Winterrowd  was  form- 
erly assistant  chief  mechanical  engineer  to  the  company, 
which  he  joined  six  years  ago.  He  accompanied  Sir  George 
Bury  to  Russia. 

Mr.  Frederick  E.  Field,  the  chief  engineer  of  the  Mont- 
real civic  filtration  plant,  has  asked  the  Board  of  Control  for 
indefinite  leave  of  absence,  in  order  that  he  may  take  a  posi- 
tion under  the  Housing  Department  of  the  United  States 
Shipping  Board,  Washington.  This  body  has  the  control  of 
laying  out  the  housing  accommodation  for  the  shipping  forces 
of  the  United  States. 

John  Laxton,  harbour  commissioner,  of  Toronto,  and 
E.  L.  Cousins,  chief  engineer  and  manger  of  Toronto  Har- 
bour Commission,  were  in  Vancouver  during  the  early  part 
of  March.  Their  visit  was  in  the  nature  of  an  enquiry  into 
Vancouver  harbour  conditions.  While  in  the  city  they  con- 
ferred with  City  Engineer  F.  L.  Fellowes  regarding  his  sug- 
gested plan  to  develop  the  upper  basin  of  False  Creek.  Mayor 
Gale  entertained  the  visitors  to  luncheon. 


Obituary 

Mr.  John  G.  Poupore  died  at  the  General  Hospital.  Mont- 
real, on  March  23.  He  was  for  many  years  a  partner  of  Mr. 
W.  J.  Poupore,  contractor,  Montreal,  but  retired  in  1900. 

Mr.  J.  B.  Brophy,  M.C.S.C.E.,  died  in  Cornwall  on  March 
31st,  following  a  stroke  of  paralysis,  aged  73.  He  was  a  canal 
engineer,  and  lately  was  connected  with  the  engineering  staft 
of  the  Cornwall  Canal;  he  was  formerly  resident  engineer 
of  St.  Peters  Canal,  St.  Peters,  N.S. 


New  Book 

Relief  from  Floods — By  John  W.  Alvord  and  Charles  B. 
Burdick;  McGraw-Hill  Book  Co.,  Inc.,  publishers;  price  $2.00 
net.  This  book  explains  the  fundamentals  of  flood  preven- 
tion, flood  protection  and  the  means  for  determining  proper 
remedies.  It  is  not  intended  as  a  treatise,  but  rather  as  an 
outline  of  the  general  flood  problem  in  all  its  many  phases, 
showing  what  remedies  can  be  applied  and  pointing  the 
way  to  the  selection  of  the  proper  works.  Technicalities  have 
been  avoided  for  the  most  part  and  the  subject  matter  will 
be  readily  understood  by  readers  who  are  not  engineers.  The 
chapter  headings  are  as  follows:  The  flood  problem;  various 
means  for  relief;  flood  investigations;  fundamental  data; 
future  floods;  flood  protection  by  channel  improvement;  flood 
prevention  by  water  storage.  Size,  6x9  in.;  170  pages; 
cloth  cover. 


Trade  Publications 

The  Federal  Engineering  Company,  Limited,  Toronto, 
are  issuing  monthly  a  little  booklet  entitled  "Belts."  It  con- 
tains information  for  uses  of  belts,  talks  on  the  modern  special 
purpose  and  special  service  belt,  talks  on  factory  economics, 
etc. 

Marine  Specialties — Part  catalog  No.  1005,  dated  Janu- 
ary, 1918,  by  T.  McAvity  &  Sons,  Limited,  St.  John,  N.B., 
describing  McAvity  marine  specialties,  to  pass  British  Ad- 
miralty, Lloyd's  and  Imperial  Munitions  Board's  specifica- 
tions. This  catalog  is  an  endeavor  to  list  as  many  as  pos- 
sible of  the  marine  valves,  fittings,  hardware,  etc.,  as  are 
used  in  the  building  and  maintenance  of  steamers  and 
vessels.    Splendidly  illustrated. 


Contracts  Department 


News    of  Special   Interest  to  Contractors,  En^neers,  Manufacturers  and 

Dealers  in  Building  Supplies 


Waterworks,  Sewerage  and 
Roadways 

Colchester  South  Township,  Ont. 

Township  Council  contemplate  drain- 
age work,  costing-  $3,000.  Engineer.  J.J. 
Newman,  Windsor. 

Dartmouth,  N.S. 

The  Waterworks  Department,  Town 
Council,  contemplate  extension  to  water 
main  at  Lamonte  Lake.    Clerk,  A.  Elliot. 

Ellice  Township,  Ont. 

Tenders  will  be  received  by  the  Reeve, 
R.  Armstrong,  Rostock,  until  4  p.m., 
April  39,  for  the  construction  of  the 
Maitland  and  North  Black  Creek  drains 
for  the  Township  Council.  Plans  and 
specifications  with  the  Clerk,  J.  Krentcr, 
Rostock,  and  J.  Rogers,  O.L.S..  Mitchell. 

Grand'Mere,  Que. 

The  Highways  Department,  Provincial 
Government,  and  the  La  Tuque  and 
Grand'Mere  Councils  contemplate  the 
construction  of  75  miles  of  macadam 
road.    -Minister,  Hon.  J.  A.  Lessier. 

Louiseville,  Que. 

Tenders  will  be  called  shortly  for  the 
construction  of  a  macadam  road  for  the 
Town  Council.  Clerk,  L.  D.  Caron.  Roy 
-&  Toupin,  73  Notre  Dame  St.  E.,  Mont- 
real, are  engineers. 

Maskinonge,  Que. 

Town  Council  contemplate  the  con- 
struction of  a  $6,000  concrete  road  on 
Station  Street.    Clerk,  J.  A.  A.  Lemire. 

New  Toronto,  Ont. 

'  Village  Council  contemplate  the  con- 
struction of  sidewalks  and  culverts,  cost- 
ing about  $5,000.  Reeve,  Charles  Love- 
joy. 

New  Westminster,  B.C. 

The  Public  Works  Department,  Pro- 
\mcial  Government.  Victoria,  cohtemp- 
'  late  the  construction  of  paving  on  Yale 
Road  at  a  cost  of  $75,000.    Minister,  Hon. 
T.  D.  PuttuUo. 

Sherbrooke,  Que. 

The  Road  Department,  City  Council, 
contemplate  the  construction  of  pavement 
costing  $30,000.  Engineer,  Thos.  Tremb- 
lay,  city  offices,  will  receive  prices  on 
110,000  vitrified  brick  paving  blocks  and 
2,600  square  yards  of  vitrified  brick. 

Sudbury,  Ont. 

Tenders  will  be  called  shortly  by  the 
clerk,  W.  J.  Ross,  for  one  electric  pump, 
13,000  gallons  capacity  per  M.  and  one 
175  h.p.  two  phase  induction,  direct  drive, 
voltage  320  (a.c)  for  the  Water  and 
Light  Committee,  Town  Council. 


Railroads,  Bridges  and  Wharves 

Burford  Township,  Ont. 

Tenders  will  be  received  by  the  clerk, 
F.  W.  Taylor,  Burford,  until  May  6.  for 
the  erection  of  two  reinforced  concrete 
bridges  for  the  Township  Council.  En- 
gineers, Jackson  &  I..ee,  Temple  Bldg., 
Brantford. 


Cap  de  Madeleine,  Que. 

Tenders  will  be  called  in  April  by  the 
Highway  Department,  Provincial  Gov- 
ernment, for  the  erection  of  a  $7,000  con- 
crete viaduct  over  the  Canadian  Pacific 
Railway  line.    Engineer,  H.  Henry. 

East  Wawanosh  Township,  Ont. 

Township  Council  contemplate  the 
erection  of  a  bridge  over  Blyth  Creek. 
Clerk,  A.  Porterfield,  Belgrave. 

East  Williams  Township,  Ont. 

The  Township  Council  will  rebuild  the 
McArthur  bridge  at  a  cost  of  $10,000. 
Engineer,  Chas.  Talbot,  County  Build- 
ings, London. 

Halifax,  N.S. 

The  Department  of  Pul)lic  Works,  Do- 
minion Government,  Ottawa,  will  rebuild 
dry  dock  at  a  cost  of  $400,000.  Resident 
engineer,  C.  E.  Dodwell,  Customs  House, 
Halifax. 

Malahide  Township,  Ont. 

The  Township  Coimcil  cuntemjjlate  re- 
pairs and  alterations  to  the  McTaggart 
Bridge.  Engineers.  J.  A.  Bell  &  Son, 
Court  House,  St.  Thomas. 

Ottawa,  Ont. 

The  Grand  Trunk  Railway,  head  office, 
Montreal,  will  erect  an  addition  to  their 
yard  office  on  Isabella  Street.  Super- 
intendent, Mr.  McEwen. 

CONTRACTS  AWARDED 
Carleton  County,  Ont. 

The  Ontario  Bridge  Company,  Ltd., 
Crown  Office  Building,  Toronto,  have 
the  general  contract  for  the  erection  of 
a  l)ridge  over  the  Mississippi  Iviver  and 
brid.ges  over  Mud  Creek  for  the  County 
Council.  Engineers.  Patterson  &  Byrne, 
Tl'/S  Sparks  St.,  Ottawa. 

Montreal,  Que. 

The  Canadian  Pacific  Railway  have 
awarded  J.  H.  Simmons,  .")()()  Confedera- 
tion Life  Bldg.,  Winnipeg,  the  contract 
for  the  erection  of  five  stations,  and 
Harry  S.  Bears,  355  Boyd  Ave.,  Winni- 
peg, the  contract  for  the  erection  of 
four  stations  throughout  Alberta  and 
Saskatchewan. 

Vaughan  Township,  Ont. 

Ritchie  Construction  Co.,  Beamsville, 
have  the  general  contract  for  the  erec- 
tion of  a  reinforced  concrete  truss  bridge 
over  the  Humbcr  River  for  the  Town- 
ship Council. 

Public  Buildings,  Churches 
and  Schools 

Bridgewater,  N.S. 

Town  Council  contemplate  the  erec- 
tion of  a  hospital.    Clerk,  J.  Curll. 

Dartmouth,  N.S. 

G.  Graham  Crei.ghton,  Chronicle  Bld.g.. 
Halifax,  has  been  appointed  architect 
and  is  i)rcparing  plans  for  a  .$300,000 
school  fen'  the  School  Board. 

Tenders  will  be  called  shortly  for  the 
erection  of  an  infectious  hospital  for  the 


Board  of  Health.  Members,  E.  F.  Wil- 
liams, Mayor,  Dr.  Payzant,  Medical  Offi- 
cer and  Commissioner  Mosher. 

Edmonton,  Alta. 

The  Rural  Municipalities  of  Spruce 
Grove,  Sturgeon,  Clover  Bar  and  St.  Al- 
bert, contemplate  the  erection  of  a  hos- 
pital. Address,  G.  A.  Wilkinson,  Stur- 
geon, Mayor  Evans,  Edmonton,  or  Com- 
missioner Harrison,  Edmonton. 

Grantham  Township,  Ont. 

Tenders  will  be  received  by  the  secre- 
tary-treasurer, Fred  C.  Haynes,  Grant- 
ham. Plans  and  specifications  at  office 
of  the  architect,  A.  E.  Nicholson,  40 
Queen  St.,  St.  Catharines. 

Hamilton,  Ont. 

Tenders  are  being  received  by  the  ar- 
chitects, Scott  &  W.irdcll,  Sun  Life  Bldg.. 
for  the  erection  of  a  $75,000  one-storey 
church  for  the  Polish  Church. 

Montreal,  Que. 

The  erection  of  a  $150,000  addition  to 
Central  Young  AVomcn's  Christian  As- 
sociation Building  i>  contemplated.  Sec- 
retary, Miss  Mabel  C.  Jamieson. 

Tenders  will  be  called  for  the  erection 
of  a  church  costing  $13,000  for  the  Ru- 
manian Orthodox  Church.  Architects. 
Cardinal  &  Beauchamp,  54  Notre  Dame 
Street  •  East. 

Alphonse  Piche,  .33  Belmont  Street, 
has  been  appointed  architect,  and  has 
drawn  plans  for  a  $1,000,000  hospital  for 
the  Notre  Dame  Hospital.  Work  not 
likely  to  proceed  until  after  the.  war. 

New  Waterford,  N.S. 

Tenders  will  be  received  addressed  to 
J.  C.  Morrison,  M.D.,  New  Waterford, 
until  noon,  April  17,  for  the  erection  of  a 
$30,000  church  for  the  Presbyterian  Con- 
.gregation.  Plans  and  specifications  at 
store  of  Mr.  N.  D.  Smith. 

Niagara  Falls,  Ont. 

Plans  and  specifications  are  with  the 
architect.  C.  M.  Borter.  Main  Street,  who 
will  receive  tenders  until  G  p.m.,  .\pril 
13,  for  the  erection  of  a  $19,500  addition 
to  school  for  the  School  Board. 

North  Vancouver,  B.C. 

By-law  has  been  submitted  for  the 
completion  of  "Queen  Mary  School"  at 
a  cost  of  $11,500  for  the  North  \'an- 
couver  School  Board.  Secretarj-.  Geo. 
Campbell. 

Port  Credit,  Ont. 

The  Village  Council  contemplate  the 
erection  of  a  town  hall.  Clerk.  G.  W. 
Gordon. 

Saint  Anges,  Que. 

Plans  and  specifications  arc  with  the 
architect,  Lorenze  .\uger,  39  St.  John 
Street,  Quebec,  who  will  receive  ten- 
ders until  April  20  for  the  erection  of 
a  $50,000  church  for  the  Congregation. 

St.  Cyprien,  Que. 

Plans,  etc.,  with  the  architect.  Lor- 
enzo .A.uger,  39  St.  John  Street,  Quebec, 
who  will  receive  tenders  until  .\pril  15 


Tenders  and  For  Sale  Department 


in 


Tenders  for 

Drainage  Work 

the  Township  of  Ellice 


Scaled  tenders  addressed  to  the  undersigned 
will  be  received  up  to  four  o'clock  p.m.  on 
Monday,  the  29th  day  of  April,  1918,  for  the 
construction  of  two  drains,  known  as  the  Ellice 
Maitland  Drain  and  the  North  Black  Creek 
Drain,  both  in  the  Township  of  Ellice. 

Plans  and  specifications  may  be  seen  at  the 
Clerk's  Offce,  Rostock,  Ontario,  or  at  John 
Rogers,  O.L.S.,  Mitchell,  Ontario.  A  deposit  in 
the  form  of  a  marked  cheque  for  five  per  cent, 
of  the  amount  of  tender  must  be  enclosed,  and 
will  be  returned  when  a  contract  has  been  pro- 
perly signed. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

North  Black  Creek  Drain,  No.  Yards...  12220 
Maitland  Drain,  No.  Yards   10450 

ROBERT  ARMSTRONG, 

Reeve  of  Ellice, 
Rostock  P.  O.,  Ont. 

Dated  at  Ellice, 

The  28th  day  of  March,  1918.  14-15-16 


PARLIAMENT  BUILDINGS,  OTTAWA 

Tenders  Wanted  for 

Electric  Conduit  and 
Fittings 


Sealed  tenders  will  be  received  by  the  under- 
signed until  noon,  April  23,  1918,  for  Electric  Con- 
duit and  Fittings  required  in  the  reconstruction 
of  the  above  building. 

AH  tenders  to  be  based  on  the  supplying  and 
delivering  on  the  site  of  the  quantities  of  the 
schedule  of  material  for  electric  conduit  and  fit- 
lings,  in  strict  conformity  with  the  specifications 
and  the  samples  submitted,  and  to  the  satisfac- 
tion  of   the  .Architect. 

Deliveries  to  commence  so  far  as  possible  im- 
mediately after  the  signing  of  the  contract  and  to 
continue  as  directed  in  such  quantities  as  to  en- 
sure complete  delivery  by  June  1,  1918. 

The  schedule  of  material,  specification  and  any 
other  information  required  can  be  obtained  at 
the  office  of  the  I'.  I-yall  &  Sons  Construction 
Company,   I^imited,  Ottawa. 

Each  tender  must  be  accompanied  by  an  ac 
1  eptcd  cheque  on  a  chartered  bank,  payable  to  the 
order  of  the  Minister  of  Public  Works,  for  a 
•■um  not  less  than  five  per  cent.  (r>  p.c. )  of  the 
amount  of  the  tender,  which  will  be  forfeited  il 
the  parties  tendering  decline  to  enter  into  a 
contract  when  called  upon  to  do  so.  If  the  ten- 
der is  not  accepted  the  cheque  will  be  returnerl. 
If  the  lender  is  accepted  an  additional  cheque  for 
a  sum  equivalent  to  five  per  cent.  (T)  p.c.)  of  the 
amount  of  the  tender  must  be  deposited  before 
the  contract  is  signed.  Ihe  total  security  will 
be  forfeited  if  the  contractor  fails  to  complete 
the  'work  contracted  for. 

Payments  for  material   will  be  made  monthly. 

Samples  must  be  submitted  with  tender. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

Envelopes  containing  lenders  to  be  marked. 
"Tenders  for  Electric  Conduit  and  Fittings"  and 
addressed  Jo   the  undersigned. 

JOHN  A,   PEARSON,  Arrhilr.l. 

T.   O.   MARCHAND.  Associate. 
Centre   Block,   Parliament  Hill, 


Ottawa. 


1.".  ir. 


Toronto  and  York 
Highway  Commission 


Tenders  will  be  received  up  to  noon,  April  18th, 
addressed  to  E.  A.  James,  57  Adelaide  Street 
East,  Toronto,  for  the  following  contracts  : 

(a)  Several  small  reinforced  concrete  bridges. 

(b)  Earth  grading,  about  14,0(X)  cubic  yards. 

(c)  Bituminous  road  surfacing. 

Plans  and  specifications  may  be  seen  and  ten- 
der forms  obtained  at  the  office  of  the  Toronto 
&  York  Highway  Commission,  Room  6,  57  Ade- 
laide Street  E.,  Toronto. 


l.j-15 


T.  FOSTER,  M.P.,  Chairman. 
R.   W.   PHILLIPS,  Secretary. 


Tenders  for  Reinforced 
Concrete  Bridge 


Sealed  tenders,  marked  "Tenders  for  Bridge," 
will  be  received  up  to  6  o'clock  p.m.,  April  19, 
by  Peter  A.  Snyder,  Clerk,  Waterloo  Township, 
R.  R.  No.  1,  Breslau,  for  the  construction  of  a 
reinforced  concrete  bridge  at  German  Mills. 

Plans  and  specifications  may  be  seen  by  apply- 
ing to  the  undersigned.  The  lowest  or  any  ten- 
der will  not  necessarily  be  accepted. 

AUGUST  JANZEN,  Reeve, 

Centreville,  R.  R.  No.  5, 

Kitchener,  Ont. 
HERBERT  JOHNSTON,  Engineer, 

130  Lancaster  Street  E., 
15-16  Kitchener,  Ont. 


York  Township  Water  Supply 
Tenders  for 

WATER  MAINS 


Sealed  tenders,  plainly  marked  as  to  contents, 
will  be  received  by  Frank  Barber,  Engineer  for 
the  Municipal  Corporation  of  the  Township  of 
York,  up  to  12  o'clock  noon  of  Wednesday,  May 
1st,  1918,  for  the  Trenching  and  Laying  of  12-inch 
Water  Mains  in  St.  John's  Road,  Rogers  Road, 
DufTerin  Street,  and  Lambton  Avenue,  in  the 
Township   of  York. 

All  envelopes  must  be  marked  "Tender  for 
Water  Main  in  (name  of  street)." 

Further  information  may  be  obtained  at  the 
office  of  the  undersigned,  40  Jarvis  Street,  Toronto. 

The  lowest  or  .any  tender  will  not  neces- 
sarily be  accepted. 

FRANK  BARBER, 
.'    ..  Engineer, 
loronto,  .\pnl  0,  1918.  15.16 


Locomotive  Crane 
For  Sale 


20  ton  8  wheel  Browning,  46  ft.  boom 
with  14  ft.  extension.  Good  Condition. 
Immediate  delivery. 

The  A.  R.  Williams  Machinery  Co.,  Ltd., 
10-t.f.  64-66  Front  St.  West, 

Toronto,  Ont. 


Tenders  Wanted 


Sealed  tenders,  addressed  to  the  undersigned 
and  marked  "Tender,"  will  be  received  up  till 
noon  on  Thursday,  the  2nd  day  of  May,  1918, 
for  the  purpose  of  dredging,  deepening,  widening 
and  otherwise  improving  the  stream  known  as 
Mud  Creek  and  branches  thereof,  all  in  the  Town- 
ship of  North  Gower. 

Plans,  specifications  and  estimates  may  be  ex- 
amined at  the  Clerk's  residence  at  all  reasonable 
hours.  Separate  tenders  for  Main  Creek  and 
each    Branch   are  required. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

Certified  cheque  for  the  sum  of  5  per  cent,  must 
accompany  each  tender  and  will  be  returned  with 
all   tenders   not  accepted. 

J.  E.  CRAIG,  Municipal  Clerk, 
15-17  North  Gower  P.  O.,  Ont. 


FOR  SALE 


Clover  Leaf  Cement  Mixer  complete  with  En- 
gine, Tongue,  Water  Tank,  Loader  Frame  and 
Loading  Bucket.  Capacity  8  cu.  ft.  Only  used 
once.  Is  in  first-class  condition.  Will  sell  cheap 
For  further  particulars  apply  to  The  Stratford 
Manufacturing  Company,  Limited,  Stratford,  Ont. 

15-17 


For  Sale— Great  Bargain 


Nine  8  horse  power  Vertical  Alberta  Boilers. 
Two  8  h.p.  and  two  6  h.p.  Ingeco  Gasoline  En- 
gines.   All  New. 

MARSH-CAPRON  MFG.  CO., 
11  S.  La  Salle  Street, 
13-14-15  Chicago,  111. 


Roof  Trusses,  Etc. 


For  Sale — Four  Roof  Trusses,  each  thirty  feet 
long,  ten  feet  high  at  one  end,  eight  feet  six  inches 
at  the  other  end.  Angle  iron  construction  and 
well  braced.  Also  19  Cast  Iron  Columns  from 
sixteen  feet  long  to  seventeen  feet  seven  inches. 
Good  heavy  segment. 


12  17 


WOODSIDE  BROS,. 

Port  Artliur,  Ont. 


FOR  SALE 


Parsons  Trench  Excavator,  Model  78,  together 
with  three  Pipe  Layers.  This  machine  haS  just 
been  thoroughly  overhauled  and  ready  for  im- 
mediate shipment. 

Excavator  can  be  inspected  in  Montreal. 

For  particulars  write  to 

MACHINERIES  LIMITED, 

417  St.  James  Street. 
Tel.  Main  18.  Montreal,  Que. 

14-15 


April  10,  1918 


THE   CONTRACT  RECORD 


41 


Concrete  Mixer  Wanted 


Wanted — Second-hand  batch  mixer,  1/3  _  yard, 
good  condition ;  power  loader.  "London"  pre- 
ferred. Apply  with  details,  to  Box  722,  Con- 
tract Record,  Toronto,  Ont.  15-lG 


for  the  erection  of  a  $50,000  church  for 
the  Parish. 

St.  John's,  Que. 

Plans  and  specifications  are  with  the 
secretary-treasurer,  F.  X.  Archambeault, 
who  will  receive  tenders  until  April  15  for 
repairs  to  registry  office  for  the  Town 
Council. 

Stamford  Township,  Ont. 

Plans,  etc.,  are  with  the  architect,  C. 
M.  Borter,  Main  Street,  Niagara  Falls, 
who  will  receive  tenders  until  April  12 
for  masonry,  carpentry,  painting,  plumb- 
ing, hot  air  heating  and  metal  work  for 
$13,000  school  for  the  School  Board, 
School  Section  No.  1. 

Toronto,  Ont. 

St.  Pauls  Anglican  .  Church,  Runny- 
mede  Road,  West  Toronto,  will  raise 
funds  for  the  erection  of  a  church.  Pas- 
tor, Rev.  Ed.  Morley,  101  Colbeck  Ave. 

CONTRACTS  AWARDED 
Fraserville,  Que. 

Louis  Cote  and  John  F.  Martin,  Riv- 
iere du  Loup  Station,  have  the  general 
contract  for  the  erection  of  a  $37,500 
college  for  the  Board  of  Education. 

Halifax,  N.S.  • 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $50,000  addition  to  hospital  for  the 
Children's  Hospital  Commission: — Heat- 
ing, Longards,  Ltd.,  Hollis  St.;  plumb- 
ing, Hagen  &  Co.,  161  Quinpool  Road; 
electrical  work,  J.  Starr  &  Son,  Granville 
St.;  painting,  Walsh  Bros.,  Hollis  St.;  ele- 
vator, Otis-Fensom  Elevator  Co.,  Ltd., 
368  St.  James  St.,  Montreal. 

Montreal  West,  Que. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $183,000  high  school  for  the  Board 
of  Education: — Reinforcing  steel.  Trus- 
sed Concrete  Steel  Co.,  385  Beaver  Hall 
Hill;  steel,  Dominion  Bridge  Co.,  Ltd., 
385  Beaver  Hall  Hill;  plumbing,  heating 
and  ventilating,  Hickey  &  Aubut,  -93  Do- 
minion Street;  painting,  Alexander  Craig 
Ltd.,  41  Jurors  Street. 

Ottawa,  Ont. 

A.  C.  McDonald,  280  Bank  St.,  has  the 
fire  alarm  contract,  and  J.  A.  Langelier, 
310  Wellington  St.,  the  sprinkler  con- 
tract for  the  Isolation  Hospital  for  the 
City  Council. 

Petrolea,  Ont. 

John  Putherborough,  372  Regent  St., 
London,  has  the  general  contract,  and 
Benson  &  Wilcox,  364  Dundas  St.,  Lon- 
don, the  electrical  work  for  a  $10,000  ad- 
dition to  the  Charlotte  Eleanor  Engle- 
hart  Hospital. 

Quebec,  Que. 

The  following  contracts  have  been 
awarded  in  connection  with  alterations 
costing  $41,000  to  interior  of  the  Com- 
mercial Academy: — General  contract  and 
carpentry,  Jinchereau  &  Lamonde,  335 
Richardson  St.;  plumbing  and  heating, 
Fortuna  Gingras,  34  St.  Augustin  St. 
Emile  Tanguay,  30  d'Aiguillon  Street. 

Sherbrooke,  Que. 

The  Sherbrooke    Construction  Com- 


pany, St.  Francis  St.,  have  the  general 
contract  for  the  enlargement  of  the 
market  building,  at  a  cost  of  $6,000,  for 
the  City  Council. 

St.  Paul  du  Buton,  Que. 

Prinly  &  Mathurin,  Montmagny,  have 
the  heating  contract  for  school  costing 
between  $8,000  and  $10,000  for  the  School 
Commission.  The  general  contractor,  J. 
A.  Talbot  will  carry  out  the  plumbing. 

Windsor,  Ont. 

Urgel  Jacques,  cor.  Dougall  &  Elliot 
Aves.,  has  the  general  contract  and  car- 
pentry, and  Geo.  W.  Sewell,  319  Ouel- 
lette  Ave.,  the  masonry  contract  for  the 
erection  of  a  $30,000  parish  hall  for  the 
Parish  of  St.  Alphonsus. 


Business  Buildings  and  Indus-, 
trial  Plants 

Blenheim,  Ont. 

E.  W.  Knight,  Talbot  Street,  has  se- 
cured a  site  on  which  he  will  erect  a 
two-storey  concrete  and  brick  garage  and 
auto  repair  shop  costing  $10,000. 

Butedale,  B.C. 

The  Western  Fisheries,  Ltd.,  will  erect 
an  addition  to  their  cannery. 

Grand  Prairie,  Alta. 

The  Imperial  Oil  Company,  Ltd.,  Teg- 
ler  Block,  Edmonton,  have  secured  a  site, 
on  which  they  will  erect  a  large  ware- 
house. 

Halifax,  N.S. 

The  Halifax  Vulcanizing  Works,  52 
Argyle  St.,  contemplate  the  erection  of 
a  vulcanizing  plant  on  Grafton  St.  Man- 
ager, Albert  Chappell. 

L.  R.  Acker,  15  Cobourg  Road,  con- 
templates alterations  and  addition  to  his 
theatre  on  Granville  Street. 

Hamilton,  Ont. 

Plans  and  specifications  are  with  the 
architect,  Scott  &  Wardell,  Sun  Life 
Bldg.,  who  is  receiving  tenders  for  altera- 
tions costing  $5,000  to  store  for  M.  Levy, 
205  King  Street  East. 

,  Hull,  Que. 

Specifications  are  with  the  architects, 
Millson  &  Burgess,  Union  Bank  Bldg., 
Ottawa,  who  will  receive  tenders  until 
about  April  13  for  the  erection  of  a  ma- 
chine shop  for  the  Hull  Iron  &  Steel 
Works,  Hull. 

Levis,  Que. 

Tenders  will  likely  be  called  in  May 
for  the  erection  of  a  $25,000  elevator  for 
Cie  Maritime  &  Industrielle  de  Levis 
Ltss.    Secretary-treasurer,  Elz.  Beoulieu. 

London,  Ont. 

Tenders  are  being  received  until  April 
30  for  the  erection  of  a  $50,000  three- 
storey  stone  and  brick  office  building  for 
the  Huron  &  Erie  Company,  Richmond 
Street. 

Makamik,  Que. 

The  Makamik  Saw  Mill  Co.,  Ltd.,  will 
rebuild  their  saw  mill  at  a  cost  of  $7,500. 
Manager,  M.  N.  Dumas. 

Montreal,  Que. 

The  Montreal  Locomotive  Works,  Ltd., 
145  St.  James  Street,  contemplate  the 
erection  of  an  extension  to  their  foundry. 

Peter  Butler,  50  City  Councillor  St., 
contemplates  the  erection  of  a  garage. 

The   Imperial   Tobacco   Company  of 


Canada,  Ltd.,  900  St.  Antoine  Street,  will 
erect  a  warehouse. 

Nelson,  B.C. 

The  Town  Council  contemplate  the 
erection  of  an  electro-smelting  plant. 
City  engineer,  Mr.  Thomas. 

Orillia,  Ont. 

E.  Long  Mfg.  Co.,  Queen  Street,  con- 
template the  erection  of  a  two-storey  fac- 
tory building.  Secretary-treasurer,  W. 
W.  McBain. 

Ottawa,  Ont. 

P.  Labelle,  90  Gigues  Ave.,  contem- 
plates alterations  to  theatre  and  the  erec- 
tion of  apartments  on  Dalhousie  St. 

Port  Arthur,  Ont. 

J.  Stirrett  &  Sons,  401-llth  Avenue, 
contemplate  the  erection  of  a  saw  mill. 

Tenders  will  be  called  about  April  22 
for  the  erection  of  a  $450,000  reinforced 
concrete  elevator  for  the  Saskatchewan 
Co-operative  Elevator  Co.,  Ltd.,  332 
Grain  Exchange  Bldg.,  Winnipeg. 

Port  Renfrew,  B.C. 

Renfrew  Park  Company  contemplate 
the  erection  of  an  addition  to  their  can- 
nery.   Manager,  T.  F.  Kellner. 

Quebec,  Que. 

The  Canadian  Pacific  Railway  Com- 
pany, Chateau  Frontenac,  will  make  al- 
terations costing  $500,000  to  the  "Chat- 
eau Frontenac"  Hotel.  Manager,  Fred 
McMahon. 

Regina,  Sask. 

Peart  Bros.  Hardware  Co.,  Ltd.,  South 
Railway  and  Rose  Street,  contemplate 
the  erection  of  a  business  block. 

St.  Georges,  Que. 

Morisset  &  Frere  are  converting  their 
hotel  into  a  store  at  a  cost  of  $6,000. 
Architect,  Oscar  Beaule,  31  d'Aiguillon 
Street. 

St.  John,  N.B. 

F.  Neil  Brodie,  43  Princess  St.,  has 
been  appointed  architect  for  a  $500,000 
addition  to  plant  for  T.  McAvity  &  Sons, 
Ltd.,  13  King  St. 

G.  W.  C.  Oland,  310  Barrington  St., 
Halifax,  contemplate  improvements  to 
his  plan  at  Union  and  Carmathen  Streets. 

The  St.  John  Shipbuilding  Co.,  Ltd., 
contemplate  the  erection  of  a  shipbuild- 
ing plant.  Engineer,  Frank  D.  Chase, 
Chicago,  Mich. 

Shelburne,  N.S. 

Tenders  will  be  called  shortly  for  the 
erection  of  a  cold  storage  plant  for  Frank 
J.  Carter,  Sturdee  Hotel,  Dartmouth. 

South  Vancouver,  B.C. 

The  Vancouver  Cooperage  Co.,  Van- 
couver, are  having  plans  prepared  for  a 
cooperage  factory. 

Sudbury,  Ont. 

Tenders  will  be  received  by  the  archi- 
tect, P.  J.  O'Gorman,  until  April  15  for 
alterations  costing  $4,000,  to  store  for 
moving  picture  theatre  for  R.  R.  Stevens. 

Toronto,  Ont. 

The  Chapman  Double  Ball  Bearing 
Company,  Ltd.,  347  Sorauren  Ave.,  will 
erect  a  $4,500  one-storey  brick  addition 
to  their  factory. 

The  Harris  Abattoir  Company.  St. 
Clair  West,  are  erecting  a  $15,000  three- 
storey  concrete  and  brick  addition  to 
their  tank  house. 

Banigan.  Mathers  &  Thompson,  701 
Temple  Bldg.,  have  drawn  plans  for  four 


■to 

stores  and  apartments  for  L.  L.  Corley, 
Xi-.i  Harbord  St..  who  will  let  all  trades. 

Vancouver,  B.C. 

Brewer's  XL  Bakery,  1'955  Commercial 
Drive,  have  had  plans  drawn  for  a  $15,- 
000  one-storey  frame  and  brick  bakery. 
The  manager,  H.  Brewer,  will  purchase 
<)0.000  bricks  and  15  barrels  of  cement. 

CONTRACTS  AWARDED 
Cap  de  la  Madeleine,  Que. 

Anglins,  Ltd..  G5  X'ictoria  St.,  Mont- 
real, have  the  general  contract  for  addi- 
tion to  building  and  the  erection  of  t\vo 
new  buildings  for  the  Canada  Steamship 
Lines.  Ltd..  9  \'ictoria  Square,  Montreal. 
.\rchitect,  Mr.  Foster,  84  St.  Francois 
Xavier  Street,  Montreal. 

Charlottetown,  P.E.I. 

E.  Parkman  &  Sons,  ofiice  of  Gov- 
ernment House,  have  the  general  con- 
tract for  the  erection  of  a  garage  for 
P.  C.  Brown,  196  Richmond  St..  Byron 
Brown.  202  -Euston  Street  and  C.  R. 
Rogers. 

Guelph,  Ont. 

The  Taylor-Forbes  Company,  Ltd., 
have  awarded  the  contract  for  Ormsby- 
Swartwout  ventilators  to  the  \.  V,.  Ornis- 
l)y  Company,  Toronto. 

London,  Ont. 

Hyatt  Bros.,  388  Egerton  St..  have 
the  general  contract  for  rebuilding  and 
re-equipping  office  for  Hucrt  .A.shplant, 
46C  King  Street. 

R.  G.  Wilson  &  Son,  19.-?  College  -St., 
have  the  general  contract  for  th.e  erection 
of  a  $15,000  factory  extension  for  the 
Peerless  Hosiey  Co.,  Ltd.,  Adelaide  St. 

Longue  Pointe,  Que. 

Lacroix  &  Vezeau,  491  De  Montigny 
St.  E..  Montreal,  have  the  general  con- 
tract and  carpentry  for  erection  of  a 
$4,500  three-storey  brick  store  and  resi- 
dence for  D.  Cavalier,  381  Cadilla  St. 
.\rchitect.  D.  Favereau,  34  Sir  George 
Etienne  Cartier  Square,  Montreal. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  storage  sheds  and  barricades  costing 
$60,000  for  the  Imperial  Munitions  Board. 
Transportation  Bldg.,  Ottawa: — General 
cf)ntract,  Douglas  Bremncr  &  Co.,  10 
Cathcart  St..  Montreal;  bolts,  the  Steel 
Comuany  of  Canada.  1373  Notre  Dame 
.St.  W. ;  galvanized  iron,  Pedlar  People, 
36  Nazareth  St.;  lumber,  Wm.  Ruther- 
ford &  Sons,  Co.,  Ltd.,  425  Atwater  Ave.; 
MacFarlane  &  Co.,  Ltd.,  95.'!  St.  James 
St.,  Gricr  Timber  Co..  Ltd.,  1040  Notre 
Dame  W..  and  J.  P.  Dupuis,  592  Church 
Ave.;  asbestos,  the  Asbestos  Mfg.  Co.. 
511  St.  Catherine  St.  W.  The  general 
contractor  will  require  lumber,  asbestos, 
galvanized  iron,  etc. 

Montreal,  Que. 

Tlic  A.  P>.  ()rmsl)y  Company  liave  the 
contract  for  steel  sash  for  the  Consum- 
ers' Cordage  Company  and  steel  doors 
for  the  Shawinigan  Falls  factory  of  the 
.American  Electro  Products  Company. 

W.  H.  Payne  &  Co.,  62  Westmount 
Av'c  Montreal  West,  have  the  general 
contract  for  two-storey  brick  garage  for 
W.  C.  Tyre,  .T95  Marlowe  Ave. 

Grier  T^timbcr  Co..  Ltd..  1040  Notre 
Dame  St.  W.,  have  the  contract  for  heavy 
timber  and  the  Montreal  Lumber  Co', 
Ltd..  759  Notre  Dame  St.  W..  the  lum- 
ber contract  in  connection  with  the  erec- 
tion of  an  addition  ami  ;iIleralions  cost- 
in;;  $20,000  for  the  Con.sumcrs  Cordage 
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Co.,  285  St.  Patrick  Street.    The  general 
contractor,  E.  G.  Wilson,  will  buy  ma- 
terials and  let  plunnbing,  heating,  sprink- 
ler and  electrical  work, 
and  electrical  work. 

John  Hague,  557  Lehrun  Ave.,  has  the 
general  contract  for  the  erection  of  a 
warehouse  for  the  Dominion  Foundry 
Supply  Co.,  Ltd.,  47  Murray  Street. 

Thos.  O'Connell,  IS."!  Ottawa  Street, 
has  the  plumbing  and  heating  contracts 
in  connection  with  the  erection  of  a 
store  and  factory  costing  $35,000  for  the 
Burland  Estate,  3  Place  D'Armes. 

The  following  contracts  have  been 
awarded  in  connection  with  alterations 
to  interior  of  store  for  Woodhouse  & 
Co.,  79  St.  Catherine  St.  W. : — General 
contract  and  carpentry,  Lacroix  &-  Ve- 
zeau, 491  De  Montigny  St.  E.;  steel, 
Dominion  Bridge  Co.,  285  Beaver  Hall 
Hill;  painting,  P.  Girard,  1154  Parthenais 
Street. 

Ottawa,  Ont. 

G.  Douglas,  382  Waverly  Street,  has 
the  roofing  contract  in  connection  with 
the  erection  of  stores  and  residences 
costing  $3,000  for  H.  &  J.  A.  Brouse, 
370  Cooper  Street. 

Lowry  &  Poirier,  183  Petroia  Ave., 
have  the  general  contract  for  the  erec- 
tion of  a  garage  and  sun  rooms  costing 
$4,000  for  A.  H.  Coplan,  Clemow  Ave. 
Architects,  Millson  &  Burgess,  Union 
Bank  Bldg. 

W.  St.  George  &  Son,  651  Cumberland 
Street,  have  the  general  contract  for  an 
addition  to  warehouse  for  A.  L.  Pinard 
&  Sons,  174  Rideau  Street. 

Quebec,  Que. 

Magloire  Cauchon,  309  Richardson  St., 
has  the  general  contract  for  the  erection 
of  a  $4,000  addition  to  store  for  Louis 
Dcchcnes,  753  St.  \'alier  Street. 

Regina,  Sask. 

The  T.  Eaton  Company  have  awarded 
contract  for  kalamein  doors  to  the  A.  B. 
Ormsby  Cortipany,  Ltd.,  Toronto. 

St.  John,  N.B. 

Grant  &  Horne,  Bank  of  British  North 
America   Bldg.,   have   the   general  con- 
tract for  $500,000  addition   to  plant  of  ^ 
the  T.  McAvity  &  Sons,  Ltd.,  13  King 
Street. 

S.  A.  Will  iams.  Prince  W^illiani  Street, 
has  the  general  contract  for  a  business 
building  for  W.  H.  Thorne  &  Co.,  Prince 
William  Street.  F.  Neil  Brodie,  42  Prin- 
cess Street,  is  the  architect. 

St.  Johns,  Que. 

Pierre  Trahan,  St.  Jean  St.,  St.  Johns, 
has  the  general  contract  for  alterations 
costing  $10,000  to  moving  picture  theatre 
for  Oscar  Thout,  44  T.ongeuil  Street,  St. 
John. 

Sudbury,  Ont. 

Cochrane  Hardware  T..imited  have  the 
heating,  plumbing  and  electrical  work 
in  connection  with  the  erection  of  an 
$8,000  two-storey  stock  brick  business 
block  for  Peter  Bertrand. 

Three  Rivers,  Que. 

F.  X,  Gravel.  49a  St.  Philippe  Street, 
has  the  general  contract  for  repairs  to 
building  costing  $3,500  for  Lucien  La- 
joie  &  Fils,  Notre  Dame  Street. 

Toronto,  Ont. 

Geo.  L.  Robinson,  107  Armstrong  Ave., 
has  tlie  carpentry  and  Witchall  &  Son, 
156  St.  Helens  Ave.,  the  brick  and  con- 
crete  contracts   for  the   erection   of  a 
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theatre  for  Yolles  &  Rotenburg,  in  trus 
302  Confederation  Life  Bldg. 

J.  D.  Young  &  Son,  835  College  St.,' 
have  the  general  contract  for  the  erec- 
tion of  a  four-storey  fireproof  addition 
to  private  hotel. 

H.  N.  Dancy  &  Son,  C.  P.  R.  Building, 
have  the  brick  work  for  the  erection  of 
a  $35,000  warehouse  for  Bowes  Company, 
Ltd.,  74  Front  Street  East. 

Contract  has  been  awarded  by  the  J. 
Henry  Peters  Company  to  the  A.  B. 
Ormsby  "Company,  Ltd.,  for  tin-clad 
doors,  kalamein  doors,  rolling  steel 
doors,  steel  sash,  and  skylights. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $3,000  bank  building  for  the  Home 
Bank  of  Canada,  8  King  Ctreet  West:— 
Concrete  and  brick,  Britnell  Contracting 
Co.,  Baxter  Street;  carpentry.  Young  & 
Co.,  87  Stafford  St.;  plumbing,  R  J. 
Hayes,  1245  Queen  W.;  wiring,  Ramsden 
&  Roxborough,  37  Wellington  Street  E.; 
]ilastering,  Andrew  Petrie,  457  Roxton 
Road;  painting  and  glazing,  W.  M. 
Weekes,  37  Wilton  Ave.;  sheet  metal  and 
roofing,  R.  Rennie  &  Son,  198  Dupont 
St.;  terrazo,  Italian  Mosaic  &  Marl)le 
Co.,  Euclid  and  College  Streets. 

Britnell  Contracting  Co.,  .Ltd.,  Baxter 
Street,  have  the  general  contract  for  al- 
terations to  stores  for  the  Heintzman 
Co.,  195  Yonge  Street. 

Wm.  Munro  &  Son,  76  Spadina  Ave., 
have  the  general  conttact,  and  Wm. 
BulUy,  119  Dinnick  Crescent,  the  mason- 
ry for  the  erection  of  a  $7,500  one- 
storey  brick  garage  for  the  Dominion 
Express  Co.,  C.  P.  R.  Building. 

Winnipeg,  Man. 

The  Sutherland  Construction  Co.,  Ltd., 
302  Carlton  Bldg..  have  the  general  con- 
tract for  the  erection  of  a  temporary 
Inisiness  block  for  the  Royal  Bank  of 
Canada,  head  office,  Montreal.  J.  H.  G. 
Russell,  1110  McArthur  Bldg.,  is  the  ar- 
chitect. 


Residences 

Bleinheim,  Ont. 

T.  C.  Warwick  contemplates  the  erec- 
tion of  a  $4,000  residence. 

Donnacona,  Que. 

Plans  and  specifications  are  with  the 
architect,  J,  C.  McDougall,  511  St.  Cath- 
erine St.  W.,  Montreal,  who  is  receiving- 
tenders  for  the  erection  of  a  two-storey 
stucco  cottage  for  the  Donnacona  Paper 
Company,  Ltd. 

Plans  and  specifications  are  with  the 
architect,  J.  C.  McDougall,  511  St.  Cath- 
erine St.  W.,  Montreal,  who  is  receiving 
tenders  for  the  erection  of  eight  resi- 
dences for  the  Donnacona  Paper  Com- 
pany, Ltd. 

Halifax,  N.S. 

S.  C.  Hiltz,  13  McCully  St.,  contem- 
plates the  erection  of  a  frame  residence 
on  Swaine  Street,  and  will  call  tenders 
shortly. 

Hamilton,  Ont. 

T.  R.  Huxtable,  74  St.  Clair  .\ve.,  will 
erect  a  $3,000  two-storey  brick  residence, 
xarry  out  the  masonry,  carpentry,  and 
roofing  and  let  all  other  trades. 

C.  Brayley,  155  Gibson  Ave.,  will  erect 
a  two-storey  l)rick  residence,  costing 
$3,000. 

J.  M.  Honeyford,  13  Kensington  .\ve. 
.v.,  will  erect  a  $3,000  and  a  $3,500  two- 
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PUMPS 


Horizontal  Belt  Driven  Turbine  Pump  supplied  the 
University  of  Toronto. 


This  Pump  is  hydraulically  balanced  against 
end  thrust,  and  in  addition  has  a  water 
cooled  thrust  bearing.  The  Pump  is  arranged 
so  that  it  may  be  operated  with  guide  vanes, 
or  without  for  demonstration  purposes.  Oil 
rings,  hydraulic  balance  and  water  cooled 
thrust  bearings  are  standard  for  all  "Inglis" 
Turbine  Pumps.  We  make  pumps  of  all  kinds 
for  any  service. 

Inglis  Products  are  Made  in  Canada 
Write  us  for  Prices 


The  John  Inglis  Company,  Limited 

ENGINEERS  AND  BOILERMAKERS 
14  Strachan  Ave.       -       -       Toronto,  Canada 

Ottawa  Representative— J.  W.  ANDERSON,  7  Bank  Street  Chambers 
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storey  brick  residence,  carry  out  the 
carpentry  and  rooting,  and  let  heating 
and  painting. 

Killam,  Alta. 

A.  M.  Jeffers,  MacLeo4  Block,  Edmon- 
ton, is  preparing  plans  for  a  $10,000  two- 
storey  brick  residence  for  F.  E.  Nichol. 

Kingsville,  Ont. 

Tenders  will  be  called  shortly  by  the 
architect,  C.  J.  Pennington,  La  Belie 
Building,  Windsor,  for  the  erection  of  a 
$3,000  brick  veneer  residence. 

London,  Ont. 

Plans  are  being  prepared  for  a  $3,000 
two-storey  brick  residence  for  D.  Roger, 
938  Dufferin  Ave. 

Ottawa,  Ont. 

X.  Hollister,  512  Bay  St.,  has  the  car- 
pentry contract  and  is  receiving  prices 
for  the  balance  of  trades  in  connection 
with  the  conversion  of  residence  into 
apartments,  at  a  cost  of  $12,000,  for  Dr. 
Juvet,  Canada  Building,  Sparks  St. 

Sudbury.  Ont. 

Peter  Fenton  will  erect  a  $6,000  brick 
veneer  residence,  carry  out  masonry,  car- 
pentry, and  roofing,  buy  material  and  let 
heating,  plumbing,  plastering,  wiring  and 
electrical  work. 

Toronto,  Ont. 

J.  P.  Luckhart,  14  High  Park  Gardens, 
will  erect  four  $3,000  2>4-storey  brick 
residences,  buy  brick  and  lumber,  and 
let  heating,  plumbing,  wiring,  and  plas- 
tering. 

T.  W.  Robinson,  11  Evelyn  Ave.,  will 
erect  a  $3,500  2J^-storey  brick  residence. 

P.  L.  Spears,  20  Biggar  Ave.,  will  erect 
a  $4,500  2'/l-storey  brick  residence  and 
let  plumbing,  heating,  etc. 

J.  J.  Downey,  398  Sunnyside  Ave.,  will 
erect  a  $5,000  two-storey  brick  residence. 

W.  J.  Devin,  37  Lauder  Ave.,  will  erect 
a  $5,000  2^-storey  granite  concrete  block 
and  brick  residence  and  let  all  small 
trades. 

Mr.  Monk,  in  trust,  75  Ashburnham 
.^ve.,  will  erect  a  pair  of  residences,  cost- 
ing $4,000,  and  wants  tenders  on  plumb- 
ing, heating  and  wiring. 

J.  Edmonds,  71  Oakwood  Ave.,  will 
erect  a  $4,500  2^-storey  brick  residence 
and  let  smaller  trades. 

W.  C.  Charters,  808  Kingtson  Rd.,  ^yill 
erect  four  pair  of  residences,  costing 
$16,000,  and  wants  tenders  for  electric 
wiring. 

Trenton,  N.S. 

The  .Xova  Scotia  Steel  and  Coal  Com- 
pany, Ltd.,  New  Glasgow,  contemplate 
the  erection  of  40  or  50  residences. 

CONTRACTS  AWARDED 
Halifax,  N.S. 

The  ff)liowing  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $6,000  and  an  $8,000  2^-storey  frame 
residence  for  tlie  Eastern  Investment 
Corporation,  Cragg  Building:  Electrical 
work,  Cragg  Brothers,  Ltd.,  Barrington 
.St.;  plumbing,  W.  S.  Craig,  Upper  Water 
.St.;  heating,  Longards,  Ltd.,  IIf)llis  St. 

Haiyiilton,  Ont. 

R.  .MclViiiald,  245  Prospect  St.,  has  the 
carpentry  and  roofing  contracts  in  con- 
nection with  the  erection  of  two  $2,000 
one-storey  l)rick  residences  for  Lewing- 
ton  &  White,  32  Rosslyn  Ave.,  who  will 
carry  out  the  masonry  and  let  all  otiicr 
trades. 

The  following  contracts  liave  been 
awarded  in  connection  witii  the  erection 


of  a  $3,000  IJ^-storey  brick  residence  for 
W.  Mundell,  4  Ben  Lomond  Place,  Mount 
Hamilton:  Masonry,  G.  Bedell,  113 
Young  St.;  carpentry  and  roofing,  W. 
English,  37  Holton  Ave.  N.;  electrical 
work,  W.  Langford,  447  Cannon  St.  T. 
Owner  will  let  all  other  trades. 

F.  Thornton,  174  Balmoral  Ave.,  has 
the  electrical  contract  for  $5,000  resi- 
dence for  S.  S.  Forbes,  165  Sanford  Ave. 
South. 

Toronto,  Ont. 

William  Howard,  74  Borden  Street, 
has  the  plumbing  and  heating  contracts 
in  connection  with  the  erection  of  a 
$4,000  residence  for  J.  Jolliffe,  455  Mar- 
gueretta  St. 

S.  H.  Skelton,  33  Pine  Ave.,  has  the 
plumbing  and  heating  contract  for  $3,000 
two-storey  brick  residence  to  be  erected 
by  George  F.  Skipper,  143  Neville  Park 
Boulevard. 


Power  Plants,  Electricity  a^nd 
Telephones 

Halifax,  N.S. 

The  Nova  Scotia  Tramways  and  Power 
Company,  Tramway  Building,  contem- 
plate the  purchase  of  electric  street  cars, 
electric  equipment,  and  generating  ma- 
chinery. Engineer,  G.  A.  Fowler,  Lower 
Water  St.,  Halifax. 

CONTRACTS  AWARDED 
Drummondville,  Que. 

Morrow  &  Beatty,  Ltd.,  Peterboro, 
have  the  general  contract  for  construc- 
tion in  connection  with  power  develop- 
ment for  the  Southern  Canada  Power 
Company,  20  St.  Nicholas  St.,  Montreal. 
Hydraulic  and  electric  equipment,  gener- 
ators, transformers,  structural  steel, 
brick,  etc.,  will  be  required.  Secretary- 
treasurer  and  purchasing  agent,  L.  C. 
Haskell. 

Thorold,  Ont. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $6,000  telephone  building  for  the 
Bell  Telephone  Company  of  Canada, 
head  office  118  Notre  Dame  St.  W.,  Mont- 
real: General  contract,  Pounder  Broth- 
ers, Stratford;  plumbing  and  heating,  J. 
H.  Mawdesley,  Thorold;  terra  cotta,  the 
National  Fireproofing  Company  of  Can- 
ada, Dominion  Bank  Building,  Toronto. 


Miscellaneous 

MISCELL 
Digby,  N.S. 

The  Port  Wade  Shipbuilding  Company 
are  building  a  350-ton  tern  schooner. 

Halifax,  N.S. 

Tenders  will  be  called  by  the  Town 
Council  shortly  for  all  building  supplies 
for  this  year.    Clerk,  L.  Fred  Monaghan. 

Hantsport,  N.S. 

Town  Council  contemplate  the  con- 
struction of  a  dam.  Clerk,  Georg  T.  Fer- 
guson. 

London,  Ont. 

The  Utilities  Commissioners  contem- 
plate rebuilding  dam  at  Springbank,  at  a 
cost  of  $65,000.  General  manager,  E.  V. 
Buchanan,  t^ty  Hall. 

Montreal,  Que. 

J.  I'.  Tremblay,  291  Prud'Homme  Ave., 
Notre  Dame  de  Grace,  wants  electric 
motor  of  20  to  25  h.p.  and  3  transformers 
of  7  h.p.  or  2  to  10  h.p. 

New  Westminster,  B.C. 

The  Department  of  Public  Works,  Do- 


minion Government,  will  construct  a 
dam  at  the  mouth  of  the  Eraser  River. 
Secretary,  R.  C.  Desrochers,  Ottawa. 

North  Gower  Township,  Ont. 

Specifications,  etc.,  are  with  the  clerk, 
J.  E.  Craig,  North  Gower  P.O.,  who  will 
receive  tenders  until  noon.  May  2,  for 
deepening,  dredging,  widening,  etc..  Mud 
Creek  for  the  Municipal  Council. 

Peterboro,  Ont.  i -i 

Tenders  addressed  to  the  chairman  ofc',; 
the  Board  of  Works  will  be  received  byfji 
the  clerk,  S.  R.  Armstrong,  until  5  p.m.iJ| 
April  15,  for  the  supply  of  cement  andjfj 
tile  pipe  for  the  City  Council  for  periodyt! 
ending  Decemiber  31.  Specifications,  etc.^|: 
at  office  of  the  engineer,  R.  H.  Parsons,  ji 

Springfield,  Ont.  fl 
The  Dominion  Canners,  Ltd.,  head  of-B 
fice  Robinson  St.,  Simcoe,  contemplate* 
the  erection  of  three  frame  sheds,  cost- 
ing about  $4,000.    Manager,  W.  L.  Innes. 

CONTRACTS  AWARDED 
Grand'Mere,  Que. 

Martineau  Freres,  7  St.  Jacques  St., 
have  the  general  contract  for  the  erection 
of  a  $3,000  shed  for  Theo.  Tanguay,  Main 
Street. 

Hamilton.  Ont. 

The  Hamilton  and  Toronto  Sewer  Pipe 
Company,  Ltd.,  Wentworth  St.  N.,  have 
been  awarded  the  contract  for  supplying 
the  city  with  pipe,  bends,  elbows,  and 
junctions  for  the  year  1918. 

Highlands,  Que. 

Oliver  &  Co.,  296  St.  James  St.,  Mont- 
real, have  been  awarded  the  contract  for 
the  installation  of  a  two-ton  Morris 
crane  for  the  Standard  Paint  Company  of 
Canada,  Ltd.,  52  Victoria  Square,  Mont- 
real. 

Marble  Station,  Que. 

Oliver  &  Co.,  296  St.  James  St.,  Mont- 
real, have  the  contract  to  install  a  10-ton 
Morris  crane  in  the  steel  factory  of  Thos. 
Davidson  Manufacturing  Company,  187 
Delisle  St.,  Montreal. 

Ottawa,  Ont. 

The  Dominion  Bridge  Company, 
Sparks  St.,  have  the  contract  for  safety 
gates  at  Petoria  Ave.,  for  the  City  Coun- 
cil. 

Shawenegan  Falls,  Que. 

Church,  Ross  Company,  Ltd.,  40  Hos- 
pital St.,  Montreal,  have  the  general  con- 
tract for  a  $10,000  2J^-storey  club  house 
for  the  Canada  Carbide  Company,  Ltd. 

Church,  Ross  Company,  Ltd.,  40  Hos- 
pital St.,  Montreal,  have  the  general  con- 
tract for  the  erection  of  a  $9,000  2J/2- 
storey  stone  club  house  for  the  Ameri- 
can Electro  Products  Company,  Ltd. 


CONTRACTORS 
and  TENDERERS 

for  Superior  Servic* 

THE 

Canadian  Surety  Co. 

26  Wellington  St.,  Eait 

Phone  Main  2609   TORONTO,  Ont. 
Represented  in  all  the  principal 
cities  and  towns  in  the 
Dominion. 

BONDS  INSURANCE 

of  every  description      Plate  Glass— Burglary 
Automobile 
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Made  of  tlie  celebrated  Anti-Corrosive  T.oncan  Metal 
that  cannot  rust,  rot  or  decay,  in  sections  that  are 
quickly  and  easily  connected. 

They  are  shipped  rit>ht  to  tlie  job  in  compact  form, 
assenil.)le(l  and  then  rolled  into  place. 

"MADE  IN  CANADA" 

only  iiy 

THE  PEDLAR  PEOPLE  LIMITED 

(Established  1861) 

Executive  Offices  and  Factories:  OSHAWA,  Ont. 

I'.ianclic";;    .Montreal,   Ottawa,  Toronto,    London,  Winnipeg, 
\'ancotiver. 


SCARCITY  OF  LABOR 
PROVIDED  FOR 

The  Ideal  Automatic  Power  Tamper, 

used  with  an  Ideal  Block  Machine, 
saves    labor,    which   is   today  recog- 
nized as  conservation  of  man  power, 
the  great  necessity  during  the 
War  Period. 

At  the  same  time  you  are 
producing  building  units  much 
superior  to  those  made  by  man 
power.  Our  catalogue  tells  you 
all  about  it.  Write  for  a  free 
copy. 

Ideal  Concrete  Machinery 

Company,  Limited 
WINDSOR        -  ONTARIO 


This  shows  the  construction  of  one  of  several  Bridge  Piers  which  we  are  building  for  the  Grand  Trunk  Railway.  This  work— mostly  under  water- 
has  been  earned  out  continuously  through  the  severe  weather  of  the  winter  months,  without  loss  of  time  and  without  impairment  to  the  work. 
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GENUINE  DRY  RED  LEAD 


A  Canadian  Lead  for  Canadian  Workmen.  Made  from  the  finest  grade  of  Can- 
adian Pig  Lead,  is  a  highly  oxidized,  pure   red  lead  that  gives  the  greatest  protection 
to  metal  work  against  rust  and  corrosion. 

Safeguard  your  work  by  specifying  a  red  lead  that  you  are  sure  will  give  you  satisfactor}'  results. 
Carter's  Genuine  Red  Lead  is  easy  to  apply,         rp.       p  \A/U*«-      I  AC 

spreads  well,  and  covers  with  a  uniform  thickness  1  lie  L^artCr   White  LieaCl  L»0, 

of  film.  We  also  manufacture  Orange  Lead,  Lith-  of  Canada,  Limited 

arge,  and  Dry  White  Lead.    Ask  us  for  prices.         91  Delorimier  Ave.  MONTREAL 


■11 — II     II  -II  II — II — II     II  II — II — II — II — n     ii  -II — II — II — ir 


Firebrick  Famine 

Our  PLIBRICO  jointless  firebrick  and  PLIBRICO  BOND  will 
make  you  independent  of  above,  and  eliminate  unsatisfactory  condi- 
tions. 

PLIBRICO  is  not  only  for  steam  boilers,  but  being  used  success- 
fully all  over  Canada  for  nosing  furnaces  in  ammunition  plants,  baffles, 
Dutch  oven  constructions,  cupolas,  retorts,  enamelling  furnaces,  oil 

fire  forges,  etc.,  and  is  guaranteed  to  stand  2,500  F.  if  used  in  accordance  with  instructions. 

PLIBRICO  BOND— high  temperature  cement  for  temperatures  3,100/3,800.  For  bonding  firebrick 
and  as  a  plaster  on  surface  of  same,  number  103  quality  for  use  with  silicate  bricks  in  smelters,  etc. 


lAPIDOllTH 

Wmmamm   trade  mark  ^hbhi 


will  solve  all  your  troubles  with  concrete  floors,  tanks,  and  walls  once  and  for  all.  Makes  same  hard  as 
granite — dustproof,  wearproof  and  waterproof.    We  guarantee  results. 

Beveridge  Paper  Co.,  Limited,  Montreal 


STOCKS— Toronto  and  St.  John,  N.B. 


N.  J.  Dinnen  &  Co.,  Ltd.,  Winnipeg 


James  Thomson,  President. 


J.  G.  Allan.  Vice-President. 


James  A.  Thomson,  Secretary. 


THE  GARTSHORE-THOMSON  PIPE  &  FOUNDRY  GO. 


LIMITED 


Manufacturers  of 


Flexible  and  Flange  Pipe, 
Special  Castings  and  all  kinds 
of  Waterworks  Supplies. 


3  inches  to  60  inches  diameter. 

for  Water,  Gas,  Culvert  and  Sewer 
HAMILTON,  ONT. 
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Road  Machinery 


We  have  specialized  in  this  line  for  many  years 

Steam  and  Motor  RolterSy  Crushers^  Graders^ 
Sprinklers^  Flushers^  Sweepers^  Oiler Sy  etc. 


MUSSENS  UNITED 


MONTREAL       QUEBEC— Pruncau  &  Co. 
WINNIPEG        TORONTO-H.  TurnbuU  &  Co. 
VANCOUVER      COBALT -H.  L.  Usborne 


Permanent  Roofs  for 
Industrial  Plants 

Large  manufacturing  plants,  office  buildings,  stores,  warehouses,  theatres,  and  all  modern  fire- 
proof buildings  that  have  a  flat  roof  constn^ction  require  contractors  to  supply  material  that  is 
fire-retardant,  waterproof,  freeze-proof  and  permanent. 

For  such  purposes,  the  greatest  satisfaction  has  been  given  by  our  Brantford  Asphalt  Roofing 
laid  according  to  our  Brantford  Specification. 

Brantford 

Specification  Roofs 

require  the  use  of  Branoco  Cement  and  Superior  Roof  Coating,  both  of  which  we  manufacture. 
Brantford  Specification  is  not  a  complicated  roof  to  lay,  and  the  job  is  easily  and  quickly  done. 

Write  for  a  copy  of  Brantford  Specification. 


Brantford  Roofing  Co 


Head  Office  and  Factory,  Brantford,  Canada 


Limited 

Branches  at  Toronto,  Montreal,  Halifax 


CANADIAN   DES  MOINES 
STEEL  CO.,  Limited 

Elevated  Tanks  Barges  Bridges 

Standpipes  Wireless  Towers 

Structural  Steel  for  all  purposes. 


Let  us  bid  on  your  requirements. 
Attractive  Prices— Prompt  Deliveries. 


Sales  ORices  and  Plant 
CHATHAM,  ONT.  275  Inshes  Ave 

Associated  with 
PITT.SnURGH-DES  MOINES  STEEL  CO. 
Pittsburgh.  Pa.  New  York  City 

045  Curry  Hldg.  42  Church  St. 

DKS  MOINES  URIDGE  AND  IRON  CO. 
DcB  Moines,  Iowa,  9.38  Tuttle  Street 


WOODEN  PIPE 


Wire  wound  wood  stave  pipe,  2  in.  to  24  in.  diameter.  Con- 
tinuous  wood   stave  pipe,   any   diameter  required. 

CANADIAN  PIPE  CO.,  LIMITED 


Established  1904 

Equipped    with  the 
machine  driven  by  a 
Guaranteed. 


New  Factory  Erected  1910 

most  up-to-date  machinery.  Every 
separate  electric  motor.  Satisfaction 


Office  and  Factory— 5S0  Paoific  St.,  VAJMCOUVER,  B.C. 
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Works  at  WalkerviUe,  Ontario 


When    placing  your 
order  for 

HYDRANTS, 
VALVES 

and 

VALVE 
BOXES 

place  it  with  us. 


MADE  IN  CANADA 


Strong,  Substantial  and 
Modern  Designs. 
Prices  right. 

Write  for  prices  and  see. 


IIMITED 


VALVt-HYDRANT  MANUFACTURERS 

WALKERVILLE,ONT. 


Canadian  Rivet  Forges  are  built  to 
last. 

Easy  running  blower,  powerful, 
uniform  blast,  rigid  steel  plate  con- 
struction. 

Write  for  Catalog  100-12. 

Canadian  Blower  &  Forge  Co. 

Kitchener,  Ont. 


Illllll 


The  Glue  Book 


WHAT  IT  CONTAINS 

Chapter  1 — Historical  Notes 
Chapter  2 — Manufacture  of  Glue 
Chapter  3 — Testing  and  Grading 
Chapter  4 — Methods  in  the  Glue  Room 
Chapter  5 — Glue  Room  Equipment 
Chapter      -Selection  of  Glue 


Contract  Record 

and  Engineering  Review 
347  Adelaide  St.  West,  Toronto 
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Ideal  Surface  for  Macadam  Roads 

Macadam  roads  dust  on  the  surface  so  that  constant  repairs  and  attention  are 
necessary.  Use  Fluxphalte.  It  binds  the  surface  perfectly  making  a  roadway 
like  asphalt  pavement.  Wears  for  years  longer  and  saves  great  expense  in 
low  upkeep  of  road.    Write  for  illustrated  booklet  and  further  particulars. 


mB  Cffl»I»  MIHTS  FiRTH  HmCM  IMl 

aiDim  OP  TMBB  I 


TOM. 


To  Secure 
ECONOMY  and  DURABILITY 


Construct  Your 


SEWERS 

from 

Reinforced  Concrete  Pipe 

Manufactured  by 

Dominion  Concrete  Co. 

Limited 

KEMPTVILLE  ONTARIO 

"Better  good  pipe  at  a  fair 
price  than  poor  pipe 
at  any  price. " 

N.  B.  The  adjolnlae  Illustration  shows  a  line  o(  42-ia.  plpa 
In  a  trench  ready  (or  fllllne. 
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Information  you  MUST  have.  Which 
is  the  best  the  probable,  approximate 
and  perhaps,  or  the  actual,  definite, 
precise  data  about  the  proposed  opera- 
tion ?    Maclean  daily  reports 

will  give  you  the  latter. 


If  we  knew  the  exact  nature  of  your 
business,  the  extent  of  your  sales  ter- 
ritory, the  specific  data  required — we 
would  tell  you,  clearly  and  concisely, 
how  we  can  serve  YOU,  how  we  will 
do  it,  what  it  will  cost. 


Maclean  Daily  Reports  Limited 

345  Adelaide  St.  West,  TORONTO 


SWANSEA 

Salt  Glazed  and  Vitrified 

SEWER  PIPES 


True  to  Size 
Impervious  to  Water 

Sizes  manufactured  and  al- 
ways in  stock  4  in.  to  24  in. 


Ask  for  Price  List 
and  Discounts 


also 

Chimney  Tops 
Flue  Linings 
Wall  Copinff 
Culvert  Pipe 
Inverts 

Telephone  (Toronto  Connection) 
Parkdale  5000 


The  Dominion  Sewer  Pipe  Co. 

(The  Independent  Co.)  Limited 

SWANSEA  (near  Toronto) 


National  Iron  Works 

LIMITED 

Head  Office,  Works  and  Docks— TORONTO 

CAST  IRON  PIPE 

Every  Size  for  Water,  Gas,  Culvert  or  Sewer, 
Carried  in  Stock  at 

MONTREAL  -  TORONTO  -   PORT  ARTHUR 

RAIL  OR  LAKE  SHIPMENTS 


Dominion  Iron  and 
Wrecking  Co.,  Ltd. 

Canada's  Largest 
Cash  Buyers  and  Liquidators 


Factories  and  Complete  Plants. 

Marine  Wreckers  and  Dismantlers. 

Scrap  Iron,  Steel,  Metals,  and  Waste  Materials. 

Distributors  of  Spelter,  Ingot  Copper,  Lead,  Tin, 
Antimony. 

Iron  and  Steel  Shafting,  all  sizes  and  lengths. 

New  and  Used  Electrical  Equipment. 

Power  Machinery,  Electrical,  Hydraulic,  Steam 
and  Gas. 

Relaying  Rails  of  all  sizes  always  in  stock. 

General  Offices : 

Transportation  Bldg.,  MONTREAL 


Quebec 


Tel.  Main  3751 


St.  John  N.B. 


Pacific  Coast  Pipe  Co.,  Ltd. 

Wire  Wound  Wood  Stave  Pipe 

from  2  in.  to  24  in.  diameter 

Continuous  Stave  Pipe 

from  16  in.  to  12  ft.  diameter 


1551  Granville  Street 


Vancouver,  B.  C. 
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Current  Prices  of  Building  and  Engineering  Materials 


TORONTO  PRICES 

CEMENT,  LIME,  AND  BRICK 

Ccir.ent    diliviTcl  in  .l-hancl  lols,  .fJ.'.H)  per  1)1>1.  ; 
witli  l)ags,  if'-'-'-''";  -f---'" 
willi  l>kgs..  $2.7lt. 

Lime— grey  60c,  white  70c  per  100  lbs.,  delivered 
in  not  less  tlian  1500  lb.  lots.  At  the  ware- 
house, grey  55c,  white  G5c.  Ilydrated  lime, 
$16.00  per  ton  delivered ;  $15.00  at  warehouse. 

Brick-  No.  1  dry  i.resscd  red  brick,  $22;  bult, 
^22,  f.o.b.  the  job;  No.  2,  .1520;  common  red 
■Itock  brick,  .flT ;  grey.  .flT ;  wire-cut  brick, 
for  foundation  work.  .$ on  the  c:us,  dc- 
livercil  !?1.');  "Taiicstry"  brick,  imported,  .fL'.j 
1.1  ¥•■!•">:  local  KuK.  .«2i;;  sand-lime  brick,  $10. 'J.') 
f.o.b.  car  at  King  tdward  Siding;  $9.00  f.o.b. 
car  or  wagon  at  plant.  Paving  brick,  local 
manufacturers  not  quoting  prices  at  present, 
imported  paving  squares,  delivered  at  job 
in  Toronto,  best  quality  $S0,  second  quality 
$75,  third  quality  $70.  (These  prices  are 
merely  appro.ximate,  as  no  sales  are  recorded). 
Sun-Tex  face  brick,  $20  to  $30  at  plant,  $21 
to  $34  delivered,-  price  depending  on  color 
and  texture.  Denison  interlocking  hollow 
tile,  $80  per  M.  at  plant,  $97.50  delivered. 
Lots  over  100,000,  $75. 

Fire  brick— $65  to  385  per  M.,  according  to  qual- 
ity.   Fire  clay,  $15  per  ton. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 
Toronto  prices,  F.O.B.  Car: 
Crushed  stone    2  in.,  $1..".".;  1  in.,  -^l.'."!;  Vf,  in., 

.$1.7."i;  nilil)lc  sionc,  in  car  lots,  $l.'']."i  \<cy  Ion, 

f.o.b.  car. 

Sand — for  cement  or  brick  work,  $1.10  per  ton, 

f.o.b.  Toronto. 
Gravel  -  I'ii   run.   .fl.lu  per   tcpu,    f.o.b.  Toronto; 

screened,  $1.50  per  ton,  f.o.b.  Toronto. 

LUMBER  (BUILDING  MATERIAL) 
Toronto  retail  prices,  delivered. 

Hemlock— 2  x  4  in.  to  2  x  10  in.,  12  and  14  ft. 
long,  $39;  10  and  16  ft.,  $40;  2  x  12  in.,  12 
and  14  ft.,  $40;  10  and  1*6  ft.,  $41 ;  1  x  4  in. 
and  1x5  in.,  T.  and  G.,  $42;  1x6  in.,  T. 
and  G.,  $43;  No.  2,  $5  less  than  No.  1.  Siz- 
ing, $1  per  M.  extra. 

Pine— Box,  1  x  4  in.  and  1x5  in.,  $45;  1x6 
in.,  $48;  1  X  8,  $50;  1  x  10,  $55 ;  1  x  12,  $55; 
Shelving,  1  x  4  in.  and  5  in.,  $56;  1  x  6,  $60; 
1  X  8,  .|65;  1  X  10,  $70;  1  x  12,  .$75;  2x4 
in.,  10  to  16  ft.  long,  common,  .$46;  2x0, 
$48 ;  2  X  8,  $!)0 ;  2  x  10,  $52 ;  2  x  12,  $54.  No. 
1  flooring,  $58;  No.  1  V  or  beaded  sheeting, 
$60.  Pine  trim,  4  in.  casing,  $2.75  per  100 
ft.;  5  in.  ditto,  $.3.25;  8  in.  pine  base,  $4.75; 
4  in.  pine  window  stool,  $4.00. 

Spruce — 10  to  16  fl.  long,  rough,  1  x  4  in.  and 
2x4  in,,  $40;  1  x  6  Snd  2  x  6,  $48 ;  1  x  8 
and  2x8,  $.';0;  1  x  10  and  2  x  10,  $52 ;  1  x 
12  and  2  x  12,  ^rA. 

Dimension  Timber  (B.C.  fir)— 10  x  10,  10  x  12, 
10  X  14.  10  X  16.  12  X  12,  12  x  14,  12  x  16,  14 
x  10,  10  X  10,  .$65;  12  x  18,  12  x  20,  14  x  18, 
14  X  20,  16  X  18,  16  x-20,  18  x  18,  18  x  20, 
$70.  These  prices  ai<ply  to  lengths  up  to  .32 
ft.;  .32  to  35  ft,,  $3  per  M.  extra;  30  to  40 
/   ft.,  $5  per  M.  extra. 

Shingles— XXX  B.C.,  $5.10;  XX  B.C.,  .$4.50;  N. 
B.  extras,  $6.00;  N.  B.  clears,  $5.75;  No.  1 
pine  lath,  $7.00;  No.  2  pine  lath,  $0.50;  No.  1 
■pruce  lath,  $5.75. 

STEEL  AND  IRON 
Steel  .md   Iron   Bam    .S.'i  2."i  ii.  .117. hp  Imv,- ;  iHj^i 
cr)  and  deformed,  $5.60. 
hape«— Over  35  lbs.  per  yard,  $4.80  per  100  lbs. ; 
iindi  i        Ills,  p,  r  yaid,  .$.">. '.'."i  In  pc,   II  I) 


Plates — 6  ins.  and  over  and  under  30  ins.,  $7.50  per 
100  lbs.;  30  ins.  and  over,  $8.50.  Tank 
and  boiler  plates — J4  over  and  under 

36  ins.,  $10.00;  36  ins.  and  over,  $6.70. 
Gauge  plates— No.  10,  $11.50;  No.  12,  $8.60; 
No.  14,  $8.65  per  100  lbs.  Black  American 
Bessemer  Plates— 28  gauge,  $8.40  per  100  lbs. 

Flats— 0  ins.  wide  and  under,  $6.00  per  100  lbs. 

Rivets — Button  and  cone  head — base  for  J4  in. 
and  up,  $8.50. 

Extras — 1/lOc  per  lb.  extra  for  cutting  to  length, 
for  plate  less  than  in.  thick,  for  angles 
less  than  5  in.  combined  legs  and  beams  and 
channels  under  6  ins.,  for  18,  20,  and  24  in. 
beams;  1/lOc  to  54 c  per  lb.  extra  for  all 
Betlilehem  sections. 

Galvanized  iron — 28  gauge,  $8.75. 

Cast-iron  pipe — Standard  prices,  carload  lols, 
f.o.b.  Toronto:  4-in.  $78  to  $79  per  net  ton; 
6-in.  and  up  $75  to  $76.  Lower  price  for 
Class  B.  Iliglier  price  for  Class  A  and  gas 
pipe.     Less  than  car  lots,  $2  extra. 

SEWER  PIPE 

Sewer  pipe — Toronto  prices  (wholesale),  with  dis- 
counts as  .below,  f.o.b.  factory — 4  in.,  30c  per 
ft.:  6  in.,  45c;  8  in.,  70c;  9  in.,  90c;  10  in., 
$1.05;  12  in.,  $1.35;  15  in.,  $1.80;  18  in., 
$2.50;  20  in.,  $3;  22  in.,  $4;  24  in.,  $4.50. 
nisconnts  -  4  in.  to  U  in.  standard,  (I.S  jter 
cent.;  Ill  in.  to  24  in.  standard,  (I.l'per  cent.; 
l.~»  in.  to  2-1  in.  doidde  strenfjtli.  ti!)  jier  cent. 

Tile  wall  coping — 8  or  9  in.  wall,  50c  per  ft.;  12 
in.  or  13  in.  wall,  75c  per  ft. ;  18  in.  wall, 
$1.50  per  ft. ;  carried  in  6,  12,  18,  and  24  in. 
lengtlis.     Discount  65  per  cent. 

PAINTS  AND  OILS 
White  lead — ground   in   oil,   less   than   ton  -lots, 
$16.05  per  100  lbs.;  ton  lots,  $15.70  per  100 
lbs. 

Boiled  linseed  oil — in  bbls.,  $1.58  per  gal.  of  9  lbs. 

Raw  linseed  oil — in  bbls.,  $1.55  per  gal. ;  red  lead, 
dry,  $19  per  100  lbs. ;  putty  in  bulk,  $6.05  per 
100  lbs.  ;  in  100-lb.  drums,  $6.90,  putty  in 
25-lb.  tin#,  $6.90  per  100  lbs. ;  steel  sash 
putty  in  25-lb.  tins,  $7.15  per  100  lbs. ;  tur- 
pentine, in  bbls.,  73c  per  Imp.  gal.,  based 
on   southern  gauge. 


MONTREAL  PRICES 

CEMENT,  LIME,  AND  BRICK 
Cement — .$3.00    steam    car    load    lots,  including 

sacks,  less  5  per  cent,  for  cash. 
Lime— Ilydrated,  $19  per  ton;  lump,  $15, 
Brick — No.  1  pressed,  $18;  No.  2  pressed,  $15; 

Manganese  rustic,  $20;  buff  rustic,  $20;  red 

'ustic.   No.   1,  $15;  red  rustic.  No.   2,  $13; 

buff  (smooth),  $21;  buff  (rough),  $20;  plastic 

$12.25. 

Concrete  Brick— grey  $22,  red  $22,  bufT  $23.  white 
$45,  plain  pressed  $12  per  thousand,  all  f.o.b. 
Works,  Mascouche,  P.Q. 

CONCRETE  SEWER  PIPE 
Straight  pipes  (per  foot)  :  not  reinforced,  8-in. 
26c;  9-in.  30c;  10-in.  .34c;  12-in.  40c;  15-in. 
60c;  18-in.  74c.  Reinforced,  18-in.  90c;  21- 
in.  $1;  24-in.  $1.20;  ,30-in.  $1.60;  36-in.  $2.40; 
42-in.  $3;  48-in.  $4.20. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in.,  $1.40;  54  in.  $1.65;  H  '"- 

$1.75  per  ton,  delivered. 
Sand — $1  per  ton,  car  load,  on  cars. 
Gravel — $1.20  per  ton  f.o.b.  cars. 

STEEL  AND  IRON 

Steel  angles — 3  in.  x  3  in.  and  up,  $5.75;  1  in. 
X  1  in.  X  %  in.,  25c  extra;  H  in.  x  54  in. 
X  %  in.  50  cents  extra.  Boiler  plates — 54  in. 
thick  and  thicker,  $10.00.  Circular  plates — 
Flange  quality.  .36  in.  dimension  and  over, 
$12..')0;  under  .36  in.  diameter,  $1.3.00.  Beams 
,ind  cliannels— Under  35  lbs.,  per  yd.,  $5.75; 
.35  lbs.  per  yd.  and  over,  $5.50;  f.o.b.  Mont- 
real, net  cash,  nominal.  Corrugated  iron — 26 
gauge,  $9.00;  28  gauge,  $8.25  per  100  sq.  feet. 


subject  to  change  without  notice.  Coppfl 
bearing  sheets  —  Keystone  black,  28  U.  ■ 
gauge,  $6.50  per  100  lbs.  nominal.  ^| 

SEWER  PIPE  " 

Straight  pipe  (per  foot) — 4  in.,  30c;  6  in.,  45c;  8 
in.,  70c;  9  in.,  85c;  10  in.,  $1.05;  12  in.,  $1.35; 
15  in.,  $1.80;  18  in.,  $2.50;  20  in.,  $3;  22  in.. 
.$4;  24  in.,  $4.50;  27  in.,  $6.50;  30  in.,  $7.20. 
Channel  pipe  (4  in.  to  30  in.)  24c,  36c,  56c, 
72c,  84c,  $1.08,  $1.44,  $2.00,  $2.40,  $3.20, 
$3.60,  $5.20,  $5.75.  One-eighth  bends  (4  in. 
to  30  in.),  $1.20,  $1.80,  $2.80,  $3.60,  $4.20, 
$5.40,  $7.20,  $10,  $12,  $16,  $18,  $26,  $28; 
!4,  $1.20,  $1.80,  $3.15,  $4.05,  $4.75,  $6.10, 
$14.40,  $20,  $24,  $32,  $36,  $52,  $57.60.  Double 
collar,  90c,  $1.35,  $2.10,  $2.55,  $3.15,  $4.05. 
$5.40;  slant  1  foot  long  side  (4  in.  to  15 
in.),  90c,  $1.35,  $2.10,  $2.55,  $3.15,  $4.05, 
.$5.40.  Single  branch  (6  in.  to  9  in.),  3  ft., 
$2.25,  $3.50,  $4.25;  2  and  2'A  ft.  (4  in.  to  30 
in.),  $1.35,  $1.80,  $3.15,  $3.85,  $4.75.  $6.10, 
$8.10,  $11.25,  $13.50,  $18,  $20.25,  $32.50,  $36. 
Single  squares  (4  in.  to  30  in.)  ditto.  Double 
branch  and  double  square  and  Y  pipe  (4  in.  to 
.30  in.),  $1.80,  $2.70,  $4.90,  $6.30,  .$7'.35,  $10.80. 
$14.40,  $20,  $24,  $32,  $36,  $45.50,  $.50.40. 
Syphon,  cesspool,  and  buchan  trap  (4  in.  to 
15  in  ),  $3,  .$4,  $7,  $9,  $10.50,  $18.  Double 
syphon,  running  trap,  and  hand  hole  trap  (4 
in.  to  12  in.),  $3,  $4,  $7,  .$9,  .$10.50,  $18. 
These  prices  are  subject  to  a  discount  of  50 
per  cent,  for  less  than  car  load  lots  delivered, 
and  a  discount  of  from  61  to  66  per  cent,  for 
•  car  load  lots  f.o.b.  Montreal. 

SUNDRIES 

Hard  wall  plaster — $16  per  ton.  Plaster  of  Paris 
$3.05  per  bbl..  both  less  5  per  cent,  for  cash. 
Rope — Best  Manilla,  39c  basis  per  pound; 
Britisli  Manilla,  33c  basis;  sisal  rope,  2754c 
basis;  lath  yarn,  2754c.  Boiled  linseed  oil- • 
in  barrels,  $1.95  per  gal.  of  9  lbs.  Raw  lin- 
seed oil — in  barrels,  .$1.9254  per  gal. 


WINNIPEG  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — Portland,  $4.00  per  bbl. ;  mortar  ce- 
ment, C4c  per  70-lb.  bag,  in  ton  lots;  Keenes, 
$6.45  to  $13.55  per  bbl.,  depending  on  qual- 
ity.    (All  prices  include  bags). 

Lime — White  or  grey,  in  bulk,  45c  per  bushel; 
per  barrel,  $2.10  to  $2.40. 

Hydrated  Lime — In  paper  bags,  $16.35  per  ton; 
in  cotton  bags,  $19.55. 

Brick — No.  1  dry  pressed,  red  and  buff,  $35; 
common  red  stock.  $25;  common  grey  stock, 
$12 ;  No.  1  enamelled  brick,  all  colors,  from 
$100;  sand  lime,  $12;  firebricks,  $70  to  $90. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 
(Including  delivery) 

Crushed  stone — l54-in.  to  2-in.,  $2.60  per  yard; 
H-in.  to  1-in.,  $2.85;  stone  dust,  $2.55;  rub- 
ble stone,  $14.20  per  cord. 

Sand,  gravel  and  torpedo  sand — $2.10  per  yard. 

Crushed  granite — 154  and  2-in.,  $2.65;  ^  in.  and 

1  in.,  $2.90;   54-in.  and  dust,  $3.20. 
Gravel — Per  yard,  delivered,  $1.85. 

Crushed  Granite — 154  and  2-in.,  $2.65;  J^-in,  and 
1-in.,  $2.90;   54-'n.  and  dust,  $3.20. 

LUMBER  (BUILDING  MATERIAL) 
(Including  delivery) 
(15  per  cent,  discount  for  cash) 
Flooring — No.  2  red  pine,  4  in.,  $43;  6  in.,  $46; 
No.  3  red  pine,  4  in.,  $38;  6  in.,  $40;  No.  4 
red  and  white  pine  or  spruce,  4  in.,  $28;  8 
in.,  $32;  No.  1  and  2  fir,  edge  grain,  3  in., 
$60;  4  in.  and  6  in.,  $55;  No.  3  fir,  edge  and 
flat  grain,  4  and  6  in.,  $45;  No.  4  fir  ship- 
lap  grade,  4  and  0  in.,  $.32;  common  2x6 
pine,  spruce  or  fir,  4  and  6  in.,  $.33;  No.  2 
white  pine,  4  and  6  in.,  $55;  No.  3,  $45;  No. 

2  red  pine,  4  and  6  in.,  $46;  No.  3,  $40;  No. 
4,  .$32;  No.  5,  $24. 

Dimension  timber  (No.  1  pine,  spruce,  tamarac, 
fir  or  cedar)— 8  x  8,  8  x  10,  10  x  10,  10  x 
12,  12  X  12,  $38;  10  x  14,  14  x  14,  14  x  16. 
6  x  10,  6  X  12,  8  X  12,  $.39;  10  x  16,  12  x  16, 
16  X  16,  14  x  18,  16  x  IS,  18  x  18,  20  x  20. 
$40;  6  x  14.  8  X  14,  12  x  18,  18  x  20,  .$42;  6 
X  16,  6  X  18,  6  X  20,  8  X  16,  8  X  18,  8  x  20. 
10  X  18,  10  x  20,  12  X  20,  14  x  20,  16  x  20. 
$43, 

(Continued   on   page  .S4) 
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RAILS 


BILLETS 


Concrete  Reinforcement  Bars 

Plain  Round,  Square  and  Cold  Twitted  Squares 

DOMINION  IRON  &  STEEL  COMPANY 

LIMITED 

BAR  STEEL 


Waraheuta  Stock*  i 

SYDNEY,  N.  S. 
MONTREAL.  QUE. 
TORONTO.  ONT. 
FT.  WILLIAM.  ONT. 


Sale*  Office*  : 

SYDNEY.  N.  S. 

MONTREAL 
112  St.  James  St. 

TORONTO 
18  Wellington  St.,  E. 


Mill*  and  General 
Office*  t 

SYDNEY,  N.  S. 


WIRE  NAILS        WIRE  PRODUCTS 


Modern  Bridge  Construction 

The  services  of  our  bridge  engineering  and  building  organization  are  at  the  disposal  of  industrial, 
private  or  municipal  bodies,  in  any  connection  where  they  could  be  used  to  advantage.  The  above  is  an 
illustration  of  a  recent  bridge  constructed  by  our  company  at  Granby,  Quebec,  for  an  industrial  company. 
This  was  later  approved  by  the  municipality  and  taken  over  by  them.  This  is  another  instance  of  good 
engineering  and  careful  construction.  We  shall  be  glad  to  advise  you  regarding  any  bridge  work  you  have 
in  hand. 

MacKinnon,  Holmes  &  Company,  Limited,'''^;:"'''' 
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(Continued  from  page  52) 

Pine — 1-in.  common,  6  to  10  in.,  $105;  12  in., 
$110;  pine  trim  4  in.  casing,  $3.70  per  100 
ft.;  5^^  in.,  ditto,  $4.40;  Sin.  pine  base,  $6; 
lO  in.,  $7;  4-in.  pine  window  stool,  $7.50. 

Shingles— No.  1  B.  C.  cedar,  $4;  No.  2,  $3.50; 
No.  1  B.  C.  cedar  dimension,  $5.50;  hand- 
sawn,  $7. 


STEEL  AND  IRON 

Steel — Round  bars,  $5.25  per  100  lbs. ;  square 
twisted,  $5.25  per  100  lbs. ;  channels  and 
angles,  $5.50;  beams,  $5.25;  plates,  $8.25  per 
100  lbs. 

Cast  Iron  Pipes — Standard  price,  car  load  lots, 
f.o.b.  Winnipeg,  $38  per  ton. 


SEWER  PIPE 

Sewer  Pipe— Wholesale  price  f.o.b.  Winnipeg,  per 
ft.,  3  in.,  9  cents;  4  in.,  11  cents;  5  in.,  16 
cents;  6  in.,  18"/^  cents;  8  in.,  30  cents;  9  in., 
35  cents;  10  in.,  40  cents;  12  in.,  50  cents; 
15  in.,  75  cents;  18  in.,  $1.00;  20  in.,  $1.50; 
24  in.,  $2.00. 


SUNDRIES 
(Including  delivery) 

Hard  Wall  Plaster— $19  to  $22.50  per  ton;  Plaster 
of  Paris,  $20.50  per  ton  ;  in  barrels,  $4.40  per 
bbl.  of  320  lbs. 

Plasterers'  Hair — $3.30  per  bale;  90c  per  bushel. 

PAINTS  AND  OILS 

Boiled  linseed  oil--In  bbls.,  $2,00  per  gal.  of  9 
lbs. 

Mixed  Paint— Per  gal..  $3,55  to  $3,85. 

Raw   linseed    oil — In   bbls.,   $1.98   per   gal.;  red 

lead,  dry,  $15.00  per  100  lbs.;  in  oil,  20^0 ; 

putty  in  bulk.  Standard,  $5.00;  Pure,  $6.00; 

Turpentine,  in  bbls.,  95c  to  $1.00. 
White  lead— Ground  in  oil,  $10.85  per  100  lbs. 


VANCOUVER  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement— Grey  Portland,  $2.80  per  bbl.  f.o.b.  ware- 
house, sacks  extra ;  Keens  cement,  $9.00  per 
bbl.,  sacks  extra;  fine  white,  $8.00  per  bbl.  of 
300  lbs. ;  superfine,  white,  $9.50  per  bbl.  ; 
white  Portland  cement,  $2.80  per  bbl.  of  250 
lbs.,  sacks  10c  extra,  f.o.b.  Vancouver. 
Lime — $1.90  per  bbl.  f.o.b.  warehouse  or  delivered. 
Brick— Common  red  brick,  $14.50  to  $16.00  f.o.b. 
warehouse ;  $14,00  and  up  in  car  lots  f.o.b. 
Vancouver;  pressed  red  brick,  f.o.b.  wharf 
Vancouver;  pressed  buiif  brick,  $40  at  ware- 
house; $33  in  car  lots;  tapestry  brick,  $45  at 
warehouse ;  impervious  brick,  $45  f.o.b.  build- 
ings; fire  brick,  $45  in  car  lots,  $50  in  ware- 
house; fire  clay,  $16.00  per  ton  in  car  lots. 

SAND  AND  GRAVEL 

Sand — Brick  and  plaster  sand  $2.50  per  cu.  yd. 

f.o.b.  bunkers. 
Gr-avel — $2.50  per  yard  delivered. 

LUMBER  (Building  Material) 
Vancouver  prices,  f.o.b.  mills: 

Dimension  timber — Douglas  fir — 8  x  8,  $25  ;  10  x 
10,  $25;  10  X  12,  $25;  10  x  14,  $25.50;  12  x 
12,  $25;  14  X  14,  $25.50;  14  x  16,  $26.50; 
e  X  10,  $25.50;  6  x  12,  $26;  8  x  10,  $26;  8  x 
12,  $25,50;  10  x  16,  $27;  12  x  16,  $27;  16  x 
16,  $26,50 ;  6  X  14,  $27 ;  8  X  14,  $27 ;  12  x  18, 
.$28;  18  x  20,  $29;  6  x  16,  $28;  8  x  16,  $28; 
10  X  18,  $28;  18  x  20,  $29;  14  x  20,  $28.50; 
16  X  18,  $28.50;  16  x  20,  $29.50;  18  x  18, 
$28.50;  20  x  20,  $28,50. 

Fir  Flooring — 1  x  3  edge  grain,  $44 ;  1  x  4  edge 
grain,  .$44;  1  x  4  flat  grain,  $32;  No.  1  and 
2,  1-inch  clear  fir  doiible  dressed,  $42;  No.  1 
and  2,  114  and  1^  inch  fir  double  dressed 
.$42;  2-inch  fir  double  dressed  $42;  fir  lath, 
.$4.50;  spruce  lath,  $5,75;  cedar  lath,  $5.25; 
XX  B.  C,  cedar  shingles,  $2,15;  XXX,  $3,00; 
XXXXX,  $3.60. 


STEEL  AND  IRON 

Vancouver  prices  f.o.b.  warehouse : 
Steel — (round  and  square  bars)  $5.50  base;  twist- 
ed and  deformed,  $5.50  base;  structural  sec- 
tions, $8.00. 
Galvanized  iron— 28  gauge,  $10.85  per  100  lbs. 
Corrugated  iron — 26  gauge,  6,  7  and  8  ft.  sheets, 
$9.90;  9  and  10  ft.   sheets,  $10.05  per  sq. 
Black  steel  sheets,  24  gauge,  $8.60  per  100 
lbs. 

Steel  angles —  $8.00  per  100  lbs.,  depending  on 
size,  quantity  and  specifications. 

Steel  channels,  beams — $8.00  per  100  lbs.,  depend- 
ing on  size,  quantity  and  specifications. 

Steel  plates— $12.00  to  $15.00 


SEWER  PIPE 

Sewer  pipe — Vancouver  prices  f.o.b.  warehouse; 
4-in.,  15c  per  ft.;  6-in.,  23c  per  ft.;  8-in.,  35c 
ft.;  10-in.,  45c  ft.;  12-in.,  55c  ft.;  15-in., 
$1.10  ft.;  18-in.,  $1.30  ft.;  20-in.,  $1.55  ft.; 
24-in.,  $2.30  ft.   (all  net  prices). 


SUNDRIES 

Hard  wall  plaster — $16.50  in  car  lots  f.o.b.  Van- 
couver, bags  extra. 
Hydrated  lime — $16.00  in  car  lots. 
Alca  lime— $16  per  ton.    ■  - 

Plaster  of  Paris — Hammer  brand,  $4.50  per  bbl. 
Finishing  Plaster — $19  per  ton,  sacks  extra. 
Welsh  slate — $15.00  per  square,  f.o.b.  Vancouver. 
Rope,  Manilla,  %  in.,  39c  base;  yi  in.,  39Hc; 

Vs  in.,  40c;  H  in.,  iO'Ac;  2nd  grade,  3354c 

base;  sisal  rope,  28j4c  base. 


PAINTS  AND  OILS 

Boiled  linseed  oil— In  bbls.,  $2.00  per  gal.  of  9 
lbs. 

Mixed  Paint— Per  gal.,  $3.55  to  $3.85. 

Raw  linseed  oil — In  bbls.,  $1.98  per  gal. ;  red 
lead.dry,  $15.00  per  100  lbs.;  in  oil,  20Hc.: 
putty  in  bulk,  Standard,  $5.00;  Pure,  $6.00; 
Turpentine,  in  bbls.,  .$95c  to  $1.00. 

White  Lead— Groiind  in  oil,  $16.85  per  100  lbs. 


ALL  SIZES  OF  PIPES  and  CONNECTIONS  from  4  inch  to  30  inch  always  IN  STOCK 

High  Grade  Salt  Glazed  Vitrified  Sewer  Pipes  and  connections  are  a  specialty 
with  us.  We  also  manufacture  culvert  pipes,  inverts,  flue  linings,  stove  linings, 
fire  bricks,  locomotive  blocks,  guUey  traps,  range  bricks,  cupola  linings,  wall 
coping  and  all  kinds  of  vitrified  and  fire  clay  goods.  Prompt  shipments  on  all 
goods. 

Vitrified  Hollow  Building  Blocks 
Ground  Fire  Clay,  in  Bulk  or  Bagged. 
"Ameo"  Segment  Sewers— From  30"  to  108"  diameter 

Send  for  Illustrated  Book  on  "Building  Segment  Sewers" 

Standard  Clay  Products  Limited 

THKRK  .SKWER  PIPE  FACTORIES:  St.  Johus,  P.  Q.,  aud  Ncw  GUsgow,  N.  S.' 

ALSO   FIRE  CLAY  FACTORY  AT  ST.   JOHNS,    P.  Q. 
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Canada  Iron  Foundries,  Limited 


CAST  IRtiN  PIPE 


Head  Office 

Mark  Fisher  Building 
MONTREAL 


Car  Wheels,  Cast  Iron  Water  and  Gas  Pipe,  Specials,  Valves,  Hydrants,  etc..  Castings 
of  all  kinds.  Mooring:  Bollards  for  both  Concrete  and  Wooden  Docks 


W  Made  in  Canada 

Conduit 


Orpen  Conduit  Co.,  Limited 

Toronto 


Engineers  &  Contractors^  Limited 

102  Prince  William  Street,  ST.  JOHN,  N.  B. 

E.  R.  REID,  President  E.  M.  ARCHIBALD,  Chief  Engineer 

The  Mohcton  Bridge  Foundations 

were  built  by  our  firm 

We  are  equipped  both  in  plant  and  organization,  for  difficult  foundation  work,  water  power  develop- 
ments, tunnels,  industrial  plants,  etc. 
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Civil 

Contractovs 

Electrical 

Directory  or  Lngineers 

Special 

Mechanical 

Interests 

Chipman  &  Power 

Civil  Eng^ineers 

TORONTO  WINNIPEG 

Willis  Chipman.      Geo.  H.  Power. 


James,  Loudon  &  Herizberg,  Ltd. 

CONSULTING  ENGINEERS 
36  Toronto  Street     -     TORONTO,  CAN. 

Water  .Su|r|]ly  anil  I'uritjcatioii  ;  .Sewerage 
SysteMl^;  Municipal  and  Traile  Waste 
Disposal  i'lants;  Incinerators;  I'avenienis; 
I'.riilges  ami  .Structural  work,  incluilin.t; 
Reinforced  Concietc. 


Anglins  Limited 

Contracting  Engineers 

65  Victoria  St.  MONTREAL 


H.  J.  Criswold, 

Montreal. 


B.  W.  Seton, 

Toronto. 


DOMINION  ENGINEERING 
&  INSPECTION  CO. 

Inspecting  and  Testing  Engineers 
Head  Office  and  Laboratoriei, 
820  Lagauchetiere  St.  West,  Montreal. 

liRANCH  OFFICES: 
24  Adelaide  Street  East,  Toronto. 
806  Union  Trust  Building,  Winnipeg 
CEMENT  TESTING  AND  REIN- 
FORCED CONCRETE  INSPECTION 
MILL,  SHOP  AND  FIELD  INSPEC- 
TION OF  STEEL  STRUCTURES 
AND  BRIDGES 
TESTS  AND  INSPECTION  OF  IRON 

AND  STEEL  PIPE,  ETC. 
LOCOMOTIVES,   CARS,   NEW  AND 

SECOND-HAND  EQUIPMENT 
Kepre»cnte<l  at  New  York,  Pittsbuij;h  and 
Chicago;  Glasgow  and  London,  Eng. 


S.  Ciiftilhs     \.  II.  .Manning     I,.  .1.  Kogei ' 

CANADUN  INSPECTION  and 
TESTING  COMPANY 

Inspecting,  Testing 
I      Metallurgical  &  Chemical  Engineers 

.Mill.  Shop  anil  Kield  inspt-clion  of  liridRts 
and  »tr\irlnral  work.'  Mill  insi)C't:tion  of 
lails  and  track  supplies.  Foundry  inspcc- 
lion  of  caslin^s,  pipes,  clc,  expert  exam 
inalion  an'l  reports. 

Our  IMiysical,  C  hemical  and  Cenienl  l.ab 
oratories  arc  fully  e'|nip|ied  to  unilcitaKc 
all  kinds  of  tests. 

Principal  Offices  and  Laboratories 
MONTREAL     and  TORONTO 


R.  5.  &  W.  S.  LEA 

Consulting  Engineers 

Water  Supply;  Sewerage  and  Drainage;  Water 

Purification;  Disposal  of  Sewage  and  Refuse ; 

Water  Power  Developments  and  Power  Plants. 
Reports,  Designs,  Supervision  of  Construction 
New  Birks  BIdg.  Telephone 

MONTREAL.  P.Q.  Uptown  783 


FRANK  BARBER 

Bridge  and  Structural  Engineer 

Steel  and  Reinforced  Concrete  Bridges  and 
Buildings,    Foundations,    Municipal  Work 

40  JARVIS  STREET,  TORONTO 


Robert  W.  Hunt 
President 


Charles  Warnocit 
Treas.&Gen'lMgr. 


Robert  W.  Hunt  &  Co. 

Limited 

Consulting  and  Inspecting  Engineers, 
Chemists  and  Metallurgists 

Expert  Inspection  and  tests  of  all  structural 
matcriids  and  mechanical  equipment 

Reports  on  Properties  and  Processes 

Head  Office  and  Laboratories : 
McGIIl  Building,  Montreal 

Branches : 

Toronto         Vancouver         London,  England 


GENT  &  CO.  LTD. 

"Faraday  Works" 
LEICESTER,  ENGLAND 

Electric  Clocks 

Cables  :  "Lodestone,  Leicester" 


Power  &  Son, 

Architects  and  Building  Surveyors 

Merchants  Bank  Chambers, 

Kingston,  Canada 


Reid  &  Brown  Structural  Steel 
&  Iron  Works,  Limited 

We  carry  a  large  slock 

Steel  Beams,  Channels,  Angles, 
Plates,  Columns,  etc. 

FOR  IMMEDIATE  SHIPMENT 
Office  end  Workt-63  Esplanade  E,  TORONTO 

Phones— Main  904  and  905 


R.  O. 
WYNNE  -  ROBERTS 
Consulting  Engineer 

40  JARVIS  STREET 

TORONTO 

Water  Supply,  Sewerage,  Sewage  Dis- 
posal, Civic  and  General  Engineering, 
Arbitrations,  Investigations,  Valuations, 
Reports,  etc. 


SASH 

OPERATING  MACHINERY 
of  all  kinds 
sasD  KING  CONSTRUCTION  CO. 
40  DovercourtRd.,  TORONTO 


Milton   Hersey  Co.,  Ltd. 

Engi  neers.  Chemists,  Inspectors 

PAVING 

designed,  superintended.  Inspected. 
Montreal  Winnipec  New  York 


Crushed  ^^fS^Cut 

Stone  l^^^j  Stone 
BRICK  SAND 
T.  A.  Morrison  &  Co.,  ^"^gl^^A-rVL^' 


This  Directory 
will  bring  you 
BUSINESS 

Keep  your  name  and  your  busi- 
ness prominently  before  live 
prospects  by  placing  an  an- 
nouncement in  our  "Directory  of 
Engineers.**  Rates  and  inform- 
ation will  be  sent  on  request. 

Contract  Record 

&  Engineering  Review 

347  Adelaide  St.  W.  TORONTO 
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CANADIAN 
CHICAGO  BRIDGE  &  IRON  CO. 

Limited 
BRIDGEBURG.  ONTARIO 

Our  Specialty  Is  the  Design,  Manufacture 
and  Erection  of  Elevated  Steel  Tanks 
for  Municipal,  Railroadand  Factory  Service. 
We  also  design,  manufacture  and  construct 
Oil  Tanks,  Coaling  Stations,  Bridges,  Turn- 
tables, Building  and  Structural  Nuterial. 

"  Write  our  nearest  Sales  Office  for  prices,  plans 
and  specifications.  Our  catalogue  No.  15  gladly 
mailed  to  you  upon  request." 

Sales  Offices:— 
Bridgeburs.  Ontario.  130  Janet  Street 

Chicago,  Illinois,   1305  West  105th  Street 
New  York,  N.  Y.,  30  Church  Street 


Built  for  C. P. R.  Montreal 


Shops:- 
Cbicago,  111. 


BridKaburg,  Ont. 

Greenville,  Pa. 


The  Maritime  Bridge 

Company,  Umited 

Manufacturers  and  Erectors  of 

Steel  Railway  and  Highway  Bridges, 
Buildings,  Girders,.  Trusses,  Towers, 
Turntables,  Tanks,  Smoke  Stacks, 
Riveted  Pipe,  and  Structural  Steel  and 
Plate  Work  of  all  descriptions. 

We  have  the  only  complete  stock  of 
Steel  Shapes,  Plates  and  Bars  in  the 
Maritime  Provinces. 


Office  and  Plant: 

New  Glasgow,  Nova  Scotia 


'Galvaduct"  and  ''Loricated" 

Conduits 


for  Interior  Construction 


Conduits  Company,  Limited 

Sole  Manufacturers  under  Canadian  and  U.  S.  Letters  Patent 


Toronto 


Canada 


You  Eliminate  Needless  Risk 

when  you  install  Standard  Rubber  Insulated 
Wires  and  Cables  in  that  building  of  yours.  Ask 
our  nearest  office  for  prices  of  Standard  wire 
before  buying. 

Standard  Underground  Cable  Co. 

of  Canada,  Limited 
Hamilton,  Ont. 

Montreal,  Que.        Toronto,  Ont  Seattle,  Wash. 

Manufacturers  of  Electric  Wires  and  Cables  of  all  kinds,  for  all 

services,  also  Cable  Accessories. 


STRUCTURAL  STEEL 

and 

BRIDGE  BUILDERS 


Capacity  18,000  Tons. 

We  build  and  erect  all  kinds  of  Structural  Steel,  Bridges, 
Roof  Trusses.  Bank  and  Office  Railings,  Stair 
Work.  Elevator  Grilles,  Fire  Escapes,  etc. 

Over  5.000  Tons  in  Stock  of 
Beams.  Column  Sections,  Angles,  Tees,  Plates,  Bars, 
Checkered  Floor  Plates,  etc. 

McGregor  &  Mclntyre,  Limited 

1139  Shaw  St.  .  .  TORONTO,  CAN. 

Telephone  Hillcrest  1614 — 1615—1616. 


BITUNAMEL 

Unsurpassed  for  waterproofing  foundations  and  prevent- 
ing rust  and  corrosion  on  exposed  iron 
and  metal  work. 

WRITE  FOR  SAMPLE 

The  Ault  &  Wiborg  Co.  of  Canada 
Ltd.,  Varnish  Works 


Montreal 


TORONTO 


Wi 


innipeg 
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Do  You  Want  Crushed  Stone  ? 

That  is  Clean,  Tough  Stone  of  a  Quality 
suitable  for  Macadam  Road  and  Concrete 

We  can  supply  you  in  any  aize  or  quantity. 

Our  «ervice  is  unexcelled  and  our  prices  right. 

Phone  or  %vrite  u»  for  quotations  when  you  are  In  the  market 
Office  -  M  4515-M  4516      Re»ldence-P  2278 

Crushed  Stone  Limited 

47  Yonge  St.  Arcade,  Toronto 

G.  W.  Essery,  Manager 


SPRINKLER 
TANKS 

AND 

TOWERS 

We  are  the  largest  manu- 
facturers in  Canada  of 
both  wood  and  steel  Tanks 
and  substructures  for  fac- 
tory sprinkler  systems 
and  for  Municipal 

RAILROAD  AND 

SUBURBAN 
WATER  SUPPLY 

We  shall  be  pleased  to 
furnish  you  with  all  the 
information  and  data'you 
may  require  on  this  class 
of  work. 

 i    Send  us  your  blue  prints 

for  estimates. 

Send  for  special  Tank  and  Tower  Catalogue 

Ontario  Wind  Engine  &  Pump  Co. 

Winnipeg  Calgary 


Toronto  Montreal 


Limited 


DAKE  SWINGING 
ENGINE 

with  Automatic 
Brake  Attachment 

Always  ready  and  speeds 
lip  tile  work  on  any  job. 
Engine  lias  no  dead  center — 
It  starts,  slops  and  reverses 
instantly.  The  brake  re- 
lieves all  stress  on  the  gears 
in  coasting  and  spotting  the 
boom.  Investigate  some* 
thing  tlial  will  save  money 
for  yon  by  writing  for  our 
catafoR, 


DAKE  ENGINE  CO.,  grand  ha ven.mich.. 

(Canadian  Ajfunts: 
Montreal:  Muiient  Lie],   Toronto:  A.R.  Williams  Machinery  Co.,  Ltd. 


Sandy  Gravel  and  Crushed  Stone 

Lime  Fire  Clay 

Cement  Fire  Brick 

Plaster  Sewer  Pipe 

Hair  Weeping  Tile 

Building  Stone 

Our  prices  are  right  and  our  service  good, 

Britnell  &  Co.,  Limited 

C.P.R.  Crossing,  Yonge  St.,  North  Toronto 

Phones,  OfTice  North  |        Evenings,  North  2107 


For  Sale 

14B  Bucyrus  Shovel, 

Traction  Wheels,  s/^  yd.  dipper. 

Clam  Shell  Buckets,  Yi,  H,  1,  1}4  yard. 
Orange  Peel,  1  yard  Haywaid. 

American  7  x  10,  double  drum  Hoist  with  Swinger. 
Mundy  6H  x  12,  double  drum  Hoist  with  Swinger. 
New  X  8  Doty  double  drum  Hoist  with  Boiler. 
New  7  X  10  double  drum  Hoist  with  Boiler. 

7  X  10  D.  D.  Reversible  Skeleton  Hoist. 

8  X  12  3-Drum  Hoist,  with  swinger  and  boiler. 
20  ton  8  wheel  Locomotive  Crane,  60  ft.  Boom. 
5  ton  Stiff  Leg  Derrick;  5  ton  Guy  Derrick. 
A  Frame  Travelling  Derrick,  with  GO  ft.  Boom. 
Assorted  Hand  Power  Derricks. 

54    yd.   and   5^   yd.   Concrete  Mixers   with   Engine  and 

Boiler  on  Wheels. 
y2  yd.  and  1  yd.  Smith  Mixers  on  Skids. 
2000  feet  of  Portable  Track,  24-in.  gauge. 
Six  XYz  yd.  V-shaped  Steel  Cars,  Side  Dump,  24-in.  gauge. 
Ten  4  yd.  Western  Dump  Cars,  36-in.  gauge. 
1.5  ton  Porter  Standard  Gauge  Locomotive. 
Two  10  ton   Vulcan   Locomotives,  36-in.  gauge. 
Gyratory  Crushers,  Nos.  3,  4  and  5. 
Taw  Crushers,  7  x  10  and  10  x  16,  Acme  Portable. 
No.  0  Thew  Steam  Shovel,  on  Railway  Wheels. 

II.  P.  and  40  H.P.  Locomotive  Boilers, 
Large  Assortment  Vertical  Boilers,  5  H.P.  to  125  H.P., 
Two  Diaphragm  Pumps,  driven  by  Gasoline  Engines. 
Five  New  and  Used  Pulsometers,  various  sizes. 

Write  for  prices  and  further  particulars. 

The 

A.  R.  Williams  Machinery  Co. 

Limited 

64-66  Front  St.  W.,  Toronto,  Ont. 


Electric  Cranes 


Patent  Type  I ,    i  .im  I  rollcy 
Made  in  Canada 


Electric 
and  Hand 
Traveling 

Cranes 

Electric 
and  Air 
Hoists 


NORTHERN  CRANE  WORKS,  LTD. 

WALKERVILLE,  ONT, 
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Accidents  will  not  happen 

With  Turnbull  Elevators 

Our  Compression  Type  Safety  Device  


Mak 


Accidents 
Impossible 

Every  Turnbull  Elevator  is  fitted  with  our  perfect  patent  safety  clutch, 
which  governs  the  speed  of  the  car  and  entirely  prevents  accidents. 
Should  the  elevator  exceed  the  pre-determined  speed,  this  safety  is 
automatically  brought  into  action,  gradually  stopping  the  car  and 
locking  it  to  the  guides  by  a  powerful  gripping  pressure. 

Our  Safety  Device  Cannot  Fail 

Non-drying  and  non-corrosive  lubricants  are  forced  into  cavities  in 
the  Avorking  ])arts  of  the  device,  ensuring  its  being  in  working  order 
at  all  times. 

Write,  'phone  or  call  for  information,  free  with  pleasure. 


TurnbulFs 


Built  for 
Better  Business 


Elevators 


Turnbull  Manufacturing  Company 

126  John  St.,  TORONTO 

Montreal  Office         -         -         -  -  -  202  Mappin  &  Webb  Bldg. 
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"DOMINION"  Wire  Rope 

Repeat  orders  tell  their  own  story 

Use  our  WIRE  ROPE  on  any  ji 

Its  DURABILITY  has  been  proved 
in  its  extensive  use. 


The  Dominion  Wire  Rope  Company,  Limited 

MONTREAL  TORONTO  WINNIPEG 


"C.  H.  &  E." 
Contractors  Equipment 

HOISTS— 


Either  Gasoline  Engine 
or  Electric  Motor  Driven 


MATERIAL  ELEVATORS 

Either  Single  or  Doul>le  Cage 

MORTAR  MIXERS 


Branch: 
108  Mail  Building 
TORONTO 

Telephone  Adelaide  840 


"MARION"  Shovek 

for  all  classes  of  work 

^^Ransome"  Concrete  Mixers 
"Andrews "Drill  and  Tool  Steel 


rWIIUokmiSo  mon?^1al 


\Vo\.  32 


Toronto  April  17,  1918 


No.  16 


NATIONAL  IRON  WORKS,  Limited 

Head  Office,  Works  and  Docks  :-TORONTO 


Every  Size  of  Cast  Iron  Pipe  for  Water,  Gas,  Culvert  or  Sewer,  Carried  in  Stock  at 
Lake  or  Rail  Shipments     MONTREAL,  TORONTO  and  PORT  ARTHUR 


Alphabetical  Index  to  Advertisers,  Page  16  Classified  Directory  to  Advertisements,  Page  6 
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"BEATTY" 

Auxiliary  Ship  Machinery 

Cargo  Winches 
Warping 
Winches 
Anchor  Wind- 
lasses 
Ash  Hoists 

Also 

Hoisting  Engines, 
Electric  Hoists, 
Steel  Derricks, 
Derrick  Irons, 
Clamshell  Buckets, 

Let  us  know  what  you  want 
along  this  line 
We  will  tender  promptly 

Ash  Hoist  for  ships  now  being  built  in  Canada. 
—   Agents  — 

H  E.  Plant,  Montreal,  Que.  R.  Hamilton,  Vancouver       JUI      RpAXTY  JPr    QOM^    I  TT^      AA/FI  I    A  IMFl 

E.  Leonard  &  Sons,  St.  John,  N.B.     Kelly-Powell,  Winnipeg  Otitic  I  1   I.OC    OWilOy  l-i  I  l^.y    VV  EiLdL^M.!^!^ 


vt^wwwwwwwwwwwwww-ww-w  www.wwww^  wy*< 


Now  on  iJihitions 

LYMBURNER,  LIMITED 

The  well  known  manufactureris  of  ornamental  metal  work  and 
special  machinery  are  entirely  occupied  making  munitions, 
and  cannot  execute  orders  for  above  work  until  a  later  date, 
when  they  will  be  glad  to  receive  enquiries  and  will  again 
produce  first  class  Metal  Specialties  of  Every  Description- 
Machinery,  Tools  and  Gauges. 


I 
I 
X 


I 
I 
I 

i 


360  St.  Paul  St.  E. 


MONTREAL 


A|iril  IT,  IDIS 
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For  more  than  half  a  century  our  Canadian 
Rubber  Factory  has  been  manufacturing 
Rubber  products.  That  experience  has 
taught  us  how  to  produce  quahties  that  will 
stand  the  test  of  wear. 

Every  detail  in  manufacturing  is  carefully 
supervised  and  the  greatest  care  is  exercised  in 
the  choice  of  materials.  Our  facilities  for  buy- 
ing, manufacturing  and  distribution  make  it 
possible  to  produce  mechanical  rubber  goods 
that  represent  the  best  possible  values. 

As  a  result,  the  Dominion  Rubber  System 
products  are  recognized  throughout  Canada 
as  the  standard  by  which  to  judge  Rubber 
qualities  and  Rubber  values. 

You  can  easily  prove  our  claims  by 
writing  direct  to  our  nearest  branch 
for  any  need  in  Rubber, 

Prompt  attention  is   given  to  all 
enquiries, 

Canadian  Consolidated  Rubber  Co.,  Ltd. 

Head  Office    —  MONTREAL 

BRANCHES  at  Halifax,  St.  John,  Quebec.  Ottawa,  Toronto, 
Hamilton,  Kitchener,  London,  North  Bay,  Fort  William, 
Winnipeg,  Brandon,  Regina,  Saskatoon,  Calgary,  Lethbridge, 
Edmonton,  Vancouver,  Victoria. 


I 
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Cast  Stone  Blocks  with  Granite  Veneered  Facing 


Our  system  of 

Cast  Stone 
Block 

111  a  II  u  facture 
makes  use  ol 
])()ured  or  wet- 
mix  concrete. 
T  li  i  s  system 
g  i  V  es  greater 
density  and 
strength  to  the 
linished  block 

and  makes  a  better  surface  for  the  Granite  Veneered 
facing  which  may  be  applied.  This  Granite  facing- 
gives  you  a  distinctly  superior  Stone  Block  that  will 
get  the  business  in  any  locality.    The  cost  of  Blocks 


made  by  this  process  is  very  small  because  of  the  modern  methods 
used  and  the  perfected  machinery  and  moulds. 

Write   for    Catalogue   and  details  of  our  proposition. 

Cast  Stone  Block  &  Machine  Co.,  Limited 

298  Howard  Ave.,  WINDSOR,  ONT. 


LONDON 


ELEVATED  DRUM 


The  Elevated 
Drum  allows  a 
great  descent  for 
the  concrete.  Pro- 
vides for  a  rapid 
and  uniform  de- 
livery. 


Paving  Mixer 

lM)r\var(l  f.oadcr  and  Rear  Dis- 
i-liar;.;c'  take  up  little  room  on  the 
roadway. 

Traction  Drive.  Moves  any- 
where with  its  own  power. 

The  Rotary  Distributing  Chute 
tiu-ns  in  a  coni|)lctc  half  circle; 
also  opens  up  at  different  points. 
The  concrete  is  distributed  to  any 
part  of  the  road.  No  wheeling. 
No  shovelling  of  concrete. 

ONE-TllIKD  LESS  MEN  Rl<:gL' I  !>:  I'.i ).  .\  r.l'.TTl^R  jOl\.  We  guarantee  that  this  Machine 
will  deliver  Concrete  on  a  roadway  at  a  saving  of  10  ])cr  cent,  over  any  other  type  of  Machine.  Full  par- 
tirulars  on  request.    Send  for  Catalogue  No.  lA.  ^ 

We  have  twenty-three  diiiferent  sizes  and  styles  of  Mixers. 
Also  a  full  line  of  Concrete  Machinery  and  Cement  Working  Tools. 

London  Concrete  Machinery  Co.,  Ltd.,  Dept.  7,  London,  Ont. 

World's  Largest  Manufacturers  of  Concrete  Machinery 


R.  R.  Power,  Halifax.  N.S.  Rene  Talbot,  Quebec, 

The  Foss  &  Hill  Machinery  Company,  Montreal,  Que. 
The  Gcncr.il  Supply  Company  of  Canada.  Ottawa.  Ont. 


AGENCIES 

Que.  The  General  Supply  Company  of  Canada,  Winnipeg,  Man, 

The  B.  C.  Equipment  Company,  Vancouver,  B.C. 


\l.ril   17,  1918 
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We  Supplied  1080  Tons  of 


CONCRETE  REINFORCEMENT 

For  This  Building 


EXPANDED  METAL— Handbooks  of 
designs  and  tables  sent  free  on  request. 
You  should  have  our  latest  stock  list. 


All  bars  and 
sheets  cut, 
if  wanted, 

and  shipped 
promptly. 


Every  description  of  Rolled  Iron  and  Steel,  Merchant  Bus,  Angles,  Channels, 
Beams.  Shafting,  Nickel  Steel,  etc.  Plate— Plain  and  Chequered.  Sheets- 
Black  and  Galvanized.    Bolts,  Nuts,  Screws,  Wire  Cable,  Manilla  Rope,  Etc. 

BAINES  &  PECKOVER 

IRON  AND  STEEL  MERCHANTS 

TORONTO 


Warehouses — 

98^116  Esplanade 


Yards- 
Harbor  District 
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Acetylene  Gas 

The  Prest-O-Lite  Co.,  Inc. 

Air  Compressors 

Can.  Ingersoll-Rand  Co.,  Ltd. 
Canadian  AUis  Chalmers,  Ltd. 

Aluminium 

Spielmann  Agencies  Regd. 

Air  Hoists 

Canadian   Ingersoll-Rand  Co. 
Northern  Crane  Works 

Architectural  Iron  Works 

Canadian  AUis  Chalmers  Ltd. 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Architectural  Terra  Cotta 
Toronto  Plate  Glass  Imp'tg  Co. 

Asbestos  Shingles 

Asbestos  Mfg.  Company 

Ash  Hoists 

Gillis  &  Geoghegan 

Asphalt 

Asplialt  &  Supply  Company 
Imperial   Oil  Company 

Axes 

Canada    Foundries    &  Forgings, 

Bar  Iron 

Haines   &  Peckover 

Canadian  Steel  Foundries,  Ltd. 

Beam  Spam 

MacKinnon  Holmes  &  Co. 

Blast  Hole  Drills 

Hopkins  &  Co.,  F.  H. 

Blowers  and  Compressors 

Canadian  Blower  and  Forgs  Co, 
Can.  Ingersoll-Rand  Co.,  Ltd. 
Slieldons  Limited 

Boilers 

Beatty  &  Sons,  M. 

Canadian  AUis  Chalmers  Ltd. 

Inglis  Company,  John 

Maisli  Engineering  Works,  Ltd. 

McDougall  Caledonian  Iron  Wks. 

Mnssens  Limited 

Williams  Machinery  Co.,  A.  R. 

Boiler  Covering  (Magnesia,  Asbes- 
tos, Wool,  Felt,  etc.) 
Asbestos  Mfg.  Company 

Boxes — Junction 
Standard  Underground  Cable  Co. 
of   Canada,  Limited 

Brick  Dryers 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Brick  Machinery  and  Supplies 
Sheldons  Limited 

Brick  Manufacturers 
Sun   lirick  Company 

Bridges 

Canadian   Allis-Chalmers  Ltd. 

Bridges  (Steel) 

Canadian  Bridge  Company 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
MacKinnon-Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime   Bridge  Company 

Buckets 

Beatty  &  Sons,  M. 
Hopkins  &  Co.,  F.  H. 
Manitoba  Bridge  &  Iron  Woiks 

Buckets — Steel 

^MacKinnon  Holmes  &  Co. 
Marsh  Engineering  Works,  Lid. 

Cable 

Dominion  Wiie  Rope  Co.,  Ltd. 
Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Car  Couplers 

Canadian  Steel  Foundries,  Ltd. 

Cable  Terminals 

Slatulard  Underground  (  able  Co. 
of  Canida,  Limited 


Cars— Steel  Body 

Hamilton  Bridge  Works  Co. 
Marsh  Engineering  Works,  Ltd. 
Williams  Machinery  Co.,  A.  R. 

Car  Wheels 

Marsh  Engineering  Works,  Ltd. 
Steel  Co.  of  Canada  Limited 

Castings — Grey  Iron 

Marsh  Engineering  Works,  Ltd. 

Casements 

Trussed  Concrete  Steel  Co. 

Cement 

Britnell  &  Company  > 

Cement,  High  Temperature 

Beveridge  Paper  Co.,  Ltd. 

Cement  Waterproofing 
Barrett  Company 
Ideal  Concrete  Machinery  Co. 
Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 

Centrifugal  Pumps  ^ 

Bawden  Pump  Company 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 

Chemists 

Canadian  Inspection  and  Testing 
Laboratories 

Coal  Chutes 

Manitoba  Bridge  &  Iron  Works 

Coal  Handling  Apparatus 
Beatty  &  Sons,  M. 

Cold   Storage  Insulation 

Armstrong  Cork  Company 

Compressed  Acetylene  Gas 

The   Prest-O-Lite  Co.,  Inc. 

Concrete  Block  Machines 

Cast  Stone  Block  &  Machine  Co. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 

Concrete  Culvert  Pipe 

Hlair_,  I!. 

Pominion  Concrete  Company 

Concrete  Hardener  and  Water- 
proofer 

Beveridge  Paper  Co.,  Ltd. 

Concrete  Mixers  and  Appliances 

Hopkins  &  Co..  F.  H. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
Mussens  Limited 

Concrete  Sewer  Pipe 
Blair,  B. 

Dominion  Concrete  Company 

Conduits 

Conduits  Company,  Limited 
O  rpen  Conduit  Company 

Connecting  Rods 

Canada    Foundries    &  Forgings, 

Contractors 

Anglins  Limited 
Foundation  Company 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 
Wells  &  Gray  Limited 

Contractors'  Plant  &  Supplies 
licatty  &  Sons,  M. 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Dake  Engine  Company 
Marsh  Engineering  Works,  Lid. 

Conveying  Machinery 

C"anadian   Mathews   Gravity  Car- 
rier Company 

Core  Drills 

Canadian  Allis-Chalmers  Ltd. 
Can,  Ingersoll-Rand  Co.,  Ltd. 


Corrugated  Iron 

Pedlar  People  Limited 

Corrugated  Roofing 

Asbestos  Mfg.  Company 

Cranes,  Travelling  and  Locomotive 
Boving  Hydraulic  &  Engineering 

Company 
Hopkins  &  Company,  F.  II. 
Maritime  Bridge  Company 
Northern  Crane  Works 

Crank  Shafts 

Canada    Foundries    &  Forgings, 

Crushed  Stone  and  Granite 

Canada   Crushed   Stone  Corpora- 
tion 

Crushed  Stone,  Limited 
Morrison  Company,  T.  A. 

Crushers  (Stone  and  Rock) 
Canadian  Allis-Chalmers  Ltd. 
London  Concrete  Machinery  Co. 
Mussens  Limited 

Culverts 

Pedlar  People 

Damp  Proof  Coating 

Barrett  Company  ' 
Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 

Derricks  and  Derrick  Fittings 
Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  II. 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Northern  Crane  Works 

Dredging  Pumps 

Boving  Hydraulic  &  Engineering 
Company 
Dredges 

Beatty  &  Sons,  M. 

Hopkins  &  Company,  F.  H. 

Drills 

Canadian  AUis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 

Drill  Steel  Sharpeners 

Canadian  Ingersoll-Rand  Co. 

Dump  Cars,  Wheels,  etc. 

Hopkins  &,  Company,  F.  H. 
MacKinnon  Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime   Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Sheldons  Limited 

Drift  Pins 

Canada    Foundries    &  Forgings, 

Drying  Apparatus 

Canadian  Blower  &  Forge  Co. 

Elastite 

Carey   Mfg.   Co.,  Philip 
Trussed  Concrete  Steel  Co. 

Electric  Air  Rock  Drills 

Canadian  Ingersoll-Rand  Co. 

Electric  Impulse  Clocks 

(lent  &  ('onii)any,  Liniileil 

Electric  Water  Systems 

Ontario  Wind  Engine  &  Pump 
Company 

Electrical  Specialties 

Spielmann  Agencies  Regd. 

Electrical  Supplies 

Canadian  General  Electric  Co. 

Elevator  Doors 

Ormsby  Company,  A.B. 

Elevators 

Noribi-in  Ciane  Works 
Tui  nbull  Elevator  Company 


Engines 

Canadian  AUis  Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co 
Hopkins  &  Company,  F.  H. 
Inglis  Company,  John 
McDougall  Caledonian  Iron  Wks 

Engineers  (Civil  and  Mechanical) 

Bowman  &  Connor 
Chipman  &  Power 
Dominion  Engineering  &  Inspec- 
tion CJompany 
Foundation  C^ompany 
Haddin  &  Miles 
Hunt  &  Co.,  Robt.  W. 
MacKinnon  Holmes  &  Co. 
Milton  Hersey  Co. 
R.  &  W.  S.  Lea 
Wynne-Roberts,  R.  O. 

Excavators 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 

Exhaust  Heads 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Expanded  Metal 

Baines  &  Peckover 
Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Fans 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Fibre,  Vulcanized 

Beveridge  Paper  Co..  Ltd. 

Fire  Brick,  Jointless 

Beveridge  Paper  Co.,  Ltd. 

•  Fireproofing 

Asbestos  Mfg.  Company 

Fireproof  Doors  and  Windows 
Ormsby  Company,  A.  B. 
Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Fire  Escapes 

Dennis  Wire  &  Iron  Works  Co. 
Manitoba  Bridge  &  Iron  Worki 
McGregor  &  Mclntyre 

Fire  Escape  Spirals 

Caiiadian  Mathews  Gravity  C»t 
rier  Company 

Fire  Protection  Appliances 
Bickle  Company,  R.  S. 

Flag  Poles 

Ontario  Wind  Engine  &  Pump 
Company 

Flooring  Materials 
Armstrong  Cork  Company 
Imperial  Oil  Company 

Forges 

Canadian  Blower  and  Forge  Co 
Sheldons  Limited 

Forgings,  Steel  &  Iron 

Canada    Foundries    &  Forgingi. 

Gasoline  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
London  Concrete  Machinery  Co. 
Ontario  Wind  Engine  &  Pump/ 

Company  '* 

Generators 

Canadian  General  Electric  Co. 

Glass 

Toronto  Plate  Glass  Imptg.  Co. 
Governors 

Boving  Hydraulic  &  Engineering 

Company 

Gravity  Carrieri 

Canadian  Mathews  Gravity  Car- 
rier Company 

(Continued  on  page  8) 
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I  PERMANENCE 

I    is  the  Outstanding  Feature 

I  Miles  of  Hamilton  Vitrified  Sewer  Pipe 

I  have  been  installed  throughout  Canada. 

I  Nearly  every  first-class  engineer  will 

I  testify  to  its  merits  as  a  Permanent 

I  Sewage  Conveyor.     It  can  be  bought 

I  right  now  at  a  reasonable  price,  and 

I  we  honestly  ask,   Why  pay  more  for 

I  a  substitute?"    Why  not  act  on  the 

I  advice  of  those  who  know? 

I  BIG  STOCK  AND  QUICK  SHIPMENT  GUARANTEED 

I  The  Hamilton  and  Toronto  Sewer  Pipe  Co.,  Ltd.  | 

I  HAMILTON  and  TORONTO  | 

liilllllUIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIII^ 
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Hammers 
Canada 


Foundries    &  Forcings, 


Hammer  Drills 

Canadian  AUis  Clialmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 

Heating  Apparatus 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Heat  Insulating  Materials 
Armstrong  Cork  Company 

Hoists,  Electric 

Northern  Crane  Works 

Hoisting  Apparatus 
Beatty  &  Sons,  M. 
Canadian  Ingersoll-Rand  Co. 
Gillis  &  Geoghegan 
London  Concrete  Machinery  Co. 
Marsli  Engineering  Works,  Ltd. 
Mussens  Limited 
Northern  Crane  Works 
Williams  Machinery  Co.,  A.  R. 

Hoisting  Engines 
Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Hopkins  &  Company,  F.  II. 
Marsh  Engineering  Works,  Ltd. 

Hollow  Tile 

National  Fire  Proofing  Co. 

Hose 

Can.  Consolidated  Rubher  Co. 

Hydrants 

Canada  Iron  Foundries 
Gartshore-Thompson  Pipe  Co. 
Kerr  Engine  Company 
McAvity  &  Sons,  T. 

Industrial  Cars 

MacKinnon-Holmes  &•  Co. 

Inspection  Engineers 

Canadian   Inspection  and  Testing 
Lahoratoriei 


Insulation  (Asbestos) 

Asbestos   Mfg.  Company 

Insulating  Compounds 
Imperial  Oil  Company 
Spielmann  Agencies  Regd. 
Standard  Underground  Cable  Cc. 
of  Canada,  Limited 

Industrial  Cars 

Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 

Interior  Finish  and  Doors 

Canadian  Office  &  School  Furni- 
ture Company 

Insulating  Bricks 

Armstrong  Cork  Company 

Jib  Cranes  (all  kinds) 

Northern    Crane  Works 

Journal  Wedges 

Canada    Foundries    &  Forgings, 

Kilns 

Canadian  Blower  and  Forge  Co. 
MacKinnon  Holmes  &  Co. 
Sheldons  Limited 

Lead  Pencils 

American  Lead  Pencil  Company 

Lead  (Red  and  White,  Dry) 
Carter  White  Lead  Company 

"Lidgerwood"  Hoists 

Canadian  Allis-Chalmers  Ltd. 

Linabestos  Wallboard 
.Nshestos  Mfg.  Company 

Lockers  (Clothes) 

Canarla  Wire  &  Iron  Goods  Co. 
Dennis  Wire  &  Iron  Works  Co. 

Lumber  (Asbestos) 

Asbestos  Mfg.  Company 

Machinery  Insulation 

Armstrong  Cork  Company 


Metal  Lath 

Baines  &  Peckover 
Noble,  C.  W. 
Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Metallic  Roofing 

Pedlar  People  Limited 

Meters,  Water 

McDougall  Caledonian  Iron  Wks. 
Neptune  Meter  Company 

Motors 

Canadian  General  Electric  Co. 

Oil  Tanks 

Boving  Hydraulic  &  Engineering 

Company 
Imperial  Oil  Company 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 

Ornamental  Iron 

Dennis  Wire  &  Iron  Works  Co. 

Ornamental  Moulds 

Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 

Paints  and  Varnishes 
Dominion  Paint  Works 
Hopkins  &  Company,  F.  H. 
Spielmann  Agencies  Regd. 

Paints  (Bridge  and  Structural  Iron 
and  Pipe  Coating) 
Barrett  Co. 

Dominion   Paint  Works 
Imperial  Oil  Company 
.Spielmann  Agencies  (Regd.) 
Trussed  Concrete  Steel  Co. 

Paving  and  Paving  Materials 
Asphalt  &  Supply  Conipany 
Barrett  Co. 

Carey  Mfg.   Co.,  Philip 
Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 


Pipe  (Concrete,  Iron  St  Wood) 
Boving  Hydraulic  &  Engineering 

Company 
Dominion  Concrete  Company 
Gartshore  Thomson  Pipe  Co. 
National  Iron  Works 

Pipe  and  Boiler  Coverings 
Dominion  Paint  Works 

Pencils  (Lead) 

American  Lead  Pencil  Company 

Perforated  Metals 
Canada  Wire  &  Iron  Goods  Co. 

Pile  Driving  Machinery 
Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  G. 
Marsh  Engineering  Workf,  Ltd. 

Pipe  Fittings  and  Flanges 

Pittsburgh   Valve,   Foundry  k 
Construction  Company 

Pipe  Covering  (Magnesia,  Asbestos. 
Wool,  Felt,  etc.) 
Asbestos  Mfg.  Company 

Pipe  Covering  (Cold  and  Steam) 

Armstrong  Cork  Company 

Plumbing  Supplies 

Mueller  Mfg.  Company,  H. 

Planing  Mill  Exhausters 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Plaster 

Britnell  &  Company 

Plug  Drillers 

Canadian  Ingersoll-Rand  Co. 
(Continued  on  page  10) 


For  Sale  at  a  Bar£^ain 


Rand  Class  "B«l"  Air  Compressor 

iJiiplfx  .VlcyiT  Slcaiii,  Uii]j1cx  .\ir. 
Steam  rVessiire,  SO  to  100  pounds. 
\ir  I 'rcssurt.  MO  to  100  ])oiiii(ls. 


The  Air  Compressor,  illustrated,  was  used  by  us  for  three 
or  four  years,  and  gave  good  satisfaction;  but  when  we  dis- 
carded ste'am  power  entirely  and  substituted  hydro-electric 
power,  we  were  compelled  to  take  out  this  Compressor  and 
install  one  suitable  for  electric  drive. 

The  steam  and  air  cylinders  are  both  8  in.  diameter,  with  a 
I:.!  ill.  stroke.  Running  with  100  pounds  of  steam  at  160  revo- 
hilions  per  minute,  this  Compressor  uses  from  40  to  46  Steam 
I  lorsc-l'ovver,  working  under  full  load. 

It  is  litted  with  a  governor  which  automat ically  regulates 
llie  speed  and  controls  the  steam  consumption  in  proportion 
to  the  air  load,  tlie  machine  gradually  slowing  down,  remani- 
iiiL;  at  a  standstill,  or  speeding  up,  as  required. 

TIlis  Compressor  cost  us  $1,700  New 
before  tlie  war.  We  are  now  offering  it 
at  considerably  less  than  half  this  price. 


Marsh  Engineering  Works,  Limited 

BELLEVILLE,  ONT. 
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Pneumatic  Machinery 

Canadian  IngersoU  Rand  Co. 


Power  Engines 

noving  Hydraulic  &  Engineering 

Company 
Inglis  Company,  John 


Pumps 

Canada    Foundries    &  Forgings, 

Pumps  and  Pumping  Machinery 
'  American  Well  Wo'-l'S 

Beatty  &  Sons,  M. 

Boving  Hydraulic  &  Engineering 
Company   .   ^,   ,         .  .  , 

Canadian  Allis  Chalmers  Ltd. 

Canadian  Blower  and  Forge  Co. 

Canadian  Ingersoll-Rand  Co. 

Cook,  A.  D. 

Darling  Bros. 

Hopkins  &  Company,  t.  ti. 
Inglis  Company,  John 
McDougall  Caledonian  Iron  Wks^ 
Ontario  Wind  Engine   &  Pump 

Company  „,  , 

Waterous  Engine  Works  Co. 

Quarry  Machinery 

Canadian  Ingersoll-Rand  Co^ 
Hopkins  &  Company,  F.  H. 


Railway  Supplies 

Can.  Chicago  Bridge  &  Iron  Co. 
Dominion  Iron  &  Wrecking  Co. 
Gartshore,  John  J. 
Hopkins  &  Company,  t.  ti. 

Reinforcing  Bars 
Baines  &  Peckover 

Reinforcements,  Concrete  and  Steel 

Baines  &  Peckover 
Burlington  Steel  Company 
Canada  Wire  &  Iron  Goods  Co. 
Pedlar  People  Limited 
Steel  Co.  of  Canada,  Limited 
Trussed  Concrete  Steel  Co. 


Refrigeration  Machinery 

Boving  Hydraulic  &  Engineering 
Company 

Riveted  Spans 

MacKinnon  Holmes  &  Co. 

Road  Asphalt 

Asphalt  &  Supply  Company 
Imperial  Oil  Company 

Road  on 

Imperial  Oil  Company 

Road  Mesh 

Baines  &  Peckover 

Road  Machinery 

Hopkins  &  Company,  F.  H. 
Waterous  Engine  Works  Co. 

Rolling  Steel  Doors 

Ormsby  Company,  A,  B. 

Roofinf  MiterUI 

Asbestos  Mfg.  Company 
Barrett  Co. 
'  liishopric  Wallboard  Company 
Brantford  Roofing  Company 
Carey  Company,  Philip 
Tmperia!  Oil  Company 
N'oble,  Clarence  W. 
Pedlar  People  Limited 

Roofing,  Rubber 

Beveridge  Paper  Co.,  Ltd. 

Rubber  Goods 

•    C«n.  Consolidated  Rubber  Co 


Sash  Machinery 

King  Construction  Company 


Scrap  Iron 

Dominion  Iron  &  Wrecking  Co. 


Screens 

Canada  Wire  &  Iron  Goods  Co. 


Sewer  Pipe 

Britnell  &  Company 
Canada  Iron  Foundries 
Dominion  Sewer  Pipe  Co. 
Gartshore  Thompson  Pipe  Co. 
Hamilton  &  Toronto  Sewer  Pipe 

Company 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
National  Iron  Works 
Ontario  Sewer  Pipe  Company 
Standard  Glay  Products  Ltd. 


Sheathings 

Beveridge  Paper  Co.,  Ltd. 

Shingles  (Asbestos) 

Asbestos  Mfg.  Company 

Ship  Forgings 

Canada    Foundries    &  Forgings, 

Shovels  (Steam) 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 

Silo  Moulds 

London  Concrete  Machinery  Co. 

Skylights 

Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Slates  (Asbestos) 

Asbestos  Mfg.  Company 

Smoke  Stacks  ^ 

Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
MacKinnon,  Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime   Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Pedlar  People  Limited 

Sprinkler  Tanks  (Steel) 

Can.  Chirago  Bridge  &  Iron  Co. 

Stair  Builders 

Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Steam  Appliances 
Darling  Bros. 

Steam  Apparatus  and  Specialties 
Canadian  Allis  Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
McAvity  &  Sons,  T. 
Shcldons  Limited 

Steam  Turbines 

McDougall  Caledonian  Iron  Wks. 

Steel 

Burlington    Steel  Company 
Dominion  Iron  Si  Wrecking  Co. 
Hopkins  &  Company,  F.  H. 
Steel  Company  of  Can.,  Ltd. 
Trussed  Concrete  Steel  Co. 


Steel  Bars 

Baines  &•  Peckover 
Burlington  Steel  Company 
Hopkins  S-  Company,  F.  11. 
Maritime   Bridge  Company 
Steel  Company  of  Canada,  Ltd. 
Trussed  Concrete  Steel  Co. 


Steel  Beams 

MacKinnon  Holmes  &  Co. 

Steel  Castings 

Canadian  Steel  Foundries,  Ltd. 

Steel  Pipe 

Can.  Chicago  Bridge  &  Iron  Wks. 

Steel  Plate  Construction 
MacKinnon-Holmes  Si  Co. 
Marsh  Engineering  Works,  Ltd. 
Waterous  Engine  Works  Co. 

Steel  Sash 

Ormsby  Company,  A.  B. 
Trussed  Concrete  Steel  Co. 

Stone 

Britnell  &  Company 
Rogers    Supply  Company 
Sackville  Freestone  Company 

Structural  Iron  and  Steel 
Burlington  Steel  Company 
Canadian  Allis-Chalmers  Ltd. 
Can.  Cliicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
MacKinnon-Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 
McGregor   &  Mclntyre 
Reid  &  Brown  Structural  Steel  & 
Iron  Works 

Stucco  Board 

Bishopric  Wallboard  Company 

Swinging  Gears 

Dake   Engine  Company 

Switchboards 

Canadian  General  Electric  Co. 

Tanks  and  Steel  Pipes 

Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  DesMoines  Steel  Co. 
Inglis,  John 

Manitoba  Bridge  &  Iron  Works 
Marsh  Engineering  Works,  Ltd. 
McDougall  Caledonian  Iron  Wks. 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 
Ontario  Wind  Engine  &  Pump 

Company 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co.,  A.  R. 

Telescopic  Hoists 

Black  Building  Supply  Company 
Gillis  &  Geoghegan 

Testing  and  Inspecting  Bureau 
Hunt  8r-  Company,  Robt.  W. 

Tile  Moulds 

London  Concrete  Machinery  Co. 

Thumb  Screws  and  Nuts 

Canada    Foundries    &  Forgings, 

Towers 

Can.  Chicago  Bridge  &  Iron  Co. 

Transformers 

Canadian  General  Electric  Co. 


Turnbuckles 

Canada    Foundries    &  Forgings, 


Valves 

Canada    Iron  Foundries 
Gartshore-Thomson   Pipe  Co. 
Kerr   Engine  Company 
McAvity  &  Sons,  T. 


Ventilating   &    Heating  Apparatui 
Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 


Varnishes — Insulating 

Standard  Underground  Cable  Co^ 
of  Canada,  Limited 


Wagons 

Tiffin  Wagon  Company 

Wall  Board 

Bishopric  Wallboard  Company 

Wallboard   (Asbestos,  Linabestos) 

Asbestos  Mfg.  Company 

Water   Level  Apparatus 

Gent  &  Company,  Limited 


Waterproofing 
Barrett  Co. 

Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 


Water  Softenerr  and  Filters 

Manitoba  Bridge  &  Iron  Worki 

Water  Tapping  Machines 
Mueller  Mfg.   Company,  H. 


Water  Turbines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
McDougall  Caledonian  Iron  Wks 


Welding  Apparatus 

Imperial  Brass  Company 
Prest-O-Lite  Company,  Inc. 


Welding  and  Cutting  Plants 

Prest-O-Lite  Company,  Inc. 


Well  Drilling  Plants 
American  Well  Works 
Ontario  Wind  Engine  &  Pump 
Company 


Window  Sash 

Steel  &  Radiation  Limited 
Trussed  Concrete  Stee]  Co. 


Wires  and  Cables 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 


Wire  Guards  and  Screens 

Canada  Wire  &  Iron  Goods  Co. 


Wire  Rope 

Dominion  Wire  Rope  Co.,  Ltd. 


Wrenches 

Canada    Foundries    &  Forgings, 


Wood  Pipe 

Canadian  Pipe  Company 
Pacific  Coast  Pipe  Company 
Vancouver  Wood  Pipe  &  Tank 
Company 


Wood  Tanks 

Pacific  Coast  Pipe  Company 
Vancouver  Wood  Pipe  and  Tank 
Company 
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Mueller 


Water  Tapping  Machine 

{for  Tapping  Mains  Under  Pressure) 


^HE  first  and  only  efficient  machine  for  making  taps  in 
mains  under  pressure — little  more  than  this  need  be 
said.  The  long  bearing  surface  of  the  boring  bar  insures 
the  straight  entry  of  the  cock  into  the  main,  thus  eliminating 
a  common  fault  in  machines  of  this  nature. 

Our  stocks  of  Corporation  Cocks,  Goose  Necks,  Curb 
Cocks,  Service  Boxes,  Service  Clamps,  Etc.,  are  complete. 
We  can  ship  on  receipt  of  order.  Mueller  goods  are 
fully  warranted  and  Mueller  quality  of  rich,  red  metal 
needs  no  further  introduction. 

Send  us  .your  specifications  and  let  us  suggest  the  equip- 
ment best  fitted  for  your  needs. 

H.  Mueller  Mfg.  Co.,  Limited 

Sarnia  Canada 
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Jlesidence  of  Herbert  W.  George.  Architect,  33  Monkland  Avenue, 
Ottawa,  Ont.  Bishropric  Stucco  Board  as  background  for  cement 
stucco  exterior  and  plaster  interior  walls. 

STuccoboaRD 

WILL  INCREASE  YOUR  PROFITS 
AND    BUILD    BETTER  BUILDINGS. 

Bishropric  Stucco  Board  is  the  vogue  these  days.  Architects 
and  owners  specify  it,  and  builders  use  it. 

It  shows  a  clear  saving  of  25  per  cent,  in  material  and  labor 
over  any  other  method  of  construction.  It  takes  the  place  of  board- 
ing, sheathing  paper,  furring  strips,  and  lath.  No  muss — no  lost 
time. 

Bishropric  Stucco  Board  comes  in  4  ft.  squares  (larger  if  speci- 
fied), ready  to  be  nailed  direct  to  the  studding — as  a  foundation  for 
Stucco  outside  or  plaster  inside  the  building.  Bishropric  walls  are 
damp-proof  and  vermin-proof,  and  stucco  or  plaster  will  not  crack, 
crumble  or  fall  away — the  bevel  edges  of  the  lath  hold  each  square 
inch  in  place — permanently. 

Look  into  the  merits  of  Bishropric  Stucco  Board — it's  a  time 
and  money  saver. 

A  postal  card  will  bring  you  details  and  sample. 

Bishopric  Wall  Board  Co.,  Ltd.,  o^l^iwA.o^nV. 


April  17,  1918 
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Canadian  Rivet  Forges  are  built  to 
last. 

Easy  running  blower,  powerful, 
uniform  blast,  rigid  steel  plate  con- 
struction. 

Write  for  Catalog  100-12. 

Canadian  Blower  &  Forge  Co* 

Kitchener,  Ont. 


I 


They Ve  all  in  favor  of 


COPPER 
ALLOY 


Architect       Drauehtsman  Contractor 


Lather 


Plasterer 


The  reason  — plain  enough — they  all  want  to  make  a  good  job  of  every 
contract.  They  want  to  make  that  job  Fireproof — so  far  as 
the  plastering  is  concerned.  The  sure  way  is  to  use  Herringbone 
Copper  Alloy  Metal  Lath.     Send  for  booklets  and  information. 

Clarence  W.  Noble,  General  Sales  Agent 

117  Sun  Life  Bldg.,  TORONTO 

The  Metal  Shingle  Siding  Co.  Manufacturers 


April  17,  1918 
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n,^.,mM,_  SPRINKLER 
TANKS 

AND 

TOWERS 

We  are  the  largest  manu- 
facturers in  Canada  of 
both  wood  and  steel  Tanks 
and  substructures  for  fac- 
tory sprinkler  systems 
and  for  Municipal 

RAILROAD  AND 

SUBURBAN 
WATER  SUPPLY 

We  shall  be  pleased  to 
furnish  you  with  all  the 
information  and  data  you 
may  require  on  this  class 
of  work. 

Send  us  your  blue  prints 
for  estimates 

Send  for  special  Tank  and  Tower  Catalogue 

Ontario  Wind  Engine  &  Pump  Co. 

Toronto   Montreal  Limited        Winnipeg  Calgary 


To  Make  Concrete  Floors 
Hard  as  Agate,  Use 


Applied  with 
a  wide  floor  brush 


The  efficient  floor  should  be  wearproof,  dust- 
proof  and  sanitary.  A  cement  floor  treated  with 
Agatex  meets  every  requirement  of  the  ideal  floor. 
It  is  hard,  smooth  and  absolutely  waterproof.  It 
is  entirely  dust-proof.    It  is  strictly  sanitary. 

Trussed  Concrete  Steel  Co. 

of  Canada,  Limited 
WALKERVILLE,  ONTARIO 

Montreal       Toronto       Winnipeg       Calgary  Vancouver 


Made  in  Canada 
Conduit 


Orpen  Conduit  Co.,  Limited 


Toronto 
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BARGAINS 

IN 

CONTRACTORS'  EQUIPMENT 

Gates'  O.  D.  Crusher,  capacity  4  to  8  tons  per  hour. 
Slightly  used  but  in  good  condition.    Price  $400. 

Kennedy  Gyratory  Crusher — No.  3,  capacity  10  to  20 
tons  per  hour.    Shipping  weight  15,500  lbs. 

Erie  Boiler — 15  h.  p.  portable.    Price  $400. 

Concrete  Mixers — No.  00  Mixer  operated  by  4  h.p. 
Foos  Gasoline  Engine,  capacity  per  batch  4  cu.  ft., 
and  per  hour  3  cu.  yds.  Price  including  engine  $650. 
No.  o  Mixer  operated  by  6  h.  p.  Foos  Gasoline 
Engine,  capacity  per  batch  7  cu.  ft.  and  per  hour 
7  cu.  yds.  Price  including  engine  $975. 
No.  I  Mixer  operated  by  8  h.  p.  Foos  Gasoline 
Engine,  capacity  per  batch  11  cu.  ft.  and  per 
hour  14  cu.  yds.'  Price  including  engine  $1,000. 

Atlas  Jacks — 15  ton  $55 — 25  ton  $75—60  ton  $170. 

Steam  Shovels — Two  No.  70  C.  One  for  immediate 
shipment.    One  in  30  days. 

Pumps — Class  A  Triplex  Power  Pumps.  Size  6x8. 
Capacity  130  U.S.  gals,  against  75  lbs.  Price  $425. 
Albany  Belt  Driven  Bronze  Pump.  Size  2  in.  Capa- 
city 45  gals,  per  min.  against  75  lb.  head.  Price  $150. 
Worthington  Turbine  Pump.  Belt  Driven.  Size 
6  in.  Capacity  500  U.S.  gals,  per  min.  against  20  ft. 
head.  Secondhandbut  in  good  condition.  Price  $100. 

CANADIAN  ALLIS-CHALMERS  LIMITED 

llojifl  Offirr:   loionlo.    Sales  Offices ;  Moiitieal,  Halifax,  Sydney,  Ottawa,    Cobalt,    South    Porcupine,    London,    Winnipeg,    Calgary,  Edmonton 

Nelson  and  Vaticouver. 


April  17,  1018 


THJ'.  CONTRACT  RECORD 


IS 


Industrial  Expansion 

is  easily,  quickly  and  economically  taken  care 
of  by  PEDLAR'S  "PERFECT"  PORTABLE 
STEEL  BUILDINGS. 

When  you  want  a  building  for  any  purpose  and  want 
it  immediaiely,  put  up  a  Pedlar  Steol  Building.  We  can 
supply  you  with  portable  Steel  Buildings  in  interlocking 
sieetions,  all  ready  to  erect,  any  size  you  require,  with 

wired  glass  windows, 
doors  and  ventila- 
tors ready  to  place 
in  position. 

Or,  if  you  prefer, 
get  Pedlar's  Corru- 
gated, Galvanized 
Steel  Sidings  and 
Ccrro-Crimp  Roof- 
ing, and  buildings  of 
any  size  or  shape 
may  be  erected  in  a 
few  days  by  ordinary 
unskilled  workmen. 

Write  for  Steel  Build  - 
ing  Book  C.R. 


THE  PEDLAR  PEOPLE  LIMITED 


Established  1861 


Executive  Officer  and  Factories  :  Oshawa,  Ontari  i 


Branches-Montreal,  Ottawa.  Toronto,  London.  Winnipeg,  Vancouver 


STEEL  CASTINGS 

For  All  Purposes 


One  Pound  to  Fifty  Tons 

Canadian  Steel  Foundries 


General  Offices 
Transportation  Building 

Montreal 


LIMITED 

Western  Representatives 

Kelly  Powell  Limited 

403  McArthur  Building 

Winnipeg 


Works 

Montreal 

Welland 


IG 
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ALPHABETICAL  LIST  OF  ADVERTISERS 


AiiuTican  lA-ad  Pencil  Comp^iiiy  ... 

American  Well  Works   •'>^ 

Anglins  Limited  

Armstrong  Cork  Company   1^ 

.\shestos  Manufacturing  Company.. 

Asphalt  and  Supply  Company  

.\uh  &  Wiborg  Company   -'^ 


Baine-s  &  I'cckover  

Barber,  Frank  

Barrett  Company  

Bate.  McMahon  &  Co  

Bawden  Pump  Company  

Beatty  &  Sons,  Ltd.,  M  

Beveridge  Paper  Company   

Bickle  Company.  R.  S.  ...   

Bishopric  Walll)oard  Company   .  .  . 

P>lair  Company,  B  

Black  Building  Supply  C  ompany  . . 
Boving   Hydraulic  and  linginci-rin.- 

Company  

lirantford  Roofing  Company  

Britnell  Comp:>iiy,  Limited  

Brown  Company  

I'.urlington  Sleel  Company   


liO 
411 
19 


12 


IN 


Canada  Iron  Foundries,  Limited  ... 
Canada  Foundries  and  Forgings,  Ltd. 
Canada  Wire  and  Iron  Goods  Co... 

Canadian  Allis-Chalmers  

Canadian  Blower  and  Forge  Co.  . .  . 
Canadian  Chicago  Bridge  and  Ircjn 

Company  

Canadian  Consolidated  Rubber  Co.  . 

Canadian  Des  Moines  Steel  Co  

Canadian  General  Electric  Company 
Canadian  Ingersoll-Rand  ( Ompany 
Canadian    Inspection    and  Testing 

Laboratories  

(  anadian  Mathews  (Iravity  C.irrier 
Company  

Canadian  Office  School  Funiilure  Co. 

Canadian   I'ipe  Coin|)any.  Lid  

(  anadian  Steel  Foundries,  Ltd  

Canadian  Surety  Company  

Carey  Company,  I'hili])   

Carter  White  Lead  (.  ompany  

C-ast  Slf)ne  Block  and  Machine  Co. 

Chipnian  &  Power,  iJmited   

Conduits  Conii)any,  Limited 

Cf.ok,  A.  D  

Cni-ihcd  Siniic.  Limited   


1-1 
12 


(il 


11 
(>:! 


5i) 
IS 


1 

(iO 

.Ml 
.">l 


Dominion  Engineering  and  Inspec- 
tion Company   60 

Dominion  Iron  and  Steel  Company  5T 

Dominion  Iron  and  Wrecking  Co.  ..  59 

Dominion  Paint  Works  

Dominion  Sewer  Pipe  Company  ...  55 

Dominion  Wire  Rope  Company  ...  04 


I'.imineers  and  Contractors.  Ltd. 


.-,1     Foster,  W.  L  

2     Foundation  Company 


Dake  Engine  Company    1>< 

Dennis  Wire  and  Iron  Company  ..  5() 
n<iinini<in  (!oncrric  (Ompany   .">."' 


Ciartsiiore,  John  J.  '   59 

(iartsh(ire-'rininips(in  Pipe  and  Foun- 
dry (.'omi)any   50 

Gent  Company  

(iillis  t'v:  Gcogliegan   57' 


Hamilton  &  Toronto  Sewer  Pipe  Co.  7 

Hopkins  &  Co..  F.  H   04 

Hunt  &  Co..  Robert  W   00 


Ideal  Concrete  Machinery  Company 

Imperial  Oil  Limited  

liiglis  Company,  John   4." 


James,  Lombm  &  Hertzberg   00 


Kerr  Engine  Company,  Ltd   ()2 

King  Construction  Company  ...  ('>0 


Lr.i,  R.  S.  &  W.  S.  ... 
l-oiidoii  t'oiu-rete  Maclii 
Ly mburiier,  i  Jniil ed   .  .  . 


■r\'  Co. 


Cil) 

4 


MacKiiiniiii    lldhues  &  tci  

Mai' Lean  I  )aily  1-^eporls  

.\I;iritime  Bridge  Works  Cnmpaiiy  .  . 
Manitoba  Bridge  and  Iron  Woiks  L'n. 

.Marsh    Engineering  Works   

.\Tc.\vity  &  Sons,  T  

McDougall  Caledonian    irnn  Works 

Company  

McGovern,  T.  J  

Mc(;re^;(ir  iH:  Melntvrf   


01 


Miller  &.Co.,  George  M   00 

Milton  Hersey  Company    00 

Morrison  &  Co.,  T.  A   60 

Mueller  Manufacturing  (.'ompany  ...  11 

Mussens  Limited  >   50 

-National  Fireproofing  Company  ...  20 

National  Iron  Works   1 

Noble,  Clarence  W   12 

Northern  Crane  Works,  Ltd   59 

Nova  Scotia  Steel  and  Coal  Company 


CJflice  Specialty  Company   62 

Ontario  Sewer  Pipe  Company  ...  .. 
Ontario  Wind  Engine  and  Pumi)  '^o.  13 

()niis1)3'  Coniiiany.  .A.  B  

()rpen  (.'onduit  Comiianj'   ,3 

I'acilic  Coast  Pipe  Companj-   IS 

Pedlar  People   :   15 

Power  &  Son  

Prest-O-Lite  Company  

Reid  &  Brown  Structural  Steel  and 
Injii  Works   60 

Sheldons  Limited   52 

Standard  Clay  Products,  Ltd   58 

Standard  Underground  Cable  Com- 
pany of  Canada,  Ltd   61 

Steel  Company  of  Canada, -Ltd   9 

Sun  Brick  Company  

Spielmann  Agencies   54 

Tiffin  Wagon  Ciimpany  

Toch  Brothers   58 

Toronto.  Plate  Glass  Importing  Co. 
'I'russed  Concrete  Steel  Company.,  it) 
Turnbull  Elevator  Company  


\'anciuiver  Wood  i'ipe  and  Tank  Co.  "'9 


Waterous   Engine  Works  Comiiaiiy  10 

Wells  &  Gray.  Limited   17 

Williams  Machinery  Co..  Ltd.,  A.  R.  ."4 

Wviine-Roberts.  R.  O   CO 


Our  advertisers  represent  the  most  progressive  manufacturers  and  dealers.  Make 
your  purchases  of  them.   Give  your  business  to  the  man  who  is  enterpris- 
ing  enough  to  spend  money  and  time  to  get  in  touch  with  you. 
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WELLS  AND  GRAY,  Limited 

Engineers  and  Contractors 

Branch  Office :  Head  Office : 

BANK  OF  COMMERCE  BLDG.  701  CONFEDERATION  LIFE  BLDG. 

Windsor,  Ont.  Toronto  Ont. 

List  of  Work  Done  During  1917 


Building 

Owner 

Location 

1 

Approx.  Value 

Packing  Case  Building 

Peters  Cartridge  Co. 

Kings  Mills,  Ohio 

$170,000.00 

it           i«  (( 

<i             a  « 

Aci  nnn  on 

C^ciA  1  C^nnvpvor 

<<           <(  «< 

<i             <(  ■( 

Extensions  to  Plant 

Ford  Motor  Co. 

Ford,  Ont. 

240,000.00 

Reinfoifced  Concrete  Bridge 

Canadian  Pacific  Railway 

North  Toronto 

175.000.00 

Freight  Shed 

K                          tt  it 

Lambton,  Ont. 

n, 000.00 

>\rl/iifinnc  It»  p  aptoyv 
/-VUtilllUIlo  lU  1  aciui^ 

Nirnnlsnn  riip  Co 

Pnrh  Hnnp  Ont 

58  000  00 

\^  y\J\J  \J  ,\J\J 

Power  Development  Work 

Hydro-Electric  Power  Com. 

Big  Chute,  Severn  R. 

21,000.00 

Extensions  to  Transformer 
House,  Power  Lines,  etc. 

C<                       it                         <<  ii 

Niagara  Falls,  Ont. 

83,000.00 

Addition  to  Residence 

G.  M.  McGregor 

Windsor,  Ont. 

14,000.00 

Addition  to  Factory 

Canadian  Lamp  &  Stamping 
Co. 

Ford,  Ont. 

21,000.00 

Addition  to  Factory 

Kelsey  Wheel  Co. 

Windsor,  Ont. 

2,000.00 

Completion  oi  Collegiate  insti- 
tute Building 

Board  of  Education 

<<  <( 

75,000.00 

Alterations  in  Plant 

Harris  Abattoir  Co. 

West  Toronto 

3,500.00 

Extensions  to  Plant 

Dominion  Forge  &  Stamping 
Co. 

Ford,  Ont. 

90,000.00 

Alterations  to  Plant 

Canadian  Salt  Co. 

Windsor,  Ont. 

Total 

10,000.00 
$1,030,500.00 

Of  this  total  $660,000.00  worth  of  work  was  done  on  a  percentage  basis. 
Every  one  of  the  above  contracts  was  obtained,  because  we  had  previously  given  satis- 
faction on  other  contracts  for  the  same  owners. 

We  please  others.    We  can  please  you  if  given  an  opportunity. 

WELLS  AND  GRAY  Limited 
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Save  Coal  and  Power 


Our  standard  low  pressure  Pumps  will 
save  you  about  half  the  cost  of  coal  or 
electric  power  compared  with  other 
pumps. 

Strong  Construction 
Large  Capacity 
Prices  are  Moderate 


BOVING  HYDRAULIC  &  ENGINEERING  CO.,  Limited      LINDSAY,  ONT. 


If  Heat  Were  a  Liquid 


If  you  could  actually  see  the  large  amount  of 
heat  that  is  lost  through,  ordinary  brick  walls, 
arches  and  doors,  you  would  soon  be  convinced 
of  the  necessity  of  using 

Nonpareil  Insulating  Brick 

For  Furnaces,  Boiler  Settings,  etc. 


But  even  though  you  cannot  see  this  waste,  it 
is  going  on,  day  after  day,  as  long  as  your  fur- 
naces, ovens,  boiler  settings,  hot  blast  mains, 
stoves,  etc.,  are  not  protected  properly  against 
loss  of  heat  by  conduction  and  radiation. 

But  why  Nonpareil  Insulating  Brick?  Be- 
cause they  are  remarkably  good  nonconductors  of 


heat,  strong  in  structure,  easy  to  handle,  reason- 
able in  price,  and  in  most  cases  will  save  their 
cost  in  a  year  or  less. 

The  booklets,  "Good  Furnaces  Made  Better," 
and  "Saving  Fuel,"  tell  more  about  Nonpareil 
Brick.    They  will  be  sent  free,  on  request. 


A  sample  also,  if  you  wish  it. 

Armstrong   Cork  &  Insulation  Co.,  Limited,  505  McGill  Building,  Montreal,  Que. 

Also  manufacturers  of  Nonpareil  High  Pressure  Covering  for  steam  lines;  Nonpareil  Cork  Covering  for  drinking  water  lines  and  cold 
pipes  generally;  Nonpareil  Cork  Machinery  Isolation  for  deadening  the  noise  of  pumps,  fans,  etc. ;  Circle  A  Cork  Brick  for  factory  floors; 
Nonpareil  Corkboard  Insulation  for  cold  storage  rooms:  and   Linotilc  for  floors  in  offices,  residences,  etc. 


Pacific  Coast  Pipe  Co.,  Ltd. 

Wire  Wound  Wood  Stave  Pipe 

from  2  in.  to  24  in.  diameter 

Continuous  Stave  Pipe 

from  16  in.  to  12  ft.  diameter 


1551  Granville  Street 


Vancouver,  B.  C. 


DAKE  MOTOR  CRABS 


SINGLE  AND  DOUBLE  DRUM 


Speed  up  your  contracting  jobs 
by  equipping  your  derricks  with 
these  machines.  No  delays.  The 
Dake  motors  used  on  these  mach- 
ines have  no  dead  centres.  They 
start,  stop,  and  reverse  instantly. 
Made  very  strong  and  substantial. 


Write  for  catalogue  and  prices. 

DAKE  ENGINE  CO.,  grand  haven,  mich.. 

Canadian  Agents : 
Montreal:  Mutien*  Ltd.   Toronto:  A.K.  Williams  Machinery  Co.,  Ltd. 
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BATE,  McMAHON  &  CO. 

T.C.BATE  E.  McMAHON 

R.  S.  LOW  Manager 

CONTRACTORS 

We  do 

Drainage,  Sewer  and  Water  Supply  Installation 

Earth  and  Rock  Excavation 

Road  and  Street  Paving 

Concrete  Bridges  of  all  types 

Cement-Gun  Works  (guniting) 

Scientific,  Economical  Concrete  Construction 

Reinforced  Concrete  Work  of  all  kinds 

Railroad  and  Street  Railway  Construction 

We  have  built 

Camp  Hoare  for  Imperial  Munition  Board 
Camp  Mohawk,  Deseronto,  for  Imperial  Munition  Board 
Camp  Rathbun  Farm,  Deseronto,  for  Imperial  Munition  Board 
Camp  Leaside,  Toronto,  for  Imperial  Munition  Board 
Camp  Armour  Heights,  Toronto  for  Imperial  Munition  Board 
Long  Branch,  Ontario,  for  Imperial  Munition  Board 
Valcartier  Camp,  Quebec,  for  Dominion  Goverment 
Camp  Hughes,  Sewell,  Man.,  for  Dominion  Government 
Sarcee  Camp,  Calgary,  for  Dominion  Government 
Camp  Borden,  Ontario,  for  the  Dominion  Government 
Connaught  Rifle  Range,  under  construction 
Barracks,  North  Common,  Halifax,  under  construction 
Administration  Offices,  Halifax  Relief  Commission 
Ten  military  type  apartment  houses,  Halifax 
And  sewers,  waterworks,  paving,  bridges,  concrete  con- 
struction, railroads,  and  engineering-contracting  of 
all  kinds.     Proposals  and  estimates  upon  request. 


HEAD   OFFICE:— CENTRAL   CHAMBERS,  OTTAWA 
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Detail  in  perspective  of  Long 
Span  Combination  Hollow 
Tile  and  Reinforced  Concrete 
Floor. 


Have  You  the  Data 

on  this  improved  modern  method  of  saving  much  of  the 
cost  of  steel  and  foundations  ? 

Long  Span  Floor  Construction  of 

NATCO 
HOLLOW  TILE 

and  Reinforced  Concrete 

First  in  the  Mind  of 
the  Designer 

when  seeking  a  minimum  in  cost 
and  weight,  and  the  maximum  in 
strength  and  fireproof  qualities  for 
his  floor  construction. 


Write  to-day  for  our  Long  Span  Catalogue, 

National  Fire  Proofing  Co.  of  Canada,  Limited 


Factory— HAMILTON 


Head  Office— Dominion  Bank  BWg.,  TORONTO 


Double 

Cylinder 
Steam 

Road 

Rollers 


Purchase  By  Our 
Deferred  Payment  Plan 


iiiiiiiii 


To  meet  the  unusual  conditions  at  present  prevail- 
ing in  financial  circles,  we  are  offering  Waterous 
Rollers  on  terms  of  easy  payment  designed  to 
place  these  machines  within  the  reach  of  practic- 
ally every  Canadian  corporation. 
WAR  TIME  conditions  demand  rapid  extension 
of  good  roads.  Railroads  are  breaking  down  un- 
der the  double  load  of  war  traffic  and  ordinary 
commercial  'freight.  A  large  part  of  short  haul 
or  local  traffic  can  be  economically  handled  by 
motor  trucks  if  suitable  roads  are  available.  Keep 
up  your  Good  Roads  Programme. 
Explanation  of  our  deferred  payment  plan  on 
application. 


Illllllllllllllllllllllllllllllllllllllllllllllllllllilllllllllllllllliy^ 

Waterous 

Ganad. 


Brantford 


Ontario 
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Government  Will  Now  Establish 
a  Briquetting  Plant 

TARDY  action  has  at  last  been  taken  by  the 
Dominion -Governnient  on  the  recommendations 
of  the  Advisory  Council  for  Scientific  and  In- 
dustrial Research.  Several  months  ago  the 
Advisory  Council  made  an  investigation  through  a 
sub-committee,  of  which  Mr.  R.  'A.  Ross,  C.E.,  of 
Montreal,  was  the  chairman,  of  the  possibilities  of 
utilizing  the  coal  supplies  of  Western  Canada  at  points 
other  than  those  in  the  near  vicinity  of  the  deposits. 
It  is  unfortunate  that,  while  we  have  immense  de- 
posits in  central  Western  Canada,  this  coal  is  of  a 
very  poor  quality.  It  crumbles  very  rapidly  when  ex- 
posed to  the  atmosphere  and  so  is  not  fit  for  shipment 
to  any  great  distance.  It  is  doubtful  if  any  Alberta 
coal  came  farther  east  than  Winnipeg  last  winter.  In 
Ontario  the  situation  is  very  acute  owing  to  our  geo- 
graphical position,  and  we  can  expect  little  aid  from 
the  Western  province. 

The  investigations  of  the  Advisory  Council  proved 
the  possibilities  of  briquetting  lignite  into  a  more  per- 
manent form  suitable  for  shipment  to  greater  dis- 
tances.  Therefore,  the  Advisory  Council  recommended 


that  the  g(n'ernment  expend  $400,000  in  the  erection 
of  a  briquetting  plant.  These  recommendations  were 
made  during  the  early  summer  of  1917,  but  it  was 
only  after  the  critical  fuel  condition  of  last  winter 
that  any  action  was  taken  on  these  recommendations 
and  just  recently  the  government  announces  that  there 
is  now  set  aside  $400,000  for  the  plant.  Operations  in 
the  coal  fields,  owing  to  the  unstaple  nature  of  the  pro- 
duct, have  been  carried  on  in  the  past  only  during  the 
winter  months.  It  is  hoped  that  mining  will  become 
continuous  when  the  briquetting  plant  is  in  opera- 
tion. 


Nobody  Gan  See  Reason  in  Fuel 
Gontroller's  Order 

AS  a  result  of  the  suffering  i<n  Central  Canada 
during  the  last  few  months  from  fuel  short- 
age, causing  the  closing  down  of  many  of  our 
vital  industries,  the  Fuel  Controller  has  isued 
an  order  instructing  householders  and  others  who  lay 
in  a  stock  of  coal  for  the  coming  winter  that  they  can 
only  purchase  up  to  70  per  cent,  of  last  year's  require- 
ments- When  the  companies  are  ai)proached  for  an 
advance  supply  of  coal  the  customer  is  asked:  "How 
many  tons  did  you  use  last  year?"  If  his  answer  is, 
say,  "Twenty  tons,"  he  is  I)uoked  for  fourteen  tons, 
and  this  amount  will  be  supplied  as  soon  as  incoming 
shipments  make  its  distribution  possible. 

If  it  is  difficult  to  understand  what  the  gain  will  be 
from  this  method  of  procedure.  It  is  evident  that 
under  the  conditions  which  prevailed  last  winter  very 
few  establishments  consumed  more  fuel  than  was  ab- 
solutely necessary.  In  many  instances  a  reduction  of 
30  per  cent,  would  simply  mean  the  closing  of  plants 
and  homes.  If  the  circumstances  which  existed  last 
winter,  when  a  considerable  j^ercentage  of  our  people 
had  supplied  themselves  beforehand  with  their  full  re- 
quirements and  it  remained  only  for  the  various  deal- 
ers to  supply  the  less  provident  proportion  of  their  cus- 
tomers— if,  under  these  circumstances,  the  supply  of 
coal  was  inadequate,  how  much  greater  will  the  pro- 
blem of  supply  be  next  winter,  when  there  will  be,  in 
addition,  the  30  per  cent,  of  the  demand  of  the  fore- 
handed customers  also  to  be  brought  in  and  delivered. 

The  Fuel  Controller  may  hold  the  opinion  that  if 
those  who  were  in  the  habit  of  laying  in  a  supply  for 
future  needs  were  prevented  from  drawing  to  the  full 
extent  of  their  requirements  this  might  lead  a  certain 
percentage  of  the  improvident  to  buy  earlier  in  the 
season-  However,  forecasts  regarding-  the  probable 
shortage  of  fuel  were  freely  expressed  last  summer,  and 
were  taken  sufficiently  serious  to  induce  anyone  so 
inclined,  or  who  had  the  ready  money,  to  lay  in  such  a 
stock  as  he  required.  It  seems  entirely  unlikely  that  a 
greater  number  will  avail  themselves  of  this  oppor- 
tunity during  the  coming  summer.  The  Fuel  Control- 
ler's order  seems  to  mean  that  the  dealers  who  pre- 
viously have  urged  their  customers  to  take  summer 
delivery,  because  it  is  their  slack  period,  will  be  forced 
in  a  greater  degree  than  ever  during  the  present  sum- 
mer to  keep  their  stafl^  and  distribution  forces  in  idle- 
ness. 

This  is,  undoubtedly,  the  way  the  Fuel  Controller's 
order  appeals  to  the  average  person.  It  is  also,  so  far 
as  we  can  learn,  the  situation  as  understood  by  the 
dealers  themselves.  If  the  controller  has  any  other 
interpretation  of  this  order,  he  has  failed,  unfortu- 
nately, to  take  the  public  into  his  confidence. 
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Canadian  Good  Roads  Congress  May  7-10 

Practically  no  heavy  machinery  will  be  exhibited 
at  the  Canadian  Good,  Roads  Congress  at  Hamilton  on 
May  7-10.  This  is  mainly  due  to  transportation  diffi- 
culties. A  preliminary  programme  of  subjects  to  be 
discussed  has  been  arranged.  These  include  "Who 
Should  Pay  for  the  Roads?"  "Roads  and  the  Farmer," 
bv  a  ])rofessor  at  one  of  the  Agricultural  Colleges; 
"The  Efficiency  of  the  Highway  in  the  Present  Tran.s- 
portation  Difficulties,"  and  "The  Most  Important  Con- 
sideration on  Road  Construction — Drainagd"  Mr. 
W.  H.  Corwell  will  read  a  paper  on  "The  Results  of 
Tests  with  Various  Types  of  Pavements,"  giving  data 
on  a  test  road,  15  miles  long,  near  Philadelphia,  in 
which  20  types  of  pavement  were  tested.  A  very 
timely  paper  on  "How  the  Good  Roads  of  France  Are 
Helping  to  Win  the  war"  will  be  contributed  by  an 
officer  who  has  built  military  roads  at  the.  front. 
"English  and  American  practice  in  the  construction  of 
Tar  and  Concrete  Roads"  will  be  the  -title  of  another 
])aper;  while  other  subjects  wfll  be  "Abatement  of  the 
Dust  Nuisance ;"  "The  Roads  of  the  Common  People — 
Gravel  and  Macadam,"  and  "Labour  Shortage  Solved 
by  Efficient  Machinery." 


High  Tension  Phenomena  at  the  A.  I.  E.E. 

OXE  hundred  and  ten  members  of  the  Toronto 
section  of  the  A. I. E.E.  were  privileged  to  see, 
at  the  Hydro-Electric  Laboratories  last  Fri- 
day, actual  demonstrations  of  testing  at  250.000 
volts,  the  use  of  the  sphere  gap  for  measuring  high 
voltages  and  the  formation  of  corona.  The  occasion 
was  a  paper  by  Mr-  W.  P.  Dobson,  director  of  the 
laboratory,  on  "High  Voltage  Phenomena,"  and  the 
experiments  contributed  greatly  to  the  attractiveness 
of  the  subject.  In  Mr.  Dobson,  it  was  clear,  the  section 
boasts  a  member  who  is  a  physicist  of  considerable  at- 
tainments and  a  mathematician  of  no  mean  order-  The 
I)aiier,  which  was  devoted  to  a  discussion  of  high  volt- 
age measurements,  the  corona  voltmeter,  corona^osses, 
and  the  effects  of  switching  on  high  tension  lines, 
showed  much  thought  in  its  ])reparation  and  a  careful 
study  of  the  work  of  recent  investigators  of  the  sub- 
ject. An  interesting  test  demonstrated  the  reliability 
of  the  sphere  gap  in  comparison  with  the  needle  gap 
for  measurement  at  different  frecjuencies.  The  demon- 
stration was  an  indication  of  the  valuable  work  that 
might  be  accomplished  in  the  commission  laboratories 
in  the  direction  of  standardization  and  research  at  high 
\oltages. 


Developing  Mineral  Resources  of  Canada 

TWE  first  meeting  of  the  associate  committee  on 
mining  and  metallurgy  of  the  Council  for 
Scientific  and  Industrial  Research,  was  held 
recently  in  Montreal,  when  steps  were  taken 
for  the  further  develojjment  of  certain  of  the  mineral 
resources  of  the  Dominion  and  for  the  utilization  of  a 
number  of  waste  ])ro(lucts  which  arc  being  developed 
in  Canadian  industries. 

The  meeting  resulted  in  definite  action  l)eing  taken 
<<u  certain  projects  which  were  discussed.  Among 
these  is  the  investigation  of  a  new  method  of  smelting 
iron,  enii)loying  both  coke  and  electric  power.  This 
promises  to  be  especially  suitable  for  the  smelting  of 
certain  Canadian  ores  occurring  in  the  vicinity  of  large 
sii])plies  of  available  water  ])ower.  The  Research 
Council  has  already  made  a  grant  f(;r  the  prosecution 
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of  this  work,  and  the  preliminary  investigations  will  at 
once  be  carried  out  at  McGill  University  for  the  de- 
velopment of  a  commercial  process  for  the  production 
of  high  grade  domestic  fuel  from  sawdvist.  This  i.s 
now  being  produced  on  a  small  scale  in  British  Col- 
umbia, but  it  is  believed  that  it  may  be  capable  of  de- 
velopment to  great  advantage  in  other  parts  of  the 
Dominion  where  there  are  larger  amounts  of  refuse 
sawdust  and  wood  now  being  wasted. 

The  utilization  of  refuse  from  sheet  steel  and  gal- 
vanized iron,  of  which  large  amounts  are  now  waste 
products  in  various  factories  of  the  Dominion,  was  also 
discussed. 

Mr.  Lesslie  R.  Thompson,  B.A.Sc,  A.M.C.S.C.E., 
who  is  at  present  on  the  staff  of  the  Dominion  Bridge 
Company,  has  been  appointed  secretary  to  the  Hon- 
orary Advisory  Council  for  Scientific  and  Industrial 
Research. 


Montreal's  Civic  Commissioners 

The  Quebec  Government  has  appointed  the  follow- 
ing as  commissioners  for  the  civic  government  of 
Montreal,  under  the  plan  passed  at  the  late  sitting  of 
the  legislature :  Mr.  Ernest  Decary,  notary,  chairman ; 
Hon.  Charles  Marcil,  M.P-,  recently  elected  alderman; 
Messrs.  R.  A.  Ross,  consulting  engineer ;  Alphonse 
Verville,  M.P.,  labor  representative;  and  Charles  Ar- 
noldi,  civic  treasurer.  Mr.  Ross  is  a  widely-known  en- 
.gineer,  a  vice-president  of  the  Canadian  Society  of 
iCivil  Engineers,  who  has  been  chiefly  identified  with 
hydro-electric  work.  Recently  he  has  taken  a  leading 
part  in  the  solving  of  the  fuel  problem,  and  has  devoted 
much  time  to  the  question  of  utilizing,  commercially, 
the  vast  deposits  of  lignite  in  the  West. 


Railroad  Equipment  Contracts 

According  to  a  parliamentary  return,  the  Hart-Otis 
Car  Company,  Ltd.,  of  which  Mr.  F.  H.  Hopkins, 
Montreal,  is  second  vice-president  and  general  mana- 
ger, have  obtained  an  order  from  the  Canadian  Gov- 
ernment for  450  fifty-ton  capacity  improved  Hart  con- 
vertible ballast  and  construction  cars,  worth  about 
$1,385,000.  Two  hundred  and  fifty  of  the  cars  are  side 
dump  cars  and  two  hundred  side  and  centre  dump  cars. 
The  cars  are  to  be  manttfactured  in  Canada,  and  will 
be  used  in  the  maintenance  and  construction  of  the 
Canadian  Government  and  Canadian  Northern  railway 
lines.  This  is  part  of  the  large  equipment  order  placed 
about  the  middle  of  March,  and  in  which  the  Canadian 
Car  and  Foundry  Company  participated  to  the  extent 
,of  nearly  $15,000,000-  Other  orders  placed  at  that  time 
were  as  follows :  Eastern  Car  Company,  Trenton,  N.S., 
750  forty-ton  steel  frame  flat  cars  and  650  fifty-ton  steel 
coal  cars,  worth  $3,750,000.  The  National  Steel  Car 
Comi^any,  Hamilton,  secured  1,000  forty-ton  steel 
frame  box  cars,  valued  at  $2,750,000. 


Contracting  Firm  Reorganized 

The  Loomis-Dakin  Construction  Company,  Ltd., 
which  was  recently  formed  to  take  over  the  general 
contracting  business  which  has  been  carried  on  by 
Loomis-Dakin,  Ltd.,  has  for  its  officers  the  following: 
President,  F.  W-  Dakin ;  vice-president,  S.  G.  Newton ; 
treasurer,  L.  A.  Dakin ;  secretary,  C  W.  Cate.  Loomi.s- 
Dakin,  Ltd.,  will  continue  to  carry  on  special  trades, 
such  as  plumbing  and  heating,  painting,  glazing,  etc.  - 
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Mechanical  Filtration  Plant  for  City 

of  St.  Hyacinthe 


MESSRS.  ARSENAULT  &  PLAMONDIN, 
Ltd.,  are  'completing  a  mechanical  filtration 
plant  for  the  city  of  St.  Hyacinthe,  P.Q.,  from 
plans  by  Mr.  F.  E.  Field,  M.C.S.C.E.  At 
present  the  city,  whose  population  is  12,000  persons,  is 
supplied  with  water  from  the  Yamaska  River,  which  is 
treated  with  chlorine,  and  the  plant  now  being  finished 
is,  in  fact,  an  addition  to  the  present  ecpiipment,  con- 
\  erting  it  into  a  modern  filtration  plant.  The  old  sy.s- 
tem  consisted  of  boiler,  pumping",  and  power  buildings, 
with  two  steel  pressure  filters. 

The  new  work  includes  a  pumping  room,  filter 
building,  the  remodelling  of  the  pumping  arrange- 
ments, and  head  house  (containing  laboratory,  chemi- 
cal room,  office,  etc.).  All  these  buildings  are  connect- 
ed. The  filters  have  a  total  capacity  of  four  million 
imperial  gallons  i)er  day,  the  clear  water  well  one  hun- 
dred and  ninety-three  thousand  imijerial  gallons,  and 
the  coagulation  basins  four  hundred  thousand  gallons. 
New  pumps  are  to  be  installed,  and  these,  with  the  old 
l)umps,  give  a  capacity  of  eight  million  gallons  of  raw 
water  daily,  six  and  a  half  millions  domestic  water, 
and  seven  and  a  quarter  millions  for  fire  service. 
'  The  old  20-inch  suction  pipe  is  utilized,  and  it  has 
been  lengthened  to  connect  up  with  the  new  pumping 
room. 

Considerable  Excavation  Involved 

The  buildings  are  of  reinforced  concrete,  with  the 
exception  of  the  superstructure  of  the  filter  building, 
which  is  of  brick.  A  large  amount  of  excavating  had 
to  be  done,  the  work  being  carried  out  by  means  of  a 
steam  derrick  and  Scotch  derrick.  The  soil  is  a  blue 
clay,  and,  owing  to  an  exceptionally  rainy  season,  the 
excavation  proved  to  be  more  difficult  than  had  been 
anticipated.  The  soil  was  carted  to  the  river  side  and 
dumped.  The  ground  was  excavated  to  a  depth  of  19 
feet  for  the  clear  water  well,  10  feet  for  the  coagulation 
basins,  22  feet  for  the  suction  well,  and  15  feet  for  the 


l)ump  room.  In  connection  with  the  latter  the  walls  of 
the  old  pumping  station  were  underpinned,  this  work 
being  done  while  the  pumps  were  in  operation.  The 
excavating  of  the  trench  in  the  head  house  for  the  main 
])ipe  was  another  portion  of  the  contract  that  involved 
careful  work.  The  trench  was  dug  three  feet  distant 
from  the  existing-  brick  chimney,  65  ft.  high,  which  was 
built  on  the  blue  clay  practically  without  any  founda- 
tion, going  down  to  a  depth  of  only  five  feet.  The 
trench  was  17  feet  deep,  and  had  to  be  solidly  braced 
with  lumber  as  the  work  proceeded.  The  work  was 
done  during  December,  and  was  the  most  difficult  part 
of  the  entire  job. 

Three  Different  Mixes  of  Concrete  Used 

P^or  general  work  three  classes  of  concrete  were 
used — '"A,"  consisting  of  one  part  cement,  two  of  sand, 
and  four  of  ballast;  "B,"  one  cement,  two  and  a  half 
sand,  and  five  ballast;  "C,"  one  cement,  three  sand,  and 
six  ballast.  "A"  was  used  in  the  walls,  piers,  and  roofs 
of  the  coagulation  basins,  the  filtered  water  reservoir, 
filter  and  chemical  tanks  and  reinforced  floors;  "B"  in 
footings  and  floors  of  the  coagulation  basins  and  fil- 
tered water  reservoir,  pump  foundations,  and  founda- 
tion walls  of  the  pump  room  ;  "C"  around  pipes  and 
trenches  and  in  other  places  where  additional  support 
and  not  water-tightness  was  required. 

The  filter  building  (32  x  66  x  18  feet)  and  head 
house  (44  x  36  feet)  have  deck  roofings  of  1^-inch 
tongued  and  grooved  lumber,  with  galvanized  iron 
flashings.  The  roof  covering  is  of  gravel  and  pitch, 
laid  on  saturated  felt,  to  Barrett  specification.  The 
cornices  are  of  galvanized  iron,  the  galvanized  rain 
conducters  being  4  inches  in  diameter. 

The  floor  of  the  chemical  room  is  of  reinforced  con- 
crete, and  the  floors  of  the  other  rooms  in  the  head 
office  are  of  wood.   Walls  and  ceilings  are  of  plaster. 

The  four  8-inch  low-lift  pumps  are  designed  to 


General  plan  of  buildings  and  location  of  pipe  lines. 
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Elevation  St.  Hyacinthe  filtration  plant. 


pump  against  an  overall  head  of  40  feet.  They  are  to 
])e  direct  connected  in  pairs  to  2,200  volt,  1,200  r.p.m. 
a.c.  motors,  in  such  a  manner  that  any  pump  may  be 
cut  out  of  service.  These  pumps  each  have  a  capacity 
of  1,500  imperial  gallons  per  minute.  The  12-inch 
wash-water  pump  has  a  capacity  of  3,500  imperial  gal- 
lons;  the  8-inich  domestic  pump,  1,500  imperial  gal- 
lons ;  the  10-inch  booster  pump,  3,000  imperial  gallons, 
and    the  2-inch   sump  pump,   50  gallons.     All  the 


Coagulation  Basins. 

l)unips,  which  arc  of  the  De  Laval  type,  are  to  be  direct 
connected  to  motors,  'ilic  foregoing  equi lament  is  all 
new.  The  complete  installation  includes  the  following 
pumps  from  the  old  i)lant:  Two  8-inch  domestic  ser- 
vice pumps,  with  unit  capacity  of  850  im])erial  gallons 
at  a  ])ressure  of  70  to  80  ])ounds ;  one  8-inch  fire  service 
[)ump,  with  a  cajjacity  of  8.50  pounds  at  a  pressure  of 
120  pounds;  one  Holly  steam  i)ump,  with  a  capacity  ol 
1,.S00  gallons  at  120  pounds  i)ressure.  The  function  ol 
the  booster  pumj)  is  to  l)y-])ass  the  combined  discharge 
<jf  the  domestic  service  i)um])s  at  time  of  lire  and  thus 
increase  the  usual  service  j^ressure  of  70  pounds  to  the 
120  j>ounds  required  for  fire  service.  It  can  be  promptly 
placed  in  service  without  requiring  the  shutting  down 
of  other  pumps  or  otherwise  affecting  the  normal  o]ier- 
ation  of  the  station. 

In  building  the  coagulation  basins  the  contractors 
had  to  relocate  the  old  20-inch  force  main  and  rear- 
range the  existing  pi|)cs  and  connections  and  at  the 
>amc  time  not  to  seriously  intcirupf  llir    supply  of 


water.  Therefore,  in  order  to  secure  continuity  of 
service  one  of  the  existing  centrifugal  pumps  was  re- 
moved to  an  old  pumping-  station,  where  it  was  used  as 
a  standby. 

The  coagulation  basins  are  two  in  number,  each 
being  32  x  66  x  18  feet,  and  divided  by  a  concrete  wall. 
The  water  is  treated  by  sulphate  of  alumina.  The  two 
tanks  containing  the  solution  are  situated  in  the  chemi- 
cal room,  in  the  head  house.  Each  tank  is  equipped 
with  dissolving  grids,  agitators  driven  by  an  electrical 
motor,  and  piping  to  a  drain  leading  to  an  outside 
sewer.  Depth  gauges  show  the  amount  of  solution 
passing  from  the  tanks  to  the  orifice  feed  tanks.  The 
clamps  of  the  agitators  and  all  bearings  and  valves  are 
of  acid  bronze. 

Two  orifice  feed  tanks,  made  of  cast  iron,  enamel 
lined,  are  installed.  These  are  provided  with  float 
valve  for  maintaining  a  constant  level  of  solution  in 
the  tanks.  Two  constant  head  tanks  are  so  cross  con- 
nected with  the  orifice  feed  tanks  as  to  ensure  that  the 
discharge  from  either  orifice  feed  tank  can  be  run  into 
either  constant  head  tank.  The  latter  tanks  are  of  cast 
iron,  enamel  lined.  ' 

From  the  coagulation  basins  the  water  flows  by 
gravity  into  the  filter  beds,  four  in  number  (one  of 


Reinforcing  steel  on  coagulation  basin. 

which  is  reserved  for  future  extension),  and  afterwards 
into  the  clear  water  basins  situated  below  the  filter 
units.  Each  filter  is  19  x  25  x  9  feet,  and  is  equipped 
with  a  strainer  and  air  system,  the  filtered  water  and 
compressed  air  for  washing  being  ai)])lied  as  follows: 
The  filtered  water  at  the  rate  of  8  1/3  imperial  gallons 
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per  minute  per  square  foot  of  sand  surface,  and  the 
air  at  the  rate  of  four  cubic  feet  of  free  air  per  minute. 
Each  filter  is  also  provided  with  longitudinal  wash 
water  gutters,  made  of  cast  iron,  finished  so  that  the 
top  edges  of  all  gutters  are  on  the  same  level.  Venturi 
filter  rate  controllers  are  installed. 

The  filter  material  consists  of  gravel  to  a  depth  of 
15  inches,  made  up  of  four  layers  of  dilTerent  grading 
and  size,  varying  from  pieces  passing  through  a  screen 
with  1  1/4-inch  scjuare  openings  to  a  screen  with  3/16- 
inch  square  openings.  It  is  specified  that  the  sand 
must  have  an  effective  size  of  not  less  than  .35  m.m. 
and  not  more  than  .55  m.m.,  and  a  uniformity  co-efB- 
cient  of  not  more  than  1.75.  The  sand  is  laid  to  a 
depth  of  30  inches. 

The  operating  tables  in  the  operating  gallery  (48  x 
14  ft.)  are  of  marble,  and  are  provided  with  controlling 
handles  and  four-way  valves  for  controlling  the  six 
hydraulic  valves.  The  loss  of  head  gauges,  one  on  each 
table,  indicate  the  depth  of  water  in  the  filter  and  the 
loss  of  head  in  the  filter,  the  latter  being  made  known 
by  an  electrical  attachment  sounding  an  alarm.  Two 
indicating  and  recording-  depth  gauges  give  the  water 
level  in  the  filtered  water  reservoir  and  the  cle\afion 
of  the  water  in  the  coagulating  basins. 

Aftar  the  water  is  filtered  it  is  pumped  into  the 
domestic  service  pipe,  or,  when  occasion  requires,  into 
a  14-inch  main  for  washing-  the  beds. 

In  addition  to  the  filtration  process,  Wallace  & 
Tiernan  liquid  chlorine  apparatus  has  been  installed 
for  controlling-  and  measuring  the  flow  of  chlorine. 
Two  independent  connections  with  the  24-inch  suction 
pipe  supplying  the  domestic  service  pumps  have  been 
made.  One  connection  is  located  close  to  each  of  the 
24-inch  suction  valves  controlling  this  suction  line,  so 
that  the  chlorine  is  introduced  into  the  suction  line  be- 
fore it  reaches  the  first  pump  suction,  whether  the  flow 
of  water  be  from  the  filtered  water  reservoir  or  directly 
from  the  river. 

The  mechanical  equipment  of  the  plant  was  sup- 
plied by  the  Roberts  Filtration  Manufacturing-  Com- 
pany, Darby,  Pa.,  represented  by  Arsenault  &  Plamon- 
don,  Ltd.  The  sub-contracts  were :  Roofing",  Daniel  & 
St.  Jean,  St.  Hyacinthe;  plumbing  and  heating,  B  Ion- 
din  &  Co.,  St.  Hyacinthe ;  architectural  iron  work, 
John  Watson  &  Sons,  Ltd.,  Montreal ;  motors,  Cana- 
dian Westinghouse  Company,  Hamilton,  Ont. ;  electri- 
cal lighting,  E.  Lyonais,  Montreal. 


Will  Require  Year  to  Complete 

Though  completed,  there  is  still  sufficient  work  in 
connection  Avith  the  Quebec  bridge  to  engage  the  at- 
tention of  Lieut.-Col.  C.  N.  Monsarrat,  chairman  and 
chief  engineer  of  the  board  of  engineers,  for  at  least 
another  year.  This  was  announced  in  parliament  re- 
cently by  Hon.  J.  D.  Reid,  Minister  of  Railways  and 
Canals,  who  also  paid  high  tribute  to  the  services  reii- 
dered  by  Col.  Monsarrrat  in  connection  with  the  big- 
bridge. 


Discussing  the  fuel  situation  apart  from  immediate 
necessity,  before  the  recent  professional  meeting  of  the 
Canadian  Society  of  Civil  Engineers  in  Toronto,  Mr. 
W.  A.  McLean,  Deputy  Minister  of  Highways  for  On- 
tario, pointed  out  that  our  coal  and  peat  resources  are 
exhaustible — all  mineral  resources  are  exhaustible- 
The  production  of  timber,  however,  is  continuous,  and 
it  is  for  the  forestry  expert  to  reg'ulate  consumption  to 
the  supply  of  timber  in  such  a  manner  that  from  27  to 
30  per  cent,  of  our  lands  will  be  in  a  wooded  condition. 


Engineers'  Club  Smoker 

A  smoker  and  auction  sale  of  periodicals  was  held 
at  the  Engineers'  Club  on  the  evening  of  Thursday, 
April  11,  at  8  o'clock.  The  feature  of  the  evening  was 
an  address  by  Lieut-Col.  McKendrick,  the  well-known 
road  builder,  who  has  just  returned  from  France.  Col- 
McKendrick  spoke  in  a  very  interesting-  manner  on 
some  of  his  experiences  at  the  front.  A  fine  musical 
program  was  also  provided. 


Manufacture  of  Ordnance 

The  fourth  meeting  of  the  Ottawa  branch  of  thf. 
Canadian  Society  of  Civil  Engineers  for  the  year  wa.s 
held  on  the  evening  of  April  11  in  the  Carnegie  Liljrary. 
The  sjicaker  was  Lieut.  Edgar  A.  Jamieson,  A.M-Caii- 
Soc.C.E.,  inspector  of  guns  and  steel,  who  gave  an  in- 
teresting address  on  "  The  Manufacture  of  Ordnance." 
I^ieut.  Jamieson  spent  some  months  amongst  the  largi: 
ordnance  manufacturing-  firms  in  Great  Britain,  and  ho 
described  the  various  processes  employed,  from  tlu; 
manufacture  of  steel  to  the  finished  and  proved  gun. 
The  ])ai)er  was  fully  illustrated  by  a  series  of  specially 
prepared  lantern  slides. 


May  Erect  Natatorium  at  Vancouver 

If  plans  which  are  under  consideration  are  fully 
realized,  V'aiicouverites  and  visitors  are  going-  to  have 
ocean  bathing  throughout  the  entire  year,  under  com- 
fortable circumstances,  within  the  next  twelve  months. 
According-  to  the  proposal,  the  cost  of  the  building  and 
equipment  will  be  in  the  neighborhood  of  $50,000.  This 
amount  is  to  be  raised  by  having  representatives  of  the 
Park  Board,  City  Council,  Board  of  Trade,  Rotary 
Club,  Y-M.C.A.,  and  other  athletic  and  public  organiza- 
tions solicit  subscriptions  from  $25  up,  these  to  be  ulti- 
mately paid  back,  with  interest  at  7  per  cent.  Should 
the  park  commissioners  endorse  the  scheme,  an  engi- 
neer will  be  sent  to  coast  cities  to  gather  the  latest 
ideas  in  construction. 


Ship  Supplies  Enter  B.  C.  Free 

As  soon  as  Chief  Customs  Inspector  Busby  arrives 
in  Vancouver  from  Ottawa  in  the  near  future  it  is  the 
intention  of  the  wholesale  bureau  of  the  Board  of  Trade 
to  enter  into  a  general  discussion  with  him  on  customs 
duties,  especially  with  regard  to  the  alleged  unfair  ad- 
vantage of  American  dealers  over  the  local  whole- 
salers with  regard  to  supplies  for  British  Columbia 
shipbuilding  yards.  It  will  be  pointed  out  that  in  Van- 
couver there  are  stocks  on  which  37  per  cent,  duty  had 
been  paid.  This  is  a  handicap  prohibiting  competition 
with  United  States  firms.  Under  the  present  system 
these  concerns  are  allowed  to  sell  supplies  for  the  con- 
struction of  Imperial  Munitions  Board  ships  free  of 
duty,  in  this  way  being  enabled  to  successfully  compete 
against  British  Columbia  firms  who  have  had  to  pav 
duty,  taxes,  etc.,  on  stocks  purchased  prior  to  removal 
of  the  duty. 


Mr.  Edgar  M.  McDougall,  of  Montreal,  president 
of  the  Canada  Iron  Foundries,  Ltd.,  died  in  Los  An- 
geles, Cal.,  on  April  4th,  in  the  presence  of  Mrs. 
McDougall  and  Major  E.  G.  M.  Cape.  He  was  48 
years  of  age,  and  was  the  son  of  the  late  Mr.  John 
McDougall,  founder  of  the  Caledonia  Iron  Works.  The 
late  Mr.  McDougall  was  identified  for  manv  vcars 
with  the  iron  and  steel  business  in  Montreal. 


Concrete  Bridge  at  Grand'Mere,  Que. 

Erection  of  40-ft.  Girders  and  Slabs  Over  the  Walsh  River 


THE  Walsh  River  passes  a  few  hundred  feet  west 
of  Grand'Mere,  and  dischargfes  in  the  River  St. 
Maurice.    It  is  on  the  Royal  Road  between 
Grand'Mere  and  Ste.  Flore,  the  outlet  to  all 
the  northern  parishes  on  the  western  side  of  the  River 
St.  Maurice. 

Some  twenty  years  ago  a  wooden  trestle  was  built 
l)y  the  municipality  and  on  account  of  the  expensive 
rej)airs  required  every  year,  the  city  of  Grand'Mere 
decided  to  rebuild  it.  In  1916  they  retained  the  ser- 
vices of  Mr.  Charles  Gelinas,  civil  engineer,  for  the 
preparation  of  a  plan  showing  the  best  way  to  renew 
it.  'J'he  engineer  suggested  reinforced  concrete  and 
submitted  a  scheme  showing  a  ten  span  concrerc 
bridge  on  reinforced  concrete  square  columns.  The 
project  was  accepted  and  Mr.  L.  A.  Beauchemin,  gen- 
eral contractor,  Montreal  and  Grand'Mere,  signed  a 
contract  with  the  municipality  for  its  execution. 

The  bed  of  the  River  Walsh  is  composed  of  soft 
clay  and  foundations  were  designed,'  using  straight 
wooden  piles,  30  feet  in  length,  and  10  inches  in  di- 
ameter at  the  smallest  end.  Twenty-four  piles  were 
sunk  under  each  pier^ — eight  lengthwise  and  three 
crosswise.  These  i)iles  were  sunk  by  means  of  a 
steam  pile  driver.  The  tops  of  the  piles  were  sawn  at 
different  elevations,  (lc])('n<ling  upon  the  slope  of  the 
river. 


Plain  concrete  piers  were  built  over  each  pile  found- 
ation with  a  10-foot  width  at  the  bottom  and  5  feet 
at  the  top.  The  foundations  were  twelve  feet  high 
and  28  feet  long\  Each  pier  contained  93.33  cubic 
yards  of  concrete.  The  distance  between  the  piers  is 
forty  feet  centre  to  centre,  and  each  pier  supports  a 
series  of  square  reinforced  concrete  columns,  thirty- 
six  inches  in  diameter.  The  shape  of  the  columns  was 
made  uniform  in  order  to  facilitate  construction  and 
economize  in  the  use  of  the  forms.  From  the  bottom 
to  the  top  of  each  column  run  eight  1^-inch  steel 
rib  bars,  tied  together  by  ^-inch  steel  bars  spaced 
twelve  inches  centre  to  centre.  The  columns  are  five 
in  number  on  each  pier  and  they  are  bound  together 
by  reinforced  concrete  tie  beams,  24  inches  square. 
The  number  of  tie  beams  used  depends  on  the  height 
of  the  columns,  the  highest  being  fifty  feet  with  three 
tie  beams,  each  one  reinforced  by  four  l34-''''^li  ril^ 
bars  running  the  full  length  of  the  beam,  26  feet.  In 
the  beam  connected  to  the  slabs  there  are  six  rib  bars. 
From  each  row  of  columns  run  five  longitudinal  con- 
crete girders,  24  in.  x  LS  in.  x  40  ft.  They  are  reinforced 
with  Kahn  wing  bars. 

Five-inch  reinforced  concrete  slabs  were  used  on 
the  girders.  Their  reinforcing  consists  of  3^-inch 
steel  bars  placed  six  inches  centre  to  centre  cross- 
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Elevation  of  concrete  bridge,  Grand'Mtre. 
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Re.nf,  for  Column 


wise,  and  twelve  inches  centre  to  centre  lengthwise. 

The  roadway  is  1<S  feet  wide  and  consists  of  con- 
crete six  inches  thick  with  a  crown  of  2  inches  at  the 
centre.  A  five-foot  sidewalk  is  provided  on  each  side 
of  the  roadway.  A  reinforced  concrete  railing  was 
moulded  outside  of  the  work  and  brought  in  place. 
The  panel  sections  were  ten  feet  in  length.  During  the 
spring,  electric  lami)s  will  be  placed  on  this  railing  to 
light  the  bridge.- 

The  total  length  of  the  bridge,  including  the  abut- 
ments, is  440  feet.  The  total  cost  was  $45,000.  15,000 
feet  b.m.  of  2-inch  planed  spruce  lumber  were  used  in 
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Reinforcement  of  columns. 


the  forms.  The  cost  of  piles  was  ajii^roximately  90 
cents  per  lineal  foot  sunk.  The  side  railings  when  in 
place  cost  $5,600.  2,200  cubic  yards  of  plain  and  re- 
inforced concrete  were  set  ii^  the  forms.  The  unit  cost 
was,  for  the  plain  concrete,  approximately  $7  per 
cubic  yard,  and  for  the  reinforced  concrete  $22. 

The  work  was  directed  by  Mr.  G:  A.  Gruninger, 
the  contractor's  engineer,  of  Three  Rivers. 


How  Can  "Industrial  Railway"  Cars  Be  Dumped  Clean 
When  Discharging  at  the  Track  Level? 

The  small  (1^-yard)  V-shaped  bodies  of  "indus- 
trial railway"  cars  do  not  completely  discharge  their 
loads  when  dumped  onto  the  ground  at  the  level  of  the 
track.  The  material  flows  out  into  a  pile  that  backs  up 
and  chokes  off  the  complete  discharge  of  the  load.  This 
is  a  serious  enough  difficulty  to  make  it  necessary  to 
employ  three  shovelers  to  clear  the  cars  where  as  much 
as  250  cubic  yards  of  sand  and  gravel  are  delivered 
daily  into  the  loading  skip  of  a  concrete  mixer  on  road 
work.  Engineering  and  Contracting  suggests  the  fol- 
lowing- solution  of  the  problem  : 

Lay  a  strip  of  canvas  across  the  bottom  of  each  car 
and  up  the  sides.  Fasten  one  end  of  the  canvas  to  the 
upper  edge  of  the  car,  on  the  side  that  is  to  descend 
when  dum])ing.  Fasten  a  heavy  cleat  to  the  other  or 
free  end  of  the  canvas,  with  a  ring  in  the  cleat.  After 
dumping  the  car,  the  dumpman  hooks  a  rope  to  this 
ring-,  and  the  engineman  winds  in  on  the  rope,  which 
passes  through  the  snatch-blocks  and  around  the  winch 
head  of  the  engine.  This  draws  all  the  material  out  of 
the  car.  Whereupon,  the  strip  of  canvas  is  thrown  back 
across  the  bottom  and  sides  of  the  car  ready  For  the 
next  load. 


Details  of  tie-beam  and  columns. 


The  National  lirick  Company  of  r^a])rairie.  Ltd., 
have  removed  their  offices  from  Victoria  Square  to  the 
Drummond  lUiilding,  St.  Catherine  Street  \\'est,  Mont- 
real. 
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Steam  and  Gas  Tractors  for  Farm  Work 

Greatly  Increasing  Production  in  Britain — 
Industry  Only  in  Its  Infancy  in  Canada 


TlllC  rapid  development  of  tractors  has  largely 
been  l)rought  about  by  the  enemy  submarine 
activity.  Farming  the  world  over  is  under- 
going a  revolution.  Farmers  are  required  by 
their  respective  governments  to  increase  the  acreage 
under  crop,  and  must  accomplish  this  with  much  less 
manual  labor  than  they  formerly  employed.  This  labor 
slujrtage  and  the  enormous  demand  for  agricultural 
products,  leaving  out  the  fact  that  every  patriotic  per- 
son is  doing  his  utmost  to  conserve  and  produce  food, 
merit  the  outlay  of  considerable  money  on  the  mechan- 
ical devices  for  tilling  the  soil. 

As  a  class,  farmers  were  very  slow  to  adopt  the 
motor-driven  vehicle  as  a  mode  of  conveyance.  Now 
they  use  it  extensively,  for  they  find  it  is  the  means  of 
saving  much  time  and  labor  in  transporting  their  pro- 
duce to  the  market.  The  application  of  self-propulsion 
to  machines  destined  to  operate  on  the  land  involves 
more  difficulties  than  are  met  with  in  designing  a  ma- 
chine to  operate  on  good  road  surfaces.  For  many 
years  the  only  method  for  mechanical  plowing  was  by 
cable  haulage.  In  this  case  the  motive  power  is  in  a 
stationary  unit,  placed  at  the  end  of  the  field.  The 
])l(nv  is  drawn  by  a  cable  running  through  snatch- 
Ijlocks  and  wound  on  the  drum  of  the  engine.  A  great 
deal  of  time  was  lost  in  arranging  the  snatch-blocks, 
and  the  outlay  for  machinery  plant  was,  in  most  cases, 
out  of  the  (juestion.  'Jlie  alternative,  now  being  de- 
veloped at  a  remarkable  pace,  js  direct  haulage  l)y  a 
tractor  propelled  by  steam  or  internal  combustion  en- 
gines or  electricity.  There  will  be  great  opportunities 
in  after-the-war  times  for  the  application,  in  mofe  ways 
than  one,  of  electrical  energy  for  tilling  the  land,  but 
at  present  we  are  onl}-  concerned  with  steam  or  motor 
engines. 

'I'he  problem  that  at  present  requires  considerable 
attention,  and  is  still  a  matter  of  speculation,  is  whether 
a  universal  machine  or  a  special  machine  is  the  more 
economical.  It  is  no  easy  matter  to  construct  a  ma- 
chine that  is  adai)ted  equally  as  well  to  stationary 
work,  to  ojierating  on  the  land,  and  to  road  haulage 
purposes.  One.  of  the  principal  objections  raised  by 
farmers  to  direct  traction  plowing  is  that  the  tractor 
comijresses  the  earth  and  thereby  reduces  croi)page. 
Til  is  objection  was  largely  overcome  by  making  the 
tractor  wheels  with  a  wide  tread  and  having  the  front 
wheels  run  in  a  different  track.  To  meet  conditions 
where  ordinary  wheels  cannot  be  made  to  answer  on 
the  land,  and  for  use  under  any  circumstances,  the 
chain  track  or  cateri)illar  ty])e  of  tractors  is  being 
manufactured  in  large  numbers.  The  haulage  of  war 
materials  in  the  Old  Country  and  the  effectiveness  of 
^thc  "  tanks"  on  the  western  front  has  emphasized  the 
practicability  of  this  method  of  i>ropulsion.  It  is  said 
that  the  cliain  tracks  add  mechanical  complications 
iliat  arc  l)eyond  an  ordinary  farm  hand's  ability  to 
master,  anrl  that  the  friction  losses  are  high  and'  the 
nmning  efficiency  \ery  low.  Whether  the  advantage 
of  spreading  the  weight  over  a  larger  area  compensates 
lor  the  mechanical  difficulties  arising  from  the  chain 
Irac  k  flri\c  has  still  to  be  pro\cn. 


Agricultural  tractors  may  be  roughly  divided  into 
two  classes — those  which  are  propelled  by  steam  and 
those  which  are  propelled  by  internal  combustion  en- 
gines. Steam  tractors  follow  the  form  taken  by  road 
rollers,  but  are  considerably  lighter,  since  weight  is  an 
important  factor.  The  accompanying  illustration 
shows  a  steam  tractor  of  the  larger  type.  This  ma- 
chine, known  as  the  Foster  tractor  and  manufactured 
in  England,  has  its  advantages  in  the  fact  that  it  is 
very  powerful  and  is  capable  of  handling  a  large  num- 
ber of  gang-plows.  This  machine  was  built  especially 
for  countries  like  the  Canadian  West  and  Argentine 
Republic,  where  straw  and  other  vegetable  refuse  is 
used  as  fuel.  In  addition  to  direct  plowing,  the  engine 
is  designed  to  run  a  5  ft.  6  in.  threshing  machine  at  its 
full  capacity,  and  is  capable  of  hauling  such  a  thresher,' 
together  with  sleeping-van  and  water  cart  across  coun- 
try. The  fly-wheel  is  arranged  with  a  balanced  friction 
clutch  inside  the  rim,  which  is  used  to  back  the  engine 
away  from  a  threshing  machine,  without  it  being  neces- 
sary to  stop  the  work  or  remove  the  belt.    This  ability 


Foster  tractor  hauling  21-disc  plough. 

to  tighten  the  belt  is  particularly  valuable  in  varying 
temperatures  where  belts  stretch  considerably.  The 
general  specifications  of  the  engine  are  as  follows: 


Continuous  economical  horse-power    ,37 

Continuous  maximum  horse-power    45 

Emergency  maximum  horse-power    sa 

Diameter  of  cylinder  ..'   'JJX  in. 

Length  of  stroke    12  in. 

Diameter  of  fly-wheel    4  ft. 

Width  of  tly-wheel   10  in. 

Revolutions  per  minute  (governing)    180  and  200 

Diameter  of  driving  wheels    6  ft.  6  in. 

.Standard  width  of  driving  wheels    2  ft.  (i  in. 

Speed,  miles  per  hour   3 

Extreme  length  of  engine    19  ft.  G  ii;. 

Height  to  top  of  f^y-wheel   'J  ft.  e  in. 

PIxtreme  width  of  engine    9  ft.  8  in. 

Weight  empty,  tons    11 

Weight,  full,  in  working  order,  tons   1;>J4 


Tractors  Propelled  by  Internal  Combustion  Engines 

In  the  case  of  oil  or  gas  engines,  the  designer  has  a 
large  field,  and  is  able  to  evolve  tyjjes  of  his  own.  A 
study  of  the  various  machines  on  the  market  shows 
that  the  engineer  availed  hi-mself  of  this  opjiortunity. 
.Some  have  four  wheels,  some  three,  still  others  have 
only  two  wheels,  depending  on  a  wheel  attached  to  the 
plow  or  vehicle  it  may  be  drawing  for  further  support. 
iMnally,  there  is  the  motor-driven  caterpillar  tractor. 
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which,  it  is  believed,  is  destined  for  far  greater  de- 
velopment than  is  at  present  the  case.  Nearly  all  the 
earlier  types  of  motor-driven  tractors  had  the  same 
fault  in  not  having  a  reserve  of  power  to  cope  with 
emergencies.  The  designers,  failing  to  recognize  that 
while  a  horse-power  in  an  engine  is  the  ability  to  gen- 
erate so  much  constant  energy,  it  is  often  necessary  for 
short  periods  to  provide  for  overload.  It  has  been  de- 
termined that  it  requires  6  to  10  h.p.  to  plow  a  single 
furrow  at  the  rate  of  three  miles  per  hour,  depending 
on  the  nature  of  the  soil,,  and  general  practice  now  is 
to  equip  the  tractors  with  a  30  to  35  h.p.  engine  and 
recommend  the  use  of  a  three-furrow  plow. 

Two  illustrations  of  a  chain  track  type  of  agricul- 
tural tractor  are  shown.  In  Fig.  2  the  machine  is 
^hown  being  operated  by  a  woman  and  hauling-  a  three- 
disk  plow.  In  Fig.  3  the  same  machine  is  shown  oper- 
ating a  threshing  machine.  The  engine  is  a  four-cycle, 
four-C3'linder  type,  equipped  with  a  special  vaporizer 
for  dealing  with  oil  and  parafifin.  It  has  two  forward 
and  one  reverse  speed,  the  control  mechanism  being 
actuated  by  a  straight  through  lever.  The  clutch  is 
operated  by  a  fabric  to  metal  cone,  controlled  by  a  foot 
lever. 

Steel  Shoes  and  Links  for  Chain  Tracks 

The  chain  tracks  have  received  a  good  deal  of  at- 
tention. They  are  made  up  of  pressed  steel  shoes  and 
pressed  steel  links,  the  former  having  specially  shaped 
gripping  excrescences,  which  are  worthy  of  note.  The 
pins  joining  the  shoes  and  links  together  are  first 
turned,  then  hardened  and  ground.  The  weight  of  the 
vehicle  is  carried  at  each  side  on  four  rollers,  inter- 
posed between  the  underside  of  the  frame  and  the  chain 
tracks.  At  the  top,  between  the  sprocket  wheels,  the 
tracks  are  guided  by  means  of  two  guide  rollers.  Means 
are  provided  for  adjusting  the  length  of  the  chain 
tracks  when  necessary.  The  tracks  are  arranged  to 
lift  independently  from  the  back  axle,  and  are  connect- 
ed together  at  the  front  end  by  means  of  the  axle  and 


Tractor  supplies  power  for  threshing. 


equalizing  levers,  so  as  to  enable  the  tractor  to  operate 
on  rough  ground  without  any  undue  stresses  being  set 
up. 

Steering  is  effected  by  releasing  the  clutch  of  one 
of  the  chain  tracks  and  driving  through  the  other.  A 
brake  is  fitted  to  the  outer  casing  of  each  cone  clutch. 
Each  brake  is  independently  operated  by  means  of  a 
foot  pedal,  and  can  thus  be  utilized  to  lock  one  chain 
track  when  the  other  is  being  revolved,  so  as  to  turn 
the  vehicle.    The  control  levers,  change  speed  levers. 


and  switch  are  all  fixed  in  such  i)ositions  that  they  are 
readily  accessible  from  the  driver's  seat. 

The  draw-bar  is  arranged  to  pull  from  a  point  near 
the  centre  of  the  machine,  and  to  swing  horizontally, 
so  as  to  ensure  that  the  pull  shall  always  be  taken  in  a 
direct  line.  The  draw-bar  pull  is,  we  are  inffjrmed, 
two  tons  in  slow  gear.  For  the  driving  of  machinery 
there  is  a  belt  pulley.  One  of  the  illustrations  repre- 
sents the  tractors  being  used  for  driving  a  threshing 
machine.    The  weight  of  the  tractor  on  the  road  is 


Chain-wheel  tractor  ploughing. 

6,400  pounds.  The  total  length  is  11  ft.,  the  total 
M  idth  5  ft.  4  in.,  and  the  extreme  height  5  ft.  6  in. 

The  whole  world  will  take  a  long"  time  to  recover 
from  the  devastating-  upheaval  to  which  it  is  at  present 
being  subjected,  but  it  would  take  much  longer  to 
establish  normal  conditions  were  it  not  that  mechani- 
cal methods  of  performing-  work  will  be  employed  to  a 
greater  extent  than  has  hitherto  been  the  case. 


Vancouver  and  outside  capitalists  are  said  to  be 
preparing  to  erect  a  small  smelter  for  the  production 
of  pig  iron.  The  syndicate  holds  claims  on  the  ore  de- 
posited at  Fanny  Bay,  120  miles  up  the  coast,  formerly 
owned  by  David  McCallum.  The  claims  have  recently 
been  sold  for  a  reported  price  of  $60,000.  The  deposits 
are  already  being  worked,  showing  well  in  magnetite 
and  hematite  iron  ore.  The  claims  are  located  on  a 
slope  within  2,000  feet  of  tidewater,  where  excellent 
shipping  facilities  are  at  hand.  The  company  intends 
to  erect  a  plant  capable  of  handling  ten  tons  daily,  and 
work  is  to  be  started  in  the  near  future.  Arrangements 
have  been  completed  for  the  disposal  of  all  the  pig  iron 
the  plant  can  turn  out.  and  in  view  gf  the  present  ship- 
building activities  on  the  coast,  a  further  expansion  is 
confidently  looked  for  by  the  company. 


Desert  Reclamation 

England  is  already  planning  to  reclaim  the  deserts 
of  Mesopotamia  by  irrigation  on  so  grand  a  scale  as 
to  dwarf  everything  of  the  kind  hitherto  conceived. 
When  the  project  is  completed  half  the  present  popu- 
lation of  tlie  British  Isles  could  be  supported  on  the 
reclaimed  lands.  The  work  will  involve  extensive  har- 
bor development  and  railway  construction. 
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Kettle  Rapids  Bridge,  Nelson  River 

The  Present  End  of  Steel  on  the  Hudson  Bay  Rail- 
way System— Continuous  Structure  1000  Feet  Long 


ONE  of  the  most  interesting  papers  recently  pre- 
sented before  the  Canadian  Society  of  Civil 
Engineers  was  that  by  W.  Chase  Thompson, 
Consulting  Engineer,  Montreal,  before  the 
Montreal  branch,  on  Thursday,  April  11,  describing 
the  Kettle  Rapids  Bridge.  This  is  a  bridge  spanning 
the  Nelson  River  at  a  point  about  332  miles  north 
of  The  Pas,  INIan.  It  was  described  in  some  detail  in 
the  issue  of  the  Contract  Record  of  February  27,  1918, 
by  Mr.  Sterling  Johnson,  assistant  manager  of  con- 
struction, Canadian  Bridge  Company.  Further  in- 
formation submitted  by  Mr.  Thompson  in  his  paper, 
not  contained  in  Mr.  Johnson's  article,  is  given  below : 
There  are  three  im])ortant  bridges  on  the  line: 
The  first  crosses  the  Saskatchewan  River  at  The  Pas, 
and  comprises  four  fixed-spans  of  about  150  feet  each 
together  with  a  swing  span  of  about  250  feet ;  the 
second  crosses  the  Nelson  River  at  Manitou  Rapids, 
mile  242,  and  is  a  handsome  structure  of  conventional 
deck  cantilever  type,  with  a  channel  span  of  304  feet 
()  inches  and  anchor  spans  of  108  feet  9  inches,  supple- 
mented by  an  85-foot  plate-girder  span  at  the  north 
end :  the  third,  which  is  the  subject  of  this  paper, 
is  at  the  second  crossing  of  the  Nelson  River,  or  Kettle 
Ra]ji<ls,  mile  332,  the  present  end  of  steel. 

Choice  of  Three  Types  of  Bridges 

Three  types  of  bridges  were  practicable  for  this 
location  ;  first,  simi)le  spans,  with  temporary  members 
over  the  piers  for  cantilever  erection  of  the  channel 
span  ;  second,  the  cc)nventional  cantilever  bridge,  with 
a  central  freely-suspended  span  ;  third,  a  true  ccjntinu- 
ous-girder  bridge.  The  fir.st  would  have  been  satis- 
factory, but  im-economical,  owing  to  the  great  weight 
of  extra  metal  recpiired  for  erection  stresses  only.  The 
second  was  rejected  jjartly  on  account  of  the  objection- 
able articulated  joints  at  the  ends  of  the  suspended 
si)ans,  but  princii^ally  because  of  the  expensive  sl]op 
and  erection  work  in  connection  therewith ;  for  an  ec- 
onomically-designed cantilever  structure  would  have 
rc(|uired  a  nnich  greater  depth  over  the  piers,  with  con- 
siderably less  de])th  at  the  abutments  and  for  the  sus- 
pended span,  resulting  in  sloj)ing  chords  and  irregular 
webbing;  besides,  in  order  to  obtain  such  economical 
proi^ortions,  it  would  have  been  necessary  to  locate  the 
bottom  chords  as  close  to  the  base  of  rail  as  possible, 
thus  largely  increasing  the  (|uantity  of  concrete  in  the 
substructure. 

'I'lie  third  ty])e,  as  designed  and  built,  is  the  most 
rigid  of  all.  and  tlie  most  economical  ;  for  it  rccpiired 
no  extra  metal  for  erection  stresses,  excei)t  in  the 
l)<>ttom  chords  of  the  channel  span  adjacent  to  the 
piers,  where  the  increase  of  section  was  slight;  the 
s^implicity  and  uniff)rniity  of  the  framing  reduced  the 
cost  of  fabrication  ,i  mininuini  ;  and  tlie  continuons 
liorizf)ntal  chords,  witliout  adjustable  joints,  greatly 
facilitatcfl  the  work  of  erection.  It  is  admitted  that 
contiiHioiis-girder  bridges  have  been  regarded  nnfa\or 
ably  in  tiic  past:  for  it  has  been  claimed  that  tin  usual 
theory  for  coiii|Miting  llie  stresses  therein,  which  as- 
-nmes  ;i  constant  moment  of  inertia,  is  inexact;  that 


the  computation  of  the  stresses  is  too  difficult  and  jj 
tedious ;  finally,  that  the  least  settlement  of  any  sup-  j| 
port  would  radically  alter  the  stresses  and  thus  en-  | ) 
danger  the  structure.    No  doub't,  in  the  old  days  of  !  • 
pin-connected  bridges,  continuous  girders  were  unde-  \> 
sirable  in  many  respects;  although  a  notable  example  !j 
of  such  a  structure,  which  has  received  much  praise  ' 
and  which  gave  excellent  service  for  many  years,  was 
the  old  Canadian  Pacific  Railway  bridge  at  Lachine. 
Now  that  pin-connections  have  been  almost  entirely  i 
superseded  by  riveted  joints,  continuous  girders  are  | 
growing  in  favor ;  and  the  most  remarkable  example  of 
such  construction  is  to  be  found  in  the  recently-con- 
structed Sciotoville  Bridge  over  the  Ohio  River,  com- 
prising two  continuous  spans  of  775  feet  each.  1 

Regarding  the  objection,  that  the  computed  stresses  | 
are  inexact,  it  may  be  stated  that,  in  the  present  in-  i 
stance,  the  reactions  were  first  computed  for  the  panel  | 
concentrations  by  formulae  as  given  in  Merriman  and  j 
Jacoby's  "Roofs  and  Bridges,"  part  IV.,  pp.  12  and  13, 
and  afterwards  checked  by  the  elastic  method.  The 
difference  in  the  results  obtained  by  these  two  meth- 
ods was  less  than  one-half  of  one  per  cent.,  which 
should  satisfy  the  most  exacting.    This  close  agree- 
ment was  undoubtedly  due  to  the  parallel  chords  and 
nearly  con.stant  moment  of  inertia ;  but,  in  the  most 
extreme  case,  the  error  due  to  the  use  of  the  formulae 
would  probably  not  exceed  6  per  cent. 

The  objectioif,  that  the  labor  of  computing  the 
stresses  for  continuous  girders  is  too  difficult  and  tedi- 
ous, is  unworthy  of  notice,  especially  where  a  large 
and  important  structure  is  concerned. 

Finally,  the  claim  Avith  reference  to  results  that 
would  be  produced  by  a  possible  settlement  of  one 
or  more  of  the  supports,  is  more  rational,  but  much 
exaggerated  ;  for  continuous  g'irders  are  very  elastic 
structures,  and  can  accommodate  themselves  to  small 
settlements  of  supports  without  developing  serious  al- 
terations of  stress  in  their  members.  In  this  case, 
the  ends  of  the  trusses,  if  unsupported,  would  deflect 
25  inches  below  the  horizontal  line  from  dead-load;' 
and  the  alteration  in  the  dead-load  reactions  at  the 
abutments  due  to  raising  or  lowering  the  end  sup- 
ports a  whole  inch  would  only  be  9,500  lbs.,  or  4  per 
cent.,  whilst  the  reactions  and  stresses  for  the  live-load 
would  not  be  affected  at  all.  Moreover,  it  is  incon- 
ceivable that  any  settlement  of  the  foundations  can 
take  ])lace,  as  they  are  all  on  the  solid  rock;  other- 
wise, this  design  would  not  have  been  adopted.  Fur- 
thermore, in  order  to  ])rovide  for  ])ossible  small  inac-  . 
curacies  in  fabrication  or  erection,  the  ends  were  made 
adjustable  by  allowing  1.)^  inches  for  shims  between 
the  shoe-castings  and  the  bottom  chords  ;  and  hydraulic 
jacks,  with  gauges  attached,  were  used  to  set  the  ends 
at  the  height  necessary  to  obtain  the  computed  dead- 
load  reaction.  In  this  connection,  and  referring  again 
to  the  .Sciotoville  Bridge,  the  following  (juotations, 
from  ,-in  article  by  Clyde  B.  Pyle,  ])ul)lishe(l  in  Engi- 
neering News-Record,  Januai-y  31,  1918.  will  be  of 
interest: 

"One  of  tlie  most  striking  features  of  the  entire 
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erection  was  the  curve  for  the  last  few  inches  of  the 
jacking,  after  the  steel  towers  were  both  free.  The 
computed  increment  for  each  inch  of  lift  was  7.5  tons ; 
and  the  actual  increase  in  load  was  too  small  to  be 
read  on  the  gauges. 

"It  is  quite  evident  from  this  condition  that,  for 
long-span  continuous  trusses,  it  is  not  as  vital  a  point 
as  was  formerly  thought  to  be  the  case  to  have  the 
supports  at  exactly  correct  elevations.  In  this  case 
an  error  in  setting  one  of  the  end  supports,  say  as  much 
as  3  inches,  would  have  changed  the  end  reaction  22.5 
tons,  or  the  stress  in  the  end  post  32  tons,  which 
would  be  less  than  the  probable  error  in  computing  the 
actual  stress  in  that  member.  The  worst  condition 
of  shop-work,  erection  and  setting  of  shoes  could  not 
possibly  total  more  than  one  inch  ;  so  that  the  cer- 
tainty of  stresses  and  therefore  the  safety  of  such 
a  bridge  is  left  without  question. 

"The  fact  that  complications  enter  into  the  de- 
sign and  erection  cannot  bar  the  use  of  such  bridges 
as  long  as  they  are  economical.  The  reasons  usually 
given,  that  the  stresses  are  not  statically  determinate 
and  that  uncertainties  of  stresses  result  from  slight 
errors  in  elevation  of  the  supports,  are  no  longer 
valid." 

Details  of  Design 

The  structure  has  been  designed  in  accordance 
with  the. General  Specifications  for  Steel  Bridges,  is- 
sued by  the  Department  of  Railways  and.  Canals  in 
1908,  except  for  a  slight  modification  in  the  impact 
formula,  affecting  alternating  stresses  only,  and  a 
change  in  the  allowable  unit  stresses  for  compression 
members. 

In  the  matter  of  impact,  when  dealing  with  alternate 
live-load  stresses,  the  Department's  specification  re- 
quires the  impact  to  be  computed  by  squaring  the 
arithmetical  sum  of  the  tension  and  compression 
stresses  due  to  the  live  load  (or  the  range  of  stress), 
and  dividing  by  the  maximum  algebraic  sum  of  co- 
existing dead  load  and  live  load  stresses,  or 

range' 

I  =   , 

max. 

Now,  taking  an  extreme  case  in  which  a  member  is 
subject  to  alternating  live-load  stresses  of  equal 
amounts,  but  no  dead-load  stress,  the  impact  would  be 

(L-f  L)  = 

 =  4L, 

L 

or  four  times  the  live-load  stress  of  either  kind,  which 
is  certainly  excessive.  If,  however,  we  take  for  the 
range  the  live-load  stress  of  one  kind  and  add  to  it 
4/10  of  that  of  the  other  kind,  we  have 

(L  +  0.4L)' 

 =  2L, 

L 

approximately,  or  an  impact  equal  to  twice  the  live- 
load  stress  of  either  kind,  which  would  seem  to  be 
ample.  In  conformity  to  the  above  argument,  impact 
has  been  computed  by  the  formula, 

range' 

1=  

max. 

with  the  arbitrary  stipulation  that  the  range  shall  be 
taken  as  the  arithmetical  sum  of  the  live-load  stress 
of  the  greater  kind  and  4/10  of  that  of  the  lesser. 
When  the  live-load  stress  is  of  one  kind  only,  the 
formula  reduces  to 

L= 

L  +  D  ' 

in  which  L  =  li\  e-load  stress  and  D  =  dead-load  stress. 


Concerning  the  unit-stresses  for  compression  mem- 
bers, the  Department's  specification  calls  for  16,000 
lbs.  per  square  inch  reduced  by  Gordon's  formula, 
using  in  the  denominator  the  factor  18,000  (or  square 
ends,  12,000  for  one  square  and  one  pin  end,  and  9,000 
for  pin  ends.  It  is  now  quite  generally  recognized, 
however,  that  16,000  lbs.  per  square  inch  is  entirely 
too  high  for  short  columns ;  and  the  Joint  Committee 
on  Columns  and  Struts  in  the  United  States,  which 
has  recently  submitted  its  final  report,  recommends 
a  maximum  working  unit  stress  of  12,000  lbs.  per 
square  inch,  which  is  therein  shown  to  provide  a 
factor  of  safety  of  2,  or  the  same  as  for  tension  mem- 


.Abutment  No.  1  under  construction. 


bers  when  designed  for  a  unit  stress  of  16,000  lbs.  per 
square  inch  on  the  net  section.  In  the  General  Speci- 
fication for  Steel  Highway  Bridges,  recently  adopted 
l)y  the  Society,  the  formula  for  compression  members 
is  12,000  —  0.3  (1/r)',  which  becomes  zero  when  1/r 
=  200.  In  this  bridge,  the  compression  members  have 
been  designed  in  accordance  with  the  formula, 

(i/vy 

1:2000/1  -]  ■ 

36000 

which  agrees  closely  with  that  adopted  by  the  Society 
for  values  of  1/r  up  to  70,  but  gives  somewhat  higher 
unit  stresses  for  greater  working  ratios. 

The  total  estimated  weight  of  steel  in  the  struc- 
ture (including  floor  bolts),  computed  from  the  writer's 
detail  drawings  before  the  contract  had  been  awarded, 
was  4,424,000  lbs. ;  and  the  actual  shipping  weight,  as 
determined  by  the  scales,  was  4,415,000  lbs. 

Substructure 

The  substructure  is  of  concrete  throughout,  com- 
posed of  pit  gravel  and  cement,  in  such  proportions 
as  were  found  by  trial  to  give  the  best  results.  It 
had  been  intended  to  construct  at  least  the  abutment 
and  pier  on  the  southern  side  of  the  river  during  the 
autumn  of  1916 ;  but  the  track  did  not  reach  the  bridge 
site  until  the  end  of  October ;  cold  weather  set  in 
shortl}^  after,  and  there  was  barely  time  to  construct 
the  foundation  for  abutment  1.  Excavation  for  this 
foundation  was  carried  to  a  depth  of  over  10  feet, 
through  frozen  clay  and  silt,  to  the  solid  rock.  The 
concrete  was  placed  during  the  second  week  in  De- 
cember, and  in  very  cold  weather ;  but  the  materials 
had  been  heated,  the  mass  was  large  and  the  result 
was  entirely  satisfactory ;  as  found  from  a  careful 
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iiisjiection  the  following  spring.  The  abutment  was 
completed  during  the  month  of  April,  1917. 

Operations  at  pier  2  were"  begun  on  April  10th, 
and  under  very  adverse  circumstances;  for  the  river 
was  then  at  elevation'  328.0,  or  10  feet  above  the  aver- 
ao-e  rock  surface  at  this  point :  and  the  rock  was  cov- 
ered with  a  solid  mass  of  ice,  25  feet  thick.  However, 
it  was  necessarv  to  get  ahead  with  the  work  as  rapidly 
as  possible ;  so'  the  ice  was  excavated,  and  the  rock 
was  bared  bv  May  5th,  at  which  date  the  water  had 
fallen  to  elevation  325.0.  Although  the  ice  walls  of 
the  excavated  shaft  appeared  to  be  perfectly  solid 
throughout,  the  water  percolated  through  and  stood 
at  the  same  elevation  as  that  in  the  open  river  channel ; 
but  it  was  perfectly  still,  without  current  or  surge.  A 
timber  caisson,  conforming  on  the  bottom  to  the  irreg- 
ularities of  the  rock  surface,  was  then  constructed; 
and  all  small  openings  therein  were  sealed  by  sheet 
piling,  carefully  scribed  and  driven  so  as  to  broom  the 
ends  thereof.  Every  inch  of  the  rock  surface  inside  of 
the  caisson  was  then  picked  with  needle  bars,  to  in- 
sure that  it  was  entirely  clear  of  ice ;  and'  heated  con- 
crete was  deposited  by  deep-sea  buckets.  The  rock 
surface  at  this  pier  had  previously  been  carefully  ex- 
amined during  low  water,  and  found  to  be  absolutely 
sound  ;  thus  every  confidence  may  be  placed  in  the- 
fouiidation.  The  footing  for  this  pier  was  completed 
on  May  9th  ;  the  construction  of  the  main  shaft  thereof 
offered  no  difficulties,  and  was  effected  without  in- 
cident. 

At  i)icr  3,  no  difficulties  incident  to  water  or  ice 
were  encountered ;  for  work  at  this  point  was  not 
started  until  June  29th;  but  there  was  a  horizontal 
fissure  in  the  rock  at  about  elevation  322.0,  which 
necessitated  blowing  up  by  dynamite  the  overlying 
mass.  This  resulted  in  giving  an  entirely  satisfactory 
though  very  irregular  foundation,  to  which  the  foot- 
ing for  the  pier  was  made  to  conform. 

Excavation  for  abutment  4  was  commenced  on 
Tune  14th,  and  was  carried  through  about  10  feet  of 
frozen  clay,  silt  and  boulders  to  the  solid  rock..  The 
footing,  up  to  elevation  341.5,  was  completed  July  21st. 

The  i)it  gravel,  used  throughout  on  this  work,  was 
invariably  frozen  and  required  to  be  thawed  by  steam  ; 
thus  all  of  the  concrete  was  placed  warm,  and  with 
most  gratifying  results ;  for,  on  removal  of  the  forms, 
not  a  single  bad  spot  was  discovered. 

The  butterfly  wing  walls  of  the  abutments  were 
reinforced  by  twisted  steel  rods,  one  inch  square, 
l)laced  3  inches  from  the  rear  surface.  There  were 
horizontals,  6  inches  apart,  wired  to  verticals,  3  feet 
af)art.  In  addition,  two  such  rods  were  placed  along 
the  upper  edge  of  the  wings. 

'i'he  total  quantity  of  concrete  in  the  work  is  about 
3,000  cubic  yards;  and,  of  reinforcing  steel  in  the  wing 
walls,  2,300  lbs. 

General 

'['lie  laying  out  of  the  work  was  dif^icult  and  tedi- 
';us.  owing  to  the  irregularity  of  the  ground  and  to 
the  necessity  of  locating  i)ier  3  by  triangulation  ;  but 
tlic  instrument  work  was  done  with  such  care  and 
p^rccision  that  all  imijortant  dimensions  and  distances 
were  afterwards  found  to  be  practically  exact.  In 
locating  the  centre  line  of  bed  jjlates  on  pier  2,  and 
that  f)f  the  shoe  castings  on  ])ier  3,  where  great  ac- 
<  iira(  y  was  desired,  the  piano-wire  method  of  measure 
mcnt  was  used,  taking  into  account  the  |)ull  on  the 
(  i)d>  of  the  wire  and  the  corres|)onding  sag,  as  deter 
niinetl  on  a  level  surface,  and  making  the  proper  cor 


rection  for  temperature.  The  distance  between  centres 
of  bearings  on  piers  2  and  3  was  afterwards  found  to 
agree  with  the  steel  structure,  as  built,  within  5/16 
inch.  It  had  been  specified  that  the  centre  line  of  the 
expansion  shoes  should  coincide  with  that  of  the  cor- 
responding bed  plates  at  a  temperature  of  30  degrees, 
Fahrenheit ;  and,  on  inspection,  with  the  thermometer 
at  zero,  the  centre  line  of  the  roller  shoes  at  pier  2 
was  found  to  be  exactly  1^  inches  northerly  of  the 
centre  line  of  the  bed  plates,  instead  of  15/16  inch,  the 
amount  of  contraction  in  the  steel  work  in  400  feet 
for  a  fall  in  temperature  of  30  degrees.  Thus  the  dis- 
tance between  the  bearings  was  too  great  by  5/16  inch. 
If  there  had  been  any  appreciable  error  in  the  setting 
of  the  bearings  on  these  piers,  it  could  have  been  recti- 
fied, as  provision  had  been  made  for  jacking  up  the 
structure,  if  necessary;  but,  as  the  dead  load  reactions 
here  are  about  -500  tons  each,  and  the  shoes  very  awk- 
ward to  move,  any  such  adjustment  after  erection 
would  have  been  difficult  and  expensive. 

The  entire  work  has  been  under  the  general  super- 
vision of  Mr.  W.  A.  Bowden,  Chief  Engineer,  Depart- 
ment of  Railways  and  Canals,  Ottawa ;  and  of  Mr. 
J.  W.  Porter,  Chief  Engineer,  Hudson  Bay  Railway, 
The  Pas.  It  was  designed  in  full  detail  by  the  writer, 
who  has  been  retained  throughout  for  consultation  in 
connection  therewith.  The  superstructure  was  fabricat- 
ed and  erected  by  the  Canadian  Bridge  Company,  Ltd., 
A'Valkerville,  Ont.  Mr.  T.  B.  Campbell,  Bridge  Engi- 
neer, Hudson  Bay  Railway,  was  in  charge  of  the 
bridge  site,  under  whose  immediate  supervision  the 
concrete  work  was  constructed,  and  by  whom  all  lines 
and  elevations  for  the  erection  of  the  steel  work  were 
given ;  Mr.  I.  E.  Mahon  was  the  Superintendent  of 
Erection  for  the  bridge  company ;  and  Mr.  James  Carr, 
representative  of  the  Canadian  Inspection  and  Testing 
T-aboratories,  Limited,  attended  to  the  field  inspection. 
The  entire  work  has  been  carried  out  without  loss  of 
life  and  without  a  serious  accident. 

Great  credit  is  due  to  Messrs.  McDonald  Brothers, 
for  the  excellence  of  the  concrete  work ;  to  Mr.  Camp- 
bell, for  the  accuracy  of  his  lines  and  elevations,  and 
for  his  efficient  supervision ;  to  the  engineers  of  the 
bridge  company,  for  their  splendidly  conceived  and 
carefully  prepared  scheme  of  erection ;  to  the  shops, 
for  the  neatness  and  accuracy  of  workmanship ;  finally, 
to  Mr.  Mahon,  for  his  skill  and  care  in  handling  under 
difficulties  this  important  and  somewhat  unusual  piece 
of  erection  work. 


The  first  quarter  of  the  year  has  not  opened  well 
for  the  Montreal  building  trade,  judging  by  the  civic 
l)ermits.  Last  month  the  total  was  $241 '660,  a  de- 
crease of  $101,800,  while  the  value  for  the  three  months 
was  $434,815,  a  decrease  of  $561,105.  More  work,  how- 
ever, is  coming  out.  but  is  not  of  much  importance. 
While  it  looks  as  if  there  will  be  a  little  activity  in  the 
construction  of  schools  and  churches,  at  the  moment 
the  outlook  for  heavy  construction  is  not  satisfactory. 
Montreal  contractors,  so  far,  have  not  1)een  entrusted 
with  so  many  out-of-town  contracts  as  was  the  case  in 
tlu-  two  previous  years,  but  they  are  hoping  that  the 
government  office  at  Ottawa  will  come  their  wav. 
-Sonic  three  or  four  bids  from  Montreal  firms  arc  in. 
Prices  of  building  sui)i)lics  are  liiglicr,  due  in  some  de- 
gree to  increased  transportation  charges  and  wages. 


A  coini)any  is  being  promoted  foi-  the  construction 
ol  idiu  rete  vessels  in  Vancouver. 
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Motor  Trucks  and  Highway  Transportation 

—  By  Maurice  B.  Greenough*  ■ 


THE  latest  report  of  the  Bureau  of  Railway  Eco- 
nomics for  the  Railroads'  War  Board  shows 
loaded  car  in  August,  1917,  was  27.9,  2.6  tons 
■  that  the  number  of  tons  of  freight  carried  per 
more  than  for  the  corresponding  period  in  1916.  For 
.he  same  comparative  months,  the  average  trainload 
tonnage  rose  from  646  to  686.  Again,  for  the  month  of 
August  the  average  freight  locomotive  daily  run  in- 
creased from  68.8  in  1916  to  69.4  in  1917.  In  1915  the 
(hiily  average  was  slightly  over  64  miles  per  day.  The 
daily  run  of  freight  cars  decreased  between  August, 
1916-17  from  27.5  to  27.1  miles. 

These  figures  represent  the  outcome  of  the  rail- 
roads' endeavors  to  increase  hauling  efificiency.  Ex- 
cess car  loading,  more  careful  stowing  of  freight,  sail- 
ing days  for  less  than  carload  shipments,  and  other 
agencies  all  contributed.  V>ut  examine  the  reports  of 
unfilled  car  requisitions  on  the  first  of  these  months  in 
Vn7: 

■May    148,216 

lun'e    106,649 

July    77,082 

August  .  . .-.   33,776 

September  *.   40,000 

October    70,000 

.  November    140,000 

Compare  the  shortage  of  nearly  34,000  cars  on  Au- 
gust 1,  the  season  of  maximum  car  supply,  with  the 
situation  on  the  1st  of  August,  1915.  There  was  then  a 
surplus  of  265,000  cars. 

Excess  Demand  for  Transportation  Growing 

Commenting  on  the  car  shortage  of  November  1, 
Railway  Age  Gazette  says :  "The  conclusion  is  obvious. 
Increases  in  traffic  are  again  occurring  faster  than  in- 
creases in  transportation  efificiency.  Under  present 
conditions  that  means  that  the  excess  demand  for 
transportation  over  the  supply  of  it  is  growing." 

Translating  the  car  shortage  of  November  1  in 
terms  of  tonnage  withheld  from  movement,  there  were 
approximately  3,906,000  tons. of  all  commodities;  5,700 
freight  trains  above  the  available  supply  were  required. 

These  are  the  facts  on  railroad  hauling  capacity  to- 
day.   What  of  the  future? 

The  best  railroad  officials  expect,  or  even  hope  to 
do,  in  the  coming  year  is  to  add  enough  new  locomo- 
tives and  freight  cars  to  replace  what  is  forced  to  be 
scrapped  through  entire  lack  of  utility.  If  every  car- 
rier were  able  to  pay  spot  cash  for  new  equipment  it 
could  not  be  secured,  and  there  is  a  threatening  short- 
age in  materials  available  for  repair  and  maintenance  of 
track  and  rolling  stock.  Four  new  locomotives  were 
recently  delivered  to  the  Eastern  division  of  the  Penn- 
sylvania Railroad,  delivery  on  which  Avas  to  have  been 
last  February.  On  the  same  division  between  30  and 
40  locomotives  were  thrown  out  of  commission  in  the 
recent  cold  snap  by  frozen  tubes.  At  a  time  when  cars 
and  engines  are  working  more  miles  per  day  than  ever 
before,"approximately  10  per  cent,  less  are  awaiting  re- 
pairs in  the  shop.  According  to  the  report  of  the  chief 
inspector  of  locomotives  to  the  Interstate  Commerce 
Commission,  there  are  54.5  per  cent,  of  locomotives  in 

'Chief  Engineer,  National  Paving  Briclc  Manufacturers'  Association, 
Cleveland. 


service  that  are  defective,  7.5  per  cent,  more  than  a  year 
ago.  . 

Railway  Age  Gazette  addresses  itself  to  the  ques- 
tion:  "Have  the  railways  reached,  or  are  they  closely 
approaching,  the  limit  of  their  capacity  with  their  pres- 
ent facilities  ?"   It  says : 

Railroads  Approach  Limit  of  Capacity 

"The  railways  as  a  whole  are  still  increasing  the 
amount  of  traffic  they  are  handling;  and  nobody  can 
compare  the  statistics  of  car  capacity  with  those  of  the 
tons  actually  being  hauled  per  loaded  car,  ...  or 
the  comparative  statistics  of  different  roads,  showing 
as  they  do  that  some  roads  are  handling  more  business 
per  mile  of  track  and  per  mile  of  line  than  other  roads 
under  comparable  conditions,  without  concluding  that 
it  is  possible  to  handle  a  much  greater  tonnage  with 
existing  facilities.  But  what  is  possible  and  Avhat  is 
practicable  are  commonly  two  very  different  things; 
and  this  is  obviously  the  case  here.  .  .  .  All  the 
e\'idence  indicates  that,  under  existing  conditions,  the 
railways  are  approaching  the  limit  of  what  is  practic- 
able for  them  to  do." 

On  November  15  the  Railroads'  War  Board  issued 
Bulletin  42  to  all  railroads,  containing  14  suggestions 
for  expediting  transportation  and  relieving  shortages,- 
the  eleventh  of  which  read : 

"Encourage  the  use  of  motor  trucks  and  trolley 
lines  for  handling  short-haul  freight." 

'I'his  statement  at  once  disposes  of  the  claim  liiat 
motor  truck  transportation  will  injure  the  railroads  by 
competition.  Motor  trucks  for  short  hauls  merely  re- 
lieve the  railways  of  that  portion  of  their  business 
which  most  reduces  their  effectiveness  in  moving  car- 
load shipments  of  long-haul  commodities,  which  is  pro- 
ductive of  terminal  congestion,  and  from  which  they 
derive  the  least  revenue.  The  railroads  are  doing  their 
utmost  to  keep  freight  moving,  but  the  volume  is  too 
great.  But  they  realize  the  vital  necessity  that  the 
relief  measures  be  found,  because  they  know  that  upon 
transportation  rests  the  major  burden  of  war  prepara- 
tions and  military  maintenance.  The  ])roblem  is 
squarely  placed  before  the  public  to  provide  the  relief. 

Highway  Transportation  as  a  Means  of  Relief 

W e  have  the  highways  in  better  or  worse  condition 
for  this  service,  but,  whatever  their  condition,  we 
should  make  it  a  guiding  principle  to  ship  nothing  by 
railway  that  can  possibly  be  sent  over  the  highway. 
Approximately  50  per  cent,  of  present  freight  traffic  is 
now  directly  connected  with  war  maintenance,  and 
within  the  coming  year  it  is  expected  that  this  amount 
will  rise  to  75  per  cent.  W.  A.  Alsdorf,  secretary  of 
the  Ohio  Good  Roads  Federation,  recentl}-  said :  "If 
the  war  is  not  won  in  six  months  virtually  every  pri- 
vate shipper  will  be  forced  to  send  his  freight  over  the 
highway." 

Let  the  Cleveland-Akron  highway  in  Ohio  serve  as 
an  example  of  short-haul  relief.  In  a  recent  72-hour 
traffic  survey  504  trucks  were  observed  in  32  hours. 
Twenty-eight  different  comn|odities  were  recorded, 
aggregating  890  tons.  If  freight  cars  had  been  used, 
32  would  have  i  een  required.  But  relief  was  afforded 
equivalent  to  despatching  one  car  an  hour  alternately 
from  Cleveland  to  Akron  and  from  Akron  to  Cleve- 
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land.  This  traffic  also  was  entirely  spontaneous;  it 
was  entire!}'  without  any  encouragement  to  make  use 
of  the  advantage  other  than  the  potential  opportunity. 

A  motor  truck  traffic  of  16  vehicles  an  hour  is  lar 
below  the  capacity  of  a  substantial  highway.  If  ll-e 
traffic  were  to  be  at  the  rate  of  one  vehicle  a  minute, 
there  can  be  transported,  between  6  a.m.  and  10  p.m., 
7,200  tons  of  freight  between  Akron  and  Cleveland. 

For  every  30  days  there  is,  then,  relief  at  the  rate  of 
315  trainloads,  the  equivalent  of  five  trains  a  day  each 
way. 

To  build  an  enduring  commercial  highway  be- 
tween two  cities  50  miles  apart  requires  the  loan  of 
5,000  single  freight  car  trips  if  all  the  materials  for  the 
road  are  ini])orted.  This  assumes  a  monolithic  brick 
highway  18  feet  wide,  4-inch  brick  laid  on  4-inch  con- 
crete, without  curbing.  After  the  road  is  built  the 
original  loan  of  cars  is  repaid  in  relief  in  35  days,  and 
for  every  30  days  thereafter,  on  the  truck-a-minute 
basis,  the  same  315  trainloads  can  be  shipped.  Repro- 
duce these  illustrations  in  general  application  through- 
out the  country  and  transportation  shortage  is  a  thing 
of  the  ])ast. 

Highway  Engineer's  Field  Widened 

iJaily  reports  are  forthcoming  of  new  enterprises 
making-  use  of  highways  for  commercial  transporta- 
tion. The  highway  engineer  is  seeing  his  functions 
expanded  from  merely  those  of  a  technical  capacity  in 
design  and  construction  to  a  new  Held  wherein  he  be- 
comes a  highwa}'  transportation  engineer.  In  his  new 
relation  the  element  of  traffic  becomes  more  signifi- 
cant.   The  factor  of  economic  service  is  introduced. 

The  value  of  traffic  censuses  as  measuring-  condi- 
tions at  the  moment  and  affording  a  basis  for  estimat- 
ing future  traffic  is  widely  expounded.  There  is,  how- 
ever, little  beyond  a  general  value  in  the  theory.  There 
is  no  accurate  basis  of  correlating  the  results  of  traffic 
surveys  and  the  type  of  improvement  actually  to  be 
chosen.  Thus  we  find  not  less  than  five  or  six  differ- 
ent ty])es  of  surfacing  on  one  road  bearing  the  ^ame 
character  of  traffic  throughout  its  length.  A  theory 
which  brings  such  a  di\  ersitv  of  results  can  have  little 
of  scientific  merit  to  recommend  it. 

The  comimercial  use  of  highways  forces  a  readjust- 
ment in  our  views  of  traffic  itself.  Counting  and  class- 
fying  traffic  means  little  in  itself.  The  weight  of 
vehicles  becomes  j)aramount.  Heretofore  i)ractical 
recognition  of  vehicular  weights  has  come  from  legis- 
lative rather  than  from  scientific  bodies.  Nearly  all 
laws  restricting  weights,  however,  have  had  the  effect 
of  denying  the  use  of  highways  to  a  character  of  ser- 
vice that  the  present  transportation  predicament  of  the 
country  renders  essential  to  be  encouraged.  The  basis 
of  this  legislative  restriction  seems  to  be  that  type  of 
road  inij)rovement  which  is  cut  into  and  rutted  by 
heavy  traffic — traffic  that  re|)resents  a  practical  carry- 
ing unit. 

'J'hose  tvpes  which  arc  slnicturally  incai)al)le  of 
becoming  rutted  or  brcjken  up  arc  placed  in  the  same 
class  \)y  the  law.  The  situation  is  exactly  analogous 
to  what  would  rjbtain  if  railroad  engine  and  car 
\wights  were  to  be  restricted  to  the  load-bearinu  capa- 
city of  rails  60  pounds  to  the  yard  laid  in  a  cinder  bal- 
last, when  there  are  thousand.s  f)f  miles  of  railroad  line 
built  of  120-i)(jund  rails,  rock  ballasted,  that  are  i)ar- 
tii  ularly  intended  for  the  heaviest  rollinsj  stock. 

Railroad  engineers,  by  practice,  ha\e  demonslralcd 
that  they  have  a  clearer  grasp  of  what  is  meant  l)\ 
building  a  n.ad  to  meet  the  traffic  than  h;i\c  higliw.iv 


engineers.  They  know  the  economy  of  hauling  in  the 
larger  units,  and  so  they  correspondingly  increase  the 
strength  of  their  roadbeds  and  bridges  to  accommo- 
date more  economical  hauling. 

Classification  of  Highways  According  to  Capacity 

Under  the  new  conception  a  highway  represents  a 
potential  transportation  asset  belonging  to  the  public. 
There  should,  then,  be  a  concerted  move  on  the  part  of 
the  public  and  its  officials  to  encourage  the  use  of  the 
road  up  to  the  limit  of  its  capacity.  In  other  words,  we 
must  "dig  up  the  business  for  our  roads,"  and  adjust 
our  viewpoint  of  their  functions  to  this  attitude.  Our 
highways  will  then  be  classified  as  one-ton  roads, 
three-ton  roads,  or  five-ton  roads,  and  a  uniform  sys- 
tem of  regulation  adopted  which  encourages,  not  dis- 
courages, use. 

At  the  outset  of  applying  this  program  there  are 
thousands  of  roads  whose  capacity  of  commercial 
transportation  is  limited  by  the  particular  unfitness  of 
•a  few  miles,  either  unimproved  or  once  improved  and 
allowed  to  deteriorate.  Bringing  these  roads  into  ser- 
viceable condition  suggests  itself  as  the  first  step. 

Many  roads  are  adequately  surfaced,  but  bridges 
and  culverts  are  weak  or  defective.  The  experience  of 
the  Goodyear  Company  of  Akron,  Ohio,  in  projecting 
their  truck  line  from  Akron  to  Boston  illustrates  this 
handicap.  Because  of  w^eak  bridges  this  company  was 
unable  to  make  use  of  the  most  desirable  route — that 
through  Cleveland,  Buffalo  ,and  Albany — in  spite  of 
the  fact  that  the  distance  is  less,  the  grades  easier,  and 
the  general  character  of  the  road  surface  superior. 
Consequently,  they  were  forced  to  choose  a  road  hav- 
ing twenty  miles  of  unimproved  clay  and  three  moun- 
tain ranges  to  cross,  through  which  an  average  speed 
of  only  six  miles  an  hour  has  been  possil)le.  The  con- 
struction of  new  bridges  and  culverts  and  strengthen- 
ing those  that  are  weak  has  been  a  frequent  subject  of 
discussion,  but  this  is  now  a  time  for  action  rather  than 
prolonged  argument. 

The  great  need  for  usable  highways  suggests  an 
orderly  progress  from  improvement  in  1918,  first,  con- 
necting the  gaps  in  improved  roads;  second,  proceed- 
ing to  the  improvement  of  main  highways  between 
important  centres  for  commercial  transportation  ;  and, 
third,  extending  as  rapidly  as  possible  road  imj-jrove- 
ments  in  farming  country  as  an  aid  to  the  marketing  of 
crops,  and  without  which  increased  farm  production  is 
virtually  prohibited. 

Legislative  Encouragement  is  Necessary 

The  substitution  of  legislative  encouragement  for 
restriction  and  the  creation  of  endeavors  to  secure  a 
wider  use  of  highways  are  essential. 

The  experience  of  the  Goodyear  Tire  and  Rubber 
Company,  i)reviously  cited,  shows  that  the  cost  of 
motor  truck  hauling  to  them  has  been  less  than  the 
cost  of  express  shipping  The  saving  in  time  over  ex- 
))ress  and  freight  transportation  has  more  than  rei)aid 
the  effort.  The  public  generally  will  be  in  a  position 
to  take  advantage  of  highway  shipping  once  it  ai)pre- 
ciates  the  gravity  of  the  situation  which  calls  for  relief, 
and  the  asset  to  be  found  in  its  highways. 

'IMie  Shawinigan  Water  and  Power  Comi)any  have 
under  consideration  the  extension  of  their  carbide  and 
electrode  plants.  Operations  have  been  commenced  on 
the  large  acetic  acid  works  which  the  company  are 
t)uilding  at  Shawinigan  Falls  for  the  United  States 
Government,  and  part  of  the  electrical  equipment  has 
l.K'cn  i>urchased. 
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Hog  Raising  on  Garbage 

Profitable  Method  of  Disposal— Extracts  from 
Pamphlet  Issued  by  Commission  of 
Conservation 


THE  feeding  of  garbage  has  met  with  varying 
degrees  of  success  in  a  number  of  places  in  both 
Canada  and  the  United  States.    Jn  Canada  the 
feeding  of  garbage  to  swine  is  conducted  under 
license  and  inspection.    It  must  be  sterilized  before 
being  fed.   The  method  of  sterilization  employed  is  to 
thoroughly  boil  the  garbage  before  feeding. 

The  following  is  section  88^4  of  the  Animal  Con- 
tagious Diseases  Act : 

"The  feeding  of  swine  upon  garbage  or  swill,  eitlier  raw 
or  cooked,  obtained  elsewhere  than  on  the  premiises  where 
fed,  is  prohibited,  unless  special  permission  is  first  obtained 
from  the  Veterinary  Director-General." 

Much  of  the  most  valuable  garbage  is  already  being- 
used,  as  there  are  at  present  a  number  of  licensed  gar- 
bage feeders  in  the  neighborhood  of  many  of  the  cities 
in  Canada,  who  contract  with  the  hotels,  restaurants, 
and  larger  boarding  houses  for  their  kitchen  refuse. 

Another  point  which  must  not  be  lost  sight  of  is 
that  the  amount  of  garbage  from  cities  and  towns  has 
recently  been  materiallv  reduced  by  the  practice  of 
economy  and  the  high  cost  of  foodstuffs. 

.\t  Saskatoon,  Sask.,  two  men  have  built  good  pig- 
geries and  boiling-  rooms  just  outside  the  city  limits. 
The  city  charges  each  man  a  $25  permit  fee  and  in- 
spects the  feeding-  premises  twice  a  month. 

Writings  to  the  Commission  of  Conservation  re- 
garding garbage  feeding  at  Saskatoon,  .'\rthur  Wilson, 
medical  health  officer,  and  W.  H.  Orme,  city  veterin- 
ary inspector,  state  that : 

"There  are  from  500  to  800  hogs  fed  all  the  time,  and 
during  the  past  three  months  there  were  over  400  hogs  fat- 
tened upon  boiled  garbage  mixed  with  a  small  amount  of 
grain  and  sold  from  both  places.  A  conservative  estimate 
would  at  least  be  1,600  hogs  fattened  and  marketed  during 
the  year.  This  is  quite  an  addition  to  the  bacon  supply  for  the 
year  from  one  small  city,  and  all  from  garbage  formerly  re- 
moved to  the  nuisance  ground  at  the  city's  expense. 

"In  this  city  the  feeding  of  boiled  garbage  to  hogs  ac- 
ciirding  to  our  by-law  has  proven  eminently  successful,  and  if 
this  method  were  to  be  put  into  effect  in  every  town  and  city 
in  Canada  (which  could  very  easily  be  done)  the  hog  produc- 
tion could  be  very  greatly  increased  this  summer." 

During  the  summer  of  1917,  Professor  G.  E.  Day, 
of  Gueloh,  visited  Worcester,  Mass.,  and  Grand 
Rapids,  Mich.,  for  the  purpose  of  studying  the  gar- 
bage feeding-  operations  conducted  there,  and  has 
kindly  supplied  the  Commission  of  Conservation  with 
the  folloM'ing-  notes  regarding  their  methods  of  feed- 
ing, housing,  breeding,  etc. : 

Feeding  Garbage  at  Worcester,  Mass. 

The  home  farm,  an  institution  for  caring  for  the 
city's  indigent  poor,  and  containing  about  600  acres,  is 
the  location  used  for  feeding  the  garbage.  The  gar- 
bage is  collected  with  teams  and  hauled  to  the  farm.  A 
falling-  off  of  about  40  per  cent,  has  been  noted  last 
year  as  compared  with  the  amount  of  garbage  collected 
a  few  years  ago.  The  farm  feeds  about  3,000  pigs  and 
carries  about  700  .sows,  which  are  bred  twice  a  year, 
some  farrowing-  in  steam-heated  pens  during  the  win- 


ter months.  The  garbage  is  fed  raw,  which  is  claimed 
to  be  the  best  way  of  handling-  it.  Cholera  and  kindred 
ailments  are  prevented  by  immunigation.  The  pigs 
are  given  a  serum  treatment  at  six  weeks  old  and  later, 
when  they  are  about  three  months  old  or  when  they 
should  weigh  about  40  pounds,  a  serum  and  virus 
treatment. 

It  requires  about  ten  men  to  take  care  of  the  pigs, 
three  of  whom  are  kept  busy  cleaning  the  pens  and 
hauling  away  manure.  The  superintendent  is  very 
enthusiastic,  and  claims  that  at  the  present  price  of 
hogs,  garbage  is  worth  $10  per  ton,  and  states  that, 
under  riormal  prices,  if  he  could  get  garbage  laid  down 
at  the  feeding  grounds  for  $1  per  ton  he  could  guaran- 
tee a  200  per  cent,  return  on  the  capital  investment. 
In  1914  the  farm  sold  $38,000  worth  of  hogs  and  in 
1917  over  $50,000. 

Garbage  Contracts  at  Grand  Rapids,  Mich. 

The  city  of  Grand  Rapids  has  made  rules  defining 
what  is  meant  by  garbage  and  the  method  which  the 
householder  is  required  to  follow  in  his  disposal  of  it. 
In  substance  these  rules  are : 

Garbage  is  held  to  mean  solids  and  liquids  arisihg 
from  the  treatment  of  vegetable,  fruit,  fish,  meats,  or 
any  waste  materials  that  would  attend  the  prepara- 
tion, use,  cooking-  or  storing  of  household  provisions. 
If  any  material  should  be  nut  in  the  garbage  cans  other 
than  as  specified  under  the  head  of  garbage,  the  col- 
lectors will  refuse  to  take  it,  and  the  same  must  be  dis- 
posed of  by  calling-  a  special  collector,  for  which  a  fee 
of  25  cents  will  be  charged.  Otherwise  the  garbage 
will  be  collected  twice  a  week  by  the  city  free  of 
charge.  It  may  be  added  that  the  citizens  are  pro- 
hibited from  disposing-  of  garbage  to  any  person  or 
persons  other  than  the  city. 

For  transporting-  the  garbage  50-ton  steel  railway 
cars  are  used.  For  emptying  the  collecting  tanks  into 
the  cars  a  hoisting  device  with  a  track  running  over  the 
cars  makes  it  possible  to  perform  this  operation  very 
quickly. 

At  present  the  stock  on  the  farm  comprises  300 
cattle,  400  sheep,  and  700  pigs,  but  there  is  not  quite 
enough  garbage  to  supply  the  requirements  of  all,  and 
a  certain  amount  of  hay  has  been  purchased  for  the 
cattle  and  sheep,  though  it  is  claimed  that  these  latter 
])refer  garbage  to  hay. 

Purchased  hogs  do  not  thrive  so  well  upon  garbage 
as  those  bred  from  garbage-fed  sows,  and  sows  in  pig 
freshly  put  on  garbage  diet  are  very  apt  to  lose  their 
litters.  This  necessitates  the  carrying  of  a  large  num- 
ber of  sows  through  from  year  to  year  and  at  least  one 
mature  boar  for  each  fifty  sows.  According  to  esti- 
mates, one  ton  of  garbage  will  feed  50  hogs  of  all  ages 
one  dav.  and  one  ton  will  feed  33  hogs  one  day  during 
the  finishing-  stage. 

Quite  a  number  of  cities  in  the  United  States  dis- 
pose of  their  garbage  by  a  similar  method  to  that  de- 
scribed above.  Arlington,  Mass.,  Lowell,  Mass.,  Pro- 
vidence. R.I.,  all  dispose  of  their  garbage  to  private 
companies,  who  feed  it  to  live  stock. 


The  Oliver  Trading  and  Mining  Company,  of  Mex- 
ico City,  Mexico,  sent  a  shipment  of  200  tons  of  silver- 
gold  ore,  valued  at  $90,000,  from  Mexico  to  the  Lady- 
smith  smelter,  Vancouver  Island,  only  to  find  that  plant 
closed  down-  The  ore  was  brought  to  ^^ancouver  and 
is  being  shi|)ped  back  to  California,  and  from  there  to 
a  smelter  at  Douglas,  .\rizona,  where  it  is  hoped  the 
plant  will  be  able  to  take  care  of  it. 
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Construction  Features  Maisonneuve  Factory 

Work  on'American  Can  Plant  Finished  to  Schedule  in  Spite  of  Delays — 
Concrete  Placed  by  Buggies — Interesting  Specialties  Used  in  Erection 


ONE  of  the  buildings  erected  in  the  Montreal 
district  during  the  past  season  that  is  well 
worthy  of  mention,  is  the  reinforced  concrete 
factory  building  for  the  American  Can  Com- 
])any  in  Maisonneuve,  P.Q.  The  main  building  is 
310  ft.  X  90  ft.,  four  storeys  and  basement  high,  of 
four-way  mushroom  type,  flat  slab  construction.  An 
adjoining  building,  the  loading  shed  and  garage,  was 
also  built  in  reinforced  concrete. 

The  contract  was  let  on  May  28th,  1917,  to  the 
general  contractors,  the  Norcross  Brothers  Company, 
Montreal,  with  a  penalty  and  bonus  clause  in  the  con- 
tract for  completion.  In  order  to  get  a -clear  field  on 
the  site  for  the  main  building  it  was  first  necessary 
to  erect  the  loading  shed  and  garage.  This  loading 
shed  and  garage  were  erected  substantially  complete 
by  July  10th,  and  it  might  ])c  said  the  main  building 
was  commenced  about  July  15th,  and  was  turned  over 
to  the  owners  on  December  1st,  a  period  of  4^/2  months. 

In  considering  the  erection  program  the  contrac- 
tors gave  very  careful  thought  to  the  question  of  spout- 
ing the  concrete  or  distributing  it  by  buggies,  and 
partially  because  the  engineer  preferred  placing  by 
buggies  they  decided  to  adopt  this  method.  Needless 


Kig.  1  Showing  Main  Buildina  nearing  completion. 

to  say,  it  was  very  satisfactory,  both  as  to  time  and 
cost. 

Spacers  Used  in  Placing  Reinforcement 

Reinforcement  consisted  of  rbund  munition  steel, 
the  longest  lengths  being  45  feet.  There  were  sev- 
eral interesting  specialties  used  in  construction,  among 
thcin  being  spacers  made  of  strap  iron,  which  cor-- 
rcctly  space  and  hold  immovable  the  slab  steel,  also 
acting  as  a  chair  t(^  locate  the  reinforcement  properly 
ill  the  slab.  ShHted  ceiling  inserts  were  used  in  the 
< ciiiiigs,  and  in  the  columns  5^-inch  threaded  inserts. 
All  vertical  column  reinforcement  was  clamped,  two 
clamps  to  each  rod.  l-'ig.  2  shows  very  clearly  the 
design  (if  1I1C  rein  forcing. 


With  the  exception  of  the  top  floor  all  the  floors 
were  impregnated  with  floor  hardener,  and  these  floors 
were  installed  by  the  "Monolithic"  method,  which  con- 
sists of  trowelling  the  slab  and  finishing  the  top  sur- 
face within  twenty-four  hours  after  the  slab  has  been 
poured,  the  floors  then  being  protected  with  a  2-inch 
layer  of  wet  sawdust.  The  top  floor,  which  contains 
the  lithographing  department,  was  a  composition  floor, 
by  the  Special  Service  Flooring  Corporation. 

Windows  and  steel  partitions  are  of  Lupton  de- 
sign, steel  partitions  being    used    to    enclose  wash 


Fig.  2.  Showing  Method  of  Slab  Reinforcement. 


rooms,  locker  rooms,  machine  shop  and  various 
smaller  enclosures,  such  as  the  main  switch  room, 
etc.  The  roofing  consists  of  the  Canadian  H.  W. 
Johns-Manville  Company's  5-ply,  with  asbestile  flash- 

The  coal  bunkers  are  so  designed  as  to  minimize 
the  handling  of  the  coal.  Two  tracks  are  run  over 
the  top  of  the  bunkers,  with  hatchways  between  the 
rails,  so  that  the  coal  cars  may  be  dumped  directly 
into  the  bunkers.  Fig.  3  shows  the  bunkers  partly 
finished. 

Mechanical  Trades 

The  plumbing  fixtures  are  of  the  very  best  type 
of  vitreous  enamelled  ware,  with  the  most  modern 
fittings,  valves,  etc.  In  the  heating .  arrangement 
boilers  were  put  in  large  enough  to  supply  heat  for 
not  only  the  new  building,  but  the  old  as  well.  The 
heating  consists  entirely  of  wall  radiation  placed  under 
the  windows.  The  electric  wiring  is  all  of  the  ex- 
posed system,  and  can  be  easily  rearranged  to  suit 
requirements  for  the  disposition  of  machines. 

For  fire  protection  purposes  sprinklers  are  pro- 
vided on  every  floor,  automatic  fire  doors  at  the  stairs, 
and  peele  type  elevator  doors.  As. added  protection 
in  some  cases,  such  as  the  bridge  connecting  the  old 
with  the  new  building,  and  in  the  garage,  rolling  steel 
doors  were  installed. 

A  building  law  made  it  necessary  that  the  build- 
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Fig.  '.'i  Showing  Coal  Bunkers  in  the  foreground. 

ing  be  erected  14  feet  back  from  the  ordinary  build- 
ing line,  which  gave  the  engineer  an  opportunity  to 
get  excellent  daylight  into  his  basement.  A  wrought 
iron  fence  was  erected  on  the  street  line,  and  from 
there  the  ground  was  sloped  down,  so  that  large 
windows  could  be  installed  in  the  basement,  and  the 
basement  is  nearly  as  well  supplied  with  daylight  as 
any  of  the  other  floors. 

Sub-contractors 

Cement  floors  were  Idid  by  the  Builders  Material 
Supply  Company.  Other  sub-contractors  were  as  fol- 
lows : — Windows,  steel  partitions,  elevator,  fire  and 
rolling  steel  doors,  the  A.  B.  Ormsby  Co.,  Ltd.;  roof, 
the  Canadian  H.  W.  Johns-Manville  Co.,  Ltd.;  plumb- 
ing and  heating,  W.  G.  Edge  Limited;  electric  wiring, 
the  Canadian  Comstock  Co. ;  sprinklers,  the  Canadian 
General  Fire  Extinguisher  Co. 

The  contractors  laid  out  a  definite  time  schedule 
in  detail  for  completion  of  the  whole  work,  furnishing 
all  sub-contractors  with  the  same.  Although  a  delay 
occurred  of  a  little  over  a  month  in  delivery  of  rein- 
forcing steel ;  while  a  carpenters'  strike  caused  a  further 


Fig.  4  Showing  interior.  Note  flare  of  columns  and  drop  of  floor  slab. 


delay  oi  a])|)ni\iinaUly  ten  flays;  and  must  un- 
seasonable weather  was  experienced  during  construc- 
tion, the  contractors  were  able  to  deliver  the  building 
to  the  owners  in  the  time  agreed.  This,  of  course, 
could  not  have  been  done  without  the  active  co-opera- 
tion of  the  sub-contractors. 


The  Proposed  Government  Office  Building 
At  Ottawa 

THE  Department  of  Public  Works  have  called  for 
tenders  for  the  erection  of  an  office  building 
at  Ottawa  on  the  corner  of  Queen  and  O'Con- 
for  the  Dominion  Government  to  be  erected 
nor  Streets.  The  building  will  be  200  ft.  x  100  ft.,  nine 
storeys  and  basement,  and  have  about  700  rooms.  It 
is  estimated  that  the  cost  will  be  $1,500,000.  The  foot- 
ings and  basement  walls  will  be  of  concrete  thoroughly 
\\'atcrproofed.  The  .skeleton  will  be  of  structural  steel 
wrapped  with  wire  mesh  and  encased  in  concrete. 
The  external  walls  will  be  of  terra  cotta  and  the  out- 
side masonry  will  be  grey  granite,  tooled  six  teeth  to 
the  inch,  up  to  and  including  the  plinth.  The  balance 
of  the  masonry  will  be  of  a  grey  or  buf¥  brick  with 
a  lime  or  sandstone  trim  selected  by  the  architects. 

The  floor  throughout  will  be  of  reinforced  con- 
crete inches  thick — the  section  area  of  steel  being 
.27  square  inches  per  foot.  The  roof  slab  will  be  4 
inches  thick  and  have  a  section  area  of  .25  square 
inches.  Where  the  concrete  floors  are  left  exposed 
they  have  a  3/2-inch  finish  of  concrete  treated  with  a 
waterproof  hardener,  expansion  joints  of  felt  and 
asphalt  being  provided  every  TO  feet. 

The  floors  to  the  corridors  and  stair  landings  w  :'-' 
be  of  1^  inch  terrazzo.  The  oflices  will  be  covered 
with  battleship  linoleum  cemented  to  the  floor  and 
nailed  to  bevel  strips  set  in  the  floor  at  the  openings. 
The  main  entrance  floors  will  be  treated  with  Can- 
adian quarried  marble  and  have  a  wainscotting  and 
dado  of  the  same  material. 

The  roof  will  be  of  tarred  felt  and  gravel,  and  the 
contractors  undertake  to  keep  it  in  repair  for  five 
years.  Bronze  thresholds,  ornamental  iron  ballus- 
trades  with  brass  hand  rails  and  ornamental  iron 
grills  to  the  windows  are  called  for  in  the  specifica- 
tions. The  base,  picture  mould,  doors  and  archi- 
traves to  the  openings  are  to  be  Kalamein  iron. 

A  vacuum  cleaning  outfit  is  to  be  provided.  The 
heating  is  a  two-pipe  vacuum  steam  system,  with  two 
Plenum  ventilating  apparatus,  and  calls  for  five  steam 
boilers,  66  inches  in  diameter  and  16  feet  long. 

The  electric  wiring  provides  for  the  wiring  and 
necessary  fittings  for  electric  lights,  electric  bells,  tele- 
phones, fan  motors,  motor  generators,  storage  batteries 
and  fire  alarms. 


Purifying  Water  by  Electrolysis 

There  has  been  recently  placed  on  the  market  an 
appliance  for  sterilizing  drinking  water.  It  is  also  said 
to  remove  taste,  odor,  color,  and  hardness,  and  elec- 
trolysis is  employed  as  the  sterilizing  agent.  The  ap- 
'pliance  consists  of  a  large  glass  jar,  provided  with  a 
faucet  and  an  electrode  member.  The  latter  consist'^ 
of  two  plates,  which  are  wired  to  the  nearest  source  of 
lighting  current.  In  operation  the  jar  is  filled  with 
water  and  the  current  turned  on.  Depending  on  the 
amount  of  electrolyte  salts  in  the  water,  a  gallon  of 
water  can  be  purified  in  from  ten  to  thirty  minute.-, 
and  five  gallons  can  be  handled  at  one  filling. 
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Three  Rivers  Steel  Foundry 

OXI^.  of  the  first  firms  to  establish  a  war  industry 
in  the  city  of  Three  Rivers,  P.Q..  was  the  Three 
River  Steel  Foundry  Company,  Ltd.,  who.  hav- 
ing- entered  into  a  contract  with  the  lm])erial 
Munitions  Board,  erected  a  plant  in  that  city  and  com- 
menced their  operations  in  August,  1917.  The  capital 
stock  of  the  com])any  was  fixed  at  $100,000,  and  they 
spent  $162,000  on  the  construction  of  their  foundry, 
having  been  granted  favors  by  the  city. 

The  shop  is  200  ft.  x  90  ft.  in  plan,  50  ft.  high,  and 
is  divided  by  a  longitudinal  row  of  interior  columns 
into  two  sections — one  58  ft.  wide  and  the  other  32  ft. 
wide.  The  latter  section  contains  the  melting  fur- 
naces, the  machine  shop,  and  the  power-house. 

Oil-Burning  Furnaces  Used 
'J'he  furnaces  are  heated  by  crude  oil',  and  are  built 
in  cart  crate  and  granboig  bricks.  They  are  four  in 
number,  each  pair  being  used  to  heat  one  horizontal 
melting  basin  with  a  capacity  of  25  tons.  The  pig  iron 
is  brought  to  the  basins  by  means  of  small  cars,  which 
are  hauled  on  a  concrete  side  platform.  The  cars  are 
operated  by  an  electric  motor,  and  the  platform,  in 
which  rails  are  sunk,  is  reinforced  with  steel  I-beams. 
At  the  back  of  the  foundry  there  is  another  furnace, 
where  the  sand  heads  placed  on  the  top  of  the  moulds 
are  tired  to  a  temperature  of  150  degrees. 

The  machine  shop  is  equipped  with  two  lathes  and 
li\  e  cutting-off  machines  to  give  the  wrought  shell  the 
specified  dimensions.  In  a  near  future  two  other  cut- 
ting-ofY  machines  for  billet  blanks  will  be  added. 

In  the  machine  room  are  a  250  h.p.  electric  motor, 
operating  an  Ingersoll-Rand  air  compressor,  12}^  and 
20;4  X  18,  Xo.  19193,  class  BB2,  and  a  60  h.p.  electric 
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motor.  ii>ed  t<;  oi)erate  the  cutting-ofT  machines.  The 
cluctric  motr)rs  were  sui)i)lic(l  by  the  Allis-C  halmers 
r.ullock  (  Vjmpany.  Ltd.,  of  Montreal.  In  the  machine 
shop,  beyond  the  lathes  and  cutting-otT  machines,  there 
are  also  ;i  i)oring  machine  and  a  |)laner.  The  company 
has  provided  for  accident  to  the  electric  motor  by  in- 
stalling a  loccjinobile  strong  enough  to  operate  the  cut- 
ting-off  machines.  This  engine  was  sui)i)Iied  bv  the 
I'afjiu't  Company,  rhiebec. 


The  main  bay  is  58  ft.  on  the  centres  of  columns, 
which  support  the  plate  girders.  It  has  no  second  floor. 
A  35-ton  horizontal  travelling  crane  runs  on  full-length 
tracks,  supported  by  the  girders.  / 

The  columns  in  the  centre  row  are  proportioned  for 
maximum  dead  load,  besides  a  wind  stress  on  the  pro- 
jected area  of  the  building-.  Each  column  was  erected 
in  two  sections,  the  upper  one  reaching  from  the  run- 
ning girder  to  the  top  of  the  roof.  The  lower  one  is 
really  made  with  two  separate  columns,  connected  by 
solid  bracing".  The  girder  runs  in  the  centre,  and  bears 
upon  the  two  columns. 

The  roof  truss  is  supported  by  the  upper  section  of 
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the  columns,  and  the  cantilever  truss  extends  over  the 
smaller  section  to  the  outside  brick  wall. 

The  walls  on  the  east  and  north  sides  of  the  foundry 
are  made  of  concrete  blocks,  which  were  furnished  by 
Mr.  Paul  Dumoulin,  Three  Rivers.  The  west  and 
south  walls  are  of  common  red  brick,  which  were  fur- 
nished by  the  Citadel  Brick  Company,  Quebec,  at  $11 
per  thousand-  The  window-sills  are  in  reinforced  con- 
crete, with  J/^-in.  reinforcement.  This  was  decided 
upon  on  account  of  the  vibration  caused  by  the  travel- 
ling crane.  The  roofing  is  hardwood,  2  in.  x  3  in., 
covered  with  a  special  rubber  paper.  In  the  centre  of 
the  main  bay  there  is  a  large  concrete  platform,  18  in.  x 
13  ft.  X  135  ft.,  on  which  moulds  are  placed  in  three 
rows  across  the  width.  The  melting-  steel  is  run  into 
the  inoulds  by  means  of  a  pot  attached  to  the  30-ton 
travelling  crane.  The  capacity  of  the  pot  is  25  tons. 
The  crane  is  operated  by  two  15  horsc-i)'Ower  electric 
motors. 

I'^our  crude  oil  tanks  are  situated  on  the  western 
side  of  the  foundry.  Their  collective  capacity  is  60,000 
gallons.  When  one  melting-  basin  is  used  the  company 
l)urns  18,000  gallons  of  oil  per  week  ;  when  the  two  are 
in  operation,  30,000  gallons  per  week. 

When  in  the  moulds  the  shells  are  some  21  inches 
long,  and  their  weight  is  205  ])ounds.  After  icooling 
they  are  taken  ,to  the  cutting-of¥  machines,  where  they 
are  cut  to  a  length  of  17  inches,  reducing  their  weight 
to  162  pounds-    Planers  are  also  used  to  remove  any 


April  17,  1918 


THE   CONTRACT  RECORD 


deformation  in  the  shell  if  necessary.  The  rejected 
shells  are  sent  back  to  the  melting  basin. 

The  crane  was  furnished  by  the  Lythe  Engineering- 
Company,  Montreal,  and  the  machines  by  the  London 
Machine  Tools  Company,  London,  Ont.  The  steel  for 
the  erection  of  the  plant  was  supplied  by  the  Plioenix 
Bridge  Company,  Montreal,  and  amounts  to  475,000 
pounds.  The  total  expenditure  for  the  brick  was 
$25,964.17,  and  the  machinery  cost  $50,000.  The  gen- 
eral contractors  were  Messrs.  Ciagnon  &  Massicotte, 
Three  Rivers,  Que. 


Bridge  Linking  Winnipeg  and  St.  Boniface 

The  new  Provencher  Avenue  bridge,  spanning  the 
Red  River  and  linking  up  Winnipeg  and  St.  Boniface, 
will  probably  be  completed  in  July.  The  bridge  is  of 
steel,  about  900  ft.  long  and  68  ft.  wide,  and  spans  the 
Red  River  from  Provencher  Avenue,  St.  Boniface,  dia- 
gonally to  the  north  end  of  Christie  Street,  Winnipeg.' 
From  Provencher  Avenue  to  the  beginning  of  the  \Vin- 
nipeg  approach  it  runs  in  a  straight  line  and  then 
curves  slightly  in  a  northerly  direction  to  the  point 
where  Christie  and  Water  Streets  meet.  It  rests  on 
eight  piers,  six  of  which  are  built  in  the  river-bed, 
grounded  in  the  unclerlying  limestone  formation,  at  a 
depth  of  between  40  and  60  ft.  from  the  average  low- 
water  mark  level.  Some  of  the  steel  girders  in  the 
superstructure  measure  105  ft.  in  length,  10  ft.  high, 
and  weigh  between  64  and  75  tons.  The  clear  width  of 
roadway  is  46  ft.  between  the  girders,  which  will  pro- 
ject some  four  feet  above  the  bridge  floor,  and  10-foot 
sidewalks  extend  on  either  side,  closed  in  by  ornamen- 
tal steel  balustrades.  The  two  central  piers  have  about 
three  times  the  bulk  of  the  other  piers,  as  they  .shelter 
the  machinery  that  will  operate  the  two  movable  spans. 
It  will  take  20  seconds  to  raise  these  spans  and  two 
minutes  to  let  them  down.  The  cost  of  the  substruc- 
ture, for  which  McDonald  &  McGoogan  Company  were 
awarded  the  contract,  was  $285,000,  and  the  Dominion 
Bridge  Companv  have  the  superstructure  contract  at 
$306,507.  Carter-Halls-Aldinger  Company  are  subcon- 
tractors to  the  latter  firm  for  the  paving  work.  When 
completed  it  is  probable  the  total  cost  of  the  structure 
will  be  between  $625,000  and  $650,000.  Chief  Bridge 
Engineer  J.  G.  Legrand,  of  the  Grand  Trunk  Railway, 
and  Engineer  H.  N.  Ruttan,  of  the  'city  of  Winnipeg, 
are  chiefly  responsible  for  the  design  of  the  bridge.  En- 
gineers Ruttan  and  Sedjack  are  superintending  the 
construction. 


A  bill  is  before  the  State  -Legislature  of  New  York 
to  protect  from  financial  loss  those  who  entered  into 
contracts  for  public  improvements  before  the  declara- 
tion of  war  with  Germany.  The  bill,  among  other 
things,  permits  the  completion  of  contracted  work  at 
actual  cost  without  profit  to  the  contractor  and  indelin- 
ite  suspension  or  re-letting  of  the  work. 


A  large  number  of  tenders  have  been  sent  in  for 
the  proposed  Government  office  building,  Ottawa.  It 
is  understood,  however,  that  the  estimates  are  all 
higher  than  the  money  appropriated,  and  that  the 
plans  will  be  revised. and  new  bids  asked  for. 


Acetylene  ash,  the  residue  of  the  decomposed  car- 
bide, is  said  to  have  been  successfully  used  for  making 
plaster  and  whitewash  and  as  a  sul^stitute  for  marble 
dust  for  surfacing  asphalt  highways. 


Engineer  Alleges  Aldermanic  Interference 

Mr.  A.  S.  Clarson,  city  engineer  of  Verdun,  P.Q., 
has  resented  what  he  declares  to  be  constant  unwar- 
rantable interference  with  his  work  by  two  aldermen, 
and  gratuitous  insults,  both  in  public  and  private,  by 
one  or  two  aldermen  ;  and  he  also  complained  of  an 
inadequate  staff.  Under  such  circumstances  he  ten- 
dered his  resignation.  Mr.  Clarson  stated  that,  in 
view  of  the  conditions,  "1  cannot  retain  my  position 
as  city  engineer  and  at  the  same  time  retain  my  self- 
respect,  and  naturally  I  prefer  the  latter."  He  named 
two  aldermen  who,  he  said,  had  interfered  with  the 
city  engineer's  work,  but  denials  were  given  by  these 
representatives  to  the  statements  of  Mr.  Clarson.  By 
a  vote  of  4  to  2  the  Council  asked  Mr.  Clarson  to 
reconsider  his  resignation. 


In  a  despatch  from  Prince  Rupert,  dated  March  14. 
it  is  reported  that  all  work  at  the  big  drydock  at  that 
point  has  been  shut  down.  Although  no  official  an- 
nouncement has  been  made,  it  is  stated  that  the  move 
foreshadows  the  lease  the  plant  to  American  interests. 


The  contract  for  the  dam  and  concrete  power-honse 
of  the  new  development  of  the  Southern  Canada  Power 
Company,  on  the  St.  Francis  River,  at  Drummondville. 
P.Q.,  has  been  let  to  Morrow  &  Beatty,  Ltd.,  Peter- 
borough. It  is  proposed  to  develop  10,000  h.p.,  but  pro- 
vision is  being  made  in  the  power-house  for  ultimate 
development  of  18,000  h.p.  The  work  iwill  include 
about  80  miles  of  new  transmission  lines  for  linking  up 
])arts  of  the  system. 


Mr.  W.  G.  Yorston,  M.C.S.C.E.,  Halifax,  has  been 
appointed  chief  engineer  of  the  Nova  Scotia  Highways 
Commission  by  the  provincial  government.  Under  the 
new  law  statute  labor  is  abolished. 


Mainly  Constructional 

East  and  West — From  Coast  to  Coast 


The  secretary  of  the  Montreal  Builders'  Exchange  has, 
on  instructions  by  the  hoard  of  directors,  written  to  the  Hon. 
Mr.  Carvell,  Federal  Minister  of  Public  Works,  asking  that 
all  tenders  for  public  works  undertaken  by  his  department  be 
opened  in  the  presence  of  the  various  corape'ting  contractorrs. 

Building  permits  issued  in  Montreal  in  the  month  of 
March  number  90,  and  are  valued  at  $241,6(50,  as  compared 
with  105  permits,  value  $:!4:),4()0,  in  March,  1917.  From  Janu- 
ary 1  to  March  lil  the  total  is  174,  value  .$434,815,  as  against 
19:>  at  a  value  of  $995,920,  in  the  corresponding  iperiod  in  1917. 

Delegates  from  Port  Colborne,  Ont.,  recently  addresser! 
the  VVelland  County  Council  asking  that  the  high  road  be- 
tween Port  Colborne  and  Welland  should  be  completed  right 
to  Welland.  The  council,  however,  decided  that  the  county 
outht  should  first  l)e  used  on  tlie  repairing  of  roads  now 
needing  attention.  When  the  repairs  are  coinpleted  the  con- 
struction of  the  road  between  Niddle's  Crossing  and  Garrison 
Road,  commenced  in  1917,  would  be  continued  to  completion, 
if  possible. 

The  Council  of  Weston,  Ont.,  has  decided  to  purchase 
three  lilters  from  the  eity  of  Stratford,  at  a  cost  of  $7,800  f.o.b. 
The  total  cost  of  the  equipment  installed  complete  will  be 
l)etween  $18,000  and  $20,000.    The  liltering  capacity  will  thus 
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l,e  raise.l  to  al.nui  I, mo  yalluns  per  niimilc.  Al  present  a  Jr.O- 
gallon-per-minute  installation  is  .being  forced  to  handle  a  400- 
gallon  supply. 

The  construction 'of  llie  new  Saskatchewan  Co-operative 
elevator  in  Port  Arthur,  Ont.,  will  commence  on  May  1.  Plans 
and  specifications  have  been  prepared  by  Mr.  C.  D.  Howe, 
consulting  engineer,  and  tenders  called.  The  pile  founda- 
tions have  been  completed  and  are  ready  for  the  superstruc- 
ture. Construction  work  is  to  be  rushed  with  all  possible 
speed. 

Building  work  iln  Vancouver,  B.C.,  shows  signs  of  picking 
up.  Building  Inspector  McKenzie  reports  the  issuing  of  64 
permits,  valued  at  $70,170,  during  the  month  of  March,  as 
compared  with  46,  valued  at  $33,715,  in  the  same  month  last 
year.  For  the  first  three  months  of  the  year  the  total  is  153 
permits,  at  a  value  of  $181,480,  while  during  the  corresponding 
period  in  1917  there  were  119  permits  issued,  valued  at 
$1. '•.9,540. 

.■\t  a  recent  meeting  of  tlie  Toronto  Board  of  Control  if 
was  decided  to  call  a  conference  of  tiie  railway  officials,  har- 
l.or  commissioners,  and  Board  of  Trade  to  come  to  some 
agreement  regarding  the  use  of  the  new  LInion  Station,  which 
will  he  ready  for  oceiipation  tliis  year,  whereas  the  viaduct 
cannot  1)C  completed  for  ten  years.  The  Board  of  Control 
wish  to  make  arrangements  for  tlie  interim  use  of  the  new 
building,  pending  the  construction  of  the  viaduct. 

Tlie  rural  municipality  of  Sherwood,  Sask.,' will  co-opcr- 
ale  with  the  provincial  department  of  highways  in  its  scheme 
to  link  up  the  roads  in  the  various  municipalities  throughout 
the  province  for  the  purpose  of  creating  a  system  of  mam 
highways  and  main  crossroads  in  Saskatchewan.  The  muni- 
cipal council  decided  that  Mr.  J.  A.  McDonald,  its  newly- 
appointed  road  commissioner,  during  the  course  of  this  year, 
should  make  a  complete  survey  of  the  roads  throughout  the 
municipality,  and  that  maps  would  be  prepared  in  conformity 
with  the  plans  laid  down  by  the  department  of  highways. 

The  matter  of  the  bridge  over  Mimico  Creek,  on  the  To- 
ronto-Hamilton Highway,  has  again  been  brought  before  the 
Ontario  Railway  Board.  On  the  previous  occasion,  it  was 
determined  that  a  steel  bridge  should  be  placed  on  tiie  high- 
way, instead  of  a  concrete  bridge,  and  the  cost  was  to  be 
about  $25,000.  Investigation,  however,  proved  that  the  steel 
bridge  would  cost  more  than  this  amount,  and  it  was  claimed 
that  a  different  design  of  concrete  bridge  would  be  less  ex- 
pensive. It  was  finally  decided  that  the  engineer  of  the  high- 
way commission  and  the  engineers  of  the  county  and  muni- 
cipalities concerned  should  get  together  and  report  on  April 
18. 

The  Good  Roads  Committee  of  Welland  County  recently 
submitted  a  report  to  the  council  regarding  the  condition  of 
liie  county  roads.  Amongst  other  recommendations  they 
advised  that  more  oil  be  purchased  this  year,  to  be  applied  on 
rr)ads  that  are  in  good  condition,  and  also  that  a  sprayer  tank 
and  sweeper  be  purchased  with  which  to  make  the  applica- 
tion. They  also  believed  it  imperative  that  more  attention 
be  directed  to  the  cleaning  of  the  ditches  and  culverts  in  the 
fall,  in  order  that  the  water  would  have  free  course  and  not 
remain  along  the  sides  of  the  roads.  It  was  also  recoin- 
jiiended  that  three  or  four  cars  of  small  stone  be  purchased, 
to  jjhice  on  the  roads  at  once  before  the  dry  season  comes  on. 

'  Mr.  John  Laxton,  Sr..  of  tlie  'I'oronio  IIari)or  Commis- 
sion, recently  returned  to  the  city  after  an  extended  tour  of 
the  Western  States.  Mr.  Laxton,  whose  interest  has  been 
centered  in  the  progress  of  public  works  in  the  United  States 
along  similar  lines  to  that  of  the  Toronto  Harbor  Commis- 
sion, since  the  entry  of  the  United  States  into  tlie  war,  said 
the  princijde  of  "carrying  on"  was  being  observed  in  many  of 
the  cities  on  tlic  other  side  r.f  the  line,  where  water-front  im- 


provements arc  being  promoted  on  an  extensive  scale.  Re- 
ferring to  the  local  harbor  development  work,  he  said  lie 
hoped  there  would  not  be  a  complete  cessation  of  the  work 
till  after  the  war.  He  believed  there  was  some  work  that 
could  be  carried  on  to  g  ^od  advantage 

Hon.  Frank  B.  Carvell,  Minister  of  Public  Works,  re- 
cently received  a  large  deputation  from  the  Counties  of  Nor-  J 
folk,  Brant,  Waterloo,  and  Oxford,  requesting  that  the  harbor 
at  Port  Dover,  Ont.,  be  taken  over  and  improved  by  the  gov- 
ernment. In  the  course  of  his  reply  the.  Minister  said:  "I  am 
pretty  sure  that  an  order-in-council  has  been  passed  by  the 
government  practically  retaking  charge  of  the  harbor  of  Port 
Dover,  and,  if  it  as  has  not  yet  been  passed,  I  am  pretty  sure 
it  will  be,  and  that  everything  that  is  necessary  will  be  done 
for  the  adequate  development  of  the  harbor,  under  the  alls- 
pices of  the  Public  Works  Department."  Hon.  William 
Charlton,  one  of  the  spokesmen  for  the  deputation,  pointed 
out  that,  according  to  government  engineers  who  recently 
completed  an  investigation  and  report.  Port  Dover  harbor 
could  be  improved  by  one  scheme,  at  a  cost  of  $234,000,  and 
l)y  an  alternative  scheme,  at  $570,000.  He  believed  temporary 
repairs,  whicii  would  suffice  till  after  the  war,  would  cost 
$(;(), 001)  to  $75,000.  He  said  that  the  Grand  Trunk,  who  now 
control  the  harl)or,  had  hindered  progress  in  that  part  of 
Ontario. 

A  new  industry  for  the  manufacture  of  ferro-silicon  is 
soon  to  be  established  at  Beauprc,  P.Q.  The  plant,  which  is 
already  under  way,  will  l)e  of  brick  and  steel  construction, 
and  will  have  three  furnace  rooms,  each  15  ft.  x  50  ft.  The 
electric  station  for  supplying  the  furnaces  with  power  will  be 
100  ft.  X  20  ft.  Mr.  F.  A.  Wallberg,  of  Montreal,  who  is 
largely  interested  in  the  Laurentian  Power  Company,  of 
.Seven  Falls,  several  miles  below  Beaupre,  is  at  the  head  of 
the  project,  and  Mr.  James  Ruddick,  also  of  Montreal,  who 
is  manager  and  engineer  of  the  Laurentian  Power  Company, 
is  the  manager  of  the  new  concern.  The  company  has  a  large 
contract  with  the  Imperial  Munitions  Board  for  the  manufac- 
ture of  ferro-silicon,  and  it  is  expected  that  the  plant  will  be 
in  operation  within  three  months'  time,  with  a  daily  output  pf 
13  to  15  tons,  and  e'mploying  a  staff  of  one  hundred  or  more. 
The  contract  for  the  steel  to  be  used  in  the  building  has  been 
awarded  to  the  Eastern  Canada  Steel  Company,  and  Mr.  Wal- 
ter Sharpe  is  the  general  contractor.  The  electric  power  will 
be  supplied  by  the  Laurentian  Company.  Beaupre,  the  site  of 
the  plant,  is  a  short  distance  oelow  Quebec  City,  on  the  line 
of  the  Quebec  Railway,  Light.  Heat  and  Power  Company. 


Personals 

Mr.  Oscar  Morin,  one  of  the  legal  advisors  of  the  city  of 
Quebec,  has  been  appointed  deputy  minister  of  the  newly- 
created  department  of  municipal  affairs. 

Mr.  Bruce  R.  Erb,  advertising  manager,  T.  McAvity  & 
Sons,  Ltd.,  St.  John,  N.B.,  has  enlisted  in  the  Royal  Canadian 
Engineers,  and  goes  into  training  on  April  15,  in  St.  John's, 
Que. 

Mr.  J.  W.  Adams,  oity  engineer  of  Chatham,  Ont.,  has 
tendered  his  resignation  to  the  City  Council.  Mr.  Adams 
succeeded  his  brother,  Major  F.  P.  Adams,  following  the  de- 
parture of  the  latter  overseas  wHth  the  186th  Battalion. 

Lieut.  Alexander  Ross  Robertson,  a  1908  graduate  of 
the  Faculty  of  Applied  Science  and  Engineering,  of  Toronto 
University,  is  reported  wounded.  Lieut.  Robertson  went 
overseas  with  the  169th  Battalion  and  while  in  England  was 
made  Captain-Adjutant  to  Col.  Chisholm.  In  order  to  get 
to  France  he  reverted  his  rank  and  went  to  the  front  with 
the  20th  Battalion.  Previous  to  his  enlistment  he  had  l;»een 
with  McGregor  &  Mclntyre,  structural  steel  works,  Toronto, 
lie  was  wounded  in  the  right  arm. 


Contracts  Department 

News    of  Special   Interest  to  Contractors,  En^neers,  Manufacturers  and 

Dealers  in  Building  Supplies 


Waterworks,  Sewerage  and 
Roadways 

Amherst,  N.S. 

The  Town  Council  contemplate  altera- 
tions costing  $7,000  to  waterworks  sys- 
tem.   Clerk,  W.  F.  Donkin. 

The  Town  Council  contemplate  the 
construction  of  sewers  at  a  cost  of  $10,- 
000. 

Bienville,  Que. 

Tenders  will  be  called  in  May  by  the 
■Clerk,  J.  O.  Blouin,  for  the  construction 
.of  macadam  pavements  on   Wolfe  and 

Commercial  Streeets.  at  a  cost  of  $25,- 
,000.  for  the  Town  Council.  Engineer, 

C.  Camille  Lessard. 

Chicoutimi  Parish,  Que. 

Tenders  are  being  received  by  the  sec- 
retary-treasurer, Diego  Villencuve,  until 
May  23  for  the  construction  of  a  $5.5,000 
waterworks-  system  for  the  Town  Coun- 
cil. Plans,  etc.,  with  the  engineer,  J.  F. 
Trenon. 

Gull  Lake,  Sask. 

The   Canadian   Pacific   Railway,  head 
I    office,  Montreal,  contemplate  the  erec- 
tion of  a  pump  house  and  installation  of 
equipment  at  a  cost  of  $100,000.  Genera! 
I   manager,  J.  M.  Cameron,  Calgary. 

I   Leamington,  Ont. 

I  Tenders  will  be  called  shortly  for  the 
construction-  of  a  reinforced  concrete, 
650,000  gallon  capacity  reservoir  for  the 
Town  Council.  Engineers,  J.  J.  Newman 
and  C.  E.  Windsor. 

Maiden  Tov/nship,  Ont. 

Tenders  will  be  received  liy  the  clerk, 
Howard  Gibb,  R.R.  2  Amherstburg,  until 
May  6  for  the  construction  of  the  Colli- 
sion and  8th  Concession  drains  for  the 
"  Township  Council. 

!  Matane,  Que. 

By-law  will  be  voted  on  for  waterworks 
I  system  costing  $75,000.  Secretary-trea- 
I  surer.  Notary  Tagnon.  J.  F.  Trenon, 
i    Chicoutimi,  is  the  engineer. 

St.  Jerome,  Que. 

The  Department  of  Public  Works,  Pro- 
vincial Government,  contemplate  .gravel- 
ling roads  at  a  cost  of  $8,000.  Minister, 
J.  A.  Tessier,  Quebec. 

Sackville,  N.B. 

Town  Council  contemplate  imprqve- 
1  ments  to  waterworks  system.  Clerk, 
f   Thos.  Murray. 

j   Southwold  Township,  Ont. 

Township  Council  contemplate  the 
I  construction  of  tile  drains  and  culverts. 
[   Engineer,  Mr.  Bell,  St.  Thomas. 

i  Tilbury  East  Township,  Ont. 

!  Tenders  are  now  being  received  by  the 
i  Clerk,  M.  Ada  Farquharson,  R.  I.,  Mer- 
lin, until  2  p.m.,  April  29,  for  dredging 
internal  drains  of  Ford  Drainage  Works 
in  Tilbury  East  Township  for  the  Town- 
;  ship  Council.  Engineer,  J.  J.  Newman. 
C.  E.,  Davis  Block,  Windsor. 


Toronto,  Ont. 

Tenders  will  be  received  until  May  1 
for  trenching  and  laying  of  12-inch  wa- 
ter main  on  St.  Johns  Road,  Rogers  Road. 
Dufferin  Street  and  Lambton  Avenue,  for 
the  Township  of  York.  Plans  at  office 
of  the  engineer,  F.  Barber,  40  Jarvis  St. 

Tenders  will  be  received  until  April 
18  for  (a)  earth  grading,  about  14,000 
cubic  yards;  (b)  bituminous  road  sur- 
facing, for  the  Toronto  &  York  High- 
way Commission,  57  Adelaide  St.  E.  En- 
gineer, E.  A.  James. 

CONTRACTS  AWARDED 
St.  Mary's  Rapids,  Ont. 

J.  O.  Heyworth,  Huron  Street,  Sault 
Ste.  Marie,  has  the  general  contract,  and 
the  Hamilton  Bridge  Works  Co.,  Ltd., 
Bay  St.  N.,  Hamilton,  the  contract  for 
steel  gates  for  cofferdams,  etc.,  costing 
$240,000,  for  the  Great  Lakes  Power  Co., 
Queen  Street,  Sault.  Ste.  Marie. 


Railroads,  Bridges  and  Wharves 

Chaudiere,  Que. 

Tenders  will  be  called  by  the  Canadian 
Government  Railways,  Laurier  Avenue, 
Levis,  at  the  end  of  May  for  the  erec- 
tion of  a  frame  railway  station.  Engi- 
neer, Lucien  Brousseau. 

The  Canadian  Government  Railways, 
Laurier  Avenue.  Levis,  will  start  work 
shortl)'  on  the  enlargement  of  their  rail- 
way yard  at  a  cost  of  $100,000.  Engineer, 
Lucien  Brousseau. 

Chicoutimi,  Que. 

Tenders  will  be  called  shortly  for  the 
construction  of  a  $20,000  extension  to 
railway  track  for  the  Roberval  Sagucnay 
Railway.     Engineer,  J.  F.  Trennon. 

Hartland,  N.B. 

The  Department  of  Public  Works;  Pro- 
vincial Government,  contemplate  the 
erection  of  a  frame  bridge  over  the  St. 
John  River.    Minister,  Hon.  P.  J.  Vcnoit. 

Lesside  Junction,  Ont. 

The  Canadian  Northern  Railway.  No. 
1  Toronto  St..  Toronto,  will  build  a 
roundhouse,  coaling  plant,  ice  house, 
etc.  -\rchitect,  George  C.  Briggs,  27 
Wellington  E.,  Toronto. 

MacLeod,  Alta. 

The  Canadian  Pacific  Railway,  head 
office,  Montreal,  are  having  idans  pre- 
pared for  concrete  piers  costing  $<)5,()()(). 
Superintendent,  J.  M.  Cameron,  Calgary. 

Margaree,  N.S. 

Tenders  are  being  received  by  the  sec- 
retary, R.  C.  Desrochers,  Ottawa,  until 
.\pril  29,  for  the  construction  of  a  break- 
water for  the  Department  of  Public 
^^'orks,   Dominion  Government. 

Montreal,  Que. 

Plans  have  been  prepared  for  imprt)ve- 
ments  to  subway  at  St.  Denis  Street  for 
the  City  Council.  Secretary-treasurer. 
L.  N.  Senecal.  F.  E.  Mercier  is  the  en- 
gineer. 

The  City  Council  are  having  plans  pre- 
pared   for  a  subway  at   Ontario  Street 


and  a  subway  at  Papineau  .\venue.  En- 
gineer, F.  E.  Mercier. 

Sackville,  N.  B. 

The  Canadian  Government  Railways, 
Ottawa,  contemplate  the  erection  of  a 
$7,000  frame  baggage,  mail  and  express 
building.  Minister,  Hon.  J.  D.  Reid,  Ot- 
tawa. 

Toronto,  Ont. 

Tenders  will  be  received  until  April  18 
for  the  erection  of  several  small  rein- 
forced concrete  brid.ges  for  the  Toronto 
&  York  Highway  Commission,  57  Ade- 
laide St.  E.    Engineer,  E.  A.  James. 

Waterloo  Township,  Ont. 

Tenders  will  be  received  l)y  the  Clerk. 
Peter  A.  Snyder,  R.  R.  No.  1,  Breslau, 
until  6  p.m.,  April  19,  for  the  erection 
of  a  reinforced  concrete  bridge  for  the 
Township  Council.  Plans  and  specifica- 
tions with  the  Reeve,  August  Janzen. 
Centreville,  R.  R.  No.  5,  Kitchener,  and 
the  engineer,  Herbert  Johnston,  130  Lan- 
caster St.  E.,  Kitchener. 

Whitby  Township,  Ont. 

Plans  and  specifications  are  with  the 
County  Clerk,  J.  E.  Farewell,  who  will 
receive  tenders  until  April  22,  for  the 
erection  of  a  bridge  for  the  County  Coun- 
cil. Forty-two  feet  span,  steel  girders 
and  cement  abutments  and  floor. 

CONTRACTS  AWARDED 
Elgin  County,  Ont. 

O.  D.  Oatman,  Box  429,  Tillsonburg. 
has  the  contract  for  the  erection  of  a 
bridge,  in  Yarmouth  Township,  and  A. 
E.  Ponsford,  Ltd.,  Talbot  Street.  St. 
Thomas,  the  contract  for  bridge  in  South- 
wold Township  for  the  County  Council. 

Halifax,  N.S. 

Farquhar  Brothers.  Barrington  St.. 
have  the  roofing  contract  for  $:!5.000  ex- 
tension to  freight  shed  for  the  Depart- 
ment of  f\ailways  and  Canals.  Dominion 
Government,  Ottawa. 

Matane,  Que. 

.\.  H.  Morin,  Trois-Pistoles,  has  the 
general  contract  for  the  erection  of  a 
$.30,000  highway  bridge  for  the  Town 
Council. 

Montreal,  Que. 

The  Canadian  Pacific  Railway  have 
awarded  .\,  G.  Creelman  &  Co..  Mewata 
Park.  Calgary,  the  general  contract  for 
the  erection  of  section  houses  at  five 
towns  throughout  .\lberta  and  Saskatche- 
wan. 


Public  Buildings,  Churches 
and  Schools 

Acton,  Ont. 

The  Village  Council  contemplate  liu- 
erection  of  a  Carnegie  T^il)rary  building. 
Clerk,  A.  J.  MacKinnon. 

Fitzroy,  Ont. 

Tenders  are  being  received  by  the  sec- 
retary-treasurer, W.  .\.  Siierriff,  until 
April  22  for  the  erection  of  a  iirick  school 
for  the  Public  School  Board.    l"'lan^  and 


Tenders  and  For  Sale  Department 


Tenders  Wanted 


Scaled  ten.Ieis,  addressed  to  tlic  Tiiidersigiieil 
and  marked  "Tender,"  will  received  up  Ull 
noon  on  Thursday,  the  2nd  day  of  May,  1918, 
for  tlie  purpose  of  dredging,  deepening,  wideiung 
and  otherwise  improving  the  stream  known  as 
Mud  freek  and  branches  thereof,  all  in  the  1  own- 
ship  of  North  Gower. 

Plans,  specifications  and  estimates  may  be  ex- 
amined at  the  Clerk's  residence  at  all  reasonable 
hours.  Separate  tenders  for  Main  Creek  and 
each    Uranch   are  reciuired. 

The  lowest  or  any  tender  not  necessarily 
accepted,  ,  _  .  , 

Certified  cheque  for  Ihe  sum  of  5  per  cent  niusi 
accompany  each  tender  and  will  be  returned  witli 
all    tenders    not  accepted. 

T.  E.  CRAIG,  Municipal  Clerk, 
1,^,^17  "  North   Gower   P.   O.,  Out. 


Tenders  for 

Bridge  on  Base  Line 

Near  Town  of  Whitby 


Tcndcis  will  he  received  by  the  undei  signed  for 
the  construction  of  a  steel  girder  bridge,  forty- 
two  feet  long;  roadway  is  feet,  with  concrete 
abutments  and  concrete  floor,  in  accordance  with 
the  Government  Pxiblic  Works'  IMan.  Bridge  to 
be  completed  by  June  IHth,  litis. 

In  tendering  please  state  cost  of  erection,  the 
material  to  be  furnished  by  the  contractor,  and 
also  the  cost  where  the  County  supplies  the  ma- 
terials for  concrete  abutments  and  floors. 

Plans  and  specifications  can  be  seen  at  the 
office  of  the  undersigned. 

Tenders  will  be  received  up  to  April  2:!rd,  1!)1S. 

T.  E.  F.\REWEr.f>,  County  Clerk, 
KJ-U;  ■  Whitliy,  Onl. 


Tenders  for 

Drainage  Work 

in  the  Township  of  Ellice 


.Scalcfl  tenders  addressed  to  the  undersigned 
will  be  received  up  to  four  o'clock  p.m.  on 
Monday,  the  29th  day  of  April,  1918,  for  the 
construction  of  two  drains,  known  as  the  Ellice 
Maitland  Drain  and  the  North  Black  Creek 
Drain,  both  in  the  Township  of  Ellice, 

Plans  and  specifications  may  be  seen  at  the 
Clerk's  Office,  Rostock,  Ontario,  or  at  John 
Rogers,  O.I,.S.,  Mitchell,  Ontario.  A  deposit  in 
the  form  of  a  marked  cher|ue  for  five  per  cent, 
of  the  amount  of  tender  must  be  enclosed,  and 
will  be  returned  when  a  contract  has  been  pro 
perly  signed. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

North  Black  Creek  Drain,  No.  Yards...  12220 
Maitland  Drain,  No.  Yards   10450 

ROBERT  ARMSTRONG, 

Reeve  of  Ellice, 
Rostock  P.  O.,  Ont. 

I>aled  at  Ellice, 
The  2Sth  day  of  March,  UMK. 


11  15  Hi 


Concrete  Mixer  Wanted 


Waiitril  ,Si  i  iiud  haml  batch  mixer,  l/'.'i  yaid, 
({'>od  condition;  power  loa^ler.  "f.ondrm"  \trc- 
Irrrcd.  Apply  with  details,  lo  Box  722,  Con 
Ir.irt  Recoid,  Toronto,  Onl.  15  Hi 


Tenders  for  Reinforced 
Concrete  Bridge 


.Sealed  lenders,  marked  "Tenders  for  Bridge," 
will  lie  received  up  to  6  o'clock  p.m.,  April  19, 
by  J'eter  A.  .Siiyiler,  Clerk,  Waterloo  Townshiji, 
R.  R.  X(i.  1,  Breslau,  for  the  construction  of  a 
icinfornd   rniicrete  bridge  at   German  Mills. 

I'laiis  and  specifications  may  be  seen  by  apply- 
ing I..  Ilie  undersigned.  The  lowest  or  any  ten- 
der  will    iiul    necessarily   be  accepted. 

.M'GU.ST  J;\NZEN,  Reeve, 

Centreville,  R.  R.  No.  5, 

Kitchener,  Ont. 
IIKKIIKRT  JOHNSTON,  Enginee^, 

l.'jil  Lancaster  Street  E., 
lo  Ki  Kitchener,  Ont. 


York  Township  Water  Supply 


Tenders  for 

WATER  MAINS 


Sealed  lenders,  plainly  marked  as  to  contents, 
will  be  received  by  Frank  Barber,  Engineer  for 
the  Municipal  Corporation  of  the  Township  of 
York,  up  to  12  o'clock  noon  of  Wednesday,  May 
1st,  1918,  for  the  Trenching  and  Laying  of  12-inch 
Water  Mains  in  St.  John's  Road,  Rogers  Road, 
Dufferin  Street,  and  Lambton  Avenue,  in  the 
Township   of  \''ork. 

All  envelopes  must  be  marked  "Tender  for 
Water  Main  in  (name  of  street)." 

Further  information  may  be  obtained  at  the 
office  of  the  undersigned,  40  Jarvis  Street,  Toronto. 

The  lowest  or  any  tender  will  not  neces- 
sarily be  accepted. 

FRANK  BARBER, 

Engineer. 

Toronto,  April  9,  1918.  15-16 


WANTED 


Supply  of  live-eight-inch  cable.  Send  memor- 
andum of  ipiantity  you  have  on  hand  to  E.  O. 
^ranchec,  12:!  Bay  Street,  Toronto.  16-lG 


FOR  SALE 


Clover  Leaf  Cement  Mixer  complete  with  En- 
gine, Tongue,  Water  Tank,  Loader  Frame  and 
Loading  Bucket.  Capacity  S  cu.  ft.  Only  used 
once.  Is  in  first-class  condition.  Will  sell  cheap. 
For  further  particulars  apply  to  The  Stratford 
Manufacturing  Company,  Limited,  Stratford,  Ont. 

1517 


Roof  Trusses,  Etc. 


For  Sale — Four  Roof  Trusses,  each  thirty  feet 
long,  icn  feet  high  at  one  end,  eight  feet  six  inches 
at  Ihe  other  end.  Angle  iron  construction  and 
well  braced.  Also  19  Cast  Iron  Columns  from 
si.xtecn  feet  long  to  seventeen  feet  seven  inches. 
Good  heavy  segment. 

WOODS!  OE  BROS,. 

Port  Artliur,  Ont. 


FOR  SALE 


()iic  125  ILI'.  Corliss  Engine,  will  develop  up 
I.)  20(1  It. P.;  IB  X  ;J6  Girder  Frame.  Two  Return  i » 
Tubular  Boilers,  72  in.  x  14  ft.,  with  usual  fix-i'' 
tures  and  fittings,  shaker  grate.  80  ft.  smoke- 1  • 
stack,  40  X  .3/16,  No.  10  gauge.  One  Dakin  Feed 
Boiler  Water  Heater  and  Purifier,  manufactured  li. 
by  Leonard  &  Sons,  London,  Ont.  These  have  \iA 
been  used  about  one  month,  and  are  as  good  as  J 
new.     Further   particulars  apply 

LYONS  FUEL  &  SUPPLY'  CO.,  LTD., 
lG-18  Steelton,  Ont. 


Contractors'  Office  , 

Old  House  to  rent  with  23  ft.  by  75  ft.  yard  1 
on  Victoria  Street,  with  lane  at  rear.  Box  726,  if 
Contract  Record,  Toronto.  16-10  " 


Fires  I 

Batiscan,  Que.  r 

Residence    owned    by    Kenii  Beaudet 
totally   destroyed.     Loss,   $4,500.  Willi? 
probably  rebuild.  ' 

Bosanquet  Township,  Ont. 

Residence  owned    by    James  Gilliard, 
Con.  8,  Bosanquet,  Forest  P.O.      Loss,  i 
$3, .500,     Owner  plans  to  rebuild  in  the  |i 
spring.  1 

Buchouche,  N.B.  ^ 

Hotel  and  barn  owned  by  Ellen  Chase. 
New  Bedford,  Mass.,  and  residence  and 
warehouse  owned  by  J.  D.  Irving'  de- 
stroyed by  fire. 

\i 

Dartmouth.  N.S.  if 

Residence  owned  by  Mr.  Young,  Dah-  t 
Ha  St.,  totally  destroyed.  Will  likely  re-  { 
build. 

I 

Edmonton,  Alta. 

Business  block  owned  by  J.  B.  F.  Car- 
penter, Jasper  Ave.  and  First  St.  Loss  i 
$6,000.  ; 

Penitentiary  on  Jasper  Ave.  owned  by 
the  Department  of  Public  Works,  Do- 
minion Government.  Loss  $3,000.  Sec- 
retary, R.  C.  Desrochers,  Ottawa. 

Fredericton,  N.B.  i 

Block  of  buildings  owned  by  Searle  &' 
Lamson,  Ltd.,  83  York  St.    Loss,  $3,000.  ] 

Gosfield  Township,  Ont. 

Residence  owned  by  Fred  Gosselin,  i 
Cottam  P.O.,  completely  destroyed.; 
Owner  plans  to  rebuild  in  the  spring. 

Lament,  Alta. 

"Windsor"  hotel,  owned  by  A.  I. 
Bashor,  completely  destroyed.  Loss 
$10,000. 

Lethbridge,  Alta. 

"Arcadia"  business  block,  owned  by 
C.  B.  Bowman,  Clarke  &  Co.,  and  the 
Red  Cross  Drug  Store.  Total  loss  about 
$100,000. 

North  Bay,  Ont, 

Large  residence  owned  by    B.  Ferro 
totally  destroyed. 

North  Sydney,  N.S. 

Residence  owned  by  Neil  A.  MacMil- 
Uin  practically  destroyed.  Loss,  over 
$3,000, 
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THE   CONTRACT  RECORD 


specifications  with  the  Architects,  Mill- 
son  &  Burgess,  Union  Bank  Bldg.,  Ot- 
tawa, and  the  secretary-treasurer. 

Grand  Prairie,  Alta. 

Town  Council  have  secured  a  site  on 
which  they  will  erect  a  Y.  M.  C.  A. 
building.    Mayor,  H.  F.  Hall. 

Halifax.  N.S. 

Tenders  are  being  received  for  repairs 
and  alterations,  costing  $18,000,  to  the 
Institution  for  the  Deaf  and  Dumb,  Got- 
tingen  St.  Architects,  Harris  &  Horton, 
Keith  Building. 

La  Baie,  Que. 

The  Assumption   Sisters  contemplate 
enlarging  convent. 

Montreal,  Que. 

Bigoness  &  Bigoness,  60  Notre  Dame 
St.  E.,  will  call  tenders  May  1  for  the 
erection  of  a  church  for  the  Notre  Dame 
Du  Bon  Pasteur. 

Montreal  East,  Que. 

Tenders  are  in  for  the  erection  of  a 
fire  and  police  station  for  the  Town 
Council.  Architect,  ■  C.  A.  Reeves,  83 
Craig  St.  W.,  Montreal. 

Ottawa,  Ont. 

Tenders  will  be  received  by  the  archi- 
tects. J.  A.  Pearson  and  J.  O.  Marchand, 
Centre  Block,  until  noon,  April  23,  for 
conduit  and  fittings  for  the  Parliament 
Building  for  the  Department  of  Public 
Works,  Dominion  Government. 

St.  Alexis,  Que. 

Tenders  will  be  called  locally  by  the 
Roman  Catholic  Congregation  for  the 
erection  of  a  $15,000  two-storey  frame 
and  brick  presbytery.  Architect,  Ernest 
A.  Labelle,  1103  De  St.  Valier  Street, 
Montreal. 

Ste.  Anne  de  Beaupre,  Que. 

Plans  and  specifications  are  with  the 
president,  Raoul  Fortier.  who  will  re- 
ceive tenders  until  April  21  for  the  erec- 
tion of  a  school  for  the  School  Board. 

St.  Thomas,  Ont. 

The  Board  of  Governors  contemplate 
the  erection  of  an  addition  to  hospital. 
Address,  Dr.  Lipsey,  26  Mary  Street. 

Sackville.  N.B. 

The  Main  Street  Baptist  Church  con- 
template the  erection  of  two  additional 
wings  and  alterations  to  basement.  Cur- 
ate, A.  J.  Vincent. 

Stony  Plain,  Alta. 

Stony  Plain  School  District  contemp- 
late the  erection  of  a  consolidated  school. 
.Address  Chairman,  Dr.  Oatway. 

Tilbury,  Ont. 

.  The  Town  Council  contemplate  the 
erection  of  an  addition  to  library  build- 
ing.   Clerk,  W.  A.  Hutton. 

Toronto,  Ont. 

Tenders  will  be  called  shortly  for  the 
erection  of  a  school  for  the  Board  of 
Education.  Secretary-treasurer,  W.  C. 
Wilkinson,  155  College  Street. 

Tenders  will  be  called  shortly  for  the 
erection  of  a  school  for  the  Board  of 
Education.  Secretary-treasurer,  W.  C. 
Wilkinson,  155  College  Street. 

West  Vancouver.  B.  C. 

The  erection  of  a  church  on  Esquimault 
Avenue  is  contemplated  by  Rev.  R.  R- 
•  Morrison. 

CONTRACTS  AWARDED 

Barrie,  Ont. 

Mr.  Neylau  has  the  plumbing,  and  R. 


J.  Wolferden,  Bayfield  St.,  the  heating 
contract  in  connection  with  the  erection 
of  a  collegiate  institute  for  the  school 
Board.  The  general  contractors,  the  Ball 
Planing  Mill  Company,  will  carry  out  the 
brick,  cement  and  carpentry  work. 

HaUfax,  N.S. 

Falconer  &  McDonald,  Davidson  St., 
have  the  general  contract  for  repairs  to 
fill  shed  for  the  Department  of  Public 
Works,  Dominion  Government.  Secre- 
tary, R.  C.  Desrochers,  Ottawa. 

The  Maritime  Engineering  &  Con- 
struction Co.,  Queen  Bldg.,  have  the 
general  contract  for  the  erection  of  a 
$14,000  infectious  hospital  for  the  City 
Council. 

The  Maritime  Bridge  Co.,  Ltd.,  New 
Glasgow,  have  the  general  contract  for 
repairs  and  restoration  of  wood  roof  for 
drill  hall  for  the  Department  of  Public 
Works,   Dominion  Government. 

Joliette,  Que. 

Albert  Giroux,  St.  Casimir,  has  the 
general  contract,  and  will  sublet  smaller 
trades  for  the  erection  of  a  four-storey 
stone  addition  to  convent  for  Soeurs  des 
Saints  Coeurs  Jesus-Marie,  38  St.  Louis 
Street. 

Mimico,  Ont. 

Schultz  Bros.,  Brantford,  have  been 
awarded  the  general  contract  for  the  erec- 
tion of  a  citadel  for  the  Salvation  Army, 
Albert  and  James  Streets,  Toronto. 

Montreal,  Que. 

F.  A.  Grothe,  6  Cuthbert  St.,  has  the 
.general  contract  for  repairs  to  convent 
for  the  Grey  Nuns. 

E.  Martel,  631  Frontenac  Street,  has 
■the  general  contract  for  the  erection 
of  a  $13,000  church  for  the  Roumanian 
Orthodox  Church. 

Ottavva,  Ont. 

McFarlane  &  Douglas  Company,  Ltd., 
350  Slater  St.,  have  the  contract  for 
bronze  covered  frames  and  sash,  cost- 
ing $33,500,  for  the  Parliament  Buildings 
for  the  Department  of  Public  Works, 
Dominion  Government. 

The  Otis-Fensom  Elevator  Co.,  Ltd., 
254  Queen  Street,  have  the  contract  for 
elevator  and  hoist  equipment  costing  $31,- 
940.  and  W.  G.  Edge,  Ltd..  Booth  Bldg., 
the  heating  and  ventilating  contracts, 
costing  $586,000.  for  the  Parliament 
Buildings  for  Department  of  Public 
Works,  Dominion  Government. 

St.  Damase.  Que. 

Labbe  &  Roberge.  St.  Marie,  have  been 
awarded  the  contract  for  interior  work 
costing  $35,000  to  church  for  the  Pariish 
Congregation. 

Avlmer.  Que. 

The  British  American  Nickel  Corpora- 
tion, Dominion  Bank  Bldg.,  Toronto, 
have  secured  a  site  on  which  they  intend 
to  erect  a  nickel  refinery.  General  man- 
ager, E.  P.  Mathewson. 


Business  Buildings  and  Indus- 
trial Plants 

Bathurst,  N.B. 

Kenneth  G.  Rea,  385  Beaver  Hall  Hill. 
Montreal,  is  preoaring  plans  for  a  bank 
for  the  Bank  of  Montreal,  head  office, 
109  St.  James  Street.  Montreal. 

Black  Lake,  Que. 

M.  Audct  will  rebuild  his  sawmill  and 


will  require  sawmill  machinery  and  steam 
power. 

Boston  Creek,  Ont. 

The  Paricia  .Syndicate  will  start  work 
at  once  on  the  erection  of  a  $25,000  mill. 
Engineer,  Jas.  Johnston,  Cobalt. 

Edmonton,  Alta. 

Plans  have  been  drawn  for  a  $3,000 
concrete  warehouse  to  be  erected  this 
spring  by  the  Dominion  Bottling  Works, 
10173-94th  Street. 

Halifax,  N.S. 

Harris  &  Horton,  Keith  Building,  are 
preparing  plans  and  tenders  will  be 
called  shortly  for  alterations  to  store 
and  residence  for  Mrs.  Laura  Keating, 
11  Maitland  St. 

Plans  and  specifications  are  with  tlie 
superintendent,  Jose,ph  M.  Tobin,  Den- 
nis Building,  who  will  receive  tenders 
until  April  25  for  the  erection  of  a  $50,000 
.garage  and  showroom,  etc.,  at  the  corner 
of  Dresden  Row  and  Spring  Garden  Rd.. 
for  the  Modern  Garage,  Ltd. 

Tenders  are  expected  to  be  called  by 
the  architect,  S.  P.  Dumaresq,  St.  Paul 
Bldg.,  about  May  1,  for  the  erection  of 
an  addition  to  bank  for  the  Royal  Bank 
of  Canada,  George  Street. 

Tenders  will  be  called  by  the  archi- 
tect, S.  P.  Dumaresq,  St.  Paul  Bldg., 
about  May  15,  for  alterations  to  building 
for  Farquhar  &  Co.,  Water  Street. 

Tenders  are  being  received  by  the  ar- 
chitect, S.  P.  Dumaresq,  St.  Paul  Bldg., 
for  the  erection  of  a  three-storey  rein- 
forced concrete  and  fireproof  garage  for 
Clayton  &  Sons,  cor.  Barrington  and 
Jacob  Streets. 

Hamilton,  Ont. 

The  Consumers'  Gasoline  Supply  Coan- 
pany,  Ltd.,  154  Bay  St.,  Toronto,  are  re- 
ceiving tenders  for  the  erection  of  an 
office  and  three  gasoline  tanks,  costing 
$15,000,  at  Main  and  Walnut  Streets. 

Tenders  are  being  received  for  the 
construction  of  a  $5i3,000  two-storey  brick 
warehouse  for  the  Imperial  Oil  Company, 
56  Church  Street,  Toronto. 

Hartland,  N.B. 

Hatfield  &  Scott  Ltd.,  contemplate  the 
erection  of  brick  bank  building  and  offi- 
ces coating  between  $10,000  and  $12,000. 

Kirkland  Lake,  Ont. 

The  Teck-Hughes  Gold  Mines,  Limited, 
contemplate  enlarging  their  mill  at  a 
cost  of  $60,000. 

Montreal,  Que. 

Lamontagne  Limited,  338  Notre  Dame 
Street  West,  contemplate  the  erection  of 
a  five-storey  factory.  General  manager, 
P.  E.  Joubert. 

Murray  Bay,  Que. 

Lacroix  &  Nosworthy,  58  Cote  du  Pal- 
ais, Quebec,  have  been  appointed  archi- 
tects, and  are  preparing  plans  for  a  stone 
and  brick  bank  for  La  Banque  Nation- 
ale,  head  office,  101  St.  James  St.,  Mont- 
real. 

Ottawa,  Ont. 

Tenders  will  probably  be  called  about 
May  1  for  alterations  to  stores  on  Sparks 
Street  for  A.  McMillan,  83  Sparks  Street. 

Prices  are  still  being  received  by  the 
general  contractor,  Alex.  Garvock.  Jr.. 
Regent  Theatre  Bldg.,  for  plumbing,  heat- 
ing, electrical  work,  painting,  plastering, 
.glazing,  galvanized  iron  and  iron  work 
in  connection  with  the  erection  of  a  store 
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iiiul  (.IIKC-  costing  .^G.'j.ODl)  lor  A.  A.  Fouf- 
nicr.  Wellington  Street. 

St.  John,  N.B. 

The  Imperial  Oil  t'o..  ^id.,  7  Nelson 
Street.  cuiUeinplatc  the  erection  of  a 
$40,000  building  to  completely  enclose 
six  oil  tanks. 

SackvUle,  N.B. 

Tenders  are  being  called  for  the  erec- 
tion of  a  $5,000  frame  addition  to  the 
"Intercolonial"  Hotel  for  A.  M.  Dixon. 
Architect,  J.  Len.  Allen,  Amherst. 

The  Tribune  Printing  Co.,  Ltd.,  con- 
template the  enlarging  of  building. 

Saskatoon,  Sask. 

W.  Landa,  333  Ave.  C.  S.  and  30th, 
contemplates  the  erection  of  a  two-store}^ 
metal  clad  frame  factory. 

Stratford,  Ont. 

Tas.  S.  Russell,  Gordon  Block,  has  been 
appointed  architect  and  is  preparing 
l)lans  for  a  .$.5,000  theatre  for  W.  I.  Keinp, 
(".'.)  Nile  Street. 

Thorndale,  Ont. 

R.  T.  Wright  contemplates  the  erec- 
tion of  a  ,$.'!, 000  garage. 

Toronto,  Ont. 

The  (ialena  Signal  Oil  Co.,  IIU)  Koyce 
Ave.,  intend  to  rebuild  their  plant  at 
once,  which  was  recently  destroyed  by 
fire.  The  general  contractors,  Archibald 
&  Holmes,  Excelsior  Life  Bldg.,  are  re- 
ceiving quotations  for  scrap  steel  tanks, 
piping,  etc. 

:yiurray-Kay,  Ltd.,  17  King  Street  E., 
will  make  alterations  costing  Sl.'S.OOO  to 
their  store. 

Tenders  for  the  construction  of  a  bak- 
ery for  the  Ideal  Bread  t:o..  Ltd.,  18.! 
Dovercourt  Road,  will  be  called  shortly. 
.\rchitect,  Sydney  Comber.  313-511  St. 
Catherine  St.  W.,  Montreal. 

Tenders  are  expected  to  be  called  about 
May  1  for  the  first  unit  superstructure 
for  factory  at  Don  River  and  Ashbridge's 
Bay  for  W.  Harris  &  Co.,  994  Danforth 
-Avenue. 

The  Interurban  Engineering  Co.,  Ltd., 
are  erecting  one-storey  brick  machine 
shop  on  Vine  Street. 

CONTRACTS  AWARDED 
Beaupre,  Que. 

Walter  Sharpe.  :!I  t  (iraud  .Mice,  Oue- 
bcc,  has  the  general  contract,  and  the 
Eastern  Canada  Steel  &  Iron  Works, 
Ltd.,  7G  Peter  Street,  the  steel  contract 
for  the  erection  of  a  ferro-silicon  plant 
costing  $300,000,  for  the  Laurentian 
I'ower  Co.,  .Seven  Falls. 

Blenheim,  Ont. 

T.  C.  Warwick  has  tiie  general  con- 
tract for  $10,000  garage  and  auto  repair 
shoj)  fr,r  !•:.  W.  Knight,  Talbot  St. 

Campbellford,  Ont. 

I'urdy  &  Ileiiderson  ('ompany,  Ltd..  10 
(  atlicart  .St.,  Montreal,  have  the  general 
contract  for  alterations,  costing  $10,000, 
to  branch  bank  for  the  Bank  of  I'rilish 
North  .Aiiierica.  heail  ol'lic  e  Montreal. 

Cap  de  la  Madeleine,  Que. 

'Hie  follfjwing  contracts  have  been 
;iwardcd  in  connectif)n  with  the  erection 
of  an  adrlitir)n  to  building  for  the  Canada 
.Steamshi|)  Lines,  Ltd.,  !)  Victoria  .Square, 
Montreal,  who  will  carry  out  the  elec- 
trical work: — .Steel,  Dominion  Bridt^e  Co.. 
Ltd..  28,';  Beaver  Hall  Hill.  Montreal; 
rf)nfin«.  Mela!  Shingle  &  Siding  Co.. 
Ltd..  !»1  Dclc)riniirr  .Ave..  Montreal; 
plumbing   and    lu-.ilini;.    ,M.   J.  Quiglcy, 


4338  St.  Catherine  Street,  Montreal.  The 
general  contractors,  Anglins,.  Ltd.,  65 
\'ictoria  St.,  Montreal,  will  carry  out  the 
masonry  and  carpentry. 

Hamilton,  Ont. 

Dennis  &  Jocelyn,  Walnut  St.  N.,  have 
the  roofing  contract  in  connection  with 
the  erection  of  a  $20,000  stone,  steel  and 
brick  addition  to  factory  for  Wagstafifs, 
Ltd.,  Gage  Ave.  The  general  contractor, 
W.  H.  Yates,  34  Leamington  St.,  will 
carry  out  the  steel  and  carpentry.' 

Kitchener,  Ont. 

The  following  contracts  have  been 
awarded  in  connection  with  the  rebuilding 
of  a  $10,000  departmental  store  for  Wese- 
loh-Goudie  Ltd.,  King  St.  E.:— Steel, 
Preston  Steel  Works,  Preston;  carpen- 
try, S.  Dippel,  Chestnut  St.,  Kitchener; 
electrical  work.  Rank  &  Ferrier  Elec- 
tric Co.,  King  St.  W.  W.  C.  Cowan,  430 
King  St.  E.,  is  the  architect. 

Montreal,  Que. 

Richardson,  Simard  &  Co.,  745  Clarke 
St.,  have  the  contract  for  copper  cor- 
nices in  connection  with  alterations  to 
office  building  costing  $7,000  for  the 
Sommer  Building,  37  Mayor  Street. 

R,  McFarlane  &  Co.,  Ltd.,  953  St. 
Tames  Street,  have  the  lumber,  and  the 
I'hoenix  Bridge  &  Iron  Works,  Ltd.,  83 
Colborne  St.,  the  steel  contract  in  con- 
nection with  alterations  costing  $7,500  to 
factory  for  R.  T.  Godfrey  Estate,  215 
Drummond  Street.  The  general  con- 
tractor, S.  Dore,  180  Laval  Ave.,  will  let 
roofing  and  iron  work. 

The  Canada  Electric  Co.,  250  Beaver 
Hall  Hill,  have  the  electrical  work  and 
the  general  contractor,  E.  B.  Evans,  1112 
St.  Patrick  Street,  will  carry  out  the 
plumbing,  heating,  plastering  and  painting 
for  alterations  costing  $18,000,  to  store 
and  residence  for  the  Burland  Estate,  2 
Place  D'Armes. 

The  following  contracts  have  been 
awarded  in  connection  with  alterations  to 
garage  for  the  Lake  of  the  Woods  Mill- 
ing Co.,  1735  St.  Dennis  Street: — Carpen- 
try. D.  M.  Long,  304  William  St.;  roof- 
ing, Richardson,  Simard  &  Co.,  745 
Clarke  .St.;  electrical  work,  Vincent  & 
Say  l'',lcclric  Co.,  :!51  Union  Ave.;  plumb- 
ing, Jno.  A.  (iordon,  301  St.  Antoine  St. 
The  general  contractor,  J.  H.  Hutchison, 
()4  St.  Ambroise  St.,  will  carry  out  the 
masonry. 

S.  Serrcntina,  4:!4  Wolfe  St..  has  the 
general  contract,  and  Lacroix  &  Vezeau, 
491  Demontigny  St.  E.,  the  carpentry 
for  the  erection  of  an  $8,000  two-storey 
brick  factory  for  the  Wilson  Machine 
Co.,  151  Prince  Street. 

Montreal  East,  Que. 

Munn  &  Shea,  G  Cuthbert  St.,  Mont- 
real, have  the  general  contract  for  the 
erection  of  two  kilns  costing  $14,800  for 
the  Montreal  Pottery,  Ltd,,  520  Trans- 
liortation  Bldg.,  Montreal. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $70,000  factory  ff)r  the  Montreal 
Pottery,  Ltd.,  530  Transportation  Bldg.: 
— (ieneral  contract,  carpentry,  roofing 
and  i)ainting,  Munn  &  Shea,  (>  Cuthbert 
St.;  iilumbing  and  plastering,  Edgar 
Tremi)lav.  35  St.  Julie  St.;  freight  ele- 
vator. Otis-Fensom  Elevator  Co.,  Ltd., 
:ifi8  St.  James  Street. 

New  Westminster,  B.C. 

I  Iv  lv'obin^oll.  iil5-r)tb  .\ve.,  has  (he 
•.general    tdnlr,icl    l<>i    (he   erection   of  a 


garage  for  T.  J.  Trapp  &  Co.,  Ltd.,  6G8 
Columbia  Street. 

St.  John,  N.B. 

J.  Medley  Belyea,  345  Charlotte  St. 
W.E.,  has  the  carpentry,  and  R.  Rob- 
erts &  Son.  foot  of  Cedar  Street,  the  pile 
work  for  the  erection  of  a  $100,000  fac- 
tory for  the  Booth  Canneries  Co.,  East- 
port. 

Toronto,  Ont. 

C.  C.  Hicks,  741  Lansdowne  Ave.,  has 
the  heating  contract  in  connection  with 
the  erection  of  a  $10,000  factory  for  R. 
Thompson,  1  Glenlake  Ave.,  who  wants 
tenders  on  plumbing. 

E.  Corner,  698  Manning  Ave.,  has  the 
excavating  contract  for  three  stores  cost- 
ing $10,000  for  J.  C.  Brady,  413  P  almer- 
ston  Blvd.,  who  will  let  smaller  trades. 

The  Toronto  House  Wrecking  &  Con- 
struction Co.,  Ltd.,  150  St.  Patrick  Street, 
have  the  contract  for  wrecking  old  build- 
ing on  site  at  488  Wellington  Street  West 
where  new  warehouse  is  to  be  erected. 
Purdy  Mansell,  Ltd.,  65  Albert  St.,  have 
the  contract  for  plumbing,  heating  and 
sprinkler  system.  Hynes,  Feldman  & 
Watson,  105  Bond  St.,  are  the  architects; 

The  following  contracts  have  been 
awarded  in  connection  with  alterations  to 
interior  of  warehouse  for  Silks  Ltd.,  55 
Bay  Street: — Carpentry,  Cameron  & 
Campbell,  578  Queen  E. ;  masonry,  Wit- 
chall  &  Son,  158  St.  Helens  Ave.;  plumb- 
ing, Fred  Armstrong  Co.,  Ltd.,  273 
Queen  Street  West. 


Residences 

Cap  de  la  Madeleine,  Que. 

Al'f.  Garcean  will  erect  a  $(>,0C')  two- 
storey  frame  residence  and  shed  on  Roy 
Street,  and  is  in  the  market  for  cemein. 
roofing,  etc. 

The  St.  Maurice  Paper  Company  are  in 
the  market  for  stone,  furnaces,  lumlier. 
etc.,  in  connection  with  the  erection  of 
cottages,  costing  $35,000.  Manager,  W. 
J.  Wintown. 

Adelard  Boucher  will  erect  a  .$4,000 
15^-storey  frame  residence,  and  is  in  the 
market  for  a  quantity  of  building  ma- 
terial. 

Cardston,  Alta. 

J.  A.  Hammer  contemplates  the  erec- 
tion of  a  bungalow. 

Essex,  Ont. 

O.  E.  Freeman  has  secured  a  site  on 

Gait,  Ont. 

W.  N.  McEachren  &  Sons  Ltd.,  Royal 
Bank  Building,  Toronto,  contemplate  the 
erection  of  a  number  of  residences,  cost- 
ing ibetween  $1,750  and  $3,000. 

Halifax.  N.S. 

The  City  Building  and  Loan  Company, 
81!  Oxford  St.,  will  make  repairs  to  four 
residences.    Manager,  Thomas  C.  B.  Gue. 

Hartland,  N.B. 

Dean  Shaw,  R.R.  No.  1,  Hartland,  con- 
templates the  erection  of  a  $3,000  frame 
residence. 

Lauzon,  Que. 

G.  Beaumont  is  erecting  a  $6,000  two- 
storey  frame  and  brick  residence. 

London,  Ont. 

William  G.  Murray,  Dominion  Savings 
lUiilding,  is  preparing  plans  for  remodel- 
ling residence,  at  a  cost  of  $3,000,  for  Ed. 
Shea.  573  Wellington  St. 

Mersea  Township,  Ont. 

John  Tyhurst,  The  Ridge,  I^eamington, 
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Facilities 


Plant  of  John  Inglis  Co.,  Limited,  Toronto 


OUR  facilities  and  long  experience 
enable  us  to  design  and  manufac- 
ture engines,  boilers,  pumps,  and  plate 
work  of  every  kind. 

No  project  is  too  big  for  our  en- 
gineers and  plant  and  no  job  too  small 
to  receive  intelligent  attention. 

Quotations  gladly  furnished. 


The  John  hglis  Company,  Lunited 

ENGINEERS  AND  BOILERMAKERS 
14  Strachan  Ave.       -       -       Toronto,  Canada 

Ottawa  Representative— J.  W.  ANDERSON,  7  Bank  Street  Chambers 
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IS  having  plans  prepared  for  a  $;!,r>00  resi- 
dence. 

Moncton,  N.B. 

Uruce  \V.  Wilson  13  Caledonia  St.,  has 
the  plans  and  specifications,  and  will  re- 
ceive tenders  until  April  20  for  the  erec- 
tion of  a  $3,000  two-storey  residence. 

Montreal.  Que. 

T.  P..  Daoust,  5778  Sherbrooke  bt.  yV., 
will  erect  six  separate  two-storey  brick 
cottages,  costing  $45,000,  and  is  receiv- 
ing tenders  on  car,pentry,  roofing,  plumb- 
ing, heating,  -plastering,  painting,  and 
electrical  work.  Architect,  J.  H.  Laver- 
dure,  379  A  Beaudry  St. 

Tenders  are  being  received  by  the  ar- 
chitect, Barrott  &  Bacader,  10  Cathcart 
St.,  for  alterations  and  addition  to  resi- 
dence for  T.  S.  Gillespie,  730  Pine  Ave. 
West. 

Michael  Lombardi,  345  Westminster 
Ave.  will  erect  eight  two-storey  resi- 
dences, at  a  total  cost  of  $33,600,  on  Bea- 
consfield  Ave. 

Ottawa,  Ont. 

I<nl)ert  Slack,  01  Ayliiier  Ave.,  con- 
templates the  erection  of  a  $4,000  216- 
storey  brick  veneer  residence,  and  will 
require  13,000  lirick  and  700  square 
yards  plastering  and  a  quantity  of  con- 
crete. 

Outremont,  Que. 

J.  G.  Benoit,  1503  Alexandra  Ave.,  will 
erect  a  $7,000  two-storey  brick  residence 
and  store.  Architect,  S.  Frappier,  2338 
Park  Ave.,  Montreal. 

Renfrew,  Ont. 

\lex  .'\  Ferrier,  107  Albert  North  St., 
contemplates  the  erection  of  a  $3,000  two- 
storey  brick  veneer  residence  at  Bruce 
and  .Mbert  North  Streets. 

Thomas  Coulas  contemplates  the  erec- 
tion of  a  $4,500  two-store"  brick  double 
residence  on  Barnet  Boulevard. 

Skipness,  Ont. 

John  Bucton  will  rebuild  his  stock  barn 
and  residence,  which  were  recently  de- 
stroyed by  fire,  at  a  loss  of  $3,500. 

Thorburn,  N.S. 

Tlie  .'\cadia  Coal  Company,  Ltd.,  Stel- 
larton,  contemplate  the  erection  of  a 
number  of  workmen's  residences. 

The  Greenwood  Coal  Company,  Ltd., 
contemplate  the  erection  of  a  number  of 
workmen's  houses.  Manager,  Malcolm 
l'>raton. 

Three  Rivers,  Que. 

L.  .\'.  Jourdaiii,  5  Mart  St.,  is  receiv- 
ing tenders  until  April  30  for  the  erec- 
tion of  his  tenements,  costing  $31,000. 
Plans  and  specifications  with  tiie  archi- 
tects. Asseiin  &  Denoncourt,  Notre 
Dame  St. 

Toronto,  Ont. 

E.  &  K.  Sprague,  121  Arundel  Ave.,  will 
erect  three  two-storey  brick  residences, 
costing  $2,000,  and  let  smaller  trades. 

I'urton  &  Chennelis,  17  Ilumewood 
Ave.,  will  erect  two  $3,500  S^/^-storey 
hrirk  residences,  want  tenders  for  exca- 
vafing,  will  buy  brick  and  liiml)er,  and  let 
smaller  trades. 

G.  T.  Death.  244  Sheldrake  Ave.,  will 
erect  a  $.3,000  2!/{'-storey  lirick  residence 
and  let  heating,  plumbing,  etc. 

Tenders  are  wanted  on  all  trades  ffir 
flie  erection  of  a  seven-room  brick  bun- 
galow for  E.  Eyre,  83  Balmoral  Ave. 

Tenders  are  wanted  for  excavating, 
pliimbing,  drains,  plastering,  and  brick- 


laying in  (.■oiinectioii  with  the  erection  of 
a  residence  for  T.  Morris,  106  Shuter  St. 

Welland.  Ont. 

The  erection  of  about  one  hundred 
residences,  to  cost  between  $1,750  and 
$3,000,.  is  contemplated  by  W.  N.  Mc- 
Eachren  &  Sons,  Ltd.,  Royal  Bank  Build- 
ing, Toronto. 

Weston,  Ont. 

Dodds,  Ltd.,  C.P.R.  Building,  Toronto, 
contemiplate  the  erection  of  a  number  of 
residences. 

Woodstock,  Ont. 

The  erection  of  a  numiber  of  residences, 
costing  between  $1,750  and  $2,000,  is 
contemiplated  by  W.  N.  McEachren  & 
Son,  Ltd.,  Royal  Bank  Building,  Toronto. 

CONTRACTS  AWARDED 

Batiscan,  Que. 

F.  Lacoursiere  has  the  general  con- 
tract and  A.  Poisson  the  plumbing  and 
heating  contracts  for  the  erection  of  a 
reS'idence  for  Remi  Beaudet. 

Cap  de  la  Madeleine,  Que. 

W.  Rousseau  has  the  general  contract 
and  is  in  the  market  for  a  quantity  of 
building  material  for  the  erection  of  a 
$4,000  bungalow  for  Fred  Loranger. 

The  National  Brick  Company  of  La- 
prairie,  Ltd.,  10  Victoria  Square,  Mont- 
real, have  the  plastering  and  rustic  brick 
contract  in  connection  with  the  erection 
of  a  $5,000  two-storey  bungalow  for  Eu- 
gene Arcand. 

Cardston,  Alta. 

Oland  &  Scott  have  the  general  con- 
tract for  the  erection  of  a  $3,000  resi- 
dence for  Lyle  Holland. 

Oland  &  Spark  have  the  general  con- 
tract for  the  erection  of  a  $3,000  frame 
bungalow  for  Mark  Spencer,  Centre  St. 

Chatham,  Ont. 

Robert  H.  Lewis,  120  Joseph  St.,  has 
the  general  contract  and  Blonde  &  Little 
the  stone  wor^  for  the  erection  of  a  two- 
storey  frame  residence  for  Percy  G.  Pig- 
gott,  39  Inches  Ave. 

Hamilton,  Ont. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  two  $3,500  two-storey  brick  residences 
for  R.  J.  Coleman,  41  Grosvenor  St.,  who 
will  carry  out  the  carpentry  and  painting: 
Masonry,  Lewington  &  White,  140  Ross- 
lyn  Ave.;  electrical  work,  F.  Thornton, 
174  Balmoral  Ave.;  plumliing,  H.  Barnes, 
6  Carilsle  Ave.,  Mountain  Top;  plaster- 
ing. Hill  Brothers,  30  Emerald  St.  N. 

R.  Dovv,  9  Bay  St.  N.,  has  the  heating 
contract  in  connection  with  the  erection 
of  two  $3,000  two-storey  brick  residences 
for  Sparks  &  McKay,  9  Fairholt  Road, 
who  will  carry  out  the  masonry  and  car- 
pentry. ;j 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  five  .$2,000  two-storey  frame  resi- 
dences for  McBrayne  &  Brandon,  Sun 
Life  Building:  General  contract,  mason- 
ry, carpentry,  painting,  and  roofing,  S. 
I'orlies,  165  .Sanford  Ave.  S.;  electrical 
work.  F.  Thornton,  174  Balmoral  Ave.; 
plumbing,  P.  A.  Moore,  939  King  St.  E.; 
plastering,  H  Hancox,  87  Cambridge 
Avenue. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  SIX  two-storey  residences,  costing 
$3,000,  for  Mr.  Stapleton,  Collingwood: 
(jeneral  contract  and  masonry,  E.  Sey- 
mour, 31  Cedar  Ave.;  carpentry  and  roof- 


ing, R.  Kennedy,  plumbing,  J.  Saynor. 
437  Aberdeen  Ave.;  plastering.  Hill 
Brothers,  307  Emerald  St.  N.;  painting, 
W.  Gibson.  The  general  contractor  will 
let  heating  and  electrical  work 

P.  A.  Moore,  939  King  St.  E.,  has  the 
plumbing  contract  in  connection  with  the 
erection  of  two  $3,500  residences  for  W. 
B.  Bennett,  Victoria  Apartments,  King- 
East. 

The  folowing  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $6,000  two-storey  brick  residence  for 
T.  A.  Wooley,  61-63  King  St.  E.:  Car- 
pentry and  roofing,  Stewart  Brothers,  1 
Hyde  Park  Ave.;  electrical  work,  J. 
Dynes,  30  Avalon  Place;  plumbing  and 
heating,  C.  Smith,  i338  Locke  St.  S.;  plas- 
tering, C.  Chewter,  373  East  Ave.  N.; 
painting,  F.  Paul,  156  Sanford  Ave. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection-, 
of  a  $3,500  two-storey  brick  residence  for, 
N.  K.  Kern,  132  Eastborne  Ave.:  Mason- 
ry, Hardy  &  Carter,  37  Cumberland  Ave.: 
electrical  work,  J.  Dynes,  20  Avalon 
Place;  plastering,  G.  Wiggins,  161  EasW_ 
borne  Ave. 

Mimico,  Ont. 

A.  E.  Wales,  Stop  18,  Lake  Shore  Rd., 
has  the  masonry  and  carpentry  contracts 
for  $3,000  two-storey  brick  residence  for~ 
William  Hill,  336a  Havelock    St.,  To-, 
ronto. 

Montreal,  Que. 

John  Watson  &  Son,  Ltd.,  167  Well- 
ington St.,  have  the  contract  for  iron 
castings,  etc.,  in  connection  with  altera- 
tions and  addition,  costing  $30,000,  to 
twine  factory  for  the  Consumers'  Cord- 
age Company,  285  St.  Patrick  St.  The. 
general  contractor,  L.  E.  Dowling,  167 
Yonge  St.  Toronto,  will  carry  out  the 
carpentry. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  two  two-storey  brick  residences,  cost- 
ing $9,500,  for  Cusson  Construction  Com- 
pany, Ltd.:  Roofing,  plumbing,  and  heat- 
ing, J.  J.  Briard,  1377  St.  Dominicpie  St.; 
electrical  work,  Vallee  &  Hamelin,  1867 
St.  James  St.;  plastering,  Z.  Bouchard,  13 
Bourget  St.;  painting,  J.  Donohue,  56 
City  Councillors  St.  The  general  cofi- 
tractor,  Domina  Cusson,  194  Prud'- 
Homme  Ave.,  will  carry  out  the  masonry 
and  carpentry. 

Charles  J.  E.  Page,  43  Marquette  St., 
has  the  plumbing  and  J  A.  St.  Amous, 
3171  St.  Denis  St.,  the  electrical  work  in 
connection  with  the  erection  of  a  $3,000 
two-storey  brick  residence  for  Wilfrid 
Beaudoin,  3304  St.  Denis  St.,  who  will 
carry  out  the  roofing,  heating,  plastering, 
and  nainting. 

Domina     Cusson,    194  Prud'Homme'' 
Ave.,  has  the  general  contract  for  tvvo"' 
two-storey     brick     residences,  costing 
$9,500,  ifor  the  Cusson  Construction  Com- 
pany, Ltd. 

Montreal  West,  Que. 

The  following  contracts  have  been' 
awarded  in  connection  with  tlie  erection; 
of  a  $3,000  two-storey  brick  residence  for 
tlie  School  Commission  of  St.  Pierre,- 
Montreal  West:  General  contract,  rria-- 
sonry,  and  carpentry,  A.  F.  Byers  &  Co.,'* 
Ltd..  340  University  St.,  Montreal; 
plumbing  and  heating,  Hickey  &  Aubiit, 
93  Dominion  St.,  Montreal;  painting, 
.'Mexander  Craig,  Ltd.,  41  Jurors  St., 
Montreal.  The  general  contractor  will 
let    plastering,    roofing,   'hhd  electrical 
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work.  Architect,  D.  J.  Spence,  246  Bea- 
ver Hall  Hill,  Montreal. 

Port  Stanley,  Ont. 

'riiomas  K.  Wright.  fi.">0  Princess  Ave., 
L.MulDn,  has  the  general  contract  for  re- 
modelling residence  for  S.  l-".  Lawrason, 
(U:;  .\elson  St..  London. 

Renfrew,  Ont. 

II.  L.  .Vllen,  272  Bank  St.,  Ottawa,  has 
the  electrical  contract  in  connection  with 
the  erection  of  a  $10,000  residence  for 
Guy  M.  French.  Raglan  St.  The  general 
contractor,  M.  J.  O'Brien,  Raglan  St.,  will 
carry  ont  the  plastering  and  painting. 

Rose  Point,  Ont. 

.\.  I'avette,  Peele  St.,  Penetanguishene, 
has  the  general  contract  for  the  erection 
of  a  $10,000  summer  residence  for  \V.  1". 
Tlioinpson,  Parry  Sound. 

Sackville,  N.B. 

t  haries  Stuart.  Amherst  has  the  gen- 
eral contract  for  lathing  residence  lor 
Miss  -Mice  Stuart. 

Three  Rivers,  Que. 

loseph  Boisvert,  37  Des  Commissaires, 
lias  the  general  contract  and  Na,p.  De- 
chenes.  Des  Forges  St.,  the  plumbing  and 
heating  contracts  in  connection  with  the 
erectifni  of  a  two-storey  frame  and  brick 
residence,  costing  $8,000,  for  J.  Fafard 
City  Hall:  The  general  contractor  will 
carry  out  the  masonry,  carpentry,  roof- 
ing, plastering,  and  painting,  and  is  in 
the  market  for  a  quantity  of  building 
material. 

Toronto,  Ont. 

J  W  Sheanl,  .")1  Boon  Ave.,  has  the 
pluml)ing  and  K.  M.  Leslie,  1027  Gerrard 
K.,  the  heating  contract  for  $:5,.')00  two- 
storey  brick  residence  for  William  Bar- 
ber. IOC)  I'ioncesvalles  Ave. 

Mr.  Taylor  has  the  painting  and  A.  E. 
Richardson,  266  Kenil worth  Ave.,  the 
electrical  work  for  $14,000  residence  and 
garage  for  F.  M.  Sloan,  91  Forest  Hill 
Road. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $6,")00  21^-storey  hollow  tile  and 
brick  residence  for  Misses  Colvin,  care  of 
architect,  H.  Wright.  Baby  Point  Cres- 
cent. Masonry,  W.  G.  Veal  &  Son,  416 
Runnyniede  Road;  carpentry  T.  P. 
Wright,  Baby  Point  Crescent;  plastering, 
'I'honias  Petrie  &  Son,  40,">  Dupont  St.; 
painting,  R.  G.  Johnston,  17  Galley  Ave.; 
plumbing,  R.  Paterson,  907  Keele  St. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  .Vt  residences,  costing  from  $7,.''i00  to 
$10,000,  for  S.  15.  Green,  liO  Kennedy  .'\ve- 
nne:  Cari)eiitry,  I'".  C.  Samlow,  :5  Muir 
Ave.;  idumbing,  William  Howard,  74 
I'.orden  .St.;  heating,  Joseph  G.  Jackson, 
142  Quebec  Ave.;  sheet  metal,  George  M. 
Wilkes.  792  Ossington  Ave.;  plastering, 
I'east  &  I'"east,  66  Runnymede  Road; 
painting,  George  Palin,  7S  Quebec  Ave. 

Welland,  Ont. 

Il'irace  Gray  I'ifth  .St.,  has  the  general 
l  onirart  for  the  erection  of  a  $;'.,, 'iOO  tvwi 
storey   brick   residence   for   Mrs.  Marv 
(  Icmi  ni,  I'.ox  497,  Welland. 

J  —   '  - 

Power  Plants,  Electricity  and 
Telephones 

Berwick,  N.S. 

Town  Coiincil  rrmteiiipial  <•  the  erec- 
tion of  electric  light  and  irnvver  plant 
<  lerk,  H.  A.  {>)rnwall. 

Edmonton,  Alta. 

(  ity  Cdiincil  ciinlcnipatcs  the  erection 
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of  an  extension  of  telephone  plant.  Su- 
perintendent of  telephones  Mr.  Lowry, 
C\\\c  I'.lock. 

Montreal,  Que. 

Tenders  will  be  called  shortly  for  the 
erection  of  a  $10,000  power-house  for  La- 
niontagne,  I^td.,  :!:!8  Notre  Dame  St.  W. 
.\rchitects  and  engineers,  E.  Laurie  & 
Co.,  241!  Bleury  St. 
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tion  and  Siierbrooke  Station,  fo.r  thd 
Canadian  Pacific  Railway. 

The  Decarie  Boiler  and  Incineratoi 
Comipany,  3326  St.  Huliert  St.,  are  in-j 
stalling  a  400  h.p.  fuel  economizer,  "D;e-I 
carie  Patent,"  in  the  General  Hospital,  2([ 
Dorchester  St.  E.,  at  a  cost  of  $3,800. 


Miscellaneous 

Cobalt,  Ont. 

The  Mining  Corporation  of  Canada, 
I^td.,  are  going  to  install  electric-driven 
:l)umps  on  scow;  will  require  motors, 
pumps,  pipe,  and  building  material. 

Hamilton,  Ont. 

D.  W.  Mitchell  Construction  Company, 
12  Rosehill  Ave.,  Toronto,  are  negotiat- 
ing with  the  Cemetery  Board  for  the 
erection  of  a  mausoleum. 

Jarvis,  Ont. 

By-law  for  mains  and  equipment  cost- 
ing $7,000  for  the  Dominion  Natural  Gas 
Company,  Brantford,  will  be  voted  on 
shortly. 

London,  Ont. 

D.  H.  Gillies,  064  King  St.,  will  shortly 
be  in  the  market  for  sawmill  machinery, 
engine  and  boiler. 

Makamik,  Que. 

Boisclair  Brothers  require  sawmill  ma- 
chinery and  steam  power. 

Montreal,  Que. 

J.  S.  Archibald,  314  Dorchester  St.  W., 
has  been  appointed  architect,  and  is  pre- 
paring plans  for  an  arena  for  the  Mont- 
real Arena  Company. 

Riviere  du  Loup,  Que. 

Tenders  will  be  called  by  the  Canadian 
Government  Railways,  Laurier  Avenue, 
Levis,  in  May  for  the  erection  of  a  frame 
ice  house.  Superintendent,  J.  E.  Mora- 
zain,  Levis. 

Sherbrooka;  Que. 

The  City  Council  want  prices  at  once 
on  a  quantity  of  cast  iron  pipe,  etc. 
Clerk,  E.  C,  Gatien. 

Toronto,  Ont. 

Joseph  Ramage,  39  St.  Joseph  St., 
wants  tenders  for  concreting  factory 
floor,  a1)out  2,100  square  feet,  at  26.")  Well- 
ington West. 

Milton  &  Prentiss,  Traders  Bank 
Building,  want  two  vertical  steam  en- 
gines, 250  h.p. 

The  Salvation  Army,  Alljert  and  James 
.Streets,  will  make  repairs  to  the  Kraus- 
mann  Hotel  for  a  soldiers'  clul).  Archi- 
tect, Tirigadier  Gideon  Miller,  Albert  St. 

Walsh,  Alta. 

The  Canadian  Pacific  Railway,  head 
office,  Montreal,  conlemijlate  the  con- 
struction of  a  wood  stave  pipe  line  cost- 
ing $20,000.  General  superintendent,  J. 
M.  Cameron.  Calgary. 

CONTRACTS  AWARDED 
Maskinonge,  Que. 

(  lis.  I'ern.  care  of  Kennedy  Construc- 
tion Coiiii)any,  Ltd..  137  McGill  St.,  Mont- 
real, has  the  general  contract  for  the  con- 
struction of  a  $7,000  concrete  wall  from 
Highway  bridge  to  De  Carufcl  Mill,  for 
the  ])arish. 

Montreal,  Que. 

Will  lain  ^  Wil.son,  320  St.  James  St., 
have  the  iron  woik  and  I'".  B.  Evans,  113 
St.  Patrick  St..  the  carpentry  and  heavy 
timber  wo  k  i-i  connection  with  the  con- 
stniclion  of  coal  iiockels  at  Sorlin  Sla- 


Fires 

Arnprior,  Ont. 

Factory  owned  by  F.  R.  Rudd,  Mada-|| 
waska  Street.    Loss,  $35,000.    Will  re- 
build,'at  a  cost  of  about  $40,000. 

Cheverie,  N.S. 

Residence  owned  by  W.  H.  Smith  com- 
pletely destroyed.    Loss  considerable. 

Leaside,  Ont. 

Residence  owned  by  A.  T.  Lawson,! 
Excelsior  Life  Building,  Toronto.  Loss,] 
$3,500. 

London,  Ont. 

Sawmill,  etc.,  owned  by  D.  H.  Gillies^ 
Company,  388  Adelaide  St.    Loss,  $25,000.| 

Merlin,  Ont. 

Garage  and  renair  shop  owned  by  Tohn 
Dent  destroyed.    Loss,  ,$5,000.    Owner  isj 
considering  rebuilding. 

Oak  Bay,  N.B. 

Parsonage   and   stable  owned  by  the] 
Methodist     congregation     totally  de- 
stroyed.    Loss,   about   $3,000.  Pastor,] 
Rev.  A.  C.  Bell. 

Ottawa,  Ont. 

Farm  building  owned  by  J.  R.  .Booth,  '' 
Booth  St.  Loss,  .$30,000.  Will  rebuild  asi 
soon  as  possible. 

Riidgetown,  Ont. 

School  owned  by  the    Public  School] 
Board  damaged  to  the  extent  of  $5,000. 
Secretary,  W.  Shier. 

St.  David's,  Ont. 

Residence  owned  by  Mrs.  Horner, 
Niagara  Falls.    Loss,  $5,000. 

St.  Sylvestre,  Que. 

Store  and  residence  owned  by  Mr.  Pla- 
cide  Le  Houiller.  Loss,  $10,000.  Will 
rebuild. 

Vittoria,  Ont. 

Garage  and  barn  owned  by  J.  E.  But- 
ler &  Son,  barn  owned  by  Ebenezer 
Thompson,  and  .barn  owned  by  Mrs. 
I'lrown  de&troyed  by  fire. 

Welland,  Ont. 

Planing    mill,    residence,    and    store : 
owned  by  J.  E.  Cutler  &  Co.,  51  Main  St. 
N.    Loss,  $10,000. 

Winnipeg,  Man. 

;\uto  shop  and  paint  shop  on  C'lifton 
St.,  owned  by  O.  E.  Woods  and,  M.  A. 
Davison  completely  destroyed.  Estimat- 
ed loss,  $50,000. 


CONTRACTORS 
and  TENDERERS 

for  Superior  Service  , 

THE 

Canadian  Surety  Co. 

26  Wellinston  St.,  East 

Phone  Main  2609   TORONTO,  Ont. 
Represented  in  all  the  principal 
cities  and  towns  in  the 
Dominion. 

BONDS  INSURANCE 

of  every  description      Pl«te  Glass— Burglary 
Automobile 
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Made  in  Canada 


Why  we  guaranteed  these 
roofs  for  twenty  years — 

T 


HE  two  new  structures  illustrated  herewith  carry 
Barrett  Specification  Roofs  and  are  guaranteed  by 
a  Surety  Bond  for  twenty  years. 


This  is  the  Bond  that  guar- 
antees your  roof  for  20  years 


We  know  from  an  experience  of  over  sixty  years 
that  Barrett  Specification  Roofs  will  greatly 
outlast  the  guaranteed  period,  and  therefore  do 
not  hesitate  to  give  this  Surety  Bond. 

No  other  roofing  is  guaranteed  in  this  way  be- 
cause no  other  manufacturer,  evidently,  cares 
to  take  the  risk  of  having  to  repair  and  replace 
his  roofs  if  they  fail. 

The  reasons  for  their  long  life  are  : 

First, 

because  they  are  constructed  of  Barrett  Specification  Pitch 
and' Felt,  the  greatest  waterproofing-  materials  known. 

Second, 

because  a  greater  amount  of  this  waterproofing  is  used  in 
Barrett  Specification  Roofs  than  in  any  other  kind  of  roof- 
covering,  and  the  amount  of  waterproofing  material  in  the 
roof  largely  determines  its  life. 

Third, 

because  under  the  20-Year  Guaranty  Plan  the  roof  must 
be  constructed  under  the  supervision  of  our  inspectors,  and 
we  know,  therefore,  it  will  be  constructed  right. 

That  is  why  these  roofs  last  twenty  years  and 
more  ;  that  is  why  we  can  afford  to  give  a  Surety 
Bond  Guarantee  with  every  one. 

The  20-Year  Guaranty  Bond 

The  20-Year  Guaranty  is  now  given  on  all  Barrett  Specification 
Roofs  of  fifty  squares  .and  over  in  all  towns  with  a  population  of 
2."), 000  and  over,  and  in  smaller  places  where  our  Inspection  Service 
is  available. 

Our  only  requirements  are  that  The  Barrett  Specification  dated 
May  1,  1916,  shall  be  strictly  followed  and  that  the  roofing  con- 
tractor shall  be  approved  by  us. 

Copy  of  The  Barrett  20-Year  Specification  and  further  information  promptly 
furnished  on  request. 


Puniping-Station  of  Riordon  Pulp  and  Paper  Company,  Limited, 

TTawkcsbui  y,  'Ont. 
General   Contractors-    Ceorge  A.    Fuller  Co.,   Ltd.,  ^lontreal 
Roofers;  llickey  and  Aidjut,  Montreal. 


Pointe  Aux  Trembles  Power-IIouse  of  Montreal  Tramways  Co. 

Cieneral  Contractors :  Miinn  &  Shea,  Montreal. 

Roofers:  Metal  Shingle  &  Siding  Co.,  I.imiled,  Jlontrcal. 


The 


Company 


MONTREAL  TORONTO 
St.  JOHN,  N.B. 


HALIFAX,  N.S. 


WINNIPEG  VANCOUVER 
SYDNEY,  N.S. 


r.o 
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A  Mix  a  Minute 

In  the  Quality  Machine 

SMITH  MIXERS 

For  Speedf  Mixing  and  Durability 

MUSSENS  UNITED 


MONTREAL       QUEBEC— Pruneau  &  Co. 
WINNIPEG        TORONTO-H.  Turnbull  &  Co. 
VANCOUVER      COBALT -H.  L.  Usbornc 


PIPE  RAILING 

WE  MAKE  all  kinds  for  every  possible  need,  and 
always  carry  a  huge  stock  of  patterns  for  all  sizes 
and  shapes  of  connections,  therefore  we  can  give 
quick  delivery  and  quote  low  prices.  Write  for  estimates. 


Iron  Stairs 
Area  Gratings 
Window  Guards 
Fire  Escapes,  Grilles 
Sidewalk  Doors,  Wickets 
Balconies,  Spiral  Iron  Stairs 
Steel  Beams,  Columns  and  Lintels 
Marquises.     Wirewoik  ot  all  kinHs 
Ornamental   Bronze  and   Iron  of  every 
description. 


Winnipeg 


TORONTO;— 36  Lombard  Street 


Montreal 


Halifax 


The  Dennis  Wire  and  Iron 
Works  Co.  Lfmited 

LO  IM  D  ON 


'Galvaduct"  and  "Loricatcd" 

Conduits 


for  Interior  Construction 


Conduits  Company,  Limited 

Sole  Manufacturers  under  Canadian  and  U.  S.  Letters  Patent 


Toronto 


Canada 


BITUNAMEL 

Unsurpassed  for  waterproofing  foundations  and  prevent- 
ing rust  and  corrosion  on  exposed  iron 
and  metal  work. 

WRITE  FOR  SAMPLE 

The  Ault  &  Wiborg  Co.  of  Canada 
Ltd.,  Varnish  Works 


Montreal 


TORONTO 


Win 


nipeg 


J  \MHS  Thomson.  President. 


J.  G.  Allan.  Vice-President. 


James  A.  Thomson,  Secretary. 


THE  GARTSHORE-THOMSON  PIPE  &  FOUNDRY  GO. 


LIMITED 


'  Manufacturers  of 


CAST  IRON  OTPE 


Flexible  and  Flange  Pipe, 

Special  Castings  and  all   kinds  i  u    .       ,   u  a- 

°  3  inches  to  60  inches  diameter. 

of  Waterworks  Supplies.  for  Water,  Gas,  Culvert  and  Sewer 

HAMILTON,  ONT. 


April  17,  191S 


TllK   CONTRACT  RECORD 


51 


Turbine 
Pumps 

Electric  and  Steam 

Water  Works 
Factory  and 
Fire  Services 

Humphrey  Gas 
Pumps 

Any  capacity  or  pressure 

THE  JOHN  McDOUGALL 
CALEDONIAN  IRON  WORKS  CO.,  LIMITED 

Works:  Seigneurs  &  William  Sts.,  Montreal. 
Manufacturers  of  Boilers,  Castings,  Condensers,  Elevators,  Engines,  Filters,  Forgings,  Hydraulic 
Machinery,  Pumps,  centrifugal  and  reciprocating.  Steam  Turbines,  Tanks,  Water  Wheels,  Water 

Works  Plants 


Lachine  Water  Works 
Three  million  gallons,  eighty  pounds  domestic,  160  lbs.  fire. 


Bawden  Pumps 


Install  Pumps 
without 
end  thrust 


Ours  are 
Guaranteed 

to  be 
hydraulically 

balanced 


We  have 
proved 
to  others 
that  our 
Pumps  are 
Superior 


No.  10  Type  SS  Single  Suction  Motor-driven  Centrifugal  Pump 
Patented  1917.      Cut  No.  562 


Efficiency     Accessibility  Strength 

Let  us  demonstrate  to  you  the  merits  of  the  Bawden  Line 

The  Bawden  Pump  Co.,  Limited 


163-175  STERLING  ROAD, 


TORONTO,  CAN. 


J 
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Suutlicrn   Methodist  University,   Dallas,  Texas. 
Architects,  Shepley,  Rutaii  &  Coolidge,  Cliicago, 
•I'.ixoiiieiit  an>l  '  R.T.W."  Marine  Cement  used  to  waterproof 
hasement. 

DOLLARS  SAVED 
ON  UPKEEP 

F.conomy  is  the  cry  of  the  day.  Buildings 
must  be'kept  in  prime  condition  ;  waste  and 
wear  must  be.  cut  down.  The  question  of 
maintenance  is  greatly  simplified  by  using 

,  rfc  w  iJ/,  PROTECTIVE 

7v.i.>r.  PRODUCTS 


fd  not  rust!     Wood  need  not 


Steel  lie 
Xor  concrete  dust 


rot  ! 


ith  these  pro 


duct.'^ 


])roi)erly  ])rotected 
No  matter  what  your 


l)ro])erty  mav 
tine!  to  guar 
products  in  orii 


be  there  is  an  "R.I.W 


sen- 


d  it.  If  you  did  not  use  "RJ.W." 

;inal  construction  put  them 
Southern  Methodist  University 


on  now. 
used  these. 

"R.I.W."  Toxement  (patented)  an  integ- 
ral wateri)roofing  com])Ound  for  making 
Tortland  Cement  construction  absolutely 
\vater]jroof. 

"R.I.W."  ^Marine  Cement,  a  black,  water- 
)roof  composition-    It  damp-proofs  the  ex- 


terior  of  foundatioi 


/alls   and  footings, 


kcc])s  wood  sleepers  from  rotting  in  con- 
crete, is  the  best  coating  to  use  l)etween 
1)oat  decks,  and  f(jr  filling  seams.  Api)ly  it 
cold  with  a  brush. 

Send  for  \  alua])le  book  describing  "R.I.W." 


r 


■ts.    .Address  Dept.  51 


R  I.W.  DAMP  RESISTING  PAINT  CO. 
TOCH  BROTHERS 

Gerrard   St.  and   Carlaw  Ave.,  Toronto,  Ont. 

Agents  In  —  Vancouver,    Winnipeg,    Edmonton,  Calgary, 
Montreal.  (Quebec,  St.  John,  N.B. 


{remember  ITS  WATERPROOF] 

ML   ^>9'ML  0' 

W'  • 

STEEL  NEED  NOT  RUST/    ifec.as  r^T.oFF. 
WOOD  NEED  NOT  ROT/  j 
NOR  CONCRETE  DUST! 


FOR  SALE 
Machinery  Equipment 

1 — Type  Q.  Thew  on  Traction  Wheels. 

1 —  Marion  Model  30  Marion  on  standard  gauge  trucks. 

2 —  20-ton  standard  gauge  Locomotives. 

Dump  Wagons,  Rails,  Boilers,  Motors  and  Dump  Cars. 
Standard  gauge  Flat  Cars. 

Write,  wire  or  phone. 

T.  J.  McGOVERN 

Room  1 5A,  Manning  Arcade,  TORONTO,  Ont. 


Keith 
Fans 


The  oppor- 
t  u  n  i  t  y  for 
greater  econ- 
omy and  effic- 
iency in  Heat- 
ing and  Ven-  -  "  

tilating  is  em- 
phasized in  the   "Keith**   Fan.  Com- 
parative tests  of  other  types  of  fans  have 
resulted  in  the  "Keith"  being  proclaimed 
the  most  efficient  and  economical  in  the 

Fan  World.        Y^^^te  for  our  New  Catalogue  No.  55. 

SHELDONS  LIMITED,  Gait.,  Ont. 

Toronto  Office :  609  Kent  Building 

AGENTS : 

Messrs.  ROSS  &  GREIG,  412  James  St.,  Montreal,  Que. 
Messrs.  WALKER'S  LTD.,  259-261  Stanley  St.,  Winnipeg,  Man. 
Messrs.  GORMAN,  CLANCEY  &  GRINDLEY,  LTD.,  Calgary 

and  Edmonton,  Alta. 
Messrs.  ROBERT  HAMILTON  &  CO..  LTD.,  Bank  of  Ottawa 
Bldg.,  Vancouver,  B.  C. 


Tenders 

A  few  dollars  spent  in  advertising 
your  proposals  in  the 

Contract  Record 

and  Engineering  Review 

would  result  in  additional  competition, 
which  might  save  your  city  or  town  or 
your  client  many  hundreds  of  dollars. 


J 
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CANADIAN   DES  MOINES 
STEEL  CO.,  Limited 

Elevated  Tanks  Barges  Bridges 

Standpipes  Wireless  Towers 

Structural  Steel  for  all  purposes. 


Let  us  bid  on  your  requirements. 
Attractive  Prices— Prompt  Deliveries. 


Sales  Offices  and  Plant 
CHATHAM,  ONT,  275  Inshes  Ave 

Associated  with 
PITTSBURGH-DES  MOINES  STEEL  CO. 
Pittsburgh,  Pa.  New  York  City 

945  Curry  Bldg.  42  Church  St. 

DES  MOINES  BRIDGE  AND  IRON  CO. 
Des  Moines,  Iowa,  938  Tuttle  Street 


Concrete  Bonding 
Lockers  for  Clothes 
Iron  Stairways 

Enquiries  solicited. 

CANADA   WIRE    &   IRON  1 
 GOODS  CO.,         Hamilton  I 


Blair  Concrete  Pipe 


We  use  only  the  finest 
grade  materials  in  all  our 
work.  Clean,  sharp  sand 
and  high-grade  cement. 
Gravel  sorted  and  crushed 
in  our  own  plant.  After 
thoroug^h  mixing,  the  con- 
crete is  power  tamped,  to 
ensure  great  density.  Pipe 
is  then  allowed  to  set  for 
72  hours  in  vaporizing 
chambers,  with  automatic 
sprinklers,  giving  the  pipe 
great  hardness.  We  make 
large  sizes  of  pipe  in  our 
portable  plant  at  the  place 
where  they  will  be  used. 
We  also  have  a  special 
feature  in  our  continuous 
reinforced  concrete  pipe. 

Write  to-day  for  further 
details  and  prices. 


B.  Blair  Company,  Limited 


WOODSTOCK 


ONTARIO 


Canada  Iron  Foundries,  Limited 


CAST  I ll0N  iPPPE 


Head  Office 

Mark  Fisher  Building 
MONTREAL 


Car  Wheels,  Cast  Iron  Water  and  Gas  Pipe,  Specials,  Valves,  Hydrants,  etc.,  Casting^s 
of  all  kinds,  Mooring  Bollards  for  both  Concrete  and  Wooden  Docks 


.".4 
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Do  Yott  Want  Crushed  Stone  ? 

That  is  Clean,  Tough  Stone  of  a  Quality 
suitable  for  Macadam  Road  and  Concrete 

Ws  can  supply  you  in  any  •!>•  or  quantity. 

Our  ••nric*  i*  unexcelled  and  our  price*  right. 
Phone  or  wilt*  us  for  auoUtlons  when  you  arc  in  the  market 
OlBcc-M  4915-M  4516     Rcsldcnca— P  2278 

Crushed  Stone  Limited 

47  Yonge  St.  Arcade,  Toronto 
G.  W.  Eatery,  Manager 


Sand,  Gravel 

Lime 
Cement 
Plaster 
Hair 


and  Crushed  Stone 

Fire  Clay 
Fire  Brick 
Sewer  Pipe 
Weeping  Tile 


Building  Stone 

Our  prices  are  right  and  our  service  good. 

Britnell  &  Co.,  Limited 

C.P.R.  Crossing,  Yonge  St.,  North  Toronto 

Phones,  Office  North  |  ^  Evenines,  North  2107 


Meet  All  Requirements 

"American"  Fire  Pumps  meet  all  requirements  of 
Underwriters'  Associations,  because  in  their  design, 
material  and  workmanship  high  quality  is  maintained, 
and  every  pump  is  carefully  tested  in  our  own  lab- 
oratory before  it  is  permitted  to  leave  our  Works. 

When  so  ordered,  these  pumps  are  furnished  direct 
connected  by  flexible  shaft  coupling  to  high  speed  ^ 
enclosed  ventilated  motor,  so  designed  that  in  case 
of  hose  rupture  it  will  not  deluge  the  motor. 

Catalog  1352  describes  them. 
Write  for  your  copy. 

The  American  Well  Works 

General  Office  and  Works :  Aurora,  III. 
Chicago  Office:  First  National  Bank  Building 

Special  Canadian  Dealers 
K.  H.  Buchanan  &  Co.,  Montreal. 
Gorman,   Clancy   &   Grindley,   Ltd.,   Edmonton  and 
Calgary. 

B.  C.  Equipment  Co.,  Vancouver,  B.  C. 


For  Sale 


14B  Bucyrus  Shovel, 

Traction  Wheels,  s/g  yd.  dipper. 

Clam  Shell  Buckets,         H,  1.  I'A  yard. 
Orange  Peel,  1  yard  Hayward. 

American  7  x  10,  double  drum  Hoist  with  Swinger. 
Mundy  Gyi  x  12,  double  drum  Hoist  with  Swinger. 
New  6J/2  X  8  Doty  double  drum  Hoist  with  Boiler. 
New  7  X  10  double  drum  Hoist  with  Boiler. 

7  X  10  D.  D.  Reversible  Skeleton  Hoist. 

8  X  12  3-Drum  Hoist,  with  swinger  and  boiler. 
20  ton  8  wheel  Locomotive  Crane,  60  ft.  Boom. 
5  ton  Stiff  Leg  Derrick;  5  ton  Guy  Derrick. 
A  Frame  Travelling  Derrick,  with  60  ft.  Boom. 
Assorted  Hand  Power  Derricks. 

54   yd.  and  '/z   yd.   Concrete  Mixers  with  Engine  and 

Boiler  on  Wheels. 
H  yd.  and  1  yd.  Smith  Mixers  on  Skids. 
2000  feet  of  Portable  Track,  24-in.  gauge.  * 
Six  IVi  yd.  V-shaped  Steel  Cars,  Side  Dump,  24  in.  gauge. 
Ten  4  yd.  Western  Dump  Cars,  36-in.  gauge. 
15  ton  Porter  Standard  Gauge  Locomotive. 
Two  10  ton  Vulcan  Locomotives,  36  in.  gauge. 
Gyratory  Crushers,  Nos.  3,  4  and  5. 
Jaw  Crushers,  7  x  10  and  10  x  16,  Acme  Portable. 
No.  0  Thew  Steam  Shovel,  on  Railway  Wheels. 
85  H.  P.  and  40  H.P.  Locomotive  Boilers. 
I^arge  Assortment  Vertical  Boilers,  5  H.P.  to  125  H.P. 
Two  Diaphragm  Pumps,  driven  by  Gasoline  Engines. 
Five  New  and  Used  Pulsometers,  various  sizes. 

Write  for  prices  and  further  particulars. 

The 

A.  R.  Williams  Machinery  Co. 

Limited 

64-66  Front  St.  W.,  Toronto,  Ont. 


Mai»f.  by  ^ 

Griffiths  Bros  &  Co  Lw 
Lo 


'  CoNtractors  to  the 


 ■v^v^-^'»KgSSiS5^;ss«^^      —  \  .  / '  v^Ntractors  to  tlie 

PAINT  ^!^^^-^ 

ist-Proof  r  1    Elastic  ^^1^^ !'//]!  7i  T--- 


J^JJ0^  lasts  where  no  other  paint  will  stand. 

It  is  impervious  to  all   external  influences,   and   possessing  wonderful   qualities  of 
FIRMNESS,    DURABILITY,   and    ELASTICITY,  it  affords 

PERFECT  PROTECTION 

for  IRON,   STEEL  AND   WOOD.    That  is  why  it  is  used  by  the  British  Navy  and 
Army  and  leading  Railway  and  Shipping  Companies. 

Write  for  our  interesting  booklet. 

SP1EL1VIA.NN  ACEINCIES,  ReOD. 

Specialists   in  Protective  Paints 
Read  Bldo.  M0NTREA.L. 
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SWANSEA 

Salt  Glazed  and  Vitrified 

SEWER  PIPES 


I 


True  to  Size 
Impervious  to  Water 

Sizes  manufactured  and  al- 
ways in  stock  4  in.  to  24  in. 


Ask  for  Price  List 
and  Discounts 


also 

Chimney  Tops 
Flue  Lininifs 
Wall  Coping: 
Culvert  Pipe 
Inverts 

Telephone  (Toronto  Connection) 
Parkdale  5000 


The  Dominion  Sewer  Pipe  Co. 

(The  Independent  Co.)  Limited 

SWANSEA  (near  Toronto) 


Construct  Your 


SEWERS 

from 

Reinforced  Concrete  Pipe 

Manufactured  by 

Dominion  Concrete  Co. 

Limited 

KEMPTVILLE       -  ONTARIO 

*^ Better  good  pipe  at  a  fair 
price  than  poor  pipe 
at  any  price. " 

N.  B.  The  adjolnlne  Illustration  shows  a  line  o{  42-ln.  pip* 
in  •  trench  ready  for  fiUine. 


>n' 

'(Q 

i 
'A 


Bermico 

kyanized 

Cross  Arms,  Poles, 
and  Ties  are 

protected  from  decay. 

Manufactured  in  our  own  plant 
from  carefully  selected  stock  ^ 
write  for  samples  and  particulars 


Founded  1852 

POUTLAND,  MAINE 


% 

'i 

i 


To  Secure 
ECONOMY  and  DURABILITY 
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Current  Prices  of  Building  and  Engineering  Materials 


TORONTO  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement  .Iclivcrcd  in  5  bancl  lols,  Sl'.DO  per  bl.l.  ; 
with  bags,  car  lols,  .fL'.:!!)  on  ihc  Irack, 

with  pkgs.,  .f2.70. 

Lime— grey  60c.  white  70c  per  100  lbs.,  delivered 
in  not  less  than  1500  lb.  lots.  At  the  ware- 
bouse,  grey  55c,  white  65c.  Ilydrated  lime, 
$16.00  per  ton  delivered ;  $15.00  at  warehouse. 

Brick.  No.  I  dry  pressed  red  brick,  .f  22 ;  bulT, 
.fi;2.  I.o.b.  the  job;  No.  2,  $20;  common  red 
Slock  brick,  .$17;  grey,  $17;  wire-cut  brick, 
for  foundation  work,  $i:!.50  on  the  cars,  dc- 
livi-red  $15;  •"rapt-slry"  brick,  imported,  $25 
l<>  $;!.".;  local  Kui;,  .«2li;  san.l-liniL-  bi  ick,  $10.25 
f.o.b.  car  at  King  Edward  Siding;  $9.00  f.o.b. 
car  or  wagon  at  plant.  Paving  brick,  local 
manufacturers  not  quoting  prices  at  present, 
imported  paving  squares,  delivered  at  job 
in  Toronto,  best  quality  $80,  second  quality 
$75,  third  quality  $70.  (These  prices  are 
merely  approximate,  as  no  sales  are  recorded). 
Sun-Tex  face  brick,  $20  to  $30  at  plant,  $24 
to  $34  delivered,  price  depending  on  color 
and  texture.  Denison  interlocking  hollow 
tile,  $80  per  M.  at  plant,  $97.50  delivered. 
Lots  over  100,000,  $75. 

Fire  brick— $05  to  !585  per  M.,  according  to  qual- 
ity.    Fire  clay,  $15  per  ton. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 
Toronto  prices,  F.O.B.  Car: 
Crushed  stone — 2  in.,  .$1.55;  1  in.,  $1.75;  ^  in,, 

$1.75;  rubble  stone,  in  car  lots,  $1.55  per  ton, 

f.o.b.  car. 

Sand — for  cement  or  brick  work,  $1.10  per  ton, 

,    f.o.b.  Toronto. 
Gravel  — Pit    run,   $1.1(1   per    ton,    f.o.Ii.  'rcnonto; 
screened,  $1.50  per  ton,  f.o.b.  Toronto. 

LUMBER  (BUILDING  MATERIAL) 
Toronto  retail  prices,  delivered. 

Hemlock— 2  x  4  in.  to  2  x  10  in.,  12  and  14  ft. 
long,  $39;  10  and  16  ft.,  $40;  2  x  12  in.,  12 
and  14  ft.,  $40;  10  and  16  ft.,  $41;  1  x  4  in. 
and  1  X  5  in.,  T.  and  G.,  $42 ;  1  x  6  in.,  T. 
and  G.,  $43;  No.  2,  $5  less  than  No.  1.  Siz- 
ing, $1  per  M.  extra. 

Pine — Box,  1  x  4  in.  and  1x5  in.,  $45;  1  x  G 
in.,  $48;  1  X  8,  $50;  1  x  10,  $55;  1  x  12,  $55; 
Shelving,  1  x  4  in.  and  5  in.,  $56;  1x6,  $60; 
1x8,  $fi5;  1  X  10,  $70;  1  x  12,  $75;  2  4 
in,,  10  to  16  ft.  long,  common,  $46;  2x6, 
$48 ;  2  X  8,  $.50 ;  2  x  10,  $52 ;  2  x  12,  $54.  No. 
1  flooring,  $.58;  No.  1  V  or  beaded  sheeting, 
$60.  Pine  trim,  4  in.  casing,  $2.75  per  100 
ft,;  5  in.  ditto,  $3.25;  8  in.  pine  base,  $4.75; 
4  in.  pine  window  stool,  $4.00. 

Spruce — 10  to  16  ft.  long,  rough,  1  x  4  in.  and 
2x4  in.,  $46;  1  X  6  and  2  X  6,  $48;  1  X  8 
and  2  X  8,  $50;  1  X  10  and  2  x  10,  $52;  1  x 
12  and  2  x  12,  $54. 

Dimension  Timber  (B.C.  fir)— 10  x  10,  10  x  12, 
10  x  14,  10  X  16,  12  x  12,  12  x  14.  12  x  16,  14 
X  16,  16  X  16,  $65;  12  x  18,  12  x  20,  14  x  18, 
14  X  20,  16  X  IS,  10  X  20,  IS  x  IS,  18  x  20. 
$70.  These  prices  apply  to  lengths  up  to  .32 
ft.;  32  to  35  ft..  $3  per  M.  extra;  36  to  40 
'  ft,.  $5  per  M.  extra. 

ShinKles— XXX  B.C.,  $5,50;  XX  B.C.,  $4.50;  N. 
B.  extras,  $6.00;  N.  B.  clears,  $5.76;  No.  1 
pine  lath,  $7. Oft;  No.  2  pine  lath,  $6,50;  No,  1 
spruce  lath,  $5,75. 

STEF.L  AND  IRON 
Sircl  .mil   Iron  B,irs    XPi  2."i  lo  .$7,111  \',<~-v:  Iwisi 
rH  and  deformed.  $.5.6f>. 
hape»— Over  .35  Ibi.  per  yard,  $4,80  per  100  lbs, ; 
ni'ili  i        II  ^.^.ir  yaiil.  .$."1,2,")  lo  $5,.''>o  |,ci  \V{) 


Plates — 6  ins.  and  over  and  under  30  ins.,  $7.50  per 
100  lbs. ;  30  ins.  and  over,  $8.50.  Tank 
and  boiler  plates — %  in.  and  over  and  under 
.36  ins.,  $10.00;  36  ins.  and  over,  $6.70. 
Gauge  plates— No.  10,  $11.50;  No.  12,  $8.60; 
No.  14,  $8.65  per  100  lbs.  Black  American 
Bessemer  Plates— 28  gauge,  $8.40  per  100  lbs. 

Flats— G  ins.  wide  and  under,  $6.00  per  100  lbs. 

Rivets — Button  and  cone  head — base  for  yi  in. 
and  up,  $8.50. 

Extras — 1/lOc  per  lb.  e.Ntra  for  cutting  to  length, 
for  plate  less  than  '^  in.  thick,  for  angles 
less  than  5  in.  combined  legs  and  beams  and 
channels  under  6  ins.,  for  18,  20,  and  24  in. 
beams;  1/lOc  to  %c  per  lb.  extra  for  all 
Bethlehem  sections. 

Galvanized  iron — 28  gauge,  $8.75. 

Cast-iron  pipe — Standard  prices,  carload  lots, 
f.o.b.  Toronto:  4-in.  $78  to  $79  per  net  ton; 
6-in.  and  up  $75  to  $76.  Lower  price  for 
Class  B.  Higher  price  for  Class  A  and  gas 
pipe.     Less  than  car  lots,  $2  extra. 

SEWER  PIPE 
Sev/er  pipe — Toronto  prices  (wholesale),  with  dis- 
counts as  below,  f.o.b.  factory — 4  in,,  30c  pei 
ft.:  6  in,,  45c;  8  in.,  70c;  9  in,,  OOc ;  10  in., 
$1,05;  12  in,,  $1,35;  15  in,,  $1,80;  18  in., 
.$2.50;  20  in.,  $3;  22  in.,  $4;  24  in.,  $4.50. 
I)ist-(nints-  4    in.    to   U    in,    standard,    (JS  i>ci 
i-iiit.  ;   1(1  in.   lo  24  in.  stantlard,  ii~>  \)vr  cent,; 
ill.  ti)  24  in,  doulile  strength,  0"  iiei-  cent. 
Tile  wall  coping — 8  or  9  in,  wall,  50c  per  ft, ;  12 
in.  or  13  in,  wall,  75c  per  ft, ;  18  in,  wall, 
$1,50  per  ft. ;  carried  in  6,  12,  18,  and  24  in. 
lengths.    Discount  65  per  cent. 

PAINTS  AND  OILS 
White   lead — ground   in   oil,   less   than   ton  lots, 
$16.05  per  100  lbs,;  ton  lots,  $15.70  per  100 

lbs. 

Boiled  linseed  oil — in  bbls.,  $1.58  per  gal.  of  9  lbs. 

Raw  linseed  oil — in  bbls.,  $1.55  per  gal. ;  red  lead, 
dry,  $19  per  100  lbs.  ;  putty  in  bulk,  $6.05  per 
inO  lbs. ;  in  100-lb.  drums,  $6.90,  putty  in 
25-lb.  tins^  $6.90  per  100  lbs. ;  steel  sash 
putty  in  25-lb.  tins,  $7,15  per  100  lbs, ;  tur- 
pentine, in  bbls,,  73c  per  Imp,  gal,,  based 
on  sovithern  gauge. 


MONTREAL  PRICES 

CEMENT,  LIME,  AND  BRICK 
Cement — .$3.10    steain    car    load    lots,  including 

sacks,  less  5  per  cent,  for  cash. 
Lime--llydrated,  $20  per  ton';  lump,  $15. 
Brick — No,  1  pressed,  $18;  No.  2  pressed,  $15; 

Manganese  rustic,  $20;  buflf  rustic,  $20;  red 

rustic,   No,  1,  $15;   red  rustic.  No,  2,  $13; 

bufT  (smooth),  $21;  buff  (rough),  $20;  plastic 

$12,25. 

Concrete  Brick— grey  $22,  red  $22,  bufif  $23,  white 
$45,  plain  pressed  $12  per  thousand,  all  f.o.b. 
Works,  Mascouche,  P.O. 

CONCRETE  SEWER  PIPE 
Straight  pipes  (per  foot)  :  not  reinforced,  S-in. 
2Gc;  9-in.  30c;  10-in.  ,34c;  12-in.  40c;  15-in. 
GOc;  18-in.  74c.  Reinforced,  18-in.  90c;  21- 
in.  .$1;  24-in.  $1.20;  .30-in.  ,$1.60;  .36-in,  $2,40; 
42-in,  $3;  48-in.  $4.20. 

CRUSHED  .STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in.,  $1.40;  54-in.  $1.65;  H  'm. 

$1.75  per  ton,  delivered. 
Sand — $1  per  ton,  car  load,  on  cars. 
Gravel — $1,20  per  ton  f,o,b,  cars. 

STEEL  AND  IRON 

Steel  angles — 3  in,  x  3  in,  and  up,  $5,75;  1  in. 
X  I  in.  X  'A  in,,  25c  extra;  'n.  x  ii  in. 
X  '/i  in.  ."iO  cents  extra.  Boiler  plates — '/i  in. 
Iliick  and  lliieker,  .$!l,(lll.  Circular  plates 
Flange  quality,  .36  in,  dimension  and  over, 
$12,.50;  under  .36  in,  diameter,  $13.00,  Beams 
and  chaiuiels — Under  35  lbs,,  per  yd,,  $5,75; 
.35  lbs,  per  yd,  and  over,  $5.50;  f,'o,b,  Mont- 
real, net  cash,  nominal.  Corrugated  iion — 26 
gauge,  $0,00;  28  gauge,  $8,25  per  100  sq,  feet, 


subject  to  change  without  notice.  Copper 
bearing  sheets  —  Keystone  black,  28  U.  S. 
gauge,  $6.50  per  100  lbs.  nominal. 

SEWER  PIPE 

Straight  pipe  (per  foot) — 4  in.,  30c;  6  in.,  45c;  ft! 
in.,  70c;  9  in.,  S5c ;  10  in.,  $1.05;  12  in.,  $l,35fe 
15  in,,  $1,80;  18  in,,  $2.50;  20  in.,  $3;  22  in.; 
$4;  24  in.,  $4.50;  27  in.,  $6.50;  30  in.,  $7.20. 
Channel  pipe  (4  in.  to  30  in.)  24c,  36c,  56c, 
72c,  S4c,  $1.08,  $1.44,  $2.00,  $2.40,  $3.20, 
$3.60,  .$5.20,  $5.75.  One-eighth  bends  (4  in. 
to  .30  in.),  $1.20,  $1.80,  .$2.80,  $3.60,  $4.20, 
$5.40.  $7.20,  $10,  $12.  $16,  $18,  $20,  $28: 
Vi,  $1.20.  $1,80,  $3,15,  $4.05,  $4.75,  $G.10i; 
$14.40,  $20,  $24,  $32,  $36,  $52,  $57.G0.  Double; 
collar,  OOc,  $1.35,  $2.10,  $2.55,  $3.15,  $4.0S. 
$5.40;  slant  1  foot  long  side  (4  in.  to  iSi 
in.),  OOc,  ,$1,35,  $2,10,  $2,55,  .$3.15,  $4.05rJ 
.$5.40.  Single  branch  (6  in.  to  9  in.),  3  ft., 
$2.25,  $.3..50,  .$4.25;  2  and  2'4  ft.  (4  in.  to  .30 
in,),  $1..35,  .$1.80,  $3,15,  $3,85,  $4.75,  $6.10, 
$.S.10,  $11.25,  $13.50,  $18,  $20.25,  $32.50,  $36. 
Single  squares  (4  in.  to  30  in.)  ditto.  Double 
branch  and  double  square  and  Y  pipe  (4  in.  to 
.30  in.),  $1,80,  .$2,70,  .$4,90,  .$6.30,  $7..35,  $10.80, 
$14.40,  $20,  $24.  $32,  $.36,  $45,50,  $.50,40, 
.Svphon,  cesspool,  and  buchan  trap  (4  in,  to 
1.5  in.).  .$3.  .$4,  $7,  .$0,  $10.50,  $18.  Double 
svpbon,  running  trap,  and  hand  hole  trap  (4 
in.   to   12   in.).  $3,  .$4,  $7,  .$9,   $10,50,  $1S, 

Tliese  prices  arc  subject  to  a  discount  iif  .'iO 
per  cent,  for  less  than  car  load  lots  delivered, 
and  a  iliscouiil  of  from  .50  to  53  per  cent,  for 
car  load  lots  f,o.b,  Montreal. 

SUNDRIES 

Hard  wall  plaster — $17  per  ton.  Plaster  of  Paris 
.$.'1.1.5  per  1)1)1.,  both  less  -5  iier  cent,  for  casli. 
Rope — Best  Manilla,  .39c  basis  per  pound; 
British  Manilla,  .33c  basis;  sisal  rope,  2754c 
basis;  lath  yarn,  27}4c,  Boiled  linseed  oil- ■ 
in  barrels,  $1.95  per  gal.  of  9  lbs.  Raw  lin- 
seed oil — in  barrels,  $1.92^6  per  gal. 


WINNIPEG  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — Portland,  $4.00  per  bbl. ;  mortar  ce- 
ment, (He  per  70-lb.  bag,  in  ton  lots;  Keenes, 
.$6.45  to  $13.55  per  bbl.,  depending  on  qual- 
ity.    (All  prices  include  bags). 

Lime — White  or  grey,  in  bulk,  45c  per  bushel; 
per  barrel,  $2,10  to  $2.40. 

Hydrated  Lime — In  paper  bags,  $16.35  per  ton; 
in  cotton  bags,  $19.55. 

Brick — No.  1  dry  pressed,  red  and  buff,  $35; 
common  red  stock,  $25;  common  grey  stock, 
$12;  No.  1  enamelled  brick,  all  colors,  from 
$100;  sand  lime,  $12;  firebricks,  $70  to  $90, 

CRUSHED  STONE,  SAND,  AND  GRAVEL 
(Including  delivery) 

Crushed  stone — l}/i-in.  to  2-in,,  $2.60  per  yard; 
-K-in.  to  1-in.,  $2.85;  stone  dust,  $2.55;  rub- 
ble stone,  $14.20  per  cord. 

Sand,  gravel  and  torpedo  sand — $2.10  per  yard. 

Crushed  granite — lyi  and  2-in.,  $2.65;  M-in.  arid 
1-in.,  $2.90;   J^-iri.  and  dust,  $3.20. 

Gravel — Per  yard,  delivered,  $1.85. 

Crushed  Granite — V/i  and  2-in.,  $2.65;  ^-in.  and 
1-in.,  $2.90;   .J^-in.  and  dust,  $3.20. 

LUMBER  (BUILDING  MATERIAL) 
(Including  delivery) 
(15  per  cent,  discount  for  cash) 
Flooring — No,  2  red  pine,  4  in,,  $43;  6  in,,  $46; 
No.  3  red  pine,  4  in.,  $38;  6  in.,  $40;  No,  4 
red  and  white  pine  or  spruce,  4  in,,  $28;  (J 
in.,  $32;  No.  1  and  2  fir.  edge  grain,  3  in., 
$60;  4  in.  and  6  in.,  $55;  No.  3  fir,  edge  and 
flat  grain,  4  and  6  in.,  .$45;  No.  4  fir  ship- 
lap  grade,  4  and  6  in,,  $32;  common  2x6 
pine,  spruce  or  fir,  4  and  6  in,,  $.33;  No.  2 
white  pine,  4  and  6  in.,  $55;  No.  3,  $45;  No. 
2  red  pine,  4  and  6  in,,  $46;  No,  3,  $40;  No. 
4,  $32;  No.  5,  $24. 

Dimension  timber  (No.  1  pine,  spruce,  famarac, 
fir  or  cedar)— 8  x  8,  8  x  10,  10  x  10,  10  X 
12,  12  X  12,  .$38;  10  x  14,  14  x  14.  14  x  16. 
6  X  10,  6  X  12,  8  x  12,  $.39;  10  x  16,  12  x  16, 
16  X  16,  14  X  18,  16  X  IS.  18  x  IS.  20  x  20, 
.$40;  G  X  14,  8  x  14,  12  x  18,  IS  x  20,  $42:  6 
X  16,  G  X  18,  6  X  20,  8  x  16,  8  x  IS.  S  x  20. 
10  X  18,  10  X  20,  12  X  20,  14  x  20,  10  x  20, 
$43. 

(Continued   on   page  ,S8) 


April  17,  1918 


THE   CONTRACT  RECORD 


57 


RAILS 


BILLETS 


Concrete  Reinforcement  Bars 

Plain  Round,  Square  and  Cold  Twisted  Squares 

DOMINION  IRON  &  STEEL  COMPANY 

LIMITED 

BAR  STEEL 


Warehouse  Stocks  : 

SYDNEY.  N.  S. 
MONTREAL.  QUE. 
TORONTO.  ONT. 
FT.  WILLIAM,  ONT. 


Sales  Offices  : 

SYDNEY.  N.  S. 

MONTREAL 
112  St.  James  St. 

TORONTO 
18  Wellington  St..  E. 


Mills  and  General 
Offices : 

SYDNEY,  N.  S. 


WIRE  NAILS  -  o  -  WIRE  PRODUCTS 


Saves  Man  Power 

Install  c^G  &G  Telescopic  Hoist 

for  the  Removal  of  Ashes 


•v/itbAuiomaiic  Gear  Shifting  Brake 
Device  and  Silencer: 


feMADE    IN  CANADA 


G  &  G  Hoists  convert  a  hard,  mussy,  noisy 
task  into  an  easy,  clean  and  noiseless  operation. 

^  They  save  man  power  and  reduce  operating  costs. 

^  One  man  unaided  can  operate  a  G  &  G  Hoist  efficient- 
ly— removing  filled  can  from  cellar  to  sidewalk  or 
wagon  bed  faster  than  several  men  working  with 
makeshift  methods. 

^  Model  A,  illustrated,  will  raise  a  maximum  load  of 
500  pounds  at  a  guaranteed  speed  of  30  feet  per 
minute. 

^  Five  models  are  manufactured  to  meet  various  re- 
quirements. 

Install  a  G  &  G  on  your  next  job  ! 

Send  to  Nearest  Agent  for  bulletin  describing  all  models 


GILLIS  &  GEOGHEGAN,  Sherbrooke,  Quebec 


B.  &  S 
LTD., 
Agents 


H.  THOMPSON  CO., 
Montreal   and  Toronto, 
for  Quebec  and  Ontario 


WM.  N.  O'NEIL  CO.,  LTD., 

VANCOUVER, 
Agents    for    British  Columbia 

1111 


K.  C.  GRANT, 
NEW  GLASGOW. 
Agent   for  the  Maritime  Provinces 


W.  T.  GROSE, 
.\gent  for  Manitoba,  Saskatchewan, 
Alberta,  Winnipeg 

II 
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CURRENT  PRICES  OF  BUILDING  AND  ENGINEERING  MATERIALS— continued 


(Continued  from  page  52) 
Pine— 1-in.  common,  6  to  10  in.,  $105;  12  in., 
$110;  pine  trim  4  in.  casing,  $3.70  per  100 
ft.;  5'A  in.  ditto,  $4.40;  Sin.  pine  base,  $6; 
lO  in.,  $7;  4  in.  pine  window  stool,  $7.50. 
Shingles— Xo.  1  B.  C.  cedar,  $4;  No.  2,  $3,50; 
No.  1  r?.  C.  cedar  dimension,  $5.50;  hand- 
sawn,  $7. 

STEEL  AND  IRON 

Steel— Round  bars,  $5.25  per  100  lbs.  ;  square 
twisted,  $5.25  per  100  lbs.;  channels  and 
angles,  $5.50;  beams,  $5.25;  plates,  $8.25  per 
100  lbs. 

Cast  Iron  Pipes — Standard  price,  car  load  lots, 
f.o.b.  Winnipeg,  $38  per  ton. 


SEWER  PIPE 

Sewer  Pipe — Wholesale  price  f.o.b.  Winnipeg,  per 
ft.,  3  in.,  9  cents;  4  in.,  11  cents;  5  in.,  16 
cents;  6  in.,  18;^  cents;  8  in.,  30  cents;  9  in., 
35  cents;  10  in.,  40  cents;  12  in.,  50  cents; 
15  in.,  75  cents;  18  in.,  $1.00;  20  in.,  $1.50; 
24  in.,  $2.00. 


SUNDRIES 
(Including  delivery) 

Hard  Wall  Plaster— $19  to  $22.50  per  ton ;  Plaster 
of  Paris,  $20.50  per  ton ;  in  barrels,  $4.40  per 
bbl.  of  320  lbs. 

Plasterers'  Hair— $3.30  per  bale;  90c  per  bushel. 


PAINTS  AND  OILS 

Boiled  linseed  oil— In  bbls.,  $2.00  per  gal.  of  !) 
lbs. 

Mixed  Paint— Per  gal.,  $3.55  to  $3.85. 

Raw   linseed   oil — In   bbls.,   $1.98   per   gal.;  red 

lead,  dry,  $15.00  per  100  lbs.;  in  oil,  20>^c; 

putty  in  l)ulk,  Standard,  $5.00;  Pure,  $(j.00 ; 

Turpentine,  in  libls.,  95c  to  $1.00. 
White  lead— Ground  in  oil,  $16.85  per  100  lbs. 


VANCOUVER  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — tncy  I'urllaml,  $2.SU  per  bbl.  f.o.b.  ware- 
house, sacks  extra;  Keens  cement,  $9.00  per 
bbl.,  sacks  extra;  fine  white,  $8.00  per  bbl.  of 
300  lbs. ;  superfine,  white,  $9.50  per  bbl. ; 
white  Portland  cement,  $2.80  per  bbl.  of  250 
lbs.,  sacks  10c  extra,  f.o.b.  Vancouver. 

Lime  -$1.90  per  bbl.  f.o.b.  warehouse  or  delivered. 

Brick— Common  red  brick,  $14.50  to  $16.00  f.o.b. 
warehouse;  $14.00  and  up  in  car  lots  f.o.b. 
Vancouver;  pressed  red  brick,  f.o.b.  wharf 
Vancouver ;  pressed  bufif  brick,  $40  at  ware- 
house; $33  in  car  lots;  tapestry  brick,  $45  at 
wareliouse ;  impervious  brick,  $45  f.o.b.  build- 
ings ;  fire  brick,  $45  in  car  lots,  $50  in  ware- 
house; fire  clay,  $16.00  per  ton  in  car  lots. 

SAND  AND  GRAVEL 

Sand — Brick  and  plaster  sand  $2.50  per  cu.  yd. 

f.o.b.  bunkers. 
Gravel — $2.50  per  yard  delivered. 

LUMBER  (Building  Material) 
Vancouver  prices,  f.o.b.  mills : 

Dimension  timber — Douglas  fir — 8  x  8,  $25  ;  10  x 
10,  $25;  10  X  12,  $25;  10  x  14,  $25.50;  12  x 
12,  $25;  14  X  14,  $25.50;  14  x  16,  $26.50; 
6  X  10,  $25.50;  6  x  12,  $26;  8  x  10,  $26;  8  x 
12,  .$25.50;  10  x  16,  $27;  12  x  16,  $27;  16  x 
16,  $26.50;  6  x  14,  $27 ;  8  x  14,  $27;  12  x  18, 
$28;  18  X  20,  $29 ;  ?  x  16,  $28;  8  x  16,  $28; 
10  X  IS,  $28;  18  X  20,  $29;  14  x  20,  .$28.50; 
IG  X  18.  .$28.50;  16  x  20,  $29.50;  18  x  IS, 
$28.50;  20  x  20,  $28.50. 

Fir  Flooring — 1  x  3  edge  grain,  $44;  1x4  edge 
grain,  .$44;  1  x  4  flat  grain,  .$32;  No.  1  and 
2,  1-inch  clear  fir  double  dressed,  $42;  No.  1 
and  2.  1'4  and  1]/,  inch  fir  double  dressed 
.$42:  2-inc!i  fir  double  dressed  $42;  fir  lath, 
.H-W;  spruce  latli.  $5.75;  cedar  lath,  $5.25; 
XX  li.  C.  cedar  shingles,  .$2,15;  XXX,  $3.00; 
XXXXX,  $.3.60. 


STEEL  AND  IRON 

Vancouver  prices  f.o.b.  warehouse: 
Steel — (round  and  square  bars)  $5.50  base;  twis' 

ed  and  deformed,  $5.50  base;  structural  sed 

lions,  $S.0lt. 
Galvanized  iron — 28  gauge,  $10.85  per  100  lbs. 
Corrugated  iron — 26  gauge,  6,  7  and  8  ft.  sheet! 

.$9.90;   9   and   10   ft,    sheets,   $10.05   per  scl 

Black  steel  sheets,  24  gauge,  $8.-60  per  lOj 

lbs. 

Steel  angles —  $8.00  per  100  lbs,,  depending  oi 

size,  quantity  and  specifications. 
Steel  channels,  beams — $8.00  per  100  lbs.,  dependl 

ing  on  size,  quantity  and  specifications. 
Steel  plates— .$12.00  to  $15.00 

SEWER  PIPE 

Sewer  pipe — Vancouver  prices  f.o.b.  warehouse 
4-in.,  15c  per  ft.;  6-in,,  2.3c  per  ft.;  S-in.,  35. 
ft.;  lOin.,  45c  ft.;  12-in.,  55c  ft.;  15-in.] 
$1.10  ft.;  18-in.,  $1.30  ft.;  20-in.,  $1.55  ft.! 
24-in.,  $2.30  ft.   (all  net  prices).  [ 

SUNDRIES  I 

Hard  wall  plaster — $16.50  in  car  lots  f.o.b.  Van' 

cduver,  bags  extra. 
Hydrated  lime — $16.00  in  car  lots. 
Alca  lime — $16  per  ton. 

Plaster  of  Paris — Hammer  brand,  $4.50  per  bbl 
Finishing  Plaster — $19  per  ton,  sacks  extra. 
Welsh  slate — $15.00  per  square,  f.o.b.  Vancouver 
Rope,  Manilla,  s/s  in.,  39c  base;  %  in.,  39j4c; 

ii  in.,  40c;  !4  in.,  iOyic;  2nd  grade,  33j4c 

base;  sisal  rope.,  28^c  base. 

PAINTS  AND  OILS 

Boiled  linseed  oil— In  bbls.,  $2.00  per  gal.  of  9 

lbs. 

Mixed  Paint— Per  gal.,  $3.55  to  $3.85. 

Raw   linseed   oil — In   bbls.,   $1.98   per   gal.  ;  red 

lead,dry,  $15,00  per  100  lbs.;  in  oil,  205^c.; 

putty  in  bulk.  Standard,  $5.00;  Pure,  $6,00; 

Turpentine,  in  bbls.,  $95c  to  $1.00. 
White  Lead— Ground  in  oil,  $16.85  per  100  lbs.  - 


Town  and  City  Sewers 

ALL  SIZES  OF  PIPES  and  CONNECTIONS  from  4  inch  to  30  inch  always  IN  STOCK 

In  our  salt  glazed  vitrified  sewer  pipe  we  offer  the  highest  type  of  sewer  material.  Pipe 
of  our  manufacture  have  been  used  in  practically  every  city  in  Canada.  Highly  glazed  and  per- 
fectly vitrified. 

If  you  are  contemplating  sewer  construction  we  can  quote  you  some  attractive  prices.  We 
also  make  all  classes  of  fire  clay  goods. 
Prompt  shipment  on  all  orders. 

Ground  Fire  Clay,  in  Bulk  or  Bagged. 
"Amco"  Segment  Sewers— From  30  to  108  diameter 
Send  for  Illustrated  Book  on  "Building  Segment  Sewers" 

Standard  Clay  Products  Limited 

TMKKK  .SKWER  I'li'E  FACTORIES:  St.  Johus,  P.  Q.,  aud  Ncw  GUsgow,  N.  S. 

ALSO   FIRE  CLAY   FACTORY   AT  ST.   JOHNS,    P.  Q. 
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WOODEN  PIPE 


Wire  wound  wood  stave  pipe,  2  in.  to  24  in.  diameter.  Con- 
tinuous   wood    stave   pipe,    any    diameter  required 

CANADIAN  PIPE  CO.,  LIMITED 


Established  1904 


New  Factory  Erected  1910 


Equipped  with  t.he  most  up-to-date  machinery.  Evciy 
machine  driven  by  a  separate  electric  motor.  Satisfaction 
Guaranteed. 

Office  attd  Factory— 550  Pacific  St.,  VANCOUVER,  B.C. 


Dominion  Iron  and 
Wrecking  Co.,  Ltd, 

Canada's  Largest 
Cash  Buyers  and  Liquidators 


Factories  and  Complete  Plants. 

Marine  Wreckers  and  Dismantlers. 

Scrap  Iron,  Steel,  Metals,  and  Waste  Materials. 

Distributors  of  Spelter,  Ingot  Copper,  Lead,  Tin, 
Antimony. 

Iron  and  Steel  Shafting,  all  sizes  and  lengths. 

New  and  Used  Electrical  Equipment. 

Power  Machinery,  Electrical,  Hydraulic,  Steam 
and  Gas. 

Relaying  Rails  of  all  sizes  always  in  stock. 

General  Office* : 

Transportation  Bldg.,  MONTREAL 


Quebec 


Tel.  Main  3751 


St.  John  N.B. 


CRANES 


Patented 


Electric  and  Hand  Traveling  Cranes 
Electric  and  Air  Hoists 

NORTHERN    CRANE  WORKS,  LTD. 

WALKERVILLE,  ONT. 


U  A  f  1  Q  New  and  Relaying 
I\../a.1J^O  Switches,  Turntables,  Etc. 

Carried  in  Stock 

Locomotives  and  Cars 
Jno.  J.  Gartshore,  Toronto 


Water  Supply 

from 
Deep  Wells 

is  obtained  at  a 
minimum  cost  by 
use  of  our  deep 
well  pumps. 


Write  for  Bulletin  26 
explaining  the  use  of 
Cook's  Patent  Brass 
Tube  Well  Strainer. 

A.  D.  COOK 

Lawrenceburg  Indiana,  U.  S.  A. 

Manufacturer  of  a  Complete  line  of  DEEP  WELL 
SUPPLIES  including  Steam,  Belt  and  Motor  Driven 
DEEP  WELL  PUMPS,  Wind-mill  and  Hand  Pumps, 
Working  Barrels  and  Valves,  Pump  Rods  and  Pump 
Rol  Joints,  Drill  Rods  and  Drill  Rod  Joints,  Drilling 
and  Well  Tools. 

Catalogue  Mailed  Upon  Request 


VANCOUVER  WOOD  PIPE 


&  TANK  CO.,  LTD. 


I 


Conlractors  for  Waterworks  Construction, 
Manufacturers  ot  Wire- Wound  Wood  Pipe,  Continuous  Stave 

Pipe,  Tanks,  Silos,  Steam  Casing. 
See  our  new  patented  Wood  Pipe  Coupling-Potltively  LEAK  PROOF. 
We  ara  the  originators  of  the  BORED  OUT  Wood  Sleeve  Coupling 
Write  for  Illustrated  Catalogue. 

850  Hastings  St.  W.      VANCOUVER,  B.C. 
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Mechanical 
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Contractors 

Special 

Interests 


Chipman  &  Power 

Civil  Engfineers 

TORONTO  WINNIPEG 

Willis  Chipman.      Geo.  H.  Power. 


James,  Loudon  &  Herlzberg,  Ltd. 

CONSULTING  ENGINEERS 
36  Toronto  Street  -  TORONTO.  CAN. 
Water  .Suiiply  ami  I'm  ilicalion ;  Scwei  agc 
Sysli-iiis;  iMiiiiitipal  and  Tiaile  Wasit 
Disposal  rianis;  Incinerators;  I'avenieiils ; 
r.iiilges  anil  .Stmclnral  u  u\ k,  iiichi'lin;-; 
Ki  iiildrcfil  CnntMeli;. 


Anglins  Limited 

Contracting  Engineers 

65  Victoria  St.  MONTREAL 


H.  J.  Griswold, 

Montreal. 


B.  W.  Seton, 

Toronto. 


DOMINION  ENGINEERING 
&  INSPECTION  CO. 

Inspecting  »nd  Testing  Engineers 
Head  Office  and  Laboratories, 
820  Lagauchetiere  St.  West,  Montreal. 

IIRANCH  OFFICES: 
24  Adelaide  Street  East.  Toronto. 
806  Union  Trust  Building,  Winnipeg 
CEMENT  TESTING  AND  REIN- 
FORCED CONCRETE  INSPECTION 
MILL.  SHOP  AND  FIELD  INSPEC- 
TION OF  STEEL  STRUCTURES 
AND  BRIDGES 
TESTS  AND  INSPECTION  OF  IRON 

AND  STEEL  PIPE,  ETC. 
LOCOMOTIVES,   CARS,   NEW  AND 

SECOND-HAND  EQUIPMENT 
■Repiesented  at  New  York,  Pittsburgh  and 
Chicago;  Glasgow  and  London,  Eng. 


1.  S.  Giiffillis    N,  11.  Manning    L.  J.  Rogci!- 

CANADIAN  INSPECTION  and 
TESTING  COMPANY 

Inspecting,  Testing 
Metallurgical  &  Chemical  Engineers 

Mill,  Shop  anrl  l'"ic-ld  inspection  of  bridges 
and  stmclnral  work.  Mill  inspection  of 
rails  and  track  supplies.  Foundry  inspec- 
tion of  castings,  pipes,  etc.,  expert  exam- 
ination and  reports. 

Our  Physical,  Chemical  and  Cement  Lab- 
oratories are  fully  cquipprd  to  undertake 
all  kinds  of  tests 

Principal  Offices  and  Laboratories 
MONTREAL     anrl  TORONTO 


R.  S.  &  W.  S.  LEA 

Consulting  Engineers 

Water  Supply  ;  Sewerage  and  Drainage  ;  Water 

Purification;  Disposal  of  Sewage  and  Refuse  ; 

Water  Power  Developments  and  Power  Plants. 
Reports,  Designs,  Supervision  of  Construction 
New  Birks  Bldg.  Telephone 

MONTREAL,  P.Q.  Uptown  783 


FRANK  BARBER 

Bridge  and  Structural  Engineer 

Steel  and  Reinforced  Concrete  Bridges  and 
Buildings,    Foundations,    Municipal  Work 

40  JARVIS  STREET,  TORONTO 


Robert  W.  Hunt 
President 


Charles  Warnock 
Treas.&Gen'lMgr. 


Robert  W.  Hunt  &  Co. 

Limited 

Consulting  and  Inspecting  Engineers, 
Chemists  and. Metallurgists 

Expert  inspection  and  tests  of  all  structural 
materials  and  mechanical  equipment. 

Reports  on  Properties  and  Processes 

Head  Office  and  Laboratories  : 
McGIII  Building,  Montreal 
Branches : 

Toronto  Vancouver         London,  England 


GENT  &  CO.,  Ltd. 

"FARADAY  WORKS- 
LEICESTER     -  ENGLAND 

INTERPHONES 

Cables:  "Lodestone,  Leicester" 


Geo.  M.  Miller  &  Co. 

Architects 
93  Vonge  Street        -  TORONTO 


Reid  &  Brown  Structural  Steel 
&  Iron  Works,  Limited 

We  carry  a  large  stock 

Steel  Beams,  Channels,  Angles, 
Plates,  Columns,  etc. 

FOK  IMMEDIATE  SHIPMENT 
0((iceand  Work«-63  EipUnade  E,  TORONTO 

Phones— Main  904  and  90S 


R.  O. 
WYNNE  -  ROBERTS 
Consulting  Engineer 

40  JARVIS  STREET 

TORONTO 

Water  Supply,  Sewerage,  Sewage  Dis- 
posal, Civic  and  General  Engineering, 
Arbitrations,  Investigations,  Valuations, 
Reports,  etc. 


SASH 

OPERATING  MACHINERY 

of  all  kinds 
KING  CONSTRUCTION  CO. 

40  Dovercourt  Rd.,  TORONTO 


Milton   Hersey  Co.,  Ltd. 

Engineer*,  Chemists,  Inspectors 

PAVING 

designed,  superintended,  inspected. 
Montreal  Winnipeg  New  York 


Crushed 
Stone 

BRICK 

T.  A.  Morrison  &  Co.,  '".^jSVi^TRTAL'- 


This  Directory 
will  bring  you 
BUSINESS 

Keep  your  name  and  your  busi- 
ness prominently  before  live 
prospects  by  placing  an  an- 
nouncement in  our  "Directory  of 
Engineers."  Rates  and  inform- 
ation will  be  sent  on  request. 

Contract  Record 

&  Engineering  Review 

347  Adelaide  St.  W.  TORONTO 
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CANADIAN 
CHICAGO  BRIDGE  &  IRON 


CO. 


Built  for  C.P.R. Montreal 


Limited 
BRIDGEBURG.  ONTARIO 

Our  Specialty  Is  the  Design,  Manufacture 
and  Erection  of  Elevated  Steel  Tanks 
for  Municipal,  Railroad  and  Factory  Service. 
We  also  design,  manufacture  and  construct 
Oil  Tanks,  Coaling  Stations,  Bridges,  Turn- 
tables, Building  and  Structural  NUterial. 

"  Write  our  nearest  Sales  Office  for  prices,  plans 
and  specifications.  Our  catalogue  No.  15  gladly 
mailed  to  you  upon  request." 

Sales  Offices:— 
Brldseburs,  Ontario,  130  Janet  Street 

Chicago,  Illinois.   1305  West  105th  Street 
New   York,  N.   V.,  30  Church  Street 

Shops:— Bridseburg,  Ont. 

Chicago,  111.  Greenville,  Pa. 


The  Maritime  Bridge 

.     Company,  Umited 


Manufacturers  and  Erectors  of 

Steel  Railway  and  Highway  Bridges, 
Buildings,  Girders,  Trusses,  Towers, 
Turntables,  Tanks,  Smoke  Stacks, 
Riveted  Pipe,  and  Structural  Steel  and 
Plate  Work  of  all  descriptions. 

We  have  the  only  complete  stock  of 
Steel  Shapes,  Plates  and  Bars  in  the 
Maritime  Provinces. 


Office  and  Plant: 

New  Glasgow,  Nova  Scotia 


Have  You  Considered 

the  advantages  of  installing  St.\ndakd  Steel  Tape 
Arnioied  Cables  directly  in  the  ground  witfiotit  con- 
duits or  manholes?  There  are  many  ways  in  which 
such  cables  can  be  employed  with  great  economy. 

Write  our  nearest  office  for  full  information. 
Standard   Underground  Cable  Co. 

of  Canada,  Limited 


Montreal,  Que. 


Hamilton,  Ont. 

Toronto,  Ont. 


Seattle,  Wash. 


STRUCTURAL  STEEL 

and 

BRIDGE  BUILDERS 


Capacity  18,000  Tons. 

We  build  and  erect  all  kinds  of  Structural  Steel,  Bridges, 
Roof  Trusses,  Bank  and  Office  Railings,  Stair 
Work.  Elevator  Grilles,  Fire  Escapes,  etc. 

Over  5,000  Tons  in  Stock  of 

Beams,  Column  Sections,  Angles,  Tees,  Plates,  Bars, 
Checkered  Floor  Plates,  etc. 

McGregor  &  Mclntyre,  Limited 

1139  Shaw  St.  TORONTO,  CAN. 

Telephone  Hillcrest  1614 — 1615—1616. 


^mm  wm^l  wM©  \^  -i\mmg  MmsIL^aoa  f 

MacLeau  Re])orts  give  the  vital  facts  that  are  so 
necessary  if  you  would  secure  the  best  of  new  business 
— and  they  cost  but  a  few  cents  a  day.  They  are  issued 
daily  (card  system)  and  give  accurate  information  on 
Canadian  building  and  engineering-  projects,  contem- 
plated, their  progress  and  details  of  the  material  and 
equipment  required.    Rates  and  samples  on  request. 


MacLEAN  DAILY  REPORTS,  Limited,  Toronto 
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Works  at  Walkerville.  Ontario 


When    placing  your 
order  for 

HYDRANTS, 
VALVES 

and 

VALVE 
BOXES 

place  it  with  us. 


MADE  IN  CANADA 


Strong,  Substantial  and 
Modern  Designs. 
Prices  right. 

Write  for  prices  and  see. 


JONES— 

A  modernly  efficient  man 

He's  never  in  a  hurry  when  I  drop 

in  for  a  confidential  chat  about  some  im- 
portant deal.  He's  never  flurried  or  ruffled  when 
he  wants  a  certain  paper  ;  he's  never  delayed  or 
disappointed  because  a  clerk  fails  to  bring  him  that 
paper  when  he  wants  it. 

That  httle  file — that  wonder  file- — beside 
his  desk  gives  him  just  the  paper  he  wants,  when 
he  wants  it — gives  him  command  of  the  subject  on 
which  he's  talking;  he's  not  caught  making  mental 
reaches  for  "little  details  he's  not  just  sure  of." 

According  to  modern  standards  Jones  is 
an  efficient  man. 


Personal  efficiency  isn't  an  accident.  Nor 

is  it  some  vague,  mysterious  thing  reserveil  for  a 
choice  few. 

Efficiency  is  doing  the  daily  tasks  the  easiest 
way  in  the  shortest  time  with  the  least  effort— it 
means  common-sense  organization  of  your  work 
instead  of  thoughtless  performance. 


The  Half  Section  Stack  pictured  above  is 
one  way  to  personal  efficiency.  It  gives  to  the  big 
executive  absolute  control  of  current  working  mat- 
erials in  the  form  of  important  documents,  sales 
records,  purchasing  data,  factory  statistics,  con- 
tracts, etc.  To  the  one-man  organization  it  makes 
possible  big  business  methods  on  a  small  scale. 
In  fact,  for  the  small  business  it  will  in  most  cases 
accomodate  all  the  business  records — in  a  simple, 
thoroughly  efficient  and  "get-at-able"  way. 

Send  a  postcard  to-night  for  descriptive 
folder.    Address  nearest  Service  Store,  pleiKie. 


SPEC'ALTY  MFG. 
NEWMARKET 


CO., 


LIMITED 
Canada 


VALVL- HYDRANT  MANUFACTURERS 

WALKERVILLE,  ONT. 


Filing  Etiiiit'iiicni  Storcn  at : 
Toronto       Monticnl       Ollavva       llalif.nx  Hamilton 
Winnipeg       Kegina       Edmonton  Vancouver 
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Series  A 


No.  12 


Compressed  Air  Machinery,  Tools  and  Appliances 


Durable 

All' Steel 
Construction 

Dry  or  with 
Water  Feed 


Speedy 
Economical 

Special 
Hole 
Cleaning 
Device 


The  Jacknamer  Sinker 

For  the  Contractor 

Some  Features  that  will  interest  you: 

1  — The  Jackhamer  Sinker  is  specially  adapted  for  heavy  down  drilling  holes 
of  large  diameter  up  to  12  feet  depth  ;  it  is  therefore  most  useful  for 
shaft-sinking,  trench  and  culvert  bed  digging. 

2 — The  Jackhamer  Sinker  is  convenient  to  handle. 

3  —  The  Jackhamer  Sinker  is  all-steel,  all-bolted. 

4 —  The  Jackhamer  Sinker  has  a  powerful  automatic  rotation  and  automatic 

lubrication. 

5 —  The  Jackhamer  Sinker  is  fitted  with  a  special  steel-holder,  and  puller- — 

spring-held,  which  may  be  swung  out  of  the  way  when  not  in  use. 

Bulletin  K  205. 


CANADIAN  INGERSOLL-RAND  CO.,  LTD. 


Sydney,  N.S. 
Cobalt,  Ont. 


General  Offices:  MONTREAL,  QUE. 

BRANCH  OFFICES: 
Sherbrooke,  Que.  Montreal,  Que. 

Timmina,  Ont.  Winnipeg,  Man.  Nelson,  B.C. 


Toronto,  Ont. 

Vancouver,  B.C. 
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You  Can  Save  Money 

vby  using 


our 


Wire  Rope 

"MADE  IN  CANADA" 

The  Dominion  Wire  Rope  Company,  Limited 

MONTREAL  TORONTO  WINNIPEG 

For  Road  Repairs 

COMBINE 

Rapidity,  Efficiency 

and  Lack  of  Waste 

with 

Low  Cost 

by  using 

"RANSOME"  Bantam  Concrete  Mixers 


Do  You  Know  That 

We  are  HEADQUARTERS  for 

General  Marine  Supplies? 

Winches,  Windlasses,  Lamps, 

Rigging  Screws,  Shackles,  Blocks, 

"SHIPMATE"  RANGES 


Branch : 
108  Mail  Building 
TORONTO 

Telephone  Adelaide  840 


Head  Office 

MONTREAL 


Vol.  32 


Toronto  April  24,  1918 


No.  17 


The  latest  strong  testimony  to  the  worth  of 

Denison  Interlocking  Hollow  Tile 


Architect— G.  Howard  Crane,  Detroit 
Associate,  Hynes,  Feldman  &  Watson 


The  Allen  Theatre,  Toronto 


Contractors— Frank  Farrington  Co. 
Detroit 


Denison  Interlocking  Hollow  Tile  was  used  in  the  construc- 
tion of  the  above  building  because  of  its  great  insulating 
value,  its  fireproofness  and  its  strength.  This  Tile  was  used 
on  all  bearing  walls  from  footings  to  the  roof. 

Sun  Brick  Company,  Limited 

Toronto  St.        -        -        Toi-onto,  Ont. 


Iphabetical  Index  to  Advertisers,  Page  16 
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"BEATTY" 

Auxiliary  Ship  Machinery 


Ash  Hoist  £or  ships  now  beingr  built  in  Canada. 
—   Agents  — 


Cargo  Winches 
Warping 
Winches 
Anchor  Wind- 
lasses 
Ash  Hoists 

Also 

Hoisting  Engines, 
Electric  Hoists, 
Steel  Derricks, 
Derrick  Irons, 

Clamshell  Buckets, 

Let  us  know  what  you  want 
along  this  line 
We  will  tender  promptly 


H  E.  Plant,  Montreal,  Que.  R.  Hamilton,  Vancouver       »*      RF  A  TT Y  ^fe-    ^ON^    ITH      WFIl    A  NFl 

E.  Leonard  &  Sons.  St.  John.  N.B.     Kelly-Powell,  Winnipeg  M.  A   A    %X.    yjyjl-^tjj  M-t  A  YT  l^LiLi,/n.XlA^ 


Now  on  Munitions 

LYMBURNER,  LIMITED 

The  well  known  manufacturers  of  ornamental  metal  work  and 
special  machinery  are  entirely  occupied  making  munitions, 
and  cannot  execute  orders  for  above  work  until  a  later  date, 
when  they  will  be  glad  to  receive  enquiries  and  will  again 
produce  first  class  Metal  Specialties  of  Every  Description — 
Machinery,  Tools  and  Gauges. 

360  St.  Paul  St.  E.      -  MONTREAL 
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For  more  than  half  a  century  our  Canadian 
Rubber  Factory  has  been  manufacturing 
Rubber  products.  That  experience  has 
taught  us  how  to  produce  quahties  that  will 
stand  the  test  of  wear. 

Every  detail  m  manufacturing  is  carefully 
supervised  and  the  greatest  care  is  exercised  in 
the  choice  of  materials.  Our  facilities  for  buy- 
ing, manufacturing  and  distribution  make  it 
possible  to  produce  mechanical  rubber  goods 
that  represent  the  best  possible  values. 

As  a  result,  the  Dominion  Rubber  S3^stem 
products  are  recognized  throughout  Canada 
as  the  standard  by  which  to  judge  Rubber 
qualities  and  Rubber  values. 

You  can  easily  prove  our  claims  by 
writing  direct  to  our  nearest  branch 
for  any  need  in  Rubber. 

Prompt  attention  is   given  to  all 
enquiries, 

Canadian  Consolidated  Rubber  Co.,  Ltd. 

Head  Office   —  MONTREAL 

BRANCHES  at  Halifax,  St.  John,  Quebec.  Ottawa,  Toronto, 
Hamilton,  Kitchener,  London,  North  Bay,  Fort  William, 
Winnipeg,  Brandon,  Regina,  Saskatoon,  Calgary,  Lethbridge, 
Edmonton,  Vancouver,  Victoria. 
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BARGAINS 

IN 

CONTRACTORS'  EQUIPMENT 

CRUSHERS 

Gates'  O.  D.  Crusher,  capacity  4  to  8  tons  per  hour.    Slightly  used 
but  in  good  condition.    Price  $4oo. 

Kennedy  Gyratory  Crusher  No.  3,  capacity  10  to  20  tons  per  hour. 
Shipping  weight  15,500  lbs. 

ERIE  BOILER 

15  h.  p.  portable.    Price  $400. 

CONCRETE  MIXERS 

No.  00  Mixer  operated  by  4  h.  p.  Foos  Gasoline  Engine,  capacity 
per  batch  4  cu.  ft.,  and  per  hour  cuts  3  cu.  yds.  Price  including 
engine  $650. 

No.  o  Mixer  operated  by  6  h.  p.  Foos  Gasoline  Engine,  capacity 
per  batch  7  cu.  ft.  and  per  hour  7  cu.  yds.  Price  including  engine  $975. 
No.  I  Mixer  operated  by  8  h.  p.  Foos  Gasoline  Engine,  capacity  per 
batch  II  cu.  ft.  and  per  hour  14  cu.  yds.  Price  including  engine  $1000. 

ATLAS  JACKS 

15  ton  $55—25  ton  $75~6o  ton  $170. 

STEAM  SHOVELS 

Two  No.  70  C.    One  for  immediate  shipment.    One  in  30  days. 

PUMPS 

Class  A  Triplex  Power  Pumps,  size  6x8,  capacity  130  U.  S.  gals, 
against  75  lbs.,  price  $425. 

Albany  Belt  Driven  Bronze  Pump,  size  2  in.    capacity  45  gals,  per 
min.  against  75  lb.  head,  price  $150. 

Worthington  Turbine  Pump,  belt  driven,  size  6  in.  capacity  500 
U.  S.  gals,  per  min.  against  20  ft.  head,  second  hand  but  in  good 
condition,  price  $100. 

CANADIAN  ALLIS-CHALMERS  LIMITED 

Ilra<|  f)fficc:  Toronlo.    Sales  Omccs :  Montreal,  Halifax,  Sydney,  Ottawa.    ("01)311,    Soiifh    Porcupine,    London,    Winnipeg.    Calgary,  Edmonton 

Nelson  and  \'iinconver. 
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Which  Asphalts  Are  The  Purest? 

"  The  following  are  authoritative  analyses.   They  have  been  made  with  equal  fairness  on  repre- 
sentative samples  of  each  of  the  most  widely  used  types  of  Asphalt.    The  Mexican  Asphalt  analysis 
as  shown  is  of  Imperial  Asphalt. 


(A)  PURITY  of  CRUDE  (Bitumen  sol- 
uble in  carbon  bisulphide)   

(B)  PURITY  of  ASPHALT,  as  refined 
and  marketed  

(C)  IMPURITIES  of  Asphalt,  as  market 
ed— 

(1)  Mineral   Matter  (Ash)   

1:1)  Organic  Matter  insoluble  

(:;)  Water  Effect,  immersed  7  days.. 

Water -Effect,  immersed  liO  days. 

(D)  DUCTILITY  in  Centimeters,  at  77 
deg's.  F  

(E)  FLASH  POINT   

(F)  BURNING  POINT  

(G)  Proportion  of  total  Bitumen  soluble 
in  76  deg.  F.  Beaume  Naphtha  

(H)  FLUXING  TEST   to  produce  As- 
phalt Cement- 


Mexican 
99.8'; 
99.8 'A 


0.1% 
0.1% 
None 


'rini(hul  llcrmudez  C'alifuniia 
39.0% 


56.5%. 


65.5%' 
95.1% 


N( 


:!7.1%.  2.3% 
6.4%  3.7% 
.\ttacked  Attacked 
turned  gray 

.\ttacked  Softened 
turned  gray 


99.8%- 
99.8% 


0.1% 
0.1  % 
None 

None 


Over  too  Cm. 

r>:]0°  F. 

63S°  F. 


0  Cm. 
4.)!)"  F. 

r.oo"  F. 

(■)S,31%' 


14  Cm. 

:iSO°  F, 
464"  F. 

69, 05'/ 


Over  100  Cm. 
49.")°  F. 
r-,iW  F. 

75.0% 


Refined  Imperial  Me.xican  .Vsphalt  .  .  . 

100  parts 

Refined  Trinidad  Asphalt   

—    100  parts 

Refined  Bermudez  .Asphalt  

100  parts 

Refined  California  Asphalt  

100  parts 

Fluxing  Test — Light  Ohio  Residtuim.. 

None 

24  pt 

s  ISpts. 

None 

(I)  Ductility  of  .\sphalt  Cement  

Over  100 

:!S 

47 

■  Over  100 

(j)  PENETRATION— 

At  33  deg.  F.  (Dow  Penetometer). 

16 

15 

13 

10 

At  77  deg.  F.  (Dow  Penetometer). 

51! 

5(>. 

5;! 

55 

At  115  deg.  F.  (Dow  Penetometer). 

244 

307 

299 

440 

(K)  Ratio  of  susceptibility  to  temperature 

change   

1  :3:15 

1:4: 

33  1:4:37 

1:0:44 

(L)  VOLATILITY  (Loss  on  heating  20 

grams,  5  hours,  at  .335  deg.  F.)  .  .   .  . 

0.05'/. 

0.45% 

3,40% 

0.30% 

(M)   PENETRATION,  after  Volatility 

Test  

40 

39 

30 

33 

(N)  HARDENING  (Percentage  of  loss 

in  Penetration,  after  Volatility  Test) 

34.5'/ 

30.4% 

43.4% 

4].S%> 

"  While  each  of  the  above  Asphalts  will,  if  properly  used,  construct  good  Asphalt 
pavements,  service  tests,  as  well  as  the  above  analysis,  distinctly  show  that  Mexican 
and  California  Asphalts  are  superior. 

"  Provided  the  other  desirable  qualities  are  present,  Asphalt  is  of  value  in  pro- 
portion to  its  purity  and  should  be  paid  for  accordingly.  'Theoretically,  slight  cor- 
rections to  this  are  needed,  to  allow  for  the  37.1',''  of  mineral  matter  in  the  Trinidad 
Asphalt,  which  is  of  value  as  stone  dust  or  fine  sand. 

"  The  value  of  this  mineral  matter  is  very  often  more  than  offset  by  the  increased 
cost  of  handling  Trinidad  Asphalt,  due  to  fluxing,  cleaning  of  sediment  in  kettles,  etc. 

"  No  mistake  wijl  be  made,  therefore,  if  Asphalt  be  purchased  on  the  basis  of  a 
net  ton  (2,000  lbs.)  of  pure  bitumen. 


IMPERIAb 

CA.NA.DIA.IM  MADE  

ASPHALiT 


"DO  NOT  PAY  ASPHALT  PRICES  FOR  MINERAL  MATTER,  ORGANIC 
VEGETABLE  MATTER.  WHICH  DECAYS,  OR  FOR  THE  WOODEN 
BARREL  OR  IRON  DRUM  WHICH  HOLDS  THE  ASPHALT 

"  The  above  analysis  will  be  discussed  in  some  detail,  at  our  next  interview. 
"  Kindly  file  for  future  reference." 


99.8'/c  pure 

Write  Our  Road  Engineering  Department  for  Further  Information 

IMPERIAL  OIL  LIMITED 

Road  Department:  Imperial  Oil  Building,  TORONTO 
BRANCHES  IN  ALL  CITIES 
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Acetylene  Gas 

The  Prest  O-Lite  Co.,  Inc. 
Air  Compressors 

Can.  IngersoU-Rand  Co.,  Ltd. 

Canadian  Allis-Chalmers,  Ltd.' 

Aluminium 

Spielmann  Agencies  Regd. 

Air  Hoists 

Canadian  Ingersoll-Rand  Co. 

Northern  Crane  Works 
Architectural  Iron  Works 

Canadian  Allis-Chalmers  Ltd. 

Canada  Wire  &  Iron  Goods  Co. 

McGregor  &  Mclntyre 
Architectural  Terra  Gotta 

Toronto  Plate  Glass  Imp'tg  Co. 
Asbestos  Shingles 

Asbestos  Mfg.  Company 

Ash  Hoists 

Gillis  &  Geogliegan 

Asphalt 

Asphalt  &  Supply  Company 
Imperial   Oil  Company 

Axes 

Canada    Foundries    &  Forgings, 

Bar  Iron 

liaines   &  Peckove'r 

Canadian  Steel  Foundries,  Ltd. 

Beam  Spans 

MacKinnon  Holmes  &  Co. 

Blast  Hole  Drills 

Hopkins  &  Co.,  F.  H. 

Blocks  (Wire  and  Manilla  Rope) 
ilopkins  &  Company,  F.  H. 

Blowers  and  Compressors 

Canadian  Blower  and  Forgs  Co, 
Can.  Ingersoll-Rand  Co.,  Ltd. 
Sheldons  Limited 

Boilers 

Beatty  &  Sons,  M. 

Canadian  Allis-Chalmers  Ltd. 

Inglis  Company,  John 

Marsh  Engineering  Works,  Ltd. 

McDougall  Caledonian  Iron  Wks, 

Mussens  Limited 

Waterous  lCns<imj  Works  Co. 

Williams  Machinery  Co.,  A.  R. 

Boiler  Covering   (Magnesia,  Asbes- 
tos, Wool,  Felt,  etc.) 
Asbestos  Mfg.  Company 
Boiler  Inspection 

Trades   \'   l,alio\ii-   liianrli  lltpt., 
Public  Works. 

Boxes — Junction 

Standard  Underground  Cable  CO. 
of   Canada,  Limited 

Brick  Dryers 

Canadian  Ulower  and  Forge  Co. 
Sheldons  Limited 

Brick  Machinery  and  Supplies 
Sheldons  Limited 

Brick  Manufacturers 
Sun   Brick  Company 

Bridget 

Canadian   Allis-Chalmers  Ltd. 

Bridges  (Steel) 

Canadian  Biidge  Company 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoincs  Bridge  &  Iron  Co. 
MacKinnon-Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime   Bridge  Company 

Buckets 

Beatty  &  Sons,  M. 
^Hopkins  &  Co.,  F.  H. 
Manitoba  Biidge  &  Iron  Works 

Buckets — Steel 

MacKinnon  Holmes  &  Co. 
Marsh  Engineering  Works,  Lid. 

Cable 

Dominion  Wire  Rope  Co.,  Ltd. 
Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Car  Couplers 

Canadian  Sl«el  Foundries,  Ltd. 


Cable  Terminals 

Standard  Underground  Cable  Co. 
(il  Canada,  Limited 

Cars — Steel  Body 

Hamilton  Bridge  Works  Co. 
Marsh  Engineering  Works,  Ltd. 
Williams  Machinery  Co.,  A.  R. 

Car  Wheels 

Marsh  Engineering  Works,  Ltd. 
Steel  Co.  of  Canada  Limited 

Castings — Grey  Iron 

Marsh  Engineering  Works,  Ltd. 

Casements 

Trussed  Concrete  Steel  Co. 

Cement 

Britnell  &  Company 

Cement,  High  Temperature 
Beveridge  Paper  Co.,  Ltd. 

Cement  Waterproofing 
Barrett  Company 
Ideal  Concrete  Machinery  Co. 
Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 

Centrifugal  Pumps 

Bawden  Pump  Company  _ 
Boving  Hydraulic  &  Engineering 

Company . 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 

Chemists 

Canadian  Inspection  and  Testing 
Laboratories 

Coal  Chutes 

Manitoba  Bridge  &  Iron  Works 

Coal  Handling  Apparatus 
Beatty  &  Sons,  M. 

Cold   Storage  Insulation 
Armstrong  Cork  Company 

Compressed  Acetylene  Gas 
The   Prest-O-Lite  Co.,  Inc. 

Concrete  Block  Machines 

Cast  Stone  Block  &  Ma<»liine  Co. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 

Concrete  Culvert  Pipe 
Hlair_,  U. 

Dominion  Concrete  Company 

Concrete  Hardener  and  Water- 
proofer 
Beveridge  Paper  Co.,  Ltd. 

Concrete  Mixers  and  Appliances 
Hopkins  &  Co.,  F.  H. 
Ideal  Concrete  .Machinery  Co. 
London  Concrete  Machinery  Co. 
Mussens  Limited 

Concrete  Sewer  Pipe 
Blair,  B. 

Dominion  Concrete  Company 

Conduits 

Conduits  Company,  Limited 
Orpen  Conduit  Company 

Connecting  Rods 

Canada    Foundries    &  Forgings, 

Contractors 

Anglins  Limited 
lluU-,    McMalion   &  Co. 
Foundation  Company 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 
Wells  &  Gray  Limited 

Contractors'  Plant  &  Supplies 
Heatty  &  Sons,  M. 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Dake  Engine  Company 
Mar.sli  Engineering  Works,  Ltd. 

Conveying  Machinery 

C'anadian   Mathews   Gravity  Car- 
rier Company 

Core  Drills 

Canadian  Allis-Chalmers  Ltd. 
Can.  Ingersoll-Rand  Co.,  Ltd. 


Corrugated  Iron 

Pedlar  People  Limited 

Corrugated  Roofing 
Asbestos  Mfg.  Company 

Cranes,  Travelling  and  Locomotive 
Boving  Hydraulic  &  Engineering 
,  Company 

Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Northern  Crane  Works 

Crank  Shafts 

Canada    Foundries    &  Forgings, 

Crushed  Stone  and  Granite 

Canada   Crushed  Stone  Corpora- 
tion 

Crushed  Stone,  Limited 
Morrison  Company,  T.  A. 

Crushers  (Stone  and  Rock) 

Canadian  Allis-Chalmers  Ltd. 
Ilopkins  &  Company,  F.  II. 
London  Concrete  Machinery  Co. 
Mussens  Limited 

Culverts 

Pedlar  People 

Damp  Proof  Coating 

Barrett  Company 
Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 

Derricks  and  Derrick  Fittings 
Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  II. 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Northern  Crane  Works 

Dredging  Pumps 

Boving  Hydraulic  &  Engineering 
Company 
Dredges 

Beatty  &  Sons,  M. 

Hopkins  &  Company,  F.  H. 

Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 

Drill  Steel  Sharpeners 

Canadian  Ingersoll-Rand  Co. 

Dump  Cars,  Wheels,  etc. 

Hopkins  &  Company,  F.  H. 
MacKinnon  Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime    Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Sheldons  Limited 

Drift  Pins 

Canada    Foundries    &  Forgings, 

Drying  Apparatus 

Canadian  Blower  &  Forge  Co. 

Elastite 

Carey  Mfg.   Co.,  Philip 
Trussed  Concrete  Steel  Co. 

Electric  Air  Rock  Drills 

Canadian  Ingersoll-Rand  Co. 

Electric  Impulse  Clocks 

Gent  &  Company,  Liniitfcl 

Electric  Water  Systems 

Ontario  Wind  Engine  &  Pump 
Company 

Electrical  Specialties 

Spielmann  Agencies  Rcgd. 

Electrical  Supplies 

Canadian  General  Electric  Co. 

Elevator  Doors 

Ormsby  Company,  A.B. 

Elevators 

Northern  Crane  Works 
Turnbull  Elevator  Company 


Engines 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Hopkins  &  Company,  F.  H. 
Inglis  Company,  John 
McDougall  Caledonian  Iron  Wks 
Waterous  Engine  Works  Co. 


Engineers  (Civil  and  Mechanical) 

Bowman  &  Connor 

Chipman  &  Power 

Dominion  Engineering  &  InspeC' 

tion  Company 
Foundation  Company 
Haddin  &  Miles 
Hunt  &  Co.,  Robt.  W. 
MacKinnon  Holmes  &  Co 
Milton  Hersey  Co. 
R    &  W.  S.  Lea 
Wynne-Roberts,  R.  O. 


Excavators 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 


i 


Exhaust  Heads 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Expanded  Metal 

Baines  &  Peckover 
Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Fans 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Fibre,  Vulcanized 

Beveridge  Paper  Co.,  Ltd. 

Fire  Brick,  Jointless 

Beveridge  Paper  Co.,  Ltd. 

Fireproofing 

Asbestos  Mfg.  Company 

Fireproof  Doors  and  Windows 
Orm.sby  Company,  A.  B. 
Pedlar  People  Limited 
Trussed   Concrete  Steel  Co. 

Fire  Escapes 

Dennis  Wire  &  Iron  Works  Co. 
Manitoba  Bridge  &  Iron  Works 
McGregor  &  Mclntyre 

Fire  Escape  Spirals 

Catiadian  Mathews  Gravity  Car 
rier  Company 

Fire  Protection  Appliances 
Bickle  Company,  R.  S. 

Flag  Poles 

Ontario  Wind  Engine  &  Pump 
Company 

Flooring  Materials 

Armstrong  Cork  Company 
Imperial  Oil  Company 

Forges 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Forgings,  Steel  &  Iron 

Canada    Foundries    &  Forgings, 

Gasoline  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
London  Concrete  Machinery  Co. 
Ontario  Wind  Engine  &  Pump 

Company 

Generators 

Canadian  General  Electric  Co. 

Glass 

Toronto  Plate  Glass  Imptg.  Co. 

Governors 

Boving  Hydraulic  &  Engineering 

Company 

Gravity  Carriers 

Caiiadian  Mathews  Gravity  Car- 
rier Company 

(Continued  on  page  8) 
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SILENT  SANITARY  SCHOOL  DESKS 

WITH  FOLDING  SEATS 


VIEW  OF  ROW  OF  SILENT  SANITARY  DESKS  IN  POSITION 
Produced  at 

J  AS.  SMART  PLANT 

BROCKVILLE,  ONT.  WINNIPEG,  MAN. 


Turbine 
Pumps 

Electric  and  Steam 

Water  Works 
Factory  and 
Fire  Services 

Humphrey  Gas 
Pumps 

Any  capacity  or  pressure 

THE  JOHN  McDOUGALL 
CALEDONIAN  IRON  WORKS  CO.,  LIMITED 

Works:  Seigneurs  &  William  Sts.,  Montreal. 
Manufacturers  of  Boilers,  Castings,  Condensers,  Elevators.  Engines,  Filters,  Forgings,  Hydraulic 
Machinery,  Pumps,  centrifugal  and  reciprocating.  Steam  Turbines,  Tanks,  Water  Wheels,  Water 

Works  Plants 


Lachine  Water  Works 
Three  million  gallons,  eighty  pounds  domestic,  160  lbs.  fire. 
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Hammers 
Canada 


Foundries    &  Forcings, 


Hammer  Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll  Rand  Co. 

Heating  Apparatus 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Heat  Insulating  Materials 

Armstrong  Cork  Company 

Hoists,  Electric 

Northern  Crane  Works 

Hoisting  Apparatus 
Beatty  &  Sons,  M. 
Canadian  Ingersoll  Rand  Co. 
Gillis  &  Geoghegan 
Hopkins  \-  Company.   1- .  II. 
London  Concrete  Machinery  Co. 
Marsh  Engineering  Works,  Ltd. 
Mussens  Limited 
Northern  Crane  Works 
Williams  Machinery  Co..  A.  R. 

Hoisting  Engines 
Beatty  &  Sons,  M. 
Canadian  Allis  Chalmers  Ltd. 
Hopkins  &  Company,  F.  H. 
Marsli  Engineering  Works,  Ltd. 

Hollow  Tile 

National  Fire  Proofing  Co. 

Hose 

Can.  Consolidated  Rubber  Co. 

Hydrants 

Canada  Iron  Foundries 
Gartshore-Thompson  Pipe  Co. 
Kerr  Engine  Company 
McAvity  &  Sons,  T. 

Industrial  Cars 

Hopkins        (onipany,   F.  H. 
MacKinnon-Holmes  &  Co. 

Inspection  Engineers 

Canadian  Inspection  and  Testing 
Laboratories 


Insulation  (Asbestos) 

Asbestos  Mfg.  Company 

Insulating  Compounds 
Imperial  Oil  Company 
Spielmann  Agencies  Regd. 
Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Industrial  Cars 

Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 

Interior  Finish  and  Doors 

Canadian  Office  &  School  Furni- 
ture Company 

Insulating  Bricks 

Armstrong  Cork  Company 

Jib  Cranes  (all  kinds) 
Northern   Crane  Works 

Journal  Wedges 

Canada    Foundries    &  Forgings, 

Kilns 

Canadian  Blower  and  Forge  Co. 
MacKinnon  Holmes  &  Co. 
Sheldons  Limited 

Lead  Pencils 

American  Lead  Pencil  Company 

Lead  (Red  and  White,  Dry) 

Carter  White  Lead  Company 

"Lidgerwood"  Hoists 

Canadian  Allis-Chalmers  Ltd. 

Linabestos  Wallboard 
Asbestos  Mfg.  Company 

Lockers  (Clothes) 

Canada  Wire  &  Iron  Goods  Co. 
Dennis  Wire  &  Iron  Works  Co. 

Lumber  (Asbestos) 

Asbestos  Mfg.  Company 

Machinery  Insulation 

Armstrong  Cork  Company 


Metal  Lath 

Baines   &  Peckover 
Noble,  C.  W. 
Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Metallic  Roofing 

Pedlar  People  Limited 

Meters,  Water 

McDougall  Caledonian  Iron  Wks. 
Neptune  Meter  Company 

Motors 

Canadian  General  Electric  Co. 

Oil  Tanks 

Boving  Hydraulic  &  Engineering 

Company 
Imperial  Oil  Company 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 

Ornamental  Iron 

Dennis  Wire  &  Iron  Works  Co. 

Ornamental  Moulds 

Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 

Paints  and  Varnishes 
Dominion  Paint  Works 
Hopkins  &  Company,  F.  H. 
Spielmann  Agencies  Regd. 

Paints  (Bridge  and  Structural  Iron 
and  Pipe  Coating) 
Barrett  Co. 

Dominion   Paint  Works 
Imperial  Oil  Company 
Spielmann  Agencies  (Regd.) 
Trussed  Concrete  Steel  Co. 

Paving  and  Paving  Materials 
Asphalt  &  Supply  Company 
Barrett  Co. 

Carey   Mfg.   Co.,  Philip 
Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 


Pipe  (Concrete,  Iron  &  Wood) 
Boving  Hydraulic  &  Engineering 

Company 
Dominion  Concrete  Company 
Gartshore  Thomson  Pipe  Co. 
National  Iron  Works 

Pipe  and  Boiler  Coverings 
Dominion  Paint  Works 

Pencils  (Lead) 

American  Lead  Pencil  Company 

Perforated  Metals 
Canada  Wire  &  Iron  Goods  Co. 

Pile  Driving  Machinery 
Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll  Rand  Co. 
Hopkins  &  Company,  F.  G. 
Marsh  Engineering  Workf,  Ltd. 

Pipe  Fittings  and  Flanges 

Pittsburgh   Valve,    Foundry  ft 
Construction  Company 

Pipe  Covering  (Magnesia,  Asbestos 
Wool,  Felt,  etc.) 

Asbestos  Mfg.  Company 

Pipe  Covering  (Cold  and  Steam) 

Armstrong  Cork  Company 

Plumbing  Supplies 

Mueller  Mfg.  Company,  H. 

Planing  Mill  Exhausters 

Canadian  Blower  and  Forge  Co 
Sheldons  Limited 

Plaster 

Britnell  &  Company 

Plug  Drillers 

Canadian  Ingersoll  Rand  Co. 
(Continued  on  page  10) 


Use  Machinery  In  Place  of  Men 

Contractors  will  find  more  difficulty  than  ever  in  getting  men  this  year 
owing  to  the  new  conscription  regulations 

HOISTING  ENGINES  WILL  HANDLE  YOUR  HEAVY  MATERIALS  MORE 
RAPIDLY  THAN  MAN  POWER  AND  AT  A  LOWER  COST. 

We  can  supply  you  with  the  right  machinery 
for  your  work,  no  matter  what  it  is. 

Steam  Hoisting  Engines. 
Electric  Hoisting  Drums. 
Gasoline  Hoisting  Drums. 

Belt  Hoists 
Horse  Power  Hoists 
Hand  Power  Hoists 

Cars,  steel  or  wood  body, 
for  moving  materials 
quickly. 

Steel  Buckets,  for  hand- 
ling concrete,  sand, 
stone,  etc. 
Steel  Stone  Skips. 
Derrick  Irons  of  all  kinds. 


Standard    Double    Drum    Hoisting    Engine  with 
Swinger  for  Derrick  Use. 

Large  Illustrated  Catalog  will  be 
gladly  sent  on  request. 


Compound    Geared    Electric  Hoist. 
The  Drum  will  hoist  your  heavy  loads  and  the  spools 
will  haul  or  hoist  the  lighter  materials. 


Marsh  Engineering  Works,  Limited 


Let  us  figure  on 
your  needs. 

Belleville,  Ont. 
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Pneumatic  Machinery 

Canadian  Ingersoll  Rand  Co. 


Power  Engines 

noving  Hydraulic  &  Engineenng 

Company 
Inglis  Company,  John 


Pumps 

Canada    Foundries    &  Forgings, 

Pumps  and  Pumping  Machinery 
American  Well  Works 
Beatty  &  Sons,  M.  . 
Boving  Hydraulic  &  Engineering 

Company  , 
Canadian  AUis-Clialmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian  Ingersoll-Rand  Co. 
Cook,  A.  T>. 
Darling  Bros. 

Hopkins  &  Company,  t.  11. 
Inglis  Company,  John 
McDougall  Caledonian  Iron  Wks. 
Ontario  Wind  Engine  &  Pump 

Company 
Waterous  Engine  Works  Co. 

Quarry  Machinery 

Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  i.  W. 

Railway  Supplies 
Can.  Chicago  Bridge  &  Iron  Co. 
Pominion  Iron  &  Wrecking  Co. 
Gartshore,  John  J. 
Hopkins  &  Company,  t.  H. 

Reinforcing  Bars 
Baines  &  Peckover 

Reinforcements,  Concrete  and  Steel 
Baines  &  Peckover 
Buriington  Steel  Company 
Canada  Wire  &  Iron  Goods  Co. 
Pedlar  People  Limited  _ 
Steel  Co.  of  Canada,  Limited 
Trussed  Concrete  Steel  Co. 

Refrigeration  Machinery 

Boving  Hydraulic  &  Engineering 
Company 

Rigging  Screws 

Hopkins  &  Cumpaiiy,  F.  TT. 

Riveted  Spant 

MacKinnon  Holmes  &  Co. 

Road  Asphalt 

Asphalt  &  Supply  Company 
Imperial  Oil  Company 

Road  Oil 

I'.aiitll  roinpany 
Imperial   Oil  Company 

Road  Mesh 

Baines  &  Peckover 

Road  Machinery 

Hopkins  &  Company,  F.  H. 
Waterous  Engine  Works  Co. 

Rolling  Steel  Doors 

Ormsby  Company,  A.  B. 

Roofine  Material 

Ashe^tos  Mfg.  Company 
Barrett  Co. 

Bishopric  Wallhoard  Company 
Brantford  Roofing  Company 
jCtrey  Company,  Philip 
Imperial  Oil  Company 
Noble,  Clarence  W. 
Pedlar  People  Limited 

Roofing,  Rubber 

iTeveridge  Paper  Co.,  Ltd. 

Rubber  Goods 

l!;irK  ii    (  f.ni)iiiiiy 

Can.  Coniolidated  Rubber  Co 


Sash  Machinery 

King  Construction  Company 

Scrap  Iron 

Dominion  Iron  &  Wrecking  Co. 

Screens 

Canada  Wire  &  Iron  Goods  Co. 

Sewer  Pipe 

Britnell  &  Company 
Canada  Iron  Foundries 
Dominion  Sewer  Pipe  Co. 
Gartshore  Thompson  Pipe  Co. 
Hamilton  &  Toronto  Sewer  Pipe 

Company 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
National  Iron  Works 
Ontario  Sewer  Pipe  Company 
Standard  Clay  Products  Ltd. 

Sheathings 

Beveridge  Paper  Co.,  Ltd. 

Sheeting 

Barrett  Company 

Shingles  (Asbestos) 

Asbestos  Mfg.  Company 

Ship  Forgings 

Canada    Foundries    &  Forgings, 

Shovels  (Steam) 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 

Silo  Moulds 

London  Concrete  Machinery  Co.  ' 

Skylights 

Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Slates  (Asbestos) 

Asbestos  Mfg.  Company 

Smoke  Stacks  , 

Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
MacKinnon,  Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Pedlar  People  Limited 
Waterous  Engine  Works  Co. 

Sprinkler  Tanks  (Steel) 

Can.  Chicago  Bridge  &  Iron  Co. 

Stair  Builders 

Can.da  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Steam  Appliances 
Darling  Bros. 

Steam  Apparatus  and  Specialties 
Cana^lian  AUis  Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
McAvity  &  Sons,  T. 
Sheldons  Limited 

Steam  Turbines 

McDougall  Caledonian  Iron  Wks. 

Steel 

Burlington   Steel  Company 
Dominion  Iron  &  Wrecking  Co. 
Hopkins  &  Company,  F.  H. 
Steel  Company  of  Can.,  Ltd. 
Trussed  Concrete  Steel  Co. 

Steel  Bars 

Baines  &  Peckover 
Burlington  Steel  Company 
Ho)ikins  &  Company,  F.  H. 
Maritime   Bridge  Company 
Steel  Company  of  Canada.  Ltd. 
Trussed  (Concrete  Steel  Co. 


Steel  Beams 

MacKinnon  Holmes  &  Co. 

Steel  Castings 

Canadian  Steel  Foundries,  Ltd. 

Steel  Pipe 

Can.  Chicago  Bridge  &  Iron  Wks. 

Steel  Plate  Construction 
MacKinnon-Holmes  &  Co. 
Marsh  Engineering  Works,  Ltd. 
Waterous  Engine  Works  Co. 

Steel  Sash 

Ormsby  Company,  A.  B. 
Trussed  Concrete  Steel  Co. 

Stone 

Britnell  &  Company 
Rogers    Supply  Company 
Sackville  Freestone  Company 

Structural  Iron  and  Steel 

Burlington  Steel  Company 
Canadian  Allis-Chalmers  Ltd. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
MacKinnon-Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 
McGregor   &  Mclntyre 
Reid  &  Brown  Structural  Steel  & 
Iron  Works 

Stucco  Board 

Bishopric  Wallboard  Company 

Swinging  Gears 

Dake  Engine  Company 

Switchboards 

Canadian  General  Electric  Co. 

Tanks  and  Steel  Pipes 

Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  DesMoines  Steel  Co. 
Inglis,  John 

Manitoba  Bridge  &  Iron  Works 
Marsh  Engineering  Works,  Ltd. 
McDougall  Caledonian  Iron  Wks. 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 
Ontario  Wind  Engine  &  Pump 

Company 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co.,  A.  R. 

Telescopic  Hoists 

Black  Building  Supply  Company 
Gillis  &  Geoghegan 

Testing  and  Inspecting  Bureau 
Hunt  &  Company,  Robt.  W. 

Tile  Moulds 

London  Concrete  Machinery  Co. 

Thumb  Screws  and  Nuts 

Canada    Foundries    &  Forgings, 


Towers 

Can.  Chicago  Bridge  &  Iron  Co. 

Transformers 

Canadian  General  Electric  Co. 

Turnbuckles 

Canada  Foundries  &  Forgings, 
Dominion  Wire  Kope  Company 

Valves 

Canada    Iron  Foundries 
Gartshore-Thonison   Pipe  Co. 
Kerr   Engine  Company 
McAvity  &  Sons,  T. 


Ventilating    &    Heating  Apparatus 
Canadian  Blower  and  Forge  Co, 
Sheldons  Limited 


Varnishes — Insulating 

Standard  Underground  Cable  Co, 
of  Canada,  Limited 


Wagons 

Tiffin   Wagon  Company 

Wall  Board 

Bishopric  Wallboard  Company 

Wallboard   (Asbestos,  Linabestos) 
Asbestos  Mfg.  Company 

Water   Level  Apparatus 

Gent  &  Company,  Limited 


Waterproofing 
Barrett  Co. 

Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 


Water  Softeners  and  Filters 

Manitoba  Bridge  &  Iron  Works 

Water  Tapping  Machines 
Mueller  Mfg.   Company,  H. 


Water  Turbines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
McDougall  Caledonian  Iron  Wks 


Welding  Apparatus 

Imperial  Brass  Company 
Prest-O-Lite  Company,  Inc. 


Welding  and  Cutting  Plants 
Prest-O-Lite  Company,  Inc. 


Well  Drilling  Plants 
American  Well  Works 
Ontario  Wind  Engine  &  Pump 
Company 


Window  Sash 

Steel  &  Radiation  Limited 
Trussed  Concrete  Stee]  Co. 


Wires  and  Cables 

Standard  Underground  Cable  Co. 
o(  Canada,  Limited 


Wire  Guards  and  Screens 

Canada  Wire  &  Iron  Goods  Co. 


Wire  Rope 

Dominion  Wire  Rope  Co.,  Ltd 


Wrenches 

Canada    Foundries    &  Forging! 


Wood  Pipe 

Canadian  Pipe  Company 
Pacific  Coast  Pipe  Company 
Vancouver   Wood   Pipe   &  Tank 
Company 


Wood  Tanks 

Pacific  Coast  Pipe  Company 
Vancouver  Wood  Pipe  and  Tank 
Company 
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Section  of  Canadian  Pacific  Railway  Terminals.  TORONTO 

Structural  Steel  painted  with 
"SUPERIOR  GRAPHITE  PAINT" 


WHY? 


TORONTO 
WINNIPEG 


Because  Architects  and  Engineers 
know 

it's  "A  LITTLE  BETTER" 
DOMINION  PAINT  WORKS,  Limited 
WALKERVILLE,  ONT. 


MONTREAL 
VANCOUVER 


LONDON  CONCRETE  MIXERS 

THE  LONDON  CONCRETE  MIXER  No.  6  has  a  capacity  of  6  cu.  ft. 

per  batch  or  60  cubic  yards  in  9  hours. 

Just  the  machine  for  medium  sized  contracts.  A  Builders'  Hoisting  drum 
can  often  be  operated  wi_th  the  same  power  to  good  advantage.  Ask 
for  catalogue  No.  1-6-H.  ~ 


London  Concrete  Mixer  No.  4. 


London  Concrete  Mixer  No.  6,  with  Builders'  Hoisting  Drum 
attached.     Batch  Mixer  and  Hoisting  Drum  operated  with  the 
same  Gasoline  Engine. 

THE  LONDON  CONCRETE  MIXER  No.  4  has  a  capacity 
of  4  cu.  ft.  per  batch,  or  40  cu.  yards  per  day. 
Just  the  machine  for  small  contract  work.    Pays  for  itself 
in  fifteen  days'  use. 

Send  for  catalogue  No.  1-4. 

LONDON  CONCRETE  MACHINERY  CO.,  LIMITED 

DEPT.  7,  LONDON,  ONTARIO 
World's  Largest  Manufacturers  of  Concrete  Machinery 

AGENCIES 

'  R.  R.  Power,  Halifax,  N.S.  The  General  Supply  Company  of  Canada,  Ottawa,  Ont. 

Rene  Talbot,  Quebec,  Que.  The  General  Supply  Company  of  Canada,  Winnipeg,  Man. 

The  Foss  &  Hill  Machinery  Company,  Montreal,  Que.  The  B.  C.  Equipment  Company,  Vancouver,  B.C. 
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BLOOD 
HEAT 


SUMNER 
HEAT 


Z€RO- 


-90 
-80 
-70 
-60 
-50 

-to 

-30 
-ZO 

-10 
-0 
0 


Buckling  from  summer  expansion 
Crackinq  from  winter  contraction 

CAREV 


E 


EXPANSION 

JOINT 

LASTITE,  always  elastic  and  always  tight,  is  able  to  absorb  all 
road  expansion  and  contraction  due  to  extreme  temperatures  be- 
cause it  is  made  of  flexible  asphalt  compound. 


This  tempered  compound  sandwiched  between  two  layers  of  saturated 
asphalt  felt,  will  compress  without  melting  or  running  away  in  the  hot- 
test weather.  ^ 

It  will  adhere  to  the  paving  and  stretch  without  cracking  in  the  coldest 
winter  temperatures. 

Better  yet  it  retains  this  elasticity  year  after  year,  and  at  the  same  time 
withstands  the  wear  of  traffic  as  successfully  as  the  street  itself. 

It  comes  to  the  job  in  strips  of  the  length,  depth  and  thick- 
ness desired  and  is  placed  by  one  man  without  holding  up 
the  work  of  the  paving  gang. 

ELASTITE  is  economical  to  install,  ideal  in  service,  and 
is  a  demonstrated  success  on  the  Dixie  Highway,  Lincoln 
Highway  and  many  of  America's  most  famous  streets  and 
boulevards.    For  descriptive  literature  and  sample  write 

Elastite  Dept. — 

THE  PHILIP  CAREY  COMPANY 

TORONTO,  ONT. 

The  Wm.  Rutherford  &  Sons  Co.,  Limited,  Montreal,  Que. 


BLOOD 
HEAT 


SUMMER 

heat' 


-130 
-ZO 
-110 
-100, 
-90 
-80 
-70 
-60 
-50 
-W 
-30 
-20 
-10 
-0 
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The  CARBIC  Hand  Lamp  No 
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A  hand  lamp  for  a  rush  repair  job  is  the  handiest  to  have  in  a 
contractor's  outfit. 

A  Complete  100  C.  P.  Light  in  Itself 

With  this  handy  lamp  you  can  have  a  bright,  pure  white  light  at  a 
moment's  notice  that  will  burn  a  full  TEN  HOURS  without  re-charg- 
ing. 

If  you  must  have  light,  and  at  a  low  figure,  buy  a  half-dozen  hand 
lamps.  The  cost  is  low  and  you  get  sufficient  light  to  keep  a  staff  of 
over  twenty  men  going  for  TEN  HOURS  steady. 

Burns  the  CARBIC  Cake  No.  10 

CARBIC  is  an  absolutely  clean,  smokeless  fuel,  that  gives  a  bright 
white  flickerless  light  the  full  time.  You  do  not  require  expert  men  to 
handle  it,  as  a  laborer  can  re-charge  a  lamp  in  a  moment  after  he  has 
been  shown  the  idea. 

A  Free  Trial  is  open  to  any  contractor  who  is 
desirous  of  testing  the  Lamp  in  his  own  back  yard. 

Catalogues  for  the  asking. 


W.  L.  FOSTER 

333  Adelaide  Street  West        -        TORONTO.  Canada 

KELLY,  POWELL,  LIMITED,  WINNIPEG,  MAN. 
MUSSENS,  LIMITED,  MONTREAL,  QUE. 
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Sawycr-Masscy 


Our  GAS-OIL  TRACTr 
ORS  have  established 
a  record  in  operating 
road  graders  at  less 
than  half  the  cost  with 
horses. 


We  manufacture  four 
sizes  of  GAS-OIL 
TRACTORS,  11-22, 
17-34,  20-40  and  27- 
50.  A  suitable  size 
for  every  pupose,  in 
connection  with  ROAD 
MAKING. 


THE  LARGEST  and  ONLY  manufacturer  of  a  full  line  of  ROAD  MAKING  MACHINERY  in 
CANADA  wish  to  announce  that  the  seal  illustrated  herewith  represents  EIGHTY-TWO 
YEARS  OF  PRACTICAL  EXPERIENCE  in  manufacturing  a  line  of  goods  that  are  favorably 
known  and  in  use  throughout  the  whole  of  Canada  and  many  foreign  countries.  In  our  large  and 
varied  line  special  attention  has  been  given  to  ROAD  MAKING  MACHINERY.  Every  munici- 
])ality  o])erating  under  the  GOOD  ROADS  SYSTEM  is  using  our  machinery,  which  includes  a 
full  line,  from  a  ROAD  DRAG  to  a  DOUBLE  CYLINDER  STEAM  ROLLER. 

While  at  the  (lOOD  ROADS  CONGRESS— from  May  7th  to  10th,  in  Hamilton— take  advantage 
of  the  op;)(>rtunity  to  examine  our  line  and  inspect  our  large  and  modern  plant  and  equipment; 
investigate  our  system  and  be  convinced  of  the  fact  that  our  methods  will  warrant  3'OU  fa\'oring 
us  with  your  patronage.    Do  this  and  be  assured  of  efficient  service. 


Steam  Road  Rollers 

Solid  Steel  Frame  Rock  Crushers 

Portable  Bins  and  Revolving  Screens 

Elevators  for  Stone  or  gravel 

Road  Graders,  five  sizes  600  to  5000  lbs. 

Four  Cylinder  Gas-Oil  Tractors 

Steam  Tractors  Vertical  Boilers 


Dump  and  Spreading  Wagons  for  stone 

and  gravel. 
Drag  and  Wheel  Scrapers 
Oil  Distributors  for  oiling  roads 
Road  Drags 

Heavy  Macadam  Plows 
Threshing  Machines 


Manufactured  and  carried  in  stock  by 


Sawyer- Massey  Co. 

Head  Office  and  Factory 

Hamilton   -  Ontario 

Branches   WINNIPEG,  REGINA,  SASKATOON  and  CALGARY. 
Send  /or  Special  Road  Machine  Bulletin, 
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They  Used 

^ftm«00»  System  of  Reinforced  Concrete 


Watt  and  Blackwell,  Architects 


HUNT  BROS.'  FLOUR  MILL,  LONDON,  ONT, 
Trussed  Bars  and  Rib  Bars  used  in  this  building 


Archibald  and  Holmes,  Contractors 


Reinforced  concrete  is  the  modern  method  of  fireproof 
building  construction.  It  is  used  by  the  best  Architects, 
Engineers  and.  Contractors  in   all  modern  structures. 

Truscon  Building  Products  have  been  used  in  every  type  of  building  in  every  part  of  Canada.  They  are  applicable 
to  every  size,  type  and  style  of  structure  and  one  or  more  of  them  can  be  used  in  every  building.  Whenever  you 
have  under  consideration  a  factory,  warehouse,  power  house,  water  tank,  pavement,  storage  bin,  store,  cold  storage 
plant,  viaduct,  pulp  mill,  railway  shop,  newspaper  plant,  tannery,  lumber  storage  buildings  or  any  other  structure 
of  concrete,  steel  or  wood  construction,  you  have  use  for  Truscon  Building  Products. 

Our  large  Engineering  Department  is  composed  of  exjjerts  who  have  had  technical  training  and  wide  experience 
in  the  engineering  field,  are  familiar  with  every  type  of  construction  and  have  specialized  in  reinforced  concrete. 
This  experience  in  reinforced  concrete  in  all  its  applications  places  this  department  in  a  position  to  furnish  ex 
pert  advice,  together  with  valuable  suggestions,  which  are  given  without  cost  to  all  parties  contemplating  building. 

^"'^"^        Trussed  Concrete  Steel  Company 

B  U  I  L  D  I  N  G 
PRODUCTS 


Montreal 


of  Canada,  Limited 
WALKERVILLE,  ONTARIO 
Toronto  Winnipeg         Calgary  Vancouver 
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ALPWABETICAL  LIST  OF  ADVERTISERS 


American  Lead  Pencil  Company  ... 

.\merican  Well  Works   

An.Lilins  Limited   

.\rchitectural  Service  Corporation  ..  IS 

Armstrong  Cork  Company   

Asbestos  Mannfacturing  Company  .  1" 

Asphalt  and  Supply  Company    (W 

Anlt  &  Wiborg  Company    <jl 

liaines  &  Peckover   

Barber,  Frank   

Uarrett  Company   

I'.ate,  McMahon  &  Co   I'J 

r.awden  Pump  Company   

lieatty  &  Sons,  Ltd.,  M   :i 

P.everidge  Paper  Company    53 

Dickie  Company,  R.  S   5.. 

Bishropric  Wallboard  Company  ....  IS 

JUair  Company,  B  

Black  Building  Supply  Company  

Boving  Hydraulic  and  Engineering 

Company   

Brantlord  Rooling  Company   

liritncll  Company,  Limited   

Brown  C  ompany   

liurliugton  Steel  Company    ^'i 

Canaihi  lr.>n  i'onndrics,  Limited  ....  •')'.) 
Canada  i-Oundrics  and  Forgings,  Ltd.  7 
Canada  Wire  and  Iron  Goods  Co.  .. 

Canadian  Allis-Chalmcrs    4 

Canadian  Blower  and  I'drge  Co.  ...  "<l 
Canadian  Chicago   Bridge  and  Iron 

Company   

Canadian  Consolidated  Rubber  Co.  .  :i 

Canadian  Des  Moines  Steel  Co   51 

Canadian  General  Electric  Company  4 
Canadian  Ingersoll-Rand  Company. 
Canadian    Inspection    and  Testing 

Laboratories    (iO 

Canadian   Mathews  (iravity  Carrier 

t'onipany    50 

(  anadian  Office  School  burniture  Co. 

Canadian  Pipe  Company,  Ltd   54 

Canadian  Steel  b'oundries,  Ltd  

Canadian  Surety  Company    48 

Carey  Company,  Philip    12 

Carter  White  Lead  Company    55 

Cast  Stone  Block  and  Machine  Co.. 

Chipman  &  Power,  Limited    00 

Conduits  Company,  Limited    Ol 

Cook,  A.  D  

Crnshed  Stone,  Limited    53 

I^)ake  Engine  Company    52 

iJennis  Wire  and  Iron  Company  ... 
Domini' iti  f 'oiu  rctc  '  onipnny    (V.l 


Dominion   Engineering  and  Inspec- 
tion Company   

Dominion  Iron  and  Steel  Company.  57 

Dominion  Iron  and  Wrecking  Co.  ..  55 

Dominion  Paint  Works    H 

Dominion  Sewer  Pipe  Company  ....  50 

Dominion  Wire  Rope  Company  ...  C4 


Engineers  and  Contractors,  Ltd. 


59 


Foster,  W.  L   1^ 

Gartshore,  John  J  

Gartshore-Thompson  Pipe  and  Foun- 
dry Company    53 

Gent  Company    60 

Gillis  &  Geoghegan   

llaniilton  &  Toronto  Sewer  Pipe  C(j. 

Hopkins  &  Co.,  J'.  M   01 

Hunt  &  Co.,  Robert  W   00 

Ideal  Concrete  Machinery  Company  51! 

Imperial  Oil  Limited    5 

Inglis  Company,  John    45 

t 

James,  Louden  &  Ilertzl)erg    00 

Kerr  Engine  Company,  Ltd   51 

King  Construction  Company    00 

Lea,  R.  S.  &  W.  S   00 

London  Concrete  Machinery  Co.  ...  11 

Lymburner,  Limited    2 

MacKinnon  llolmes  &  Co   57 

Mac  Lean  Daily  Reports    50 

Maritime  Bridge  Works  Company  ..  01 

Manitoba  Bridge  and  Iron  Works  Co.  20 

Marsh  Engineering  Works   8 

McAvity  &  Sons,  T  

McDougall  Caledonian  Iron  Works 

Company    7 

McGovern,  T.  J  

McGregor  h  Mclnlyrr    d 


Miller  &  Co.,  George  M  

Milton  Hersey  Company    60 

Morrison  &  Co.,  T.  A   60 

Mueller  Manufacturing  Company  . .  . 
Mussens  Limited    54 

National  Fireprooling  Company  .... 

National  Iron  Works    55 

Noble,  Clarence  W  

Northern  Crane  Works,  Ltd   58 

Nova  Scotia  Steel  and  Coal  Company 

Offi-re  Specialty  Company   

Ontario  Sewer  Pipe  Company    47 

Ontario  Wind  Engine  and  Pump  (.'o.  52 

Ormsby  Company,  A.  B   80 

Orpen  Conduit  Company    59 

I'acilic  Coast  Pipe  Company    55 

Pedlar  I'eo,ple   

Power  &  Son    60 

Prest-O-Lite  Company   .  51 

Reid  &  Brown  Structural  Steel  and 
Iron  Works  .  . .  .'   CO 

Sawyer-Massey  Company    14 

Sheldons  Limited   

.Standard  Clay  Products,  Ltd    58 

Standard  Underground  Cable  Com- 
pany of  Canada,  Ltd   01 

Steel  Company  of  Canada,  Ltd   9 

Sun  Brick  Company    1 

Spielniann  Agencies    54 

Tiffin  Wagon  Company   

Toch  Brothers   

Toronto  Plate  Glass  Importing  Co.  ^. 
Trades  and  Labor  Branch,  Depart- 
ment of  Public  Works   54 

Trussed  Concrete  Steel  Company  . .  15 
TurnbuU  Elevator  Company    63 


Vancouver  Wood  Pipe  and  Tank  Co. 


Waterous  Engine  Works  Company. 

Wells  &  Gray,  Limited   

Williams  Machinery  Co.,  Ltd.,  A.  R. 
Wynne-Rol)crts,  R.  O  


I 


52 

60 


Our  advertisers  represent  the  most  prof^ressive  manufacturers  and  dealers.  Make 
your  purchases  of  them.   Give  your  business  to  the  man  who  is  enterprise* 
ing  enoufih  to  spend  money  and  time  to  get  in  touch  with  you. 


April  34,  1918 


THE   CONTRACT  RECORD 


17 


Why  Not  Make  the  Roof  as  Permanent 

as  the  Walls  ? 


When  you  build — make  it  proof  against  time  and  the  elements.  Make 
the  Building  a  real  investment,  not  an  expense. 

The  cost  of  two  poor  roofs  to-day  is  more  than  one  real  roof. 

What  will  your  renewal  cost  in  a  few  years?  Probably  as  much  as  a  per- 
manent roof  now. 

Don't  use  perishable  materials  for  buildings;  we  need  them  for  other  pur- 
poses. 

Your  artistic  sense  need  not  suffer — ("Asbestoslate"  is  made  in  colors  and 
shapes  to  suit  most  people).  Just  as  the  picturesque  thatched  roof  had  to  be 
discarded  for  practical  reasons,  so  must  you  discard  the  inflammable  make- 
shift of  to-day. 

Be  consistent  about  "making  the  world  safe  for  coming  generations"  by 
carrying  out  the  idea  in  all  your  operations. 

"Asbestoslate"  shingles  will  protect  your  property  so  that  your  grand- 
children can  use  it. 

Don't  be  selfish — There  is  no  law  against  "laying  up  treasures"  for  others. 

Asbestos  Building  Lumber  will  fireproof  the  exterior.  _ 

"Linabestos"  Building  Lumber  will  fireproof  the  interior. 

For  Old  or  New  Buildings 

Contractors  can  build  up  a  good  business  by  using  and  recommending 
these  meritorious  materials. 

Are  you  a  "Micawber,"  waiting  for  something  to  turn  up?  Better  go  after 
it — we  can  help  you. 

Write  us  now  for  samples  and  particulars. 

PRESIDENT  WILSON,  U.S.A.,  on  June  2G,  1917, 
wrote  to  the  National  Board  of  Underwriters:  "Pre- 
ventable fire  is  more  than  a  private  misfortune;  it  is  a 
public  derelection.  At  a  time  like  this  of  emergency 
and  of  manifest  necessity  for  the  conservation  of  na- 
tional resources,  it  is  more  than  ever  a  matter  of  deep 
and  pressing  consequence  that  every  means  should  be 
taken  to  prevent  this  evil. 


Asbestos  Manufacturing  Company 

*809  Drummond  Building 
MONTREAL,  Que. 
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Keep  the  Profits  up  by  using 

STUccoboaRD 


for  I'itluM"  inside  work,  oi 
cc-iiRMit  outside. 

It  is  sul)stanti;il — in;ulc 
latli,  cinl)cd(lt'd  under 
t  e  r  r  i  fi  c  pressure  in 
t  o  u  h  e  n  e  d  Asphalt- 
Mastic,  surfaced  on  the 
other  side  with  sized 
sulphide  fibre  i)oard.  No 
bother  with  boarding;, 
sheathing-  paper,  furring- 
strips  or  lath — you  use 
just  the  one  material — 
"  I)  i  s  h  o  p  r  i  c  Stucco 
Hoard."    It  has  shown 


as  a  foundatioii  for  Stucco 


Ic  of  kiln-dried  bevel-edged 


AN  ARCHITECT  S  BUNGALOW 

The  summer  residence  at  Gowan,  Ont.,  erected  by  Mr.  Banigan,  of  Messrs. 
Banigan,  Mather  &  Thompson,  Architects,  of  Toronto.  Constructed 
throughout  of  "Bishropric  Stucco  Board." 


Bishopric  Wall  Board  Co.,  Ltd., 


a  clear  saving-  of  25  per  cent,  in  material,  and  75  per 
cent,  in  labor  over  the  older  methods. 

A  Bishopric  wall  won't  crack,  warp  or  shrink — 

it's  damp-proof  and  ver- 
min-proof —  and  |)er- 
manent. 

By  using-  "  Bishopric 
Stucco  Board  "  you  will 
build  better  buildings, 
increase  your  own  pro- 
fit, and  give  greater 
satisfaction  to  "the  man 
who  pays." 

We  will  tell  you  all 
about  it  if  you  ask  us 
on  a  postal  card. 

529J  BANK  STREET 
OTTAWA,  ONT. 


ARCHITECTURAL^ENGINEERING  LIBRARY 


3  nnn  ----^l 

i     1  j 

il 

l'  ^ 
!■=  P 

1   '  ! 
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Illustration  is  I'll  actual  size 


"Service    Sheets"  technical  data  sheets  showing  the  correct  and  most 

efficient  uses  of  up-to-date  building  materials.    They  are 
preijarcfl  ])y  expert  draftsmen  under  the  supervision  of  Engineers  and  Architects  who  are 
specialists  in  their  line.    This  "SERVICE  SHEET"  library  is  being  built  on  the  cumu- 
lative i)lan,  each  Sheet  being  a  complete  essay  on  a  certain  subject  or  particular  phase  of  a 
'  subject,  including  sample  sjjecifications  and  other  data.   A  complete  cross-index  accompanies 

each  edition. 

"  SI'.KVICi'.  .SI  I  |<",I<yr.S  "  arc  used  by  thousands  of  Architects  and  Engineers  in  private 
practice  anrl  in  the  emi)loy  of  railroads,  large  industrial  ])lants,  municipalities  and  Govern- 
ments, located  ail  over  the  world.   Write  today  for  full  i)articulars. 

ARCHITECTURAL  SERVICE  CORPORATION,  141  N.  6th  St.,  Philadelphia,  Pa.,  U.S.A. 
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T.  C.  Bate 


E.  McMahon 


Bate,  McMahon  &  Co. 

Contractors 


Robt.  S.  Low,  Manager 


ROAD  BUILDING  is  one  of  the  many  lines 
of  contracting  work  in  which  this  firm  has 
had  extensive  experience,  and  for  which  we  own 
all  the  necessary  plant  to  handle  large  contracts 
with  the  utmost  efficiency  and  dispatch. 

THE  ILLUSTRATION  above  shows  one 
of  our  roads  under  construction  at  Camp  Bor- 
den, Ontario.  We  had  considerable  road  work 
in  connection  with  the  general  contracts  for  the 
construction  of  Camps  Borden,  Valcartier, 
Hughes  and  Sarcee  and  the  Connaught  Rifle 
Range,  all  of  which  we  built  for  the  Department 
of  Militia  and  Defence :  and  also  in  the  construc- 


tion of  the  six  Royal  Flying  Corps  camps  which 
we  built  for  the  Imperial  Munitions  Board,  viz.. 
Camps  Hoare,  Mohaw^k,  Rathburn,  Leaside,  Ar- 
mour Heights  and  Long  Branch. 

ESTIMATES  AND  PROPOSALS  freely 
given  on  all  classes  of  street  paving,  highway 
construction,  concrete  bridges,  earth  or  rock  ex- 
cavation, drainage  systems,  sewers,  water  sup- 
ply, cement  gun  work,  reinforced  concrete  build- 
ings, railroad  construction,  street  railways,  etc. 
Rapidity  of  construction  consistent  with  econo- 
my in  cost  is  our  aim  at  all  times.  Correspond- 
ence solicited. 


Head  Office 


Ottawa,  Ont 
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Bar  Iron 


Carried  in  all  sizes  and  lengths 
for  immediate  shipment.  Special 
prices  on  certain  sizes. 

Steel  Sheets 

A  complete  range  from  10  gauge  to  26 
gauge,  for  immediate  shipment. 


Small  Angles 

From  ^"  X  ^"  x  ^"  to  2"  x  2"  x 
14  "  in  all  sizes,  thicknesses  and 
lengths. 

Steel  Plates 

All  sizes  from  3/16"  to  1"  thick,  in  stock 
now. 


We  have  a  large  stock  of  BOILER  TUBES  of  all  sizes  for  immediate  shipment. 
Write  to  our  WAREHOUSE  DEPT.  regarding  your  needs. 

Reinforcing  Bars  for  Concrete 

Shipment  from  Mill  or  Stock 

We  design  and  fabricate  all  kinds  of  structural  steel,  and  carry  at  all  times  a  large  stock  of  Beams  Chan-. 
nels.  Broad  Flange  Beams.  Plates  and  Angles,  Rivets,  Bolts.  Shafting,  Transmission  Machinery,  etc.,  besides 
those  mentioned   above — ready  for  immediate  shipment. 

We  have  a  monthly  stock  list  that  should  be  on  your  desk.   Ask  for  it. 


Manitoba  Bridge  &  Iron  Works,  Ltd. 


Winnipeg 


Manitoba 


©rmsljy-Lupton  Steel  Sash 

RECOMMENDED  BY  LEADING  ENGINEERS  AND  ARCHITECTS. 

'I  lu-  point  tliat  interests  I'jiKinccrs  and  Architects  is  results.  With  a  great  number  ol"  trades  on  each  hnild- 
uiK  ti)  look  after,  he  is  a  busy  man. 

With  us,  we  have  but  one  problem  to  handle— that  is,  your  Daylighting  and  Ventilation.  We  are  specialists 
in  this  line.  'J  he  ( )rmsby  Lupton  Side  Wall  Sash,  our  Counterbalanced  and  Counterweighted  Sash,  along  with 
i  ond  (  ontinuous  Sash,  and  Operating  Device,  is  a  combination  that  entirely  and  adequately  covers  the  ground. 
It  will  i)r()bably  save  you  considerable  time  and  will  surely  give  you  the  best  lighting  results.  Let  us  send  you 
our  literature. 

A.  B.  ORMSBY  CO.  Limited,  Toronto 


At.ociated  with     The  Metal  Shingle  and  Siding  Co.,  Ltd. 
Preston  Montreal  Winnipeg  Saskatoon  Calgary 

J.  R.  Bell,  ST.  JOHN,  N.B.  F.  A.  Gillis  Co.,  Ltd..  HALIFAX,  N.S. 


A.  T.  Chambers,  VANCOUVER. 
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The  Persistent  Practice  of  Employing  Aliens 

SEVERAL  months  ago,  following  the  letting  of 
certain  Canadian  contracts  to  alien  firms,  there 
was  a  meeting-  of  the  interested  trades  and  pro- 
fessions to  protest  against  the  "persistent  and 
growing  practice  of  employing  alien  architects,  engi- 
neers, and  contractors  on  large  public  works  in  Can- 
ada." A  memorial  was  drawn  up  for  presentation  to 
the  federal  government,  but,  owing  to  the  absence  of 
Sir  Robert  Borden  in  Europe,  it  was  considered  ino])- 
portune  to  press  the  matter  at  that  time.  The  attitude 
of  the  meeting",  however,  was  definite  and  unanimous 
that  Canadians  were  being  unfairly  and  unnecessarily 
discriminated  against. 

The  agitation  has  now  again  assumed  proportions, 
however,  the  arguments  previously  advanced  being 
further  strengthened  by  the  present  alarming  condition 
of  trade  balance  between  Canada  and  the  United 
States.  To  remedy  this  condition  the  Dominion  Gov- 
ernment is  asking  power  to  take  drastic  measures  in 
the  way  of  prohibiting  imports,  which  threatens  to  in- 
convenience at  best,  and  in  certain  cases,  perhaps,  crip- 
ple, Canadian  industries  and  other  activities.  In  this 
connection  it  is  pointed  out — and  with  justice,  we  be- 


lieve— that  much  of  the  present  predicament  would 
have  been  avoided  if  the  "persistent  practices"  spoken 
of  above  had  been  discouraged  long  ago.  It  is  argued, 
for  example,  that  the  employment  of  a  United  States 
architect  or  engineer  is  generally  followed  by  the  let- 
ting of  the  contract  to  a  United  States  contractor,  who, 
in  turn,  employs  a  United  States  staf¥  and  purchases, 
in  large  measure.  United  States  materials.  Of  course, 
much  of  the  money  given  in  payment  for  this  service 
and  goods  goes  out  of  the  country. 

In  time  of  war  one  always  hesitates  t(j  criticize 
one's  governing  bodies,  who,  of  necessity,  see  such 
matters  from  more  angles  than  anyone  outside  the 
inner  circle  can  ])ossibly  do.  For  this  reason  a  number 
of  icontracts  awarded  in  recent  months  to  aliens  have 
been  passed  over  in  silent  disa])])r(nal.  This  silence 
must  not  be  misinterpreted,  however.  Jt  is  not  in  any 
sense  an  ac'knowledgement  of  the  sujjeriority  of  aliens; 
it  is  not  a  sig'n  of  resignation  to  established  conditions ; 
it  is  merely  an  attitude  of  mind  which  says:  "We  will 
do  nothing  at  the  moment  to  embarrass  or  hamper  or 
add  to  the  worries  of  our  g^overnments" — an  attitude 
which,  it  is  hoped,  those  governments  will  appreciate. 

At  the  moment  there  seems  to  be  little  that  can  be 
done  beyond  educating  the  general  public  that  there 
are  as  efficient  architects,  contractors  and  engineers 
right  among  us  as  may  be  found  by  going  farther  afield. 
A  man's  accomplishments  travel  farther  and  live  long- 
er, in  general,  than  his  mistakes,  especially  if  he  is  a 
j)ersonal  advertiser,  and,  in  a  word,  perhaps  this  is  the 
secret  of  the  whole  matter.  Canadians  are  not  as  good 
or  as  persistent  advertisers  as  they  might  be,  or  as 
many  of  their  alien  competitors  are,  and  so  are  not 
known  even  locally  as  well  as  many  aliens  who  an- 
nounce their  accomplishments  from  the  house-tops. 
These  are  times  when  people  expect  all  wares  to  be 
advertised— an  absence  of  publicity  is  thus  an  acknow- 
ledgement of  inferiority. 
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Fast  Drivers  Have  Nothing  To  Do 
When  They  Get  There 

TH  E  majority  of  fast  drivers  have  nothing  to 
do  when  they  get  there,"  a  trite  ex])ression 
of  Mr.  W.  A.  McLean,  in  a  little  pamphlet  he 
has  just  written  for  the  Ontario  Safety 
League,  could  well  l>e  made  the  text  of  a  sermon  not 
only  on  the  "danger"  featttre  of  reckless  driving,  but 
also  on  the  "expense"  feature,  to  say  nothing-  of  the 
annoyance  and  inconvenience  this  disregard  for  the 
rights  of  others  entails.  By  "expense"  is  meant  ex- 
pense of  building  the  roads  and  expense  of  maintain- 
ing— ^chiefly  the  latter,  which  is  greatly  increased  by 
unnecessarily  fast  driving. 

There  is  not  nearly  so  great  a  demand  by  motorists 
for  uncontrolled  license  in  the  way  of  speeding  as  was 
formerly  the  case.  Perhaps  the  craze  for  scorching  has 
expended  itself.  Perhaps — ^and  let  us  l)e  generous 
enough  to  believe  it — the  average  motorist  has  re-re- 
membered what  he  forgot  in  the  first  ecstacy  of  his 
new  motor — that  there  are  still  jiedestrians  who  thrive 
as  little  as  ever  on  a  dust  diet.  Perhaps  it  is  out  of  con- 
sideration for  the  ratepayers  who  maintain  the  roads. 
Perhaps  he  has  sat  down  and  communed  with  himself 
along  the  line  Mr.  McLean  suggests  and  has  realized 
that  there  is  really  no  such  urg-ent  need  that  he  shotild 
reach  his  destination. 

This  being  the  case,  the  law  is  now  made,  as  laws 
should  always  l)e,  for  the  irresponsible,  the  individual 
pre-eminently  with  no  objective  in  place  or  time  or 
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work.  Such  peo])lc  arc  a  menace  and  a  nuisance.  The 
preservation  of  our  roads  and  the  safety  of  the  travel- 
lin<^  puhlic  is  of  much  more  importance  than  the  plea- 
sure of  this  minority  class. 


The  Manufacture  of  Ordnance 

LIEUT.  Edgar  A.  Jamieson,  inspector  of  guns 
and  steel,  hrought  out  many  interesting  points 
in  gun  manufacture  in  a  paper  read  before  a 
recent  meeting  of  the  Ottawa  branch  of  the 
Canadian  Society  of  Civil  Engineers. 

"  .A  gun,"  said  the  speaker,  "may  be  considered  as 
a  strongly  constructed  tube  intended  to  stand  a  given 
internal  pressure,  and  throwing  a  ])rojectile  which  shall 
])roduce  certain  effects  at  given  distances. 

"In  constructing  such  a  bore,  Ave  have  first  to  con- 
sider what  will  be  the  pressure  it  will  be  called  upon 
to  stand  at  the  various  sections  along  its  length  and 
so  arrange  the  material  that  there  is  everywhere  an 
ample  margin  of  strength.  The  bore  .should  also  be 
of  such  material  as  to  stand  the  wear  and  tear  of 
firing  a  large  number  of  rounds  without  becoming  so 
worn  or  eroded  as  to  interfere  with  accurate  shooting. 

No  Waste  of  Strength 

"While  arranging  the  material  so  as  to  obtain  the 
necessary  surplus  of  strength  over  estimated  pressure, 
it  must  also  be  borne  in  mind  that  in  order  to  prevent 
the  gun  becoming  too  heavy,  the  material  must  be 
so  placed  that  there  is  no  waste  of  strength,  i.e.,  each 
part  must  be  so  con.structed  that  it,  performs  its  own 
share  in  resisting  the  pressures  set  up. 

"The  least  complicated  method  of  manufacturing  a 
gun  would  appear  to  be  that  of  casting  a  homogene- 
ous hollow  cylinder ;  but  if  we  take  such  a  tube  we 
find  its  tangential  strength  to  resist  an  internal  pres- 
sure does  not  increase  uniformly  with  its  thickness; 
also,  it  is  known  that  no  single  (or  homogeneous) 
cylinder,  however  thick,  can  stand  a  pressure  greater 
than  the  elastic  limit  of  its  material.  , 

Built  Up  Systems 

"In  (jrder  then  t(j  obtain  a  gun  in  which  we  can 
use  the  high  service  chamber  pressures  (up  to  20  tons 
I)er  square  inch)  now  obtainable,  it  is  necessary  to 
resf)rt  to  the  "Iniilt  up"  system  ;  i.e.,  the  gun  instead 
of  consisting  of  a  single  cylinder  is  made  up  of  vari- 
<)us  layers  of  steel,  or  steel  and  wire,  the  necessary 
increase  of  radial  strength  being  obtained  by  submit- 
ting the  inner  layers  to  initial  compression  by  means 
of  wire-winding,  shrinkage,  or  'tupping.' 

"By  these  methods  of  construction  each  layer  of 
material  is  made  to  take  its  share  of  the  stress  in- 
duced when  the  gun  is  fired. 

"In  f)rder  that  the  gun  may  be  built  with  the  re- 
fpiircd  shrinkage,  the  surfaces  of  the  various  cylinders 
must  be  strictly  in  accordance  with  the  figures  given 
on  the  drawings.  The  allowed  variations  from  dimen- 
sions are  kept  to  the  lowest  possible  limits  and  ac- 
curate measurements  and  careful  examinations  of  the 
various  parts  are  made  from  time  to  time  at  the  dif- 
ferent stages  of  maiHifacturc,  and  also  after  proof 
firing. 

Two  General  Systems 

"fiuns  are  budt  on  two  general  svstcms,  one  in 
which  the  gun  is  entirely  of  steel  and  the  other  where 
steel  and  wire  windiuj^  are  combined,  the  latter  giv- 
ing greater  radial  strength  for  the  same  weight. 

"'Ihe  nio.st  ordinary  principles  of  construction  arc 


embodied  in  the  6-in.  26-cwt.  howitzer,  which  is  a  good 
medium  type  of  gun.  This  howitzer  is  of  steel  and 
wire  construction  and  consists  of  an  inner  barrel  called 
the  "A"  tube,  over  the  front  end  of  which  a  muzzle 
wire  stop  ring  is  shrunk.  Wire  is  then  wound  over 
the  exterior  of  the  "A"  tube  from  the  breech  and  to 
the  stop  ring.  Over  the  "A"  tube,  wire,  and  stop  ring 
is  shrunk  the  jacket  secured  longitudinally  by  the 
breech  bush  which  is  screwed  into  the  rear  end  of 
this  jacket ;  the  bush  is  also  screwed  internally  to  take 
the  breech  screw.  At  the  rear  of  the  jacket  is  screwed 
and  shrunk  the  breech  ring  which  is  provided  Avith 
lugs  to  take  the  breech  mechanism  and  to  attach  the 
howitzer  to  its  carriage.  The  exterior  of  the  jacket  is 
furnished  with  two  feet  or  rests  to  form  guides  and 
engage  in  cradle  of  mounting  and  similar  projections 
are  formed  on  the  front  guide  ring  which  is  screwed 
and  shrunk  on  to  the  forward  portion  of  the  jacket. 

"The  chamber  is  cylindrical,  coned  at  the  front 
end.  The  weight  of  the  finished  howitzer  with  mech- 
anism is  26  hundredweight  and  without  mechanism  and 
fittings  the  weight  is  23j<^  hundredweight.  The  pro- 
jectile from  this  howitzer  weighs  100  pounds  and  can 
be  thrown  a  distance  that  is  probably  best  left  un- 
mentioned. 

"A  rough  and  ready  method  of  estimating  the  time 
recjuired  to  complete  the  manufacture  of  any  type 
of  gun  is  to  allow  one  month  for  every  inch  of  calibre." 


Modern  Varnish  Making 

Mr.  Norman  Holland,  president  of  the  Holland 
Varnish  Company,  Limited,  read  a  paper  before  the 
Canadian  Society  of  Civil  Engineers,  Montreal,  on 
April  11th,  on  "Modern  Varnish  Making."  He  des- 
cribed the  process  of  manufacture  and  enumeratied  the 
various  oils  and  gums  which  enter,  into  the  making  of 
varnish.  Mr.  Holland  also  spoke  of  the  methods  by 
which  the  nuts,  oils  and  gums  are  gathered  and  pre- 
pared in  many  countries,  and  told  of  the  means  of 
transportation  from  the  interiors  to  the  coast.  The 
qualities  and  uses  of  these  ingredients  were  described, 
comment  also  being  made  on  the  phenomenal  advance 
in  prices  due  to  the  war.  Mr.  Holland  added  that  there 
was  no  such  thing  on  the  market  as  pure  raw  linseed 
oil,  and  it  was  a  mistake  to  suppose  that  pure  linseed 
oil  was  used  in  making  paints;  other  oils  were  added. 
The  price  of  pure  raw  linseed  oil  prohibited  its  use  in 
the  making  of  paint.  The  address  was  illustrated  by 
a  number  of  slides,  showing  views  in  many  countries, 
and  also  tracing  the  various  stages  of  manufacture, 
from  the  collection  and  crude  preparation  of  nuts,  oils 
and  gums  to  the  finished  product. 


Conserving  Nova  Scotia  Water  Powers 

I'"ollowing  recent  conferences  between  Mr.  J.  1>. 
Challies,  superintendent  of  the  Dominion  Water  Power 
Branch  and  the  Nova  Scotia  Water  Power  Commis- 
sion, there  was  introduced  in  the  Legislature  of  Nova 
Scotia  last  week  a  comprehensive  water  power  bill  de- 
claring the  ownership  of  the  crown  in  the  right  of  the. 
province  of  all  water  and  water-power  in  Nova  Scotia, 
and  providing  for  administrative  regulations  to  be  ap- 
I)roved  by  the  govcrnor-in-council.  The  legislation  as 
introduced  is  considered  to  be  comprehensive  and 
timely,  and  should  greatly  assist  in  the  conservation 
and  use  of  the  many  favorably  located  undeveloped 
water-powers  in  Nova  Scotia. 


Aiiril  34,  1918 


THE   CONTRACT  RECORD 


32.'! 


Extension  to  G.P.R.  Pier  D  , Vancouver 

Now  One  of  the  Largest  Structures  on  the  Coast — Piles  up  to  125  ft.  Long 
Required  for  Substructure  —  Heavy  Fill   Displaces   Soft  Harbor  Bottom 


THE  Canadian  Pacific  Railway  have  recently  com- 
l)leted  an  extension  to  one  of  their  piers  at  Van- 
couver, B.C.,  which  makes  the  new  pier  one  of 
the  largest  structures  of  the  kind  on  the  Pacific 
Coast.  The  extension  was  made  necessar3'  by  the 
steady  growth  of  coastwise  and  trans- Pacific  traffic. 
The  pier  is  a  creosoted  pile  structure,  and  on  account 
of  the  depths  of  water  and  mud  encountered,  is  of  con- 
siderable interest  from  an  engineering  standi)oint. 

The  pier  is  known  as  Pier  "D,"  and  is  located  on 
Burrard  Inlet,  at  the  foot  of  Granville  Street.  The 
older  portion  of  the  pier  was  built  in  1913,  and  mea- 
sured approximately  376  feet  by  150  feet.  It  carried  a 
two-storey  structure,  the  lower  deck  being-  devoted  to 
freight,  the  upper  to  passenger  trafific  and  various 
offices  for  operating;  also  customs  and  immigration 
officials.  The  primary  use  of  the  old  pier  was  for  coast- 
wise traffic. 

Accommodates  Coastwise  and  Trans-Pacific  Traffic 

The  extension  measures  approximately  537  feet  by 
160  feet,  and  runs  to  the  harbor  line,  making"  the  entire 
pier  about  914  feet  long-  on  its  centre  line.  As  the  pier 
has  two  distinct  uses,  namely,  for  coastwise  and  trans- 
Pacific  traffic,  it  is  so  designed,  the  west  and  north 
sides  being  primarily  intended  for  the  coast  boats  and 
the  east  side  for  trans-Pacific  and  miscellaneous  freight 
traffic.  The  west  and  north  sides  have  complete  ar- 
rangements for  berthing  four  coast  boats  at  one  time. 
These  arrangements  comprise,  in  general,  separate 
passenger  ramps  or  stairways,  each  taking  the  passen- 
gers direct  from  the  boat  to  the  upper  floor  level  with- 
out interference  with  the  freight  traffic.  The  east  side 
is  desig"ned  with  continuous  sliding  doors,  giving-  open- 
ings as  desired  at  any  ])oint  along  practically  the  entire 
length  of  the  pier.  Two  heavy  adjustable  freight  slips 
are  also  installed,  together  with  a  standard-gauge  rail- 
road track,  which  runs  the  entire  length  of  the  east  side 
and  makes  it  possible  to  deliver  open-car  freight  direct- 
ly imder  the  ship's  slings.  The  east  and  west  sides  of 
the  pier  are  divided  by  a  depressed  standard-gauge 
track  running  down  the  centre  of  the  pier  and  serving 


both  sides.  A  one-storey  shed  <jf  heavv  mill  ty])e  con- 
struction is  built  over  the  new  ]ner,  on  top  of  which  is 
a  promenade  connected  with  the  lower  deck  I)y  stair- 
ways on  the  west  and  north  sides.  This  j^romenade  is 
designed  for  jjassenger  traffic,  but  also  serves  for  sight- 
seeing purposes,  as  it  affords  a  good  view  of  X'ancouver 
harbor. 

The  old  pier  was  a  creosoted  pile  structure,  and  a 
study  established  the  desirability  of  making  the  new 
structure  of  the  same  general  type.  Test  holes  in  or 
near  the  area  of  the  extension  showed  depths  of  water 
of  from  40  to  70  feet  at  mean  low  tide.  The  tide  range 
is  approximately  16  feet.  The  harbor  bottom  itself  was 
a  mixture  of  mud,  silt,  sand,  and  shell,  ranging  from  10 
to  30  feet  in  depth,  and,  below  this,  strata  of  clay  and 
gravel.  Hardpan  lay  variously  at  from  70  to  140  feet 
below  low  tide.  It  was  a])parent  that  a  fill  would  have 
to  be  made,  and  the  material  for  it  was  readily  obtained 
from  a  dredging  contractor  who  was  making  channel 
improvements  at  the  First  Narrows,  about  two  miles 
from  the  pier  site.  About  250,000  cubic  yards  of  mater- 
ial were  used. 

Fill  Used  to  Solidify  Foundation 

The  fill  had  a  dual  purpose — first,  to  displace  the 
soft  harbor  bottom  ;  and,  second,  to  provide  end  and 
lateral  support  to  the  piles  to  be  driven  into  it.  The 
theory  was  that  the  fill  would  gradually  both  displace 
and  compress  the  lighter  and  softer  material  beneath 
until  a  point  of  equilibrium  was  reached  and  no  further 
settlement  of  the  fill  occurred.  If  at  that  time  an 
amount  was  dredged  off  the  fill  roughly  approximating 
the  weight  of  the  structure  later  to  be  placed  upon  it, 
the  ability  of  the  underlying-  material  to  stand  the  load 
could  be  reasonably  relied  upon. 

Careful  weekly  soundings  were  kept  over  the  entire 
area  covered  by  the  fill,  as  also  along  lines  parallel  to 
and  outside  of  it.  These  soundings  showed  a  slow  but 
fairly  continuous  settlement  on  the  part  of  the  fill  and 
a  slow  corresponding  rise  at  the  bottom  outside  of  it, 
until  after  a  considerable  period  no  further  settlement 
could  be  observed.    As  was  expected,  that  part  of  the 
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lill  next  to  the  old  pier  came  to  rest  lirst,  and  permitted 
pile  driving  to  be  begun  at  a  time  when  the  outer  por- 
tion of  the  rill  was  still  in  movement. 

The  type  of  substructure  for  the  pier  was  fully  con- 
sidered, and  it  was  evident  that  creosoted  wooden  pil- 
ing would  be  the  cheap  and  logical  solution  of  the  pro- 
blem. Jt  was  desired,  so  far  as  possible,  to  have  the 
piling-  penetrate  the  rill  and  rest  on  the  harbor  bottom 
beneath,  thereby  increasing  the  area  of  surfact  contact, 
as  well  as  assuring  full  l)earing  i)ower,  and  therefore 
safety,  in  case  of  any  future  movement  on  the  part  <;f 
the  rill  itself.  To  do  this  piling  lengths  consideral)ly 
(i\er  anv  known  lengths  for  concrete  piles  were  re- 
(juired.  As  the  teredo  is  actix  c  in  these  waters,  a  treat- 
ed pile  was  necessary.  Creosoted  Douglas  fir  piles 
with  full  15-i)ound  treatment  under  the  boiling  pro- 
cess were,  therefore,  determined  upon.  All  (jther  estab- 
lished methods  for  pile  preservation  were,  however, 
considered  before  final  decision  was  made.  The  con- 
tract called  for  approximately  2,550  piles  from  85  to  125 
feet  long.  It  was  also  decided  that  a,ll  deck  .timber 
which  was  either  in  contact  with  the  water  or  near 
enough  to  it  to  ])e  continually  danij)  should  be  treated, 
tracing,  caps,  stringers,  and  laminated  deck  timl)er 
were,  therefore,  specified  for  12-i)ound  treatment  under 
the  boiling  ])rocess.  All  timber  was  to  be  ui  Douglas 
fir  and  of  standard  specifications. 

Scow-Driver  With  Leads  130  ft.  High 

The  ])ile-dri ving  work  was  gix  cn  to  Mr.  S.  Doe,  of 
\'ictoria.  As  there  was  no  rig  availal:)le  for  handling" 
piles  of  the  weight  and  lengths  of  those  to  he  used,  Mr. 
Doe  built  a  sjiecial  scow-driver,  with  leads  measuring 
130  feet  in  height.    So  far  as  is  known,  this  is  one  of 


the  largest,  if  not  the  largest,  sCow, driver  ever  built. 

As  there  was  a  large  amount  of  boring  and  drift 
bolting  to  be  done,  a  motor-driven  air  compressor  was 
installed,  pipe  lines  extended  from  it,  and  connections 
tapped  in  at  intervals  with  hose  to  the  various  air  tools. 
These  comprised  air  riveters  with  special  sets  for  drift 
bolt  driving,  and  boring  machines  of  various  sizes.  The 
borers  were  especially  useful  in  laying  the  2  in.  x  4  in. 
Australian  hardwood  which  served  as  flooring,  and 
which  had  to  be  bored  for  nailing".  This  boring  alone 
required  a]>proxiimately  70,000  holes. 

Another  useful  machine  was  a  small  travelling  der- , 
rick  running  on  a  track  laid  across  the  pier,  and  so 
arranged  that  it  could  be  jacked  up  on  rollers  and 
moved  forward  under  its  own  power.  This  moving 
operation  took  about  two  hours.  x\bout  40  lineal  feet 
of  pier  could  he  handled  from  each  position  of  the 
track.  The  derrick  was  used  for  handling  all  creosoted 
timber  (which  was  delivered' on  scows  alongside  as  re- 
quired), picking"  up,  moving  across  the  dock,  and  de- 
positing in  place.  The  average  time  for  handling  the 
7  in.  X  12  in.  x  40  ft.  stringers  from  the  scow  to  the 'far 
side  of  the  dock  and  back  again  for  another  load  was 
approximately  two  minutes. 

A  skid  driver  was  used  to  drive  the  track  extension 
along  the  old  pier  and  a  few  column  piles  under  the  old 
deck,  which  had  been  omitted  in  building"  the  original 
pier.  When  its  pile-driving  work  was  finished  it  was 
turned  into  a  skid  derrick,  with  an  80  ft.  boom,  and 
used  to  erect  the  roof  trusses,  which  were  framed  and 
assembled  on  the  de'ck  and  lifted  complete  onto  the 
(Columns  in  one  operation.  This  derrick  was  used  to 
raise  the  2  in.  x  6  in.  laminated  roofing,  a  team  load  at 
a  time.    It  also  performed  a  variety  of  miscellaneous 
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work,  as  its  long  boom  and  skids  made  it  a  very  handy 
rij;-. 

A  fully  equipped  1)lac'ksmith  shop  was  built  on  a 
small  scow,  to  avoid  fire  risk,  and  moored  alongside  of 
or  near  'the  dock,  while  field  office,  storehouse,  and 
.compressor  house  were  located  at  the  extreme  end  of 
the  old  pier,  outside  of  the  shed,  where  they  would  not 
interfere  with  the  operation  of  the  pier  and  yet  be 
easily  accessible. 

Record  Kept  of  Each  Pile 

While  piles  were  being  treated,  ins])ectors  were 
kept  at  each  plant,  and  the  quantity  and  quality  of 
creosote  used,  temperatures,  pressures,  and  time  of 
treatment  were  'carefully  watched  and  recorded.  Itach 
pile  was  numbered  and  stamped  after  being  passed  and 
full  data  on  its  treatment  recorded.  When  driving,  a 
report  was  also  made  by  an  inspector  on  each  driver  as 
to  the  pile  number,  location,  penetration,  and  length  of 
cut-off.  It  was  thus  possible  to  readily  trace  the  his- 
tory of  any  pile  from  its  time  of  treatment  until  driven. 
All  piles  were  spotted  by  transit  and  stayed  soon  after 
driving.  The  driving-  at  all  times  was  extremely  hard. 
Piles,  were  driven  on  6  ft.  8  in.  x  8  ft.  centres. 

Piles  were  capped  by  10  in.  x  16  in.  and  12  in.  x  14 
in.  creosoted  timbers,  drift-bolted  into  place.  Capping 
.was  kept  several  bents  behind  the  pile-driving,  so  that 
the  jar  from  the  driving-  would  not  change  the  eleva- 
tion of  the  piles  siter  being  cut  oft'.  Creosoted  string- 
ers were  laid  across  the  caps  and  drift-bolted  to  them. 
A  laminated  creosoted  2  in.  x  4  in.  decking  was  laid 
diagonally  on  the  stringers,  the  idea  being  to  give  addi- 
tional rigidity  by  tying  several  ])arallel  pile  bents  to- 
gether in  this  way.  Piles  were  also  Ijraced  diagonally 
and  additional  longitudinal  bracing  was  run  down  each 
side  of  the  depressed  track.  The  outside  railroad  track 
had  its  own  special  bracing.  Waling  was  also  in- 
stalled at  periods  of  maximum  low  water.  On  the  lam- 
inated deck  there  was  laid  a  fiooring  of  2  in.  x  4  in. 
Australian  hardwood  running  parallel  to  the  pile  bents. 
This  flooring  was  air-bored  and  spiked  with  great  care 
to  get  a  tight  joint. 

Features  of  Shed  Construction 

The  shed  area  was  divided  down  the  middle  by  a 
depressed  standard-gauge  tradk  which  brought  the  car 
doors  at  the  deck  level.  The  area  on  each  side  of  the 
track  was  divided  into  bays  36  ft.  and  46  ft.  wide  respec- 
tively, with  outside  bays  of  27  ft.  each,  with  roof  col- 
umns 20  ft.  centres  longitudinally  These  columns 
were  posts  carried  on  special  piles,  inde])endent  of  the 
rest  of  the  substructure.  The  roof  was  required  to  bear 
not  only  its  own  weight,  ])lus  snow  and  iwind  load,  but 
also  a  promenade  with  a  live  load,  the  total  load  under 
the  jiromenade  section  l)eing  al)out  150  ])ounds  per 
square  foot.  It  was  also  desired  to  have  the  roof  line 
match  that  of  the  old  pier,  and  at  the  same  time  keep  a 
minimum  clearance  of  16  feet  under  the  trusses  in  the 
shed.  The  wooden  trusses  over  the  centre  bays  were 
82  feet  long-,  and  designed  with  separate  members  of 
14  in.  x  28  in.  x  28  ft.  over  the  outside  bays.  The  roof 
itself  was  made  up  of  2  in.  x  6  in.  x  30  ft.  lamination, 
covered  by  a  three-ply  asbestos  roofing,  moj^ped  on.  A 
low  monitor  ventilated  by  fixed  louvres  was  run  down 
the  centre  of  the  roof  and  also  extended  over  the  old 
portion  of  the  shed.  Running  around  the  outer  edge 
of  the  roof  is  a  covered  promenade  6  ft.  wide.  Two 
stairways  lead  from  it  to  the  lower  outside  deck.  On 
the  east  side  the  promenade  railing  is  in  removal)le  sec- 
tions, as  it  is  ])lanned  to  land  tran.s- Pacific  ])assenger 
traffic  to  this  promenade,  and    so    avoid  passenger 


movement  on  the  lower  freight  level.  A  heavy  remov- 
able passenger  gangway  runs  on  the  east  side  railroad 
track,  and  is  i)rovided  iwith  adjustable  landing  gang- 
ways on  each  side  between  itself,  the  ship,  and  the 
promenade.  The  passenger  bridge  was  originally  on 
the  east  side  of  the  pier  and  was  moved  to  the  west 
side.  The  space  formerly  occupied  by  it  was  closed  up 
and  turned  into  offices. 

The  entire  east  side  of  the  ])ier  is  made  up  of  con- 
tinuous sliding  doors.  There  are  95  of  these,  running 
on  two  parallel  tracks  and  overlapping.  The  doors  are 
hung  on  adjustable  rollers,  which  will  take  up  settle- 
ment. The  bottom  track  is  made  up  of  "T"  and  angle 
irons,  left  open  through  the  deck  so  that  nothing  can 
collect  to  interfere  with  the  working  of  the  doors.  The 
doors  are  glazed  in  the  upper  half  and  screened,  with 
a  3  ft.  section  of  window  above  them  to  provide  addi- 
tional light.  The  west  side  walls  are  made  up  of  short 
sections  of  continuous  doors,  a  few  sliding  doors,  and 
solid  wall.  The  wall  is  made  up  of  shiplap,  covered 
with  corrugated  iron.  The  north  wall  is  provided  with 
two  doors. 

Freight  Handling  Equipment 

Three  freight  elevators  of  the  Barlow  type  were  in- 
stalled, one  being  a  new  machine  and  the  other  two 
being-  transferred  from  former  locations  on  or  near 
Pier  "D."  Two  adjustable  freight  slips  were  also  in- 
stalled. As  the  east  side  track  crosses  these  slips  a 
device  was  worked  out  so  that  this  section  of  track 
()])erates  with  a  turntable.  When  the  slip  is  up  the 
track  is  locked  in  place  and  sujjported  rigidly  on  the 
pile  bents.  When  the  slip  is  down  the  track  is  given  a 
quarter  turn,  so  that  the  rails  lie  parallel  to  the  sH]) 
axis,  and  can  be  readily  trucked  over.  Each  slip  is 
operated  by  two  worms  and  gears  on  a  common  shaft 
with  endless  hand-chain  attachments.  The  slips  are 
supported  by  steel  hooks,  which  drop  back  when  the 
slip  is  to  be  lowered,  by  means  of  a  lever  jnilled  from 
the  deck  level. 

The  centre  depressed  track  is  fitted  with  an  electri- 
cally driven  car-haul,  with  a  capacity  of  10  loaded  cars. 
Its  use  will  avoid  the  presence  of  any  steam  locomo- 
tives inside  the  pier,  with  their  attendant  fire  risk  and 
smoke. 

Motors  with  a  total  capacity  of  about  200  h.p.  are 
installed  on  the  pier.  The  current  is  brought  to  a  con- 
crete transformer  station  at  the  south  ends  of  the  pier 
and  distributed  in  ducts.  No  transformers  are  allowed 
on  the  pier  on  account  of  fire  hazard.  Lighting  cur- 
rent is  also  transformed  off  the  pier  and  distributed  by 
conduit,  the  circuits  being  arranged  so  that  practically 
any  combination  of  lights  can  be  obtained.  Lighting 
plugs  are  installed  along  the  side  of  the  depressed 
track,  to  provide  for  portable  lights  for  loading  and 
unloading  freight  cars.  Screened  bracket  lights  are 
placed  at  40  ft.  intervals  around  the  outside  of  the  .shed 
and  red  and  green  beacon  lights  at  the  outer  end.  An 
electric  fog  bell  is  also  installed. 

Fuel  oil  lines  are  carried  down  each  side  of  the  pier, 
with  valves  at  the  various  boat,  landing-s.  A  covered 
water  line  is  laid  along  the  bottom  of  the  roof  trusses, 
and  branch  lines  are  taken  oft'  at  intervals  for  sujiply- 
ing  the  boats  and  for  fire  protection.  Hose  valves  and 
lines  of  hose  laid  on  tilting  hose  racks  are  also  su|)plied, 
and  so  arranged  as  to  cover  the  entire  pier  area,  l-'ive 
bubbler  ty])e  drinking  fountains  are  installed  and  Uvo 
toilets. 

Alterations  to  Old  Pier 

A  considerable  amount  of  miscellaneous  work  was 
necessar\-  to  ada|)t  the  old  pier  to  the  increased  traiVic 
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I  lu-  ui)>t;urs  i)ffu-os  had  lo  be  C()iisidcr.-\I)ly  enlaryxd 
and  revised  and  facilities  formerly  in  the  office  space 
moved  to  new  locations.  Small"  enclosures  also  had  to 
be  built  for  customs,  baggage,  express,  and  simila-r  pur- 
poses. At  the  south  end  of  the  pier  one  of  the  steel 
columns  supporting  a  part  of  the  Granville  Street  ramp 
and  the  southeast  corner  of  the  pier  structure  had  to 
be  cut  out'  in  order  to  provide  clearance  for  the  east 
side  track  connection  with  the  yard  tracks.  A  75  ft. 
girder  was  installed  in  the  place  of  the  old  column  and 
two  shorter  girders  which  it  supported.  No  lifting 
c(iuipment  was  available,  so  that  the  entire,  operation 


was  conducted  l)y  ])lock  and  hand-jacks.  The  east 
side  track  connection  also  made  necessary  the  entire 
revision  of  the  deck  at  the  south  end  of  the  pier  and 
the  building-  of  several  ramps  to  lead  from  the  track 
level  to  the  various  higher  levels  in  the  adjacent  sheds. 
It  w^as  also  necessary  to  extend  the  concrete  footings 
on  six  columns  under  the  Granville  Street  ramp. 

The  erttire  work  was  done  by  Sydney  E.  Junkins  & 
Co.  of  Vancouvef,  under  the  direction  of  Mr.  J.  G.  Sul- 
livan, chief  engineer  of  the  Canadian  Pacific  Railway 
Western  Lines,  Winnipeg,  and  Mr.  H.  Rindal,  engi- 
neer, Canadian  Pacific  Railway,  Vancouver. 


Toronto  Engineers  Suggest  Means  of  Increas- 
ing  Prestige  of  the  Profession  i 


AT  a  recent  meeting  of  the  Executive  Committee 
of  the  Toronto  branch  of  the  "Canadian  Society 
of  Civil  Engineers  a  sub-committee  was  ap- 
|)ointed  to  "study  means   of    increasing  the 
prestige  and  influence  of  the  Toronto  branch."  This 
committee  consi-sted  of  Messrs.  Wynne-Roberts,  Cous- 
ins, Haultain,  Kerry,  and  Storey. 

The  committee  has  stibmitted  a  voluminous  report 
to  the  executive  of  the  branch  dealing  with  the  matter 
in  (juestion.  Roughly,  the  discussion  is  divided  under 
two  sub-heads:  (1)  The  relation  of  the  branch  to  the 
community;  (2j  the  relation  of  the  branch  to  its  mem- 
bers. L'nder  the  first  heading",  it  is  pointed  out  that, 
after  all,  the  status  of  engineering  can  be  improved, 
mainly  b}-  increasing  its  usefuhiess  to  humanity.  .It 
must  be  the  aim  of  the  engineer,  therefore,  to  serve  and 
guide  the  people  and  cultivate  a  .healthy,  vigorous,  and 
pronouTiced  ])ublic  opinion.  It  is  coming  to  be  realized 
more  and  more  that  engineers  owe  it  to  themselves  and 
to  the  country  alike  to  accept  their  duties  as  citizens  of 
the  community  in  which  they  li\'e,  and  that  they  should 
use  every  efifort  to  exer.t  infiuence  in  the  legislation  of 
the  country  and  the  administration  of  public  affairs 
wherever  engineering  principles  or  ])ractices  are  in- 
volved— which  includes  the  majority  of  cases. 

The  report  refers  to  a  number  of  instances  where 
engineering  societies,  both  in  Canada  and  the  United 
States,  have  given  valuable  advice  on  engineering 
matters  to  councils,  municii)al  authorities,  and  others, 
which  has  materially  assisted  in  carrying  on  the  affairs 
of  the  community  in  a  more  efficient  manner.  The  com- 
mittee believes  that  these  examples  are  merely  indica- 
tive of  what  such  societies  might  do  if  greater  atten- 
tion were  paid  by  engineers  to  matters  of  general  public 
interest,  and  suggests  a  number  of  questions  that  might 
be  taken  up  by  the  Canadian  Society  of  Civil  bjigineers 
to  enhaiue  its  prestige  and  influence. 

Relation  of  the  Branch  to  Its  Members 

The  duty  of  a  society  towards  its  members  is  sonie- 
lliing  more  than  to  facilitate  the  ar(|nirenient  and  in- 
torchange  of  professional  knowledge,  though  this  in 
itself  may  be  the  primary  aim.  L'nder  this  heading  a 
numl)er  of  subjects  are  suggested  which  it  is  consid- 
ered might  be  discussed  with  advantage  to  the  mem- 
bers, and  will  doubtless  form,  a  number  of  them,  topics 
for  pai)ers  for  the  Tortjiito  branch  at  future  meetings. 
The  suggestions  w^ere  as  follows:  The  essentials '"'of 
spccilications  ;  economics  of  bridges;  rainfall  and  en-'i- 


neering;  city  acquisition  of  Toronto  Street  Railway; 
Toronto  harbor  works ;  Toronto  new  Union  Depot ; 
high  or  low  railway  approaches  in  Toronto ;  activated 
sludge  process  of  sewage  treatment;  city  transporta- 
tion problems;  city  planning;  aesthetic  treatment  of 
structures ;  problems  in  local  improvement  assess- 
ments;  research  in  its  relation  to  engineering;  engi- 
neering and  food  production;  valuations;  engineers 
and  conservation  of  life ;  indexing  and  filing  of  records ; 
statutory  registration  of  engineers;  local  government 
board  for  Ontario. 

In  addition  to  the  intellectual  side,  however,  the 
report  states  that  the  branch  should  consider  the  pro- 
motion of  the  professional  interests  of  its. members.  As 
an  example,  it  is  noted  that  engineers  are  seldom  put 
on  government  commissions  or  consulted  on  technical 
matters  by  the  government,  even  when  the  questions 
involve  engineering  problems.  This  is  to  a  very  con- 
siderable extent  the  result  of  poor  organization  among 
engineers.  Another  point  raised  was  the  confusion  in 
the  mind  of  the  public  as  to  the  definition  of  the  word 
"engineer."  "It  connotes,  for  example,  the  person  who 
plans  and  builds  a  railroad  across  a  continent,  or  the 
person  who  operates  the  locomotive  on  that  road.  The 
name  engineer  may  imply  the  person  who  designs  and 
constructs  any  of  the  great  water  supply  schemes  and 
also  the  person  who  puts  in  the  plumbing  in  our 
houses.  It  may  refer  to  the  chief  engineer  of  an  im- 
mense hydro-electric  undertaking  and  also  to  the  man 
who  installs  the  wiring  in  a  cottage.  Men  who  design, 
operate,  and  make  pumps  or  dredges,  or  heating  plants, 
and  he  who  designed  and  built  the  Quebec  bridge,  as 
well  as  the  man  who  turns  a  swing  bridge,  are  called 
engineers.  We  have  civil  and  military  engineers  and 
engineers  of  all  the  numerous  branches  of  modern  en- 
gineering, including  agricultural,  forest,  efficiency,  and 
others.  The  divisions  are  so  legionary  and  often  so 
meaningless  to  the  public  that  it  is  small  wonder  it  fre- 
(|uently  fails  to  ap])reciate  what  we  are,  or  what  we  are 
doing,  and  in  this  manner  our  status  is  afifected." 

'J'lic  re])ort  goes  on  to  discuss  whether  legislative 
])ovvers  should  be  secured  to  restrict  the  practice  and 
the  title  of  engineer  to  those  who  measure  up  to  cer- 
tain qualifications.  Toronto  engineers  themselves  arc 
undecided  on  this  question.  Ouebec  and  Manitoba 
i'rovinces  have  strch  powers  at  present.  Alberta  and 
llritish  Columbia  are  working  to  that  end.  In  the 
United  States  certain  steps  have  been  taken  in  this 
direction.    It  is  evident  that  legislation  in  such  a  mat- 
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tcr  must  be  Dominion-wide.  "Tlie  expcrienicc  of  the 
medical,  legal,  and  educational  professions  in  this  re- 
gard should  afford  us  an  excellent  lesson  as  to  the  ab- 
surdity of  making  each  province  a  kind  of  water-tight 
compartment  in  these  matters." 

The  question  of  compensation  is  discussed  at  con- 
siderable length.  It  is  pointed  out  that  assistant  engi- 
neers, for  example,  are  paid  less  than  many  classes  of 
non-technical  men.  The  question  of  the  effect  of  legis- 
lation requiring-  the  licensing  or  registration  of  engi- 
neers on  the  amount  of  compensation  is  also  touched 
upon,  though  it  is  not  plain  that  this  would  be  material. 
It  is  generally  conceded  that  fair  compensation  can 
usually  be  demanded  b)^  a  capable  man,  but  the  engi- 
neer's weakness  is  that  he  does  not  consistently  and 
systematically  make  his  capabilities  known  to  the  gen- 
eral public.  The  report  also  touches  on  the  matter  of 
defence,  indicating  the  necessity  of  the  society  as  a 
body,  as  well  as  its  members  individually,  coming  to 
the  aid  of  any  member  when  he  may  be  unjustly 
attacked. 

A  few  paragraphs  are  given  over  to  the  question  of 
scientific  research  for  the  branch.  The  report  urges 
its  encouragement  and  assistance  in  every  possible 
way,  and  concludes  as  follows  : 

"In  presenting  the  foregoing-  report,  on  'how  to  in- 
crease the  prestige  and  inflitence  of  the  branch,'  we 
have  to  state  that  the  subject  is  opportune  and  import- 
ant. The  branch  should  be  the  cultivated  senses  of 
the  body  politic.    It  is  the  principal  means  by  which 


we  can  assert  our  rights,  enjoy  our  privileges,  and  in- 
crease our  professional  standing.  Neglect  the  func- 
tions and  atrophy  sets  in;  cultivate  them  and  they  de- 
velop in  usefulness,  strength,  and  vitality. 

"We  believe  that  the  i)rofession  is  destined  to  oc- 
cupy a  position  of  greater  importance  in  the  future  life 
of  the  nation  than  it  has  ever  done  in  the  past,  and  that 
the  era  which  is  now  unfolding  its  doors  will  call  for 
loyal  and  efficient  public  service.  Many  of  the  troubles 
of  the  past  have  been  prescribed  for  without  making  a 
scientific  diagnosis  of  their  causes,  but  in  future  the 
engineering  profession  will  be  invited — nay,  compelled 
— to  accept  its  duties  and  responsibilities  in  this  work. 
The  branch  should  constitute  the  strongest  living  or- 
ganizm  of  the  institute. 

"Engineers  will  be  able  to  do  a  great  amount  of 
work  as  they  are  now  represented,  but  when  our  forces 
are  combined,  the  possibilities  of  doing  greater  work 
will  be  enormously  enhanced.  We  would  cherish  the 
hope  that  engineers  of  all  branches  of  the  profession 
will  see  the  force  and  influence  of  one  great  Canadian 
engineering  organization.  That  does  not  mean  the 
submerging  of  various  categories  of  engineers,  but  the 
encouragemenl  of  the  progress  of  each,  under  one  com- 
mon flag,  one  common  aspiration,  and  for  one  common 
achievement,  namely,  the  promotion  of  the  best  in 
every  branch  of  engineering  for  the  advancement  of 
our  national  prosperity,  and  this  will  assuredly  re- 
bound to  our  personal  and  professional  advantage, 
prestige,  and  influence." 
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"  IV hen  this  here  War  is  done,"  says  Dan,  "and  all  the  fightin's  through. 
There's  some' II  pal  with  Fritz  again  as  they  was  used  to  do; 
But  not  me,'*  says  Dan  the  sailor  man,  "  Itof  me/*  says  he 
"  Lord  k^ows  its  nippy  in  an  open  boat  on  winter  nights  at  sea.  " 

"  When  the  last  battle's  lost  an'  won,  an'  won  or  lost  the  game. 
There's  some'll  think  no  'arm  to  drink  ^^th  squareheads  just  the  same; 
But  not  me/*  says  Dan  the  sailor-man,   "an'  if  you  ask        ^hy — 
Lord  k^ows  its  thirsty  in  an  open  boat  when  the  water-breaker's  dr^." 

"  When  all  the  bloomin   mines  is  swep'  an'  ships  are  sunk  more. 
There's  some'll  set  them  down  to  eat  with  Germans  as  before; 
But  not  me,**  says  T)an  the  sailor-man,      not  me,  for  one — 
Lord  k^ows  it's  hungry  in  an  open  boat  when  the  last  biscuit's  done.  " 

"  When  peace  is  signed  and  treaties  made  an'  trade  begins  again, 
There's  some'll  shake  a  German's  hand  an'  never  see  the  stain; 
But  not  me,'*  says  Dan  the  sailor-man,  ^*not  me,  as  Qod's  on  high — 
Lord  k^ows  it's  hitter  in  an  open  boat  to  see  your  shipmates  die.  " 

— C.  p.  S.  in  "Punch" 
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Masonic  Temple  Building,  Toronto 


THE  Masonic  Temple  Building-,  at  the  corner  of 
Davciiport  Road  and  Yonge  Street,  Toronto,  is 
complete    and    the    various  Masonic  Lodges 
throughout  the  city  are  holding  their  meetings 
in  the  new  building.    It  is  a  three-storey,  fireproof 
structure  with  a  commodious  basement. 

The  footings  and  piers  are  of  reinforced  concrete, 
and,  as  will  lie  seen  in  the  cross-sections,  some  very 
large  si)read  footings  are  used  to  carry  the  floor  loads, 
which  are  largely  concentrated  at  four  points.  The 
footing  for  the  north  wall  and  piers  is  a  cantilever 
type  and  is  a  continuous  section  throughout  the  entire 
length. 

The  superstructure  is  reinforced  concrete  and  has 
.  a  number  of  interesting  features.    On  studying-  the 
accompanying-  cuts  it  will  be  seen  that  the  main  fea- 


Fig.  1— The  Yonge  Street  Masonic  Temple. 

ture  is  the  provision  for  a  large  auditorium  on  the 
first  floor;  there  are  only  two  internal  columns  sup- 
I)orting  the  second  and  third  floors  and  roof,  leaving 
the  auditorium  entirely  free  from  column  sui)ports  for 
the  ceiling.  This  effect  was  accomplished  by  building 
a  reinforced  concrete  truss  on  the  second  floor  be- 
tween the  two  internal  columns,  'i'his  truss  has  a 
clear  span  of  67  feet  and  in  turn  carries  the  end  load 
of  two  similar  trusses  which  span  between  it  and 
the  north  exterior  wall,  a  distance  of  62  ft.  6  ins.  These 
trusses  form  the  partitions  between  the  various  lodge 
rooms  and  between  the  lodge  rooms  and  the  reception 
room.  r)nly  the  lower  chords  are  visible  in  the  audi- 
torium, and  they  ])rojcct  a  few  inches  below  the  slab 
sofiht,  giving  the  ceiling  construction  a  very  light 
apjjcarance.  The  method  of  sup])orting  the  gallery 
load  is  shown  on  the  section.  A  beam  is  located  in 
the  third  riser  of  the  step])ing,  which  in  turn  carries  a 
series  of  cantilever  beams  supporting  the  seat  slabs. 

The  building  of  a  long  si)an  beam  of  reinforced-con- 
crete  generally  rtMpiires  very  heavy  and  deep  con- 


struction ;  thus  an  ordinary  reinforced  concrete  beam 
spanning  67  feet  would  project  at  least  6  feet  below 
the  slab  soffit,  and  in  order  to  accommodate  the  re- 
quired section  area  of  steel  would  have  to  be  some- 
thing over  3  feet  wide.  A  beam  with  a  cross  section 
of  3  feet  x  6  feet  projecting  below  the  ceiling  line 
would,  in  the  majority  of  cases,  be  out  of  the  question 
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Fig.  2  -Showiag  concrete  truss  on  second  floor. 

and  a  lighter  construction  of  steel  would  be  used.  The 
evolution  of  this  reinforced  concrete  beam,  in  order 
to  lighten  it,  has  been  to  change  the  shape  of  the  cross- 
section,  making-  it  deeper  and  narrower.  The  deepen- 
ing of  the  beam  increases  the  effective  Avorking  mo- 
ment the  steel  is  able  to  develop  with  reference  to 
the  neutral  axis  of  the  beam,  which  means  that  a 
smaller  section  area  of  steel  may  be  used  without  im- 
pairing the  strength  of  the  beam. 

The  next  logical  step  was  to  carry  the  beam  down 
to  the  floor  below  and  let  the  beam  itself  become  a 


Elevation  looking  east  and  west-concrete  truss  67  ft.  long. 


partition  or  truss,  with  the  upper  chord  carrying  the 
sui)erimposed  loads  and  the  lower  chord  carrying  the 
floor  loads. 

Another  striking  example  of  this  class  of  design, 
using  the  Hennebicjue  system,  was  described  in  an 
article  on  the  Trusts  and  (hiarantee  building,  'J'oronto, 
which  a])peared  in  the  Contract  Record  of  September 
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12,  1917,  Messrs.  Mouchel  &  Partners  bein^-  responsible 
for  the  design. 

Large  Rooms  Free  from  Column  Supports 

The  following  accommodation  is  provided  in  the 
basement;  banquet  room,  80  x  50  ft.,  capable  of  seat- 
ing 450  persons ;  hall,  23  x  37  ft.,  with  lavatories,  cloak 
room  and  kitchen.  The  boiler  room  is  placed  at  a 
lower  level  and  the  caretaker's  apartments  are  built 
over  them.  On  the  ground  floor  level,  the  foyer  and 
retiring  rooms  are  provided.  The  floor,  steps  and 
wainscotting  of  the  vestibule  and  foyer  are  finished 
with  Napoleon  grey  marble  cpiarried  in  ]\liss(^uri.  The 
walls  are  plastered,  stucco  finish.  The  auditorium  on 
this  floor  is  78  ft.  6  in.  x  67  ft.  with  an  18  ft.  gallery  on 
three  sides,  and  a  stage  36  ft.  x  16  ft.  Committee 
rooms,  offices  and  board  rooms  are  placed  at  the  gal- 
lery level.  On  the  second  floor  are  three  lodge  rooms, 
34  X  62  ft.,  30  X  62  ft.,  and  47  ft.  6  in.  x  62  ft.,  respect- 
ively.   Each  lodge  room  is  provided  with  a  separate 
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Fig.  4— Plan  showing  all  three  trusses. 


reception  room.  The  third  floor  provides  two  lodge 
rooms,  33  ft.  x  61  ft.  and  38  ft.  6  in.  x  61  ft.,  with  a 
stage  and  choir  gallery  to  each  room.  Pantry  and  ban- 
quet room,  29  ft.  x  63  ft.  are  also  placed  on  this  floor. 

The  lodge  rooms  are  all  entirely  free  from  col- 
umns and  have  received  a  very  simple  treatment  of 
sand  finished  plaster  and  plain  trim. 

The  building  was  designed  according  to  the  Henni- 
bique  system  of  reinforcing.  Mr.  A.  C.  Richmond, 
Yonge  Street  Arcade,  Toronto,  had  the  contract  for 
the  reinforced  concrete  work.  H.  N.  Dancy  &  Sons 
did  the  masonry ;  Hoidge  &  Sons,  the  plastering ;  S.  R. 
Hughes,  the  carpentry  and  joinery;  the  Gibson  Marble 
&  Granite  Company  supplied  the  marble;  Messrs.  Ben- 
nett &  Wright  installed  the  heating  and  plumbing,  and 
Macdonald  &  Willson,  the  electric  wiring. 


The  fourteenth  convention  of  the  American  Con- 
crete Institute,  which  was  scheduled  for  last  Februar3^ 
was  postponed  until  June,  on  account  of  the  severe 
traffic  conditions  at  that  time.  The  dates  have  now 
been  decided  upon,  and  the  convention  will  be  held 
Tune  27,  28,  29,  at  the  Hotel  Travmore,  Atlantic  City, 
N.J. 


The  Ontario  Legislature  have  granted  sums  total- 
ling $22,500  for  colonization  roads,  bridges,  etc.,  in 
the  Fort  William  district.  This  is  quite  apart  from 
the  government  money  which  will  be  spent  by  the 
Northern  Ontario  Development  Company  in  that  dis- 
trict. 


Building  Permits  for  March,  1918 


HE  value  of  building  permits  issued  in  35  cities, 
showed  a  sul)stantial  increase  during  March  as 
compared  with  the  ])revious  month,  the  total 


value  of  permits  rising  from  $901,933  in  i-'eb- 
ruary  to  $2,133,781  in  March,  an  increase  of  $1,231,848, 
or  136.6  per  cent.  yXiberta  was  the  only  province  to 
record  a  decline,  and  farge  gains  were  made  in  Sas- 
katchewan, Manitoba,  Ontario  and  Quebec.  As  com- 
pared with  the  corresi)onding  month  of  1917,  there  was 
a  decline  of  13.3  per  cent.,  the  value  for  March,  1917, 
being  $2,461,162.  In  this  comparison,  gains  were 
shown  in  Nova.  Scotia,  Saskatchewan,  Alberta  and 
British  Columbia. 

Estimated  Cost  of  Building  Worl<  as  Indicated  by  Building  Permits  Issued 
in  Thirty-five  Cities 

March,  31*1S,  compared 
with   March,  l!tl7 
Increase  (*)  Decrease  (t) 


Nova  Scotia  

593,426 

687,168 

* 

66,268 

* 

7.19 

Halifax  

47,7(;s 

68,475 

T 

20,707 

30.24 

Sydney   

4.5,().'").S 

]  S  (i8.'J 

2(;,975 

144.. 

New    Brunswick    .  . 

45,600 

277,200 

t  231,600 

t 

83.55 

Moncton   

l.-Ooo 

*  1,.500 

St.  John   

44, KM) 

277, 2(K) 

t 

233,  KJO 

t 

84.00 

271,189 

610,284 

t  339.095 

t 

55.58 

Montreal-Maisonneuve  241,6(50 

470,840 

t 

229,180 

48.61 

Quebec  

■22,320 

129,(i99 

t 

107,370 

t 

82.78 

5,200 

t 

5,200 

Three  Rivers  . .  . 

7,2(10 

3,795 

3,405 

» 

89.72 

Westmount  . .    . . 

750 

t 

750 

1,001,599 

1,234,520 

t  232,831 

t 

18.86 

Brantford  

8,02.5 

13,260 

t 

4,335 

t 

32.60 

Fort  William  . . 

97,450 

2,1.50 

95,300 

*4,432.56 

11,820 

14,369 

t 

2,549 

t 

17.74 

Hamilton  

94,62.5 

287,180 

t 

192,.555 

t 

67.05 

5,6G0 

11,040 

t 

5,.3S0 

t 

48.73 

14,970 

15,480 

t 

510 

t 

32.95 

29,61.5 

46,.30O 

t 

16,685 

t 

,36.04 

94,470 

63,175 

31,295 

49..52 

Peterborough  . .  . 

.3,2.50 

4,945 

t 

1,695 

.34.28 

Port   Arthur    .  .  . 

3,015 

220,745 

t 

217,7.30 

t 

98.63 

Stratford  

1,G70 

11,2.58 

t 

9,.58S 

85.17 

St.  Catharines  . .  . 

32,.'305 

22,8.35 

* 

9,470 

41.47 

St.  Thomas  ...  . 

1,975 

1.170 

805 

68.80 

529,664 

414,.50S 

11.5,1.56 

27.78 

Windsor  

72,285 

106,115 

'  T 

33,830 

t 

.31.88 

137,902 

159,610 

t 

21,708 

t 

13.60 

Brandon  

2,2.52 

2,0()0 

^92 

9.32 

Wannipeg  

l.S5,65(» 

157.,5.50 

t 

21,900 

t 

13.90 

Saskatchewan  .  .   .  . 

459,100 

23,300 

* 

435,800 

*1, 870.39 

Moose  Jaw  

7,:?(M) 

5,200 

2,100 

40..38 

442,1.50 

6,885 

435,265 

*(!,321.93 

Saskatoon  

9,6.50 

11,215 

t 

1,565 

i 

1.3.94 

27,410 

18,900 

* 

8,510 

45.03 

Calgary  

2.'5,000 

14,.300 

8,700 

60.84 

4,410 

4,600 

t 

190 

t 

4.13 

British  Columbia  .  . 

97,455 

50,180 

* 

47.275 

* 

94.25 

New  Westminster 

4,300 

14,185 

t 

9,885 

t 

69.69 

V  ancouver   . .    . . 

79,170 

33.715 

45,4.55 

1.34.S2 

Victoria  

13,985 

2,280 

11,705 

513.38 

Total — 35   cities  . 

$2,133,781 

$2,461,162 

f$327,381 

t 

13.32 

Of  the  larger  cities,  Toronto  and  Vancouver  re- 
corded gains  both  as  compared  with  February,  1918, 
and  with  March,  1917.  Montreal-Maisonneuve  and 
Winnipeg  reported  increases  in  comparison  with  the 
preceding  month  and  declines  as  compared  with  March 
of  last  year.  Of  the  smaller  centres,  Sydney,  Fort 
William,  Ottawa  and  Regina  all  showed  considerable 
increases  in  both  cases. 


In  an  article  which  appeared  in  our  issue  of  Ajiril 
10,  describing  the  constructional  features  of  the  La 
Loutre  Dam,  the  wording  of  the  credit  to  Mr.  J.  B. 
D'Aeth  might  make  it  appear  that  he  was  the  engineer 
to  the  Quebec  Streams  Commission.  T|iis  is  not  the 
case,  as  Mr.  O.  Lefebvre  is  engineer  to  the  commis- 
sion, and,  as  such,  has  complete  jurisdiction  over  their 
entire  work;  Mr,  D'Aeth  is  resident  engineer. 
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Fig.  1-60  ft.  bridge  in  Peel  Township. 


Fig.  2— Brown  bridge,  Mt.  Forest— designed  by  Bowman  &  Connor. 


Reinforced  Concrete  Highway  Bridges 

in  the  Province  of  Ontario — Some  Fine  Examples 
of  Recent  Work  Combining  Beauty   and  Utility 


By  G.  Graham  Reid 


PROBABLY  no  more  complicated  problem  pre- 
sents itself  to  municipalities  in  these  days  than 
the  bridges,  larg'e  and  small,  that  have  to  be  re- 
l)uilt  to  replace  the  old  temporary  structures 
and  make  the  highways  a  safe  and  practical  means  of 
local  transportation.  The  widely-varied  types  of  in- 
creasing- traffic  now  coming  on  the  roads  and  the  ever- 
rising  price  of  materials,  especially  of  structural  steel, 
have  made  this  problem  no  mean  one  in  engineering. 
Automobiles  and  motor  trucks,  traction  engines,  and 
such  comparatively  new  implements  of  transportation 
and  industry  have  to  be  reckoned  with  in  designing 
and  building  highway  bridges,  and  every  location  pre- 
sents its  own  set  of  difficulties  to  the  designer.  To 
overcome  these  difficulties  at  a  reasonable-  cost  the 
writer  has  made  a  study  of  the  different  designs  offered 


by  engineers  specializing  in  the  design  of  highway 
bridges  in  Ontario. 

Since  1915  the  cost  of  structural  steel  has  been  so 
high  that  many  municipalities  have  considered  it  pro- 
hibitive, and  have  laid  over  the  construction  of  their 
bridges,  especially  those  of  longer  span,  until  after  the 
war.  This  the  writer  believes  to  have  been  a  mistake 
in  most  cases,  as  after  the  war  other  problems  will  pre- 
sent themselves  in  the  way  of  financing  construction, 
and  the  municipalities  will  find  themselves  in  a  position 
at  least  no  better,  if  not  worse,  than  they  were  before. 
Moreover,  an  attempt  has  been  made,  and  so  far  has 
been  fairly  successful,  to  suit  to  the  needs  of  each  and 
every  location  a  design  in  reinforced  concrete  at  a  rea- 
sonable price.  An  attempt  will  here  be  made  to 
roughly  divide  these  locations  into  different  types  for 
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the  purpose  of  description,  although  this  division  is  of 
very  little  practical  use  in  designing  the  structures. 

Structures  for  Varying  Locations 

There  is,  first,  the  location  demanding  only  a  com- 
paratively short  span,  with  plenty  of  head-room  for 
flood  waters.  The  ordinary  arch,  a  t3^pe  of  which  is 
shown  in  Fig.  1,  is  suitable  for  this  situation,  although 
it  demands  a  fairly  firm  foundation,  the  footings  of 
which  should  be  carried  well  down  beneath  the  possi- 
bility of  scouring-.  The  type  of  railing  shown  here  is  a 
simple  and  pleasing  one,  costing  approximately  only 
60  cents  per  foot,  and  can  be  used  on  almost  any  type 
of  reinforced  concrete  highway  bridge.  The  wing- 
walls  are  here  shown  extending-  straight  back  with  the 


centre  line,  but  these  ma}-  be  changed  to  the  flaring 
type  should  it  be  desired  fur  the  purpose  of  breaking- 
ice  or  turning-  the  flow. 

Should  there,  however,  not  be  enough  head-room 
for  this  type  of  construction,  a  beam  span  may  be  used 
up  to  spans  of  about  40  feet.  Beyond  this  the  depth  of 
beam  necessary  to  carry  the  load  brings  the  head-room 
factor  again  into  consideration  and  another  design  is 
necessary.  Here,  too,  the  Aving-walls  may  be  flared 
and  the  railing  may  be  carried  back  along  the  edge  of 
the  approach  fill  by  lengthening  the  posts,  which  are 
pre-cast  and  mortised  to  support  the  rails.  It  may  be 
noted  here  that  the  cost  of  such  a  railing  compares 
favorably  with  that  of  a  wooden  one,  as  it  can  be  built 
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for  about  HO  cents  per  foot,  and  rr(|nires  no  mainten- 
ance, such  as  i)aintin!^,  repairs,  etc. 

jJeyond  the  span  of  40  feet  a  conip;\ralively  new 
design  has  l)een  introduced,  taking  the  ])lace  of  many 
structures  vvhicli  w'erc  formerly  l)uilt  of  structural 
steel.  Three  different  designs  of  this  type  are  shown 
on  Figures  2,  3,  and  4.  Fig.  2  shows  an  arch  truss  of 
comi)aratively  short  s])an.  built  where  there  is  very 
little  head-room,  and  it  will  be  noticed  that  only  the 
depth  of  the  tloor-slab,  about  8  inches,  comes  between 
tlie  roadway  and  the  water.  Fig.  3  is  a  truss  of  longer 
span,  one  of  the  longest  yet  built  in  Ontario,  and  tak- 
ing- the  place  of  a  steel  structure  which  would  have 
cost  greatly  in  excess  of  $3,500.  the  cost  of  the  bridge 
shown,  and  would  have  required  a  great  deal  of  main- 
tenance. This  bridge  has  been  built  two  years,  and,  at 
l)resent  writing,  shows  no  defects  either  in  design  or 
construction.  Jt  will  be  noticed  that  the  same  type  of 
railing  is  used,  and  that  one  of  the  wing  walls  is  flared 
to  act  as  an  ice  breaker.  I'~ig.  4  shows  a  span  of  some- 
what similar  construction,  built  in  Eastern  Ontario  by 
the  Ontario  P.ridge  Comjiany,  and  designed  by  j.  (j. 
Cameron,  B.A.Sc,  county  engineer  for  Stormont,  Dun- 
das  and  Glengarry.  The  simplicit\-  and  pleasing  lines 
of  this  structure  are  worth  of  notice.  Fig.  5  shows  a 
truss  designed  with  a  sidewalk  and  baluster  railing 
where  a  more  ornamental  structure  was  desired  in  the 
town  of  Port  Hope.  It  is  now  proposed  by  the  de- 
signer of  these  bridges  to  use  the  same  type  on  longer 
spans,  and,  where  the  construction  of  piers  is  possible, 


to  use  as  many  s])ans  as  desirable  on  wide  crossir.gs  j 
where  head-room  is  limited,  as  it  is  known  that  there  \ 
are  many  such  locations  in  the  province. 

Fig.  6  shows  the  ordinary'  open-spandrel  arch,  suit-  | 
able  for  longer  spans  where  there  is  ])lenty  of  head-  ! 
room.   Here  the  open,  pre-cast  railing  shown  on  Fig.  1 
may  be  used  if  a  simpler  and  cheaper  structure  is  de-  ' 
sired  in  rural  districts. 

Good  Highway  Systems  Increase  EfBciency  ^ 

Variations  of  these  different  types  the  writer  be- 
lieves to  be  at  least  a])proaching  a  solution  of  the  pro-  ' 
blem,  although  no  doubt  there  are  many  important 
improx  ements  that  can  and  will  be  made.  Reinforced- 
concrete  is  the  one  building  material  that  has  not  risen 
in  price  beyond  all  ])recedent,  although  the  advanced 
])rice  of  labor  has  made  this  type  of  construction  very 
much  more  expensive  than  in  pre-war  days.  However, 
one  cannot  predict  a  very  material  decrease  imme- 
diately after  the  war,  and  it  is  the  belief  of  the  yvriter 
that  there  is  only  one  day  better  than  to-morrow  for 
reinforced  concrete  construction,  and  that  is  to-day. 
There  is  the  effect  of  linking  up  our  transportation 
systems  and  completing  them  for  after-war  reconstruc- 
tion to  be  thoug"ht  of,  as  well  as  the  immediate  value  of 
these  roads  in  winning  the  Avar.  In  all  history  the  fac- 
tor of  good  roads  and  bridges  has  been  a  great  hel])  in 
winning  the  struggles  of  civilization,  and  it  is  to  be 
hoped  that  this  will  not  be  lost  sight  of  in  the  prevail- 
ing effort  to  keep  down  the  tax-rate. 


Supporting  Strength  of  Sewer  Pipe  in  Trenches 


SOM  im|)ortant  ])oints  with  reference  to  the  sup- 
])<)rting  strengths  of  sewer  pipe  and  drain  tile  in 
shallow  ditches  with  different  pipe  laying  meth- 
ods, have  been  brought  out  by  tests  conducted 
l)y  the  Iowa  lingineering  Experiment  Station,  at  4i.mes, 
la.,  (luring-  the  past  two  years.  In  the  first  place,  they 
have  established  that  the  "ordinary  supporting 
strengths"-  (which  arc  those  developed  with  the  "or- 
dinary" pipe-laying  method)  are  equal,  with  close  ap- 
proximation, to  the  cracking  loads  in  laboratory  tests 
with  standard  "sand"  bearings;  secondly,  the  support- 
ing strengths  developed  with  the  "first  class"  pipe- 
laying  methods  may  be  set  safely  at  least  20  per  cent, 
greater  than  the  "ordinary  sui)porting  strengths"  of 
the  same  i)ipe;  and  third,  it  is  possible  to  design  and 
build  concrete-cradles  at  reasonable  cost  which  will 
increase  the  cracking  su])porting  strength  of  sewer 
l)ipe  and  drain  tile  100  per  cent,  or  more  above  their 
"ordinary  .supporting  strengths."  The  results  of  the 
investigations  are  published  in  a  bulletin  of  the  sta- 
tion, written  by  A.  IVlarston,  W.  J.  .Schlick  and  . I  I.  F. . 
Clemnier,  extracts  from  which  follow: 

Effect  of  Variations  in  Pipe-laying  Methods 

It  was  formerly  thought  that  the  effects  of  differ- 
ences in  pipe-laying  conditions  u])on,  the  supporting 
strengths  develo|)ed  by  sewer  ])ipe  and  drain  tile  in 
fHtches  must  be  so  great  as  to  make  hojjeless  any  at- 
tem|)t  to  sy.stematizc  the  subject  in  a  .scientific  man- 
ner. ICxtensivc  tests  of  sewer  ])ipe  and  drain  tile  in 
recent  years,  however,  have  demonstrated  conclusive- 
ly that  the  effect  r)f  differences  in  pipe-laying  condi- 
tions upon  the  su|)porling  strenglhs  developed  in  actual 
ditches  is  much  smaller  than  had  been  supix.sed. 


Data  from  the  Ames  tests  show  that  even  such  ex- 
treme variations  in  conditions  affecting-  the  support- 
ing strength  of  sewer  pipe  as  those  between  distribu- 
tion of  the  pressure  at  top  and  bottom  fairly  uni- 
formly over  71  per  cent,  of  the  total  diameter,  through 
standard  "sand"  bearings  and  concentration  prac- 
tically on  the  center  lines,  by  "three-point"  bearings, 
aft'ect  the  cracking  loads  only  to  the  extent  of  about 
30  per  cent,  of  the  "ordinary  supporting  strengths." 
Extensive  data  published  in  Bulletin  36  of  the  Iowa 
Engineering-  Experiment  Station  show  the  same  per- 
centage of  effect  on  drain  tile,  also. 

Since  the  effect  of  such  extensive  variations  in  load- 
ing conditions  is  so  small,  it  is  quite  apparent  that 
there  is  comparatively  little  difficulty,  after  all,  in 
dividing-  pipe-laying  conditions  systematically  into  a 
small  number  of  classes,  and  in  ascertaining  the  rela- 
tions of  each  class  to  the  su])porting  strengths  de- 
vclo])ed  by  sewer  pipe  and  drain  tile  in  actual  ditches. 

Methods  of  Laying  Pipe  Classified 

'Phe  classes  of  pipe-laying-  methods  frequently  en- 
countered and  their  relations  to  the  supporting 
strengths  developed  by  sewer  pipe  and  drain  tile  in 
ditches  are  as  follows : 

"Impermissible"  i)ipe-laying-  methods  are  those  in 
which  the  bottom  of  the  ditch  is  not  suitably  rounded 
to  fit  the  under  side  of  the  pipe,  or  in  which  hub- 
boles  are  not  properly  dug,  or  in  which  the  refilling 
material  is  not  placed  to  fill  all  around  the  pij^e,  or 
in  which  other  im])ermissible  defects  of  similar  gen- 
eral character  occur.  Impermissible  pi])e-laying  meth- 
ods should  never  be  tolerated.    They  weaken  the  sup- 
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porting  strength  of  sewer  pipe  and  flrain  tile  very 
seriously. 

The  "ordinary"  pipe-laying  method  is  that  m  which 
the.  underside  of  the  pipe  is  carefully  bedded  on  soil 
fgr  60  to  90  degs.  of  the  circumference,  suitably  round- 
ing the  bottom  of  the  ditch  for  this  purpose  and  dig- 
ging hub  holes  for  all  pipe  with  hubs,  and  in  which 
the  pipe  is  surrounded  by  soil  placed  with  ordinary 

care.  •    ,  • 

"Ordinary"  pipe-laying  is  used  extensively  m  con- 
.structing  large  tile  drains  under  the  direction  of 
drainage  engineers,  and  in  constructing  pipe  sewers 
in  villages  and  small  cities.  There  are  many  varia- 
tions in  the  Avording  of  specifications  for  pipe-laying 
methods  which  should  be  classed  as  "ordinary,"  but 
the  effect  of  minor  variations  in  the  method  is  not 
great  upon  the  supporting  strength  developed  in  the 
ditch. 

Refilling  Helps  Prevent  Collapse  of  Cracked  Pipe 

The  largest  sewer  pipe,  and  drain  tile  show  not 
more  than  1-50  in.  movement  outwards  of  the  ex- 
tremities of  their  horizontal  diameters  under  cracking 
loads,  which  is  not  enough  to  develop  sufficient  side  re- 
sistance to  affect  the  cracking  load  materially,  even 
when  the  ditch  filling  is  thoroughly  tamped,  as  with 
"first  class"  pipe-laying.  Nevertheless,  all  spaces 
around  the  pipe  should  be  completely  refilled  with 
ditch  filling  material,  for  even  untamped  refilling  be- 
tween the  sides  of  the  pipe  and  the  sides  of  the  ditch 
is  of  great  value  in  preventing  the  collapse  of  pipe 
sewers  after  they  crack.  Many  miles  of  cracked  pipe 
sewers  and  large  tile  drains  are  still  rendering  good 
service  for  this  reason. 

The  loading  conditions  on  sewer  pipe  and  drain  tile 
laid  by  the  "ordinary"  methods  are  closely  reproduced 
by  the  standard  "sand"  bearings  for  laboratory  tests 
of  supporting  strength.  In  fact,  the  standard  "sand" 
bearings  were  devised  after  a  careful  study  of  ditch 
loading  conditions,  in  an  attempt  to  reproduce  them 
as  far  as  practicable.  The  field  tests  at  Ames  dem- 
onstrate conclusively  that : 

The  "ordinary  supporting  strength"  of  sewer  pipe 
and  drain  tile  is  equal,  Avith  close  approximation,  to 
the  cracking  load  in  laboratory  tests  Avith  the  stand- 
ard "sand"  bearings.  The  "ordinary  supporting 
strength"  is  defined  as  the  supporting  strength  to 
carry  loads  due  to  or  transmitted  through  ditch 
filling  which  sewer  pipe  and  drain  tile  will  develop 
in  actual  ditches  with  the  "ordinary"  pipe-laying 
method. 

The  "ordinary  supporting  strength"  of  seAver  pipe 
and  drain  tile  is  a  very  important  factor,  on  which  all 
calculations  of  supporting  strength  Avith  diff'erent 
pipe-laying  methods  should  be  based,  by  the  use  of 
proper  ratios,  for  the  reason  that  in  the  great  majority 
of  cases  of  cracking  of  pipe  in  actual  ditches  the 
cracking  occurs  at  loads  just  about  equal  to  the 
"ordinary  supporting  strength"  of  the  pipe  Avhich 
cracks.  This  has  been  demonstrated  by  very  carefully 
and  patiently  collecting  and  studying  the  detailed  data 
of  all  cases  of  cracking  published  or  of  which  data 
could  be  collected  during  several  years  of  correspond- 
ence and  personal  field  investigation. 

The  "First  Class"  Pipe-laying  Method 

The  "first  class"  pipe-laying  method  is  that  in 
which  the  underside  of  the  pipe  is  very  tliorcmghly 
bedded  on  soil  for  at  least  90  degs.  of  the  circumfer- 
ence (suitably  rounding  the  bottom  of  the  ditch  for 


this  purpose  and  digging  hub  holes  for  pi|)C  with  hubs  j 
and  the  entire  pipe  is  surrounded  with  th(jroughly  com- 
pacted soil,  all  under  the  direction  of  a  competent  in- 
spector constantly  on  the  work. 

The  "first  class"  pipe-laying  method  is  extensively 
used  in  pipe  sewer  construction  in  large  cities,  and 
generally  in  all  important  i)ipe  sewer  construction  car- 
ried out  under  an  adecpiate,  well  organized  and  thor- 
oughly competent  engineering  force.  There  are  many 
variations  in  the  wording  of  the  specifications  l)y  dif- 
ferent engineers,  but  the  corresponding  variations  in 
practice  produce  only  minor  effects  on  the  actual  sup- 
porting strength  of  the  sewer  pipe  and  drain  tile  in 
ditches. 

The  .use  of  the  "first  class"  pipe-laying  method 
ought  to  be  greatly  extended  beyond  present  practice. 

The  supporting  strength  to  carry  loads  due  to  or 
transmitted  through  ditch  filling  Avhich  sewer  pipe 
and  drain  tile  will  develop  in  actual  ditches  Avith  the 
"first  class"  pipe-laying  method  may  be  set  safely  at 
least  20  per  cent,  greater  than  the  "ordinary  sup- 
porting .strength"  of  the  same  pipe. 

The  best  engineers  seem  pretty  Avell  agreed  that 
the  use  of  concrete-cradles  in  pipe-laying  ought  to  be 
greatly  extended  beyond  present  practice  in  the  con- 
struction of  all  pipe  sewers  of  15  in.  and  larger  di- 
ameters. 

There  is  at  present  no  generally  accepted  practice 
as  to  the  detailed  dimensions  and  other  characteris- 
tics of  concrete-cradles  for  pipe  sewers  of  different 
diameters,  and  only  a  very  few  tests  have  been  made 
to  ascertain  definitely  the  actual  effect  of  any  par- 
ticular design  of  concrete-cradle,  in  increasing  the 
actual  supporting  strength  of  the  sewer  pipe  or  drain 
tile  in  ditches.  The  designs  of  concrete-cradles  are 
made  by  rule  of  thumb,  and  A^ary  Avith  the  whims  of 
the  designers,  betAveen  wide  extremes  for  the  same 
service. 

The  Value  of  the  Concrete  Cradle 

In  the  field  tests  at  Ames,  la.,  of  the  supporting 
strengths  of  sewer  pipe  and  drain  tile  in  actual  ditches 
a  number  of  concrete-cradles  of  different  designs  haA'e 
been  subjected  to  actual  test,  wdth  general  results  as 
follows : 

First — It  is  possible  to  design  and  build  concrete- 
cradles  of  reasonable  cost  Avhich  will  increase  the 
cracking  strengths  of  sewer  pipe  and  drain  tile  under 
loads  due  to  or  transmitted  through  ditch  filling  100 
per  cent,  or  more  above  their  "ordinary  supporting 
strengths." 

Second — Variations  of  the  dimensions  and  other 
characteristics  of  concrete-cradles  (for  the  same  di- 
ameter of  pipe  and  other  conditions)  aft'ect  the  in- 
crease of  supporting  strength  greatly.  The  real  eft'ect 
of  variations  can  be  ascertained  reliably  only  by  actual 
tests  to  destruction. 

Third — A  large  amount  of  experimental  investiga- 
tion of  concrete-cradles  of  different  designs  tested  to 
destruction  are  necessary  to  determine  the  best  designs 
and  the  real  A^alues  of  concrete-cradles  of  particular 
designs. 

It  has  been  suggested  that  the  supporting  strengths 
which  sewer  pipe  and  drain  tile  dcA'elop  in  actual 
ditches  could  be  materially  increased  by  bedding  them 
on  and  completely  surrounding  them  Avith  tamped 
gravel. 

Accordingly,  this  type  of  bedding  Avas  tested  in  an 
actual  ditch  at  Ames,  la.,  in  1916.  The  test  indicated 
that  complete  gravel  bedding  increases  the  support:'"-^ 
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strciiLith  of  sewer  pipe  to  a  value  somewhat  higher 
than  'that  for  "first  class"  pipe-laying  or  say  to  at 
least  25  per  cent,  above  "ordinary  supporting  strength 
of  the  same  pipe., 

It  is  not  sufficient  that  the  average  supportmg 
strength  developed  by  sewer  pipe  and  drain  tile  m  a 
particular  ditch  shalTbe  barely  equal  to  the  loads  on 
the  pipe.  Unless  there  is  a  proper  excess  of  support- 
ing strength  over  the  load,  those  pipes  which  are 
weaker  than  the  average  will  be  cracked  by  the  load 
and  some  unusual  contingency  may  so  increase  the 
load  as  to  crack  even  stronger  pipe.  A  factor  of  safety 
is  necessary  for  sewer  pipe,  just  as  for  other  engi- 
neering structures. 

Safety  Factor  of  lYz 

The  proper  way  to  determine  just  what  factor  of 
safety  is  necessary  in  order  to  prevent  undue  danger 
of  cracking  of  sewer  pipe  and  drain  tile  in  ditches  is 
to  make  a  careful  study  of  all  known  cases  of  actual 
cracking  in  ditches,  and  a  similar  study  of  the  de- 
tailed (iata  of  as  many  cases  of  sound  pipe  in  ditches 
as  practicable.  The  authors  of  the  bulletin  have  been 
making  such  a  study  for  about  eight  years,  and  con- 
clude that : 

A  study  of  all  known  cases  of  cracking  of  sewer 
])ipe  or  drain  tile  in  actual  ditches,  and  of  the  detailed 
data  of  a  large  number  of  cases  of  sound  pi])e  in  ditches 
shows  that  a  safety  factor  of  Ij^  is  both  necessary 
and  sufficient  to  prevent  cracking. 


Industrial  House  Planning 


By  J.  Rawson  Gardiner  * 


Tl  1  l'^  s])ceding  up  of  all  essential  industries  and 
llic  starting-  of  certain  new  industries  on  ac- 
count of  the  war  has  created  conditions  in  the 
labor  market  which  are  causing  manufacturers 
and  other  em])loyers  of  labor  to  study  more  and  more 
the  question  of  housing  for  their  employees. 

In  some  cases  better  housing  is  being  provided 
chiefly  from  the  humanitarian  point  of  view  in  order 
that  the  men  may  have  better  quarters  in  which  to 
reside  and  not  for  any  exi)ected  benefits  to  their  em- 
ployers. The  reason  with  others  is  that  it  is  very  dis- 
couraging and  doubtless  a  pecuniary  loss  to  lose  good 
men  because  there  is  no  satisfactory  housing  accommo- 
dation ,and  that  unsanitary  buildings  sap  the  vitality 
and,  therefore,  the  usefulness  of  the  worker.  With 
others,  again,  necessity  has  compelled  them  to  build, 

♦Architect.  241  Beaver  H.ill  llill,  Montreal. 


as,  in  the  case  of  new  industries  especially,  oftentimes: 
there  is  no  available  accommodation  of  any  sort.  j 

Men  will  sometimes  put  up  with  poor  housing  be-: 
cause  they  cannot  obtain  work  elsewhere,  but  as  sootij 
as  the  demand  for  labor  is  greater  than  the  supply  soj 
surely  will  the  man  take  the  job  plus  the  good  housingj 
accommodation,  and  this  fact  is  forcing  the  study  ofj 
better  housing  conditions  on  many  employers.  It  hasj 
usually  been  found  that  the  worker  provided  with  good 
sanitary,  artistic  quarters  is  more  healthy — and  there- 
fore loses  less  time  from  sickness — as  well  as  more 
contented — and  therefore  less  likely  to  leave.  To  train 
a  new  man  is  an  expensive  process,  and  one  that  upsets 
the  work  in  a  factory,  and  where-  the  working  force  is 
frequently  renewed  on  account  of  poor  accommodalion 
it  can  readily  be  seen  that  good  housing  will  probal)ly 
prove  a  good  investment. 

The  manufacturer  usually  considers  it  good  policy 
to  house  his  machinery  and  plant  in  a  substantial  build- 
ing and  one  designed  to  suit  the  special  requirements  I 
of  his  work,  but  how  many  are  there  who  study  the 
conditions  under  which  their  employees  are  housed?' 
Is  it  not  at  least  equally  important,  even  from  a  selfish  i 
standpoint,  that  the  worker  be  as  well  and  as  suitably 
housed  as  the  machinery?    Fortunately,  the  employer 
is  beginning  to  realize  the  importance  of  housing  con- 
ditions and  its  bearing  on  the  work  turned  out  at  the 
factory. 

The  decision  having  been  made  to  build,  the  first 
((uestion  to  decide  is  what  type  of  building  to  erect,  as 
the  needs  vary  for  the  different  classes  of  labor.  Labor 
is  usually  taken  as  being  divided  into  four  classes- 
skilled  and  unskilled  and  married  and  unmarried — and 
it  is  well  to  studv  the  requirements  of  these  classes' 
before  starting  work  on  any  housing  scheme. 

The  unskilled  workers  are  oftentimes  foreigners, 
and  are  not  used  to  the  comforts  which  are  usually 
considered  necessary  by  the  native-born ;  the  failure  to 
distinguish  between  the  needs  of  these  two  classes  has; 
been  the  cause  of  failure  in  niaii}^  housing-  schemes. 

The  married  men  of  the  unskilled  class  are  usually 
housed  in  terraces,  with  each  unit  containing  four  or 
five  rooms.  The  minimum  requirements  should  be  as 
follows:  (1)  Living  room,  used  as  sitting  and  dining- 
room  and  kitchen  ;  (2)  bedroom  for  parents ;  (3)  bed- 
room for  male  children  ;  (4)  bedroom  for  female  chil- 
dren, with  Av.c.  and  sink.  Fifteen  feet  frontage  should 
be  allowed.  In  large  cities  the  tenement  house  is  ofte&; 
necessary,  in  view  of  the  higher  price  of  the  land,  anS 
in  these  each  unit  usually  consists  of  three  to  five' 
rooms,  with  w.c.  and  sink. 

The  married  men  of  the  skilled  cl;iss  are  usu.'dly 
provided    with    detached   or   scnii-dctached  cottages 


Fig.  1.— Relieving  the  monotony  of  rows  of  single  houses. 
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Fig.  2.— "The  curse  of  uniformity"  replaced  by  Courts. 


wherever  cost  permits.  These  cottages  generally  con- 
tain from  five  to  seven  rooms,  and  have  bathroom 
(bath,  basin,  and  w.c),  sink,  and  washtubs. 

The  unmarried  men  of  the  unskilled  class  are  gen- 
erally accommodated  in  a  boarding  house  kept  by  one 
of  the  married  men.  Twelve  to  sixteen  men  are  suffi- 
'cient  for  one  house,  and  as  two  men  are  commonly 
placed  in.  a  room,  there  will  be  required  six  to  eight 
bedrooms  and  a  large  bathroom  upstairs,  and  dining- 
room,  large  kitchen,  separate  living-  room,  bedrooms, 
and  bath  for  the  family  keeping  the  establishment,  on 
the  ground  floor. 

The  unmarried  men  of  the  skilled  class  require  a 
boarding-  house  of,  say,  eight  to  ten  bedrooms,  with 
one  bed  in  each  room,  and  at  least  two  bathrooms,  and 
a  sitting-room  as  well  as  a  dining-room,  kitchen,  etc., 
as  above. 

It  has  generally  been  conceded  that    the  rental 
!  should  not  exceed  25  per  cent,  of  the  workingman's 
I  wage;  that  is,  if  a  man  earns  $15  a  week,  he  should  not 
pay  more  than  $15  a  month  as  rent,  or  $180  a  year.  On 
this  ba.sis,  calculating-  10  per  cent,  as  a  fair  gross  return 
on  a  housing  investment,  the  house  should  not  cost 
•more  than  $1,800,  and  it  is  plain  that  no  superfluous 
space  or  angles  or  architectural  detail  can  be  given, 
and  that  every  possible  curtailment  must  be  made  to 
keep  the  cost  within  these  figures.    Two  and  one-half 
times  the  annual  pay  roll  will,  on  this  basis,  be  the 
[capital  expenditure  necessary  for  housing   the  em- 
ployees. 

The  great  drawback  in  designing-  workmen's  houses 
has  been  the  difficulty  in  obtaining  individualism  and 
an  artistic  efifect  to  a  block  of  buildings  when  the  units 


are  more  or  less  alike,  but  "the  curse  of  uniformity" 
with  small  units  has  been  overcome  in  many  cases  by 
the  simple  expedient  of  placing  blocks  of  houses  in  the 
form  of  courts  of  different  proportions.  We  see  in 
many  United  States  industrial  towns  the  disastrous 
effect  of  the  monotonous  repetition  of  single  houses  in 
a  row  of  more  or  less  similar  design,  with  the  fronts  all 
in  a  line  and  only  a  small,  narrow  space  between  each 
house.  The  crudeness  and  monotony  of  such  treat- 
ment is  disastrous  from  an  architectural  point  of  view, 
and  when  one  considers  how  easily  it  may  be  obviated 
it  seems  extraordinary  that  it  has  been  used  so  often. 
This  may  be  seen  by  referring  to  Fig.  1. 

Change  this  to  the  courtyard  plan,  somewhat  as 
shown  at  Figures  2  or  3  (and  the  possible  variations 
are  innumerable)  and  one  can  see  at  once  the  difference 
• — homes  instead  of  housing  accommodation.  The  cost 
is  no  greater,  but  the  effect  is  pleasing,  and  one  obtains 
a  feeling  of  individuality  and  charm  that  must  be  of 
benefit  to  all  concerned. 

The  efficiency  of  a  plant  depends  largely  upon  the 
health  and  comfort  of  the  workers  and  the  health  and 
comfort  of  the  worker  depends  largely  upon  the  hous- 
ing conditions.  It  is,  therefore,  to  the  benefit  of  the 
employer  to  see  that  his  employees  are  well  housed,  as 
the  output  of  a  factory  may  be  seriously  curtained  by 
ill-health  and  low  vitality  among  the  workers. 

The  St.  John  Dry  Dock  and  Shipbuilding  Company  has 
requested  the  New  Brunswick  Government  to  assist  the  com- 
pany's enterprise,  which  includes  a  drydock.  The  proposal  is 
to  take  over  the  partially  constructed  dock  at  Courtenay  Bay 
and  enlarge  it  to  a  length  of  1,1.50  feet. 


1 
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Fig.  3.— An  attractive  form  of  court  design  for  workmen's  homes. 
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Before  referring  [particularly  to  the  subject  I  have  chosen 
for  consideration  this  evening,  1  think  you  will  be  interested 
to  know  that  since  the  formation  of  the  Inventions  Committee 
,of  the  Imperial  Munitions  Board  in  Feliruary.  we  have 

examined  approximately  500  proposals,  sent  from  all  parts  of 
Kanada  and  other  countries.  The  following  gives  the  num- 
I)er  of  proposals  from  each  province  in  Canada  and  from 
other  countries : 

Inventions,  March  19,  1918— Total  Proposals  Received  to 
Date,  543 

Ontario   •  ■  32;{ 

Quebec   

Manitoba   ;   12 

Saskatchewan   

Alberta   

British  Columbia   

New  Brunswick   

Nova  Scotia   

Prince  Edward  Island   

Newfoundland   

Yukon   

United  States  .  ..  .   12f 

England   

Australia    ^ 

New  Zealand    1 

France    2 

Out  of  these  we  have  forwarded  32  iproiposals  to  the  In- 
ventions Board  in  London. 

One  inventor  sent  as  many  as  eight  different  inventions. 
The  proposals  have  related  to  aeroplanes,  protection  of  ships 
from  submarines,  designs  of  guns,  shells,  bomibs,  aerial  tor- 
pedoes, tanks,  and  many  other  minor  warlike  subjects.  Prior 
to  the  formation  of  our  committee  inventors  knew  of  no  par- 
ticular department  of  government  where  to  send  their  pro- 
posals for  consideration,  and  no  particular  department  had 
any  specific  organization  formed  to  examine  carefully  the 
proposals  submitted.  We  have  on  our  commiittee  representa- 
tive members  of  the  military  and  naval  services  of  the  Gov- 
ernment of  Canada,  the  universities,  and  technical  societies, 
all  of  whom  are  voluntary  workers.  We  have  also  the  assist- 
ance of  the  Patents  Office  staf?  and  other  departmental 
branches  of  the  Dominion  Government  where  tiie  proposals 
submitted  require  the  investigation  of  specialists  m  their  de- 
partriients. 

We  think  that  the  work  of  the  Inventions  Committee, 
although  it  has  taken  very  little  time  from  the  regular  duties 
of  the  oflicers  of  the  Iniiperial  Munitions  Board,  has  served  a 
very  imii)ortant  purpose,  and  has  awakened  and  developed 
many  latent  faculties.  Evidence  of  genius  has  been  marked, 
but  the  need  for  its  direction  and  instruction  in  the  elemen- 
tary priiu  ii)les  of  science  have  l)een  re\ealed  in  many  of  the 
proptisals.  It  is  because  1  l)elieve  that  your  society,  consist- 
ing of  technically  trained  men  coming  from  different  indus- 
trial centres  in  Canada,  can  be  of  great  service  in  educating 
and  directing  the  untutored  that  I  have  ventured  to  offer  to 
you  this  evening  some  suggestions  regarding  the  education  of 
the  industrial  worker,  the  skeleton  of  which  I  presented  to 
the  members  of  the  Canadian  Mining  Institute  recently  when 
deal  ing  with  "Some  Problems  in  tlie  Keadjustment  of  In- 
dustry."  I  wish,  therefore,  to  conline  my  remarks  this  even- 
ing to  the  functions  of  the  educational  committees  of  produc- 
tion boards  for  each  industry,  or  of  any  other  bfxly  organized 
with  the  same  object. 

"Member  and  Ordnance  AilvKf-r,  Impcriiil  MnniHotr;  Moan!,  Ottawa,  i 


The  Functions  of  Educational  Committees  of  Production 
Boards 

In  the  a(Mress  to  wliich  I  ha\e  referred  I  suggested  tlv 
formation  of  production  boards  for  each  industry,  consistini 
of  equal  nunil)ers  of  the  representatives  of  the  employers  an 
employees  in  the  district.  The  functions  of  these  boards  ii 
eluded,  among  other  important  duties,  the  education  of  induj 
trial  workers,  as  follows: 

1.  The  vocational  training  of  the  child  in  preparation  fc 
his  entry  into  industry. 

2.  The  education  of  the  actual  producer  (iprincipallv  mai  t 
ual). 

3.  The  education  of  the  directors  of  production  (hot I 
manual  and  technical).  "  | 

4.  The  education  of  the  distributors  of  production  (prir; 
cipally  financial  and  commercial.)  i 

I 

It  might  be  advisable  to  look  at  the  fundamental  priii 
ciples  underlying  industrial  education  before  considerin ! 
vvliat  might  be  the  best  kind  of  education.  \ 

i 

Fundamental  Principles  Underlying  Industrial  and  Technicc 
Education  for  Each  of  the  Classes  Enumerated 

I 

The  question  might  be  asked:  What  is  the  object  of  oul 
pursuits?  Are  we  simply  setting  out  to  train  humanity  fror 
childhood  to  become  efficient  producers  in  the  world  of  in; 
dustry?  This  would,  indeed,  ibe  a  worthy  aim.  Organize! 
education  in  industry  is  surely  better  than  systemless  educaj 
tion  and  chaos.  But  that  is  surely  not  the  only,  or  principa  ■ 
object.  I  believe  with  Ruskin  that  "The  entire  object  of  tru  | 
education  is  to  make  people  not  merely  do  the  right  things 
but  enjoy  the  right  things;  not  merely  industrious,  but  to  lov 
industry;  not  merely  to  learn,  but  to  love  knowledge;  no 
merely  pure,  but  to  love  purity;  not  merely  just,  but  to  hunge 
and  thirst  after  justice."  I  am  sure  you  will  agree  with  m 
that  these  oljjects  should  underlie  industrial  and  technica 
education,  as  well  as  every  phase  of  education.  It  is  no 
merely  sufficient  to  turn  out  well-equipped  and  efficient  work 
ers  in  every  class  of  industry  most  fitted  to  their  natural  bents 
but  to  seek  to  make  each  worker  discover  the  wholesome 
ness  and  happiness  in  the  performance  of  every  task,  inter 
preting-  his  experience  in  terms  of  pleasurable  duty,  whicl 
will  bring  not  only  personal  gain,  but  will  add  to  the -interest 
of  the  communiity  and  nation.  "No  pleasure,"  says  Bacon,  "i 
comparable  to  the  standing  upon  the  vantage  ground  0 
truth."  The  great  fundamental  principle,  therefore,  under 
lying  all  education  is  trutli — "truth  in  the  inward  parts." 

Classes  to  Be  Educated  in  Industry 

Considering,  then,  the  education  of  the  human  forces  it 
industry  we  have:  (1)  The  juvenile  at  school  and  at  work 
(2)  the  adult  worker;  (I!)  tlie  director  of  production;  (4)  th 
distributor  of  ^production. 

I  wonder  if  a  fifth  class  should  l)e  included — a  class  ti 
provide  the  program  of  education?  It  is  conceivable  that  ou 
teachers  may  have  misinterpreted  tlie  true  fundamental  prin 
cibles  underlying  industrial  education.  It  may  even  be  neccs 
sary  to  break  the  moulds  in  which  our  teachers  have  beet 
cast.  In  the  light  of  present  knowledge,  I  do  not  agree  witl 
Emerson  when  he  says  in  that  beautiful  essay  on  compeiisa 
tion:  "There  is  a  crack  in  everything  God  has  made,"  but  i 
the  exhil)ition  of  savagery  in  P'urope  for  the  past  three  and  i 
half  years  is  tlic  outcome  of  llie  hi,ghcst  culture  in  science  ati< 
are,  surely  science  and  art  have  been  prostituted  to  llendisl 
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'uses,  or  we  are  misguided  in  our  interpretation  of  experience 
and 'the  lessons  learned  therefrom,  and  there  must  be  more 
than  a  crack  in  our  man-made  culture. 

Are  Our  Standards  and  Goals  Right? 

If  the  world's  higher  education  in  the  intellectual  and 
industrial  pursuits  has  led  the  people  into  such  inhuman  strife, 
'is  it  unreasonable  to  suggest  that  we  pause  and  consider 
whether  anything  is  wrong  with  our  standards  and  measures, 
br  is  all  this  slaughter  the  outcome  of  their  wrong  uses?  Have 
Iwe  been  listening  to  false  prophets  about  the  glorj^  of  that 
land  which  will  be  plowed  by  the  most  efficient  machinery; 
where  the  labor  of  sowing  and  reaping  will  be  reduced  to  a 
minimum?  Do  we  see  before  us  a  culture  and  genius  which 
will  transform  with  a  minimum  of  effort  the  raw  materials  of 
the  earth's  surface,  bringing  with  them  a  wealth  and  ease 
which  our  tired  bodies  and  hungry  souls  long  for?  Have  we 
yet  discovered  that  "man  shall  not  live  by  bread  alone"?  Are 
we  lowering  the  standard  of  manhood  by  the  kind  of  goals 
we  have  set  ourselves?  There  are  other  goals  beyond  the 
gold  fields;  'beyond  the  money  values  of  industry.  If  "man's 
chief  end  is  to  glorify  God  and  enjoy  Him  forever,"  then  our 
'standards  of  culture  which  lead  us  from  that  end  are  unholy. 
All  the  cruelty,  intrigue,  disloyalty,  and  avarice,  so  rampant  in 
fhe  world,  and  particularly  in  cultured  Germany,  indicate  a 
self-inflicted  deformity  of  God's  image,  which  it  was  maii  s 
oFOud  fortune  to  possess.  If  the  horrors  of  war  are  arresting 
Dur  thinkers  and  opening  new  vistas  of  unexplored  mind 
where  spirit  values  instead  of  material  values  count  in  the 
true  adjustment  of  our  inr  .istrial  afl'airs,  there  shall  evolve 
from  the  carnage  and  scientific  barbarism  a  new  era  in  which 
1  true  interpretation  of  the  loathesome  experiences  through 
which  we  have  passed  will  hring  out  the  value  of  the  funda- 
linental  principles  upon  which  our  industrial  education  must 
jie  huilt.  We  shall  then  discover  the  principle  underlying 
ibducation  which  will  give  the  worker  the  opportunity  of  main- 
icaining  efficient  service  with  a  maximum  of  enjoyment. 

Ability  and  Interest  Essential  to  Efficiency 

i  In  the  suggestions  I  am  about  to  make  1  recognize  the 
futility  of  obtaining  sustained,  efficient  service  from  any  class 
:iif  worker,  either  by  hand  or  brain,  unless  the  worker  has  dis- 
L'overed  a  pleasure  and  interest  in  his  employment.  1  believe 
ichat  the  co-operation  of  these  two  great  human  forces — ability 
liind  interest— are  absolutely  essential  to  effective  service. 

I  1.  'Vocational  Training  of  Children  for  Industry 

For  the  past  four  years  there  has  lain  upon  the  shelves  of 
panada's  bookcases  one  of  the  most  comprehensive  reports 
per  made  upon  industrial  training  and  technical  education.  I 
tould  not  refer  any  educational   committee   of  production 
boards  or  similar  organizations  to  better  plans  for  their  con- 
iideration  than  those  recorded  therein.    Dr.  Robertson,  who 
vas  the  chairman  of  the  commission  appointed  by  the  Domm- 
on  Government  to  investigate  the  scope  and  nature  of  mdus- 
rial  training  and  technical  education  in  Europe  and  America 
lid  not  only  record  the  facts  and  make  recommendations  to 
he  Dominion  Government  concerning  their  application  to 
Clanada,  but  has  never  lost  an  opportunity  of  emphasizing  the 
leed  of  puting  the  recommendations  of  the  commission  into 
practical  operation. 

I    The  People  of  Canada  Desire  Industrial  and  Technical 
Education 

Dr.  Robertson's  report  says  that  Canada  does  not  only 
require  such  education,  but  longs  for  it.  One  thousand,  four 
lundred  and  seventy-one  men  and  women  in  Canada,  repre- 
senting the  industrial,  business,  agricultural,  home-making, 
ind  technical  work  of  the  Dominion,  witnessed  to  the  com- 
lUission  their  anxiety  to  have  better  industrial  and  tfchnica' 
ifducation  for  Canada. 


Benefit  of  'Vocational  Training  in  Other  Countries 

Dr.  i-tobertson's  report  also  shows  that  great  advance- 
ment has  been  made  in  industry  in  England,  Scotland,  Ire- 
land, Denmark,  France,  Germany,  Switzerland,  and  the 
United  States  by  the  addition  to  elementary  education  of 
manual  training,  domestic  science,  nature  study,  and  school 
gardens.  Children  leaving  school  at  3  or  14  years  of  age  are 
transferred  at  the  age  of  11  or  12  years  to  classes  having 
what  is  called  an  industrial  bias,  commercial  bias,  and  house- 
keeping bias,  where  a  definite  time  is  set  aside  for  such  edu- 
cation. Trades  are  not  taught  at  such  schools,  neither  do 
these  classes  displace  general  education  from  books.  They 
are  known  as  "elementary  courses,'  'and  have  developed  at  an 
extraordinary  rate  in  England  and  Europe.  In  Scotland,  for 
instance,  ten  years  prior  to  the  war  there  were  i()2  schools, 
with  :i,281  pupils,  and  in  1913  there  were  1,94")  such  schools, 
with  an  attendance  of  43,281  pupils. 

Dr.  Robertson's  Proposal  Has  Provided  a  Program 

It  is  not  my  object  now  to  propose  any  detailed  pro- 
gram for  the  vocational  training  of  the  child.  My  object, 
rather,  at  present,  is  to  point  to  the  source  of  information 
where  well-considered  thought  has  been  given  already  to  the 
subject,  and  to  seek  to  indicate  how  the  application  of  such 
plans  to  each  industry  could  'be  established  by  the  aid  and 
harmonious  co-operation  of  the  producers  in  each  industry 
and  the  educational  authorities. 

Co-operation  of  Educational  Committees  and  School 
Authorities 

The  Educational  Committee  of  the  Production  Boards, 
for  instance,  could  work  in  the  closest  association  with  the 
management  committee  of  the  school  authorities  of  each  dis- 
trict, with  a  \'iew  to  the  selection  and  preparatory  training  of 
the  children  required  periodically  for  each  industry.  Such 
selection  would  be  made  having  in  mind  always  the  aptitude 
and  interest  of  the  child  in  the  class  of  work  to  be  followed. 
I  am  informed  that  in  connection  with  the  examination  of 
school  children  in  Australia  phrenologists  are  employed  by 
the  government  to  discover  the  direction  of  their  l)ent  for 
industry. 

By  the  co-operation  of  educational  committees  of  pro- 
duction boards  with  the  school  authorities  they  could  deter- 
mine : 

1.  The  nature  and  duration  of  training  most  suitable  for 
boys  and  girls  in  the  schools. 

2.  What  partial  attendance  at  schools  and  works  was 
necessary  during  the  earlier  stages  of  industrial  training. 

3.  The  numl)er  of  hours  for  study,  manual  lalmr,  and  re- 
creation. 

Duties  of  Educational  Committees 

The  duties  of  the  educational  committees  of  production 
hoards  would  also  include  the  preparation  of  the  courses  of 
training  in  the  works  for  juveniles;  the  number  of  hours  for 
such  training;  periodic  examinations,  with  a  view  to  discover- 
ing progress  in  interest  and  enjoyment  in  the  work  as  well  as 
ability;  the  issue  of  certificates  showing  the  standard  attained 
in  the  particular  branch  of  the  industry;  the  consideration  of 
rates  of  remuneration  for  each  child  during  the  period  of 
training,  and  also  the  provision  of  suitable  conditions  for  the 
welfare  of  the  children. 

2.  The  Education  of  the  Actual  Producers 

Although  it  has  been  said  frequently  that  tliere  is  little 
hope  of  educating  more  than  an  insignificant  percentage  of 
the  large  number  of  men  and  woinen  once  they  have  drifted 
out  of  boyhood  and  girlhcc..,  cncre  are  many  signs  which 
encourage  the  hope  that  not  an  insignificant  percentage  of 
the  wtirkers  are  craving  for  knowledge  and  right  leadership. 
Educational  authorities  have  done  a  great  work  in  providing 
continuation  classef  for  general  liaining  in  industry  and  in 
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arranging-  classes  lor  special  sliuly  relating  to  classilled  in- 
dustries. 

Technical  Instruction  in  Works 

These  advantages  are  emphasized  in  the  report  of  Dr. 
Robertson,  to  which  I  have  already  referred.  They  could  be 
supplemented  by  making  provision  for  the  instruction  of 
adults  in  districts  where  no  schools  exist,  by  the  formation 
of  classes  for  instruction  by  qualified  teachers,  many  of  whom 
could  be  found  in  the  ranks  of  the  industries  over  which  pro- 
duction boards  preside.  Many  of  the  foremen,  superinten- 
dents, draftsmen  and  chemists  could  give  manual  and  techni- 
cal education  in  the  tending  of  machines,  the  use  of  gauges, 
moulding,  plumbing,  blacksmithing,  drawing,  chemistry,  etc. 
Certificates  of  qualification  could  be  issued  after  a  definite 
jieriod  of  instruction  and  proved  ability  and  interest.  Such 
classes  could  be  made  so  attractive  that  all  branches  of  labor 
would  be  encouraged  to  qualify  for  a  higher  grade.  The  shop 
or  yard  sweeper,  for  instance,  would  have  the  chance  of 
qualifying  for  any  .position  requiring  the  highest  skill  in  oper- 
ating. 

Workers'  Educational  Association 

Perhaps  the  most  encouraging  sign  of  educational  pro- 
gress of  recent  years  is  the  great  movement  begun  by  the 
workers  themselves  for  the  education  of  the  adult  worker,  and 
known  as  the  "Workers'  Educational  Association."  It  was 
founded  in  1903  in  England  by  a  group  of  trade  unionists, 
co-operative,  friendly,  and  educational  societies,  and  aimed 
"at  nothing  less  than  the  restoration  of  education  to  its  right- 
ful place  among  the  great  spiritual  forces  of  the  community." 

This  association,  pioneered  by  the  industrial  workers, 
joined  hands  in  1907  with  the  universities  at  a  national  con- 
ference which  was  held  at  Oxford,  where  seven  representa- 
tives from  the  universities  and  seven  from  the  representatives 
of  labor  formed  themselves  into  a  joint  committee  for  the 
establishment  of  what  is  known  as  the  "University  Tutorial 
Class  System."  Every  university  in  England  to-day  has  its 
joint  committee  for  tutorial  class  work,  consisting  of  an  equal 
number  of  university  and  working  class  representatives.  A 
great  alliance,  therefore,  has  been  formed  between  the 
sources  of  education  and  the  organized  working  classes. 

The  story  of  the  development  of  this  work  i§  most  en- 
trancing. In  1914  there  were  2, .555  affiliated  societies,  scat- 
tered over  England  and  Wales.  I  believe  that  the  educational 
committees  of  production  boards  would  be  able  to  obtain  con- 
siderable help  from  the  study  of  operations  of  the  W.  E.  A. 
to  enable  them  to  formulate  plans  for  classified  education, 
particularly  in  districts  where  technical  schools  were  not 
available. 

3.  Practical  Training  of  Adult  Labor 
Many  facilities  during  recent  years  have  been  offered  to 
tlie  adult  worker  in  industry  to  improve  his  practical  know- 
ledge of  his  craft.  Quite  recently  I  received  a  description  of 
a  training  school  for  employees,  organized  by  the  Recording 
and  Computing  Machine  Company,  of  Dayton,  Ohio.  It  had 
for  its  object  the  training  of  raw  labor,  men  and  women,  to 
work  to  the  closest  requirements  in  precision  work,  the  limits 
running  as  low  as  five  ten-thousands  of  an  inch.  The  works 
manager,  Mr.  U.  Carpenter,  had  found  that  the  method  of 
introducing  workers  into  factories  and  placing  them  on  ma- 
chines to  learn  their  operation  by  the  assistance  of  shop  fore- 
men and  fellow-wftrkers  was  not  only  costly  Intl  inipfrfcci. 
The  method  adojUed  to  overcome  this  common  fdrni  of  train- 
ing was  by  having  all  the  workers  trained  in  a  well-lighted 
room  away  from  the  factory,  upon  the  kind  of  machines  they 
were  afterwards  to  operate  in  the  large  works.  A  few  days', 
or  .sometimes  weeks',  training,  by  special  teachers,  qualified 
them  to  go  into  the  works  and  operate  machines  without 
having  any  assistance  from  their  fellow-operators,  the  fore- 
man or  leading  hands  in  the  factory. 
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Remarkable  Advantages  from  Practical  Training  ] 

Mr.  Carpenter  states  that  "in  January,  1916,  the  averag 
production  of  lil  women  employees  was  eight  pieces  pc 
hour."  While  operatives  were  apparently  busy  with  this  rat 
of  production,  my  experiments  showed  that  there  should  b 
produced  from  these  machines,  as  a  fair  production,  an  avei 
age  of  35  pieces  per  hour.  We  put  our  old  operatives  into  th 
training  department  and  within  four  weeks  after  the  new  an 
old  operatives  had  'been  through  this  training  departmer 
the  average  production  was  raised  to  over  35  pieces  per  hou 
and  to-da3^  (January,  1918)  the  average  is  over  55  pieces  pe 
hour.  The  same  results  were  obtained  on  all  our  work,  sue 
as  machining,  inspection,  and  assembling."  These  facts  fror 
actual  experience  confirm  the  opinions  and  recommendation 
of  advocates  of  industrial  training,  and  are  sufficient  t 
demonstrate  the  value  of  specific  practical  training.  They  als 
confirm  the  great  possibilities  of  organized  methods  of  labo; 
and  sliow  where  work  can  be  enjoyed  while  skill  and  outpi: 
are  increased. 

Training  and  Examination  of  Adult  Labor 

The  functions  of  the  educational  committee  of  productio 
l.ioards  would  iiichide  the  classification  of  labor  for  such  prac 
tical  training  and  the  direction  of  both  men  and  women  to  th 
pursuit  of  higher  grades  of  practical  knowledge  in  the  indus 
try.  Training  courses,  examinations,  and  certificates  woul 
be  given,  as  in  the  case  of  juvenile  workers. 

3.  Technical  Training  for  Directors  of  Production 

On  first  thought,  the  technical  training  for  directors  o 
production  might  appear  unnecessary.  Why  should  the  direc 
tor  of  produictiofi  hold  such  a  position  in  industry  if  not  full 
qualified,  and,  if  fully  qualified,  why  should  educational  train 
ing  be  necessary? 

On  reflection  we  are  reminded  of  the  technical  facilitiei 
which  are  within  the  reach  of  directors  of  production  who  ar 
helped  by  the  technical  press — patent  office  literature,  pro 
ceedings  from  various  institutions,  reports  of  commission 
and  other  organizations  engaged  in  research  and  investiga 
tion  for  the  solution  of  problems  in  industry. 

Directors  of  production  recognize  that  their  educatio: 
does  not  cease  with  their  promotion  to  such  positions,  bu 
rather  the  necessity  of  education  increases.  Much  of  tha 
education  which  has  to  be  secured  outside  the  ordinary  fac 
tory  hours  must  be  in  tabloid  or  concentrated  form.  The  rea 
problem  is  to  know  how  to  place  facilities  for  such  educatio: 
within  their  reach  without  overloading  them  with  unneces 
sary  information  pertaining  to  other  industries  than  thei 
own. 

Valuable  Sources  of  Education  Locked  Up 

In  addition  to  the  foregoing  sources  of  information  facili 
ties  are  always  available  at  the  various  universities  and  tecli 
nical.  schools  for  evening  study  during  the  winter  month: 
Lectures  also  are  given  at  different  institutions  through  whic 
knowledge  is  imparted  to  directors  of  production,  but  it  seem 
to  me  that  the  sources  of  concentrated  technical  educatio 
which  ought  to  be  of  the  greatest  service  to  industry  ar 
locked  up  in  volumes  in  different  departments  of  the  goverr 
ment — volumes  the  existence  of  which  is  not  even  known  t 
the  directors  of  production  in  industry. 

There  are,  for  instance,  numerous  volumes  already  issue 
by  the  Mines  Branch,  giving  account  of  minerals,  metal 
fuels,  and  refractories,  all  of  which  are  of  vital  importance  t 
industry.  In  addition  to  these  there  are  valuable  report 
issued  by  the  C'omnrission  of  Conservation,  on  questions  ( 
the  utilization  of  Canada's  resources,  reports  dealing  wit 
minerals,  fuels,  fisheries,  game,  animals,  forests,  lands,  publi 
healtii,  waters,  and  water-ipowers,  town  planning,  etc.,  infoi 
mation  .gathered  by  eminent  men  qualified  to  deal  with  th: 
subject.    There  arc  also  most  valuable  reports  made  by  th 
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Department  of  Agriculture,  the  Deparlnient  of  Trade  and 
Commerce,  tlie  Department  of  Laljor,  and  other  departments 
of  government  which  would  put  industry  under  a  deep  obliga- 
tion to  the  Dominion  Government  if  they  had  the  opportunity 
of  utilizing  the  information  contained  in  them.  But,  I  ask, 
what  is  the  value  of  all  these  records  of  industry?  What 
percentage  of  men  directing  industry,  such  as  manager,  super- 
intendents, chemists,  and  foremen,  have  ever  heard  of  these 
valuable  reports  which  minute  investigation  and  much  toil 
have  made  possible. 

It  has  been  my  good  fortune  to  have  the  opportunity  of 
referring  to  many  of  these  reports,  and  my  regret  has  been 
that  time  would  not  allow  of  greater  reference  to  them  than 
was  actually  necessary  in  the  prosecution  of  war  work. 

Central  Authority  for  Classifying  and  Distributing 
Information 

[  cannot,  however,  believe  that  the  task  of  wisely  classify- 
ing for  and  distributing  the  results  of  those  investigations  to 
industry,  through  productioH  boards  or  any  other  medium 
organized  for  this  purpose,  would  be  insuperable.  I  believe 
that  special  classification  of  information  relating  to  problems 
and  processes  for  each  industry,  together  with  the  distribution 
of  such  information,  could  be  undertaken  by  a  central  author- 
ity capable  of  dealing  with  the  technical  problems  of  indus- 
try as  a  whole.  Such  a  central  authority  would  not  only 
become  the  principal  body  through  which  such  knowledge 
would  be  imparted,  but  directors  of  industry  would  involun- 
tarily turn  to  such  an  agency  for  assistance  when  in  trouble. 

Co-operation  and  Co-ordination  of  Sources  of  Information 

If  I  were  to  venture  to  suggest  for  consideration  a  plan 
whereby  the  most  efifioient  service  could  be  rendered  to  in- 
dustry through  its  directors  of  industry  I  would  propose  a 
union  of  the  educational  committees  of  production  boards  of 
each  industry  with  the  Industrial  Research  Advisory  Council 
of  the  Government,  or  some  similar  institution  which  would 
have  the  authority  to  advise  as  to  the  use  of  all  the  technical 
educational  sources  of  the  country  for  the  development  of 
industrial  research. 

The  value  of  such  a  union  would  be  in  the  assurance  of 
industry,  through  its  production  boards,  receiving  technical 
help  and  advice  from  the  Industrial  Research  Advisory  Coun- 
cil. With  such  co-operation  and  the  co-ordination  of  the 
valuable  technical  departments  of  the  government,  univer- 
sities, technical  schools,  and  other  institutions  for  industrial 
research,  one  can  hardly  estimate  the  value  of  such  help  to 
industrj'.  Such  co-ordination,  in  my  opinion,  is  possible  with- 
out any  one  of  the  institutions  losing  its  identity  or  con- 
trol. It  might  be  necessary  to  re-arrange  and  classify  the 
work  of  some  of  the  institutions  in  certain  respects,  but  such 
re-arrangement  could  be  made  after  mature  consideration. 

Advantages  Arising  from  Co-operation 

Some  of  the  advantages  resulting  from  such  a  central 
authority  as  the  Advisory  Research  Council  would  be  as  fol- 
lows : 

1.  The  classification  of  all  information  coming  from  the 
'  technical  press,  proceedings  of  institutions,  reports  of  com- 
missions, etc.,  suitable  for  the  use  of  each  industry,  and  dis- 
tributing such  information  to  the  production  boards  con- 
cerned in  each  district.  Such  information  could  be  supple- 
hiented  with  any  observations  and  advice  which  in  the  opinion 
of  the  committees  appointed  by  the  Research  Council  would 
be  ol  technical  value  to  the  industry  concerned. 

3.  In  addition  to  this  source  of  information  periodic  con- 
ferences with  directors  of  production  in  each  industry  could 
be  arranged  whereby  discussions  upon  special  processes  or 
inventions  could  be  held,  with  a  view  to  the  improvement  of 
methods  which  would  accelerate  production. 


'.'>.  Further,  all  information  rclaling  to  standards  of  mea- 
surement, specifications  ff)r  material,  and  standardization  of 
processes  would  be  supplied  throu.gh  the  Industrial  Research 
Council — in  fact,  the  co-relation  of  the  various  departments 
with  the  valuable  facilities  for  research  in  them  could  form 
the  basis  of  an  institution  such  as  the  T>ureau  of  Standards  at 
Washington  and  the  National  Research  Laboratory,  London, 
England,  having  committees  for  investigation  and  research  in 
all  technical  matters  relating  to  each  industry. 

In  addition  to  this  affiliation  the  production  boards  ol 
each  industry  might  be  linked  with  the  universities  or  techni- 
cal schools  of  the  district,  so  that  in  co-operation  with  the 
educational  authorities  facilities  could  be  provided  for  the 
training  of  directors  of  production.  To  be  afforded  the  privi- 
lege of  using  the  various  laboratories  of  the  universities,  col- 
leges, and  technical  schools  for  experimental  work  which 
could  not  be  carried  out  in  the  works  of  the  individual  manu- 
facturer would  be  of  greait  service,  to  industry. 

While  I  have  referred  particularly  to  Canada  and  her  edu- 
cational institutions  which  could  be  linked  with  organized  in- 
dustry, the  same  suggestions  apply  to  the  institutions  and 
industries  of  Britain  and  other  foreign  countries. 

Constitution  of  Central  Authority 

With  regard  to  the  constitution  of  such  a  central  council 
for  research  the  present  body  might  wisely  be  enlarged  to  in- 
clude the  heads  of  such  departments  of  the  government  now 
conducting  research  in  different  lines  of  industry.  It  might 
also  be  advisable  to  make  .the  head  of  each  technical  depart- 
ment chairman  of  the  section  of  the  council's  work  relating 
to  the  operation  of  the  government  department  over  which 
he  presides. 

I  believe  the  constituted  machinery  of  the  government, 
which  has  done  admirable  service  in  the  past,  with  an  effi- 
ciency which  has  been  seldom  recognized  or  fully  appre- 
ciated, only  remains  to  be  geared  up  to  some  such  central 
authority  to  make  each  department  of  the  fullest  value  to  the 
■nation  through  the  nation's  industry. 

4.  The  Education  of  Distributors  of  Production 

We  have,  in  conclusion,  to  consider  the  education  of  a 
class  of  workers  who  cover  perhaps  a  wider  field  of  operations 
as  distributors  of  production  than  even  the  directors  of  pro- 
duction. They  are  not  only  concerned  in  recording  statistics, 
accounting,  and  costing  in  relation  to  production,  but  in  the 
distribution  of  products,  involving  shipping,  railroading,  and 
other  means  of  distributing  products — subjects  in  themselves 
which  form  a  most  important  part  of  the  problems  of  factory 
administration. 

The  work  of  the  educational  committee  of  a  production 
board  would  include  in  a  general  way  the  consideration  of  the 
best  systems  of  commercial  training  suitable  for  all  branches 
of  a  factory's  office  staff,  but  there  are,  in  addition,  larger 
questions,  which  involve  finance,  accounts,  costs,  commercial 
law,  the  systematic  study  and  familiar  knowledge  of  which  are 
essential  if  industry  is  to  be  established  on  an  enduring  foun- 
dation. 

By  linking  the  educational  committees  with  the  educa- 
tional authorities  whose  institutions  make  a  special  study  of 
this  phase  of  educational  work,  plans  could  be  more  readily 
formulated  for  the  education  of  distributors  of  production  in 
every  kind  of  development  in  commercial  industry. 

The  Appointment  of  Advisory  Council  on  Finance  and 
Commerce 

It  might  be  found  advisable  to  appoint  a  government  in- 
dustrial central  financial  and  connnercial  advisory  body  of  a 
nature  and  standing  similar  to  that  of  the  Industrial  Research 
Council,  but  having  for  its  object  the  classification  of  all  mat- 
ters of  finance  and  commerce  common  or  particular  to  each 
industry,  and  the  distribution  of  such  information  as  would 
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admit  of  the  standardization  of  methods  for  educational  de- 
velopment in  factory  administration,  accounting:,  costing,  com- 
mercial law,  transportation,  and  all  other  matters  relating  to 
the  interchange  of  pro^luction  Ijetween  buyers  and  sellers. 

Such  a  council  might  consist  of  representatives  of  the 
leading  financial  institutions  in  the  country,  representatives  of 
universities  dealing  with  political  economy  and  commercial 
training,  representatives  selected  from  the  administrative  side 
of  large  business  houses,  representatives  from  the  institutions 
of  accounting,  representatives  from  the  shipping  and  railroad- 
ing companies,  and  representatives  of  the  various  government 
departments,  such  as  customs,  trade  and  commerce,  finance, 
labor,  etc.  The  objects,  formation,  and  value  of  such  a  coun- 
cil to  industry  are  worthy  of  the  most  careful  consideration. 

Gentlemen,  I  believe  you  are  all  ready  and  able  to  take 
your  part  in  the  education  of  the  industrial  worker,  and  I  hope 
your  society  may  give  consideration  to  the  proposals  I  have 
made. 


Mainly  Constructional 

East  and  West— From  Coast  to  Coast 


The  Wentworth  County  Council  have  voted  .^SS.OOO  for 
road  work  this  year.  The  estimates  of  the  road  superinten- 
dent amounted  to  .$:!G, ()()(). 

The  Cape  Breton  Shiplniilding  Company,  Ltd.,  has  re- 
cently been  incorporated,  and  has  secured  a  shipyard  at 
Johnstown,  in  l\ichmond  County.  The  enterijrise  is  promoted 
by  local  men. 

The  h'raser  Company,  Ltd.,  have  been  rushing  work  on 
their  dam  over  the  Madawaska  River  at  Edmundston,  N.B., 
l)ef<ire  the  rise  of  water  when  the  ice  runs  out.  Work  is  ex- 
liected  to  he  iinished  early  in  the  .summer. 

The  .Agricultural  Cement  Tile  and  Drainage  Company, 
Ltd..  has  been  incorporated,  witli  a  capital  of  .fa.'i.OOO ;  head 
office  at  the  village  of  X'audreuil  Station,  in  the  Province  of 
Quebec.  ' 

'l  lie  loss  to  the  buildings  and  equipment  of  the  Harris 
Abattoir,  West  Toronto  , through  tlie  recent  lire,  is  estimated 
at  .$1,000, 000,  covered  by  insurance.  Reconstruction  will  be 
started  within  a  few  days,  according  to  statements  of  the 
company's  officials. 

The  road  commissioner  of  Essex  County,  Ont.,  Mr.  E.  J. 
O'Neil.  has  placed  his  estimate  for  this  year's  road  work  at 
$47,.'')()1.  The  county's  share  of  this  amount  is  $37.8G8,  and 
the  balance,  .$19,(i:i3,  will  l)e  contril)Uted  l)y  the  jjrovincial  gov- 
ernment and  the  city  of  Windsor. 

McArthur's  l»ridgc,  over  the  .Sauble  River,  in  East  Wil- 
liams Township,  Ont.,  collapsed  recently.  The  l)ridge  was 
one  of  the  largest  of  tlie  old  wooden  bridges  remaining  in 
tiiat  district,  consisting  of  two  spans,  each  !!.'")  feet  long.  It 
is  supposed  that  the  spring  floods  undermined  tlu-  piling. 

Tlie  owners  of  2,700  feet  of  frontage  on  tlie  wes't  side  of 
Yonge  Street,  lietween  Christ  Churcli  and  the  Toronto  city 
limits  have  consented  to  donate  a  strip  of  land  10  feet  wide 
for  the  entire  distance  provided  the  other  owners  will  do 
likewise  and  that  the  ^city  will  carry  out  the  proposed  widen- 
ing scheme. 

At  a  recent  meeting  of  tlic  Council  of  Soutli  Vancouver  a 
resolution  was  passed  asking  the  government  to  empower  the 
Vancouver  and  Districts  Joint  Sewerage  lioard  to  complete 
the  big  sewer  main  just  west  of  Central  I'ark,  which  would 
drain  about  400  acres  of  Uurnaby  land  whicli  now  sheds  into 
South  Vancouver,  causing  considcr;iblc  liunbk-  Id  residents 
in  thai  district. 

The  Surrey  Dyking  CMnnnissinii  recenlly  dci-ided  li>  lall 


tenders  for  the  completion  of  the  Surrey  Dyking  Scheme,  j 
The  main  portion  of  the  construction  work — that  of  erecting  ^ 
two  concrete  dams  in  the  Nicomekl  and  Serpentine  flats,  was  ii 
completed  in  19L3,  at  a  cost  of  it;i:;5,()00.  The  building  of  the  jj 
road  dyke  between  the  dam  and  the  hill,  which  had  been  left  .1 
in  a'beyance,  is  now  to  be  undertaken.  i 

The  tender  of  E.  W.  Edge,  Ltd.,  Ottawa,  for  the  heating 
and  ventilating  equipment  for  the  new  parliament  buildings 
at  Ottawa  has  'been  accepted.  Their  figure,  at  $386,000,  was 
the  lowest  submitted,  all  others  exceeding  $400,000..  McFar- 
lane-Douglass  were  the  successful  tenderers  for  the  bronze- 
covered  frames  and  sash,  at  $82,500,  and  the  Otis-Fensom 
Elevator  Company  got  the  contract  for  eciuipment  for  two 
elevators,  at  $31,940. 

The  British-American  Nickel  Refining  Company,  which 
has  been  negotiating  for  property  on  which  to  erect  a  refin- 
ing plant  for  some  time,  has  decided  to  locate  on  the  Hull 
side  of  the  Ottawa  River.  It  is  said  that  the  company  have 
purchased  the  property  known  as  the  old  Conroy  piling 
grounds  at  Deschenes,  upon  which  a  nickel  refinery,  to  cost 
in  the  neighborhood  of  $1,000,000,  will  be  erected.  Construc- 
tion work  is  to  start  shortly. 

The  Board  of  Trade  of  Brantford,  Ont.,  have  decided  to 
form  a  company,  under  the  auspices  of  the  board,  for  the 
erection  of  100  workingmen's  houses  in  that  city  this  sum- 
mer. This  action  is  l^eing  taken  on  account  of  the  great 
scarcity  of  houses  in  Brantford  at  present.  The  plan  is  to 
provide  funds  for  the  buildin-g  of  a  standard  type  of  house 
and  the  sale  of  the  same  on  the  installment  plan.  Some 
$100,000  lias  already  been  ofifered  for  the  carrying  out  of  the 
project. 

The  D.  W.  Mitcliell  Construction  Company,  of  Toronto, 
have  sulMiiitted  a  proposal  to  the  city  of  Hamilton,  Ont.,  re- 
gardng  the  erection  of  a  mausoleum.  The  company  would 
build  a  mausoleum,  at  a  cost  of  $100,000,  and  would  guarantee 
to  sell  sufficient  crypts  to  cover  the  cost  of  construction  be- 
fore commencing  operations.  They  would  charge  1,'j  per  cent, 
commission  for  selling  these  crypts  and  another  15  per  cent, 
for  preparing  the  plans  and  specifications  and  supervising 
the  'Construction  of  such  an  edifice.  The  cemetery  board  is 
ci^nsidering  the  proposition. 

The  Welland  County  Council  have  received  notice  that 
at  the  next  session  of  parliaentm  application  will  be  made  for 
an  act  to  incorporate  the  Canadian  Niagara  Bridge  Company 
with  power  to  construct,  maintain,  and  operate  a  railway  and 
general  traffic  bridge  across  the  Niagara  River,  with  necessary 
or  proper  approaches  and  terminal  facilities,  from  some  point 
in  the  Township  of  Bertie  or  in  the  Township  of  Willoughby, 
in  the  County  of  Welland,  and  to  charge  tolls  for  thfe  passage 
of  engines,  cars,  vehicles,  foot  passengers,  and  general  traffic 
over  the  bridge  approaches  and  terminal  property  or  over  the 
yard  thereof.  The  communication  was  received  from  Cabell 
&  .Soule.  of  Hamilton,  solicitors  for  the  applicants. 

The  Township  of  Malaliide,  Ont.,  has  a  diflicull  problem 
confronting  it  in  connection  witli  tlie  opening  of  the  highway 
known  as  tlie  h'irst  Concession  of  Malahide,  which  has  been 
closed  for  a  consideral)le  period  on  account  of  a  heavy  freshet 
in  June,  191 C,  washing  away  the  foundation  of  the  steel 
bridge  over  the  Stalter  gully.  To  build  a  new  structure 
would  cost  probably  $35,000  or  $30,000,  and  .Mr.  Hogarth, 
engineer  of  the  Ontario  Highways  Departinent,  who  was 
called  into  consultation  , advised,  after  going  over  the  district, 
that  it  would  Ije  unwise  to  erect  any  bridge  at  the  Stalter 
gully  when  another  gully,  which  in  a  few  short  years  will  be 
as  l)ig  as  the  Stalter,  is  working  its  way  north  from  the  lake. 
This  latter  gully,  if  not  checked,  will  no  doul)t  cross  the  road, 
completely  isolating  any  bridge  that  might  be  built  across 
the  .Stalter.  .Some  of  (lie  pro])crty-owners  are  agitating  for 
(lie  opening  (jf  llle  roa<l,  and  the  township  council  lind  them- 
selves in  a  dillii'iill  posilidii. 
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Waterworks,  Sewerage  and 
Roadways 

Bienville,  Que. 

Tenders  will  he  called  in  Maj'  for  nia- 
;hinery  for  filtration  plant,  estimated  to 
;ost  about  $5,000,  for  the  Town  Council. 
Engineer,  C.  Lessard,  4933  St.  Valier  St. 

auelph,  Ont. 

Tenders  will  be  received  by  the  Clerk, 
r.  J.  Moore,  until  noon.  May  1,  for  the 
;onstruction  of  certain  pavements  for 
:he  City  Council.  Engineer,  F.  McAr- 
.hur. 

3osfield  South  Township,  Ont. 

Tenders  are  being  received  by  the 
Clerk,  G.  W.  Coatsworth,  Kingsville,  un- 
:il  April  27,  for  repairs  to  drain  No.  47 
"or  the  Township  Council. 

Hull,  Que. 

The  City  Coimcil  contemplate  the  con- 
itruction  of  a  macadamized  roadway  on 
Mountain  Road.    Clerk,  H.  Boulay. 

Leamington,  Ont. 

Tenders  will  be  received  by  the  Clerk, 
R.  M.  Selkirk,  until  7.30  p.m.,  May  7,  for 
Irainage  work  for  the  Town  Council. 
Plans  and  specifications  with  the  Clerk 
ind  Engineer,  J.  J.  Newman,  C.E,.  Wind- 
sor, and  the  Contract  Record,  345  Ade- 
aide  St.  W.,  Toronto. 

Montreal,  Que. 

Tenders  are  being  received  for  the  con- 
struction of  roads  and  drains  for  the  Fed- 
.iTal  of  Jewish  Philanthropies,  633  St. 
ijrbain  Street.  Plans  and  specifications 
A'ith  the  manager,  Mr.  Kaplansky,  633 
St.  Urbain  Street. 

Murray  Bay,  Que. 

County  Council  contemplate  the  con- 
struction of  a  public  road  from  Quebec 

0  St.  Simeon.  County  Clerk,  Henri 
iimaid. 

fJakusp,  B.C. 

,  The  Municipal  Council  contemplate  the 
i:onstruction  of  a  water  system  costing 
l;36,000.  Chairman,  Thos.  Abriel,  and 
Secretary,  A.  H.  Smith  are  members  of 
he  committee. 

|Mew  Westminster,  B.C. 

[  Tenders  are  being  received  by  the 
Secretary,  H.  Rose,  until  10  a.m.,  April 
!7,  for  the  construction  of  road,  dyke, 
Irainage.  ditch  and  flood  boxes  for  the 
ISurrey  Dyking  District  Commissioners. 
iSurrey  Centre. 

Morth  Vancouver,  B.C. 

City  Council  contemplate  the  construc- 
ion  of  macadam  pavement  from  Lons- 
lale  .'Vvenue  to  St.  Georges  Avenue,  at 

1  cost  of  $6,000.    Engineer,  A.  R.  Lucas. 

Drford  Township,  Ont. 

Plans  and  specifications  are  with  the 
:ngineer,  J.  A.  MacDonald,  Ridgetown, 
ind  the  clerk,  F.  Littlejohns.  Highgate, 
,>vho  will  receive  tenders  until  (i  ri.ni., 
Vlay  4,  for  drainage  work  for  the  Town- 
I'hip  Council. 


Outremont,  Que. 

Town  C'onncil  contemplate  the  con- 
struction of  i)avements  and  .sidewalks 
costing  $17, ()()().     Clerk,  E.  T.  .Samps(jn. 

Quebec,  Province  of 

The  Provincial  and  County  authori- 
ties in  conjunction  with  Hull  City  con- 
template the  construction  of  a  roadway 
from  Hull  to  Thurso.  Minister,  Hon.  J. 
A.  Tessier,  Quebec. 

Sabrevois,  Que. 

Plans  and  specifications  are  with  the 
secretary-treasurer,  Sam  J.  Roy,  who  is 
receiving  tenders  for  the  construction  of 
a  stone-macadam  public  road  for  the 
Town  Council. 

Sacre-Coeur  de  Jesus,  Que. 

Tenders  are  licing  received  by  the  sec- 
retary-treasurer. W.  Lafrance,  until  April 
39,  for  the  construction  of  a  road  for 
the  Town  Council.  Plans  and  specifica- 
tions with  the  Road  Department,  Quebec. 

Summerside,  P.E.I. 

Town  Council  contemplate  the  con- 
struction of  a  sewer.  Clerk,  N.  H.  Mc- 
Donald. 

Vancouver,  B.C. 

Tenders  are  in  for  the  erection  of  a 
bridge  over  the  Capilano  River  for  the 
Department  of  Railways  and  Canals, 
Provincial  Government. 

Woodstock,  Ont. 

The  City  Council  contemplate  the  con- 
struction of  glazed  tile  sewers  on  James, 
Drew  and  Canterlniry  Streets.  Engineer, 
F.  J.  Ure.  , 

CONTRACTS  AWARDED 
Lanark  County,  Ont. 

Macdonald  &  Cody,  Smith's  Falls,  have 
the  general  contract  for  the  construction 
of  2y>  miles  of  roadway  for  the  County 
Con  ncil. 

Listowel,  Ont. 

Brennan  &  Hollinworth,  100  Melrose 
Avenue,  Hamilton,  have  the  general  con- 
tract for  the  construction  of  pavements 
for  the  Town  Council. 

Morris  Township,  Ont. 

J.  C.  Hay,  Listowel,  has  the  contract 
for  tile  in  connection  with  the  construc- 
tion of  the  Bone  drain  for  the  Township 
Council.    Clerk,  A.  MacEwan,  Bluevale. 

Renfrew,  Ont. 

The  Roberts  Filter  Mfg.  Co.,  Ltd., 
Philadelphia,  have  the  contract  for  filters 
costing  $6,000,  for  the  City  Council. 

Toronto,  Ont. 

The  Construction  &  Paving  Co.,  Ltd.. 
Confederation  Life  Bldg.,  have  the  con- 
tract for  the  construction  of  .511  feet 
of  asphalt  pavement  at  the  east  end 
of  the  Bloor  Street  Viaduct  at  a  co.st 
of  $11,038  for  the  Board  of  Control. 

Windsor,  Ont. 

The  following  contracts  have  been 
.-iwarded  in  connection  with  the  con- 
struction of  sewers  costing  $107,000  for 
the  City  Council: — Pierre  Street,  .\dani 


&  Oldani,  188  Dougall  St.;  Hall  and  May 
.A.ves.  and  Goyeau  Street,  Chick  Con- 
tracting Co.,  McDougall  .St.;  Langlois  and 
Benjamin  Sts..  Merle,  Merle  &  Hay,  396 
Windermere  Road,  W'alkerville. 


Railroads,  Bridges  and  Wharves 

Plympton  Township,  Ont. 

Township  Council  contemplate  the 
erection  of  concrete  bridges.  Clerk, 
Thos.  Nisbett,  Wyoming. 

Vancouver,  B.C. 

The  Imperial  Oil  Co.,  Ltd.,  Caml)ie  and 
Smithe  Streets,  are  having  plans  pre- 
pared for  a  dock,  tanks  and  containers 
to  be  constructed  on  Lulu  Island.  Man- 
ager, C.  M.  Rolston. 

CONTRACTS  AWARDED 
Fort  William,  Ont. 

Holmes  Bros.  &  Co.,  838  Fort  William 
Road,  Port  Arthur,  have  the  roofing  con- 
tract in  connection  with  the  erection  of 
a  $30,000  dock  for  the  Ogilvie  Flour  Mill 
Co.,  Ltd.,  Front  Street. 

St.  Anne  de  Beaupre,  Que. 

Tenders  will  be  received  by  the  en- 
gineer, O.  Lefebvre.  803  McGill  Bldg., 
Montreal,  until  May  31,  for  the  construc- 
tion of  a  storage  dam  for  the  Quebec 
Streams  Commission,  Room  135,  Parlia- 
ment Bldgs..  Quebec.  Plans  and  speci- 
fications with  the  owners  and  engineer 

Public  Buildings,  Churches 
and  Schools 

Campbellton,  Ont. 

The  Salvation  Army  contemplate  the 
erection  of  a  $5,000  brick  hall  on  Water 
Street.  .Architect,  Brigadier  Miller,  Al- 
bert Street,  Toronto. 

Deloraine.  Mfn. 

Tenders  will  he  received  by  the  sec- 
retarj'-trcasurer,  S.  T.  Holden,  Box  349, 
Deloraine,  until  6  p.m..  May  10,  for  the 
erection  of  a  scliool  for  the  Bideford 
School  District  No.  456. 

London,  Ont. 

W.  G.  Murray,  Dominion  Savings 
Bldg.,  is  preparing  plans  and  tenders 
will  nrobably  be  called  in  July  for  the 
erection  of  a  $7,000  one-storey  brick 
church  for  the  Presbyterion  Congrega- 
tion. 

The  Cronyn  Memorial  Church  Con- 
gregation contemplate  the  erection  of 
a  $10,000  addition  to  church.  Pastor, 
Rev.  C.  Q.  Warner.  430  William  Street. 

Moncton,  N.B. 

Tile  Hospital  Board  contemplate  the 
erection  of  a  $30,000  addition  to  hos- 
pital. .\rchitect,  F.  Neil  Brodie.  43 
Princess  Street.  St.  John, 

Montreal,  Que. 

J.  K.  A.  Benoit,  1196  Wellington  St., 
is  preparin.g  plans  for  a  $60,000  two- 
storey  Roman  Catholic  Chancel. 

E.  Martel.  631  Frontenac  St..  i;eiieral 
contractor   for   $13,000   church    for  the 
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Tenders  and  For  Sale  Department 


Tenders  for  Paving 


.Sealed  tenders,  addressed  to  the  City  Clerk, 
Guelph,  C^ntario,  will  be  received  tip  until  noon, 
Wednesday.  May  1st,  1918,  for  the  construction 
of   certain   pavements   in   the   city    of  Guelpli. 

Plans  and  specifications  will  be  forwarded  to 
prospective  bidders,  on  receipt  of  a  marked  cheque 
for  twenty-five  (.$25.(.K»  dollars,  made  payable 
to  the  City  of  Guelph.  This  cheque  will  be  re- 
turned to  the  bidder  on  receipt  of  the  plans  and 
specifications,  together  with  a  bona  fide  tender. 

The  Cily  reserves  the  right  to  reject  any  or 
all  tenders. 

T.  J.  MOORE,  City  Clerk. 
17-17  F.  McARTHUR,  City  Engineer. 


Tenders  Wanted 


Sealed  tenders,  addressed  to  the  undersigned 
and  marked  "Tender,"  will  be  received  up  till 
noon  on  Thursday,  the  2nd  day  of  May,  1918, 
for  the  purpose  of  dredging,  deepening,  widening 
and  otherwise  improving  the  stream  known  as 
Mud  Creek  and  branches  thereof,  all  in  the  Town- 
ship of  North  Cower. 

Plans,  specifications  and  estimates  may  be  ex- 
amined at  the  Clerk's  residence  at  all  reasonable 
hours.  Separate  tenders  for  Main  Creek  and 
each    Branch   are  required. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

Certified  cheque  for  the  sum  of  5  per  cent,  must 
accompany  each  tender  and  will  be  returned  with 
all   tenders    not  accepted. 

J.  E.  CRAIG,  Municipal  Clerk, 
15-17  North  Gower  P.  O.,  Ont. 


Toronto  and  York 
Highway  Commission 


Tenders  will  be  received  up  to  noon,  May  2nd, 
1918,  for  the  following: — 

(a)  liituniinous  Pavement  on  Weston  Road. 

(b)  Concrete  Pavement  on   Weston  Road. 

(c)  Jiituminous  Pavement  on  Don  Mills  Road. 

(d)  Bituminous  Pavement  on  Danforth  Ave. 
Tenders  must  be  marked,  sealed  and  addressed 

to  E.  A.  James,  57  Adelaide  St.  East,  Toronto. 
The    lowest    or    any    lender    not  necessarily 

T.   FOSTER,  M.P.,  Chairman. 
17-17  K.  W.  PIIII.LIPS,  Secretary. 


Roof  Trusses,  Etc. 


For  Sale — Four  Root  Trusses,  each  thirty  feet 
long,  ten  feet  high  at  one  end,  eight  feet  six  inches 
a{  the  other  end.  Angle  iron  construction  and 
well  braced.  Also  19  Cast  Iron  Columns  from 
sixteen  feet  long  to  seventeen  feet  seven  inches. 
Good  heavy  segment. 
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WOODS! UE  BROS,. 

Port  Arthur,  Ont. 


Rails  For  Sale 


About  2W  tons  56-lb.  Rails  and  fastenings; 
first  class  condition.  Nova  Scotia.  Prompt  ship- 
ment. 

JOHN  J.  G.VRTSIIORE, 

uS  Front  Street  West, 
17-17  Toronto,  Ont. 


FOR  SALE 


Clover  Leaf  Cement  Mixer  complete  with  En- 
gine, Tongue,  Water  Tank,  Loader  Frame  and 
Loading  Bucket.  Capacity  8  cu.  ft.  Only  used 
once.  Is  in  first-class  condition.  Will  sell  cheap. 
For  further  particulars  apply  to  The  Stratford 
Manufacturing  Company,  Limited,  Stratford,  Ont. 

15-17 


For  Sale 

Travelling  A  Frame  Derrick 


00  ft.  boom,  suitable  for  clam  shell,  orange  peel, 
or  coal  handling;  equipped  with  8  x  12  hoisting 
engine,  3  drum  and  swinger.  Excellent  condition. 
Immediate  shipment. 

The  A.  R.  Williams  Machinery  Co.,  Ltd., 

Gi  Front  Street  West, 
17-t.f.  Toronto,  Ont. 


FOR  SALE 


One  125  II. P.  Corliss  Engine,  will  develop  up 
to  200  II. P.;  16  X  .36  Girder  Frame.  _  Two  Return 
Tulnilar  Boilers,  72  in.  x  14  ft.,  with  usual  fix- 
tures and  fittings,  sliaker  grate.  80  ft.  smoke- 
stack, 40  X  3/16,  No.  10  gauge.  One  Dakin  Feed 
Boiler  Water  Heater  and  Purifier,  manufactured 
by  I^eonard  &  Sons,  London,  Ont.  These  have 
been  used  about  one  month,  and  are  as  good  as 
new.     Further   particulars  apply 

LYONS  FUEL  &  SUPPLY  CO.,  LTD., 
1018  Steelton,  Ont. 


DRAINAGE  WORK 
For  Sale 


Tciiilcrs  will  be  received  up  to  7.30  p.m., 
Tuesday,  May  7th,  1918,  for  the  construction  of  a 
Drainage  Work,  ])artly  in  Town  of  Leamington 
and  partly  in  the  Township  of  Mersea;  being 
for  7,0(i<)  feet  Open  Ditch  ;  and  furnishing  ami 
laying  !)01  feet  of  .36-inch  Reinforced  Concrete 
Crock;  and  1.090  feet  of  24-incIi,  and  2,67()  feel 
of  IS-iiich  either  Concrete  or  Vitrified  Sewer 
Crock;  and  Catch  Basins,  etc.,  etc. 

Plans  and  specifications  witli»lhe  Town  Clerk. 
Leamington,  and  J.  J.  Newman,  c;.E.,  at  Wind 
sor.  and   liic  C'ontract   Record,  Toronto. 

The  Icivvcsl  or  any  lender  not  necessarily 
accept  vi\. 

Dalcd  al    1 ,1  .imington, 
.\piil   IXil,,  1!)1S. 
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R.  M.  SI'.LKIRK,  Town  Clerk. 

l^camiiigloii,  Oiil. 


Late  News 

Bienville,  Que. 

Tenders  are  being  received  by  tljl 
Mayor,  E.  E.  Lemieux,  and  the  secretarl 
treasurer,  J.  O.  Blouin,  until  May  1,  fi| 
the  construction  of  macadam  pavemM 
on  Wolfe  and  Commercial  Streets  a| 
cost  of  $2,5,000  for  the  Town  Couij 
Dans  and  specifications  with  the  Maj 

Blenheim  Township,  Ont. 

Tenders  will  probably  be  called  a.hoA 
May  8  for  the  erection  of  a  .$13,000  stki 
bridge  for  the  Township  Council.  Clei| 
Hugh  Allen,  Drumbo. 

Halifax,  N.S. 

Plans  and  specifications  are  at  the  hoi 
and  with  the  architect,  L.  R.  Fairn,  Ayle: 
ford,  who  will  receive  tenders  until  Apr 
30  for  the  erection  of  an  addition  to  th 
"Carlton"  Hotel. 

Howard  Township,  Ont. 

Tenders  will  be  received  by  the  Clerll 
Geo.  McDonald,  Ridgetown,  until  Aprl 
37,  for  supplying  material  and  construcil 
ing  two  concrete  culverts  for  the  Towrf 
ship  Council. 

New  Waterford,  N.S. 

Tenders  are  being  received  addressel 
to  J.  C.  Morrison.  M.D.,  New  Waterfortl 
until  May  1,  for  the  erection  of  a  $20,00il 
church  for  the  Presbyterian  Congregal 
tion.  Plans  and  specifications  at  store  ol 
Mr.  N.  D.  Smith. 

Ottawa,  Ont. 

Robt.  Slack,  CI  Aylmer  Ave.,  will  erecj 
a  $4,000  residence  on  Grive  Street  and  i| 
receiving  tenders  until  about  April  30  fol 
plumbing,  heating,  plastering,  paintinl 
and  electrical  work. 

Plans  and- specifications  are  with  th  I 
architect.  J.  A.  Ewart,  Booth  Bldg.,  wh(| 
will  receive  tenders  until  April  3o"for  thJ 
erection  of  store  and  offices  for  H.  .Hj 
Brennan  Estate. 

St.  John,  N.B. 

Plans  and  specifications  are  with  th«| 
architect,  F.  Neil  Brodie,  43  Princess  St 
who  will  call  tenders  about  May  1,5  fo 
the  erection  of  a  $110,000  church  and  Sun] 
day  school  for  St.  David's  l^resbyteria 
Congregation.  Jill 

Toronto,  Ont. 

Tenders  are  Ijcing  received  until  May 
for  bituminous   road   surfacing  for  thi^ 
Toronto  &  York  Highway  Commission 
57  Adelaide  E.    Engineer,  E.  A.  James,  5' 
Adelaide  St.  E, 


Incorporated  Companies 

Kingston,  Ont. 

Continental  Chemical  Company,  Ltd. 
capital  $100,000,  to  manufacture  chemi 
cals,  etc. 

Thorndale,  Ont. 

Tiie  West  Nissouri  Cheese  Factory 
Ltd.,  capital  $0,000,  to  maintain  and  con- 
duct a  clieese  and  butler  factory. 

Toronto,  Ont. 

Churchill  Mining  and  Milling  Com- 
pany, Ltd.,  capital  $1,000,000,  to  engage 
in  general  mining  operations. 


1 


lApril  34,  1918 

[  . 

bumanian  Orthodox  Church,  will  carry 
ht  the  masonry,  steel,  carpentry  and 
asterinpr  and  let  painting,  roofing,  heat- 
[g.  plunihing  and  electrical  work. 

ittawa,  Ont. 

S.  Lukes  Hospital,  Elgin  Street,  and 
\e  Protestant  Hospital  General,  580 
ideau  Street,  contemplate  the  erection 
f  a  hospital.  Secretary  of  the  Protest- 
iit  Hospital,  T.  VV.  Kenny. 
I  City  C  ouncil  contemplate  repairs  to 
joHce  station.    Clerk,  N.  H.  H.  Lett. 

!t  Celestin,  Que. 

i  M.  Laploate,  St.  Monique  de  Nicolel, 
las  the  general  contract  for  frame  school 
ouse  for  the  School  Commissioners  of 
t.  Celestin. 

■t.  Romuald,  Que. 

P.  Levesque,  115  St.  John  St.,  Quebec, 
i  preparing  plans  and  tenders  will  be 
lalled  about  May  19.  for  alterations,  etc., 
osting  $10,000,  to  church  for  the  Roman 
Catholic  Congregation. 

Ste.  Rose  du  Degele,  Que. 

Tenders  will  be  called  by  the  secre- 
ary,  J.  T.  Voisine,  in  May  or  June,  for 
he  erection  of  an  ,$8,000  school  for  the 
jjchool  Commissioners. 

Sydney,  N.S. 

New  tenders  are  now  being  received 
)y  the  architectSi,  C.  B.  Chappell  & 
hunter,  Des  Brisay  Block,  Charlotte- 
own,  for  the  erection  of  a  $100,000  church 
or  the  Roman  Catholic  Congregation. 

iVindsor,  Ont. 

Plans  are  being  prepared  and  tenders 
svill  be  called  about  May  9  for  the  erec- 
tion of  a  $30,000  Sunday  school  for  All 
Saints  Church. 

;         CONTRACTS  AWARDED 
ICharlottetown,  P.E.I. 

M.  Nicenti,  New  York,  has  the  gen- 
eral contract  for  interior  finish  for  St. 
'Dunstan's  Cathedral,  costing  $40,000,  for 
the  congregation. 

Montreal,  Que. 

Ulric  Boileau,  ;?12  Fabre  Street,  has  the 
general  contract,  masonry,  carpentry,  and 
l)lastering,  and  will  let  steel,  painting, 
.roofing,  plumbing,  marble,  tile  orna- 
mental iron  and  electrical  contracts  for 
the  erection  of  "St.  Stanislaus"  church, 
'costing  $350,000,  for  the  Roman  Catholic 
i  Congregation. 

Montreal  West,  Que. 

J.  W.  McNeill,  171  Manufacturens  St., 
Montreal,  has  the  marble  and  tile,  and 
F.  A.  McKay,  14  St.  Georges  St.,  Mont- 
real, the  ornamental  iron  work  in  con- 
nection with  the  erection  of  a  $18.3,000 
l)i;jh  school  for  the  Board  of  Education. 

Namao,  Alta. 

Champion  &  Dalton,  9503-95th  Ave., 
Ednioriton,  have  the  general  contract, 
masonry,  carpentry,  steel  and  roofing  for 
Sturgeon  School  District  No.  34. 

Pabos  Mills,  Que. 

J.  H.  Morin  &  Fils,  Trois-Pistoles,  have 
the  general  contract  and  will  let  plumb- 
ing, heating  and  electrical  work  for  the 
erection  of  an  $11,200  two-storey  brick 
presbytery  for  the  Parish. 

Petrolea,  Ont. 

T.  &  J.  Kerr  have  the  carpentry  con- 
tract in  connection  with  the  erection  of 
J  a  $10,000  hospital  addition  for  the  Char- 
(lotte  Eleanor  Englehart  Hospital. 

Quebec,  Que. 

Jobin  &  Genois,  113  Cote  d'Abraham 


THE  CONTRACT  RECORD 

St.,  have  the  contract  ff)r  granite  col- 
umns in  connection  with  the  erection  of 
a  $150,000  church  for  the  Parish  of  Lini- 

oilou. 

St.  Scholastique,  Que. 

A.  I'resseau  has  the  general  contract 
for  repairs,  costing  $4, ()()(),  to  registry  of- 
fice building  for  the  Town  Cmincil. 


Business  Buildings  and  Indus- 
trial Plants 

Arthur,  Ont, 

Gillies  &  Ireland  contemplate  the  erec- 
tion of  a  $3,000  addition  to  creamery. 

Beauceville,  Que. 

Tenders  will  likely  be  called  about 
May  9  for  the  erection  of  a  $12,000  bank 
for  the  National  Bank,  St.  Peter  Street, 
Quebec.  Architect,  P.  Levesque,  115  St. 
Jean  Street,  Quebec. 

Beauharnois,  Que. 

Plans  and  specifications  are  with  the 
architect,  G.  A.  Monette,  83  Craig  St. 
W.,  who  is  receiving  tenders  for  the  erec- 
tion of  a  factory  for  the  Independent 
Silk  Co..  Ltd.,  53  Nazareth  St.,  Montreal. 

Brockville,  Ont. 

A.  Stuart  Allaster,  Brockville,  is  pre- 
paring plans  for  a  one-storey  frame  addi- 
tion to  garage  on  Hartley  .Street. 

Cap  de  la  Madeleine,  Que. 

Mr.  Foster,  84  St.  Francois  Xavier  St., 
has  drawn  plans  for  two  buildings  for 
the  Canada  Steamship  Co.,  Ltd.,  9  Vic- 
toria Sq.,  Montheal. 

Forest,  Ont. 

Howard  Fraleigh  is  having  plans  pre- 
pared for  a  $5,000  addition  to  his  flax 
mill. 

Glanworth,  Ont. 

The  Canadian  Milk  Products,  Ltd..  10 
St.  Patrick  Street,  Toronto,  are  remodel- 
ling their  building. 

Goderich,  Ont. 

W.  H.  Hitchison  contemplates  the 
erection  of  a  $25,000  shipbuilding  plant. 

Keyser,  Ont. 

William  Inch  contemplates  the  erection 
of  an  $8,000  cheese  factory  and  residence. 

Lachine,  Que. 

The  erection  of  a  manufacturing  plant 
is  contemplated  by  Crane  Company,  83(; 
North  Michigan  Ave..  Chicago.  .Archi- 
tect and  engineer,  William  J.  Clarke,  care 
of  owners. 

Alex.  Laplante,  623  St.  Joseph  Street, 
Lachine,  will  erect  a  $39,000  brick  mo- 
tion picture  theatre,  carry  out  masonry, 
steel,  carpentry,  roofing,  plastering  and 
painting  and  let  plumbing,  heating  and 
electrical  work. 

Lethbridge,  Alta. 

P.  Burns  &  Co..  Third  .Vve.  S.,  con- 
template the  erection  of  a  $30,000  abat- 
toir.   Manager,  F.  D.  Shaw. 

Listowel.  Ont. 

J.  C.  Hay  is  having  plans  prenared  for 
a  $7,000  brick  store  on  Main  Street. 

Geo.  Fritz  has  the  general  contract, 
and  A.  G.  Murton  the  caroentry,  for  a 
$5,000  brick  shoe  store  for  Henry  Kar.gcs. 

Peter  Walters  plans  to  rebuild  his 
store  at  a  cost  of  $5,000. 

London,  Ont. 

Dr.  VV.  J.  .Stevenson,  the  Ontario  (!ar- 
age  Co..  cor.  Waterloo  and  Dundas  Sts.. 
contemplate  rebuilding  garage  and  show- 
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rooms  which  were  destroyed  at  a  loss 
of  $47,000. 

T.  M.  Knowies  Company  will  rebuild 
their  plant  at  a  cost  of  $15,000.  Man- 
ager, Thos.  Knowies,  '.id  Weston  Street. 

Montreal,  Que. 

Iv  Laurie  &  Co.,  2i:i  Bleury  St.,  have 
been  ajjpointed  architects  for  a  five- 
storey  fact(jry  for  I^amontagne,  Ltd.,  T.iH 
Notre  Dame  St.  VV. 

E.  Theniens,  1271  Gouin  Blvd.,  con- 
templates the  erection  of  a  garage  on 
.Shamrock  .Street. 

Peterboro,  Ont. 

Tenders  are  now  being  received  for  the 
erection  of  a  $40,000  steel  terra  colta  and 
brick  building  for  Robt.  Ncill  Co..  Ltd, 

Pointe  aux  Trembles,  Que. 

Tenders  will  be  called  abr)ut  the  middle 
(jf  May  for  the  erection  of  an  office  and 
factory  l)uilding.  c(jsting  $20,000,  for  the 
Home  Cigar  Company.  Ltd.  .Xrchitect. 
Doucet  &  Morrissette.  Room  15.  1'.)5  St 
Catherine  St.  E.,  Montreal. 

Portage  la  Prairie,  Man. 

Bert  .\rmeshaw  contemplates  the  erec- 
tion of  a  $4,500  two-storey  frame  farm 
house. 

Port  Edward,  B.C. 

The  Port  Edward  Fisheries  Ltd..  care 
of  R.  V.  Winch  &  Co.,  Ltd..  73!)  Hast- 
ings St.  W^,  Vancouver,  will  erect  a  can- 
nery. 

Rockland,  Ont. 

A.  St.  Jacques  will  erect  a  $4,000  two- 
storey  frame  residence  and  has  awarded 
the  carpentry  contract  to  Wm.  Drury. 

Springfield,  Ont. 

The  Springfield  Milk  Comijany  con- 
template the  erection  of  a  $20,000  brick 
storage  building.  Superintendent,  Mr. 
Ball. 

Sydney,  N.S. 

Rhodes,  Curry  &  Co.,  Ltd.,  Wentwnrih 
St..  will  make  alterations  costing  $5.00() 
to  their  factory.  Plumbing,  heating  and 
electrical  work  will  be  let  by  the  man- 
ager, Geo.  McKenzie. 

Toronto,  Ont. 

Tenders  will  be  received  until  .Vjiril  :!(> 
for  the  erection  of  a  five-storey  brick 
addition  to  bakery  for  the  Ideal  Bread 
Company,  Ltd..  183  Dovercourt  Road. 
Architect.  Sydney  C'oomber,  Room  213, 
511  St.  Catherine  St.  VV..  Montreal. 
I'lans  and  specifications  at  MacLean 
Daily  Reports,  Ltd,,  345  .Adelaiile  St,  VV., 
Toronto. 

The  Imperial  Bank,  32  WelIingt(Mi  V... 
have  secured  a  site  on  which  they  will 
erect  a  bank. 

The  C^ntario  Bridge  Comiiany.  2(> 
Queen  V...  want  tenders  for  all  trades 
for  addition  to  building  on  Queen  St.  E. 

F.  J.  Cummin.gs.  49  Isleworth  .\ve.,  is 
erectin.g  four  stores  and  apartments  cost- 
ing $10,000,  at  Queen  an(I  Kin.gswood. 

Wallaceburg,  Ont. 

The  Dominion  Cdass  Co.,  head  office. 
Toronto,  contemplate  the  erection  of  a 
$200,000  producer  gas  plant.  Local  man- 
ager, Mr.  Dundas. 

CONTRACTS  AWARDED 
Brantford,  Ont. 

Schultz  Bros.  Co..  Ltd..  37  and  49 
bion  Street,  have  the  general  contract, 
and    .Vguish    &    Whitfield.    40  l"ol)>orne 
St..  the  heating  for  a  $15,000  addition  tu 
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factory  for  the  W'addell  Preserving  Co.. 
Ltd.,  i:u-13;!  Clarence  Street. 

Cardston,  Alta. 

Aland  &  Scott  have  the  geiieral  con- 
tract for  the  erection  of  a  $4,000  brick 
store  for  Lee  Kee.  • 

Halifax,  N.S. 

The  Eastern  Investment  Corporation, 
Cragg"  Bldg.,  have  the  general  contract, 
and  will  carry  out  the  masonry,  carpen- 
try, roofing,  plastering  and  painting  for 
rebuilding  foundry  at  a  cost  of  .i;iO,000, 
for  Hillis  &  Sons,  Ltd.,  Hollis  St.,  who 
will  let  plumbing  and  electrical  work. 

Riggs,  Downey  &  Sabean,  Sackville  St.. 
have  the  general  contract  for  vulcaniz- 
ing ijlant  on  Grafton  Street  for  the  Hali- 
fax V  ulcanizing  Works,  52  Argyle  St. 

Rhodes.  Curry  Co..  Windsor  St..  have 
the  general  contract  for  $50,000  garage 
for  Robinsons,  Ltd..  Doyle  and  Queen 
Sts.  Leslie  R.  Favin,  Aylesford,  is  the 
architect. 

Hamilton,  Ont. 

The  following  contracts  have  been- 
awarded  in  connection  with  the  erection 
of  a  $20,000  factory  addition  for  Wag- 
staffs,  Ltd.,  Gage  Ave. :— Electrical  work, 
E.  A.  Wark,  8  John  St.  N.;  plumbing 
and  heating.  A.  Rogers  &  Son,  7.52  King 
St.  E.;  painting.  P.  Thompson.  13  Wal- 
nut St.  N. 

Kitchener,  Ont.  , 

Casper  Braun,  general  contractor  for 
the  Kitchener  Buttons  Factory,  has 
awarded  the  contract  for  steel  sash  to 
the  A.  B.  Ormsby  Company,  Toronto. 

Lauzon,  Que. 

The  following  contracts  have  been 
awarded  in  connection  with  the  construc- 
tion of  dry  dock  sheds  costing  $600,000, 
for  the  Davie  Shipbuilding  &  Repairing 
Co.,  Ltd.: — Steel,  the  Dominion  Bridge 
Co..  Ltd.,  285  Beaver  Hall  Hill.  Mont- 
real; carpentry,  Jos.  Gosselin,  St.  George 
St.,  Lavis;  brick.  The  Citadel  Brick  and 
Paving  Block  Co.,  42  Dalhousie  Street, 
Quebec. 

Levis,  Que. 

M.  Carrier,  St.  George  St.,  Levis,  will 
make  alterations  and  erect  addition  cost- 
ing $10,000  to  abattoir  for  Kleker  Ber- 
nard &  Co.,  Ltd.,  1855  Papineau  Ave., 
Montreal. 

Lindsay,  Ont. 

Thf)s.  Downey  has  the  general  con- 
tract for  brick  office  and  store  room  on 
King  Street  for  the  Baker  Lumber  Co., 
Limited. 

Listowel.  Ont. 

(ic'o.  Fritz  has  the  general  contract 
and  Henry  Horn  the  car|)entry  for  two- 
storey  I)rick  billiard  rooms  costing  $5.- 
000  to  be  erected  on  Main  Street  for 
\Vm.  Lee. 

London,  Ont. 

Walter  Scott,  50(1  York  St.,  has  the 
roofing,  and  D.  Plciter,  119  Briscoe  St., 
the  painting  contract  in  connection  with 
the  erection  of  a  $15,000  factory  exten- 
sion for  the  I'cerlcss  Hosiery  Co.,  Ltd., 
.Adelaide  Street.  Tenders  are  still  be- 
ing received  for  plumbing  and  electrical 
'work.  Arcliitect,  A.  E.  Nutter.  Domin- 
ir)n  Piank  Building. 

Montreal,  Que. 

Tile  f<)llowint4  contracts  have  been 
awarded  in  connection  with  alterations 
costing  $fi,000  to  garage  and  gasoline 
sujjply  station  for  Waring  &  (iillow,  Ltd., 
;j   Beaver    Hall   Sq.: — General  contract. 


masonry,  carpentry,  plastering,  painting 
and  electrical  work,  Wm.  Grimstead,  70 
Madison  Ave.;  steel,  Dominion  Bridge 
Co.,  Ltd.,  285  Beaver  Hall  Hill;  plumb- 
ing and  heating,  M.  J.  Quigley,  4228  St. 
Catherines  St.  The  general  contractor 
will  let  roofing.  Robt.  Findley,  416  St. 
Phillip  Place,  is  the  architect. 

Ottawa,  Ont. 

Cuthbertson  &  Clkrk,  143  Hawthorne 
Ave.,  have  the  general  contract  for  stuc- 
co and  frame  double  garage  for  Brennan 
&  Buchanan,  Monkland  Avenue. 

Taylor  &  I^ackcy,  21  First  Ave.,  have 
the  general  contract  for  alterations  to 
offices  for  the  Toronto  General  Trusts 
Cor]ioration,  Trust  Building. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $60,000  warehouse  for  A.  L.  Flor- 
ence, Redpath  St.: — Galvanized  iron  and 
sash,  McFarlane-Douglas  Co.,  Ltd.,  250 
Slater  Street;  iron  stairs,  Trudel  &  Mc- 
Adam,  399  Laurier  Ave.  W. ;  painting 
and  glazing,  W.  ].  Carson,  309  Laurier 
Ave.  W. 

Quebec,  Que. 

Le  Boivin,  202  Richelieu  Street,  has  the 
general  contract  for  repairs  costing  $6,- 
000  to  building  for  the  Auditoritnn  The- 
atre Company,  St.  John  Street.  Manager, 
J.  H.  Paquet,  St.  John  Street. 

St.  Hyacinthe,  Que. 

F.  A.  Grothe,  G  Cuthbert  St.,  Mont- 
real, have  the  general  contract  for  the 
erection  of  a  factory  addition  for  L.  O. 
Grothe  Ltd..  556  St.  Lawrence  Blvd., 
Montreal.  J.  A.  Thibaudeau,  6  Cuthbert 
St.,  Montreal. 

Springfield,  Ont. 

The  Canadian  Ice  Machine  Co.,  Ltd., 
82  Chestnut  St.,  Toronto,  have  the  con- 
tract for  refrigerating  plant  for  the 
Springfield  Milk  Company,  who  are  re- 
ceiving prices  for  the  supply  of  piping 
for  water,  steam  and  air. 

St.  Mary's,  Ont. 

Stafford  &  Henderson  have  the  general 
contract  for  $7,000  one-storey  concrete 
block  garage  for  J.  W.  Brown. 

Toronto,  Ont. 

Witchall  &  Son,  150  St.  Helens  Ave,, 
have  the  masonry  and  concrete  contracts 
for  $10,000  oil  service  station  at  Danfortb 
;ind  Broadview  for  the  Imperial  Oil  Co., 
56  Ghurch  Street. 

Wm.  F.  Sparling  &  Co.,  Ltd.,  120  Bay 
Street,  have  the  general  contract  for  al- 
terations costing  $10,000  to  bank  at 
Queen  and  Spadina  for  the  Bank  of 
Hamilton. 

Bernard  H.  Prack,  engineer,  has  placed 
with  the  A.  B.  Ormsby  Company,  con- 
tract for  steel  sash  on  the  Cowan  factory. 

Holtby  Bros..  Ltd..  Hepboiirne  St.. 
have  the  contract  for  alterations  to 
brewery  for  warehouse  for  the  Copeland 
Brewing  Company. 

H.  Lucas  &  Son,  141  Havelock  Street, 
have  the  general  contract  for  $12,000 
gasoline  supply  station  to  be  erected  at 
St.  Clair  and  Vaughan  Road  for  the  Con- 
sumers Gasoline  Sujiply  Co.,  154  Bay  St. 

Vancouver,  B.C. 

Dixon  &  Murray,  1065  Dunsmuir  St., 
have  the  general  contract  for  $5,000  brick 
adflition  to  store  for  the  Hudson's  Bay 
Co.,  Granville  and  Georgia  Streets. 

T.  A.  Fee,  1025  (iilford  Street,  has  the 
general  contract  and  will  receive  tenders 
until  .April  29,  foi-  plumbing,  heating  and 


electrical  work  in   connection  with 
erection  of  a  $14,000  addition  to  h 
for  John   Lewask,   cor.    Dunsmuir  ; 
Howe  Streets. 

S.  J.  Newett,  954-17th  Ave.  N.,  has 
general  contract  for  alterations  cos! 
$5,000  to  canning  factory  on  Front! 
between  Main  and  Scotia  Streets, 
chitect,  A.  E.  Henderson,  015  Hasti 
Street  West. 

S.  N.  McLeod,  2857  Fifth  Ave.  W..^; 
the  general  contract,  and  is  in  the 
ket  for  a  quantity  of  cement  and 
l)riek  for  the  erection  of  a  $4,000  . 
storey  frame  pickling  factory  for'' 
Vancouver  Pickle  Co.,  Ltd.,  801  Poiii 
Street.  i 

D.  W.  Gray,  care  of  architect,  T;;j 
Tracy,   744   Bute   St.,    has   the  get^ 
contract  for  an  $8,000  one-storey 
house  for  the  Canadian  Metail  &  Eq| 
ment  Co.,  Ltd.,  195  Alexander  Stred 

B.  Davidson,  1012  Broughton  St.,  ! 
the  general  contract  for  alterations  ; 
repairs  costing  $5,200  to  "Pantag 
Theatre,  for  A.  Clemes,  20  Hastii 
Street  West. 

Wallaceburg,  Ont. 

Chester  McGregor,  Wallaceburg,  1 
the  general  contract  for  $50,000  fire  br 
l)lant  for  the  Dominion  Glass  Co.,  h( 
office.  Toronto. 

A.  Gregory,  Dresden,  has  the  gene 
contract,  and  the  Canadian  Des  Molt 
Steel  Co.,  Ltd.,  Chatham,  the  steel  C(i 
tract  for  $200,000  fireproof  drying  hoi' 
and  warehouse  for  the  Dominion  Suf 
Company. 

Windsor,  Ont. 

Welsh  Bros.,  40  Sandwich  St.  W.,  ha 
the  roofing,  and  Long  &  Wilson,  Victo 
Rd.,  Walkerville,  the  glazing  contrai 
in  connection  with  the  erection  of 
$16,000  addition  to  foundry,  and  $9,C 
machine  shop  for  the  Swedish  Crucil 
Steel  Co..  McDougall  Ave.  Archite 
R.  E.  Raseman,  1302  Penofscot  Bid 
Detroit. 


Residences 

Bienville,  Que. 

-  Tenders  will  l)e  called  about  May  7  f 
alterations  to  two-storey  artificial  sto 
;nid  l)rick  residence  for  Rosaire  Hernil 
.\rcliitect,  Lorenzo  Auger,  39  St.  Jol 
Street,  Quebec. 

Brantford,  Ont. 

Tenders  will  be  called  iiy  the  arcl 
tect.  W.  C.  Tilley.  Temple  P>uildir 
about  the  end  of  April  for  the  erectiJ 
of  a  $5,500  two-storey  brick  residence  fl 
Dr.  Fred.  Landymore,  76  Erie  Ave. 

Tenders  will  be  received  by  the  arcl 
tect,  F.  W.  Nicholls.  until  April  :!0  f 
the  erection  of  three-storey  hollow  ti 
and  rug  lirick  apartments,  costing  $12, 0( 
on  Wellington  St.,  for  the  Branlfo 
Realty  Company. 

Brockville,  Ont. 

.\.  Stuart  .Allaster.  Hrockville.  has  pr 
pared  jilans  for  alterations  to  residen 
for  W.  J.  Curie,  353  King  St..  Chathan: 

Donnacona,  Que. 

The  Donnacona  i'aper  (Company.  Lt 
will  erect  a  two-storey  stucco  cottap 
carry  out  the  masonry  and  carpent 
work,  and  let  other  trades. 

Edinonton.  Alta. 

Plans  and  specifications  are  with  tl 
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BOILERS 


Erie  City  Vertical  and  Horizontal 
water  tube  boilers  of  any  size  and 
capacity  can  be  built  and  installed  by 
us  on  short  notice. 

We  are  equipped  to  submit  suggestions 
or  quote  on  your  specifications. 


The  John  Inglis  Company,  Limited 

ENGINEERS  AND  BOILERMAKERS 
14  Strachan  Ave.      -       -       Toronto,  Canada 


Ottawa  Representative- 


-J.  W.  ANDERSON,  7  Bank  Street  Chambers 


ft 
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architect,  E.  W.  Morehouse,  509  Agency 
Huildinsr  ,who  will  receive  tenders  until 
April  27  for  the  erection  of  a  $4,500  two- 
storey  frame  residence  for  Thomas  Burt, 
I()41()  One  Hundred  and  Twenty-sixth 
Street. 

Flora,  Ont. 

R.  E.  Mills,  Church  St.,  has  secured  a 

site,  on  which  he  will  erect  a  |H,500  resi- 
dence. . 

Guelph,  Ont. 

J.  J.  Checkley,  i:!(>  Alice  St.,  contem- 
plates the  erection  of  a  $.'i,500  brick  resi- 
dence on  Southampton  St. 

Halifax,  N.S. 

W.  J.  Busch,  Bedford  Row,  is  prepar- 
iuii  plans  for  repairs  to  residence  for 
Maurice  O.  Crowell,  15  Lorne  Terrace. 

John  E.  Outhit,  278  Rohie  St.,  is  hav- 
ing plans  prepared  for  repairs  to  his 
residence.  Architect.  W.  J.  Busch,  P)ed- 
ford  Row. 

Hamilton,  Ont. 

X.  H.  Kern  l.'i2  Eastborne  Ave.,  will, 
erect  two  $:i,000  two-storey  brick  resi- 
dences and  carry  out  the  roofing  and  car- 
pentry. 

Hartland,  N.B. 

J.  F.  Eaulkner,  "Hillcrest,"  has  secured 
a  site,  on  wliich  lie  plans  to  erect  a  bun- 
galow. 

Hensall,  Ont. 

R.  Cudmore  will  erect  two  l^rick  resi- 
dences, at  a  cost  of  $8,000. 

Kingsville,  Ont. 

Jack  Miner  contemplates  the  erection 
of  a  $3,500  residence. 

Listowel,  Ont. 

1\.  A.  Carney  contemplates  the  erec- 
tion of  a  $5,000  residence. 

John  Cumberland  will  have  plans  pre- 
pared for  a  $7,000  residence. 

London,  Ont. 

The  erection  of  a  $4,000  lirick  residence 
is  contemplated.  Architect,  A.  E.  Nut- 
ter, Dominion  Bank  Building. 

London  Township,  Ont. 

Dr.  McNeill,  R.R.  No.  2,  London,  con- 
templates the  erection  of  a  $4,000  resi- 
dence. 

Montreal,  Que. 

Ferdinand  Pare,  1165  Cartier  St.,  con- 
templates the  erection  of  a  $5,000  three- 
storey  Ijrick  residence. 

Pat  Reardin,  4528  Dubuissen  St.,  con- 
template the  erection  of  a  two-storey 
brick  residence  on  Azilda  Street. 

L.  Mercier  P'ils,  Ltee.,  will  erect  a 
tliree-storey  brick  desidence,  carry  out 
the  masonry  and  carpentry  and  let  roof- 
ing, plumbing,  heating,  plastering,  paint- 
ing, and  electrical  work.  Address,  G.  A. 
Leduc,  175  Christopher  Columbus  .St. 

Wilfred  Duquette,  339  St.  Joseph  Blvd. 
E.,  will  erect  a  $100,000  three-storey  brick 
apartment  house. 

Montreal  West,  Que. 

Micliacl  I.omljardi,  345  Westminster 
.\ve.,  will  erect  live  two-storey  stone  and 
brick  residences,  costing  $21,000,  and  let 
'roofing,  plumbing,  lieating,  and  electrical 
work. 

New  Glasgow,  N.S. 

I  k-rbcrt  P)UiiIain  is  erecting  a  I^- 
stuicy  frame  residence  (in  Maple  Ave. 

Niagara  Falls,  Ont. 

ZiniipuTniaii    P.rnihcrs,  :t:',    Mci\ac  .St.. 


conteniiplate  the  erection  of  a  bungalow, 
etc.,  on  Delaware  Ave. 

Ottawa,  Ont. 

R.  Wright,  267  O'Connor  St.,  will  make 
alterations,  costing  $:i,000,  to  residence 
for  apartments. 

N.  St  Lewis  will  erect  a  brick  addition 
to  his  residence  at  York  and  Cumber- 
land Streets,  and  is  in  the  market  for 
brick,  lumber,  sand,  cement,  etc. 

Petitcodiac,  N.B. 

R.  G.  Innis  will  erect  a  residence. 

Point  du  Lac,  Que. 

Dr.  Augusts  Panneton,  65a  Laviolette 
Ave.,  Three  reivers,  is  erecting  a  $4,000 
1^-storey  frame  Inmgalow.  Ernest  Den- 
encourt.  1.56  Notre  Dame  St.,  Three  Riv- 
ers, as  the  architect. 

Shawenegan  Falls,  Que. 

Albert  Gigair  and  J.  A.  Bourassa  will 
erect  a  $40,000  four-storey  brick  tene- 
ment and  let  masonry,  brick,  roofing, 
pluniibing,  plastering,  painting,  and  elec- 
trical work.  Architect,  Ernest  A.  La- 
i)elle,  1103  St.  Valier  St.,  Montreal. 

Sydney,  N.S. 

James  E.  McDonald,  Park  Hill  Esplan- 
ade, will  erect  several  residences,  cost- 
ing $3,500,  and  will  let  plumbing,  heating, 
plastering,  painting,  and  electrical  work 

Todmorden,  Ont. 

Tenders  will  lie  called  shortly  for  the 
erection  of  an  $8,000  2^-storey  brick  resi- 
dence for  Wilfred  Davies,  Todmorden 
T\oad.  Architect,  W.  Breden  Galbraith, 
Excelsior  Life  Building,  Toronto. 

Toronto,  Ont. 

A.  E.  Lepage,  25  Thorold  Ave.,  will 
erect  a  $3,000  two-storey  brick  residence. 

H.  Taylor,  18  Havelock  St.,  has  had 
plans  drawn  for  a  $5,000  two-storey  brick 
duplex  residence,  and  will  carry  out  the 
plastering. 

A.  Levy,  82  Forest  Hill  Rd.,  contem- 
plates the  erection  of  apartments  on  St. 
Clair,  opposite  Dunvegan. 

J.  E.  Kmeian,  21  Hanson  Ave.,  will 
erect  a  I5air  of  two-storey  brick  resi- 
dences, costing  $4,500,  and  will  let  smaller 
trades. 

T.  Morris,  106  Shuter  St.,  will  erect  a 
pair  of  two-storey  'brick  residences,  cost- 
ing $4,000,  and  lets  heating,  plumbing, 
etc. 

Crawford  &  McClinlock,  98  Ferrier 
Ave.,  will  erect  a  pair  of  $3,000  brick  resi- 
dences. 

E.  Lack,  160  Willow  Ave.,  will  erect  a 
$3,200  two-storey  brick  residence  and 
garage. 

W.  Breden  Galbraith,  Excelsior  Life 
liuilding,  architect  for  an  $8,000  two- 
storey  native  stone  and  frame  residence 
for  Dr.  Winters,  is  ready  for  tenders. 

F.  C.  Lankin,  223  Fulton  Ave.,  will 
erect  a  pair  of  brick  veneer  residences, 
costing  .$4,000. 

C.  S.  Lucas,  2  Eaton  Ave.,  will  erect  a 
pair  of  two-storey  brick  residences,  cost- 
ing $5,000,  buy  brick  and  lumber  and  let 
smaller  trades. 

H.  Lucas,  72  Bathgate  Ave.,  will  erect 
seven  two-storey  l)rick  v^eer  residences, 
at  a  cost  of  $10, .500. 

A.  L.  Sanagan,  2234  Queen  E.,  will 
erect  a  $3,500  two  storey  brick  residence 
and  let  smaller  trades. 

Tenders  are  wanted  for  making  cement 
blocks  in  connection  with  tiie  erection  of 
cighly  $1,800  two-storey  concrete  block 
;ind  brii-k  residences  for  W.  N.  Mcl'^ach- 


ren  &  Sons,  Royal  Bank  Building, 
superintendent  of  construction,  W.  iiH 
Martin,  wants  cement  block  machine.^B 

F.  D.  Rielly,  43  Appleton  Ave.,  H 
erect  three-storey  brick  apartments,  cH 
ing  $25,000.  at  St.  Clair  and  Glenholm  H 

W.  K.  Butler,  9  Harliord  St.,  contrH 
plates  alterations  to  residence  for  ap;:H 
ments.  H 

Westmount,  Que.  H 
George  E.  Blackwell,  4184  St.  CathH 
ine  St.,  Montreal,  will  erect  a  $10,000  Hi 
storey  iplastic  'brick  residence  and  jH 
roofing,  thing,  and  electrical  work.  H 

CONTRACTS   AWARDED  ■ 
Cardston,  Alta.  H 
Aland  &  Scott  have  the  general  cS 
tract  for  the  erection  of  an  $8,000  brjH 
l)ungalow  for  E.  J.  Ivins.  -H 

Charlottetown,  P.E.I.  I 

Currie   &  Murnaghan,  71   Queen  'W 
have  the  plumbing  and  heating  contra js 
in   connection  with  the  erection    of  |i 
$35,000  residence  for  St.  Dunstan's  C;- 
lege.  I 

Chatham,  Ont.  ! 

George  Wardell,  209  St.  Clair  St.,  v| 
erect   a   $3,500   one-storey   cobble  sto.) 
and  frame  residence,  will  carry  out  ttt 
masonry,  and  has  awarded  the  plumbiB 
contract  to  George  Watt,  Fifth  St.  I 

The  following  contracts  have  bel 
awarded  in  connection  with  the  erectil 
of  a  two-storey  frame  residence  for  Per 

G.  Piggott,  39  Inches  Ave.:  Plasterir 
Alfred  Cooper,  43  West  St.;  painting,  1 

H.  Palmer,  Adelaide  St.  S. ;  pilunil)ing, 
D.  Watt,  Fifth  St.;  heating  and  furna^ 
William  Hardware  Company,  King  ; 
The  general  contractor,  Robert  H.  Lew 
120  Joseph  St.,  will  carry  out  the  carpe' 
try. 

Dundas,  Ont. 

The  following  contracts  have  be 
awarded  in  connection  with  the  erectii 
of  a  $14,000  residence  for  Lieut. -Color 
Gwyn:  Heating,  H.  G.  Waterman  &  C 
38  Hazelton  Ave.,  Toronto;  plumbing. 
Ties,  Dundas;  electrical  work,  W. 
Read.  Jackson  St.  E.,  Hamilton;  plastc 
ing,  Hannaford  Brothers,  232  Robinsi 
St.,  Hamilton. 

Edwin,  Man. 

McCaig  &  Ellwood,  Portage  la  Prair: 
have  the  general  contract  and  carpent 
for  a  $4,500  two-storey  frame  residen 
and  barn  for  Joe  Boak,  Edwin. 

Halifax.  N.S. 

Austin  Hubley,  27  Yukon  St..  has  t! 
plastering  contract  for  $5,000  residem; 
for  A.  S.  Austen,  Gottinden  St. 

Crag\g  Brothers,-  Ltd.,  Barrington  S: 
have  the  electrical  work  and  W.  S.  Crai| 
Upper  Water  St.,  the  plumbing  in  coi! 
nection  with  the  erection  of  three  $.3,5( 
two-storey  frame  residences  for  Dani 
H.  Moser,  Jennings  St. 

Hamilton,  Ont. 

Lewington  &  White,  140  Rosslyn  Ave 
have  the  masonry  contract  in  connectio 
with  the  erection  of  a  $3,000  two-store 
Ijrick  residence  for  R.  Hamilton,  13f 
King  St.  E.,  who  will  carry  out  the  get 
eral  contract  and  carpentry. 

The  following  contracts  have  bee 
awarded  in  connection  'with  the  erectio 
of  three  $2,000  two-storey  frame  res 
dences  for  Howard  Brothers,  150  Rossly 
Ave.,  who  will  carry  ont  the  roofing  an 
carpentry:  Masonry,  Lewington  &  VVhiti 
MO    kosslvn   Ave.;   eleclrical    wnik.  I 
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in  the  trenches  is  the  test  of 

a  soldier's  stamina  and  worth 


Vitrified  Clay  Pipe 

"THE  PERMANENT  PIPE" 

is  holding  the  trenches  against  disease  in  every 
Canadian  City. 

Attacks  by  such  enemies  as  corrosion,  electrolysis  and 
decay  are  repelled  without  a  casualty.  No  siege  is 
long  enough  to  put  its  resistance  to  the  test. 

For  public  or  private  sewerage,  for  drains  and  for 
culverts.  Vitrified  Clay   Pipe  is  the  logical  Material. 

Ontario  Sewer  Pipe  Co.  Limited 

Mimico,  Ont. 
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Thornton,  174  I'.alnioral  Ave.  X.;  plumb- 
int;-,  J-  Saynor,  427  Al)erdeen  Ave.;  plas- 
terins^,  J.  Moreland,  530  Cannon  St.  E.; 
painting.  H  Foster,  11!)4  King  St.  E. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $3,000  two-storey  frame  residence  for 
A.  Lowry:  General  contract,  roohng,  and 
carpentry,  Howard  Brothers,  150  ]\oss- 
lyn  Ave..:  masonry,  Lewington  &  White, 
140  Rosslyn  Ave.;  electrical  work,  F. 
Thornton,  174  Balmoral  Ave.  N.;  plumb- 
ing. J.  Kerr.  :i:2  Sherman  N.;  plastering, 
J.  'koreland,  ,530  Cannon  St.  E.;  paint- 
ing, H.  I''oster,  1194  King- St.  E. 

The  followin"-  contracts  have  l)een 
awarded  in  connection  with  the  erection 
of  three  $:i,()00  two-storey  brick  resi- 
dences for  \V.  J.  Smith,  32:;  Maple  Ave., 
who  will  carry  out  the  masonry:  Koohng 
and  carpentry.  C.  McDonald,  240  Pros- 
pect Ave.;  electrical  work,  F.  Thornton, 
174  Balmoral  Ave.  •  N.;  plumbing,  A. 
bletcher,  271  Prospect  Ave.;  painting,  H. 
Hill,  (iO  Sherman  N.  Owner  will  let  heat- 
ing and  plastering. 

\V.  Inrig,  140  Flatt  Ave.,  has  the  ma-' 
sonry  contract  in  connection  with  the 
erection  of  a  $:i,000  one-storey  brick  resi- 
dence for  S.  A.  Boswell,  227  Catharine 
St.  N.,  who  will  carry  out  the  carpentry 
and  roofing  and  let  plumbing,  heating, 
plastering,  painting,  and  electrical  work. 

E.  A.  Seymour,  31  Cedar  Ave.,  has  the 
general  contract,  masonry,  carpentry, 
and  roofing  in  connection  with  the  erec- 
tion of  two  $:i,000  two-storey  brick  resi- 
dences for  S.  Nelson,  5G  Kensington  Ave. 
Plumbing,  heating,  plastering,  painting, 
and  electrical  work  will  be  let. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  three  .$2,000  two-storey  frame  resi- 
dences for  Howard  Brothers,  150  Ross- 
lyn Ave.,  who  will  carry  out  the  roofing 
and  carpentry:  Masonry.  Lewington  & 
White,  140  Rosslyn  Ave.:  electrical  work, 
F.  Thornton,  174  Balmoral  Ave.  N.; 
l)lumb'ing,  J.  S—nor,  427  Aberdeen  Ave.; 
plastering,  J.  Moreland,  530  Cannon  St. 
K.:  painting,  H.  I'^oster,  1104  King  St.  E. 

Horton  Township  Ont. 

McCregor  &  Lockwood.  Renfrew,  have 
the  general  contract  for  $:!,500  two-storey 
fraem  and  Ijrick  veneer  residence  for  Oli- 
ver McQuitty,  Horton  Township,  Ren- 
frew i^.M.D. 

Lindsay,  Ont, 

The  foUowinff  contracts  have  been 
awarded  in  connection  with  the  erection 
of  four  $2,200  two-storey  brick  resi- 
dences at  Kidout  and  Mill  Streets  for 
O'Reilly  &  O'Connor:  General  contract, 
cari)entry  ,and  roofing,  Neil  Grey,  Queen 
St.;  electrical  work,  Hydro-Electric  Com- 
pany; plumbing  and  heating,  Morrison 
iirothers;  painting,  Ed.  McPhee. 

Moncton,  N.B. 

.Amlirose  Wheeler,  Railway  .^ve.,  has 
the  general  contract  and  the  Concrete 
r.uilders,  i^td..  I'Vedericton.  the  contract 
for  concrete  l)iocks  in  connection  with 
the  erection  of  a  1^-storey  concrete 
block  residence  for  James  W.  Clarke,  fuel 
inspector,  Canadian  Government  Rail- 
ways. Teh  general  contractor  will  let 
^)Iumbing,  heating,  and  electrical  work. 

Montreal,  Que. 

J.  I'aradis  &  Co.,  415  Jolliette  .St.,  liavc 
I  lie  .general  contract  for  alterations  to 
ihree-storcy  brick  residence  for  Dr.  F. 
f  ampeau.  S3!t  Xotrc-  Dame  S(.  \V. 

Oakland,  Man. 

The    folliiwing    ci m i  r;ict h;i\i'  hccii 


awarded  in  connection  with  the  erection 
of  a  $4,000  two-storey  frame  residence  for 
W.  I'ulton,  Portage  la  Prairie;  General 
contract  and  carpentry,  Morley  Hamil- 
ton, Portage  la  Prairie;  plastering,  G.  C. 
Holroyd,  Portage  la  Prairie;  lumlier, 
Gil)l)  &  McCaig,  Portage  la  Prairie.  Own- 
er will  likely  let  all  other  trades. 

Ottawa,  Ont. 

Walter  Fryer,  5  Glen  Ave.,  has  the  gen- 
eral contract  and  wants  8,500  brick  for 
the  erection  of  a  $5,000  2^-storey  brick 
veneer  residence  for  G.  Pelton,  20  Oss- 
in.gton  Ave. 

Peterboro,  Ont. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $25,000  residence  for  R.  M.  Waddell, 
Monaghan  koad:  Cut  stone,  Sherwood 
&  King,  Peterl)or(j:  tiling,  T.  Eaton  Co., 
Ltd.,  li)()  Yonge  St.,  Toronto:  heating, 
Gurney  I'oundry  Company,  1.^1(1.,  500 
King  St.  W..  Toronto:  plastering.  Wil- 
liam Saxby,  Smith  St.,  T^eterboro;  hard- 
wood floors.  Seaman,  Kent  Company, 
Ltd.,  25:j  Wallace  Ave.,  Toronto.  The 
general  contractors,  Ephgrave  &  Bar- 
rett, 6:^3  Downie  St.,  Peterl)oro,  will 
carry  out  the  l)rick  work  and  let  mill- 
work,  electric  wiring,  weather  stripping, 
screens,  metal  and  copper  work,  steel 
and  painting. 

Toronto,  Ont. 

E.  C.  Hurlbut,  44  Castlelleld  Ave.,  has 
the  general  contract,  and  will  let  smaller 
trades  for  the  erection  of  a  $4,000  2y>' 
storey  l)rick  residence. 

W.  A.  Lord,  706  Pape  Ave.,  has  the 
l>lumbing  and  heating  contracts  in  con- 
nection with  ehe  erection  of  a  pair  of 
two-storey  Ijrick  residences,  costing 
$5,000,  for  E.  S.  Lord,  53  Westlake,  who 
will  buy  brick  and  luml)er. 

Power  Plants,  Electricity  and 
Telephones 

Blenheim,  Ont. 

The  l>ell  Telephone  Company,  70  Ade- 
laide St.  W.,  Toronto,  are  having  plans 
prepared  for  telephone  improvements 
and  extensions,  costing  $13,000.  Super- 
intendent, Mr.  Dorrity,  lilenheim. 

Levis,  Que. 

Levis  County  Railway,  Commercial  St., 
contemplate  improvements,  costing  $150,- 
000,  to  electric  railway.  Secretary-trea- 
surer, A.  McNutt,  care  of  Sun  Life  As- 
surance Company.  143  Notre  Dame  St. 
W..  Montreal. 

Outremont,  Que. 

Work  has  l)en  started  on  electric  li.ght 
extensir.ns,  costing  $8,500,  for  the  Town 
Council.    Engineer,  J.  A.  Duchastel. 

Sherbrooke,  Que. 

Tenders  will  l)e  called  alinut  May  4 
for  the  erection  of  a  $:!0,000  electric  dis- 
tributing station  for  the  City  Council. 
Mana.ger  and  engineer,  Charles  Besbail- 
lets,  Room  Ki,  Whiting  Block. 

Weedon,  Que. 

Tenders  will  1)C  called  about  May  4 
for  the  erection  of  an  electric  transform- 
er house,  costing  $:i,000,,»fDr  the  Sher- 
brooke City  Council.  Secretary-trea- 
surer, E.  C.  Gatien,  57  Wellington  .St., 
.Sherbrooke. 

CONTRACTS  AWARDED 
Beaupre,  Que. 

The  Citadel  i'.rick  and  Paving  Block 
C(im]>any,  Ltd.,  13  Dalliousic  .St.,  Que- 
bec, have  the  ci ml  v;u'l  for  COO.niH)  brick 


in    connection    with    the    erection    of  a  i 
$:iOO,000  ferro-silicon  plant  for  the  L;tr- 
ential  Power  Company,  Seven  Falls.  |i 

Thorold,  Ont.  ^  j 

ivobert    Bradley    has    the  excavat 

contract  in  connection  with  the  ereci 

of  a  $10,000  telephone  building  for 

Bell    Teleplione    Company    of  Canj; 

head   office   118   Notre    Dame  St.  ■ ' 
Montreal. 


Miscellaneous 

Admaston  Township,  Ont. 

Donald  Canipl)ell,  Renfrew,  contt' 
plates  the  erection  of  a  $4,000  tvvo-sto 
frame  l)ank  barn.  ] 

Hugh  A.  k'rood,  Renfrew,  has  theT' 
sonry  and  George   P2ady,  Renfrew, 
carpentry  contract    in    connection  vy 
the  erection  of  a  $4,000  two-storey  fnai 
l)ank  barn  for  James  Fennessy  Renfren 

Almonte,  Ont. 

Town  Council  want  prices  on  ;i7,C 
feet  of  tamarack  or  red  piine,  18  feet  loi 
4  inches,  for  bridge  covering,  5,000  feet 
red  pine,  good  quality,  suitable  for  bri<J 
stringers,  3  inches  by  13  inches,  16': 
lengths.  .  .Ji 

Fort  William,  Ont.  \ 

Max  Olicek,  Crawford  Ave.,  contei 
plates  the  erection  of  a  $:!.500  two-stof 
frame  ,l)ath  liouse. 

Kingston,  Ont. 

Plans  have  l)een  prepared  for  a  pu'b 
l)athing  station  at  MacDonald  Park, 
cost  $15,000,  for  the  City  Council  Enj 
neer,  R.  J.  McClelland. 

Kitchener,  Ont. 

City  Council  contemplate  lire  prot« 
tion  for  tlie  House  of  Refuge. 

Sherbrooke,  Que. 

Prices  are  l)eing  received  by  the  sect 
tary,  B.  A.  Dugal,  until  noon,  April  cj 
for  small  fittings  for  the  City  Councj 
Specifications  at  MacLean  Daily  Repof, 
Ltd.,  345  Adelaide  St.  W.,  Toronto,  ai 
tlie  secretary. 

Toronto,  Ont. 

The  Northlight  Motor  Company,  We 
ley  Building,  295  Queen  St.  W.,  wai 
screw  cutting  lathe,  large  drill,  plane 
milling  macliine,  :iO-in.  band  saw,  woe 
turiiing  lathe,  and  universal  wood  trin 
mer. 

CONTRACTS  AWARDED 
Hamilton,  Ont. 

P.  McKay,  IGG  Victoria  Ave.  N.,  h; 
tlie  general  contract,  masonry,  steel,  ar 
carpentry  for  alterations,  costing  $4,00 
to  public  library  for  the  City  Counci 
Architect,  A.  W.  Preene',  Clyde  Buildinj 


CONTRACTORS 
and  TENDERERS 

for  Superior  Servic* 

THE 

Canadian  Surety  Co. 

26  Wellington  St.,  East 

Phone  Main  2609   TORONTO,  Ont. 
Represented  in  all  the  principal 
cities  and  towns  in  the 
Dominion. 

BONDS  INSURANCE 

of  every  description      Plate  Glass— Burglary 
Automobile 
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STEEL 
BARS 


FOR  CONCRETE 
REINFORCING 


ROUNDS  SQUARES 
TWISTED  SQUARES 


FLATS  CHANNELS  ANGLES 
SPECIAL  SECTIONS 


BARS  BENT  TO  SHAPE  FOR  BEAMS,  STIRRUPS,  ETC. 

PROMPT  SHIPMENT 
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SWANSEA 

Salt  Glazed  and  Vitrified 

SEWER  PIPES 


True  to  Size 
Impervious  to  Water 

Sizes  manufactured  and  al- 
ways in  stock  4  in.  to  24  in. 


Ask  for  Price  List 
and  Discounts 


also 

Chimney  Tops 
Flue  Lining's 
Wall  Coping 
Culvert  Pipe 
Inverts 

Telephone  (Toronto  Connection) 
Parkdale  5000 


The  Dominion  Sewer  Pipe  Co. 

(The  Independent  Co.)  Limited 
SWANSEA  (ncnr  Toronto) 


NOW 


is  the  time  to  find  out  about  our 
DAILY  REPORT  SERVICE.  It 
advises  you  as  to  the  wants  of  the 
buyer  the  same  as  financial  rejxjrts 
do  as  to  his  responsibility  to  i)ay. 
it  enables  you  to  select  from  the 
whole  field  those  opportunities  that 
i:)romise  the  most  profit  and  which 
you  can  handle  to  the  best  advant- 
age. It  v\  ill  minimize  the  efifort  on 
your  part  necessary  to  locate  the 
man  who  will  place  the  order.  Wider 
opportunities  mean  better  prices. 

Let  Us  Tell  You  Just  How  We 
Can  Assist  You  in  Making  Sales 


Maclean  Daily  Reports 

LIMITED 

345  Adelaide  St.  West,  TORONTO 


i 


Steel  Ball  Bearing  Brick  Paving  Carriers 


(PATENTED) 


are  the  right  help  in 
delivering  the  Brick 
from  the  boulevard 
to  the  setters;  one 
man  performing  the 
service  of  three  or 
four.  It  delivers  the 
brick  in  good  order 
and  at  the  right  time. 
In  use  by  leading 
Paving  Contractors. 

Write  for  our 
catalogue  "R" 


MANUFACTURED  BY 


Canadian  Mathews  Gravity  Carrier  Company,  Limited 

484  Richmond  Street  W.  -  -  -  TORONTO,  ONT. 


April  34,  1018 
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Works  at  Walkerville.  Ontario 


When    placing  your 
order  for 

HYDRANTS, 
VALVES 

and 

VALVE 
BOXES 

place  it  with  us. 


MADE  IN  CANADA 


Strong,  Substantial  and* 
Modern  Designs. 
Prices  right. 

Write  for  prices  and  see. 


IMITCD 


VALVE-nYDRANT  MANUFACTURERS 

WALKERVILLE,  ONT. 


OxyAcetylene  Welding  and  Cutting 


Rapid  Repairing 
"On  the  Spot" 

THIS  illustration  shows  an  oi)crator  repairin.i; 
a  leaky  tank  car  ri.nlit  on  the  track,  at  a 
triflin.n'  expense,  by  the  I'rest-O-Lite  Pro- 
cess of  Oxy-. Acetylene  Welding.  Railroads,  Mines, 
Factories  and  Machine  Shops  everywhere  have 
aifoijted  this  process,  and  are  saving  hundreds  of 
thousands  of  dollars  annually. 

Costly  tie-ui)S  are  avoided — valuable  castings 
and  machine  parts  are  saved  from  the  scrap  pile 
— and  many  economies  and  imi)rovcnients  are 
effected  both  in  repairing  and  manufacturing. 


PROCESS 


employs  liotli  gases  (acetylene  and  oxygen)  in  portable 
cylinders.  I'rcst-O-Lite  Dissolved  Acetylene  is  backed  by 
I'rest-O- Lite  Service,  which  insures  prompt  exchange  of  full 
cylinders  for  empty  ones. 

Provides  dry,  purified  gas,  insuring  better  welds,  rpiicker 
work  and  lower  operating  cost. 

.\]iparatus  consists  of  an  equal  pressure  blow  pipe,  auto- 
matic regulators  and  gauges,  and  all  necessary  equipment. 
Adaptable  for  oxy  acetylene  cutting  by  the  addition  of  special 
cutting  blow  pipe. 

Tliorough  instructions  are  fiunished  free  to  every  user  of 
I'rest-O-l.ile  Dissolved  .\cetylene.  Any  average  workman 
who  understands  metals  can  learn  llie  weliling  process 
ipiickly  and  easily. 

We   will   gladly   semi   illuslraled    literatiuc   anil  interesting 
data  showing  actual  instances  of  savings  made  by  others, 
may  suggest   valuable  ideas  to  yon.     Write  for  it. 

.\ddress  Dept.  {'  In.' 


THE  PREST-O-LITE  CO,.  INC. 

CANADIAN  GENERAL  OFFICES 
Prest  o-Lite  Building 
Corner  Elm  Street  and  Centre  Avenue 
TORONTO 
Direct  Factory  Canadian  Plants: 

Branches: 
Toronto,  Ont. 
Montreal,  P.Q. 
Merritton,  Ont. 


Winnipeg,  Man. 


Toronto,  Ont. 
Merritton,  Ont. 
St.  Boniface,  Man. 
Shawinigan  Falls 


World's  Largest  Makers  of  Dissolved  Acetylene 


'I 
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Do  You  Want  Crushed  Stone  ? 

That  is  Clean,  Tough  Stone  of  a  Quality 
suitable  for  Macadam  Road  and  Concrete 

We  can  supply  you  in  any  size  or  quantity. 

Our  aervice  is  unexcelled  and  our  prices  right. 

Phone  or  write  us  for  quotations  when  you  ue  In  the  market. 

Office -M  4515-M  4516      Residence-P  2278 

Crushed  Stone  Limited 

47  Yonge  St.  Arcade,  Toront* 

G.  W.  Essery,  Manager 


SPRINKLER 
TANKS 

AND 

TOWERS 

We  are  the  largest  manu- 
facturers in  Canada  of 
both  wood  and  steel  Tanks 
and  substructures  for  fac- 
tory sprinkler  systems 
and  for  Municipal 

RAILROAD  AND 

SUBURBAN 
WATER  SUPPLY 

We  shall  be  pleased  to 
furnish  you  with  all  the 
information  and  data  you 
may  require  on  this 'class 
of  work. 

Send  us  your  blue  prints 
for  estimates. 

Send  for  special  Tank  and  Tower  Catalogue 

Ontario  Wind  Engine  &  Pump  Co. 

Toronto   Montreal  Limited       Winnipeg  Calgary 


Dake  Reversing  Motor 

The  Dake  reversing  air  or  steam  motor 
is  especially  adapted  for  use  in  connection 
with  contractors'  machinery, 
cranes,  hoists,  marine,  sawmill 
and  mining  machinery,  where 
to  30  horse  power  can  be  used. 
Will  start,  stop  and  reverse  in- 
stantly. Send  for  complete  cata- 
logue. 

DAKE  ENGINE  CO,  Grand  Haven,  Mich,  U.S.A. 

CANADIAN  AGENTS: 
Montreal,  Muiieni,  Ltd. -Toronto,  A.  R.  William*  Machinery  Co.,  Ltd. 


Sand,  Gravel  and  Crushed  Stone 


Fire  Clay 
Fire  Brick 
Sewer  Pipe 
Weeping  Tile 


Lime 
Cement 
Plaster 
Hair 

Building  Stone 

Our  prices  are  right  and  our  service  good 

Britnell  &  Co.,  Limited 

C.P.R.  Crossing,  Yonge  St,  North  Toronto 

Phones,  Office  North  |  ^  Evenings,  North  2107 


For  Sale 

Two  12  Ton  Contractors* 
Locomotives 

36  in.  Gauge,  Saddle  Tank 

Clam  Shell  Buckets,  Yi,  H,  1.  i'A  yard. 
Orange  Peel,  1  yard  Hayward. 

American  7  x  10,  double  drum  Hoist  with  Swinger. 
Mundy  6J4  x  12,  do.uble  drum  Hoist  with  Swinger. 
New  X  8  Doty  double  drum  Hoist  with  Boiler. 
New  7  X  10  double  drum  Hoist  with  Boiler. 

7  X  10  D.  D.  Reversible  Skeleton  Hoist. 

8  X  12  3-Drum  Hoist,  with  swinger  and  boiler. 
5  ,ton  Stiff  Leg  Derrick;  5  ton  Guy  Derrick. 
A  Frame  Travelling  Derrick,  with  60  ft.  Boom. 
Assorted  Hand  Power  Derricks. 

%    yd.   and   yi   yd.   Concrete  Mixers   with   Engine  and 

Boiler  on  Wheels. 
'A  yd.  and  1  yd.  Smith  Mixers  on  Skids. 
500  feet  of  Portable  Track,  24-in.  gauge. 
Six  I'A  yd.  V-shaped  Steel  Cars,  Side  Dump,  24  in.  gauge. 
Ten  4  yd.  Western  Dump  Cars,  36-in.  gauge. 
Gates  Crushers,  Nos.  3,  4  and  5. 
Taw  Crushers,  7  x  10  and  10  x  16,  Acme  Portable. 
No.  0  Thew  Steam  Shovel,  on  Railway  Wheels. 
35  H.  P.  and  40  H.P.  Locomotive  Boilers. 
Large  Assortment  Vertical  Boilers.  5  H.P.  to  125  H.P. 
One  Diaphragm  Pump,  driven  by  Gasoline  Engine. 
Five  New  and  Used  Pulsometers,  various  sizes. 

Write  for  prices  and  further  particulars. 

The 

A.  R.  Williams  Machinery  Co. 

Limited 

64-66  Front  St.  W.,  Toronto,  Ont. 


Electric  Cranes 


MAUK  IN  CANADA 


Electric  and  Hand 
Travelling  Cranes 

Electric  and  Air 
Hoists 


NORTHERN  CRANE  WORKS,  LTD. 

WALKERVILLE,  ONT. 


fi  April  34,  1918 
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EVERYTHlKd  FOR 

FIRE  PROTECTION 

WE  SPECtAUZCOti^  VltLAGC  FIRE  AH*ARATUS  m  ttWlD 
REAUY  SERViCEAgU  FIRE  EWGIWES  FROM  $150.00  UP 


SCARCITY  OF  LABOR 
PROVIDED  FOR 

The  Ideal  Automatic  Power  Tamper, 
used  with  an  Ideal  block  Machine, 
saves  labor,  which  is  today  recog- 
nized as  conservation  of  man  power, 
the  great  necessity  during  the 
War  Period. 

At  the  same  time  you  are 
producing  building  units  much 
superior  to  those  made  by  man 
power.  Our  catalogue  tells  you 
all  about  it.  Write  for  a  free 
copy. 

Ideal  Concrete  Machinery 

Company,  Limited 
WINDSOR  ONTARIO 


Firebrick  Famine 

Our  PLIBRICO  jointless  firebrick  and  PLIBRICO  BOND  will 
make  you  independent  of  above,  and  eliminate  unsatisfactory  condi- 
tions. 

PLIBRICO  is  not  only  for  steam  boilers,  but  being  used  success- 
fully all  over  Canada  for  nosing  furnaces  in  ammunition  plants,  baffles, 
Dutch  oven  constructions,  cupolas,  retorts,  enamelling  furnaces,  oil 

fire  forges,  etc.,  and  is  guaranteed  to  stand  2,500  F.  if  used  in  accordance  with  instructions. 

PLIBRICO  BOND — high  temperature  cement  for  temperatures  3,100/3,800.  For  bonding  firebrick 
and  as  a  plaster  on  surface  of  same,  number  103  quality  for  use  with  silicate  bricks  in  smelters,  etc. 


lAPIDOMTH 

^^^HH     TRADE  MARK  HHHM 


will  solve  all  your  troubles  with  concrete  floors,  tanks,  and  walls  once  and  for  all.  Makes  same  hard  as 
granite — dustproof,  wearproof  and  waterproof.    We  guarantee  results. 

Beveridge  Paper  Co.,  Limited,  Montreal 

STOCKS— Toronto  and  St.  John,  N.B.  .  N.  J.  Dinnen  &  Co.,  Ltd.,  Winnipeg 


James  Thomson.  President. 


J.  G.  Allan,  Vice-President. 


James  A.  Thomson.  Secretary. 


THE  GARTSHORE-THOMSON  PIPE  &  FOUNDRY  GO. 


LIMITED 


Manufacturers  of 

Flexible  and  Flange  Pipe, 
Special  Castings  and  all  kinds 
of  Waterworks  Supplies. 


CAST  I  RON  IRI  PE 


3  inches  to  60  inches  diameter. 

for  Water,  Gas,  Culvert  and  Sewer 
HAMILTON,  ONT. 
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A  Mix  a  Minute 


SMITH  MIXERS 

For  Speedf  Mixing  and  Durability 


In  the  Quality  Machine 


MUSSENS  UNITED 


MONTREAL       QUEBEC— Pruncau  &  Co. 
WINNIPEG        TORONTO-H.  TurnbuU  &  Co. 
VANCOUVER      COBALT -H.  L.  Usbornc 


Canadian  Rivet  Forges  are  built  to 
last. 

Easy  running  blower,  powerful, 
uniform  blast,  rigid  steel  plate  con- 
struction. 

Write  for  Catalog  100-12. 

Canadian  Blower  &  Forge  Co. 

Kitchener,  Ont. 


Ill 


CANADIAN   DES  MOINES 
STEEL  CO.,  Limited 

Elevated  Tanks  Barge*  Bridges 

Standpipes  Wireless  Towers 

Structural  Steel  for  all  purposes. 


Let  us  bid  on  your  requirements. 
Attractive  Prices— Prompt  Deliveries. 


Sales  Offices  and  Plant 
CHATHAM,  ONT.  275  Inshes  Ave 

Associated  with 
PITTSnURGH-DES  MOINES  STEEL  CO. 
Pittsburgh,  Pa.  New  York  City 

945  Curry  Bldg.  42  Church  St. 

DES  MOINES  BRIDGE  AND  IRON  CO. 
Dcs  Moines,  Iowa,  938  Tuttle  Street 


TRADES   AND   LABOUR  BRANCH 

NOTICE  ^ 

To  Manufacturers,  Dealers,  and  Users  of 
Steam  Boilers 

All  steam  boilers  built  in,  or  entering  the  Province  of  Ontario,  and 
boilers  exchanged  or  repaired,  are  subject  to  Government  Inspec- 
tion as  prescribed  in  the  Steam  Boilers  Act,  3  George  V.,  C.  CI. 
.  .  Before  any  work  of  repair  or  alteration  is  commenced  on 
any  boiler,  notice  must  be  sent  to  the  Department  stating 
the  nature  and  extent  of  the  repairs  or  alterations  proposed 
to  be  made.     If  the  Chief  Inspector  should  consider  such 
repairs  or  alterations  of  an  extensive  character,  the  boiler 
must  be  inspected  in  accordance  with  the  Regulations  by  an 
Inspector  authorized  under  the  Act. 

All  communications  should  be  addressed  to  the  Steam  Boiler  Branch, 
Department  of  Public  Works,  Parliament  Buildings,  Toronto. 

HON.   F.   G.  MACDIARMID,  W.  A.  RIDDELL,  M.A., 

Minister  of  Public  Works.  Superintendent. 
D.  M.  MEDCALF,  Chief  Insnector  of  Steam  Boilers. 


Tenders 

A  few  dollars  spent  in  advertising 
yoiir  proposals  in  the 

Contract  Record 

and  Engineering  Review 

would  result  in  additional  competition, 
which  might  save  your  city  or  town  or 
your  client  many  hundreds  of  dollars. 


WOODEN  PIPE 


cu!/is^AArwPsco.  as. 


•        Wire  wound  wood  stave  pipe,  2  in.  to  24  in.  diameter.  Con- 
tinuous  wood   stave  pipe,   any   diameter  required. 

CANADIAN  PIPE  CO.,  LIMITED 


Eatablithed  1904 


New  Factory  Erected  1910 


Equipped  with  tbe  most  up-to-date  machinery.  Every 
machine  driven  by  a  separate  electric  motor.  Satisfaction 
Qua  ranteed. 

Office  and  Factory— 550  Paoific  St.,  VANCOUVER,  B.C. 


April  34,  TJI8 
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genuine  p 
Dry  Red  Lead  [ 


IS 

The  Safe-guard  Against  Rust  and 
Corrosion  You  Are  Looking  for 

A  paint  to  protect  metal  surfaces  must 
be  made  specially.  Carter's  Genuine 
Dry  Red  Lead  when  mixed  with  pure 
linseed  oil  gives  you  this  paint. 

It  spreads  easily  and  well  with  a  uni- 
form film.  It  is  a  highly  oxidized  pure 
red  lead,  made  from  the  best  brand  of 
Canadian  Pig  Lead 

Be  sure  of  satisfactory  results  by 
specifying  the  Red  Lead  you  can  have 
confidence  in. 

We  also  manufacture  Orange  Lead, 
Litharge  and  Dry  White  Lead. 
ASK  US  FOR  PRICES 

The  Carter  White  Lead  Co. 

of  Canada,  Limited 
91  Delorimier  Ave.:  MONTREAL 


31  li  iCZlt 


It 


The  Glue  Book 


WHAT  IT  CONTAINS 

Chapter  1 — Historical  Notes 
Chapter  2 — Manufacture  of  Glue 
Chapter  3 — Testing  and  Grading 
Chapter  4 — Methods  in  the  Glue  Room 
Chapter  5 — Glue  Room  Equipment 
Chapter  6 — Selection  of  Glue 


Contract  Record 

and  Engineering  Review 

347  Adelaide  St.  West,  Toronto 


National  Iron  Works 

LIMITED 

Head  Office,  Works  and  Docks  TORONTO 

CAST  IRON  PIPE 

Every  Size  for  Water,  Gas,  Culvert  or  Sewer, 
Carried  in  Stock  at 

MONTREAL  -  TORONTO  -   PORT  ARTHUR 

RAIL  OR  LAKE  SHIPMENTS 


Dominion  Iron  and 
Wrecking  Co.,  Ltd. 

Canada's  Largest 
Cash  Buyers  and  Liquidators 


Factories  and  Complete  Plants. 

Marine  Wreckers  and  Dismantlers. 

Scrap  Iron,  Steel,  Metals,  and  Waste  Materials. 

Distributors  of  Spelter,  Ingot  Copper,  Lead,  Tin, 
Antimony. 

Iron  and  Steel  Shafting,  all  sizes  and  lengths. 
New  and  Used  Electrical  Equipment. 

Power  Machinery,  Electrical,  Hydraulic,  Steam 
and  Gas. 

Relaying  Rails  of  all  sizes  always  in  stock. 

General  Offices : 

Transportation  BIdg.,  MONTREAL 


Quebec 


Tel.  Main  3751 


St.  John  N.B. 


Pacific  Coast  Pipe  Co.,  Ltd. 

Wire  Wound  Wood  Stave  Pipe 

from  2  in.  to  24  in.  diameter 

Continuous  Stave  Pipe 

from  16  in.  to  12  ft.  diameter 


1551  Granville  Street 


Vancouver,  B.  C. 
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TORONTO  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement— delivered  in  5-barieI  lots,  $2.90  per  bid. ; 
with  bags,  ip3.30;  car  lots,  .$2.30  on  the  track, 
witli  pkgs.,  .'i;2.7(>. 

Lime— grey  60c,  white  70c  per  100  lbs.,  delivered 
in  not  less  than  1500  lb.  lots.  At  the  ware- 
house, grey  55c,  white  65c.  Hydrated  lime, 
$16.00  per  ton  delivered ;  $15.00  at  warehouse. 

Brick — No.  1  dry  pressed  red  brick,  $22;  bulT, 
.$22,  f.o.b.  the  job;  No.  2,  $20;  common  red 
stock  Iirick,  $17;  grey,  $17;  wire-cut  brick, 
for  foundation  work,  $13.5IJ  on  the  cars,  de-  . 
livered  $15;  "Tapestry"  brick,  imported,  $25 
to  .$35;  local  Rug,  $2();  sand-lime  brick,  $10.25 
f.o.b.  car  at  King  Edward  Siding;  $9.00  f.o.b. 
car  or  wagon  at  plant.  Paving  brick,  local 
manufacturers  not  quoting  prices  at  present, 
imported  paving  squares,  delivered  at  job 
in  Toronto,  best  quality  $80,  second  quality 
$75,  third  quality  $70.  (These  prices  are 
merely  approximate,  as  no  sales  are  recorded). 
Sun-Tex  face  brick,  $20  to  $30  at  plant,  $24 
to  $34  delivered,  price  depending  on  color 
and  texture.  Denison  interlocking  hollow 
tile,  $80  per  M.  at  plant,  $97.50  delivered. 
Lots  over  100,000,  $75. 

Fire  brick— $65  to  185  per  M.,  according  to  qual- 
ity.    Fire  clay,  $15  per  ton. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 
Toronto  prices,  F.O.B.  Car  : 
Crushed  stone— 2  in.,  $1.55;  1  in.,  $1.75;  Vn  in., 

$1.75;  rubble  stone,  in  car  lots,  $1.55  per  ton, 

f.o.b.  car. 

Sand — for  cement  or  brick  work,  $1.10  per  ton, 
f.o.b.  Toronto. 

Gravel— Pit  run,  $1.10  per  tun,  fo.li.  'I'oninlo; 
screened,  $1.50  per  ton,  f.o.b.  Toronto. 

LUMBER  (BUILDING  MATERIAL) 
Toronto  retail  prices,  delivered. 

Hemlock— 2  x  4  in.  to  2  x  10  in.,  12  and  14  ft. 
long,  $39;  10  and  16  ft.,  $40;  2  x  12  in.,  12 
and  14  ft.,  $40;  10  and  16  ft.,  $41;  1  x  4  in. 
and  1  X  5  in.,  T.  and  G.,  $42 ;  1  x  6  in.,  T. 
and  G.,  $43;  No.  2,  $5  less  than  No.  1.  Siz- 
ing, $1  per  M.  extra. 

Pine — Box,  1  x  4  in.  and  1x5  in.,  $45;  1x6 
in.,  .$48;  1x8,  $50;  1  x  10,  $55;  1  x  12,  $55; 
Shelving,  1  x  4  in.  and  5  in.,  $56;  1  x  6,  $60; 
1  X  8,  $65;  1  X  10,  $70;  1  X  12,  $75;  2x4 
in.,  10  to  16  ft.  long,  common,  $46;  2x6, 
$48 ;  2  X  8,  $50 ;  2  X  10,  $52 ;  2  x  12,  .$54.  No. 
1  flooring,  $58;  No.  1  V  or  beaded  sheeting, 
.$60.  Pine  trim,  4  in.  casing,  $2.75  per  100 
ft.;  5  in.  ditto,  $3.25;  8  in.  pine  base,  $4.75; 
4  in.  pine  window  stool,  $4.00. 

Spruce — 10  to  16  ft.  long,  rough,  1  x  4  in.  and 
2x4  in..  $46;  1  X  6  and  2  x  6.  $48:  1  X  8 
and  2x8,  $50;  1  x  10  and  2  x  10,  $52 ;  1  x 
12  and  2  x  12,  $54. 

Dimension  Timber  (B.C.  fir)— 10  x  10,  10  x  12, 
10  X  14.  10  X  10,  12  X  12,  12  x  14,  12  x  16,  14 
X  10,  16  X  16,  $65;  12  x  18,  12  x  20,  14  x  18, 
14  X  20,  16  X  18,  16  X  20,  18  x  18,  18  x  20, 
$70.  These  prices  apply  to  lengths  up  to  32 
ft.;  32  to  35  ft.,  $3  per  M.  extra;  36  to  40 
ft.,  $5  per  M.  extra. 

Shingles- XXX  B.C.,  $5.50;  XX  B.C.,  $4.50;  N. 
'  B.  extras,  $6.00;  N.  B.  clears,  $5.75;  No.  1 
pine  lath.  .$7.00;  No.  2  pine  lath,  $6.50;  No.  1 
spruce  lath,  $5.75. 

STEEL  AND  IRON 
Steel  and   Iron  Bars- $.''..2.%  to  $7.<:0  base;  twist- 
ed and  deformed,  $5.60. 
hapes— Over  35  lbs.  per  yard,  $4.80  per  100  lbs. ; 
Mtuln  .'i.'i  lbs.  jicr  vaul,  $.''>.2.".  to  $.'>..'ill  i.c,  1110 


Plates — 6  ins.  and  over  and  under  30  ins.,  $7.50  per 
100  lbs. ;  30  ins.  and  over,  $8.50.  Tank 
and  boiler  plates — %  in.  and  over  and  under 
36  ins.,  $10.00;  36  ins.  and  over,  $6.70. 
Gauge  plates— No.  10,  $11.50;  No.  12,  $8.60; 
No.  14,  $8.65  per  100  lbs.  Black  American 
Bessemer  Plates— 28  gauge,  $8.40  per  100  lbs. 

Flats— 6  ins.  wide  and  under,  $6.00  per  100  lbs. 

Rivets — Button  and  cone  head — base  for  J4  in. 
and  up,  $8.50. 

Extras — 1/lOc  per  lb.  extra  for  cutting  to  length, 
for  plate  less  than  'A  in.  thick,  for  angles 
less  than  5  in.  combined  legs  and  beams  and 
channels  under  6  ins.,  for  18,  20,  and  24  in. 
beams;  1/lOc  to  %c  per  lb.  extra  for  all 
Bethlehem  sections. 

Galvanized  iron — 28  gauge,  $8.75. 

Cast-iron  pipe — Standard  prices,  carload  lots, 
f.o.b.  Toronto:  4-in.  $78  to  $79  per  net  ton; 
6-in.  and  up  $75  to  $76.  Lower  price  for 
Class  B.  Higher  price  for  Class  A  and  gas 
pipe.     Less  than  car  lots,  $2  extra. 

SEWER  PIPE 

Sewer  pipe — Toronto  prices  (wholesale),  with  dis- 
counts as  below,  f.o.b.  factory — 4  in.,  30c  per 
ft.:  6  in.,  45c;  8  in.,  70c;  9  in.,  90c;  10  in., 
$1.05;  12  in.,  $1.35;  15  in.,  $1.80;  18  in., 
.$2.50;  20  in.,  $3;  22  in.,  $4;  24  in.,  $4.50. 
Discnmits — t  in.  t(i  0  in.  standartl.  6.S  pci 
cent.  ;  111  in.  to  24  in.  standard,  (i5  per  cent.  ; 
I.'')  in.  to  24  in.  double  strength.  60  per  cent. 

Tile  wall  coping — 8  or  9  in.  wall,  50c  per  ft. ;  12 
in.  or  13  in.  wall,  75c  per  ft. ;  18  in.  wall, 
$1.50  per  ft. ;  carried  in  6,  12,  18,  and  24  in. 
lengths.    Discount  65  per  cent. 

PAINTS  AND  OILS 
White  lead — ground  in   oil,  less  than  ton  lots, 
$16.05  per  100  lbs.;  ton  lots,  $15.70  per  100 

lbs. 

Boiled  linseed  oil — in  bbls.,  $1.58  per  gal.  of  9  lbs. 

Raw  linseed  oil — in  bbls.,  $1.55  per  gal.;  red  lead, 
dry,  $19  per  100  lbs.  ;  putty  in  bulk,  $6.05  per 
100  lbs. ;  in  100-lb.  drums,  $6.90,  putty  in 
25-lb.  tins,  $6.90  per  100  lbs. ;  steel  sash 
putty  in  25-lb.  tins,  $7.15  per  100  lbs. ;  tur- 
pentine, in  bbls.,  73c  per  Imp.  gal.,  based 
on   southern  gauge. 


MONTREAL  PRICES 

CEMENT,  LIME,  AND  BRICK 
Cement — $3.10    steam    car    load    lots,  including 

sacks,  less  5  per  cent,  for  cash. 
Lime — Hydrated,  $20  per  ton;  lump,  $15. 
Brick — No.  1  pressed,  $18;  No.  2  pressed,  $15; 

Manganese  rustic,  $20;  buflf  rustic,  $20;  red 

rustic.   No.   1,  $15;   red   rustic.  No.   2,  $13; 

buflf  (smooth),  $21;  buff  (rough),  $20;  plastic 

$12.25. 

Concrete  Brick— grey  $22,  red  $22,  buff  $23,  white 
$45,  plain  pressed  $12  per  thousand,  all  f.o.b. 
Works,  Mascouche,  P.Q. 

CONCRETE  SEWER  PIPE 
Straight  pipes  (per  foot)  :  not  reinforced,  8-in. 
26c;  9-in.  30c;  10-in.  .34c;  12-in.  40c;  16-in. 
60c;  18-in.  74c.  Reinforced,  18-in.  90c;  21- 
in.  $1;  24-in.  $1.20;  30-in.  $1.60;  36-in.  $2.40; 
42-in.  $3;  48-in.  $4.20. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in.,  $1.40;  ii-in.  $1.65;  Ji  '"- 

$1.7.5  per  ton,  delivered. 
Sand — $1  per  ton,  car  load,  on  cars. 
Gravel — $1.20  per  ton  f.o.b.  cars. 

STEEL  AND  IRJDN 

Steel  angles — 3  in.  x  3  in.  and  up,  .$5.75;  1  in. 
X  1  in.  X  %  in.,  25c  extra;  54  in.  x  ii  in. 
X  %  in.  .50  cents  extra.  Boiler  plates — 14  in. 
thick  and  tliickcr,  .$0.00.  Circular  plates  - 
Flange  quality,  .36  in.  dimension  and  over, 
$12.50;  under  .36  in.  diameter,  $13.00.  Beams 
and  channels — Under  35  lbs.,  per  yd.,  $5.75; 
.35  lbs.  per  yd.  and  over,  $5.!50;  f.o.b.  Mont- 
real, net  cash,  nominal.  Corrugated  iron — 26 
range,  .$9.00;  28  gauge,  $8.25  per  100  sq.  feet. 


subject,  to  change  without  notice.  Copji 
bearing  sheets  —  Keystone  black,  28  U.  ' 
gauge,  $6.50  per  100  lbs.  nominal. 

SEWER  PIPE 

Straight  pipe  (per  foot) — 4  in.,  30c;  6  in.,  45c 
in.,  70c;  9  in.,  85c;  10  in.,  $1.05;  12  in.,  $1.| 
15  in.,  $L80;  18  in.,  $2.50;  20  in.,  $3;  22  i 
$4;  24  in.,  $4.50;  27  in.,  $6.50;  30  in.,  $7.1 
Channel  pipe  (4  in.  to  30  in.)  24c,  36c,  5( 
72c,   84c,   $1.08,   $1.44,   $2.00,   $2.40,  $3.1 
$3.60,  $5.20,  $5.75.    One-eighth  bends  (4  • 
to  30  in.),  $1.20,  $1.80,  $2.80,  $3.60,  $4.1 
$5.40,  $7.20,  $10,  $12,  $16,  $18,  $26,  $2 
'A,  $1.20,   $1.80,  $3.15,   $4.05,   $4.75,  $6.11 
$14.40,  $20,  $24,  $32,  $36,  $52,  $57.60.  Dout 
collar,  90c,  $1.35,  $2.10,  $2.55,  $3.15,  $4.1 
$5.40;  slant  1  foot  long  side   (4  in.  to  ' 
in.),  90c,  $1.35,  $2.10,  $2.55,  $3.15,  $4.e 
$5.40.    Single  branch  (6  in.  to  9  in.),  3  f 
$2.25,  $3.50,  $4.25;  2  and  2>4  ft.  (4  in.  to  I 
in.),  $1.35,  $1.80,  $3.15,  $3.85,  $4.75,  $6.1 
.$8.10,  $11.25,  $13.50,  $18,  $20.25,  $32.50,  $3 
Single  squares  (4  in.  to  30  in.)  ditto.  Douhj 
branch  and  double  square  and  Y  pipe  (4  in. 
.30  in.),  $1.80,  $2.70,  $4.90,  $6.30,  $7.35,  $10.8i' 
$14.40,   $20,   $24,   $32,   $36,   $45.50,  $50.4 
Syphon,  cesspool,  and  buchan  trap  (4  in. 
15  in.),  $.3,  $4,  $7,  $9,  .$10.50,  $18.  Doub 
syphon,  running  trap,  and  hand  hole  trap  i  ■ 
in.  to  12  in.),  $3,  $4,  $7,  $9,  $10.50,  $11. 

These    prices    are   subject    to   a    discount    of   ;  > 
per  cent,  for  less  than  car  load  lots  deliverer 
and  a  discount  of  from  .W  to  .53  |ier  cent.  f( , 
car  load  lots  f.o.b.  Montreal.  j 

SUNDRIES  \ 

Hard  wall  plaster — $17  per  ton.  Plaster  of  Par  :| 
$3.15  per  blil..  both  less  5  per  cent,  for  cas!* 
Rope — Best  Manilla,  39c  basis  per  pounri  < 
British  Manilla,  33c  basis;  sisal  rope,  2754 iS 
basis;  lath  yarn,  2T'/2C.  Boiled  linseed  oil-;> 
in  barrels,  .$1.95  per  gal.  of  9  lbs.  Raw  liij^ 
seed  oil — in  barrels,  $1.92^4  per  gal. 


WINNIPEG  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — Portland,  $4.00  per  bbl. ;  mortar  ciil 
ment,  (54c  per  70-lb.  bag,  in  ton  lots;  Keened 
$6.45  to  $13.55  per  bbl.,  depending  on  quaj 
ity.     (All  prices  include  bags). 

Lime — White  or  grey,  in  bulk,  45c  per  bushell 
per  barrel,  $2.10  to  $2.40. 

Hydrated  Lime — In  paper  bags,  $16.35  per  ton] 
in  cotton  bags,  $19.55.  | 

Brick — No.  1  dry  pressed,  red  and  buff,  $351 
common  red  stock,  $25;  common  grey  stoclH 
$12;  No.  1  enamelled  brick,  all  colors,  frorJ 
$100;  sand  lime,  $12;  firebricks,  $70  to  $9C| 

CRUSHED  STONE,  SAND,  AND  GRAVEL 
(Including  delivery) 

Crushed  stone — Ij^-in.  to  2-in.,  $2.60  per  yard! 

M-in.  to  1-in.,  $2.85;  stone  dust,  $2.65;  rub'| 

ble  stone,  $14.20  per  cord. 
Sand,  gravel  and  torpedo  sand — $2.10  per  yard. 
Crushed  granite — IVi  and  2-in.,  $2.65;  Vi-in.  am] 

1-in.,  $2.90;   54 -in.  and  dust,  $3.20. 
Gravel — Per  yard,  delivered,  $1.85. 
Crushed  Granite — 1J4  and  2-in.,  $2.65;  ^^-in.  anil 

1-in.,  $2.90;  54-in.  and  dust,  $3.20. 

LUMBER  (BUILDING  MATERIAL) 
(Including  delivery) 
(15  per  cent,  discount  for  cash) 
Flooring — No.  2  red  pine,  4  in.,  $43;  6  in.,  $46 
No.  3  red  pine,  4  in.,  $38;  6  in.,  .$40;  No.  *, 
red  and  white  pine  or  spruce,  4  in.,  $28|  ( 
in.,  $32;  No.  1  and  2  fir,  edge  grain,  3  in. 
$60;  4  in.  and  6  in.,  $55;  No.  3  fir,  edge  am 
flat  grain,  4  and  6  in.,  $45;  No.  4  fir  ship 
lap  grade,  4  and  6  in.,  $32;  common  2  x  ( 
pine,  spruce  or  fir,  4  and  6  in.,  $33;  No.  ! 
white  pine,  4  and  6  in.,  $55;  No.  3,  $45;  No 
2  red  pine,  4  and  6  in.,  $46;  No.  3,  $40;  No 
4,  $32;  No.  5,  $24. 

Dimension  timber  (No.  1  pine,  spruce,  tamaraci 
fir  or  cedar)— 8  x  8,  8  x  10,  10  x  10,  10  Jl 
12,  12  X  12,  .$38;  10  x  14.  14  x  14,  14  x  16, 
6  X  10,  6  X  12,  8  X  12,  $.39;  10  x  16,  12  x  18, 
16  X  16,  14  X  18,  16  X  18,  18  x  18,  20  x  JO, 
.$40;  6  X  14,  8  X  14.  12  x  IS,  IS  x  20,  .$42;  « 
X  16,  6  X  18,  6  X  20,  8  X  16,  8  x  18,  8  x  20, 
10  X  18,  10  X  20,  12  X  20,  14  x  20,  16  x  20, 
$43. 

(Continued   on   page  .SS) 
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RAILS  BILLETS 
Concrete  Reinforcement  Bars 

Plain  Round,   Square  and  Cold  Twisted  Squares 

DOMINION  IRON  &  STEEL  COMPANY 

BAR  STEEL 


LIMITED 


Warehouse  Stock*  t 

Sale*  Office*  : 

SYDNEY,  N.  S. 

SYDNEY,  N.  S. 

Mills  and  General 

MONTREAL,  QUE. 

MONTREAL 
112  St.  James  St. 

Offices  I 

TORONTO,  ONT. 

TORONTO 

SYDNEY.  N.  S. 

FT.  WILLIAM,  ONT. 

18  Wellington  St.,  E. 

WIRE  NAILS 


and  other 


WIRE  PRODUCTS 


STRUCTURAL  STEEl 


BRIDGES 


We  have  the  organization  to  plan 
and  execute  a  steel  construction 
to  give  that  lasting  satisfaction 
expected  from  the  best. 

Write  us  for  an  estimate  on  y')ur 
work. 

We  also  make  Steel  Tanks 
for  all  purposes 


MacKinnon^  Holmes  &  Co.,  Limited 

SHERBROOKE,      -  QUEBEC 
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CURRENT  PRICES  OF  BUILDING  AND  ENGINEERING  MATERIALS— continued 


(Continued  frowi  page  56) 
Pine — 1  in.  common,  6  to  10  in.,  $105;  12  in., 
$110;  pine  trim  4  in.  casing,  $3.70  per  100 
ft.;  5%-in.  ditto,  $4.40;  8-in.  pine  base,  $6; 
10-in.,  $7;  4-in.  pine  window  stool,  $7.50. 
Shingles— No.  I  B.  C.  cedar,  $4;  No.  2,'  $3.50; 
No.  1  B.  C.  cedar  dimension,  $5.50;  hand- 
sawn,  $7. 

STEEL  AND  IRON 

Steel — Round  bars,  $5.25  per  100  lbs. ;  square 
twisted,  $5.25  per  100  lbs. ;  channels  and 
angles,  $5.50;  beams,  $5.25;  plates,  $8.25  per 
100  lbs. 

Cast  Iron  Pipes — Standard  price,  car  load  lots, 
f.o.b.  Winnipeg,  $38  per  ton. 


SEWER  PIPE 

Sewer  Pipe — Wholesale  price  f.o.b.  Winnipeg,  per 
ft.,  3  in.,  9  cents;  4  in.,  11  cents;  5  in.,  16 
cents;  6  in.,  18j^  cents;  8  in.,  30  cents;  9  in., 
35  cents;  10  in.,  40  cents;  12  in.,  50  cents; 
15  in.,  75  cents;  18  in.,  $1.00;  20  in.,  $1.50; 
24  in.,  $2.00. 

SUNDRIES 
(Including  delivery) 

Hard  Wall  Plaster— $19  to  $22.50  per  ton;  Plaster 
of  Paris,  $20.50  per  ton  ;  in  barrels,  $4.40  per 
bbl.  of  320  lbs. 

Plasterers'  Hair— $3.30  per  bale;  90c  per  bushel. 


PAINTS  AND  OILS 

$2.00  per  gal. 


of  9 


Boiled  linseed  oil — In  bbls., 
lbs. 

Mixed  Paint— Per  gal.,  $3.55  to  $3.85. 

Raw   linseed   oil — In   bbls.,   $1.98   per   gal. ;  red 

lead,  dry,  $15.00  per  100  lbs.;  in  oil,  20^c; 

putty  in  bulk,  Standard,  $5.00;  Pure,  $6.00; 

Turpentine,  in  bbls.,  95c  to  $1.00. 
White  lead— Groiind  in  oil,  $16.85  per  100  lbs. 


VANCOUVER  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — Grey  Portland,  $2. SO  per  bbl.  f.o.b.  ware- 
house, sacks  extra ;  Keens  cement,  $9.00  per 
bbl,  sacks  extra;  fine  white,  $8.00  per  bbl.  of 
300  lbs. ;  superfine,  white,  $9.50  per  bbl. ; 
white  Portland  cement,  $2.80  per  bbl.  of  250 
lbs.,   sacks  10c  extra,   f.o.b.  Vancouver. 

Lime — $1.00  per  bbl.  f.o.b.  warehouse  or  delivered. 

Brick— Common  red  brick,  $14.50  to  $16.00  f.o.b. 
warehouse;  $14.00  and  up  in  car  lots  f.o.b. 
Vancouver;  pressed  red  brick,  f.o.b.  wharf 
Vancouver ;  pressed  buflJ  brick,  $40  at  ware- 
house; $33  in  car  lots;  tapestry  brick,  $45  at 
warehouse ;  impervious  brick,  $45  f.o.b.  build- 
ings; fire  brick,  $45  in  car  lots,  $50  in  ware- 
house ;  fire  clay,  $16.00  per  ton  in  car  lots. 

SAND  AND  GRAVEL 

Sand — Brick  and  plaster  sand  $2.50  per  cu.  yd. 

f.o.b.  bunkers. 
Gravel — $2.50  per  yard  delivered. 

LUMBER  (Building  Material) 
Vancouver  prices,  f.o.b.  mills: 

Dimension  timber — Douglas  fir — 8  x  8,  $25 ;  10  x 
10,  $25;  10  x  12,  $25;  10  x  14,  $25.50;  12  x 
12,  $25;  14  X  14,  $25,50;  14  x  16,  $26.50; 
G  x  10,  $25.50;  6  x  12,  $26;  8  x  10,  $26;  8  x 
12,  $25.50;  10  x  16,  $27;  12  x  16,  $27;  16  x 
16,  $26.50 ;  6  X  14,  $27 ;  8  x  14,  $27 ;  12  x  18, 
$28;  18  x  20,  $29 ;  6  x  16,  $28;  8  x  16,  $28; 
10  X  18,  $28;  18  x  20,  $29;  14  x  20,  $28.50; 
16  X  18,  $28.50;  16  x  20,  $29.50;  18  x  18, 
$28.50;  20  x  20,  $28.50. 

Fir  Flooring — 1  x  3  edge  grain,  $44 ;  1  x  4  edge 
grain,  $44;  1  x  4  flat  grain,  $32;  No.  1  and 
2,  1-inch  clear  fir  double  dressed,  $42;  No.  1 
and  2,  1]4  and  IH  inch  fir  double  dressed 
.$42;  2-inch  fir  double  dressed  $42;  fir  lath, 
.$4.50;  spruce  lath,  $5.75;  cedar  lath,  $5.25; 
XX  B.  C.  cedar  shingles,  $2.15;  XXX,  $3.00; 
XXXXX,  $3.00. 


STEEL  AND  IRON  | 

Vancouver  prices  f.o.b.  warehouse: 
Steel — (round  and  square  bars)  $5.50  base;  twi 
ed  and  deformed,  $5.50  base;  structural  si 
tions,  .fS.OO. 

Galvanized  iron— 28  gauge,  $10.85  per  100  lbs.  I 
Corrugated  iron — 26  gauge,  6,  7  and  8  ft.  shee 
$9.90;   9   and   10  ft.   sheets,  $10.05  per  i 
ijlack  steel  sheets,  24  gauge,  $8.60  per  1 
lbs. 

Steel  angles—  .$8.00  per  100  lbs.,  depending 
size,  quantity  and  specifications. 

Steel  channels,  beams — $8.00  per  100  lbs.,  depeii 
ing  on  size,  quantity  and  specifications. 

Steel  plates— $12.00  to  $15.00 

SEWER  PIPE 

Sewer  pipe — Vancouver  prices  f.o.b.  warehout 
4-in.,  15c  per  ft.;  6-in.,  23c  per  ft.;  8-in.,  a 
ft.;  10-in.,  45c  ft.;  12-in.,  55c  ft.;  15-h 
$1.10  ft.;  18-in.,  $1.30  ft.;  20-in.,  $1.55  ft 
24-in.,  $2.30  ft.   (all  net  prices).  1 


SUNDRIES 

Hard  wall  plaster — $16.50  in  car  lots  f.o.b.  V«i 

couver,  bags  extra. 
Hydrated  lime— $16.00  in  car  lots. 
Alca  lime — $16  per  ton. 
Plaster  of  Paris — Hammer  brand,  $4.50  per 
Finishing  Plaster — $19  per  ton,  sacks  extra. 
Welsh  slate — $15.00  per  square,  f.o.b.  Vancouvjjj 
Rope,  Manilla,  Vs  in.,  39c  base;        in.,  39^ 

ii  in.,  40c;  H  in.,  405^c;  2nd  grade,  33J5 

base;  sisal  rope,  28}4c  base. 

PAINTS  AND  OILS 

$2.00  per  gal.  of 


Boiled  linseed  oil — In  bbls., 
lbs. 

Mixed  Paint— Per  gal.,  $3.55  to  $3.85. 

Raw  linseed  oil — In  bbls.,  $1.98  per  gal.;  re 
lead.dry,  $15.00  per  100  lbs. ;  in  oil,  20}4c. 
putty  in  bulk.  Standard,  $5.00;  Pure,  $6.00| 
Turpentine,  in  bbls.,  $95c  to  $1.00. 

White  Lead— Ground  in  oil,  $16.85  per  100  lbs. 


wer 


Se 
Pipes 


ALL  SIZES  OF  PIPES  and  CONNECTIONS  from  4  inch  to  30  inch  always  IN  STOCK 

High  Grade  Salt  Glazed  Vitrified  Sewer  Pipes  and  connections  are  a  specialty 
with  us.  We  also  manufacture  culvert  pipes,  inverts,  flue  linings,  stove  linings, 
fire  bricks,  locomotive  blocks,  guUey  traps,  range  bricks,  cupola  linings,  wall 
coping  and  all  kinds  of  vitrified  and  fire  clay  goods.  Prompt  shipments  on  all 
goods. 

Vitrified  Hollow  Building  Blocks 
Ground  Fire  Clay,  in  Bulk  or  Bagged. 
"Amco"  Segment  Sewers— From  30"  to  108"  diameter 
Send  for  Illustrated  Book  on  "Building  Segment  Sewers" 

Standard  Clay  Products  Limited 

THREE  SEVIER   PIPE    FACTORIES  :  St.  JohuS,  P.  Q.,  aud  NcW  GUsgOW,  N.  S. 

ALSO   FIRE  CLAY  FACTORY  AT  ST.   JOHNS,    P.  Q. 
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Canada  Iron  Foundries,  Limited 


CAST  IRON  PIPE 


Head  Office 


Mark  Fisher  Building 
MONTREAL 


Car  Wheels,  Cast  Iron  Water  and  Gas  Pipe,  Specials,  Valves,  Hydrants,  etc.,  Casting^s 
of  all  kinds,  Mooring:  Bollards  for  both  Concrete  and  Wooden  Docks 


Made  in  Canada 
Conduit 


Orpen  Conduit  Co.,  Limited 


Toronto 


Engineers  &  Contractors,  Limited 

102  Prince  William  Street,  ST.  JOHN,  N.  B. 


E.  R.  REID,  President 


E.  M.  ARCHIBALD,  Chief  Engineer 


The  Moncton  Bridge  Foundations 

were  built  by  our  firm 

We  areequipped  both  in  plant  and  organization,  for  difficult  foundation  work,  water  power  develop- 
ments, tunnels,  industrial  plants,  etc. 
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Civil 

Electrical 
Mechanical 


Directory  of  Engineers 


Contractors 

Special 

Interests 


Chipman  &  Power 

Civil  Engfineers 

TORONTO  WINNIPEG 

Willis  Chipman.      Geo.  H.  Power. 


James,  Loudon  &  Hertzberg,  Ltd. 

CONSULTING  ENGINEERS 
36  Toronto  Street     -     TORONTO,  CAN. 

Water  Supply  ami  I'uritication ;  Sewerage 
Systems;  Municipal  and  Trade  Waste 
J^isposal  Plants;  Incinerators;  Pavements; 
l!vidges  and  Structural  work,  including 
Reinforced  Concrete. 


Anglins  Limited 

Contracting  Engineers 

65  Victoria  St.  MONTREAL 


H.  J.  Griswold, 

Montreal. 


B.  W.  Seton, 

Toronto. 


DOMINION  ENGINEERING 
&  INSPECTION  CO. 

Inspecting  and  Testing  Engineer! 
Head  Office  and  Laboratories, 
S80  Lagauchetiere  St.  West,  Montreal. 

BRANCH  OFFICES: 
24  Adelaide  Street  East_,  Toronto. 
806  Union  Trust  Building,  Winnipeg 
CEMENT  TESTING  AND  REIN- 
FORCED CONCRETE  INSPECTION 
MILL,  SHOP  AND  FIELD  INSPEC- 
TION OF  STEEL  STRUCTURES 
AND  BRIDGES 
TESTS  AND  INSPECTION  OF  IRON 

AND  STEEL  PIPE,  ETC. 
LOCOMOTIVES,   CARS,  NEW  AND 
SECOND-HAND  EQUIPMENT 
■Repreiented  at  New  York,  Pittiburgh  and 
Chicago;  Glasgow  and  London,  Eng. 


T.  S.  Grilifitlis    N.  II.  Manning    L.  J.  Rogers 

CANADI\N  INSPECTION  and 
TESTING  COMPANY 

Inspecting,  Testing 
Metallurgical  &  Chemical  Engineers 

Mill,  Shop  and  Field  inspection  of  bridges 
and  stnictinal  work.  Mill  inspection  of 
rails  and  tiack  siii)plies.  Foundry  inspec- 
tion of  castings,  pipes,  etc.,  expert  exam- 
ination and  reports. 

Our  Physical,  C!heinical  and  Cement  Lab- 
oratories are  fully  erpiippcd  (o  unrlerfako 
all  kinds  of  tests. 

Principal  Offices  and  Laboratories 
MONTREAL    and  TORONTO 


R.  S.  &  W.  S.  LEA 

Consulting  Engineers 

Water  Supply  ;  Sewerage  and  Drainage  ;  Water 

Purification;  Disposal  of  Sewage  and  Refuse ; 

Water  Power  Developments  and  Power  Plants. 
Reports,  Designs,  Supervision  of  Construction 
New  Birk*  Bldg.  Telephone 

MONTREAL.  P.Q.  Uptown  783 


FRANK  BARBER 

Bridge  and  Structural  Engineer 

Steel  and  Reinforced  Concrete  Bridges  and 
Buildings,    Foundations,    Municipal  Work 

40  JARVIS  STREET,  TORONTO 


Robert  W.  Hunt 
President 


Charles  Warnock 
Treas.&Gen'IMgr. 


Robert  W.  Hunt  &  Co. 

Limited 

Consulting  and  Inspecting  Engineers, 
Chemists  and  Metallurgists 

Expert  inspection  and  tests  of  all  structural 
materials  and  mechanical  equipment. 

Reports  on  Properties  and  Processes 

Head  Oflfice"and  Laboratories: 
McGlll  Building,  Montreal 
Branches : 

Toronto         Vancouver         London,  England 


GENT  &  CO.,  Ltd, 

"FARADAY  WORKS" 

LEICESTER  —  ENGLAND 

WATER  LEVEL 
INDICATORS 

CABLES  :  "  LODESTONE,  LEICESTER." 


Power  &  Son, 


Architects  and  Building  Surveyors 

Merchants  Banl<  Chambers, 

Kingston,  Canada 


Reid  &  Brown  Structural  Steel 
&  Iron  Works,  Limited 

We  carry  a  large  stock 

Steel  Beams,  Channels,  Angles, 
Plates,  Columns,  etc. 

EOR  IMMEDIATE  SHIPMENT 
Office. nd  Works-63  Esplanade  E,  TORONTO 

Phonos -Main  904  and  90.S 


R.  O. 
WYNNE  -  ROBERTS 
Consulting  Engineer 

40  JARVIS  STREET 

TORONTO 

Water  Supply,  Sewerage,  Sewage  Dis- 
posal, Civic  and  General  Engineering, 
Arbitrations,  Investigations,  Valuations, 
Reports,  etc. 


SASH 

OPERATING  MACHINERY 

of  all  kinds 

^-'^^-^  KING  CONSTRUCTION  CO. 
b  40  DovercourtRd.,  TORONTO 


Milton   Hersey  Co.,  Ltd. 

Engineers,  Chemists,  Inspectors 

PAVING 

designed,  superintended.  Inspected. 
Montreal  Wipnipeg  New  York 


Crushed  Cut 

Stone  (ll^^gl)  Stone 
BRICK  ^^^F  SAND 

T.  A.  Morrison  &  Co.,  "".^jSVi^iyEAL"'- 


This  Directory 
will  bring  you 
BUSINESS 

Keep  your  name  and  your  busi- 
ness prominently  before  live 
prospects  by  placing  an  an- 
nouncement in  our  "Directory  of 
Engineers."  Rates  and  inform- 
ation will  be  sent  on  request. 

Contract  Record 

&  Engineering  Review 
347  Adelaide  St.  W.  TORONTO 
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Built  for  C.P.R. Montreal 


CANADIAN 
CHICAGO  BRIDGE  &  IRON  CO. 

Limited 
BRIDGEBURG.  ONTARIO 
Our  Specialty  is  the  Design,  Manufacture 
and  Erection  of  Elevated  Steel  Tanks 
for  Municipal,  Railroadand  Factory  Service. 
We  also  design,  manufacture  and  construct 
Oil  Tanks,  Coaling  Stations,  Bridces,  Turn- 
tables, Building  and  Structural  Ntaterial. 

"Write  our  nearest  Sales  Office  for  prices,  plans 
and  specifications.  Our  catalogue  No.  15  gladly 
mailed  to  you  upon  request." 

Sales  Offices:— 
BridseburB,  Ontario.  130  Janet  Street 

Chicsgo.  Illinois.   1306  West  105th  Street 
Nfw   York,  N.  Y..  SO  Church  Street 

Sbops:— BridseburK,  Ont. 
Chicago,  111.  Greenville,  Pa. 


I  The  Maritime  Bridge 

Company,  Limited 

Manufacturers  and  Erectors  of 

Steel  Railway  and  Highway  Bridges, 
Buildings,  Girders,  Trusses,  Towers, 
Turntables,  Tanks,  Smoke  Stacks, 
Riveted  Pipe,  and  Structural  Steel  and 
Plate  Work  of  all  descriptions. 

We  have  the  only  complete  stock  of 
Steel  Shapes,  Plates  and  Bars  in  the 
Maritime  Provinces. 

Office  and  Plant: 

New  Glasgow,  Nova  Scotia 


"Galvaduct"  and  "Loricated" 

Conduits 


for  Interior  Construction 


Conduits  Company,  Limited 

Sole  Manufacturers  under  Canadian  and  U.  S.  Letters  Patent 


Toronto 


Canada 


Have  You  Considered 

the  advantages  of  installing  S  i  ANi>AKi>  St»!ei  Tape 
Armored  Cables  directly  in  the  ground  without  con- 
duits or  manholes?  There  arc  many  ways  in  which 
such  cables  can  be  employed  with  great  economy. 

'     IVri/e  our  nearest  office  /or  full  information. 
Standard   Underground   Cable  Co. 

of  Canada,  Limited 


Montreal,  Que. 


Hamilton,  Ont. 

Toronto.  Ont. 


Seattle.  Wa 


STRUCTURAL  STEEL 

and 

BRIDGE  BUILDERS 


Capacity  18,000  Tons. 

We  build  and  erect  all  kinds  of  Structural  Steel,  Bridges, 
Roof  Trusses,  Bank  and  Office  Railings,  Stair 
Work.  Elevator  Grilles,  Fire  Escapes,  etc. 

Over  5.000  Tons  in  Stock  of 
Beams,  Column  Sections,  Angles,  Tees,  Plates,  Bars, 
Checkered  Floor  Plates,  etc. 

McGregor  &  Mclntyre,  Limited 

1139  Shaw  St.  -  -  TORONTO,  CAN. 

Telephone  Hillcrest  1614—1615—1616. 


BITUNAMEL 

Unsurpassed  for  waterproofing  foundations  and  prevenl- 
ing  rust  and  corrosion  on  exposed  iron 
and  metal  work. 

WRITE  FOR  SAMPLE 

The  Ault  &  Wiborg  Co.  of  Canada 
Ltd.,  Varnish  Works 


Montreal 


TORONTO 


Winnipeg 
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Makes  roads  last  longer 

Fluxphalte  is  the  best  macadam  road  preservative.  Being  used  by  road  com- 
missioners and  contractors  all  over  Canada  with  finest  results.  Binds  the  sur- 
face of  roadway  so  that  no  dusting  occurs.  Makes  surface  smooth  as  asphalt 
pavement  and  keeps  it  in  this  condition.  Saves  expense  of  repairs  and  constant 
attention. 

Send  for  free  booklet  and  further  details. 


3@iE  ea«wMfl§MTa  f@E 
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To  Secure 
ECONOMY  and  DURABILiTY 

Construct  Your 

SEWERS 

from 

Reinforced  Concrete  Pipe 

Manufactured  by 

Dominion  Concrete  Co. 

Limited 

KEMPTVILLE       -  ONTARIO 

"Better  good  pipe  at  a  fair 
price  than  poor  pipe 
at  any  price. " 


N.  B.  The  adjolnlDe  Illustration  nhows  a  line  of  4Z-ln.  pips 
In  a  trench  ready  (or  fllllnif. 
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:T1jpnbull  Elevator  : 

MANUFACTURING  CO  TORONTO 


TurnbuU 

Elevators 

Economical  and  Practical 


The  leading  elevator  today  is  the  Turn- 
bull.  It  is  the  result  of  many  years  of 
practical  experience  in  the  production 
of  elevators  and  by  experimenting  we 
have  secured  the  maximum  of  strength 
with  the  minimum  of  weight.  TurnbuU 
elevators  are  built  rigid  and  strong; 
THEY  RUN  TRUE  and  are  giving  satis- 
faction wherever  in  use.  TurnbuU  ele- 
vators are  reliable  because  every  inch  of 
material  used  is  inspected  and  tested  by 
experts. 


IVe  will  he  glad  to  supply  literaturcy  plans  and  prices  of  our 
various  models.    Inquire  today 

TurnbuU  Elevator  Manufacturing  Co. 

126  John  St.,  TORONTO,  Ontario 

Montreal  Office         .....         202  Mappin  E.,  Webb  BIdg. 
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Let  us  quote  you  for 

OUR 

WIRE  ROPE 


FOR 


Ships'  Rigging,  Cargo  Falls,  Hawsers 
and  Towing  Lines 

The  Dominion  Wire  Rope  Company,  Limited 

MONTREAL  TORONTO  WINNIPEG 


Use  our 

Industrial  Works  Locomotive 
Coaling  and  Wrecking  Cranes 

and  have 
the  HIGHEST  TYPE  of 

Digging  and  Handling  Equipment 


General  Marine  Supplies 


Winches 

Windlasses 

"Shipmate"  Ranges 


Blocks 

Rigging  Screws 
Marine  Lamps 


^^Hayward'^  Buckets 


for 


Rapid  Loading  or  Unloading 


"Built  to  Dig  and  Last  While  Digging" 


Branch : 
108  Mail  Building 
TORONTO 

Telephone  Adelaide  840 


Head  Office 

MONTREAL 


Wood  Stave  Pipe  and  Tanks 

Wire  Wound  and  Continuous  Wood  Stave  Pipe, 
Wooden  Tanks  and  Silos 

MADE   FROM   BRITISH   COLUMBIA  FIR 


46  in.  Diameter  Continuous  Wood  Stave  Pipe  Installed  by  us  for  the  Hydro-Electric  Power  Commission  of  Ontario 
Wood  Pipe  and  Tanks  made  in  all  sizes— for  Municipal,  Mining,  Irrigation  and  Power  Purposes 

Write  for  Illustrated  Literature  and  Prices 


PACIFIC  COAST  PIPE  CO.,  LIMITED 

Established  1903  1551  Granville  Street  VANCOUVER,  B.C. 
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"BEATTY" 

Auxiliary  Ship  Machinery 


Ash  Hoist  for  ships  now  being  built  in  Canada 
—    Agrents  — 

H  E.  Plant,  Montreal.  Que.  R.  Hamilton.  Vancouver 

E.  Leonard  &  Sons.  St.  Johfi.  N.B.     Kelly-Powell.  Winnipeg 


Cargo  Winches 
Warping 
Winches 
Anchor  Wind- 
lasses I 
Ash  Hoists 

Also 

Hoisting  Engines, 
Electric  Hoists, 
Steel  Derricks, 
Derrick  Irons, 
Clamshell  Buckets, 

Let  us  know  what  you  want 
along  this  line 
We  will  tender  promptly 

M.  BEATTY  &  SONS,  LTD.,  WELLAND 


Now  on  Munitions 

LYMBURNER,  LIMITED 

The  well  known  manufacturers  of  ornamental  metal  work  and 
special  machinery  are  entirely  occupied  making  munitions, 
and  cannot  execute  orders  for  above  work  until  a  later  date, 
when  they  will  be  glad  to  receive  enquiries  and  will  again 
produce  first  class  Metal  Specialties  of  Every  Description — 
Machinery,  Tools  and  Gauges. 


I 

X 


360  St.  Paul  St.  E. 


MONTREAL 
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Everything  in  Rubber 

There  is  hardly  a  rubber  need  that  the 
Dominion    Rubber  System   cannot  supply. 
''Everything  in  Rubber"  is  a  reality  with  us. 
i\  OL  only  IS  our  ime  complete,  but  values  are 
the  best  within  your  reach. 

Behind  all  is  the  Dominion  Rubber  System 
service.     Branches  in  all  the  principal  cities 
in  Canada  make  it  possible  for  you  to  secure 
deliveries  on  the  shortest  notice. 

Put  us  to  the  test  and  judge  for  yourself 
how  complete  and   satisfactory  our  service 
really  is. 

Canadian  Consolidated  Rubber  Co. 

LIMITED 
Head  Office    —  MONTREAL 

BRANCHES  at  Halifax,  St.  John,  Quebec.  Ottawa,  Toronto, 
Hamilton,    Kitchener,  London,  North    Bay,  Fort  William, 
Winnipeg,  Brandon,  Regina,  Saskatoon,  Calgary,  Lethbridge, 
Edmonton,  Vancouver,  Victoria. 

^^^^                  Our  aim  is  to  serve  and  please. 
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Steel  Ball  Bearing  Brick  Paving  Carriers 


are  the  right  help  in 
delivering  the  Brick 
from  the  boulevard 
to  the  setters;  one 
man  performing  the 
service  of  three  or 
four.  It  delivers  the 
brick  in  good  order 
and  at  the  right  time. 
In  use  by  leading 
Paving  Contractors. 

Write  for  our 
catalogue  "R" 


(PATENTED) 


MANUFACTURED  BY 


Canadian  Mathews  Gravity  Carrier  Company,  Limited 


484  Richmond  Street  W. 


TORONTO,  ONT 


Get  Ready  to  Make  Cement  Drain  Tile 


Machine 


"///  r 


London  Tile  and  Sewer  Pipe  Moulds 

Are  made  in  all  sixes  up  1o  10  fl.  in  Diameter. 
Write  for  Catalogue  No.  2  A. 

London  Concrete  Machinery  Co.,  Ltd. 

Dept.  7.  LONDON,  ONTARIO. 
AGENCIES 

R.    R.    Power.    Halifax,    N.S.        Rene   Talbot,    Quebec.  Que. 
The  Foss  &   Hill  Machinery  Company,  Montreal,  Que. 
The  General  Supply  Comiiany  of  Canada,  Ottawa,  Ont. 
The  General  Supply  Company  of  Canada,  Toronto,  Ont. 
The  General  Supply  Company  of  Canada,  Winnipeg,  Man, 
The  B.  C.  Equipment  Company,  Vancouver,  B.C. 


There  will  be  a  .shortage  of  24,000,000 
cement  drain  tile  thi.s  year.  Every  man 
in  the  ])usine.ss  has  more  orders  than  he 
can  handle.  There  are  larger  profits  in 
the  cement  drain  tile  business  than  any 
branch  of  the  concrete  industry. 

Write  for  full  information.    Send  for 
Catalogue  No.  2. 


,7 


Moulds. 
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bending  to  shape    ^  - — .^^^^^^^ 


EXPANDED  METAL 


VERY  HEAVY  STOCK 


STRUCTURAL  STEEL 


CUT  TO  LENGTH 


VIERCHANT  BARS,  PLATES,  SHEETS 

Lath,  Box  Strapping,  Bolts,  Nuts,  etc. 


3AINES  &  PECKOVER 


S^arehouses — 

98-116  Esplanade 


IRON  AND  STEEL  MERCHANTS 

TORONTO 


Yards — 

Harbor  District 
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Acetylene  Gas 

The  Prest-O-Lite  Co.,  Inc. 
Air  Compressors 

Can.  IngersoU-Rand  Co.,  Ltd. 

Canadian  Allis-Chalmers,  Ltd. 
Aluminium 

Spiclmann  Agenciei  Regd. 
Air  Hoists 

Canadian   Ingersoll-Rand  Co. 

Northern  Crane  Works 
Architectural  Iron  Works 

Canadian  Allis-Chalmers  Ltd. 

Canada  Wire  &  Iron  Goods  Co. 

McGregor  &  Mclntyre 
Architectural  Terra  Cotta 

Toronto  Plate  Glass  Imp'tg  Co. 
Asbestos  Shingles 

Asbestos  Mfg.  Company 

Ash  Hoists 

Gillis  &  Geoghegan 

Asphalt 

Asphalt  &  Supply  Company 
Imperial   Oil  Company 

Axes 

Canada    Foundries    &  Forgings, 

Bar  Iron 

Baines  &  Peckover 

Canadian  Steel  Foundries,  Ltd. 

Beam  Spans 

MacKinnon  Holmes  &  Co. 

Blast  Hole  Drills 

Hopkins  &  Co.,  F.  H. 

Blocks  (Wire  and  Manilla  Rope) 
Hopkins  &  Company,  F.  II. 

Blowers  and  Compressors 

Canadian  Blower  and  Forgs  Co. 
Can.  Ingersoll-Rand  Co.,  Ltd. 
Sheldons  Limited 

Boilers 

Beatty  &  Sons,  M. 

Canadian  Allis-Chalmers  Ltd. 

Inglis  Company,  John 

Marsh  Engineering  Works,  Ltd. 

McDougall  Caledonian  Iron  Wks. 

Mussens  Limited 

Waterous  Engine  Works  Co. 

Williams  Machinery  Co.,  A.  R. 

Boiler  Compound 

Beveridge  Paper  Co.,  Ltd, 

Boiler  Covering   (Magnesia,  Asbes- 
tos, Wool,  Felt,  etc.) 

Asbestos  Mfg.  Company 
Boiler  Inspection 

Trades  &  Labour  Branch  Dept., 
Public  Works. 

Boxes — Junction 

Standard  Underground  Cable  Co. 
of   Canada,  Limited 

Brick  Dryers 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Brick  Machinery  and  Supplies 
Sheldons  Limited 

Brick  Manufacturers 

Sun  Brick  Company 
Bridges 

Canadian   Allis-Chalmers  Ltd. 
Bridges  (Steel) 

Canadian  Bridge  Company 

Can.  Chicago  Bridge  &  Iron  Co. 

Canadian  DesMoines  Steel  Co. 

DesMoines  Bridge  &  Iron  Co. 

MacKinnon-Holmes  &  Co. 

Manitoba  Bridge  &  Iron  Works 

Maritime    Bridge  Company 
Buckets 

Beatty  &  Sons,  M. 
'  Hopkins  &  Co.,  F.  H. 

Manitoba  Bridge  &  Iron  Works 
Buckets — Steel 

MacKinnon  Holmes  &  -Co. 

Marsh  Engineering  Works,  Ltd. 

Cable 

Dominion  Wire  Rope  Co.,  Ltd. 
Standard  Underground  Cable  Co. 
of  Canada,  Limited 
Car  Couplers 

Canadian  Steel  Foundries,  Ltd. 


Cable  Terminals 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Cars— Steel  Body 

Hamilton  Bridge  Works  Co. 
Marsh  Engineering  Works,  Ltd. 
Williams  Machinery  Co.,  A.  R. 

Car  Wheels 

Marsh  Engineering  Works,  Ltd. 
Steel  Co.  of  Canada  Limited 

Castings — Grey  Iron 

Marsh  Engineering  Works,  Ltd. 

Casements 

Trussed  Concrete  Steel  Co. 

Cement 

Britnell  &  Company 

Cement,  High  Temperature 

Beveridge  Paper  Co.,  Ltd. 

Cement  Waterproofing 
Barrett  Company 
Ideal  Concrete  Machinery  Co. 
Imperial  Oil  Company 
'Trussed  Concrete  Steel  Co. 

Centrifugal  Pumps 

Bawden  Pump  Company 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 

Chemists 

Canadian  Inspection  and  Testing 
Laboratories 

Coal  Chutes 

Manitoba  Bridge  &  Iron  Works 

Coal  Handling  Apparatus 
Beatty  &  Sons,  M. 

Cold   Storage  Insulation 

Armstrong  Cork  Company 

Compressed  Acetylene  Gas 
The   Prest-O-Lite  Co.,  Inc. 

Concrete  Block  Machines 

•    Cast  Stone  Block  &  Machine  .Co. 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co. 

Concrete  Culvert  Pipe 

Blair.  B. 

Dominion  Concrete  Company 

Concrete  Hardener  and  Water- 
proofer 
Beveridge  Paper  Co.,  Ltd. 

Concrete  Mixers  and  Appliances 
Hopkins  &  Co.,  F.  H. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
Mussens  Limited 

Concrete  Sewer  Pipe 
Blair.  B. 

Dominion  Concrete  Company 

Conduits 

Conduits  Company,  Limited 
Oipen  Conduit  Company 

Connecting  Rods 

Canada    Foundries    &  Forgings, 

Contractors 

Anglins  Limited 
Bate,   McMahon   &  Co. 
Foundation  Company  . 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 
Wells  &  Gray  Limited 

Contractors'  Plant  &  Supplies 
Beatty  &  Sons,  M. 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Dake  Engine  Company 
Marsh  Engineering  Works,  Ltd. 

Conveying  Machinery 

Canadian  Mathews  Gravity  Car- 
rier Company 

Core  Drills 

Canadian  Allis-Chalmers  Ltd. 
Can.  Ingersoll-Rand  Co.,  Ltd. 


Corrugated  Iron 

Pedlar  People  Limited 

Corrugated  Roofing 

Asbestos  Mfg.  Company 

Cranes,  Travelling  and  Locomotive 
Boving  Hydraulic  &  Engineering 

Company 
Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Northern  Crane  Works 

Crank  Shafts 

Canada    Foundries    &  Forgings, 

Crushed  Stone  and  Granite  * 

Canada  Crushed  Stone  Corpora- 
tion 

Crushed  Stone,  Limited 
Morrison  Company,  T.  A. 

Crushers  (Stone  and  Rock) 
Canadian  Allis-Chalmers  Ltd. 
Hopkins  &  Company,  F.  H. 
London  Concrete  Machinery  Co. 
Mussens  Limited 

Culverts 

Pedlar  People 

Damp  Proof  Coating 
Barrett  Company 
Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 

Derricks  and  Derrick  Fittings 
Beatty  &  Sons,  M. 
Hopkins  &   Company,   F.  II. 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Northern  Crane  Works 

Dredging  Pumps 

Boving  Hydraulic  &  Engineering 
Company 
Dredges 

Beatty  &  Sons,  M. 

Hopkins  &  Company,  F.  H. 

Drills 

Canadian  Allis-C^halmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 

Drill  Steel  Sharpeners 

Canadian  Ingersoll-Rand  Co. 

Dump  Cars,  Wheels,  etc. 

Hopkins  &  Company,  F.  H. 
MacKinnon  Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime    Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Sheldons  Limited 

Drift  Pins 

Canada    Foundries    &  Forgings, 

Drying  Apparatus 

Canadian  Blower  &  Forge  Co. 

Elastite 

Carey   Mfg.    Co.,  Philip 
Trussed  Concrete  Steel  Co. 

Electric  Air  Rock  Drills 

Canadian  Ingersoll-Rand  Co. 

Electric  Impulse  Clocks 

Gent  &  Conii>any,  Limilcil 

Electric  Water  Systems 

Ontario  Wind  Engine  &  Pump 
Company 

Ele(;trical  Specialties 

Spielmann  Agencies  Regd. 

Electrical  Supplies 

Canadian  General  Electric  Co. 

Elevator  Doors 

Ormsby  Company,  A.B. 

Elevators 

Northern   Crane  Works 
Turnbull  Elevator  Company 


Engines 

Canadian  AUis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  C 
Hopkins  &  Company,  F.  K. 
Inglis  Company,  John 
McDougall  Caledonian  Iron  W 
Waterous  Engine  Works  Co. 

Engineers  (Civil  and  Mechanical]! 

Bowman  &  Connor  ' 
Chipman  &  Power 
Dominion  Engineering  &  latm 

tion  Company 
Foundation  Company 
Haddin   &  Miles  J 
Hunt  &  Co.,  Robt.  W. 
MacKinnon  Holmes  &  Co. 
Milton  Hersey  Co. 
R.  &  W.  S.  Lea 
Wynne-Roberts,  R.  O. 

Excavators 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 

Exhaust  Heads 

Canadian  Blower  and  Forge  C(i 
Sheldons  Limited 

Expanded  Metal 

Baines  &  Peckover 
Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Fans 

Canadian  Blower  and  Forge  Co.! 
Sheldons  Limited 


Fibre,  Vulcanized 
Beveridge  Paper  Co., 


Ltd. 


Fire  Brick,  Jointless 

Beveridge  Paper  Co.,  Ltd. 

Fireproofing 

Asbestos  Mfg.  Company 

Fireproof  Doors  and  Windows 
Ormsby  Company,  A.  B. 
Pedlar  People  Limited  ,,, 
Trussed  Concrete  Steel  Co.  1i 

Fire  Escapes 

Dennis  Wire  &  Iron  Works  C<i 
Manitoba  Bridge  &  Iron  Work 
McGregor  &  Mclntyre 

Fire  Escape  Spirals 

Canadian  Mathews   Gravity  Ca 
rier  Company 

Fire  Protection  Appliances 
Bickle  Company,  R.  S. 

Flag  Poles 

Ontario  Wind  Engine  &  Pump 
Company 

Flooring  Materials 
Armstrong  Cork  Company 
Imperial  Oil  Company 

Forges 

Canadian  Blower  and  Forge  C 
Sheldons  Limited 

Forgings,  Steel  &  Iron 

Canada    Foundries    &  Forging 

Gasoline  Engines 

Boving  Hydraulic  &  Engineeriti 

Company 
Canadian  AUis-Chalmers  Ltd. 
London  Concrete  Machinery  Co 
Ontario  Wind  Engine  &  Pura( 

Company 

Generators 

Canadian  General  Electric  Co. 

Glass 

Toronto  Plate  Glass  Tmptg.  Co. 

Governors 

Boving  Hydraulic  &  Engineerin 
Company 

Gravity  Carriers 

Canadian  Mathews  Gravity  Ca 
rier  Company 

(Continued  on  page  8) 
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Water  Tapping  Machine 

{for  Tapping  Mains  Under  Pressure) 


>HE  first  and  only  efficient  machine  for  making  taps  in 
mains  under  pressure  little  more  than  this  need  be 
said.  The  long  bearing  surface  of  the  boring  bar  insures 
the  straight  entry  of  the  cock  into  the  main,  thus  eliminating 
a  common  fault  in  machines  of  this  nature. 

Our  stocks  of  Corporation  Cocks,  Goose  Necks,  Curb 
Cocks,  Service  Boxes,  Service  Clamps,  Etc.,  are  complete. 
We  can  ship  on  receipt  of  order.  Mueller  goods  are 
fully  warranted  and  Mueller  quality  of  rich,  red  metal 
needs  no  further  introduction. 

Send  us  your  specifications  and  let  us  suggest  the  equip- 
ment best  fitted  for  your  needs. 

H.  Mueller  Mfg.  Co.,  Limited 


Sarnia 


Canada 


fAfUELLER^l 
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Hammers 
Canada 


Foundries    &  .Forcings, 


Hammer  Drills 

Canadian  Allis  Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 

Heating  Apparatus 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Heat  Insulating  Materials 
Armstrong  Cork  Company 

Hoists,  Electric 

Northern  Crane  Works 

Hoisting  Apparatus 
Beatty  &  Sons,  M. 
Canadian  Ingersoll-Rand  Co. 
Gillis  &  Geoghegan 
Hopkins  &  Conipaiiy,  F.  IT. 
London  Concrete  Machinery  Co. 
Marsh  Engineering  Works,  Ltd. 
Mussens  Limited 
Northern  Crane  Works 
Williams  Machinery  Co.,  A.  R. 

Hoisting  Engines 
Beatty  &  Sons,  M. 
Canadian  Allis  Chalmers  Ltd. 
Hopkins  &  Company,  F.  H. 
Marsh  Engineering  Works,  Ltd. 

Hollow  Tile 

National  Fire  Proofing  Co. 

Hose 

Can.  Consolidated  Rubber  Co. 

Hydrants 

Canada  Iron  Foundries 
Gartshore-Thompson  Pipe  Co. 
Kerr  Engine  Company 
McAvity  &  Sons,  T. 

Industrial  Cars 

Hopkins  &  Company,  F.  H. 
MacKinnon-Holmes  &  Co. 

Inspection  Engineers 

Canadian  Inspection  and  Testing 
Laboratories 


Insulation  (Asbestos) 

Asbestos  Mfg.  Company 

Insulating  Compounds 
Imperial  Oil  Cornpany 
Spielmann  Agencies  Regd. 
Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Industrial  Cars 

Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 

Interior  Finish  and  Doors 

Canadian  Office  &  School  Furni- 
ture Company 

Insulating  Bricks 

Armstrong  Cork  Company 

Jib  Cranes  (all  kinds) 
Nortliern  Crane  Works 

Journal  Wedges 

Canada    Foundries    &  Forgings, 

Kilns 

Canadian  Blower  and  Forge  Co. 
MacKinnon  Holmes  &  Co. 
Sheldons  Limited 

Lead  Pencils 

American  Lead  Pencil  Company 

Lead  (Red  and  White,  Dry) 

Carter  White  Lead  Company 

"Lidgerwood"  Hoists 

Canadian  Allis-Chalmers  Ltd. 

Linabestos  Wallboard 
Asbestos  Mfg.  Company 

Lockers  (Clothes) 

Canada  Wire  &  Iron  Goods  Co. 
Dennis  Wire  &  Iron  Works  Co. 

Lumber  (Asbestos) 

Asbestos  Hfg.  Company 

Machinery  Insulation 

Armstrong  Cork  Company 


Metal  Lath 

Baines  &  Peckover 
Noble,  C.  W. 
Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Metallic  Roofing 

Pedlar  People  Limited 

Meters,  Water 

McDougall  Caledonian  Iron  Wks. 
Neptune  Meter  Company 

Motors 

Canadian  General  Electric  Co. 

Oil  Tanks 

Boving  Hydraulic  &  Engineering 

Company 
Imperial  Oil  Company 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 

Ornamental  Iron 

Dennis  Wire  &  Iron  Works  Co. 

Ornamental  Moulds 

Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 

Paints  and  Varnishes 
Dominion  Paint  Works 
Hopkins  &  Company,  F.  H. 
Spielmann  Agencies  Regd. 

Paints  (Bridge  and  Structural  Iron 
and  Pipe  Coating) 
Barrett  Co. 

Dominion   Paint  Works 
Imperial  Oil  Company 
Spielmann  Agencies  (Regd.) 
Trussed  Concrete  Steel  Co. 

Papers  (Building,  Roofing,  Water- 
proof and  Insulating)' 

lieveridge  Paper  Co.,  Ltd. 

Paving  and  Paving  Materials 
Asphalt  &  Supply  Company 
Barrett  Co. 

Carey  Mfg.  Co.,  Philip 
Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 


Pipe  (Concrete,  Iron  4  Wood) 
Boving  Hydraulic  &  Engineei  i 

Company 
Dominion  Concrete  Company 
Gartshore  Thomson  Pipe  Co. 
National  Iron  Works 

Pipe  and  Boiler  Coverings 
Dominion  Paint  Works 

Pencils  (Lead)  .. 
American  Lead  Pencil  CompaiU 

Perforated  Metals 
Canada  Wire  &  Iron  Goods  Co. 

Pile  Driving  Machinery 
Beatty  &  Sons,  M. 
Canadian  Allis-Chalm^rs  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  G. 
Marsh  Engineering  Workf,  Lt 

Pipe  Fittings  and  Flanges 

Pittsburgh   Valve,   Foundry  I 
Construction  Company 

Pipe  Covering  (Magnesia,  Asbest 
Wool,  Felt,  etc.) 

Asbestos  Mfg.  Company 

Pipe  Covering  (Cold  and  Steam) 
Armstrong  Cork  Company 

Plumbing  Supplies 

Mueller  Mfg.  Company,  H. 

Planing  Mill  Exhausters 

Canadian  Blower  and  Forge  O 
Sheldons  Limited 

Plaster 

Britnell  &  Company 

Plug  Drillers 

Canadian  Ingersoll-Rand  Co. 
(Continued  on  page  10) 


Are  You  Finding  it  Harder  To  Get  Men? 

Is  the  M,  S.  Act  Hindering  You  in  Filling  Your  Contracts? 

The  USE  OF  MACHINERY  WILL  SOLVE  YOUR  PROBLEMS 


and  help  you  to  finish  your  contracts  on  time 
and  at  a  larger  profit. 


USING 
MACHINERY 
IN  PLACE  OF 
MEN 
WILL  DO  YOUR 
WORK  QUICKER 
AND  AT  A 
LOWER  COST 


Standard  Double  Drum,  Contractors'  Hoisting  Engine, 

with  Swinger. 
For   all   kinds  of   Derrick  work.     Made  in  7  sizes, 

from  10  to  50  Horse  Power. 


We  have  the  right  machinery  for  your  work,  whatever  it 
may  be.  ' 

Let  us  consult  with  you  and  show  you  how  you  can  use 
machinery  in  place  of  men  in  your  work,  and  save  money 
thereby. 


Marsh  Engineering  Works,  Limited, 


BELLEVILLE 
ONTARIO 


Derricks 


of 

all  kinds 


We  offer  a  large  variety  of  Derricks  for 
Steam  Power,  Hand  Power,  or  any  other 
power.  Send  for  Catalog,  showing  the  larg- 
est assortment  of  Derricks  in  Canada. 


Self-propelling  Travelling  Derrick  for  Trenches,  Can- 
als, Railroad  Cuttings,  and  other  Excavating  work. 
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Pneumatic  Machinery 

Canadian  IngersoU-Rand  Co. 


Power  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Inglis  Company,  John 


Pumps 

Canada    Foundries    &  Forgmgs, 

Pumps  and  Pumping  Machinery 
American  Well  Works 
Beany  &  Sons,  M.  . 
Boving  Hydrauhc  &  Engineering 

Company 
Canadian  Alhs  Chalmers  Ltd 
Canadian  Blower  and  Forge  Co. 
Canadian  Ingersoll-Rand  Co. 
Cook,  A.  D. 

Darling  Bros.  . 
Hopkins  &  Company,  t.  n. 
Inglis  Company,  John 
McDougall  Caledonian  Iron  Wks. 
Ontario  Wind  Engine   &  Pump 

Company  _ 
Waterous  Engine  Works  Co. 

Quarry  Machinery 

Canadian  Ingersoll-Rand  Co^ 
Hopkins  &  Company,  ti. 

Railway  Supplies 

Can.  Chicago  Bridge  &  Iron  Co. 
Dominion  Iron  &  Wrecking  Co. 
Gartshore,  John  J. 
Hopkins  &  Company,  1".  a. 

Reinforcing  Bars 
Baines  &  Peckover 

Reinforcements,  Concrete  and  Steel 

Baines  &  Peckover 
Burlington  Steel  Company 
Canada  Wire  &  Iron  Goods  Co. 
Pedlar  People  Limited 
Steel  Co.  of  Canada,  Limited 
Trussed  Concrete  Steel  Co. 

Refrigeration  Machinery 

Boving  Hydraulic  &  Engineering 
Company 

Rigging  Screws 

Hopkins  &  Company,  F.  H. 

Riveted  Spans 

MacKinnon  Holmes  &  Co. 

Road  Asphalt 

Asphalt  &  Supply  Company 
Imperial  Oil  Company 

Road  Oil 

Barrett  Company 
Imperial  Oil  Company 

Road  Mesh 

Baines  &  Peckover 

Road  Machinery 
Hopkini  &  Company,  F.  H. 
Waterous  Engine  Works  Co. 

Rolling  Steel  Doors 

Ormsby  Company,  A.  B. 

Roofine  Material 

Asbestos  Mfg.  Company 
Barrett  Co. 

Bishopric  Wallboard  Company 
Brantford  Roofing  Company 
Carey  Company,  Philip 
Imperial  Oil  Company 
Noble,  Clarence  W. 
P«dlar  People  Limited 


Roofing,  Rubber 

Beveridge  Paper  Co., 


Ltd. 


Rubber  Goods 

I  ell  C'oiii|iaiiy 
Can.  Consolidated  Rubber  Co 


Sash  Machinery 

King  Construction  Company 

Scrap  Iron 

Dominion  Iron  &  Wrecking  Co. 

Screens 

Canada  Wire  &  Iron  Goods  Co. 

Sewer  Pipe 

Britnell  &  Company 
Canada  Iron  Foundries 
Dominion  Sewer  Pipe  Co. 
Gartshore  Thompson  Pipe  Co. 
Hamilton  &  Toronto  Sewer  Pipe 

Company 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
National  Iron  Works 
Ontario  Sewer  Pipe  Company 
•    Standard  Clay  Products  Ltd. 

Sheathings 

Beveridge  Paper  Co.,  Ltd. 

Sheeting 

Barret^  Company 

Shingles  (Asbestos) 

Asbestos  Mfg.  Company 

Ship  Forgings 

Canada    Foundries    &  Forgings, 

Shovels  (Steam) 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 

Silo  Moulds 

London  Concrete  Machinery  Co. 

Skylights 

Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Slates  (Asbestos) 

Asbestos  Mfg.  Company 

Smoke  Stacks 

Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel,  Co. 
DesMoines  Bridge  &  Iron  Co. 
MacKinnon,  Holmes  &  Co. 
Manito"ba  Bridge  &  Iron  Works 
Maritime   Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Pedlar  People  Limited 
Waterous  Engine  Works  Co. 

Sprinkler  Tanks  (Steel) 

Can.  Chicago  Bridge  &  Iron  Co. 

Stair  Builders 

Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Steam  Appliances 
Darling  Bros. 

Steam  Apparatus  and  Specialties 
Canadian  AUis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
McAvity  &  Sons,  T. 
Sheldons  Limited 

Steam  Turbines 

McDougall  Caledonian  Iron  Wks. 

Steel 

Burlington   Steel  Company 
Dominion  Iron  &  Wrecking  Co. 
Hopkins  &  Company,  F.  H. 
Steel  Company  of  Can,,  Ltd. 
Trussed  Concrete  Steel  Co. 

Steel  Bars 

Baines  &  Peckover 
Burlington  Steel  Company 
Hopkins  &  Company,  F.  H. 
Maritime   Bridge  Company 
Steel  Company  of  Canada,  Ltd. 
Trussed  Concrete  Steel  Co. 


Steel  Beams 

MacKinnon  Holmes  &  Co. 

Steel  Castings 

Canadian  Steel  Foundries,  Ltd. 

Steel  Pipe 

Can.  Chicago  Bridge  &  Iron  Wks. 

Steel  Plate  Construction 
MacKinnon-Holmes  &  Co. 
Marsh  Engineering  Works,  Ltd. 
Waterous  Engine  Works  Co. 

Steel  Sash 

Ormsby  Company,  A.  B. 
Trussed   Concrete   Steel  Co. 

Stone 

Britnell  &  Company 
Rogers    Supply  Company 
Sackville  Freestone  Company 

Structural  Iron  and  Steel 

Burlington  Steel  Company 
Canadian  Allis-Chalmers  Ltd. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
MacKinnon-Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 
McGregor   &  Mclntyre 
Reid  &  Brown  Structural  Steel  & 
Iron  Works 

Stucco  Board 

Bishopric  .Wallboard  Company 

Swinging  Gears 

Dake   Engine  Company 

Switchboards 

Canadian  General  Electric  Co. 

Tanks  and  Steel  Pipes 

Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  DesMoines  Steel  Co. 
Inglis,  John 

Manitoba  Bridge  &  Iron  Works 
Marsh  Engineering  Works,  Ltd. 
McDougall  Caledonian  Iron  Wks. 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 
Ontario  Wind  Engine  &  Pump 

Company 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co.,  A.  R. 

Telescopic  Hoists 

Black  Building  Supply  Company 
Gillis  &  Geoghegan 

Testing  and  Inspecting  Bureau 
Hunt  &  Company,  Robt.  W. 

Tile  Moulds 

London  Concrete  Machinery  Co. 

Thumb  Screws  and  Nuts 

Canada    Foundries    &  Forgings, 

Towers 

Can.  Chicago  Bridge  &  Iron  Co. 

Transformers 
'     Canadian  General  Electric  Co. 
»' 

Turnbuckles 
.Canada    Foundries    &  Forgings, 

Dominion  Wire  Rope  Company 

Valves 

Canada    Iron  Foundries 
GartshoreThomson    Pipe  Co, 
Kerr    Engine  Company 
McAvity  &  Sons,  T. 


Ventilating  &  Heating  Apparatv 
Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 


Varnishes — Insulating 

Standard  Underground  Cable  Co 
of  Canada,  Limited 


Wagons 

Tiffin  Wagon  Company 

Wall  Board 

Bishopric  Wallboard  Company 

Wallboard   (Asbestos,  Linabestos) 
Asbestos  Mfg.  Company 

Water   Level  Apparatus 

Gent  &  Company,  Limited 


Waterproofing 
Barrett  Co. 

Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 


Water  Softeners  and  Filters 

Manitoba  Bridge  &  Iron  Works 

Water  Tapping  Machines 

Mueller   Mfg.    Company,  H. 


Water  Turbines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
McDougall  Caledonian  Iron  Wks 


Welding  Apparatus 

Imperial  Brass  Company 
Prest-O-Lite  Company,  Inc. 


Welding  and  Cutting  Plants 
Prest-O-Lite  Company,  Inc. 


Well  Drilling  Plants 
American  Well  Works 
Ontario  Wind  Engine  &  Pump 
Company 


Window  Sash 

Steel  &  Radiation  Limited 
Trussed  Concrete  Steel  Co. 


Wires  and  Cables 

Standard  Underg:round  Cable  Co. 
of  Canada,  Limited 


Wire  Guards  and  Screens 

Canada  Wire  &  Iron  Goods  Co. 


Wire  Rope 

Dominion  Wire  Rope  Co.,  Ltd. 


Wrenches 

Canada    Foundries   &  Forgings, 


Wood  Pipe 

Canadian  Pipe  Company 
Pacific  Coast  Pipe  Company 
Vancouver   Wood   Pipe  &  Tank 
Company 


Wood  Tanks 

Pacific  Coast  Pipe  Company 
Vancouver  Wood  Pipe  and  Tank 
Company 
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SILENT  SANITARY  SCHOOL  DESKS 

WITH  FOLDING  SEATS 


VIEW  OF  ROW  OF  SILENT  SANITARY  DESKS  IN  POSITION 
Produced  at 

J  AS.  SMART  PLANT 

BROCKVILLE,  ONT.  WINNIPEG,  MAN. 


Illllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllll^ 

Vitrified  Clay  Pipe 


\Me  Guarantee  Permanent 


Science  Recommends  this 
material  because  it  offers 
maximum  resistance  to 
chemical  attack,  electro- 
lysis and  all  the  forces  that 
make  for  decay. 

Engineers  Prefer  it,  be- 
cause it  is  easy  to  install 
adaptable  to  all  situations, 
besides  Guaranteeing  the 
Permanence  of  the  job  in 
which  it  is  used. 


Taxpayers  Favor  Vitrified 
Salt  Glazed  Sewer  Pipe  be- 
cause they  know  when  it  is 
once  installed  their  burden 
is  ended,  no  upkeep  cost 
and  no  replacing  ever 
necessary. 

Users  Appreciate  its  pro- 
tective qualities,  against 
disease  caused  by  contamin- 
ation. They  realize  it  is  the 
only  safe  material  to  use 
for  this  most  particular 
purpose  and  their  prefer- 
ence is  surely  well  founded. 


The  Hamilton  and  Toronto  Sewer  Pipe  Co.^  Ltd.^ 


Hamilton  and 
Toronto 


iiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiy^^ 
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SPRINKLER 
TANKS 

AND 

TOWERS 

We  are  the  largest  manu- 
facturers in  Canada  of 
both  wood  and  steel  Tanks 
and  substructures  for  fac- 
tory sprinkler  systems 
and  for  Municipal 

RAILROAD  AND 

SUBURBAN 
WATER  SUPPLY 

We  shall  be  pleased  to 
furnish  you  with  all  the 
i  information  and  data  you 
may  require  on  this  clas« 
of  work. 

Send  us  your  blue  prints 
for  estimates 

Send  for  special  Tank  and  Tower  Catalogue 

Ontario  Wind  Engine  &  Pump  Co. 

Toronto   Montreal  Limited        Winnipeg  Calgary 


Canadian  Rivet  Forges  are  built  to 
last. 

Easy  running  blower,  powerful, 
uniform  blast,  rigid  steel  plate  con- 
struction. 

Write  for  Catalog  100-12. 

Canadian  Blower  &  Forge  Co. 

Kitchener,  Ont. 


I'' 


They Ve  all  in  favor  of 


COPPER 
ALLOY 


Architect  Drauehtsman 


Contractor 


Lather 


Plasterer 


The  reason  —  plain  enough — they  all  want  to  make  a  good  job  of  every 
contract.  They  want  to  make  that  job  Fireproof — so  far  as 
the  plastering  is  concerned.  The  sure  way  is  to  use  Herringbone 
Copper  Alloy  Metal  Lath.     Send  for  booklets  and  information.  • 

Clarence  W.  Noble,  General  Sales  Agent 

117  Sun  Life  Bldg.,  TORONTO 

The  Metal  Shingle  Siding  Co.  Manufacturers 
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An  Architect's  Bungalow 

The  summer  residence  at  Gowan,  Ont.,  erected  by  Mr.  Bani- 
gan,  of  Messrs.   Banigan,  Mathers  &  Thompson, 
Architects,  of  Toronto. 

This  Bungalow  is  constructed  througliout  with 

STuccoboARD 

from  designs  drawn  by  Mr.  Banigan — the  exterior  walls 
being  stuccoed  and  the  interior  walls  plastered. 
Mr.  Banigan  has  expressed  himself  as  being  well  pleased 
with  the  results  obtained  by  using  "Bishopric  Stucco 
Board." 

As  for  cost,  "Bislu)pric  Stucco  Board"  takes  the  place 
of  boarding,  sheathing  paper,  furring  strips  and  laths — 
saving  the  cost  of  these  extra  materials  and  fully  T.'j 
per  cent,  of  the  time. 

Write  for  more  facts  and  samples — free  on  request. 

Bishopric  Wall  Board  Co.,  Ltd.,  ottawaI'oI*;. 


Immediate  Shipment 

Our  stocks  of  all  products  are  very  large 
and  wc  can  make  immediate  shipment  of 
practically  any  order. 

Our  stocks  are  so  large  we  do  not  issue 
a  monthly  stock  list.  We  do  NOT  ask  you 
to  hunt  through  a  book  to  find  out  whether 
or  not  we  have  a  sufficient  quantity  of  ma- 
terial in  stock  to  fill  your  order — 

WE  HAVE  THE  STOCK. 

Give  us  your  orders  and  wc  will  demon- 
strate the  value  to  you  of  Truscon  Service. 

Trussed  Concrete  Steel  Co. 

of  Canada,  Limited 

WALKERVILLE,  ONTARIO 

Montreal    Toronto    Winnipeg    Calgary  Vancouver 


•f-'r' 


Made  in  Canada 
Conduit 


Orpen  Conduit  Co.,  Limited 


Toronto 
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WIRE  AND  CABLE 


Some  of  the  Types  of  Insulated  Wires  and  Gables  manufactured  by 
the  Canadian  General  Electric  Go.,  Limited 


Rubber  insulated,  single  braid,  solid  conductor. 


Rubber  insulated,  double  braid,  stranded  conductor 


Three  Conductor  Braided  Telephone  Wire 


Weatherproof  Wire 


Annunciator  Wire 


Brush  Holder  Cable 


Standard  Flexible  Cord 


CANADIAN  GENERAL  ELECTRIC  CO. 

LIMITED 

Head  Office:  Toronto.    Sales  Offices:  Montreal,  Halifax,  Sydney,  Ottawa,   Cobalt,    South  Porcupine, 
I-ondon,    Winnipeg,    Calgary,   Edmonton.  Nelson  and  \"aiicouvcr. 
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THREE  TYPES  OF 
RIB  FABRIC 

All  three  are  made  on  the  same 
principle  of  securing  strength  and 
rigidity  by  cutting  and  drawing  one 
sheet  of  steel  into  a  series  of  heavy 
ribs  connected  by  a  diamond- 
shaped  mesh  of  expanded  metal. 

Used  on  all  kinds  of  modern  fire- 
proof building  construction — walls, 
floors,  roofs,  ceilings,  etc.  In  every 
case  it  means  flawless  work  and 
reduced  cost  of  labor  and  material. 

Write  for  Rib  Fabric  Booklet CR 

The  Pedlar  People  Limited 

established  IG6! 

Executive  Offices  and  Factories  : 

OSHAWA,  ONT. 

Branches:  Montreal,  Ottawa.  Toronto.  London, 
Winnipeg,  Vancouver 


Tin-fee  "Rib  Fabric" — Ribs  ]3!lC  in.  biph.  8 
Ins.  apart.  Sheets  IB  in.  wide.  .Stand- 
ard lenRth.s.  G,  S,  ID  and  12  feet. 
GauKes  22.  24,  26  and  2S. 


'iTpni]J 


Five 


"Kib  Fabric"-  Kibs  1.",  K;  inch  hifili  4 
inchfs  apart.  .Slt-cts  Ki  in.  wi.le.  .Standard 
leiiRtbs,   C,   X,    1(1   and  feel.     (iaugcs  22, 

24,  2(!  and  2S. 


fepTMl 


XJcep  "Rib  Fabric" — Rib  15  in.  hish.  7 
inches  apart.  Sheets  14  in.  wide.  Stand- 
and  len.sfths.  6,  S.  10  and  12  feet. 
Gauges  22,  24,  2G  and  2S. 


STEEL  CASTINGS 

For  All  Purposes 


One  Pound  to  Fifty  Tons 

Canadian  Steel  Foundries 


General  Offices 
Transportation  Building 

Montreal 


LIMITED 

Western  Repreientativea 

Kelly  Powell  Limited 

403  McArthur  Building 

Winnipeg 


Works 

Montreal 

Welland 
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ALPHABETICAL  LIST  OF  ADVERTISERS 


American  Lead  Pencil  Companj'  . .  . 

American  Well  Works    54 

Anglins  Limited    GO 

Armstrong  Cork  Company    18 

Asbestos  Manufacturing  Company  . 

Asphalt  and  Supply  Company   

Ault  &  Wiborg  Company    50 

Baines  &  Peckover    5 

Barber,  Frank    60 

Barrett  Company    4i) 

Bate,  McMahon  &  Co   1!' 

Bawden  Pump  Company   51 

Beatty  &  Sons,  Ltd.,  M   2 

Beveridge  Paper  Company   

Bickle  Company,  R.  S  

Bishropric  Wallboard  Company  ....  13 

Blair  Company,  B   53 

Black  Building  Supply  Company  ....  57 
Boving  Hydraulic  and  Engineering 

Company   IS 

Brantford  Roofing  Company   

Britnell  Company,  Limited    54 

Brown  Company    55 

Burlington  Steel  Company    47 

Canada  Iron  Foundries,  Limited  ....  53 

Canada  Foundries  and  Forgings,  Ltd.  11 

Canada  Wire  and  Iron  Goods  Co.  ..  53 

Canadian  Allis-Chalmers    14 

Canadian  Blower  and  Forge  Co.  ...  12 
Canadian  Chicago  Bridge  and  Iron 

Compan-"    61 

Canadian  Consolidated  Rubber  Co.  .  3 

Canadian  Des  Moines  Steel  Company  53 

Canadian  General  Electric  Company.  14 

Canadian  Ingersoll-Rand  Company..  G.i 
Canadian    Inspection    and  Testing 

Laboratories    00 

Canadian   Mathews   Gravity  Carrier 

Company   4 

Canadian  Office  School  h'urniture  Co.  4(i 

Canadian  Pipe  Company,  Ltd   59 

Canadian  Steel  Foundries,  Ltd   15 

Canadian  Surety  Company    40 

Carey  Company,  Philip  

Carter  White  Lead  Company  

Cast  Stone  Block  and  Machine  Co.  . 

Chipman  &  Power,  Limited    60 

Conduits  Company,  Limited   50 

Cook,  A.  D   r><.) 

Crushed  Stone,  Limited    .')4 

Dake  Engine  Company  .   18 

I)ennis  Wire  and  iron  Company  ...  .OO 

Dominion  (Vmcrete  ('omi)any    5.5 


Dominion   Engineering  and  Inspec- 
tion Company    00 

Dominion  Iron  and  Steel  Company..  57 

Dominion  Iron  and  Wrecking  Co.  . .  59 

Dominion  Paint  Works   

Dominion  Sewer  Pipe  Company  ....  55 

Dominion  \Vire  Rope  Company  ....  04 


Engineers  and  Contractors,  Ltd. 


I'oster,  W.  L  

Gartshore,  John  J   59 

Gartshore-Thompson  Pipe  and  Foun- 
dry Company    50 

Gent  Company    00 

Gillis  &  Geoghegan    57 

Hamilton  &  Toronto  Sewer  Pipe  Co.  11 

Hopkins  &  Co.,  F.  H   04 

Hunt  &  Co.,  Robert  W   60 

Ideal  Concrete  Machinery  Company. 

Imperial  Oil  Limited  

Inglis  Company,  John   45 

James,  LouTlon  &  Hertzberg    60 

Kerr  Engine  Company,  Ltd   62 

King  Construction  Company    00 

Lea,  R.  S.  &  W.  S   60 

London  Concrete  Machinery  Co  ....  4 

Lymlnirner,  Limited    3 

MacKinnon  Holmes  &  Co  

MacLean  Daiy  Reports    Gl 

Maritime  Bridge  Works  Company  ..  01 
Manitoba  Bridge  and  Iron  Works  Co. 

Marsh  Engineering  Works   H 

McAvity  &  Sons,  T  

McDougall  Caledonian   iron  Works 

Company    51 

McGovern,  T.  J  >*.   48 

McGregor  &  Mclntyre    01 


Miller  &  Co.,  George  M   61 

Milton  Hersey  Company   

Morrison  &  Co.,  T.  A  

Mueller  Manufacturing  Company  . .  . 
Mussens  Limited    AM 

National  hireprooling  Company  ....  g(|| 

National  iron  Works   

Noble,  Clarence  W  

Northern  Crane  Works,  Ltd  

Nova  Scotia  Steel  and  Coal  Company 

lill 

Office  Specialty  Company    5i 

Ontario  Sewer  Pipe  Company  

Ontario  Wind  Engine  and  Pump  Co.  IS 

Ormsby  Company,  A.  B  

Orpen  Conduit  Company    ]'| 

Pacific  Coast  Pipe  Company   ]|| 

Pedlar  People    isjj 

Power  &  Son  

Prest-O-Lite  Company  ■  Sg| 

Reid  &  Brown  Structural  Steel  and 
Iron  Works  . .   601 

Sheldons  Limited    48 

Standard  Clay  Products,  Ltd   581 

Standard  Underground  Cable  Com- 
pany of  Canada,  Ltd   61 1 

Steel  Company  of  Canada,  Ltd   o] 

Spielmann  Agencies  

Tiffin  Wagon  Company   

Tocli  Brothers    62 

Toronto  Plate  Glass  Importing  Co.. 
Trades  and  Labor  Branch,  Depart- 
ment of  Public  Works   

Trussed  Concrete  Steel  Company  . .  13 
Turnl)ul!  Elevator  Company  


\'anc(ni\'er  Wood  i'ipc  and  Tank  Co.  59 


Waterous  Engine  Works  Company.  20 

Wells  &  Gray,  Limited    17 

Williams  Machinery  Co.,  Ltd.,  A.  R.  54 

Wynne-Roberts,  R.  O   GO 


Our  advertisers  represent  the  most  progressive  manufacturers  and  dealers.  Make 
your  purchases  of  them.   Give  your  business  to  the  man  who  is  enterpris- 
ing enough  to  spend  money  and  time  to  get  in  touch  with  you. 


May  1,  1918 
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WELLS  AND  GRAY,  Limited 

Engineers  and  Contractors 

Branch  Office :  Head  Office : 

BANK  OF  COMMERCE  BLDG.  701  CONFEDERATION  LIFE  BLDG. 

Windsor,  Ont.  Toronto  Ont. 


List  of  Work  Done  During  1917 


Building 

Owner 

Location 

Approx.  Value 

Packing  Case  Building 

Peters  Cartridge  Co. 

Kings  Mills,  Ohio 

'  $170,000.00 

Shooting  Gallery 

<<          (<  (t 

It       (t  << 

45,000.00 

Coal  Conveyor 

(<          <<  << 

«       t(  it 

1 2,000.00 

Extensions  to  Plant 

Ford  Motor  Co. 

Ford,  Ont. 

240,000.00 

Reinforced  Concrete  Bridge 

Canadian  Pacific  Railway 

North  Toronto 

175,000.00 

r  reight  ohed 

Lambton,  Ont. 

1  1  AAA  AA 

1  1 ,000.00 

All*.*        ■     r*  t 

Additions  to  ractory 

TV  T  •    1      1            I"*  '1 

Nicholson  rue  v^o. 

Port  Hope,  Ont. 

c  o  r\r\r\  f\r\ 

58,000.00 

Power  Development  Work 

Hydro-Electric  Power  Com. 

Big  Chute,  Severn  R. 

21.000.00 

Extensions  to  Transformer 
House,  Powder  Lines,  etc. 

<(          <(           It  << 

Niagara  Falls,  Ont. 

83,000.00 

Addition  to  Residence 

G.  M.  McGregor 

Windsor,  Ont. 

14,000.00 

Addition  to  Factory 

Canadian  Lamp  &  Stamping 
Co.  . 

Ford,  Ont. 

21,000.00 

Addition  to  Factory 

Kelsey  Wheel  Co. 

Windsor,  Ont. 

2,000.00 

Completion  of  Collegiate  Insti- 
tute Building 

Board  of  Education 

«  i< 

75,000.00 

Alterations  in  Plant 

Harris  Abattoir  Co. 

West  Toronto 

3,500.00 

Extensions  to  Plant 

Dominion  Forge  &  Stamping 
Co, 

Ford,  Ont. 

90.000.00 

Alterations  to  Plant 

Canadian  Salt  Co. 

Windsor,  Ont. 

10,000.00 

Total 

$1,030,500.00 

1 

Of  this  total  $660,000.00  worth  of  work  was  done  on  a  percentage  basis. 
Every  one  of  the  above  contracts  was  obtained,  because  we  had  previously  given  satis- 
faction on  other  contracts  for  the  same  owners. 

We  please  others.    We  can  please  you  if  given  an  opportunity. 


WELLS  AND  GRAY  LIMITED 
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Save  Coal  and  Power 

Our  standard  low  pressure  Pumps  will 
save  you  about  half  the  cost  of  coal  or 
electric  power  compared  with  other 
pumps. 

Strong  Construction 
Large  Capacity 
Prices  are  Moderate 

BOVING  HYDRAULIC  &  ENGINEERING  CO.,  Limited      LINDSAY,  ONT, 


The  illustrated  booklets  "Sav- 
ing Fuel"  and  "Good  Fur- 
naces Made  Better"  are  of 
timely  interest.  They  will  be 
sent,  together  with  a  sample 
of  Nonpareil  Brick,  at  your 
request. 


—You  Would  Not  Allow  This 
in  Your  Plant 

And  yet  the  loss  in  dollars  and  cents  from  a  leak, 
^-inch  in  diameter,  in  a  line  carrying  ^steam  at  150 
pounds  pressure,  is  not  as  large  as  *the  loss  by 
radiation  from  the  steam  drums  alone  of  a  550  H.P. 
boiler,  if  left  uninsulated. 

Loss  of  heat  by  radiation  is  not  a  necessary  evil. 
It  can  be  reduced  60/  to  75/  by  the  proper  use  of 

Nonpareil  Insulating  Brick 

For  Boiler  Settings,  Furnaces,  etc. 

Nonpareil  Brick  are  designed  for  furnaces,  boiler  settings, 
ovens,  hot  blast  stoves,  blast  mains  and  kindred  places  where  the 
reduction  of  loss  of  heat  by  radiation  is  desired.  They  are  not  a 
refractory  material,  but  should  be  used  to  back  up  fire  brick  to 
retairi  heat. 

Nonpareil  Brick  are  light  in  weight,  strong  in  structure, 
easy  to  handle  and  install,  and  reasonable  in  price.  One  4^-inch 
course  of  Nonpareil  Brick  is  equal  to  45  inches  of  fire  brick  or 
common  brick  in  heat  retaining  value. 


Armstrong  Cork  &  Insulation  Co.,  Ltd. 


505  McGill  Bldg.,  MONTREAL,  QUE. 


11  Church  St.,  TORONTO,  ONT. 


Also  manufacturers  of  Nonpareil  Corkboard  Insulation  for  cold  storage  rooms;  Nonpareil  Cork  Covering  for  cold  pipes;  Nonpareil  Iligli 
Pressure  Covering  for  steam  lines;  Nonpareil  Cork  Machinery  Isolation  for  deadening  the  noise  of  machines;  and  Linotile  for  floors  in  offices, 
residences,  etc. 


National  Iron  Works 

LIMITED 

Head  Office,  Works  and  Docks-TORONTO 

CAST  IRON  PIPE 

Every  Size  for  Water,  Gas,  Culvert  or  Sewer, 
C<unrieJ  in  Stock  at 

MONTREAL  -  TORONTO  -   PORT  ARTHUR 

RAIL  OR  LAKE  SHIPMENTS 


DAKE  CHAIN  HOISTS 


Dake  chain  and  wire  rope  hoists  liave 
the  famous  Dake  motor  directly  con- 
nected to  Standard  chain  block.  They 
can  be  equipped  with  hook  or  with  trol- 
ley to  run  on  single  or  two  I  beams. 
Lubrication  is  automatic.  All  parts 
stron.!?  enough  to  carry  load  twice  rated 
capacity.    Send  for  catalogue. 

DAKE  ENGINE  CO. 

Grand  Haven  -  Mich.  U.S.A. 

CANADIAN  AGENTS 
Montreal— Mussens.  Limited. 

Toronto  — A.  R.  Williams  Machinery  Co.,  Limited. 
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i  •  ^-  tiate  £  McMahon 

Bate,  McMahon  &  Co. 

Contractors 

Robt.  S.  Low,  Manager 


Excavating  for  Septic  Tank.    Borden  Military  Camp. 

The  above  illustration  shows  one  of  our  outfits  at  work  excavating  on  the 
Borden  Military  Camp.  We  have  all  the  necessary  equipment  to  handle 
the  largest  kind  of  contract  and  will  execute  same  with  the  utmost  efficiency 
and  despatch. 

We  had  considerable  road  work  in  connection  with  the  general  contracts 
for  the  construction  of  Camps  Borden,  Valcartier,  Hughes  and  Sarcee  and 
Connaught  Rifle  Range,  all  of  which  we  built  for  the  Department  of 
Militia  and  Defence;  and  also  in  the  construction  of  the  six  Royal  Flying 
Corps  camps  which  we  built  for  the  Imperial  Munitions  Board,  viz.,  Camps 
Hoare,  Mohawk,  Rathburn,  Leaside,  Armour  Heights  and  Long  Branch. 

ESTIMATES  AND  PROPOSALS  freely  given  on  all  classes  of  street 
paving,  highway  construction,  concrete  bridges,  earth  or  rock  excavation, 
drainage  systems,  sewers,  water  supply,  cement  gun  work,  reinforced  con- 
crete buildings,  railroad  construction,  street  railways,  etc.  Rapidity  of 
construction  consistent  with  economy  in  cost  is  our  aim  at  all  times. 
Correspondence  solicited. 


Head  Office    -    Ottawa,  Ont 
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Detail  in  perspective  of  Long 
Span  Combination  Hollow 
Tile  and  Reinforced  Concrete 
Floor. 


Have  You  the  Data 

on  this  improved  modern  method  of  saving  much  of  the 
cost  of  steel  and  foundations  ? 

Long  Span  Floor  Construction  of 

NATCO 
HOLLOW  TILE 

and  Reinforced  Concrete 

First  in  the  Mind  of 
the  Designer 

when  seeking  a  minimum  in  cost 
and  weight,  and  the  maximum  in 
strength  and  fireproof  qualities  for 
his  floor  construction. 


I 


Write  to-day  for  our  Long  Span  Catalogue. 

National  Fire  Proofing  Co.  of  Canada,  Limited 

Factory— HAMILTON  Head  Office— Dominion  Bank  BWg.,  TORONTO 


Double 

Cylinder 
Steam 

Road 

Rollers 


Purchase  By  Our 
Deferred  Payment  Plan 

iiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiii 

To  meet  the  unusual  conditions  at  present  prevail- 
ing in  financial  circles,  we  are  offering  Waterous 
Rollers  on  terms  of  easy  payment  designed  to 
place  these  machines  within  the  reach  of  practic- 
ally every  Canadian  corporation. 
WAR  TIME  conditions  demand  rapid  extension 
of  good  roads.  Railroads  are  breaking  down  un- 
der the  double  load  of  war  traffic  and  ordinary 
commercial  freight.  A  large  part  of  short  haul 
or  local  traffic  can  be  economically  handled  by 
motor  trucks  if  suitable  roads  are  available.  Keep 
up  your  Good  Roads  Programme. 

Explanation  of  our  deferred  payment  plan 
on  application. 


Waterous 

Brantford       Ontario  Canada 

iiiiiiiiiiiiiiiiiiiiiiiiiiiiliiiliiiiliiiiiiiiiiiiiiiiiiliiiiiiiiiili^ 
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Gan.  Soc.  Givil  Engineers  becomes 
Engineering  Institute  of  Ganada 

THK  Bill  for  chan<^ino-  the  name  of  the  Canadian 
Society  of  Civil  Engineers  to  that  of  the  En- 
gineering Institute  of  Canada  has  passed  the 
House  of  Commons  without  amendment,  and 
has  been  sent  to  the  Senate.    In  the  House  or  Com- 
mons the  Bill  was  sponsored  by  Sir  Herbert  B.  Ames 
and  in  the  Senate  by  Senator  Casgrain. 

This  Act  of  the  Dominion  Parliament  marks  the 
climax  of  an  agitation  that  has  been  under  way  for 
many  years.  When  the  Canadian  .Society  of  Civil 
Engineers  was  formed  it  was  the  intention  that  all 
engineers  be  included  ;  in  those  days  the  word  "civil" 
in  the  popular  mind  encompassed,  so  to  speak,  all  the 
subdivisions  of  engineering.  But  times  have  changed 
and  with  it  the  meaning  of  words.  To-day  branches 
of  engineering  that  were  insignificant  in  the  old  days 
have  assumed  gigantic  ])roportions — e.g.,  electrical 
engineering — and  in  consequence  we  have  coine  to 
look  upon  "civil"  engineering  and  "electrical"  engi- 
neering as  two  fairly  distinct,  thoug'h  closely  related, 
branches  of  the  one  great  family  of  "engineering." 
The  same  is  true  in  more  or  less  degree  of  mining, 
mechanical  and  chemical  engineering — and  others  pos- 
sibly will  follow.    It  is  seen,  then,  that  whatever  the 


original  conccjjtion  of  the  word  "civil"  may  have  been 
and  whatever  scope  it  was  intended  the  society  should 
cover,  developments  of  the  intervening  years  have 
altered  our  viewpoint  and  made  it  necessary  (1 )  either 
to  change  the  name  of  the  society  so  as  to  make  it  as 
comjjrehensive  as  was  originally  intended  or  (2)  deli- 
berately narrow  the  scope  under  the  existing  name. 

It  is  indicative  of  the  careful  study  that  has  l)een 
given  to  the  (juestion  that  the  decision  was  kept  in 
abeyance  for  so  many  years  after  the  agitation  started. 
It  is  also  indicative  surely  of  the  overwhelming  argu- 
ments in  favor  of  the  change  that  the  oppositionists 
so  long  in  evidence  have  not  only  consented  to  remain 
inactive  but,  in  most  cases,  have  indicated  their  ap- 
proval and  are  giving  the  society,  under  its  new  name, 
their  heartiest  sui)port. 

It  remains  now  to  be  seen  whether  the  change  was 
made  too  late.  It  is  probaldy  not  yet  fully  realized 
by  the  various  other  organizations  that  the  door  is 
now  standing  ajar  where  formerly  it  was,  in  their 
opinion,  shut  and  locked.  It  is  probable  that  the 
changes  in  the  constitution  of  the  C.  S.  C.  E.  are  not 
very  clearly  understood  by  engineers  who  are  not  mem- 
bers of  that  society.  That  being  the  case,  it  would 
apparently  be  one  of  the  first  duties  of  Secretary  Keith 
to  start  a  campaign  of  ])ul)licity  designed  to  reach  every 
engineer  and  technical  man  in  the  Dominion  who  has 
not  been  directly  in  touch  with  the  recent  changes. 
Quite  aside  from  existing  organizations  there  is  a  very 
large  number  of  engineers  in  the  various  provinces 
who  do  not  belong  to  a  technical  society  of  any  kind. 
The  success  of  the  Engineering  Institute  of  Canada, 
as  a  national  factor,  must  depen<l  largely  on  the  thor- 
oughiiess  and  completeness  of  its  representation. 


The  Gospel  of  Unity  and  Go- 
Operation  Among  Engineers 

THE  Prime  Minister  of  British  Columbia  has 
written  the  Council  of  the  Canadian  Society  of 
Civil  Engineers  to  the  eflfect  that  his  govern- 
ment has  refused  to  consider  the  application  to 
incorporate  the  B.  C.  Engineering  and  Technical  In- 
stitute, and  that  no  further  consideration  will  be  given 
by  the  government.  This  letter  was  in  response  to 
a  telegram  from  the  Canadian  Society,  the  action  be- 
ing taken  because  of  ])rotests  against  the  use  of  the 
name  and  the  i)owers  recpiested. 

In  taking  this  course  the  B.  C.  (iovernment  would 
seem  to  have  been  well  advised.  The  trouble  in  Can- 
ada has  not  been  shortage  of  scientific  organizations 
so  much  as  lack  of  unity  of  purpose  and  enthusiasm 
in  carrying  on  the  work  of  the  organizations  already 
in  existence.  The  biggest  difficulty,  of  course,  is  our 
tremendous  area  which  makes  it  very  hard  to  keep 
the  various  jjrovinces  working  .synchronously.  How- 
ever, until  such  time  as  the  existing  societies  have 
been  utilized  to  the  utmo.st  and  have  proven  their  in- 
ability to  cover  the  engineering  field,  there  seems  no 
g(M)d  reason  for  a  weakening  of  our  energies  by  fur- 
ther subdivisions.  The  Western  Coast  field  is  pretty 
thoroughly  covered  by  branches  of  various  societies  at 
present. 

It  is  very  possible  there  are  local  rea.sons  (some 
of  them  i)ersonal.  possibly)  behind  the  request  for 
another  engineering  society  in  British  Columbia,  but 
if  it  was  intended  to  cover  anywhere  near  the  same 
field  as  the  C  anadian  SiXMcty  of  Civil  Engineers  (and 
the  name  indicates  that  intent)  we  would  urge  engi- 
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neers  and  technical  men  throughout  that  province  to 
forget  everything  but  the  best  interests  of  the  profes- 
sion and  make  up  their  minds  right  now  to  work  along 
shoulder  to  shoulder  with  any  whose  ideals  are  in  the 
direction  of  improving  the  status  of  the  engineer.  Neith- 
er the  engineer,  as  an  individual,  nor  any  existing  engi- 
neering society,  as  a  body,  is  so  firmly  established  in 
the  public  confidence  as  to  be  able  to  risk  the  criticism 
that  is  certain  to  follow  any  sign  of  disunity.  At  this 
very  moment  existing  technical  societies  are  preaching 
the  gospel  of  unity  and  co-operation  among  engineers 
as  never  before.  It  is  the  first  and  absolute  essential 
before  it  is  possible  that  any  progress  can  be  made. 


Committee  on  Prestige,  Toronto  Branch 
G.S.G.E.,  Submits  Resolutions 

AT  a  meeting  of  the  Toronto  branch  of  the  Cana- 
dian Society  of  Civil  Engineers,  held  on  Thurs- 
,  day  evening,  April  25,  the  following  series  of 
resolutions  was  adopted.  The  draft  of  these 
resolutions  had  been  prepared  by  the  Committee  on 
Prestig'e  of  the  Toronto  branch,  following-  a  compre- 
(hensive  report  recently  submitted  to  the  branch  and 
reviewed  in  our  last  issue : 

Resolutions 

1.  That  the  Ottawa  branch  be  invited,  to  co-operate 
with  the  Toronto  branch  in  the  draftinp-  of  a  bill  for  the 
restriction  of  the  employment  of  engineers  upon  pu])- 
lic  works,  such  as  federal,  provincial,  and  municipal 
works,  to  those  who  have  conformed  to  the  require- 
ments which  shall  be  defined  therein  ;  and  such  draft, 
after  being'  approved  by  the  respective  branches,  to  be 
submitted  to  the  Council  of  the  Institute  for  prompt 
consideration  and  action. 

2.  That  legislation  be  obtained  forbidding  the  ex- 
penditure of  public  funds  upon  the  construction  of 
bridges,  roads,  docks,  harbors,  waterworks,  sewerage 
and  sewerage  works,  electric  light  and  power  works, 
and  other  undertakings,  unless  the  plans  for  the  same 
shall  have  been  prepared  by  and  the  supervision, is 
under  the  control  of  engineers  who  have  conformed  to 
the  requirements  defined  in  the  proposed  draft  bill 
mentioned  in  Resolution  No.  1. 

3.  That  it  is  desirable  that  the  branch  shall  make 
jjrovision  for  the  payment  of  the  branch  secretary,  and 
that  it  shall  be  deemed  part  of  his  duty  to  keep  in  close 
touch  with  the  members  and  to  render  every  assist- 
ance for  their  professional  advancement. 

4.  That  the  Counicil  of  the  Institute  be  asked,  in 
order  to  secure  material  for  further  discussion,  to  issue 
an  enquiry  to  the  members  generally  to  ascertain  the 
com])ensation  received  by  engineers  of  various  ages 
and  in  dififerent  classes  and  employed  in  various  tech- 
nical services,  and  that  ste])s  be  taken,  if  possible,  to 
ascertain  also  the  compensation  i)ai<l  to  men  of  corre- 
sponding ages,  classes,  and  ser\ices  in  other  |)rofes- 
sions. 

.5.  That  the  Council  be  asked  to  organize  a  .scheme 
for  the  defence  of  members  who  have  been  attacked  in 
the  performance  of  their  professional  duties  on  what 
mav  appear  unjustifiable  grounds. 

•6.^That  the  technical  work  of  the  Institute  can  be 
most  successfully  carried  on  by  means  of  technical  sec- 
tions, to  which  shall  be  entrusted  the  organization  of 
ordinary  meetings,  special  sectional  conventions,  etc. 

7.  That  the  Ivxecutive  Committee  be  requested  to 
consider  the  suggestion  of  holding  weekly  or  fortnight- 
ly lunch  meetings,  at  which  addresses  will  be  delivered 


and  facilities  given  for  the  members  to  become  better 
known  to  each  other.  Such  practices  as  obtain  at  meet- 
ings of  the  Rotary  or  the  Electrical  Clubs  might  be 
followed. 

8.  Whereas  in  the  \ocation  of  engineers  technical 
knowledge  is  necessarily  of  primary  importance,  that 
the  Council  be  asked  to  adopt  every  means  in  their 
power  to  make  transactions  of  the  Institute  a  complete 
record  of  Canadian  engineering  achievements  and  of 
Canadian  engineering  studies. 

9.  That  it  is  desirable  to  appoint  sectional  technical 
committees,  who  shall  undertake  special  studies  and 
in\  estigations  to  be  assigned  to  them.  The  appoint- 
ments to  such  committees  to  be  made  only  after  formal 
acceptance  of  office  by  the  nominees,  and  the  work  of 
the  technical  committees  to  be  carefully  supervised  by 
the  Executive  Committee.  In  the  case  of  appointees 
failing  to  carry  out  the  work  the  executive  shall,  after 
due  notice,  request  their  retirement  and  elect  others  in 
their  places. 

10.  That  the  Committee  on  Prestige  and  Influence 
be  continued. 

Toronto  Section  of  the  A.I.E.E. — 
Annual  Meeting 

IT  is  a  matter  of  regret  that  there  were  no  repre- 
sentatives of  the  manufacturers  to  discuss  the 
paper  by  Mr.  Ackerman,  of  the  Toronto  Power 
Company,  on  High  Tension  Insulators,  which  was 
read  by  the  author  on  Friday  April  19.  The  paper, 
which  dealt  with  the  operating  aspect,  was  a  most 
thorough  one  and  showed  not  only  the  improvements 
.which  the  last  decade  has  brought  about  in  the  line 
insulator,  but  also  the  opportunity  for  further  develop- 
ment in  producing  an  insulator  which  should  prove 
more  resistant  to  power  arc  discharges  and  "punctures. 
The  modern  pin  type  insulator  shows  a  somewhat  more 
compact  design  than  that  of  ten  years  ago,  being  more 
free  from  deep  and  intricate  cavities  which  were  of 
little  use  in  preventing  leakage  and  none  at  all  in  re- 
ducing the  risk  of  flash-over.  Mr.  Ackerman  com- 
mented upon  the  desirability  of  drawing  the  arc  away 
from  the  insulator  and  pointed  out  that  arcing  horns 
and  the  Avell-known  Nicholson  Ring  were  not  thor- 
oughly efi^ective  in  this  respect  as  they  rather  tended 
to  localize  the  flash-over  until  it  was  ruptured  or  until 
the  insulator  failed.  A  new  type  of  arcing  horn  was 
described  which  took  the  form  of  a  spiral  around  the 
wire  with  a  radius  equal  to  the  depth  from  the  wire 
to  the  foot  of  the  insulator  pin.  It  was  shown  by  a 
remarkable  series  of  photographs  that  this  would  in- 
stantly draw  the  arc  well  away  from  the  insulator  to- 
wards the  tip  of  the  horn,  and  that  until  the  short 
was  cleared  no  damage  could  happen  to  the  insulator. 

In  the  discussion  Mr.  H.  C.  DonCarlos  did  not 
agree  with  the  author  in  extending  the  field  of  pin 
ty])e  insulators  into  the  reg"i(Mi  above  60,000  volts; 
rather  would  he  expect  to  see  suspension  insulators 
adopted  for  44,000  and  all  higher  tensions.  In  conver- 
sation with  the  engineers  of  the  Mississippi  River 
Power  Company  he  had  learned  that  practically  all 
the  failures  on  their  110,000  volt  lines  had  been  due  to 
cracks  in  the  porcelain,  and  he  believed  that  this  ex- 
perience was  not  unusual.  Mr.  Davison  pointed  out 
that  among  other  advantages  the  suspension  insulator 
permitted  of  easier  testing  of  the  insulators  on  location 
and  furthermore,  that  it  lent  itself  to  standardization. 
If  manufacturers  were  to  be  asked  for  pin  type  in- 


May  1,  I'JIK 


THE   CONTRACT  RECORD 


siilaturs  of  50,000,  60,000,  70,000  volts  and  higher  pres- 
sures, the  cost  of  insulators  would  naturally  be  higher 
and  the  deliveries  less  satisfactory  than  were  suspen- 
sion strings  of  standard  elements  were  specified  for 
these  voltages.  A  number  of  other  most  interesting 
ipoints  were  raised  in  the  discussion  which  tended  to 
demonstrate  that  there  is  considerable  diversity  of 
personal  opinion  among  transmission  engineers  regard- 
ing the  insulator  problem,  and  that  the  same  problem 
is  being  efifectively  solved  in  more  than  one  wav  in 
different  installations. 

The  result  of  the  elections  for  officers  of  the  To- 
ronto Section  was  declared  at  the  meeting  of  Friday, 
April  19,  as  follows: — 

Chairman — Arthur  J.  Hull  (Hydro-electric  Power 
Commission). 

Secretary — Ernest  V.  Pannell  (British  Aluminium 
Company,  Limited). 

Executive-.-Ashton  B.  Coojjer  (Canadian  General 
Electric  Co.,  Ltd.) ;  Frank  R.  Ewart  (Thwart  &  Jacob) ; 
William  G.  Gordon  (Malm,  Gordon  &  Co.)  ;  W.  Percy 
Dobson  (Hydro-electric  Power  Commission)  ;  Wil- 
liam Volkman  (Toronto  Power  Co.);  *Herbert  B. 
Dwight  (Canadian  Westinghouse  Co.,  Ltd);  *Gordon 
R.  Langley  (Canadian  General  Electric  Co.,  Ltd.). 

(*Out  of  town  members). 


Warfare  Against  Needless  Loss  of  Life 
and  Property  by  Fire 

ALCIDE  Chausse,  city  architect  and  superin- 
tendent of  buildings  of  the  city  of  Montreal, 
and  chairman  of  the  Committee  on  Fire  Pre- 
vention of  the  American  Society  of  Municipal 
Improvements,  recently  made  his  annual  report  to  that 
society,  noting  the  activities  relative  to  fire  protection 
during  the  past  year. 

The  report  noted  the  recommendations  made  at  its 
last  annual  meeting  of  the  National  Fire  Protection 
Association  regarding  the  warfare  against  the  needless 
sacrifice  of  human  life  and  property  by  fire  which 
were  as  follows : 

L  The  adoption  by  municipalities  of  the  Standard 
Building  Code  of  the  National  Board  of  Fire  Under- 
writers to  the  end  that  fire-resistive  building  construc- 
tion may  be  encouraged,  the  use  of  inflammable  roof 
coverings  prohibited,  adec[uate  exit  facilities  from 
buildings  assured,  and  interiors  so  designed  and  fire- 
stojjped  as  to  make  easy  the  extinguishment  of  fires 
therein. 

2.  The  adoption  by  all  states  of  minimum  building 
requirements  for  the  protection  of  State  and  County 
hospitals,  asylums  and  similar  institutions  outside 
city  limits  and  of  small  communities  in  which  the 
establishment  and  enforcement  of  a  building  code  is 
impracticable. 

3.  The  enactment  by  each  state  of  the  fire  marshal 
law  advocated  by  the  Fire  Marshals'  Association  of 
North  America  to  the  end  that  official  investigation 
may  be  made  of  the  causes  of  all  fires.  Preventable 
fires  may  be  eliminated  by  ])ublic  education,  and  the 
crime  of  ar.son  stamped  out. 

4.  The  adoption  of  the  Association's  suggested 
t)rdi nance  providing  for  the  systematic  inspection  of 
all  buildings  by  city  fire  marshals  or  local  firemen,  to 
insure  the  vigorous  enforcement  of  rules  for  cleanliness, 
good  housekeeping,  and  the  maintenance  of  safe  and 
unobstructed  exits,  fire-fighting  ai)paratus  and  other 
protective  devices. 


3.  I  he  ciiaclnu  lit  <A  <jrdiiiaiices  similar  to  that  of 
C  levelanfl,  Ohio,  fixing  the  cost  of  extinguishing  pre- 
ventable fires  upon  citizens  disregarrling  fire  prevention 
orders,  anrl  a  more  general  legal  rccognitif>n  of  the 
common  law  i)rinciple  of  |)ersonal  liability  for  damage 
resulting  from  (ires  due  to  carelessness  or  neglect. 

6.  The  wider  general  use  of  the  automatic  sprinkler 
as  a  fire  extinguishing  agent  and  life  saver  and  the 
more  general  adoption  of  the  fire  division  wall  as  an 
important  life  saving  exit  facility. 

7.  A  careful  study  of  the  technical  sur\'cys  of  cities 
made  by  the  engineers  r)f  the  Committee  on  Fire  Pre- 
vention of  the  National  Pioard  of  Fire  Underwriters 
covering  the  items  of  water  supplies,  their  adequacy 
and  reliability,  fire  de])artment  efficiency,  fire  alarm 
systems  and  conflagration  hazards;  and  of  the  possi- 
bility of  co-operation  among  neighboring  cities  through 
mutual  aid  and  the  standardization  of  hose  couplings. 

8.  The  adoption  of  the  Association's  suggested 
laws  and  ordinances  for  state  and  municipal  regulation 
of  the  transj)ortation,  storage  and  use  of  inflammable 
liquids  and  explosives. 

9.  The  universal  adojjticju  and  use  of  the  safety 
match  and  legislation  prohibiting  smoking  in  all  parts 
of  factories,  industrial  and  mercantile  buildings  excej)t 
in  such  fireproof  rooms  as  may  be  esjjecially  apjjrovefl 
for  the  purpose  by  fire  de])artments. 

10.  The  education  of  children  and  the  |)ublic  gen- 
erally in  careful  habits  regarding  the  use  of  fire. 

1 1 .  The  co-ordination  of  all  these  activities,  through 
a  central  administrative  officer  or  body  of  the  state  or 
city  having  primary  jurisdiction,  for  the  purpose  of 
])romoting  uniformity  of  action  and  eflicicnt  co-opera- 
tion. 

In  the  furtherance  of  these  objects  the  Association 
appealed  for  the  co-operation  of  all  citizens.  It  asked 
them  to  help  in  the  dissemination  of  its  valuable  litera- 
ture and  in  the  use  of  the  standards  of  fire  protection 
so  carefully  worked  out  by  its  committee  to  the  end 
that  the  lives  and  substance  of  our  people  shall  not 
continue  to  be  dissipated  by  a  reckless  and  easily  pre- 
\'entable  waste. 

The  report  then  reviews  the  recommendations  that 
have  been  adopted  by  various  municipalities  on  the 
continent  locjking  to  reduction  of  fire  waste — Kansas, 
Ohio,  Louisiana,  Chicago,  Minnesota.  Texas,  etc.  The 
report  ends  with  a  discussion  of  the  treatment  of  chim- 
neys and  the  penalty  that  should  attach  to  neglect  in 
kee])ing  them  clean  ;  the  by-law  in  force  in  Montreal  is 
quoted  as  a  model  which  would  i)robably  also  be 
effectix  e  in  other  cities. 


Halifax  Branch  G.S.CE. 

Pursuant  to  authority  granted  by  the  C'ouncil  of 
the  Canadian  Society  of  Civil  Engineers,  a  Halifax 
branch  of  this  organization  was  formed  on  I'riday 
evening,  .\i)ril  1'),  at  a  meeting  held  in  the  Technical 
College.  I  ntil  such  time  as  the  amalgamation  of  the 
Nova  Scotia  .''society  and  the  C  anadian  Society  now 
under  way  is  consummated  whereby  the  local  mem- 
bershij)  of  the  Canadian  Society  will  bo  considerably 
increased,  a  teni])orarv  organization  only  was  efi'ected. 
The  officers  appointed  are:  F.  .\.  Bowman,  chairman; 
K.  H.  Smith,  secretary-treasurer,  together  with  a  man- 
aging committee  comprising  L.  H.  Wheaton,  W.  P. 
Morrison,  P.  .\.  h'reeman,  J.  Lorn  .Mian.  R.  McColl 
and  Hiram  nonkiii.  district  councillor  of  the  Canadian 
Society  as  member  ex-officio. 
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Creosoted  Blocks  for  Factories 

ALTHOUGH  wood  block  has  been  used  exten- 
sively for  pavements,  it  is  only  recently  that  it 
has  come  to  be  recognized  as  a  satisfactory 
material  for  mill  and  factory  floors.  Munition 
factories  in  the  past  three  3^ears  have  used  wood  block 
extensively,  its  noiseless  nature,  cleanliness,  and  ease 
of  tread  being  factors  which  are  bringing-  it  rapidly  to 
the  front  as  a  floor  material.  Perhaps  the  reason  wood 
block  has  not  been  more  generally  used  in  the  past  is 
due  to  the  fact  that  failures  sometimes  occur.  By  care- 
ful consideration  in  the  method  of  construction  and  ma- 
terials used  these  can  be  largely  eliminated,  however. 

Manufacture  of  the  Blocks 

Great  care  is  necessary  in  the  manufacture  of  the 
blocks,  which  may  be  varied  to  suit  the  conditions  to 
which  the  block  will  be  subjected.  Dry  conditions  re- 
quire air-seasoned  lumber,  for  it  has  been  found  that 
untreated  lumber  will  contract  more  than  6  per  cent, 
in  volume  in  drying  from  the  green  to  the  dry  state,  or 
a  block  measuring  4  inches  wide  by  8  inches  long 
would  contract  '4  width  and  Yz  inch  in  length. 

Blocks  which  are  to  be  used  on  floors  where  moist 
and  humid  conditions  predominate  should  preferably 
be  manufactured  from  only  partially-seasoned  lumber, 
or,  if  dry  lumber  is  used,  it  should  be  subjected  to  live 
steam  to  swell  the  blocks  during  the  treatment.  The 
length  of  the  blocks  should  not  exceed  three  times  the 
depth.  This  is  especially  true  of  shallow-depth  blocks — 
i.e.,  those  2  in.  and  2^  in.  dee]).  There  is  a  decided 
tendency  for  these  blocks  to  curl  and  warp  when  of  ex- 
cessive length.  In  treating  the  blocks  with  creosote 
oil  by  the  comi)ressed  air,  vacuum  method,  it  is  inad- 
visable to  specify  treatment  of  less  than  8  pounds  of 
creosote  oil  ]jer  cubic  foot  of  timber ;  otherwise  the 
blocks  will  not  be  impregnated  to  the  point  of  refusal. 

Methods  of  'Construction 

The  matter  of  foundation  for  the  floor  is  of  -great 
importance;  concrete  should  always  be  used.  If  tim- 
ber is  used  it  should  be  treated  to  prevent  decay.  The 
concrete  should  be  of  the  required  depth  to  withstand 
the  load  to  be  imposed.  If  a  cushion' is  used,  it  should 
be  composed  of  dry  mortar  and  average  not  more  than 
Yi  in.  in  de])th.  The  concrete  in  this  case  should  be 
finished  level  so  that  the  de])th  of  cushion  will  not  vary 
more  than  Yx  in.  A  good  mix  consists  of  one  of  cement 
to  four  of  sand,  sjjread  fairly  dry. 

^\'here  there  is  no  vibration,  and  where  the  floor  is 
Ie\  el,  a  thin  sand  cushion,  evenly  applied  and  not  over 
one  inch  in  dei)th,  will  give  good  satisfaction.  Laying- 
too  thick  a  layer  of  sand,  and  using  the  sand  to  fill  up 
irregularities  in  the  concrete  base,  is  a  frequent  source 
of  failure  by  shifting  of  the  blocks.  Where  moisture 
under  the  floor  is  to  be  expected  or  where  the  traffic  is 
unusually  heavy,  it  is  good  practice  to  finish  the  c6n- 
crete  to  a  smooth  and  level  surface,  exactly  the  dei)th 
of  the  block  below  the  finished  flcjor  lex'cl,  not  allowing 
for  a  cushicjn. 

IMocks  laid  directly  on  tlic  concrete  cannot  lie 
taliiped.  and  retpn're  an  e\  en  hearing  to  pres  ent  them 
frcnn  s])litting  under  traffic.  Sliallow  blocks,  2  to  2j/2 
inches  deej),  may  be  used  to  advantage  when  there  is 
nf)  cushi(m,  and  in  most  cases  will  give  good  service. 

The  bituminous  filler  should  l)e  of  a  special  grade; 
coal  tar  pitch  is  better  than  asphalt,  as  it  is  more  easil\' 
obtained  and  is  Ijetter  adapted  to  the  purpose.  The 


filler  should  penetrate  to  the  full  depth  of  the  ])locks ; 
it  should  be  heated  to'  the  point  where  it  is  thoroughly 
liquid,  and  should  Ije  flushed  into  the  joints  from  the 
top,  using  a  rubber-edged  squeegee.  The  surface  should 
then  be  covered  with  sand  and  permitted  to  remain  for 
three  or  four  weeks,  if  ])ossil)le. 


Canadian  Good  Roads  Congress 

THE  secretary  of  the  Canadian  Good  Roads  As- 
sociation, Mr.  G.  A.  McNamee,  909  New  Birks 
Building,  Montreal,  has  issued  a  very  interest- 
ing programme  of  the  Fifth  Canadian  Good 
Roads  Congress  which  will  be  held  at  the  Royal  Con- 
naught  Hotel,  Hamilton,  May  7  to  10.  On  the  front 
page  is  shown  a  fine  type  of  country  roadway,  which 
is  designated  "A  war  winner,"  as  indicating  the  value 
of  good  roads  in  war  time.  Another  illustration  show- 
ing the  type  of  road  all  too  common  iii  Canada  dur- 
ing the  early  months  of  the  summer,  provokes  the  apt 
enquiry,  "Why  not  have  our  road  controller  order 
mudless  roads?"  A  goodly  part  of  the  folder  is  taken 
up  with  definitions  of  road  terms,  which  the  average 
road  man  will  find_  of  considerable  value. 

The  executive  officers  of  the  Canadian  Good  Roads 
Association  are  as  follows :  President,  Capt.  J.  A.  Du- 
chastel  de  Montrogue,  city  engineer  of  Outremont, 
P.Q. ;  vice-president,  S.  L.  Squire,  municipal  adviser 
to  the  Ontario  Government ;  secretary-treasurer,  Geo. 
A.  McNamee,  Montreal.  Messrs.  U.  H.  Dandurand, 
of  Montreal,  W.  A.  McLean,  Deputy  Minister  of  High- 
ways for  Ontario,  B.  Michaud,  Deputy  Minister  of 
Roads,  Province  of  Quebec,  and  Capt.  O.  Hezzelwood, 
of  Toronto,  are  honorary  ])residents.  The  directors  in- 
clude the  following  gentlemen,  in  addition  to  the 
officers :  Thos.  Adams,  Town  Planning  Adviser,  Com- 
mission of  Conservation  ;  A.  L.  Caron,  president  Auto- 
mobile Club  of  Canada,  Montreal;  Dr.  E.  M.  Des- 
aulniers,  M.L.A.,  deputy  speaker,  Quebec  Legislature ; 
R.  S.  Llenderson,  president,  Manitoba  Good  Roads  A.s- 
sociation ;  Geo.  Hogarth,  Chief  Engineer,  Ontario 
Highways  Department ;  J.  W.  Levesque,  M.L.A., 
Montreal ;  A.  F.  MacCallum,  Commissioner  of  Works, 
Ottawa ;  P.  E.  Mercier,  chief  engineer,  city  of  Mont- 
real;  J.  A.  Sanderson,  Oxford  Station,  Ont. ;  C.  R. 
Wheelock,  President,  Ontario  Good  Roads  Associa- 
tion ;  W.  G.  Yorston,  Asst.  Road  Commissioner,  Pro- 
vince of  Nova  Scotia;  W.  Findlay,  Ottawa. 

The  programme  lists  the  following  toi)ics  for  dis- 
cussion and  suggests  that  if  these  do  not  supply  all 
the  information  desired  the  "question  bo.x"  will: 

Topics  for  Discussion 

The  Road  and  the  Farmer. 
Who  Should  Pay  for  the  Road  ? 
n'iie  Ffliciency  of  the  Highway  in  the  i 'resent 
Trans])ortation  Difficulties 
'i'he  Most  important  Consideration  loitering  Into 

Road  Construction — Drainage 
Result  of  Tests  with  Various  Types  of  Pavements 
Modern  Practice  in  Bituminous  Pavements 
h'.nglish  and  American  Practice  in  the  Construction 
of  Tar  Roads 
Concrete  Roads 
.Abatement  of  the  Dust  Nuisance 
ilow  tlie  Good  Roads  of  France  are  Helping  Win 
the  War 

Roads  for  the  Common  People — (iravcl  and  Macadam 
The  Laboi-  Shortage  Solved  by  Efficient  Machinery 


I 


May  1,  1018 


THE   CONTRACT  RECORD 


Experiments  on  Diffusion  of  Sewage 


By  Kenneth  Allen' 


From  experiments  made  by  the  Metropolitan  Sew- 
age Commission  of  New  York  in  the  laboratory  and 
in  the  open  harbour,  several  interesting  conclusions 
were  drawn.  In  still  water  sewage  will  first  rise 
toward  the  surface  or  fall  toward  the  bottom,  de- 
pending upon  the  relative  specific  gravity  of  the  two 
licpiids.  In  sea  water,  it  will  rise,  while  in  fresh  water 
it  will  remain  for  a  longer  period  about  the  level  of 
discharge.  Diffusion  begins  at  once  and  is  more  rapid 
the  less  the  salinity  of  the  water.  It  probably  bears 
some  relation  to  the  form  of  the  jet,  but  at  this  stage 
it  is  of  less  importance  than  the  mixing  action  due  to 
currents.  Where  turbulent  eddies  occur  mixing  is 
rapid  and  the  buoyant  tendency  due  to  the  difference 
in  specific  gravity  is  obliterated.  After  this  initial  mix- 
ing further  tendency  toward  putrefaction  is  usually 
deferred  for  at  least  several  hours. 

It  was  observed  that  when  discharged  into  an  equal 
mixture  of  sea  and  fresh  water  sewage  rises  from 
depths  not  exceeding  30  ft.,  so  that  it  will  probably 
be  visible  at  the  surface ;  but  from  depths  of  over  40  ft. 
it  will  probably  not  be  seen  unless  discharged  in  very 
large  volumes,  although  much  depends  upon  the  ex- 
istence of  subsurface  currents. 

Diffusion  in  Saline  Waters 

A  high  salinity  of  the  water  retards  dift'usion. 
Streams  of  sewage  are  diffused  more  slowly  in  tidal 
waters  than  in  rivers  of  fresh  water.  Moreover,  sal- 
inity increases  the  upward  tendency  in  submerged 
effluents,  so  that  they  reach  the  surface  more  promptly 
and  hence  with  less  opportunity  for  diffusion.  For 
these  reasons  and  because  the  saponification  of  the 
soaps  in  sewage  renders  it  more  nearly  opaque,  be- 
cause its  capacity  for  dissolved  oxygen  is  less  and 
because  any  decomposition  of  sludge  deposits  gives 
rise  to  more  offensive  odours  in  salt  water  than  in  fresh, 
the  latter  is  generally  a  more  favorable  medium  into 
which  to  discharge  sewage. 

The  effluent  from  a  submerged  outlet  in  salt  or 
brackish  water  rises  to  the  svxrface  in  the  form  of  a 
cone,  spreads  rapidly  in  a  thin, sheet  so  that  at  a  mod- 
erate distance  there  is  usually  little  evidence  of  pollu- 
tion below  a  foot  or  two  from  the  surface,  although 
the  line  of  demarcation  of  the  sewage  field  may  be 
quite  definite  for  a  considerable  distance. 

With  a  septic  sewage,  high  temperature,  and  a 
stream  low  in  dissolved  oxygen,  conditions  favor  putre- 
faction, and  particular  pains  should  be  taken  to  secure 
rapid  diffusion.  The  desirability  of  this  is  becoming- 
recognized  in  the  construction  of  submerged  sewer  out- 
lets. 

At  Moon  Island  50,000,000  gallons  of  crude  sewage 
from  Boston  is  discharged  near  the  surface  on  the  first 
two  hours  of  ebb  tide.  The  sewage  is  dark,  septic, 
foul  in  appearance,  and  with  a  strongly  oft'ensive  odour, 
although  gross  pollution  is  confined  to  the  upper  5  feet 
in  depth  of  water.  Discoloration  of  the  water  at  times 
covers  1,000  acres,  half  of  which  may  be  called  "of- 
fensive," and  extends  for  a  distance  of  over  lyi  miles 
from  the  outlet. 

A  marked  improvement  is  observed  in  the  continu- 
ous discharge  of  60,000,000  gallons  per  day  off  Deer 
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Island  from  the  North  Aktro|jolitan  system.  '1  lie  dis- 
coloration is  hardly  noticeable  below  2  feet  from  the 
surface,  and  little  evidence  of  sewage  is  ordinarily 
found  beyond  a  distance  of  900  feet. 

This  marked  improvement  over  the  Moon  Island 
outlet  is  attributable  to  the  fresher  condition  of  the 
sewage  and  its  continuous  discharge  at  corresponding- 
ly lower  rates.  But  even  here  the  sewage  field  may  be 
detected  as  much  a.s  iy>  miles  from  the  outlet  under 
certain  conditions. 

The  more  recent  two  outlets  from  the  South  Metro- 
politan' system  near  Peddock.s  Island,  Boston,  marked 
a  further  improvement  in  being  placed  a  depth  of  some 
30  feet  of  water  at  low  tide.  Here  53,000,000  gallons 
per  day  are  discharged  continuously,  but  there  is  no 
marked  discoloration  more  than  30  feet  from  the  outlet. 

The  discharge  of  67,000,000  gallons  of  the  sewage 
of  Washington  from  two  outlets  at  a  depth  of  about 
28  feet  in  the  Potomac  River  is  difficult  to  detect  at 
the  surface,  and  the  same  may  be  said  of  that  from 
the 'three  outlets  at  Hamburg,  where  53,000,000  gal- 
lons per  day  enter  the  Fdbe.  In  these  examples  there 
are  the  additional  advantages  of  a  discharge  into  fresh 
water,  and  in  dividing  up  the  flow  between  two  or 
more  outlets. 

The  Deqr  Island  outlet  in  Boston  Harbour  is  being 
extended  300  feet  into  water  52  feet  deep  at  low  tide. 
For  about  240  feet  this  is  of  7-foot  cast-iron  pipe  con- 
verging to  4  feet  at  the  extreme  end.  The  last  126  feet 
is  composed  of  lengths  having  openings  near  the  mid- 
dle and  in  the  top  directed  forward,  by  which  the  dis- 
charge will  take  place  at  fourteen  orifices,  including 
the  end  of  the  last  pipe. 

It  has  been  proposed  to  construct  outlets  for  the 
Passaic  Valley  sewer  in  New  York  Upper  Bay,  conical 
in  shape,  diverting  upward  and  with  a  spiral  flange 
on  the  inside  for  the  purpose  of  delivering  the  sewage 
in  the  form  of  a  thin,  hollow  cone.  1  his,  it  was'  ex- 
pected, would  provide  a  large  surface  of  contact  with 
the  bay  water  immediately  after  discharge. 

Multiple  Outlets 

Another  feature  of  the  Passaic  \'alley  outlet  is  in 
providing  multiple  outlets.  This  has  frequently  been 
proposed  in  order  to  secure  rapid  dift'usion.  but  has 
seldom  been  carried  out.  At  Toronto  the  outfall  was 
carried  out  about  3,200  feet  from  shore  to  a  depth 
of  21  feet.  The  last  500  feet  was  tapered  from  a  di- 
ameter of  5  feet  to  one  of  2  feet  and  perforated  with 
4-inch  orifices  4  ft.  4  in.  apart. 

Another  exami)Ic  of  multi])le  outlets  is  in  the  new 
outfall  at  Cleveland,  where  70,000,000  gallons  are  dis- 
charged daily  o.ne-half  mile  from  shore  at  a  depth  of 
30  feet  from  6;^4-inch  holes,  spaced  7lj  feet  apart  on 
each  side  of  the  tapered  outlet  pipe  and  45  degs.  above 
the  horizontal  diameter. 

There  is  an  advantage  in  a  high  velocity  of  di^- 
charge,  but  as  this  involves  loss  of  head  it  cannot 
often  be  made  use  of  unless  the  sewage  is  ])umped.  A 
horizontal  is  preferable  to  a  vertical  direction  for  the 
jet,  as  it  offers  a  greater  opportunity  for  diffusion  dur- 
ing the  ascent  to  the  surface,  after  which  this  proceeds 
more  slowly. 

At  Copenhagen,  lo  secure  a  similar  rt'^ult.  there  arc 
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l)n)viclc<l  two  openings  6  inches  wide  by  4  feet  long- 
near  the  outer  end  of  the  new  43-inch  wood  stave  out- 
let pipe,  by  which  the  upward  discharge  of  33,000,000 
gallons  per  day  will  take  place  in  the  form  of  a  thin 
sheet. 

The  area  of  pollution  increases  at  a  higher  rate  than 
the  volume  of  discharge,  so  that  the  interception  of 
large  volumes  of  sewage  to  a  single  outlet  is  unwise  if 
the  conditions  are  unfavorable  for  sufficient  diffusion 
and  dilution. 

Principles  to  be  Followed 

With  so  many  factors  involved  it  is  impossible  to 
formulate  precise  rules  for  the  location  and  design  of 
sewage  outlets  to  secure  prompt  diffusion,  but  the 
])rinciplcs  to  be  followed  are  well  known  and  may  be 
summarized  as  follows: — 

1.  Locate  the  outlet  in  water:  (a)  as  nearly  fresh 
as  possible,  (b)  as  nearly  saturated  with  oxygen  as 
])ossible,  (c)  with  the  swiftest  possible  current,  (d) 
at  as  great  a  depth  as  possible. 

2.  Discharge  the  sewage  so  as  to  secure  as  inti- 
mate a  contact  with  the  water  on  discharge  as  possible. 
This  may  be  prompted  by  special  orifices  and  by  mul- 
tiple outlets. 


Steel  Bridge  over  Richelieu  River 

Rebuilt  on  Site  of  Old  Wooden  Structure  with 
Little  Interruption  to  Traffic 

HEREWITH  we  illustrate  a  new  steel  bridge 
built  over  the  Richelieu  River  at  Chambly 
Canton,  P.Q.,  for  the  joint  use  of  the  Mont- 
real and  Southern  Counties  Railway  Company 
and  the  Central  Vermont  Railway  Company.    It  re- 
places an  old  wooden  bridge,  the  work  being  carried 
out  with  little  interruption  to  traffic. 

The  bridge  is  724  feet  9  inches  long,  and  consists 
of  seven  spans  supported  on  two  shore  abutments  and 
five  concrete  piers.  Each  span  is  approximately-97  feet 
in  length. 

The  original  wooden  structure  was  a  Howe  truss 
16  feet.  The  new  structure  is  of  the  deck  plate  girder 
type,  the  depth  of  the  girders  being  10  feet.  The  steel 
bridge  has  more  than  double  the  carrying  capacity  of 
the  old  structure.  Before  the  steel  spans  could  be  set 
it  was  necessary  to  re-construct  the  concrete  piers, 
adding  a  reinforced  concrete  cap  to  each  pier,  as  well 
as  to  the  land  abutments,  to  take  care  of  reductions 
in  girder. 

The  difference  in  the  distance  between  the  parallel 
trusses  of  the  old  wooden  structure  and  those  of  the 
new  steel  bridge  were  such  as  to  allow  the  steel  mem- 
ber.s  to  be  ])laced  inside  the  wooden  trusses  without 
disturbing  their  original  location.  This  fact  made 
it  possible  to  renew  this  bridge  without  any  appreci- 
able delay  to  traffic.  The  work  of  wrecking  the  old 
wooden  structure  was  carried  on  after  the  new  bridge 
was  in  place. 

The  c)verhcad  wires  of  the  Montreal  and  Southern 
C^ounties  Railway  were  originally  supported  on  wood- 
'en  poles  bolted  to  the  wooden  truss.  When  this  was 
removed,  however,  it  was  necessary  for  the  company 
to  ])rovide  suitable  means  of  support  for  their  over- 
head system.  'J'his  was  taken  care  of  by  erecting  four 
^teel  towers  at  apjjroximatcly  150  feet  center  to  center, 
from  which  is  susj)ended  the  trolley,  as  well  as  feeder 


and  telephone  wires.  These  towers  are  riveted  to  the 
webb  members  of  the  steel  girders. 

The  re-design  of  the  piers  and  bridge  structure^ 
was  carried  out  jointly  by  Mr.  H.  P.  Stewart,  struc-! 
tural  engineer,  Grand  Trunk  Railway  System,  and  Mr.' 
J.  M.  Morrison,  engineer  and  superintendent  of  struc- 
tures. Central  Vermont  Railway.    Supervision  of  thej 
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work  in  the  field  was  under  the  direct  charge  of  Mr. 
J.  M.  Morrison.  i 

All  reinforced  concrete  work  was  carried  out  by 
the  Bridge  &  Building  Department  of  the  Central 
Vermont  Railway,  and  the  steel  work  was  erected  by 
the  Dominion  Bridge  Company,  of  Montreal. 


To  Save  Grain  from  Fire 

A  builder  of  grain  elevators  suggests  that  in  order 
to  save  wheat  and  other  grain  in  food  elevators  in  the 
event  of  fire,  every  bin  should  be  provided  with  a  trap 
door  in  the  outer  wall  of  the  building,  so  arranged 
that  in  case  of  fire  the  door  could  be  pulled  open  and 
the  grain  there  thrown  out  on  the  ground.  By  quick 
cheap  alterations  to  many  existing  elevators  he  be- 
lieves it  would  be  possible  to  save  much  grain  now 
lost  in  fires. 


With  a  view  to  securing  greater  efficiency  the 
Montreal  civic  commissioners  are  grouping  the  various 
departments  into  five  divisions.  The  public  works  will 
include  the  streets,  sev\'ers,  municipal  buildings,  incin- 
eration, inspection  of  buildings,  and  electrical  commis- 
sion. Several  new  departments,  comprised  in  the 
above,  are  now  under  the  charge  of  the  chief  engineer. 
A  manager  of  each  group,  responsible  to  the  commis- 
sioners, will  be  ap])ointed. 


The  fourth  annual  convention  of  the  American 
Association  of  Engineers,  meeting  jointly  with  the 
Committee  on  Engineering  Co-operation,  will  be  held 
in  CJnicago,  at  the  City  Club,  315  Plymouth  Court,  on 
Tuesday,  May  14.  Delegates  from  all  national,  state 
and  local  engineering  societies  in  the  United  States, 
will  be  entertained.  The  greater  part  of  the  time  and 
energies  of  the  convention  will  be  given  over  to  a 
discussion  of  "what  more  can  engineers  do  to  win 
the  war?" 
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Bonus  for  Men  Increases  Yardage 


C()S'J\S  per  square  yard  of  paving  were  reduced 
from  21  cents  to  12  cents,  yardage  was  in- 
creased from  3,390  to  5,485  square  yards  in  a 
two-weeks'  period,  and  labor  turnover  was  re- 
duced by  the  city  of  Flint,  Mich.,  which  is  constructing 
by  day  labor  approximately  ten  miles  of  pavements 
and  thirty  miles  of  sewers  this  season.  This  is  the  ex- 
perience related  by  C.  E.  Ridley,  Engineer  in  charge  of 
Pavement  Construction,  Flint,  Mich,  in  Engineering 
Record.  The  city  had  experienced  a  great  deal  of 
labor  difficulty.  The  chief  industry  of  Flint  is'  the 
manufacturing  of  automobiles,  which  has  made  heavy 
inroads  on  the  supply  of  skilled  labor.  Extensive  build- 
ing Contracts  under  way  have  furtlier  increased  the 
labor  shortage. 

The  particular  crew  in  question  had  been  a  prob- 
lem all  season.  Foremen  had  been  changed  four  times, 
and  the  entire  personnel  of  the  crew  at  least  as  many 
times.  Changing  foremen  and  laborers  and  giving  a 
bonus  only  to  foremen  were  all  to  no  avail,  the  cost 
remaining  above  the  estimate  and  the  quantity  of  work 
done  fast  falling  below  the  schedule. 

This  contingency  led  to  figuring  out  a  bonus  sys- 
tem, whereby  every  man  on  the  job  would  share  ac- 
cording to  the  amount  of  work  done.  The  proposition 
was  made  to  the  men  that  each  man  on  the  job  should 
receive  a  bonus  of  one  cent  per  square  yard  in  excess 
of  his  regular  wages  for  all  over  500  square  yards  of 
6-inch  foundation  placed  in  a  10-hour  day.  The  gang 
was  limited  to  twelve  men,  exclusive  of  the  foreman. 
■  Previous  to  this  as  many  as  sixteen  men  were  allowed. 
The  gang  was  composed  of  a  foreman  at  $4.17  per  day, 
an  engineer  at  $4,  a  fireman  at  $3.33,  a  cement  carrier 
at  $3.75,  three  concrete  men  at  $3.50  and  six  shovelers 
and  wheelers  at  $3.50  each. 

At  the  above  wages  and  allowing  to  each  man  the 
one  cent  bonus  per  square  yard  for  all  over  500  yards, 
the  unit  costs  would  vary  as  follows:  300  yards,  15.6; 
400  yards,  11.7;  500  yards,  9.4;  600  yards,  10.0;  700 
yards,  10.4;  800  yards,  10.7;  900  yards,  11.0;  1,000 
yards,  11.2. 

As  seen  in  the  foregoing,  approximately  500  square 
yards  per  day  would  give  the.  minimum  cost,  but  where 
the  overhead  expense  is  considered,  to  say  nothing 
of  the  desirability  of  getting  through  a  job  with  as 
little  inconvenience  as  possible  to  traffic  is  taken  into 
account,  almost  everybody  would  be  unanimous  for 
the  1,000  square  yards  per  day,  with  only  a  difl:'erence 
of  1.8  cent  per  square  yard. 

Now  as  to  the  practical  side  of  the  method.  The 
payroll  of  this  pai^ticular  gang  referred  to,  previous  to 
the  time  of  trying  the  bonus  method,  amounted  to 
$708.68  for  a  two-weeks'  period,  during  which  time 
they  placed  3,390  square  yards  of  6-inch  concrete 
foundation  on  pavements  varying  from  21  to  24  feet 
in  width.  The  average  for  the  twelve  days  was  283 
square  yards  per  day  at  a  cost  of  nearly  21  cents  per 
square  yard. 

The  next  payroll  of  the  gang"  on  the  same  kind  of 
work,  including  the  bonus,  amounted  to  $646.45.  In 
the  same  period  of  time  they  deiposited  5,485  square 
yards  at  an  average  cost  of  less  than  12  cents  per 
square  yard.  During  the  first  period  the  weather  was 
such  that  no  dela)-  was  necessary,  while  during  the 
second  ])eriod  rain  interfered  with  the  work  on  six 


(lillcrcnt  days  and  on  two  days  they  were  unable  to 
i>])crate  at  all.  In  spite  of  this  handicap  the  gang 
a\craged  548j^  S(|uare  yards  a  day.  CJne  day,  with 
weather  permitting  them  to  run  only  9  hours,  they 
placed  882  stjuare  yards.  The  result  was  an  increase 
of  62  per  cent,  in  yardage  and  a  decrease  in  cost  of  43 
l)er  cent.,  compared  with  the  prcv  inn-  two-ucck-' 
period. 


Roadman  Thomas  Atkins — An  Appreciation 

By  Major  T.  .Salkield,  R.E. 

The  important  work  of  the  men  composing  the 
Road  IJattalions  at  the  Front  has  perha])S  hardly  re- 
ceived at  home  the  recognition  it  deserves,  but  the  fol- 
lowing verses,  by  Major  Salkield,  the  city  engineer  of 
Delhi,  who  has  long  been  in  daily  contact  with  them, 
shows  that  among  their  officers  at  any  rate  there  i< 
no  lack  of  appreciation  of  their  labors: — 

He  looks  a  Tommy  Atkins  when  he's  in  his  khaki  kit. 
Course  he  is  a  Tommy  Atkins,  and  he's  proud  to  do  his  bit; 
He's  not  so  young  as  Tommy,  and  his  tunic's  sometimes  slack, 
He's  not  so  straight  as  Tommy  with  a  kit  upon  his  iiack. 
He's  hasn't  done  much  drilling  to  be  level  with  his  peers; 
He  never  thought  of  soldiering — these  men  are  volunteers. 
All  honour  to  these  heroes — when  the  cry  went  up,  "Bad 
roads," 

When  truth  came  out  that  routes  in  France  were  not  de- 
signed for  loads, 

When  the  Armies  could  not  oiierate  because  the  transport 
stood, 

And  could  not  stem  the  muddy  roads  with  hungry  Tommy's 
food, 

When  traffic  was  congested  and  a  menace  to  the  nation. 
These  men  came  in,  played  well  lluir  ])art,  and  saved  llie 
situation. 

The  Roadman  Tommy  .\tkins,  you  can  spot  him  at  a  glance. 
Anywhere  on  any  road  in  dangerous  parts  of  France; 
He  doesn't  hop  the  parapet  and  charge  o'er  "No  Man's  Land." 
He  doesn't  march  along  the  streets  preceded  I)y  a  band. 
He  isn't  often  exercised  at  gym  to  make  him  fit. 
He  isn't  in  the  trenches  with  the  lads  that  do  their  bit; 
He  isn't  trained  to  shoot  and  ride  and  use  a  Iiayonet  slick. 
But  he's  used  his  spade  in  self-defence,  and  tackled  Boche 
with  pick — 

This  happened  when  the  Hun  came  through  and  rounded  up 
a  section 

Of  roadmen  working  near  the  line — the  place  I  dare  not 
mention. 

He  isn't  smart  when  on  parade  beneath  his  O.C.'s  scan. 
But  he's  played  a  very  gallant  part  like  any  fighting  man. 

To  keep  the  lads  who  hold  the  line  supplied  with  all  they  need 
Ts  a  tallish  proposition,  well  known  to  those  who  rea<l; 
For  the  roads  have  got  to  be  mairitained  from  bases — port 
and  land — 

From  larger  base  to  smaller  base  to  dumps  on  every  hand; 
On  line  communication,  areas  back  and  forward,  too. 
Roads  and  railways — rails  and  roadways — pushing  up  and 

getting  through. 
Hard  work — yes— without    cessation    when    they're    in  the 

danger  zone. 

No  "  ca'  canny."  no  eight-hour  shifts  making  roads  and  haul- 
ing stone; 

No  trim  cottage  with  a  garden  ami  a  comfy  bed  for  sleep. 
No  good  missus  to  be  useful  when  her  man  feels  very  cheap. 
Only  dug-outs,  tents  and  billets,  huts  of  various  shape  and 
size, 

Where  to  spend  a  few  hours  daily  until  darkness  closes  eyes. 
Sleep — not  always — often  none,  for  the  shells  fall  very  near. 
And  the  kultured  Hun  comes  bombing — puts  the  wind  up — 
never  fear. 

\\>s — ihese  nun  have  served  their  country  right  lovallv  and 

well, 

Better  far  than  all  Uie  tributes  to  their  skill  and  bravery  tell. 
And  I  only  sing  their  praises  till  a  singer  with  more  skill 
Sings  a  song  in  better  language — never  with  a  better  will. 

France,  February,  I'.US.  — The  Surveyor. 
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Angles  to  the  Right — Time  and  Labor- 
Saving  Scheme  in  Survey  Work 

In  ;i  recent  issue  the  Engineering  News-Record 
prints n:i  letter  from  H.  H.  Armsby,  Instructor  of  Civil 
Engineering,  University  of  Missouri,  describing  the 
method  of  surveying  known  as  "angles  to  the  right." 

The  method  consists  in  taking  all  horizontal  angles 
"  to  the  "right,"  or  in  a  clockwise  direction,  no  matter 
whether  this  makes  them  interior  or  exterior  angles, 
and  regardless  of  the  resulting  size  of  the  angle,  taking 
the  backsight  at  each  station  Avith  the  plates  set  at 
zero.  It  is  therefore  somewhat  similar  to  the  ordinary 
azimuth  method,  with  the  difference  that  the  zero  point 
is  the  backsight  at  the  station  occupied  instead  of  the 
south  point. 

The  advantages  which  the  advocates  of  the  method 
claim  for  it  are : 

1.  There  is  less  chance  for  error  in  recording  the 
angles  than  when  deflection  angles  are  used,  for  in  this 
methor  there  are  no  "left"  angles.  Also  the  error  intro- 
duced in  plunging  the  telescope  is  eliminated. 

2.  A  sketch  is  not  necessary  to  show  which  way 
the  angle  was  read,  as  is  the  case  with  interior  or  ex- 
terior angles. 

3.  There  is  less  chance  for  error  if  all  angles  are 
read  in  one  direction  than  if  some  are  read  one  way  and 
others  in  the  opposite  direction,  as  the  engineer  very 
quickly  becomes  accustomed  to  reading  all  angles  one 
way  and  does  so  instinctively. 

4.  Unlike  the  azimuth  method,  the  angles  can  be 
doubled,  or  in  fact  repeated  as  often  as  desired,  which 
is  the  best  way  with  which  the  writer  is  familiar  of 
checking  work  in  the  field. 

5.  The  angles  may  be  very  easily  transformed  into 
deflection  angles  if  desired  for  plotting,  by  one  simple 
mental  subtraction,  as  follows  : 

If  the  angle  to  the  right  is  more  than  180  degs., 
subtract  180  degs.  from  the  angle,  and  the  result 
will  be  the  deflection  angle  to  the  right. 

If  the  angle  to  the  right  is  less  than  180  degs., 
subtract  the  angle  from  180  degs.,  and  the  result 
will  be  the  deflection  angle  to  the  left. 

6.  Eor  com])uting  azimuths  and  calculated  bearings, 
either  for  plotting  or  computation,  notes  of  angles  to 
the  right  may  be  reduced  much  more  easily  than  any 
other  form  of  notes,  as  they  can  be  computed  by  a 
process  involving  only  simple  addition  and  subtraction, 
and  a  sim])lc  rule  may  be  written  which  will  cover  all 
cases.   The  rule  is  : 

To  the  last  azimuth  (that  of  the  line  coming  up 
to  the  station  occupied)  add  the  angle  to  the  right, 
subtract  180  degs.,  and  the  result  is  the  new  azi- 
muth. If  it  is  imi)ossible  to  subtract  180  degs.,  as 
above,  add  it. 

This  rule  covers  all  cases,  and  is  very  simple  and 
easy  to  remember,  requiring  no  elaborate  sketches  to 
determine  the  new  bearing,  for,  of  course,  the  relation 
between  the  azimuth  and  the  bearing  of  a  line  is  too 
simple  to  need  comment.  It  therefore  does  away  with 
}vhat  is  considered  by  most  engineers  a  bugbear  if 
nothing  worse — the  computation  of  calculated  bear- 
ings. 

The  second  sentence  of  the  rule  is,  of  course, 
e(|uivalent  to  first  adding  360  degs  and  then  subtract- 
ing the  180  (legs.,  as  before,  and,  of  course,  the  addi- 
tion of  360  (legs,  to  an  azimuth  does  not  change  it. 


Similarly,  another  sentence  might  be  added  to  the  rule, 
as  follows : 

If,  after  subtracting  the  180  degs.,  as  above,  the 
remainder  is  larger  than  360  degs.,  subtract  360 
degs. 

This  rule  should,  however,  be  self-evident,  as,  ol'- 
course,  an  azimuth  of  390  degs.  is  the  same  as  one  of 
30  degs. 


New  Arbitrators  in  Montreal  Street  Dispute 

Mr.  Justice  Bruneau  has  declined  to  allow  the  city 
of  Montreal  to  withdraw  from  arbitration  the  question 
of  damages  alleged  to  have  been  sustained  by  pro- 
prietors in  Hochelaga  Ward,  Montreal,  through  the 
alteration  of  street  levels.  The  city  objected  to  cer- 
tain arbitrators  nominated  by  the  Court,  on  the  ground 
that  they  were  either  not  competent  or  were  likely 
to  be  prejudiced.  The  city  wanted  an  architect,  con- 
tractor and  engineer  appointed.  As  a  result  of  legal 
proceedings  the  city  and  the  proprietors  arrang^ed  to 
cjuash  the  act  of  compromise  agreed  upon.  Judge 
Bruneau,  however,  declined  to  allow  this.  One  of  the 
arbitrators  has  withdrawn,  and  the  Judge  decided  that 
the  objection  to  another  was  valid.  He  dismissed  the 
city's  objection  to  the  third  arbitrator  as  unwarrant- 
ed, and  qualified  as  presumptuous  the  city's  claim  to 
restrict  the  court  to  a  choice  of  arbitrators  from  the 
ranks  of  architects,  civil  engineers,  and  contractors. 
The  gentleman  objected  to — the  Clerk  of  the  Court 
of  Appeal — was  qualified  to  act  in  the  matter,  which 
was  simply  a  question  of  fixing  the  amount  of  dam-< 
ages,  and  to  do  this  the  arbitrators  need  not  necessarily 
be  men  of  technical  training  in  the  professions  named. 
To  fill  the  two  vacancies,  the  Judge  nominated  Mr. 
Adolphe  Brassard,  architect,  and  Mr.  E.  Gohier,  real 
estate  agent. 


Canadian  Bridge  Company  Appointments 

The  Canadian  Bridge  Company,  Limited,  Walker- 
ville,  Ont.,  announces  the  appointment  of  Mr.  John 
W.  Seens  as  sales  manager  with  offices  in  the  New 
Birks  Building,  Montreal,  efifective  May  1,  1918.  Mr. 
Seens  was  for  the  past  seven  years  manager  of  the 
Structural  Steel  Company,  Limited;  of  Montreal,  un- 
til that  company  discontinued  operations  the  latter 
part  of  last  year  on  account  of  being  obliged  to  sur- 
render their  leased  shop.  During  the  period  under 
Mr.  Seens'  regime  the  Structural  vSteel  Company  suc- 
cessfully carried  out  the  fabrication  and  erection  of 
many  of  Montreal's  largest  buildings.  They  also  fur- 
nished a  large  percentage  of  the  steel  wprk  in  connec- 
tion with  the  large  paper  mill  development  in  Quebec 
and  Eastern  Ontario  in  recent  years.  Mr.  Joseph  La- 
belle,  formerly  designing  engineer  of  the  Structural 
Steel  Company,  Limited,  has  been  retained  as  sales 
manager  in  the  Montreal  office  of  the  Canadian  Bridge 
Company,  Limited. 


A  number  of  temporary  officers  of  the  Halifax 
Branch  of  the  Canadian  Society  of  Civil  Engineers 
have»been  elected.  This  action  was  taken  to  give  those 
who  are  members  of  the  Nova  Scotia  Society  of  Civil 
iMTgineers  and  are  not  members  of  the  Canadian  So- 
ciety of  Civil  Engineers  an  opportunity  to  be  elected 
as  members  of  the  Canadian  Society,  and  thus  become 
eligible  for  taking  office  in  the  new  branch  of  the  Can- 
adian Society. 
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Champlain  Drydock  in  Quebec  Harbor 

The  Largest  in  the  World— Entrance  Width  120  ft. 
— Two  Compartments  500  ft.  and  650  ft.  in  length 

 By  U.  Valiquet,  M.  Can.  Soc.  C.  E.'   


FOR  a  numl)er  of  years  the  Ri\'er  St.  Lawrence 
has  l)een  frequented  hy  ocean  steamers  of  such 
dimensions  that  they  could  not  be  accommodat- 
ed in  the  Lorne  Drydock,  completed  in  1886,  at 
Lauzon,  in  the  harbor  of  Quebec. 

In  1906  the  Canadian  Pacific  Railway  Steamship 
Company  brought  out  their  steamers  "Empress  of  Bri- 
tain" and  "Empress  of  Ireland,"  of  65-foot  beam;  the 
Allan  Line  steamers  "Virginian"  and  "Victorian,"  of 
60-foot  beam,  were  also  placed  on  the  St.  Lawrence 
route  in  that  year.  The  "Bavarian,"  of  somewhat  nar- 
rower beam,  59  feet  3  inches,  came  to  Qviebec  in  1905. 
Thereafter  the  number  of  large  ships  placed  on  the  St. 
Lawrence  traffic  increased  rapidly,  until,  in  1912,  there 
were  25  vessels  that  Could  not  have  been  repaired  in  the 
long  stretch  of  the  St.  Lawrence  navigation  for  want  of 
sufficient  dock  accommodation,  the  width  of  entrance 
of  the  present  drydock  being  only  62  feet.  Any  of 
these  vessels  that  required  docking  had  to  be  repaired 
temporarily  as  well  as  possible,  while  afloat,  and  taken- 
either  to  Halifax  or  New  York,  which,  in  some  cases, 
was  a  risky  undertaking. 

The  case  of  the  S.S.  "Bavarian"  was  an  unfortunate 
experience  in  this  respect.  On  November  5,  1905,  this 
steamer  ran  aground,  with  a  full  cargo  from  Montreal 
to  Quebec,  about  40  miles  below  Quebec,  opposite 
Crosse  Isle.  Although  late  in  the  fall,  she  could  have 
been  raised  and  brought  to  Quebec  had  there  been  dock 
accommodation  for  her.   Her  beam  was  59  ft  3  in.,  but 

"  Superintending-  Engineer,  Department  of  Public  Worlis.  Read  simul 
taneously  before  Montreal  and  Ottawa  Brancties  C.S.C.E..  April  25th,  1918. 


through  the  accident  her  sides  had  ljulged  out  beyond 
the  width  of  the  drydock  entrance.  She  was  raised  in 
the  following  spring,  althtntgh  further  damaged  by  ice 
during  the  winter,  and  brought  on  the  beach  a  short 
distance  below  the  drydock,  where  she  was  sold  as 
scrap.  This  is  the  worst  case  on  record  in  the  history 
of  the  St.  Lawrence  navigation.  This  vessel  was  only 
six  years  old,  and  of  a  registered  tonnage  of  10,387 
tons. 

In  the  summer  of  1898  the  writer  was  instructed  to 
prepare  a  report  on  the  practical)ility  of  widening  the 
entrance  of  the  Lorne  Drydock,  which  had  been  com- 
pleted in  1886.  A  plan  was  submitted  showing  the  pos- 
sibility of  obtaining  an  entrance  70  ft.  wide,  by  remov- 
ing part  of  the  timber  slides  at  the  outer  end  of  the 
dock ;  increasing  the  length  was  also  suggested.  The 
first  was  reported  to  be  inadvisable,  as  it  would  greatly 
disfigure  the  dock  and  do  away  with  the  convenience  of 
the  timber  slides.  The  only  feasible  way  would  be  to 
remove  and  ref)uild  in  another  position  the  eastern  side 
wall,  thus  depriving  the  harbor  of  all  dock  accommoda- 
tion for  probably  two  seasons.  A  new  caisson  would 
necessarily  have  to  be  provided;  the  cost  would  have 
been  considerable.  Further,  it  was  considered  that  a 
new  drydock  would  be  required  in  Quebec  before  manv 
years. 

The  suggestion  of  lengthening  the  dock  was  adf)i)t- 
ed.  The  length  was  increased  from  484  feet  to  600  feet ; 
this  consisted  merely  in  moving  the  circular  head, 
stairways,  and  timber  slides  116  ft.  further,  after  exca- 
\  ating  the  rock  to  i)roper  width  and  depth.    The  work 
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was  ])erfornicd  under  contract  awarded  in  the  year 
1900.  for  the  sum  of  $100,000,  and  completed  iii  1901  ; 
without  interfering  with  the  use  of  the  dock.  The  de- 
tails of  construction  of  this  drydock  have  already  been 
described  in  a  paper  read  before  the  Canadian  Society 
of  Civil  Engineers,  some  years  ago,  by  Mr.  St.  George 
Hoswell,  chief  engineer  of  the  Quebec  Harbor  Commis- 
sion, who  was  assistant  engineer  during  the  construc- 
tion. This  drydock  was  built  by  the  Quebec  Harbor 
Commission,  under  an  Act,  38  Vict.  Ca]).  56-1875,  by 
which  the  issue  of  bonds  was  allowed  to  obtam  the 
necessary  amount.  The  work  was  started  in  1878  and 
completed  in  1886,  at  a  total  cost  of  $921,130. 

In  1888  the  Canadian  Government  relieved  the  Har- 
bor Commission  of  all  obligations  to  refund  the  princi- 
]ial  sum  or  interest  expended  on  the  drydock,  and  in 


the  government  should  build  the  dock  or  induce  some 
shipbuilding  hrm  to  build  it,  under  a  subsidy  from  the 
government,  was  unsettled.  The  result  of  the  discus- 
sion was  the  passing  of  an  Act  of  parliament  at  the  ses- 
sion of  the  year  1910,  assented  to  on  May  4,  called  an 
Act  to  Encourage  the  Construction  of  Drydocks.  Un- 
der this  x-\ct  the  drydocks  were  divided  into  three 
classes.  The  first  class  included  drydocks  estimated  to 
cost  not  more  than  f<nir  million  dollars,  and  capable  of 
receiving  and  repairing  the  largest  ships  of  the  British 
navy  and  of  the  following  dimensions : 

(a)  Clear  length  on  bottom.  900  ft. ;  clear  width  of 
entrance,  100  ft.,  with  depth  on  sill  at  high  water  ordin- 
ary spring  tides  of  35  ft. 

(b)  Floating  drydocks  of  a  lifting  capacity  of  25,000 
tons. 


Longitudinal  Section  on  Centre  Line 
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Typical  plaa  and  sections  of  Chatiplain  Dry  Dock,  showing  excavations. 


IS' JO  it  was  placed  under  the  control  of  the  Department 
(il  I'ulilic  W  orks;  the  writer  was  then  placed  in  charge. 

New  Drydock 

In  ]')(}()  the  Quebec  Board  of  Commissioners  urged 
upon  the  government  the  neces.sity  for  a  large  drydock 
lor  the  haVbor  of  Quebec.  In  the  fall  of  the  same  year 
the  writer  was  instructed  to  make  a  survey  of  the  local- 
ity surrounding  the  (jld  drydock  and  report  on  the  best 
location.  Two  sites  were  examined,  but  the  i)Osition  to 
tiie  east  of  the  present  dock  was  considered  the  most 
advantageous,  for  three  principal  reasons:  (1)  A  larger 
area  of  land  could  be  ac<|uired  ;  (2)  a  better  foundation 
could  lie  obtained;  and  (3 1  the  re])airing  i)lant  of 
.\lessrs.  (i.  T.  I)a\ie  X:  Sons  could  ha\e  better  access  to 
both  the  new  and  old  docks. 

A  |)i:in  and  report  were  submitted  in  the  early  part 
of  r'()7;  the  doi-k  then  proposed  was  1.000  feet  long, 
witli  an  entrance  o|  100  led.  'I'lic  proposition  w.'is  not 
iinnic(li;ilcl\  acted  upon;  the  (piestion  as  to  wlictlici- 


I'he  second  class  included  drydocks  estimated  to 
cost  two  and  one-half  million  dollars,  of  the  following 

dimensions :  ,         •  i  i  c 

(a)  Clear  length  on  bottom,  650  ft. ;  clear  width  ot 
entrance  85  ft. ;  depth  of  water  on  sill  at  ordinary  high 
water  spring  tides,  30  ft.,  if  in  tidal  waters ;  or  25  ft.  on 
sill,  if  constructed  in  non-tidal  waters.  .  i  c  onn 

(b)  T'loating  drydocks  of  a  lifting  capacity  of  15,000 
tons. 

The  third  class  consisted  of  drydocks  estimated  to 
cost  not  more  than  one  and  one-half  million  dollars,  of 
the  following  dimensions: 

( aO  Clear  length  on  bottom,  400  feet ;  clear  width  of 
entrance.  65  ft.;  depth  of  water  on  sill  at  ordinary  high 
water  spring  tides,  22  ft.,  if  in  tidal  waters;  and  18  ft., 
if  in  non-tidal  water.  .  . 

(b)  Moating  drydt)cks  of  a  lilting  cai)actty  ol  3.50(-) 

Ions.  ,, 
'["he  estimated  cost  in  all  cases  includes  the  tt)lally 


May  1,  1918 


TriK  CONTRACT  RECORD 


•.1 


equipped  repairing  ]jlant  ca])al)le  of  cffcctiiiji;  all  sorts 
i  of  repairs,  including-  machine  shops  and  tools,  foundry, 
administration  buildings,  etc.,  together  with  the  dock 
itself,  but  does  not  include  marine  sli])s  or  other  instal- 
lation used  in  the  construction  of  ships. 

According  to  the  Act,  the  subsidy  on  drydocks  of  thr 
first  class  is  per  cent,  per  annum  on  the  estimated 
cost  for  a  period  of  35  years  from  the  time  it  has  been 
reported  that  the  drydock  is  entirely  completed.  The 
subsidy  on  the  second  class  is  per  cent,  per  annum 
for  25  years  from  the  time  of  completion.  On  the  third 
class  the  subsidy  is  3  per  cent,  for  a  period  not  exceed- 
ing 20  years  from  the  time  of  completion. 

In  all  cases  the  company  making  the  ap|)lication 
must  furnish  plans,  with  a  detailed  list  of  the  plant  and 
a  complete  estimate  of  the  cost.  These  are  revised  and 
corrected,  if  found  advisable ;  and,  upon  a  report  from 
the  chief  engineer  of  the  Department  of  Public  Works 
that  the  works  intended  to  be  built  are  in  the  public  in- 
terest the  application  is  granted,  upon  certain  condi- 
tions of  management  and  maintenance.  The  works  are 
to  be  executed  under  the  superintendence  of  an  ofificer 
of  the  department. 

The  above  Act  was  amended  in  April,  1012,  l)y  mak- 
ing the  length  of  the  first  class  drydocks  1,150  ft.,  the 
entrance  110  ft.,  and  the  estimated  cost  five  and  a  half 
millions.  Another  amendment  was  made  in  May,  1914, 
by  which  the  subsidy  of  4  per  cent,  on  the  estimated 
cost  is  allowed  for  first  class  drydocks.  The  Act  was 
further  amended  in  1917,  by  which  the  dimensions  of 
the  first  class  drydocks  shall  be:  Length  on  bottom, 
1,150  ft. ;  width  of  entrance,  125  ft. ;  depth  on  sill  at  high 
water  spring  tides,  38  ft.  A  sul)sidy  of  4V2  per  cent,  on 
the  estimated  cost  of  five  and  a  half  million  dollars  is' 
allowed,  payable  half-yearly  for  a  period  of  35  years 
from  the  time  of  completion.  By  this  amendment  no 
bonds  or  debentures  are  to  be  isued  until  one  million 
dollars  shall  have  been  expended  on  the  construction  of 
the  drydock. 

After  the  passing  of  the  act  of  1910  shi|)building 
firms  were  invited  to  build  a  drydock  at  Lauzon,  in  the 
,  harbor  of  Quebec,  under  the  subsidy  Act  of  that  year. 
Two  companies  submitted  plans  and  ofifered  to  build 
under  contract,  without  reference  to  the  subsidy  Act. 
In  1912  another  company  submitted  ])lans  for  a  dry- 
dock  to  be  built  on  the  Quebec  side  of  the  harbor,  just 
below  the  mouth  of  the  St.  Charles  River,  according  to 
the  subsidy  Act,  as  amended  in  1912.  Some  objection 
having  been  made  to  this  location,  and  with  no  pros- 
pect  in  view  for  any  other  ap])licant,  the  Dc]>artnient  of 
Public  Works  decided  that  a  drydock  would  be  built 
by  the  government. 

The  New  Dock 

In  the  early  ])art  of  1913  the  writer  was  instructed 
to  i)repare  plans  and  specifications,  on  which  tenders 
could  be  called  as  soon  as  possible,  for  the  construction 
of  the  new  drydock,  the  location  being  to  the  eastward 
of  the  Davie  Shipbuilding  Yard,  so  that  both  the  old 
and  new  drydocks  would  be  easily  accessible  from  the 
shops.  Tenders  for  the  construction  of  this  work  were 
advertised  on  May  12,  1913,  to  be  received  on  June  30 
following.  The  contract  was  awarded  to  the  lowest 
tenderers,  Messrs.  M.  P.  &  J.  T.  Davis.  The  contract 
was  sig'ned  on  October  7,  1913. 

The  new  dock  was  at  first  intended  to  be  built  on  a 
line  parallel  to  the  old  drydock.  but  this  was  objected 
to  from  the  point  of  view  of  na\'igati()n.  A  commission 
was  ai)i)ointed  in  the  fall  of  1013  to  in\  estigate  and  find 
out  which  direction  would  best  suit  the  entrance  facili- 


ties, and  it  was  decided  that  the  centre  line  <j1  the  dock 
should  form  an  angle  of  69  degrees  with  the  direction 
of  the  old  drydock,  or  api)roximately  45  degrees  S.li., 
and  it  was  so  laid  out. 

Owing  to  the  limited  time  available  before  the  call- 
ing of  tenders,  general  plans  only  were  prei>ared,  to- 
gether with  an  estimate  (jf  the  cost,  'i'he  requirements 
as  to  details  for  the  machinery  and  cais.sons  were  stated 
in  the  specification  ;  the  contractors  were  requested  to 
furnish  during  construction  all  detail  plans,  to  be  sul>- 
mitted  for  apprcnal  by  the  dejjartment. 

The  drydock  has  the  following  general  dimensions. 
Total  length  from  outer  caisson  to  head  wall  1,150  feet, 
divided  into  two  ccjmpartmcnts.  (Juter  part,  500  ft.; 
inner  part,  650  ft. 


Width  of  entrance    120  feet 

Width  at  coping    144 

Width  on  floor    V):, 

Depth  on  sill  at  high  water,  S.  T   40  " 

Depth  on  .sill  at  low  water,  S.  T   22  " 

Spring  tides  rise   

"Coping  of  side  wall  above  high  water,  S.  'J .  : 

Floor  at  outer  end  below  outer  sill    4'/^  " 

Slope  of  floor  transversely    J  in  100 

Western  guide  pier    40(1  feet 

Eastern  guide  pier    .">00 

Depth  in  entrance  cliannel  at  low  tide    -U)  " 


The  land  ex|)ro])riated  in  connection  with  the  con- 
struction of  the  drydock  has  a  superficial  area  of  25 
acres,  of  which  llj^  acres  are  reclaimed  beach  land. 

The  outer  entrance  of  the  dock  is  closed  with  a  roll- 
ing caisson,  the  top  of  which  is  ]jrovided  with  an  auto- 
matic folding  bridge  ;  a  fioating  caisson  closes  the  inner 
entrance.  This  caisson  can  also  be  ])laced  to  close  the 
outer  entrance  in  cases  when  re])airs  are  recjuired  to  be 
made  to  the  rolling  caisson. 

Three  main  centrifugal  ])um])s.  each  of  63,000  gal- 
lons per  minute  capacity,  are  used  to  empty  the  dock ; 
two  pumjjs  of  6,000  gallons  per  minute  each  are  used  to 
keep  the  dock  dry.  .\.ll  pumi)s  are  run  by  electric  power. 
Eight  boilers,  of  a  total  capacitv  of  3,600  horse-power, 
furnish  the  steam  at  200  i)ounds  pressure  to  run  the 
three  direct  current  turbo  generators  of  1,500,  750.  and 
300  kilowatts  respectively,  which  furnish  the  current 
at  550  volts  to  run  the  ])um])  and  other  motors. 

A  direct  current  generator  of  100  kilowatts  at  220 
volts,  driven  by  a  steam  engine,  will  furnish  the  cur- 
rent for  the  lamps  around  the  dock  and  in  the  build- 
ings. There  are  24  lamps  of  500  watts,  hung  from 
l)oles  around  the  dock.  The  i)oles  are  made  of  gas  pipe, 
with  the  lower  end  set  into  sockets  fitted  with  electric 
C(jnnections,  and  made  removable  in  case  of  necessity. 
.Ml  electric  wiring  for  lamps  and  motors  outside  of  the 
buildings  is  placed  underground. 

The  approximate  tiuantities  of  the  materials  in  the 
l)rincipal  items  entering  into  the  construction  are: 


Rock  excav  ation  ahu\  e  and  lielow  coi)ing  ....  :;42.000  c.  yds. 

Sul)niarine  rock  excavation  in  cliainiel    r>.">.iU)0  " 

Dredging  entrance  channel    ."i:!0.000  " 

Concrete  ^.  100.000  " 

Granite  steps,  altars  and  cjuoins    140.000  eft. 

Steel  beams,  reinforcing  bars  and  manhole  co\ - 

ers    I  .".O.OOO  lbs. 

Cast  iron  for  roller  casings  and  sluice  valves..  13.">tons 

Cast  steel  for  caisson  rollers    f),>  " 

Gun  metal  for  caisson  roller  and  valves  4.."iOn  lbs. 

Cast  iron  in  keel  blocks  and  bollards  .  .  000  tons 

I'orged  steel  spindles  for  rollers  .  ll.oodjbs. 

Bricks  for  chinniey  and  flues    :u."..()0() 

hire  bricks   12.").iUMi 

e'rii)wt)rk  in  approach  piers  .  (>;•., :!Oii  c.  yds 

Concrete  in  approach  piers  .  i;!.;iOO  *■ 
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Steel  in  rolling  caisson  '  

Total  weight  in  rolling  caisson  and  machiner; 
Steel  in  floating  caisson   


930  tons 
1,125  " 
'J  00  " 


The  work  was  started  in  May,  1914.  The  concrete 
retaining"  walls  on  each  side  of  the  dock,  specified  to  be 
built  from  the  natuiral  rock  surface  to  elevation  +24, 
and  intended  to  prevent  seepage  through  the  filling", 
were  comiDleted  during  the  season's  work,  as  well  as 
the  cofferdam  between  the  outer  ends  of  these  walls. 
Rock-drilling  in  the  prism  of  the  dock  was  also  carried 
on  in  the  part  not  affected  by  tides.  The  largest  part 
of  the  drilling"  as  done  by  two  well-drillers,  the  holes 
being  sunk  down  to  grade  and  plugged  for  future  blast- 
ing". The  average  depth  of  perforation  for  each  drill 
was  about  80  ft.  per  day.  although  as  much  as  130  ft. 
was  done  occasionally.  Ten  or  twelve  ordinary  steam 
drills  were  also  used  on  the  work. 

The  rock  consisted  of  hard  shale,  irregularly  strati- 
fied, at  an  angle  of  about  45  degrees.  Considerable  rock 
slides  occurred  on  the  west  side  of  the  cut,  which  neces- 


The  steps  at  the  top  of  the  walls  are  built  of  granite, 
with  treads  and  risers  of  12  inches ;  the  altars  are  2  ft. 
6  in.  wide,  and  consist  of  granite  12  in.  thick,  tailing  9 
in.  into  the  concrete.  The  caisson  stops  of  both  en- 
trances and  all  culvert  openings  are  built  of  granite. 

The  floor  is  5  ft.  thicik  and  finished  level  from  end 
to  end ;  the  sides  slope  down  6  in.  to  the  side  gutters.- 
The  floor  is  provided  with  three  strips  of  granite  slabs, 
18  inches  thick,  intended  to  receive  the  cast  iron  keel 
and  bilge  blocks.  The  middle  strip  is  10  ft.  wide  and 
level ;  the  side  strips  are  9  ft.  wide. 

In  order  to  prevent  the  possibility  of  hydrostatic 
pressure  under  the  floor  and  behind  the  side  walls  a 
system  of  drains  is  provided  that  will  take  the  seepage 
water  to  the  sumps. 

There  are  twelve  stairways  from  the  top  of  the 
walls  to  the  floor  of  the  dock,  two  at  each  end  of  the 
two  compartments  and  two  halfway  between  the  end5^ 
of  each  compartment.     Four  timber  slides,  built  o^ 
granite  slabs,  18  in.  thick,  are  provided  alongside  thei 


Side  Elevation 

M  M  (M  e  P  ^ 


Cross  Section 
ON  Centre  Line. 


Sectioi>(al  Plan  at  A  A 

Elevation,  plan  and  cross-section  of  floating  caisson,  Champlain  Dry  Dock,  Quebec. 


sitated  a  much  larger  Cjuantity  of  concrete  for  the  dock 
wall  on  that  side ;  also  the  use  of  rock  bolts,  to  prevent 
the  sliding  tendency  of  this  wall.  vSteam  shovels  and 
dump  cars  were  used  to  remove  the  blasted  rock,  which 
was  used  for  filling,  whenever  required,  on  the  govern- 
ment property. 

The  cofferdam  was  built  of  timber  cribwork,  20  ft. 
wide,  sunk  in  an  average  depth  of  one  foot  of  water,  at 
low  tide,  and  built  to  the  elevation  of  three  feet  above 
high  tide ;  a  layer  of  concrete  was  deposited  along  the 
bottom  of  the  outer  face,  and  this  face  was  .sheathed 
with  plank. 

'i'he  floor  and  walls  of  the  dock  are  Iniilt  of  concrete, 
the  mixture  being  1  :3  :5.  All  exposed  faces  are  finished 
witli  a  fine  concrete  of  1  :2 inixlurc  for  a  lliickness  of 
six  inches.  'i"he  concrete  for  the  walls  and  the  floor 
\yas  cast  in  alternate  sections  of  appr(jximately  30  feet, 
with  exj^ansion  joints. 

All  the  cement  used  was  subjected  to  a  laboratory 
test.  Apart  from  other  re(|uiremenls,  the  tensile 
strength  wa.>  required  to  be  600  pounds  per  s(|uare  inch 
after  27  days'  innnersion,  I'or  neal  l)ri(|nelt(  s,  and  27.S 
|)oinid^  |)cr  s'luarc  iiidi  lor  ]  :,i  mixtin"c. 


last  set  of  stairways.  There  are  also  eight  ladders,  four 
on  each  side  of  the  dock,  that  may  be  used  to  reach  the 
floor.  These  are  built  with  galvanized  iron  gas  pipe, 
and  set  in  recesses  in  the  walls. 

The  coping  of  the  walls  stands  at  elevation  +  25,  or 
7  ft.  above  high  tide.  They  are  provided  with  the  or- 
dinary cast-iron  bollards  set  in  concrete  blocks,  60  ft. 
apart.  There  are  nine  electrically-driven  capstans 
with  15  horse-power  motors,  four  on  each  side  of  the 
dock  and  one  at  the  head. 

The  keel  blocks  are  each  built  of  three  pieces  of 
castings,  the  middle  piece  being  wedge-shaped,  so  that 
it  may  be  knocked  out  and  the  block  removed  from 
under  a  ship  when  in  the  way  of  repair  work  ;  the  upper 
part  of  the  top  piece  of  casting  is  provided  with  a  piece 
of  white  oak  tenoned  into  the  casting.  All  rubbing 
faces  "drc  planed  true  and  smooth.  The  keel  blocks  are 
4  ft.  4  in.  long"  and  2  ft.  3  in.  high.  On  to])  of  these  are 
placed  temporary  hardwood  timber  blocks,  to  obtain 
the  required  height  above  the  floor.  It  had  l)een,  in- 
tended to  l)uild  l)ilge  blocks,  so  arranged  as  to  slide 
under  llie  bilge  of  vessels.  However,  this  was  objected 
to  b\-  the  IWilish  Admiralty,  who  insist  on  havin<'"  all 
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Elevation,  sectional  plan  and  cross-section  of  rolling  caisson,  Champlain  Dry  Dock,  Quebec. 


l)locks  made  of  the  same  patteni,  so  as  to  enable  build- 
ing a  bed  that  will  conform  to  the  bottom  of  the  vessel. 

Caissons 

The  outer  entrance  is  closed  by  a  rolling  caisson, 
built  of  steel,  and  operated  by  an  electric  motor  oi  \2? 
horse-power.  The  bottom  is  provided  with  two  heavy 
scantlings  of  steel,  resting  on  flanged  rollers,  3  ft.  ni 
diameter,  placed  at  8  ft.  centres.  These  are  made  of 
cast  steel  and  bored  to  receive  bronze  bushings.  The 
forged  steel  spindles,  4  in.  in  diameter,  are  also  pio- 
vided  with  bronze  sleeves.  The  cast-iron  casings,  con- 
taining the  rollers,  are  set  in  the  concrete  altars,  on 
each  side  of  the  caisson  berth  and  chamber.  At  an  ele- 
vation of  15  ft.  9  in.  above  the  sill  of  the  dock  the  roll- 
ing caisson  is  provided  with  6  culverts,  42  in.  in  diame- 
ter, closed  by  sluice  valves  that  are  operated  from  the 
upper  deck  by  a  15  horse-power  electric  motor,  driving 
a  longitudinal  shaft  ])rovided  with  the  necessary  gear- 
ing; and,  by  means  of  clutches,  any  one  or  all  of  the 
valves  may  be  worked.  The  culverts  are  used  for  flood- 
ing the  dock.  The  caisson  is  divided  horizontally  by  a 
water-tight  deck  at  the  elevation  of  23  ft.  6  in.  above 
the  bottom,  forming  the  ballast  and  tidal  chambers.  As 
the  tide  rises  the  sea  water  comes  on  this  deck  through 
valves  in  the  outer  face  of  the  caisson,  which  are  kept 
constantly  open  during  the  summer  to  prevent  the 
caisson  from  floating.  A  sufficient  quantity  of  ballast  is 
provided,  so  that  the  total  weight  of  the  structure  rest- 
ing on  the  rollers  is  approximately  150  tons.  During 
the  winter,  when  the  dock  is  not  in  operation,  the  lowcr 
or  ballast  chamber  of  the  caisson  is  filled  w'ith  water, 
which  is  kept  from  freezing  by  a  constant  jet  of  steam. 
The  tidal  chamber  is  then  kept  dry  by  closing  the 
valves.  The  caisson  is  closed  and  oi)ened  with  heavy 
chains,  supported  on  altars  on  each  side  of  tlie  caisson 
recess,  and  passing  over  iiulleys  worked  by  worm  gears 
connected  with  the  motor.  The  to])  of  the  caisson  is 
provided  with  a  folding  I)ridgc  for  light  Iraific  across 


the  dock;  as  soon  as  the  caisson  starts  to  oi)en.  the 
apron  and  railings  of  the  bridge  are  automatically  low- 
ered to  allow  them  to  pass  under  the  tlooring  over  the 
caisson  recess. 

The  middle  entrance  of  the  dock  is  closed  by  an  or- 
dinary floating  or  ship  caisson.  When  in  place,  the 
deck  is  used  as  a  bridge  across  the  dock.  This  caisson 
may  also  be  used  to  close  the  outer  entrance  by  placing 
it  immediately  outside  the  rolling  cais.son.  where  the 
necessary  s;top  is  ])rovidcd  for  it.  This,  however,  will 
be  necessary  only  in  cases  of  repairs  being  re(|uired  to 
the  submerged  parts  of  the  rolling  caisson. 

These  caissons  were  built  by  the  Dominion  Bridge 
Company,  under  a  subcontract.  The  mode  of  construc- 
tion and  other  particulars  were  fully  described  in  a 
paper  read  before  the  Canadian  Society  of  Civil  Engi- 
neers by  Mr.  L.  R.  Thomson,  A.M.Can.Soc.C.E.,  Vol- 
ume 30,  Part  T.,  1916. 

Boilers  and  Electric  Power 

Six  water-tube  boilers  of  500  horse-power  and  two 
of  300  horse-power  furnish  steam  at  200  pounds  pres- 
sure to  produce  electric  current.  The  boilers  are  pro- 
vided with  automatic  stokers,  ash  and  coal  conveyors. 
The  coal  is  unloaded  from  cars  into  a  coal  crusher  run 
by  an  electric  motor,  and  elevated  to  a  hopper  of  500 
tons  capacity,  over  the  front  of  the  boilers.  Water- 
heaters  are  provided,  but  the  steam  is  not  superheated ; 
one  of  the  small  boilers  will  be  constantly  under  steam 
l)ressure  to  run  the  drainage  pumi)s  and  the  lighting 
dynamo. 

The  electric  power  consists  of  three  direct  current 
turbo-generators  of  550  volts,  one  of  1.500  kilowatts, 
one  of  750  and  one  of  300  kilowatts.  The  steam  tur- 
bines are  of  the  Curtis  condensing  type,  built  by  the 
(icneral  Electric  Company.  In  the  large  luiit  tlio  tur- 
bine runs  at  3.600  r.p.ni.  It  is  geared  down  to  3()0  re\  o- 
lulions  for  the  generator;  the  second  is  geared  from 
5,000  to  750;  the  third  is  geared  t'rom  5,tXX1  to  'KH.)  r.p.in. 


354 


THE   CONTRACT  RECORD 


May  1,  1918 


A  lOO-kilowatt  generator  driven  by  a  high  speed  direct 
connected  steam  engine,  furnishes  the  current  for  light- 
ing purposes. 

This  power  installation  is  more  than  ample  for  all 
the  machiner}'  connected  with  running  of  the  dock  pro- 
per. It  is,  however,  anticipated  that  the  whole  of  it  will 
be  used  when  large  repairing-  and  shipbuilding  shops 
are  in  operation  together  with  the  pumping  of  the  dock. 

This  electric  installation  has  been  criticized  on  the 
ground  that  the  large  expenditure  is  not  justified  when 
electric  current  is  available  from  private  com- 
panies in  the  vicinity  of  Quebec.  When  the  electric  in- 
stallation was  proposed  by  the  writer  the  idea  in  view 
was  that  no  company  would  be  interested  or  willing  to 
furnish  over  3,000  h.p.  at  any  time  of  the  day  or  night 
for  the  short  period  of  about  50  hours  in  the  year,  with- 
out interfering  seriouslv  with  their  general  service.  It 
had  also  been  ascertained  by  personal  visits  to  five  of 
the  principal  navy  yards  of  the  United  States  Govern- 
ment that  each  of  them  has  provided  its  own  electric 
power  for  pumping  their  drydocks.  Out  of  five,  only 
one  had  installed  alternating  current  machinery.  It 
has  developed  since  that  the  only  electric  company  that 
could  furnish  the  power  current  is  not  willing  to  enter- 
tain the  proposition  unless  at  a  much  greater  cost  to  the 
government  than  the  private  installation  can  be  run, 
including  the  interest  on  the  outlay,  which  is  approxi- 
mately $2-K),00a. 

Pumps 

The  dock  is  emptied  by  three  main  pumps  of  the 
horizontal  centrifugal  type,  each  having  a  capacity  of 
63,000  gallons  per  minute.  The  bronze  shafts  are  con- 
nected to  the  armature    shafts   of   800'  horse-power 


ute  capacity,  driven  by  electric  motors  of  125  horse- 
power, will  take  care  of  leakages  and  seepage.    These  j 
pumps  will  also  help  while  the  dock  is  being  pumped.'  I 
The  pumps  were  manufactured  by  the  AUis-Chalmers 
Company. 

The  time  occupied  in  emptying  the  dock  will  vary 
according  to  the  height  of  tide  when  the  pumps  are 
started  and  the  size  of  the  vessel  being  docked.  At 
high  water  of  spring  tides  the  dock  contains  over 
38,000.000  gallons  of  water.  This  quantity  of  water, 
however,  will  very  rarely,  if  ever,  exist  when  pumping 
is  started.  It  is  estimated  that  the  average  time  for 
pumping  out  the  dock  will  be  about  two  and  a  half 
hours. 

Underground  culverts,  9  x  10  ft.,  convey  the  water  -r 
from  the  sumps  in  each  compartment  of  the  dock  to  the  M 
pumps ;  these  culverts  are  provided  with  sluice-gates,  ^ 
so  as  to  permit  of  operating  each  compartment  separ- 
ately.  The  gates  are  operated  from  coping-level  by  15 
horse-power  electric  motors.   The  pressure  against  the 
gates  may  at  times  be  due  to  a  head  of  50  ft.  of  water. 

From  the  non-return  valve  chamber  the  discharge 
culvert  is  7  X  12  ft. ;  it  is  also  provided  with  a  sluice- 
gate. The  capacity  of  discharge  of  this  culvert  was 
obtained  from  Chez3'-'s  formula  V  =  c  V  r  s,  being  ob- 
tained from  Kutter's  formula.  Under  a  head  of  4  in. 
the  capacity  will  be  ample  to  take  care  of  the  output  of 
the  ]jumps  when  discharging  in  open  air. 

The  dock  is  filled  through  the  six  culverts  in  the 
outer  caisson,  each  having  a  sectional  area  of  nine 
scjuare  feet;  also  two  culverts,  one  in  each  side  wall  of 
a  sectional  area  of  30  ft.,  the  valves  of  which  are  oper- 
ated bv  electric  power.    These  culverts  are  made  ex- 


Cross-section  showing  cross-drain,  sump  and  emptying  culvert,  Champlain  Dry  Docl<,  Quebec. 


motors,  running  at  750  revolutions  per  minute.  The 
motors  are  built  to  stand  an  overload  of  25  per  cent,  for 
two  hours ;  the  total  lift  will  very  rarely  be  more  than 
33  ft.  The  suction  and  discharge  pipes  are  48  inches ; 
the  water  is  discharged  into  a  chamber  provided  with 
n(jn-returii  valves,  and  to  a  culvert  through  the  en- 
trance wall  outside  of  the  caisson.  The  main  puni])s 
are  guaranteed  by  the  builders  to  deliver  63,000  gallons 
per  minute  against  a  total  head  of  25  feet.  At  the  time 
of  writing  these  punii)s  ha\e  not  been  tested  as  to  effi- 
ricMcy. 

'i"vo  auxiliary  pumps,  each  of  ('),0()()  gallons  ptT 


ceptionally  large,  due  to  the  fact  that  each  may  only  be 
[jartially  opened  until  the  water  in  the  dock  has  reached 
the  centre  of  the  culvert  opening,  to  prevent  the  heavy 
current  that  would  result  from  a  large  opening  from 
disturbing  the  beds  prepared  to  receive  a  vessel ; 
furthefi  as  the  head  between  the  outer  and  inner  levels 
of  water  decreases  the  valves  are  fully  o])ened,  thus  ob- 
taining a  large  How,  The  time  recpiired  to  (ill  the  dock 
may  at  times  be  as  much  as  four  hours.  The  middle 
entrance  is  similarly  provided  with  filling  cuhcrts  as 
I  he  outer  entrance. 

In  ordei-  to  obtain  sea  water  bv  gra\it\-  for  the  |)ur- 
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Cross-section  of  inner  dock  at  timber  slides,  Champlain  Dry  Dock,  Quebec. 


pose  of  washing  the  floor  of  the  dock,  6  in.  pipes  were 
laid  in  the  concrete  side  walls  of  the  dock,  at  an  eleva- 
tion of  2  ft.  above  low  tide ;  each  pipe  has  six  hose  con- 
nections and  valves  at  the  face  of  the  walls,  where  50  ft. 
lengths  of  2^  in.  hose  may  be  attached  for  the  purpose. 
The  water  is  available  within  one  hour  of  extreme  low 
tide.  Washing'  the  floor  is  necessary,  owing"  to  the 
sediment  accumulated  while  the  dock  is  flooded. 

Guide  Piers 

The  western  guide  pier  is  400  ft.  long  and  75  ft. 
wide ;  the  one  on  the  eastern  side  is  500  ft.  long,  75  ft. 
wide  at  the  outer  and  200  ft.  wide  at  the  inner  end. 
Each  is  built  of  two  lines  of  12  x  12  timber  cribwork 
substructure  up  to  6  ft.  above  low  water,  spring  tides ; 
the  outer  face  of  each  line  of  cribwork  is  built  close, 
and  sheathed  vertically  with  10  in.  hardwood  planks. 
The  cribs  facing'  on  the  channel  were  sunk  in  a  depth 
of  30  ft.  at  low  water,  spring  tides ;  those  on  the  east- 
ern side  of  the  east  pier  were  sunk  on  the  natural  sur- 
face of  the  rock.  Those  on  the  western  side  of  the 
west  pier,  as  well  as  those  for  the  landing  pier,  were 
sunk  in  a  depth  of  24  ft.  at  low  tide.  From  the  eleva- 
tion of  6  ft.  above  low  tide  the  superstructure  consists 
of  mass  concrete  walls,  step])ed  at  the  back  and  filled 
between  with  excavated  material.  The  railway  spur 
track  from  the  I.C.R.  will  be  extended  to  the  end  of 
the  western  pier.  These  piers  are  intended  to  be  used, 
when  necessary,  for  unloading  parts  of  cargoes  from 
vessels  to  be  clocked.  The  entrance  channel  has  a 
depth  of  30  ft.  at  low  water,  spring  tides.  The  landing 
pier  on  the  west  side  of  the  entrance  is  intended  for 
unloading  the  dock  supply  of  coal  when  delivered  by 
water. 

Buildings 

The  power-house  is  120  x  100  ft.,  divided  by  a  brick 
wall  into  two  rooms,  120  x  50  ft.,  one  being  the  boiler- 
room  and  the  other  the  generator  room.  The  walls  are 
solid  brick,  built  on  concrete  foundation  ;  the  roof  is 
built  of  reinforced  concrete  slabs,  supported  by  steel 
I-beams,  which  were  procured  from  the  unused  steel  of 
the  first  Quebec  Bridge.  The  building  is  prov  ided  with 
extra  large  windows,  with  steel  frames.  Skylights  and 
\cntilators  are  also  ])rovided.  The  floor  is  concrete. 
o\er]aid  with  red  tiles;  and  the  lower  i)art  of  the  in- 
terior walls  for  the  generator  room  is  linishcd  with  a 
white  tile  wainscoting,  6  ft.  high.    I'-ach  room  is  fur- 


nished with  water-closets  and  wash-basins;  tlic  water 
is  obtained  frcjm  the  Eauzon  village  aqueduct. 

A  special  puni])  in  case  of  fire  and  the  necessary 
hose  are  provided.  The  generator  room  has  an  over- 
head travelling  crane  of  15  tons  capacity.  The  lifting 
is  done  by  motor;  the  travelling  gear  is  worked  by 
hand. 

The  i)um])-house  is  70  x  47  ft.,  with  foundation 
walls  of  concrete,  over  which  solid  brick  walls  are 
built.  The  floor  is  at  elevation  of  16  ft.  below  low 
water,  spring  tides,  or  41  ft.  below  coping.  It  is  fin- 
ished with  red  tiles.  The  interior  walls  uj)  to  coping 
level  are  finished  with  white  tiles.  The  pump-house  is 
also  provided  with  an  overhead  travelling  crane  of  10 
tons  cajjacit}-.  1'he  chimney  is  180  ft.  high,  built  of 
brick,  with  an  inner  shell  of  fire-brick  100  ft.  high. 
There  is  an  air  s])ace  of  6  in.  between  the  inner  and 
outer  shells;  the  inside  diameter  is  11  ft.;  the  top  con- 
sists of  a  cast-iron  cap ;  four  lightning-rods,  well 
grounded,  are  i)rovided  to  protect  the  chimney. 

It  may  be  stated  that  the  length  of  the  dock  was 
decided  on  not  merely  in  anticijiation  of  vessels  of,  say. 
900  ft.  or  over  being  employed  on  the  St.  Eawrence 
trade,  which  may  not  happen  for  a  great  number  of 
years,  but  owing  to  the  great  number  of  applications 
received  every  fall  from  owners  of  moderate-sized  ves- 
sels for  accommodation  during  the  winter,  so  that  re- 
l)airs  may  be  done  at  cheaper  rates,  and  the  bdats  be 
ready  for  traffic  as  soon  as  navigation  opens. 

The  dock  is  not  yet  quite  completed.  Small  por- 
tions of  the  floor  and  walls  at  the  head  remain  to  be 
finished ;  the  boilers,  machinery,  and  pumps,  although 
in  working  condition,  require  some  final  adjustment 
before  they  are  tested  and  accepted — the  rolling  cais- 
son was  operated  in  November  last — the  contractors' 
floating  ])lant  was  docked  and  the  dock  was  i)umped 
out.  It  is  fully  expected  that  everything  will  be  en- 
tirely ci)mpleted  during  the  month  of  July  next. 

The  work<;  have  been  carried  on  by  the  nei)artinont 
of  Public  Works,  with  Mr.  Eugene  D.  Eafleur  as  chief 
engineer,  the  writer  as  superintending  engineer.  .Mr.  I. 
K.  Lallamme  as  resident  engineer.  Mr.  S.  Forlin.  steel 
structural  engineer,  has  had  the  approval  of  plans  sub- 
milted  for  the  steel  structures.  The  contractors  arc 
Messrs.  M.  1'.  and  J.  T.  Davis,  and  Mr.  S.  Woodard  is 
their  superintending  engineer. 
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Practical  Hints  for  the  Contractor 

that  may  save  him  time  and  money.  If  you  know  any  labor-saving  scheme, 
send  it  in — preferably  with  illustrations.    We  will  pay  for  all  accepted  articles. 
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Blue  Print  Holder 

Where  blue  prints  must  be  constantly  referred  to, 
a  holder  described  by  Henry  J.  Harms,  engineer  and 
builder,  Courbevoie,  France,  as  used  in  connection  with 
the  housing  work  done  in  France,  is  a  good  idea.  The 
holder  consists  of  a  piece  of  sheet  metal  of  a  size  to 
fit  the  drawings  to  be  used.  The  edges  are  turned  in 
as  shown  by  the  illustration.    A  piece  of  heavy  felt  is 


1^ 


71 


G/\I_VANIZ.ED  IRON 


FLAN 


CEL.LUUQID 


T 


placed  as  a  backing,  then  the  drawing  is  slipped  in 
and  a  piece  of  celluloid  placed  to  cover  it.  The  whole 
thing  lies  in  the  construction  of  the  corners,  which  are 
not  closed  but  left  open  about  one-eighth  of  an  inch, 
which  allows  the  celluloid  to  work  into  place  without 
cracking  while  the  felt  backing  serves  to  keep  the  draw- 
ing and  celluloid  cover  pressed  tightly  in  place  ag'ainst 
the  metal  frame. 


Clamp  for  Concrete  Forms 

An  cas  ily  constructed  clamp  for  holding  the  forms 
in  making  concrete  structures  is  shown  in  the  accom- 
panying illustration.  There  are  no  screw  threads  to 
bother  with  and  there  is  but  one  moving  element.  A 
contractor  may  have  a  number  of  these  made  by  the 


Detail  of  clamp. 

local  blacksmith  m  machine  shop  and  use  them  in 
construction  \v()rk  n\  any  character. 

A  cold  rolled  bar,  1  inch  by  inch  in  diameter  and 
about  3  feet  long  should  l)c  heatecl  and  forged  at  one 
end  into  the  shape  shown  on  A.    A  short  bar,  1  inch 


square  and  10  inches  long,  should  be  fashioned  similar 
to  B.  The  hole  in  the  latter  should  be  just  large 
enough  to  allow  A  to  slip  through  with  a  close  fit.  It 
is  the  lever  action  Avhich,  pressing  the  diagonally  op- 
posite edges  of  the  hole  against  the  bar  A,  causes  the 
bar  B  to  wedge  and  hold. 

In  building  a  large  concrete  structure,  a  contracting 
company  used  hundreds  of  these  clamps  for  holding 
temporarily  in  position  the  wooden  forms  for  beams, 
window  sills,  and  stairways.  A  great  saving  in  time 
as  well  as  money  was  made,  as  they  did  away  with 
the  old  method  of  nailing  wooden  cross-pieces  to  the 
forms.  They  are  easily  portable  and  may  be  moved 
from  one  job  to  another  as  soon  as  the  concrete  sets.' 


Gas  Pipe  Guides  Nails  Driven  in  Close 
Quarters 

In  general  building-repair  work,  it  is  sometimes 
necessary  to  drive  nails  in  cramped  places  where  they 
cannot  readily  be  held  with  the  hand  or  reached  by 
the  hammer,  In  such  cases,  take  a  piece  of  gas  pip- 
ing, one  inch  size,  for  example;  get  a  slightly  longer 


length  of  steel,  or  iron,  rod  that  will  slip  loosely  into 
the  piping.  Bend  the  iron  as  shown.  Then  drop  the 
nail  into  the  pipe,  sliding  the  rod  behind  it,  and  use  the 
pipe  to  guide  the  nail  while  hammering  on  the  end  of 
the  rod. 


Steam  Shovel  Carried  on  Motor  Truck 

Moving  an  18-ton  steam  shovel  a  distance  of  38 
miles  over  country  roads  on  three  5-ton  platform 
trucks,  and  accomplishing  this  in  eleven  hours,  cer- 
tainly constitutes  a  record  and  demonstrates  what  may 
be  done  when  circumstances  prompt  unusual  methods. 
AVhcn,  furthermore,  steam  was  kept  in  the  boiler  the 
full  time  and  the  shovel  ready  to  operate  within  seven 
hours  after  delivery,  the  record  made  is  even  more 
startling.  The  occasion  for  this  unusual  test  was 
brought  about  because  of  the  general  contractors  for 
the  United  States  Government,  in  building  a  new  bag 
and  shell  loading  plant,  needed  a  steam  shovel  and 
needed  it  badly  and  ((uickly.  One  was  found  in  Phila- 
delphia in  the  possession  of  a  general  contractor,  and 
the  Government  officials  proposed  that  I  undertake  the 
mnvins:. — Stcdman  Bent  in  News-Record. 
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Transmission  Line  Practice  — 
Construction  and  Costs 

 By  Lieut.  E.  T.  Driver  and  E.  V.  Pannell  

The  chief  problems  of  engineering  at  the  present  day  are 
economic  ones,  and  the  achievements  of  the  science  are 
worthy  of  note  only  where  a  true  economic  i)roblem  has  been 
solved.  For  instance,  the  development  of  a  water-power  some 
three  or  four  hundred  miles  up-country,  its  transmission 
across  unpeopled  terrain,  and  delivery  at  a  centre  of  com- 
pierce,  whilst  effecting  a  technical  result,  cannot  be  classed  as 
an  engineering  achievement  unless  the  same  energy  will  turn 
the  wheels  of  industry  for  a  lower  cost  than  any  other  means 
and  still  pay  interest  on  the  capital  outlay  involved.  Power 
stations  have  been  very  highly  developed  along  economic 
lines,  substations  still  more  so,  and  the  main  reason  why 
energy  which  can  be  transmitted  300  miles  cannot  equally  well 
be  carried  500  is  simply  that  the  transmission  line  costs  too 
much. 

A  careful  study  of  tlie  different  factors  of  cost  in  trans- 
mission line  work  is,  therefore,  important,  and  the  time  when 
every  motor  will  be  turned,  every  lamp  lighted;  and  every 
train  operated  by  hydro-electric  energy  will  arrive  only  when 
tiie  cost  of  transmission  lines,  their  construction  and  opera- 
tion have  been  reduced  to  the  minimum. 

Briefly  summarized,  the  main  factors  in  the  cost  of  trans- 
mission liae  are  as  follows: 

1.  Right  of  way — (a)  Easements  or  purchase;  (b)  clear- 
ing. 

2.  Surveys  and  engineering. 

;i.  Material — (a)  Tower  steel;  (b)  conductors  and  ground 
wire;  (c)  insulators;  (d)  hardware  and  equipment. 

4.  Labor — ^(a)  Distributing  material;  (b)  digging  holes; 
(c)  setting  footings;  (d)  assemibling;  (e)  erecting;  (d)  setting 
insulators;  (e)  stringing  wire  and  cleaning  up. 

5.  Interest. 

6.  Comtingencies. 

The  right  of  way  item  is  necessarily  the  most  uncertain  of 
all  the  cost  factors;  in  some  cdses  it  has  been  flie  practice  to 


/  9/3  » 


/9/5 


131? 


Fig.  1 — Prices  of  galvanized  steel  shaoes  for  towers  during 
years  1912  to  1917 

expropriate  a  strip  of  terrain  from  50  to  100  feet  in  width  for 
the  whole  length  of  'the  line.  In  the  case  of  one  very  large 
transmission  system  in  the  South,  an  average  of  $11.43  per 
acre  was  paid  for  a  100  foot  wide  right  of  way  for  easements 
covering-  the  right  to  erect  towers  and  to  patrol  and  maintain 
the  line.  This  cost  works  out  at  about  $15  per  tower.  In 
another  similar  system  the  cost  of  similar  easements  amounted 
to  $1,200  per  mile,  which  figure  is  also  stated  to  cover  the  cost 


nf  surveys  and  en;<iiieerinK.  Allnwinj;  llic  fairly  rcprcsenta- 
live  I'igure  of  %:m\  per  mile  for  tlicsc  items,  tlic  actual  co.sl  of 
ri;4hl  of  way  ami  clearinj^  amounts  to  the  apijrcciul>le  figure  of 
about  .t>T()()  per  mile,  or  nearly  $S0  per  tower.  Iletweeii  the 
above  two  exaniijles  nmst  cost.s  of  right  of  way  will  be  fouml 
lo  lie.  Necessarily  with  tiic  j^rowing  apijreciation  of  the  vital 
inqjortancc  of  cheap  electric  power  it  will  become  the  regular 
practice  for  legislative  assemblies  to  grant  an  act  of  eminent 
domain  to  all  bona  lide  p'ower  transmission  systems  and  to  set 
a  maximum  price  on  land  particularly  where  it  is  being  held 
for  the  exploitation  of  the  power  company.  The  item  for 
clearing  will  generally  be  inversely  as  that  for  easements,  be- 
cause the  most  costly  right  of  way  will  be  that  across  cleared 
and  cultivated  country. 

Surveys  of  the  kind  necessarily  for  power  transmission 
lines  are  frequently  effected  at  a  cost  of  $100  per  mile  (jr  less, 
whilst  subsequent  engineering  expenses  account  for  about 
$400  per  mile.  Naturally  much  depends  upon  the  extent  of 
the  system,  its  accessibility  and  the  type  of  country.  It  will 
in  most  cases  be  found  that  these  figures  are  upon  the  high 
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Fig.  2 — Prices  of  copper  transmission  cable  during  the  years  1912  to  1917 

side  As  in  every  other  kind  of  field  work,  a  careful  and  per- 
haps costly  survey  may  save  several  hundred  dollars  per  mile 
on  subsequent  operations. 

Turning  now  to  the  item  for  material,  the  most  important 
is  perhaps  tower  steel.  The  market  prices  of  small  galvan- 
ized steel  shapes  of  the  kind  used  for  transmission  towers,  cut 
and  punched  in  500-ton  lots,  have  varied  somewhat  according 
to  the  curves  in  Fig.  1.  A  great  diversity  of  shapes  in  the 
required  tonnage  would,  of  course,  involve  still  higher  prices 
than  these,  together  with  more  protracted  deliveries.  The 
difficulties  in  respect  of  steel,  together  with  copper  and  alu- 
minium, have  been  not  only  the  i)rices,  but  the  scarcity,  of 
metal,  and  the  congested  state  of  the  mills.  Figures  2  and  3 
show  the  price  tendencies  in  copper  and  aluminium  conductor 
cables  during  the  last  six  years,  and  provide  sufficient  evi- 
dence that  an  increase  in  power  rates  is  necessary  if  hydro- 
electric energy  is  still  to  be  generated  and  transmitted. 

In  the  early  days  of  the  war  it  was  customary  to  speak  of 
the  time  when  prices  would  return  to  "normal"  levels.  This 
unsound  economic  argument  has  since  been  exploded,  not, 
however,  before  scores  of  important  engineering  projects  had 
l)een  postponed  awaiting  the  return  to  "normal"  prices. 
Briefly,  the  cheapening  of  the  gold  standard  has  appreciated 
every  raw  commodity  by  100,  and  the  condition  will  probably 
obtain,  with  minor  market  fluctuations,  for  the  next  half  cen- 
tur}^ 

Similar  comments  apply  to  the  situation  as  regards  labor 
and  construction  costs,  witii  the  qualification  that  in  this  case 
economies  of  considerable  magnitude  can  he  effected  by  care- 
ful organization.  It  is  a  matter  of  experience  that  the  con- 
struction costs  for  the  extensions  to  a  transmission  svstem  are 
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ceteris  [(aribus  lower  than  those  for^the  initial  undertaking, 
;ind,  vvitli  the  collection  of  actual  working  data,  tlie  unfore- 
seen elements  can  l)e  reduced  to  a  niininiuni  and  costs  also 
diminished.  'I'he  seven  items  of  cost-  in  the  "labor"  category 
for  six  different  transmission  lines  aggregated  as  follows: 

Per  tower. 


System  No.  1  .'   $30.00 

System  No.  2    43.25 

System  No.  3  •  ^. . .  79.39 

System  No.  4   .'.  . .  54.81 

System  No.  5    59.24 

System  No.  G    07.60 


Average   $55.55 


System  No.      was  over  very  unfavorable  country,  with 
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Fig    3 — Prices  of  aluminium  transmission  cable  during  the 
years  1912  to  1917 

considerable  guying  for  angles.  It  would  be  , found  at  the 
present  time,  however,  that  this  figure  is  not  far  short  of 
being  representative,  and  that  $80  per  tower  is  not  an  un- 
reasonable estimate  for  the  construction  costs  associated  with 
wire  are  included  in  this.  The  actual  tower  construction  costs 
a  4,000-pound  structure.  Hanging  insulators  and  stringing 
are  estimated  as  follows: 

Cost  of  tower  steel,  galvanized,  punched,  and  bun- 
dled, per  pound   . .  7.000  cents 

Cost  of  distribution   30  cents 

Cost  of  digging  holes  35 

Cost  of  setting  footings   25 

Cost  of  assembling  40 

Cost  of  erecting  20 

- — ■  1.500 

Total  cost  of  tower  erected,  per  pound   SJ^i  cents 

These  items,  it  will  be  seen,  are  all  dependent  upon  the 
quantity  of  material  to  be  handled,  and  are,  therefore,  best 
expressed  as  a  function  of  the  net  weight  of  the  tower  steel 
involved  in  the  line.  Setting  insulators  and  stringing  cables 
and  ground  wires  are  expressed  by  a  fairly  constant  figure  per 
tower: 

Hanging  insulators,  per  tower    $  6.00 

Stringing  wire  and  cleaning  up,  per  tower   15.00 

All  the  above  figures  have  been  arrived  at  by  a  study  of  a 
large  number  of  100,000-volt  installations  using  double  circuit 
three  cross-arm  towers,  spaced  about  8  to  10  per  mile.  No 
intention  is  implied,  however,  to  do  more  than  merely  outline 
the  method  of  estimating,  because  the  adoption  of  published 
figures  for  serif)us  work  would  be  disastrous. 

For  the  purpos.cs  of  this  article  interest  during  construc- 
tion is  assumed  at  5  per  cent,  of  the  total  cost  of  material  and 
and  labor,  and  contingencies  may  be  considered  fully  taken 


care  of  by  an  equal  allowance.    Necessarily  the  first  item  wilier 
depend  upon  the  time  occupied  between  the  placing  of  thef' 
first  contracts  for  material  and  the  lirst  supply  of  power  over, 
the  line.    It  will  be  lower  where  the  line  is  short  and  where-  J 
construction  work  can  go  ahead  all  the  year  round.    The  con- 
tingencies item  amounts  to  a  safety  factor  to  cover  work  not 
anticipated  under  the  heading  of  surveys  or  engineering. 

It  will  be  interesting  to  investigate  the  estimated  costs  of 
material  for  a  twin-circuit  transmission  line  carrying  50,000 
kw.  at' 110,000  volts,  60  cycles,  and  to  consider  particularly  the  J 
alternative  use  of  different  conductor  materials.    The  size  of 
cable  will  be  4/0  B&S  copper,  and  the  equivalent  size  in 
aluminium,  aluminium-steel,  and  copper-clad  steel.    In  Fig.  4  ^  ! 
have  been  worked  out  the  towers  for  these  four  cables  on  a 
GOO-foot  span.    It  will  be  seen  that  the  total  weight  of  steel  ■ 
per  mile  is  not  very  different  for  copper  or  aluminium,  but  is  j 
appreciably  more  for  aluminium-steel,  and  reaches  a  prohibi-  i 
tive  quantity  in  the  case  of  copper-clad  steel.    The  reason  is  .--j 
that  these  two  latter  conductors  are  not  being  economically  M 
employed  at  a  span  of  600  feet,  and  if  these  cables  were  all  '  *, 


compared  on  the  basis  of  1,000-foot  spans  the  higher  tensile 


height  of  tower  as  aluminium-steel,  whilst  the  tension  along 
the  line  is  twice  as  great,  the  towers  for  copper-clad  will 
always  cost  about  double  those  for  aluminium  steel.  If  there 
were  any  saving  on  the  conductor  material  itself  to  balance 
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Fig.  4 — Towers  for  a  600-foot  span  with  different  conductors 

this  inequality  there  might  still  be  a  good  case  for  copper-clad 
for  regular  transmission  work  across  country,  but,  unfortu- 
nately, the  cost  of  this  type  of  cable  is  higher  than  any  other. 
It  must,  therefore,  be  considered  economically  unsuited  for 
tlie  purpose,  except  in  the  case  of  special  river  crossing  spans 
or'  any  locations  where  the  conductance  is  of  little  or  no  im- 
l)ortance  so  that  a  relatively  small  conductor  can  be  selected. 

The  average  span  of  transmission  systems  ten  years  ago 
was  in  the  vicinity  of  400  feet.  This  value  has  gradually  ex- 
tended until  the  majority  of  long-distance  systems  are  now 
being  cjonstructed,  with  spans  of  750  to  800  feet,  in  favorable 
country.  This  tendency  is  dictating  the  use  of  materials  of 
hi.glicr  tensile  strength,  such  as  aluminium-steel,  which,  with 
the  relatively  small  sag,  call  for  a  short  tower.  The  tower 
will,  of  course,  be  heavier  for  its  height  than  a  structure  for 
copiicr  or  ■■ihiniinivmi  cables,  but.  with  long  spans  it  will  be 
found  that  the  net  weight  of  steel  will  be  less. 


Conductors, 

Size,  equivalent   

IMaximiim  sa.L;,  feet   

Tower  height,  feet   

Rorizontal  load,  pounds  .  . 
Weight,  standard  tower  .  . . 

Weight,  special   

.Span,  feet   

Total  steel  per  mile  

flnit  jirice  erected,  cents... 
Total  cost  per  mile,  dollars 
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Mainly  Constructional 

East  and  West— From  Coast  to  Coast 


The  Grand  Trunk  Railway  bridge  at  St.  Johns,  Que,  was 
considerably  damaged  recently  by  a  rush  of  ice  down  the 
Richelieu  River  from  Lake  Champlain. 

It  is  understood  that  work  has  been  commenced  on  a 
new  school  at  Rossland,  B.C.,  to  cost  $80,000.  Every  effort 
will  be  made  to  complete  the  building  this  season. 

L'ity  Engineer  Thomas  Tremblay,  of  Sherbrooke,  T.Q., 
advises  (hat  in  a  few  days  work  will  be  resumed  on  the  con- 
struction of  the  trunk  sewer  which  was  comiuenced  last  year 
in  the  South  Ward.    The  cost  when  completed  will  l)C  $75,000. 

The  St.  David's  congregation,  St.  John-,  N.R.,  have  de- 
cided to  build  a  new  church  on  Sydney  Street,  to  replace  the 
edifice  destroyed  by  fire.  Plans  sul)iiiitted  by  E.  Neil  Br(jdic, 
architect,  have  been  approved,  and  as  soon  as  detail  plans 
are  coiupleted  tenders  are  to  be  called. 

It  is  expected  tha,t  early  in  May,  the  rails  of  the  Quebec 
and  Saguenay  Railway  will  be  at  Bale  St.  Paul,  and  will 
reach  Murray  Bay  at  the  end  of  July.  All  the  heavy  work 
on  the.  whole  line  has  been  completed,  and  proljably  in  excess 
of  90  per  cent,  of  the  total  work  of  grading  lias  been  done. 

Building  operations  in  Quebec  City  during  the  first  two 
weeks  of  .April  were  cjuite  active,  permits  being  issued  to  a 
value  of  $68,420.  Of  this  amount,  $40,000  is  included  for 
interior  remodellin.g  of  the  Commercial  Academy  building 
on  Cook  Street.  This  building  is  being  made  absolutely  fire- 
proof. 

It  is  stated  that  upwards  of  $70,000  is  to  be  expended 
this  season  on  the  roads  in  the  Fort  Wflliam  district.  Of 
this  amount,  $12,000  will  be  spent  on  grading  and  perfecting 
the  Canadian  side  of  the  Scott  highway,  from  Eort  William 
to  the  Pigeon  River,  work  on  which  has  already  been  com- 
menced. 

Plans  for  the  new  military  hospital,  for  which  the  city 
of  London  purchased  a  site,  built  a  railway  spur  from  the 
London  &  Port  Stanley  Railway,  and  laid  a  water  main,  ap- 
pear to  be  in  abeyance.  The  work  was  to  have  been  com- 
pleted this  spring,  but  ground  has  not  yet  been  l^roken,  and 
London  is  unable  to  learn  the  reason. 

A  4,500-ton  floating  drydock  is  to  be  built  in  the  vicinity 
of  \'ancouver  and  the  Taylo.r  Engineering  Company  has 
been  awarded  the  contract  for  the  design  and  construction. 
The  dock  will  l)e  capable  of  completely  docking  vessels  up 
to  4,500  tons,  but  repairs  may  be  carried  out  on  vessels  as 
large  as  12,000  tons  by  docking  either  end.  The  cost  will 
be  $750,000. 

The  housing  problem  at  Niagara  Falls,  Out.,  has  become 
so  serious  that  the  city  council  has  decided  to  take  immedi- 
ate action  in  an  endeavor  to  relieve  the  situation.  A  pro- 
posal has  been  m^de  to  the  council  by  the  carpenters'  union 
that  all  houses  built  or  started  this  year  in  the  city  be  ex- 
empted from  taxes  until  the  year  1920.  The  carpenters  con- 
sidered that  this  move  would  encourage  building  and  per- 
haps bring  in  some  outside  capital.  The  council  decided  to 
refer  the  matter  to  the  city  solicitor. 

It  is  understood  that  the  Dominion  Bridge  Company 
will  start  work  immediately  on  a  $1,000,000  structural  steel 
order  for  the  T.  Eaton  Company,  Toronto.  Last  year  re- 
ports were  current  regarding  the  erection  of  a  new  $11,- 
000,000  store  at  Yonge  and  College  Streets,  Toronto,  and  it 
was  said  that  building  operations  were  held  over  on  account 
of  the  difficulty  of  obtaining  structural  steel.     It   is  now 


staled,  hi.wevcr,  that  the  company  will  not  wait  any  lfin({<*r 
and  lhal  wark  is  In  be-  ^onc  on  with  at  ■  ■  ■ 


Personals 

Major  J.  Colin  Kemp,  .S.C.E..  of  Montreal.  .- 

I)orted  to  be  severely  wounded.  He  was  formerly  a.ssociated 
with  Mr.  \i.  A.  Ross,  and  was  a  lecturer  at  McGill  University. 
Major  Kemp  was  awarded  the  Military  Cross  for  staff  work 
in  connection  with  the  Vimy  Ridge  battle. 

Harry  M.  Marsh,  for  the  past  six  years  Commissioner  of 
Industries  and  Publicity  for  the  city  of  Hamilton,  Ont.,  re- 
signed that  office  on  April  1st.  C.  W.  Kirkpatrick,  well- 
known  newsj)ai)er  man,  was  appointed  by  the  City  Council 
to  the  position,  and  assumed  his  duties  on  .Xpril  15th. 

(jood  roads'  men  and  many  of  the  engineering  profes- 
sion will  learn  with  regret  that  Mr.  \V.  G.  Yorston,  Assistant 
Road  Commissioner  for  the  Province  of  Nova  Scotia,  has 
])een  ill  for  the  past  six  weeks  and  his  condition  is  such 
that  iu-  may  be  confined  to  his  house  for  a  considerable  time 
yet. 

Mr.  William  Xevvmaii,  naval  architect  and  works  mana- 
ger of  the  Poison  Iron  Works,  Toronto,  has  severed  his  con- 
nection with  that  company,  and  is  joining  the  United  States 
Meet  Corporation,  which  has  contracts  amounting  to  several 
millions  for  ships  for  the  United  States  Government.  While 
engaged  with  the  Poison  Comi)any  he  supervised  the  launch- 
ing of  54  steel  vessels. 

Mr.  U.  Valiquet,  M.  Can.  Soc.  C.  E.,  superintending  en- 
gineer, Department  of  Public  Works,  prepared  a  compre- 
hensive paper  on  "  The  Quebec  Harbor  Dry  Dock,"  which 
was  presented  simultaneously  before  the  Montreal  and  Otta- 
wa Iiranches  of  the  Canadian  Society  of  Civil  Engineers,  on 
April  25.  This  paper  is  reproduced  elsewhere  in  our  pre- 
sent issue.  The  Quebec  Harbor  dry  dock,  otherwise  known 
as  the  "  Champlain,"  is  the  largest  in  the  world,  and  has  been 
built  under  the  direct  supervision  of  Mr.  Valiquet. 

Mr.  Joseph  Banigan,  formerly  of  Banigan,  Mathers  & 
Thompson,  architects,  writes  from  Terre  Haute,  Ind.,  con- 
cerning the  work  his  company  is  doing  in  the  manufacture  of 
acetone  and  other  solvents.  Mr.  Banigan  is  vice-president, 
treasurer  and  director  of  the  Commercial  Solvents  Corpora- 
tion, which  has  introduced  to  the  United  States  a  new  pro- 
cess of  manufacture,  first  demonstrated  to  be  practical  at 
the  British  Acetones,  Limited,  in  Toronto.  The  second 
member  of  this  firm,  Mr.  Mathers,  is  unfortunately  in  the 
hospital  at  present  with  scarlet  fever.  He  w-as  formerly  with 
the  Fourth  Battalion,  C.E.F.,  but  was  discharged  as  medic- 
ally unfit.  Mr.  Thompson  has  been  overseas  for  some  time 
and  is  at  present  recovering  in  England  from  a  shrapnel 
wound  in  his  left  shoulder. 


Obituary 

Mr.  C.  W.  Mitchell,  one  of  the  few  surviving  engineers  of 
the  Canadian  Pacific  Railway,  who  ran  the  first  survey  along 
tile  valley  of  the  Eraser  through  the  mountains  in  British 
.Columbia,  died  recently  in  Vancouver.  It  is  :!7  years  ago 
since  Mr.  Mitchell  went  to  Vancouver  from  his  home  town. 
Newcastle,  N.B.,  where  he  was  born  64  years  ago. 


Trade  Publication 

The  Tiffin  Wagon  Company.  Tiffin.  Ohio,  arc  distributing 
an  interesting  and  well-illustrated  booklet  on  street  flush- 
ing, in  which  they  point  out  the  advantages  of  the  Tiffin 
tvvo-motor-system  machines,  and  give  details  of  their  vari- 
ous types.  They  point  out  that  Tillin  design  pernjits  the 
use  of  the  motor  vehicle  for  commercial  haulage  service, 
since  the  flushing  machine  is  entirely  independent  of  the 
propelling  units,  and  is  demountable. 


Contracts  Department 

News    of,  Special  Interest  to  Contractors,  En^neers,  Manufacturers  and 

Dealers  in  Building  Supplies 


Waterworks,  Sewerage  and 
Roadways 

Bobcaygeon,  Ont. 

Town  Council  contemplate  the  con- 
struction of  a  12-inch  tile  drain.  Clerk, 
Chas.  E.  Stewart. 

Compton,  Que. 

Tenders  are  being  received  by  the  sec- 
retary-treasurer, J.  A.  Rivard,  until  May 
18  for  the  construction  of  a  gravel  road, 
etc.,  for  the  Village  of  Compton.  Plans 
and  specihcations  with  the  Mayor,  F. 
Savary. 

St.  Mary's,  Ont. 

Town  Council  contemplate  replacing 
some  watermains  with  larger  ones.  Chair- 
man of  committee.  May  W.  Dale. 

Shawinigan  Falls,  Que. 

Cily  Council  contemplate  the  con- 
struction of  a  sevver  system  and  pave- 
ments costing  $100,000.  Secretary,  A.  J. 
Meunier. 

Sherbrooke,  Que. 

The  city  will  resume  work  in  a  few 
days  on  the  construction  of  the  trunk 
sewer  which  was  commenced  last  year 
in  the  south  ward.  The  cost  of  same 
when  completed  will  be  $75,000.  Thomas 
Tremblay,  city  engineer. 

Walkerville,  Ont. 

Town  Council  contemplate  the  con- 
struction of  pavement  on  Walker  Road 
N.  at  a  cost  of  $10,000.  Engineer,  Owen 
McKay,  Pere  Marquette  Bldg. 

CONTRACTS  AWARDED 

McMasterville,  Que. 

Leger  &  Charlton,  CI  Victoria  Street, 
Montreal,  have  the  general  contract  and 
will  be  in  the  market  for  sand  and  ce- 
ment in  connection  with  the  construction 
of  a  concrete  road  costing  $37,000  for  the 
Town  Council. 

Wallace,  Man. 

Boivin  Bros,  have  the  grading,  and 
Geo.  Harris,  7th  Ave.,  Virden,  the  con- 
tract for  concrete  culverts  in  connection 
with  the  construction  of  highways  and 
roads  costing  $48,000  for  the  Rural  Mun- 
icipal Council. 


CONTRACTS  AWARDED 
East  Gwillimburg  Township,  Ont. 

R.  H.  H.  Blackwell,  Peterboro,  has 
the  contract  for  the  erection  of  a  bridge. 
Engineers,  James,  Loudon  &  Hertzberg, 
Toronto. 

Pefferlaw,  Ont. 

R.  H.  .H.  Blackwell,  Peterboro,  has 
been  awarded  the  contract  for  the  erec- 
tion of  a  bridge  near  here  for  the  To- 
ronto &  York  Higway  Commission.  Chief 
engineer,  E.  A.  James. 

Quebec,  Que. 

The  Dominion  Bridge  Co.,  Ltd.,  285 
Beaver  Hall  Hill,  Montreal,  have  the 
general  contract  for  bridge  over  the  St. 
Charles  River  for  the  Department  of 
Public  'Works,  Dominion  Government. 

Roberval,  Que. 

Edmond  Tremblay,  Normandin,  has 
the  general  contract  for  iron  bridge  and 
abutments  over  the  Metabetchouan  River 
at  a  cost  of  $91,475  for  the  Town  Council. 

Sackville,  N.B. 

Peter  Clark,  Summerside,  P.E.L,  has 
the  general  contract  for  baggage,  mail 
and  express  building  costing  $7,000  for 
the  Canadian  Government  Railways, 
Ottawa. 

Toronto,  Ont. 

G.  G.  Reid,  23  Earlscourt  Ave.,  has 
the  contract  for  the  erection  of  four 
bridges  for  the  Toronto  &  York  High- 
way Commission,  57  Adelaide  Street  E. 

Vancouver,  B.C. 

The  Davies  Construction  Co.,  850  Hast- 
ings W.,  have  the  general  contract  for 
the  erection  of  a  $11,500  coach  shop  for 
the  Canadian  Pacific  Railway,  head  office, 
Montreal. 


Railroads,  Bridges  and  Wharves 

Quebec,  Que. 

The  Canadian  Northern  Quebec  Rail- 
way, 100  St.  Andrews  St.,  contemplate 
the  erection  of  a  station.  Superintend- 
ent, J.  H.  Davidson. 

Wallace  Township,  Ont. 

'I'cndcr^  are  wanted  at  once  for  the 
erection  a  .'i8  ft.  steel  bridge,  concrete 
abutments,  for  the  Township  Council. 
Cler1<,  David  Greer,  Gowanstown. 

Windsor,  Ont. 

Plans  and  specifications  are  with  the 
('Icrk,  J.  A.  Lagassc,  Windsor,  who  will 
receive  tenders  until  May  25  for  cement 
foundations  and  piers  for  bridge  Iietwcen 
here  and  Broiigliton  for  the  two  imini- 
cipalities. 


Public  Buildings,  Churches 
and  Schools 

Belmore,  Ont. 

Plans  are  being  prepared  for  a  $3,000 
manse  for  the  Presbyterian  Congrega- 
tion.   Pastor,  Rev.  N.  R.  Sinclair. 

Canora,  Sask. 

Rev.  Mr.  Bacyncki  contemplates  the 
erection  of  a  $0,000  dormitory  for  stu- 
dents. 

Caradoc  Township,  Ont. 

Plans  are  being  prepared  for  an  eto- 
iiiological  laboratory  for  the  Department 
of  Agriculture,  Dominion  Government. 
Secretary,  R.  C.  Desrochcrs,  Ottawa. 

Halifax,  N.S. 

Tenders  will  be  called  shortly  for  re- 
pairs costing  $10,000,  to  pri»6n  for  the 
('ity  Council.    Engineer,  H.  W.  Johnston. 

Tenders  are  being  received  by  the  ar- 
chitect, Leslie  R.  Fairn,  Aylesford,  for 
remodelling  new  galleries,  entrance,  etc., 
costing  $7,000,  for  churcli  'for  the  Baptist 
C'hurch  Congregation. 

Tenders  will  be  called  shortly  for  re- 
I)airs  costing  al)()ut  $11,000,  to  city  hall 


for  the  City  Council.  Engineer,  H.  W, 
Johnston. 

Hamilton,  Ont. 

The  Provincial  Government  and  the, 
city  contemplate  -the  erection  of  a  $300,- 
000  technical  school  on  Wentworth  St. 

The  architects,  Stewart  &  Witton„ 
Hamilton  Provincial  &  Loan  Chambers,^ 
have  been  instructed  to  call  for  tender| 
for  the  erection  of  a  $15,000  balcony  and, 
addition  to  hospital  for  the  Hospitafi; 
Board,  City  Council. 

Tenders  will  be  called  shortly  for  al- 
terations costing  $10,000  to  church  for  the. 
Jewish  Synagogue,  141  Hughson  St. 
Architect,  F.  W.  Warren,  Bank  of  Hara| 
ilton  Bldg. 

London,  Ont. 

Tenders  will  be  called  May  15  for  the- 
erection  of  a  $40,000  addition  to  asylum- 
building  for  the  Department  of  Public 
Works,  Provincial  Government,  Toronto. 
Manager,  Dr.  Robinson. 

Milk  River,  Alta. 

Tenders  will  be  called  for  the  erection 
of  a  church  for  the  United  Church  Con- 
gregation. Address  Secretary,  J.  F. 
Coates. 

Raymond,  Alta. 

The  Department  of  Agriculture,  Pro- 
vincial Government,  have  secured  a  site 
on  which  they  will  erect  an  agricultural 
school.  Minister,  Hon.  Duncan  Marshall, 
Edmonton. 

Sackville,  N.B. 

J.  Len  Allen,  Amherst,  has  been  ap- 
pointed architect  and  tenders  will  be 
called  shortly  for  the  erection  of  an  ad- 
dition to  church  for  the  Main  St.  Bap- 
tist Church. 

Saints  Anges  de  Cascapedia,  Que. 

Tenders  are  expected  to  be  called  May 
5  for  the  erection  of  a  $10,000  presbytery 
for  the  Parish.  Architect,  P.  Levesque, 
115  St.  John  St.,  Quebec. 

Sherbrooke,  Que. 

The  City  Council  will  install  heating- 
system,  cement  floors,  etc.,  in  fire  sta- 
tions. Clerk,  E.  C.  Gatien,  57  Welling- 
ton Street. 

Woodstock,  Ont. 

Plans  and  specifications  are  with  the 
Clerk,  Jno.  Morrison,  who  will  receive 
tenders  until  May  3  for  concrete  founda- 
tion, plastering,  painting,  masonry  work, 
etc.,  in  connection  with  repairs  to  isola- 
tion hospital  for  the  City  Council. 

CONTRACTS  AWARDED 
Caistor  Township,  Ont. 

Hall  &  Tambling,  Dunnvillc,  have  the 
general  contract  for  $5,000  school  for  the 
.School  Board. 

Grantham  Township,  Ont. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  an  addition  and  alterations  to  school 
at  a  cost  of  $5,000,  for  School  Section  8, 
Grantham: — Masonry,  roofing  and  plas- 
tering, J.  Nichols,  Irene  Street;  carpcn- 
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-y,  VV.  W.  I'ark,  Lake  Street;  electrical 
!oW,  Clifford  Electric  Co..  Ontario  St.; 
lumbing,  J.  T'eart,  King  Street. 

lalifax,  N.S. 

Hager  &  Co.,  161  Quinpool,  have  the 
lumbing,  and  Geo.  A.  Perricr,  Granville 
itreet,  the  heating  contract  in  connec- 
ion  with  the  erection  of  an  infectious 
lospital  for  the  City  Council. 

Farquhar  Bros,  have  the  electrical  con- 
ract  in  connection  with  the  erection  of 
I  $4,000  addition  to  church  for  St.  Mal- 
hias  Church,  Windsor  Street. 

Hamilton,  Ont. 

Schultz  Bros.,  &  Co.,  Ltd.,  3,5  Albion 
Street,  Brantford,  have  the  general  con- 
tract for  $,'{,000  one-storey  frame  port- 
able school  for  the  Separate  School 
Board.  Superintendent,  J.  W.  Englert, 
St.  Anns  Church,  Sherman  Ave. 

Montreal  West.  Que. 

.'Watson  &  Wilson,  1678  Hutchison  St., 
Montreal,  have  the  plastering  contract  in 
connection  with  the  erection  of  a  $183,- 
000  high  school  for  the  Board  of  Educa- 
tion. The  general  contractor,  A.  F. 
Byers  &  Co.,  Ltd.,  340  University  Street, 
Montreal,  will  receive  prices  on  brick, 
sand,  gravel,  cement,  etc. 

Moose  Jaw,  Sask. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $45,000  children's  home  for  the  Chil- 
dren's Aid  Society: — General  contract, 
Alex.  Ferguson,  39  Iroquois  St.  W.; 
plumbing  and  heating,  Kennedy  &  Co., 
429  Fourth  St.  W. ;  reinforced  steel. 
Trussed  Concrete  Steel  Co.  of  Canada, 
Ltd.,  403  Builders  Exchange,  Winnipeg; 
plumbing  and  heating.  Frost  Bros.,  217 
High  W. 

New  Glasgow,  N.S. 

H.  C.  Henderson  has  the  .general  con- 
tract for  enlarging  and  remodelling 
church  at  a  cost  of  $14,00,0,  for  the 
Methodist  Church  Congregation. 

Ponoka,  Alta. 

Read,  McDonald  &  Brewster,  813  Teg- 
ler  Block,  Edmonton,  have  the  general 
contract,  and  the  Standard  Heating  & 
Plumbing  Co.,  Ltd.,  10643-102nd  Avenue, 
Edmonton,  the  plumbing  and  hcatitig 
contracts  for  addition  costing  $10.'), 000  to 
the  Hospital  for  the  Insane  for  the  De- 
partment of  Public  Works,  Provincial 
Government. 

Toronto,  Ont. 

The  Toronto  House  Wrecking  &  C'on- 
struction  Co.,  150  St.  Patrick  Street,  have 
the  contract,  for  wrecking  old  building 
on  the  site  of  the  new  $40,000  Sunday 
school  to  be  erected  for  St.  Barnabas  An- 
glican Church. 

Woodslee,  Ont. 

Charles  ClifTord,  Tilbury,  has  the  gen- 
eral contract  for  $8,000  school  for  the 
School  Board.  Secretary-treasurer,  A.  J. 
Bennett,  Woodslee. 


Business  Buildings  and  Indus- 
trial Plants 

Canora,  Sask. 

L.  &  D.  Fainstein  contemplate  the  erec- 
tion of  a  store  building. 

Kelley  Brothers  contemplate  the  erec- 
tion of  a  reinforced  auto  shop  and  garage 
costing  $4,000. 

London,  Ont. 

Tenders  are  bcTng  received  by  the  ar- 
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chitects.  Watt  &  Blackwell,  Bank  of  To- 
ronto Chambers,  until  May  1  for  the 
erection  of  a  $80,000  factory  for  W.  A. 
Jenkins  Co.,  Ridout  and  King  Streets. 

A.  E.  Nutter,  Dominion  Bank  Bldg., 
is  preparing  plans  for  a  $20,000  three- 
storey  brick  factory  addition. 

Longue  Pointe,  Que. 

The  general  contractors  and  engineers. 
Douglas  Bremner  &  Co.,  are  receiving 
tenders  for  electrical  work  in  connection 
with  the  erection  of  storage  sheds  and 
barricades  costing  $60,000,  for  the  Im- 
perial Munitions  Board,  Transi)ortation 
Bldg.,  Ottawa. 

Morris,  Man. 

Tenders  will  be  called  about  May  1  for 
the  erection  of  a  $6,000  brick  and  con- 
crete garage  for  Swain  Brothers. 

Montreal,  Que. 

A.  H.  Lapierre,  30  St.  James  Street,  is 
preparing  plans  for  addition  to  bank  at 
Pine  Ave.  and  St.  Lawrence  Blvd.,  for  the 
City  Council  and  Districts  Savings  Bank, 
176  St.  Tames  .Street. 

Murray  Bay,  Que. 

Tenders  are  being  called  for  the  erec- 
tion of  a  $35,000  stone  and  I)rick  bank 
for  La  Banque  Nationale,  head  office,  101 
St.  James  St.,  Montreal.  Architects,  La- 
croix  &  Nosworthy,  58  Cote  du  Palais, 
Quebec. 

New  Westminster,  B.C. 

The  New  Westminster  Construction  & 
Engineering  Company  will  erect  an  as- 
sembly plant  at  the  foot  of  10th  Street. 

North  Battleford,  Sask. 

The  Saskatchewan  Co-operaive  C"ream- 
cries  Ltd.,  head  office,  Rcgina,  contemp- 
late the  erection  of  a  cold  storage  plant 
on  Queen  Street. 

Macdonald  Crawford  Ltd..  Railway 
-Vve.,  contemplate  the  erection  of  a  ware- 
house on  Railway  Street. 

North  Vancouver,  B.C. 

The  Lyall  Shipbuilding  Co.,  Fell  St.. 
are  having  plans  drawn  for  a  $4,900  ad- 
dition to  their  ship  yards.  President, 
Wm.  T^yall. 

Ottawa,  Ont. 

The  general  contract,  .\lex.  Garvick, 
Jr.,  Regent  Theatre  Bldg.,  Sparks  Street, 
is  open  to  receive  tenders  on  roofing, 
plumbing,  heating,  plastering,  i^aintiiiK 
and  electrical  work  in  connection  with 
the  erection  of  stores  and  office  costing 
$18,000  for  Dan  O'Connor,  552  Gilmour 
Street. 

Pembroke,  Ont. 

Hogle  &  Davis,  SO  St.  Francois  Xavier 
Street,  Montreal,  have  been  a()pointc(l 
architects  for  $25,000  bank  for  the  Mer- 
chants Bank  of  Canada,  head  oftlce, 
Montreal. 

Regina,  Sask. 

A.  T.  Rowley  has  been  appointed  ar- 
chitect and  is  receivin.g  lender  for  gen- 
eral construction  work  and  plumbing  and 
heating  in  connection  with  the  erection 
of  a  $100,000  theatre  for  Pantages  Thea- 
tre. 

Rossland.  B.C. 

Ross  Thompson  contemiilates  the  erec- 
tion of  a  three-storey  brick  business 
building  at  Columbia  and  Spokane. 

St.  Catharines,  Ont. 

Tenders  will  be  received  at  the  olVice 
of  the  architect,  W.  J.  Westavvay.  72 
James  St.  N..  Hamilton,  for  the  erection 
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oi  a  .>.',(). 00(1  iwo-storey  concrele  and  brii  k 
factfiry  for  the  St.  Catharines  Silk  Mills 
Ltd. 

McKinnon  Sash  &  Hardware  Co..  On- 
tario Street,  arc  receiving  tenders  for 
radiators,  plumbing,  painting,  glaxiing. 
elevator,  machinery,  shafting,  pulley, 
belting  and  electrical  work  in  connection 
with  the  erection  of  a  $45,000  two-^torcy 
brick  addition  to  their  factory. 

St.  Chrysostome,  Que. 

The  Bank  of  Commerce,  head  oflice, 
.Motitreal,  contemplate  the  erection  of  a 
l)ank  Iniilding  to  cost  between  $10.00(1 
and    $15,000.      Local    manager,    C.  W. 

Hawley. 

Sydney,  N.S. 

Robt.  Roberts  contemplates  the  erec- 
ti(jn  of  a  $4,000  two-storey  brick  shop  and 
residence. 

Toronto,  Ont. 

C.  .S.  Lucas,  2  Eaton  .\ve..  will  erect 
three  two-storey  brick  stores  and  apart- 
ments costing  $10,000. 

Vancouver,  B.C. 

The  Hudson  Bay  Co.,  325  Water  St., 
will  erect  a  freight  elevator  enclosure 
costing  $3,000. 

Victoriaville,  Que. 

By-law  granting  $12,000  for  the  erec- 
tion of  an  extension  to  i)lant  of  the  \'ic- 
toria  Toy  Mfg.  Co.,  Debigare  Street,  has 
been  passed  and  work  will  be  commenced 
at  once. 

Windsor,  Ont. 

Grinnel  Bros.,  Detroit,  Mich.,  are  hav- 
ing plans  prepared  for  alterations  costing 
$3,000  to  their  business  block.  .\rchi- 
tect,  A.  McPhail.  Board  of  Trafle  Bbbj  . 
Windsor. 

CONTRACTS  AWARDED 
Brantford,  Ont. 

.\uguist  &  \\  hitrield,  40  Colborne  St., 
have  the  plumbing  contract  in  connec- 
tion with  the  erection  of  a  $15,000  factory 
addition  for  the  Waddell  Preserving  Co.. 
Ltd.,  131-133  Clarence  Street. 

Canora,  -Sask. 

John  .Sinnott  has  the  .general  contract 
for  the  erection  of  a  $4,000  reinforced 
concrete  .garage  for  \\'.  J.  Fennell. 

Cornwall,  Ont. 

Henrj-  Willianis  has  the  general  con- 
tract for  $25,000  mill  and  brick  addition 
to  paper  mill  for  the  Toronto  Paper  Co. 

Hamilton,  Ont. 

Geo.  E.  Mills,  614  King  St.  E..  has  the 
.general  contract  for  $20,000  one-storey 
brick  store  for  Wm.  J.  ."^outham.  Ingle- 
wood  Drive.  .Vrchitects.  McPhie  & 
Kelly.  Bank  of  Hamilton  Bldg. 

J.  Riddle  &  Son,  Ferguson  .\ve.  X.. 
have  the  rooting,  and  F.  G.  Rolierts  & 
Co..  Ltd..  106  Wells  Street.  Toronto,  the 
paintin.g  contract  in  connection  with  the 
erection  of  a  $15,000  factory  addition  for 
.1.  R.  Moodie  &  Sons.  King'  St.  E. 

Goodale  &  Laidlaw,  20  Hunter  St.  E., 
have  the  painting  and  E.  .-\.  Wark.  S 
John  St.  N..  the  electrical  work  in  con- 
nection with  the  erection  of  an  $S.OOo 
l)rick  garage  for  Geo.  Park.  cor.  McN'ab 
and  Market  Square. 

Kitchener.  Ont. 

Casper  Braun.  295  King  W..  has  the 
.aeneral  contract  for  $12,000  factory  for 
Geo.  Schlee,  30  Edward  Street. 

Levis,  Que. 

Olivier  Michautl.  .St.  George  .St..  has 
the  general  contract,  and  M    Da\  id  Tur- 


Tenders  and  For  Sale  Department 


Tenders  for  Road  Oil 


Tenders  will  be  received  addressed  to  the 
Secretary-treasurer  of  the  City  of  Sherhrooke, 
with  envelope  marked  "Tender  for  Road  Oil," 
up  to  noon,  May  4th,  1918,  for  the  supply  oi 
one  or  two  carloads  of  road  oil  in  barrels  for 
laying  dust,  with  a  content  of  not  less  than  411 
lier  cent,  asphaltic.  physical  properties  of  the  ma- 
terial tendered  on  must  be  given,  also  num.ber  of 
days  required  for  delivery  after  receipt  of  the 
order. 

The  loweiit  or  any  tender  not  necessarily 
accepted. 

THOMAS  TREMl;[..\^•, 

City  Engineer. 

Sherhrooke,  Oue., 

April  23rd,  191X.  If^  l'"^ 


Tenders  for  Bridge 


Sealed  lenrlers,  addressed  to  ("■eorge  Oliver, 
Clerk  of  the  T()wn^llip  of  I'.landford,  liright.  Onl.. 
will  be  received  up  till  noon  of  Monday,  the  13th 
of  May,  for  the  construction  of  a  .").S-foi)t  Steel 
liridge  over  Horner's  Creek,  on  the  10th  Con- 
cession of  Blandford,  and  also  for  the  IniiMing 
of  Concrete  abutments  (15.5  sq.  yds.). 

For  further  information  apply  to  F.  J.  Cre, 
Township  Engineer,  Woodstock,  Ontario.  IM-l.S 


Government  of  the  Province  of  Alberta 


Department  of  Public  Works 

Drainage  District  No.  1 


Scaled  lenders,  addressed  to  llie  undersigned 
and  endorsed  ■"Tender  for  Drainage  District  Xo. 
],"  will  be  received  up  to  twelve  o'clock  noon, 
on  Wednesday,  the  fifteenth  day  of  May,  1918. 

Each  tendci-  iinisl  be  acconii)aiiied  by  an  ac- 
cepted cheque,  jiayablc  lo  the  iVlinister  of  Pub- 
lic Works,  to  the  amount  of  live  per  cent.  (.5  ji.c. ) 
of  the  tender. 

Should  this  contract  be  asvardeil,  the  successful 
bidder  shall  lie  re(|uired  to  execute  a  guarantee 
bond  on  an  approved  Surety  Company  lo  the 
anioiinl  of  twenty  per  ci'ni.  (2<l  p.c.)  of  Ihc 
contract. 

The  chetpies  of  Ihc  unsuccessful  coiilractois  will 
be  returned  within  si.\  days  after  the  conlrarl 
is  awarded. 

The  right  is  reserved  to  reject  any  or  all  bid-- 
or  to  waive  any  defect. 

I'laiis,  jirolilcs,  specillcationfi  ami  forms  of  tin 
der  will  be  issued  to  intending  contractors  on 
application  to  the  Deparliiiciil  of  Public  Works, 
Edmonton,  Alberta,  accompanied  by  a  deposit  of 
ten  dollars  fijdO.IHt),  which  sum  will  be  refunded 
on^lhe  return  of  idaiis,  ])rf>files  sjiecificalions  and 
a  bona  fide  tender. 

Intending  contractors  may  bo  shown  over  llic 
ground  by  meeting  with  the  Eiiginei'r  al  llie 
Village  of  P.ruce  on  the  (I.  T.  P.  Ry.,  at  noon  on 
Thursday,  the  Ilth  day  of  May,  191.'*,  or  on  nilier 
dales  by  special  arrangements. 

Dated  al  E'lmoiilon  this  2"Jml  day  of  ,\pril.  IPls, 


IS  IK 


I,.  C.  CHAUI.KSWOKTII, 
Deputy  Minister  of  Public  W(jiks. 


CABLE  WANTED 

W.VN'TED — Supply    of    iive-eiglith-inch  cable. 
.Send    memorandum    of    quantity,   you    have  on 
hand  to  E.  O.  Manchee,  123  Bay  St.,  Toronto. 
l.S-18 


Tenders  for  Bridges 


Sealed  tenders  will  be  received  by  Jas.  lieattie, 
Esq.,  County  Clerk,  Fergus,  up  to  Monday,  May 
13,  for  the  following  bridges  for  Wellington 
Cownty,  to  be  let  at  Drayton  at  2  p.m.  on  Tues- 
day, May  14. 

(1)  IPiJj  ft.  steel  bridge  with  concrete  substructure. 

(2)  55  ft.  concrete  arch  truss  bridge. 
,  C'>)  Two  concrete  beam  bridges. 

(4)  One  concrete  abutment. 

(5)  One  retaining  wall. 

(6)  One  concrete  floor  on  Mooretield  bridge. 

and  for  the  following  to  be  let  at  b'crgus  on 
Wednesday.  May  15. 

(1)  NO  ft.  concrete  arch   truss  over   Irvine  River. 

(2)  Two  concrete  beam  bridges  (25  ft.  and  o5  ft.) 
Tenders  may  be  handed  in  al  the  Idlings.  Eoi- 

plans,  etc..  apply  to  Mr.   lieattie,  or  to 

BOWMAN  &  COXNOR. 

31  (hieen  Street  West, 
I.N-IS!  Toronto,  Ont. 


Tenders  For 
700,000  Gal.  Water 
Purification  Plant 


Sealed  tenders,  addressed  to  the  undersigned 
and  marked  "Tenders  A"  or  "B,"  will  be  re- 
ceived up  till  five  o'clock  p.m.,  May  14th,  1918, 
for  Reinforced  Concrete  Sedimentation  Basin  and 
Rapid  Sand   Filter  as  follows: — 

.\.  Bulk  lender  for  basin  and  building  of  re- 
inforced concrete  and  hollow  tile. 

P>.    Filter  eipiipment. 

Plans  and  si)ecifications  may  be  seen  al  the 
ofifice  of  E.  IT.  Darling,  Consulting  Engineer,  (!((4 
Siiectator  Briilding.  Hamilton,  Ontario,  or  al  the 
oHice  of  the  Commission,   Diiiidas.  Ont. 

Certified  cheque  for  the  sum  of  .5  per  cent,  of 
tender  must  accompany  each  tender,  which  chetpie 
will  be  returned  immediately  to  unsuccessful  bid- 
ders and  that  of  the  accepted  bidder  will  lie  re- 
tained until  contract  is  signed. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

R.  W.  K.\RC11.  Chairman, 

Public  I'lililies  Commission. 
I'^^^-IS  Diindas,  Onl. 


FOR  SALE 


(.)nc  125  II.  P.  Corliss  Engine,  ,tvill  develop  up 
to  200  H.P. ;  l(i  X  :i<i  Girder  Frame.  T  wo  Return 
Tubular  Boilers,  72  in.  x  14  ft.,  with  usual  fix- 
tures and  fittings,  shaker  grale.  80  ft.  smoke- 
stack, 40  x  3/](),  No.  10  gauge.  One  Dakin  Feed 
P.oiler  Water  Heater  and  Purifier,  manufactured 
by  Leonard  X:  .SonS,  London,  Ont.  These  have 
been  used  about  one  monlh,  and  aie  as  good  as 
new.      I'urther   jiarticulars  apply 

l,^■ONS   I'lU'.l,        SI'PPf.Y  CO.,  LTD., 
Hi  l.S  Stcclloii,  Out. 


Concrete  Bridge 


Sealed  tenders  will  be  received  by  A.  L!.  }S\ 
Colgan,  Esq.,  Reeve  of  Peel  Township,  Urayti 
up  to  noon  on  Wednesday,  May  8th,  for  the  oB 
struction  of  an  .80-ft.  concrete  arch  truss  briii 
on  Con.  It)  Peel.     For  plans,  etc.,  apply  to  J 
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BOWMAN  &  CONNOR, 

31  Queen  Street  West, 
Toronto, 


Parliament  Buildings,  Ottawa 


Tenders  Wanted  for  ''Plate 
Glass  and  Leaded  Glazing  " 


Sealed  tenders  will  be  received  bv  the  undei 
signed  until  Noon,  May  21,  1918,  for  the  Plit 
Class  and  Leaded  Cdazing  required  in  the  Rollei 
Steel  Casements  of  the  exterior  of  the  above  build 
ing. 

.\11  tenders  to  be  based  on  the  execution,  com: 
pletion  and  delivery  on  the  site;  together  with  tli^ 
furnishing  of  all  material,  tools,  appliances,  labor 
etc.,  for  the  work  as  required  and  described  by  th« 
Plans  and  Specifications  and  in  conformity  witl 
the  Samples  submitted,  for — ■ 

(A)  Glazing  Exterior  Casement  Frames. 

(B)  Exterior  Leaded  Glazing. 

Separate  Tenders  to  be  submitted  for  "A"  am 
"B." 

The  work  included  under  this  Contract  shall  be 
commenced  immediately  on  the  signing  of  the 
same,  or  at  .such  time  as  may  be  directed,  and  b( 
earned  out  in  such  a  manner  as  -to  insure  tht 
completion  thereof  by  December  .31,  1018. 

Plans,  specifications  and  any  other  information 
required  can  be  obtained  at  the  office  of  the  Gen-[ 
eral  Contractor,  P.  '  Lyall  &  Sons  Construction 
Company,  Limited,  Ottawa. 

Each  tender  must  be  accompanied  by  an  ac- 
cepted cheque  on  a  chartered  bank,  imyable  to 
the  order  of  the  Minister  of  Public  Works,  for  a 
sum  not  less  than  five  per  cent.  (.5  per  cent.)  of' 
the  amount  of  the  tender,  wdiich  will  be  forfeited 
if  the  parties  tendering  decline  to  enter  into  a 
contract  when  called  upon  to  do  so.  If  the  tender 
is  not  accepted  the  cheque  will  be  returned.  If 
the  tender  is  accepted,  an  additional  cheque  for  a| 
sum  equivalent  to  five  per  cent.  (5  per  cent.)  of 
the  amount  of  the  tender  must  be  deposited  before: 
the  contract  is  signed.  The  total  security  will  be  I 
forfeited  if  the  Contractor  fails  to  complete  Ihel 
^vo''k  contracted  for. 

Certificates  of  payment  shall  be  issued  monthly 
as  the  work  progresses  and  shall  not  exceed  in  the 
aggregate  ninety  per  cent.  (90  per  cent.)  of  thel 
value  of  the  labour  and  material  furnished  and  set 
out  in  the  work. 

Samples  must  be  submitted  with  tender. 

The  lowest  or  any  lender  not  necessarily  ac- 
cepted. 

Envelopes  conlaining  lenders  must  be  marked 
"Tenders  for  Plate  Glass  and  Leaded  Glazing,'" 
and  addressed  lo  the  undersigned. 


JOHN  A.  PEARSON,  Architect, 
.T.  O.  MARCHAND,  Associale. 
CcmI.ic   Itlock,  Parliament  Hill, 

Ottawa.  may  I  8 


.lay  1,  VJ\H 

I      For  Sale 

Travelling  A  Frame  Derrick 

K)  fl.  boom,  siiilalilc  for  clam  shell,  orange  peel, 
coal  liandling ;  equipped  with  K  x  12  hoisting 
fine,  .'J  drum  and  swinger.  Excellent  condition, 
mediate  shipment. 

The  A.   R.  Williams  Machinery  Co.,  Ltd., 

04  Front  Street  West, 

Toronto,  Oiil. 


on,  Guenette  St.,  the  masonry  and 
ick  contracts  in  connection  with  the 
ection  of  a  $4,000  two-storey  brick 
irehouse  for  Jos.  Turgeon,  Commercial. 

ontreal,  Que. 

the  Hobbs  Mfg.  Co.,  4.3  St.  Maurice 
.,  have  the  contract  for  plate  glass,  and 
e  Smith   Marble   Co.,   Ltd.,   145  Van 
orne   Ave.,    the    contract    for  marble 
ork  in  connection  with  alterations  cost- 
g  $6,000  to  building  for  store  and  fur- 
ture  showrooms  for  Waring  &  Gillow 
;d.,  8  Beaver  Hall  Hill  Square. 
S.  Dore,  180  Laval  Ave.,  has  the  ben- 
al  contract,  and  the  Otis-Fensom  Ele- 
tor  Co.,  Ltd.,  368  St.  James  St.,  the 
evator  contract  for  alterations  costing 
,500  to  factory  for  R.  T.  Godfrey  Es- 
te,  21a  Drummond  Street. 
The  Dominion   Bridge  Co.,   Ltd.,  346 
eaver  Hall  Hill,  have  the  steel  contract 
r  extension  to  foundry  for  the  Mont- 
al  Locomotive   Works,    Ltd.,   145  St. 
imes  St.,  who  will  carry  out  the  car- 
.'ntry  and  electrical  work. 
,  Douglas  Bros.,  19  St.  Maurice  St.,  have 
,ie  roofing  contract  in  connection  with 
lie  erection  of  a  $26,000  factory  for  the 
janada  Casings  Co.,  Ltd.,  750  St.  Paul 
/,   The  general  contractors,  John  Mac- 
^gor  Ltd.,  511   St.   Catherine  W.,  will 
irry  out  the  carpentry. 
The    following    contracts   have  been 
:varded  in  connection  with  alterations 
jsting  $6,500  to  building  for  the  Ga- 
;tte  Printing  Co.,  Ltd.,  28  St.  Antoine 
t.: — General  contract,  .A.nglins  Ltd.,  65 
;ictoria  St.;  millwork,  R.  McFarlane  & 
o.,  Ltd.,  9.5.3  St.  Tames  St.;  marble  work, 
IS.  Walker  Hardware  Co.,  Ltd.,  252  St. 
imes  Street.     Plans  and  specifications 
•e  with  the  general  contractor,  who  will 
t  electrical  work. 

[orth  Sydney,  N.S. 

'  Mr.  Redden,  care  of  Company,  North 
ydney,  has  the  contract  for  curing  plant 
)r  the  Leonard  Fisheries  Ltd.,  head 
ffice,  26  Morris  Street,  Halifax. 

ittawa,  Ont. 

I  The  following  contracts     have  been 

twarded  in  connection  with  alterations  to 
fficcs  for  the  Toronto  General  Trusts 
orporation.  Trust  Bldg.: — Tile  work,  A. 

Mills  &  Sons,  191  Sparks  St.;  ])ainting 
nd, glazing,  W.  Carson,  293  Laurier  Ave., 

IV.;    electrical   work,    P.    Ackroyd,  416 

jlank  Street. 

j  Win.  More,  Powell  Ave.,  has  the  ,gen- 
|ral  contract  for  alterations  to  building 
\iT  Tas.  A.  Ellis,  Stanley  and  \'ictoria 
■ts.  " 

H.  Dagenais,  233  St.  Patrick  St.,  has 
[he  general  contract  for  addition  to  store 
or  N.  Aubert. 

Geo.  Grain,  285  Cleiiiow  Ave.,  has  the 
eneral  contract  for  $4,000  brick  office 
or  Dr.  W.  E.  Grain,  O'Connor  and  Soni- 
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erscl.  Fifteen  thousand  red  brick  will  be 
re(|uircd. 

Pictou,  N.S. 

Purdy  Brothers  have  the  general  con- 
tract for  remodelling  building  for  Mc- 
Donald &  Bethime. 

St.  Catharines,  Ont. 

Geo.  Wilson  has  the  carjjentry  and  J. 
A.  Rowdon,  51  York  St.,  the  masonry 
contract  in  connection  with  the  erection 
of  two  stores  costing  .$6,500  for  .Andrew 
Smith,  145  St.  Paul  Street. 

St.  Marys,  Ont. 

Stafford  &  Henderson  have  the  general 
contract  and  H.  Finch  the  carpentry  for 
remodelling  business  building  at  a  cost 
of  $5,000  for  Dan  Cappa,  Water  Street. 

Thorold,  Ont. 

Piggott  Healey  Construction  Co.,  36 
James  St.  S.,  Hamilton,  have  the  general 
contract  for  $50,000  addition  to  factory 
for  the  Beaver  Board  Company. 

Goldstein  &  Co.  have  the  inasonry,  and 
Weinerman  &  Co.  the  carpentry  contract 
in  connection  with  the  erection  of  a 
$10,000  warehouse  for  Brenzcl  &  Wein- 
traub,  145  Elizabeth  Street. 

Toronto,  Ont. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  structural  shop  for  Rcid  &  Brown, 
Esplanade  E.,  who  will  carry  out  the 
steel  work: — Masonry  and  concrete, 
Witchall  &  Son,  156  St.  Helens  .A.venue; 
carpentry,  J.  D.  Young  &  Son.  836  Col- 
lege St.;  painting,  Alexander  &  Son,  457 
Church  Street. 

H.  Jennings,  49  St.  Clair  .Ave.  W.,  has 
the  general  contract  for  alterations  cost- 
ing $3,000  to  store  for  G.  Tamblyn  Ltd., 
118  Richmond  W. 

Verdun,  Que. 

Mr.  J.  McCormick  has  the  general 
contract,  and  will  receive  tenders  on  all 
trades  for  the  erection  of  two  buildings 
costing  $30,000  for  Mrs.  J.  McCormick, 
Merchants  Bank  Bldg.,  cor.  University 
and  St.  Catherines  St.,  Montreal. 

Vulcan.  Alta. 

Mr.  Mercer  has  the  general  contract 
for  brick  store  buildings  for  Geo.  Eamer. 

Watford,  Ont. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $20,000  bank  for  the  Merchants  Bank 
of  Canada,  head  office,  Montreal: — Hard- 
ware, Canada  Hardware  Ltd.,  39  Rich- 
mond E.,  Toronto;  fixtures,  F.  C.  Hen- 
derson, 94  King  W.,  Toronto;  wiring, 
Harris  &  Marson,  81a  Parkway  Avenue; 
fittings.  Canadian  Office  &  School  Furni- 
ture Co.,  Preston. 


Residences 

Belleville.  Ont. 

Mrs.  Charles  h'arlcy  contemplates  the 
erection  of  a  residence  on  West  Dundas 
Street. 

Collingwood,  Ont. 

'J"he  foundations  are  in  for  two  $3,500 
stucco  and  frame  residences  tci  be  orected 
on  Niagara  Street  l)y  Philip  C.  I'alin. 

Cornwall,  Ont. 

W.  C.  Maguire  will  erect  a  $6.000  frame 
and  brick  veneer  residence. 

Dartmouth,  N.S. 

Harris  &  Horton,  Keith  Fluilding.  Ilali- 
fa.x,  arc  preparing  plans  for  alterations  to 
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residence  for  RMberl  Stanford,  'im"'' 
W  ater  St. 

Halifax,  N.S. 

Harris  &  ilorCon,  Keith  Builcling.  arc 
pre))aring  plans  lor  alterations  to  resi- 
dence for  William  R  Scriven,  Lorne  Ter- 
race 

Harris  &  Ht)rton,  Keith  Building,  are 

prejjaring  i)laiis  for  alterations  to  resi- 
dence for  John  H  (icsner,  31  Cogswell  St. 

Hamilton,  Ont. 

J.  liethunc.  57  St.  Clair  .Ave.,  will  erect 
two  $4,000  and  two  $3,000  two-storey 
brick  residences,  carry  out  the  masonry, 
rooting,  antl  carpentry  and  let  plumbing, 
plastering,  heating,  painting,  and  electri- 
cal work. 

G.  Wright,  123  Cavell  .Ave.,  will  erect 
a  $3,000  two-storey  brick  residence  and 
let  masonry,  carpentry,  and  roofing. 

Pickering  lirothers,  167  East  Twenty- 
fourth  St.,  will  erect  two  $2,000  two- 
storey  brick  residences,  carry  out  the 
masonry,  carpentry,  and  roofing,  and  let 
I)lumbing,  i)lasteriiig,  painting,  and  elec- 
trical work. 

Hantsport,  N.S. 

Willard  Mailman  comelnplate^  the 
erection  of  a  ljungalow. 

High  Bluff,  Man. 

Thomas  W  eller  will  erect  a  $4,500  Iwu- 
stnrey  frame  farm  house  and  barn. 

Kensington,  P.E.I. 

William  Pigeon  coiuemplales  the  erec- 
tion of  a  residence. 

London,  Ont. 

\\  .  (j.  Murray.  Dominion  Savings 
Building,  is  preparing  |)lans  for  a  $.",,000 
two-storey  stucco  bungalow. 

John  Putherijough,  272  Regent  Street, 
will  erect  a  $6,000  brick  residence. 

Montreal,  Que. 

George  E.  IJlackwell.  4184  St.  Catherine 
St.,  will  eerect  three  two-storey  brick 
re'sidences  and  let  rooling,  tiling,  and 
electrical  work. 

New  Glasgow,  N.S. 

James  Eraser,  Herbert  St..  contem- 
plates the  erection  of  a  $3,000  residence. 

Oshawa,  Ont. 

McLaughlin  Company.  Lt<l..  contem- 
plate the  erection  of  fifteen  residences, 
costing  between  $2,000  and  $3,00.  M.  C. 
Rose,  Simcoe  St.  N.,  will  let  contracts. 

W.  H.  Lee.  ;i6  Barton  St..  contem- 
plates the  erection  of  a  residence. 

H.  X.  Bate  &  Son,  Canal  St..  contem- 
plates the  erection  of  an  addition  to  their 
apartments  on  .Mbert  .St. 

Caleb  lirookes,  Broadway  .\ve.,  con- 
templates the  erection  of  a  residence. 

Walter  h'ryer.  5  Glen  .\ve.,  is  now  re- 
ceiving tenders  on  plumbing,  heating, 
l>lastering.  painting  .and  electrical  work 
in  connection  with  the  erection  of  a 
$5,000  2;/-storey  brick  veneer  residence 
for  G.  I'elton,  20  Ossington  .Xve 

Ottawa,  Ont. 

M.  C.  Neale.  Rockcliffe,  Ottawa,  will 
erect  six  residences  costing  $5,000.  and 
let  plumbing,  heating,  plastering,  paint- 
ing and  electrical  work. 

Point  Grey,  B.C. 

Plans  are  in  progress  for  a  model 
house  community  for  the  Taylor  Engi- 
neering Company.  850  Hastings  St.  W.. 
X'ancouver.  Chief  engineer.  .\.  J.  I'arns- 
wi-irth. 

Quebec,  Que. 

Tenders  are  being  recci\ed  until  May 
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la  for  alterations,  costing  $6,000,  to  resi- 
dence for  Xap.  Lavoie,  La  Banque  Na- 
tionale. 

L.  Kobitaille,  Lindsay  Building,  has 
been  appointed  architect  for  $9,000  arti- 
ficial stone  and  brick  residence  for  H.  A. 
Ltp.endre,  1G3  Scott  St. 

Rockingham,  N.S. 

Harris  &  Horton.  Keith  Building,  Hali- 
fax, are  preparing  plans  for  alterations  to 
residence  for  W.  J.  Clayton,  Jacob  St. 

St.  Catharines,  Ont. 

Plans  and  specifications  are  with  the 
architect,  A.  E.  Nicholson,  51  Queen  St., 
who  will  receive  tenders  until  May  6  for 
the  erection  of  a  $40,000  three-storey 
stone  and  brick  residence. 

Three  Rivers,  Que. 

W.  Lemire  will  erect  a  two-storey 
frame  residence  and  blacksmith  shop  on 
Royal  St.,  at  a  cost  of  $7,000. 

Dame.  W.  Neault  will  erect  a  $4,500 
two-storey  frame  residence  on  St. 
Philippe  St. 

Toronto,  Ont. 

A.  Nelson,  339  Willard  Ave.,  will  erect 
two  $3,000  iVi  storey  brick  residence  and 
let  plumbing,  heating,  wiring,  etc. 

Wm.  Spradbrow,  188  Oakwood  Ave, 
will  erect  a  $3,000  3^^  storey  brick  resi- 
dence and  let  smaller  trades. 

W.  J.  Cole,  65  Alberta  Ave.,  will  erect 
a  $3,000  two-storey  brick  residence,  carry 
out  the  carpentry  work  and  let  plumbing, 
heating,  etc. 

J.  T.  Moore,  30  Brookmount  i\ve.,  will 
erect  a  $3,000  two-storey  brick  duplex 
residence  and  garage. 

H.  E.  Simpson,  55  Westmount  Ave., 
will  erect  a  pair  of  two-storey  brick  resi- 
dences, costing  $5,000,  and  wants  tenders 
for  excavating  celiars. 

H.  Buie,  141  Northclifife  Boulevard,  will 
erect  a  $3,000  3^-storey  brick  residence. 

R.  E.  McDonagh,  399  Huron  St.,  will 
erect  a  $3,000  3^-storey  brick  residence. 

John  Barrett,  88  Borden  St.,  wiil  erect 
two  31^-storey  brick  residences,  costing 
$5,000. 

I.  Pimblett,  66  Barrington  Ave.,  will 
erect  four  two-storey  brick  residences, 
costing  $4,000,  and  wants  tenders  for  ex- 
cavating. 

W.  J.  McWaters,  89  Kingswood  Road, 
will  erect  a  $3,000  S^^-storey  brick  resi- 
dence on  Nc>ille  Park  Boulevard. 

F.  Heyworlh,  63  Pinewood  Fvoad,  will 
erect  a  S^/l-storey  brick  residence  and 
garage,  costing  $6,000,  buy  brick  and  lum- 
ber and  let  smaller  trades. 

H.  Grange,  131  Margueretta  St.,  will 
erect  a  pair  of  3^,-storey  brick  resi- 
dences, costing  $5,()(')0,  and  will  buy  brick 
and  lumber. 

J.  R.  McLachlin,  19  Pinewood  Road, 
will  erect  three  family  apartments,  cost- 
ing $8,000. 

G.  W.  Lucas,  301  Gillard  Ave.,  will 
erect  a  $3,000  two-storey  lirick  residence 
and  let  smaller  trades. 

J.  VV.   Walker,  153  Fulton  Ave.,  will 
^erect  a   pair  of   two-storey   brick  resi- 
dences, buy  brick  and  lumber,  and  wants 
tenders  on  carpentry  and  brickwork. 

C.  L.  Campbell,  366  Boston  Ave.,  will 
erect  a  pair  of  two-storey  brick  resi- 
dences, costing  $-1,000,  and  let  smaller 
storey  brick  residences,  costing  .);5,(i00. 
trades. 

J.  \A'.  D(juscn  31  Stephenson  .^ve.,  will 


erect  three  two-storey  brick  residences, 
costing  $6,000,  and  let  smaller  trades. 

The  Griffin  Contracting  Company,  74 
McRoberts  Ave.,  will  erect  a  pair  of  '^^'2- 
storey  brick  residencts,  costing  $5,000, 
and  let  smaller  trades. 

D.  Crombie,  8  Woodycrest  Ave.,  will 
erect  a  pair  of  residences,  carry  out  the 
carpentry,  and  wants  tenders  for  plumb- 
ng.  tinsmith  work,  wiring,  lath,  plaster, 
and  concrete  work. 

Welland,  Ont. 

George  T.  Cook  has  secured  a  site  011 
Yonge  Street,  on  which  he  will  erect  a 
$6,000  brick  residence. 

Windsor,  Ont. 

Fred  J.  Rochelan,  106  Lillian  Ave.,  will 
erect  two  $3,000  stucco  and  brick  resi- 
dences. 

CONTRACTS  AWARDED 
Dunn  Township. 

George  G.  Smith,  Dunnville  P.O.,  has 
the  general  contract  for  the  erection  of 
a  $3,000  brick  residence  for  Mr.  Fawcett. 

Halifax,  N.S. 

R.  H.  Metlin,  48  Dresden  Road,  has  the 
general  contract  for  two-storey  frame 
residence  for  Mrs.  Fleming. 

Hamilton,  Ont. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $3,000  tWo-storey  brick  residence 
for  W.  Atkinson,  39  Cedar  Ave.,  who  will 
carry  out  the  carpentry  and  roofing: — 
Painting,  F.  Gray,  85  Cedar  Ave.;  ma- 
sonry and  steel,  A.  V.  Smith,  315  Maple 
Ave.;  electrical  work,  F.  Thornton,  174 
Balmoral  Ave.;  plumbing,  J.  Saynor,  437 
.\berdeen  Ave.;  plastering,  C.  Fink,  88 
Wellington  Ave.  N.;  heating,  J.  Radigan 
&  Co.,  46  Ferguson  Ave.  S. 

P.  A.  Moore,  939  King  St.  E.,  has  the 
plumbing  contract  in  connection  with  the 
erection  of  four  $1,300  one-storey  con- 
crete block  residences  for  F.  H.  Hall,  813 
King  St.  E. 

C.  Jones,  30  Cambridge  Ave.,  have  the 
painting  aflid  Bannister  &  Graham,  Crown 
Poiint,  the  electrical  w'->rk  for  two  $3,500 
brick  residences  for  G.  E.  Gaylord,  54 
Lamoureaux  St. 

Lewington  &  White,  140  Rosslyn  Ave., 
have  the  masonrv  and  steel  and  J.  War- 
den, 363  Balmoral  Ave.,  the  carpentry  and 
roofing  contract  in  connection  with  the 
erection  of  a  $6,000  residence  fr  F.  L. 
Sniveley.  88  Melrose  Ave.  Architect. 
Gordon  Hutton,  Bank  of  Hamilton  Bldg. 

Tsbister  Brothers,  143  Emerald  St.  S., 
have  the  masonry  and  steel  and  J.  War- 
den, 363  Balmoral  Ave.,  the  carpentry 
and  rooling  contracts  in  connection  with 
the  erection  of  a  $10,000  S^j-storev  brick 
residence  for  F.  L,  Snivley,  88  Melrose 
,\ve.  The  architect.  Gordon  Hutton, 
Bank  of  Hamilton  Building,  will  let 
plunrbing,  heating,  plastering,  painting, 
and  electrical  work. 

Montreal,  Que. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erectii^n 
of  six  separate  cottages,  costing  $45,000, 
for  J.  B.  Daoust,  5778  Sh<irbrooke  St.  W., 
who  will  carrj'  out  the  caVpentry:  Masou- 
rv,  Jean  Cassian,  933  Henri  Julien  .^ve.; 
plumbing  and  heating,  Oscar  Daoust  & 
Co..  1654  Notre  Dame  W.;  painting,  T. 
A.  Gauthier,  138  St.  Elizabeth  St. 

V.  A.  Grothe,  6  Cuthbert  St.,  general 
contractor  for  repairs  to  convent  for  the 
Cirey  Nuns,  will  carry  out  the  masonry, 
carpentry,  and  plastering  and  let  roofing, 


plumbing,  heating,  painting,  glazing,, 
trical  work,  etc. 

Montreal  West,  Que. 

Watson  &  Wilson,  1678  Hutchiso? 
Montreal,  have  the  plastering  coritrj^' 
connection  with  the  erection  of  a 
residence  for  the  school  commissione 
St.  Pierre.    The  general  contractor^ 
F.  Byers  &  Co.,  Ltd.,  340  University^ 
Montreal,  will  receive  prices  for  " 
sand,  gravel,  cement,  etc. 

Ottawa,  Ont. 

J.  &  C.  Low,  Lisgar  St.,  have  the 
eral  contract  for  alterations  to  resi 
for  Wm.  Blythe,  309  Nepean  Stree 

Th    following    contracts  have 
awarded  in  connection  with  the  ere 
of  a  $5,000  residence  for  W.  H.  Le 
Barton  St.,  who  will  carry  out  the  p 
ing: — Electrical  work,  H.  L.  Allen, 
and  Cooper  Sts.;  plumbing,  J.  B. 
vin,    Leonard    Ave.;    heating,  Ca 
Hardware    Co.,    Bank   and  Fifth 
plastering,  Thos.  Patterson,  70  Ros" 
Ave. 

St.  Catharines,  Ont. 

Clifford  Electric  Company,  Ontario^ 
have  the  electric  contract  and  W, 
Gl'intz,  43  York  St.,  the  contract  for  f 
balance  of  the  trades  in  connection  w 
the  erection  of  a  $4, ,500  residence  for  M' 
Richardson,  Thomas  St. 

Sherbrooke,  Que. 

Xazaire  Doiron,  16  St.  Thomas  St.,  I 
the  general  pontract  for  two  tenem*, 
houses  at  Short  and  McManamy  Ave. 
Arthur  Ploufife,  34  St.  Martin  St. 

Toronto,  Ont. 

John  McCandlish,  316  Lauder  Ave..  I- 
the  plumbing  contract  in  connection  w: 
the  erection  of  two  $3,000  syS-storey  bri 
and  granite  residences  for  F.  Ff.  Mill 
396  Lauder  Ave. 

James  Johnson,  51  Ellerbeck  Ave.,  ii 
the  masonry  contract  in  connection  wi 
the  erection  of  a  $5,000  3>2-storey  bri 
residence  for  R.  Barrett,  19  Playter  Blv 
who  will  carry  out  the  carpentry. 

William  Bulley,  119  Dinnick  Cresce: 
has  the  masonry  contxact  in  connecti' 
with  the  erection  of  a  $3,700  i/2-stor 
brick  residence  for  R.  ^Dale,  98  Call 
F'rank  Road,  who  will  carry  out  the  paii 
ing. 

H.  W.  Rushby,  61  Wycliwood  .\vc..  h 
the  heating  contract  in  connection  wi 
the  erection  of  a  $3,500  3J/'-storey  bri 
resideiict   for   Purton    &  Cheiinelis, 
Flumewood  Ave. 

A.  &  A.  Grant,  837  Logan  .\vc.,  iia 
the  .  general  contract  for  a  jjair 'of  2; 
storey  brick  residences,  costing  $7,000. 

A.  J.  Peppiatt,  36  Braemore  Gardei 
has  the  general  contract  for  the  erecti( 
of  a  $6,000  3y2-storey  brick  residence 
St.  CJair  West,  and  will  let  smaller  tradi 

Windsor,  Ont. 

Moore  Bros.,  140  Janettc  Ave.,  ha' 
the  general  contract  for  $3,000  frame  re; 
dcnce  for  Jno.  Smith,  348  Dougal  .A.ve. 


Miscellaneous 

Almaville,  Que. 

Joseph  Drolet  will  rebuiild  his  shec 
stables,  liarns,  etc.,  at  a  cost  of  $7,000. 

Digby,  N.S. 

J.  N.  Rafuse  &  Sons,  Conciuer; 
I'ank,  will  build  a  schooner. 

Falmouth,  N.S. 

iM-cd  Boyle,  Jr.,  and  Mr,  Collins  w 
erect  a  greenhouse 
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Boil 


e  r  s 


VIT'E  make  the  well  known  Inglis 
Standard  Return  Tubular  Boilers, 
in  all  sizes  and  capacities.  Inglis  boilers 
are  made  in  Canada  and  have  been  in- 
stalled in  many  of  the  largest  steam  plants 
in  Canada. 

Quotations  gladly  furnished. 


The  John  Inglis  Company,  Limited 

ENGINEERS  AND  BOILERMAKERS 
14  Strachan  Ave.       -       -       Toronto,  Canada 

Ottawa  Representative— J.  W.  ANDERSON,  7  Bank  Street  Chambers 
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Gilbert's  Cove,  N.S. 

Melaiison  Brothers  are  building  a  2o0- 
ton  tern  schooner. 

Halifax.  N.S. 

C  liehucto  Chapter,  imperal  Order  of 
the  Daughters  of  the>  Empire,  G!)  Spring- 
Garden  Road,  contemplate  the  erection 
of  a  building. 

Huntingdon,  B.C. 

Town  '  Council   contemplate   the  con- 
struction of  a  dyke  from  Sumas  Moun-  , 
tain  to  \^edder  Mountain. 

London,  Ont. 

The  Dennis  Wire  and  Iron  Company, 
22-26  Dundas  St.,  are  going  to  manufac- 
ture a  special  line  of  steel  sepulchres, 
and  will  be  in  the  market  for  sheet  steel, 
paints,  and  special  cement  for  making 
joints  air  and  water  tight. 

Meteghan,  N.S. 

Dr.   T.    H.    MacDonald  contemplates 
Iniilding  a  1,000-ton  schooner. 

Montreal,  Que. 

Hutchison,   Wood   &   Miller,   2   Place  , 
D'Armes,  are  preparing  plans  for  a  $100,- 
000  institute  for  the  Mechanics'  Institute, 
204  St.  James  St. 

Nichol  Township,  Ont. 

Wm.  Campbell,  R.  R.  No.  1,  Elora, 
contemplates  the  erection  of  a  stock  barn. 

North  West,  N.S. 

Stephen    D.    Eisenhauer  contemplates 
the  erection  of  a  barn. 

Nova  Scotia,  Province  of. 

The  following  shipbuilding  is  in  pro- 
gress throughout  the  province:  At  Ches- 
ter Basin,  by  Capt.  Roger  Mosher,  Felt- 
zen  South,  a  vessel;  La  Havre,  by  Capt. 
William  Zinck,  fishing  schooner;  La 
Have,  by  Capt.  Irving  Gerhardt,  fishing 
schooner;  Shelbourne,  by  J.  N.  Rafuse  & 
Sons,  Conquerall  Bank,  140-ton  schooner 
and  a  tern  schooner  of  250  tons  register, 
for  Patten  &  Forsey,  Grank  Banks,  New- 
foundland; Yarmouth,  the  Yarmouth 
Shipl)uilding  Company,  and  Walter 
Sweeney  have  commenced  shplniilding 
operations. 

Ottawa,  Ont. 

Thomas  L.  (jraham,  412  MacLaren 
.'\ve.,  contemplates  the  erectoin  of  a 
frame  garage. 

Pont  du  Lac,  Que. 

Mederic   Potiiier  will  erect   Ijarn  am' 
stable,  costing  ')00. 

St.  Mary's,  Ont. 

L).  ('.  l^aird  will  Iniild  a  cement  snu)ke- 
stack  !).')  feel  high. 

Vulcan,  Alta. 

liy-lavv  will  1)C  submitted  f(jr  fire  pro- 
lection,  costing  $10,000,  including  steel 
reservoir,  four  h.p.  engine,  1,200  feet  of 
4  in.  main  hose,  1,000  fc^t  of  fire  hose 
for  the  Town  Council.  .Address,  Mayor 
or  ('ouiicillor  liulchart. 

Windsor,  Ont. 

Leslie  \i.  I'aini,  .\ylesford,  is  piepar- 
ing  plans  for  an  $8,000  addition  (o  tlic 
Masons'  Home  for  the  Masonic  lodge. 

CONTRACTS  AWARDED 
Cassidy,  B.C. 

The  Taylor  ICngineering  Company,  S.')0 
Hastings  St.  W.,  Vancouver,  Iiavc  tlic 
general  contract  for  model  town  for  the 
Granl)y  Consolidated  Miining,  Smeltin;, 
and  rv>vi'p>-  Company,  7ls  Graiuiilc  .St., 
Vanconv  cr 


Power  Plants,  Electricity  and 
Telephones 

Barrington,  N.S. 

Town  Council  contemplate  the  erec- 
tion of  an  .$8,1)00  electric  light  and  power 
plant.    Clerk,  .V.  L.  Doane. 

New  Westminster,  B.C. 

The  Electric  Light  Departnient,  City 
Council,  contemplate  repairs,  costing 
$5,000,  to  electric  light  system  at  the 
Queen's  Park.  Superintendent,  Mr. 
Digby. 

Fires 

Andover,  N.B. 

Residence  owned  by  Sarah  Watson  Es- 
tate totally  destroyed.  Estimated  loss, 
$4,000. 

Belleville,  Ont. 

Two  barns  owned  by  H.  E.  Fairfield, 
:!4()  Front  St.,  totally  destroyed.  Loss 
considerable. 

Champlain,  Que. 

Shop,  stables,  etc.,  owned  hy'  Leopold 
r.runelle.    Loss,  $4,000. 

Cookshire,  Que. 

ivesidence  owned  hy  John  lialduc.  Is- 
land Brook  Road.  Loss,  $:!,000.  Will  re- 
Iniild  in  the  summer. 

Grand'Mere,  Que. 

Sawmill  owned  by  the  Laurentide 
Company.  Loss,  $20,000.  Superinten- 
dent, W.  Small.  Will  rebuld  immedi- 
ately. 

Hampton  Village,  N.B. 

Two  lesidences  and  barns  owned  by 
Henry  Belts.  Loss,  $7,000.  Will  likely 
relmild. 

Hantsport,  N.S. 

Machine  shop  and  forge  owned  by 
Welsh,  Foley  &  Stewart,  totally  de- 
stroyed.   Loss  considerable. 

John  Island,  Ont. 

Mill,  etc.,  owned  by  the  Multhrop  Lum- 
ber Company  totally  destroyed. 

Kedgwick,  N.B. 

Lumber  mill  owned  by  the  Richard 
Manufacturing  Company  totally  de- 
stroyed. 

Lennoxville,  Que. 

Residence  and  l)arn  owned  by  Charles 
Crawford.  Loss,  $15,000.  Will  rebuild 
immediately. 

Louisburg,  N.S. 

Residences  owned  l)y  Thomas  Hait 
and  Dan  Harris  ccmipletely  destroyed. 
Considerable  loss. 

Lyster,  Que. 

{■Residence  owned  by  Amedee  Cloutier 
totally  destroyed.    Loss,  $(;,00(). 

Marysville,  N.B. 

Residences,  etc.,  owned  by  Elbrid.ge 
Walker,  Randoli)hc  Titus,  Mrs.  Walter 
Cameron,  liugene  .Savage  and  Alex.  Gib- 
son totally  destroyed.  Estimated  loss, 
$:iO,ooo. 

Moncton,  N.B. 

Train  slieds,  etc.,  ownert  liy  the  Cana- 
dian (lovernment  Railways,  Ottawa, 
completely  destroyed. 

Montreal,  Que. 

Factory  on  .St,  (ieorge  .St.,  owned  liy 
Ras.son  lirothers  considerably  damaged. 

Mount  View,  N.B. 

Residence    and    barns    owned     by  E. 


Cook  totally  destroyed.  Loss  considj 
able. 

Residence  and  barns  owned  by  Ern 
Cook  completely  destroyed.  Will  l^lc( 
rel)U'ild. 

New  Glasgow,  N.S. 

Factory  owned  by  James  East! 
almost  totally  destroyecL  Loss  estiig 
at  $15,000. 

Oromocto,  N.B. 

Residence  owned  by  Harry  Finnemc 
Wassie  Rd.  Loss  considerable.  W 
likely  rebuild  immediately. 

Otter  Lake,  Que. 

Residences  owned  by  Mrs.  Lebifti 
and  Felix  Lance  and  store  ovvnej  j! 
Mrs.  Dagenais.    Total  loss,  $8,000.  J 

Riviere  du  Moulin,  Que.  "i 

Residences  owned  by  E.  Blackburn, 
Tremblay,  S.  Langevin,  W.  Grenoii, 
A.  Morin.    Total  loss,  $1 9,500. 

Rothesay,  N.B.  ! 

Residence  owned  by  Thomas  Rat 
burn,  College  Hill,  completely  destroye 
Will  likely  rebuild  sliortly. 

Sarnia,  Ont. 

Flax  mill  owned  by  Lindsay-ThcuTi; 
son  Flax  Company.  Loss,  $10,000.  Mai 
ager,  T.  S.  Gordon.  Cement  structu' 
will  likely  replace  l)uilding  destroyed. 

Toronto,  Ont. 

Abattoir  owned  by  the  Harris  Aba 
toir  Company,  St.  Clair  Ave.  Loss  c 
buildings  about  $1,000,000.  Secretar; 
treasurer,  J.  S.  McLean. 


CONTRACTORS 
and  TENDERERS 

for  Superior  Service 

THE 

Canadian  Surety  Co. 

26  Wellington  St.,  Ea*t 

Phone  Main  2609   TORONTO,  Ont. 
Represented  in  all  the  principal 
cities  and  towns  in  the 
Dominion. 

BONDS  INSURANCE 

of  every  description      Plate  Glass— Burglary 
Automobile 
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BSTEELMl 
BARS' 

]J}       FOR       IL  ^ 


FOR  I 
CONCRETE 
REINFORCING 


s 

SQUARES 
TWISTED 
SQUARES 


HAMILTON 


BARS  BENT  TO  SHAPE 

FOR  BEAMS.STIRRUP5  ETC 


PROMPT 
SHIPMENT 


FLATS 
CHANNELS 
ANCLES 
SPECIAL 
SECTIONS 


'I 


48 


THE  CONTR 


ACT  RECORD 


May  1,  1918 


FOR  SALE 
Machinery  Equipment 

1 — Type  Q.  Thew  on  Traction  Wheels. 

1 —  Marion  Model  30  Marion  on  standard  gauge  trucks. 

2 —  20-ton  standard  gauge  Locomotives. 

Dump  Wagons,  Rails,  Boilers,  Motors  and  Dump  Cars. 
Standard  gauge  Flat  Cars. 

Write,  wire  or  phone. 

T.  J.  McGOVERN 

Room  1 5 A,  Manning  Arcade,  TORONTO,  Ont. 


Tenders 

A  few  dollars  spent  in  advertising 
your  proposals  in  the 

Contract  Record 

and  Engineering  Review 

would  result  in  additional  competition, 
which  might  save  your  city  or  town  or 
your  client  many  hundreds  of  dollars. 


Keith 
Fans 


The  oppor- 
t  u  n  i  t  y  for 
greater  econ- 
omy and  effic- 
iency in  Heat- 
ing and  Ven- 
tilating is  em- 
phasized in  the 


Keith*'   Fan.  Com- 


parative tests  of  other  types  of  fans  have 
resulted  in  the  "Keith"  being  proclaimed 
the  most  efficient  and  economical  in  the 

Fan  World.        ^^^4^  j^,,  ^ur  New  Cataloaue  No.  55. 

SHELDONS  UNITED,  Gait.,  Ont. 

Toronto  Office :  609  Kent  Building 

AGENTS : 

Messrs.  ROSS  &  6REIO,  412  James  St.,  Montreal,  Que. 
Messrs.  WALKBR'S  LTD.,  259-261  Stanley  St.,  Winnipeg,  Man. 
Messrs.  GORMAN,  CLANCBY  &  GRINDLEY,  LTD.,  Calgajry 
and  Edmonton,  Alta. 

Mesars.  ROBERT  HAMILTON  &  CO.,  LTD.,  Bank  of  Ottawa 
Bide.,  Vancouver,  B.  C. 


Nova  Scotia  Steel  &  Coal  Company^  Ltd. 

Beg  To  Announce 

That  their  new  steam-hydrauHc  forge  shop  is  now  in  opera- 
tion, as  also  is  their  recently  installed  **Harmet"  fluid  com- 
pression-plant. 

These  improvements  bring  ''Scotia's"  equipment  abreast 
of  the  best  foreign  forges. 

They  are  accordingly  open  to  supply  forgings  of  all  shapes 
and  sizes.  Made  of  ordinary  or  fluid  compressed  open- 
hearth  steel,  and  satisfying  the  most  severe  specifications. 


Head  Office 


For  Prices  and  Particulars  Apply  to 

New  Glasgow,  N.  S. 


May  .1,  IDIH 
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Made  in  Canada 


The  Road  Engineer's 
Duty  in  War-Time — 

Cutting  down  of  capital  expenditures  and  a  larger 
use  of  tar  for  niaintenance  to  prolong  the  life  of  the 
old  roads,  is  what  England  is  doing. 
The  Engineering  News-Record  for  November  39th 
quotes  the  typical  experience  of  Sheffield.  In  effect, 
the  report  shows  efforts  at  making  old  roads  last 
longer,  and  for  this  purpose 
tar  in  increased  quantrties  has 
been  used  as  a  binder.  The 
article  says: 

".\n  outstanding  feature  of 
highway  work  in  Sheffield  is 
the  remarkable  success  of  the 
tar-macadam  roads,  which  arc 
exceeding  expectations  Ijoth 
as  to  length  of  life  and  low 
cost  of  maintenance,   *    *  * 

"Such  work  will  more  than  pay  for  itself,  besides 
being  advantageous  both  to  vehicular  and  pedestrian 
traffic.    *    *  * 

"An  increased  area  has  been  tar-sprayed,  or  tar- 
painted.  In  this  way  many  of  the  old  water-bound 
roads,  which  otherwise  would  have  needed  recon- 
struction, have  been  kept  in  serviceable  condition. 
"When  first  adopted,  the  tarring  of  road-surfaces 
was  looked  upon  chiefly  as  a  remedy  for  the  dust- 
nuisance;  it  is  now  proved  to  be  one  of  the  most 
effective  ways  of  securing  economy  in  road  mainte- 
nance, and  has  undoubtedly  saved  many  roads  which 


without  this  protection  would  have  gone  to  pieces 
during  the  last  two  winters,  when  the  weather  con- 
ditions were  particularly  severe.  The  area  tarred 
tliis  year  will  exceed  one  million  yards,  and  there  are 
special  reasons  for  pushin.g  this  work  as  much  as 
possible  during  the  i)resent  summer." 

It  is  obvious  economy  to  ijre- 
"  "I        serve  a  road  by  having  one 

'  man  ,go  over  it  with  a  tank- 
wagon  of  Tarvia  instead  of 
letting  it  break  down  till  it 
•  requires  the  joint  efforts  of  a 
quarry-gang  and  a  road-.gang 
to  restore  the  surface.  .\iul 
such  economy  is  doubly 
necessary  in  war-time  wlien 
money  and  l.iltor  arc  needed  elsewhere. 
I.et  us  take  our  lesson  from  England.  Tarviate  our 
roads  and  thus  ]iostpone  ihe  need  of  resurfacing 
and  restoration! 


Presert/es  Roads 
Prei/ents  Dust-- 


SPECIAL  SERVICE  DEPARTMENT 

This  company  lias  a  corps  of  trained  engineers  antl  chem- 
ists who  iiavc  given  years  of  stiuly  to  modern  road  pi  oh 
lenis.  The  advice  of  these  men  may  he  liail  for  the 
asking  hy  any  one  interested. 

If  yon  will  write  to  the  nearest  office  regarding  road  prob- 
lems and  conditions  in  your  vicinity,  the  matter  will  have 
prompt  attention. 


The 


Company 


MONTREAL  TORONTO 
ST.  JOHN,  N.B. 


HALIFAX.  N.S. 


WINNIPEG  VANCOUVER 
SYDNEY,  N.S. 


THE  CONTRACT  RECORD 


May  1,  1918 


We  have  a  few  odd  sizes  of 


Triple  Velos  High  Speed  Steel 


in  Montreal  Stock 
Perhaps  we  have  your  size.      Ask  us 


MUSSENS  UNITED 


MONTREAL 

WINNIPEG 

VANCOUVER 


?UEBEC— Pruncau  &  Co. 
ORONTO-H.  Turnbull  &  Co. 
COBALT -H.  L.  Usbornc 


Builders' 
Iron  Work 


IjlT'E  MAKE  everything  for  the  Iniilder  and  con- 
tractor  in  Iron  and  Wire  Work,  and  have  every 
facility  in  two  big  plants  for  quick  execution  of 
orders  and  prompt  delivery. 

Marquises,  Iron  Stairs,  Spiral  Stairs,  Fire  Escapes, 
Balconies,  Porch  Railings,  Steel  Beams,  Columns 
and  Lintels,  Area  Gratings,  Sidewalk  Doors,  Wheel 
Guards,  Wire  Screens,  Wire  Window  Guards,  Wire 
Machinery  Guards,  etc. 

WE  ALSO  MAKE 
Ornamental  Bronze,  Iron  and  Wire- 
work  of  all  kinds,  and  Steel  Lockers, 
Cabinets,  Bins,  Shelving,  Chairs,  and 
Stools. 

Write  for  Illustrated  Foldert. 

Toronto:— 36  Lombard  Street 

Winnipeg  Montreal  Halifax 

The  Dennis  Wire  and  Iron 
Works  Co.  Limited 
Lo  iM  D  on 


"Galvaduct"  and  ''Loricated" 

Conduits 


for  Interior  Construction 


Conduits  Company,  Limited 

Sole  Manufacturers  under  Canadian  and  U.  S.  Letters  Patent 


Toronto 


Canada 


BITUNAMEL 

Unsurpassed  for  waterproofing  foundations  and  prevent- 
ing rust  and  corrosion  on  exposed  iron 
and  metal  work. 

WRITE  FOR  SAMPLE 

The  Ault  &  Wiborg  Co.  of  Canada 
Ltd.,  Varnish  Works 


Montreal 


TORONTO 


w 


innipeg 


James  Thomson,  President. 


J.  G.  Allan.  Vice-President. 


James  A.  Thomson,  Secretary. 


THE  GARTSHORE-THOMSON  PIPE  &  FOUNDRY  GO. 


LIMITED 


Manufacturers  of 

Flexible  and  Flange  Pipe, 
Special  Castings  and  all  kinds 
of  Waterworks  Supplies. 


CJkST  I  RO  N 


3  inches  to  60  inches  diameter. 

for  Water,  Gas,  Culvert  and  Sewer 
HAMILTON,  ONT. 
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Turbine 
Pumps 

Electric  and  Steam 

Water  Works 
Factory  and 
Fire  Services 

Humphrey  Gas 
Pumps 
Any  capacity  or  pressure 

THE  JOHN  McDOUGALL 
CALEDONIAN  IRON  WORKS  CO.,  LIMITED 

Works:  Seigneurs  4  William  Sts.,  Montreal. 
Manufacturers  of  Boilers,  Castings,  Condensers,  Elevators,  Engines,  Filters,  Forgings,  Hydraulic 
Machinery,  Pumps,  centrifugal  and  reciprocating.  Steam  Turbines,  Tanks,  Water  Wheels,  Water 

Works  Plants 


Lachine  Waier  Works 
Three  million  gallons,  eighty  pounds  domestic,  160  lbs.  6re. 


Bawden  Emergency  Fire  Pump 


ALWAYS  READY- 
NO  FAILURES 


Control  Board  Located  Convenient 
for  Operator 


Your  Guarantee— 

If  it's  Bawden  it's 
dependable. 


Split  Casing 

Easily  Accessible 

Hydraulically 
Balanced 


General  viewi  of  Multistage  High  Lift  BAWDEN  Centrifugal  Pump  direct  driven  by  high  power  gasoline 

engine— unit  self  contained. 

The  Ideal  Unit  for  Municipal  Pumping  Plants, 

Full  line  of  Steam  and  Centrifugal  Pumps  for  the  Power  Plant  and  Pulp  and  Paper  Mills 

The  Bawden  Pump  Co.,  Limited 


163-175  STERLING  ROAD, 


TORONTO,  CAN. 
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Tm^m    I]  OxyAcetylene  Voiding  and  Cutting 


^  How  this  "Unit  Plan"  ^ 
M  saves  money  for  you  ■ 

^=     "Office  Specialty"  Filing  Equip-  = 

mcnt  is  built  on  the  Unit  Plan :  that  is,  as  = 

-  the  records  of  your  business  increase  you  - 
=  buy  just  enough  additional  equipment  to  = 
=;=      take  care  of  them;  you  build  section  by 

=      section,  as  your  needs  suggest.  ^ 

-      This  means  that  fixed  charges  on  ^= 
=      your  office  equipment  are  kept  at  a  mini-  = 
mum  always — investment  in  idle  and  unnecessary  ■ 
equipment  is  done  away  with  altogether.    And  at 

-  the  same  time  you  are  getting  the  b.enefit  of  maxi-  _ 
 ■       mum  filing  equipment  service. 

=      For  the  large  organization  this  results  in  a  = 

big  i)ossible  saving  on  investment  charges — for  the  

smaller  business  it  means  the  securing  of  big  busi- 
ness  service,  on  a  smaller  scale,  without  the  necessity 

■  and  disadvantage  of  an  excessive  and  disproportion-  ■ 

■  ate  money  outlay. 

^^'^  ^^}^  "Office  Specialty" 

Filing  E(|uipment  not  because  we  say  it  is  the  best  - 
c(iuipment  for  your  business.    We  ask  you,  in  the 
•    -       name  of  good  business,  to  buy  it  because  this  one 

■  feature  of  Unit  (,'onstr\iction  talks  to  you  in  terms  - 
_       of  dollars-and-cents  savings.  ' 

=      Drop  a  postal  in  your  mail  ba.skct  to-night 

and  get  a  copy  of  our  latest  catalog  for  your  files.  ■ 

TIIK    OFI-ICB    SPIXIAI.TY    MFG.    CO.,    LIMITED  ^= 

■  MoiiicjOHice  NKWMARKIiT  Canada  ' 
~                                   ['iliiiii  Equipment  Stores  at : 

.  Toronto       Montreal       Ottawa       Halifax  Namilton 

Winnipeg       Keyina      Edmonton  Vancouver 


mm 


Better  Work  at  Less  Cost 

In  thousands  of  Machine  Shops,  Mines,  Railroad 
Shops  and  Factories,  both  in  Canada  and  the 
States,  the  adoption  of  this  process  has  made 
possible  many  important  improvements  and 
economies.  Leading  manufacturers  are  increas- 
ing their  output,  and  making  stronger,  neater 
products,  at  less  cost. 

On  repair  work  alone,  one  Prest-O-Lite  welding 
operation  frequently  pays  for  the  outfit  by  . avoid- 
ing a  replacement  or  preventing  a  tie-up. 


employs  both  gases  (acetylene  and  oxygen)  in  portable 
cylinders.  Prest-O-Lite  Dissolved  Acetylene  is  backed  by 
Prest-O-Lite  Service,  which  insures  prompt  exchange  of 
full  cylinders  for  empty  ones.  Provides  dry,  purified  gas, 
insuring  better  welds,  quicker  work  and  lower  operating- 
cost. 

Apparatus  consists  of  an  equal  pressure  blow  pipe,  auto- 
matic regulators  and  gauges,  and  all  necessary  equipment. 
Adaptable  for  oxy-acetylene  cutting  by  tlie  addition  of  spe- 
cial cutting  blow  pipe. 

Thorough  instructions  are  furnished  free  to  every  user  of 
Prest-O-Lite  Dissolved  Acetylene.  Any  average  workman 
who  understands  metals  can  learn  tlie  welding  process 
quickly  and  easily. 

We  will  gladly  send  illustrated  literature  and  interesting 
data  showing  actual  instances  of  savings  made  by  others. 
It  may  suggest  valuable  ideas  to  you.     Write  for  it. 

Address  Dept.  C-105. 

THE  PREST-O-LITE  CO..  INC. 

CANADIAN  GENERAL  OFFICES 
Prest-O-Llte  Building 
Corner  Elm  Street  and  Centre  Avenue 
TORONTO 
^Direct  Factory  Canadian  Plants: 


Branches: 
Toronto,  Ont. 
Montreal,  P.Q. 
Merritton,  Ont. 
Winnipeg,  Man. 


Toronto,  Ont. 
Merritton,  Ont. 
St.  Boniface,  Man. 
Shawinigan  Falls, 

P.Q. 


World's  Largest  Makers  of  Dissolved  Acetylene 
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CANADIAN   DES  MOINES 
STEEL  CO.,  Limited 

Elevated  Tanks  Barge*  Bridge* 

Standpipes  Wirele**  Towers 

Structural  Steel  for  all  purpose*. 


Let  us  bid  on  your  requirements. 
Attractive  Prices— Prompt  Deliveries. 


Sales  Offices  and  Plant 

CHATHAM,  ONT.  275  Inshes  Ave 

Associated  witli 
PITTSBURGH-DES  MOINES  STEEL  CO. 
Pittsburgh,  Pa.  New  York  City 

945  Curry  Bldg.  42  Church  St. 

DES  MOINES  BRIDGE  AND  IRON  CO. 
Des  Moines,  Iowa,  938  Tattle  Street 


Concrete  Bonding 
Locker*  for  Clothe* 
Iron  Stairway* 

Enqulrlet  toildted. 

CANADA  WIRE  &  IRON 
GOODS  CO.,  Hamilton 


Blair  Concrete  Pipe 


We  use  only  the  finest 
Srade  materials  in  all  our 
work.  Clean,  sharp  sand 
and  high-grade  cement. 
Gravel  sorted  and  crushed 
in  our  own  plant.  After 
thorough  mixing,  the  con- 
crete is  power  tamped,  to 
ensure  great  density.  Pipe 
is  then  allowed  to  set  for 
72  hours  in  vaporizing 
chambers,  with  automatic 
sprinklers,  giving  the  pipe 
great  hardness.  We  make 
large  sizes  of  pipe  in  our 
portable  plant  at  the  place 
where  they  will  be  used. 
We  also  have  a  special 
feature  in  our  continuous 
reinforced  concrete  pipe. 

Write  to-day  for  further 
details  and  prices. 


B.  Blair  Company,  Limited 


WOODSTOCK 


ONTARIO 


Canada  Iron  Foundries,  Limited 


ICAST  I  RON  PI  PE 


Head  Office 

Mark  Fisher  Building 
MONTREAL 


Car  Wheels,  Cast  Iron  Water  and  Gas  Pipe,  Specials,  Valves,  Hydrants,  etc.,  Castingrs 
of  all  kinds,  Mooring  Bollards  for  both  Concrete  and  Wooden  Docks 
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The  Highest  Standard 
of  Quality 

Wherever  "American"  Centrifugal 
pumps  have  come  in  competition  with 
others,  they  have  won  a  reputation  for 
quality  because  so  rigid  a  guar- 
antee is  placed  upon  them  that 
Wf^  >t  is  necessary  to  maintain  the 
^      highest  standard  in  the  design. 
^       material  and   workmanship  of 
1^     their  construction. 

They  are  adapted  to  the  wid- 
est range  of  use,  because  they 
are  regularly  built  in  about  50 
styles,  in  addition  to  special 
styles  designed  for  unusual  re- 
quirements. 


Catalog  1352  describes  them. 
Write  for  your  copy. 


The 

American  Well  Works 

General  Office  and  Works : — 
AURORA.  ILL. 

Chicago  Office: — 

First  National  Bank  Building. 

Special  Canadian  Dealers 
R.  H.  Buchanan  &  Co.,  Montreal. 

Gorman.  Clancy  &  Grindley,  Ltd.. 
Edmonton  and  Calgary. 
B.  C.  Equipment  Company 
Vancouver,  B.  C. 


The  Glue  Book 


WHAT  IT  CONTAINS 
Chapter  1 — Historical  Notes 
Chapter  2 — Manufacture  of  Glue 
Chapter  3 — Testing  and  Grading 
Chapter  4 — Methods  in  the  Glue  Room 
Chapter  5 — Glue  Room  Equipment 
Chapter       Selection  of  Glue 


Contract  Record 

and  Engineering  Review 

347  Adelaide  St.  West,  Toronto 


Sand,  Gravel  and  Crushed  Stone 

Lime  Fire  Clay 

Cement  Fire  Brick 

Plaster  Sewer  Pipe 

Hair  Weeping  Tile 

Building  Stone 

Our  prices  are  right  and  our  service  good, 

Britnell  &  Co.,  Limited 

C.P.R.  Crossing,  Yonge  St.,  North  Toronto 

Phones,  Oflfice  North  Evenines.  North  2107 


For  Sale 

Two  12  Ton  Contractors* 
Locomotives 

36  in.  Gauge,  Saddle  Tank 

Clam  Shell  Buckets,  1,  V/i  yard. 

Orange  Peel,  1  yard  Hayward. 

American  7  x  10,  double  drum  Hoist  with  Swinger. 
Mundy  6^  x  12,  double  drum  Hoist  with  Swinger. 
New  6>4  X  8  Doty  double  drum  Hoist  with  Boiler. 
New  7  X  10  double  drum  Hoist  with  Boiler. 

7  X  10  D.  D.  Reversible  Skeleton  Hoist. 

8  X  12  3-Drum  Hoist,  with  swinger  and  boiler. 
5  ton  Stiff  Leg  Derrick;  5  ton  Guy  Derrick. 
A  Frame  Travelling  Derrick,  with  60  ft.  Boom. 
Assorted  Hand  Power  Derricks. 

54    yd.   and   J/j   yd.   Concrete  Mixers   with  Engine  and 

Boiler  on  Wheels. 
Vz  yd.  and  1  yd.  Smith  Mixers  on  Skids. 
500  feet  of  Portable  Track,  24-in.  gauge. 
Six  lYi  yd.  V-shaped  Steel  Cars,  Side  Dump,  24-in.  gauge. 
Ten  4  yd.  Western  Dump  Cars,  36-in.  gauge. 
Gates  Crushers,  Nos.  3,  4  and  5. 
Jaw  Crushers,  7  x  10  and  10  x  16,  Acme  Portable. 
No.  0  Thew  Steam  Shovel,  on  Railway  Wheels. 
35  H.  P.  and  40  H.P.  Locomotive  Boilers. 
Large  Assortment  Vertical  Boilers.  5  H.P.  to  125  H.P. 
One  Diaphragm  Pump,  driven  by  Gasoline  Engine. 
Five  New  and  Used  Pulsometers,  various  sizes. 

Write  for  prices  and  further  particulars. 

The 

A.  R.Williams  Machinery  Co. 

Limited 

64-66  Front  St.  W.,  Toronto,  Ont. 


S 


II 


Do  You  Want  Crushed  Stone  ? 

That  is  Clean,  Tough  Stone  of  a  Quality 
suitable  for  Macadam  Road  and  Concrete 

We  can  supply  you  in  any  •ize  or  quantity. 

Our  service  i*  unexcelled  and  our  prices  right. 
,       Phont  or  write  ui  for  quotatlont  when  you  arc  In  the  market 
Oflice-M  4515-M  4Slfl      Reildencc-P  2278 

Crushed  Stone  Limited 

47  Yonge  St.  Arcade,  Toront* 
G.  W.  Essery,  Manager 
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SWANSEA 

Salt  Glazed  and  Vitrified 

SEWER  PIPES 


True  to  Size 
Impervious  to  Water 

Sizes  manufactured  and  al- 
ways in  stock  4  in.  to  24  in. 


Ask  for  Price  List 
and  Discounts 


also 

Chimney  Tops 
Flue  Liningfs 
Wall  Coping 
Culvert  Pipe 
Inverts 

Telephone  (Toronto  Connection) 
Parkdale  5000 


The  Dominion  Sewer  Pipe  Co. 


(The  Independent  Co.)  Limited 

SWANSEA  (near  Toronto) 


To  Secure 
ECONOMY  and  DURABILITY 


Construct  Your 


SEWERS 

from 

Reinforced  Concrete  Pipe 

*         Manufactured  by 

Dominion  Concrete  Co. 

Limited 

KEMPTVILLE       -  ONTARIO 

*' Better  good  pipe  at  a  fair 
price  than  poor  pipe 
at  any  price. " 

N.  B.  The  adjolnlns;  Illustration  shows  a  line  of  4Z-In.  pips 
In  a  trench  ready  (or  filling. 


Bermico 


kyanized 


Cross  Arms,  Poles, 
and  Ties  are 

protected  from  decay. 

Manufactured  in  our  own  plant 
from  carefully  selected  stock  £^ 
write  for  samples  and  particulars 


BROWN  COMPANY 

Founded  1852 

PORTLAND.  MAINE 
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Current  Prices  of  Building  and  Engineering  Materials 


TORONTO  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement— delivered  in  5-bari-el  lots,  $2.00  per  bbl. ; 
with  bags,  $3.30;  car  lots,  $2.30  on  the  track, 
with  pkgs.,  $2.70. 

Lime— grey  60c,  white  70c  per  100  lbs.,  delivered 
in  not  less  than  1500  lb.  lots.  At  the  ware- 
house, grey  55c,  white  65c.  Hydrated  lime, 
$16.00  per  ton  delivered;  $15.00  at  warehouse. 

Brick — Xo.  1  dry  pressed  red  brick,  $22;  buff, 
$22,  f.o.b.  the  job;  No.  2,  $20;  common  red 
stock  brick,  $17;  grey,  $17;  wire-cut  brick, 
for  foundation  work,  $13.50  on  the  cars,  de- 
livered $15;  "Tapestry"  brick,  imported,  $25 
to  .$35;  local  Rug,  .'52G ;  sand-lime  brick,  $10.25 
f.o.b.  car  at  King  Edward  Siding;  $9.00  f.o.b. 
car  or  wagon  at  plant.  Paving  brick,  local 
manufacturers  not  quoting  prices  at  present, 
imported  paving  squares,  delivered  at  job 
in  Toronto,  best  quality  $80,  second  quality 
$75,  third  quality  $70.  (These  prices  are 
merely  approximate,  as  no  sales  are  recorded). 
Sun-Tex  face  brick,  $20  to  $30  at  plant,  $24 
to  $34  delivered,  price  depending  on  color 
and  texture.  Denison  interlocking  hollow 
tile,  $80  per  M.  at  plant,  $97.50  delivered. 
Lots  over  100,000,  $75. 

Fire  brick — $65  to  $85  per  M.,  according  to  qual- 
ity.    Fire  clay,  $15  per  ton. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 
Toronto  prices,  F.O.B.  Car: 
Crushed  stone — 2  in.,  $1,55;  1  in.,  $1.75;  s/s  in., 
$1.75;  rubble  stone,  in  car  lots,  $1.55  per  ton, 
f.o.b.  car. 

Sand — for  cement  or  brick  work,  $1.10  per  ton, 

f.o.b.  Toronto. 
Gravel — Pit   run,   $1.10  per  ton,   f.o.b.  Toronto; 

screened,  $1.50  per  ton,  f.o.b.  Toronto. 

LUMBER  (BUILDING  MATERIAL) 
Toronto  retail  prices,  delivered. 

Hemlock— 2  x  4  in.  to  2  x  10  in.,  12  and  14  ft. 
long,  $39;  10  and  16  ft.,  $40;  2  x  12  in.,  12 
and  14  ft.,  $40;  10  and  16  ft.,  $41;  1  x  4  in. 
and  1  X  5  in.,  T.  and  G.,  $42;  1  x  6  in.,  T. 
and  G.,  $43;  No.  2,  $5  less  than  No.  1.  Siz- 
ing, $1  per  M.  extra. 

Pine — Box,  1  x  4  in.  and  1x5  in.,  $45;  1x6 
in.,  $48;  1  X  8,  $50;  1  x  10,  $55;  1  x  12,  $55; 
Shelving,  1  x  4  in.  and  5  in.,  $56;  1  x  6,  $60; 
1  X  8,  $65;  1  X  10,  $70;  1  x  12,  .$75;  2x4 
in.,  10  to  16  ft.  long,  common,  $46;  2x6, 
$48 ;  2  X  8,  $50 ;  2  x  10,  $52 ;  2  x  12,  $54.  No. 
1  flooring,  $58;  No.  1  V  or  beaded  sheeting, 
$60.  Pine  trim,  4  in.  casing,  $2.75  per  100 
ft.;  5  in.  ditto,  $3.25;  8  in.  pine  base,  $4.75; 
4  in.  pine  window  stool,  $4.00. 

Spruce — 10  to  16  ft.  long,  rough,  1  x  4  in.  and 
2x4  in.,  $46;  1  x  6  and  2  x  6,  $48;  1x8 
and  2x8,  $50;  1  x  10  and  2  x  10,  $52;  1  x 
12  and  2  x  12,  $54. 

Dimension  Timber  (B.C.  fir) — 10  x  10,  10  x  12, 
10  X  14.  10  X  16,  12  X  12,  12  x  14,  12  x  16,  14 
X  16,  16  X  16,  $65;  12  x  18,  12  x  20,  14  x  18, 
14  X  20,  16  x  18,  16  X  20,  18  x  18,  18  x  20, 
$70.  These  prices  apply  to  lengths  up  to  32 
ft. ;  ,^2  to  .35  ft.',  $3  per  M.  extra ;  36  to  40 
ft.,  $5  per  M.  extra. 

Shingles— XXX  B.C.,  $5.50;  XX  B.C.,  .$4.50;  N. 
i  B.  extras,  .$6.00;  N.  B.  clears,  $5.75;  No.  1 
pine  lath,  .$7.00;  No.  2  pine  lath,  .$6.50;  No.  1 
spruce  lath,  $5.75. 

STEEL  AND  IRON 
Steel  and   Iron  Bars — $.'1.25  lo  $7.'iO  Iiasr;  twist- 
ed and  deformed,  $5.60. 
hapes — Over  35  lbs.  per  yard,  $4.80  per  100  lbs.  ; 
under  .'iH  Ib.s.  per  yard.  $.'').2."i  |r>  .'i;.'-),r.()  prr  UH) 
lbs. 


Plates — 6  ins.  and  over  and  under  30  ins.,  $7.50  per 
100  lbs.;  30  ins.  and  over,  $8.50.  Tank 
and  boiler  plates — %  in.  and  over  and  under 
36  ins.,  $10.00;  36  ins.  and  over,  $6.70. 
Gauge  plates— No.  10,  $11.50;  No.  12,  $8.60; 
No.  14,  $8.65  per  100  lbs.  Black  American 
Bessemer  Plates— 28  gauge,  $8.40  per  100  lbs. 

Flats— 6  ins.  wide  and  under,  $6.00  per  100  lbs. 

Rivets — Button  and  cone  head — base  for  '/i  in. 
and  up,  $8.50. 

Extras — 1/lOc  per  lb.  extra  for  cutting  to  length, 
for  plate  less  than  %  in.  thick,  for  angles 
less  than  5  in.  combined  legs  and  beams  and 
channels  under  6  ins.,  for  18,  20,  and  24  in. 
beams;  1/lOc  to  %c  per  lb.  extra  for  all 
Bethlehem  sections. 

Galvanized  iron — 28  gauge,  $8.75.  " 

Cast-iron  pipe — Standard  prices,  carload  lots, 
f.o.b.  Toronto:  4-in.  $78  to  $79  per  net  ton; 
6-in.  and  up  $75  to  $76.  Lower  price  for 
Class  B.  Higher  price  for  Class  A  and  gas 
pipe.     Less  than  car  lots,  $2  extra. 

SEWER  PIPE 

Sewer  pipe — Toronto  prices  (wholesale),  with  dis- 
counts as  below,  f.o.b.  factory — 4  in.,  30c  per 
ft.:  6  in.,  45c;  8  in.,  70c;  9  in.,  90c;  10  in., 
$1.05;  12  in.,  $1.35;  15  in.,  $L80;  18  in., 
$2.50;  20  in.,  $3;  22  in.,  $4;  24  in.,  $4.50. 
Discoinits — 4  in,  to  0  in.  standard,  C.S  per 
cent.  ;  10  in.  to  24  in.  standard,  65  per  cent.  ; 
].'>  in.  to  24  in.  double  strength,  60  per  cent. 

Tile  wrall  coping — 8  or  9  in.  wall,  50c  per  ft. ;  12 
in.  or  13  in.  wall,  75c  per  ft. ;  18  in.  wall, 
$1.50  per  ft.;  carried  in  6,  12,  18,  and  24  in. 
lengths.    Discount  65  per  cent. 

PAINTS  AND  OILS 
White  lead — ground  in  oil,   less  than   ton  lots, 
$16.05  per  100  lbs.;  ton  lots,  $15,70  per  100 
lbs. 

Boiled  linseed  oil — in  bbls.,  $1.58  per  gal.  of  9  lbs. 

Raw  linseed  oil — in  bbls.,  $1.55  per  gal. ;  red  lead, 
dry,  $19  per  100  lbs. ;  putty  in  bulk,  $6.05  per 
100  lbs.;  in  lOOlb.  drums,  $6.90,  putty  in 
25-lb.  tins,  $6.90  per  lOO  lbs. ;  steel  sash 
putty  in  25-lb.  tins,  $7.15  per  100  lbs.;  tur- 
pentine, iff  bbls.,  73c  per  Imp.  gal.,  based 
on  southern  gauge. 


MONTREAL  PRICES 

CEMENT,  LIME,  AND  BRICK 
Cement — $3.10    steam    car    load    lots,  includini* 

sacks,  less  5  per  cent,  for  cash. 
Lime — Hydrated,  $20  per  ton;  lump,  $15. 
Brick — No.  1  pressed,  $18;  No.  2  pressed,  $15; 

Manganese  rustic,  $20;  buff  rustic,  $20;  red 

rustic.  No.  1,  $15;  red  rustic.  No.  2,  $13; 

buflf  (smooth),  $21;  buff  (rough),  $20;  plastic 

$12  25 

Concrete  Brick— grey  $22,  red  $22,  buff  $23,  white 
$45,  plain  pressed  $12  per  thousand,  all  f.o.b. 
Works,  Mascouche,  P.Q. 

CONCRETE  SEWER  PIPE 
Straight  pipes  (per  foot)  :  not  reinforced,  S-in. 
26c;  9-in.  30c;  10-in.  34c;  12-in.  40c;  15-in. 
60c;  18-in.  74c.  Reinforced,  18-in.  90c;  21- 
in.  $1;  24-in.  $1.20;  30-in.  $1,60;  36-in.  $2.40; 
42  in.  $3;  48-in.  $4.20. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in,,  $1.40;  ii-in.  $1.65;  ii-in. 

$1.75  per  ton,  delivered. 
Sand — $1  per  ton,  car  load,  on  cars. 
Gravel — $1.20  per  ton  f.o.b.  cars. 

STEEL  AND  IRON 

Steel  angles — 3  in.  x  3  in.  and  up,  $5.75;  1  in. 
X  1  in.  X  5^  in.,  25c  extra;  ^  in.  x  K  in, 
X  %  in,  50  cents  extra.  Boiler  plates — H  in. 
(Iiick  :iiu\  thicker.  $0,00,  Circular  jilates 
Flange  quality,  36  in.  dimension  and  over. 
$12.50;  under  .36  in.  diameter,  $13.00.  Beams 
and  channels — Under  .3,5  lbs.,  per  yd.,  $.5.75; 
,'!.'>  lbs.  per  yd.  and  over,  $,5  .50;  f,o  b,  Mont- 
real, net  cash,  nominal.  Corrugated  iron — 26 
gauge,  $9.00;  28  gauge,  $8.26  per  100  sq.  feet, 


subject    to   change    without   notice.  Copil 
bearing  sheets  —  Keystone  black,  28  U. 
gauge,  $6.50  per  100  lbs.  nominal.  ■ 

SEWER  PIPE  m 

Straight  pipe  (per  foot) — 4  in.,  30c;  6  in.,  45cil 
in.,  70c;  9  in.,  85c;  10  in.,  $1.05;  12  in.,  $lj| 
15  in.,  $1.80;  18  in.,  $2.50;  20  in.,  $3;  2211 
$4;  24  in.,  $4.50;  27  in.,  $6.50;  30  in.,  $7.l| 
Channel  pipe  (4  in.  to  30  in.)  24c,  36c,  5{l| 
72c,  84c,  $1.08,  $1.44,  $2.00,  $2.40,  $3.2l 
$3.60,  $5.20,  $5.75.  One-eighth  bends  (4  il 
to  30  in.),  $1.20,  $1.80,  $2.80,  $3.60,  $4.21 
$5.40,  $7.20,  $10,  $12,  $16,  $18,  $26,  $2|:l 
'A,  $1.20,  $1.80,  $3.15,  $4.05,  $4.75,  $6.ll 
$14.40,  $20,  $24,  $32,  $36,  $52,  $57.60.  Doubl 
collar,  90c,  $1.35,  $2.10,  $2.55,  $3.15,  $4.0  11 
$5.40;  slant  1  foot  long  side  (4  in.  to  i 
in.),  90c,  $1.35,  $2.10,  $2.55,  $3.15,  $4.6| 
.$5.40.  Single  branch  (6  in.  to  9  in.),  3  ft'i 
$2.25,  $3.50,  $4.25;  2  and  2^  ft.  (4  in.  to  il 
in.),  $1.35,  $1.80,  $3.15,  $3.85,  $4.75,  $6.1)1 
$8.10,  $11.25,  $13.50,  $18,  $20.25,  $32.50,  $ai| 
Single  squares  (4  in.  to  30  in.)  ditto.  Doufcll 
branch  and  double  square  and  Y  pipe  (4  in.  <| 
30  in.),  $1.80,  $2.70,  $4,90,  $6.30,  $7.35,  $10.81 
$14.40,  $20,  $24,  $32,  $36,  $45.50,  $50.4ll 
Syphon,  cesspool,  and  buchan  trap  (4  in.  tl 
15  in.),  $3,  $4,  $7,  $9,  $10.50,  $18.  DouWl 
syphon,  running  trap,  and  hand  hole  trap  (J 
in.  to  12  in.),  $3,  $4,  $7,  $9,  $10.50,  $lfl 

Tlicse  prices  are  subject  to  a  discount  of  31 
per  cent,  for  less  than  car  load  lots  deliveretl 
and  a  discount  of  from  50  to  53  per  cent,  {oj 
car  load  lots  f.o.b.  Montreal.  ji 

SUNDRIES 

Hard  wall  plaster — $17  per  ton.  Plaster  of  Pari 
$3.15  per  bbl.,  both  less  5  per  cent,  for  cash 
Rope — Best  Manilla,  39c  basis  per  pound 
British  Manilla,  33c  basis ;  sisal  rope,  27J^i 
basis;  lath  yarn,  275^c.  Boiled  linseed  oil- 
in  barrels,  $1.95  per  gal.  of  9  lbs.  Raw  Kn 
seed  oil — in  barrels,  $1.92j4  per  gal.  ' 


WINNIPEG  PRICES 

CEMENT,  LIME,  AND  BRICK  I 

Cement — Portland,  $4.00  per  bbl. ;  mortar  cej 
ment,  Qic  per  70-lb.  bag,  in  ton  lots ;  Keenes  I 
$6.45  to  $13.55  per  bbl.,  depending  on  quail 
ity.     (All  prices  include  bags).  "  i 

Lime — White  or  grey,  in  bulk,  45c  per  bushel;: 
per  barrel,  $2.10  to  $2.40. 

Hydrated  Lime — In  paper  bags,  $16.35  per  ton; 
in  cotton  bags,  $19.55. 

Brick — No.  1  dry  pressed,  red  and  buflf,  $35; 
common  red  stock,  $25;  common  grey  stock, 
$12;  No.  1  enamelled  brick,  all  colors,  from 
$100;  sand  lime,  $12;  firebricks,  $70  to  $90. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 
(Including  delivery) 

Crushed  stone — Ij^-in.  to  2-in.,  $2.60  per  yard; 
•K-in.  to  1-in.,  $2.85;  stone  dust,  $2.55;  rub- 
ble stone,  $14.20  per  cord. 

Sand,  gravel  and  torpedo  sand— $2.10  per  yard. 

Crushed  granite — I'/i  and  2-in.,  $2.65;  H-m.  and 
1-in.,  $2.90;  54-in.  and  dust.  $3.20. 

Gravel— Per  yard,  delivered,  $1.85. 

Crushed  Granite— 1!4  and  2  in.,  $2.65;  J^-in.  and 
1-in.,  $2.90;   J^-in.  and  dust,  $3.20. 

LUMBER  (BUILDING  MATERIAL) 
(Including  delivery) 
(15  per  cent,  discount  for  cash) 
Flooring — No.  2  red  pine,  4  in.,  $43;  6  in.,  $46; 
No.  3  red  pine,  4  in.,  $38;  6  in.,  .$40;  No.  4 
red  and  white  pine  or  spruce,  4  in.,  $28;  8 
in,,  $32;  No.  1  and  2  fir,  edge  grain,  3  in., 
$60;  4  in.  and  6  in.,  $55;  No.  3  fir,  edge  and 
flat  grain,  4  and  6  in.,  $45;  No.  4  fir  ship- 
lap  grade,  4  and  6  in.,  $32;  common  2x6 
pine,  spruce  or  fir,  4  and  6  in.,  $33;  No.  2 
white  pine,  4  and  6  in,,  $55;  No.  .3,  $45;  No. 
2  red  pine,  4  and  6  in.,  $46;  No.  3,  $40;  No. 
4,  $32;  No.  5,  $24. 

Dimension  timber  (No.  1  pine,  spruce,  tamarac, 
fir  or  cedar)— 8  x  -S,  8  x  10,  10  x  10,  10  x 
12,  12  X  12,  $,38;  10  x  14,  14  x  14,  14  x  16, 
6  X  10,  6  X  12,  8  X  12,  $.39;  10  x  16,  12  x  16. 
16  X  16,  14  X  18,  16  X  18.  IS  x  18.  20  x  20. 
.$40;  6  X  14,  8  X  14,  12  x  IS,  IS  x  20,  $42;  6 
X  16,  6  X  IS,  6  X  20,  8  X  16,  8  X  18,  8  x  20. 
10  x  IS,  10  X  20,  12  x  20,  14  x  20,  16  x  20. 
$43. 

(Continued  on  page  ,S8) 
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RAILS  BILLETS 
Concrete  Reinforcement  Bars 

Plain  Round,   Square  and  Cold  Twisted  Squares 

DOMINION  IRON  &  STEEL  COMPANY 

BAR  STEEL 


LIMITED 


Warehoute  Stocks  t 

SYDNEY.  N.  S. 
MONTREAL,  QUE. 
TORONTO,  ONT. 
FT.  WILLIAM,  ONT. 


Sales  Of fica*  : 

SYDNEY,  N.  S. 

MONTREAL 
112  St.  James  St. 

TORONTO 
18  Wellington  St.,  E. 


Mills  and  G«ii«ral 

Offices  I 

SYDNEY,  N.  S. 


WIRE  NAILS 


and  other 


WIRE  PRODUCTS 


mm 


iiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiii^^ 


Saves  Man  Power 
Install  a  G&G  Telescopic  Hoist 

for  the  Removal  of  Ashes 


■wiih  Auiomaiic  Gear  Shift  in^  Drake 
Device  and  Silencer 


MADE  IN  CANADA 


G&G  Hoists  convert  a  hard,  mussy,  noisy 
task  into  an  easy,  clean  and  noiseless  operation. 

If  They  save  man  power  and  reduce  operating  costs. 

^  One  rnan  unaided  can  operate  a  G  &  G  Hoist  efficient- 
ly— removing  filled  can  from  cellar  to  sidewalk  or 
wagon  bed  faster  than  several  men  working  with 
makeshift  methods. 

H  Model  A,  illustrated,  will  raise  a  maximum  load  of 
500  pounds  at  a  guaranteed  speed  of  30  feet  per 
minute. 

]\  Five  models  are  manufactured  to  meet  various  re- 
quirements. 

Install  a  G  &  G  on  your  next  job  ! 

Send  to  Nearest  Agent  for  bulletin  describing  all  m«dels 


GILLIS  &  GEOGHEGAN,  Sherbrooke,  Quebec 


S    B.  &  S. 
g  LTD., 
=  Agents 

llllill 


H.  THOMPSON  CO., 
Montreal   and  Toionto, 
for  Quebec  and  Ontario 


WM.  N.  O'NEIL  CO.,  LTD., 

VANCOUVER, 
Agents    for    British  Columbia 

llllllllllllill 


R.  C.  GRANT. 
NEW  C.I.ASGOW. 
Agent   for  the  Maritime  Provinces 


W.  T.  GROSE. 
.'\gcnt  for  Manitoba.  Saskatchewan, 
Alberta,  Winnipeg 
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(Continued  from  page  56) 

Pine — 1-in.  common,  6  to  10  in.,  $105;  12  in., 
$110;  pine  trim  4-in.  casing,  $3.70  per  100 
ft.;  5'A-in.  ditto,  $4.40;  8in.  pine  base,  $6; 
10-in.,  $7;  4-in.  pine  window  stool,  $7.50. 

Shingles— No.  1  B.  C.  cedar,  $4;  No.  2,  $3.50; 
No.  1  B.  C.  cedar  dimension,  $5.50;  hand- 
sawn,  $7. 


STEEL  AND  IRON 

Steel — Round  bars,  $5.25  per  100  lbs. ;  square 
twisted,  $5.25  per  100  lbs. ;  channels  and 
angles,  $5.50;  beams,  $5.25;  plates,  $8.25  per 
100  lbs. 

Cast  Iron  Pipes — Standard  price,  car  load  lots, 
f.o.b.  Winnipeg,  $38  per  ton. 


SEWER  PIPE 

Sewer  Pipe — Wholesale  price  f.o.b.  Winnipeg,  per 
ft.,  3  in.,  9  cents;  4  in.,  11  cents;  5  in.,  16 
cents;  6  in.,  18J4  cents;  8  in.,  30  cents;  9  in., 
35  cents;  10  in.,  40  cents;  12  in.,  50  cents; 
15  in.,  75  cents;  18  in.,  $1.00;  20  in.,  $1.50; 
24  in.,  $2.00. 

SUNDRIES 
(Including  delivery) 

Hard  Wall  Plaster— $19  to  $22.50  per  ton ;  Plaster 
of  Paris,  $20.50  per  ton;  in  barrels,  $4.40  per 
bbl.  of  320  lbs.  • 

Plasterers'  Hair — $3.30  per  bale;  90c  per  bushel. 


PAINTS  AND  OILS 

Boiled  linseed  oil— In  bbls.,  $2.00  per  gal.  of  9  Fir 
lbs. 

Mixed  Paint— Per  gal.,  $3.55  to  $3.85. 
Raw  linseed   oil — In  bbls.,  $1.98  per  gal. ;  red 

lead,  dry,  $15.00  per  100  lbs.;  in  oil,  20j4c; 

putty  in  bulk,  Standard,  $5.00;  Pure,  $6.00; 

Turpentine,  in  bbls.,  95c  to  .$1.00. 
White  lead— Ground  in  oil,  $16.85  per  100  lbs. 


VANCOUVER  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — Grey  Portland,  $2.80  per  bbl.  f.o.b.  ware- 
house, sacks  extra ;  Keens  cement,  $9.00  per 
bbl.,  sacks  extra;  fine  white,  $8.00  per  bbl.  of 
300  lbs. ;  superfine,  white,  $9.50  per  bbl. ; 
white  Portland  cement,  $2.80  per  bbl.  of  250 
lbs.,  sacks  10c  extra,  f.o.b.  Vancouver. 

Lime — $1.90  per  bbl.  f.o.b.  warehouse  or  delivered. 

Brick— Common  red  brick,  $14.50  to  $16.00  f.o.b. 
warehouse ;  $14.00  and  up  in  car  lots  f.o.b. 
Vancouver ;  pressed  red  brick,  f.o.b.  wharf 
Vancouver ;  pressed  buff  brick,  $45  at  ware- 
house;  $33  in  car  lots;  tapestry  brick,  $45  at 
warehouse;  impervious  brick,  $45  f.o.b.  build- 
ings; fire  brick,  $45  in  car  lots,  $50  in  ware- 
house; fire  clay,  $16.00  per  ton  in  car  lots. 


SAND  AND  GRAVEL 

Sand — Brick  and  plaster  sand  $2.50  per  cu.  yd. 

f.o.b.  bunkers. 
Gravel — $2.50  per  yard  delivered. 


LUMBER  (Building  Material) 
Vancouver  prices,  f.o.b.  mills : 
Dimension  timber — Douglas  fir — 8  x  8,  $29  ;  10  x 
10,  $29 ;  10  x  12,  $29 ;  10  x  14,  $29.50 ;  12  x 
12,  $29;  14  X  14,  $29.50;  14  x  16,  $30.50;  6  x 
10,  $29.50;  6  x  12,  ,$30;  8  x  10,  $.30;  8  x  12, 
$29.50;  10  x  16,  $31;  12  x  16,  $31;  16  x  16, 
$30.50;  6  X  14,  $31 ;  8  x  14,  $31 ;  12  x  18,  $32 ; 
18  X  20,  $33;  14  x  20,  $33;  14  x  20,  $32.50; 
16  x  18,  $32.50;  16  x  20,  $33.50;  18  x  18, 
$32.50;  20  x  20,  $32.50;  24  x  24,  $33. 

Flooring— 1  x  3  edge  grain,  $48;  1  x  4,  $48; 
1  x  4  flat  grain,  $.35;  No.  1  and  2,  1-inch 
clear  fir  double  dressed,  $46;  No.  1  and  2, 
I'/i  and  15^  inch  fir  double  dressed  $46; 
2-inch  fir  double  dressed  ,$46;  fir  lath,  $2,25; 
spruce  lath,  .$3.50;  cedar  lath,  $.3.50;  B.  C. 
cedar  shingles,  XX,  $2.00;  XXX,  $3.00; 
XXXXX,  .$3.60. 


STEEL  AND  IRON 

Vancouver  prices  f.o.b.  warehouse: 
Steel — (round  and  square  bars)  $6.50  base;  twisi 

ed  and  deformed,  $0.50  base ;  structural  si 

tions,  $8.00. 
Galvanized  iron — 28  gauge,  $10.85  per  100  lbs. 
Corrugated  iron — 26  gauge,  0,  7  and  8  ft.  sheets, 

$10.40;  9  and  10  ft.  sheets,  $10.05  per  squar^^ 

Black  steel  sheets,  24  gauge,  $9.00  per  IMj 

lbs.  f 
Steel  angles —  $8.00  per  100  lbs.,  depending  on 

size,  quantity  and  specifications. 
Steel  channels,  beams — $8.00  per  lOO  lbs.,  depenj 

ing  on  size,  quantity  and  specifications. 
Steel  plates— $12.00  to  $15.00 

SEWER  PIPE 

Sewer  pipe — Vancouver  prices  f.o.b.  warehouse; 
4-in.,  15c  per  ft. ;  6-in.,  25c  per  ft. ;  S-in.,  35o 
ft.;  10-in.,  45c  ft.;  12-in.,  55c  ft.;  15-in., 
$1.10  ft.;  18-in.,  $1.30  ft.;  20-in.,  $1.55  ft.; 
24-in.,  $2.30  ft.*  (all  net  prices). 

SUNDRIES 

Hard  wall  plaster — $16.60  in  car  lots  f.o.b.  Van- 

,    couver,  bags  extra. 
Hydrated  lime — $16.00  in  car  lots. 
Alca  lime — $16  per  ton. 

Plaster  of  Paris — Hammer  brand,  $4.50  per  bbl. 

Finishing  Plaster — $19  per  ton,  sacks  extra. 

Welsh  slate — $15.00  per  square,  f.o.b.  Vancouver. 

Rope,  Manilla,  Ys  in.,  40c  base;   'A  in.,  40Hc:,J. 
Vs  in.,  41c;   %  in.,  ilyic;  2nd  grade,  Zi'/zi 
base;  sisal  rope,  29i/2C  base.  1 


PAINTS  AND  OILS 

$2.25  per 


gal.  of  9 


Boiled  linseed  oil — In  bbls 
lbs. 

Mixed  Paint— Per  gal.,  $3.55  to  $3.85. 

Raw  linseed   oil — In  bbls.,  $2.00  per   gal. ;  red 

lead,dry,  .$15.00  per  100  lbs.;  in  oil,  20J^c.; 

putty  in  bulk,-  Standard,  $5.00;  Pure,  .$6,005. 

Turpentine,  in  bbls.,  $1.00. 
White  lead— Ground  in  oil,  $17.35  per  100  lbs. 


and  Sr.JOHWalQ.. 


r 

Town  and  City  Sewers 

ALL  SIZES  OF  PIPES  and  CONNECTIONS  from  4  inch  to  30  inch  always  IN  STOCK 

In  our  salt  glazed  vitrified  sewer  pipe  we  offer  the  highest  type  of  sewer  material.  Pipe 
of  our  manufacture  have  been  used  in  practically  every  city  in  Canada.  Highly  glazed  and  per- 
fectly vitrified. 

If  you  are  contemplating  sewer  construction  we  can  quote  you  some  attractive  prices.  We 
also  make  all  classes  of  fire  clay  goods. 
Prompt  shipment  on  all  orders. 

Ground  Fire  Clay,  in  Bulk  or  Bagged. 
"Amco"  Segment  Sewers— From  30"  to  108"  diameter 
t  '  Send  for  Illustrated  Book  on  "Building  Segment  Sewers" 

Standard  Clay  Products  Limited 

THREE  SEWER   PIPE    FACTORIES  :   St.  JohuS,  P.  Q.,  aud  NcW  GUsgOW,  N.  S. 


ALSO   FIRE   CLAY   FACTORY   AT  ST.   JOHNS,    P.  Q. 
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WOODEN  PIPE 


Wire  wound  wood  stave  pipe,  2  in.  to  24  in.  diameter.  C!on- 
tinuous  wood   stave  pipe,   any   diameter  required. 

CANADIAN  PIPE  CO.,  LIMITED 


Established  1904 


New  Factory  Erected  1910 


Equipped  with  tlie  most  up-to-date  machinery.  Every 
machine  driven  by  a  separate  electric  motor.  Satisfaction 
Guaranteed. 

Office  and  Factory— 550  Pacific  St.,  VANCOUVER,  B.C. 


Dominion  Iron  and 
Wrecking  Co.,  Ltd. 

Canada's  Largest 
Cash  Buyers  and  Liquidators 


Factories  and  Complete  Plants. 

Marine  Wreckers  and  Dismantlers. 

Scrap  Iron,  Steel,  Metals,  and  Waste  Materials. 

Distributors  of  Spelter,  Ingot  Copper,  Lead,  Tin, 
Antimony. 

Iron  and  Steel  Shafting,  all  sizes  and  lengths. 
New  and  Used  Electrical  Equipment. 

Power  Machinery,  Electrical,  Hydraulic,  Steam 
and  Gas. 

Relaying  Rails  of  all  sizes  alv/ays  in  stock. 

General  Offices : 

Transportation  Bldg.,  MONTREAL 


Quebec 


Tel.  Main  3751 


St.  John  N.B. 


Electric  Cranes 


Electric 
and  Hand 
Traveling 

Cranes 

Electric 
and  Air 
Hoists 


Patent  Type  E  Crane  Trolley 
Made  in  Canada 


NORTHERN  CRANE  WORKS,  LTD. 

WALKERVILLE,  ONT, 


j^y^JJ  New  and  Relaying 


Switches,  Turntables,  Etc. 


Carried  in  Stock 


Locomotives  and  Cars 
Jno.  J.  Gartshore,  Toronto 


Water  Supply 

from 

Deep  Wells 

is  obtained  at  a  mini- 
mum cost  by  use  of  our 
deep  well  pumps. 


Write  for 
Bulletin  26 
explainin 
th«  use  of 
Cook'f 
Patent 
Brai*  Tub* 
Well 
Strainer 


A.  D.  COOK 

Lawrenceburg  Indiana,  U.  S.  A. 

Manufacturer  of  a  Complete  line  of  DEEP  WELL 
SUPPLIES  including  Steam,  Belt  and  Motor  Driven 
DEEP  WELL  PUMPS,  Wind-mill  and  Hand  Pumps. 
Working  Barrels  and  Valves,  Pump  Rods  and  Pump 
Rod  Joints,  Drill  Rods  and  Drill  Rod  Joints,  Drilling 
and  Well  Tools. 

Oataloquh  Mailbd  Upon  Rkquest 


VANCOUVER  WOOD  PIPE 

&  TANK  CO.,  LTD. 


Contractors  for  Waterworks  Construction, 
Manufacturers  ot  Wire- Wound  Wood  Pipe,  Continuous  Stave 

Pipe,  Tanks,  Silos,  Steam  Casing. 
See  our  new  patented  Wood  Pipe  Couplina-Podtively  LEAK  PROOF 
We  are  the  orisinaton  of  the  BORED  OUT  Wood  Sleeve  Coupling 
Write  for  Illustrated  Catalocue. 

8S0  Hastings  St.  W.      VANCOUVER,  B.C. 
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Civil 

Electrical 
Mechanical 

Directory  of  Engineers 

Contractors 

Special 

Interests 

Chipman  &  Power 

Civil  Eng^ineers 

TORONTO  WINNIPEG 

Willis  Chipman.      Geo.  H.  Power. 


James,  Loudon  &  Herlzberg,  Ltd. 

CONSULTING  ENGINEERS 
36  Toronto  Street    -     TORONTO,  CAN. 

Water  Supply  and  I'm  ilication ;  Sewerage 
Systems;  Municipal  and  Trade  Waste 
!lJisi)osal  Plants;  Incinerators;  Pavements; 
Bridges  and  Structural  work,  including 
Reinforced  Concrete. 


Anglins  Limited 

Contracting  Engineers 

65  Victoria  St.  MONTREAL 


H.  J.  Griswold, 

Montreal. 


B.  W.  Seton, 

Toronto. 


DOMINION  ENGINEERING 
&  INSPECTION  CO. 

Inspecting  and  Testing  Enginceri 
Head  OfHc*  and  Laboratoriei, 
tSO  Lagauchetiere  St.  West,  Montreal. 

BRANCH  OFFICES: 
24  Adelaide  Street  East  Toronto. 
806  Union  Trust  Building,  Winnipeg 
CEMENT  TESTING  AND  REm- 
FORCED  CONCRETE  INSPECTION 
MILL,  SHOP  AND  FIELD  INSPEC- 
TION OF  STEEL  STRUCTURES 
AND  BRIDGES 
TESTS  AND  INSPECTION  OF  IRON 

AND  STEEL  PIPE,  ETC. 
LOCOMOTIVES,  CARS,  NEW  AND 

SECOND-HAND  EQUIPMENT 
Kepresented  at  New  York,  Pittsbureh  and 
Chicago;  Glaigow  and  London,  Kng. 


T.  S.  Grifntlis    N.  II,  Manning    L.  J.  Rogers 

CANADIAN  INSPECTION  and 
TESTING  COMPANY 

Inspecting,  Testing 
^  Metallurgical  &  Chemical  Engineers 

Mill,  Shop  and  Field  inspection  of-  bridges 
and  structtnal  work.  Mill  inspection  of 
rails  and  track  supplies.  Foundry  inspec- 
tion of  castings,  pipes,  etc.,  expert  exam- 
ination and  reports. 

Our  Physical,  Chemical  and  Cement  Lab- 
oratories are  fully  equipped  to  undertake 
all  kinds  of  tests. 

Principal  Offices  and  Laboratories 
MONTREAL     and  TORONTO 


R.  S.  &  W.  S.  LEA 

Consulting  Engineers 

Water  Supply;  Sewerage  and  Drainage  ;  Water 

Purification;  Disposal  of  Sewage  and  Refuse ; 

Water  Power  Developments  and  Power  Plants. 
Reports,  Designs,  Supervision  of  Construction 
New  Birki  BIdg.  Telephone 

IWONTREAL.  P.Q.  Uptown  783 


FRANK  BARBER 

Bridge  and  Structural  Engineer 

Steel  and  Reinforced  Concrete  Bridges  and 
Buildings,    Foundations,    Municipal  Work 

40  JARVIS  STREET,  TORONTO 


Robert  W.  Hunt 
President 


Charles  Warnock 
Treas.  &Gen'lMgr. 


Robert  W.  Hunt  &  Co. 

Limited 

Consulting  and  Inspecting  Engineers, 
Chemists  and  Metallurgists 

Expert  inspection  and  tests  of  all  structural 
materials  and  mechanical  equipment. 

Reports  on  Properties  and  Processes 

Head  Office  and  Laboratories : 
McGill  Buildintf,  Montreal 

Branches : 

Toronto         Vancouver         London,  England 


GENT  &  CO.,  LTD. 

"Faraday  Works " 

LEICESTER  —  ENGLAND 

Manufacturing 
Electrical  Engineers 

CABLES:  "LODESTONE,  LEICESTER." 


Geo.  M.  Miller  &  Co. 

Architecti 

93  Yonae  Street        -  TORONTO 


Reid  &  Brown  Structural  Steel 
&  Iron  Works,  Limited 

We  carry  a  large  stock 

Steel  Beams,  Channels,  Angles, 
Plates,  Columns,  etc. 

FOR  IMMEDIATE  SHIPMENT 
Officeand  Works-63  Esplanade  E.  TORONTO 

Phonas— Main  904  and  905 


R.  O. 

WYNNE  -  ROBERTS 
Consulting  Engineer 

40  JARVIS  STREET 

TORONTO 

Water  Supply,  Sewerage,  Sewage  Dis- 
posal, Civic  and  General  Engineering, 
Arbitrations,  Investigations,  Valuations, 
Reports,  etc. 


SASH 

OPERATING  MACHINERY 

of  all  kinds 
KING  CONSTRUCTION  CO. 

40  DovercourtRd.,  TORONTO 


Milton   Hersey  Co.,  Ltd. 

Engineers,  Chemists,  Inspectors 

PAVING 

designed,  superintended,  inspected. 
Montreal  Winnipes  New  York 


Crushed  Cut 

Stone  I^^Mft  Stone 
BRICK  SAND 
T.  A.  Morrison  &  Co.,  ^"^gV,:^^^;,^' 


This  Directory 
will  bring  you 
BUSINESS 

Keep  your  name  and  your  busi- 
ness prominently  before  live 
prospects  by  placing  an  an- 
nouncement in  our  "Directory  of 
Engineers."  Rates  and  inform- 
ation will  be  sent  on  request. 
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CANADIAN 
CHICAGO  BRIDGE  &  IRON  CO. 

Limited 
BRIDGEBURG.  ONTARIO 

Our  Specialty  is  the  Design,  Manufacture 
and  Erection  of  Elevated  Steel  Tanks 
for  Municipal,  Railroadand  Factory  Service. 
We  also  design,  manufacture  and  construct 
Oil  Tanks,  Coaling  Stations,  Bridges,  Turn- 
tables, Building  and  Structural  Material. 

"  Write  our  nearest  Sales  Office  for  prices,  plans 
and  specifications.  Our  catalogue  No.  15  gladly 
mailed  to  you  upon  request." 

Sales  Offices:  — 
Bridseburs,  Ontario,  130  Janet  Street 

Chicsgo,   Illinoi-i.   1305  West  105th  Street 
Nrw   York.   N    Y..  'Mi  Church  Street 

Shops:— BridseburK.  Ont. 
Biillt  for C.P.R. Montreal    Chicago,  111.  Greenville,  Pa. 


The  Maritime  Bridge 

Company,  Limited 

Manufacturers  and  Erectors  of 

Steel  Railway  and  Highway  Bridges, 
Buildings,  Girders,  Trusses,  Towers, 
Turntables,  Tanks,  Smoke  Stacks, 
Riveted  Pipe,  and  Structural  Steel  and 
Plate  Work  of  all  descriptions. 

We  have  the  only  complete  stock  of 
Steel  Shapes,  Plates  and  Bars  in  the 
Maritime  Provinces. 

Office  and  Plant: 

New  Glasgow,  Nova  Scotia 


m 


Standard 
Underground  (Jable  ilo 
of  Canada,  Limited 

Mamifacluri-rs  of 

Copper,   Brass,   Bronze   Rods  and  Wires 
Copper  and  Brass  Tubes 
Colonial  Copper  Clad  Steel  Wire 
Weatherproof  and  Magnet  Wire 
Rubber  Insulated  Wire 
Lead   Covered  Cables 
Armored  Cables 
Cable  Accessories 

Samples,  estimates  or  prices  upon 
request  to  our  nearest  office. 

.Montreal  Hamilton 
ToiOMlo  Seattle,  Was 


STRUCTURAL  STEEL 

and 

BRIDGE  BUILDERS 


;5- 


Capacity  18,000  Tons. 

We  build  and  erect  all  kinds  of  Structural  Steel,  Bridges, 
Roof  Trusses,  Bank  and  Office  Railings,  Stair 
Work.  Elevator  Grilles,  Fire  Escapes,  etc. 

Over  5,000  Tons  in  Stock  of 
Beams,  Column  Sections,  Angles,  Tees,  Plates,  Bars, 
Checkered  Floor  Plates,  etc. 

McGregor  &  Mclntyre,  Limited 

1139  Shaw  St.  -  -  TORONTO,  CAN. 

Telephone  Hillcrest  1614—1615—1616. 


MacLean  Reports  give  the  vital  facts  that  are  so 
necessary  if  you  would  secure  the  best  of  new  business 
— and  they  cost  but  a  few  cents  a  day.  They  arc  issued 
daily  (card  system)  and  give  accurate  information  on  ' 
Canadian  building  and  engineering  projects,  contcm- 
])lated,  their  progress  and  details  of  the  material  and 
equipment  required.    Rates  and  samples  on  request. 


MacLEAN  DAILY  REPORTS.  Limited,  Toronto 
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Works  at  Walkerville,  Ontario 


m 


When    placing  your 
order  for 

HYDRANTS, 
VALVES 

and 

VALVE 
BOXES 

place  it  with  us. 


MADE  IN  CANADA 


Strong,  Substantial  and 
Modern  Designs. 
Prices  right. 

Write  for  prices  and  see. 


IMITCD 


IfttKtRREMi 

VALVt-tlYDRANT  MANUFACTURERS 

WALKERVILLC,ONT. 


Hoiter  Building,  Havana,  Cuba. 

Protected  witli  "  R.T.W."  I^iqtiid  Konkerit. 

Effectively  Protected 

from  Dampness 

It's  like  taking  a  stitch  in  time  to  guard  against 
the  disintegrating  effects  of  heat  and  water  on 
concrete  and  stone  construction. 


,         W  Hdf, 

\K£MCMBFR  ITS  WiT£HPROOf\ 

IV  J.  WW. 


PROTECTIVE 
PRODUCTS 


are  the  best  safeguards  that  a  builder  can  use. 
There's  one  for  every  structure,  in  every  clime, 
under  practically  every  condition. 

"  R.I.W."  Liquid  Konkerit  (patented  as  to  Port- 
land Cement,  Feb.  27,  1906)  was  used  to  make  the 
Horter  Building,  of  Havana,  Cuba,  safe  against 
the  disrupting  influences  of  a  tropical  climate. 

It  is  a  damp-proof,  weather  resistant  coating 
which  protects  walls,  prevents  efflorescence,  and 
imparts  an  attractive  appearance  to  the  surface. 
It  should  be  applied  over  a  priming  coat  of 
"  R.I.W."  Liquid  Konkerit  Primer,  which  neutral- 
izes the  lime  inherent  in  Portland  cement  and 
provides  a  suitable  foundation  for  succeeding 
coats  of  "  R.I.W."  Paints  or  Enamels. 

Write  for  valuable  descriptive  booklet,  addressing 
Dept.  51. 

R.I.W.  DAMP.RESISTING  PAINT  CO. 
TOCH  BROTHERS 

Gerrard  St.  and  Carlaw  Ave.,  Toronto,  Ont. 

Agents  in  —  Vancouver,   Winnipeg,   Edmonton,  Calgary, 
Montreal,  Quebec,  St.  John,  N.B. 


{REMEMBER  /TS  WATERPROOF} 


STEEL  NEED  NOT  RUST!  I 
\  WOOD  NEED  NOT  ROT!  j 
NOR  CONCRETE  DUST! 


REG. U.S.PAT.  OFF. 


May  1,  1918 
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Compressed  Air  Machinery,  Tools  and  Appliances 


Railway  Contractors 

handle  large  jobs  quickly  if  equipped  with  the 

"IMPERIAL  TIE  TAMPER" 

These  tools  are  easy  to  handle,  tamp  any  kind  of  ballast,  save 
time  on  places  difficult  to  reach  with  pick  or  bar;  The  New 
York  Central  by  using  "Imperial "Tie-tampers  has  saved  over 
$150  per  mile  in  track  compared  with  hand  work. 

The  "Imperial"  Tie-tamper  is  well  adapted  for  street  and  inter- 
urban  lines;  and  the  portable  gasoline  driven  outfit  will  take 
the  men  to  work  under  its  own  power  at  15  miles  per  hour. 

Bulletin  0023  will  interest  ycu. 


CANADIAN  INGERSOLL-RAND  CO.,  LTD, 


General  Offices:  MONTREAL,  QUE. 

BRANCH  OFFICES: 

Sydney,  N.S.  Sherbrooke,  Que.  Montreal,  Que. 

Cobalt,  Ont.  Timmins,  Ont.  Winnipeg,  Man.  Nelson,  B.C. 


Toronto,  Ont. 

Vancouver,  B.C. 
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Let  us  quote  you  for 

OUR 

WIRE  ROPE 


FOR 


Ships'  Rigging,  Cargo  Falls,  Hawsers 
and  Towing  Lines 

The  Dominion  Wire  Rope  Company,  Limited 

MONTREAL  TORONTO  WINNIPEG 


Use  our 


Industrial  Works  Locomotive 
Coaling  and  Wrecking  Cranes 

and  have 
the  HIGHEST  TYPE  of 

Digging  and  Handling  Equipment 


General  Marine  Supplies 


Winches 

Windlasses 

"Shipmate"  Ranges 


Blocks 

Rigging  Screws 
Marine  Lamps 


^^Hayward^^  Buckets 


for 


Rapid  Loading  or  Unloading 

"Built  to  Dig  and  Last  While  Digging'' 


Branch : 
108  Mail  Building 
TORONTO 

Telephone  Adelaide  840 


Head  Office 

MONTREAL 
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GLASS  BENDERS 


TO  THE  TRADE 


THE  TORONTO  PLATE  GLASS 
IMPORTING  COMPANY  umteo 

GLASS  IMPORTERS  AND  MANUFACTURERS 

91-113  DON  ROADWAY.  TORONTO 
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"BEATTY" 

Auxiliary  Ship  Machinery 

Cargo  Winches 
Warping 
Winches 
Anchor  Wind- 
lasses 
Ash  Hoists 

Also 

Hoisting  Engines, 
Electric  Hoists, 
Steel  Derricks, 
Derrick  I'.ons, 
Clamshell  Luckets, 

Let  us  know  what  you  want 
along  this  line 
We  will  tender  promptly 

Ash  Hoist  for  ships  now  being  built  in  Canada. 
—   Agents  — 

H  E.  Plant,  Montreal,  Que.             R.  Hamilton,  Vancouver       JUI      RpATTTY  jCr    ^OlM^    I  TTl  AA/FI  I    A IMF^ 

E.  Leonard  &  Sons,  St.  John,  N.B.     Kelly-Powell,  Winnipeg                OMl»r\  I   1   I  Ot    OKJlyOf  Li  I  lJ,y  W  llii^l_i/\i>L/ 


Now  on  Munitions 

LYMBURNER,  LIMITED 

The  well  known  manufacturers  of  ornamental  metal  work  and 
special  machinery  are  entirely  occupied  making  munitions, 
and  cannot  execute  orders  for  above  work  until  a  later  date, 
when  they  will  be  glad  to  receive  enquiries  and  will  again 
produce  first  class  Metal  Specialties  of  Every  Description — 
Machinery,  Tools  and  Gauges. 


360  St.  Paul  St.  E. 


MONTREAL 


THE   CONTRACT  RECORD 


Made  in 
Canada 


Everything  in  Rubber 

There  is  hardly  a  rubber  need  that  the 
Dominion  Rubber  System  cannot  supply. 
^'Everything  in  Rubber"  is  a  reality  with  us. 
Not  only  is  our  line  complete,  but  values  are 
the  best  within  your  reach. 

Behindall  is  the  Dominion  Rubber  System 
service.  Branches  in  all  the  principal  cities 
in  Canada  make  it  possible  for  you  to  secure 
deliveries  on  the  shortest  notice. 

Put  us  to  the  test  and  judge  for  yourself 
how  complete  and  satisfactory  our  service 
really  is. 

Canadian  Consolidated  Rubber  Co. 

LIMITED 
Head  Office    —  MONTREAL 

BRANCHES  at  Halifax,  St.  John,  Quebec,  Ottawa,  Toronto. 
Hamilton,  Kitchener,  London,  North  Bay,  Fort  William, 
Winnipeg,  Brandon,  Regina,  Saskatoon,  Calgary,  Lethbridge, 
Edmonton,  Vancouver,  Victoria. 


Our  aim  is  to  serve  and  please. 
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Finding  and  Stopping  Waste 


in 


Modern  Boiler  Rooms 


KEEPING  BOOKS 
WITH  THE  BOILER 


How  many  pounds  of 
water  are  your  boilers 
evaporating  per  pound  of 
coal? 

Are  they  doing  6  or  7 
pounds,  or  just  a  shade 
better,  or  are  they  up  to 
the  top  notch,  say  10  or  11 
pounds  of  water  evaporat- 
ed per  pound  of  combust- 
ible? 


The  Cochrane  Metering 
Heater  tells  how  much 
you  are  getting  for 
your  money 

Send  for  Catalogue  No.  820 


Other  Cochrane  aids  to 
boiler  room  economy  include 
open  feed  water  heaters, 
steam  stack  and  cut-out  valve 
heaters  and  receivers,  meter- 
ing heaters,  and  independent 
meters.  Sorge-Cochrane  hot 
process  water  softeners, 
steam  and  oil  separators,  and 
multiport  back  pressure,  at- 
mospheric relief,  flow  and 
check  valves. 


Head  OlVice:  Toronto.     .Sales  Ofliccs:  Montreal,  Halifax,  .Sydney,  Ottawa,  Cobalt,  South   rorciiiiinc,  London,  Winnipeg,  ("alffary,  Kdninnloii 

Nelson  and  Vancouver. 

CANADIAN  ALLIS-CHALMERS 

LIMITED 


Power  Plant  Equipment,  Mining,  Crushing,  Hydraulic  and  Milling    Machinery,    Contractors'    Plant    and  Architectural 

Bronze   and    Iron  Work. 
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Why  "Per  Net  Ton  of  Bitumen"  Is  The 
Only  Correct  Basis  For  Asphalt  Purchases 


to  its  |)unly 
as  compared 


.  (iOy  TNCE  asphalt  of  proper  f|uality  is  of  value  in  prf)p(j 

^^and  since  Mexican  and  (.'alifornian  Asijlialls  are  1(9. «%  pure  and  I  nnn 
y\sphalt  is  ■ 
with  50.5. 

"Consider  a  definite  example:  Say  Imperial  Asphalt  is  selling  at  $25.00  per 
net  ton  of  2,000  lbs.  of  asphalt,  exclusive  of  the  weight  of  the  package,  then 

56.5 

to  compete,  2,000  lbs.  of  Trmidad  Asphalt  must  sell  for  X  $25.00  =  $14.15, 

exclusive  of  the  weight  of  the  package. 

"  Again,  if  Trinidad  Asphalt  is  selling  at  $25.00  per  ton  of  2,000  lbs.  of  as- 
phalt, exclusive  of  the  weight  of  the  package,  then  Imperial  Asphalt  will  com- 

99.8 


'pete  and  be  equal  in  price  when  selling  at 


56.5 


X  $25.00  =  $44.16  per  ton. 


"  Imperial  Mexican  Asphalt  is,  moreover,  slightly  superior  to  California 
Asphalt  in  quality,  and  RTeatly  superior,  in  quality,  to  Trinidad  and  Bermudez 
Asphalts. 

"Please  refer  to  the  comparative  analyses  furnished  in  our  last  chat.  Note 
Item  (3),  Section  "  C,"  and  see  respective  percentages  of  undesirable  ()r.ijanic 
Matter.  Then  note  item  (3),  Section  "  C,"  and  see  the  results  of  this  (Jrsanic 
Matter,  in  causing  the  asphalt  to  be  attacked  and  deteriorated  on  exposure  to 
water. 

"  Imperial  Mexican  Asphalt  is  vastly  superior  to  Trinidad  and  Bermudez 
Asphalts  in  Ductility  and  in  withstanding  temperature  changes,  in  low  evapor- 
ated loss  (Volatility)  and  low  hardening.  See  analyses  sections  "  D,"  "  1,"  "  K," 
"  L,"  "  M  "  and  "  N." 

"  Again,  note  the  respective  Flash  and  Burning  Points  in  sections  "  E  "  and 
"  F."  Imperial  Mexican  Asphalt  can  be  handled  with  greater  safety  and  much 
less  danger  of  burning,  which  is  a  most  important  consideration. 

"  Finally,  Imperial  Mexican  Asphalt  is  three  times  as  natural,  and  only  one- 
third  as  artificial  as  Trinidad  and  Bermudez  Asphalts.  Imperial  Mexican  As- 
phalt is  produced  by  refining  Mexican  Asphalt  base  petroleum  to  the  proper 
consistency  for  use. 

"  Trinidad  and  Bermudez  Asphalts  are  ready  for  use  only  after  the  follow- 
ing changes  have  taken  place: — 

(1) 


(2) 
(3) 


Asphalt  Base  Petroleum  is  forced  to  the  surface  by  nature  and  niiNcd  in  a  most 
unscientific  manner  with  sand,  clay  and  vegetable  matter,  and  is  evaporatcil  by 
nature  until  .it  is  much  too  hard  to  be  used  in  paving  work. 

This  crude  mixture  of  Asphalt  residue  and  foreign  matter  is  refined,  and  the 
water  and  such  inipuiities  as  can  be  economically  removed,  are  eliminated. 
The  mi.xture  of  asphalt  and  foreign  matter  is  then  "  cutdjack,"  "  fluxed,"  or 
"  softened  "  to  the  required  consistency  for  paving  work.  This  is  done  by  put- 
ting back  into  tliis  Asphalt  •mi.xlure  the  products  which  have  been  lost  by 
nature's  evaporation.  These  consist  of  petroleum  distillates  known  as  Flux, 
which  are  generally  taken  from   I'araffine  Cruile  ()ils. 


"Remember  that  Imperial  Asphalt  is 
99.89'  pure,  is  scientifically  refined  direct- 
ly from  nature's  original  Asphalt  Base 
Crude,  without  addition  or  adulteration 
by  any  materials  whatsoever,  to  just  the 
exact  consistency  desired  for  use.  It  is 
sold  per  net  ton  of  2,000  pounds.  The 
weight  of  the  package  is  never  charged 
for  as  asphalt.  Remember  the  weight  of 
the  package  (wood  barrel  or  iron  drum)  which  contains  the  asphalt  and  which 
is  known  as  the  "  tare,"  represents  anywhere  from  3';<  to  20' !  of  the  gross 
weight.   This  tare  should  not  be  charged  or  paid  for  at  asphalt  prices." 


IMPERIAh 

CA.NA.DIA.1M  MADE  

ASPMAUT 


99.87o  pure 


Write  our  Road  Engineering  Department  for  Further  Information. 

IMPERIAL  OIL  LIMITED 

Imperial  Oil  Building      -  TORONTO 


BRANCHES  IN  ALL  CITIES 
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Acetylene  Gas 

The  Prest-O-Lite  Co.,  Inc. 
Air  Compressors 

Can.  IngersoU-Rand  Co.,  Ltd. 
Canadian  AUis-Chalmers,  Ltd. 

Aluminium 

Spielmann  Agencies  Regd. 

Air  Hoists 

Canadian   Ingersoll-Rand  Co. 

Northern  Crane  Works 
Architectural  Iron  Works 

Canadian  Allis-Chalmers  Ltd. 

Canada  Wire  &  Iron  Goods  Co. 

McGregor  &  Mclntyre 
Architectural  Terra  Cotta 

Toronto  Plate  Glass  Imp'tg  Co. 
Asbestos  Shingles 

Asbestos  Mfg.  Company 

Ash  Hoists 

Gillis  &  Geoghegan 

Asphalt 

Asphalt  &  Supply  Company 
Imperial   Oil  Company 

Axes 

Canada    Foundries    &  Forgings, 

Bar  Iron 

Baines  &  Peckover 

Canadian  Steel  Foundries,  Ltd. 

Beam  Spans 

MacKinnon  Holmes  &  Co. 

Blast  Hole  Drills 

Hopkins  &  Co.,  F.  H. 

Blocks  (Wire  and  Manilla  Rope) 

Hopkins  &  Company,  F.  H. 

Blowers  and  Compressors 

Canadian  Blower  and  Forgs  Co. 
Can.  IngersoU-Rand  Co.,  Ltd. 
Sheldons  Limited 

Boilers 

Beatty  &  Sons,  M. 

Canadian  Allis-Chalmers  Ltd. 

Inglis  Company,  John 

Marsh  Engineering  Works,  Ltd. 

McDougall  Caledonian  Iron  Wks. 

Mussens  Limited 

Waterous  Engine  Works  Co. 

Williams  Machinery  Co.,  A.  R. 

Boiler  Compound 

Beveridge  Paper  Co.,  Ltd. 

Boiler  Covering  (Magnesia,  Asbes- 
tos, Wool,  Felt,  etc.) 

Asbestos  Mfg.  Company 
Boiler  Inspection 

Trades  &  Labour  Branch  Dept., 
Public  Works. 

Boxes — Junction 

Standard  Underground  Cable  Co. 
of   Canada,  Limited 

Brick  Dryers 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Brick  Machinery  and  Supplies 
Sheldons  Limited 

Brick  Manufacturers 

Sun  Brick  Company 
Bridges 

Canadian   Allis-Chalmers  Ltd. 
Bridges  (Steel) 

Canadian  Bridge  Company 

Can.  Chicago  Bridge  &  Iron  Co. 

Canadian  DesMoines  Steel  Co. 

DesMoines  Bridge  &  Iron  Co. 

MacKinnon-Holmes  &  Co. 

Manitoba  Bridge  &  Iron  Works 

Maritime   Bridge  Company 
Buckets 

Beatty  &  Sons,  M. 
'  Hopkins  &  Co.,  F.  H. 

Manitoba  Bridge  &  Iron  Works 
Buckets — Steel 

MacKinnon  Holmes  &  Co. 

Marsh  Engineering  Works,  Ltd. 

Cable 

Dominion  Wire  Rope  Co.,  Ltd. 
Standard  Underground  Cable  Co. 
of  Canada,  Limited 
Car  Couplers 

Canadian  Steel  Foundries,  Ltd. 


Cable  Terminals 

Standard   Underground  Cable  Co. 
of  Canada,  Limited 

Cars— Steel  Body 

Hamilton  Bridge  Works  Co. 
Marsh  Engineering  Works,  Ltd. 
Williams  Machinery  Co.,  A.  R. 

Car  Wheels 

Marsh  Engineering  Works,  Ltd. 
Steel  Co.  of  Canada  Limited 

Castings — Grey  Iron 

Marsh  Engineering  Works,  Ltd. 

Casements 

Trussed  Concrete  Steel  Co. 

Cement 

Britnell  &  Company 

Cement,  High  Temperature 

Beveridge  Paper  Co.,  Ltd. 

Cement  Waterproofing 
Barrett  Company 
Ideal  Concrete  Machinery  Co. 
Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 

Centrifugal  Pumps 

Bawden  Pump  Company 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  IngersoU-Rand  Co. 

Chemists 

Canadian  Inspection  and  Testing 
Laboratories 

Coal  Chutes 

Manitoba  Bridge  &  Iron  Works 


Beatty  & 


ng  Ap 
Sons, 


M. 


Cold   Storage  Insulation 

Armstrong  Cork  Company 

Compressed  Acetylene  Gas 
The  Prest-O-Lite  Co.,  Inc. 

Concrete  Block  Machines 

Cast  Stone  Blocl<  &  Machine  Co. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 

Concrete  Culvert  Pipe 

Itlair.  B. 

Dominion  Concrete  Company 

Concrete  Hardener  and  Water- 
proofer 
Beveridge  Paper  Co.,  Ltd. 

Concrete  Mixers  and  Appliances 
Hopkins  &  Co.,  F.  H. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
Mussens  Limited 

Concrete  Sewer  Pipe 
Blair,  B. 

Dominion  Concrete  Company 

Conduits 

Conduits  Company,  Limited 
Orpen  Conduit  (Company 

Connecting  Rods 

Canada    Foundries    &  Forgings, 

Contractors 

Anglins  Limited 
Bate,   McMalion   &  Co. 
Foundation  Company 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 
Wells  &  Gray  Limited 

Contractors'  Plant  &  Supplies 
Beatty  &  Sons,  M. 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Dake  Engine  Company 
Marsh  Engineering  Works,  Ltd, 

Conveying  Machinery 

Canadian  Mathews  Gravity  Car- 
rier Company 

Core  Drills 

Canadian  AUis-Chalmers  Ltd. 
Can.  IngersoU-Rand  Co.,  Ltd. 


Corrugated  Iron 

Pedlar  People  Limited 

Corrugated  Roofing 

Asbestos  Mfg.  Company 

Cranes,  Travelling  and  Locomotive 
IJoving  Hydraulic  &  Engineering 

Company 
Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Northern  Crane  Works 

Crank  Shafts 

Canada    Foundries    &  Forgings, 

Crushed  Stone  and  Granite 

Canada   Cruslied   Stone  Corpora- 
tion 

Crushed  Stone,  Limited 
Morrison  Company,  T.  A. 

Crushers  (Stone  and  Rock) 
Canadian  AUis-Chalmers  Ltd. 
Hopkins  &  Company,  F.  H. 
London  Concrete  Machinery  Co. 
Mussens  Limited 

Culverts 

Pedlar  People 

Damp  Proof  Coating 

Barrett  Company 
Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 

Derricks  and  Derrick  Fittings 
Beatty  &  Sons,  M. 
Hopkins  &  Company,   F.  II. 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Northern  Crane  Works 

Dredging  Pumps 

Boving  Hydraulic  &  Engineering 
Company 
Dredges 

Beatty  &  Sons,  M. 

Hopkins  &  Company,  F.  H. 

Drills 

Canadian  AUis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian  IngersoU-Rand  Co. 
Hopkins  &  Company,  F.  H. 

Drill  Steel  Sharpeners 

Canadian  Ingersoll-Rand  Co. 

Dump  Cars,  Wheels,  etc. 

Hopkins  &  Company,  F.  H. 
MacKinnon  Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime    Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Sheldons  Limited 

Drift  Pins 

Canada    Foundries    &  Forgings, 

Drying  Apparatus 

Canadian  Blower  &  Forge  Co. 

Elastite 

Carey  Mfg.   Co.,  Philip 
Trussed  Concrete  Steel  Co. 

Electric  Air  Rock  DrUls 

Canadian  Ingersoll-Rand  Co. 

Electric  Impulse  Clocks 

Gent  &  Company,  Limited 

Electric  Water  Systems 

Ontario  Wind  Engine  &  Pump 
Company 

EIec\rical  Specialties 

Spielmann  Agencies  Regd. 

Electrical  Supplies 

Canadian  General  Electric  Co. 

Elevator  Doors 

Ormsby  Company,  A.B. 

Elevators 

Nt)rihern  C'lane  Works 
TurnbuU  Elevator  Company 


Engines 

Canadian  Allis-Chalmers  Ltd.  L 
Canadian  Blower  and  Forge  c| 
Hopkins  &  Company,  F.  H. 
Inglis  Company,  John 
McDougall  Caledonian  Iron  Wi 
Waterous  Engine  Works  Co. 

Engineers  (Civil  and  Mechanictl^l 

Bowman  &  Connor 
Chipman  &  Power 
Dominion  Engineering  &  In^l 

tion  Company 
Foundation  Company 
Haddin  &  Miles 
Hunt  &  Co.,  Robt.  W. 
MacKinnon  Holmes  &  Co. 
Milton  Kersey'  Co. 
R.  &  W.  S.  Lea 
Wynne-Roberts,  R.  O. 

Excavators 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H, 

Exhaust  Heads 

Canadian  Blower  and  Forge  C' 
Sheldons  Limited 


Expanded  Metal 

Baines  &  Peckover 
Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 


Fans 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Fibre,  Vulcanized 

Beveridge  Paper  Co.,  Ltd. 


Fire  Brick,  Jointless 

Beveridge  Paper  Co.,  Ltd. 

Fireproofing 

Asbestos  Mfg.  Company 

Fireproof  Doors  and  Windows 
Ormsby  Company,  A.  B. 
Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 


Fire  Escapes 

Dennis'  Wire  &  Iron  Works  Co 
Manitoba  Bridge  &  Iron  Work 
McGregor  &  Mclntyre 

Fire  Escape  Spirals 

Canadian  Mathews  Gravity  Ci 
rier  Company 

Fire  Protection  Appliances 
Bickle  Company,  R.  S. 

Flag  Poles 

Ontario  Wind  Engine  &  Pump 
Company 

Flooring  Materials 

Armstrong  Cork  Company 
Imperial  Oil  Company 

Forges 

Canadian  Blower  and  Forge  O 
Sheldons  Limited 

Forgings,  Steel  &  Iron 

Canada    Foundries   &  Forging; 

Gasoline  Engines 

Boving  Hydraulic  &  EngineerllL 

Company 
Canadian  Allis-Chalmers  Ltd. 
London  Concrete  Machinery  Co. 
Ontario  Wind  Engine  &  Pump 

Company 

Generators 

Canadian  General  Electric  Co. 

Glass 

Toronto  Plate  Glass  Imptg.  Co 

Governors 

Boving  Hydraulic  &  Engineerini' 

Company 

Gravity  Carrier! 

Canadian   Mathews  Gravity  C»r 
rier  Company 

(Continued  on  page  8) 


SILENT  SANITARY  SCHOOL  DESKS 

WITH  FOLDING  SEATS 


VIEW  OF  ROW  OF  SILENT  SANITARY  DESKS  IN  POSITION 
Produced  at 

JAS.  SMART  PLANT 

BROCKVILLE,  ONT.  WINNIPEG,  MAN. 


Turbine 
Pumps 

Electric  and  Steam 

Water  Works 
Factory  and 
Fire  Services 

Humphrey  Gas 
Pumps 

Any  capacity  or  pressure 

THE  JOHN  McDOUGALL 
CALEDONIAN  IRON  WORKS  CO.,  LIMITED 

Works:  Seigneurs  &  William  Sts.,  Montreal. 
Manufacturers  of  Boilers,  Castings,  C>lndensers,  Elevators.  Engines,  Filters.  Forgings,  Hydraulic 
Machinery  Pumps,  centrifugal  and  reciprocating.  Steam  Turbines,  Tanks,  Water  Wheels.  Water 

Works  Plants 


Lachine  Water  Works 
Three  million  gallons,  eighty  pounds  domestic,  180  lbs.  fire. 
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Hammers  i 

Canada    Foundries    &  Foreings, 

Hammer  Drills 

Canadian  Allis  Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 

Heating  Apparatus 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Heat  Insulating  Materials 
Armstrong  Cork  Company 

Hoists,  Electric 

Northern  Crane  Works 

Hoisting  Apparatus 
Beatty  &  Sons,  M. 
Canadian  Ingersoll-Rand  Co. 
Gillis  &  Geoghegan 

Hopkins  &  Company,  F.  H. 
London  Concrete  Machinery  Co. 
Marsh  Engineering  Works,  Ltd. 
Mussens  Limited 
Northern  Crane  Works 
Williams  Machinery  Co.,  A.  R. 

Hoisting  Engines 
Beatty  &  Sons,  M. 
Canadian  AUis-Chalmers  Ltd. 
Hopkins  &  Company,  F.  H. 
Marsh  Engineering  Works,  Ltd. 

Hollow  Tile 

National  Fire  Proofing  Co. 

Hose 

Can.  Consolidated  Rubber  Co. 

Hydrants 

Canada  Iron  Foundries 
Gartshore-Thompson  Pipe  Co. 
Kerr  Engine  Company 
McAvity  &  Sons,  T. 

Industrial  Cars 

Hopkins  &  Company,  F.  H. 
MacKinnon-Holmes  &  Co. 

Inspection  Engineers 

Canadian  Inspection  and  Testing 
Laboratories 


Insulation  (Asbestos) 

Asbestos  Mfg.  Company 

Insulating  Compounds 
Imperial  Oil  Company 
Spielmann  Agencies  Regd. 
Standard  Underground  Cable  Cc. 
of  Canada,  Limited 

Industrial  Cars 

Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 

Interior  Finish  and  Doors 

Canadian  Office  &  School  Furni- 
ture Company 

Insulating  Bricks 

Armstrong  Cork  Company 

Jib  Cranes  (all  kinds) 
Northern   Crane  Works 

Journal  Wedges 

Canada    Foundries    &  Forgings, 

Kilns 

Canadian  Blower  and   Forge  Co. 
MacKinnon  Holmes  &  Co. 
Sheldons  Limited 

Lead  Pencils 

American  Lead  Pencil  Company 

Lead  (Red  and  White,  Dry) 
Carter  White  Lead  Company 

"Lidgerwood"  Hoists 

Canadian  Allis  Chalmers  Ltd. 

Linabestos  Wallboard 
Asbestos  Mfg.  Company 

Lockers  (Clothes) 

Canada  Wire  &  Iron  Goods  Co. 
Dennis  Wire  &  Iron  Works  Co. 

Lumber  (Asbestos) 

Asbestos  Mfg.  Company 

Machinery  Insulation 

Armstrong  Cork  Company 


Metal  Lath 

Baines  &  Peckover 
Noble,  C.  W. 
Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Metallic  Roofing  ' 
Pedlar  People  Limited 

Meters,  Water 

McDougall  Caledonian  Iron  Wks. 
Neptune  Meter  Company 

Motors 

Canadian  General  Electric  Co. 

Oil  Tanks 

Boving  Hydraulic  &  Engineering 

Company 
Imperial  Oil  Company 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 

Ornamental  Iron 

Dennis  Wire  &  Iron  Works  Co. 

Ornamental  Moulds 

Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 

Paints  and  Varnishes 
Dominion  Paint  Works 
Hopkins  &  Company,  F.  H. 
Spielmann  Agencies  Regd. 

Paints  (Bridge  and  Structural  Iron 
and  Pipe  Coating) 
Barrett  Co. 

Dominion   Paint  Works 
Imperial  Oil  Company 
Spielmann  Agencies  (Regd.) 
Trussed  Concrete  Steel  Co. 

Papers  (Building,  Roofing,  Water- 
proof and  Insulating) 

Beveridge  Paper  Co.,  Ltd. 

Paving  and  Paving  Materials 
Asphalt  &  Supply  Company 
Barrett  Co. 

Carey  Mfg.   Co.,  Philip 
Imperial   Oil  Company 
Trussed  Concrete  Steel  Co. 


Pipe  (Concrete,  Iron  ft  Wood) 
Boving  Hydraulic  &  Engineerii 

Company 
Dominion  Concrete  Company  j 
Gartshore  Thomson  Pipe  Co. 
National  Iron  Works 

Pipe  and  Boiler  Coverings 
Dominion  Paint  Works 

Pencils  (Lead) 

American  Lead  Pencil  Company 

Perforated  Metals 
Canada  Wire  &  Iron  Goods  Cq. 

Pile  Driving  Machinery 
Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  G. 
Marsh  Engineering  Works,  Ltd. 

Pipe  Fittings  and  Flanges 

Pittsburgh   Valve,   Foundry  A 
Construction  Company  i 

Pipe  Covering  (Magnesia,  AsbestO! 
Wool,  Felt,  etc.) 

Asbestos  Mfg.  Company 

Pipe  Covering  (Cold  and  Steam) 

Armstrong  Cork  Company 

Plumbing  Supplies 

Mueller  Mfg.  Company,  H. 

Planing  Mill  Exhausters 

Canadian  Blower  and  Forge  Co 
Sheldons  Limited 

Plaster 

Britnell  &  Company 

Plug  Drillers 

Canadian  Ingersoll-Rand  Co. 
(Continued  on  page  10) 


Hoisting  and  Haulage  Machinery 


will  enable  you  to 

Maintain  or  Increase  Your  Profits 
Reduce  Your  Operating  Expenses, 

and 

Complete  Your  Contracts  on  Time 


in  spite  of  the  Kaiser,  the  war  and  the  conscription  bill  all  combirfd. 


Here  is  a  partial  list  of  some  of  our  machinery  lliat  will  take  the 
place  of  men  in  handling  your  materials  for  you. 

HOISTING  ENGINES  ~|    These  will  either  hoist  or  haul 

ELECTRIC  HOISTS  -    materials    faster    and  cheaper 

GASOLINE  OR  BELT  HOISTS   I    than  men. 


from  10  to  50  Horse  Power. 
Standard  Derrick  Engine,  made  in  7  sizes, 


DERRICKS,  any  size  or  type  you  wish,  for  hand  power,  steam  power, 
or  any  other  power. 

TRAVELING  DERRICKS,  to  your  specifications. 

CARS,  steel  or  wood  body,  any  style  you  prefer;  platform      STEEL  BUCKETS,  many  kinds,  for  moving  any  kind 
cars;  dump  cars,  end  or  side  dump,  or  rotary.  of  material. 

STONE  SKIPS,  etc. 

Marsh  Engineering  Works,  Limited,  nS^'")  Belleville,  Ont. 
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Pneumatic  Machinery  , 
Canadian  Ingersoll-Rand  Co. 


Power  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Inglis  Company,  John 


Pumps 

Canada    Foundries    &  Forgings, 

Pumps  and  Pumping  Machinery 
American  Well  Works 
Beatty  &  Sons,  M.  .  . 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian  Ingersoll-Rand  Co. 
Cook,  A.  D. 
Darling  Bros. 

Hopkins  &  Company,  t.  n. 
Inglis  Company,  John 
McDougall  Caledonian  Iron  Wks. 
Ontario   Wind   Engine   &  Pump 

Company  ,  r- 

Waterous  Engine  Works  Co. 

Quarry  Machinery 

Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 

Railway  Supplies 

Can.  Chicago  Bridge  &  Iron  Co. 
Dominion  Iron  &  Wrecking  Co. 
Gartshore,  John  J. 
Hopkins  &  Company,  F.  H. 

Reinforcing  Bars 
Baines  &  Peckover 

Reinforcements,  Concrete  and  Steel 

Baines  &  Peckover 
Burlington  Steel  Company 
Canada  Wire  &  Iron  Goods  Co. 
Pedlar   People  Limited 
Steel  Co.  of  Canada,  Limited 
Trussed  Concrete  Steel  Co. 

Refrigeration  Machinery 

Boving  Hydraulic  &  Engineering 
Company 

Rigging  Screws 

Hopkins  &  Company,  F.  H. 

Riveted  Spans 

MacKinnon  Holmes  &  Co. 

Road  Asphalt 

Asphalt  &  Supply  Company 
Imperial  Oil  Company 

Road  on 

Barrett  Company 
Imperial  Oil  Company 

Road  Mesh 

Baines  &  Peckover 

Road  Machinery 

Hopkins  &  Company,  F.  H. 
Waterous  Engine  Works  Co. 

Rolling  Steel  Doors 

Ormsl;y  Company,  A.  B. 

Roofing  Material 

Asbestos   Mfg.  Company 
Barrett  Co. 

Bishopric  Wallboard  Company 
Brantford  Roofing  Company 
Carey  Company,  Philip 
Imperial  Oil  Company 
Npble,  Clarence  W. 
Pedlar  People  Limited 


Roofing,  Rubber 

Beveridge  Paper  Co., 


Ltd. 


Rubber  Goodi 

Barrett  Company 

Can.  Consolidated  Rubber  Co 


Sash  Machinery 

King  Construction  Company 

Scrap  Iron 

Dominion  Iron  &  Wrecking  Co. 

Screens 

Canada  Wire  &  Iron  Goods  Co. 

Sewer  Pipe 

Britnell  &  Company 
Canada  Iron  Foundries 
Dominion  Sewer  Pipe  Co. 
Gartshore  Thompson  Pipe  Co. 
Hamilton  &  Toronto  Sewer  Pipe 

Company 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
National  Iron  Works 
Ontario  Sewer  Pipe  Company 
Standard  Clay  Products  Ltd. 

Sheathings 

Beveridge  Paper  Co.,  Ltd. 

Sheeting 

Barrett  Company 

Shingles  (Asbestos) 

Asbestos  Mfg.  Company 

Ship  Forgings 

Canada    Foundries    &  Forgings, 

Shovels  (Steam) 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 

Silo  Moulds 

London  Concrete  Machinery  Co. 

Skylights 

Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Slates  (Asbestos) 

Asbestos  Mfg.  Company 

Smoke  Stacks 

Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  SteerCo. 
DesMoines  Bridge  &  Iron  Co. 
MacKinnon,  Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime   Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Pedlar  People  Limited 
Waterous  Engine  Works  Co. 

Sprinkler  Tanks  (Steel) 

Can.  Chicago  Bridge  &  Iron  Co. 

Stair  Builders 

Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Steam  Appliances 
Darling  Bros. 

Steam  Apparatus  and  Specialties 
Canadian  Allis  Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
McAvity  &  Sons,  T. 
Sheldons  Limited 

Steam  Turbines 

McDougall  Caledonian  Iron  Wks. 

Steel 

Burlington   Steel  Company 
Dominion  Iron  &  Wrecking  Co. 
Hopkins  &  Company,  F.  H. 
Steel  Company  of  Can.,  Ltd. 
Trussed  Concrete  Steel  Co. 

Steel  Bars 

Haines  &  Peckover 
Burlington  Steel  Company 
Hopkins  &  Company,  F.  H. 
Maritime   Bridge  Company 
Steel  Company  of  Canada,  Ltd. 
Trussed  Concrete  Steel  Co. 


Steel  Beams 

MacKinnon  Holmes  &  Co. 

Steel  Castings 

Canadian  Steel  Foundries,  Ltd. 

Steel  Pipe 

Can.  Chicago  Bridge  &  Iron  Wks. 

Steel  Plate  Construction 
MacKinnon-Holmes  &  Co. 
Marsh  Engineering  Works,  Ltd. 
Waterous  Engine  Works  Co. 

Steel  Sash 

Ormsby  Company,  A.  B. 
Trussed  Concrete  Steel  Co. 

Stone 

Britnell  &  Company 
Rogers    Supply  Company 
Sackville  Freestone  (Tompany 

Structural  Iron  and  Steel 

Burlington  Steel  Company 
Canadian  Allis-Chalmers  Ltd. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
MacKinnon-Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 
McGregor   &  Mclntyre 
Reid  &  Brown  Structural  Steel  & 
Iron  Works 

Stucco  Board 

Bishopric  Wallboard  Company 

Swinging  Gears 

Dake   Engine  Company 

Switchboards 

Canadian  General  Electric  Co. 

Tanks  and  Steel  Pipes 

Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  Allis  Chalmers  Ltd. 
Canadian  DesMoines  Steel  Co. 
Inglis,  John 

Manitoba  Bridge  &  Iron  Works 
Marsh  Engineering  Works,  Ltd. 
McDougall  Caledonian  Iron  Wks. 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 
Ontario  Wind  Engine  &  Pump 

Company 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co.,  A.  R. 

Telescopic  Hoists 

Black  Building  Supply  Company 
Gillis  &  Geoghegan 

Testing  and  Inspecting  Bureau 
Hunt  &  Company,  Robt.  W. 

Tile  Moulds 

London  Concrete  Machinery  Co. 

Thumb  Screws  and  Nuts 

Canada    Foundries    &  Forgings, 

Towers 

Can.  Chicago  Bridge  &  Iron  Co. 

Transformers 

Canadian  General  Electric  Co. 

Turnbuckles 

Canada    Foundries    &  Forgings, 

Dominion  Wire  Rope  Company 

Valves 

Canada    Iron  Foundries 
Gartshore-Thomson   Pipe  Co. 
Kerr    Engine  Company 
McAvity  &  Sons,  T. 


Ventilating    &    Heating  Apparatui 
Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 


Varnishes — Insulating 

Standard  Underground  Cable  Cs 
of  Canada,  Limited 


Wagons 

Tiffin   Wagon   Company  t 

Wall  Board 

Bishopric  Wallboard  Company  I 

Wallboard   (Asbestos,  Linabestos) 
Asbestos  Mfg.  Company 

Water   Level  Apparatus 

Gent  &  Company,  Limited 


Waterproofing 
Barrett  Co. 

Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 


Water  Softeners  and  Filters 

Manitoba  Bridge  &  Iron  Works 

Water  Tapping  Machines 
Mueller  Mfg.   Company,  H. 

Water  Turbines 

Boving  Hydraulic  &  Engineering] 
Company  i 
Canadian  Allis-Chalmers  Ltd.  j 
McDougall  Caledonian  Iron  Wki  i 


Welding  Apparatus 

Imperial  Brass  Company 

Prest-O-Lite  Company,  Inc. 


Welding  and  Cutting  Plants 

Prest-O-Lite  Company,  Inc. 


Well  Drilling  Plants 
American  Well  Works 
Ontario  Wind  Engine  &  Pump 
Company 


Window  Sash 

Steel  &  Radiation  Limited 
Trussed  Concrete  Steel  Co. 


Wires  and  Cables 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 


Wire  Guards  and  Screens 

Canada  Wire  &  Iron  Goods  Co. 


Wire  Rope 

Dominion  Wire  Rope  Co.,  Ltd. 

Wrenches 

Canada    Foundries   &  Forgings, 


Wood  Pipe 

Canadian  Pipe  Company 
Pacific  Coast  Pipe  Company 
Vancouver  Wood  Pipe  &  Tank 
Company 


Wood  Tanks 

Pacific  Coast  Pipe  Company 
Vancouver  Wood  Pipe  and  Tank 
Company 
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They  Used 

Tfrm«€0«  System  of  Reinforced  Concrete 


Watt  and  Blackwell,  Architects- 


HUNT  BROS.'  FLOUR  MILL,  LONDON,  ONT. 
Trussed  Bars  and  Rib  Bars  used  in  this  building 


Archibald  and  Holmes,  Contractors 


Reinforced  concrete  is  the  modern  method  of  fireproof 
building  construction.  It  is  used  by  the  best  Architects, 
Engineers  and  Contractors  in  all  modern  structures. 

Truscon  Building  Products  have  been  used  in  every  type  of  building  in  every  part  of  Canada.  They  are  applicable 
to  every  size,  type  and  style  of  structure  and  one  or  more  of  them  can  be  used  in  every  building.  Whenever  you 
have  under  consideration  a  factory,  warehouse,  power  house,  water  tank,  pavement,  storage  bin,  store,  cold  storage 
plant,  viaduct,  pulp  mill,  railway  shop,  newspaper  plant,  tannery,  lumber  storage  buildings  or  any  other  structure 
of  concrete,  steel  or  wood  construction,  you  have  use  for  Truscon  Building  Products. 

Our  large  Engineering  Department  is  composed  of  experts  who  have  had  technical  training  and  wide  experience 
in  the  engineering  field,  are  familiar  with  every  type  of  construction  and  have  specialized  in  reinforced  concrete. 
This  experience  in  reinforced  concrete  in  all  its  applications  places  this  department  in  a  position  to  furnish  ex 
pert  advice,  together  with  valuable  suggestions,  which  are  given  without  cost  to  all  parties  contemplating  building. 

F^etter  Buildings  use  T^ussed  Concrete  Steel  Company 

«mSCOa  of  Canada,  Limited 

WALKERVILLE,  ONTARIO 

Montreal  Toronto  Winnipeg  Calgary  Vancouver 


BUILDING 
PROD  U  CTS 
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BRASS  and  IRON 

Foundries  and  Machine  Shops 

Manufacturing  High  Grade 

VALVES,  FlTTINCiS 

SPECIAL  CASTINGS,  Etc. 

For   Marine,  Locomotive,  Corporation, 
Mill,  Mining,  Steam  Fitters'  and  Contractors'  Work 

PATTERN  SHOPS  making 
Standard  and  Special  Patterns 


Wholesale  and  Retail  Hardware   Brass  and  Iron  Founders 

St.  John,  N.B. 

MONTREAL  TORONTO  WINNIPEG  VANCOUVER 

LONDON,  England  DURBAN,  South  Africa 
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'  /WAKEFIELD  SX  \ 
/PATENTS^  ' 


A  hand  lamp  for  a  rush  repair  job  is  the  handiest  to  have  in  a 
contractor's  outfit. 

A  Complete  100  C.  P.  Light  in  Itself 

With  this  handy  lamp  you  can  have  a  bright,  pure  white  light  at  a 
moment's  notice  that  will  burn  a  full  TEN  HOURS  without  re-charg- 
ing. 

If  you  must  have  light,  and  at  a  low  figure,  buy  a  half-dozen  hand 
lamps.  The  cost  is  low  and  you  get  sufficient  light  to  keep  a  staff  of 
over  twenty  men  going  for  TEN  HOURS  steady. 

Burns  the  CARBIC  Cake  No.  10 

CARBIC  is  an  absolutely  clean,  smokeless  fuel,  that  gives  a  bright 
white  flickerless  light  the  full  time.  You  do  not  require  expert  men  to 
handle  it,  as  a  laborer  can  re-charge  a  lamp  in  a  moment  after  he  has 
been  shown  the  idea. 

A  Free  Trial  is  open  to  any  contractor  who  is 
desirous  of  testing  the  Lamp  in  his  own  back  yard. 

Catalogues  for  the  asking. 


W.  L  FOSTER 


333  Adelaide  Street  West 


TORONTO.  Canada 


KELLY,  POWELL,  LIMITED,  WINNIPEG,  MAN. 
MUSSENS,  LIMITED,  MONTREAL,  QUE. 
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Works  at  Walkerville,  Ontario 


When    placing  your 
order  for 

HYDRANTS, 
VALVES 

and 

VALVE 
BOXES 

place  it  with  us. 


MADE  IN  CANADA 


Strong,  Substantial  and 
Modern  Designs. 
Prices  right. 

Write  for  prices  and  see. 


IMITCD 


VALVE -HYDRANT  MANUFACTURERS 

WALKERVILLE,  ONT. 


BOOKS 

for  Engineers 
and  Contractors 

The  following  Books  are  Offered  subject  to  Pre- 
vious Sale: 

British  &  Foreign  Building  Stones,  by  John  Watson.  Pub- 
lished in  1911  at  the  University  Press,  Cambridge,  Eng- 
land.   483  pages.     Price  50  cents. 

Centrifugal  Pumps,  by  R.  L.  Daugherty.  Published  in  1915 
by  McGraw-Hill  Book  Company.  190  pages,  illustrated. 
Price  $2.00. 

Construction  of  Roads  &  Pavements,  by  T.  R.  Agg,  C.  E. 
Published  in  191C  by  McGraw-Hill  Book  Company.  432 
pages,  illustrated.     Price  $3.00. 

History  of  Bridge  Engineering,  by  Henry  Grattan  Tyrrell, 
C.E.     480  pages,  illustrated.     Price  $5.00. 

Irrigation  Practice  and  Engineering  (Volume  One),  by  B.  A. 
Etcheverry.  Published  in  1915  by  McGraw-Hill  Book  Com- 
pany.   213  pages,  illustrated.     Price  $2.00. 

Irrigation  Practice  &  Engineering  (Vol.  2),  by  B.  A.  Etche- 
verry. Published  in  1915  by  McGraw-Hill  Book  Com- 
pany.   364  pages,  illustrated.    Price  $3.50. 

Irrigation  Practice  &  Engineering,  Volume  3,  by  B.  A.  Etche- 
verry. Published  in  1916  by  McGraw-Hill  Book  Company. 
438  pages,  illustrated.     Price  $4.00. 

Locks  and  Builders'  Hardware,  by  Henry  R.  Towne.  Published 
in  1904  by  John  Wiley  &  Sons.  1,116  pages,  illustrated. 
Price  $1.50. 

"Operation  and  Maintenance  of  Irrigation  Systems,"  by  S.  T. 
Harding.  First  edition,  just  published  by  the  McGraw-Hill 
Book  Co.    271  pages,  illustrated.     Price  $2.50. 

"Practical  Road  Building,"  by  Charles  E.  Foote.  Just  pub- 
lished by  David  McKay.    295  pages,  illustrated.  Price  $1.25. 

"Public  Utility  Rates."  A  discussion  of  the  Principles  and 
Practice  underlying  charges  for  Water,  Gas,  Electricity, 
Communication  and  Transformation  Services,  by  Harry 
Barker,  B.S.  First  edition,  just  published  by  the  McGraw- 
Hill  Book  Company.    387  pages.     Price  $4.00. 

Relief  from  Floods.  The  Fundamentals  of  Flood  Prevention, 
Flood  Protection  and  llie  means  of  determining  proper 
remedies.  By  John  W.  Alvord  and  Charles  B.  Burdock. 
First  edition  just  published,  by  McGraw-Hill  Book  Com- 
pany, Inc.    175  pages,  illustrated.     Price  $2.00. 

Some  Considerations  Regarding  Cast  Iron  and  Steel  Pipes,  by 
John  Sharp.  Published  in  1914  by  Longmans,  Green  & 
Company.    142  pages,  illustrated.    Price  $1.60. 

Steel  Bridge  Designing,  by  Melville  B.  Wells,  C.E.  Published 
By  Myron  C.  Clark  Publishing  Company  in  1913.  260 
pages,  illustrated.    Price  $2.00. 

Use  of  Water  in  Irrigation,  by  Samuel  Fortier.  Published  in 
1915  by  McGraw-Hill  Book  Company.  265  pages,  illus- 
trated.   Price  $2.00. 

"Use  of  Water  in  Irrigation,"  by  Samuel  Fortier.  Second  edi- 
tion. Published  by  McGraw-Hill  Book  Company,  1916.  326 
pages,  illustrated.     Price  $2.00. 

Water  Power  Engineering,  by  Daniel  W.  Mead,  2nd  edition. 
The  Theory,  Investigation  and  Development  of  Water 
Powers.  Published  in  1915  by  McGraw-Hill  Book  Com- 
pany.   843  pages,  illustrated.    Price  $6.00. 

Water  Purification,  by  Joseph  W.  Ellins.  Just  published  by 
McGraw-Hill  Book  (Tompany.  485  pages,  illustrated.  Price 
$5.00. 

Waterworks  Engineering.  A  Practical  Treatise  on  the  Con- 
struction of  Waterworks  for  the  use  of  Engineers  and 
Students  of  Engineering,  by  Fred.  C.  Uren,  M.  Inst.  C. 
E.  I.  With  numerous  plates  and  186  illustrations.  Pub- 
lished by  Castle  Litho  Limited,  Bristol,  England,  in  1914. 
,     268  pages.     Price  $3.00. 

Waterworks  Handbook,  by  Alfred  Douglas  Flinn,  Robert  Spurr 
Weston  and  Clinton  Lathrop  Bogert.  Published  in  1916  by 
McGraw-Hill  Book  Company.  824  pages,  illustrated.  Price 
$6.00. 
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London  Concrete  Mixers 


[.ondon  Concrete  Mixers  may  co.^t  more  to  Ijiiy 
l)ut  they  are  cheaper  in  the  end,  as  they  are  built 
to  nin  for  years- without  repairs  or  breakdowns. 


Every  mixer  sold  sells  10  more.  Seventeen  London 
Mixers  are  now  being  used  on  the  Winnipeg-  Aqueduct, 
the  largest  concrete  job  ever  attempted  in  Canada. 
There  is  a  reason  for  it. 

We  build  23  different  sizes  of  Concrete 
Mixers  and  a  full  line  of  Concrete  Machinery 


London  Con- 
crete Mixer 
with  Power 
Loader  built  in 
five  sizes  and    with  any  equipment. 

Send  for  Catalogue  No.  1-L. 


London  Concrete  Machinery  Co.,  Ltd.,  Dept.  7,  London,  Ont. 

WORLD'S  LARGEST  MANUFACTURERS  OF  CONCRETE  MACHINERY 


R.  R.  Power.  Halifax,  N.S. 
The  Foss  &  Hill  Machinery  Company,  Montreal,  Que. 
The  General  Supply  Company  of  Canada,  Ottawa,  Ont. 


AGENCIES 


Rene  Talbot,  Quebec,  Que. 

The  General  Supply  Company  of  Canada,  Winnipeg,  Man. 
The  B.  C.  Equipment  Company,  Vancouver,  B.C. 


Home  in  Halifax  roofed  with 
l^.rantford  Asphalt  Slates. 


Contractors  who  have  used  Brant- 
ford  Asphalt  Slates  on  homes,  schools, 
churches,  and  other  buildings  have 
been  well  pleased  with  the  results.  The 
demand  for  our  slates  is  steadily  in- 
creasing. 


Beauty,  Permanency,  Economy 

are  coml)ined  in  a  roof  covered  with  ilrantford  .\sphalt  Slate-. 
The  natural,  unfadeal)le  reddisli  brown  and  dark  green  colors  of. 
the  crushed  slate  surface  i)resent  a  very  artistic  a])pearance.  The 

])ermanency  of 

Branlford 

Asphalt  Slates 

is  recognized  bv  tlie  building  trade,  and  they  are  ecoiumiical  in 
the  cost  per  square  and  the  cost  of  laying.  I'.eing  pliable  and 
regular  in  size,  the\-  arc  very  easily  and  (piickly  handled,  less  time 
being  recjuired  to  lay  a  roof  with  them.  They  do  not  split  when 
nailing,  and  none  have  to  be  discarded  because  of  worm  holes  or 
knots.    Kvcry  Urantford  .\si)halt  Slate  is  perfect. 

Write  for  booklet  and  prices. 

Branlford  Roofing  Co 


.Limited 


Head  Office  and  Factory,  Brantford,  Canada 

Branches  at  Toronto,  Montreal,  Halifax 
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ALPHABETICAL  LIST  OF  ADVERTISERS 


American  Lead  Pencil  Company  .  .  . 

American  Well  Works  

Anglins  Limited   50 

Armstrong  Cork  Company  

Asbestos    Manufacturing    Company.  17 

Asphalt  and  Supply  Company   58 

Ault  &  Wihorg-  Company   57 

Baines  &  Peckover  

Barber.  Frank   56 

Barrett  Company  

Bate,  McMahon  &  Co   19 

Bawden  Pump  Company  

Beatty  &  Sons,  Ltd.,  M   2 

Beveridge  Paper  Company    49 

Bickle  Company,  R.  S   49 

Bishopric  Wallboard  Company   50 

Blair  Company,  B  

Black  Building  Supply  Company  . .  . 
Boving  Hydraulic  and  Engineering 

Company  

Brantford  Roofing  Company   15 

Britnell  Company,  Limited   48 

Burlington  Steel  Company   47 


Canada  Carbide  Company   18 

Canada  Iron  Foundries,  Limited  ...  55 
Canada  Foundries  and  Forgings,  Ltd.  7 
Canada  Wire  and  Iron  Goods  Co.  . . 

Canadian  Allis-Chalmers   4 

Canadian  Blower  and  Forge  Co.  ...  50 
Canadian  Chicago  Bridge  and  Iron 

Company   57 

Canadian  Consolidated  Rubber  Co..  ;i 
Canadian  Des  Moines  Steel  Company  50 
Canadian  General  Electric  Company  4 
Canadian  Ingersoll-Rand  Company.. 
Canadian    Inspection    and  Testing 

Laboratories   5(5 

Canadian  Mathews  Gravity  Carrier 

Company  

Canadian  Office  School  Furniture  Co. 

Canadian  Pipe  Conipany,  Ltd   18 

Canadian  Steel  Foundries,  Ltd  

Canadian  Surety  Company   40 

Carey  Company,  Phili])  

Carter  White  Lead  Company   51 

Cast  Stone  Block  and  Machine  Co.. 

Chiljman  &  Power,  Limited   .'if; 

Conduits  Comi)any,  Limited    57 

Cook,  A.  D  

Crushed  .Stone,  Limited    48 

Hajsc  iMigine  Company   4H 

Dennis  Wire  and  Iron  Company  ... 


Dominion  Concrete  Company   58 

Dominion   Engineering  and  Inspec- 
tion Company   56 

Dominion  Iron  and  Steel  Company..  53 

Dominion  Iron  and  Wrecking  Co.  . .  51 

Dominion  Sewer  Pipe  Company  ....  18 

Dominion  Wire  Rope  Company  ....  00 


Engineers  and  Contractors,  Ltd. 


Foster,  W.  L   1.3 

Gartshore,  John  J  '  

Gartshore-Thompson  Pipe  and  Foun- 
dry Company   49 

Gent  Company   50 

Gillis  &  Geoghegan  


Hamilton  &  Toronto  Sewer  Pipe  Co. 

Hopkins  &  Co..  F.  H   60 

Hunt  &  Co.,  Robert  W   56 

Ideal  Concrete  Machinery  Company  49 

Imperial  Oil  Limited   5 

Inglis  Company,  John   45 

James,  Loudt)n  &  Hertzberg   50 


Miller  &  Co.,  George  M  

Milton  Hersey  Company  

Morrison  &  Co..  T.  A.  ...   ...  . 

Mueller  Manufacturing  Company 
Mussens  Limited  


Kerr  Engine  Company.  Ltd. 
King  Construction  Company 
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50 


Lea,  R.  S.  &  W.  S   50 

London  Concrete  Machinery  Co   15 

Lymburner,  Limited   2 

MacKinnon  Holmes  &  Co   53 

MacLean  Daily  Reports   18 

Maritime  Bridge  Works  Company  . .  57 

Manitoba  Bridge  and  Iron  Works  Co.  20 

Marsh  Engineering  VN'orks   8 

McAvity  &  Sons,  T   12 

McDougall  Caledonian   Iron  Works 

Company    7 

McGovern,  T.  J  »"  

McGregor  &  Mclntyre   57 


National  Fireproofing  Company  .... 

National  Iron  Works  

Noble,  Clarence  W  

Northern  Crane  Works,  Ltd  

Nova  Scotia  Steel  and  Coal  Company 


Office  Specialty  Company  

Ontario  Sewer  Pipe  Company  

Ontario  Wind  Engine  and  Pump  Co. 

Ormsby  Company,  A.  B  

Orpen  Conduit  Company  


Pacific  Coast  Pipe  Company  

Pedlar  People  

Power  &  Son   5|j 

Prest-O-Lite  Company  


Reid  &  Brown  Structural  Steel  and 
Iron  Works  


Sheldons  Limited  

Standard  Clay  Products,  Ltd  

Standard  Underground  Cable  Com- 
pany of  Canada,  Ltd   5 

Steel  Company  of  Canada,  Ltd  

Spielmann  Agencies  


Tiffin  Wagon  Company  

Toch  Brothers   

Toronto  Plate  Glass  Importing  Co. 
Trades  and  Labor  Branch,  Depart- 
ment of  Public  Works  

Trussed  Concrete  Steel  Company..  U 
Turnbull  Elevator  Company    55 


Vancouver  Wood  Pipe  and  Tank  C< 


Waterous   Engine  Works  Company 

Wells  &  Gray,  Limited  

Williams  Machinery  Co.,  Ltd.,  .\.  R.  49 
Wynne-Roberts,  R.  O  


Our  advertisers  represent  the  most  progressive  manufacturers  and  dealers.  Make 
your  purchases  of  them.   Give  your  business  to  the  man  who  is  enterpris- 
ing enough  to  spend  money  and  time  to  get  in  touch  with  you. 
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Why  Not  Make  the  Roof  as  Permanent 

as  the  Walls  ? 


When  you  build — make  it  proof  against  time  and  tlie  elements.  Make 
the  Building  a  real  investment,  not  an  expense. 

The  cost  of  two  poor  roofs  to-day  is  more  than  one  real  roof. 

What  will  your  renewal  cost  in  a  few  years?  L'robably  as  much  as  a  per- 
manent roof  now. 

Don't  use  perishable  materials  for  buildings;  we  need  them  for  other  i)ur- 
poses. 

Your  artistic  sense  need  not  suffer — ("Asbestoslate"  is  made  in  colors  and 
shapes  to  suit  most  people).  Just  as  the  picturesque  thatched  roof  had  to  be 
discarded  for  practical  reasons,  so  must  you  discard  the  inflammable  make- 
shift of  to-day. 

Be  consistent  about  "making  the  world  safe  for  coming  generations"  by 
carrying  out  the  idea  in  all  your  operations. 

"Asbestoslate"  shingles  will  protect  your  property  so  that  your  grand- 
children can  use  it. 

Don't  be  selfish— There  is  no  law  against  "laying  up  treasures"  for  others. 

Asbestos  Building  Lumber  will  fireproof  the  exterior.  _ 

"Linabestos"  Building  Lumber  will  fireproof  the  interior. 

For  Old  or  New  Buildings 

Contractors  can  build  up  a  good  business  by  using  and  recommending 
these  meritorious  materials. 

Are  you  a  "Micawber,"  waiting  for  somcthuig  to  turn  u])?   Better  go  after 

it — we  can  help  you. 

Write  us  now  for  samples  and  ])articulars. 

PRESIDENT  WILSON,  U.S.A.,  on  June  26.  1917. 
wrote  to  tlie  National  Board  of  Underwriters:  "Pre- 
ventable fire  is  more  than  a  private  misfortune;  it  is  a 
public  derelection.  At  a  time  like  this  of  emergency 
and  of  manifest  necessity  for  the  conservation  of  na- 
tional resources,  it  is  more  than  ever  a  matter  of  deep 
and  pressing  consequence  that  every  means  should  be 
taken  to  prevent  this  evil. 


Asbestos  Manufacturing  Company 

809  Drutnmond  Building 
MONTREAL,  Que. 
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WOODEN  PIPE 

We  make  wire-wound  wood  stave  pipe,  2  inches  to  24  inches  di- 
ameter. Continuous  wood  stave  pipe,  any  diameter  required.  Read 
the  letter  below.  This  shows  results  in  actual  use.  Quotations  on 
request.   

Corporation  of  tlie  District  of  West  Vancouver. 

Engineering  Dept.,  District  Engineer's  Ofifice, 

Municipal  Hall,  Ilollyburn,  B.C. 
Mr.  ..\.  G.  McGregor,  lOtli  April,  1918. 

The  Canadian  Pipe  Co.,  Ltd., 

Ono  Pacilic  Street,  Vancouver,  B.C. 
Dear  Sir; — In  reply  to  your  enquiry  we  have  much  pleasiue  in 
stating  that  the  2f>  miles  of  Wood  Stave  Pipe — ranging  in  size  from 
4  in.  to  ll>  in.  -  manufactured  and  installed  by  you  for  this  Mnni- 
ci]jality  in  l!.ll.''i-ll»10  has  given  the  utmost  satisfaction,  the  cost  of 
maintenance  up  to  tlic  present  time  having  been  practically  nil. 

The  noticeable  absence  of  leaks  at  the  joints  we  attribute  to  the 
inside  ring  place<l  in  your  pipe,  whicli,  it:  our  opinion,  is  one  of 
its  strong  featmes. 

The  fact  tliat  only  two  leaks  on  the  joints  have  occiu'red  since 
the  system  was  installed  speaks  for  itself,  particularly  as  this  pipe 
was  laiil  under  anything  but  ideal  conditions. 

For  the  Corporation  of  the  District  of  West  Vancouver, 
Brothers'  Creek  Water  System. 

(Signed)  It.  W.  Bell. 

CANADIAN  PIPE  CO.,  LIMITED 

Established  1904  New  Factory  Erected  1910 

Equipped  with  the  most  up-to-date  machinery.  Every  machine 
driven  by  a  separate  electric  motor.    Satisfaction  Guaranteed. 

Office  and  Factory— 550  Pacific  St.,  VANCOUVER,  B.C. 


SWANSEA 

Salt  Glazed  and  Vitrified  ' 

SEWER  PIPES 


True  to  Size 
Impervious  to  Water 

Sizes  manufactured  and  al- 
ways in  stock  4  in.  to  24  in. 


Ask  for  Price  List 
and  Discounts 


also 

Chimney  Tops 
Flue  LininiTS 
Wall  Copiner 
Culvert  Pipe 
Inverts 

Telephone  (Toronto  Connection) 
Parkdale  5000 


The  Dominion  Sewer  Pipe  Co. 

(The  Independent  Co.)  Limited 
SWANSEA  (near  Toronto) 


STONE 

FOR  i 

ROAD  BUILDING 

Waste  stone,  most 
desirable  for  road 
construction.  Ready 
for  quick  shipment. 

Inquiries  invited. 

Canada  Carbide  Co. 

Limited 

601  Power  Bldg.,  83  Craig  St. 

Montreal 


Building  Reports 

MacLean  Daily  Reports  follow,  step 
by  step  from  the  Architect's  office  to 
the  finished  building,  all  building  op- 
erations throughout  Canada.  By 
these  reports  you  learn  not  merely 
what  goods  are  needed,  but  also  the 
,  moment  when  they  are  needed. 

MacLean  Daily  Reports  Limited 

345  Adelaide  St.  W.,  Toronto 
also  Montreal  and  Winnipeg. 
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T.  C.  Bate  £.  McMahon 

Bate,  McMahon  &  Co. 

Robt.  S.  Low,  Manager 


The  illustration  shows  a  Ditcher  at  work  on  the  Borden  Military  Camp. 


We  have  built  all  the  principal  Military  Camps  in  Canada.  Proposals  and 
estimates  on  request,  for  waterworks,  sewers,  paving,  bridges,  concrete 
construction,  railroads  and  engineering-contracting  of  all  kinds. 


Drainage,  Sewer  and  Water  Supply  Installation 

Earth  and  Rock  Excavation 

Road  and  Street  Paving 

Concrete  Bridges  of  all  types 

Cement-Gun  Works  (Guniting) 

Scientific,  Economical  Concrete  Construction 

Reinforced  Concrete  Work  of  all  kinds 

Railroad  and  Street  Railroad  Construction 


Head  Office  : — Central  Chambers,  Ottawa 


20 


THE   CONTRACT  RECORD 


Bar  Iron 

Carried  in  all  sizes  and  lengths 
for  immediate  shipment.  Special 
prices  on  certain  sizes. 

Steel  Sheets 

A  complete  range  from  10  gauge  to  26 
gauge,  for  immediate  shipment. 
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m 


Small  Angles 

From  3/4"  X  3/4"  x  Ys"  to  2"  x  2"  x 
%"  in  all  sizes,  thicknesses  and 
lengths: 

Steel  Plates 

All  sizes  from  3/16"  to  1"  thick,  in  stock 
n  o  V/. 


We  have  a  large  stock  of  BOILER  TUBES  of  all  sizes  for  immediate  shipment. 

Write  to  our  WAREHOUSE  DEPT.  regarding  your  needs. 

Reinforcing  Bars  for  Concrete 

Shipment  from  Mill  or  Stock 

We  desisn  and  fabricate  all  kinds  of  structural  steel,  and  carry  at  all  times  a  large  stock  of  Beams,  Chan- 
nels, Broad  Flange  Beams,  Plates  and  Angles,  Rivets,  Bolts,  Shafting,  Transmission  Machinery,  etc.,  besides 
those   mentioned   above — ready   for  immediate  shipment. 

We  have  a  monthly  stock  list  that  should  be  on  your  desk.   Ask  for  it. 


Manitoba  Bridge  &  Iron  Works,  Ltd. 

Winnipeg       •  Manitoba 


.\'cvv  ('irei)rouf 
factory,  ,\merican 
Can  C'tjmpany. 


IJeing  erected  by 
Norcross  Kros., 
Contractors. 
N.  M.  Loney, 
New  York, 
Engineer. 


^^l^jlJg^l^r^  Steel  Sash,  Fire-Doors,  Partitions 


To  follow  the  most  modern  ideas  in 
factory  huildinH-  calls  for  the  use  of 
( )rmsl)y  products. 

In  the  fine  factory  illustrated  above, 
the  highest  type  of  windows,  doors, 
and  ijartilions  were  demanded  to  se- 
cure proper  ventilating,  lighting  and 
fire-proofing.  'I'hese  important  fea- 
tures of  the  l)uilding  were  entrusted 
to  Oruishy.  whose  contract  for  sup- 
plies included: — 

Ormsby  Lupton  Steel  Sash. 


Ormsby  Steel  Partitions. 
Ormsby  Rolling  Steel  Fire-Doors. 
Ormsby    Counterbalanced  Elevator 
Doors. 

Ormsby  Kalameined  Do«rs. 

To  anyone  interested  in  factory  i)uild- 
ing  we  will  l)e  .glad  to  send  full  in- 
formation, details  of  construction, 
specifications  and  blueprints  of  mod- 
ern Ormsby  Products. 


The 


A.  B.  Ormsby  Co.,  Ltd. 


Toronto,  Ont. 


AGENTS: 
Maritime  Provinces — 

K.  .\.  C.illis  Co.,  Limited,  Halifax,  N.S. 
1).   .\.   Ciininiings,   llrockville.  Out. 
British  Columbia — 

A.   T.   Cliaiiibcrs,  Vancouver. 
Associated  with — 

THE  METAL  SHINGLE  &  SIDING  CO. 
LIMITED. 
Factories  at  Preston.  Toronto,  Montreal, 

Winnipeg.   Saskatoon,  Calgary. 
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Published  Each  Wednesday  by 

HUGH  G.  MACLEAN,  LIMITED 

HUGH  C.  MacLEAN,  Winnipeg,  President. 
THOMAS  S.  YOUNG,  General  Manager. 
HEAD  OFFICE  -  347  Adelaide  Street  West,  TORONTO 
Telephone  A.  3700 
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Gontractors  Plan  to  Grop 
270,000  Acres  in  1919 

AT  the  Montreal  Rotary  Club  luncheon,  a  few 
days  ago,  Mr.  J.  P.  Anglin  outlined  the  project 
of  utilizing-  contractor.s  and  contracting  equi])- 
ment  in  agricultural  work  and  took  the  Rotar- 
ians  into  his  confidence  with  regard  to  his  recei)tion  l^y 
members  of  the  government,  financiers,  contractors, 
agricultural  men  and  others  concerning  the  ]M-oject.  He 
said  that  he  had  met  encouragement  of  the  most  inspir- 
ing kind  from  nine  out  of  ten  of  the  men  approached. 
The  opinion  was  generally  exi)ressed,  however,  that 
the  plan  should  be  taken  up  by  the  federal  government, 
as  it  was  of  so  vast  a  nature  that  the  various  difficulties 
in  the  way  could  only  be  removed  by  the  highest 
authority  in  the  country. 

Mr.  Anglin  said  that  the  project  was  to  work  the 
land  in  groups  of  12,000  acres  each.  Forty-five  men 
were  enough  to  operate  a  group  of  that  magnitude.  It 
had  been  proposed  to  start  sixtv  of  those  groujis  this 
year,  but  so  much  time  had  been  lost  that  only  thirty  of 
them  could  now  be  undertaken.  If  a  few  more  weeks 
were  lost  the  project  would  have  to  be  cut  out  entirely 
this  year.  One  contractor  could  operate  several  groups 
of  12,000  acres,  with  a  superintendent  over  each.  The 
money  needed  was  the  great  drawback.   The  farm  ma- 


chinery, the  contractors"  c<|ui|)ment  and  organization, 
the  idle  lands,  the  best  cxjjert  agricultural  guidance  in 
the  C(juntry  could  all  be  (jbtained,  but  the  money  was 
the  hard  thing  to  (jbtain. 

The  present  i)ro])osal  to  break  M)  groups  of  '^O^XJ 
acre's  each,  or  270,0(XJ  acres,  this  year  would  require 
$4,.^00,0(XJ,  and  next  year  twice  that,  so  that  $13,fXXJ,fXXJ 
would  be  required.  There  would  be  no  crop  until  the 
fall  of  1919,  but  at  the  end  of  four  crops  of  what  would 
be  broken  this  year  and  three  crops  of  what  would  be 
Ijroken  next  year  the  return  to  the  government  would 
l)e  $40.000,CX)0  ca.sh,  out  of  a  $13.000,(XX)  inve.stment. 
and  that  on  a  conservative  estimate  of  the  jjricc  of 
wheat  by  the  go\  ernment's  own  experts. 

Air.  .Vnglin's- figures  of  profit  may  look  a  little  bit 
ro.sy  to  many  a  practical  farmer,  but  Mr.  .\nglin  is  cer- 
tainly a  practical  contractor  and  should  know  what  he 
can  do  with  his  equi])ment.  Possibly  he  may  not  be 
making  due  allowance  for  bad  seasons,  as  the  figures 
given  are  not  sufficiently  in  detail  to  show  just  how 
these  totals  are  reached.  Howe\  er,  at  the  present  time 
cost  of  production  is  much  less  important  than  f|uan- 
tity.  If  it  is  true  that  a  world  food  shortage  threatens 
and  that  food  may  be  the  determining  factor  in  the  war. 
then  the  value  of  an  extra  270,000  acres  of  wheat  is  not 
to  be  measured  in  dollars  and  cents  so  much  as  in  "cal- 
ories." Mr.  Anglin's  scheme  is  well  worth  the  support 
of  the  Dominion  (lovernment.  Prompt  action,  how- 
ever, is  essential.  The  country  needs  a  food  "pro- 
ducer" quite  as  much  as  a  food  controller,  and  in  ])ro- 
])ortion  as  the  former  becomes  efficient  the  ncTc>^it> 
for  the  latter  would  gradually  disai)])ear. 


Better  Dwellings 

For  Industrial  Workers 

TH  1'^  (juestion  of  industrial  dwellings  in  relation 
to  large  plants  has  lately  received  considerable 
attention  in  the  Province  of  Quebec.  The 
eliforts  to  give  better  accommodation  have  been 
I)articularly  notable  in  the  case  of  the  pulp  and  paper 
companies,  where  comparatively  recent  dcvehjpments 
as  to  output  have  made  it  more  easy  to  establish  hous- 
ing schemes. 

The  Laurentide  Company,  of  (jrand'Mere,  has  been 
a  leader  in  this  direction,  and  Mr.  F.  .\.  Sabbaton,  as- 
sistant manager,  considers  that  this  phase  of  work 
is  as  important  as  mill  efficiency.  It  is  part  of  an  edu- 
cational process  designed  to  make  the  men  good  citi- 
zens. The  company  has  gone  farther  than  erecting 
model  residences — it  has  constructed  and  operates  a 
hotel,  provides  club  houses  for  the  employees,  main- 
tains a  free  school,  together  with  skating  rink,  tennis 
courts,  playgrounds,  golf  links,  and  a  large  farm  and 
truck  garden.  Mr.  Sabbaton  is  of  the  opinion  that,  apart 
from  the  educational  value  to  the  general  community, 
such  a  scheme  is  {profitable  to  the  company.  It  provides 
means  for  the  men  to  become  more  efficient,  and,  of 
course,  capable  of  earning  more  for  themselves,  and 
at  the  same  time  engenders  a  feeling  of  contentment 
which  binds  them  to  a  particular  locality.  This  en- 
sures a  ])ositive  supply  of  efficient  help,  in  place  of 
transient  labor,  discontented  and  always  on  the  look- 
out for  an  opportunity  to  move  on. 

.\  well  ])lanned  housing  scheme  appeals  in  par- 
ticular to  men  with  families,  and  the  added  attractitMis 
such  as  have  been  t)utlined,  are  inducements  for  men 
to  make  a  given  town  their  permanent  home. 

The  St.  Maurice  Paj^er  Company.  Three  River-. 
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and  the  Donnacona  Paper  Company,  Quebec,  P.Q-,  are 
following  the  example  of  the  Laurentide  Company, 
and  have  drawn  up  plans  for  industrial  dwellings.  The 
cottages  of  the  first-named  concern  will  be  of  frame 
construction,  with  concrete  foundations.  The  dwell- 
ings of  the  Donnacona  Company  are  to  be  of  two 
storeys  and  a  basement,  stucco  construction.  The 
heating  will  be  by  means  of  a  central  system,  which 
will  supply  all  the  houses. 

The  Abitibi  Company,  with  its  mills  in  Northern 
Ontario,  has  built  a  model  town,  designed  not  only 
to  give  its  employees  first  class  accommodation,  in 
place  of  the  shacks  which  would  be  inevitably  con- 
structed if  the  iniative  were  left  to  the  men,  but  also 
to  retain  the  help.  The  Kipawa  Fibre  Company, 
which  proposes  to  build  a  very  large  mill  at  Temis- 
kaming,  has  under  consideration  the  laying  out  of  a 
model  town.  Surveys  have  been  made,  and  a  scheme 
drawn  up,  with  the  assistance  of  Mr.  Thomas  Adams, 
of  the  Conservation  Commission. 

In  another  direction  the  Shawinigan  Water  and 
Power  Company  has  done  good  work  at  Shavvinigan 
Falls,  P.Q.  This  town  has  developed  at  a  great  rate, 
owing  to  the  location  of  industries  attracted  by  the 
abundant  supply  of  cheap  power.  The  company  has 
put  up  a  large  number  of  model  dwellings,  and  has  also 
expended  a  considerable  sum  in  the  way  of  providing 
accommodation  for  recreation.  The  president  of  the 
company,  Mr.  J.  Aldred,  has  donated  a  technical  in- 
stitute, and  two  of  the  subsidiary  concerns,  the  Can- 
ada Carbide  Company  and  the  American  Electro  Pro- 
ducts Company,  are  building  clubs,  each  to  cost  about 
$10,000. 

In  the  West,  the  Taylor  Engineering  Company, 
Vancouver,  contemplate  the  laying  out  of  a  model 
village  at  Point  Grey,  consisting  of  225  residences, 
with  a  central  heating  system.  The  plans  include  the 
construction  of  roads,  sidewalks,  sewers,  and  water 
mains. 

The  fact  that  the  companies  responsible  for  the 
schemes  have  ample  capital  and  build  without  making 
rental  profit  a  primary  consideration,  has  the  advantage 
of  enabling  well  designed  and  well  built  houses  to  be 
erected  and  let  at  a  low  rental.  The  main  object  is  to 
l)rovide  convenient  dwellings,  to  make  the  men  com- 
fortable, and  to  give  pleasant  surroundings  in  the 
shape  of  gardens,  etc.  The  companies  do  not  look 
upon  the  houses  as  revenue  producers,  and  are  there- 
fore able  to  expend  considerable  amounts  in  the  way 
of  extra  accommodation  which  would  not  be  possible 
if  the  capital  outlay  was  on  a  purely  commercial  basis, 
'i'his  makes  for  substantial  building. 


Efficiency  in  Highway  Drainage 

 By  N.  B.  Carver*  

WATI'".R  is  the  worst  enemy  of  good  roads.  A 
water-soaked  subgrade  precludes  the  possi- 
])i]ity  of  a  ])crnianent  road  surface  just  as 
surely  as  quicksand  under  a  bridge  pier 
makes  the  superstructure  unstable.  An  earth  road 
that  is  good  when  dry  may  become  very  bad  when 
it  is  soaked  with  water  and  has  been  broken  up  by 
the  tramping  of  horses'  feet  and  the  wheels  of  vehicles. 
In  winter  and  spring  the  freezing  and  thawing  of  the 
water  in  the  subgrade  effectively  destroy  any  hard  sur- 
face that  may  have  lieen  formed  at  a  more  favorable 

'  Associate  in  Civil  Ensrincerlngr  University  of  Illinois  in  "Goo(3  Roads." 


season.  ,If  efficient  drainage  were  provided  this  usual} 
"break  up"  of  the  roads  would  not  occur. 

Good  drainage  is  an  absolute  necessity  in  any  kindi 
of  permanent  road  improvement.    The  water  fromi 
rainfall  must  not  only  be  gotten  of¥  the  road  surface 
into  the  side  ditches,  but  it  must  be  gotten  out  of  the  , 
side  ditches  into  the  natural  watercourses  so  that 
will  not  penetrate  into  the  subgrade.   It  is  not  unusua 
to  see  earth  roads  well  crowned  and  free  from  ruti 
but  the  side  ditches  uncared  for  and  the  culverts  sd 
obstructed  that  it  is  impossible  for  the  water  to  'ge 
away  except  by  evaporation  or  percolation. 

Highway  superintendents  must  awaken  to  their 
responsibilities  and  take  advantage  of  every  oppor- 
tunity to  secure  the  best  roads  possible  with  the  funds 
at  their  disposal.  Drainage  structures  such  as  culverts 
and  bridges  must  be  built  in  order  that  vehicles  may- 
pass  along  the  roads  safely,  and  it  requires  only  a 
small  additional  sum  to  keep  these  structures  free 
from  obstructions  and  in  condition  to  permit  the  water 
to  flow  freely. 

It  is  usual  to  permit  the  weeds  to  grow  undisturbed 
along  the  public  highways  during  the  summer  months, 
and  by  the  end  of  summer  the  entrances  and  outlets 
of  culverts  and  small  bridges  are  hid  from  view  by  this 
luxuriant  vegetation.  If  the  weeds,  perchance,  are  cut 
they  are  permitted  to  lie  upon  the  ground  until  the  first 
freshet  washes  them  against  the  entrance  to  the  near- 
est culvert ;  and  the  flow  of  water  is  almost  if  not 
entirely  stopped.  Drainage  structures  obstructed  in 
this  way  are  a  hindrance  rather  than  a  benefit. 

The  late  fall  and  early  winter  should  be  marked  by 
energetic  action  on  the  part  of  road  superintendents. 
All  obstructions  should  be  removed  from  the  water- 
ways. All  drainage  structures  should  be  made  ef¥ective 
by  the  removal  of  all  trash  and  debris  collected  at  en- 
trances and  outlets.  These  structures  should  not  be 
permitted  to  stand  throughout  the  year  without  serv- 
ing the  i)urpose  for  which  they  were  intended.  Each 
structure  represents  an  investment  of  public  funds, 
and  an  investment  of  this  sort  that  does  not  give  a 
return  is  a  reflection  on  the  judgment  or  public  interest 
of  the  official  who  permits  it  to  exist. 

Culverts  should  be  con.structed  at  the  low  points 
in  the  ditches,  and  the  side  ditches  should  be  built 
with  a  uniform  grade  leading  to  them.  Care  should 
])e  exercised  in  the  grading  so  that  no  low  places  are 
left  in  which  the  water  may  stand. 

No  obstruction  should  be  permitted  in  the  ditches. 
Jt  is  not  iniusual  to  see  refuse  dumped  in  the  ditches 
along  the  sides  of  the  public  highways.  Frequently 
one  will  see  a  place  where  the  ditch  has  been  shoveled 
full  of  earth  in  order  to  provide  a  place  for  a  wagon 
or  other  vehicle  to  cross.  Such  interferences  with 
proper  drainage  should  not  be  permitted. 

Drainage  structures  that  are  worth  building  arc 
worth  building  well.  It  is  not  sufficient  to  dig  a 
trench  across  the  roadway,  roll  a  wood  box  or  a  section 
of  corrugated  pipe  into  it  and  cover  it  over  with  a 
thin  layer  of  earth.  Good  practice  in  road  construction 
has  advanced  past  that  stage.  Such  methods  are  a 
waste  of  labor  and  materials.  The  structure  should 
be  located  and  built  Avith  care.  It  should  be  at  the 
])roper  elevation  at  the  inlet  so  that  the  water  can 
enter  it  freely  and  none  be  left  standing  in  the  side 
ditch.  The  outlet  should  be  free  from  obstruction  so 
that  there  will  be  no  interference  with  the  flow  of  water 
from  it.  Permanent  end  walls  of  masonry  should  be 
constructed  in  all  cases.  These  walls  should  be  long- 
enough  and  high  enough  to  protect  the  ends  of  the 
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Ipipe,  to  properly  retain  the  earth  fill  over  the  culvert, 
land  to  protect  the  grade  from  wash.  The  walls  shoiihl 
(be  of  sufficient  depth  so  that  freezing  of  th(;  soil  wilt 
I  not  disturl)  them. 


Municipal  Finance— Its  Relation  to  Pave- 
I  ment  Construction  and  Renewals 

 By  Chas.  A.  Mullen*   

AN  article  appearing  in  a  recent  trade  ]nihlica- 
tion,  by  Mr.  George  C.  Warren,  opens  again 
the  controversial  subject  of  how  we  shall  pay 
for  our  pavements.  One  possibility  not  dealt 
with  by  Mr.  Warren  is  charging  them  to  the  public 
through  a  wheel  tax,  levied  by  the  city,  county,  or  state. 
The  writer  would  like  to  see  this  idea  fully  exploited, 
or  to  learn  where  it  is  in  vogue  and  how  it  is  working, 
■if  at  all. 

Why  do  we  build  road.s — and  pave  them  ?  I"\)r 
wheels.  No  other  reason.  Were  it  not  for  vehicular 
traffic — other  than  bicycles  and  baby  carriages — side- 
walks and  footpaths  alone  would  serve  our  purpose. 
And,  since  we  build  the  pavements  for  the  wheels, 
wouldn't  it  be  logical  to  ])ay  for  them  through  the 
wheels? 

,  Some  disgruntled  person  may  remark  at  this  point 
that  we  have  paid  for  most  of  our  ])avements  "through 
the  nose."  Or  some  critic  may  suggest  that,  if  we  pay 
for  our  pavements  through  the  wheels,  "Why  should 
we  not  pay  for  our  sidewalks  through  our  shoes?"  The 
first  may  be  true  and  the  last  may  not  be  so  foolish  as 
it  at  first  seems;  but  at  present  hadn't  we  better  stick 
to  the  wheels  and  the  vehicles  they  support? 

It  has  always  seemed  to  the  writer  that  a  tax  should 
be  collected  through  a  locical  channel.  /\.t  present  we 
are  fooling  ourselves  very  badly  as  to  the  cost  of  high- 
way transportation.  A  railway  must  maintain  its  road- 
bed and  collect  the  cost  thereof  in  its  freight  charges 
and  passenger  fares;  while  an  autobus  line,  delivery 
wagon  or  auto  truck,  or  even  a  passenger  automobile, 
does  not  pay  for  its  roadbed,  and  the  expense  thereof  is 
not  figured  into  its  cost  of  operation. 

It  is  true  that  in  some  of  the  states  they  are  taxing 
automobiles  and  using  the  i)roceeds  for  road  mainten- 
ance. This  is  a  step  in  the  right  direction,  but  why  not 
carry  the  principle  to  its  logical  conclusion  by  securing 
all  the  money  for  road  building  and  maintenance 
through  a  wheel  or  vehicle  tax?  If  roads  are  for 
vehicles,  and  vehicles  alone,  why  should  the  general 
city  tax,  or  the  abutting  ])roperty,  pay  for  them,  instead 
of  the  owners  of  the  vehicles,  to  whom  the  wheel  tax 
would  be  charged?  They,  in  turn,  would  charge  it  into 
the  cost  of  their  services  to  the  community,  so  that, 
finally,  it  would  rest,  as  always,  ui)on  the  ultimate  con- 
sumer, but  through  the  logical  and  proper  channel,  in- 
.stead  of  in  the  present  unsatisfactory  way. 

Illogical  procedure  may  usually  be  depended  u])on 
to  produce  illogical  results.  In  the  city  of  Montreal, 
where  the  writer  now  spends  most  of  his  time,  and 
which  pays  for  both  its  pavement  construction  and 
pavement  maintenance  out  of  the  general  city  fund,  the 
illogical  results  have  fully  materialized.  On  the  whole, 
we  probably  have  the  worst  i)aved  streets  in  North 
America. 

Because  of  a   stringency  in   municipal  finance, 

•Director  of  Paving  Department,  Milton  Hersey  Co. 
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charged  by  some  lo  war  conditions,  but  due  much  more 
directly  to  ])urely  local  causes,  fpiile  painful  for  a  citi- 
zen of  Montreal  to  mention,  the  "city  fathers"  thought 
It  wise  to  neglect  the  street  pavements.  'J  hereby  they 
avoided  spending  some  money  from  the  general  city 
fund  for  those  particular  years  when  these  particular 
"city  fathers"  were  ai)i)ealing  to  the  citizens  for  their 
suffrage,  and  they  \vere  happy. 

AI(jney  was  saved  to  the  particular  general  citv 
fund,  but  in  doing  .so  they  wasted  a  lot  ol  money  for 
the  community.  After  a  few  years  of  this  kind  of  "sav- 
ing," the  streets  of  Montreal  are  so  bad  that  they  can 
be  traversed  neither  with  ])leasure  nor  in  safety.  Truck- 
ing firms  were,  even  last  year,  threatening  to  sue  the 
city  for  damages,  because  of  the  excess  wear  and  tear 
on  equipment  and  the  greater  expense  of  smaller  loads, 
made  necessary  through  the  ill-repair  of  the  iKivements. 

Now,  what  the  general  city  fund  "saved"  in  d(jllaars 
and  cents  was  paid  out,  many  times  over,  in  equally 
good  dollars  and  cents  by  the  vehicle  (jwners  using  the 
streets  of  the  city,  'i'hey  paid  in  rejjairs  to  wagons  and 
automobiles  and  in  excess  horse-power,  both  in  the 
nature  of  gasoline  and  oil  and  of  the  old  animal  flesh- 
and-])lood  kind,  required  to  move  a  given  tonnage  be- 
tween given  i)oints.  They  paid  heavily,  and  they 
kicked  to  the  "city  fathers,"  to  no  ])urpose. 

The  Wheel  Tax 

Were  the  city  of  Aluntreal  i)aying  for  its  pavement 
construction  and  maintenance  by  a  wheel  or  vehicle 
tax  this  condition  would  not  exist  very  long.  The 
vehicle  owners  W(nil<l  not  be  slow  to  realize  that  they 
could  get  the  same  results  at  less  cc^st  by  paying  their 
money  into  a  proi)er  tax  fund  to  build  and  inaintain 
pavements,  rather  than  by  paying  it  to  the  wagon- 
smiths,  the  garages,  the  horse  dealers,  and  in  excess 
labor  costs  to  men  who  are  swearing  at  the  discomfort 
to  themselves  growing  out  of  the  unkept  street  sur- 
faces. 

Some  may  object  to  the  wheel  tax  as  a  means  of 
])aying  for  road  ser\ice  on  the  gnnmd  that  it  too 
closely  resembles  the  old  toll  roads  system.  To  such 
it  can  be  said  that  there  were  two  great  objections  to 
the  collection  of  tolls — first,  too  much  of  the  amount  of 
the  tax  was  spent  in  the  collecting  thereof;  and,  second, 
the  toll  roads  were  i)ri\  ately  instead  of  publicly  owned. 
Of  these  objections,  to  the  writer,  the  last  only  seems 
fundamental;  the  first  is  a  matter  of  practical'apjilica- 
tion  that  is  overcome  ])y  the  wheel  tax. 

.\nother  (objection  that  luight  be  raised  is  that  we 
are  getting  away  from  free  i)ublic  roads.  lUit  nothing 
is  free;  we  are  ])aying  for  them  now.  only  by  a  ditfer- 
net  and  less  satisfactory  method.  .X'othing  that  is  the 
result  of  labor  can  e\  er  be  free.  .Xatural  resources  mav 
be,  but  not  manufactured  products,  such  as  roads. 
Someone  must  always  pay;  so,  why  not  have  the  bur- 
den fall  e(|uital)ly  upon  the  road-users  through  a  wheel 
or  \  ehicle  tax  ? 

The  writer  is  not  ignoring  the  fact  that  so  radical  a 
change  in  the  method  of  paying  fur  our  pavements 
would  meet  with  a  lot  of  o])position  irom  the  statu-- 
quo.  Neither  dovs  he  claim  to  have  suggested  any- 
thing new  ;  for  the  plan  was,  he  is  cpiite  sure,  advanced 
by  others  long  ago.  W  hat  he  does  suggest  is  that  we 
really  begin  to  think  about  doing  something  along 
these  lines.  It  is  a  long  way  to  Ti])i)erar\.  but  it  is 
probably  an  c\eii  longer  journey  io  ;i  satisfactory 
method  t)f  taxation  to  pay  for  road  buildini^  and  pav- 
ing. Let's  hear  what  the  siii^jle  taxer-,  and  others. 
ha\  ('  to  sa\  abt  uit  il . 
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Sparkhall  Ave.  Relief  Sewer,  Toronto 

By  W.  S.  Harvey,  A.M.  Can.  Soc.G.E  ,  A.M.  Inst.  G.E.,  Engineer 
of  Design,  Department  of  Sewers,  Toronto,  and  R.  T.  G.  Jack, 
B.A.  Sc.,   Resident   Engineer,   Department    of    Sewers,  Toronto 


The  storm  sewer  known  as  "Sparkhall  Avenue  Re- 
lief Sewer"  was  constructed  to  relieve  the  congestion 
in  the  district  bounded  by  Danforth  Avenue  on  the 
north,  Bain  Avenue  on  the  south,  Pape  Avenue  on  the 
east,  and  Broadview  Avenue  on  the  west.  The  sewer 
has  its  outlet  at  the  River  Don  and  terminates  at  Lo- 
gan Avenue,  with  provision  for  a  future  extension  to 
l*a])e  Avenue,  Figures  1  and  2. 

Many  of  the  sewers  in  this  district  have  been  laid 
a  great  many  years,  and,  although  the  lateral  sewers 
are  of  ample  capacity  to  accommodate  both  sanitary 
and  storm  flow  from  their  own  individual  drainage 
areas,  yet  the  main  sewers  are  now  not  capable  of 
carrying-  the  storm  water  from  their  accumulated  areas 
since  the  district  has  been  built  up  and  improved. 

At  the  time  of  preliminary  investig^ation  for  the  re- 
lief sewer,  the  question  of  location  had  to  be  decided 
between  Bain  and  Sparkhall  Avenues.  The  latter  ave- 
nue was  selected  for  two  reasons,  viz. :  First,  on  ac- 
count of  the  roadway  being  macadam  and  not  brick,  as 
in  the  case  of  Bain  Avenue;  on  this  account  the  resur- 
facing- would  be  less  costly ;  and,  second,  if  Bain  Ave- 
nue had  been  decided  upon,  it  would  have  been  neces- 
sary to  construct  two  lateral  relief  sewers  extending 
back  to  Sparkhall  Avenue  to  drain  the  natural  sump 
which  exists  between  Millbrook  and  Hampton  Ave- 
nues, Fig.  2. 

Design 

The  sewers  on  Logan,  Carlaw,  and  Pape  Avenues 
extend  north  of  Danforth  Avenue,  but  these  are  re- 
lieved by  the  Danforth  Avenue  storm  sewer,  which 


flows  west  on  Danforth  Avenue  and  south  on  Winches- 
ter Drive  to  the  River  Don.  That  storm  sewer  allows 
three  times  the  dry  weather  flow  to  continue  south- 
wards, so  that  the  extra  quantities  had  to  be  allowed 
for  in  calculating  the  height  of  the  weirs  of  the  diver-^, 
sion  chambers  for  the  Sparkhall  Avenue  relief. 

The  relief  or  diversion  chamber  at  Logan  Avenu* 
differed  from  those  at  Hampton  Avenue,  Millbrook 
Avenue,  etc.,  on  account  of  the  relief  taking  place  at  a 
drop  manhole.  Fig.  3  shows  a  plan  and  section  of  this 
chamber,  -the  broken  lines  indicating  the  curves  taken 
by  the  dry  weather  flow  and  by  three  times  that 
amount.  The  curve  for  three  times  the  dry  weathe'r 
flow  limits  the  width  of  gap  of  the  overflow,  which  is  a 
form  of  leaping  weir.  It  will  be  noticed  that  the  inter- 
cepting trough  is  adjustable,  and,  by  sliding  it  for- 
ward, the  quantity  passing  to  the  relief  sewer  may  be 
regulated. 

The  dry  weather  flow  curve  is  arrived  at  in  the  fol 
lowing  manner :  The  total  area  contributing  to  Logan. 
Avenue  at  Sparkhall  Avenue,  including  the  area  north 
of  Danforth  Avenue — 130'  acres.   The  dry  weather  flow 
from  this  area  amounts  to  1.7  c.f.s.,  based  on  a  water 
consumption  of  120  gallons  per  head  per  24  hours  audi 
40  persons  per  acre.   Assuming  that  one-half  of  this  is  I 
run  off  in  eight  hours,  the  flow  will  be  .013  c.f.s.  per" 
acre.   The  bric'k  sewer  on  Logan  Avenue,  at  the  point  f 
of  relief,  is  2  ft.  in  diameter,  at  a  grade  of  1  in  20,  with 
a  capacity  of  42.2  c.f.s.  and  a  velocity,  flowing  full,  of 
13.4  ft,  per  second.   The  ratio  of  the  dry  weather  flow 
(1.7  c.f.s.)  to  the  capacity  (42.2  c.f.s.)  is  .04,  which 
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Fig.  1— Plan  of  drainage  areas. 
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Fig.  2  -Profile  of  sewer. 


sewer  at  Millbrook  Avenue. 

The  total  flow  in  the  Broadview  Ave.  sewer  on 
reaching  Hogarth  Ave.  was  15.12  c.f.s.  This,  together 
with  the  remaining  flow  in  Hogarth  Avenue  sewer,  viz., 
4.93  c.f.s.,  amounts  to  20.05  c.f.s.  On  Broadview  Ave- 
nue sewer,  a  little  south  of  Hogarth  Avenue,  another 


^r/nff  Bric/r  // 


gives  a  ratio  of  depth  of  flow  to  sewer  diameter  of  .13,  Broad\  iew  Avenue.  The  7.3  c.f.s.  taken  into  Ingham 
or  a  depth  of  3.12  inches.    The  velocity  for  the  above  E  Avenue  was  again  intercc])ted  l)y  the  S])arkhall  reilef 

flow  is  5.7  ft.  per  second,  which,  for  this  small  depth,     ■  —      i^^-'i'  ^  

may  be  taken  as  being-  on  the  surface. 

It  will  be  seen  that  the  curve  is  a  parabola,  with  its 
abscissa  parallel  to  the  invert,  the  surface  of  the  flow 
being  the  origin.  As  the  velocity  in  the  sewer  is  con- 
stant, if  any  distance  x  be  taken  from  the  surface  of 
flow  produced,  then  x  =  vt,  and  if  y  be  the  correspond- 
ing ordinate,  then  y  =  gt' ;  so  that  t  =  x/v,  and  t"  = 
2y/g  or  t  =  ^2y/g;  equating  these  equal  values,  we 
have  x/v=V2y/g,  or  x7v'  =  2y/g;  whence  y  = 
gxy2v';  substituting  2gh  for  the  value  v',  then  xV2gh 
—  2y/8"  and  y  =  xV4h,  which  is  the  equation  of  a  para- 
bola whose  vertex  is  at  the  surface  of  the  dry  weather 
flow. 

The  diversion  chambers  at  Hampton  and  Millbrook 
Avenue,  Figs.  4  and  5,  are  of  the  simple  trough  type. 
In  each  case  three  times  the  dry  weather  flow  is  carried 
by  the  trough  through  the  chamber.  During  a  storm 
any  greater  quantity  will  overflow  and  pass  to  the 
relief  sewer.  The  storm  flow  is  based  on  a  maximum 
rainfall  intensity  of  1^  inches  per  hour  and  an  average 
coefiicient  of  impervious  area  of  .35. 

In  all  congested  districts,  or  where  special  informa- 
tion concerning  run-ofT  is  required,  certain  manholes 
are  provided  with  float  gauges,  which  record  the  back- 
ing up  in  the  manholes  from  all  rainstorms.  In  calcu- 
lating the  run-ofi:  of  the  various  areas  for  this  relief 
sewer,  advantage  was  taken  of  float  readings  after  rain- 
storm's, spread  over  a  period  of  several  years ;  these 
records,  taken  in  conjunction  with  the  corfespondingj 
rainfall  intensities,  provided  quite  an  accurate  check  oiii 
the  maximum  run-off  p.s  calculated. 

In  spite  of  the  fact  that  the  new  sewer  relieved  all 
the  sewers  which  it  crossed,  it  was  necessary  to  con-j 
struct  independent  overflows  and  short  lengths  of  local 
relief  sewers  for  Hogarth  and  Broadview  Avenues. 
The  congestion  of  the  sewers  on  these  avenues  was  re- 
lieved in  the  following  manner; 

On  the  Hogarth  Avenue  sewer,  opposite  Ingham 
Aventie,  an  overflow  chamber  was  constructed  and  a 
15  in.  tile  pipe  sewer  laid  to  the  existing  sewer  on  Ing- 
ham Avenue.  This  overflow  carried  7.3  c.f.s.  from  the 
Hogarth  Avenue  sewer,  leaving  4.93  c.f.s.  to  flow  to 


,  

EC 

PL4n 

Fig.  3— Details  of  divtrsion  chamber,  Logan  and  SrarKhall. 

overflow  chamber  was  constructed,  and  a  24  in.  tile  pipe 
sewer  laid  on  park  property  and  connected  with  tlie 
Sparkhall  Avenue  relief  sewer  at  manhole  No.  4.  just 
west  of  Broadview  Avenue,  Figs.  1  and  2.    As  three 
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times  the  dry  weather  flow  was  allowed  to  remain  in 
the  J^>road\"ievv  Avenue  sewer,  the  balance  of  the  storm 
How,  viz.,  18.02  c.f.s.  enters  this  local  relief  and  flows  lo 
Sparkhall  Avenue  relief,  as 'mentioned  above.  The  table 
in  Fiy.  6  gives  in  detail  all  information  connected  with 
the  relief  sewer. 

Fig-.  7  shows  tyjjical  cross  sections  of  the  sewer  in 
tunnel  and  open  cut.  The  standard  egg-shaped  section 
was  ado])ted  as  being-  the  most  economical  under  the 
existing-  conditions,  the  ground  being  good  blue  clay, 
which  would  ])ermit  of  a  minimum  width  of  trench  in 
open  cut  and  minimum  dimensions  of  heading  in  tun- 
nel, as  practically  no  timbering-  would  be  required. 

A  cross  section  of  the  outlet  across  the  Don  Flats' 
at  Riverdale  Park  is  shown  in  Fig.  8.    A  similar  sec- 


Broadview  Avenue  to  the  Don  Flats,  it  was  necessaryij 
|to  build  concrete  anchors  and  rubble  drains,  F"ig-.  9,  toj 
.safeguard  the  possibility  of  the  pipe  creeping  or  being] 
undermined  during  heavy  rainstorms. 

Construction 

Under  this  heading-  it  is  the  intention  to  deal  withjl 
each  section  of  the  sewer  as  constructed,  and  to  give 
unit  cost  in  hours,  using-  the  following  key  to  the  dii^r*! 
tribution  of  labor : 

(A)  Excavation;  (B)  sheeting  and  timbering;  (C 
backfilling-;  (D)  handling-   surplus — excavation;  (E 
concrete  forms;  (F)  placing 'concrete,  including  rein> 
forcmg;  (G)  placing  cast-iron  pipes;  (J)  pumping- 
(K)  brickwork;  (N)  mining  and  sinking  shafts;  (P| 


Fig.  4— Details  of  overflow  chamber  at  Sparkhall  and  Hampton. 


tion  was  used  under  the  C.P.R.  tracks  near  the  River 
Don,  but  heavier  reinforcement  was  required  in  the 
roof  slab.  This  section  was  used  on  account  of  the 
lack  of  cover  available,  a  minimum  of  two  feet  l)eing 
called  for. 

'ilie  usual  auger  and  jet  borings  were  taken  along 
the  line  of  sewer  from  end  to  end  at  the  time  of  pre- 
liminary survey  and  three  test  pits  were  sunk  at  equal 
distances  on  the  Don  Flats.  These  test  pits  were  sunk 
to  the  invert  line.  At  one  of  these  test  pits,  where  the 
foundati(jn  was  considered  doubtful,  a  load  test  was 
carried  out,  it  being  anticipated  at  first  that  this  length 
of  sewer  wcnild  require  to  be  'carried  on  i)iles.  The 
result  of  the  load  test,  spread  over  a  ])eriod  of  fourteen 
(lays,  showed  ])ractically  no  settlement,  although  a  unit 
load  equivalent  to  four  times  the  combined  weight  of 
l)roj)osed  fill,  concrete,  and  water  in  the  sewer  when 
llowing  full,  was  transmitted  to  the  foundation.  'I'he 
roof  slab  is  sufficient  to  carry  a  possible  fdl  of  12  ft.,  or 
\\\)  to  the  elevation  of  the  C.i'.R.  trac'ks. 
'  The  length  of  sewer  between  S'tation.s  8  -|-  91  and 
H)  +  12.2  was  constructed  in  cast-iron  ])ii)e  of  24  in. 
diameter,  l-'ig.  2.  It  was  less  costly  to  build  it  in  this 
manner  than  to  construct  deep  droj)  iiianholes  and  tun- 
nel short  lengths  of  the  2  ft.  8  in.  x  4  ft.  egg-sha])e(l 
section,    licnvever,  on  account  of  the  steep  slope  from 


handling  supplies  ;  (Q)  handling  ]ilant ;  (Z)  miscellane- 
ous labor. 

Reinforced  Concrete  Section,  3  ft.  6  in.  x  5  ft. 

Work  was  not  commenced  until  the  latter  part  of 
the  summer  of  1916,  so  that  the  water  in  the  Don  River, 
which  was  to  be  the  outlet  for  the  sewer,  would  be  at 
its  lowest  elevation.  Even  with  this  condition,  it  gave 
the  contractor  a  certain  amount  of  trouble.  Construc- 
tion was  carried  on  from  the  Don  to  the  C.P.R.  tracks; 
here  a  l)reak  was  made  and  resumed  on  the  other  side, 
where,  owing  to  the  porous  nature  of  the  ground,  con- 
siderable water  was  encountered.  It  might  be  stated 
that  this  portion  of  Riverdale  Park  (Don  Flats)  has 
been  reclaimed  by  the  city  with  ashes  and  refuse,  and 
for  this  reason  it  was  specified  that  a  2  in.  lumber  deck- 
ing be  placed  in  the  bottom  of  the  trench  before  the 
concrete  was  poured,  and  that  the  trench  be  tight- 
sheeted  and  the  sheeting  left  in  ])lace. 

Tht  work  was  carried  on  by  two  distinct  gangs  of 
men,  each  with  a  separate  foreman.  One  gang  attended 
to  excavation,  sheeting,  handling  surplus,  and  back- 
filling; the  other  to  setting  forms,  placing  reinforce- 
ment, and  pouring  concrete. 

As  the  trench  was  very  shallow,  no  excavating  ma- 
rhinc  was  used.    The  material  was  cast  up  on  top, 
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Fig.  5-Detailsof  overflow  chamber  at  Sparkhall  and  Millbrook. 


where  a  horse  and  scraper  removed  the  surplus  and 
spread  it  out  over  the  park.  After  the  trench  had  been 
made  ready  and  the  decking-  and  sheeting-  i)laced,  the 
concreting-  gang  poured  the  concrete  foV  the  invert, 
leaving-  it  low  in  elevation  so  that  3  in.  of  concrete, 
mixed  in  proportion  of  1  sand,  1  cement,  and  3  of  very 
fine  stone,  could  be  placed  afterwards  When  the  con- 
crete was  properly  set,  forms  of  the  "knock-down" 
type,  made  of  tongued  and  grooved  sheeting  dressed 
one  side,  were  placed  in  the  side  walls  and  roof,  and 
all  the  concrete  poured  at  one  running.  By  this  method 
of  working  no  delays  were  caused  by  not  having  any 
trench  ready,  and  the  concrete  gangs  were  also  able  io 
get  enough  invert  concreted,  while  waiting  the  required 


48  hours  for  the  arch  concrete  to  set,  in  order  tu  carrv 
on  the  work  successfully. 

This  ])rocedure  was  used  all  the  way  thrcnigh  thi> 
section,  and  good  progress  was  made,  notwithstandiri!; 
the  fact  that  labor  and  material  were  scarce  and  ^l1at 
water  gave  considerable  trouI)le. 

After  the  concreting  of  the  rough  invert,  side  walls 
and  roof  had  l)een  completed  up  to  the  bellmouth  ( man- 
hole No.  3),  the  portion  under  the  C.l'.R.  tracks  was 
completed  and  the  finishing  concrete  applied,  lieforc 
doing  this,  however,  a  thorough  inspection  was  m;ule, 
and  the  invert  made  perfectly  clean,  so  that  a  good 
bond  was  assured. 

\\'hile  the  concrete  gang  were  doing  the  finisln'uL' 
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Fig.  6  -Table  giving  in  detail  all  information  connected  with  the  relief  sewer. 
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Quantities  and  Unit  Cost  (as  Constructed) 

Length  of  concrete  sewer  (3  ft.  6  in.  x  5  ft.),  H".  ft-  ■  • 

Length  of  24  in.  cast-iron  pipe,  lin.  ft  

Cubic  yards,  1:2:4  concrete  for  roof   

Cubic  yards,  1:3:5  concrete  for  invert, "walls  and  anchors 

Cubic  yards,  1:1:3  concrete  for  finishing  ■  

Cubic  yards,  1:4:9  con'crete  for  packing   

Cubic  yards,  excavation   

Cubic  yards,  backfilling  

Surplus  excavation,  cubic  yards  

Lumber  left  in  place,  f.b.m  

Forms  placed,  square  feet   

Sheeting  in  trench,  square  feet  

Reinforcing 

y2  in.  twisted  bars,  pounds   

No.  3,  9,  25  expanded  metal,  pounds   

No.  3,  6,  40  expanded  metal,  pounds  

No.  30  road- mesh,  pounds   

Unit 
cost  per 
sq.  ft. 
Hours. 


Time. 

Item.  Distribution.  Hours. 

Foreman  *   A  490 

Laborers    A  2,933 

Foreman    C  72 

Laborers    C  723 

Foreman    D  81 

Laborers    D  805 

Teams    D  320 

Laborers.   E  600 

Laborers    B  440 

Foreman    F  700 

Laborerst    F  1,935 

Laborers   .  G  208 

Engineer    J  607 

Laborers    J  135 

Teams    Q  42 

Laborers   Q  18 

Teams    P  300 

Laborers   P  340 

Foreman    Z  45 

Laborers    Z  750 


876 
120 
125 
338 
195 
9 

2,012 
620 

1,390 
38,440 
10,500 
14,000 


  4,862 

  6,872 

  8,293 

  4.615 

Unit  Unit 
cost  per  cost  per 
cu.  yd.    lin.  ft. 
Hours. 


Hours. 


.06 
.003 


.24 

.50 

1.45 

2.94 

.12 

.07 

1.20 

.75 

.06 

.08 

.57 

.81 

.23 

.32 

.68 

.48 

.90 

.79 

2.90 

2.21 

2.20 

.08 

.16 

.04 

.02 

.30 

.34 

.05 

.75 

*This  includes  B. 

fThis  includes  placing  reinforcing. 


the  excavating  gang  were  placing  the  24  in.  cast  iron 
pipes  and  building  anchors  for  the  support  of  same,  so 
that  the  work  in  this  open  cut  section  was  practically 
completed  before  the  severe  cold  weather  set  in.  * 

Two  Ring  Brick  Sewer  in  Tunnel  (2  ft.  8  in.  x  4  ft.) 

This  section  started  at  manhole  No.  4,  the  tunnel 
being  operated  from  one  portal  situated  on  the  east 
bank  and  one  shaft  at  Millbrook  Avenue.    Ovvino-  to 


Fig.  7— Cross-section  of  s«wer,  Sta. 

10  r  12.2  to  18  I  47, 
'  in  tunnel. 


Cross-section  of  sewer,  Sta. 
18  f  57  to  22  I  35 
in  open  cut. 


the  location  of  the  west  portal,  it  was  decided  to  dis- 
pense with  an  engine  and  derrick  for  handling  excava- 
tion. 'J'racks  were  laid  along  a  terrace  on  the  bank  and 
the  material  brought  from  the  tunnel  in  cars  and 
dnm])ed  over  the  side  of  the  i)ank,  where  il  was  spread 


out  to  make  more  terraces,  thereby  beautifying  this 
section  of  the  park.  The  material  used  in  construc- 
tion Avas  brought  to  the  top  of  the  bank,  where  it  was  ' 
stored,  and,  as  required,  was  lowered  down  wooden 
chutes  constructed  for  this  purpose,  and  conveyed  into 
the  heading  in  'cars.  By  this  method  of  procedure  the  ex- 
pense  of  an  engineer,  engine,  and  coal  was  eliminated. 
At  Millbrook  Avenue  shaft  a  derrick  was  erected  to 
remove  excavation  after  it  had  been  conveyed  from  the 
heading  in  cars.    The  shaft  was  placed  at  Millbrook 

a" 


S/!r»/-S    art  A 


S/a6 


Fig.  8 -Cross-section  of  sewer.  Station  0  +  00  to  8  -f  75.6 


direc-' 


Avenue  with  the  intention  of  tunnelling  in  two 
tions,  but  when  the  required  elevation  was  reached  it 
was  found  that  this  would  be  impossible,  as  the  nature 
of  the  ground  changed  very  rapidly.  On  the  west  side 
of  the  shaft  it  was  hard,  dry  clay  and  on  the  east  side 
running  sand,  which  could  not  be  tunnelled  without 
the  aid  of  compressed  air,  and  this  would  be  too  'costly. 
Therefore,  tunnelling  was  only  done  in  one  direction, 
thereby  increasing  operating  expenses  considerably. 
The  surplus  material  was  carried  to  a  nearby  dump  in 
wagons  and  spread  by  the  teamster. 

Quantities  and  Unit  Cost  (as  Constructed) 

Length  of  2  ft.  8  in.  x  4  ft.  two-ring  brick  sewer,  lin  ft..  840 

Cubic  yards,  excavation    557.70 

Cubic  yards,  surplus    557.70 

Culjic  yards,  brickwork    304.20 

Cubic  yards,  backfilling    90 

Brick  used    119,300 

Brick  packers    6,338 

Cement,  bags    1,365 

Sand,  cubic  yards   140 

Timber,  f.b.m   154 


Distribution. 
..  N 
..  N 
..  N 
..  N 


Item. 
F(H-cman  . 
Engineer 
Miners*  . 
Laborers! 

Foreman    K 

Engineer    K 

Bricklayer    K 

Laborers    K 

Laborerst    C 

Engineer    J 

Laborers    J 

Engineer    Q 

Laborers    Q 

Teams  '!   Q 

Teams    D 

Teams   P 

Laborers    P 

Laborers    Z 


Time 

Hours. 

456 

509 
1,453 
2,080 

496 

286 

738 
2,030 

207 
75 

220 
48 

170 
33 

427 

235 

135 

235 


Unit  cost 
per  lin.  ft. 
Hours. 

.54 

.60 
1.72 
2.46 

.58 

.34 

.89 
2.40 

.25 

.09 

.26 

.00 

.20 

.04 

.50 

.28 

.15 

.28 


Unit  cost 
per  cu.  yd. 
Hours. 
.82 
.91 
2.00 
3.73 
1.63 
.94 
2.43 
6.64 
2.30 


.75 


*Pai(I  on  foota.ge  basis. 

t includes  signalmen  and  muckers. 

tilacklillcrs  at  shaft  and  pulling  timbers. 
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V     Two-Ring  Brick  Sewer  (2  ft.  6  in.  x  3  ft.  9  in.) 
(a)  In  Tunnel 

It  Wds  the  oriyinul  intention  of  the  city  eiif^iuecr 
that  the  excavating  on  this  section  be  done  in  open  cut. 
The  contractor,  however,  decided  to  carry  it  cnit  in  tun- 
nel, owing-  to  the  frost  being  in  the  ground  to  a  de])th 
of  4  ft.  When  the  work  on  the  2  ft.  8  in.  x  4  ft.  section 
was  completed,  the  derrick  and  engine  were  moved  to 
a  point  midway  on  the  2  ft.  6  in.  x  3  ft.  9  in.  section. 


A/ote .  - 

as/>/>o/f-  /s  f-o  6s 
/is    cryccrsec/  //y 


/]/'sfe.-  <^ 
Sac  A-//  //  /s  /-o  6e  o/"  2x  P^o 

■9-'  s/-one  or  corr/ec/  c/^ 

/is  iv//A/r>  e'  of  y/re  /op^  ii'>e/7  3" 
i,r fb  /i'  sfo/7e ,  -/o/ZorYee^  61/ 
J"  of    'z''  s/'one   or  ^so  yrai/e/ 

Fig.  9— Details  of  anchors  for  24  in.  cast  iron  pipe,  • 
tSta.  8  +  91  to  10  +  12.2 

Very  good  progress  was  made  in  the  east  heading,  and 
the  required  distance  would  have  been  completed  in 
tunnel  had  not  the  existing  local  sewer  been  encoun- 
tered, which  necessitated  the  discontinuance  of  the 
work  by  this  method  and  the  completing  of  same  in 
open  cut.  In  the  west  heading  a  layer  of  wet  sand  was 
encountered  before. the  work  had  proceeded  very  far, 
making  it  more  economical  to  open-cut  the  work  than 
to  proceed  with  tunnelling. 

The  material  through  which  the  sewer  ran  was  not 
as  good  for  carrying  on  the.  work  in  tunnel  as  in  the 
previous  section  and  had  to  be  close-sheeted.  The 
work  was  done  in  the  same  manner  as  the  other  sec- 
tion (2  ft.  8  in.  X  4  ft.),  except  that  the  excavated  ma- 
terial was  conveyed  to  the  dump  in  cars  after  it  had 


Materials  Used  and  Unit  Cost  of  2  ft.  6  in.  x  3  ft.  9  in. 
Shaped  Brick  Sewer 
(a)  In  Tunnel 

Length  of  2  ft.  0  in.  .\  ;{  it.  y  in.  two-ring  brick  sewer, 

lin.  ft  

Cubic  yard.s,  excavation  

Cubic  yards,  .surplus   

Culjic  yards,  Ijrickwork 

I'>rick  used   

I'rick  packers   

t'cnient,  bags  

.Sand.  cul)ic  yards   

Timber,  f.b.ni  


Egg- 


IHO 
61.22 
61.2 
42.0 
2,:rJ4 

2.2:jo 

'iW.', 
30 


Time. 

Item.  Distribution.  Hours. 

Engineer    K  21 H 

Miners    N  409 

Laborers    N  4:i:i 

Engineer    K  lOO 

Bricklayers  ....  K  225 

Laborers    K  44() 

Laborers'    \)  !» 

Laborers    I'  45 

Engineers    Q  <j 

Laborers    Q  G8 

Teams    Q  72 


Unit  cost    Unit  cost 
per  cu.  yd.  per  lin.  ft. 
Hours.  flours. 


:!.40 
0.68 
7.00 
2.40 
5.:iO 
lO.GO 


1.21 
2.27 
2.40 
.55 
1.25 
2.48 
.05 
.25 
.05 
.38 
.45 


ft.  0  in.  .\  S  ft.  9  in.  two-ring  lirick  sewer. 


(b)  Open  Cut 

Length  of 
lin.  ft. 

Cul)ic  yards,  excavation   

Cubic  yards,  backfillin.g   

Trench  timbered,  square  feet   

Cubic  yards  brickwork   

Brick  used   

Cement  for  brickwork,  bags   

Sand  for  brickwork,  cubic  yards   

Cubic  yards  Class  "B"  concrete  (in  manholes) 
Cubic  yards  surplus   


208 
815 
690 
7,500 
70.7 
33,357 
350 
30 
28.0 
125 


Item.  Distribution. 

Foreman*    A 

Engineer    .\ 

Laborer    A 

Carman    A 

Laborers    B 

Labor    C 

Labor    U 

Teams   D 

l^'oreman    !•" 

Laborf    [<- 

Bricklayer    K 

Labor    K 

Labor    P 

Teams    P 


Time. 
Hours. 
200 
235 
1,790 
324 
205 
412 
40 


122 
235 
644 
73 
54 


Unit  cost  Unit  cost 
per  lin.  ft.  per  cu.  yd. 

Hours. 


Hours. 
1.25 
1.13 
8.00 
1.50 
1.27 
2.00 


1.13 
3.10 
.35 
.27 


.32 
.29 
2.20 
.40 

.00 
.32 
.00 
.18 
.42 
3.00 
9.10 


*  including  B. 
fl  ncluding  E. 


Fig.  10-BelImouth  at  Station  8  I  75.6 
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been  brought  to  the  surface  in  birckets.  The  dump  was 
on  city  property  and  located  close  to  the  shaft. 

(b)  Open  Cut 

W  hen  it  was  found  impossible  to  proceed  any 
farther  with  the  work  in  tunnel,  the  balance  of  the  2  ft. 
6  in.  X  3  ft.  9  in.  section  was  constructed  in  open  cut. 
The  excavating  was  done  by  hand,  and  the  material 
conveyed  to  the  rear  of  the  work  in  ^-yard  buckets  on 
a  travelling'  car,  where  it  was  dumped  on  the  finished 
work  as  back-filling.  A  wet,  sandy  blue  liay  was  en- 
countered in  ])laces,  which  retarded  progress  to  some 
degree,  and,  as  an  extra  precaution  against  settlement, 
a  plank  decking  was  laid  and  the  sewer  constructed 
with  a  square  base.  As  the  work  was  being  carried  on 
in  cold  weather,  it  was  decided  to  construct  the  sewer 
entirely  of  brick,  instead  of  concrete,  as  called  for  in 
the  contract.  Mixing  concrete  in  winter  is  ex])ensive 
and  not  always  satisfactory.  The  manholes  and  diver- 
sion chambers  were  built  entirely  of  concrete,  with  the 
exception  of  the  chamber  at  Logan  Avenue. 

Concrete  Section  (2  ft.  2  in.  x  3  ft.  3  in) — 9  in.  of  1 :3  :5 
Concrete,  With  One  Ring  of  Brickwork  in  the  Invert 

In  this  section  the  excavation  was  carried  on  in  the 
same  manner  as  in  the  2  ft.  6  in  x  3  ft.  9  in.  section,  but 
much  more  rapidly,  as  the  average  depth  of  trench, 
which  was  14  feet,  was  considerably  less  and  the  class 
of  soil  through  which  the  sewer  ran  did  not  require 
much  timbering.  Just  as  soon  as  excavation  was  com- 
l^leted  to  sub-grade  the  concrete  was  placed  in  the  in- 
vert and  the  following  day  the  brick  invert  was  laid. 


\  Mesh 


Fi«.  11 -Details  of  bellmoiith  at  Station  0  +  00. 

'i  bis  was  done  so  that  the  concrete  forms,  which  were 
made  in  three  sections,  could  be  braced  at  the  bottom. 
The  concrete  in  the  side  walls  was  then  run  and,  if  pos- 
sible, the  concrete  was  ])laced  in  the  arch  on  the  same 
day.  If  this  was  im])ossil)le,  a  good  key  was  left  and 
the  concreting  i)roceeded  with  from  this  pcjint  the  fol- 
IfMving  nKjrning.  The  mixing  was  done  in  a  >^-yard 
gai^oline  mixer  and  i)laced  l)y  means  of  chutes.  The 
absence  of  reinforcing  simi)lified  jjouring  of  concrete 
considerably.  After  the  concrete  had  set  sufficiently, 
the  tonguecl  and  grooved  forms  were  remox'ed  and  any 
necessary  finishing  was  done. 

At  the  end  of  this  section  a  special  di\  ersion  cham- 


ber, Fig.  3,  was  constructed  with  a  leaping  weir  and  a 
connection  for  a  future  extension.  This  chamber  was" 
constructed  entirely  of  brickwork,  which  is  usually  . 
found  to  be  cheaper  than  concrete,  as  no  form  work  is 
required,  and  therefore  no  waste,  and  the  work  can  be 
continued  from  day  to  day  without  any  delays. 

Material  and  Unit  Cost  as  Constructed 

Length  of  sewer  (2  ft.  2  in.  x  3  ft.  3  in.),  lin.  ft   878 

Cubic  yards  of  excavation    2,050 

Cubic  yards  of  backfilling    1,610* 

Trench  timbered,  lin.  ft   1,756 

Cubic  yards,  surplus    449 

Cubic  yards.  Class  "B"    265 

Brick  used   11,240 

Brick,  cul)ic  yards    27 

Cement  for  lirickwork,  bags   :   126 

Sand  for  brickwork,  cubic  yards    13- 

Cement  for  concrete    1,510 

Stone  for  concrete,  cubic  yards    310 

Sand  for  concrete,  cubic  yards    186 

Unit  cost    Unit  cost 

Time.  per  cu.  yd.  per  lin.  ft. 

Item.            Distribution     Hours.  Hours.  Hours. 

Foreman    A  400  .19  .45 

Engineer    A  423  .20  .48 

Carmen    A  845  .41  .96 

Laborers    A  2.465  1.20  2.80 

Laborers    B  600  .70 

Laborers    C  380  .33  .43 

Foreman    C  30  .02  .04 

Laborers    D  20  .05  .02 

Teams    D  190  .44  .22 

Laborers    E  512  .58 

Laborers    V  870  3.30  1.00 

F"ioreman    F  160  .60  .18 

Bricklayers  ....  K  135  5.00 

Laborers    K  300  11.11 

Engineers    Q  12  .03 

Laborers    Q  400  .44 

Teams    Q  150  .16 

Foreman    Q  70  .12 

Labor    Z  135  .15 

The  work  was  carried  out  under  contract  by  the 
Connolly-Agnew  Construction  Company,  and  was  com- 
pleted in  nine  months 


A  report  of  hydrometric  surveys  for  the  calendar 
year  1916  has  recently  been  isued  by  the  Department 
of  the  Interior,  Ottawa.  This  was  prepared  under  the 
direction  of  F.  H.  Peters  D.L.S.,  M.Can.Soc.C.E.,  com- 
missioner of  irrigation,  by  P.  M.  Sander,  D.L.S.,  M. 
Can.Soc.C.E.,  chief  hydrometric  engineer,  assisted  by 
y.  A.  Newhall,  B.A.Sc,  and  W.  H.  Storey,  divisional 
hydrometric  engineers.  It  is  a  lengthy  publication  of 
over  600  pages,  and  contains  comprehensive  data  re- 
garding stream  measurements  in  the  I'rovinces  of  Al- 
berta and  Saskatchewan  during  1916. 


While  varying  quantities  of  water  are  desirable  iov 
difYerent  types  of  concrete  work,  the  best  mixture  for 
general  purposes  is  one  that  "  quakes  like  jelly."  Such 
a  mixture  will  slowly  flatten  out  on  a  board  or  a 
shovel,  but  is  not  wet  enough  for  the  cement  and 
sand  which  form  the  binder  to  separate  from  the  coarse 
material.  As  thorough  mixing  is  an  important  part  of 
concrete  work,  it  follows  that  it  is  important  to  pre- 


Repjying  to  a  communication  from  the  Montreal 
Builders'  Exchange,  requesting  that  all  tenders  for 
public  works  be  ojjened  in  the  presence  of  the  various 
competing  contractors,  the  Hon.  Carvell,  Minister  of 
Public  Works,  States  that  any  interested  party  is  wel- 
come to  be  ])resent  at  the  time  the  bids  are  opened  by 
officials  of  the  Department. 


May  8,  J  01 8 


THE   CONTRACT  RECORD 


371 


Highway  Construction  in  War  Times 

Jeopardizing  the  Transportation  System  of  the 
Country  under   Mistaken   Plea   of  Economy 


A 'J'  a  recent  meeting  of  the  Iliglivvay  Traffic  As- 
sociation of  the  State  of  New  York,  the  (lues- 
tion  of  jeopardizing  the  highway  transjxjrta- 
tion  system  of  the  country  under  a  mistaken 
plea  of  war  economy  was  thoroughly  discussed.  Fol- 
lowing the  discussion  a  number  of  resolutions  were 
adopted  urging  the  immediate  necessity  of  more  road 
construction.  A  few  extracts  from  the  remarks  of 
Mr.  S.  M.  Williams,  President  of  the  Highway  In- 
dustries Association,  are  reproduced  herewith  as  being 
of  special  interest : 

Are  we  as  a  people  serious  as  to  the  importance  of 
highway  transportation  ?  Do  we  believe  that  highway 
transportation  is  necessary  for  the  building  up  of  the 
great  industrial  and  agricultural  industries  of  our 
country?  It  Avill  be  necessary  for  us  to  come  to  a 
definite  conclusion  as  to  these  facts  before  we  are  in 
position  to  consider  whether  highway  transportation 
is  being  jeopardized. 

I  will  not  attempt  to  argue  with  you  the  import- 
ance of  highway  transportation  or  the  economic  value 
of  the  motor  vehicle,  because  you  know  both  sub- 
jects as  well  as  I  do.  You  are  also  aware  that  if  we* 
are  to  have  in  this  country  the  benefit  of  highway 
transportation  we  must  prepare  for  it  with  proper  and 
adequate  highways ;  therefore,  I  wall  confine  my  re- 
marks to  the  situation  surrounding  highway  construc- 
tion and  maintenance  in  our  country  today. 

Transportation  in  any  country  is  the  foundation  of 
civilization,  and  with  this  thought  it  might  be  well  to 
suggest  that  neglect  of  roads  by  any  community  would 
mean  that  they  would  be  left  behind  in  the  raco  by 
more  enlightened  localities. 

At  no  time  in  our  history  has  there  been  any  ques- 
tion of  such  vital  importance  to  all  industry  as  that 
which  transportation  occupies  today.  Transportation 
of  today  differs  from  transportation  of  yesterday  only 
in  the  increased  demand.  This  increased  demand  is 
the  logical  outcome  of  the  growth  of  industry — and 
by  that  I  mean  all  industry  from  the  farm  to  the  fac- 
tory. True,  that  our  becoming  involved  in  war  and 
the  demands  from  the  Allies  for  foods  and  munitions 
have  increased  the  burdens  of  transportation,  but  re- 
gardless of  war  we  were  rapidh'  drifting  towards  the 
same  congested  conditions  in  transportation  that  exist 
today. 

These  conditions  should  not  be  charged  to  the  in- 
eflficiencies  of  transportation,  but  they  should  be 
charged  directly  to  those  who  have  been  instrumental 
in  retarding  or  preventing  the  development  of  trans- 
portation in  all  its  forms. 

As  a  country  we  have  studied  transportation  and  its 
development  only  through  one  eye  and  that  partly 
closed  by  railroad  influence. 

When  you  realize  that  nine  different  branches  of 
our  government  are  directly  interested  in  highway 
development — the  Departments  of  .Agriculture,  War. 
Post  Office,  Commerce,  Interior,  Labor,  the  Food. 
Fuel  and  Railroad  Administration — and  that  notwith- 
standing our  highways  arc  just  as  important  to  our 


country  as  our  railways,  we  find  the  highways  without 
similar  consideration  or  rei)resentation. 

A  great  deal  has  been  said  regarding  the  difficulty 
in  road  building,  because  lai)or  must  be  conserved  for 
the  industries,  the  farms  and  lumber  canijis.  I  believe 
there  is  a  misunderstanding  regarding  the  labor  situa- 
tion and  its  relation  to  r()ad  construction.  .\  luiniber 
of  prominent  farmers  have  recently  said  to  me  that  the 
"farmers  of  this  ccnintry  can  better  afford  tf;  spare  such 
labor  as  might  be  necessary  for  road  construction  than 
not  to  have  the  roads  built."  It  is  safe  to  assume  that 
the  cry  of  labor  in  its  relation  to  road  construction 
comes  from  those  who  are  not  in  position  to  talk  upon 
the  subject  because  they  do  not  know  it. 

I  want  to  call  your  attention  to  another  ])hase  of 
the  road  building  situation.  We  have  knocking  at  our 
doors  a  volume  of  labor  which  should,  to  a  large  extent, 
be  used  in  road  construction  and  maintenance — not 
simply  because  of  the  economic  benefits  to  be  derived 
from  the  labor  itself,  but  also  from  its  value  in  physical 
and  moral  reform.  I  refer  tq  the  use  of  prison  labor 
under  proper  conditions.  I  am  personally  convinced 
that  one  of  the  most  important  questions  before  the 
public  today  is  the  employment  of  prison  labor,  which, 
in  a  measure,  is  public  property,  therefore,  should  be 
utilized  so  as  to  secure  the  greatest  good  to  the  greatest 
number,  including  the  prisoners.  If  we  train  those  of 
the  able-bodied  and  sound-minded  male  prisoners 
throughout  the  country  who  are  not  required  for  the 
maintenance  of  the  prisons  and  state  institutions,  .so 
that  they  may  be  utilized  in  highway  construction,  we 
will  make  one  of  the  greatest  advances  towards  per- 
manent road  building  this  country  has  ever  known. 

The  question  of  car  shortage  for  the  movement  of 
road  building  material  is  one  requiring  and  demanding 
serious  consideration.  What  the  result  will  be  I  am 
not  able  to  predict,  but  I  am  sure  that,  as  necessity  of 
road  construction  and  maintenance  is  forced  upon  the 
government  by  the  complete  breaking  down  of  our 
highways  under  the  excessive  traffic  demands,  ways 
and  means  will  be  found  for  the  movement  of  neces- 
sary materials. 

It  is  also  suggested  that  if  the  (jucstion  would  be 
left  to  the  local  railroad  officials  and  comnuinities.  in 
most  cases  the  e(|uipment  could  be  furnished  in  such 
a  manner  as  to  not  seriously  interfere  with  the  move- 
ment of  other  commodities.  I  make  this  statement  be- 
cause the  suggestion  has  come  direct  from  railriiad 
ofiicials. 

Whereas,  tlie  transiuirtation  of  freight  and  the  passage 
of  vehicular  trafiic  l)et\veen  tlie  New  Jer.sey  terminals  and 
New  York  City  i.s  at  present  InetTicient  and  the  provisions 
tlierefor  are  inadequate,  and 

Whereas,  tlie  New  Jersey  Legislature  lias  signified  l)y  its 
passage  of  adequate  legislation  its  willingness  and  desire  to 
iiear  its  proper  share  of  tlie  cost  of  construction  of  an  inter- 
state higiiway  tralVic  tunnel  connecting  New  Jersey  and  New 
York  City,  he  it 

Resolved,  tliat  the  Higiiway  Traffic  .V.ssociation  of  the 
Stale  of  New  York  favors  the  iiiitiiediate  construction  of  the 
New  ^'ork-New  Jersey  higiiway  traffic  tunnel,  and  pledges 
itself  to  assist  in  securing  the  passage  of  the  necessary  Icgis- 
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\aUon  by  the  New  York  Legislature  authorizing  the  con- 
struction of  the  Interstate  Highway  Traffic  Tunnel. 

Whereas,  the  transportation  requirements  of  the  United 
'States,  due  to  war,  can  be  only  met  by  complete  co-ordina- 
tion of  the  carrying  capacities "  of  railroads,  highways  and 
waterwaj's,  and 

Whereas,  there  has  developed  in  the  United  States  a  tre- 
mendous increase  in  highway  transportatioii  for  the  haulage 
of  munitions,  foodstufTs  and  essential  supplies,  and 

Whereas,  we  recognize  the  necessity  of  a  federal  war- 
time policy  in  respect  to  highway  improvements,  permitting 
the  various  states  to  immediately  formulate  a  definite  high- 
way program,  be  it 

Resolved,  that  the  Highway  Traffic  Association  of  the 
State  of  New  York  urge  upon  the  Federal  Government  and 
the  State  of  New  York  the  importance  of  adopting  a  pro- 
gram that  will  ensure  adequate  highway  construction  and 
maintenance  so  that  our  highways  may  properly  carry  their 
share  of  the  burdens  of  transportation,  and  be  it  further 

Resolved,  that  we  urge  upon  the  President  and  the  mem- 
bers of  Congress  the  creation  of  a  centralized  federal  author- 
ity to  determine  the  highway  policy  of  our  government,  with 
power  to  direct  the  administration  of  that  policy. 

Whereas,  the  War  Department  is  using  many  highways 
for  military  purposes,  and,  in  many  cases,  army  vehicular 
traffic  constitutes  a  large  percentage  of  the  total  traffic,  and 

Whereas,  some  highways  so  used  are  rapidly  worn  by 
army  truck  traffic,  and 

Whereas,  the  efficient  maintenance  of  such  highways  is 
a  necessity  for  the  rapid  and  economic  transportation  of 
army  supplies,  be  it  .        ^  , 

Resolved,  that  the  Highway  Traffic  Association  of  the 
State  of  New  York  petition  the  Congress  of  the  United 
States  to  enact  the  necessary  legislation  to  permit  the  con- 
struction and  maintenance  by  the  United  States  Government 
of  such  highways  as  may  be  designated  by  the  War  Depart- 
ment as  military  highways. 

Whereas,  the  number  of  prisoners  of  war  to  be  trans- 
ferred to  the  United  States  will  probably  rapidly  increase 
during  the  progress  of  the  war,  and 

Whereas,  the  construction  and  maintenance  of  highways 
of  vital  importance  for  the  successful  propagation  of  the  war 
are  prevented,  due  to  scarcity  of  labor,  be  it 

Resolved,  that  the  Highway  Traffic  Association  of  the 
State  of  New  York  favors  the  maximum  utilization  pf  pris- 
oners of  war  in  accordance  with  the  provisions  of  interna- 
tional law  as  labor  for  the  construction  and  maintenance  of 
interstate  trunk  highways  and  military  highways  under  the 
supervision  of  the  War  Department  of  the  Federal  Govern- 
ment. 

Whereas,  it  has  been  demonstrated  that  proper  utilization 
of  the  motor  truck  parcel  post  service  will  materially  increase 
the  food  supply  of  cities  and  provide  for  quick  delivery  of 
farm  products  to  city  consumers,  and 

Whereas,  such  service  can  be  conducted  at  a  profit  to 
the  United  States  Government,  be  it 

Resolved,  that  the  Highway  Traffic  Association  of  the 
State  of  New  York  petition  the  Congress  of  the  United  States 
to  appropriate  the  sum  of  five  thousand  dollars  for  the  exten- 
sion of  the  motor  truck  parcel  post  service. 


Wrecking  a  Concrete  Building  with  an 
Iron  Ball 

POUNDING  a  reinforced  concrete  buildiny-  to 
])iece.s  with  a  l,2(X)-pound  iron  ball  wa.s  the  novel 
method  employed  when  the  Western  Newspaper 
Union  Building'  was  razed  to  make  way  for  the 
head  house  of  the  new  Chicago  Union  Station.  The 
building  destroyed  was  an  eight-storey  structure,  cov- 
ering an  area  of  approximately  107  ft.  x  120  ft.  It  was 
erected  in  1909,  and  was  unusually  strong,  the  design- 
ing live  loads  being  250  i)ounds  and  300  pounds  per 
square  foot.  A  test  of  the  building  made  before  the 
wj-ecking  was  begun  showed  it  to  be  still  in  excellent 
condition,  the  floors  during  this  test  withstanding  a 
loud  of  aj^proximatcly  910  pounds  of  ])ig  iron  per  square 
fool. 


beams  16  in.  x  24  in.  The  concrete  in  the  slab  consisted| 
of  1  cement,  2  sand,  and  4  pebbles.  The  width  of  the 
octagonal  column  caps  was  4  ft.  6  in.  The  short  diame-, 
ter  of  the  columns  was  24  in.  the  core  being  21  in.  The 
reinforcing  in  the  four-way  flat  slab  consisted  of  fifteen 
54  in.  round  high  carbon  steel  rods  in  each  band,  the 
width  of  the  bands  being  7  ft.  In  the  columns  the  rein^ 
forcement  consisted  of  8}4  in.  round  rods,  ha.  round 
spiral,  2^  in.  pitch. 

In  order  to  facilitate  the  wrecking,  as  well  as  tO' 
economize  in  the  amount  of  manual  labor  required  to 
demolish  the  building,  the  W.  J.  Neuman  Wrecking 
Company,  Chicago,  used  a  1,200-pound  ball.  A  wreck- 
ing outfit  that  would  operate  between  the  columns  of 
the  building  was  constructed,  and  consisted  of  a  stiff- 
leg  derrick  and  40  ft.  boom,  mounted  on  a  16  in.  x  24  in. 
platform  with  rollers,  the  ball,  or  "skull  crusher,"  being 
carried  on  a  single  fall  line.  A  25  h.p.  Thomas  direct 
current  electric  hoist  furnished  the  power  for  hoisting 
and  swinging.  The  job  of  hoisting  the  various  parts  to 
the  roof  of  the  building  and  assembling  them  required 
several  days. 

The  method  employed  in  using  the  ball  was  to  drop 
it  through  a  distance  of  approximately  40  ft.  on  the 
central  parts  of  a  slab.  This  had  the  efi^ect  of  shattering 
the  concrete  up  to  the  coliunn  capitals,  or  to  the  edges 
of  the  beams.  The  reinforcing  bars  were  then  cut  by 
means  of  an  oxy-acetylene  torch.  The  ball  was  next 
directed  over  the  centre  of  the  column,  the  blows  in 
this  instance  resulting  in  breaking  the  concrete  away 
from  the  rods  at  the  base  of  the  columns  on  the  next 
iower  floor  to  a  height  of  4  ft.  or  5  ft.  As  much  of  the 
column  concrete  as  possible  was  broken  off  in  this  way, 
after  which  a  fire  was  maintained  around  the  column 
base  for  a  number  of  hours  and  then  water  thrown  on 
the  column.  This  operation  caused  the  concrete  to 
crack  and  weaken  the  column.  Then,  when  the  rein- 
forcement had  been  cut  with  the  oxy-acetylene  flame,  it 
was  an  easy  matter  to  pull  the  standing  mass  over  with 
a  block  and  tackle  attached  to  the  electric  hoist.  The 
beams  were  brought  down  with  the  columns,  and  the 
l)all  was  used  to  break  up  pieces  of  concrete  too  large  to 
l)e  loaded  for  hauling  away.  The  brick  walls  not  backed 
by  concrete  were  easih'  knocked  over  by  swinging  the 
ball  against  them. 

Of  65  men  emj^loyed  in  wrecking  the  building  only 
four  were  required  to  operate  the  iron  ball.  Ten  weeks 
were  required  to  raze  the  building,  the  work  proceed- 
ing at  the  rate  of  a  floor  a  week,  with  two  weeks  for  the 
heavy  construction  of  the  basement.  The  total  cost  of 
demolishing  the  building,  without  taking  into  consid- 
eration the  question  of  salvage,  was  api:)roximately 
$20,000,  or  about  15  per  cent,  of  the  original  cost  of  the 
building.  This  compares  well  with  10  per  cent,  on  the 
Avrecking  of  other  reinforced  concrete  buildings,  the 
difiference  being  due  to  the  present  high  cost  of  labor. — 
Concrete. 


The  lower  li\c  doors  of  the  Ituildiiu 


wvvv  a  lour- 


way  flat  slab  construction,  the  others  being  c)f  flat  slabs 
alone,  the  thickness  of  the  slabs  being  8]/^  in.  and  the 


Tests  of  New  Concrete  Ship  Under  Seagoing 
Conditions 

It  is  announced  that  exhaustive  tests  of  the  con- 
crete ship,  Faith,  under  actual  seagoing  conditions  will 
be  made  by  a  committee  of  experts,  under  the  direction 
f)f  Mr.'*R.  I.  Wig,  chief  engineer  of  the  dei)artnient  of 
concrete  ship  construction  of  the  United  States  Ship- 
ping P)Oard.  This  ship  was  illustrated  in  the  April  10 
issue  of  the  Contract  Record.  .Self-recording  instru- 
ments of  new  design  will  be  used  to  deternu'ne  the  nn- 
liire  and  effect  of  strain  on  the  steel  reinforcement  and 
the  results  of  wave  pressure. 
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Determining  the  Cost  of  Building 

Some  Considerations  Bearing  Upon  the  Relative 
Conditions  Before,  During  and  Following  the  War 


THE  cost  of  building-  before,  during,  and  after  the 
war  is  one  of  the  important  items  under  consid- 
eration by  the  up-to-date  contractor.    An  inter- 
esting article  was  presented  by  Mr.  Ernest  H. 
Selby  to  the  Surveyors'  Institute,  on  April  8,  1918,  the 
following  extracts  from  which  have  special  bearing  on 
the  subject : 

Considering  the  prices  of  work  obtaining  before  the 
war,  I  think  it  must  be  generally  admitted  that  compe- 
tition was  keen,  and  that  the  number  of  jobs  placed  in 
contractors'  hands  without  competition  were  few  and 
far  between.  The  natural  reaction  following  the  boom 
in  the  building  trades  some  fifteen  years  ago  was  felt 
acutely  just  before  the  war,  and  prices  were  cut  very 
finely  owing  to  th  supply  being  greater  than  the  de- 
mand. ; 

The  accumulation  of  wealth  necessitated  finding 
some  means  for  employment,  and  people  not  infre- 
quently embarked  upon  schemes  and  businesses  about 
which  their  knowledge  and  experience  was  limited,  and, 
they,  therefore,  had  to  rely  almost  entirely  upon  the 
advice  given  them  by  others,  without  being  able  to 
verify  it  themselves  or  to  assist  in  arriving  at  any  gen- 
eral conclusions.  Unless  an  estimator  with  a  long  and 
varied  experience  in  pricing  was  employed,  not,  per- 
haps having  the  necessary  data  upon  which  to  base  his 
prices  in  the  office,  the  results  were  somewhat  erratic, 
and  work  was  not  infrequently  undertaken  at  cost,  or 
even  under,  the  competition  among  the  specialists  and 
sub-contractors  being  especially  keen. 

Insufficient  Data  on  Estimating 

Of  late  years  a  great  deal  of  time  and  attention  has 
been  paid  to  teaching  the  elementary  and  advanced 
stages  of  building  construction,  but  I  personally  have 
not  come  across  many,  or  any,  young  people  who  have 
been  taught  much  of  the  science  of  estimating.  A 
number  of  books  have  been  published  giving  the  prices 
of  various  work,  but,  when  all  is  said,  the  numerous 
prices  it  is  possible  to  give  are  merely  examples,  and 
the  data  given  have  to  be  applied  to  the  actual  work 
tendered  for. 

Pricing  an  Estimate 

After  gaining  all  the  information  obtainable^  from 
all  sources  the  next  thing  to  do  is  to  be  able  to  price  an 
estimate  on  the  information  thus  obtained. 

This,  however,  is  only  the  beginning,  for  many  esti- 
mates are  priced  and  but  few  contracts  obtained.  It  is 
not  sufficient  for  an  estimator  to  be  able  to  price  a  bill 
on  hard  and  fast  lines.  He  must  keep  in  constant  touch 
with  the  prices  that  are  being  quoted,  and  attempt  to 
ascertain  where  and  why  other  estimates  difYer  from 
his  own.  Of  course,  there  is  a  point  reached  at  which 
jobs  are  not  worth  taking,  but  as  the  class  of  work 
asked  for  is  constantly  varying,  and  as  the  extreme  cut- 
ters cannot  manage  to  carry  off  all  the  cream  of  the 
■  work,  some  crumbs  must  fall  at  last  to  the  fairly-priced 
estimate.  As  time  goes  on,  even  the  most  extreme  of 
the  cutters  have  to  revise  their  prices,  as  contractors, 
and  even  limited  liability  companies,  have  a  linn"t  to 
their  resources,  and  I  suppose  that  even  advertisement 


has  its  price.  Of  course,  when  any  contractinj^  firm  is 
well  established  and  is  noted  for  gfjod  work,  the  com- 
petition for  high-class  work  is  not  quite  so  keen,  as 
such  firms  tendering  usually  know  what  the  work  is 
really  worth  and  price  accordingly.  The  practice  of 
pricing  out  items  to  the  one-sixteenth  of  a  penny  really 
does  not  make  any  appreciable  difTerence  in  the  amount 
of  the  tender,  and  is  very  likely  to  lead  to  mistakes 
being  made  in  the  subsequent  clerical  work,  especially 
when  tenders  have  to  be  submitted  at  short  notice.  If 
the  prices  are  arrived  at  on  sound  and  con.^istcnt  prin- 
ci])les,  a  far  more  accurate  estimate  can  be  arrived  at  in 
the  time  given  without  going  into  such  intricacies. 

High  Cost  of  Building 

The  cost  of  building  was,  like  everything  else.  high, 
owing  mainly  to  the  largely  increased  comnifjdities  re- 
quired in  each  building,  and  to  the  more  ])ermancnt  and 
lasting,  and,  in  some  cases,  extravagant  means  that  had 
to  be  adopted  to  meet  the  competition  in  the  buildings 
erected;  the  latest  up-to-date  building  erected  being 
eclipsed  by  more  up-to-date  and  elaborate  buildings  in 
a  few  years. 

Both  labor  and  materials  had  been  rising  for  a  num- 
ber of  years,  although  the  saving  effected  in  the  form  of 
construction  of  the  work  might  possibly  i)artly  cover 
the  additional  cost,  although  the  cost  of  labor  had  not 
only  risen  considerably,  but  the  output  had  also  been 
reduced. 

These  matters,  however,  usually  right  themselves  in 
time,  as  it  is  not  to  be  supposed  that  buildings  were 
erected  unless  there  was  some  chance  of  their  being  a 
commercial  success.  Although  the  cost  of  building  had 
increased,  the  rents  for  commercial  buildings  had  in- 
creased in  a  greater  proportion  the  more  up-to-date 
buildings  commanding  far  higher  rents  than  the  older 
ones. 

Price  of  Building  During  the  War 

When  this  stupendous  conflict  was  first  thrust  upon 
us  the  position  was  not  apparently  at  first  properly  ap- 
preciated. "Business  as  usual"  was  attempted,  pre- 
suming that  we  could  carry  on  the  war  with  one  hand 
and  conduct  our  business  with  the  other. 

This  extraordinary  state  of  things  continued  for 
al)out  fifteen  months  and  the  prices  of  materials  during- 
that  time,  with  the  exception  of  those  used  for  the 
actual  carrying  on  of  the  war,  did  not  advance  to  any 
appreciable  extent,  and  the  cost  of  labor  for  the  time 
remained  about  the  same.  Soon,  however,  the  enor- 
mous inroads  made  into  the  stocks  of  timber  in  the 
country,  used  in  the  construction  of  huts  for  the  troops 
and  other  military  purposes,  came  to  he  felt,  and  the 
cost  of  all  materials  that  we  had  previously  obtained 
from  abroad  advanced  rapidly,  owing  to  shortage  and 
increased  shipping  freights. 

Discontinuance  of  Private  Work 
When  all  private  work  had  eventually  to  bo  stop- 
ped, to  allow  the  government  to  carry  out  those  enor- 
mous works  which  were  necessary  to  produce  the  sin- 
ews of  war,  the  prices  of  materials  continunusly  ad- 
vanced, and  the  output  of  labor,  at  least  in  the  buildincr 
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trades,  in  a  lari^e  number  of  cases  steadily  decreased. 
The  practice  of  placing  contracts  on  a  percentage  of 
protit  basis  did  not  tend  to  improve  matters,  and  to 
meet  the  exigencies  of  the  situation,  most  of  the  work 
having  to  be  done  in  a  very  short  time,  a  greater  quan- 
tity of  labor  was  enlployed  than  could  be  used  advan- 
tageously. 

The  condition  of  things  soon  1)ecame  chaotic.  Quo- 
tations were  given  under  all  sorts  of  restrictions,  and 
were  subject  t  )  alteration  without  notice.  Stocks  were 
commandeered,  and  prices  of  all  materials  rose  consid- 
eiably,  and  are  still  rising. 

In  spite  of  the  tremendous  increase  in  price,  many 
and  heavy  losses  were  incurred  on  lump  sum  con- 
tracts, and  a  very  large  amount  of  the  work  now  being 
carried  out  is  on  a  cost  and  i)rotit  basis,  or,  if  on  a  lump 
sum,  with  contingent  increases  for  rises  in  prices  ot 
labor  and  materials. 

What  will  eventually  be  done  with  pre-war  con- 
tracts that  extended  into  the  war  period  and  the  con- 
tracts taken  during  the  war  still  remains  to  be  seen,  but 
the  apjilication  of  the  principles  underlying  the  Courts 
(Emergency  Powers)  Act  of  V)\7  may,  in  some  mea- 
sure, assist  in  distributing  the  loss  among  the  parties 
concerned. 

1  shall  not  attempt  to  deal  with  the  prices  during 
the  war  in  detail,  as  no  useful  purpose  would  be 
achieved  by  doing  so.  We  hope  and  trust  they  are  only 
transitory,  and  will  soon  be  buried  in  oblivion.  It  must 
not  be  overlooked,  however,  that  the  prices  of  materials 
home  produced  and  the  few  that  are  imported  are  still 
going  steadily  up,,  and  it  is  impossible  to  say  how  high 
prices  will  eventually  reach,  while  advances  are  con- 
tinually being  made  in  the  rate  of  wages. 

Price  of  Building  After  the  War 

I  now  come  to  the  last  phase  of  the  presumptive  or 
speculative  prices  for  work  that  will  probably  rule  after 
the  war  is  over,  which,  of  course,  will  be  affected  to  a 
very  large  extent  by  the  conditions  under  which  peace 
is  made. 

Taking  first  the  cost  of  labor,  this  must  he  governed 
by  the  cost  of  living,  which  seriously  affects  the  pock- 
ets of  wage-earners,  and  will  not,  in  my  opinion,  be  re- 
duced for  some  years  to  come;  and  I  submit  that  only 
by  the  reduction  in  the  cost  of  living  can  the  wages  of 
workmen  be  reasonably  expected  to  be  reduced. 

The  ])rocess  of  rate-cutting  by  reducing  the  scale  of 
payment  would,  of  course,  tend  to  slow  down  the  out- 
put, but  if  proper  rates,  in  the  hrst  place,  are  arranged 
on  an  ecjuitable  basis  by  the  employers  in  conjunction 
with  the  workmen,  and  workmen  choose  to  exert  them- 
selves, the  result  ought  to  be  satisfactory,  the  employ- 
ers benefiting  b}-  the  increased  output,  and  the  com- 
|)etent  wcjrkmen  would  be  enal)led  in  earn  far  more 
with  the  general  public  benefiting  to  the  largest  extent. 

The  Cheaper  the  Work  Is  Done  the  Better  for  All 

'i'her(;  were  certain  s])eciali/.ed  trades  ])efore  the 
war,  such  as  slating  and  tiling,  wood  block  floor,  mosaic 
and  other  sjjecial  floor  co\  crings,  gauged  brick-cuttmg, 
fencing,  certain  forms  of  metal  working,  glazing,  and 
many  others,  where  men  were  employed  alw^ays  at  the 
same  thing,  and  thus  became  far  more  ex])ert,  where 
the  prices  at  which  these  i)articular  works  were  exe- 
cuted could  not  be  done  by  ordinary  tradesmen.  Surely 
if  the  work  is  done,  and  (Idiic  properly,  and  a  i)ro])er 
living  wage  is  to  be  earned,  tlie  chea])er  the  work  is 
done  the  better  for  all. 

If  some  sort  of  a  scale  of  wages  wei'e  arranged  For 
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out])ut,  which  was  not  immediately  varied  directly  the 
employers  considered  the  workmen  were  earning  too 
much,  or  varied  to  suit  the  requirements  of  those  people 
whose  one  idea  appears  to  he  to  do  as  little  as  ])ossible,  i 
not  only  would  the  cost  be  in  time  reduced,  but  esti- 
mates could  be  much  more  closely  and  accurately 
])riced. 

As  occasion  arose  the  rates  cotild  be  revised  to  suit  \ 
the  ])articular  localities  by  mutual  agreement,  and  I  feel  i 
convinced  that  in  this  way  the  cost  of  many  materials 
could  be  reduced,  and  a  great  many  savings  be  effected 
in  the  course  of  working  and  fixing  the  materials  at  the 
site. 

Predicted  Result  of  the  War 

Considering  the  extensi\e  schemes  that  are  being 
latmched  for  industrial  housing  and  the  cost  of  same,, 
tmless  the  state  is  going  to  bear  a  serious  loss,  the  rents  j 
of  these  new  houses  will  have  to  be  consideral)lv  higher  I 
than  the  rents  paid  for  similar  houses  before  the  war,  ■ 
and  this  again  will  tend  to  raise  wages,  or  at  any  rate  . 
keej)  them  at  a  high  level.    However,  taking  all  these 
things  into  consideration,  the  increased  output  which  ; 
ought  to  result  from  better  wages,  shorter  hours,  and  i 
I)etter  conditions  of  living  may,  when  the  excitement 
and  unrest  caused  by  the  war  has  calmed  down,  result 
in  the  lowering  of  the  cost   of   work  considerably. 
Whether  this  happy  result  will  follow  or  not  has  to  l)e 
])roved,  but  the  enormous  convulsion  caused  by  the 
war  may  have  startling  results,  especially  when  the  ■ 
boys  of  all  sorts  and  conditions  who  have  been  so  gal  f 
lantly  fighting  for  their  king  and  country  rettu-n  to  us 
again. 

These  great  social  questions  do  not  come  within  the 
scope  of  this  paper  but  they  are  bound  to  have  a  far- 
reaching  effect  on  the  prices  at  which  buildings  will  be 
erected  after  the  war. 

The  price  of  labor  will  naturally  largely  afifect  the 
cost  of  materials,  and  if  the  labor  problem  in  the  pro- 
duction of  materials  can  be  entirely  solved  by  payment 
by  results,  the  cost  of  materials  ought  to  come  down  in 
a  reasonable  time  to  something  approximating  to  pre- 
war rates. 


35-Ton  Granite  Block  Rolled  from  Quarry 
to  Railroad 

A  novel  method  of  transporting  a  35-ton  block  of 
Texas  granite  to  the  railroad  is  described  in  Engineer- 
ing and  Contracting.  The  quarry  from  which  this 
granite  was  taken  is  situated  eight  miles  from  the 
nearest  railroad  station.  A. poor  road  and  weak  bridges 
connected  the  two.  Furthermore,  there  were  no  wag- 
ons in  the  vicinity  capable  of  handling  this  weight, 
so  that  it  was  decided  that  the  only  practical  method 
of  transporting  the  stone  was  to  roll  it  to  the  rail- 
road. This  was  done  by  tying  small  logs  to  the 
stone  with  wire  rope,  which  acted  as  a  tire  and  as 
protection  to  the  block.  The  motive  power  was  sup- 
plied by  an  engine  mounted  on  a  truck  which  followed 
the  path  of  rock.  The  block  was  moved  forward  by 
unwrai)ping  a  wire  rope  which  had  been  previously 
wrapped  around  it,  by  winding  the  other  end  on  the 
drum  o'f  the  engine.  The  friction  between  the  block 
and  the  rough  road  prevented  it  from  traveling  faster 
than  desired  down  the  grades.  Several  streams  were 
crossed  but  no  unusual  difficulty  was  experienced. 
When  the  block  reached  its  destination  it  was  finished 
to  size  7  feet  square  by  10  feet  before  being  placed 
(jii  the  railroad  car. 
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Would  Accept  Only  Competent  Men 

The  new  City  Coniniissioners  of  JV'luntreal  luive 
made  a  good  start.  'I'hree  names  were  submitted  to 
Judge  Bruneau  as  arl)itrators  in  a  dis]nite  l)etwcen 
certain  j)roprietors  and  the  city  as  to  (himage  caused 
by  the  alteration  of  street  levels  in  Hochelaga  Ward. 
These  names  were  approved  by  the  judge,  ])ut  the 
Commissioners  emphatically  declined  to  agree,  on  the 
ground  that  two  of  the  gentlemen  are  clerks  of  the 
Practise  Court  and  of  the  Court  of  /\i)peal,  and  there- 
fore cannot  be.  called  competent  to  determine  damage 
to  buildings  and  land,  and  the  third  has  an  action 
against  the  city,  and  is  usually  an  arbitrator  for  pro- 
prietors against  the  city.  In  the  opinion  of  the  Com- 
missioners the  Board  of  Arbitration  should  be  com- 
posed of  an  architect,  an  engineer,  and  a  builder,  such 
men  alone  being  competent  to  make  an  arbitration  in 
conformity  with  the  terms  of  the  agreement  between 
the  city  and  the  proprietors.  The  Commissioners 
declined  to  approve  of  any  but  competent  men.  One 
million,  four  hundred  thousand  dollars,  are  claimed 
by  the  proprietors,  while  the  city  admits  liability  for 
$200,000.  The  question  later  came  before  Judge  Brun- 
eau in  the  Superior  Court,  when  the  city  and  repre- 
sentatives of  the  proprietors  agreed  to  withdraw  arbit- 
ration proceedings  and  quash  the  act  of  compromise 
on  which  the  project  of  arbitration  was  passed." 


Development  in  Machine  Gun  Practice 

At  a  meeting  of  the  Montreal  branch  of  the  Can- 
adian Society  of  Civil  Engineers,  on  April  25,  Lieut. 
Ashworth  described  the  great  developments  which 
have  taken  place  in  machine  gun  Avork  since  the  be- 
ginning of  the  war.  Lieut.  Ashworth  took  the  place 
of  Lieut.  Philip  Bruneau,  who  had  been  suddenly  or- 
dered to  South  Virginia  as  a  machine  gun  instructor 
for  the  United  States  Army  and  also  (to  use  the  jocular 
phrase  of  Mr.  K.  B.  Thornton,  the  chairman) — had 
added  to  his  troubles  by  getting  married  that  evening. 
The  speaker,  who  has  been  thrice  wounded  and  also 
gassed,  told  of  how  the  machine  guns  protected  the 
infantry  advances,  by  means  of  barrages.  The  British 
were  now  using  the  Lewis  and  Vickers  guns,  which 
did  excellent  work.  The  pill  boxes  of  the  Germans 
were  constructed  of  reinforced  concrete,  with  walls 
8  feet  thick,  and  could  only  be  destroyed  by  a  direct 
hit  from  a  heavy  high  explosive  shell.  Lieut.  Ash- 
worth described  the  indignation  of  British  soldiers 
on  finding  in  captured  pill  boxes  sacks  and  tags  show- 
ing that  they  had  been  made, of  British  cement.  Re- 
ferring to  the  Clerman  mustard  gas,  the  speaker  stated 
thab  it  was  very  dangerous,  as  it  had  a  burning  effect 
and  caused  wounds  which  were  very  difficult  to  heal. 


Good  Roads  in  Quebec 

The  one  million  dollars  voted  by  the  Quebec  Gov- 
ernment for  good  roads  will  be  allocated  as  follows: 
$LSO,000  for  the  Montreal-Quebec  Road;  $131,000  for 
the  Three  Rivers-Grand'Mere  Road;  $22,000  for  the 
Edward  VIL  Boulevard;  $n,000  to  repair  the  Sher- 
broo'ke-Derby  line,  and  $4,000  for  the  Chambly  Road. 
Seven  hundred  thousand  dollars  will  be  used  ior  the 
vm])rovement  of  roads  in  different  municii)alities. 

The  Quebec  Streams  C'ommission,  of  which  Mr.  (). 
O.  Lefebvre  is  chief  engineer,  are  inviting  tenders  for 
the  construction  of  a  storage  dam  at  Lake  Brule,  ten 
miles  from   Heauijre,   P.O.     The  shoenie  consists  ol 


three  dams,  a  wofKien  crib  flam  liiled  with  stone,  aiul 
two  small  earth  <lams.  Tiie  length  of  the  wooden  dam 
at  the  crest  is  to  be  225  feet,  and  the  pressure  face  is  to 
be  at  an  incline  of  45  dei^rees.  'I  lie  darn  will  rest  on 
solid  rock.  The  structure  will  give  additional  wa^.-r- 
l)ower  to  the  hydro-electric  plant  i>\  the  Laurertiaii 
Power  Company. 


Contractors  Awarded  Damages 

The  acting  chief  justice  ha^  rendered  jud^^ment  at 
St  John's,  Que.,  in  the  case  of  Quinlan  Robertson. 
Ltd.,  vs.  the  cities  of  St  John's  and  Iberville.  The 
comi)any  claimed  $70,945.95  damages  for  non-fultil- 
ment  of  a  contract  they  received  for  the  construction  of 
a  new  bridge  over  the  Richelieu  River.  The  ccjntract 
had  been  annulled  owing  t(j  the  irregularity  of  the 
cities  concerned  in  not  having  the  project  ^anctifHied 
by  plebiscite.  Jn  the  circumstances  the  court  held  the 
cities  were  liable  in  damages  towards  the  contractors, 
as  the  munici])alities  had  neglected  to  make  procedure 
regular  before  awarding  the  contract  to  plaintiffs. 
Damages  were  assessed  at  $24,297,  with  interest  and 
costs. 


The  Dominion  Shipbuilding  Company's 
Plant 

Considerable  progress  is  being  made  on  the  plant 
of  the  Dominion  Shipbuilding  Company  at  the  foot 
of  Spadina  Avenue.  An  interesting  feature  of  the  con- 
struction is  that  part  of  the  site  is  being  made  up  by 
one  of  the  Harbor  Commission's  large  suction  dredges, 
while  construction  on  a  complete  section  of  the  site 
is  in  jirogress.  Tht  main  building  will  be  4<S5  feet 
long  by  220  feet  wide.  The  cut  shows  a  portion  of 
the  east  end  of  the  plant,  i.e.,  the  furnaces  and  slabs. 


One  corner  of  the  Dominion  Ship  Building  Company's  premises  on 
the  Spadina-Bathurst  lake  front. 

Toward  the  west  the  concrete  piers  and  foundations 
are  being  laid  for  the  machine,  blacksmith.  i)ipe  and 
electric  shops.  The  steel  for  the  other  shops  will  be 
fabricated  in  a  short  time.  The  contracts  on  hand 
call  for  tw  cK  e  shi])s ;  two  are  about  readv  now. 


The  offices  of  the  Quebec  Bridge  Board  of  l-lngi- 
ncers  ha\  e  been  removed  to  Ottawa.  It  will  be  sev- 
eral months  before  the  work  of  the  BoanI  is  com- 
pleted. Lieut. -Col.  C.  N.  Monsarrat.  the  chairman  of 
the  Board,  has  been  appointed  consulting  engineer  to 
tlu'   I'ediTal    R;iil\\a\s  Di'parlment. 
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Practical  Hints  for  the  Contractor 

that  may  save  him  time  and  money.  If  you  know  any  labor-saving  scheme, 
send  it  in — preferably  with  illustrations.    We  will  pay  for  all  accepted  articles. 
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Saddle  Supports  Hose  in  Crusher  Plant 

Everyone  has  seen  a  hose  tied  up  with  string  where 
its  weight  drags  on  a  spud  coupled  to  a  horizontal  pipe 
at  some  distance  from  the  floor.  Sometimes  more 
pains  are  taken,  as  in  a  stone  crushing  plant  where 
the  writer  rigged  up  the  counterweighted  saddle  shown 
in  the  sketch.  It  was  easily  made  of  four  pieces  of 
wood,  a  strip  of  galvanized  sheet  iron,  a  4-part  sling 


of  sash  cord  and  small  scrap  casting  for  counterweight. 
The  curve  was  made  somewhat  flatter  than  the  curve 
the  hose  took  in  filling  with  water,  to  prevent  kink- 
ing. Several  lengths  of  hose  broke  before  the  saddle 
was  put  in,  after  which,  of  course,  the  trouble  ceased. 
— L.  V.  Lauther,  in  News-Record. 


Automatic  Device  for  Regulating  the  Mixing  of 
Concrete 

In  order  to  decrease  the  liability  for  incorrect  time 
of  mixing  concrete  an  automatic  recording  device  has 
been  invented.  The  device  is  located  in  a  box  near  the 
large  gear  of  the  mixer,  with  which  is  is  connected  by 
means  of  a  short  horizontal  shaft  cafryiner  a  worm  gear. 
The  shaft  is  rotated  by  means  of  another  gear  connect- 
ed to  the  large  gear  wheel.  The  device  is  equipped 
with  a  bell  and  recording  indicator.  When  the  mixing 
of  the  batch  is  completed  the  bell  rings,  thus  saving  the 
time  of  the  operator,  who  otherwise  has  to  remember 
when  the  batch  was  placed  in  the  mixer,  in  addition  to 
watching  the  engine,  raising  or  lowering  the  skip  with- 
out striking  careless  workmen,  sui)plv  the  pro])er 
amount  of  water  for  the  mixture,  and  finally  operate 
the  bucket  in  ])lacing  the  concrete. 

/Die  batchmeter  machine  not  only  lessens  the  work 
of  the  operator,  thus  guarding  against  poorly-mixed 
ingredients,  but  also  .shows  the  engineer  or  inspector 
that  the  materials  have  been  brought  together  properly. 
The  bell  seems  to  assist  in  sj^eedinp-  up  the  work  of  the 
whole  organization  ;  the  men  in  front  of  the  mixer 


speed  up  to  receive  the  next  batch ;  also  the  men  behind 
the  mixer  are  awakened  to  the  fact  that  their  material 
should  be  in  the  skip  in  the  next  few  seconds  to  pre- 
vent delay. 


Shores  with  Detachable  Heads  Easy  to  Store  and  Ship , 

The  detachable  head  for  form  shores  shown  in  the 
sketch  makes  it  easy  to  store  and  ship  the  shores  be- 
cause of  the  space  saved.  One  of  the  heads  is  slipped 
over  a  4  x  4-inch  post  and  nailed  to  it  with  double- 
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headed  nails,  which  can  be  quickly  pulled.  This  makes 
as  rigid  a  construction  as  the  ordinary  shore,  while 
when  the  forms  are  taken  down  the  posts  can  be  com- 
pactly piled  in  one  place  and  the  heads  in  another. — 
J.  T.  Sullivan,  in  News-Record. 


Setting  Column  Forms 

Considerable  time  and  expense  is  often  involved  in 
the  i)roper  aligning  of  column  forms,  especially  in  the 
cases  where  odd  geometrical  shapes  are  used.  A  very 
good  method  is  to  build  a  small  form  out  of  2  in.  x  4  in. 
stock,  of  the  proper  profile,  and  place  these  small  forms 
as  a  base  for  the  column.  The  carpenter  can  readily 
line  up  the  small  boxes  and,  after  the  concrete  has, set, 
can  use  the  base  as  a  template  for  placing  the  longer 
and  more  cumbersome  form.  All  that  is  necessary  is 
to  place  the  column  form  over  the  template,  plumb  it 
up,  and  brace  it.  A  further  advantage  in  having  the 
short  section  pre-cast  is  found  in  levelling  the  top  of 
the  forms.  By  leaving  the  forms  a  little  short  one  can 
drive  wedges  underneath  the  form  and  have  an  adjust- 
ment of  two  or  three  inches. 


The,]jarrett  Company  are  distributing  a  little  book- 
let entitled,  "Nox-Aer-Leek,"  which  is  described  as  a 
tough,  elastic,  adhesive  cement  for  preventing  infiltra- 
tion of  air  in  brick  boiler  settings.  The  booklet  de- 
scribes the  various  conditions  under  which  this  cement 
lias  proven  advantageous  and  explains  its  method  of 
application. 
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Montreal  vs.  Cook  Construction  Go. 

Arbitraticni  between  the  city  of  Mcjiitreal  and  the 
Cook  .  Construction  Company  in  reference  to  the  en- 
largement of  the  aqueduct  is  now  jjroccedinii;'.  'J"he 
arbitrators  are  Messrs.  W.  F.  Tye,  J.  M.  Fairbairn,  and 
Aime  Geoffrien.  The  city  cancelled  their  contract  with 
the  Cook  Construction  Company,  with  the  work  par- 
tially finished.  The  company  are  claiming  damages  for 
delay,  etc.,  while  the  city  are  making  a  counter-claim. 
Many  witnesses  have  been  called,  including  several 
Montreal  engineers.  The  case  is  exi)ectcd  to  last  for  a 
considcral)lc  ])eriod. 


Major  W.  T.  Wilson,  of  the  Montreal  Light,  Heat 
and  Power  Company,  has  presented  to  the  Canadian 
-Society  of  Civil  Fng"ineers  a  pa])er  knife  made  out  of 
steel  from  guns  captured  from  the  Germans  at  Pass- 
chendaele.  The  paper  knife,  dagger  shape,  was  made 
at  the  front,  and  is  ornamented  at  the  handle  with  a 
lady's  head,  beautifully  drawn  on  the  steel. 


The  president  and  secretary  of  the  Canadian  Society 
of  Civil  Engineers  have  been  appointed  to  meet  the 
president  and  secretary  of  the  Mining-  Institute  to 
discuss  any  questions  of  mutual  interest,  which  may 
arise,  with  a  view  to  concerted  action. 


New  Members  C.S.C.E. 

The  following  have  been  elected  members  and  associate 
members  of  the  Canadian  Society  of  Civil  Engineers: — 

Members — Messrs.  Frederick  John  Bell,  Toronto;  presi- 
dent and  general  manager  of  the  Canada  Wire  &  Cable  Co., 
vice-president  of  the  St.  Catharines  Steel  and  Metal  Co., 
manager  for  Mr.  E.  A.  Wallberg,  C.E., .  Montreal,  and  ad- 
visor to  the  L'aurentian  Power  Co.;  Geo.  L.  Guy,  Winnipeg, 
in  private  practise  as  an  electrical  engineer,  and  engineer  of 
the  Public  Utilities  Commission  of  Manitoba;  Benjamin  F.  C. 
Haanel,  Ottawa,  chief  engineer.  Fuels  and  Fuel  Testing, 
Mines  Department,  Branch  of  Mines,  Ottawa;  Charles  John- 
son, OakviUe,  Ont.;  engineer  of  the  Toronto  and  York  Radial 
Railway;  Harold  Rindal,  Vancouver,  engineer  of  the  B.  C. 
district,  C.  P.  R.,  in  charge  of  all  engineering. 

Associate  Members — Messrs.  Walter  C.  Campbell,  To- 
ronto, partner  in  Messrs.  Campbell  and  Lattimore,  contrac- 
tors; Walter  C.  Gillis,  Ottawa,  assistant  and  chief  draftsman 
to  O.  S.  Finnic,  Department  of  the  Interior;  John  C.  Meade, 
Regina,  in  1913,  assistant  engineer,  roads  and  municipal  work, 
city  of  Regina,  and  in  July,  1917,  discharged  as  Lieut.,  having 
served  six  months  in  France  with  Canadian  Engineers,"  Raoul 
de  M.  Prevost,  Montreal,  first  assistant  engineer  on  the  staff 
of  the  Geodetic  surveys  department,  city  of  Montreal;  Fred- 
erick G.  Smith,  Ottawa,  assistant  structural  engineer,  Depart- 
ment of  Public  Works,  Ottawa;  Frank  W.  Townsend,  Regina, 
engineer  for  Imperial  Oil  Company  in  charge  of  a  refinery; 
William  Wotherspon,  Calgary,  engineer,  Department  of  In- 
terior, Irrigation  branch,  Calgary. 

Transferred  from  Associate  Member  to  Member — Messrs. 
William  J.  Dick,  Ottawa,  mining  engineer,  Commission  of 
Conservation,  Ottawa;  Edmund  L.  Miles,  Calgary,  inspector 
for  Department  of  Interior,  Irrigation  Branch,  Calgary; 
Needham  E.  Waddell,  Kansas  City,  Missouri,  member  of  the 
firm  of  Waddell  and  Son,  of  Kansas  City  and  New  York,  in 
charge  of  Kansas  City  office,  specializing  in  bridge  work. 

Transferred  from  Student  to  Associate  Member— Mr. 
John  Erskine,  Hamilton,  Ont.,  Captain  in  infantry,  and  form- 
erly engaged  on  the  Bloor  Street  Viaduct.  Toronto,  and  in 
charge  of  hydraulic  dredging,  Ottawa. 


Mainly  Constructional 

East  and  West— From  Coa^t  to  Coabt 


Permits  to  the  value  of  .$1  were  in  (Jliat!i:i:ii 

Out.,  (luring  tlie  month  of  April. 

The  Interurban  Engineering  Company,  J^ld.,  has  been  in- 
corporated, with  a  capital  of  $35,000,  head  office  n  Toronto. 

The  Carter-IIalls-Aldinger  Company,  of  Winnipeg,  ha.s 
been  awarded  the  contract  for  the  relining  of  the  Rogers 
Pass  tunnel  with  concrete  for  the  C.P.R. 

A  theatre  is  to  be  built  in  Regina  this  summer  lor  the 
I'antages  vaudeville  circuit,  at  a  cost  of  about  $100,000.  A.  J. 
Rowley,  of  Regina,  is  tlie  architect  for  the  building. 

Two  hundred  Ijricklayers  went  on  strike  in  Toronto  on 
May  1.  Their  demand  was  for  a  wage  of  70c  and  weekly 
pay.  Some  of  the  employers  granted  the  increase  and  their 
men  continued  at  work. 

The  estimates  of  the  British  Columbia  Department  of 
Public  Works  include  an  item  of  $1,427,040  for  maintenance 
and  repairs  to  roads,  but  no  provision  has  been  made  for 
new  construction  work. 

James  &  Smith,  Ltd.,  is  the  name  of  a  company  recently 
incorpora/ted,  with  a  capital  of  $40,000,  head  office  in  Toronto. 
Among  the  objects  set  forth  in  its  charter  is  to  carry  on  a 
building  and  general  contracting  business. 

Appropriations  have  been  passed  by  the  Toronto  City 
Council  for  additions  to  the  Perth  Avenue  and  Queen  Alex- 
andra schools.  Each  addition  will  be  in  the  form  of  a  sei)ar- 
ate  building,  on  a  site  adjoining  the  main  school. 

Work  is  being  started  in  connection  with  the  sawmill  of 
the  Timberland  Lumber  Company  on  the  south  side  of  the 
Eraser  River,  just  across  from  New  Westminster.  It  is 
hoped  to  have  the  mill  in  operation  by  December. 

The  Minister  of  Pubic  Works  has  announced  that  work 
on  the  breakwaters  in  connection  with  the  harbor  'w'6rk  at 
Toronto  will  not  be  continued  during  the  war.  The  reclama- 
tion work  at  Ashbridge's  Bay,  however,  is  to  be  completed. 

The  committee  appointed  l)y  the  Brantford  Board  of 
Trade  to  organize  a  convpany  to  build  houses  suitable  fur 
mechanics  and  other  working  men  with  a  view  to  selling  them 
on  the  installment  plan  has  for  its  president  Thomas  Hendry 
and  as  secretary  P.  T.  Knowles.  The  committee  will  hold 
weekly  sessions. 

London's  building  permits  for  .April  number  114,  and  are 
valued  at  $8,5, 2C0,  which  compares  with  140  permits,  valued  at 
$S4,390  taken  out  in  the  same  month  in  1917.  There  has  been 
a  total  of  190,  at  a  value  of  $148, .""iS".,  issued  up  to  April  30  this 
year,  as  against  33,5,  valued  at  $l(i:!,330,  during  the  corre.sj)! «nd- 
ing  period  in  1917. 

The  operating  profits  of  the  National  Brick  Company  of 
Laprarie,  Ltd.,  for  the  year  ended  February  28  totalled  $22,957, 
after  writing  off  depreciation,  etc.,  against  $22,714  in  the  pre- 
vious year.  Mr.  Ayer,  the  president,  stated  that  it  would  be 
necessary  for  the  bondholders  and  shareholders  to  nieet  be- 
fore the  fall  to  consider  tlie  question  of  paying  iiUerest  on 
the  bonds. 

The  Canadian  Northern  Railway,  now  under  government 
ownership,  has  begun  work  at  Leaside,  Toronto,  on  a  round- 
house and  on  locomotive  and  car  repair  shops.  A  big  water 
tank  is  already  ivp.  The  new  buildings  are  located  immedi- 
ately north  of  the  C.P.R.  yards  and  northeast  of  Leaside  sta- 
tion, where  a  large  tract  of  land  for  this  purpose  was  secured 
some  years  ago.    Other  works  will  soon  follow,  ii^-b,!,!''! 
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freight  sidings,  terminals,  and  despatchers'  headquarters.  The 
Canadian  Northern  is  likely  to  withdraw  from  the  Union 
.Station  and  to  operate  from  the  new  North  Toronto  Station. 

A  deputation  from  Prince  Edward  and  Hastings  Coun- 
ties recently  interviewed  Hon.  F.  G.  Macdiarmid,  Minister  of 
Public  Works  for  Ontario,  to  request  government  aid  for  the 
erection  of  a  bridge  on  the  line  between  the  two  counties. 
There  is  at  present  a  bridge  owned  by  a  private  company,  but 
application  is  being  made  to  double  the  toll,  and  the  counties 
want  another  outlet. 

The  Master  Masons'  Section  of  the  Toronto  Builders' 
Exchange  held  a  very  enjoyable  social  evening  on  April  18th 
at  C.4.5,  at  the  Hotel  St.  Charles.  Mr.  Geo.  Stocker,  president, 
occupied  the  chair.  A  program  of  songs  and  readings  was 
followed  by  a  helpful  discussion  of  labor,  and  other  problems 
relative  to  the  building  industry.  Several  applications  for 
membership  were  received. 

The  Toronto  Harbor  Commission  has  made  a  start  on 
their  program  of  work  for  this  season.  Operations  will  be 
largely  confined  to  reclaiming  land  and  preparing  it  for  sites 
for  new  industries.  Two  24-inch  dredge- pumps  are  now 
operating,  one  at  the  foot  of  Bathurst  Street  and  the  other  in 
the  Cherry  Street  ship  channel.  Two  smaller  pumps  are 
working  in  the  slips  of  the  Dominion  Shipbuilding  Company. 

The  annual  meeting  of  the  Master  Carpenters'  Section 
of  the  Toronto  Builders'  Exchange  was  held  on  April  18th. 
Officers  were  elected  as  follows :— President,  W.  Clark,  Jr.; 
first  vice-president,  T.  Painter,  Jr.;  second  vice-president,  C. 
B.  Jackson;  treasurer,  J.  Brown;  representative  to  Board  of 
Directors,  T.  Painter.  It  was  decided  to  increase  the  scale 
5  cents  per  hour,  the  maximum  not  to  exceed  60  cents.  This 
section  will  hold  a  luncheon  on  May  2nd. 

Apportionment  of  the  cost  of  the  bridge  to  be  constructed 
by  the  Toronto-Hamilton  Highway  Commission  over  Mimico 
Creek  has  recently  been  made  by  the  Ontario  Railway  and 
Municipal  Board,  as  follows:  City  of  Toronto,  45.6  per  cent.; 
balance  to  be  distriliuted  between  York  County,  Etobicoke, 
New  Toronto,  and  Mimico  in  ihe  respective  proportions  of 
r,7.\2.  17.14,  10.21,  15. ,58.  It  has  not  yet  l)een  decided  whether 
the  new  'bridge  will  be  of  steel  or  concrete.  The  cosj  has 
been  roughly  estimated  at  $25,000. 

It  is  expected  that  the  new  bridge  which  has  been  in 
course  of  construction  at  the  foot  of  Cherry  Street,  Toronto, 
since  last  November  will  be  completed  by  the  first  of  July. 
This  structure  has  l)een  erected  by  the  Toronto  Harbor  Com- 
mission in  connection  with  their  reclamation  work.  It  has  a 
120-foot  span,  with  a  Strauss  bascule  lift  66  ft.  wide,  and  is 
designed  to  carry  street  railway,  vehicular,  and  pedestrian 
traffic.  The  cost  of  the  l)ridge  will  be  about  $150,000.  It  is  at 
the  main  entrance  to  the  eastern  harl)or  terminals. 

Quite  a  number  of  dwellings  are  being  built  in  Toronto — 
practically  all  of  them  of  the  ))etter  class,  including  houses 
valued  at  from  $10,000  U>  $15,000.  Large  construction  under- 
takings are  not  very  numerous,  but  there  are  reports  regard- 
ing some  big  jobs  planned  for  this  season.  One  of  these  is 
the  big  Eaton  warehouse  to  be  erected  on  Bayside  Park,  at  a 
cost  of  some  two  and  a  half  millions.  It  is  also  said  that 
work  will  start  soon  on  the  new  Eaton  store,  whch,  accord- 
ing to  the  proposals  made  last  year,  will  cost  about  eleven 
million  dollars. 

A  bill  to  incorporate  the  Canadian  Niagara  Bridge  Com- 
pany has  been  brought  up  before  the  Railway  Committee  of 
the  Commons.  The  object  of  this  company  is  to  build  a  new 
international  bridge  over  the  Niagara  River  from  some  con- 
venient point  between  Cbippawa  and  Ff)rt  Erie  on  the  Cana- 
dian side  to  the  opi)osite  side  of  the  river  in  the  Slate  of  New 
York.  Nf)  objection  was  raised  to  the  plans  of  the  company, 
but  the  committee  st iiMilaled  lli.ii  the  buidcvanl  (d  Ihe  Niagara 


Falls  Park  Commission  must  not  be  interfered  with  except 
with  the  consent  of  the  commissioners;,  and,  failing  this,  plans 
will  lie  subject  to  the  approval  of  the  Dominion  Railway 
Board.  The  committee  also  decided  that  provision  must  be 
made  for  general  as  well  as  for  railway  traffic,  which  is  the 
primary  purpose  of  the  liridge.  Baron  Shaughnessy  is  in- 
terested in  the  scheme;  also  President  A.  H.  Smith,  of  the 
New  York  Central  Railway.  The  borrowing  powers  of  the 
'company  are  limited  to  eight  million  dollars.  It  is  said  the 
liridge  will  cost  seven  millions.  It  must  he  started  within 
two  and  finished  with.in  five  years. 


Personals 

Lieut.  Percy  Booth,  of  the  C.F.C.,  commanded  by  Col.h 
White,  has  been  promoted  to  captain.  He  went  overseas  inl 
1916  as  a  lieutenant  in  the  243nd  Forestry  Battalion.  Pre-i 
vious  to  enlistment  he  was  on  the  stafT  of  Ross  &  Macdonald,  p' 
architects,  having  his  B.  Asch.  degree,  McGill. 

Lieut.  E.  V.  Deverall,  of  Toronto,  has  been  awarded  the  ' 
Military  Cross.    Lieut.  Deverall  graduated  from  the  Faculty « 
of  Applied  Science  and  Engineering,  University  of  Toronto,  in  ^ 
1915,  and  previous  to  enlistment  was  on  the  staff  of  the  Do- 
minion Bridge  Company.    He  was  previously  with  the  10th 
Royal  Grenadiers,  bu  recenly  was  granted  his  commission  in 
the  Royal  Engineers.  Last  Octolier  he  was  reported  wounded. 

Lieut.  C.  F.  Szammers,  a  1911  graduate  of  the  Faculty  of 
Applied  Science,  University  of  Toronto,  is  now  O.C.  of  the 
Canadian  Corps  Tramways,  Section  1,  which  is  a  composite 
unit  of  the  Pioneer  Company  and  the  Construction  Corps, 
B.E.F.  After  graduating,  Lieut.  Szammers  followed  his  pro- 
fession with  Sherwood  &  Sherwood,  Toronto,  but  enlisted  as 
a  corporal  with  the  Second  Canadian  Pioneers,  being  shortly 
promoted  to  sergeant  and  later  to  lieutenant.  He  has  been 
serving  in  France  for  some  time,  and  is  now  engaged  in  build- 
ing light  railways  to  the  front  lines. 

Lieut,  Alexander  McKenzie  West,  of  the  Canadian  Engi- 
neers, who  last  December  won  the  Military  Cross  and  was 
mentioned  in  Sir  Douglas  Haig's  despatches  on  January  1, 
was  awarded  this  decoration  "for  constructing  a  bridge  under 
severe  fire,  enalding  the  troops  to  open  an  attack."  Lieut. 
West  is  a  1908  graduate  of  the  Faculty  of  Applied  Science 
and  Engineering  of  the  University  of  Toronto,  and  his  home 
town  is  Flespeler,  Ont.  At  the  time  of  his  enlistment,  how- 
ever, he  was  municipal  engineer  of  North  Vancouver.  While 
serving  with  a  field  company  of  the  Canadian  Engineers  on 
the  west  front,  in  April.  1917,  he  was  reported  wounded  in 
action.  He  is  now  attached  to  the  cliief  engineer's  stafT  at  the 
corps  headquarters. 

A  farewell  dinner  and  presentation  to  M.  V.  Sauer,  B.A. 
Sc.,  chief  designing  engineer  on  the  Greater  Winnipeg  Water 
District  scheme,  Ijrought  together  a  large  and  representative 
asseml)ly  of  the  memliers  of  the  stafT  on  April  11,  at  the  Fort 
Garry  Hotel.  Mr.  Sauer  has  been  connected  with  the  scheme 
from  the  beginning  and  as  Mr.  W.  G.  Chace's  lieutenant  and 
right-hand  man  has  proven  liis  al)ility  and  resource  in  every 
branch  of  the  complex  work  entrusted  to  him.  He  is  now 
leaving  Winnipeg,  having  accepted  a  position  in  the  hydraulic 
department  of  the  Hydro- Electric  Power  Commission  of  On- 
tario. Mr.  Sauer  carries  with  him  an  evidence  of  the  appre- 
ciation of  his  fellow-workers  in  the  shape  of  a  golcj  watch  and 
chain  atnd  an  illuminated  address  presented  by  Mr.  R.  D. 
Waugh,  commissioner  of  the  Greater  Winnipeg  Water  Dis- 
trict, who  occui)ied  the  cliair  on  this  occasion.  Others  who 
spoke  in  congratulatory  terms  of  Mr.  Sauers'  work  were 
Messrs.  W.  H.  Carter,  president  of  Carter-Halls-Aldinger, 
Ltd.;  C.  B.  Kelly,  of  Thomas  Kelly  &  Sons;  R.  I).  Waugh, 
Jr.,  and  C.  P.  Keli)in.  Mr.  Sauer  was  formerly  with  the  On- 
tario Power  ('(impaiiy,  'riinnito. 


Contracts  Department 

News    of   Special   Interest   to   Contractors,   En^neers,   Manufacturers  and 

Dealers  in  Building  Supplies 


\  Waterworks,  Sewerage  and 
Roadways 

Aylmer,  Ont. 

Plans  will  Ik-  prepared  for  a  reservoir 
for  the  Town  Council.  Engineer,  J.  A. 
Bell,  Court  House,  St.  Thomas. 

Birch  Cliff,  Ont. 

The  Birch  Cliff  Ratepayers  Associa- 
tion have  requested  the  York  Township 
Council,  40  Jarvis  Street,  Toronto,  to 
have  Engineer  prepare  plans  for  drainage 
system  for  the  district. 

Dereham  and  North  Dorchester  Town- 
ships, Ont. 

Tenders  are  being  received  for  drainage 
work,  costing  $;i,500,  for  the  Townships' 
Councils    Clerk,  W.  B.  Lane,  Dorchester. 

Dundas,  Ont. 

Tenders  are  being  received  by  the 
chairman  of  the  Utilities  Commission,  R. 
W.  Karch,  until  5  p.m.,  May  14,  for  re- 
inforced concrete  sedimentation  basin  and 
rapid  sand  filter  for  the  Town  Council. 
Plans  and  specifications  at  office  of  the 
consulting  engineer,  E.  H.  Darling,  604 
Specator  Bldg.,  Hamilton,  or  office  of 
the  Commission,  Dundas. 

Edmonton,  Alta. 

Tenders  will  be  received  by  the  Deputy 
Minister.  L.  C.  Charlesworth,  until  noon. 
May  15,  for  drainage.  District  No.  1,  for 
the  Department  of  Public  Works,  Pro- 
vincial Government.  Plans  and  specifi- 
cations at  the  Department  of  Public 
Works,  Edmonton. 

Goderich,  Ont. 

Town-  Council  contem])late  the  con- 
struction of  a  sewer  on  Hincks  Street. 
Clerk,  L.  L.  Knox. 

Hamilton,  Ont. 

The  construction  of  a  (l-inch  •  water 
main  on  Hunt  St.  by  the  Engineering  De- 
partment, City  Council,  has  been  recom- 
mended.   Engineer,  E.  R.  Gray. 

Leamington,  Ont. 

Councillors  Scratch,  Coulsf)n  and  the 
Clerk,  R.  M.  Selkirk,  will  secure  engineer 
who  will  decide  on  site  tor  reservoir  of 
1,300,000  gallon  capacity  for  the  Town 
Council. 

North  Vancouver  District,  B.C. 

District  Council  contemplate  extension 
to  present  waterworks  system.  Engineer, 
F.  M.  Sharpe. 

St.  Philemon,  Que. 

Tenders  are  being  received  until  May 
15  by  the  secretary-treasurer,  Adclard 
Larochelle,  for  gravelling  road  2,637  feet 
long  and  34  feet  wide  for  the  Township 
Council.  Plans  and  specifications  with 
the  secretary-treasurer  and  the  Road 
Department,  Parliament  Bldgs.,  Quebec. 

CONTRACTS  AWARDED 
Chicoutimi  Parish,  Que. 

Pierre  Labergc  has  the  general  con- 
tract for  $50,000  waterworks  system  for 


the  Town  Council.  Ninety-five  thousand 
feet  of  wooden  pii)e,  H,  (i  and  4  inches 
in  diameter,  is  required. 

Sifton,  Man. 

John  Bradley,  Kelly  Block,  Hth  Street, 
Brandon,  have  the  contract  for  road  and 
G.  G.  McDougall,  \'irden,  the  contract 
for  culverts  for  the  Town  Council. 

Tilbury  East  Township,  Ont. 

The  Chatham  Dredging  Co.,  care  of 
Clerk,  M.  .Xcfa  Farquharson,  R.  1.  Mer- 
lin, have  the  general  contract  for  dredg- 
ing drains  at  a  cost  of  $ia,000  for  the 
Township  Council. 


Railroads,  Bridges  and  Wharves 

Amherstburg,  Ont. 

Work  to  start  shortly  on  a  siding  for 
the  Michigan  Central  Railroad.  A.  Les- 
lie, Building  Department,  St.  Thomas,  is 
in  charge  of  the  work. 

The  Essex  Terminal  Railway.  Walker 
Road,  Walkervilley  contemplate  rad}al 
railway  extension.  Manager,  W.  W. 
Woollatt,  Windsor. 

Blanford  Township,  Ont. 

Tenders  are  being  received  by  the 
Clerk,  Geo.  Oliver,  Bright,  until  noon. 
May  13,  for  the  erection  of  a  steel  bridge 
and  concrete  abutments  over  Horner's 
Creek  for  the  Township  Council.  Engi- 
neer, F.  J.  Ure,  Woodstock. 

British  Columbia,  Province  of 

The  Provincial  Government.  \'ictoria. 
will  extend  railroad  line  from  Clinton  to 
Williams  Lake  and  then  to  Soda  Creek. 
Minister  of  Railways,  W.  E.  Oliver,  Vic- 
toria. 

Grey  County.  Ont. 

Plans  are  in  progress  for  a  cement 
bridge  over  the  Pretty  Ixiver  for  the 
County  Council.  Clerk,  Fred  Ruther- 
ford, Owen  Sound. 

Hanover,  Ont. 

Town  Council  contemplate  the  con- 
struction of  reinforced  concrete  arch  cul- 
verts.    Clerk,  lohn  Taylor. 

Lennox  and  Addington  Counties,  Ont. 

Counties  Council  contemplate  the  erec- 
tion of  a  concrete  and  steel  bridge.  En- 
gineer, T.  W  .\nderson,  Nai)ance. 

Niagara  Falls,  Ont. 

A  bill  has  been  brought  l)eforo  the 
Railway  Committee  of  the  Dominion 
Government  to  incorporate  the  Canadian 
Niagara  Bridge  Co.,  Limited,  the  object 
of  which  is  the  erection  of  a  .$7,000,000 
Iiridge  over  the  Niagara  River. 

Port  Arthur,  Ont. 

The  C  anadian  Northern  Railway,  head 
Oflicc,  Toronto,  contemplate  the  erection 
of  a  section  house  at  Current  River.  Sup- 
erintendent. .1.  E.  Nelson,  Port  Arthur. 

Port  Dover,  Ont. 

Tenders  will  be  called  about  June  10  or 


15  for  the  crectif/n  of  a  swini^  hridKc. 
costing  l)elween  !(; 1 .1,(100  and  $20,000.  for 
the  Town  Council.   Clerk,  James  Sloan. 

Prince  Edward,  Ont. 

The  Counties  of  I'rince  I'-ilward  an<l 
Hastings  have  petitioncfj  the  iH'partincnt 
of  I'liblic  Works,  Parliament  Buildings, 
Torr)nto,  tf)  construct  a  new  itridgc  l>e- 
tween  the  counties  at  an  estimated  cost 
of  $65,000. 

Quebec,  Que. 

The  Canadian  Northern  Quebec  Rail- 
way, 160  St.  .Andrews  .St..  are  erecting 
a  $3,000  one-storey  wood  and  asbestos 
shingle  temporary  station.  Superin- 
tendent, J.  H.  Davidson. 

Revelstoke,  B.C. 

Lanark  Mines  contenii)late  the  erecti(»n 
of  a  $50,000  dam  for  producing  water 
power. 

Vancouver,  B.C. 

Tenders  are  being  received  by  the 
Clerk.  Wm.  McQueen,  until  May  25  for 
the  construction  of  a  wharf  and  landing 
slip  costing  $7,500  at  the  foot  <i(  Gore 
Avenue  for  the  Engineering  Depart- 
ment. City  Council.  Plans  and  specifica- 
tions with  the  engineer,  F.  L.  Fellows. 

Wellington  County,  Ont. 

Tenders  are  being  received  l>y  the 
Clerk,  J.  Bealtie,  Fergus,  until  2  p.m.. 
May  14,  for  the  erection  of  a  concrete 
and  steel  bridge  for  the  County  Coun- 
cil. Plans  and  specifications  with  the 
engineers.  Bowman  &  Connor.  31  Queen 
Street  \\'est,  Toronto,  and  the  clerk. 

CON  TRACTS  AWARDED 
Lake  St.  John  County,  Que. 

Tremblay  &  Nadeau.  Normandin.  have 
the  general  contract  for  a  $<)1.000  high- 
way bridge  over  the  Metabetciiowan 
River  for  the  Town  Council. 

Bonnell  Bro.s..  341  Guy  St..  Iiavc  tiie 
general  contract  for  alterations  costing 
$3,000  to  station  for  the  Canadian  Pacific 
Railway,  Windsor  Station. 

Sydney,  N.S. 

Rhodes,  Curry  iv:  Co.,  Ltd.,  Wentwnrtii 
.Street,  have  the  general  contract  for  $5.- 
000  boiler  and  rejiair  house  for  tiie  Can- 
adian Ciovernment  Railway,  Naval  De- 
l)artmcnt,  Ottawa. 

Vancouver,  B.C. 

Robertson  I'l-  i'artners.  Ltd..  S37  Hast- 
ings St.  \\  ..  have  the  general  contract 
for  bridge  over  tiie  Capilano  River  esti- 
mated to  cost  between  $35,000  anil  $50,- 
000.  for  tlie  Dejiartment  of  Railways  & 
Canals,   i'rovincial  Government. 


Public  Buildings,  Churches 
and  Schools 

Bittern  Lake,  Alta. 

Tenders  are  being  received  b\  Bn.ird 
ot  Trustees  until  noon.  May  15,  for  the 
erection  of  a  school  for  the  Harvot 
Home   School   District   No.  3575.  Sec- 
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retary-treasurer,  Jolin  Mikulecky,  Bit- 
tern Lake. 

Brantford,  Ont. 

Plans  are  in  progress  for  $35,000  Sun- 
day school  and  parish  hall  for  Grace 
Church  Congregation.  Rector,  Rev.  J. 
B.  Fotlieringham. 

Edmonton,  Alta. 

The  Great  War  \'eterans'  Association 
contemplates  the  erection  of  a  memorial 
hall.  Address,  Secretary,  cor.  101st  St. 
and  Jasper  Avenue. 

The  Public  School  Board  contemplate 
the  erection  of  a  $4,000  frame  school. 
Secretary,  W.  Brady,  Civic  Block. 

Fort  Qu'Appelle,  Sask. 

Plans  and  specifications  are  with  the 
architects.  Storey  &  Van  Egmond,  1013 
McCallum  Hill  Bldg.,  Regina,  who  will 
receive  tenders  until  noon,  May  15,  for 
all  trades  in  connection  with  the  erection 
of  a  $200,000  tuberculosis  sanitorium  for 
the  Saskatchewan  Anti-Tuberculosis 
League,  Regina. 

Fort  William,  Ont. 

Plans  and  specifications  are  with  the 
architect,  R.  E.  Mason,  Victoria  Block, 
who  will  receive  tenders  until  May  10 
for  bulk  work  for  $70,000  reinforced 
concrete  collegiate  building,  also  heat- 
ing and  plumbing  for  the  Board  of  Edu- 
cation. 

Halifax,  N.S. 

Tenders  are  being  called  for  repairs  to 
"Bloomfield"  High  School,  costing  $36,- 
000;  repairs  to  "Chebucto"  School,  cost- 
ing $2.5,000;  repairs  to  "Joseph  Howe" 
School,  costing  $35,000;  repairs  to  "St. 
Patrick's"  Boys'  School,  and  repairs  to 
"St.  Patrick's"  Girls'  School  for  the 
School  Board,  81  Sackville  St.  Clerk,  S. 
J.  Wiilson,  81  Sackville  St. 

Board  of  Health,  City  Hall,  contemp- 
late the  erection  of  an  addition  to  hos- 
pital. Secretary-treasurer,  John  A.  Wal- 
ters. 

Louiseville,  Que. 

.  Plans  and  specifications  are  with  the 
Clerk,  J.  A.  Ferron,  St.  Aime  St.,  Louise- 
ville, who  will  receive  tenders  until  0 
p.m..  May  30,  for  the  erection  of  a  $10,- 
000  registry  office  and  court  house  for 
the  County  Council  of  Maskinonge. 

Ottawa,  Ont. 

The  Weslyn  Methodist  Church,  Gra- 
ham Ave.,  conlemolates  alterations  lo  en- 
trance of  church.  Pastor,  Rev.  Mr.  Mor- 
ris. 

R.  J.  Mackey,  19  Arlington  Ave.,  gen- 
eral contractor  for  $30,000  "Carnegie" 
branch  library  for  the  City  Council  re- 
quires 00,000  brick  and  a  quantity  of  sand, 
cement  and  stone. 

N.  Poirier  &  Son.  103  Cathcart  St., 
are  preparing  |)lans  for  alterations  to 
(■hai)el  on  Bayswater  Ave.  for  the  Roman 
Catholic  Congregation. 

Tenders  are  being  received  by  the  ar- 
chitects, J.  A.  Pearson  and  J.  (J.  Mar- 
chand.  Centre  Block,  until  noon.  May 
2lf  ff)r  iron  stairwork  and  plate  glass  and 
leaded  glazing  for  the  Parliament  Build- 
ings for  the  r)c))artment  of  Public 
Works,   Dominion  Government. 

Ree:ina,  Sask. 

i'hnis  are  Ix'ing  prepared  for  a  school 
for  the  .School  P>oard.  .Schno!  architect, 
Mr.  Burrows. 


Rosetown,  Sask. 

Tenders  are  being  called  for  the  erec- 
tion of  an  $8,000  frame  extension  to 
nurses'  home  for  the  Union  Hospital. 
.Architect,  W.  H.  Evans,  N.^rth  Battle- 
ford. 

St.  Celestin,  Que. 

M.  Laplante,  St.  Monique  de  Nicolet, 
general  contractor  for  school  house  for 
the  School  Commissioners  of  St.  Celestin 
has  the  plans  and  specifications  and  will 
let  painting. 

St.  Neree,  Que. 

The  School  Board  contemplate  the 
erection  of  a  $3,000  two-storey  frame 
convent.    Parish  priest,  J.  Adalbert  Roy. 

St.  Pamphile,  Que. 

Tenders  will  be  called  shortly  for  the 
erection  of  a  $12,000  addition  to  church 
for  the  Roman  Catholic  Congregation. 
Architect,  P.  Levesque,  115  St.  John  St. 

Toronto,  Ont. 

,  Tenders  are  being  received  by  the  sec- 
retary, R.  C.  Desrochers,  until  May  10 
for  roofing  and  sheet  metal  work  for 
military  hospital  on  Christie  Street  for 
the  Department  of  Public  Works,  Do- 
minion Government. 

Plans  have  been  prepared  for  addition 
to  hospital  building  on  Bathurst  Street 
for  the  Western  Hospital  Superintendent, 
H.  Tonilin,  391  Bathurst  Street. 

Vermillion,  Alta. 

Tenders  will  be  received  by  the  Board 
of  Trustees  until  May  15  for  the  erection 
of  an  addition  to  school  and  putting  in 
a  concrete  foundation  for  the  Claymore 
School  District  No.  2425.  Secretary- 
treasurer,  Percy  Willis. 

CONTRACTS  AWARDED 
Chatham,  Ont. 

B.  Blonde  has  the  contract  for  remod- 
elling and  liuilding  several  additions  to 
St.  Marys  Church  at  a  cost  of  $30,000,  and 
is  receiving  tenders  for  material.  Archi- 
tect, Arthur'Holmes,  Toronto. 

Chicoutimi,  Que. 

Blanchette  &  Pednault,  Chicoutimi, 
have  the  general  contract  for  $30,000 
church  for  Endiste  Fathers,  Chicoutimi 
West. 

Listowel,  Ont. 

The  following  contracts  have  been 
awarded  in  connection  with  alterations 
and  addition  to  school  for  the  Board  of 
Education: — Heating,  Meyers  &  Son, 
Stratford;  brick  work,  Geo.  Fritz,  Lis- 
towel; carpentry,  Henry  Horne. 

London,  Ont. 

R.  J.  Kelly,  37  Beattie  Ave.,  has  been 
awarded  a  contract  for  roofing  by  the 
Western  Fair  Board. 

Montreal,  Que. 

(jaspard  Archanibault,  016  .St.  Denis 
St.,  has  the  general  contract  for  $200,- 
000  school  for  the  Roman  Catholic  School 
Commission,  87  St.  Catherine  W. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  "St.  Stanislas"  church  costing  $250,- 
000,  for  the  Roman  Catholic  Congrega- 
tion:— Steel,  Trussed  Concrete  Steel  Co., 
285  Beaver  Hall  Hill;  roofing  and  plumb- 
ing, Michael  Chouinard,  751  Adam  St., 
Maisonneuvc;  electrical  work,  J.  A.  St. 
Armour,  2171  St.  Denis  Street;  painting, 
T.  A.  Gauthier,  128  St.  Elizabeth  Street; 


marble  and  tile,  Le  Page  Marble  Work 
Ltd.,  734  St.  Lawrence  Blvd.  ! 

Wm.  Rutherford  &  Sons  Co.,  Ltd.,  d 
Atwater  Ave.,  have  the  contract  for  sJi$ 
and  doors  and  the  Morrison  Quarry  Ccj 
204  St.  James  Street,  the  contract  fdl 
cut  stone  in  connection  with  repairs  t 
convent  for  the  Grey  Nuns.  '| 

Niagara  Falls,  Ont. 

Ireland  &  Dinham,  Glenholme  Ave 
have  the  general  contract  for  $23,500  adj 
dition  to  school  for  the  School  Board. 

Oakville,  Ont. 

The  following  contracts  have  beei 
awarded  in  connection  with  the  erectioi 
of  a  $35,000  private  school  residence  fo 
the  Appleby  School,  Lake  Shore  Roa< 
W.:— Masonry,  J.  Robert  Page,  18  To 
ronto  St.,  Toronto;  carpentry,  A.  Welle 
&  Co.,  Ltd.,  54  Tecumseh  St.,  Toronto 
plumbing  and  heating,  A.  H.  Read,  6tt 
Shaw  St.,  Toronto;  sheet  metal,  W.  M 
Dillon  Co.,  Ltd.,  183  George  St.,  Toron- 
to; plastering,  R.  C.  Dancy,  153  SpadinSj 
Road,  Toronto;  wiring,  Harris  &  Marson 
81a  Parkway  Ave.,  Toronto;  linoleum,  R; 
Simpson  &  Co.,  Yonge  St.,  TorontoJ 
painting  and  glazing,  G.  Clemence  &  Sofij' 
Bronte.  Sheppard  &  Calvin,  Excelsidi' 
Life  Bldg.,  Toronto,  are  the  architects 

Ottawa,  Ont. 

W.  G.  Anderson,  126  Sparks  St..  has 
the  general  contract  for  repairs  to  police 
station  for  the  city  council. 

A.  J.  Marshall,  437  Bank  Street,  has 
the  general  contract  for  painting  and 
decorating  isolation  hospital  for  the  City 
Council. 

St.  Anne  de  Beaupre,  Que. 

M.  Alphonse  Simard,  214  Fourth  Ave., 
Limoilou,  Quebec,  has  the  general  con- 
tract for  $5,500  school  for  the  School 
Board. 

St.  Cyprien,  Que. 

M.  A.  Gagnon  &  Frere,  Lambton,  have 
the  general  contract  for  part  construc- 
tion of  church  at  a  cost  of  $24,000  for  the 
Parish. 

St.  Johns.  N.B. 

Pierre  Traham,  St.  Jean  Street,  has  the 
general  contract  for  repairs  to  registry 
office  for  the  Town  Council. 

St.  Laurent,  Que. 

Filion  b^reres,  2419  St.  Denis  St.,  Mont- 
real, have  the  general  contract,  will  carry 
out  the  masonry  and  carpentry,  and  let 
steel,  roofing,  plumbing,  heating,  plaster- 
ing, painting,  ventilating  system,  and 
electrical  work  for  the  erection  of  a 
$10,000  three-storey  brick  boys'  school  for 
the  school  commissioners.  Architects, 
Viau  &  Venne,  76  St.  Gabriel  St.,  Mont- 
real. 

St.  Raphael  West,  Ont. 

Alex.  Cameron,  Alexandria,  has  the 
general  contract  for  $11,000  one-storey 
stone  memorial  chapel  for  the  Parish  of 
St.  Raphael  West.  Architect,  Raoul 
Garicpy,  54  Notre  Dame  St.  E.,  Mont- 
real. 

Saint  Anges,  Que. 

M.  Alphonse,  L'Abbe,  has  the  general 
contract  for  $12,000  i)res!)ytery  for  the 
Parish. 

Stamford  Township,  Ont. 

Ireland  &  Dinham,  Glenholme  Ave., 
Niagara  Falls,  have  the  general  contract 
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for  $l(i,K)()  school  for  the  School  Hoard, 
School  Section  No.  1. 

Winnipeg,  Man. 

The  Sutherland  Const  ruction  Co.,  Ltd., 
802  Carlton  Bldg.,  have  the  general  con- 
tract for  $S4,}S()0  addition  to.  school  for 
the  School  Board. 

Business  Buildings  and  Indus- 
trial Plants 

Calgary,  Alta. 

The  Alberta  Flour  Mills  Ltd.,  810  First 
St.  W.,  are  open  to  receive  prices  on  re- 
inforcing and  structural  steel  in  connec- 
tion with  the  erection  of  their  flour  mill 
to  cost  $1,500,000.  Specifications  with  the 
engineer,  A.  Ingram. 

Collingwood,  Ont. 

Tenders  will  be  received  l)y  the  archi- 
tects, Hogle  &  Davis,  80  St.  Francois 
Xavier  Street,  Montreal,  until  about  May 
14  for  remodelling  hotel  into  bank  for  the 
Merchants  Bank  of  Canada,  head  office, 
Montreal.  Plans  and  specifications  at 
Montreal  and  with  the 'associated  archi- 
tect, John  Wilson,  Hurontario  Street. 

Edmonton,  Alta. 

Plans  are  in  progress  for  $.50,000  addi- 
tion to  bank  on  Jasper  Avenue  for  the 
Merchants  Bank  of  Canada,  head  office, 
Montreal.    Local  manager,  F.  Pike. 

Halifax.  N.S. 

Tenders  will  be  called  shortly  for  re- 
I)airs  costing  $4,500  to  workshop  for  the 
City  Council.    Clerk,  L.  F.  Monaghan. 

Separate  tenders  are  being  received  by 
the  Superintendent,  Jos.  Tobin,  Dennis 
Bldg.,  for  elevator  in  connection  with  gar- 
age and  showroom,  etc.,  costing  $50,000 
for  the  Modern  Garage  limited. 

Hope,  B.C. 

Longs  &  Roddis,  Rosedale,  are  having 
plans  prepared  for  a  saw  and  shingle  mill. 

Leamington,  Ont. 

Plans  are  being  prepared  for  a  $10,000 
two-storey  reinforced  concrete  garage  fnr 
Adolphus  Reach. 

London,  Ont. 

The  Hall  Glove  Co.,  286J/  Dunras  St., 
contemplate  the  erection  of  a  $10,000 
weaving  plant. 

Midland,  Ont. 

A  syndicate  in  which  Jas.  Playfair,  fool 
of  Manley  Street,  is  interested  contemp- 
late the  establishment  of  a  plate  mill  and 
improvements  to  their  shipbuilding  plant. 

Montreal,  Que. 

E.  Masse  and  F.  Laberge,  137  Cherrier 
St.,  will  let  roofing,  plumbing,  heating 
and  electrical  work  in  connection  with 
the  enlargement  of  public  garage  at  a 
cost  of  $20,000. 

Nanaimo,  B.C. 

The  Royal  Bank  of  Canada,  head  office, 
Montreal,  have  purchased  the  "Vendonie 
Block,"  on  the  corner  of  Commercial  and 
Bastion  Streets,  where  new  quarters  will 
be  built  immediately.  Local  manager,  F. 
A.  Hanna. 

Newport,  Que. 

Michel  J.  Smith  will  erect  two  build- 
ings costing  $3,000. 

Ottawa,  Ont. 

R.  Birch,  331  McLeod  Street,  will  erect 
a  frame  garage. 

St.  Hyacinthe,  Que. 

F.  A.  Grothe,  6  Cuthbert  St.,  Montreal, 


general  ccjntractor  for  addition  to  factory 
for  L.  O.  (irotiie,  Ltd.,  5.5(;  St.  Lawrence 
Blvd.,  Montreal,  will  carry  out  the  ma- 
sonry and  carpentry  and  let  rriofmg, 
l)luml)ing.  heating,  plastering,  jjainling, 
glazing,  steel  and  electrical  work. 

Simcoe,  Ont. 

ri.iiis  will  be  prejjared  for  an  addition 
to  planl  for  Lea  Brothers,  Culver  St. 

Taber,  Alta. 

.Sam  Rose  will  erect  a  brick  business 
block. 

Three  Rivers,  Que. 

The  Three  l^ivcrs  Shipyard  Company 
are  erecting  a  two-storey  frame  ware- 
house and  smith  shop  to  cost  $14,000. 
Secretary,  S.  J.  Shea. 

Vancouver,  B.C. 

The  Greater  \'ancouver  Industrial 
Commission  contemi)late  the  erection  of 
a  woolen  mill. 

Plans  have  been  drawn  for  a  theatre 
for  Irvine  .'\ckerman  and  C.  A.  Harris. 
■\ddress,  Hijjpodrome,  Vancouver. 

Vermillion,  Alta. 

The  Royal  Bank  of  Canada,  head  office, 
Montreal,  will  rel)uild  their  l)ank  which 
was  recently  destroyed  by  fire.  Local 
manager,  H.  R.  Calvert. 

W.  P.  Pilkie  will  rebuild  his  theatre 
which  was  recently  destroyed  by  fire. 

Verdun.  Que. 

Jos.  A.  S.  Houle,  477  Notre  Dame  St., 
St.  Lambert,  has  iirepared  plans  for  a 
one-storev  frame  and  brick  addition  to 
building  for  J.  St.  Pierre. 

W'^rton.  Ont. 

H.  J.  Heintz  Co..  Ltd..  Erie  St..  Leani- 
i'"'glon,  contemplate  the  erection  of  a 
plant.    Superintendent,  Ci.  H.  Teeter. 

Wvom'npf.  Ont. 

Dr.  I.  F,.  Kidd  contemnlates  the  erec- 
tion of  a  $5,000  office  and  residence. 

CONTRACTS  AWARDED 
Avim<"r.  Ont. 

C.  M.  .'smith.  Avlmer,  has  the  gener:il 
contract  for  $15,000  warehouse  for  A.  W. 
Pierce. 

Cnrrm'^ll,  Op*'. 

McFarlane-Doui'las  have  the  roofing 
(•oiitrpct  in  connection  with  the  I'fection 
'if  a  $2i.0'^0  addition  to  naper  mill  for  the 
Toronto  Paper  Company. 

Dirndls.  Ont. 

\.  B.  NicbolsoL  Ltd..  Bank  of  Hamil- 
ton Bldff .  Hamilton,  have  the  trencral 
contract  for  reinforced  concrete  a"d  fire- 
nrnof  Q-rain  elevator  for  the  Kerr  Milling 
Company. 

Levis,  Oue. 

The  Davie  .Shipbuilding  &  Repair  Com- 
pany have  placed  their  order  for  steel 
sash  and  mechanical  operators  for  their 
ne^v  plant,  with  the  A.  B.  Ormsbv  Co.. 
Ltd..  Toronto,  through  their  engineer. 
Mr.  Horace  Lane,  Detroit. 

London.  Ont. 

lames  Moran  &  Son,  937  Maitland  St.. 
Iiave  the  general  contract  for  saw  mill 
for  D.  H.  Gillies  Co..  288  Adelaide  St. 

Montreal.  Que. 

fos.  Lamarche.  8!)()  Drolet  Street,  has 
the  roofing,  and  Jos.  St.  .\mand.  10',> 
Laurier  .Vve.  1"..,  the  plumbing  and  heat- 


ing contracts  in  connection  with  llie  erec- 
tion of  a  H.OOO  two-storey  brick  factory 
for  L.  /\.  &  E.  F.  Carricrcs,  l.'Jl  Laurier 
St.  E.(  who  will  carry  f)Ul  tlic  nias»)nry 
aiul  carpentry. 

Alfred  Mercure.  4rj  Lal>ricquc  Street, 
has  the  general  crditract  for  alteration^ 
costing  $7,200  to  factory  for  the  .Xctne 
(ilove  VV<jrks,  Ltd.,  IHl  \  itrc  St.  E.  .\r- 
chitect,  Jas.  J.  .Adamson,  .Amesljury 

.Alfred  Lalomle.  480  St.  F'atrick  Street, 
has  the  roofing  contract  in  connection 
with  alterations  costing  $«.000  to  garage 
for  E.  Dionne,  2012  Notre  Darne  St.  VV.. 
who  is  in  the  market  for  an  electric 
freight  elevator. 

John  MacGregor.  Ltd.,  511  St.  Cath- 
erine .St.  W'.,  have  the  masonry  and  D. 
M.  Long,  204  William  .St.,  the  carpentry 
contract  in  connection  with  the  erection 
of  an  $8,000  factory  addition  to  the  Major 
Mfg.  Co..  Ltd.,  314  St.  .-\ntoine  Street. 
Hutchison,  Wood  &  Miller.  2  Place 
D'.\rmcs,  are  the  architects. 

M.  J.  Quigley.  4228  St.  Catherines  St.. 
has  the  ])lumbing  and  heating  contracts 
in  connection  with  the  erection  of  a  $26.- 
000  factory  for  the  Canada  Casing  Co., 
Ltd.,  750  St.  Paul  West. 

Ottawa,  Ont. 

Mur|)hy  &  Mrjrrow.  Billings  Bridge, 
have  the  iilastering  and  S.  Lewis.  Cartier 
St.,  the  electrical  work  in  connection  with 
the  erection  of  a  $(>0,000  warehouse  f(jr 
.\.  L.  I'lorence,  Redpath  St. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  .$65,000  store  and  office  for  .\.  .\. 
Fournier.  Wellington  St.: — Tinsniithing 
and  roofing.  McP'arlane  &  Douglas.  212 
Slater  St.;  electrical  work.  S.  Lewis.  168 
Cartier:  plumbing  and  heating.  J.  .\. 
Langelier,  310  Wellington  St.;  plaster- 
ing. Murphy  &  Morrow,  Billings  Bridge: 
glazing  and  painting,  W.  J.  Carson,  293 
Laurier  W. 

P.  .Ackroyd.  416  Bank  St..  has  the  elec- 
trical work,  and  F.  Hunt.  115  .Arlington 
Ave.,  the  plastering  in  connection  with 
the  erection  of  a  $4,000  office  for  Dr.  W. 
E.  Crain.  O'C  onnor  and  Somerset  Streets. 
The  general  contractor.  Geo.  Crain.  285 
Clemow  .Ave.,  wants  tenders  on  plumb- 
ing and  heating. 

Walter  Ryer,  Bank  St.  and  Glen  .Ave., 
has  the  general  contract  for  frame  garage 
for  S.  v..  W  affle.  54  Glen  Ave. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $25,000  store  and  offices  for  H.  H. 
Brcnnan  Estate,  care  of  architect.  I.  .A. 
ICwart.  Booth  Bldg.,  Sparks  St.: — Brick 
and  masonry,  T.  C.  James,  140  Flora  St.: 
carijentry.  W.  G.  .Anderson.  126  Sparks 
St.;  plastering.  Muri)hy  &  Morrow.  Bill- 
ings Bridge. 

Paris.  Ont. 

J.  1).  Tindall  &  Son  have  the  general 
contract  for  'uldi'-ion.  changes.  ;ind  alter- 
ations costing  $6,000,  to  the  general  office 
of  Pennians  Company.  Ltd..  and  will  re- 
iiuire  cut  stone,  ornamental  iron,  plate 
glass,  etc. 

Peterboro,  Ont. 

Henry  T.  Hickey.  5  Fleming  Place, 
has  the  general  contract  for  one-storey 
reinforced  concrete  and  brick  garage  and 
showrooms  for  los.  I.  Duffns.  345  Hunter 
St.  W. 

Pictou.  N.S. 

Purdy  Brothers  have  the  general  ccn 


Tenders  Wanted 


Tenilers  will  be  received  by  tlie  umk-i  >.igiRil 
up  to  noon  on  Monday,  May  13th,  1918,  foi  tlic 
concrete  work  for  a  4.S-foot  concrete  truss  bridge 
in  tbe  Township  of  Minto. 

Plans  and  Specilicalions  can  be  seen  at  niy 
office.  The  lowest  or  any  tenilcr  not  necessarily 
accepted. 

W.  U.  McLELI,.\N, 

Clerk  of  Minto, 
i;).l<j  Ifarriston,  Ont. 


Tenders  for 
Bridge  Construction 


Sealed  tenders,  plainly  marked  as  to  contents, 
will  be  received  by  the  undersigned  up  to  VJ. 
o'clock  noon  of  Monday,  May  20th,  1918,  for  the 
construction  of  a  concrete  and  stone  Ford  over 
tlie  Etobicoke  River  on  the  drounds  of  the  To- 
ronto Golf  Club,  Long  Branch,  Ont. 

Plans  and  specifications  may  be  seen  at  the 
office  of  the  undersigned,  40  Jarvis  St.,  Toronto. 

The  lowest  or  any  tender  will  not  necessarily 
be  accepted. 

FRANK  BARBER, 
Toronto,   Ont.,  Engineer. 
May  4,  1918. 


TENDERS 
Bridge  Abutments 


Sealed  tendtis  will  be  received  up  to  IG.Sf) 
o'clock,  Monday,  May  20th,  1918,  for  each  of 
the   tnider   mentioned   works: — 

(a)  Two  reinforced  concrete  bridge  abutments 
for  a  bridge  over  the  Assiniboine  River  near 
Cote,  on  the  C.  N.  Railway. 

(b)  Two  reinforced  concrete  bridge  abutments 
for  a  bridge  over  the  Maple  Creek  near  the 
town  of  Mai)le  Creek  on  the  C.  V.  Railway. 

(c)  Two  reinforced  concrete  bridge  abutments 
for  a  bridge  over  the  Qu'AppclIe  River  near 
Disley   on   the   C.    N.  Railway. 

The  contracts  be   let  separately   for  each 

inilividtial  work. 

Tenders  may  be  mailed  under  one  cover,  but 
tenders  for  each  individual  work  must  be  ac- 
comiianied  by  an  accepted  clief|uc  or  other  satis- 
factory deposit  for  the  amount  of  .fU.^O.Ofl.  De- 
posits of  unsuccessful  tenderers  will  be  retmned 
when   contracts   arc  awarded. 

The  right  to  reject  any  or  all  tenders  or  to 
waive  any  defects  or  irregularities  therein  is  to  be 
at  the  discretion  of  the  Minister,  Department  of 
]lighways. 

T'lans.  specifications,  foi-ms  of  tender,  and  all 
information  may  be  obtained  on  application  to 
the  ijnrlcrsigned. 

The  unauthorized  insertion  of  this  adverlisc- 
mcnt  will  not  be  paid  for. 

ir.  S.  (  AUPKN'I  KR, 
l)ef)Uly  Minister  of  Highways. 
Kegina,  Saskatchewan, 
April  20,  1918, 

N.B.     In   additifin   lo   llic  ;iIiovc.   pl.iiis   arc  in 

preparation   for  rjtlicr   works  tjf  a   similai'  natuic-. 

Contractors    arc    invited    lo  rei|nest    ]dans  and 

specifications  when  ready.  11)1!) 


Tenders  for 
Bridge  Construction 


Scaled  lenders,  jilainly  marked  as  to  contents, 
will  be  received  by  the  undersigned  up  to  \2 
o'clock  noon  of  Friday,  May  17th.  1918,  for  the 
consti'uctioii  of  a  Reinforceil  Concrete  Mrid,2:c  over 
the  Little  Ihnnber  River,  Lot  21!,  Concession  7. 
in  the  Township  of  V'aughan,  known  as  the  Jicll 
Bridge. 

Plans  and  specifications  may  be  seen  at  the 
olhcc  of  the  undersigned,  40  Jarvis  St.,  Toronto. 

Tlic  hjwest  or  any  tender  will  not  necessarily 
be  accepted. 

FRANK  BARBER, 
Toronto,  Ont..  Engineer. 
May  2nd,  191S.  10-19 


PARLIAMENT  BUILDINGS,  OTTAWA 


Tenders  Wanted  for 

IRON  STAIRWORK 


Sealed  tendeis  will  be  received  liy  the  under- 
signed until  noon.  May  21,  1918,  for  the  "  Iron 
Stairwork  "  rei|uired  in  the  reconstruction  of  the 
above  building. 

.\11  tenders  lo  lie  based  on  the  supplying,  exe- 
culion,  erection  ami  coniiilelion  ;  together  with  the 
furnishing  of  all  lunls,  appliances,  labor,  etc..  as 
recpiired  and  described  by  the  Plans  and  Sptcili- 
cations    for   "  Iron  .Stairwork." 

The  work  of  this  contract  shall  be  proceeded 
with  iinnieilialely  upon  the  signing  of  Ihe  same 
and  conlinued  as  directed  and  in  such  a  manner 
as  lo  insure  the  coni|detion  of  the  two  Oltice 
I'lock  stairs  witliin  a  iicriod  of  four  (4)  nionths 
and  the  lialance  of  the  contract  within  eight  (^) 
months  from  the  date  of  said  contract. 

Plans  anil  Specifications,  and  any  other  in- 
formation required  can  be  obtained  at  the  office 
of  the  General  Contractor,  P.  Lyall  &  Sons  Con- 
struction  Company,   Limited,  Ottawa. 

Each  tender  must  be  accompanied  by  an  ac- 
cepted cherpie  on  a  chartered  bank,  payable  to 
the  order  of  the  Minister  of  Public  Works,  for  a 
sum  not  less  than  five  per  cent.  (Vi  p.c.)  of  the 
amount  of  the  tender,  which  will  be  forfeited  if  the 
parties  tendering  decline  to  enter  into  a  contract 
when  called  upon  to  do  so.  If  the  tender  is  not 
acccplcii  the  cheque  w  ill  be  i  clnrncd.  If  the  ten- 
der is  accepted,  an  additional  cherpie  for  a  sum 
equivalent  to  five  per  cent.  p.c.)  of  the  amount 
of  the  tender  nnist  lie  dciiosilcd  licf'Mc  llir  rontract 
is  signed.  The  total  securily  will  be  f'lrlcitcd  if 
the  Contractor  fails  to  complete  llie  work  ctm- 
Iraclcd  for. 

Certificalcs  of  payment  shall  be  issued  monthly 
as  the  work  progresses  .-ind  shall  not  exceed  in 
the  aggregate  ninety  pi  i  cent.  (90  p.c.)  of  the 
value  of  the  labor  and  iiialerial  furnished  and  set 
out  in  the  work. 

The  lowest  or  any  tender  not  necessarily 
accepted, 

Envelopes  containing  lenders  must  be  marked  r 
Tenders  for  Tron  Stairwork,  and  addressed  to  the 
luidcrsigned. 

JOTIN  A.   PEARSON,  Architect. 

j.  O.  MARCIT.'VNn,  A.ssociatc. 
Centre  I'lock,  T'arliament  Hill, 
1919  Ottawa,  Onf. 


BOILER  FOR  SALE 


too  I  LI'.  Ki.l.b  iMigineering  Works  Mnnarcli 
lutuniinic  r.oil<-r. 

The  Steel  Company  of  Canada,  Limited, 
19  19  Montreal,  (jue. 


Tenders  For 
Road  Construction 


Sealed  tenders,  plainly  marked  as  to  conlents,' 
will  be  received  by  Ihe  undersigned  up  to  IS 
o'clock  noon  of  Monday.  May  20th,  1918,  for  the 
construclion  of  a  (iiavel  Roadway  on  the  Grounds 
of  the  Torontn  Gulf  Club,  Long  Branch,  Unt. 

Plans  and  s]  u  ei  l  i.  al  i' mi^  may  be  seen  at  t 
office  of  the  undersigned,  10  Jarvis  Street,  Toron 

The  lowest  or  any  tender  will  not  nec 
sarily  be  accepted. 


Toronto,  Ont., 
ilay  4,  191,s. 


FRANK  BARBER, 

Engine 
19-19 


Parliament  Buildings,  Ottawa 


Tenders  Wanted  for  "Plate 
Glass  and  Leaded  Glazing  " 


Sealed  tenders  will  be  received  l  y  Ihe  under- 
signed until  Noon,  May  21,  1918,  for  the  Plate 
Glass  and  Leaded  Glazing  required  in  the  Rolled 
Steel  Casements  of  the  exterior  of  the  above  build- 
ing. 

All  tenders  to  be  based  on  the  execution,  com- 
Ijlelioii  and  delivery  on  the  site;  together  with  the 
furnishing  of  all  material,  tools,  appliances,  laboi, 
etc.,  for  the  work  as  required  and  described  by  the 
Plans  and  .Specifications  and  in  conformity  with 
the  Samples  submitted,  for — 

(A)  Glazing  Exterior  Casement  Frames. 

(B)  Exterior  Leaded  Glazing. 

Separate  Tenders  to  be  submitted  for  "A"  and 
"B." 

The  work  included  under  this  Contract  shall  be 
commenced  immediately  on  the  signing  of  the 
same,  or  at  such  time  as  may  be  directed,  and  be 
carried  out  in  such  a  manner  as  lo  insure  the 
completion  thereof  by  December  31,  191,S. 

Plans,  specifications  and  any  other  information 
required  can  be  obtained  at  the  office  of  the  Gen- 
eral Contractor,  P.  Lyall  &  Sons  Construclion 
Company,  Limited,  Ottawa. 

Each  lender  nuist  be  aceonipanied  by  an  ac- 
cepted checpie  on  a  chartered  bank,  payable  to 
Ihe  order  of  the  Minister  of  Public  Works,  for  a 
sum  not  less  than  five  per  cent.  (5  per  cent.)  of 
the  ainonnt  of  Ihe  tender,  which  will  be  forfeited 
if  the  ii.iilies  leiidciing  decline  to  enter  into  a 
contract  when  called  upon  lo  do  so.  If  the  lender 
is  not  aeeepled  Ihc  clieriue  will  he  returned.  If 
the  tender  is  aeceiiled,  an  additional  chcrjue  for  a 
sum  equivalent  lo  five  per  cent.  (5  per  cent.)  of 
the  amoiuit  of  the  lender  musl  be  ilcposiled  before 
the  contract  is  signed.  The  total  security  will  be 
forfeited  if  the  Contractor  fails  to  complete  Ihe 
wo'k  contracted  for. 

Certificates  of  payment  shall  be  issued  monthly 
as  the  work  jirogresses  and  shall  not  exceed  in  the 
aggregate  ninely  jier  cent.  (90  per  cent.)  of  Ihe 
value  of  the  labour  and  material  furnished  and  set 
out  in  the  w'ork. 

.Samples  must  be  submilted  with  lender. 

The  lowest  or  any  tender  not  necessarily  ac- 
cepted. 

Envelopes  containing  lenders  musl  be  marked 
"Tenders  for  Plalc  Glass  and  Leaded  Glazing." 
and  addressed  lo  llic  undersigned. 

JOHN  A.  PEARSON,  Archilecl, 
J.  O.  MARCH  AN  I),  Associate. 
Cenl.re  Block,  Parliament  Hill, 

Ottawa.  1-S 
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PARLIAMENT  BUILDINGS,  OTTAWA 

Tenders  Wanted  for 

Battleship  Linoleum 

Sealed  tenders  will  be  reccivoil  liy  the  under- 
signed until  noon,  June  15,  Al8,  fur  tlie  Kattlc- 
sllip  Linoleum  rc(|uired  in  the  reconstruclioii  of 
the  aliove  building. 

All  tenders  shall  be  based  on  the  supplying, 
delivery,  and  laying  of  17,5(10  square  yards  of 
Brown  or  Green  "super"'  quality  Battleship  Uno- 
leuni. 

The  ten<Ier  shall  state  the  tlu'ckness  of  the 
Battleship  Linoleum  it  is  intended  to  supply,  and 
samples  of  this  Linoleum  shall  accompany  the 
tender. 

'J'hc  work  (tf  this  contract  shall  l)e  prfjcccdcd 
with  as  may  be  directed  and  in  such  a  maimer 
as  to  itisure  the  completion  of  .*>,(KM>  square  yards 
by  October  .'51,  1918;  and  the  balance  by  October 
31,  191!). 

Each  tender  must  lie  accompanied  by  an  ac- 
cepted checjue  on  a  chartered  bank,  payable  to 
the  order  of  tlie  Minister  of  Public  Works,  for 
a  simi  not  less  than  five  per  cent.  (5  p.c.)  of  the 
3mount  of  the  tender,  which  will  be  forfeiteil  if 
file  partits  tendering  decline  to  enter  into  a  con- 
tract when  caHeil  upon  to  do  so.  If  the  tender 
is  not  accepted  llie  cheque  will  be  returned.  If 
the  tender  is  accepted,  an  additional  clieipie  for 
-a  simi  equivaleiU'  to  five  per  cent.  (5  p.c.)  of  the 
tender  must  be  deposited  before  the  contract  is 
signed.  The  total  security  will  be  forfeited  if 
the  Contractor-  fails  to  complete  the  work  con- 
tracted for. 

Certificates  of  payment  will  be  issued  monthly 
as  the  work  progresses  and  shall  not  exceed  in 
the  aggregate  ninety  per  cent.  (UU  p.c.)  of  the 
value  of  the  labor  and  material  furnished  and 
set  out  in  the  work. 

Samples  must  be  submitted  with  tender. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

Envelopes  containing  tenders  to  be  marked : 
Tenders  for  P.attleship  Linoleum,  and  addressed 
to  the  undersigned. 

JOITN  A.  PEARSON,  Architect. 

J.  O.  MARCTIAND,  Associate. 
Centre   Pdock,   I'arliament  Ilill, 
19-20  Ottawa,  Ont. 


Excavator  For  Sale 


Parsons  Trench  E.xcavator,  Model  7S,  to.gethci 
with  tlirei.'  I'ipe  Layers.  Thi.s  machine  has  just 
Ik  (.11  1 1 M  »i  1  M 1  li I y  fiverhauled  and  ready  for  imnu-di- 
ate  sliipnieiU.  Excavator  can  be  inspected  in 
Montreal.      For   jiarticulars   write  to 

MACIITNERTES  LTMITEO, 

417  St.  James  Street, 
Tel.  Main  IS  Montreal,  One. 

191. f. 


For  Sale 

Travelling  A  Frame  Derrick 


(10  ft.  boom,  suitable  for  clam  shell,  orange  peel, 
111"  coal  handling;  equipped  with  S  x  12  hoisting 
engine,  .3  drum  and  swdnger.  Excellent  condition. 
1  mniediate  shipment. 

The  A.  R.  Williams  Machinery  Co.,  Ltd., 

C-t  Front  Street  West, 
17-t.f.  Toronto,  Ont. 


Iract  for  pump  house  for  the  Tiupcrial 
<  )il  Company. 

Port  Arthur,  Ont. 

The  Fc.^les-Bellows  Eiigiuccrino-  Co.. 
Ltd.,  1101  Union  Rank  HUIr.,  Fort  W.il- 
liaiii,   liave   (lie   soncral    contract    for  a 


$  L'-.(),()(H)  tk  vator  for  the  .Saskatchewan 
Co-Operative    Elevator    Co..  Ltd., 
(jrain  Kxchanse  Uhl^.,  Winnipeg. 
Sorel,  Que. 

I).  I'laiis  huN  lh(  j^eiicral  cimlr.-ict  for 
.liH.OOO  Iwo-.storey  hrick  l.iiildinj'  for  J. 
.\.  WriKlit. 

Sudbury,  Ont. 

Tile  J.ai)erHe  Luml)er  Co.,  Ltd.,  Notre 
Dame  St.,  have  the  carpentry  and  R.  A. 
Darlinof,  :m  Pine  St.,  the  painting?  con- 
tract in  connection  with  alteration.s  to 
.store  for  picture  theatre  at  a  cost  of 
$-1,000  for  R.  K.  Steven.s. 

Sydney,  N.S. 

W.  A.  Mackay  &  Co.,  Charlotte  Street, 
have  the  electrical  work  and  Urban 
Lewi.s,  78  Prince  Street,  the  plunibinH; 
and  heating-  in  connection  with  the  erec- 
tion of  a  .$:iO,000  theatre  for  YotinR  & 
Lowray,  181  Charlotte  .Street. 

Three  Rivers,  Que. 

The  fidlowin,!.;-  contracts  have  been 
awarded  in  connection  with  repairs  cost- 
ing- $0,000  to  factory  for  C.  W.  Lindsay, 
Ltd.,  513  St.  Catherine  St.  W..  Montreal: 
— General  contract,  Anselme  Dube,  Belle- 
feuille  St.;  painting-,  F.  X.  St.  Charles; 
electrical  work.  J.  B.  Badeaux,  471  St. 
Maurice  St.;  heating.  Nap.  Dechene  & 
Co.,  lOG  Des  Forbes  Street. 

Toronto,  Ont. 

T.  W.  K'obii-ison,  11  Evelyn  Crescent, 
has  the  general  contract  and  E.  Huline, 
49  Vine  Avenue,  the  plunibii-ig  for  four 
stores  and  apartments  for  L.  L.  Corley, 
:;:!:!  Ifarbord  St. 

Bennett  &  Wright,  72  Queen  E.,  liave 
the  wiring,  and  A.  Matthews,  Ltd.,  2.'>6 
Adelaide  St.  W.,  the  roofing  contract  in 
connection  with  the  erection  of  a  $9.'), 000 
restaurant  etc.,  on  Yonge  Street,  for 
Childs  Co.,  300  Fifth  Ave.,  New  York. 

The  following  contracts  have  been 
awarded  in  connection  with  alterations 
to  boiler  house,  etc.,  for  Staunton's  Ltd., 
944  Yonge  St.: — Masonry,  H.  N.  Dancy 
&  Son,  C.  P.  R.  Building-;  carpentry,  J. 
D.  Young  &  Son,  8:i.')  College  Street; 
roofing-,  H.  Williams  &  Co.,  3:5  Toronto 
St.  Sproatt  &  Rolph,  30  North  Street, 
are  the  architects. 

Vancouver,  B.C. 

Baynes  &  Horie,  8:?G  Howe  St.,  have 
the  general  contract  for  part  of  repairs 
costing  $13,000  to  theatre  for  the  Or- 
])heum  Realty  Co.,  San  Francisco,  Cal. 

Vermillion,  Alta. 

Nesbitt  &  Co.,  Williamson  Block,  Ed- 
monton, or  Vermillion,  have  the  .general 
contract  for  two-storey  l)rick  business 
block  for  J  as.  McKanc. 


Residences 

Electric.  Ont. 

William  Moreland  cunteiiipkiles  the 
erectinn  of  a  1|<;-storey  frame  residence. 

Hamilton,  Ont. 

W.  E.  Louden,  :iO  Lotteridge  St.,  will 
erect  a  $;i,t)()0  two-storey  brick  residence, 
carry  out  the  masonry,  carpentry,  and 
rooling  and  let  plumbing,  heatin.g,  plas- 
tering-, painting,  and  electrical  work. 

Montreal,  Que. 

Wilfretl  Duquette,  :i;!9  St.  Joseph 
ISoulevard  E.,  will  let  electrical  work,  and 
i-e(iuires  about  l.''>0,000  brick  and  a  ((uan- 
lily  of  cement  in  connection  with  the 
erection  of  a  $100,000  apartment  house. 

!'.  Guidazo,  74.')  Stuart  St..  will  erect 
(wo  semi-detached  two-sloiey  brick  dd- 


tagcs,  at  a  cost  of  $10,ooo.   Arcliitc  t  7 
tique  'I'rudel,  'Z:iH  St.  Andre  St. 

Ottawa,  Ont. 

kichards  &  Abra.  120  .Sparks  .St..  have 
drawn  plans  for  alterations  to  residence 
for  ticorf^e  AnibridKC,  :i47  .Stewart  St. 

The  erection  of  an  apartment  house  at 
l>ank  anri  W'averley  .Streets  is  contem- 
plated. S.  !•■.  Smith,  lis  McLc.d  St.  s 
interested. 

Outremont,  Que. 

Pierre  tiuidazie,  74.5  Stuart  .Avenue. 
Montreal,  will  erect  two  semi-detached 
cottages,  costinff  .$10,000.  Zotirpie  Trudel, 
2:!8  St.  Andre  St.,  Montreal,  is  the  archi- 
tect. 

I'lans  and  specilicatioiis  are  with  the 
architect,  P.  L.  W.  Dupre,  ir,  St.  Law- 
rence Boulevard,  and  the  owner,  P.  O. 
Casavant,  (i23  Chanipagiieiir  .\ve..  who 
will  receive  tenders  until  May  11  for  the 
erection  of  a  $10,000  cottage  and  garage. 

J.  B.  l''ellowes,  Wiseman  .Avenue. 
Montreal,  will  erect  a  $10,000  two-storey 
brick  cottage,  carry  out  the  masonry,  car- 
pentry, i)lastering,  and  painting,  and  let 
rooling,  plumbing,  heating,  and  electrical 
work. 

Toronto,  Ont. 

Cieorge  Drury,  90  Uawes  Koad,  will 
erect  a  pair  of  2}<^-storey  brick  residences, 
at  a  cost  of  $r),500. 

J.  M.  Skelton,  8.5  Lawton  .Avenue,  will 
erect  a  $4,000  2>^-storey  i)rick  residence, 
buys  brick  and  lumber,  and  lets  smaller 
trades.    Tenders  are  wanted  for  laying 

iirick. 

Cox  &  Cummings,  Canada  Life  Build- 
ing, will  erect  a  .$:!,. 500  2>^-storey  brick 
residence  on  Williamson  Road. 

William  McKenzie,  142.5  Queen  W., 
will  erect  two  $:5.200  2K'--storey  brick  resi- 
dences, buy  brick  and  lumi)er,  and  let 
beatin.g.  plumbing,  wiring,  and  plastering. 

1'.  G.  Smart,  25  Wineva  .Ave.,  will  erect 
a  pair  of  3>^-storey  brick  residences,  cost- 
ing $4,400.  buy  brick  and  lumber,  and  let 
heating,  plumbing,  and  wiring. 

W  illiam  Wiggins.  Mi  Fairview  Boule- 
vard, will  erect  a  pair  of  2K'-storey  brick 
residences  at  Gerrard  and  Third  Streets, 
at  a  cost  of  $4,500. 

Tenders  are  wanted  on  all  trades  in 
connection  with  the  erection  of  two  2'/<- 
storey  brick  residences,  costing  $7.()bo, 
for  W.  J.  Grant,  8:{  Quebec  .\ve! 

Joseph  Salughter.  5!)  Carlton  St..  wants 
plans  and  tenders  complete  on  a  pair  of 
semi-detached  brick  residences,  to  cost 
$5,000. 

Tenders  are  wanted  for  carpentry, 
plimibing,  drains,  electric  wirin.g,  paint- 
in.g,  and  hot  air  iteating  in  connection 
with  the  erection  of  a  pair  of  2'..-storey 
resi<lences,  costing  $4,500,  lor  .V  & 
i'isher,  114  Church  St. 

\V.  Roder,  IG!!  Withrow  .Ave.,  will  erect 
a  pair  of  two-storey  brick  residences, 
costing  $;t,400,  and  will  let  i>lumbing. 
.heating,  and  wiring. 

John  McClandish.  2U>  Lauder  .\ve..  will 
erect  a  $:!.000  2!i-storey  brick  residence 
and  carry  out  |)liiml>ing  and  heating. 

T.  J.  Maybee.  1!>80  Duffcrin  St..  will 
erect  two  $;!.000  2'j-storey  lirick  resi- 
dences. 

H.  Hamiltim,  418  Woodbine  .\vc..  will 
erect  a  pair  of  two-storey  brick  resi- 
dences, costing  $4,200. 

W.  .A.  Scott,  224  Victoria  .\ venue,  will 
erect  a  ipair  of  2':.-storey  brick  resi- 
dences, at  a  cost  of  $G.000. 

J.  1'^    Carlisle,  25  Woodsidc    \\e..  will 
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erect  a  $3,700  2J/'-storey  hrick  residence 
on  Fairview  Ave. 

CONTRACTS  AWARDED 

Beith,  Que. 

R.  H.  Crawford.  Huntingdon,  has  the 
general  contract,  carpentry,  and  electrical 
work  and  William  Duncan  the  painting 
for  the  erection  of  a  $4,000  two-storey 
frame  residence  for  J.  H.  Brown. 

Belleville,  Ont. 

H.  S.  Parry,  283  Coleman  St.,  has  tlie 
general  contract  and  carpentry  for  resi- 
dence for  Mrs.  Charles  Farley. 

Gait,  Ont. 

The  following  contracts  liave  l)een 
awarded  in  connection  with  the  erection 
of  a  $:i.000  residence  for  P.  Nicol,  ol  Cam- 
bridge St.:  Plastering,  J.  Moore,  I'J:'.  Con- 
cession St.;  electrical  work  and  plumbing, 
Scott  &  Bennett.  12  Dickson  St.;  heating, 
J.  A.  Uay,  .\inslie  St.  S. 

Halifax,  N.S. 

Charles  \V.  Raine,  139  Almon  St.,  has 
the  general  contract,  carpentry,  roofing, 
plastering,  and  glazing  for  repairs  to  resi- 
dence for  J.  C.  Mackintosh,  29  Elinburgh 
St.  The  architect,  W.  J.  Busch,  Bedford 
Row.  will  let  plumbing,  heating,  and 
painting. 

Hamilton,  Ont. 

C.  Smith,  181  Locke  St.  S.,  has  the 
plumbing  and  heating  and  John  E.  Riddle, 
Ferguson  Ave.  N.,  the  tin  work  in  con- 
nection with  the  erection  of  a  $6,000  and 
a  $10,000  residence  for  F.  L.  Snively,  88 
Melrose  Ave. 

J.  H  Kerr,  32  Sherman  Ave.  N.,  has  the 
plumbing  contract  in  connection  with  the 
erection  of  a  $4,000  residence  for  J.  Beth- 
une.  57  St.  Clair  Ave. 

J.  Sayner.  427  Aberdeen  Ave.,  has  the 
plumliing  contract  in  connection  with  the 
erection  of  two  residences  for  S.  Nelson, 
.56  Kensington  Ave. 

E.  A.  Seymour.  21  Cedar  Ave.,  has  the 
masonry  and  J.  Vickers.  35  Elm  St,  the 
carpentry  and  roofing  in  connection  with 
the  erection  of  a  $3,000  two-storey  brick 
residence  for  S.  Mill,  52  Elgin  St.,  who 
will  let  all  other  trades. 

Harciie  &  '  arter,  35  Cumberland  .-\ve., 
have  the  gcnfal  contract,  carpentry,  and 
roofing,  anil  K.  E.  Jones,  22o  Maple  Ave., 
the  masonry  contract  for  tlie  erection  of 
a  $3,000  two-storey  brick  residence  for  J. 
Leich,  1  Somerset  Ave.  General  contrac- 
tor will  let  all  other  trades. 

The  following  contracts  have  l)een 
awarded  in  connection  with  the  erection 
of  two  $:!,()()()  two-storey  l)rick  residences 
for  J.  McX'aught,  477  Wilson  St..  who  will 
carry  out  the  masonry,  ipainting,  carpen- 
try, and  roofing:  Electrical  work,  V. 
Thornton.  174  I'alnioral  Ave.;  pluml)ing, 
J.  H.  Kerr,  32  Sherman  Ave.  N.;  heating, 
McClary  Manufacturing  Company,  York 
St.;  plastering,  11.  TrewoUa,  729  Cannon 
St.  R. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  two  $:!,000  twrj-storey  brick  residences 
for  VV.  .Atkinson,  29  Cedare  Ave.,  who 
will  carry  r)Ut  the  carpentry  and  roofing: 
Paintiiig,  F.  Gray,  85  ("cdar  Ave.;  ma- 
sonry and  steel,  y\.  V.  Smith,  215  Maple 
Ave.;  electrical  work,  I>'.  Thornton,  174 
Balmoral  Ave.;  plumbing,  J.  .Saynor,  427 
.Mierdeen  Ave.;  plastering,  C.  I^'ink,  Hi- 
Wellington  .Avenue  N.;  heating,  J  l\adi- 
gan  &  (V).,  40  l'"ergusf)n  Ave.  .S  . 

P.  Thomson,  11!  Walnut  .Si.  N'.,  has  tlie 


painting  contract  in  connection  with  the 
erection  of  a  $10,000  residence  for  Miss 
Edith  Gage,  1045  Main  St.  E. 

Hannford  Brothers.  232  i-lobinson  St. 
have  the  plastering  contract  in  connec- 
tion with  alterations,  costing  $20,000,  to 
residence  for  Mrs.  V.  F.  Dalley,  Main  and 
Hess  Streets. 

W.  Dunscomlie,  132  y\.vondale  Avenue, 
has  the  painting  contract  in  connection 
with  the  erection  of  a  $3,000  two-storey 
l)rick  residence  for  G.  E.  Gaylard,  54 
Lamoreaux  St.,  who  will  carry  out  the 
masonry,  carpentry,  and  roofing,  and  let 
all  other  trades. 

W.  H.  Beemer,  52  Smith  Ave.,  has  the 
general  contract,  masonry,  carpentry,  and 
roofing  for  the  erection  of  four  $1,200 
one-storey  frame  residences  for  M.  H. 
Lounsbury,  Sun  Life  Building.  General 
contractor  will  let  all  other  trades. 

Howard  Brothers,  150  Rosslyn  Avenue, 
have  the  general  contract,  masonry,  car- 
pentry, and  roofing  and  will  let  all  other 
trades  in  connection  with  the  erection  of 
two  $3,000  two-storey  brick  residences. 

London,  Ont. 

Thomas  Redge,  286  Huron  St.,  has  -the 
general  contract  for  remodelling  resi- 
dence, at  a  cost  of  $3,000,  for  Ed.  Shea, 
572  Wellington  St. 

Mersea  Township,  Ont. 

Aubrey  Holton  has  the  general  con- 
tract for  $3,500  residence  for  John  Ty- 
Inirts,  The  Ridge,  Leamington. 

Montreal,  Que. 

McLeod  &  Co.,  163  Coursel  St.,  have 
the  plastering  contract  in  connection  with 
the  erection  of  six  separate  cottages, 
costing  .$45,000,  for  J.  B.  Daoust,  5778 
Sherbrooke  W.,  who  will  let  electrical 
work. 

William  Ivochon,  454  Park  Lafontaine 
St.,  has  the  pluml^iing  and  heating  and 
Arthur  Morache,  499  St.  Andre  St.,  the 
plastering  contract  in  connection  with  the 
conversion  of  residence  into  flats,  at  a 
cost  of  $12,000,  for  Miss  I^".  Murray,  66 
Morris  St.,  Ogdensburg,  K.Y. 

Montreal  West,  Que. 

.'\.  A.  Giddings  &  Co.,  200  Mountain  St., 
Montreal,  have  the  electrical  contract  in 
connection  with  the  erection  of  a  $3,000 
two-storey  brick  residence  for  the  Scliool 
Commission  of  St.  Pierre. 

Ormstown,  Que. 

R.  H.  Crawford,  Huntingson,  has  the 
general  contract,  carpentry,  plumbing, 
heating,  and  electrical  work  and  Jas.  Mc- 
l>ain.  Ormstown,  the  masonry  and  plas- 
tering for  $4,500  two-storey  brick  resi- 
dence for  Dr.  D.  McEachran,  Drmsby 
Grange,  Ormstown. 

Ottawa,  Ont. 

McCarthy  Brothers,  15  Arlington  Ave., 
have  the  'l)rick  work  in  connection  with 
the  conversion  of  residence  into  aipart- 
ment,  at  a  cost  of  $12,000,  for  Dr.  Juvel. 
Canada  Building,  Sparks  St. 

The  following  contracts  liave  been 
awarded  in  connection  with  the  erection 
of  a  $5,000  residence  for  G.  Peltfln,  20  Os- 
singtfMi  Avenue,  who  will  carry  out  the 
electrical  work:  Plumbing,  J.  Gervin, 
Leonard  .Ave.;  lieatin.g.  Pease  I'^jundry 
Company,  387  Lyon  .St,;  plastering,  Tlios. 
Patterson,  70  Rosedale  Ave.  The  general 
contractor.  Walter  F'ryer,  5  Glen  Ave., 
will  carry  out  the  painting,  carpentry, 
and  roofing. 


Paris,  Ont. 

J.  D.  Tindall  &  Son  have  been  awarded 
the  general  contract  for  six  workmen's 
houses,  costing  $16,000,  for  Penman  Com-- 
pany,  Ltd.,  and  are  in  the  market  for' 
hemlock,  pine,  lath,  shingles,  cement,* 
stock,  and  common  brick,  paints,  oils.j, 
and  glass.  * 

Port  Stanley,  Ont. 

Mr.  Davidson,  Sparta,  has  the  general 
contract  for  two  residences  for  Mr. 
Sharpe  and  Mr.  Guy,  Hetty  St.,  Port 
Stanley.  '  , 

Sydney,  N.S.  1 

Chappell  Brothers  and  Co.,  Ltd.,  62-80] 
Brookland  St..  have  the  general  contract^ 
and  H.  M.  Israel,  130  Union  St.,  the  plas-f 
tering  for  $4,500  2>4-storey  frame  resi-^ 
dence  for  Harold  Bedwin,  who  -will  letj 
plumbing,  heating,  and  electrical  work.  \ 

Toronto,  Ont. 

J.  E.  Carlisle,  25  Woodside  Ave.,  has 
the  general  contract  for  $4,500  2J/2-storey 
lirick  residence  for  R.  J.  Farnon,.  98 
Woodside  Ave. 

F.  H.  Miller,  296  Lauder  Ave.,  will 
erect  a  $3,500  2^  storey  brick  residence, 
and  has  awarded  the  plumbing  and  heat- 
ing contracts  to  J.  McCandish,  216  Lau- 
der Ave. 

A.  Kev,  54  Arlington  Ave.,  has  the 
plumbinp-  and  A.  Poutney.  6  Barrie  Ave., 
the  heating  contract  in  connection  with 
the  erection  of  a  $4,500  2>4-storey  brick 
residence  for  W.  Colwell,  179  Delaware 
Avenue. 

C.  Davies,  45  Sellers  Ave.,  has  the 
plumbing  and  heating  contracts  in  con- 
nection with  the  erection  of  a  pair  of 
2>2-storey  brick  residences,  costing 
$5,000,  for  J.  A.  Shier,  1302  Lansdowne 
Avenue. 

The  following  contracts  liave  been 
awarded  in  connection  with  the  erection 
of  an  addition  and  alterations,  costing 
$13,500,  to  residence  on  Beverley  St.:  Ma- 
sonry, A.  &  A.  E.  Ham,  85  Salem  Ave.; 
carpentry,  S.  R.  Hughes,  79  Portland  St.; 
■pluml)ing,  McNau.ghton  &  McKenzie, 
1029  Shaw  St.;  plastering,  T.  Gander  & 
Son,  251  Gladstone  Ave.;  painting,  V.  G. 
Roberts  &  Co.,  106  Wells  Ave.;  roofing, 
A.  Matthews,  Ltd.,  356  Adelaide  W.;  tile, 
Canada  Glass,  Mantels,  and  Tiles,  Ltd., 
328  Carlaw  Ave.;  hardware,  Canada 
Hardware,  Ltd.,  36  Richmond  St.  E.  Eden 
Smili  &  Son,  33  Scott  St.,  are  tlie  archi- 
tects. 


Power  Plants,  Electricity  and 
Telephones 

Antigonish,  N.S. 

The  Maritime  Telegra|)h  and  Tele- 
phone Company,  Ltd.,  Hollis  .St.,  Hali- 
fax, contemplate  the  erection  of  a  tele- 
phone exchange  on  Wellington  .St. 

CoUincwood,  Ont. 

Tenders  are  being  received  at  Toronto 
and  Collin.gwood  offices  until  May  10  for 
the  erection  of  an  exchange  and  office 
Iniilding  for  the  Bell  Tel&phone  Company 
of  (."anada,  head  oftice  118  Notre  Dame  .St. 
VV  ,  Montreal.  .Architect  and  engineer,  J. 
W.  Carmicliael. 

Forestburg,  Alta. 

ICxtension  will  be  made  to  telejihotie 
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PUMPS 


Horizontal  Belt  Driven  Turbine  Pump  supplied  the 
University  of  Toronto. 


This  Pump  is  hydraulicaliy  balanced  against 
end  thrust,  and  in  addition  has  a  water 
cooled  thrust  bearing.  The  Pump  is  arranged 
so  that  it  may  be  operated  with  guide  vanes, 
or  without  for  demonstration  purposes.  Oil 
rings,  hydraulic  balance  and  water  cooled 
thrust  bearings  are  standard  for  all  "Inglis" 
Turbine  Pumps.  We  make  pumps  of  all  kinds 
for  any  service. 

Inglis  Products  are  Made  in  Canada 
Write  us  for  Prices 


The  John  Inglis  Company,  Limited 

ENGINEERS  AND  BOILERMAKERS 
14  Strachan  Ave.       -       -       Toronto,  Canada 

Ottawa  Representative— J.  W.  ANDERSON,  7  Bank  Street  Chambers 


46 


THE  CONTRACT  RECORD 


May  8,  191S 


line.  Address,  P.  Albrecht,  W.  H.  Rog- 
ers, \V.  C.  Banks,  or  F.  Furwolden. 

Grande  Prairie,  Alta. 

Plans  are  in  progress  for  electric  light 
sinpply,  costing  .$0,200  for  the  Town 
Council.  Address,  Mayor  R.  L.  Mich- 
aels or  Mr.  Spencer. 

Lewvan,  Sask. 

Tenders  will  be  received  until  May  11 
for  the  construction  of  an  extension  to 
telephone  system  for  the  Lewvan  Tele- 
phone Company,  Ltd.  Secretary-trea- 
surer, C.  M.  Cochran. 

North  Vancouver,  B.  C. 

The  City  Council  contemplate  the 
purchase  of  power  site  of  Naire  Falls 
Tower  Company,  at  a  cost  of  $75,000,  to 
supply  the  domestic  lighting  and  heating 
needs  of  Greater  Vancouver.  Clerk,  R. 
F.  Archibald. 

Regina,  Sask. 

The  city  will  expend  from  .$17.5,000  to 
$200,000  for  the  purchase  of  a  new  elec- 
tric unit  of  5,000  kilowatt.  Clerk,  George 
JSeach. 

Seaforth  Ont. 

The  Bell  Telephone  Company  contem- 
plate extension  of  their  lines.  Manager, 
J.  J.  Griffin. 

Sydney,  N.S. 

The  Dominion-  Coal  Company  con- 
template power  development,  including 
large  central  power  station  at  New  Wat- 
erford. 

Thedford,  Ont. 

Town  Council  contemplate  light  and 
power  system.  Town  Clerk,  William 
Brookes. 

CONTRACTS  AWARDED 

Ottawa,  Ont. 

The  Ottawa  and  Hull  Power  Company 
have  placed  the  order  for  steel  sash  for 
their  new  ipower  house  wth  the  A.  B. 
Ormsby  Company,  Ltd.,  through  Mr. 
William  Kennedy,  Jr.,  engineer. 


Miscellaneous 

Niagara-on-the-Lake,  Ont. 

The  Headquarters  Engineering  Staff  of 
Xo.  2  Military  District,  149  College  St., 
Toronto,  will  start  work  shortly  making 
improvements  to  camp  site.  I'~ive  thou- 
sand feet  of  drainage  will  be  put  in,  to- 
gether with  extensions  to  water  system. 

Coutts,  Alta. 

Two  oil  tanks  of  490,000  gallons  each 
will  be  built  by  the  Imperial  Oil  Com- 
pany. 

Hensal,  Ont. 

Council  is  considering  steel  piling  this 
season  and  is  interested  in  prices.  Clerk, 
Alex.  Murdoi-k. 

Hillsborough,  N.B. 

Mark  O'Connor  is  erecting  a  barn. 

Howick  Township,  Ont. 

Council  will  be  interested  in  cement 
and  supplies  for  making  tile  for  drainage 
work.  Township  clerk,  C.  E.  Walker, 
Gorrie. 

Lethbridge,  Alta. 

'fhe  Imperial  C)il  Company  will  build  a 
250,000-gall()n  oil  tank. 

Lucan.  Ont. 

C  ouncil  wants  prices  on  supply  of  road 
oil.    Town  Clerk,  W.  L.  Gii)son. 

Nova  Scotia,  Province  of. 

The  following  shiiiimilding  is  in  pro- 


gress throughout  the  province:  At  Mete- 
ghan,  by  J.  E.  Gaskill,  North  Head, 
Grand  Manan  a  400-ton  tern  schooner; 
Meteghan  River,  by  the  Howe  Construc- 
tion Company,  of  New  York,  a  400-ton 
tern  schooner;  Saulnierville,  by  the  Aca- 
dian Shipbuilding  Company,  a  350-ton 
tern  schooner;  Comeauville,  by  Clare 
Shipbuilding  Company,  a  400-ton  tern 
schooner;  Little  Brook,  by  Capt.  C.  W. 
Collins,  a  400-ton  term  schooner;  Church 
Point  by  J.  E.  Gaskill,  North  Head, 
Grand  Manan,  a  350-ton  tern  schooner; 
Grosses  Coque,  by  F.  K.  Warren,  Hali- 
fax, a  350-ton  tern  schooner;  Belliveau's 
Cove,  by  the  Hankinson  Shipbuilding 
Company,  a  300-ton  tern  schooner; 
White's  Cove,  by  Capt.  L.  F.  Barkhouse, 
Westport,  a  225-ton  tern  schooner; 
Hantsport,  by  the  Falmouth  Shipbuild- 
ing and  Transportation  Company,  a 
schooner;  Margaretville,  by  J.  E.  Bige- 
low.  Canning,  a  schooner. 

Nova  Scotia,  Province  of. 

The  following  shipbuilding  is  contem- 
plated and  under  way  throughout  the 
province:  At  Annapolis,  by  the  Annapolis 
Shipping  Company,  two  schooner;  Two 
Rivers,  "  by  Barnhill  Brothers,  360-ton 
schooner;  Shelburne,  by  W.  C.  McKay  & 
Sons,  four  schooners;  New  Glasgow  by 
Charles  McNeil,  two  vessels;  West  Dub- 
lin, by  G.  E.  Romkey  &  Co.,  two  fishing 
schooners. 

St.  Donat,  Que. 

Charles  Morneau  wants  prices  on  saw- 
mill machinery;  also  a  turbine  pump. 

St.  Mary's,  Ont. 

Prices  are  wanted  by  the  City  Council 
for  the  supply  of  road  oil.  Town  Clerk, 
T.  M.  Clark. 

Sydney,  N.S. 

Rhodes,  Curry  &  Co.,  Ltd.,  Wentworth 
St.,  will  spend  about  $:i,000  on  electric 
motors. 

Thorold,  Ont. 

H.  W.  Stickle,  Water  St.,  will  purchase 
a  G  or  7  h.p.  GO-cycle  electric  moor.  t 

Toronto,  Ont. 

Tenders  close  May  14  for  installation 
of  sanitary  conveniences  in  a  number  of 
residences  for  the  Board  of  Control. 
Secretary,  Thomas  McQueen,  City  Hall. 

B.  Swartz,  330  Dundas  St.,  wants  ten- 
ders for  concrete  and  brick  fence  about 
235  feet  long. 

The  Toronto  Shipbuilding  Company, 
Cherry  St.,  want  pipe  cutting  and  thread- 
ing power  machine  from  6  inches  down, 
one  from  4  inches  down;  also  power  hack 
saw. 

Vancouver,  B.C. 

Tenders  will  be  called  soon  for  the 
erection  of  a  $60,000  tuberculosis  clinic 
for  the  Rotary  Club  of  Vancouver,  Hotel 
Vancouver  Architect,  j.  A.  P>ewgie,  510 
Hastings  St.  W. 

CONTRACTS  AWARDED 
Halifax,  N.S. 

The  following  contracts  have  been 
awarded  for  supplies  for  the.  City  Coun- 
cil: Bricks  and  drain  pipes,  Brooklield 
IJrothers,  Ltd.,  131  Upper  Water  Street: 
stop-cocks,  James  Robertson  &  Co.;  saiicl 
and  gravel,  Atlantic  Sand  and  Gravel 
C()m|)any,  Ld.;  castings,  Douglas  Foun- 
dry C'ompany,  I^td. 

Kingston,  Ont. 

McKelvey  &  llirrh,        i!nu-k  St.,  have 


the  general  contract,  plumbing,  and  hea 
ing  for  $25,000  steel,  concrete,  and  brie 
public  bathing  station  for  the  City  Com 
cil.  Engineer  and  architect,  B.  H.  Pracl 
Lumsden  Building,  Toronto. 

Montreal,  Que. 

The  following  contracts  have  bee 
awarded  in  connection  with  the  erectioi 
of  a  $35,000  club  house  for  the  High  W^l; 
Clul),  Ltd.,  112  St.  Urbain  St.:  Genera 
contract,  masonry,  and  carpentry,  Al 
phonse  Gratton,  142  Fifth  Avenue;  ttli 
and  marble  work,  J.  W.  McNeil,  171  Man 
uufuacturers  Street;  cut  stone,  C.  La 
longe,  605  Girard  Ave.  The  general  con 
tractor  will  let  roofing,  plumbing,  heating 
plastering  and  electrical  work.  Zotiquj 
Trudel,  338  St.  Andre  St.,  is  the  architect 

Winnipeg,  Man. 

Carter-Halls-Aldinger  Company,  lOlfj 
Union  Bank  Biulding,  Winnipeg,  hai^ei 
been  awarded  tlie  contract  for  relinife 
the  Rogers  Pass  tunnel  with  concrete  f^, 
the  Canadian  Pacific  l^ailway.  U 


Fires 

Chesley,  Ont. 

Factory  owned  by  the  Canada  Beds, 
Ltd.,  totally  destroyed.    Loss,  $40,000. 

Coldbrook,  N.B. 

liesidence  and  greenhouses  owned  by 
Adam  Shand  completely  destroyed.  Loss, 
$10,000. 

Georgetown,  Ont. 

Printing  office  owned  by  the  George- 
town Herald.    Tstal  loss  about  $7,000. 

Harcourt.  N.B. 

Residence  owned  by  Mrs.  John  Sliirley 
completely  destroyed. 

Mount  View,  N.B. 

J'iesidence  and  barn  owned  by  Ernest 
Cook  completely  destniyed.  Loss  con- 
siderable. 

New  Westminster,  B.C. 

Residence  owned  by  Mrs.  Nellie  Mer- 
cer.   Loss,  $3,000.    Will  rebuild  at  once. 

North  Sydney,  N.S. 

Warehouse  owned  by  the  Cape  Breton 
Electric  Company,  Commercial  Street, 
totally  desroyed.    Will  probal)ly  rel)uild. 

Oromocto.  N.B. 

Residence  owned  by  William  L.  Jones 
totally  destroyed.  Will  likely  rebuild  this 
summer. 

Port  Hammond,  B.C. 

[Residence  owned  by  J.  P.  Roberts. 
Loss,  .$30,000.    Will  rebuild  shortly.  • 

Sturgeon  Falls,  Ont. 

Stores  owned  by  the  Queeneviille  Fur- 
niture Company.    Loss,  $15,000. 


CONTRACTORS 
and  TENDERERS 

for  Superior  Service 

THE 

Canadian  Surety  Co. 

26  Wellington  St.,  Ea«t 

Phone  Main  2609   TORONTO,  Ont. 
Represented  in  all  the  principal 
cities  and  towns  in  the 
Dominion. 

BONDS  INSURANCE 

of  every  description      Plate  Glass— Burglary 
Automobile 
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Burlington  Steel 
Co.,  Ltd. 

Hamilton,  Canada 

STEEL  BARS 

For 

Concrete  Reinforcing 


THE  MOST  IMPORTANT  FACTOR  IN 
CONCRETE  REINFORCEMENT  IS  THE 
TENSILE  STRENGTH  AND  ELASTIC 
LIMIT  OF  THE  REINFORCING  BAR. 

OTHER  THINGS  BEING  EQUAL, 
STEEL  HAVING  THE  HIGHEST  ELAS- 
TIC LIMIT,  OR  YIELD  POINT,  WILL  BE 
THE  MOST  SATISFACTORY  FOR  REIN- 
FORCEMENT. WHEN  UNDER  STRAIN, 
AS  SOON  AS  THE  ELASTIC  LIMIT  OF 
ANY  REINFORCING  BAR  IS  REACHED, 
THE  METAL  STRETCHES,  RAPIDLY 
DECREASING  IN  SECTION,  DRAWING 
LOOSE  FROM  THE  CONCRETE,  AND 
DESTROYING  THE  MONOLITHIC  BOND 
EXISTING  BEFORE  THIS  POINT  IS 
REACHED.  THEREFORE,  THE  SAFETY 
OF  THE  ENTIRE  CONSTRUCTION  IS  IN 
DIRECT  PROPORTION  TO  THE  ELAS- 
TIC LIMIT  OF  THE  STEEL  USED. 

THE  ELASTIC  LIMIT  OF  RAIL  CAR- 
BON STEEL  IS  50,000  TO  60,000  POUNDS 
PER  SQUARE  INCH,  EITHER  TWISTED 


OR  PLAIN,  AS  COMPARED  WITH  AN 
ELASTIC  LIMIT  OF  25,000  TO  30,000 
POUNDS  IN  SOFT  STEEL. 

THAT'S  WHY  RAIL  CARBON  STEEL, 
WITH  ITS  80,000  POUNDS  MINIMUM 
TENSILE  STRENGTH,  IS  RECOMMEND- 
ED AS  BEING  FAR  SUPERIOR  FOR  ALL 
KINDS  OF  REINFORCED  CONCRETE 
WORK. 

AT  OUR  HAMILTON,  ONT.,  WORKS 
WE  BUY  SELECT  RAILS,  AND  ROLL 
THEM  INTO  RAIL  CARBON  STEEL  RE- 
INFORCING BARS  IN  A  PLANT  WHICH 
IS  THE  EMBODIMENT  OF  THE  LATEST 
THOUGHT  AND  PRACTICE. 

THESE  BARS  CAN  BE  SUPPLIED 
FROM  STOCK  IN  VARIOUS  SIZES. 
LENGTHS,  AND  SHAPES.  WE  CAN 
ALSO  ROLL  SPECIAL  SHAPES  AND 
SIZES  TO  FIT  YOUR  PARTICULAR  RE- 
QUIREMENTS. 


Bars  bent  to  shape  for  Beams, 
Stirrups,  Etc. 

Prompt  Shipment 


48 


THE  CONTRACT  RECORD 


May  8,  1918 


Do  You  Want  Crushed  Stone  ? 

That  is  Clean,  Tough  Stone  of  a  Quality 
suitable  for  Macadam  Road  and  Concrete 

We  can  supply  you  in  any  size  or  quantity. 

Our  service  is  unexcelled  and  our  prices  right. 
Phone  or  write  us  for  auotations  when  you  are  fai  the  market 
Office-M  4515-M  4516      Residcnce-P  2278 

Crushed  Stone  Limited 

47  Yonge  St.  Arcade,  Toronto 
G.  W.  Essery,  Manager 


SPRINKLER 
TANKS 

AND 

TOWERS 

We  are  the  largest  manu- 
facturers in  Canada  of 
both  wood  and  steel  Tanks 
and  substructures  for  fac- 
tory sprinkler  systems 
and  for  Municipal 

RAILROAD  AND 

SUBURBAN 
WATER  SUPPLY 

We  shall  be  pleased  to 
furnish  you  with  all  the 
information  and  data  you 
may  require  on  this  class 
of  work. 

Send  us  your  blue  prints 
for  estimates. 

Send  for  special  Tank  and  Tower  Catalogue 

Ontario  Wind  Engine  &  Pump  Co. 

Toronto   Montreal  Linuted       Winnipeg  Calgary 


DAKE  SINGLE  DRUM  HOISTS 


Tlie  Dake  single  drum, 
double  geared  lioist,  is  the 
best  all-round  macliine  for 
general  service.  Can  be  fur- 
nished with  clutch,  tight  or 
friction  drum.  All  parts  arc 
most  substantially  built  so 
that  hoist  will  stand  twice 
the  load  of  its  rated  capa- 
city. Made  in  sizes  2  to  30 
horse  power.  Send  for  com- 
plete catalogue. 


DAKE  ENGINE  CO.,  Grand  Haven,  Mich.,  U.S.A. 

CANADIAN  AGENTS: 
Montreal,  IMuiieni,  Ltd.— Toronto,  A.  R.  Williams  Machinery  Co..  Ltd. 


Sandy  Gravel  and  Crushed  Stone 

Lime  Fire  Clay 

Cement  Fire  Brick 

Plaster  Sewer  Pipe 

Hair  Weeping  Tile 

Building  Stone 

Our  prices  are  right  and  our  service  good. 

Britnell  &  Co.,  Limited 

C.P.R.  Crossing,  Yonge  St.,  North  Toronto 

Phones.  Office  North  |        Evenings,  North  2107 


FOR  SALE 

Concrete  Contractors 

LOOK! 

yd.  Insley  Tower  Hopper  and  Bucket, 
yd.  Insley  Tower  Hopper  and  Bucket. 
1  yd.,  34  yd.,  Y2  yd.  Smith  Mixers  on  Skids, 
with  or  without  power. 
yi  yd.  and  1/3  yd.  Mixers  on  Truck,  with  En- 
gine and  Boiler. 
J4  yd.  Mixer    on    Truck,    with    Engine  and 
Boiler,  suitable  for  sidewalks,  plaster  and 
mortar. 

1/.5  yd.  Mixer  on  Truck,  with  Power  Loader, 

Gasoline  Engine. 
5  Concrete  Buckets,  1  yard  capacity. 
5  Concrete  Cars,  side  spout,  1  yard  capacity, 

24-inch  gauge. 
500'  Portable  Track,  34  in.  gauge,  with  switches. 
1000  Concrete  Form  Clamps,  24  in.  and  36  rn. 
1  Telescopic  Concrete  Spout  for  under-water 
work. 

We  have  the  largest  assortment  of  Contrac- 
tors' Equipment,  hoists,  derricks,  clam  shells, 
crushers,  engines,  boilers,  pumps,  etc.,  in 
Canada. 


Write  Now  for  Prices 


Th* 


A.  R.  Williams  Machinery  Co. 

Limited 

64-66  Front  St.  W.,  Toronto,  Ont. 


CRANES 


»' Heavy  Mill 
Crane 
Patented 


Made  in 
Canada 


Electric  and  Hand  Traveling  Cranes 
Electric  and  Air  Hoists 

NORTHERN    CRANE  WORKS,  LTD. 

WALKERVILLE,  ONT. 


I 
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EVERYTHING  FOR 

FIRE  PROTECTION 

WE  SPECMUZE  Oe^  VILUQ^  FiRE  Af^ARATUS  mSlNLD 


RGAIllt  JEfMlStE  FIRE  EKfmN£iF0QM  $150.00  Ur 
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SCARCITY  OF  LABOR 
PROVIDED  FOR 

The  Ideal  Automatic  Power  Tamper, 
used  will)  an  Ideal  lilocic  Machine, 
saves  Uhor,  which  is  today  recog- 
nized as  conservation  of  man  power, 
the  great  necessity  during  the 
War  Period. 

At  the  same  lime  you  are 
producing  building  units  much 
superior  to  those  made  by  man 
power.  Our  catalogue  tells  you 
all  about  it.     Write  for  a  free 

Ideal  Concrete  Machirety 

Company,  Limited 
WINDSOR        -  ONTARIO 


.J  O  I  NTLESSI  , 


AND 


PLIBRICO  BOND 


If  I  could  line  my  place  with  this  stuff 
— I  would  have  it  fixed  forever. 


There  are  reasons  why  all  up-to-date  Plants  from  Coast  to  Coast  now  use  the 
above  Modern  Materials  in  place  of  the  old-fashioned  Firebrick  and  Fireclay 
in  Furnace  Linings,  Woodburners,  Dutch  Ovens,  Smelters,  Cupolas,  Nosing 
Furnaces  in  Ammunition  Plants,  etc.  Your  own  men  can  do  the  work  and  you 
are  assured  of  minimum  Coal  Bills  which  is  a  Patriotic  Duty  today. 


[APIDOIITH 

■■■^■■1     TRADE  MARK  M^^Hi 


The  oldest  and  most  satisfactory  Concrete  Hardener — Makes  Concrete  Floors  and  Walls  permanently  Dustproof,  Wear- 
proof, and  Waterproof;  also  as  smooth  as  a  Hardwood  Floor.  Will  be  only  too  pleased  to  give  you  further  particu- 
lars regarding  these  guaranteed  Materials  and  also  our  BOICO  Boiler  Compound  and  SHELL  BAR  GRATES  which 
will  enable  you  to  burn  Slack  Coal. 

Beveridge  Paper  Co.,  Limited  -  Montreal,  P.Q. 

Stocks  also  at  St.  John,  N.B.,  and  Toronto,  Ont.  N.  J.  Dinnen  &  Co.,  Winnipeg 


Jambs  Thomson,  President. 


J.  G.  Allan,  Vice-President. 


James  A.  Thomson.  Secretary. 


THE  GARTSHORE-THOMSON  PIPE  &  FOUNDRY  CO. 


LIMITED 


Manufacturers  of 


CAST  IRONiPlPE 


Flexible  and  Flange  Pipe, 
Special  Castings  and  all  kinds 
of  Waterworks  Supplies. 


3  inches  to  60  inches  diameter. 

for  Water,  Gas,  Culvert  and  Sewer 
HAMILTON,  ONT. 


50 


THE   CONTRACT  RECORD 


May  8,  1918! 


You  Have  That  Feeling  of 

"SECURITY" 

When  You  Know  That  You  Have  a 

SMITH  MIXER  on  the  job 


MUSSENS  UMITED 


The  Machine  without  a  Breakdown 

MONTREAL  ( 
WINNIPEG 

VANCOUVER      COBALT -H.  L.  Usborne 


MONTREAL       QUEBEC— Pruneau  &  Co. 
WINNIPEG        TORONTO-H.  TurnbuU  &  Co. 


Canadian  Rivet  Forges  are  built  to 
last. 

Easy  running  blower,  powerful, 
uniform  blast,  rigid  steel  plate  con- 
struction. 

Write  for  Catalog  100-12. 

Canadian  Blower  &  Forge  Co. 

Kitchener.  Ont. 


ii 
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CANADIAN   DES  MOINES 
STEEL  CO.,  Limited 


Elevated  Tanks 
Standpipes 

Structural  Steel  for  all  purposes 


Barges  Bridges 
Wireless  Towers 


Let  us  bid  on  your  requirements. 
Attractive  Prices— Prompt  Deliveries. 


Sales  Offices  and  Plant 
CHATHAM,  ONT.  275  Inshes  Av«. 

Associated  with 
PITTSnURGH-DES  MOINES  STEEL  CO. 
Pittsburgh,  Pa.  New  York  City 

945  Curry  Bldg.  42  Church  St. 

DKS  MOINES  BRIDGE  AND  IRON  CO. 
Des  Moines,  Iowa,  938  Tuttle  Street 


An  Architect's  Bungalow 

The  summer  residence  at  Gowan,  Ont.,  erected  by  Mr.  Bani- 
gan,  of  Messrs.   Banigan,  Mathers  &  Thompson, 
Architects,  of  Toronto. 

This  Bungalow  is  constructed  throughout  with 

STuccoboaRD 

from  designs  drawn  by  Mr.  Banigan — the  exterior  walls 
being  stuccoed  an'd  the  interior  walls  plastered 
Mr.  Banigan  has  expressed  himself  as  being  well  pleased 
with  the  results  obtained  by  using  "Bishopric  Stucco 
Board." 

As  for  cost,  "Bishopric  Stucco  Board"  takes  the  place 
of  boarding,  sheathing  paper,  furring  strips  and  laths — 
saving  the  cost  of  these  extra  materials  and  fully  75 
per  cent,  of  the  time. 

Write  for  more  facts  and  samples — free  on  request. 

Bishopric  Wall  Board  Co.,  Ltd.,  oTjAWAl'o^n'i. 


Tenders 

A  few  dollars  spent  in  advertising 
your  proposals  in  the 

*  Contract  Record 

and  Engineering  Review 

would  result  in  additional  competition, 
which  might  save  your  city  or  town  or 
your  client  many  hundreds  of  dollars. 
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Car 


TER'S 


^olicy :  To  Render  Architects  Every  Assistance 


making  the  metal  specified  stand  for  the  greatest  length  of  time. 

The  Best  Red  Lead  is  CARTER'S  GENUINE  DRY  RED  LEAD 

which  when  mixed  with  pure  linseed  oil  produces  a  paint  that  prevents  rust  and  corrosion.  Carter's  Genuine  Dry 
Red  Lead  is  a  highly  oxidized  pure  Red  Lead,  finely  pulverized  and  made  in  Canada  from  the  best  grade  of  Can- 
adian Pig  Lead.    Insist  on  Carter's  Genuine  Red  Lead  being  used  in  all  your  specifications. 

The  Carter  White  Lead  Co.  of  Canada   Limited,  91  Delorimier  Ave.,  Montreal 
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The  Glue  Book 


WHAT  IT  CONTAINS 
Chapter  1 — Historical  Notes 
Chapter  2 — Manufacture  of  Glue 
Chapter  3 — Testing  and  Grading 
Chapter  4 — Methods  in  the  Glue  Room 
Chapter  5 — Glue  Room  Equipment 
Chapter  Q— Selection  of  Glue 


Contract  Record 

and  Engineering  Review 

347  Adelaide  St.  West,  Toronto 


National  Iron  Works 

LIMITED 

Head  Office,  Works  and  Docks-TORONTO 

CAST  IRON  PIPE 

Every  Size  for  Water,  Gas,  Culvert  or  Sewer, 
Carried  in  Stock  at 

MONTREAL  -  TORONTO  -   PORT  ARTHUR 

RAIL  OR  LAKE  SHIPMENTS 


Dominion  Iron  and 
Wrecking  Co.,  Ltd. 


Canada's  Largest 
Cash  Buyers  and  Liquidators 


Factories  and  Complete  Plants. 

Marine  Wreckers  and  Dismantlers. 

Scrap  Iron,  Steel,  Metals,  and  Waste  Materials. 

Distributors  of  Spelter,  Ingot  Copper,  Lead,  Tin, 
Antimony. 

Iron  and  Steel  Shafting,  all  sizes  and  lengths. 

New  and  Used  Electrical  Equipment. 

Power  Machinery,  Electrical,  Hydraulic,  Steam 
and  Gas. 

Relaying  Rails  of  all  sizes  always  in  stock. 

General  Offices : 

Transportation  Bldg.,  MONTREAL 


Quebec 


Tel.  Main  3751 


St.  John.  N.B. 


Pacific  Coast  Pipe  Co.,  Ltd. 

Wire  Wound  Wood  Stave  Pipe 

from  2  in.  to  24  in.  di.met.r 

Continuous  Stave  Pipe 

from  16  in.  to  12  ft.  diameter 


1551  Granville  Street 


Vancouver,  B.  C. 
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Current  Prices  of  Building  and  Engineering  Materials 


TORONTO  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement— delivered  in  5-banel  lots,  $2.90  per  bbl. ; 
with  bags,  §3.30;  car  lots,  $2,30  on  the  track, 
with  pkgs.,  $2.70. 

Lime— grey  60c,  white  70c  per  100  lbs.,  delivered 
in  not  less  than  1500  lb.  lots.  At  the  ware- 
house, grey  55c,  white  65c.  Hydrated  lime, 
$16.00  per  ton  delivered;  $15.00  at  warehouse. 

Brick— Xo.  1  dry  pressed  red  brick,  $22;  buff, 
$22,  f.o.b.  the  job;  No.  2,  $20;  common  red 
stock  brick,  $17;  grey,  $17;  wire-cut  brick, 
for  foundation  work,  $13.50  on  the  cars,  de- 
livered $15;  "Tapestry"  brick,  imported,  $25 
to  $35;  local  Rug,  $2G ;  sand-lime  brick,  $10.25 
f.o.b.  car  at  King  Edward  Siding;  $9.00  f.o.b. 
car  or  wagon  at  plant.  Paving  brick,  local 
manufacturers  not  quoting  prices  at  present, 
imported  paving  squares,  delivered  at  job 
in  Toronto,  best  quality  $80,  second  quality 
$75,  third  quality  $70.  (These  prices  are 
merely  approximate,  as  no  sales  are  recorded). 
Sun-Tex  face  brick,  $20  to  $30  at  plant,  $24 
to  $34  delivered,  price  depending  on  color 
and  texture.  Denison  interlocking  hollow 
tile,  $80  per  M.  at  plant,  $97.50  delivered. 
Lots  over  100,000,  $75. 

Fire  brick— $65  to  385  per  M.,  according  to  qual- 
ity.    Fire  clay,  $15  per  ton. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 
Toronto  prices,  F.O.B.  Car: 

Crushed  stone— 2  in.,  $1.55;  1  in,,  $1.75;  ¥i  i"-. 
$1.75;  rubble  stone,  in  car  lots,  $1.55  per  ton, 
f.o.b.  car. 

Sand — for  cement  or  brick  work,  $1.10  per  ton, 

f.o.b.  Toronto. 
Gravel— Pit   run,   $1.10  per   ton,    fob.  Toronto; 

screened,  $1.50  per  ton,  f.o.b.  Toronto. 

LUMBER  (BUILDING  MATERIAL) 
Toronto  retail  prices,  delivered. 

Hemlock— 2  x  4  in.  to  2  x  10  in.,  12  and  14  ft. 
long,  $39;  10  and  16  ft.,  $40 ;  2  x  12  in.,  12 
and  14  ft,  $40;  10  and  16  ft.,  $41 ;  1  x  4  in. 
and  1  X  5  in.,  T.  and  G.,  $42 ;  1  x  6  in.,  T. 
and  G.,  $43;  No.  2,  $5  less  than  No.  1.  Siz- 
ing, $1  per  M.  extra. 

Pine— Box,  1  x  4  in.  and  1x5  in.,  $45;  1x6 
in.,  $48;  1x8,  $50;  1  x  10,  $55;  1  x  12,  $55; 
Shelving,  1  x  4  in.  and  5  in.,  $56;  1x6,  $60; 
1x8,  $65;  1  X  10,  $70;  1  x  12,  $75;  2  x  4 
in.,  10  to  16  ft.  long,  common,  $46;  2x6, 
$48 ;  2  X  8,  $50 ;  2  x  10,  $52 ;  2  x  12,  $54.  No. 
1  flooring,  $58;  No.  1  V  or  beaded  sheeting, 
$60.  Pine  trim,  4  in.  casing,  $2.75  per  100 
ft.;  5  in.  ditto,  $3.25;  8  in.  pine  base,  $4.75; 
4  in.  pine  window  stool,  $4.00. 

Spruce— 10  to  16  ft.  long,  rough,  1  x  4  in.  and 
2x4  in.,  $46;  1  x  6  and  2  x  6,  $48;  1x8 
and  2  x  8,  $50;  1  X  10  and  2  x  10,  $52;  1  x 
12  and  2  x  12,  $54. 

Dimension  Timber  (B.C.  fir)— 10  x  10,  10  x  12, 
10  X  14,  10  x  16,  12  X  12,  12  x  14,  12  x  16,  14 
X  16,  16  X  10,  $65 ;  12  x  18,  12  x  20,  14  x  18, 
14  X  20,  A6  x  18,  16  X  20,  IS  x  IS,  18  x  20, 
$70.  These  prices  apply  to  lengths  up  to  32 
ft.;  32  to  35  ft.,  $3  per  M.  extra;  36  to  40 
ft.,  $5  per  M.  extra. 

Shingles— XXX  B.C.,  $5.50;  XX  B.C..  $4.50;  N. 
B.  extras,  $6.00;  N.  B.  clears,  $5.75;  No.  1 
pine  lath,  $7.00;  No.  2  pine  lath,  $6.50;  No.  1 
spruce  lath,  $5.75. 

STEEL  AND  IRON 
Steel  and   Iron  Bars— $5,25  to  $7,^0  base;  twist- 
ed and  deformed,  $5.00. 
hapes— Over  .35  lbs.  per  yard,  $4.80  per  100  lbs. ; 

under  35  1I)S.  per  yard,  $5.25  to  $5,50  per  100 
lbs. 


Plates — 6  ins.  and  over  and  under  30  ins,,  $7.50  per 
100  lbs.  ;  30  ins.  and  over,  $8.50.  Tank 
and  boiler  plates — J4  >n.  and  over  and  under 
36  ins.,  $10.00;  36  ins.  and  over,  $6.70. 
Gauge  plates— No.  10,  $11.50;  No.  12,  $8.60; 
No.  14,  $8.65  per  100  lbs.  Biack  American 
Bessemer  Plates— 28  gauge,  $8.40  per  100  lbs. 

Flats — 6  ins.  wide  and  under,  $6.00  per  100  lbs. 

Rivets — Button  and  cone  head — base  for  '/i  in. 
and  up,  $8.50. 

Extras — 1/lOc  per  lb.  extra  for  cutting  to  length, 
for  plate  less  than  ^  in.  thick,  for  angles 
less  than  5  in.  combined  legs  and  beams  and 
channels  under  6  ins.,  for  18,  20,  and  24  in. 
beams;  1/lOc  to  %c  per  lb.  extra  for  all 
Bethlehem  sections. 

Galvanized  iron — 2S  gauge,  $8.75. 

Cast-iron  pipe — Standard  prices,  carload  lots, 
f.o.b.  Toronto:  4-in.  $78  to  $79  per  net  ton; 
6-in.  and  up  $75  to  $76.  Lower  price  for 
Class  B.  Higher  price  for  Class  A  and  gas 
pipe.     Less  than  car  lots,  $2  extra. 

SEWER  PIPE 

Sewer  pipe — Toronto  prices  (wholesale),  with  dis- 
counts as  below,  f.o.b.  factory — 4  in.,  30c  per 
ft.:  6  in.,  45c;  8  in.,  70c;  9  in.,  90c ;  10  in., 
$L05;  12  in.,  $L35;  15  in.,  $1.80;  18  in., 
$2.50;  20  in.,  .$3;  22  in.,  $4;  24  in.,  $4.50. 
Discounts — 4  in.  to  9  in.  standard,  C.'^  per 
cent. ;  10  in,  to  24  in.  standard,  05  per  cent. ; 
15  in.  to  24  in.  double  strength.  CO  per  cent. 

Tile  wall  coping — 8  or  9  in.  wall,  50c  per  ft. ;  12 
in.  or  13  in.  wall,  75c  per  ft. ;  18  in.  wall, 
$1.-50  per  ft. ;  carried  in  6,  12,  18,  and  24  in. 
lengths.     Discount  65  per  cent. 

PAINTS  AND  OILS 
White   lead — ground   in   oil,   less   than   ton  lots, 
$16.05  per  100  lbs.;  ton  lots,  $15.70  per  100 
lbs. 

Boiled  linseed  oil — in  bbls.,  $1,58  per  gal.  of  9  lbs. 

Raw  linseed  oil — in  bbls.,  $1.55  per  gal.  ;  red  lead, 
dry,  $19  per  100  lbs. ;  putty  in  bulk,  $6.05  per 
100  lbs.;  in  100-lb.  drums,  $6.90,  putty  in 
25-lb.  tins,  $6.90  per  100  lbs. ;  steel  sash 
putty  in  25-lb.  tins,  .$7.15  per  100  lbs. ;  tur- 
pentine, th  bbls.,  73c  per  Imp.  gal.,  based 
on   southern  gauge. 


MONTREAL  PRICES 

CEMENT,  LIME,  AND  BRICK 
Cement — $3,10    steam    car    load    lots,  including 

sacks,  less  5  per  cent,  for  cash. 
Lime— Hydrated,  $20  per  ton;  lump,  $15. 
Brick — No.  1  pressed,  $18;  No.  2  pressed,  $15; 

Manganese  rustic,  $20;  bufif  rustic,  $20;  red 

rustic,   No.   1,  $15;   red   rustic,   No.   2,  $13; 

bufT  (smooth),  .$21;  buflf  (rough),  $20;  plastic 

$12.25. 

Concrete  Brick- grey  $22,  red  $22,  buff  $23,  white 
$45,  plain  pressed  $12  per  thousand,  all  f.o.b. 
Works,  Mascouche,  P.Q. 

CONCRETE  SEWER  PIPE 
Straight  pipes  (per  foot)  :  not  reinforced,  S-in. 
26c;  9-in.  30c;  10-in.  34c;  12  in.  40c;  15-in. 
fiOc;  IS-in.  74c.  Reinforced,  18-in.  90c;  21- 
in.  $1;  24-in.  $1.20;  .30-in.  $1.60;  36-in.  $2.40; 
42-in.  .$3;  48-in.  $4.20. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in,,  $1.40;  54-in-  $1.65;  }i-\n. 

$1,75  per  ton,  delivered. 
Sand — $1  per  ton,  car  load,  on  cars. 
Gravel — $1,20  per  ton  f.o.b.  cars. 

STEEL  AND  IRON 

Steel  angles — 3  in.  x  3  in.  and  up,  $5.75;  1  in. 
X  1  in.  X  in.,  25c  extra;  )A  in.  x  in. 
X  %  in.  50  cents  extra.  Boiler  plates — % 
thick  and  tliicker,  $9.00,  Circular  plates — 
Flange  quality,  36  in.  dimension  and  over, 
$12, .50;  under  .36  in.  diameter,  $13.00.  Beams 
and  channels — Under  35  lbs.,  per  yd,,  $5.75; 
35  lbs.  per  yd.  and  over,  $5,50;  f.o.b.  Mont- 
real, net  cash,  nominal.  Corrugated  iron — 26 
gauge,  $9.00;  28  gauge,  $8.25  per  100  sq.  feet, 


subject   to   change   without   notice.  Coppll 
bearing  sheets  —  Keystone  black,  28  U. 
gauge,  $6.50  per  100  lbs.  nominal. 

SEWER  PIPE 

Straight  pipe  (per  foot) — 4  in.,  30c;  6  in.,  45c;I 
in.,  70c;  9  in.,  85c;  10  in.,  $1.05;  12  in.,  $1.8l|I 
15  in.,  $1.80;  18  in.,  $2.50;  20  in.,  $3;  22  iiil 
$4;  24  in.,  $4.50;  27  in.,  $6.50;  30  in.,  $7.21 
Channel  pipe  (4  in.  to  30  in.)  24c,  36c,  Sei 
72c,  84c,  $1.08,  $1.44,  $2.00,  $2.40,  $3.21 
$3.60,  $5.20,  $5.75.  One-eighth  bends  (4  i' 
to  30  in.),  $1.20,  $1.80,  $2.80,  $3.60,  $4.21 
$5.40,  $7.20,  $10,  $12,  $16,  $18,  $26, 
'A,  $1.20,  $1.80,  $3.15,  $4.05,  $4.75,  $6.11 
$14.40,  $20,  $24,  $32,  $36,  $52,  $57.60.  Doubl 
collar,  90c,  $1.35,  $210,  $2.55,  $3.15,  %iM 
$5.40;  slant  1  foot  long  side  (4  in.  to  H 
in.),  90c,  $1.35,  $2.10,  $2.55,  $3.15,  $4.0l| 
$5.40.  Single  branch  (6  in.  to  9  in.),  3  fil 
$2.25,  $3.50,  $4.25;  2  and  2^  ft.  (4  in.  to  ll 
in.),  $1.35,  $1.80,  $3.15,  $3.85.  $4.75,  $8.1(1 
$8.10,  $11.25,  $13.50,  $18,  $20.25,  $32.50,  til 
Single  squares  (4  in.  to  30  in.)  ditto.  Doiibii 
branch  and  double  square  and  Y  pipe  (4  in.  fl 
.30  in.),  $1.80,  $2.70,  $4.90,  $6.30,  ."57.35,  $10.al 
$14,40,  $20.  $24,  $32,  $36,  $45.50,  $50.*i 
Syphon,  cesspool,  and  buchan  trap  (4  in.  i\\ 
15  in.),  $3,  $4,  $7,  $9,  $10.50,  $18.  DouMl 
syphon,  running  trap,  and  hand  hole  trap  (I 
in.   to  12  in.),  $3,  $4,  $7,  $9,  $10.50, 

These   prices    are   subject   to   a    discount    of  S| 
per  cent,  for  less  than  car  load  lots  delivcr«!| 
and  a  discount  of  from  50  to  53  per  cent, 
car  load  lots  f.o.b.  Montreal. 

SUNDRIES 

Hard  wall  plaster — $17  per  ton.  Plaster  of  Pari|] 
$3.15  per  bbl.,  both  less  5  per  cent,  for  casri 
Rope — Best  Manilla,  39c  basis  per  pound) 
British  Manilla,  33c  basis;  sisal  rope,  27H I 
basis;  lath  yarn,  27^c.  Boiled  linseed  oil- 
in  barrels,  $1.95  per  gal.  of  9  lbs.  Raw  lir] 
seed  oil — in  barrels,  $1.92}4  per  gal. 


WINNIPEG  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — Portland,  $4.00  per  bbl.;  mortar  cej 
ment,  64c  per  70-lb.  bag,  in  ton  lots;  KeenesH 
$6,45  to  $13.55  per  bbl.,  depending  on  quat|| 
ity.     (All  prices  include  bags). 

Lime — White  or  grey,  in  bulk,  45c  per  bushel ! 
per  barrel,  $2.10  to  $2.40. 

Hydrated  Lime — In  paper  bags,  $16.35  per  ton  | 
in  cotton  bags,  $19.55. 

Brick — No.    1   dry   pressed,   red    and   buff,  i 

common  red  stock,  $25;  common  grey  stockll 
$12;  No.  1  enamelled  brick,  all  colors,  fron'l 
$100;  sand  lime,  $12;  firebricks,  $70  to  $90 1 

CRUSHED  STONE,  SAND,  AND  GRAVEL 
(Including  delivery) 

Crushed  stone — IJ/^-in.  to  2-in.,  $2.60  per  yard 

M-in.  to  1-in.,  $2.85;  stone  dust,  $2.55;  ruh  ] 

ble  stone,  $14.20  per  cord. 
Sand,  gravel  and  torpedo  sand — $2,10  per  yard. 
Crushed  granite — 154  and  2-in.,  $2,65;  ^  in.  andl 

1-in,,  $2,90;   ^-in.  and  dust,  $.3.20. 
Gravel — Per  yard,  delivered,  $1.85. 
Crushed  Granite — 1!4  and  2-in.,  $2.65;  H  'm.  andj 

1-in.,  $2.90;   H-in.  and  dust,  $.3,20. 

LUMBER  (BUILDING  MATERIAL) 
(Including  delivery) 
(15  per  cent,  discount  for  cash) 
Flooring — No.  2  red  pine,  4  in.,  $43;  6  in.,  $46; 
No.  3  red  pine,  4  in.,  $38;  6  in.,  $40;  No.  4 
red  and  white  pine  or  spruce,  4  in.,  $28;  fl 
in.,  $32;  No.  1  and  2  fir,  edge  grain,  3  in., 
$60;  4  in.  and  6  in,.  $55;  No.  3  fir,  edge  and 
flat  grain,  4  and  6  in.,  $45;  No.  4  fir  shl|j».: 
lap  grade,  4  and  6  in.,  $.32;  common  2x6 
pine,  spruce  or  fir,  4  and  6  in.,  $.33;  No.  2 
white  pine,  4  and  6  in.,  $55;  No.  3,  $45;  No. 
2  red  pine,  4  and  6  in.,  $46;  No.  3,  $40;  No. 
4,  $32;  No.  5,  $24. 

Dimension  timber  (No.  1  pine,  spruce,  tamarac, 
fir  or  cedar)— 8  x  8,  8  x  10,  10  x  10,  10  X 
12,  12  X  12,  $.38;  10  x  14.  14  x  14,  14  x  16. 
6  X  10,  6  X  12,  8  X  12,  $39 ;  10  x  16,  12  x  18. 
16  X  16,  14  X  18,  16  X  18,  18  x  18,  20  x  20. 
$40;  6  X  14.  8  X  14,  12  x  IS.  18  x  20,  $42;  6 
x  16,  6  X  18,  6  X  20,  8  x  16,  8  x  18,  8  x  20. 
10  X  18,  10  X  20,  12  X  20,  14  x  20,  16  x  20, 
$43. 

(Continued  on  page  54) 
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RAILS  BILLETS 
Concrete  Reinforcement  Bars 

Plain  Round,  Square  and  Cold  Twisted  Squares 

DOMINION  IRON  &  STEEL  COMPANY 

UNITED 

BAR  STEEL 


Warehouse  Stock*  i 

SYDNEY,  N.  S. 
MONTREAL,  QUE. 
TORONTO.  ONT. 
FT.  WILLIAM,  ONT. 


Sale*  Of fic«*  : 

SYDNEY.  N.  S. 

MONTREAL 
112  St.  James  St. 

TORONTO 
18  Wellington  St.,  E. 


Mill*  and  General 

Officer ! 

SYDNEY.  N.  S. 


WIRE  NAILS        WIRE  PRODUCTS 


An  example  of  our  work. 
These 

TANKS 

are  30  feet  by  55  feet*  erect- 
ed at  Shawinigan  Falls,  Que. 

We  also  build  tanks  for 


PULP  and  PAPER  MILLS 

CHEMICAL  WORKS 
OIL    REFINERIES,  ETC. 

and  for  any  other  purpose. 

Write  for  estimates 

MacKinnon,  Holmes 
&  Company  Limited 

SHERBROOKE,  QUE. 
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CURRENT  PRICES  OF  BUILDING  AND  ENGINEERING  MATERIALS— continued 


(Continued  from  'page  56) 
Pine — 1-in.  common,  6  to  10  iij.,  $105;  12  in., 
$110;  pine  trim  4-in.  casing,  $3.70  per  100 
ft.;  5yi-in.  ditto,  $4.40;  8-in.  pine  base,  $6; 
10-in.,  $7;  4-in.  pine  window  stool,  $7.50. 
Shingles— No.' 1  B.  C.  cedar,  $4;  No.  2,  $3.50; 
No.  1  B.  C.  cedar  dimension,  $5.50;  hand- 
sawn,  $7. 


STEEL  AND  IRON 

Steel — Round  bars,  $5.25  per  100  lbs. ;  square 
twisted,  $5.25  per  100  lbs. ;  channels  and 
angles,  $5.50;  beams,  $5.25;  plates,  $8.25  per 
100  lbs. 

Cast  Iron  Pipes — Standard  price,  car  load  lots, 
f.o.b.  Winnipeg,  $38  per  ton. 


SEWER  PIPE 

Sewer  Pipe — Wholesale  price  f.o.b.  Winnipeg,  per 
ft.,  3  in.,  9  cents;  4  in.,  11  cents;  5  in.,  IC 
cents;  6  in.,  18j^  cents;  8  in.,  30  cents;  9  in., 
35  cents;  10  in.,  40  cents;  12  in.,  50  cents; 
15  in.,  75  cents;  18  in.,  $1.00;  20  in.,  $1.50; 
24  in.,  $2.00. 

SUNDRIES 
(Including  delivery) 

Hard  Wall  Plaster— $19  to  $22.50  per  ton ;  Plaster 
of  Paris,  $20.50  per  ton  ;  in  barrels,  $4.40  per 
bbl.  of  320  lbs. 

Plasterers'  Hair — $3.30  per  bale;  00c  per  bushel. 


PAINTS  AND  OILS 

Boiled  linseed  oil— In  bbls.,  $2.00  per  gal.  of  9 
lbs. 

Mixed  Paint— Per  gal.,  $3.55  to  $3.85. 

Raw   linseed   oil — In   bbls.,   $1.08   per   gal. ;  red 

lead,  dry,  $15.00  per  100  lbs.;  in  oil.  20Kc; 

putty  in  bulk.  Standard,  $5.00;  Pure,  $6.00; 

Turpentine,  in  bbls.,  95c  to  $1.00. 
White  lead— Ground  in  oil,  $16.85  per  100  lbs. 


VANCOUVER  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — Grey  Portland,  $2.80  per  bbl.  f.o.b.  ware- 
liouse,  sacks  extra ;  Keens  cement,  ijiO.OO  per 
bbl.,  sacks  extra;  line  white,  $8.00  per  bbl.  of 
300  lbs. ;  superfine,  white,  $9.50  per  bbl. ; 
white  Portland  cement,  $2.80  per  bbl.  of  25U 
lbs.,   sacks  10c   extra,  f.o.b.  Vancouver. 

Lime — $1.90  per  bbl.  f.o.b.  warehouse  or  delivered. 

Brick— Common  red  brick,  $14.50  to  $16.00  f.o.b. 
warehouse;  $14.00  and  up  in  car  lots  f.o.b. 
Vancouver;  pressed  red  brick,  f.o.b.  wharf 
Vancouver;  pressed  buff  brick,  $45  at  ware- 
house; $33  in  car  lots;  tapestry  brick,  $45  at 
warehouse;  impervious  brick,  $45  f.o.b.  build- 
ings; fire  brick,  $45  in  car  lots,  $50  in  ware- 
house; fire  clay,  $16.00  per  ton  in  car  lots. 


SAND  AND  GRAVEL 

Sand — Brick  and  plaster  sand  $2.50  per  cu.  yd. 

f.o.b.  bunkers. 
Gravel — $2.50  per  yard  delivered. 

LUMBER  (Building  Material) 
Vancouver  prices,  f.o.b.  mills; 
Dimension  timber — Douglas  fir — 8  x  8,  $20;  10  x 
10,  $29;  10  X  12,  $20;  10  x  14,  $29.50;  12  x 
12,  $29;  14  X  14,  $29.50;  14  x  16,  $30.50;  0  x 
10,  $29.50;  6  x  12,  $30;  8  x  10,  $30;  8  x  12, 
$29..50;  10  X  16,  $31;  12  x  16,  $31;  IG  x  16, 
$30.50;  6  X  14,  $31;  8  x  14,  $31 ;  12  x  18,  $32 ; 

15  X  20,  $33;  14  x  20,  $33;  14  x  20,  $32.50; 

16  X  18,  $32.50;  16  x  20,  $33.50;  18  x  18, 
$32.50;  20  x  20,  $32.50;  24  x  24,  $33. 

Fir  Flooring— 1  x  3  edge  grain,  $48;  1  x  4,  $48; 
1x4  flat  grain,  $35;  No.  1  and  2,  1-inch 
clear  fir  double  dressed,  $46;  No.  1  and  2, 
and  lyi  inch  fir  double  dressed  $46; 
2-inch  fir  double  dressed  $46;  fir  lath,  $2.25; 
spruce  lath,  $3.50;  cedar  lath,  .$.3.50;  B.  C. 
cedar  shingles,  XX,  .$2.00;  XXX,  $3.00; 
XXXXX,  $3.60. 


STEEL  AND  IRON  [ 

Vancouver  prices  f.o.b.  warehouse: 
Steel — (round  and  square  bars)  $6.50  base;  twist- 
ed and  deformed,  $6.50  base ;  structural  sec- 
tions, $8.00. 
Galvanized  iron — 28  gauge,  $10.85  per  100  lbs. 
Corrugated  iron — 26  gauge,  6,  7  and  S  ft.  sheets, 
$10.40;  9  and  10  ft.  sheets,  $10.05  per  square. 
Black  steel  sheets,  24  gauge,  $9.00  per  100 
lbs. 

Steel  angles —  $8.00  per  100  lbs.,  depending  on 
size,  quantity  and  specifications. 

Steel  channels,  beams— $8.00  per  100  lbs.,  depend- 
ing on  size,  quantity  and  specifications. 

Steel  plates— $12.00  to  $15.00 


c 


SEWER  PIPE 


1 


Sewer  pipe — Vancouver    prices    f.o.b.  warehouS 
4-in.,  15c  per  ft.;  6-in.,  25c  per  ft.;  8-in.,  Mcl 
ft.;    10-in.,  45c   ft.;   12-in.,  55c   ft.;  15-in.,i 
$1.10  ft.;  18-in.,  $1.30  ft.;  20-in.,  $1.55  ft.;j 
24-in.,  $2.30  ft.  (all  net  prices). 


SUNDRIES 

Hard  wall  plaster— $16.50  in  car  lots  f.o.b.  Vi 

couver,  bags  extra.  ji] 
Hydrated  lime— .$16.00  in  car  lots.  1 
Alca  lime — $16  per  ton.  I 
Plaster  of  Paris — Hammer  brand,  $4.50  per  bbl,  | 
Finishing  Plaster — $19  per  ton,  sacks  extra.  ' 
Welsh  slate — $15.00  per  square,  f.o.b.  Vancouver. 
Rope,   Manilla,   %   i"-.  40c  base;    ^   in.,  40^'jc; 

ii  in.,  41c;   %  in.,  ilYzc;  2nd  grade,  34J4c 

base;  sisal  rope,  29^c  base. 

PAINTS  AND  OILS 

Boiled  linseed  oil— In  bbls.,  $2.25  per  gal.  of  9 
lbs. 

Mixed  Paint— Per  gal.,  $3.55  to  $3.85. 

Raw  linseed   oil — In  bbls.,  $2.00  per   gal.;  red 

lead.dry,  $15.00  per  100  lbs.;  in  oil,  20J4c.; 

putty  in  bulk.  Standard,  $5.00;  Pure,  $0.00; 

Tiupentine,  in  bbls.,  $1.00. 
White  lead— Ground  in  oil,  $17.35  per  100  lbs. 


Sewer 
Pipes 


r 


ALL  SIZES  OF  PIPES  and  CONNECTIONS  from  4  inch  to  30  inch  always  IN  STOCK 

High  Grade  Salt  Glazed  Vitrified  Sewer  Pipes  and  connections  are  a  specialty 
with  us.  We  also  manufacture  culvert  pipes,  inverts,  flue  linings,  stove  linings, 
fire  bricks,  locomotive  blocks,  guUey  traps,  range  bricks,  cupola  linings,  wall 
coping  and  all  kinds  of  vitrified  and  fire  clay  goods.  Prompt  shipments  on  all 
goods. 

Vitrified  Hollow  Building  Blocks 
Ground  Fire  Clay,  in  Bulk  or  Bagged. 
"Amco"  Segment  Sewers— From  30'  to  108'  diameter 
Send  for  Illustrated  Book  on  "BuHding  Segment  Sewers'* 

Standard  Clay  Products  Limited 

THREE  SEWER  PIPE  FACTORIES :  St.  Johus,  P.  Q.,  aud  Ncw  Glasgow,  N.  S. 

ALSO  FIRE  CLAY   FACTORY  AT  ST.   JOHNS,    P,  Q. 
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Canada  Iron  Foundries,  Limited 


CAST  IRON  PIPE 


Head  Office 

Mark  Fisher  Building 
MONTREAL 


Car  Wheels,  Cast  Iron  Water  and  Gas  Pipe,  Specials,  Valves,  Hydrants,  etc.,  Casting^s 
of  all  kinds.  Mooring:  Bollards  for  both  Concrete  and  Wooden  Docks 


Made  in  Canada 
Conduit 


Orpen  Conduit  Co.,  Limited 

Toronto 


Engineers  &  Contractors,  Limited 

102  Prince  William  Street,  ST.  JOHN,  N.  B. 

E.  R.  REID,  President  E.  M.  ARCHIBALD,  Chief  Engineer 

The  Moncton  Bridge  Foundations 

were  built  by  our  Hrm 

We  are  equipped  both  in  plant  and  organization,  for  difficult  foundation  work,  water  power  develop- 
ments, tunnels,  industrial  plants,  etc. 
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Civil 

Electrical 
Mechanical 


Directory  of  Engineers 


Contractors 

Special 

Interests 


Chipman  &  Power 

Civil  Engineers 

TORONTO  WINNIPEG 

Willis  Chipman.      Geo.  H.  Power. 


James,  Loudon  &  Herlzberg,  Ltd. 

CONSULTING  ENGINEERS 
36  Toronto  Street    -"  TORONTO,  CAN. 

Water  Supply  and  Purification;  Sewerage 
Systems;  Municipal  and  Trade  Waste 
Disposal  Plants;  Incinerators;  Pavements; 
Bridges  and  Structural  work,  including 
Reinforced  Concrete. 


Anglins  Limited 

Contracting  Engineers 

65  Victoria  St.  MONTREAL 


H.  J.  Griswold, 

Montreal. 


B.  W.  Seton, 

Toronto. 


DOMINION  ENGINEERING 
&  INSPECTION  CO. 

Inapectine  and  Testing  Eniineeri 
Head  Office  and  Lgboratoriet, 
SSO  Lagauchetlere  St.  West,  Montreal. 

BRANCH  OFFICES: 
24  Adelaide  Street  East,  Toronto. 
806  Union  Trust  Building,  Winnipeg 
CEMENT  TESTING  AND  REIN- 
FORCED CONCRETE  INSPECTION 
MILL,  SHOP  AND  PIELD  INSPEC- 
TION OF  STEEL  STRUCTURES 
AND  BRIDGES 
TESTS  AND  INSPECTION  OF  IRON 

AND  STEEL  PIPE,  ETC. 
LOCOMOTIVES,  CARS,  NEW  AND 

SECOND-HAND  EQUIPMENT 
■Represented  at  New  York,  Pittsbuijfh  and 
Chicago;  Glasgow  and  London,  Eng. 


T.  S.  Griffiths    N.  H.  Manning    L.  J.  Rogers 

CANADUN  INSPECTION  and 
TESTING  COMPANY 

,  Inspecting,  Testing 

Metallurgical  &  Chemical  Engineers 

Mill,  Shop  and  Field  inspection  of  bridges 
and  structural  work.  Mill  inspection  of 
rails  and  track  supplies.  Foundry  inspec- 
tion of  castings,  pipes,  etc.,  expert  exam- 
ination and  reports. 

Our  Physical,  Chemical  and  Cement  Lab- 
oratories are  fully  equipped  to  undertake 
all  kinds  of  tests. 

Principal  Offices  and  Laboratories 
MONTREAL     and  TORONTO 


R.  S.  &  W.  S.  LEA 

Consulting  Engineers 

Water  Supply;  Sewerage  and  Drainage  ;  Water 

Purification;  Disposal  of  Sewage  and  Refuse ; 

Water  Power  Developments  and  Power  Plants. 
Reports,  Designs,  Supervision  of  Construction 
New  Birks  Bldg.  Telephone 

MONTREAL.  P.Q.  Uptown  783 


FRANK  BARBER 

Bridge  and  Structural  Engineer 

Steel  and  Reinforced  Concrete  Bridges  and 
Buildings,    Foundations,    Municipal  Work 

40  JARVIS  STREET,  TORONTO 


Robert  W.  Hunt 
President 


Charles  Warnock 
Treas.&Gen'lMgr. 


Robert  W.  Hunt  &  Co. 

Limited 

Consulting  and  Inspecting  Engineers, 
Chemists  and  Metallurgists 

Expert  inspection  and  tests  of  all  structural 
materials  and  mechanical  equipment. 

Reports  on  Properties  and  Processes 

Head  Office  and  Laboratories : 
McGill  Building,  Montreal 
Branches : 

Toronto         Vancouver         London,  England 


GENT  &  CO.  LTD. 

"Faraday  Works" 
LEICESTER,  ENGLAND 

Electric  Clocks 

Cables:  "Lodestone,  Leicester" 


Geo.  M.  Miller  &  Co. 

Architects 

93  Yonge  Street        •  TORONTO 


Reid  &  Brown  Structural  Steel 
&  Iron  Works,  Limited 

We  carry  a  large  stock 

Steel  Beams,  Channels,  Angles, 
Plates,  Columns,  etc. 

FOR  IMMEDIATE  SHIPMENT 
Office  and  Work.— 83  E.planade  E,  TORONTO 
Phones— Main  904  and  90S 


R.  O. 
WYNNE  -  ROBERTS 
.  Consulting  Engineer 

40  JARVIS  STREET 

TORONTO 

Water  Supply,  Sewerage,  Sewage  Dlt- 
posal.  Civic  and  General  Engineering, 
Arbitrations,  Investigations,  Valuations, 
Reports,  etc 


SASH 

OPERATING  MACHINERY 

of  all  kinds 
KING  CONSTRUCTION  CO. 

40  DoTercourlRd.,  TORONTO 


Milton   Hersey  Co.,  Ltd. 

Engineers,  Chemists,  Inspectors 

PAVING 

designed,  superintended.  Inspected, 
t        I  Winnipac  New  York 


Crushed 
Stone 

BRICK 
T.  A.  Morrison  &  Co.,  ^".SSVTRrA'L"' 


This  Directory 
will  bring  you 
BUSINESS 

Keep  your  name  and  your  busi- 
ness prominently  before  live 
prospects  by  placing  an  an- 
nouncement in  our  "Directory  of 
Engineers."  Rates  and  inform- 
ation will  be  sent  on  request. 

Contract  Record 

&  Engineering  Review 

347  Adelaide  St.  W.  TORONTO 
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3uiU  for  C. P. R.  Montreal 


CANADIAN 
CHICAGO  BRIDGE  &  IRON  CO. 

Limited 
BRIDGEBURG.  ONTARIO 

Our  Specialty  Is  the  Design,  Manufacture 
and  Erection  of  Elevated  Steel  Tanks 
for  Municipal,  Railroad  and  Factory  Service. 
We  also  design,  manufacture  and  construct 
Oil  Tanks,  Coaling  Stations,  Bridges,  Turn- 
tables, Building  and  Structural  Material. 

"  Write  our  nearest  Sales  Office  for  prices,  plans 
and  specifications.  Our  catalogue  No.  15  gladly 
mailed  to  you  upon  request." 

Sales  Offices:— 
Bridgabum,  Ontario,  130  Janet  Street 

Chicago,  Illinois,  1305  West  105th  Street 
New  York,  N.   Y.,  SO  Church  Street 

Shops:— Bridsaburs,  Ont. 

Chicago,  111.  Greenville,  Pa. 


The  Maritime  Bridge 

Company,  Umited 

Manufacturers  and  Erectors  of 

Steel  Railway  and  Highway  Bridges, 
Buildings,  Girders,  Trusses,  Towers, 
Turntables,  Tanks,  Smoke  Stacks, 
Riveted  Pipe,  and  Structural  Steel  and 
Plate  Work  of  all  descriptions. 

We  have  the  only  complete  stock  of 
Steel  Shapes,  Plates  and  Bars  in  the 
Maritime  Provinces. 


Office  and  Plant: 

New  Glasgow,  Nova  Scotia 


'Galvaduct"  and  "Loricated" 

Conduits 


for  Interior  Construction 


Conduits  Company,  Limited 

Sole  Manufacturers  under  Canadian  and  U.  S.  Letters  Patent 


Toronto 


Canada 


Standard 

Underground  Ca 

of  Canada,  Limited 

Manufacturers  of 
Copper,  Brass,  Bronze  Rodi 
Copper  and  Brass  T 
Colonial  Copper  Clad  Steel 
Weatherproof  and  Magnet 
Rubber  Insulated  Wi 
Lead  Covered  Cable 
Armored  Cables 
Cable  Accessories 

Samples,  estimates  or  p 
request  to  our  nearest 

Seattle, 


STRUCTURAL  STEEL 

and 

BRIDGE  BUILDERS 


Capacity  18,000  Tons. 

We  build  and  erect  all  kinds  of  Structural  Steel,  Bridges, 
Roof  Trusses,  Bank  and  Office  Railings,  Stair 
Work.  Elevator  Grilles,  Fire  Escapes,  etc. 

Over  5,000  Tons  in  Stock  of  * 
Beams,  Column  Sections,  Angles,  Tees,  Plates,  Bars, 
Checkered  Floor  Plates,  etc. 

McGregor  &  Mclntyre,  Limited 

1139  Shaw  St.  -  -  TORONTO,  CAN. 

Telephone  Hillcrest  1614—1615—1616. 


BITUNAMEL 

Unsurpassed  for  waterproofing  foundations  and  prevent- 
ing rust  and  corrosion  on  exposed  iron 
and  metal  work. 

WRITE  FOR  SAMPLE 

The  Ault  &  Wiborg  Co.  of  Canada 
Ltd.,  Varnish  Works 


Montreal 


TORONTO 


w 


innipeg 
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.  Preserves  Roads^  Saves  Expense 

Fluxphalte  binds  and  hardens  the  surface  of  macadam  roads  making  them  smooth  and  durable  as 
asphalt  pavements.  It  prevents  the  surface  dusting  and  wearing  down  to  the  rock.  It  makes  the 
road  wear  many  years  longer,  thereby  saving  great  expense  in  continuous  road  repairs. 

Send  for  new  illustrated  book.    Free  on  request. 


EWX. 

mm 


To  Secure 
ECONOMY  and  DURABILITY 

Construct  Your 

SEWERS 

from 

Reinforced  Concrete  Pipe 

Manufactured  by 

Dominion  Concrete  Co. 

Limited 

KEMPTVILLE       -  ONTARIO 

''Better  good  pipe  at  a  fair 
price  than  poor  pipe 
at  any  price. " 


N.  B.  The  adjolnlnsr  Illustration  shows  a  line  of  42-Id.  pipe 
'  In  a  trench  ready  (or  fllllnsr. 


May  8,  1918 
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.TijRNBULL  Elevator  ., 

MANUFACTURING  CO  TORONTO 


TurnbuU 

Elevators 

Economical  and  Practical 


TOT 


The  leading  elevator  today  is  the  Turn- 
bull.  It  is  the  result  of  many  years  of 
practical  experience  in  the  production 
of  elevators  and  by  experimenting  we 
have  secured  the  maximum  of  strength 
with  the  minimum  of  weight.  Turnbull 
elevators  are  built  rigid  and  strong; 
THEY  RUN  TRUE  and  are  giving  satis- 
faction wherever  in  use.  Turnbull  ele- 
vators are  reliable  because  every  inch  of 
material  used  is  inspected  and  tested  by 
experts. 


We  will  be  glad  to  supply  literature,  plans  and  prices  of  our 
various  models.    Inquire  today 

Turnbull  Elevator  Manufacturing  ICo. 

126  John  St.,  TORONTO,  Ontario 

Montreal  Office         .....         202  Mappin  E.,  Webb  Bldg. 
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"DOMINION"  Wire  Rope 

Repeat  orders  tell  their  own  story 

Use  our  WIRE  ROPE  on  any  job 

Its  DURABILITY  has  been  proved 
in  its  extensive  use. 


The  Dominion  Wire  Rope  Company,  Limited 

MONTREAL  TORONTO  WINNIPEG 


"C.  H.  &  E. 

Contractors  Equipment 


HOISTS 


Either  Gasoline  Engine 
or  Electric  Motor  Driven 


MATERIAL  ELEVATORS 

Either  Single  or  Double  Cage 

MORTAR  MIXERS 


"MARION"  Shovels 

for  all  classes  of  work 

"Ransome'^  Concrete  Mixers 
"Andrews'' Drill  and  Tool  Steel 


Branch : 
108  Mail  Building, 
TORONTO 

Telephone  Adelaide  840 


Head  Office 

MONTREAL 


Vol.32  Toronto  May  15,  1918  No.  20 


NATIONAL  IRON  WORKS,  Limited 

Head  Office,  Works  and  Docks :-TORONTO 


Every  Size  of  Cast  Iron  Pipe  for  Water,  Gas,  Culvert  or  Sewer,  Carried  in  Stock  at 


Lake  or  Rail  Shipments     MONTREAL,  TORONTO  and  PORT  ARTHUR 


C.nttnHinn  Gnnd  Rnads  Conaress 
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*BEATTY" 

Auxiliary  Ship  Machinery 

Cargo  Winches 
Warping 
Winches 
Anchor  Wind- 
lasses 
Ash  Hoists 


Ash  Hoist  for  ships  now  being  built  in  Canada. 
—   Agents  — 

H  E.  Plant,  Montreal,  Que.  R.  Hamilton,  Vancouver 

E.  Leonard  &  Sons,  St.  John.  N.B.     Kelly-Powell,  Winnipeg 


Also 

Hoisting  Engines, 
Electric  Hoists, 
Steel  Derricks, 
Derrick  Ivons, 

Clamshell  iJuckets, 

Let  us  know  what  you  want 
along  this  line 
We  will  tender  promptly 


M.  BEATTY  &  SONS,  LTD.,  WELLAND 


Now  on  Munitions 

LYMBURNER,  LIMITED 

The  well  known  manufacturers  of  ornamental  metal  work  and 
special  machinery  are  entirely  occupied  making  munitions, 
and  cannot  execute  orders  for  above  work  until  a  later  date, 
when  they  will  be  glad  to  receive  enquiries  and  will  again 
produce  first  class  Metal  Specialties  of  Every  Description — 
Machinery,  Tools  and  Gauges. 


360  St.  Paul  St.  E. 


MONTREAL 
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Canada 


Everything  in  Rubber 

There  is  hardly  a  rubber  need  that  the 
Dominion  Rubber  System  cannot  supply. 
^'Everything  in  Rubber is  a  reality  with  us. 
Not  only  is  our  line  complete,  but  values  are 
the  best  within  your  reach. 

Behind  all  is  the  Dominion  Rubber  System 
service.  Branches  in  all  the  principal  cities 
in  Canada  make  it  possible  for  you  to  secure 
deliveries  on  the  shortest  notice. 

Put  us  to  the  test  and  judge  for  yourself 
how  complete  and  satisfactory  our  service 
really  is. 

Canadian  Consolidated  Rubber  Co. 

LIMITED 
Head  Office    —  MONTREAL 

BRANCHES  at  Halifax,  St.  John,  Quebec,  Ottawa,  Toronto, 
Hamilton,  Kitchener,  London,  North  Bay,  Fort  William, 
Winnipeg,  Brandon,  Regina,  Saskatoon,  Calgary,  Lethbridge, 
Edmonton,  Vancouver,  Victoria. 


Our  aim  is  to  serve  and  please. 
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Steel  Ball  Bearing  Brick  Paving  Carriers 


(PATENTED) 

are  the  right  help  in  . 
delivering  the  Brick 
from  the  boulevard 
to  the  setters;  one 
man  performing  the 
service  of  three  or 
four.  It  delivers  the 
brick  in  good  order 
and  at  the  right  time. 
In  use  by  leading 
Paving  Contractors. 

Write  for  our 
catalogue  "R" 

MANUFACTURED  BY 

Canadian  Mathews  Gravity  Carrier  Company,  Limited 

484  Richmond  Street  W.  -  -  -  TORONTO,  ONT. 


London  Champion  Buflders' 


Fig.  225.  Champion  Builders'  Hoists  are  Iniilt  to  be 
eciuipped  with  Gasoline  power,  lilectric  motor,  or  with 
pulley  to  attach  any  kind  of  power. 

illustrates  Hoist  used  for  any  kind  of  hoisting 


>r  pulling.    Capacity  :!()()  pounds. 


225.     Cliainpion    Reversible    Builders'    Hoist,  with 
.sheave  to  run  cage  elevator. 


Fig.  222.     Champion  Single  Drum  Builders'  Hoist. 


Fig.  225  illustrates  Reversible  Builders'  Hoist  which  is 
used  to  run  a  two-cage  elevator  or  any  kind  of  work 
where  two  lines  are  used  running  in  opposite  directions; 
also  the  sheave  is  used  for  any  kind  of  hoisting  or  pull- 
ing. Drum  and  sheave  work  independent  of  each  other 
if  necessary.    Capacity  4,000  pounds. 

Champion  Builders'  Hoists  are  liuilt  from  tlie  most  ap- 
proved and  modern  designs,  and  are  adapted  to  any 
kin(l,of  work  where  a  high-grade  Hoist  can  be  used. 


London  Concrete  Machinery  Co.,  Ltd.,  Dept.  7,  London,  Ont. 


World's  Largest  Manufacturers  of  Concrete  Machinery 
AGENCIES 

R.  R.  Power,  Halilax,  N.S. 

The  Foss  &  Hill  Machinery  Company,  Montreal,  Que. 
The  General  Su|)ply  Company  of  Canada,  Ottawa,  Ont. 


Rene  Talbot,  Quebec,  Que. 

The  General  Supply  Company  of  Canada,  Winnipeg,  Man. 
The  B.  C.  Equipment  Company,  Vancouver,  B.C. 


May  ir.,  1018 
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Another  Job  in  Toronto  for  which  we  supplied  the 


'^^]iTo'i^ED  IRON  AND  STEEL 


MILD  STEEL  AND  IRON 

ROUND,  up  to  12'/2  in.  diameter 
FLAT,  up  to  12  in.  wide. 

HIGH  CARBON  BARS,  HOOPS,  BANDS, 
BOX  STRAPPING— Large  Stock 

SHAFTING  AND  COLD  ROLLED  SQUARE, 
HEX.  FLAT,  STRIP 

REELED,  STAYBOLT,  TOOL  STEEL,  Etc. 

Also  Sheets  and  Plates  of  every  kind 

Bolts,  Screws,  Nuts,  Rivets,  Etc. 


3lZ  NICKEL  STEEL 

IN  STOCK 


50 
U-A 

Kl 

:«) 

4(> 
4.S 
TJ 
12 


I'ars 
liars 
liars 
Bars 
liars 
liars 
Hars 
liars 
liars 
liars 


Rouiul  Steel  Itl' 
Round  Steel  12'  to  IS'. 


Rars 


Round 


1" 
"2-1 


Round  Steel  U'  t 
'  Round  Steel  12'  t 

Round  Steel  1."!'  t 
"  Round  Steel  14'  t 
'  Round  Steel  Ifi'  t 
■'  Roiuid  Steel  14'  t 

Round  Steel  14'  I 
/Hi"  Round  Steel  14 


11!' 
IS' 
IC' 
1G' 
Ki' 
Iti' 
17' 
to  ICi 


2lt  Rars  2^V  Round 


7  liar 
14  Rars  :{" 
10  liars  :!!4 

S  liars  :>■  J 
.  (!  liars  4" 

.".  Rars  4'  ; 

4  Rars  .">" 


Round 
Round 
Round 
Round 
Round 
Round 
Round 


Steel  14' 
Steel  14' 
Steel  i;;' 
Steel  14' 
Steel  14' 
Steel  14' 
Steel  14' 
Steel  12' 
Steel  14' 


to  li; 

to  ii; 

to  IV 
to  M 
to  H! 

to  ii; 
to  ii; 

to  20 

t.>  n; 


Let  Us  Send  You  a  Copy  of  Our  Latest  Stock  List. 


BAINES  &  PECKOVER 


Warehouses — 

98  116  Esplanade 


IRON  AND  STEEL  MERCHANTS 

TORONTO 


Yards- 
Harbor  District 
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CLASSIFIED  INDEX  TO  ADVERTISEMENTS 

The  foHowing  regulations  apply  to  all  advertisers: — Eighth  page,  every  issue,  three  headings; 
quarter  page,  six  headings;   half  page,  twelve  headings;     full     page,    twenty-four  headings. 


Acetylene  Gas 

The  Prest-O  Lite  Co.,  Inc. 
Air  Compressors 

Can.  Ingersoll-Rand  Co.,  Ltd. 
Canadian  Allis-Chalmers,  Ltd. 

Aluminium 

Spielmann  Agencies  Regd. 
Air  Hoists 

Canadian   Ingersoll-Rand  Co. 

Northern  Crane  Works 
Architectural  Iron  Works 

Canadian  Allis-Chalmers  Ltd. 

Canada  Wire  &  lion  Goods  Co. 

McGregor  &  Mclntyre 
Architectural  Terra  Gotta 

Toronto  Plate  Glass  Inip'tg  Co. 
Asbestos  Shingles 

Asbestos  Mfg.  Company 

Ash  Hoists 

Gillis  &  Geogliegan 

Asphalt 

Asphalt  &  Supply  Company 
Imperial   Oil  Company 

Canada    Foundries    &  Forgings, 

Bar  Iron 

Baines   &  Peckover 

Canadian  Steel  Foundries,  Ltd. 

Beam  Spans 

MacKinnon  Holmes  &  Co. 

Blast  Hole  Drills 

Hopkins  &  Co.,  F.  H. 

Blocks  (Wire  and  Manilla  Rope) 
Hopkins  &  Company,  F.  H. 

Blowers  and  Compressors 

Canadian  Blower  and  Forgs  Co. 
Can.  Ingersoll-Rand  Co.,  Ltd. 
Sheldons  Limited 

Boilers 

Beatty  &  Sons,  M. 

Canadian  Allis-Clialmers  Ltd. 

Inglis  Company,  John 

Marsh  Engineering  Works,  Ltd. 

McDougall  Caledonian  Iron  Wks. 

Mussens  Limited 

Waterous  Engine  Works  Co. 

Williams  Machinery  Co.,  A.  R. 

Boiler  Compound 

Beveridge  Paper  Co.,  Ltd. 

Boiler  Covering  (Magnesia,  Asbes- 
tos, Wool,  Felt,  etc.) 

Asbestos  Mfg.  Company 
Boiler  Inspection 

Trades  &  Labour  Branch  Dept., 
Public  Works. 

Boxes — Junction 

Standard  Underground  Cable  Co. 
of   Canada,  Limited 

Brick  Dryers 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Brick  Machinery  and  Supplies 
Sheldons  Limited 

Brick  Manufacturers 

Sun  Brick  Company 
Bridges 

Canadian    Allis-Chalmers  Ltd. 
Bridges  (Steel) 

Canadian  Bridge  Company 

Can.  Chicago  Bridge  &  Iron  Co. 

Canadian  DesMoines  Steel  Co. 

DesMoines  Bridge  &  Iron  Co. 

MacKinnon-Holmes  &  Co. 

Manitoba  Bridge  &   Iron  Works 

Maritime   Bridge  Company 
Buckets 

Beatty  &.  Sons,  M. 

Hopkins  &  Co.;  F.  II. 

Manitoba  Bridge  &  Iron  Works 
Buckets — Steel 

MacKinnon  Holmes  &  Co. 

Marsh  Engineering  Works,  Ltd. 

Cable 

Dominion  Wire  Rope  Co.,  Ltd. 
Standard  Underground  Cable  Co. 
of  Canada,  Limited 
Car  Couplers 

■  Canadian  Steel  Foundries,  Ltd. 


Cable  Terminals 

Standard   Underground  Cable  Co. 
of  Canada,  Limited 

Cars — Steel  Body 

Hamilton  Bridge  Works  Co. 
Marsh  Engineering  Works,  Ltd. . 
Williams  Machinery  Co.,  A.  R. 

Car  Wheels 

Marsh  Engineenng  Works,  Ltd. 
Steel  Co.  of  Canada  Limited 

Castings — Grey  Iron 

Marsh  Engineering  Works,  Ltd. 

Casements 

Trussed  Concrete  Steel  Co. 

Cement 

Britnell  &  Company 

Cement,  High  Temperature 

Beveridge  Paper  Co.,  Ltd. 

Cement  Waterproofing 
Barrett  Company 
Ideal  Concrete  Macliinery  Co. 
Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 

Centrifugal  Pumps 

Bawden  Pump  Company 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 

Chemists 

Canadian  Inspection  and  Testing 
Laboratories 

Coal  Chutes 

Manitoba  Bridge  &  Iron  Works 

Coal  Handling  Apparatus 
Beatty  &  Sons,  M. 

Cold   Storage  Insulation 
Armstrong  Cork  Company 

Compressed  Acetylene  Gas 
The   Prest-O  Lite  Co.,  Inc. 

Concrete  Block  Machines 

Cast  Stone  Block  &  MaCliine  Co. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 

Concrete  Culvert  Pipe 
lilair_,  B. 

Dominion  Concrete  Company 

Concrete  Hardener  and  Water- 
proofer 
Beveridge  Paper  Co.,  Ltd. 

Concrete  Mixers  and  Appliances 
Hopkins  &  Co.,  F.  H. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
Mussens  Limited 

Concrete  Sewer  Pipe 
Blair,  B. 

Dominion  Concrete  Company 

Conduits 

Conduits  Company,  Limited 
Orpen  Conduit  Company 

Connecting  Rods 

Canada    Foundries    &  Forgings, 

Contractors 

Anglins  Limited 
Bate,    McMahon   &  Co. 
Foundation  Company 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 
Wells  &  Gray  Limited 

Contractors'  Plant  &  Supplies 
Beatty  &  Sons,  M. 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Dake  Engine  Company 
Marsh  Engineering  Works,  Ltd. 

Conveying  Machinery 

Canadian   Mathews   Gravity  Car- 
rier Company 

Core  Drills 

Canadian  Allis-Chalmers  Ltd. 
Can.  Ingersoll-Rand  Co.,  Ltd. 


Corrugated  Iron 

Pedlar  People  Limited 

Corrugated  Roofing 
Asbestos  Mfg.  Company 

Cranes,  Travelling  and  Locomotive 
Boving  Hydraulic  &  Engineering 

Company 
Hopkins  &  Company,  F.  II. 
Maritime  Bridge  Company 
Northern  Crane  Works 

Crank  Shafts 

Canada    Foundries    &  Forgings, 

Crushed  Stone  and  Granite 

Canada  Crushed   Stone  Corpora- 
tion 

Crushed  Stone,  Limited 
Morrison  Company,  T.  A. 

Crushers  (Stone  and  Rock) 
Canadian  Allis-Chalmers  Ltd. 
Iloiikins  &  Company,  F.  H. 
London  Concrete  Machinery  Co. 
Mussens  Limited 

Culverts 

Pedlar  People 

Damp  Proof  Coating 

Barrett  Company 
Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 

Derricks  and  Derrick  Fittings 
Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  II. 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Northern  Crane  Works 

Dredging  Pumps 

Boving  Hydraulic  &  Engineering 
Company 
Dredges 

Beatty  &  Sons,  M. 

Hopkins  &  Company,  F.  H. 

Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 

Drill  Steel  Sharpeners 

Canadian  Ingersoll-Rand  Co. 

Dump  Cars,  Wheels,  etc. 

Hopkins  &  Company,  F.  H. 
MacKinnon  Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime   Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Sheldons  Limited 

Drift  Pins 

Canada    Foundries    &  Forgings, 

Drying  Apparatus 

Canadian  Blower  &  Forge  Co. 

Elastite 

Carey  Mfg.  Co.,  Philip 
Trussed  Concrete  Steel  Co. 

Electric  Air  Rock  Drills 

Canadian  Ingersoll-Rand  Co. 

Electric  Impulse  Clocks 

Gent  &  Company,  Liniiloil 

Electric  Water  Systems 

Ontario  Wind  Engine  &  Pump 
Company 

Electrical  Specialties 

Spielmann  Agencies  Regd. 

Electrical  Supplies 

Canadian  General  Electric  Co. 

Elevator  Doors 

Ormsby  Company,  A.B. 

Elevators 

Nortliern  Crane  Works 
TurnbuU  Elevator  Company 


Engines 

Canadian  Allis-Chalmers  Ltd.  „ 
Canadian  Blower  and  Forge  Co  i 
Hopkins  &  Company,  F.  H. 
Inglis  Company,  John 
McDougall  Caledonian  Iron  Wki 
Waterous  Engine  Works  Co. 

Engineers  (Civil  and  Mechanical) 

Bowman  &  Connor 

Chipman  &  Power 

Dominion  Engineering  &  Inspec 

tion  Company 
Foundation  Company 
Hatldin   &  Miles 
Hunt  &  Co.,  Robt.  W. 
MacKinnon  Holmes  &  Co, 
Milton  Hersey  Co. 
R.  &  W.  S.  Lea 
Wynne-Roberts,  R.  O. 

Excavators 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F. 

Exhaust  Heads 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Expanded  Metal 

Baines  &  Peckover 
Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Fans 

Canadian  Blower  and  Forge  Co 
Sheldons  Limited 

Fibre,  Vulcanized  -III 
Beveridge  Paper  Co.,  Ltd. 


Fire  Brick,  Jointless 
Beveridge  Paper  Co., 


I 


Ltd. 


Fireproofing 

Asbestos  Mfg.  Company 

Fireproof  Doors  and  Windows 
Ormsby  Company,  A.  B. 
Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Fire  Escapes 

Dennis  Wire  &  Iron  Works  Co 
Manitoba  Bridge  &  Iron  Worki 
McGregor  &  Mclntyre 

Fire  Escape  Spirals 

Canadian  Mathews   Gravity  Car 
rier  Company 

Fire  Protection  Appliances 
Bickle  Company,  R.  S. 

Flag  Poles 

Ontario  Wind  Engine  &  Pump 
Company 

Flooring  Materials 

Armstrong  Cork  Company 
Imperial  Oil  Company 

Forges 

Canadian  Blower  and  Forge  Co 
Sheldons  Limited 

Forgings,  Steel  &  Iron 

Canada    Foundries    &  Forgings 

Gasoline  Engines 

Boving  Hydraulic  &  Engineerini 

Company 
Canadian  Allis-Chalmers  Ltd. 
London  Concrete  Machinery  Co. 
Ontario  Wind  Engine  &  Putnp 

Company 

Generators 

Canadian  General  Electric  Co 

Glass 

Toronto  Plate  Glass  Imptg.  Co. 

Governors 

Boving  Hydraulic  &  Engineering 

Company 

Gravity  Carriers 

Canadian   Mathews  Gravity  Car- 
rier Company 

(Continued  on  page  8) 
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Which  is  Your  Paving  Problem? 


Hot  Mix  Asphalt,  University  Avenue  and  HPenetration   Asphalt    Macadam,   Main  Street, 

around  Parliament  Buildings,  Toronto  g    Saint  Genevieve  de  Jacques  Cartier.  P.Q. 


Liquid  Asphalt,  Lamoreau  Street,  Hamilton,  Ont. 


*'TF  it's  an  important  road  of  the  community,  carrying  a  large 
amount  of  traffic,  there  is  no  better  surface  for  it  at  any  cost 
than  the  Hot  Mix  Asphalt  pavement  sheet  asphalt  or  asphaltic 
concrete).  It  commonly  carries  a  guarantee  of  perfect  condition 
after  withstanding  years  of  heavy  traffic.  That  is  permanence.  It 
can  be  laid  on  whatever  base  your  road  has— if  sturdy  enough. 
That  is  economy — one  of  the  economies  in  asphalt  paving. 

"If  the  road  is  less  used  lay  a  Penetration  Asphalt  surface — bituminous  macadam, 
asphalt  type.  Use  either  new  or  old  macadam,  or  gravel,  as  a  base;  pour  Hot 
Asphalt  Binder  over  3  or  4  inches  of  new  crushed  stone;  and  roll.  It  is  dustless, 
pleasing  to  the  eye,  inexpensive  and  substantial  for  medium  traffic. 

"On  the  macadam,  gravel  or  dirt  road,  pending  the  time 
of  more  substantial  construction,  simply  lay  an  asphalt 
traffic  mat' — sprinkle  Liquid  Asphalt.  That  will  prevent 
dust  and  increase  the  low-grade  road's  life  as  well  as 
Its  traffic-carrying  capacity." 


IMPERIAU 

CA.NA.DIA.N  MADE 

ASPMALiT 


99.8'  i  pure 


Write  our  Road  Engineering  Department  for  Further  Information. 

IMPERIAL  OIL  LIMITED 

Imperial  Oil  Building      -  TORONTO 

BRANCHES  IN  ALL  CITIES 
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CLASSIFIED   INDEX   TO   ADVERTISEMENTS— Continned 


Hammers 
Canada 


Foundries    &  Foreings, 


Hammer  Drills 

Canadian  AUis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 

Heating  Apparatus 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Heat  Insulating  Materials 
Armstrong  Cork  Company 

Hoists,  Electric 

Northern  Crane  Works 

Hoisting  Apparatus 
Beatty  &  Sons,  M. 
Canadian  Ingersoll-Rand  Co. 
Gillis  &  Geoghegan 

Hopkins  &  Company,  F.  H. 
London  Concrete  Machinery  Co. 
Marsh  Engineering  Works,  Ltd. 
Mussens  Limited 
Northern  Crane  Works 
Williams  Machinery  Co.,  A.  R. 

Hoisting  Engines 
Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Hopkins  &  Company,  F.  H. 
Marsli  Engineering  Works,  Ltd. 

Hollow  Tile 

National  Fire  Proofing  Co. 

Hose 

Can.  Consolidated  Rubber  Co. 

Hydrants 

Canada  Iron  Foundries 
Gartshore-Thompson  Pipe  Co. 
Kerr  Engine  Company 
McAvity  &  Sons,  T. 

Industrial  Cars 

Hopkins  &  Company,  F.  H. 
MacKinnon-Holmes  &  Co. 

Inspection  Engineers 

Canadian  Inspection  and  Testing 
Laboratoriei 


Insulation  (Asbestos) 

Asbestos  Mfg.  Company 

Insulating  Compounds 
Imperial  Oil  Company 
Spielmann  Agencies  Regd. 
Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Industrial  Cars 

Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 

Interior  Finish  and  Doors 

Canadian  Office  &  School  Furni- 
ture Company 

Insulating  Bricks 

Armstrong  Cork  Company 

Jib  Cranes  (all  kinds) 
Northern   Crane  Works 

Journal  Wedges 

Canada    Foundries    &  Forgings, 

Kilns 

Canadian  Blower  and  Forge  Co. 
MacKinnon  Holmes  &  Co. 
Sheldons  Limited 

Lead  Pencils 

American  Lead  Pencil  Company 

Lead  (Red  and  White,  Dry) 

Carter  Wliite  Lead  Company 

"Lidgerwood"  Hoists 

Canadian  Allis-Chalmers  Ltd. 

Linabestos  Wallboard 
Asbestos  Mfg.  Company 

Lockers  (Clothes) 

Canada  Wire  &  Iron  Goods  Co. 
Dennis  Wire  &  Iron  Works  Co. 

Lumber  (Asbestos) 

Asbestos  Mfg.  Company 

Machinery  Insulation 

Armstrong  Cork  Company 


Metal  Lath 

Baines  &  Peckover 
Noble,  C.  W. 
Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Metallic  Roofing 

Pedlar  People  Limited 

Meters,  Water 

McDougall  Caledonian  Iron  Wks. 
Neptune  Meter  Company 

Motors 

Canadian  General  Electric  Co. 

Oil  Tanks 

Boving  Hydraulic  &  Engineering 

Company 
Imperial  Oil  Company 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 

Ornamental  Iron 

Dennis  Wire  &  Iron  Works  Co. 

Ornamental  Moulds 

Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 

Paints  and  Varnishes 
Dominion  Paint  Works 
Hopkins  &  Company,  F.  H. 
Spielmann  Agencies  Regd. 

Paints  (Bridge  and  Structufal  Iron 
and  Pipe  Coating) 
Barrett  Co. 

Dominion   Paint  Works 
Imperial  Oil  Company 
Spielmann  Agencies  (Regd.) 
Trussed  Concrete  Steel  Co. 

Papers  (Building,  Roofing,  Water- 
proof and  Insulating) 

Beveridge  Paper  Co.,  Ltd. 

Paving  and  Paving  Materials 
Asphalt  &  Supply  Company 
Barrett  Co. 

Carey  Mfg.  Co.,  Philip 
Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 


Pipe  (Concrete,  Iron  ft  Wood) 

Boving  Hydraulic  &  Engineering 

Company 
Dominion  Concrete  Company 
Gartshore  Thomson  Pipe  Co. 
National  Iron  Works 

Pipe  and  Boiler  Coverings 
Dominion  Paint  Works 

Pencils  (Lead) 

American  Lead  Pencil  Company 

Perforated  Metals 
Canada  Wire  &  Iron  Goods  Co. 

Pile  Driving  Machinery 
Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Lti 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  G 
Marsh  Engineering  Workf,  Lt' 

Pipe  Fittings  and  Flanges 

Pittsburgh   Valve,   Foundry  It 
Construction  Company 

Pipe  Covering  (Magnesia,  Asbestos. 
Wool,  Felt,  etc.) 

Asbestos  Mfg.  Company 

Pipe  Covering  (Cold  and  Steam) 
Armstrong  Cork  Company  ^^iy 

Plumbing  Supplies 
Mueller  Mfg.  Company,  H. 

Planing  Mill  Exhausters 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Plaster 

Britnell  &  Company 

Plug  Drillers 

Canadian  Ingersoll-Rand  Co. 
(Continued  on  page  10) 


FLOOR  WINCHES 


We  offer  these  handy  floor  Winches  in  a  large  range  of 
sizes;  both  single  geared  and  compound  geared,  to  lift 
up  to  nine  tons  on  a  single  line,  and  greater  loads  than 
nine  tons  in  proportion  to  the  tackle  used. 

Choice  of  5  diameters  of  drums,  5  in.,  6  in.,  7  in.,  8  in. 
or  10  in. 


DOUBLE 
PURCHASE 


WINCH 


FOR  ATTACHING  TO  MAST  OF  DERRICK 
Light,  stron'g,  and  tremendous  Hfting  capacity. 
Made  also  with  one  drum  only  for  Derrick  use  or  for  bolting 

to  beam  in  building,  etc. 
Choice  of  4  sizes  in  either  single  or  double  drum  machine. 


Marsh  Engineering  Works,  Ltd.,™f '  Belleville,  Ont. 


Vlay  15,  1918 
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Hamilton"  Pig  Iron 
Open  Hearth  Steel  Billets 
Steel  and  Iron  Bars 

Forgings 
Railway  Fastenings 
Pole  Line  Hardware 
Bolts,  Nuts  and  Washers 
Wrought  Pipe 
Screws,  Wire 

and 

Wire  Products 
of  every  description 


hamil: 


,  LIMITED 

^MONTREAL 
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pneumatic  Machinery  . 
Canadian  Ingersoll  Rand  Co. 


Power.  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Inglis  Company,  John 


Pumps 

Canada    Foundries    &  Forgings, 

Pumps  and  Pumping  Machinery 
American  Well  Works 
Bcatty  &  Sons,  M.  . 
Boving  Hydraulic  &  Engineering 

Company  , 
Canadian  AHis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian  Ingersoll  Rand  Co. 
Cook,  A.  D. 
Darling  Bros. 

Hopkins  &  Company,  t.  ti. 
Inglis  Company,  John 
McDougall  Caledonian  Iron  Wks^ 
Ontario   Wind  Engine   &  Pump 

Company  „,  , 

Waterous  Engine  Works  Co. 

Quarry  Machinery 

Canadian  Ingersoll  Rand  Co^ 
Hopkins  &  Company,  F.  H. 

Railway  Supplies 

Can.  Chicago  Bridge  &  Iron  Co. 
Dominion  Iron  &  Wrecking  Co. 
Gartshore,  John  J. 
Hopkins  &  Company,  r.  H. 

Reinforcing  Bars 
Baines  &  Peckover 

Reinforcements,  Concrete  and  Steel 

Baines  &  Peckover 
Burlington  Steel  Company 
Canada  Wire  &  Iron  Goods  Co. 
Pedlar  People  Limited 
Steel  Co.  of  Canada,  Limited 
Trussed  Concrete  Steel  Co. 

Refrigeration  Machinery 

Boving  Hydraulic  &  Engineering 
Company 

Rigging  Screws 

Hopkins  &  Company,  F.  H. 

Riveted  Spans 

MacKinnon  Holmes  &  Co. 

Road  Asphalt 

Asphalt  &  Supply  Company 
Imperial  Oil  Company 

Road  Oil 

Barrett  Company 
Imperial  Oil  Company 

Road  Mesh 

Baines  &  Peckover 

Road  Machinery 

Hopkini  &  Company,  F.  H. 
Waterous  Engine  Works  Co. 

Rolling  Steel  Doors 

Ormsby  Company,  A.  B. 

Roofine  Material 

Asbestos  Mfg.  Company 
•     Barrett  Co. 

Bishopric' Wallboard  Company 
Brantford  Roofing  Company 
Carey  Company,  Philip 
Imperial  Oil  Company 
Noble,  Clarence  W. 
Pedlar  People  Limited 


Roofing,  Rubber 

Beveridge  Paper  Co., 


Ltd. 


Rubber  Goods 

Barrett  Company 

C«n.  Coniolidated  Rubber  Co 


Sash  Machinery 

King  Construction  Company 

Scrap  Iron 

Dominion  Iron  &  Wrecking  Co. 

Screens 

Canada  Wire  &  Iron  Goods  Co. 


Sewer  Pipe 

Britnell  &  Company 
Canada   Iron  Foundries 
Dominion  Sewer  Pipe  Co. 
Gartshore  Thompson  Pipe  Co. 
Hamilton  &  Toronto  Sewer  Pipe 

Company 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
National  Iron  Works 
Ontario  Sewer  Pipe  Company 
Standard  Clay  Products  Ltd. 

Sheathings 

Beveridge -Paper  Co.,  Ltd. 

Sheeting 

Barrett  Company 

Shingles  (Asbestos) 

Asbestos  Mfg.  Company 

Ship  Forgings 

Canada    Foundries    &  Forgings, 

Shovels  (Steam) 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 

Silo  Moulds 

London  Concrete  Machinery  Co. 

Skylights 

Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Slates  (Asbestos) 

Asbestos  Mfg.  Company 

Smoke  Stacks 

Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
MacKinnon,  Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Pedlar  People  Limited 
Waterous  Engine  Works  Co. 

Sprinkler  Tanks  (Steel) 

Can.  Chicago  Bridge  &  Iron  Co. 

Stair  Builders 

Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Steam  Appliances 
Darling  Bros. 

Steam  Apparatus  and  Specialties 
Canadian  AUis  Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
McAvity  &  Sons,  T. 
Sheldons  Limited 

Steam  Turbines 

McDougall  Caledonian  Iron  Wks. 

Steel 

Burlington   Steel  Company 
Dominion  Iron  &  Wrecking  Co. 
Hopkins  &  Company,  F.  H. 
Steel  Company  of  Can.,  Ltd. 
Trussed  Concrete  Steel  Co. 

Steel  Bars 

Baines  &  Peckover 
Burlington  Steel  Company 
Hopkins  &•  Company,  F.  H. 
Maritime  Bridge  Company 
Steel  Company  of  Canada,  Ltd, 
Trussed  Concrete  Steel  Cq, 


Steel  Beams 

MacKinnon  Holmes  &  Co. 

Steel  Castings 

Canadian  Steel  Foundries,  Ltd. 

Steel  Pipe 

Can.  Chicago  Bridge  &  Iron  Wks. 

Steel  Plate  Construction 
MacKinnon-Holmes  &  Co. 
Marsh  Engineering  Works,  Ltd. 
Waterous  Engine  Works  Co. 

Steel  Sash 

Ormsby  Company,  A.  B. 
Trussed   Concrete  Steel  Co. 

Stone 

Britnell  &  Company 
Rogers    Supply  Company 
Sackville  Freestone  Company 

Structural  Iron  and  Steel 
Burlington  Steel  Company 
Canadian  Allis-Chalmers  Ltd. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
MacKinnon-Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 
McGregor   &  Mclntyre 
Reid  &  Brown  Structural  Steel  & 
Iron  Works 

Stucco  Board 

Bishopric  Wallboard  Company 

Swinging  Gears 

Dake  Engine  Company 

Switchboards 

Canadian  General  Electric  Co. 

Tanks  and  Steel  Pipes 

Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  DesMoines  Steel  Co. 
Inglis,  John 

Manitoba  Bridge  &  Iron  Works 
Marsh  Engineering  Works,  Ltd. 
McDougall  Caledonian  Iron  Wks. 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 
Ontario  Wind  Engine  &  Pump 

Company 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co.,  A.  R. 

Telescopic  Hoists 

Black  Building  Supply  Company 
Gillis  &  Geoghegan 


Testing  and  Inspecting  Bureau 
Hunt  &  Company,  Robt.  W. 

Tile  Moulds 

London  Concrete  Machinery  Co. 

Thumb  Screws  and  Nuts 

Canada    Foundries    &  Forgings, 

Towers 

Can.  Chicago  Bridge  &  Iron  Co. 

Transformers 

Canadian  General  Electric  Co. 

Turnbuckles 

Canada    Foundries    &  Forgings, 

Dominion  Wire  Rope  Company 


Valves 

Canada    Iron  Foundries 
Gartshore-Thomson   Pipe  Co. 
Kerr   Engine  Company 
McAvity  &  Sons,  T. 


Ventilating  "&    Heating  Apparatil 
Canadian  Blower  and  Forge  Co.  j  | 
Sheldons  Limited 


Varnishes — Insulating 

Standard  Underground  Cable  C(|| 
of  Canada,  Limited 


Wagons 

Tiffin  Wagon  Company 


Wall  Board 

Bishopric  Wallboard  Company 

Wallboard   (Asbestos,  Linabestos) 
Asbestos  Mfg.  Company 

Water   Level  Apparatus 

Gent  &  Company,  Limited 


Waterproofing 
Barrett  Co. 

Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 


Water  Softeners  and  Filters 

Manitoba  Bridge  &  Iron  Worki 

Water  Tapping  Machines 
Mueller  Mfg.    Company,  H. 


Water  Turbines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
McDougall  Caledonian  Iron  Wks 


Welding  Apparatus 

Imperial  Brass  Company 
Prest-O-Lite  Company,  Inc. 


Welding  and  Cutting  Plants 
Prest-O-Lite  Company,  Inc. 


Well  Drilling  Plants 
American  Well  Works 
Ontario  Wind  Engine  &  Pump 
Company 


Window  Sash 

Steel  &  Radiation  Limited 
Trussed  Concrete  Steel  Co. 


Wires  and  Cables 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 


Wire  Guards  and  Screens 

Canada  Wire  &  Iron  Goods  Co. 


Wire  Rope 

Dominion  Wire  Rope  Co.,  Ltd. 


Wrenches 

Canada    Foundries   &  Forgingf, 


Wood  Pipe 

Canadian  Pipe  Company 
Pacific  Coast  Pipe  Company 
Vancouver  Wood  Pipe  &  Tan)c 
Company 


Wood  Tanks 

Pacific  Coast  Pine  Company 
Vancouver  Wood  Pipe  and  Tank 
Company 


May  1-.,  11)18  'riM'.    ('0.\"|"I^\ Cr  RI',(r)R[) 

DUND AS 
CRUSHED 

STONE 


For  Concrete 
Roadways 
Pavements 
Construction 
Work  of  all 
kinds 


As  a  typical  example  of  the  use  of 
Dundas  Crushed  Stone — The 
Engineers  of  the  Toronto  Ham- 
ilton Highway  Commission  spec- 
ified Dundas  Crushed  Stone  for 
foundation  work  on  the  entire 
forty  miles  of  roadway  now  con- 
structed. Past  performance 
proved  that  this  product  could 
be  relied  upon  for  satisfaction. 
In  construction  work  Dundas 
Crushed  Stone  is  superior.  We 
have  interesting  information  for 
prospective  users  of  crushed 
stone. 


Canada  Crushed  Stone  Corporation 

LIMITED 

Dundas  -  Ontario 
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ROCK  CRUSHING  PLANTS 


COMPLETE  IN  EVERY  DETAIL 


CRUSHERS 

SCREENS 

ELEVATORS 

HOISTS 

SKIPS 

DUMP  CARS 

POWER  EQUIP- 
MENT 


Bulletin  1411,  en- 
titled "Modern 
Rock  Crushing 
Plants,"  gives 
views  in  eleva- 
tion of  a  large 
number  of  suc- 
cessful plants  of 
various  capaci- 
ties. 


Gates  "K"  Crusher 


Modern  Rock  Crushing  Plant— Sectional  View 


CANADIAN  ALLIS-CHALMERS 

LIMITED 


llcjiil  DITicc:  Toi  oiilo.    Sales  Offices ;  Monli  cal,  Halifax,  Sydney,  Ottawa,  Cobalt,  Soiilh  Poi  cvipine,  I.oiuloii,  Winnipeg,  Calgary,  lulmonlon, 

Nelson  and  Vancouver. 


VTay  15,  1918 
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An  Architect's  Bungalow 

The  summer  residence  at  Gowan,  Ont.,  erected  by  Mr.  Bani- 
gan,  of  Messrs.   Banigan,  Mathers  &  Thompson, 
Architects,  of  Toronto. 

This  Bungalow  is  constructed  throughout  with 

STuccoboaRD 

from  designs  drawn  by  Mr.  Banigan — the  exterior  walls 
being  stuccoed  and  the  interior  walls  plastered. 
Mr.  Banigan  has  expressed  himself  as  being  well  pleased 
with  the  results  obtained  by  using  "Bishopric  Stucco 
Board." 

As  for  cost,  "Bishopric  Stucco  Board"  takes  the  place 
of  boarding,  sheathing  paper,  furring  strips  and  laths — 
saving  the  cost  of  these  extra  materials  and  fully  75 
per  cent,  of  the  time. 

Write  for  more  facts  and  samples — free  on  request. 

Bishopric  Wall  Board  Co.,  Ltd.,  oxxiwAl'o^n;. 


'  -.I  ,»' 


Immediate  Shipment 

Dur  stocks  of  ail  products  arc  very  large 
and  \vc  can  make  imnu-diatc  shipnicni  of 
practically  any  order. 

Our  stocks  are  so  large  we  do  not  issue 
a  monthly  stock  list.  W'c  do  NOT  ask  you 
to  hunt  through  a  book  to  find  out  whether 
or  not  we  have  a  sufficient  quantity  of  ma- 
terial in  stock  to  fill  your  order — 

WE  HAVE  THE  STOCK. 

Give  us  your  orders  and  we  will  demon- 
strate the  value  to  you  of  Truscon  Service. 

Trussed  Concrete  Steel  Co. 

of  Canada,  Limited 

WALKERVILLE,  ONTARIO 

Montreal    Toronto    Winnipeg    Calgary  Vancouver 


Made  in  Canada 
Conduit 


Orpen  Conduit  Co.,  Limited 


Toronto 
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^  SPRINKLER 
TANKS 

AND 

TOWERS 

We  are  the  largest  manu- 
facturers in  Canada  of 
both  wood  and  steel  Tanks 
and  substructures  for  fac- 
tory sprinkler  systems 
and  for  Municipal 

RAILROAD  AND 

SUBURBAN 
WATER  SUPPLY 

We  shall  be  pleased  to 
furnish  you  with  all  the 
information  and  data  you 
may  require  on  this  class 

of  work. 

Send  us  your  blue  prints 
for  estimates. 

Send  for  special  Tank  and  Tower  Catalogue 

Ontario  Wind  Engine  &  Pump  Co. 

Toronto   Montreal  Limited       Winnipeg  Calgary 


llllllllil 


Canadian  Rivet  Forges  are  built  to 
last. 

Easy  running  blower,  powerful, 
uniform  blast,  rigid  steel  plate  con- 
struction. 

Write  for  Catalog  100-12. 

Canadian  Blower  &  Forge  Co. 

Kitchener.  Ont. 


They Ve  all  in  favor  of 


Architect       Drainrhlsman       Contractor  Lather  Plasterer 


The  reason — plain  enough — they  all  want  to  make  a  good  job  of  every 
contract.  They  want  to  make  that  job  Fireproof— so  far  as 
the  plastering  is  concerned.  The  sure  way  is  to  use  Herringbone 
Copper  Alloy  Metal  Lath.     Send  for  booklets  and  information. 

Clarence  W.  Noble,  General  Sales  Agent 

117  Sun  Life  Bldg.,  TORONTO 

The  Metal  Shingle  Siding  Co.  Manufacturers 
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Water  Tapping  Machine 

{for  Tapping  Mains  Under  Pressure) 


•l^HE  first  and  only  efficient  machine  for  making  taps  in 
mains  under  pressure — little  more  than  this  need  be 
said.  The  long  bearing  surface  of  the  boring  bar  insures 
the  straight  entry  of  the  cock  into  the  main,  thus  eliminating 
a  common  fault  in  machines  of  this  nature. 

Our  stocks  of  Corporation  Cocks,  Goose  Necks,  Curb 
Cocks,  Service  Boxes,  Service  Clamps,  Etc.,  are  complete. 
We  can  ship  on  receipt  of  order.  Mueller  goods  are 
fully  warranted  arid  Mueller  quality  of  rich,  red  metal 
needs  no  further  introduction. 

Send  us  your  specifications  and  let  us  suggest  the  equip- 
ment best  fitted  for  your  needs. 

H.  Mueller  Mfg.  Co.,  Limited 

Sarnia  Canada 


\  Mueller  \ 
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ALPHABETICAL  LIST  OF  ADVERTISERS 


American  Lead  Pencil  Company  . .  . 

American  Well  Works  ■  • 

Anglins  Limited   ^0 

Armstrong  Cork  Company  ...    .....  18 

Asbestos  Manufacturing  Company..  17 

Asphalt  and  Supply  Company   58 

Ault  &  Wiborg  Company   70 

Baines  &  Peckover   5 

Barber,  Frank   80 

Barrett  Company   09 

Bate,  McMahon  &  Co   31 

Bawden  Pump  Company   71 

Beatty  &  Sons,  Ltd.,  M   3 

Beveridge  Paper  Company    49 

Bickle  Company,  R.  S   49 

Bishopric  Wallboard  Company  .  .  .  ..  13 

Blair  Company,  B   30 

Black  Building  Supply  Company  ...  77 
Boving  Hydraulic  and  Engineering 

Company   1^ 

Brantford  Roofing  Company   l-> 

Britnell  Company,  Limited  .......  74 

Burlington  Steel  Company   67 


Canada  Carbide  Company  

Canada  Crushed  Stone  Corporation 

Canada  Iron  Foundries,  Limited  . .  . 

Canada  Foundries  and  Forgings,  Ltd. 

Canada  Wire  and  Iron  Goods  Co.  .  . 

Canadian  Allis-Chalmers  

Canadian  Blower  and  Forge  Co  

Canadian  Chicago  Bridge  and  Iron 
Company  

Canadian   Consolidated   Rubber  Co. 

Canadian  Des  Moines  Steel  Company 

Canadian  Equipment  Company  .... 

Canadian  General  Electric  Company 

Canadian  Ingersoll-Rand  Company.. 

Canadian  Inspection  and  Testing- 
Laboratories   

Canadian  Mathews  Gravity  Carrier 
Company  

Canadian  Office  School  Furniture  Co. 

Canadian  Pipe  Company,  Ltd  

Canadian  Steel  Foundries,  Ltd  

Canadian  Surety  Company  

Carey  Company,  Philip  

Carter  White  Lead  Company  

Cast  Stone  Block  and  Machine  Co.. 

Chipman  &  Power,  Limited  

Conduits  Company,  Limited   

Cook,  A.  D  

Crushed  Stone,  Limited   


11 
73 
20 
73 
12 
14 

81 


29 
12 
30 

80 


68 
20 
06 

51 
28 
80 
70 
79 
74 


I.)ake  I'-ngine  (  oiiiiiaiij-    18 

iJennis  Wire  and  Iron  Comiiany  ...  7() 


Dominion  Concrete  Company   75 

Dominion  Engineering  and  Inspec- 
tion Company   80 

Dominion  Iron  and  Steel  Company..  77 
Dominion  Iron  and  Wrecking  Co. . .  19-79 

Dominion  Road  Machinery  Co.   ...  25 

Dominion  Sewer  Pipe  Company  ....  75 

Dominion  Wire  Rope  Company  ....  84 

Elora  White  Lime  Company   04 

Engineers  and  Contractors,  Ltd.  ...  55 

Foster,  W.  L   13 


Gartshore,  John  J  

Gartshore-Thompson  Pipe  and  Foun- 
dry Company  ...   

Gent  Company  

Gillis  &  Geoghegan  


Hamilton  &  T(.ironto  Sewer  I'ipe  Co. 

Hopkins  &  Co.,  F.  H  

Hunt  &  Co.,  Robert  W  


79 

70 
80 
77 

21 
84 
80 


Ideal  Concrete  Machinery  Company  49 

Imperial  Oil  Limited   7 

Inglis  Company,  John   65 


James,  Loudon  &  Hertzberg 

Kerr  Engine  Company,  Ltd. 
King  Construction  Company 


80 

82 
80 


Lea,  R.  S.  &  W.  S   80 

London  Concrete  Machinery  Co.  ...  4 

Longford  Quarry  Co   22 

Lymburner.  Limited   2 

MacKinnon  Holmes  &  Co   53 

MacLean  Daily  Reports   81 

Maritime  Bridge  Works  Company..  08 

Manitoba  Bridge  and  Iron  Works  Co.  20 

Marsh  Engineering  Works   8 

Massey-Harris  Company   24 

McAllister  &  Taylor   80 

McAvity  &  Sons,  T  '  12 

McDougall  Caledonian  Iron  Works 

Company   71 

McGovern,  T.  J   79 

McGregor  &  Mclntyre   81 

Miller  &  Co.,  George  M  

Milton  Horsey  Company   80 

Morrison  &  Co..  T.  A   80 

Mueller  Manufacturing  Comp.any  ...  15 

Mussens  Tviniitcd   70 


National  Fireproofing  Company  ...  3^ 

National  Iron  Works   ] 

National  Potash  Company   3Ji 

Noble,  Clarence  W   14, 

Northern  Crane  Works,  Ltd   79 

Nova  Scotia  Steel  and  Coal  Company 


Office  Specialty  Company   78i 

Ontario  Rock  Company   271 

Ontario  Sewer  Pipe  Company  

Ontario  Wind  Engine  and  Pump  Co.  141 

Ormsby  Company,  A.  B   20 

Orpen  Conduit  Company   131 


Pacific  Coast  Pipe  Companj^  ...   ...  181 

Pedlar  People   231 

Power  &  Son   56 1 

Prest-O-Lite  Company  


Reid  &  Brown  Structural  Steel  and 
Iron  Works   80 

Sheldons  Limited  %  ■••    '''' 

Standard  Clay  Products,  Ltd   71 

Standard  Paving  Company   28 

Standard  Underground  Cable  Com- 
pany of  Canada,  Ltd   81 

Steel  Company  of  Canada,  Ltd   9 

Spielmann  Agencies   74 

Tiffin-  Wagon  Company  

Toch  Brothers   82 

Toronto  Plate  Glass  Importing  Co. 
Trades  and  Labor  Branch,  Depart- 
ment of  Public  Works  

Trussed  Concrete  Steel  Company..  13 
Turnbull  Elevator  Company   59 


A'ancouver  Wood  Pipe  and  Tank  Co.  79 


Waterous  Engine  Works  Company.  83 

Wells  &  Gray,  Limited   17 

Williams  Machinery  Co.,  Ltd.,  A.  R.  74 

Wynne-Roberts,  R.  0   80 


Our  advertisers  represent  the  most  progressive  manufacturers  and  dealers.  Make 
your  purchases  of  them.   Give  your  business  to  the  man  who  is  enterprise 
ing  enough  to  spend  money  and  time  to  ^et  in  touch  with  you. 


May  15,  1918 
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WELLS  AND  GRAY,  LIMITED 

Engineers  and  Contractors 

Branch  Office  :  Head  Office : 

BANK  OF  COMMERCE  BLDG.  -     701  CONFEDERATION  LIFE  BLDG. 

Windsor,  Ont.  Toronto  Ont. 


List  of  Work  Done  During  1917 


Building 

Owner 

Location 

Approx.  Value 

Packing  Case  Building 

Peters  Cartridge  Co. 

Kings  Mills,  Ohio 

$170,000.00 

Shooting  Gallery 

(t                     <(  (( 

c<               <>  << 

45,000.00 

Coal  Conveyor 

it                     it  it 

((           <•  << 

1 2,000.00 

Extensions  to  Plant 

Ford  Motor  Co. 

Ford,  Ont. 

240,000.00 

Reinforced  Concrete  Bridge 

Canadian  Pacific  Railway 

North  Toronto 

175,000.00 

Freight  Shed 

Lambton,  Ont. 

1 1 ,000.00 

Additions  to  Factory 

Nicholson  File  Co. 

Port  Hope,  Ont. 

58,000.00 

Power  Development  Work 

Hydro-Electric  Power  Com. 

Big  Chute,  Severn  R. 

21,000.00 

Extensions  to  Transformer 
House,  Powder  Lines,  etc. 

((                 tt                   ti  it 

Niagara  Falls,  Ont. 

83,000.00 

Addition  to  Residence 

G.  M.  McGregor 

Windsor,  Ont. 

14,000.00 

Addition  to  Factory 

Canadian  Lamp  &  Stamping 
Co. 

Ford,  Ont. 

21,000.00 

Addition  to  Factory 

Kelsey  Wheel  Co. 

Windsor,  Ont. 

2,000.00 

Completion  of  Collegiate  Insti- 
tute Building 

Board  of  Education 

75,000.00 

Alterations  in  Plant 

Harris  Abattoir  Co. 

West  Toronto 

3,500.00 

Extensions  to  Plant 

Dominion  Forge  &  Stamping 
Co. 

Ford,  Ont. 

90.000.00 

Alterations  to  Plant 

Canadian  Salt  Co. 

Windsor,  Ont. 

10,000.00 

Total 

1^,030,500.00 

Of  this  total  $660,000.00  worth  of  work  was  done  on  a  percentage  basis. 
Every  one  of  the  above  contracts  was  obtained,  because  we  had  previously  given  satis- 
faction on  other  contracts  for  the  same  owners. 

We  please  others.    We  can  please  you  if  given  an  opportunity. 


WELLS  AND  GRAY  Limited 
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Save  Coal  and  Power 

Our  standard  low  pressure  Pumps  will 
save  you  about  half  the  cost  of  coal  or 
electric  power  compared  with  other 
pumps. 

Strong  Construction 
Large  Capacity 
Prices  are  Moderate 

BOVING  HYDRAULIC  &  ENGINEERING  CO.,  Limited      LINDSAY,  ONT. 


The  illustrated  booklets  "Sav- 
ing Fuel"  and  "Good  Fur- 
naces Made  Better"  are  of 
timely  interest.  They  will  be 
sent,  together  with  a  sample 
of  Nonpareil  Brick,  at  your 
request. . 


^You  Would  Not  Allow  This 
in  Your  Plant 

And  yet  the  loss  in  dollars  and  cents  from  a  leak, 
i^-inch  in  diameter,  in  a  line  carrying  steam  at  150 
pounds  pressure,  is  not  as  large  as  the  loss  by 
radiation  from  the  steam  drums  alone  of  a  55D  H.P. 
boiler,  if  left  uninsulated. 

Loss  of  heat  by  radiation  is  not  a  necessary  evil. 
It  can  be  reduced  60/  to  75/  by  the  proper  use  of 

Nonpareil  Insulating  Brick 

For  Boiler  Settings,  Furnaces,  etc. 

Nonpareil  Brick  arc  designed  for  ftirnaces,  boiler  settings, 
ovens,  hot  blast  stoves,  blast  mains  and  kindred  places  where  the 
rednction  of  loss  of  heat  by  radiation  is  desired.  They  are  not  a 
refractory  material,  but  should  be  used  to  back  up  hre  brick  to 
retain  heat. 

Nonpareil  Brick  arc  light  in  weight,  strong  in  structure, 
easy  to  handle  and  install,  and  reasonable  in  price.  One  43/2-inch 
course  of  Nonpareil  Brick  is  equal  to  45  inches  of  fire  brick  or 
common  brick  in  heat  retaining  value. 


Armstrong  Cork  &  Insulation  Co.,  Ltd. 


505  McGill  Bldg.,  MONTREAL,  QUE. 


,Mso  mamifacturers  of  Nonpareil  C'orkljoarcl  Insulation  for  cold  storage  rooms;  Nonpareil,  Cork  Covering  for  cold  pipes; 
Pressure  Covering  for  steam  lines;  Nonpareil  Cork  Machinery  Isolation  for  deadening  the  noise  of  machines;  and  Linotile  for 
residences,  etc. 


11  Church  St.,  TORONTO,  ONT. 

Nonpareil  High 
floors  in  oflices, 


Pacific  Coast  Pipe  Co.,  Ltd. 

Wire  Wound  Wood  Slave  Pipe 

from  2  in.  to  24  in.  diameter 

Continuous  Stave  Pipe 

from  16  in.  to  12  ft.  diameter 


1551  Granville  Street 


Vancouver,  B.  C. 


Dake  Double  Drum  Friction  Hoist 


Made  in  si.x  sizes,  5 
to  30  horse  power,  steam 
or  compressed  air — Dake 
motor  directly  connected. 
I'urnislied  with  clutch 
drums  if  preferred.  Can 
be  double  geared  to 
double  the  lifting  capa- 
city' and  decrease  speed 
by  one  half.  Made  to 
carry  overload  as  great 
as  rated  capacity. 


DAKE  ENGINE  CO.,  Grand  Haven,  Mich.,  U.S.A. 

Canadian  Asents 

MONTREAL-Mussens  Ltd.    TORONTO-A.  K.  Williams  Mach.  Co.,  Ltd. 


May  I"'.  I".) IS 
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Six  Carloads  of  Electrical  Merchandise 


Most  of  it  New      Some  of  it  Used 

Immediate  Delivery       Subject  to  Prior  Sale 

25%  to  50%  Below  Wholesale  Prices 


MOTORS 
3  Phase    60  Cycle    550  Volts 


No. 

H.P. 

R.P.M. 

MAKE 

1 

2 

1750 

\A/agner 

7 

2 

1750 

Lincoln 

8 

3 

1750 

Lincoln 

1 

5 

1800 

Thompson 

1 

5 

1800 

Ideal 

5 

5 

1800 

Lincoln 

1 

'  /2 

1200 

Lincoln 

1 

714 
'  /2 

1120 ' 

Canadian  General  Electric 

5 

10 

1200 

Lincoln 

2 

10 

1120 

Canadian  Westinghouse 

2 

20 

1200 

Lincoln 

2 

20 

450 

Canadian  General  Electric 

1 

20 

900 

Lincoln 

1 

25 

720 

Canadian  General  Electric 

2 

25 

900 

Lincoln 

2 

25 

900 

Wagner 

1 

25 

850 

Swedish  General  Electric 

1 

25 

900 

Canadian  General  Electric 

1 

30 

1120 

Canadian  Westinghouse 

3 

30 

850 

Lincoln 

1 

30 

850 

Wagner 

2 

30 

1140 

Wagner 

7 

35 

900 

Canadian  General  Electric 

1 

40 

600 

Canadian  General  Electric 

2 

45 

1200 

Canadian  General  Electric 

1 

50 

900 

Canadian  General  Electric 

1 

50 

900 

Wagner 

2 

50 

850 

Canadian  Westinghouse 

1 

60 

450 

Canadian  General  Electric 

2 

75 

450 

Canadian  General  Electric 

1 

75 

900 

Crocker- Wheeler 

2 

75 

1200 

General  Electric 

1 

75 

900 

Swedish  General  Electric 

1 

75 

600 

Crocker- Wheeler 

1 

100 

900 

Lincoln 

7 

100 

900 

Canadian  Westinghouse 

1 

150 

900 

Canadian  General  Electric 

TRANSFORMERS 

60  Cycle 
2200  Volts  to  220-110  Volts 


No. 

K.W. 

MAKE 

11 

Packard 

14 

1 

Canadian  Westinghouse 

18 

1 

Packard 

13 

2 

Packard 

15 

2 

Canadian  Westinghouse 

3 

2 

Can.  Gen.  Electric 

6 

3 

Packard 

6 

3 

Can.  Westinghouse 

50 

5 

Rideau 

21 

5 

Can.  Westinghouse 

3 

5 

Can.  Gen.  Electric 

4 

10 

Packard 

2 

10 

Can.  Gen.  Electric 

8 

10 

Can.  Westinghouse 

2 

15 

Can.  Westinghouse 

32 

20 

Can.  Gen.  Electric 

1 

25 

Can.  Gen.  Electric 

2 

30 

Can.  Westinghouse 

1 

40 

Can.  Westinghouse 

2 

60 

Can.  Gen.  Electric 

Also  two  carloads  of  condulets, 
condulet  covers,  V.  V. 
fitting,  fuses,  knife 
switches,  porcelain  tubes, 
cutouts,  circular  loom, 
flexible  steel  conduit  and 
couplings,  carbons,  carriage 
baits,  braces  and  R.C.D.B. 
wire. 


Dominion  Iron  &  Wrecking  Co.,  Limited 

General  Offices:  Transportation  Bldg.,  MONTREAL 
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STEEL  CASTINGS 

For  All  Purposes 


One  Pound  to  Fifty  Tons 

Canadian  Steel  Foundries 


General  Ofifices 
Transportation  Building 

Montreal 


LIMITED 

Western  Representatives 

Kelly  Powell  Limited 

403  McArthur  Building 

Winnipeg 


Works 

Montreal 

Welland 
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Good  Road  Builders 

Bear  These  Important  Facts  in  Mind: 

You  can't  build  good  roads  unless  you  provide  for  good 
drainage.  You  can't  have  permanent  drains  and  culverts 
unless  you  construct  of  permanent  materials. 


Vitrified  Salt  Glazed  Clay  Pipe 

has  proved  its  worth  m  days  gone  by.  The  modern  Kn- 
gineer  and  Road  Superintendent  who  wants  the  best  by 
test  should  seriously  consider  the  merits  of  our  product  ; 
made  of  earthy  materials,  hardened  by  tremendous  heat 
Vitrified  Pipe  has  nothing  to  fear  from  any  possible  period 
,  of  service  underground.  It  is  immune  from  all  ground 
elements  such  as  frost,  alkali  soil,  electrolysis,  and  needs 
only  correct  installation  to  produce  ideal  results.  Where 
the  traffic  is  extra  heavy,  encase  in  concrete,  and  you  can 
be  assured  of  an  absolutely  permanent 
job.  This  is  one  real  practical  way  to 
serve  your  taxpayer.  We  guarantee 
your  efforts  will  be  rewarded  by  re- 
sults. We  carry  an  immense  stock 
in  all  sizes. 

May  we  send  you  our  Catalogue 
and  Discounts? 

The  Hamilton  and  Toronto 

Sewer  Pipe  Co.,  Limited 

HAMILTON  and  TORONTO 
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Church  of  Angels'  Guardian,  Orillia,  Ont. 
Stone  supplied  by  Longford  Quarry  Co.,  Limited 


For  fine  buildings 

LONGFORD  LIGHT  GREY  LIMESTONE 

The  illustration  gives  a  good  idea  of  the  beautifully  finished  appearance  of  our 
product  used  in  larger  construction  work.  For  residences,  banks,  and  fine 
work  it  will  add  many  dollars  to  the  value  of  the  complete  appearance,  without 
adding  to  the  cost.  Light  grey  in  color,  which  tends  to  whiten  with  age. 
Almost  impervious  to  water,  so  that  it  does  not  soil  easily  or  become  discolored 
after  being  built. 


AH  sizes  of  dimension  Limestone  on  hand. 
Stone  cut  or  dressed  to  your  order. 


The  Longford  Quarry  Co.  Ltd. 


WM.  THOMSON 
Orillia 
President 


LONGFORD  MILLS,  ONTARIO 


Phone— 120,  Ring  3,  Orillia 


A.  McPHERSON 
Longford 
Secy.  Treas. 
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Good  Material  for  Good  Roads 

Every  contractor  should  be  familiar  with  the  following  material, 
the  merits  of  which  are  not  a  matter  of  conjecture,  but  have  been 
established  beyond  all  doubt  by  the  supreme  test  of  experience. 


COMnXOM 


ELECTRICALLY 
WELDED 


Here  is  the  ideal  reinturcini:;-  for  concrete  roadwork,  l)e- 
cause  it  not  only  provides  for  unl^roken  continuity  with- 
out lap])ini;-  or  splicing'  of  material,  but  eliminates  all  the 
cost  and  trouble  involved  in  the  spacing  and  wiring  of 
loose  rods.  Clinton  h'lectrically  \\  elded  ^\  ire  is  a  rec- 
tangular mesh,  made  U])  of  a  series  of  parallel,  longitu- 
dinal wires,  spaced  certain  distances  a])art,  and  held  at 
inter\als  by  trans\-erse  wires  arranged  at  right  angles. 
Where  the  wires  cross  they  are  electrically  welded,  form- 
ing an  absolutely  ])ermanent  junction  between  longitu- 
dinal and  transx  erse  wires.  This  material  conies  in  rtjlls 
of  any  desired  length. 


Tlie  outstanding  features  of  these  culverts  arc 
their  enormous  strength,  their  great  durability 
under  all  conditions,  and  the  ease  with  which  they 
can  be  installed.  They  are  made  from  the  well- 
known  <0lf1.'?®'='  — metal  which  successfullv  re- 
sists the  action  of  corrosion.  Thev  cannot  rot,  rust  or  decaw  Tlu'y  w  ill  \u>{  crack  Irom  fmst.  The_\ 
withstand  tremendous  ])ressures — the  ;ictual  lignres  of  which  we  will  gladly  supply  to  any  engineer 
desiring  exact  data  on  this  subject.  They  are  shipped  conii)lele  and  ready  for  installation,  and  sim- 
ply roll  into  position. 


JVrite  for  full  particulars — asking  for  Culvert  or  Clin  ton 
Wire  Booklet  "C.R." 


Branches : 


THE  PEDLAR  PEOPLE  LIMITED 

(Established  1861) 

Executive  Offices  and  Factories:  OSHAWA,  ONT. 

MONTREAL  OTTAWA  TORONTO  LONDON  WINNIPI-G  VAN(.:Ol  VER 
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Good  Roads  Equipment 


Massey  Harris 
Spreader  Wagon 

Spreads  sand,  gravel,  asphalt, 
or  crushed  stone  any  desired 
thickness. 

Body  is  made  of  selected 
hardwood  with  heavy  sheet  steel 
lining. 

Oscillating  front  gear;  front 
wheels  turn  under  body;  steel 
skeins;  wide  tired  wheels. 


Verity  Pick  or  Pavement  Plow 

A  useful  implement  for  tearing  up  macadamized  streets, 
rock,  frozen  ground,  etc. 


Verity  Rooter  Plow 

Beam  and  Standard  are  one  solid  piece  of  iron  with  a  hoop 
of  heavy  iron  extending  around  the  beam  lengthwise 

Massey  -  Harris  Co. 

LIMITED 

Head  Offices— TORONTO,  Canada 

— Branches  at — 

Moncton,    Montreal,    Winnipeg,  Regina, 
Saskatoon,   Swift  Current,  Calgary, 
Yorkton,  Edmonton,  Vancouver, 
Kamloops 

AGENCIES  EVERYWHERE- 


"Good  Roads"  should  have  the 
support  of  everybody. 

City,  town,  village  or  the  rural 
districts — all  will  be  benefited 
by  improved  roads. 

We  are  prepared  to  supply 
some  very  useful  helps  to 
good  road  making  as  shown 
herewith. 

Call  on  our  nearest  agent  or 
write  for  full  particulars. 


i 


Full  line  of  Dump  Carts— Steel  Axle  or  Thim- 
ble Skein  Axle,  with  or  without  Shelving. 
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CHAMPION 

Road  Machinery 

The  Champion  Line  of  Road  Machinery  was  Established  in  1885 

And  is  one  of  the  pioneers  in  building  the  good  roads  of  Canada,  and 
to-day  is  in  demand  more  than  ever  before  on  account  of  shortage  of 
labour  and  the  ever  growing  demand  for  HIGHWAY  TRANSPORTA- 
TION, which  necessitates  GOOD  ROADS  and  up-to-date  ROAD  MA- 
CHINERY.   Road  Machinery  is  not  a  luxury;  it  is  a  necessity. 

We  Want 

Good  Roads 


Do  You? 

Office  and  Factory  at  Goderich,  Canada 

BRANCH  OFFICES: 

Vancouver,  B.C.;  Calgary,  Alta. ;  Regina,  Sask. ;  Winnipeg,  Man.;  Montreal,  Que.;  Quebec,  Que.;  St. 
John,  N.B.;  Halifax,  N.S.;  Sherbrooke,  Que.;  Fredericton,  N.B. ;  Newcastle,  N.B.;  Truro,  N.S. ; 

Summerside,  P.E.I. ;  St.  Johns,  Nfld. 

We  build  a  full  line  of  RoadnMaking  Machinery  at  Goderich,  Canada 

Send  for  catalogue  and  prices.      We  will  save  you  money. 

Dominion  Road  Machinery  Co. 

LIMITED 

GODERICH,  ONTARIO 

CANADA 
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Specially 
Made 
Concrete 
Pipe 


Concrete  Pipe  that  Endures 

ALL  concrete  pipe  might  look  pretty  much  aUke,  but  after  it  becomes 
firmly  embedded  in  the  ground,  the  real  test  of  durability  proves 
its  value. 

And  it  is  in  endurance  that  our  specially  made  product 
proves  its  superiority. 

And  why? 

Because  it  is  made  by  a  special  process  which  makes  it  immune  from 
those  influences  which  wreak  such  havoc  with  ordinary  pipe.  Nothing 
but  the  cleanest  of  clean  sand  and  the  highest  grade  cement  are  used. 
The  gravel  is  crushed  and  sorted  in  our  own  plant  and  after  a  thorough 
mixing,  the  concrete  is  power  tamped  to  give  density.  The  pipe  is  then 
allowed  to  set  for  72  hours  in  vaporizing  chambers  with  automatic 
sprinklers  that  insure  great  hardness. 

The  larger  sizes  of  pipe  are  manufactured  in  our  portable  plants, 
right  on  the  job.  A  striking  new  feature  is  our  continuous  reinforced 
sprinklers  that  insure  great  hardness. 

Furthur  particulars  and  prices  will  be  sent  upon  request. 

"Concrete  for  Permanence" 

B.  Blair  Company,  Limited 

Woodstock,  Ontario 
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Be  assured  of  "Better  Roads" 

USE  TRAP  ROCK 


Physical  Tests 

Test  made  at  Toronto  University 

Specific  Gravity   3.02 

Hardness   20.00 

Toughness  (Impact  Test)  ....  20.00 

Abrasion   2.5 

Cementation   3900 

Crushing  Strength,  37,300  lbs.  per  sq. 
in. 


The  well-known  and  proven  advantages  of 
'i^ra])  Rock  f(jr  Road  Construction  make  it  the 
universal  base  material  for  Canadian  good 
roads.  I-'or  hardness,  tous^hness  and  re.si.stinti 
power  to  the  tisual  abrasion  and  sliock  of 
traffic  there  is  nothing  to  take  the  place  of 
'J'rap  Rock.  It  is  (^asily  handled  and  quarries 
clean,  giving  the  greatest  satisfaction  before 
and  after  the  construction  of  i)aveinents.  The 
accoini)aiiying  "  test  "  of  'Crap  Rock  will  bring 
out  the  features  we  claim.  We  suggest  that 
you  w  rite  for  detailed  information  or  send  us 
particulars  of  proposed  work,  for  our  sug- 
Ljestions. 


Ontario  Rock  Company 

LIMITED 

Crown  Office  Bldg.       -       -  TORONTO 
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The  Standard 

Paving  Company 


Limited 


U.  S.  OFFICE 

45  Manchester  Place 

BUFFALO,  N.  Y. 


Head  Office  -  Central  Chambers 

OTTAWA   -     -  CANADA 


BRANCHES 

AT 

Kingston 

Lindsay 

Peterborough 

Gait 

Preston 

St.  Catharines 


I 


Cast  Stone  Blocks  with  Granite  Veneered  Facing 

Our  system  of 

Cast  Stone 
Block 

111  a  n  n  faciure 
makes  use  ot 
poured  or  wet- 
mix  concrete. 
'J'  li  i  s  system 
gives  greater 
density  and 
strength  to  the 
finished  block 

and  makes  a  better  surface  for  the  Granite  Veneered 
facing  which  may  be  applied.  This  Granite  facing- 
gives  you  a  distinctly  superior  Stone  lilock  that  will 
get  the  business  in  any  locality.    The  cost  of  Blocks 

made  by  this  process  is  very  small  because  of  the  modern  methods 
used  and  the  perfected  ^Machinery  and  moulds. 


Write   for    Catalogue   and  details   of  our  proposition. 

Cast  Stone  Block  &  Machine  Co.^  Limited 

298  Howard  Ave.,  WINDSOR,  ONT. 


May  IT),  101S 
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equipment 

Everything  in  Contractors'  and 
Railway  Equipment 

Modern  road  making  demands  modern  machinery. 


Western 


Bucyrus 


Stone  Crushers, 

Graders,  Dump  Cars, 

Dump  Wagon  Carts 

Steam  Shovels, 

Drag  Line  Excavators, 
Pile  Drivers,  Dredges, 
Unloading  Plows, 

Locomotive  Cranes,  etc. 


CONTRACTORS'  and  RAILWAY  EQUIPMENT 

Part  of  our  million-dollar  order  from  Hydro-Electric  Power  Commis- 
sion of  Ontario  was : 

150 — 20  C.  yd.  all-steel  Western  Auto  Air  Dump  Cars. 
1 — 18  B.  steam  shovel. 

1 —  18  B.  electric  shovel  (smallest  made). 

2 —  103  C.  electric  shovels. 

2 — 225  B.  electric  shovels  (these  the  largest  in  the  world). 

Not  only  do  we  handle  a  great  variety  of  lines,  but  also  have  the  satis- 
faction of  knowing  that  each  and  every  one  of  our  manufacturers  will 
produce  the  best  possible  results  when  subjected  to  severe  practical 
working  tests. 

Write  for  complete  information  and  prices. 

Canadian  Equipment  Co.,  Ltd. 


Passenger  Coaches 
Locomotives 

Box  Cars 


285  Beaver  Hall  Hill 

Montreal    -    -    -  Que. 
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Compressed  Air  Machinery,  Tools  and  Appliances 


Is  Your  Compressor  an  Expense  or  an  Investment? 


You  bought  Victory  Bonds,  didn't  you— and  you  are  not 
going  to  worry  about  them  for  a  while  now — just  collect 
the  interest?  Well,  a  good  compressor  is  like  that.  Take  the 
EL-2  illustrated  abov^;  from  the  investment  point  of 
view  it  means  something  you  can  trust. 

Think  of  the  Canadian  Ingersoll-Rand  quality  of  material 
and  quality  of  workmanship. 

And  you  want  returns — power,  and  lots  of  it — just  what 
you  will  have  with  this  compact  compressor  with  well- 
designed  valves,  complete  flood  lubrication  and  thorough 
intercooling.  We  would  like  to  tell  you  more  about  our 
EL-2,  its  regulation,  drive,  etc.  Shall  we  put  your  name 
down  for  the  new  bulletin  now  in  the  press.-* 


CANADIAN  INGERSOLL-RAND  CO.,  LTD. 

General  Offices:  MONTREAL,  QUE. 

BRANCH  OFFICES: 

Sydney,  N.S.  Sherbrooke,  Que.  Montreal,  Que.  Toronto,  Ont. 

Cobalt,  Ont.  Timmins,  Ont.  Winnipeg,  Man.  Nelson,  B.C.  Vancouver,  B.C. 
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T.  C.  Bate 


E.  McMahon 


Bate,  McMahon  &  Co 


Contractors 


Robt.  S.  Low,  Manager 


Grading  Roads,  Borden  Military  Camp. 


EST1MATI-:S  AND  ]*K(  )1'(  )SAI,S  freely 
i4i\-en  uii  all  classes  of  street  paxin.i;", 
highway  construction,  concrete  bridges, 
earth  or  rock  excavation,  drainat^e  systems, 
sewers,  water  su|)])ly,  cement  ^un  work,  rein- 
forced concfetc  l)uildin,L;s,  railroad  construc- 
tion, street  railway  s,  etc.  l\a])idit\-  of  construc- 
tion consistent  with  econonn-  in  cost  is  our 
aim  at  all  times.    Correspondence  solicited. 


Wl'^  had  considerable  road  work  in  connec- 
tion ^\ith  the  j^eneral  contracts  for  the 
construction  of  Camps  IJorden,  X'alcar- 
tier,  lln.!.ihes  and  Sarcee  and  Connaui;ht  Rifle 
i\an,i;i',  all  of  which  we  built  for  the  r)e|)art- 
ment  of  Militia  and  Defence;  and  also  in  the 
construction  of  the  si.\  Royal  l'"l\in:n  Corps 
camps  which  we  built  for  the  lmi)erial  Muni- 
tions Hoard.  \  iz..  Camps  Iloare,  .Mohawk, 
Kathburn.  I  .easide,  .\rmuur  liei,i;hts  and  1. 011:4 
1!  ranch. 


All  the  necessary  equipment  to  handle  the  largest  kind  of  contract. 
Every  order  executed  with  the  utmost  efficiency  and  dispatch. 


Head  Office 
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Detail  in  perspective  of  Long 
Span  Combination  Hollow 
Tile  and  Reinforced  Concrete 
Floor. 


Have  You  the  Data 

on  this  improved  modern  method  of  saving  much  of  the 
cost  of  steel  and  foundations  ? 

Long  Span  Floor  Construction  of 

NATCO 
HOLLOW  TILE 

and  Reinforced  Concrete 

First  in  the  Mind  of 
the  Designer 

when  seeking  a  minimum  in  cost 
and  weight,  and  the  maximum  in 
strength  and  fireproof  qualities  for 
his  floor  construction. 


Write  to-day  for  our  Long  Span  Catalogue. 

National  Fire  Proofing  Co.  of  Canada,  Limited 


Factory— HAMILTON 


Head  Office— Dominion  Bank  BWg.,  TORONTO 


Local  and  Long  Distance 
Telephone  •  College  8311 


Quarries  and  Plant  at 
Cravenhurst,  Ontario 


The  M^onal  Potash  (Corporation 


LIMITED 

178  SPADINA  AVE. 

DEALERS  IN 


TORONTO 

CRUSHED  GRANITE  OF  ALL  SIZES 


Our  Crushed  Granite  is  the  Finest  Material  on  the  Market 
for  Road-Making,  Concrete  Work  and  Top  Dressings. 

No  Order  Too  Big  and  None  Too  Small.    Large  Road 
Improvement  Contracts  are  a  Specialty. 


Quotations  Sent  on  Request 


lOOO  Tons  of  Crushed  Granite 
per  Day 


May  15,  1918 
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Ganadian  Gongress 
Advanced  Good  Roads  Gause 

THE  Canadian  Good  Roads  Association  held  a 
very  successful  convention  in  Hamilton  last 
week,  and,  considering  the  conditions  under 
which  we  are  living  to-day,  it  is  evidence  of  the 
general  i..terest  in  good'  roads  and  the  fixed  conviction 
that  they  are  wartime  necessities  that  the  attendance 
was  so  good  and  the  discussions  so  practical  and  ani- 
mated. 

Of  course,  the  association  met  primarily  to  ex- 
change ideas  on  the  best  methods  to  adopt  in  building 
permanent  roads,  but  much  of  the  work  of  such  an 
(Organization  must  be  of  an  educational  nature,  and  it  is 
ho])ed  that  the  ])ublicity  gi\  cn  to  the  congress  procccd- 
ings.will  go  a  long  way  toward  ac(|uainting  the  general 
public  with  the  possibilities  of  good  roads  and  rousi' 
them  to  organize  so  that  their  (leiiiaiuls  nia\-  receixx' 
attention. 

The  congress  was  I'orlmiaU'  in  ha\  iii^  among  tlu- 
delegates  men  of  the  widest  experience,  Ironi  bolli  (_'an- 


ada  and  the  United  .Slates— lije  type  tliat  will  admit 
that  they  have,  at  times,  made  mistakes.  Indeed,  the 
whole  attitude  (>{  these  men  was  to  make  a  clean 
"I)reast"  of  everything,  so  that  road  engineers  and 
superintendents  should  not  again  fall  into  the  same 
errors.  This  attitude  created  a  most  healthy  atmos- 
phere tlir(jughout  the  proceedings,  and  it  is  certain 
that  the  whole  big  question  of  good  roads  stands  to 
l)enelit  very  materially  from  the  cf.ingress  pnjcecdings. 

The  (jne  w(;rd  that,  before  all  others,  must  have  be- 
come engra\  ed  on  the  memorv  of  everv  delegate  was 
"dr  ainage,"  and  second  in  im|)ortance  comes  "founda- 
tion." Speaking  of  the  United  States  roads,  Mr.  Mac- 
Donald  did  not  hesitate  to  admit  that  the  greater  per- 
centage of  their  so-called  permanent  roads  were  unable 
to  carrv  modern  motor  traffic.  To  use  his  own  words: 
"We've  been  buying  experience.  Now  we  have  to 
begin  and  build  our  roads  all  over  again." 

Canada,  just  on  the  threshold  of  an  era  of  road- 
building  activity,  .should  be  grateful  for  Mr.  McDon- 
ald's tip,  and,  if  wise,  will  profit  by  it.  As  far  as  it  is 
humanly  possible  let  us  build  for  ])ermancnce.  Where 
that  is  not  practicable  let  us  bear  in  mind  the  warning 
so  frequently  given  by  the  various  speakers,  that  main- 
tenance is  next  best  to  permanence;  indeed,  that  there 
is  no  such  thing  as  permanence  in  roadways.  l''or  the 
])resent  we  can,  at  least,  "maintain"  our  roads — let  no 
false  arguments  of  economy  interfere. 


Importance  of  Attention  to  Detail 

STRICT  attention  to  detail  is  a  very  important 
item  for  the  consideration  of  the  contractor.  The 
success  of  any  contract  not  only  depends  on  sat- 
isfactory labor,  plant  and  material,  but  ui)on  care- 
ful supervision  of  each  detail  in  the  construction,  in 
order  to  save  time  and  eliminate  cost  as  far  as  pos- 
sible. 

Perhaps  too  much  attention  cannot  be  given  at 
present  to  supervision.  The  bulk  of  the  labor  now 
is  done  by  inexperienced  workmen,  who  perhaps  are 
not  concerned  to  any  great  extent  \v\th  the  necessity 
of  strict  economy  in  arranging  and  placing  materials. 
It  is  often  difficult  to  explain  to  the  men  how  work 
should  be  done,  especially  in  the  placing  of  forms, 
etc.,  for  concrete  structures.  Much  time  and  labor 
may  be  saved  by  a  preliminary  study  of  the  method 
of  placing  the  forms  on  one  section  of  the  structure 
so  as  not  to  interfere  with  the  work  in  another. 

On  large  jobs  many  firms  have  lately  con.structed 
small  models  of  the  form  work  beforehand  and  in  many 
instances  considerable  time  and  money  has  been  saved 
by  careful  study  of  this  model  to  determine  what  part 
of  the  structure  should  be  partially  or  fully  completed 
before  another  section  is  started.  It  is  much  easier 
to  get  a  foreman  to  understand  what  is  required  bv 
using  a  model  than  by  taking  him  into  the  office  and 
using  plans  which  are  more  or  less  difficult  to  follow 
and  can  show  graphically  but  one  plane  at  a  time. 

In  most  work  the  stopping  of  a  steam  shovel,  con- 
crete mixer,  etc.,  for  ten  minutes  may  seem  negligible, 
but  it  is  not  only  the  time  lost  by  the  machine  itself. 
1)ut,  because  of  the  close  relation  between  one  part 
of  the  work  and  another,  when  this  ten  minutes  loss 
li.is  been  traced  through  the  different  operations  it> 
time  \alue  will  lia\ e  increased  to  an  alarming  extent 
and  w  itii  it  the  ultimate  cost  of  the  work. 

Considerable  increase  in  the  cost  of  construction, 
as  evidenced  by  the  final  estimate,  will  bo  fomul  diu- 
to  breaking  some  part  of  the  working  equipment.  It 
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is  true  that  breaks  sometimes  occur  where  least  ex- 
pected and  without  any  previous  indication  of  weak- 
ness. On  the  other  hand,  a  pulley  which  has  been 
cracked  for  weeks  is  still  in  use;  a  rope  badly  worn  is 
still  doing  duty ;  tha't  shovel  handle  has  been  split  for 
some  time.  But  in  these  days  of  hig^h  prices  it  is 
essential  that  each  tool  be  used  as  long  as  it  will 
give  service  without  using  up  extra  time  by  reason 
of  its  inefficiency.  However,  there  is  no  telling  when 
the  break  will  occur,  and  if  an  extra  tool  has  not  been 
])laced  in  expectancy,  it*  means  a  hold  up  and  a  hold 
up  costs  money. 

On  all  work,  a  competent  man  should  make  frequent 
trips  'for  inspection  purposes,  special  attention  being 
paid  to  the  condition  of  the  plant  equipment  as  well 
as  to  note  how  a  delay  in  one  part  of  the  work  will 
cause  delays  in  other  operations.  Careful  study  be- 
forehand of  where  materials  can  be  obtained  with  the 
least  possible  delay  should  be  made.  It  is  a  good  idea 
to  draw  up  a  schedule  of  the  operations  and  to  adhere 
to  this  as  nearly  as  possible. 

Smoothness  and  regularity  in  the  carrying  on  of 
the  work  not  only  decrease  the  cost  materially,  but 
it  reacts  on  the  labor,  in  such  a  manner  as  to  make 
every  man  satisfied  with  his  part  of  the  ])roject  and  by 
good  will  and  co-o])eration  the  maximum  degree  of 
work  is  obtained  with  the  minimum  amount  of  friction 
and  dissatisfaction. 


Time  is  the  Essence  of  the  Contract 

IX  a  brief  letter  of  comment  from  Mr.  J.  P.  Anglfn, 
reproduced  elsewhere  in  this  issue,  he  makes  the 
statement  that  unless  the  scheme  for  the  breaking 
of  new  land  in  the  W est  by  contractors  gets  under 
way  immediately  there  is  little  chance  of  influencing 
the  1919  ])roduction.  It  surely  would  be  a  grave  error, 
in  these  days  of  grain  shortage,  to  have  such  an  excel- 
lent proposition  fall  through  without  giving  it  a  fair 
trial.  There  can  scarcely  be  any  room  for  doubt  that 
large  areas  of  land  could  be  cropped  in  this  way*  that 
will  otherwise  be  idle.  The  only  uncertainty  is  as  to 
the  cost,  and  is  this  a  thing  to  be  considered  if  our  men 
in  Europe  are  short  of  food?  Besides,  it  is  likely  to 
l)rove  most  profitable.  If  the  people  of  Canada  see  the 
government  deliberately  neglect  any  promising  oppor- 
tunity of  increasing  food  production  will  they  be  likely 
to  heed  the  food  controller  when  he  counsels  absten- 
tion ?  If  conditions  are  half  as  bad  as  they  are  officially 
reported  to  be,  this  contractors'  scheme,  and  any  other 
that  promises  assistance,  should  be  gi\en  instant  and 
liberal  consideration. 


McGill  Science  Results 

The  results  of  examinations  in  faculties  of  .Arts  and 
.\pi)lied  Science  at  McCill  LJnix  ersity  have  been  made 
l)ublic.  In  a])plied  science  Mr.  I'"mil  lulwin  Wei1)el, 
who  graduated  as  a  mechanical  engineer,  won  the  l>rit- 
ish  Asociation  medal  and  the  Crosby  Steam  (iauge  and 
Valve  Comi)any's  prv/.v  for  summer  essay,  whilir  he 
Upk  honors  in  hydraulics  and  laboratory  and  hydrau- 
lics machines,  machine  design,  and  thermo-d  vnami. .-. 


[real 


Passed  for  B.Sc.  Degree 

Civil    engineering-    liciiri    11.   I'ellctier,  Mt 
I'nrankcd — .Arthur  A.  I'.row  ii,  ^  Hlawa. 

Electrical  engineering  (in  order  of  merit)  -  juscpli 
M.  Conroy,  I'ritannia  I'.ay,  Out.;  Joseph  .\.  Dioniie. 


Montreal;  William  McL.  Moore,  Sydney,  N.S. ;  Wil- 
liam R.  Way,  Montreal ;  Daniel  McE.  Sutherland.  I\ew 
Glasgow,  N.S. ;  Leo  J.  Jordan,  Lindsay,  Or.t. ;  Thomas 
J.  Fox,  New  York ;  Frederick  L.  Cann,  PeterDoro,  Out. 
Unranked — Ira  W.  Beverly,  Rossland,  B.C. ;  William 
H.  Gerrie,  Kenora,  Out. ;  James  F.  Patterson,  Mont- 
real ;  Roy  A.  Weagant,  New  York. 

Mechanical  engineering  (in  order  of  merit) — Emil 
E.  ^Veibel,  Montreal;  Charles  S.  Parke,  Hamilton; 
Hugh  A.  Crombie,  Toronto. 

Mining  engineering  (in  order  of  merit) — Harold  M. 
Roscoe,  Centreville,  N.S. ;  Edward  A.  Livingstone, 
A\''ashington,  D.C.  Unranked — William  Weir,  Notre 
Dame  de  Grace,  P.Q. 

Chemical  engineering  (in  order  of  merit) — Herman 
R.  Dorken,  Westmount.  P.O.;  Clififord  Greaves,  Bar- 
bados, B.W.I.  Unranked — George  G.  Ulmer,  jr.,  Mont- 
real. 


Model  Housing  Scheme  for  Vancouver 

Comparatively  few  homes  have  been  erected  in 
Vancouver  since  the  outbreak  of  the  war,  this  being 
largely  due  to  the  fact  that  the  city  had  been  over- 
built in  the  preceding  three  years,  owing  to  the  good 
times  and  the  steady  increase  in  population  then 
marked  up.  The  return  of  prosperity  last  year  to 
nearly  every  line  of  business,  along  with  the  rapid  de- 
velopment of  the  shipbuilding  industry,  has  brought 
to  Vancouver  some  thousands  of  new  citizens,  and  as 
a  consequence  the  housing  problem  has  become  acute. 
Desirable  dwellings  are  admittedly  very  scarce,  the 
result  being  seen  in  a  rapid  advance  in  rental  values, 
in  which  apartment  house  owners  have  shared  to  the 
full. 

Under  these  circumstances  the  public  will  welcome 
with  particular  interest  the  news  that  the  Taylor  En- 
gineering Co.,  Ltd.,  of  which  A.  J.  T.  Taylor  is  man- 
aging director,  has  in  hand  a  scheme  to  establish  in 
Point,  Grey  municipality  a  model  home  community 
of  225  dwellings  on  a  53  acre  block  of  C.  P.  R.  land 
west  of  Granville  Street,  between  Thirty-seventh  and 
Forty-first  avenue,  and  east  of  the  Kerrisdale  gardens 
of  that  comi)any.  The  surveying  of  the  property  will 
soon  be  completed,  Avhen  roadbuilding  and  other  pre- 
liminary work  will  be  proceeded  with.  The  location  of 
the  block  chosen  is  ideal  from  a  residential  point  of 
view;  there  is  a  fine  outlook  l^oth  nortli  and  south, 
and  two  or  three  s;treet  car  lines  within  reasonable 
distance. 

It  is  proposed  to  erect  a  class  of  moderate  priced 
buildings  which  will  vary  greatly  in  design  and  com- 
bine all  the  modern  improvements  and  time-saving 
aids  that  are  incorporated  in  the  model  community 
towns  now  becoming  quite  numerous  in  the  East. 
l'"Jectric  light  and  heat  for  cooking  purposes,  also 
steam  heat,  will  be  furnished  to  all  houses  from  cen- 
tral systems,  and  garage  accommodation  will  also  be 
provided.  It  is  exjjected  the  residents  will  comprise 
persoijs  whose  incomes  range  from  $125  to  $200  a 
month.  Such  citizens  may  ])urchase  homes  outright, 
by  cash  agreement,  or  if  preferred  make  monthly  pay- 
ments on  a  rental  basis. 

'IMie  company's  plans  include  the  construction  of 
liaid  surface  roadways  and  walks  and  the  laying  of 
s(.'\vers  and  watermains  to  connect  up  with  the  nnnn'- 
cipal  systems. 
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Road  Construction  and  Maintenance 


ROAD  IMPROVEMENT  IN  MANITOBA 

By  Mr.  Archibald  McGillivray" 


1917 


THE  general  progress  of  constructing  roads  un- 
der "  The  Good  Roads  Act  "  of  the  I'rovince 
of  Manitoba  has  been  very  satisfactory  (hn-ing 
the  past  year,  considering  the  conditions  whicli 
obtain  owing  to  the  continuance  of  the  great  wcjrld 
war.  The  great  shortage  of  labor,  with  the  conse- 
quent rise  in  wages,  materials  and  plant,  has  resulted 
in  the  curtailment  of  many  projected  schemes  for  road 
improvement,  the  incompletion  of  others  and  the  in- 
crease in  the  cost  of  all  works  undertaken.  The  abso- 
lute necessity  of  good  roads  in  the  development  of 
the  country's  great  resource — ?igriculture — has  become 
very  apparent  to  the  people  as  a  whole.  While  the 
■actual  mileage  of  roads  being  built  is  small  in  com- 
parison with  what  would  be  built  if  conditions  were 
normal,  still,  the  sentiment  for  good  roads  has  in- 
creased tremendously,  until  at  this  time  the  solution- 
of  the  road  problem  is  classed  as  one  of  the  ranking 
questions  of  the  day. 

The  first  task  of  our  country  is  to  help  win  the  war. 
Canada's  great  part  in  this  is  one  of  production,  and 
the  question  of  good  roads  is  inseparably  entwined 
with  production. 

The  second  task  of  our  country  is  to  prepare  for 
after-war  conditions,  and  good  roads  will  certainly 
be  an  important  factor  in  placing  Canada  in  such  a 
position  as  to  enable  her  to  successfully  combat  her 
economic  rivals.  Such  is  the  view  that  the  officials 
of  many  of  our  municipalities  are  taking  on  this  ques- 
tion. Among  those  with  whom  the  Provincial  Good 
Roads  Board  co-operated  last  year  were  the  muni- 
cipalities of  Portage  la  Prairie,  Sifton  and  Wallace, 
whose  schemes  of  road  improvement,  totalling  an  esti- 
mated expenditure  of  $459,000,  were  taken  up  under 
the  Act,  all  preliminary  arrangements  made  and  money 
by-laws  submitted  to  the  ratepayers  of  the  resjjective 
municipalities.  In  each  case  the  action  of  the  council 
was  approved  and  the  by-law  assented  to.  It  is  not 
the  intention  to  push  these  works  to  completion  with 
all  dispatch,  but  to  undertake  the  most  essential  first, 
such  as  renewal  of  old  worn-out  bridges  and  culverts 
with  permanent  structures,  the  grading  of  the  poorest 
stretches  of  road  where  improvements  are  necessary, 
and  leave  the  balance  of  the  scheme  until  such  time 
as  conditions  may  become  more  settled,  labor  more 
plentiful  and  the  money  markets  for  flotation  of  loans 
more  opportune.  The  idea  of  these  councils  is  to  be 
in  readiness  when  more  normal  conditions  return. 

A  most  important  work  was  undertaken'  last  year 
in  starting  the  construction  of  the  Portage  Highway 
through  the  municipality  of  St.  Francois  Xavier,  a  dis- 
tance of  27^^  miles.  This  highway  is  the  most  im- 
portant through  route,  running  east  and  west  through 
the  province,  and  it  is  the  intention  of  the  Depart- 
ment to  improve  this  highway  under  the  government 
assistance  provided  in  "  The  Good  Roads  Act,"  viz. — - 
66  2/3  per  cent,  of  the  cost,  as  rapidly  as  possible.  The 
road  has  been  paved  already  as  far  west  as  the  Village 
of  Headingly,  about  9  miles  from  the  city  of  Winni- 
peg, and  the  above  27^.  miles  are  a  continuation  from 

*  Highway  Commissioner. 


the  end  of  the  pavement.  The  estimated  co-,1  oi  the 
improvement  contemplated  is  $165,000,  the  .standards 
being  sand-clay  and  gravel  surface.  'I  cn  miles  of  the 
heaviest  grading  was  ctjinpleted  last  year  and  the  bal- 
ance (A  it  is  under  contract  for  completion  at  once. 
Thirty-five  miles  of  this  highway  from  the  western 
boundary  of  the  jirovince  easterly  have  been  completed 
during  the  past  three  years  with  gravel  surface  and  i)er- 
manent  structures.  The  grading  of  sixteen  additional 
miles  connecting  with  this  stretch  arc  now  under 
contract  for  this  year,  and  it  is  ho|)ed  that  hy  gradu- 
ally working  from  year  to  year  that  the  whole  line 
will  s(K>n  be  imj)roved  across  the  jjrovince. 

Several  new  features  in  concrete  bridge  cfjnstruc- 
tion,  for  the  western  portion  of  the  Dominion  at  least, 
were  introduced  last  year.  Principal  in  this  connec- 
tion was  an  H(>'/j  foot  s])an  reinforced  concrete  struc- 
ture <;vcr  the  Valley   River  in  the  municipality  ol 


Good  roads  in. Wallace  Municipality.  Man. 

Grandview.  The  design  is  a  bowstring  truss,  being 
nothing  more  than  an  ojjen  spandrel  arch  with  elastic 
abutments — the  unicpie  feature  being  that  the  floor  is 
suspended  from  the  arch  ribs  instead  of  being  super- 
imposed as  ordinarily  in  this  type  of  bridge.  The 
thrust  from  the  arch  ribs  is  taken  by  a  horizontal 
tie  at  floor  level  and  provision  is  made  for  horizontal 
displacement  due  to  temperature  expansion  by  a  sy.s- 
tem  of  roller  bearings.  The  necessity  for  such  a  de- 
sign is  owing  to  the  river  being  used  for  log 
drives,  making  a  provision  for  maximum  clearance 
and  water  way  essential,  a  through  structure  had  to 
be  erected.  Heretofore  steel  most  likely  wmild  have 
been  employed  for  such  a  situation,  but  the  high  level 
to  which  the  price  of  this  material  has  reached  since 
the  war.  led  to  the  investigation  of  concrete,  which 
l)roved  more  economical. 

The  exi)enditures  on  roads  and  bridges  construct- 
ed during  the  year  1917.  under  the  Good  Roads  .Act 
was  $4(i6.946.    Of  this  anunmt  the  government  of  the 
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province  contributed  $220,996  in  cash  to  the  municipah- 
ties,  besides  the  services  of  the  Good  Roads  Engineer- 
ing staff.  , 

The  number  of  miles  of  roads  constructed  during 
1917  is  as  follows: — 

Miles. 

Earth  Roads   174.07 

Gravel  Roads   90.74 

Total  constructed  .•   264.81 

There  have  been  constructed  to  the  end  of  1917  un- 
der "  The  Good  Roads  Act  "  :— 

Miles. 

Earth  Roads   365.82 

Gravel  Roads  '   191.69 

Pavement  (Asphalt  and  Concrete)  .  .  .  23.25 

Total   580.76^ 

During  the  year  1917  plans  were  prepared  by  the 
Bridge  Engineers  of  this  Department  for  131  bridges, 
and  contracts  let  for  101  ;  20  were  left  uncompleted 
from  the  previous  year,  making  a  total  of  121  upon 
which  action  was  taken.  Of  these  85  were  completed, 
10  liad  been  started,  but  not  completed  during  the 
year,  and  26  have  not  been  started.  Of  the  85  bridges 
completed,  49  are  reinforced  concrete;  11  steel  on 
masonry  abutments  and  25  of  timber  construction. 

In  the  building  of  bridges,  as  in  no  other  part  of 
road  improvement,  is  it  possible  to  introduce  to  the 
same  extent  the  element  of  jjcrmanency  of  design  and 
construction.  The  use  of  structural  steel,  therefore, 
so  extensively  employed  in  the  construction  of  bridges 
having  become  almost  prohibitive  owing  to  the  great 
demand  of  this  material  for  war  and  ship-building  pur- 
poses has  been  much  decreased  in  the  ])rovince  dur- 
ing the  past  two  or  three  years,  and  reinforced  con- 
crete as  a  substitute  therefor  is  being  fully  develo])ed. 
When  the  importance  of  these  structures  as  an  in- 
tef^ral  ])art  of  the  highway  is  considered,  the  reliance 
which  must  necessarily  be  placed  in  their  capacity  to 
accommodate  traffic  of  every  description  over  them, 
the  safeguarding  of  life  and  ])roperty  of  the  travelling 
jniblic,  every  means  should  be  employed  to  erect  struc- 
tures in  our  highways  that  will  be  commensurate  in 
design  and  stability  with  the  function  they  are  called 


upon  to  perform.  That  the  municipal  council  have  a 
keen  appreciation  of  this  is  evidenced  by  the  fact  that 
of  the  230  bridges  built  in  the  province  during  the  past 
three  years,  under  "  The  Good  Roads  Act,"  146  were 
of  concrete,  31  of  steel,  4  timber  on  concrete  or  ma- 
sonry abutments  and  49  timber  throughout. 

This  province  assists  the  municipalities  in  the  con- 
struction of  all  bridges,  by  furnishing  the  councils 
with  plans  and  specifications  and  engineering  inspec- 
tion, and  by  contributions  in  cash  of  fifty  per  cent, 
of  the  cost  of  all  structures  of  a  permanent  character 
costing  $2,000  and  over,  and  thirty-three  and  one-third 
per  cent,  of  the  cost  of  timber  structures  costing  $500 
or  over. 


ALBERTA'S  ROAD  PROGRAM 

By  Mr.  L.  C.  Charlesworth* 

THE  Public  Highways  Act,  passed  at  the  recent 
session  of  the  Alberta  Legislature,  is  a  long 
step  in  the  direction  of  a  system  of  good  roads 
in  the  province. 
It  provides  the  machinery  whereby  work  may  be 
carried  out  in  a  systematic  manner  on  a  basis  of  co- 
operation between  the  provincial  go\*ernment  and  the 
local  authorities.  The  act  is  short  and  simple,  and, 
while  actual  operation  under  it  may,  and  doubtless 
will,  show  some  flaws  on  omissions,  as  is  inevitable  in 
the  case  of  such  legislation,  the  belief  is  that  the  gen- 
eral principles  involved  are  right,  and  that  it  is  only 
in  questions  of  detail  that  changes  will  have  to  be 
made. 

A  short  synopsis  of  the  provisions,  as  prepared  by 
the  clerk  fif  the  Executive  Council,  is  as  follows: 

All  highways  are  divided  into  three  classes:  (a) 
Main  highways;  (b)  district  highways;  (c)  local  high- 
ways. Main  highways  are  those  of  prime  importa'nce 
by  reason  of  being  trunk  channels  of  communication 
between  the  main  cities  and  towns  of  the  province  or 
with  main  travelled  roads  situated  outside  and  adjoin- 
ing the  province.  District  highways  are  those  of  less 
general  but  of  considerable  local  importance.  Local 
highways  are  all  such  highways  as  are  not  classified  as 
main'or  district  highways. 

The  minister  shall  denote  upon  a  map  the  exact 

•  Deputy  Minister  Public  Works. 
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route  of  main  and  district  highways  throughout  each 
area  through  which  they  are  intended  to  pass,  after 
consultation,  as  to  main  highways  with  every  munici- 
pal authority  concerned,  and  as  to  district . highways 
after  agreement  made  with  and  ratified  by  by-law  of 
every  municijKil  authority  through  whose  area  the 
highways  are  intended  to  run. 

After  the  establishment  by  order-in-council  of  any 
main  or  district  highway,  the  /act  of  its  establishment 
shall  be  published  in  The  Alberta  Gazette,  and  no 
cliange  shall  be  made  in  the  route  exce])t  by  order-in- 
council. 

Seventy-five  per  cent,  of  the  cost  of  construction  of 
main  highways  and  25  ])er  cent,  of  that  of  district  high- 
ways shall  be  borne  by  the  Department  of  I'ublic 
Works,  and  the  balance  and  the  cost  of  local  highwavs 
shall  be  borne  by  the  local  authorities.  The  cost  of 
maintenance  of  main  highways  shall  be  borne  by  the 
department,  of  district  and  local  highways  by  the  local 
authorities.  The  minister  is  given  power  to  direct  that 
a  portion  of  the  cost  and  maintenance  of  a  district 
highway  shall  be  borne  by  the  local  authority  of  any 
area  through  which  the  highway  does  not  in  fact  pass, 
such  partial  cost  to  l)e  in  ])ro])ortion  to  the  benefit  the 
area  receives. 

Each  municipal  authority  must  pay  its  ])roportion 
of  the  cost  of  any  main  or  district  highway  U])on  de- 
mand after  construction. 

In  case  of  the  failure  of  a  municijial  authority  to 
maintain  any  district  highway  within  its  area  the  min- 
ister may  give  notice,  and  if  the  highway  is  not  re- 
paired within  fifteen  days  the  minister  may  authorize 
the  road  to  be  put  into  proper  state  of  repair,  pay  the 
cost  of  same,  and  recover  the  amount  from  the  default- 
ing municipal  authority. 

Provision  is  made  whereby  the  minister  may  build 
or  rebuild  any  bridge  upon  any  highway  where  the  cost 
of  same  has  been  provided  for  by  a  specific  vote  of  the 
Legislature,  and  in  case  of  flood  or  other  accident  the 
minister  may  repair  any  bridge,  paying  the  cost  thereof. 

All  money  due  the  department  from  any  municipal 
authoritv  shall  form  a  S])ecial  lien  against  the  munici- 
pal taxes.  All  work  shall  be  let  by  tender,  except  in 
cases  where,  from  its  nature,  it  can  be  otherwise  exe- 
cuted more  expeditiously  and  economically. 

All  m-echanics,  laborers,  and  other  person.^  engaged 
in  highway  work  shall  be  paid  fair  and  reasonable 
wages. 

The  minister  is  given  power  to  make  rules  and 
regulations  for  the  traffic  of  vehicles  on  any  highway 
in  the  province. 

The  act  does  not  come  into  force  in  its  totality  until 
the  1st  of  January,  1919,  so  that  during  the  coming 
season  time  will  be  provided  for  careful  classification 
of  the  highways. 

So  far  as  work  during  the  coming  season  is  con- 
cerned, the  chief  endeavor  will  be  in  the  direction  of 
maintaining  our  present  roads,  and  not  a  great  deal  of 
new  construction  is  likely  to  be  undertaken. 


Increasing  the  capacity  of  water  mains  by  cleaning 
them  is  a  conservation  measure  that  some  waterworks 
superintendents  have  overlooked.  A  recent  report 
from  a  southern  United  States  city  .states  that  an  in- 
crease in  carrying  capacity  of  97-2/3  per  cent,  was 
effected  by  cleaning  6,111  feet  of  10-inch  water  main. 
The  line  had  been  in  service  17  years  and  had  carried 
a  very  hard  water  from  artesian  wells.  The  incrusta- 
tion removed  by  the  cleaning  machine  averaged  7^ 
lbs.  per  foot  of  pipe. 


QUEBEC  PROVINCE 

By  Mr.  B.  Mlchaud" 

TIN.  I'rovince  of  guei>cc  will  spend  about 
^\,^()(),(X)()  helping  the  municipalities  to  build 
tiieir  roads  in  macadam  or  gravel  and  to  main- 
tain the  roads  already  i>uilt.  In  view  of  putting 
into  effect  our  difTerent  road  acts  and,  in  particular,  the 
road  act  passed  in  1917,  regarding  the  maintenance  of 
macadam  or  gravelled  r-Kid>,  the  .Minister  of  Rf,ads  has 
divided  the  i)rovince  into  three  districts,  each  of  which 
is^  under  the  directi(jn  of  an  engineer,  with  his  staff. 
The  three  engineers,  in  charge  of  the  districts,  arc,  of 
course,  undt-r  the  control  of  the  chief  engineer  and 
assistant.  This  is  merely  a  new  development,  and  a 
normal  one,  of  the  various  measures  adojtted  since 
1912,  towards  the  carrying  out  of  our  extensive  road 
policy.  VV'e  expect  it  to  be  most  effective  from  the 
I)oint  of  view  of  engineering  anrl  supervision,  and  from 
an  economical  point  of  view.  To  put  in  a  nutshell,  the 
past  and  present  trend  of  our  road  jjolicy,  i  may  say 
that,  having  built  five  great  trunk  roads,  and  having 
under  way  the  construction  of  a  sixth  one,  which  will 
be  the  last  one.  we  will  continue  to  help  municipalities 
to  imjirove  their  roads,  and  will  favor  th(jse  uniting 
together  to  ])uild  themselves  trunk  roads. 

Amongst  the  features  of  the  road  work  to  be  done 
directly  by  the  deixirtment  next  summer  1  may  men- 
tion the  laying  out  of  an  asphaltic  carjjet  coat  of  50  or 
60  miles  over  the  Montreal-Quebec  road,  the  surfacing 
of  over  three  miles  of  that  part  of  the  King  lujward 
Road  connecting  with  the  dyke  built  by  the  federal 
government  at  Laprairie.  The  completion  of  several 
gaps  in  different  municipalities,  where  miles  of  mac- 
adam or  gravelled  road  have  been  built  since  1912,  will 
be  closely  attended  to  by  us.  The  contract  let  last 
year  for  the  laying  out  of  nearly  10  miles  of  asphaltic 
concrete,  on  an  additional  part' of  the  Montreal-Que- 
bec Road,  in  the  vicinity  of  the  City  of  Quebec, ^will 
probably  l)e  entirely  carried  out. 


Contractors  VS.  Greater  Production 

Montreal,  .Mav  10,  1918. 

F-ditor  Contract  Record : 

Referring  to  the  editorial  in  your  issue  of  May  8,  I 
am  afraid  that  whoever  reported' the  talk  which  I'gave 
to  the  Montreal  Rotary  Club  did  not  clearly  grasp  the 
figures,  in  .so  far  as  the  acreage  is  concerned. 

The  number  of  acres  which  we  had  propo-^ed  to 
break  this  year  was  540.000.  ])ut  owing  to  the  lateness 
of  the  season  this  program  was  cut  in  half.  The  pro- 
ject as  outlined  calls  for  the  breaking  of  60  additional 
groups,  or  540.000  acres,  in  1919.  I-Tom  this  vou  can 
see  that  the  crop  in  1919  would  be  taken  from' 270.000 
acres,  and  in  1920  from  about  three  times  that  acreage. 

Hiese  figures  will  make  the  larger  figures  in  dollars, 
which  you  cpioted  in  your  isue  of  Ma\-  8.  seem  more 
reasonable. 

I  should  say.  while  1  am  writing,  that  unless  the 
project  gets  started  before  your  next  issue  ci)mes  out  it 
will  not  be  jxissible  to  undertake  any  great  amount  of 
])reaking  this  year,  so  that  the  main  work  of  the  project 
would  lia\  e  to  be  put  over  until  the  early  spring  of  V>V). 

^'ours  \  erv  trulv. 
 '         .1.  P.  Anglin. 

A  numl)er  of  architects  have  sent  a  letter  to  the 
Montreal  C;itliolic  Sclun^l  (."ommissioner  protesting 
against  a  projjosal  by  one  of  the  Commissit>ners  tt> 
form  a  board  of  construction. 

"Deputy  Minister  of  Koails. 
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Canadian  Good  Roads  Congress 

Association  Meets  in  Fifth  Annual  Convention  at  the  Royal 
Gonnaught  Hotel,  Hamilton— Good  Attendance,  Splendid  Papers 
and  Some  Live  Discussions  —  Next  Year  Probably  in  Quebec 


THE  Fifth  Annual  Congress  and  Exhibition  of 
the  Canadian  Good  Roads  Association  was  held 
in  the  Royal  Connaught  Hotel,  Hamilton,  on 
Tuesday.  Wednesday,  Thursday,  and  Friday  of 
last  week.  The  morning  of  the  first  day  was  given 
over  to  registration  and  the  afternoon  to  the  address 
of  the  president,  Capt.  J.  A.  Duchastel  de  Montrouge, 
and  to  addresses  of  welcome  and  appreciation.  Mayor 
Booker  of  Hamilton  extended  the  freedom  of  the  city 
to  the  delegates.  Mr.  S.  L.  Squire  spoke  for  the  Cana- 
dian Good  Roads  Association,  Mr.  Russell  T.  Kelley 
for  the  Hamilton  Board  of  Trade,  Mr.  L.  B.  Howland 
for  the  Canadian  Automobile  Association,  and  Mr.  M. 
J.  Overall  for  the  Hamilton  Automobile  Club.  Ad- 
dresses were  also  given  by  Mr.  W.  A.  McLean,  Deputy 
Minister  of  Highways  for  the  Province  of  Ontario  ;  Mr. 
B.  Michaud,  Deputy  Minister  of  Roads  for  the  Pro- 
vince of  Quebec,  and  Mr.  James  MacDonald,  ex-State 
Highway  Commissioner  of  Connecticut. 


Wednesday  Morning  Session 

Mr.  B.  Michaud,  Deputy  Minister  of  Highways  for 
the  Province  of  Quebec,  occupied  the  chair  on  W ed- 
nesday  morning.  Mr.  Bertram,  of  the  Toronto-Ham- 
ilton Highway  Commission,  introduced  the  subject' of 
"Who  Should  Pay  for  the  Roads?"  in  a  brief  paper.  In 
the  discussion  which  followed  Mr.  W.  A.  McLean 
spoke  in  a  hopeful  strain  of  the  possibilities  of  financ- 
,ing  our  roads  schemes.  At  the  moment  there  is  no 
great  shortage  of  money,  but  the  men  are  not  available, 
due  to  their  employment  on  what  appears  to  be  more 
essential  work.  Mr.  McLean  emphasized  the  import- 
ance of  maintenance  as  the  most  valuable  part  of  any 
highway  organization.  A  cheaply-constructed  road 
properly  maintained  is  better  than  a  very  expensive 
road  badly  maintained.  The  type  of  road  and  the  cost 
of  the  work  must  depend  on  the  traffic  requirements. 
In  Ontario  the  government  had  already  taken  over  a 
very  considerable  portion  of  the  main  artery  connect- 
ing Toronto  and  Montreal,  and  this  would  be  extended. 
There  will  be  no  difficulty  paying  for  these  roads  when 
it  is  ai)preciated  that  the  towns  and  cities  that  profit 
by  them  most  should  pay  the  greatest  portion  of  the 
Original  cost  and  the  maintenance.  When  traffic  over 
the  country  roads  was  mostly  horse-drawn  and  the  city 
dweller  very  rarely  drove  beyond  the  outskirts,  he  had 
little  interest  in  the  state  of  these  roads.  With  the 
rapid  and  tremendous  development  in  automobile  traf- 
fic, however,  this  is  all  changed,  and  the  inhabitants  of 
the  cities  and  towns  are  quite  as  keenly  alive  to  the 
necessity  of  good  country  roads  as  are  the  farmers 
themselves.  With  this  change  of  heart  there  should  be 
n(/ difficulty  in  getting  the  cities  to  pay  their  fair  share 
of  the  expenses. 

Roads  Will  Be  Paid  for  Because  They  Are  Wanted 

Mr.  McLean  pointed  out  that,  with  the  increase  in 
capacity  of  transportation  vehicles,  and  also  the  far 
more  rapid  rate  at  which  they  move,  good  roads  are 


very  much  more  essential  than  they  were  a  few  years 
ago.  The  whole' thing  is  largely  a  matter  of  the  atti- 
tude of  mind  of  the  citizens.  In  the  past  we  did  not 
want  good  roads  particularly.  To-day  we  want  them, 
and,  wanting"  them,  can  and  will  pay  for  them  willingly. 
To  think  of  250,000  miles  of  highways  that  cover  Can- 
ada and  the  cost  of  improving  them  is  apt  to  discour- 
age one,  but  all  this  work  cannot  be  done  at  once,  and 
all  the  money  will  not  be  required  for  many  years  to 
come.  The  main  thing  is  to  start  right  and  keep  going. 
Ontario  has  started  out,  having  as  a  foundation  as 
equitable  a  financial  scheme  as  can  be  found  in  the 
world. 

The  chairman  called  upon  Mr.  Anderson  to  say  a 
word  regarding  the  attitude  of  the  people  along  the 
Toronto-FIamilton  Highway  towards  the  payment  for 
that  road.  Mr.  Anderson  stated  that  there  was  now 
expressed  very  general  satisfaction  with  the  proportion 
the  cities  and  towns  were  bearing".  Naturally,  the  peo- 
ple felt  that  the  government  should  pay  for  most  of 
these  main  arteries,  but  the  farmers  in  the  main  were 
satisfied  that  their  investment  was  yielding-  them  good 
results. 

Mr.  J.  H.  McDonald,  ex-State  Highway  Commis- 
sioner of  Connecticut,  deprecated  the  idea  of  good 
roads  being  looked  upon  as  an  expense.  It  is  much 
nearer  the  fact  to  call  them  an  investment.  No  large 
appropriations  were  needed  at  any  one  time.  It  was 
a  matter  of  getting  started,  profiting  by  experience, 
and  working"  steadily  toward  the  goal  to  be  attained. 
Many  of  the  roads  built  up  to  the  present  time  had  cost 
more  than  they  should,  but  the  experience  gained  by 
a  few  should  be  used  to  the  advantage  of  the  many. 
The  greatest  care  should  be  taken  to  study  construc- 
tion, maintenance,  traffic  conditions,  and  general  re- 
sults of  the  main  highways  of  the  continent  and  profit 
by  this  experience  in  building  the  roads  of  the  future. 

Mr.  W.  Findlay,  of  Ottawa,  described  the  success 
of  the  city  of  Ottawa  in  raising  money  towards  the 
construction  of  good  roads  leading  into  their  city.  It 
did  not  appeal  to  him  that  Toronto  and  Flamilton  had 
been  called  upon  to  pay  particularly  large  sums  to- 
wards the  Toronto-Hamilton  Highway.  Toronto;  he 
understood,  had  i^aid  $250,000  and  Hamilton  $50,000, 
whereas  Ottawa,  with  a  population  one-fifth  that  of 
Toronto,  had  contributed  $180,000  to  their  Prescott 
Road  scheme.  As  soon  as  the  war  is  over,  he  antici- 
pated, there  would  be  no  trouble  inaugurating  the 
county  road  systems ;  that  the  city  of  Ottawa  would 
willingly  pay  its  share,  and  that  the  suburban  roads 
will  be  constructed  as  provided  for  by  the  act.  He,  too, 
urged  that  all  available  data  should  be  studied  by  good 
roads  engineers,  so  that  the  mistakes  of  the  ])ast,  in 
Canada  and  the  United  States,  should  not  be  repeated. 

Afternoon  Sesiion 

Mr.  W.  A.  McLean,  Deputy  Minister  of  Highways 
for  the  Province  of  Ontario,  presided  at  the  afternoon 
session.    The  first  paper  was  presented  by  Col.  W.  D. 
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Sohicr,  chairman  of  the  Massacliusetts  llij^diway  Com- 
mission. Col.  Sohier  referred  to  the  objection  usually 
offered  to  the  construction  of  the  roadways  at  the  jjrcs- 
ent  time^ — that  it  interferes  with  farm  and  other  essen- 
tial operations.  His  ex])erience  showed  that  this  was 
not  the  case.  As  a  matter  of  fact,  in  his  state  the  road 
work  and  farm  work  were  found  to  dovetail  into  one 
another  to  such  an  extent  that  the  farmers  prolited. 
Col.  Sohier  paid  a  splendid  triljute  to  the  roads  of 
France  and  their  value  in  stenimin<>-  the  tide  of  the 
German  invasion.  Most  of  these  roads  are  macadam, 
from  24  ft.  wide  up,  and  ])aid  for  by  the  state,  at  a  cost 
of  about  $12,500  per  mile.  On  a  recent  trij)  he  had 
endeavored  to  locate  in  F"rance  an  area  of  any  ai)])re- 
ciable  size  where  there  was  not  a  state-built  road,  and 
he  came  to  the  conclusion  there  was  not  a  square  mile 
of  territory  in  which  such  a  road  did  not  exist.  As 
(typical  of  the  way  France  has  spent  money  on  roads, 
he  stated  that  in  1914,  if  the  war  had  not  broken  out, 
the  appropriation  for  this  purpose  would  have  been  in 
the  neighborhood  of  $60,000,000.    En.^land  at  the  i)res- 


Capt.  J.  A.  Duchastel  de  Montrouge, 
Retiring  president. 


ent  time  is  spending  in  the  neighborhood  of  $5,000,000 
a  year  to  maintain  her  general  good  roads,  and  it  was 
Col.  Sohier's  opinion  that  just  now,  more  than  at  any 
other  period,  on  account  of  their  military  value,  our 
roads  ought  to  be  maintained. 

The  Need  for  Foresight  in  Road-Building 

Col.  Sohier  stated  that  the  trouble  with  most  road- 
builders  is  that  they  do  not  see  far  enough  ahead.  He 
instanced  a  case  where  an  average  traffic  of  37  vehicles 
per  day  before  the  road  was  repaired  immediately 
jumped  to  1,200  i)er  day  under  impro\ed  conditions. 
Then,  too,  the  roadways  are  being  used  to  a  ver}-  much 
greater  extent  for  freight  trafific.  I^'or  example,  the 
Goodyear  Tire  and  Rubber  Company  have  an  800-mi!-r 
route  trip,  over  which  they  send  motor  trucks.  There 
are  many  other  instances  at  the  present  moment  in  the 
United  States  where  time  is  a  much  bigger  element 
than  cost  in  the  delivery  of  freight,  and  the  motor  truck 
rapid  delivery  is  a  feature  of  transportation. 

For  the  new  kind  of  traffic — that  is,  heavy  truck 
traffic — stronger  roads  than  we  have  at  present  will  be 


necessary.  The  first  essential  of  such  royds  i>  good 
drainage,  on  toj)  of  whirh  there  must  !je  a  solid  founda- 
tion. 

The  s|>eak(  r  quoted  some  figures  of  tests  recently 
taken  Ijy  the  I'ackard  Crjnipany,  showing  the  tractive 
effort  required  t(j  drive  a  truck  over  roads  of  various 
types.  Comparative  figures  for  c(jncrete,  macadam, 
gravel,  and  flust  roads  were  as  30:.S0:H(J:W — that  is, 
more  than-  three  times  the  jxnver  is  required  to 
draw  a  ton  over  a  dirt  njad  than  over  a  concrete 
road.  .Another  test  quoted  was  wheer  a  team  of  1,600- 
pound  horses  had  been  utilized  to  draw  a  3-ton  load. 
Comparative  figures  in  this  case  were:  Concrete,  83; 
topeka  mix,  207;  macadam,  245;  gravel,  513  —  a  ratio 
from  the  most  favorable  to  the  least  favorable  of  about 
1  :7.  Cases  were  also  instanced  where,  in  the  United 
States,  farmers  hauled  two  and  three  times  as  large 
loads  as  formerly  and  made  more  trips  per  day.  In 
conclusion,  the  speaker  again  emphasized  the  necessity 
of  drainage  and  strong  foundations.  It  is  impossible 
to  build  a  road  too  well,  if  it  is  to  withstand  hard  ser- 


G.  A.  McNamee, 
Re-elected  Secretary-treasurer. 


vice,  and,  in  addition  to  this,  we  shall  never  want  the 
roads  as  much  as  now. 

Road  Work  Behind  the  Lines 

Col.  AlcKendrick  spoke  in  a  most  interesting  strain 
of  his  experience  covering  some  two  and  half  years 
close  behind  the  battle  line  in  P'rance,  where  he  had 
under  his  supervision  12,000  men  and  some  750  miles 
of  road.  The  French  roads  were  originally  in  excellent 
condition,  but,  of  course,  the  enemy  had  paid  particu- 
lar attention  to  them,  and  they  were  now  gutted  with 
shell-holes  anywhere  from  5  to  15  feet  deep,  many  oi 
these  holes  lieing  tilled  with  water.  The  strain.  tO(^. 
could  be  appreciated  from  the  fact  that  heavy  guns 
with  caterpillar  tractors  which  operated  them,  weigh 
up  to  17  tons.  For  permanent  repairs  stones  were  the 
most  frequently  used  material.  Often  he  used  from  *XX) 
to  4,0(X)  tons  of  stone  a  day,  and  on  the  whole  .system 
he  maintained  some  5(>  rollers.  3(X)  motor  lorries,  and 
300  wagons.  Col.  McKendrick's  experience  in  road- 
building  in  France  taught  him  that  the  best  results 
were  obtained  by  ]dacing"  large  stones  on  their  Hats 


Mr.  S.  L.  Squire, 
President-elect. 
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rather  than  on  their  edges,  which  was  formerly  con- 
sidered best  practice.  The  usual  roadway  has  a  9-in. 
stone  base.  This,  well  crowned  and  well  rolled,  was 
found  to  bear  up  almost  any  traffic.  These  roads  cost 
much  less  than  the  fo.rmer  type  and  also  were  more 
easily  maintained.  However,  the  type  of  stone  avail- 
able in  many  localities  wore  away  very  readily.  In 
the  period  during  which  Col.  McKendrick  was  in 
charge  of  this  section  of  roads  the  stone  surface  had  to 
be  replaced  at  least  twelve  times.  The  best  size  stone 
to  carry  heavy  lorries  he  found  to  be  4,  5  or  6  in. ; 
smaller  sizes  had  not  sufficient  bearing  surface.  The 
speaker  stated  that  the  Frenchmen  were  the  finest  and 
most  economic  roads  repairers  in  the  world.  A  French- 
man could  make  a  barrow  of  stone  go  as  far  as  another 
man  would  make  a  cartload  go.  It  was  the  French- 
men's genius  for  road-building  and  maintenance  that 
had  saved  Verdun. 

Build  Wider  Highways 

"Wider  Highways"  was  the  subject,  of  a  stirring 
address  by  Mr.  W.  Annis,  of  Whitby.  The  standard 
road  in  Ontario  is  66  ft.,  which  does  not  allow  of  the 
separation  of  telephone  and  power  pole  lines  .  from 
decorative  and  shade  trees.  As  a  result,  when  a  pole 
line  is  run  along  a  roadway  the  trees  are  frequently 
mutilated  and  their  value,  both  from  an  aesthetic  and 
utilitarian  viewpoint,  diminished.  Mr.  Annis  advo- 
cated the  increase  in  the  width  of  the  roadway  to  86  ft., 
so  that  the  trees  could  be  placed  outside  the  pole  lines, 
where  they  would  have  sufficient  room  to  develop  uni- 
formly. 

In  this  connection  Mr.  Annis  stated  that  he  had 
taken  the  matter  up  with  Mr.  McLean,  Deputy  Minis- 
ter of  Highways  for  Ontario,  and  Mr.  McLean  had 
assured  him  of  the  sympathy  of  the  department  with 
the  idea,  and  that  the  main  roads  of  the  province  would 
in  all  probability  be  constructed  on  the  basis  of  the 
greater  width — that  the  road  from  Toronto  to  King- 
ston was  planned  according  to  these  specifications. 

Another  suggestion  made  by  Mr.  Annis  was  to  -the 
effect  that  main  highway  arteries  should  be  construct- 
ed as  a  sort  of  memorial  to  our  soldiers  who  have 
fought  and  died  in  I'Tance,  in  the  interests  of  world 
civilization. 

fn  the  discussion  which  followed  Mr.  Annis'  ad- 
dress, the  chairman  strongly  supported  the  suggestion 
that  highways  be  built  in  commemoration  of  the  brave 
deeds  of  Canadians  at  the  front,  and  that  for  this  very 
reason  they  should  be  built  thoroughly  and  perman- 
ently ;  they  should,  in  effect,  be  victory  highways,  both 
in  name  and  fact.  Mr.  McLean  corroborated  Mr.  An- 
nis' statement  that  the  Ontario  Government  had  prac- 
tically arranged  for  the  extension  of  the  width  of  the 
main  highway  .system  to  86  ft. 

English  and  American  Practice  in  the  Construction  of 
Tar  Surfaces  and  Pavements 

Mr.  .Arthur  II.  lUanchard,  consulting  highway  en- 
gineer. New  York  City,  gave  an  illustrated  talk  on 
modern  i)ractice  in  the  construction  of  tar  surfaces  and 
pavements.  Mr.  I'lanchard  emphasized  the  import- 
anc<'  of  keeping  accurate  records,  both  in  the  way  of 
figures  on  costs,  material,  etc.,  and  by  having  excellent 
photograjihs  taken  showing  the  \arious  construction 
operations. 

A  war  dinner  was  held  on  the  evening  of  Wednes- 
day, the  8th,  at  7.M)  o'clock,  which  was  attended  by 
.some  hundred  delegates. 


Thursday  Morning  Session 

On  Thursday  morning  Mr.  J.*H.  MacDonald,  ex- 
State  Highway  Commissioner  for  Connecticut,  read  his 
paper,  entitled,  "The  Most  Important  Consideration 
Entering  Into  Road  Construction — Drainage." 

A  lively  discussion  was  aroused  by  this  paper  on 
drainage — or  perhaps  it  would  be  better  to  say  that 
Mr.  MacDonald  was  bombarded  with  questions  by 
delegates,  who  were  anxious  to  learn  more  from  his 
wide  experience.  Mr.  MacDonald  had  spoken  of  the 
Telford  base  in  his  paper  so  highly  that  some  of  the 
members  had  gained  the  impression  that  he  considered 
this  type  of  base  justified  under  all  conditions.  In  the 
discussion  he  made  it  plain  that  this  was  not  the  case.  ' 
While  strongly  in  favor  of  as  permanent  a  foundation 
as  it  was  possible  to  get,  engineers  were  quite  justified 
in  using  the  material  nearest  to  hand,  as  this  reduced 
the  cost  very  materially.  Messrs.  Michaud,  Eraser, 
Drinkwater,  and  others  gave  the  results  of  their  experi- 
ence. In  answer  to  another  question,  Mr.  MacDonald 
stated  that  he  did  not  install  or  believe  in  the  use  of 
blind  drains.  Frequently  he  had  dug  pockets  in  the 
fields  adjoining  the  roadways  where  there  was  no  pos- 
sible outlet  for  drainage.  The  use  of  sink  holes  in  the^ 
same  connection  was  also  advocated  by  one  of  the  dele- 
gates. 

The  question  of  the  relative  value  of  concrete  and 
clay  tile  for  drainage  purposes  was  also  the  subject  of  a 
live  discussion  arising  out  of  Mr.  MacDonald's  paper. 
One  of  the  delegates  stoutly  argued  that  clay  tile  is 
not  porous,  and  that  its  value  as  a  drainage  conduit  lay 
chiefly  in  that  quality.  Another  delegate  raised  the 
question  as  to  whether  it  mattered  seriously  whether 
tile  used  for  drainage  was  porous  or  not.  It  was  finally 
concluded  that  the  porosity  of  both  clay  and  concrete 
tile  is  very  largely  regulated  by  the  locality  from  which 
the  materials  are  taken  and  the  method  of  manufacture. 
It  was  pointed  out  by  Mr.  Drinkwater,  and  also  by  Mr. 
MacDonald,  that  clay  tile,  under  certain  conditions,  is 
porous,  and  concrete,  under  certain  conditions,  is  not 
porous. 

In  answer  to  another  question,  Mr.  MacDonald 
stated  that  he  always  used  plank  under  ordinary  field 
tile,  so  as  to  keep  them  in  alignment.  He  was  of  the 
opinion  that  if  the  tile  were  laid  directly  on  the  earth 
there  was  greater  danger  of  joints  opening  and  of  the 
drain  getting  out  of  alignment,  and,  as  a  result,  becom- 
ing blocked.  One  of  the  delegates  gave  it  as  his  ex- 
perience that  these  boards  would  rot  in  spots,  and  so 
cause  the  unevenness  they  were  intended  to  prevent. 

Mr.  MacDonald  closed  the  discussion  by  reiterating 
once  again  the  necessity  for  considering  the  first  essen- 
tial of  good  roads  as  proper  drainage,  and  the  second 
essential  a  solid  foundation.  The  United  States,  in 
ySpite  of  the  tremendous  sums  of  money  already  spent 
,on  roadways,  had  now  to  begin  all  over  again,  as  only 
a  very  small  percentage  of  their  so-called  permanent 
highways  would  stand  up  under  ])rcsent-day  motor 
traffic. 

In  the  afternoon  the  (|Ucstion  box  was  opened  and 
,an  interesting  discussion  followed  on  the  best  methods 
.of  kce])ijig  roadways  cleared  of  snow  during  the  win- 
ter. .A.  number  of  delegates  had  had  experience  with 
rollers,  but  were  not  favorable  to  this  method.  It  was 
stated  that  there  is  now  a  satisfactory  Fairbank.s-Morse 
machine  on  the  market  that  has  been  tried  out  in  the 
Montreal  district,  with  excellcilt  results.  This  is  be- 
lieved to  represent  the  most  satisfactory  ecjuipment  to 
date.   The  president,  Mr.  Duchastel,  described  the  ex- 
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periencc  he  had  had  with  this  machine  (lurin;^-  the  past 
winter.  His  ex])criments  showed  that  in  ()i)en  districts 
and  rural  roads  snow  could  be  kei)t  cleared  from  side- 
walks and  roadways  at  one-third  of  the  cost  of  former 
methods.  He  had  opened  up  with  this  machine  any- 
where from  ten  to  twelve  miles  of  sidewalks  in  a  day. 
As  the  snow  situation  in  the  Montreal  district  is  ])rol)a- 
bly  as  bad  as  that  experienced  in  almost  any  city  on 
the  continent,  it  will  be  seen  that  Mr.  Duchastel's  ex- 
perience was  of  great  value  to  the  delegates  present. 

Invitations  to  Quebec  and  St.  Catharines 

Mr.  Michaud,  Deputy  Minister  of  Roads  for  the 
Province  of  Quebec,  here  rose  to  express  for  the  dele- 
gates from  his  province  their  appreciation  of  the  cordial 
reception  of  the  city  of  Plamilton  to  them  during  the 
convention,  and  extended  a  hearty  invitation  to  the 
association  to  meet  next  year  in  the  city  of  (Juebec. 
This  invitation  waas  given  in  the  name  of  the  province 
he  represented. 

A.similar  invitation  had  been  received  from  the  city 
of  St.  Catharines,  and  a  motion  was  made  at  this  point 
that  letters  of  appreciation  be  sent  in  reply  to  both  in- 
vitations, with  the  assurance  that  the  matter  would 
receive  the  most  careful  consideration  of  the  executive. 

What  the  Motorist  Can  Do  to  Help 

Mr.  L.  B.  Howland,  ])resident  of  the  Canadian 
Automobile  Association,  gave  a  stirring  address  on 
"What  the  Motorist  Can  Do  to  Help  the  Road  Move- 
ment and  Relieve  the  Trans]:)ortation  Congestion."  The 
first  essential  was  that  all  automobile  drivers  should 
join  the  motor  league,  since  collective  influence  was 
bound  to  be  so  much  greater  than  individual.  Mr. 
Howland  advocated  very  careful  consideration  of  the 
location  of  main  arteries,  and  he  believed  that  a  mini- 
mum of  trunk  lines,  with  liberal  tributaries  branching 
out  north  and  south,  would  best  meet  the  present  con- 
ditions. Immediate  steps  should  be  taken  to  establish 
proper  laws  governing  the  roads,  both  as  to  automobile, 
horse,  and  pedestrian  traafific  Everything  should  carry 
lights.  At  the  present  time  considerable  difficulty  is 
experienced  in  the  matter  of  headlights.  The  Ontario 
law  has  not  been  enforced,  largely  on  account  of  the 
difficulty  of  obtaining  ])roper  equi[)ment.  Mr.  Howland 
considered  it  the  function  of  the  manufacturer  to  over- 
;Come  this  difficulty. 

The  speaker  was  strongly  of  the  opinion  that  all 
vehicles  should  carry  lights  and  that  speeds  should  be 
regulated  depending-  upon  the  load  weight.  He  urged 
motorists  not  to  forget  the  road  etiquette  of  earlier 
motoring  days,  when  it  was  customar}'  for  every  mo- 
torist to  offer  his  assistance  to  other  travellers  in  dis- 
tress. 

Mr.  Howland  also  touched  upon  the  difficulty  of 
operating  motors  in  winter,  particularly  in  the  country 
districts.  This  difficulty  was  increased  by  the  fact  that 
the  gauge  of  sleighs  is  narrower  than  the  motor  gauge. 
He  advocated  the  widening  of  the  sleighs  to  the  stan- 
dard of  wagons  and  automobiles. 

The  tremendous  amount  of  tonnage  formerly  car- 
ried by  the  railways,  but  now  operated  by  motor  truck 
over  the  highways,  was  instanced  by  Mr.  I  lowland  as 
evidence  of  the  probable  future  on  Canadian  roads. 
Last  year,  in  the  United  States,  1,200,000,000  tons  of 
freight  had  been  carried  by  motor  trucks,  at  a  cost  of 
18c  per  ton-mile,  as  compared  with  28c  per  ton-mile 
when  horses  had  been  used  for  this  jnirpose.  During 
the  present  year  this  would  be  increased  to  three  times 
the  amount  of  last  year.    This  has  had  a  very  satisfac- 


tory effect  in  relieving  the  traffic  congesti(jn.  One  city 
instanced  by  the  speaker  had  overcome  the  coiTj^csti<in 
in  the  centre  of  the  city  by  havinj^  the  freight  trains 
met  at  the  outskirts  by  motf<r  lorries  and  havin^f  distri- 
bution made  from  these  jjoiiits,  rather  than  fnjin  one 
central  point. 

A  very  practical  suggestion  was  fnarie  i<y  Mr.  How- 
land along  the  lines  of  the  establi>hnieiit  of  "return 
load  bureaus."  Mr.  Howland  exemplified  this  with  re- 
ference to  the  Toronto-Hamilton  Highway.  Su|)pos- 
ing  a  certain  firm  had  delivered  a  truck  \oad  of  their 
l)r(jduct  in  Hamilton  from  Toronto,  the  truck  would 
ordinarily  return  emi)ty.  However,  if  there  were  a 
central  bureau  in  Hamilton  where  information  would 
be  kept  on  file  as  to  the  location  of  freight  ready  for 
transi)ortation  to  Toronto,  this  truck  C(juld  be  used  to 
carry  a  load  back.  W  ith  a  similar  central  bureau  in 
'i\jronto,  trucks  starting  their  trip  from  Hamilton 
would  carry  return  loads  in  the  .same  way.  Such  a 
scheme  would  practically  cut  in  half  the  cost  of  trans- 
portation, wotild  double  the  usefulness  of  the  truck, 
and  save  valuable  time  in  the  same  i)roportion 

'Concrete  Roads 
An  interesting  j)aper  on  concrete  roads  by  Mr.  .\. 
Lalonde,  C.E..  assistant  engineer,  city  of  Outremont. 
■closed  the  session  for  the  afternoon.    His  j)aper  is  re- 
l)roduced  in  full  elsewhere  in  this  issue. 

Election  of  Officers 

The  election  of  officers  ff)r  the  coming  year  resulted 
as  follows :  Honorary  president,  Capt.  Duchastel  de 
Montrogue,  Outremont.  I'.Q. ;  president,  S.  L.  S(|uire, 
municipal  adviser  to  Ontario  (iovcrnment.  'I'oronto; 
secretary-treasurer,  Ceorge  .\.  McXamee.  Montreal; 
advisory  board:  A.  11.  Dandurand.  Montreal;  1>. 
Michaud.  I^eputy  Minister  of  Roads  for  the  Province 
of  Quebec;  W.  A.  McLean,  Dei)uty  Minister  of  High- 
ways for  the  Province  of  Ontario;  Capt.  O.  Hezzel- 
wood,  Toronto  ;  directors  :  .A.  V.  MacCallum,  Ottawa  ; 
P.  E.  Mercier,  Montreal;  .\.  L.  Caron.  Montreal;  Dr. 
E.  M.  Desaulniers,  M.L.A..  St.  Lambert,  P.Q. ;  R.  S. 
Henderson,  president  Manitoba  ( lood  Roadij  .\ssocia- 
tion,  Winnipeg;  J.  A.  Sanderson.  Oxford  Station.  Ont. ; 
C.  R.  Whecloick,  president  Ontario  Good  Roads  .\sso- 
ciation,  Orangevillc;  W.  (i.  \'orston.  Assistant  High- 
way Commissioner  for  the  Province  of  Xova  Scotia; 
\V.  Findlay,  Ottawa;  R.  T.  Kelley.  Hamilton;  L.  B. 
Howland,  ])resident  Canadian  .Vutomobile  .Association. 


A  Book  for  the  Amateur  Gardener 

Carden  Stc])s — by  i""rnest  Cobb;  Silver.  Hurdett  <S: 
Co..  ISoston,  publishers;  a  manual  for  the  amateur  in 
\  egetal)le  gardening.  These  are  days  when  jiracticallv 
every  householder,  whatever  his  downtown  business 
mav  be,  is  interested  in  the  utilization  of  some  small 
nlot  of  ground  for  incrtasin^i^  food  production.  lCxi)er- 
icnce  has  shown,  however,  that  there  is  a  very  consid- 
erable percentage  of  wasted  energy,  due  to  lack  of  cx- 
jicrience  or  knowldge  of  the  rudiments  of  vegetable 
gardening.  In  this  connection  we  arc  pleased  to  have 
located  an  up-to-date  little  book  which  covers,  briefly 
and  i)ractically.  most  of  the  onerations  with  which 
amateur  gardeners  are  concerned.  As  the  author  states 
in  the  preface,  he  has  endeavored  to  gather  into  small 
space  "the  necessary  information  regarding  the  culture 
of  each  imjiortant  vegetable  for  the  home  garden  and 
arrange  it  so  that  the  amateur  may  take  each  neces- 
sary step  in  its  pro])er  turn,  guided  by  clear.  exi>Hcit 
directions.'' 
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Concrete  Roads — Cost  and  Maintenance 

 ■  By  Mr.  A.  Lalonde*   '■  


WHEN  a  com'nuinity  decides  to  construct  a 
road,  the  officials  must  find  out  first  the 
amount  of  money  available  to  pay  for  the 
initial  cost ;  secondly,  the  amount  of  money 
available  to  pay  for  maintenance  charges  ;  the  next  step 
will  be  to  decide  on  the  type  of  road  which  will  better 
serve  their  purpose  and  traffic.  Concrete  road  will  cer- 
tainly be  amongst  the  diflferent  types  they  will  be 
called  upon  to  choose  from.  In  making  this  choice 
they  have  to  bear  in  mind  the  essentials  of  the  ideal 
road,  which  may  be  detailed  as  follows  ■— 

It  should  be  (a)  durable,  (b)  sanitary,  (c)  noiseless. 
It  should  not  be  (d)  slippery. 

It  should  be  (e)  thoroughly  adapted  to  motor  traffic, 
(f )  The  initial  cost,  as  well  as  the  maintenance  charges, 
should  be  low.  Low  maintenance  naturally  means 
easy  repairs. 

The  demand  throughout  Canada  today  is  for  a  long 
mileage  of  low  cost  roads,  but  there  is  quite  a  differ- 
ence between  this  statement  and  the  belief  so  strongly 
entrenched  in  our  difi^erent  provinces  that  every  time 
we  ought  to  choose  the  cheapest  road.  It  is  an  estab- 
lished fact  that  maintenance  cost  is  much  lower  on 
hard  surface  roads  than  on  any  other  types.  The  gross 
annual  cost  per  square  yard,  which  includes  interest 
on  initial  cost,  plus  amortization,  plus  annual  repairs, 
on  different  pavements,  are,  according  to  E.  W. 
Sternes,  Chief  Engineer  of  Highways,  Borough  of 
Manhattan,  New  York,  as  follows: — 

Annual  Cost 
per  sq.  yd. 


Nature  of  the  Road  in  cents 

Concrete   7.8 

Asphaltic  Concrete  on  6  in.  base   11-0 

Sheet  Asphalt  on  6  in.  concrete  base   11.2.5 

Brick  on  6  in.  concrete  base   14.00 

Bituminous  Macadam   1.5.70 

Asphalt  Block   Hi. 90 

Water-bound  Macadam   17.7.t 

Wood  blocks   20.40 

Granite  Blocks   21.00 


Concrete  roads  will  fulfill  nearly  all  the  above  re- 
quirements of  the  ideal  road.  Though  there  are  no 
very  old  concrete  pavetnents  in  existence  built  under 
the  present  practice,  the  present  condition  of  those 
that  have  stood  quite  a  few  years  of  service  would  be 
enough  to  satisfy  anyone  who  may  doubt  their  dur- 
ability. They  offer  very  little  resistance  to  traffic  ;  they 
produce  practically  no  dust  and  may  be  easily  cleaned  ; 
they  are  not  too  slippery;  they  are  thoroughly  adapted 
to  motor  traffic,  if  well  maintained.  They  can  be  con- 
structed at  a  reasonable  cost.  As  a  matter  of  fact,  T 
think  they  are  the  chea])est  of  all  hard  surface  roads. 
It  may  also  be  noted  that  when  considerably  worn 
down  l)y  traffic,  they  may  be  used  as  a  very  sound  base 
for  as])haltic  concrete,  sheet  asphalt,  brick  or  wood 
block  pavement.  They  can  be  maintained  at  very 
small  cost. 

On  the  other  hand,  they  are  (|uite  noisy,  but  this 
disfjdvantagc  should  not  be  taken  into  account  in  the 
case  of  rural  roads. 

There  is  no  method,  to  my  knowledge,  to  prevent 
wear  in  the  vicinity  of  joints.  Cracks  may  ai)pear  even 
in  })laccs  where  joints  are  well  constructed.  Regard- 
ing ease  of  repair,  this  objection  is  a  valid  one,  but 

•Assistant  Bngfineer,  City  of  Outremont. 


sooner  or  later  an  easy  method  of  making  a  first  class 
patch  will  be  found.  Until  then  it  would  not  be  ad- 
visable to  construct  concrete  pavements  in  a  rapidly 
growing  community,  if  numerous  street  cuts  are  to  be 
made  in  the  surface. 

There  have  been  many  pavements  constructed  with 
inferior  materials  which  accounts  for  a  good  deal  of 
the  defective  concrete  pavements  in  Canada,  as  well 
as  in  the  United  States.  Only  concrete  materials  of 
first  class  quality  for  paving  purposes  should  be  used. 
The  possible  sources  of  supply  of  these  materials  are 
not  quite  developed  and  data  regarding  some  are  most 
generally  not  available.  The  investigations  and  reports 
made  under  the  supervision  of  L.  Reinecke,  of  the 
(geological  Survey,  will  be  of  great  help  to  road  build- 
ers in  this  country. 

Any  successful  road  requires  a  good  deal  of  care  as 
to  details,  and  this  is  more  true  of  concrete  pavements 
than  of  any  other.  Cement  is  a  wonderful  material, 
but  it  has  to  be  used  properly.  After  a  specification 
is  adopted  and  the  contract  made,  its  terms  and  re- 
(|uirements  should  be  followed  rigidly.  Some  of  these 
requirements  may  seem  exaggerated,  especially  when 
shown  through  this  light  by  some  paving  contractors, 
who,  I  should  say,  do  not  understand  even  their  own 
interest.  Often  in  this  case  the  engineers'  or  inspec- 
tors' views  are  overruled  and  the  result  is  inferior  con- 
struction. The  inspectors  should  be  familiar  with  the 
specifications  used,  and  must  look  upon  them  as  their 
reference'  library.  ,  The  specification  of  the  Canadian 
Society  of  Civil  Engineering  for  cement  is  commonly 
used. 

Care  should  be  taken  that  cement  is  stored  in  a 
dry  shed  where  water  will  not  leak  through  the  roof 
or  the  walls.  The  bottom  sacks  should  not  be  left  in 
the  shanty  until  the  whole  job  is  nearing  completion. 

Sand  should  be  carefully  chosen  and  examined  on 
account  of  being  one  of  the  controlling  factors  in  the 
wearing  properties  of  the  surface.  It  should  be  free 
from  clay,  loam,  and  vegetable  matter.  Careful  in- 
structions should  be  given  to  laborers  shovelling  same 
into  wheelbarrows  that  they  do  not  shovel  part  of  the 
soil  on  which  the  sand  is  deposited.  Sand,  the  grains 
of  which  have  natural  coatings  of  limonite  or  other 
foreign  matter,  make  a  very  friable  mortar.  As  far  as 
possible,  on\y  washed  sand  ought  to  be  used. 

The  coarse  aggregate  being  called  upon  to  take 
the  wear  and  tear  of  the  road,  should  be  hare},  tough 
and  durable.  Its  hardness  should  be  at  least  equal  to 
that  of  the  mortar  used.  It  is  also  to  be  remembered 
that  it  has  to  sustain  the  shattering  ef¥ects  of  the  steel 
shod  traffic.  So  all  soft  stones,  slates,  shales,  lime- 
stones, etc.,  should  be  rejected.  It  should,  of  course, 
be  clear  of  lumps  of  clay,  pieces  of  wood,  scales  from 
uncleaned  wheelbarrows.  The  i)rescnce  of  such  mat- 
ters will  sooner  or  later  i)ro(luce  local  pitting  and  an 
increased  wear  on  the  surface.  Long  flat  stones  should 
be  picked  up,  first  because  they  produce  scaling,  and 
also  they  are  vei'y  liable  to  come  out  sooner  or  later, 
and  leave  a  bad  hole. 

It  is  not  a  good  ])olicy  to  use  the  crusher  run  stone, 
as  well  as  pit  run  gravel.  These  materials  will  not 
give  to  the  concrete  pavement  the  required  uniformity 
of  texture  and  hardness  of  surface.    The  dust  which 
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they  contain  in  (|uitc  a  lar^c  (|uantity  will  retard  the 
hardening  of  cement.  These  materials  should  be 
screened  and  separated  in  fine  and  coarse  aggregates, 
even  if  it  adds  a  certain  amount  to  the  cost  of  the  work. 

When  building  a  two  course  pavement,  the  liottoni 
course  aggregates  may  be  softer  than  in  the  one  course 
construction,  but  on  the  other  hand,  the  wearing  or  top 
course  must  be  richer  in  cement  than  the  one  course. 
The  maximum  sizfe  of  aggregate  should  be  smaller 
than  the  one  course  and  also  harder.  Permit  me  here 
to  quote  Messrs.  Agg  and  McCulloch,  in  their  "  In- 
vestigation on  Concrete  Roadways,"  for  the  Iowa 
State  Commission  (page  88): — 

"The  life  of  a  concrete  pavement  depends  to  a  lar^c 
degree  on  the  correctness  and  uniformity  in  the  proportion- 
ing of  the  materials.  Emphasis  should  he  laid  on  the  fact 
that  the  present  methods  of  field  proportioning  are  exceed- 
ingly crude.  The  development  of  the  bituminous  ])avement 
surface  has  been  characterized  hy  the  adoption  of  accurate 
methods  of  proportioning  and  grading  the  materials.  Con- 
crete as  a  surfacing  material  will  never  be  used  at  its  highest 
efficiency  until  the  proportions  are  specified  by  weight,  and 
these  proportions  accurately  maintained  as  the  materials  are 
placed  in  the  mixer." 

General  Construction 

I  would  like  now  to  say  a  few  words  regarding 
the  general  construction.  Heavy  stress  should  be  laid 
on  the  making  of  subgrade  and  drainage.  Unecpial  set- 
tlements should  be  avoided.  No  concrete  should  be 
laid  over  fills  which  are  not  thoroughly  compacted, 
or  have  not  yet  attained  their  ultimate  settlement, 
which  takes  place  at  the  end  of  about  one  year.  A 
flat  subgrade  gives  more  concrete  in  the  centre,  where 
it  is  most  needed,  though  one  that  is  shaped  to  con- 
form with  the  finished  sttrface  takes  less  concrete  and 
gives  better  drainage.  The  subgrade  should  be  rolled 
and  reshaped  until  it  has  the  specified  shape  and  uni- 
form firmness.  This  will  not  only  prevent  waste  of 
cpncrete  but  will  also  facilitate  the  movement  of  the 
pavement  due  to  contraction  and  expansion,  and  there- 
fore prevent  the  formation  of  cracks.  It  is  a  well 
noted  fact  that  a  rough  and  uneven  subgrade  renders 
the  transverse  joints  about  useless. 

The  system  of  drainage  should  be  carefully  studied 
and  planned.  It  should  not  only  take  care  of  surface 
and  underground  waters,  but  provision  should  also  be 
made  for  temporary  drainage,  so  as  to  prevent  the 
washing  of  green  concrete  by  surface  water.  Such 
occurrences  necessitate  often  the  tearing  up  and  re- 
moving of  the  entire  pavement  slab.  The  problem  is 
to  keep  the  subgrade  dry  by  using  different  resources 
or  materials  available.  Were  it  not  possible  to  do  so, 
the  design  of  the  pavement  for  such  a  length  as  foimd 
necessary  should  be  changed.  In  a  poorly  drained 
subgrade  there  is  a  tendency  for  the  edges  to  dry 
out  quicker  than  the  centre,  with  a  consequent  settle- 
ment and  production  of  longitudinal  cracks  in  the 
pavement  surface,  especially  when  the  cold  weather 
sets  in  or  goes  out  of  the  ground.  Nearly  all  en- 
gineers today  are  of  the  opinion  that  the  unsightly 
cracks  that  one  may  notice  in  many  concrete  pavements 
are  due,  to  a  very  great  extent,  to  poor  drainage. 

Finishing 

General  practice  seems  to  favor  the  wo(->dcn  float. 
If  handled  by  a  skilled  workman,  it  will  give  a  satis- 
factory surface,  sufficiently  rough  for  all  ordinary 
grades.  The  thinnest  possible  .skinned  coat  of  cement 
should  be  brought  to  the  surface,  so  as  not  to  cause 
scaling.  Over-floating  not  only  costs  more  money  to 
the  contractor,  but  does  not  give  as  good  a  surface. 


It  nnist  i;e  borne  in  mind  that  after  oncrctc  is  dc- 
j)osited  and  floating  done,  the  pavement  is  not  finished, 
(iood  care  shouhl  be  taken  that  green  concrete  is  not 
exi)osed  to  the  hot  rays  of  the  sun.  Canvas  should  be 
kept  over  the  green  concrete  for  about  24  hours,  after 
whicli  it  ^-an  be  sprinkled.  Xo  empty  cement  sacks 
should  be  allowed  on  the  green  concrete.  Dirt  can  be 
used  at  the  entl  of  forty-eight  hours  and  shouKl  be 
ke|)t  wet  for  ten  days.  These  precautions,  if  they  arc 
not  overlooked,  will  prevent  shrinkage  cracks  and  con- 
serve water  which  will  be  needed  f(jr  chemical  com- 
bination of  cement.  Curing  by  ])onding  is  also  a 
xery  excellent  method.  The  ins]>ectors  should  sec 
that  all  the  dirt  is  completely  removed  and  the  sur- 
face well  cleaned  before  the  road  is  fjpenefl  to  traffic. 
As  to  the  time  of  opening  such  roads  to  traffic,  I  would 
(juote  the  following  extract  from  the  "  National  Con- 
ference on  Concrete  Roads  for  1916"  (page  215): — 

"The  length  of  time  necessary  to  keep  the  ])avement 
closed  to  traffic  will  dejiend  entirely  upon  weather  con- 
ditions. During  warm  weather  the  pavement  should  he  kept 
closed  to  trafik  for  at  least  fourteen  days  and  ])referal)!y  for 
three  weeks.  When  the  conditions  are  such  that  the  teni- 
])erature  of  concrete  is  less  than  50  degs.  F.  when  placed, 
hardening  takes  place  very  slowly.  .'\s  is  well  known,  the 
hardening  of  concrete  is  a  chemical  action  requiring  heat. 
The  hardening  will  take  place  in  direct  proportion  to  the 
amount  of  heat  present,  and  takes  place  very  slowly  at  a 
temperature  of  '.i5  degs.  F.  or  below. 

"When  a  concrete  pavement  has  been  laid  in  the  late 
fall,  it  is  sometimes  difficult  to  determine  when  it  will  be 
safe  to  throw  the  road  o])en  to  traffic.  In  rare  cases  it  may 
be  necessary,  owing  to  peculiar  local  conditions,  to  open 
the  road  or  street  to  traffic  before  it  is  absolutely  safe  to  do 
so.  Under  such  conditions  if  about  :!  inches  of  straw  is 
placed  on  the  pavement  and  this  covered  with  several  inches 
of  earth,  the  surface  of  the  pavement  will  be  protected  suffi- 
ciently against  abrasion  to  allow  the  oi^ening  of  the  road 
sooner  than  could  be  safely  done  without  such  projection. 
This  cover  will,  however,  not  minimize  the  danger  of  damage 
to  the  pavement  by  heavy  loads,  which  will  tend  to  crack 
pavement  that  has  not  developed  its  full  strength.  Concrete 
roads  have  been  utterly  ruined  by  opening  to  trattic  too  soon. 
Few  people  realize  how  slowly  concrete  hardens  under  un- 
favorable conditions,  which  will  undoubtedly  prevail  on 
some  jobs  before  the  work  is  finished.  .Ml  those  in  charge 
of  concrete  pavement  work  should  have  the  necessity  of 
adhering  to  the  foregoing  cold  weather  precautions  strongly 
impressed  upon  them." 

Distance  Between  Joints 

The  recommended  j)ractice  for  transverse  joints  is 
that  joints  should  be  i)laced  across  the  pavement  per- 
pendicular to  the  centre  line,  about  50  feet  apart.  There 
seems  to  be  a  tendency  to  lengthen  the  distance  be- 
tween joints,  and,  moreover,  to  eliminate  same  entirely. 
Many  engineers  today  advocate  -tlie  |)lacing  of  trans- 
verse joints  only  at  the  end  of  one  day's  work.  "The 
different  kind  of  soils  over  which  the  pavement  is  laid 
should  not  be  lost  sight  of.  .\  good  practice  when 
metal  protection  plates  are  used  is  to  finish  the  jiave- 
m^nt  at  least  six  inches  on  each  side  of  the  joint  with 
the  steel  trowel.  Though  considerable  dift'erence  oi 
opinion  exists  as  to  the  use  of  such  protection  plates 
it  seems  that  the  present  practice. has  nnich  tendency 
to  do  away  with  them. 

Many  of  the  unsightly  longitudinal  cracks  will  be 
d(Mie  away  with  in  concrete  roads  if  precautions  have 
been  taken  to  ensure  a  thormtgh  sub-drainage  and  a 
uniform  subgrade.  Longitudinal  cracks  are  the  worst 
enemy  of  concrete  roads,  it  has  not  yet  been  jiroved 
by  any  plain  ciMicrete  roads  that  they  can  ho  elini- 
inated  altogether,  but  with  the  refinements  (^f  the  pro- 
sent  practice  in  constructing  such  roads,  they  wilT  be 
reduced  to  a  minimum.    The  use  of  reinforcement  will 
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eliminate  to  quite  an  extent  the  formation  of  longi- 
tudinal cracks,  or  at  least  will  render  them  less  ob- 
jectionable. Mesh  reinforcement  is  much  easier  to 
place  than  bar  reinforcement.  Reinforcing  depends  on 
the  condition  of  soils, and  loads,  and  it  is  a  matter  that 
certainly  should  be  left  to  each  engineer  to  determine 
on  the  spot  the  needs  of  the  situation,  after  having  well 
weighed  all  the  circumstances.  Some  engineers  are 
of  the  belief  that  the  use  of  reinforcing  will  ensure 
stability  to  the  road,  scatter  shrinkage  cracks  and  elim- 
inate joints. 

Regarding  the  thin  bituminous  wearing  surface  for 
concrete  pavements,  the  results  obtained  to  date  do 
not  economically  justify  its  use  just  at  present.  Main- 
tenance of  concrete  pavements  will  be  greatly  simpli- 
fied as  soon  as  a  satisfactory  method  of  coating  their 
surface  has  been  devised. 

Maintenance 

Now,  Gentlemen,  after  the  road  is  completed  and 
opened  to  traffic,  it  has  to  be  maintained,  and  this  is 
a  point  that  should  be  strongly  brought-  up  and  clearly 
demonstrated  to  the  officials  of  all  communities  which 
are  in  for  good  roads.  An  efficient,  systematic  and 
intelligent  system  of  maintenance  should  be  devised 
and  enforced.  I  do  not  need  to  show  here  the  full 
economic  value  of  such  a  system,  and  no  municipality, 
or  province,  or"  country  will  ever  realize  the  benefit 
and  the  merits  of  a  good  road  unless  it  is  properly 
maintained.  While  the  cost  of  systematic  mainten- 
ance of  concrete  pavements  is-  small,  if  we  neglect  to 
maintain  same  the  cost  may  be  very  high  and  the  tax- 
payer would  have  not  received  the  greatest  value  for 
his  money. 

When  engineers  make  the  statement  that  the  con- 
crete 'roads  represent  minimum  outlay  for  maintenance 
cost,  highway  officials  should  not  derive  from  these 
words  that  when  a  concrete  road  is  finished  no  more 


care  or  attention  whatever  should  be  given  to  it. 
This  would  be  a  very  grave  mistake.  It  is  inherent 
to  human  nature  that  everything  will  wear  away  in 
the  course  of  time,  and  it  is  so  with  aJl  pavements, 
though  they  may  be  called  permanent. 

I  will  now  read  you  a  few  lines  from  the  Ninth  An- 
nual Report  of  the  Board  of  County  Road  Commis- 
sioners of  Wayne  County  (page  32): — 

"Recognizing  that  durability  and  low  cost  of  mainten- 
ance, as  mentioned  in  preceding  reports,  largely  determine 
the  success  of  any  type  of  road,  our  preference,  based  on  our 
past  seven  years'  experience,  continues  to  be  for  concrete 
construction.  We  believe  in  constant  and  systematic  main- 
tenance of  all  roads  under  our  jurisdiction.  As  in  past  years, 
our  gravel  and  macadam  mileage  continues  to  absorb  the 
hu\k  of  our  maintenance  moneys  and  energies.  We  have  re- 
paired and  oiled  all  gravel  roads,  and  in  addition  thereto 
dragged  them  systematically  in  both  the  spring  and  fall. 

"The  wisdom  of  building  of  concrete,  in  our  judgment, 
stands  out  conspicuously  when  maintenance  cost  involved 
in  keeping  all  other  types  of  roads  under  our  jurisdiction  in 
usable  condition  is  compared  with  the  actual  cost  of  main- 
taining concrete.  Yet,  even  the  best  concrete  road  will  re- 
quire some  maintenance,  consisting  principally  of  cleaning 
out  and  refilling  expansion  joints,  the  repair  of  pockets  which 
occasionally  appear  on  the  surface  as  a  result  of  some  for- 
eign material  such  as  clay  getting  into  the  c6ncrete,  some 
fragment  of  inferior  pebble  or  stone,  or  defects  in  work- 
manship. Usually  no  maintenance  is  required  on  our  con- 
crete roads  the  first  year  of  their  life,  but  if  we  find  that  any 
is  necessary  we  do  it  promptly  and  thoroughly. 

"Our  concrete  roads  possess  the  special  feature  of  pre- 
senting a  surface  that  wears  but  slightly  and  uniformly;  a 
surface  that  does  not  give  way  in  any  one  spot  and  withstands 
traffic  over  its  entire  surface.  This  is  made  possible  by  care- 
ful selection  of  materials,  careful  methods  of  proportioning 
and  mixing,  and  care  in  finishing  and  curing,  resulting  in  a 
concrete  having  a  uniform  texture,  which  is  a  big  factor  in 
eliminating  maintenance  costs.  We  have  over  125  miles  of 
concrete  road  in  Wayne  County,  some  of  it  in  its  seventh 
year  of  service;  all  of  it  in  good  condition,  and  we  have  never 
taken  up  and  replaced  a  25-foot  section  since  we  have  been 
building  and  developing  this  type  of  road,  which,  we  think, 
speaks  volumes  for  our  low  annual  maintenance  costs." 


Pavement— Hot  Mix  Method  of  Bituminous 
Construction,  Using  Asphaltic  Binder 


  By  Mr.  E.  Drinkwater 

matter  in  a  general 


IPR01'0SI<:  to  deal  with  thi 
way,  that  will  give  the  salient  features  of  this  sub- 
ject matter,  and  entirely  omit  and  leave  the  tech- 
nical matters  to  the  authorities  of  standard  speci- 
fications now  so  eas-ily  procurable,  and  which  can  be 
obtained  from  any  reliable  manufacturer  of  paving 
materials,  and  who  are  exhibitors  in  this  hall. 

i'irst,  1  pr()])ose  to  give  you  a  synopsis  of  the  vari- 
ous methcjds  emi)loyed  by  the  writer  during  a  period  of 
from  20  to  30  years. 

I  have  been  more  or  less  the  whole  of  my  life  ac- 
tively connected  with  pavement  construction,  and  pre- 
vious to  I'^IO  had  always  had  to  make  use  of  that  which 
was  locally  ])rocurable  and  economically  i)urchased, 
and  had  always  adopted  the  mixed  method  for  bitumin- 
ous constructi(jn.  That  is  to  say.  the  fine  or  coarse 
st6ne  aggregate  was  always  coated  with  the  bitumin- 
ous binder  before  being  placefl  in  its  ])a\ement  ])osi- 
tion. 

In  the  early  flays  of  my  work  I  may  say  that  we 
used  gas  tar,  |)rocured  directly  from  the  gas  works,  at 
a  very  nominal  cost.    We  coated  the  stone  in  dry, 
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warm  weather,  without  any  heating.  The  tar  was 
heated  in  what  we  called  tar  boilers,  some  of  which 
were  of  a  very  large  size  and  portable.  In  cold  or  damp 
weather  we  dried  out  and  warmed  the  stone  on  plate 
iloors,  heated  by  steam  or  hot  air  flues,  such  as  we  also 
used  in  brick-making.  After  coating,  the  stone  was 
stored  in  the  various  sizes,  separate,  and  under  cover 
until  required  for  use  on  the  work,  and  when  laid  was 
designated  as  tar  macadam.  It  was  laid  in  courses  of 
3  in.,  2  in.,  and  1  in.  stone  to  a  total  depth  of  6  in.  on 
either  old  macadam  or  a  well-laid  Telford  base,  and 
after  many  years  of  use  these  pavements  would  com- 
pare favorably  with  other  more  costly  types  of  con- 
struction. These  results  were  due,  to  a  large  extent,  to 
the  excellent  (|uality  of  coal  gas  tar  that  was  available. 

in  190*)  1  was  called  U])on  to  construct  i)avement  by 
the  mixing  method  to  a  specification  which  called  for 
the  coating  of  stone  first  with  hot  air  and  then  give  a 
second  coat  of  hot  asphaltic  cement,  and  laid  into  posi- 
tion before  the  binder  cooled  off.  The  mixing  was 
done  by  hand  on  the  site.  When  the  weather  was  con- 
tinuously fine  and  hot  this  method  gave  a  very  satis- 
factory ])avement,  and  after  nine  years'  wear  may  be 
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, found  in  j40od  cunditiun  to-day.  lJut  vvlicn  tlic  weather 
was  unfavorable  it  was  impossible  to  carry  on  the  work 
satisfactorily,  and  any  work,  done  under  unfav(jrable 
conditions  as  to  weather,  never  proved  f^ood,  and  en- 
tailed considerable  maintenance  expenditure  annually, 
due  to  the  hit;h  cost  of  the  sheet  as])hait  and  other  such 
■manufactured  ])avement.  We  decided  to  ado])t  the 
penetration  method.  This  was  in  I'-'ll,  and  I  laid  a 
considerable  mileaj^e  on  old  macadam  and  ou  new, 
well-laid  and  drained  Telford  base.  \'\)r  a  time  these 
pavements  were  seemingly  satisfactory  and  economical 
to  construct.  It  was  not  very  long,  however,  that,  in 
accordance  with  the  good,  dry  weather  during  con- 
struction, so  was  the  quality  of  the  pavement,  and  those 
sections  that  did  not  have  the  most  favorable  condi- 
tions began  to  disintegrate  in  the  fall,  and  the  surface 
in  the  hot  weather  became  out  of  shape. 

It  becajne  manifest  that  the  method  could  ntjt  give 
continuous  good  service,  and  the  hot  mix  method  was 
the  proper  way  in  which  the  proper  gauging  and  mix- 
ing of  materials  could  be  obtained,  and  ])y  the  use  of 
improvised  ])lant  I  proved  to  my  em])l()yers  that  better 
results  could  be  obtained  by  its  adoption,  as  it  elimin- 
ated the  bleeding  in  hot  weather,  and  was  less  slipi)ery 
in  cold  weather  on  grades. 

Since  1911  I  have  laid  no  pavement  other  lhan  the 
hot  mix  type,  and  according"  to  the  requirements  used 
for  city  pavement,  sheet  asi)halt  where  grade  was  flat 
on  concrete  base,  varying  from  5  to  10  inches  thick, 
according  to  the  amount  and  class  of  traffic,  on  the 
same  grade  I  have  used  the  asphaltic  concrete  (To- 
peka  mix)  on  concrete  base,  which  requires  4  per  cent, 
to  5  per  cent,  less  asphaltic  cement  than  sheet  as])halt, 
and,  therefore,  lower  in  initial  cost. 

On  grades  upward  of  5  per  cent,  it  is  necessary  that 
larger  stone  should  be  employed  in  the  aggregate. 
This  can  only  be  done  with  the  consent,  and  under  the 
Warren  Brothers'  patent,  covering  bithulithic  and 
Warrenite  pavement. 

These  pavements  all  entail  a  costly  and  immoljile 
plant,  and  considerable  area  to  carry  out  the  work  of 
preparation  of  paving  materials,  and  I  propose  to  deal 
*vith  the  construction  method  that  may  be  used  to  con- 
struct a  fairly  well-proportioned  and  thoroughly  mixed 
pavement  that  will  carry  any  class  of  "traffic,  and  be 
constructed  as  continuously  as  any  other  type,  and  re- 
gardless of  water  supply,  by  machinery  of  low  cost, 
and  mobile,  viz.,  the  ordinary  concrete  mixer  with  the 
heating  attachment,  traction  wheel,  and  distribution 
arm,  that  can  be  obtained  from  the  many  manufactur- 
ers of  contractor's  plant.  After  the  base  has  been  pre- 
pared in  the  manner  decided  upon,  and  ready  to  re- 
ceive the  wearing  surface,  the  machine  can  be  placed  on 
the  travelled  way  or  pavement  area,  and  the  material 
distributed  along  the  line  of  work.  It  is  preferable, 
however,  if  there  is  space  available  on  the  side  of  road- 
way, to  place  the  machine  there  and  protect  the  base, 
the  construction  to  be  carried  out  as  follows: 

Mixing 

Stone  aggregate  to  be  of  a  size  that  will  pass  a  2yj 
in.  ring  and  retained  by  a  1^  in.  ring,  to  be  placed  in 
the  mixing  drum,  and  the  hot  blast  ai)plied.  W  hen  the 
stone  is  heated  to  a  temperature  of  ai>iM-oximatcly  250 
degrees  Fahrenheit  the  asphaltic  binder,  previously 
heated  in  a  portable  heater,  to  a  temperature  of  not 
less  than  200  and  not  more  than  275  degrees  I'ahren- 
heit,  is  then  added  to  the  already  heated  stone,  the 
quantity  to  be  within  the  limits  of  12  per  cent,  to  13 


per  cent,  by  weight  of  the  total  quantit\  oi  tli.  ii.im  in 
the  mix. 

Laying 

\\  lu  ll  the  stone  is  thoroughly  c(<atcd,  the  liatch 
should  be  enqitied  as  srjon  as  possible  and  carried  by 
the  distribution  arm,  or  any  other  means  convenient  to 
use,  to  the  dunii)ing  jdatform,  if  macadam  base  is  used  : 
il  concrete  base,  on  the  base,  within  spading  distance 
of  the  laying  point,  the  mixture  to  be  laid  either  by 
.-^pade  or  fork,  level,  and  even  to  a  de]jtli  (jf  3  in.,  loo^e. 
and  well  packed  into  position. 

Rolling 

When  slightly  cooled  off,  the  rolling  by  a  12-t<^n 
macadam  roller  follows,  care  to  be  taken  that  the  line 
and  cam])er  is  maintained.  .\ny  hollow  sj)ots  must  be 
immediately  levelled  uj)  during  the  rolling,  and  the  roll- 
er kept  moving  until  the  paving  is  thoroughly  com- 
pacted. When  this  is  d(jne.  and  before  the  pavement  is 
cooled,  the  mix  in  the  machine  slunild  be  changed. 

Surface  Coat 

And  a  mixture  of  three  jiarts  of  stone,  (jne  part  of 
rough  sand,  heated  as  the  stone,  and  mixed  with  12  per 
cent  to  13  per  cent,  asphalt  cement,  heated  to  the  tem- 
perature of  not  less  than  225  or  over  275  degrees  Va.h- 
renheit,  and  the  stone  and  sand  to  be  thoroughly  coat- 
ed. When  the  mixing  is  comi)leted,  a  surface  treatment 
is  given  to  the  already  laid  and  still  warm  paxement 
to  a  dci)th  evenly  laid  (jf  api)roximatel v  to  -jr^  inches 
in  thickness,  and  as  soon  as  laid  the  roller  started  again, 
to  drive  this  coat  into  the  voids  that  may  exist  between 
the  previously  laid  stone;  and  here  care  should  be 
taken  to  watch  that  any  parts  of  the  surface  needing 
extra  material  should  receiv  e  it  during  the  first  rollinir. 
when  it  will  manifest  itself.  When  sufficiently  rolled, 
the  whole  pavement  should  be  then  just  covered  with 
a  coat  of  warm  stone  chip  of  '4  in.  down,  and  as  soon 
as  cooled  off  the  ])avement  may  be  used  for  traffic. 

Asphaltic  Cement 

Any  well-known  l)rand  that  will  fultiii  the  standard 
snecification  re(|uirements.  Of  a  penetration  of  from 
60  to  90  at  77  degrees  h'ahrenheit  will  be  satisfactorv 
material  to  use  for  this  class  of  work. 

Mixer 

.\  standard  mixer  of  -^^-yard  capacity  will  turn  out 
<S0O  to  1,000  yards  i)er  day,  or  200  yards  of  lO-fect  road- 
wax-  per  day,  and  can  be  oi)erated  either  bv  steam  or 
gasoline  ])ower  and  the  heater  be  provided  with  crude 
oil  l)urners.  'Vhv  traction  attachment  makes  it  possible 
to  eliminate  considerable  haulage  delay,  and  the  ma- 
chine can  be  kept  always  alongside  the  work  being  laid. 

In  conclusion,  1  beg  to  say  that  1  find  the  asjihaltic 
cement  binder  a  satisfactory  material  to  use.  due  to 
the  fact  that  its  natural  ductility  allows  ample  time  for 
compacting  before  setting  u]).  It  is  less  subject  to  \  ari- 
ation  of  temperature  than  any  other  material,  and  cli- 
matic changes  have  no  effect.  In  sjiring  and  fall  it  does 
not  get  excessively  hard  and  slippery,  and  in  sunnner 
the  heat  does  not  have  any  appreciable  effect,  anil  at  all 
times  will  it  carry  any  load  that  the  foundation  wi'l 
carry.  It  will  give  good  service,  is  easy  to  repair,  and 
is  low  in  maintenance  cost. 


The  offices  ol  the  (Juebec  Streams  Commission 
ha\ e  been  removed  to  the  Provincial  (unernment 
lUiilding.  5')  Notre  Dame  Street  Kast.  Montreal. 
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Abatement  of  the  Dust  Nuisance 


By  Mr.  E.  R.  Gray* 


The  subject  which  we  are  now  to  discuss,  i.e.,  "The 
Abatement  of  the  Dust  Nuisance,"  is  a  matter  concerning 
which  much  has  been  written,  and  in  connection  with  which  a 
considerable  amount  of  valuable  experimental  work  has  been 
performed. 

The  result  of  this  study  has  been  the  establishment  of 
certain  well-recogniied  standard  principles  in  the  application 
of  the  methods  to  which  I  shall  refer. 

It  is  not  my  intention  to  deal  with  the  subject  in  a  formal 
way,  but  merely  to  outline  something  of  our  local  experience, 
in  the  hope  that  it  may  be  helpful  to  some  here  present. 

The  dust  nuisance  may  in  varying  degrees  of  efficiency  be 
dealt  with  by  the  following  methods: 

1.  By  removing  the  dust  and  loose  material  on  the  sur- 
face by  the  use  of  mechanical  methods,  such  as  horse  sweep- 
ers, tooth  scrappers,  etc. 

2.  By  the  application  of  a  dust  layer  in  the  form  of  (a) 
water  from  the  ordinary  sprinkler;  (b)  a  deliquescent  salt,  as 
calcium  chloride,  applied  by  hand;  (c)  a  bituminous  material, 
either  as  an  asphaltic  petroleum  or  a  tar  product. 

This  being  the  method  which  will  form  the  subject  of  our 
discussion. 

3.  By  the  construction  of  what  is  known  as  a  dustless, 
permanent  road  surface  of  some  one  of  the  many  standard 
types.  This,  however,  is  outside  of  the  scope  of  this  discus- 
sion. 

The  application  of  any  one  of  the  above  methods  or  the 
combination  of  parts  of  each  depends  upon  the  condition  of 
the  surface  and  the  character  of  the  roadway  to  be  treated. 

Horse-sweeping  hand-brooming,  and  the  removal  of  the 
dust  by  teams  and  wagons  does  much  to  keep  the  roads  free 
from  the  material  which  blows,  after  which  the  road  may  be 
further  treated  if  it  is  so  desired. 

The  second  method,  that  of  applying  a  dust-layer  of  some 
kind,  is  to-day  perhaps  the  most  generally  adopted  for  dust 
abatement  and  road  preservation.  As  ordinarily  applied,  how- 
ever, this  method  is  far  from  perfect,  and  we  await  with  inter- 
est the  discovery  of  some  more  effective  and  some  less 
troublesome  cure  for  the  dust  nuisance. 

We  easily  see  that  road  oiling  has  become  a  very  efficient 
operation  for  dust  prevention,  but,  while  we  ha\'e  tried  many 
methods  of  varying  our  work  here  in  Hamilton,  I  am  free  to 
say  that  as  yet  it  has  not  developed  that  perfect  state  which 
you  might  be  led  to  believe.  The  year  before  last  we  were 
using  what  is  known  as  a  light  road  oil.  We  were  getting  very 
good  results  from  it,  and  in  many  cases  were  getting  a  pretty 
fair  cover,  and  it  was  with  the  desire  of  securing  a  heavier 
cover  that  last  year  we  used  a  ciuantity  of  medium  road  oil. 
You  know  what  the  season  was  like — it  was  cold  and  wet, 
vnd,  in  fact,  we  had  to  give  up  some  of  our  oiling  altogether 
because  of  the  weather  conditions.  The  oil  being  somewhat 
heavier  tlian  tlie  oil  that  had  been  used  in  the  previous  sea- 
sons, we  had  a  terrible  holler  from  the  people  on  the  streets. 
We  usually  put  screenings  from  our  quarries  on  the  oil  after 
it  has  been  distributed,  and  in  a  measure  we  do  away  with 
that  difficulty,  but  we  found  it  is  inipractical)le  to  close  our 
streets  in  order  to  keep  the  traffic  ciff  ihcni  for  a  sufficient 
length  (jf  time  for  the  hardening  of  the  oil.  If  we  were  doing 
a  street  at  a  time,  here  and  there,  that  niigiit  be  arranged, 
hut  where  you  are  doing  miles  of  streets — and  we  have  many 
miles  of  improved  macadam  roads  in  the  city — it  is  not  a 
feasible  method  of  handling  the  situation. 


*  City  Engineer,  Hamilton. 


Continued  experiment  over  the  past  ten  years  has  practi- 
cally established  the  fact  that  the  application  of  some  kind  of 
bituminous  material  to  the  surface  of  he  road  is  the  most 
efficacious  method  known  to  date.  Salts,  chiefly  calcium 
chloride,  have  been  used,  but  so  far  as  I  know,  these  have 
never  gone  past  the  exiperimental  stage  or  have  been  appli- 
cable only  on  small  sections  of  road.  Calcium  chloride  is 
obtained  as  a  by-product  in  the  manufacture  of  soda,  and  is 
distributed  dry,  by  sowing  over  the  road  surface  or  spread- 
ing by  shovel. 

In  connection  with  the  use  of  calcium  chloride,  it  is  used 
in  England  to  quite  a  large  extent,  the  atmospheric  conditions 
there  lending  themselves  to  the  use  of  this  particular  ma- 
terial to  a  great  deal  better  advantage  than  it  does  in  this 
country.  In  fact,  where  it  has  been  used  (it  was  used  around 
Boston)  it  was  necessary,  after  the  application,  to  water  the  - 
roads,  sprinkling  the  roads  in  order  to  secure  sufficient  moist- 
ure to  keep  down  the  dust.  The  salt,  by  its  faculty  of  absorb- 
ing moisture,  dampens  the  surrounding  dust  layer,  thereby 
reducing  the  tendency  to  blow. 

An  experinient  of  this  character  was  carried  out  by  the 
United  States  office  of  good  roads,  under  the  direction  of 
Logan  Walker  Page,  in  Florida,  ])y  the  application  of  ly^ 
pounds  of  chloride  per  square  yard  of  surface.  After  several 
weeks  of  wear  the  surface  was  always  moist.  No  costs  are 
given  in  connection  with  this  method,  so  that  comparison  is 
impossible. 

Enquiry  as  to  the  present  price  of  calcium  chloride  in 
fairly  large  quantities  shows  that  it  is  4  cents  a  pound,  so 
that  for  dust  preventive  purp^oses  on  the  present  market  prices 
it  is  hardly  an  economic  consideration. 

The  character  of  the  road  and  the  condition  of  the  road 
surface  are  important  considerations  in  deciding  upon  the 
particular  treatment  to  be  used.  It  is  generally  conceded, 
and  results  have  proved,  that  as  much  of  the  loose  material 
as  is  economically  pra-cticable  should  be  removed  from  the< 
surface  of  the  road.  I  have  read  that,  under  certain  circum- 
stances, some  engineers  have  gone  so  far  as  to  lightly  sprinkle 
the  road  before  the  application  of  the  oil,  with  the  idea  of 
removing  the  thin  film  of  dust  from  the  stone,  which  would 
prevent  the  proper  adherence  of  the  dust  layer  to  the  mac- 
adam. I  would  think  that  was  rather  a  dangerous  procedure, 
unless  the  road  was  given  sufficient  time  to  dry  subsequent  to 
the  application  of  the  water.  Under  such  conditions,  then, 
what  is  going  to  happen  to  this  dust  that  lies  on  the  road  It 
is  going  to  be  spread  over  the  road  again,  so  it  seems  to  me 
rather  a  superfluous  procedure 

Any  repairs  necessary,  then,  to  the  old  macadam  should 
be  made,  in  order  to  improve  the  conformation  of  the  road 
and  provide  for  a  free  drainage  to  the  gutter. 

On  country  stone  roads,  where  frequently  the  dust  lies 
inches  deep  in  layers,  a  horse-sweeper  could  be  used  with  great 
lienefiit,  and  at  very  little  added  expense,  to  remove  this  sur- 
face material  to  the  side  of  the  road,  where  '  could  be  taken 
care  of  by  different  means,  depending  upon  the  environment. 
I  have  in  mind  many  country  roads  where,  regardless  of  the 
charaster  of  the  surface  of  the  road  and  the  amount  of  dust 
and  loose  material  on  the  road,  the  oil  cart  goes  along  and 
sprinkles  the  sand.  It  is  only  a  short  time  before  that  oil 
dust  is  blowing  with  every  vehicle  that  passes,  making  the 
actual  dust  conditions  much  more  disagreea^ble  than-the  ordin- 
ary dry  state  of  the  dust.  Oiling  performed  then  would  be 
much  more  effective,  and  I  am  of  the  opinion  that  the  results 
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would  warrant  the  siiuill  additional  expense  of  such  cleaning. 

Having-  prepared  the  road  surface,  tiie  next  consideration 
is  the  character  of  the  material  which  is  to  be  used  and  the 
method  of  its  appliication. 

Asphaltic  petroleums  and  tar  products  arc  the  most  com- 
nion  materials  used  for  this  puri^ose.  Until  recently  they 
have  been  easily  obtainable.  They  lend  themselves  readily 
to  distribution,  and,  prior  to  war  prices,  were  an  economic 
material  for  this  purpose. 

Tlie  asphalt  petroleum  \i  sold  commercially  as  a  (0  per 
cent.,  GO  per  cent.,  and  80  per  cent,  asphaltic  oil,  increasing-  in 
speciliic  gravity  in  the  order  named.  The  tar  products  arc 
sold  under  trade  names  which  indicate  varying-  degrees  (jf 
specific  gravity,  the  purchaser  purchasing  that  particular  pro- 
duct wihich  is  most  suitable  for  his  requirements. 

Our  exiperience  in  Hamilton  has  proved  that  what  is 
known  as  a  "light  road  oil"  or  a  "medium  road  oil"  for  city 
work  may  be  used  with  great  effectiveness.  In  some  cities  a 
consideral)le  ligliter  oil  is  used  than  the  above  referred  to 
"light  road  oil,"  but  this  requires  a  more  frecpient  applica- 
tion, with  a  consequent  increased  cost. 

Ordinarily,  except  under  very  heavy  tralfic,  one  applica- 
tion per  season  has  l)een  found  to  be  sufficient  of  the  40  per 
cent,  and  60  per  cent,  asphaltic  petroleum.  The  lighter  grades 
of  oil  ma,y,  however,  be  applied  earlier  in  the  season,  and 
without'  the  necessity,  of  heating,  in  order  to  facilitate  distri- 
bution They  are  easily  absorbed,  dry  out  more  quickly,  and 
reduce  the  dust,  nuisance  during  the  late  spring,  and  early 
summer  months.  Light  oils  are  applied,  also,  in  smaller 
quantities  than  the  heavier  oils,  as  low  as  .085  gallons  per 
square  yard  being  found  sufficient  for  good  results.  Tiiis  is  a 
very  low  figure;  it  is  the  Toronto  figure,  arid  it  is  necessary 
to  gio  over  these  roads  two  or  three  times  a  year  But  they 
do  away  with  that  sticky  condition  which  olitains  in  the  use 
of  heavier  oils. 

Oils  are  applied  to  road  surface  by  several  methods,  de- 
pending tipon  the  character  of  the  road  and  the  amount  of 
oilinig  to  be  performed,  fn  small  communities  it  is  some- 
times distributed  from,  the  liarrel  l)y  use  of  the  ordinary  hand 
sprinkling  can.  In  such  cases  lighter  oils  are  used  and  heat- 
ing is  obviated.  In  a  larger  way  it  is  aipplied  by  gravity  from 
tanks,  either  througih  a  perforated  pipe  or  specially  adapted 
nozzles  for  the  purpose,  the  oil  being  aipplied  either  hot  or 
cold,  depending  upon  its  specific  gravity.  Large  motor  pres- 
sure distributors  are  now  frequently  used  where  the  amount 
of  work  warrants  it,  this  method  of  distriljution  being  usually 
known  as  the  penetration  method.  The  material  is  applied 
hot,  a  heating  device  ijeing  used  in  conjunction  with  the  dis- 
tributor. I  have  not  the  exact  mileage  of  macadam  in  the 
city,  buit  we  have  felt  that  we  would  not  l)e  justified  in  the 
purchase  of  a  large  distributing  pressure  sprinkler,  for  the 
reason  that  with  our  eight-horse-drawn  sprinklers,  one  in 
each  district,  we  are  able  to  cover  so  much  more  ground  and 
are  able  to  get  our  work  done  early  in  the  season,  earlier 
than  if  we  were  operating  one  machine  only.  We  find  that 
when  we  '^tart  oiling  that  the  people  are  very  anxious  to  get 
their  streets  oiled,  and  it  is  a  prolilem  to  know  vvliicb  street 
to  oil  first.  However,  we  have  had  to  make  a  rule  that  the 
streeits  with  the  greatesit  amount  of  traffic  will  he  the  streets 
that  will  first  receive  attention,  regardless  of  how  many 
friends  a  particular  man  had  on  the  street  or  how  anxious  he 
was  to  get  his  street  oiled  before  his  neighbor. 

Much  better  results  are  ol)tained  if  the  road  surface  is 
warm  when  the  oil  is  applied,  as  diffusion  through  and  over 
the  surface  then  readily  takes  place  before  the  oil  congeals. 
This  is  especially  applicable  to  the  heavier  bituminous 
materials    The  surface  should  be  free  from  moisture. 

T  was  going  to  put  it  stronger,  and  say  it  must  I)e  free 


from  moisture.  We  have.  tu)wcver,  got  caught  out  in  a  rain- 
storm with  a  cart  full  <>i  oil.  and  let  her  rip,  hut  if  the  sun 
came  out  and  dried  things  up  quickly  it  was  not  so  had.  Hut 
we  have  had  difficulty  where  the  oiling  was  performed  on 

dami),  wet  surfaces  in  ^^eitiiiL'  iiropcr  flryin.'  and  p<  ri«  tr:itiii;i 
effect. 

Heat  is  usually  necessary  m  the  aiqihcutioii  oi  the  heavier 
road  oils.  In  Hamilton,  where  last  year  and  this  year  we  are 
using  a  medium  asphaltic  road  oil,  i.e.,  an  asphaltic  oil  which 
under  certain  conditions  of  test  contains  an  average  of  oo  per 
cent,  of  the  original  asphaltic  petroleum,  the  oil  is  first  heated 
in  large  steel  tanks  by  steam  coils  to  a  temi)erature  of  from 
200  to  250  degrees,  and  pumped  into  ordinary  oil  carts,  from 
wliich  the  oil  is  distributed  by  gravity  on  to  the  street.  The 
method  of  procedure  is  carried  out  as  follows:  The  street  is 
first  thoroughly  swept  by  horse-brooms  and  all  the  loose 
material  that  is  practicalile  is  cleaned  from  the  surface  of  the 
-street  and  removed.  Oil,  while  hot,  is  then  applied  hy  a 
gravity  sprinkler  at  the  average  rate  of  1/8  gallon  per  square 
yard  of  road  surface.  Course  rock  screenings  and  stone  dust 
is  then  distributed  liy  hand  over  the  surface  of  the  oiled  road, 
in  order  to  more  (luickly  absorb  the  oil  and  jjrepare  the  road 
to  receive  traffic.  In  calculating  that  figure  of  1/8  of  a  gallon 
per  square  yard  of  road  surface  we  measured  the  road  from 
curb  to  curl).  The  sprinkler  does  not  sprinkle  the  whole 
width  of  the  street,  but  the  whole  width  is  effectively  oiled,  in 
that  a  certain  amount  of  the  oil  runs  down  the  crown  and 
effectively  oils  the  portion  next  to  the  curb,  so  that  I  feel  it 
is  right  and  fair  to  consider  that  the  whole  road  surface  is 
oiled. 

Ordinarily  the  street  is  not  closed  .to  traffic.  Better  re- 
sults would  be  obtained  here  if  the  streets  were  closed  from 
34  to  :!(')  hours  after  the  oil  application,  in  order  to  allow  a 
certain  amount  of  al)sorption  and  hardening  of  the  oil  to  take 
place  before  traffic  is  allowed  on  the  street.  On  busy  city 
streets,  however,  this  is  hardly  practicable.  When  we  are  oil- 
ing up  one  street  and  down  another  we  would  have  a  large 
section  of  the  city  completely  ostracized  from  the  rest  of  the 
town  except  by  pedestrian  traffic,  and  this  would  cause  great 
inconvenience,  and  we  find  it  does  not  cause  really  serious  dif- 
ficulty to  let  tlie  traffic  go  riglu  over  the  street  after  being 
oiled. 

The  amount  of  oil  used  (lei)ends  altogether  upon  the 
character  of  the  surface  being  treated  and  the  extent  of  the 
coating  desired.  It  varies  from  an  eight  to  a  quarter  of  a 
gallon,  and  sometimes  one-half  gallon  per  square  yard. 

1  might  say  that  last  year  in  Hamilton  a  very  accurate  cost 
was  kept  in  connection  with  street  oiling,  as  carried  out  in 
this  city,  the  detailed  statement  of  which  was  published  in  the 
Canadian  Engineer  of  December  13,  1917. 

Tlie  average  cost,  witliout  regard  to  overhead,  such  as 
superintendence,  engineering,  repairs  to  plant,  depreciation, 
insurance,  etc.,  was  .$1.()7  per  100  square  yards.  This  is 
equivalent  to  $2:i5  per  mile  of  24-foot  roadway,  or  a  little  less 
than  2J4c  per  lineal  foot  of  frontage.  I  was  surprised  when 
we  began  to  figure  u\>  our  overhead  In  connection  with  our 
road-oiling  proposition;  our  repairs  to  our  little  pump  at  the 
yard  where  we  have  our  tanks,  the  cost  of  steaming,  for  heat- 
ing, the  repairs  to  our  tanks,  the  depreciation,  insurance:  we 
found  that  it  amounted  to  :!1  per  cent,  of  our  total  cost.  1 
went  into  that  very  carefully.  I  was  thunderstruck,  hut  that 
is  what  keeping  costs  tells  us.  and  if  any  of  you  have  further 
experience  in  connection  with  your  cost  of  road  oiling  we 
should  be  glad  to  hear  something  of  it. 

Ordinarily,  unless  costs  are  very  carefully  analyzed,  and 
a  kiiowled.ge  of  conditions  obtained,  the  figures  are  apt  to  be 
misleading  rather  than  instructive.  They  vary,  depending 
i  pon  the  price  of  labor,  material,  and  the  methods  adopted,  so 
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tliat  real  efficiency  must  be  judged  on  a  basis  of  these  con- 
siderations. The  following  base  prices  were  applicable  to  the 
above  costs: 

Teams  per  hour  ~5 

Labor  per  hour   35 

Oil  per  gallon  ,  096 


Screenings  per  ton   85 

The  screenings  were  distributed  by  shovel  from  a  wagon 

as  it  went  down  the  street. 

The  third  method  of  dust  prevention — that  of  improved 

permanent  dustless  highways — is  beyond  the  scope  of  this 

paper. 


Asphalt  Pavements  for  Modern  Road  Building 

.  ■   By  Mr.  Charles  A.  Mullen*  


The  broad  subject  assigned  to  me  is  far  too  compre- 
hensive to  fall  within  the  scope  of  a  single  paper.  We  will 
therefore  brief  those  parts  which  are  of  historical  or  general 
interest,  and  pass  on  as  quickly  as  possible  to  the  considera- 
tion of  the  phases  of  the  subject  that  are  of  present  day  in- 
terest to  the  modern  road  builders  of  North  America. 

The  sheet  asphalt  pavement  is  not  a  modern  invention. 
This  material  was  used  for  street  covering  purposes  by  the 
Ancients,  and  sections  of  it  have  been  dug  up  with  the 
other  evidences  of  past  civilizations.  Having  in  mind  the 
centuries  that  have  elapsed  since  its  first  employment  as  a 
street  pavement,  the  surprising  thing  is  that  so  little  pro- 
gress has  been  made  in  its  development,  and  practically 
none  until  recent  years. 

Kinds  of  Asphalts 

The  European  asphalt  pavement  is  the  rock  asphalt,  it 
being  prepared  from  native  bitumen-impregnated  rocks.  The 
natural  substance  is  ground  to  powder,  heated,  spread,  and 
then  compacted  by  tamping  or  very  slow  rolling.  To  secure 
the  best  results,  two  or  more  rock  powders  from  different 
sources  and  having  different  characteristics  are  combined  to 
produce  a  better  grading  of  mineral  aggregate  and  a  more 
satisfactory  bitumen  content.  Many  very  good  asphalt  pave- 
ments have  been  laid  with  this  material  in  Europe,  and  some 
on  this  side  of  the  Atlantic. 

The  American  asphalt  pavement  was  first  produced  by 
E.  J.  De  Smedt,  about  1870,  and  may  be  considered  as  an 
attempt  on  his  part  to  imitate,  at  a  less  cost  in  this  country, 
the  rock  asphalt  pavements  of  Europe.  The  Europeans 
still  term  rock  asphalt  as  natural,  and  the  American  product 
as  an  artificial  asphalt  pavement.  As  has  happened  in  many 
other  cases,  the  substitute  leaves  nothing  to  be  desired  of 
the  original. 

The  first  asphalt  pavement  of  the  American  or  artificial 
type  to  attract  wide  attention  was  that  laid  on  Pennsylvania 
Avenue  in  the  city  of  Washington,  District  of  Columbia,  about 
1870.  Congress  provided  that  this  national  thoroughfare 
should  be  paved  with  sheet  asphalt  from  the  Capitol  building 
to  the  White  House,  that  section  east  of  Sixth  Street  to  be 
rock  asphalt  and  the  section  west  thereof  to  be  artificial 
asphalt.  Pirevious  sections  of  pavement  laid  in  other  cities 
had  been  of  but  small  yardage  and  of  an  experimental  nature. 

The  modern  asphalt  pavement  consists  of  a  mineral  ag- 
gregate of  specially  graded  sand  and  impalpable  dust,  thor- 
oughly mixed,  and  bound  together  with  asphalt  cement. 
Roughly  speaking,  the  mineral  aggregate  is  ninety  per  cent, 
by  weight  or  seventy-five  per  cent,  by  volume,  the  specific 
gravity  of  the  bitumen  in  the  asphalt  paving  cement  being 
but  slightly  more  than  that  of  water.  The  grit  mixtures  and 
the  stone-filled  sheet  asphalts  arc  the  same  with  a  small  pro- 
I>()rtion  (jf  fine  stone  chi))s  added,  not  usually  over  thirty 
])(+  cent. 

Asphalt  Cements 

The  asphalt  paving  cement  is,  of  course,  a  vital  matter, 
since  we  could  not  have  an  asphalt  pavenunt  wilbdut  it. 
More  pavements  fail  (o-day,  h(jwever,  ))ecause  of  the  lack 
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of  an  understanding  of  the  necessary  requirements  for  the 
mineral  aggregate,  or  carelessness  or  ignorance  in  the  mak- 
ing of  the  paving  mixture.  Our  public  officials  frequently  go 
to  great  lengths  to  make  sure  that  the  materials  furnished 
are  what  they  should  be,  and  then  permit  those  materials  to 
be  spoiled  at  the  asphalt  mixing  plant. 

Many  good  asphalt  cements  are  on  the  market  to-day. 
They  are  manufactured  from  crudes  found  in  Mexico,  Cali- 
fornia, Trinidad,  Bermudez  in  Venezuela,  and  elsewhere.  All 
are  of  so  nearly  equal  value  that  only  the  uninformed  or 
specially  interested  will  to-day  pay  a  great  difference  per 
square  yard  for  asphalt  pavement  in  which  one  or  the  other 
has  been  properly  used.  The  per  square  yard  competitive 
basis  under  carefully  drawn  specifications  and  competent  in- 
spection is  now  universally  recognized  in  wholesome  com- 
munities. 

Asphalt  cements  need  testing  no  matter  from  what  crude 
materials  they  are  made  nor  by  whom.  Some  public  officials 
do  not  seem  to  think  so;  but  could  they  know  how  well  they 
are  spotted  by  the  supply  houses,  and  how  carefully  this 
frame  of  mind  is  cultivated  for  them,  they  would  very  soon 
change  these  views.  Doubtful  material,  or  material  that  has 
been  condemned  by  some  careful  official  who  does  have  his 
deliveries  tested,  is  always  shipped  to  the  other  man. 

The  consistency  or  penetration  of  the  asphalt  paving  ce- 
ment is  the  first  point  to  which  we  look.  In  a  material  that 
is  pure,  and  with  a  mineral  aggregate  that  is  properly  graded, 
it  is  customary  to  use  the  following  classes  of  material  for 
the  different  conditions  of  traffic  in  this  climate: 

Heavy  Traffic  45  to  55  penetration. 

Medium  Traffic  55  to  65  penetration. 

Light  Traffic  65  to  75  penetration. 

Unless  otherwise  specified,  all  penetration  tests  are  made 
with  a  number  two  standard  needle  acting  for  five  seconds 
under  a  load  of  one  hundred  grains  at  seventy-seven  degrees 
Fahrenheit. 

The  ductility  and  other  tests  are  of  great  importance  in 
determining  the  quality  of  the  asphalt  cement,  but  they  are 
tnore  particularly  the  concern  of  the  asphalt  chemist,  and 
must  receive  close  attention  at  the  laboratory.  The  field 
engineer  should  be  in  close  touch  with  the  chemist  and  know 
the  general  characteristics  of  the  asphalt  cement  he  is  using, 
but  we  will  pass  these,  points  for  the  present  to  discuss 
others  that  are  of  more  immediate  importance  to  the  greater 
number  of  us. 

Fluxed  or  Cut-back  Asphalts 

Fluxed  or  cut-back  asphalts  are  so  little  used  to-day  that 
they  no  longer  present  a  serious  problem;  at  least,  not  in 
Canada.  It  is  much  easier  to  manufacture  asphalt  paving 
mixtures  from  cement  that  is  delivered  to  the  mixing  plant 
at  the  desired  consistency  than  when  the  cement  must  first 
be  manufactured  from  crude  or  rclined  asphalt  and  flux  oil. 
As  a  general  proposition,  the  |)roniiscuous  cutting-back  or 
lluxing  of  oil  asphalts  that  have  iicen  refined  to  a  hardness 
greater  than  that  desired  should  be  discouraged.  While  it  is 
not  necessarily  harmful,  and  might  even  be  I)eneficial,  it  is 
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always  at  least  a  subject  for  close  c|iK'slif)n,  Tlie  native 
asphalts  are  naturally  so  hard  that  they  recjuire  fluxing 
with  some  other  suitable  material  l)efore  they  are  usable  in 
asphalt  pavinji  at  all,  so  the  foref^oiiif-;  remarks  <\n  not  re- 
fer to  these  materials. 

The  Filler  . 

The  inorganic  dust  or  liller  is  a  factor  of  prime  im|)ort- 
ance.  The  material  mcxst  commonly  used  is  limestone  dust 
pulverized  in  a  grinding  mill  to  such  fineness  tliat  at  least 
seventy-five  per  cent,  will  pass  a  standard  two-hundred  mesh 
testing  sieve.  When  the  material  is  less  fine,  m(;re  must  be 
added  to  secure  a  given  result;  and,  as  the  inorganic  dust  is 
usually  introduced  cold  at  the  mixer  into  the  hot  sand  of  the 
bulk  of  the  mineral  aggregate,  the  result  or  using  too  much 
of  this  cold  materia]  is  oiivious.  Such  mixtures,  in  that 
they  approach  the  aggregate  of  rock  asphalt  pavements,  are 
also  harder  to  lay  in  the  manner  usually  employed  in  tlie 
construction  of  the  artificial  or  American  pavement. 

Stone  dust  and  portland  cement  are  the  most  widely 
used  filler  materials,  the  former  being  the  most  common  be- 
cause the  lower  in  cost,  but  the  latter  being  preferred  l)y 
some  on  the  ground  that  it  is  thought  to  make  a  superior 
mixture.  When  portland  cement  is  employed,  the  difTcrcnce 
in  specific  gravity  between  that  material  and  the  remainder 
of  the  mineral  aggregate  should  be  taken  into  consideration, 
as  the  mixtures  are  usually  figured  by  weight  instead  of  by 
volume,'  though  the  latter  would  seem  a  more  logical  method 
if  it  could  be  used  with  reasonable  convenience. 

■  Other  filler  materials  are  pulverized  clay,  marl,  shale, 
silica,  and  so  forth.  Many  materials  have  Ijeen  tried  and 
found  satisfactory,  l3ut  a  few  have  produced  disastrous  re- 
sults. Safety-first  demands  that  a  new  material  be  thor- 
oughly investigated  before  it  is  used  extensively  as  an  asphalt 
filler.  These  investigations  can  only  be  conducted  in  a  pro- 
perly equipped  laboratory,  and  by  those  with  comparative 
experience  to  draw  upon. 

The  two-hundred  mesh  sieve  is  not  a  sufficient  test  for 
an  inorganic  dust  filler,  except  for  routine  work  on  a  known 
material.  The  particles  of  dust  that  are  of  the  most  value 
are  those  that  would  pass  a  five-hundred  mesh  sieve  were 
one  of  such  fineness  of  practical  value  for  laboratory  testing. 

Two-hundred  mesh  fine  sand  was  of¥ered  to  the  city  of 
Montreal  as  a  filler  last  season.  A  deposit  of  this  material, 
practically  all  of  which  would  pass  the  two-hundred  mesh  sieve, 
'  had  been  uncovered  in  a  local  sand  pit,  and  it  was  offered  to 
the  municipal  purchasing  department  at  a  fancy  sand  price 
as  a  substitute  for  the  more  expensive  stone  dust.  It  had 
to  be  rejected  on  the  ground  that,  though  it  passed  the  speci- 
fications under  which  bids  had  been  received,  it  was  not  a 
proper  filler  material  at  all,  there  being  practically  none  of 
the  finer  material  for  the  separation  of  which  no  laboratory 
sieve  is  practical,  and  which  is  the  really  important  factor  in 
a  dust  filler. 

Tests  of  Material 

Photomicrographs  saved  the  day  in  this  instance.  It  was 
a  rather  difficult  matter  to  advise  a  city  ])urchasing  depart- 
ment that  the  material  which  passed  their  specifications  ])et- 
ter  and  was  about  fifty  per  cent,  cheaper  than  stone  dust 
should  not  be  bought  and  used;  but,  when  we  submitted  com- 
parative photomicrographs  of  the  part  of  each  material  that 
had  passed  the  two-hundred  mesh  sieve,  and  it  was  seen  that 
the  sand  grains  looked  like  rocks  under  the  same  magnifica- 
tion that  still  left  the  stone  dust  grains  the  appearance  of 
fine  powder,  even  the  low  bidder  who  was  offering  the  fine- 
sand  was  satisfied  tliat  his  material  wmdd  not  serve  the 
purpose. 

The  air  separation  dust  test  is  by  far  the  most  satisfac- 
tory that  we  have  yet  found  for  making  comparisons  of 
materials.    Water  separation  gave  sonu'  good  residts,  but  the 


air  method  seems  more  i)ractical.  Neither  is  sufficiently 
simijle  to  he  used  on  rf)utine  work,  so  the  two-hunclrc«l 
mesh  sieve  must  still  he  relied  upon  for  much  of  the  check- 
ing of  deliveries  with  samples  submitted.  As  wc  do  not 
know  of  any  other  air  or  water  separators  of  the  type  wc 
are  using  in  Canada,  they  i>eing  especially  constructe<l  by 
us,  it  is  iiardly  worth  while  at  this  time  in  use  these  tests 
in  s|)eci(ical  ions. 

Gradins;  Sand 

The  sincially  grade<i  sand  that  forms  about  seventy-five 
per  cent,  of  the  weight  of  a  standard  sheet  asphalt  pave- 
ment surface  is  a  very  simple  matter  if  one  fully  understands 
and  appreciates  what  is  necessary.  To  fully  comprehend 
the  very  great  difference  in  an  asphalt  pavement  mixture  that 
the  grading  ^of  the  sand  will  make,  one  has  but  to  follow 
daily  on  the  street  the  work  turned  out  by  a  mixing  plant 
where  the  man  in  charge  is  careless  of  detail,  or  thinks  thai 
any  old  sand  grading  at  all  is  good  enfuigh. 

W'e  have  seen  a  mixture  produced  by  an  asphalt  paving 
plant  at  one  o'clock  that  was  all  that  could  be  desired,  and 
at  four  o'clock  of  the  same  afternoon  that  plant  was  turning 
out,  under  the  same  formula  of  batch  weights,  a  mixture 
that  was  not  even  third  rate.  The  reason  was  that  no  atten- 
tion was  being  paid  to  the  sand.  .'\t  one  o'clock,  the  supply 
was  being  drawn  from  a  section  of  the  pile  that  by  chance 
happened  to  be  of  a  very  good  grading,  but  by  four  o'clock 
the  laborers  had  worked  into  a  large  pocket  where  the  sand 
was  very  coarse. 

The  result  of  this  carelessness  was  a  ptjorly  graded, 
sloppy  mixture,  that  could  not  be  expected  to  give  good  ser- 
vice under  heavy  traffic,  and  that  cost  as  much  as  the  better 
mixture  even  for  light  traffic.  It  will  mark  badly  in  warm 
weather,  and  probably  shove,  whether  it  has  a  Ijinder  course 
or  not.  The  quantity  of  asphalt  cement  that  is  correct  for 
a  mixture  having  the  standard  grading  of  mineral  aggregate 
is  far  too  much  for  a  mixture  in  which  the  sand  is  coarse. 
A  plant  crew  that  was  not  well  enough  organized  and  trained 
to  watch  the  sand  pile  could  not  be  expected  to  know  when 
the  proportion  of  asphalt  cement  should  have  been  reduced  to 
prevent  a  sloppy  mixture. 

Grades  of  Sand 

Three  grades  of  sand  are  needed  in  most  cases  to  suffi- 
ciently approximate  the  standard  or  model  sand  grading. 
These  may,  for  convenience,  be  termed  fine,  medium  and 
coarse  grade  sands  for  asphalt  paving  purposes.  It  may  as- 
sist the  layman  in  an  understanding  of  the  matter  if  we  say 
that  the  fine  is  of  that  size  wliich  is  sometimes  spoken  of 
as  blow  sand,  the  medium  a  good  plasterer's  sand,  and  the 
coarse  a  sand  of  the  tyi)e  we  all  recognize  as  suitable  for 
Portland  cement  concrete  work. 

One  sand  is  occasionally  found  that  is  in  itself  a  sulfi- 
cient  approximation  of  the  standard  grading;  but  such  cases 
are  rare,  and,  even  then,  it  is  a  good  precaution  to  have  on 
hand  small  stocks  of  I'liie  and  coarse  sands  for  tempering 
purposes  in  case  the  main  supply  does  not  at  all  times  prove 
sufficiently  uiiiform.  Sometimes  a  well-graded  sand  may  be 
secured  from  a  stratified  bank  by  working  a  face  of  a  certain 
depth  that  will  take  in  layers  the  mixture  of  which  in  falling 
and  handling  will  give  a  satisfactory  approximation  of  the 
model.  Tliis  we  succeeded  in  doing  with  good  effect  last 
season  at  Woodstock,  Out. 

Fine  sand  for  asphalt  paving  is  one  m  which  there  i^ 
a  decided  preihmiinance  above  the  per  cent,  required  in  thi 
model  grading  of  those  sized  grains  that  will  pass  a  st;mdard 
eighty  mesh  and  be  luld  on  a  standard  two  lumilred  mesh 
sieve.  The  requirement  of  tile  model  sand  grading  is  thirty- 
four  per  cent,  of  the  total  sand. 

Medium  sand  for  asphalt  paving  is  one  in  whicii  there 
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is  a  decided  predominance  above  the  per  cent,  required  in  the 
model  grading  of  those  sized  grains  that  will  pass  a  standard 
forty  mesh  and  be  held  on  a  standard  eighty  mesh  sieve.  The 
requirement  of  the  model  grading-  for  medium  sand  is  forty- 
three  per  cent. 

Coarse  sand  for  as(:)halt  paving  is  one  in  which  there  is 
a  decided  predominance  above  the  per  cent,  required  in  the 
model  grading  of  those  sized  grains  that  will  pass  a  standard 
ten  mesh  and  be  held  on  a  standard  forty  mesh  sieve.  The 
requirement  of  the  model  grading  for  coarse  sand  is  twenty- 
three  per  cent. 

Medium-fine  and  medium-coarse  are  the  terms  applied  to 
sands  in  which  there  is  a  decided  predominance  above  the 
per  cents,  required  in  the  model  sand  grading  for  two  of  the 
sand  grades.  This  quite  frequently  occurs,  and  jt  is  in  such 
cases  that  the  standard  grading  is  sometimes  sufficiently  ap- 
proached by  the  mixing  of  two  instead  of  three  separate  sands. 

\'ery  fine  sand  is  objected  to  by  many  on  the  ground 
that  it  usually  makes  an  unstable  mixture.  In  asphalt  pav- 
ing parlance,  very  fine  sand  -is  that  which  will  pass  a  two 
hundred  mesh  sieve  but  which  is  not  fine  enough  to  be  con- 
sidered dust  or  filler  material.  With  some  of  the  very  finely 
pulverized  fillers  that  are  available  to-day,  we  doubt  if  this 
objection  is  good. 

Very  fine  sand  is  not  filler,  however,  which  was  pointed 
out  in  a  paragraph  above,  and  it  must  not  be  allowed  to  be 
considered  as  such  in  meeting  the  standard  or  model  grading 
for  sheet  asphalt  paving  mixture.  If  there  is  a  serious  amount 
of  this  two  hundred  mesh  sand  in  the  sand  aggregate,  it 
should  be  added  to  the  fine  or  passing  eighty  mesh  held  on 
two  hundred  mesh  material  and  deducted  from  the  two  hun- 
dred mesh  material  in  the  mixture  to  make  sure  that  the  model 
requirement  for  two  hundred  mesh  material  is  properly  met 
with  inorganic  dust  filkr  material.  Some  specifications,  very 
unfortunately,  do  not  provide  for  this  contingency. 

Commercial  Sieves  and  Sand  Mixing 

Standard  sand  sieves  are  used  in  making  screen  analyses 
of  asphalt  paving  aggregates,  and  not  the  commercial  sieves 
that  may  be  had  on  the  open  market  at  a  low  cost,  and  which 
serve  other  purposes  quite  satisfactorily.  Results  on  th-ese 
commercial  sieves  are  frequently  as  much  as  twenty  per 
cent,  oflf,  and  such  results  are  of  no  value  to  the  engmeer 
making  asphalt  paving  mixtures.  The  two  hundred,  one 
hundred  and  eighty  mesh  sieves  are  particularly  troublesome, 
and  should  be  frequently  checked  for  accuracy. 

The  mixing  of  three  sands  at  the  asphalt  paving  plant 
is  not  a  difficult  matter.  At  Saint  Foy  in  Quebec  last  season, 
where  the  province  was  laying  a  stone-filled  sheet  asphalt 
pavement,  we  combined  five  grades  of  material  in  the  mineral 
aggregate,  exclusive  of  the  filler,  without  difficulty.  The 
various  grades  of  material  are  arranged  in  piles  around  the 
boot  of  the  bucket  elevator  that  feeds  the  heating  drum,  and 
then  an  intelligent  laborer  can  be  directed  to  feed  so  many 
shovels  of  this  material  and  so  many  of  that,  and  a  satis- 
factory result  is  secured  without  additional  expense  other 
than  possibly  half  a  dollar  a  day  extra  to  make  the  man 
doing  the  feeding  interested  in  his  job. 

Location  of  Sands 

The  sands  for  asphalt  paving  are  to  be  found  in  almost 
every  locality  if  one  will  only  look  for  them.  We  were  told 
they  were  not  to  be  had  around  Montreal,  but  a  survey  of  the 
cojintry  for  fifty  miles  about  uncovered  abundance,  some  in 
the  very  deposits  from  wliicli  the  city  had  been  getting  its 
supjjly.  Later,  the  line  sand  tli.ii  liad  j^rcviously  l)een  neg- 
lected was  found  within  tiie  limits  of  the  city  of  Montreal, 
and  on  city  ])roperty  at  that.  We  have  had  the  same  experi- 
ence with  Quebec  ('ity  and' Quebec  I'rovince  work;  and  re- 
cently, Mr.  J.  A.  Baird.  city  engineer  of  Sarnia.  ()nt..  in  fol- 


lowing our  suggestion  that  he  search  his  own  city,  has  found 
excellent  grades  of  all  the  sands  required. 

Mixing  Precautions 

The  asphalt  paving  plant  has  never  been  more  than  a 
very  crude  machine  at  its  best.  We  are  inclined  to  insist, 
wherever  possible,  upon  the  standard  type,  especially  the 
twin-pug  mill  mixer  with  a  batch  capacity  of  at  least  one 
thousand  pounds  and  means  arranged  above  for  proportion- 
ing the  materials  entering  each  batch  by  the  weighing  of  each 
material  separately. 

The  mixture  should  be  covered  to  prevent  the  loss  of 
the  very  finest  particles  of  the  inorganic  dust  filler,  which 
are  very  valuable  in  the  pavement  and  costly  to  buy,  and  so 
that  the  mixer  platform  may  be  a  place  where  one  does  not 
hesitate  to  ask  another  human  Ijeing  to  work.  Most  mixers 
are  left  uncovered,  however,  either  because  the  owners  do 
not  appreciate  the  loss  of  material  that  is  resulting  or  do  not 
care  about  the  men  who  must  work  around  them.  It  is  time 
cities  required  covers  on  all  mixers. 

Steam  melted  asphalt  cement  is  never  burned  in  the 
kettles,  and  direct  firing  should  be  avoided  wherever  pos- 
sible, and  watched  with  great  care  where  not  avoidable.  Pre- 
cautions should  also  be  taken  not  to  maintain  the  asphalt  in 
a  moulten  condition  for  too  long  a  period,  for  this  will  cause 
it  to  become  harder  and  lose  some  of  its  ductility. 

Asphalt  cement  in  tank  cars  should  be  arranged  for 
whenever  possible,  as  the  material  may  usually  be  had  cheaper 
this  way,  and  is  easier  to  handle.  If  there  is  not  sufficient 
storage  capacity  at  the  paving  plant,  a  small  quantity  of  the 
cement  in  iron  drums  should  be  kept  on  hand  in  case  of  the 
delay  in  transit  of  one  of  the  tanks.  Asphalt  plants  can  not 
afford  to  stop  work  during  the  busy  season,  as  the  overhead 
cost  is  too  high. 

Thoroughly  mix  the  aggregate  before  pouring  the  as- 
phalt cement  into  the  mixer.  The  practice  of  putting  the 
cement  in  before  or  at  the  same  time  as  the  dust  is  danger- 
ous, as  the  sand  is  hot  enough  before  being  combined  with 
the  dust  so  that  after  it  has  lost  some  of  its  heat  to  the 
cold  dust  the  aggregate  will  still  be  of  the  desired  tempera- 
ture, and  this  original  heat  of  the  sand  is  too  great  for  a  thin 
film  of  asphalt  cement  to  stand  without  damage.  If  the  mixer 
is  covered,  there  will  not  be  this  tendency  on  the  part  of  the 
mixer  man  to  put  in  the  asphalt  cement  first  to  keep  the  dust 
from  flying  into  his  face. 

Temperature  and  Analysis 

All  temperatures  at  the  plant  should  be  watched  with  the 
greatest  of  care,  and  reasonable  uniformity  should  be  insisted 
upon.  An  investment  in  a  few  thermometers,  enough  so  that 
one  may  be  placed  at  every  point  where  it  seems  desirable, 
may  save  the  loss  of  a  very  large  investment  in  burnt  asphalt 
pavement.  Even  the  most  experienced  workmen  will  some- 
times burn  the  mixtures. 

The  analyses  of  the  mixture  should  approximate  as  close- 
ly as  is  possil)le  in  good  practice  the  following  standard  or 
model : 


Bitumen 

12r* 

J  2?' 

Mineral  Aggregrate 

Model 

Model 

Sieve  Test 

Asphalt 

Sand 

Passing 

Held  on 

Mix 

Grading 

300 

mesh 

13% 

13%. 

Not  over  5% 

100 

200 

13% 

17% 

80 

100 

13% 

26%) 

17%  3i% 

.')0 

80 

23% 

30% 

40 

50 

10% 

33%. 

13%  43% 

30 

40 

8%. 

10% 

20 

.'iO 

5% 

8%> 

10 

20 

3% 

16%. 

5%  23% 

8 

10 

0% 

0% 

Not  over  5% 

Totals 

100% 

100% 

100%.  100%' 

The  model  sand  grading  is  but  the  reduction  to  one 
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luiiulrt'd  per  cent,  of  the  saiicl  part  of  the  mixture  model, 
wliere  the  sand  only  forms  seventy-five  per  cent,  of  the  total. 

An  a.sphalt  paving  formula  to  produce  the  approximation 
of  the  foregoing-  mixture,  with  the  usual  materials,  would  he 
as  follows: 

Asphalt  Cement,  pure  bitumen    13%  or  130  pounds 

Stone  Dust  Filler,  80%  200  mesh  ...  .l,';%or  l.'iO  pounds 
Sand,  specially  graded  and  mixed  . .  .  7':{%  or  7:(0  pounds 
Batch  of  Mixing   100%  or  1000  pounds 

Hauling 

Hauling  mixture  to  the  street  is  not  attended  with  any 
very  great  difficulty.  Cities  should  insist  that  the  wagons 
be  tight  enough  to  prevent  the  material  being  dropped  all 
along  the  route  from  the  plant  to  the  job,  and  the  rest  may 
be  safely  left  to  the  contractor  or  city  plant,  a  minimum  tem- 
perature for  laying  being  provided  as  a  check  against  poorly 
compressed  work. 

Whether  wagons  or  auto  trucks  will  prove  most  econ- 
omical is  always  a  local  problem.  The  auto  trucks  are  good 
for  long  hauls  with  steep  grades,  but  there  is  frequently 
greater  economy  in  the  wagon  for  short  hauls  with  flat  grades. 
Provisions  should  be  ' made  for  the  rapid  loading  and  un- 
loading of  either,  but  especially  the  automobiles.  The  author 
remembers  figuring  on  one  job  that  it  cost  one  cent  a  minute 
to  have  a  horse  drawn  wagon  of  three  tons  capacity  stand 
for  its  load,  and  five  cents  per  minute  for  a  five  ton  auto 
truck.    After  that,  we  built  a  loading  hopper. 

Canvas  covers  on  the  trucks  are  very  good  at  all  times, 
and  especially  in  chilly  weather  when  the  crust  of  the  mix- 
ture would  otherwise  become  too  stifif  for  proper  raking. 
They  should  be  so  arranged  that  there  is  a  three  of  four 
inch  air  space  between  the  cover  and  the  load,  however,  as 
this  not  only  saves  the  cover  but  also  provides  much  better 
protection  for  the  hot  mixture. 

One  cent  per  inch  yard  mile  is  a  good  formula  to  remem- 
ber when  considering  the  cost  of  hauling  asphalt  paving 
mixtures.  That  is,  it  cost  about  one  cent  to  haul  enough 
mixture  to  lay  one  square  yard  of  asphalt  pavement  one  inch 
thick  and  weighing  about  one  hundred  pounds  on  a  street  one 
mile  from  the  mixing  plant.  Multiply  one  cent  by  the  thick- 
ness in  inches  of  the  pavement,  and  that  by  the  number  of 
,  miles  between  the  plant  and  the  job.  This  is  a  rough  and 
ready  rule  that  should  not  be  used  as  a  basis  for  a  bidding 
estimate,  but  it  will  help  in  quickly  considering  the  com- 
parative advantages  of  various  available  plant  sites.  It  was 
the  basis  of  a  large  asphalt  hauling  contract  in  New  York 
City,  at  a  time  when  team  hire  was  six  dollars  a  day. 

Where  to  Dump 

The  mixture  should  be  dumped  on  the  street  on  some 
spot  outside  of  where  any  part  of  that  particular  load  is  to 
be  laid,  and  all  of  it  should  be  handled  into  place  for  raking 
by  upturning  the  shovel  at  the  point  of  deposit.  Asphalt 
mixtures  should  not  be  cast  long  distances  through  the  air 
to  .'rcatter  over  the  foundation  upon  which  they  are  to  be  laid. 
This  is  particularly  true  of  those  mixtures  ranging  from  stone- 
filled  sheet  asphalt  to  bitulithic,  in  which  such  a  casting  about 
is  likely  to  cause  serious  segregation. 

Painting  abutting  surfaces  of  headers,  curbs,  manhole 
and  handhole  boxes,  and  so  forth,  is  an  old  custom,  and,  we 
think,  a  very  good  one.  The  asphalt  cement  used  for  this 
purpose  should  be  the  same  used  for  making  the  mixture,  and 
sufficient  of  it  should  be  applied  to  be  effective.  If  this  de- 
tail of  the  work  is  worth  doing  at  all,  it  is  wortii  doing  well, 
and  not  in  the  skimpy,  careless  way  we  so  often  witness 
on  both  contract  and  city  work. 

Sweep  the  foundation  clean  before  |)huing  the  surface 
upon  it.  The  investment  is  loci  great  to  be  endangered  by 
the  neglect  of  a  detail  that  costs  so  little.    'I'he  roughened 
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concrete  surface  that  is  preferred  for  asphalt  paving  require-, 
some  care  in  sweeping  to  make  certain  that  all  the  small  de- 
pressions are  reasonably  free  from  du-.l  and  dirt  and  loose 
■  material. 

Laying  the  Asphalt 
Laying  asphalt  in  the  rain  is  not  as  serir»us  a  matter  as 
one  would  at  first  suppose.  JCxperience  has  demonstrated 
that  sections  of  pavement  laid  during  quite  a  heavy  rainfall 
have  lasted  quite  as  well  as  other  sections  placed  when  the 
weather  was  more  favorable.  This  is  not  a  plea  for  select- 
ing rainy  weather  to  lay  asjihalt  pavements,  but  for  the  costly 
mixture  that  is  frequently  hauled  to  the  dump  because  some 
inexperienced  engineer  thinks  a  little  moisture  from  aljove 
during  the  laying  will  cause  an  asphalt  pavement  to  fail. 
We  do  not  recommend  laying  in  puddles  of  water,  however. 
Kvery  possible  precaution  should  be  taken  to  avoid  bad 
weather. 

Levelling  and  raking  mixture  requires  more  skill  and 
attention  than  it  usually  gets.  The  raking  process  should  be 
a  kneading  into  place  with  the  tines  of  the  rake  so  that  al>out 
the  same  weight  of  mixture  will  cover  each  square  inch  of 
the  foundation.  Only  in  this  way  can  a  pavement  be  laid 
that  will  get  equal  compression  under  the  roller  and  that 
will  be  of  equal  density  throughout.  We  believe  that  the 
depressions  in  asphalt  surfaces  are  frequently  due  to  the 
further  compression  under  traffic  of  those  parts  of  the  pave- 
ment that  are  spanned  by  the  wide  wheels  of  the  asphalt 
roller  at  the  time  of  laying.  Certainly  a  roller  riding  on  two 
dense  knobs  of  mixture  can  not  properly  compress  the  loose 
material  between. 

A  true  surface  is  essential  in  any  good  paving  job.  but 
especially  is  this  necessary  with  asphalt,  where  every  little 
fault  may  be  seen  so  easily.  Also,  where  there  arc  no  waves, 
there  can  be  no  rolls,  and  we  often  think  that  may  surfaces 
displace  partly  because  the  original  workmanship  left,  the 
beginning  of  the  wavey  condition  that  later  becomes  so  ob- 
jectionable. A  long  straightedge,  ten  feet  or  more,  con- 
stantly in  use,  will  do  much  for  any  paving  job. 

The  straight-line  crown  is  used  more  extensively  each 
year  with  all  types  of  pavements.  l)ut  it  ha>  special  advant- 
ages in  the  case  of  asphalt  where  there  is  so  much  oiijection 
to  the  little  shallow  puddles  of  water  that  form  on  the  centre 
of  other  crowns  directly  following  a  rain  storm.  The  pur- 
pose of  the  crown  is  to  shed  water,  and  it  should  be  made 
to  do  that  as  eflfectively  as  possible  with  the  least  possible 
drop  from  a  horizontal  line.  One  quarter  of  an  inch  to  the 
foot  is  sufficient  where  a  straight  line  crown  is  used  and  the 
surfacing  work  well  done. 

Gutters  and  the  Street  Car  Rail 

(hitters  should  l)e  asphalted  to  the  curb.  There  is  no 
reason  for  i)lacing  a  cement  or  brick  gutter  on  an  asphalt 
street.  Whether  of  asphalt,  cenunt  or  brick,  the  gutter 
should  rise  at  the  rate  of  one  inch  to  the  foot  or  better  for 
the  first  two  or  three  feet  from  the  curb  in  order  to  form  a 
decided  dish  that  will  confine  the  water  in  a  narrow  stream 
against  the  curbing  instead  of  i)ermitting  it  to  spread  several 
feet  out  therefrom.  If  the  same  care  had  i>een  used  in  form- 
ing asphalt  gutters  with  the  proper  rise  that  was  used  in 
laying  cement  or  brick  gutters  on  asphalt  streets,  no  one 
would  ever  have  thought  it  necessary  to  employ  the  other 
materials.  The  flat  asphalt  gutters  of  early  construction 
liavc  much  for  which  to  answer.  Proper  gutters  can  be 
formed  and  compressed  with  a  tamper,  and  a  good  roller 
man  can  get  in  to  them  effectively. 

.\sphalt  to  the  street  car  rail  wherever  the  street  rail- 
way roadbeil  is  good.  Where  it  is  poor,  if  possible.  ci>mpcl 
them  to  make  it  what  it  should  be.  There  is  something  very 
disfiguring  almut  a  riblH)ii  of  blocks  along  an  outer  rail  on 
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ail  asphalted  street,  and  it  is  absolutely  unnecessary  in  many 
cases.  It  has  always  appealed  to  mc  as  diabolically  clever 
.the  way  in  which  the  asphalt  promoters  have  persuaded  cities 
to  lay  block  pavements  along  car  rails,  knowing  that  what- 
ever was  laid  would  go'to  pieces  where  the  rail  construction 
was  bad,  and  thereby  avoiding  the  discredit  that  would  un- 
avoidably, though  unjustly,  fall  upon  asphalt,  shunting  it  over 
upon  the  other  material. 

Maintenance 

First  construct  then  maintain  your  asphalt  pavements. 
They  should  not  require  any  repairs  for  a  number  of  years 
after  laying,  except  where  some  defect  in  construction  comes 
to  light,  but  whatever  they  do  need  they  should  get.  Re- 
pairs should  be  carefully  made,  with  perpendicular  edges  and 
properly  paijited  joints,  and  no  asphalt  repair  should  be  left 
higher  than  the  surrounding  surface.  If  properly  com- 
pressed in  the  making,  there  will  be  no  sinkage  under  traffic 
that  will  require  an  allowance.  Do  not  leave  the  surface 
higher  than  the  car  rails,  manhole  boxes,  and  so  forth,  against 
which  it  is  laid.    This  has  been  tried  out  and  abandoned. 

Three  methods  of  maintenance  for  asphalt  pavement  sur- 
faces should  be  considered.  There  is  the  simplest  way,  the 
cutting  out  of  the  defective  section  and  replacing  it  with 
new  mixture.  The  surface  burner  method'  has  been  used 
extensively,  with  fair  results.  And  the  remelting  and  remix- 
ing process  has  been  successfully  employed  in  many  places. 
Needless  to  say,  all  three  methods  should  be  used  in  every 
large  city,  each  being  fitted  to  different  conditions  that  are 
sure  to  confront  the  engineer. 

The  remelting  and  remixing  of  the  old  surfaces  has  al- 
ways seemed  to  the  author  the  one  wg.'y  that  should  be  more 
carefully  developed  with  a  view  to  the  future  maintenance 
of  our  asphalt  pavements.  The  re-use  of  the  old  material, 
which  can  be  made  as  good  as  ever  at  little  cost  by  remelt- 
ing .and  remixing,  with  possibly  a  little  added  soft  asphalt 
to  rejuvenate  it,  will  effect  great  economies  in  street  pave- 
ment maintenance  over  a  period  of  years.  The  cost  of  new 
material  is  saved,  and  the  expense  of  hauling  the  old  sur- 
face to  a  dump  is  avoided.  The  trucks  must  return  to  the 
mixing  plant  anyway,  and  they  may  as  well  carry  a  load  of 
old  asphalt  as  go  back  empty  for  the  next  load  of  mixttfVe, 

Predicted  Use  of  Asphalt 

Asphalt  is  in  its  infancy  as  a  paving  material.  Each  year 
sees  larger  tonnages  of  it  used  for  this  purpose,  and,  as  pav- 
ing economy  is  more  carefully  studied  by  our  public  authori- 
ties, the  very  clear  reasons  for  its  extensive  employment  as 
a  road  surface  material  will  be  more  fully  appreciated.  The 
more  extensively  it  is  used  in  any  cit^,  the  more  economically 
it  can  be  handled. 

Conclusion 

This  paper  is  already  too  long  and  must  therefore  be 
brought  to  a  close,  but  the  subject  has  only  been  partly  treat- 
ed in  a  way  that  the  author  hopes  will  be  helpful  to  those  who 
are  about  to  get  their  first  experience  with  asphalt  pavements. 
To  those  who  have  spent  many  years  in  the  industry,  it  will 
mostly  be  an  old  story,  and  only  a  very  small  part  of  the  old 
story  at  that;  but  to  the  young  engineers  who  arc  about  to 
start  their  careers  as  road  builders,  and  to  the  older  mem- 
bers of  the  profession  who  have  heretofore  not  had  to  con- 
sider the  subject  very  carefully,  il  is  hoped  it  may  supply 
soijie  idea  of  the  practical  side  of  tlic  vv(jrk,  and  a  slight  in- 
sight into  the  technical  side. 


Tractor  Specifications 

The  director,s  of  the  Highland  and  .\i2,ricnltnral 
'Ociety  of  Scotland  held  a  tractor  demonstration  in 
July  of  last  year.  A  summary  of  their  conclusions  fol- 
lows : 

Weight. — The  weight  of  tractor  should  not  exceed  30  cwt. 
Horse-power. — Should  be  ample;  not  less  than  20  brake 
horse-pGwer. 

Caterpillars  and  Wheels.  —  Caterpillar  tracks  have  not 
been  shown  to  possess  any  advantage,  in  gripping  power,  over 
the  best  type  of  wheels. 

Spikes,  Bars,  and  Spuds. — Well-designed  spuds  appear 
preferable  to  either  spikes  or  bars. 

Accessibility  and  Protection. — Working  parts  of  machin- 
ery should  be  readily  accessible.  Complete  ])rotection  against 
weather  and  interference  should  be  provided. 

Brakes. — Adequate  brakes  should  be  fitted. 

Durability. — Exposed  gear  drives  on  wheel  tractors  and 
excessive  wear  on  caterpillar  tracks  tend  to  impair  durability. 

Connections.  —  Spring  attachment  between  tractor  and 
plow  desirable,  with  release  device  in  case  of  se\ere  shocks. 
Point  of  attachment  should  be  variable  vertically  as  well  as 
horizontally. 

Speeds. — Two  and  a  half  and  four  miles  per  hour  forward, 
with  reverse,  appear  to  be  the  most  generally  useful. 

Fuel. — Complete  vaporization  of  paraffin  does  not  appear 
to  have  been  generally  attained,  and  it  may  he  found  mure 
satisfactory  to  use  petrol  when  normal  conditions  return. 

Handling  and  Turning. — Handling  does  not  usually  prove 
difficult.  Single-unit  machines  have  the  advantage  that  the 
implement  operated  is  directly  under  the  observation  of  the 
driver.  Lighter  tractors  and  single-unit  machines  occupy  less 
time  and  space  in  turning. 

Price. — The  price  should  not  exceed  £300. 

Plows. — Must  be  adjustable  to  varying  widths  as  well  as 
to  varying  depths.  Where  the  tractor  and  plow  do  not  form 
a  single  unit,  it  is  highly  desirable  that  an  automatic  lift 
should  be  provided.  Power  lift  has  additional  advantages.  A 
guide  wheel  to  regulate  width  of  leading  furrow  is  desirable. 
Suggestions — (1)  A  device  for  raising  the  last  unit  of  the 
plow  would  enable,  say,  two  furrows  to  be  taken  up-hill  and 
three  down;  (8)  a  one-way  plow  would  abolish  feerings  and 
finiishes,  which,  in  most  cases,  must  be  done  by  horses. 


I'lans  and  specifications  arc  now  being  ])re])arcd  for  a  new 
MHiiiitions  plant  in  Toronto.  Tlie  site,  which  has  recently 
liccn  purchased,  is  located  in  F.ast  Toronto  near  the  G.  T.  R. 

res.     Il  is  stated  thai  the  ma- 


Your  Concrete  "Bit" 

It's  the  nature  of  man  to  delay  if  he  can 

The  duties  he  knows  he  should  do, 
He'll  find  an  excuse,  though  it's  poor  and  obtuse,, 

And  flatter  himself  that  it's  true. 
Intentions  amount,  in  the  final  account. 

To  hopes  that  have  wandered  astray. 
But  a  thing  that's  begun,  is  as  good  as  half  done, 

For  at  least  it  is  well  under  way. 

You  grumble  and  wait  for  the  incoming  freight, 

That's  bringing  your  lime  and  cement; 
It's  sidetracked  out  there  on  the  system  somewhere, 

For  schedules  are  twisted  and  bent; 
Each  morning  you  find  you  are  getting  behind. 

With  the  building  that  ought  to  be  through. 
So  you  worry  and  fuss  because  some  other  cuss 

Is  making  work  harder  for  you. 

I've  preached  it  before,  and  I'll  say  it  some  more. 

That  you  are  the  fellow  to  blame, 
For  when  you  build  roads  that  will  carry  the  loads, 

You'll  put  the  freight  schedules  to  shame; 
A  permanent  street  made  of  lasting  concrete. 

With  freight  loaded  trucks  running  through. 
Will  give  you  relief  from  your  train  waiting  grief. 

And  settle  the  pro1)lem  for  you. 

L'Envoi. 

It's, the  nature  of  man  to  delay  if  he  can 
The  things  he  should  do  r'iglU  away. 

So  it's  right  up  to  you  to  get  busy  and  do 
Your  "  bit "  for  the  concrete  highway. 

By  F.  A.  Mitchell— Cement  Wurld 


and  covers  an  area  o 
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chincry  alone  will  cost  $360,000. 


The  t'lMitriil  l''.iiL;inccring  Company,  Limited,  has  taken 
out  supplementary  Icllcrs  palinl  increasing  its  capital  fi'om 
$35,000  to  $100,000. 
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Water  Purification  by  Ozone  Method 


An  interesting-  article  on  the  treatment  ol  water 
with  ozone,  written  by  Mr.  I.  D.  Groak,  of  (Chicago, 
appeared  in  Municipal  Engineering  of  May,  1918. 

Ozone  is  the  strong,  powerful  gas,  known  chem- 
ically by  Oa.  It  was  used  first  for  water  purification 
by  Shoenbein,  in  about  1849.  The  project  was  taken 
up  on  a  commercial  scale  by  Siemens  and  llalske,  in 
1898,  and  in  a  short  time  after  a  number  of  plants  were 
installed  in  Europe ;  and  to-day  about  60  or  70  munici- 
l)al  plants  are  using  the  ozone  method  of  water  purifi- 
cation in  France,  Italy,  Russia,  Roumania,  and  der- 
many,  and  even  in  South  America. 

The  first  plant  was  in  Paderborn,  Germany,  where 
typhoid  has  entirely  disappeared  from  the  town.  Pet- 
rograd,  Russia,  and  Munich,  Germany,  use  ozone  for 
larg"e  breweries  and  industrial  plants,  and  Astrachan 
for  sterilizing  mineral  water.  In  France  alone,  in  1915, 
there  were  26  plants  working,  including  that  of  Paris. 
3esides  Siemens  Plalske,  Tindal,  whose  patents  passed 
into  the  hands  of  M.  de  Frise,  who  improved  on  them, 
also  Otto,  and  several  others  worked  and  made  im- 
provements. Vosamaer  spent  about  15  years  of  scien- 
tific study  on  the  use  of  ozone  for  water  purification 
and  other  industries 

The  application  of  ozone  in  water  treatment  de- 
pends on  the  properties  of  the  water  itself.  It  is  pre- 
ferable to  make  the  water  clear  of  matters  in  suspen- 
sion. It  makes  quite  a  difference  for  the  designer  of  a 
plant  whether  he  has  to  contend  with  river  water,  lake 
or  well  suppl}''.  Ozone  itself,  if  properly  handled,  will 
reduce  the  turbidity  due  to  organic  matters  about  70 
per  cent.,  but  it  is  cheaper  to  do  that  with  rough  filtra- 
tion,, and  let  the  ozone  act  on  the  bacteria  and  organic 
impurities. 

Nature  of  the  Process 

How  does  ozone  act  on  the  water?  Just  as  in  na- 
ture. Both  before  and  after  a  rain  we  smell  ozone ;  as 
the  rain  water  comes  in  drops  every  part  of  it  is 
touched  by  the  ozonated  air. 

Science  has  put  into  commercial  form  the  imitation 
of  this  occurrence.  We  all  know  that  through  either 
seepage,  vegetation,  or  sewage  contamination  there  is 
hardly  any  water  which  is  not  contaminated  with 
harmful  bacteria.  Ozone  mixed  with  this  water  will 
discharge  one  part  of  oxygen  in  so-called  status  nas- 
cendi.  This  part  of  oxygen  makes  a  combination  with 
the  carbon  of  the  organic  impurities,  burning  them  up 
into  C  O2,  and  literally  removes  the  harmful  and  odor 
bacteria  from  the  water  and  produces  not  only  a  safe, 
but  palatable,  crystal-clear,  oxygenated  water. 

Naturally  it  took  some  time  before  a  process  was 
worked  out  on  a  commercial  scale  in  such  a  way  that 
now  it  is  possible  to  produce  and  to  manufacture  an 
apparatiir.  for  a  reasonable  amount  and  small  u;ikeep. 
The  most  important  part  of  the  equipment  is  the  ozone 
generator.  A  Chicago  company  claims  to  ha\e  an 
efficient  and  inexpensive  ozone  generator,  consisting 
of  a  vacuum  tube,  which  is  made  from  glass  (see  Fig. 
1).  Around  this- vacuum  tube  there  is  another  glass 
with  metal  contact.  About  5,500  volts  or  more  of  alter- 
nating current,  in  passing  through  these,  prdduccs  a 
silent  discharge  of  electricity.  The  i)ropcr  name  is 
"brush  discharge";  sparking  would  produce  nitrites, 
which  are  harmful.   This  brush  discharge  makes  ozone 


from  air.  Conveying  this  ozonated  air  in  the  niixinff 
chamber  or  sterilizing  towers  is  another  secret  of  re- 
producing nature's  own  water  purification. 

The  Action  of  Ozone 

Jt  is  lujt  only  important  to  have  pure  ozone  and 
ha\e  a  simple  device  for  making  it,  but  equally  as 
necessary  to  have  an  efficient  mixing  device  to  use  uj) 
e\  ery  particle  f)f  the  ozcjiie  and  to  make  sure  that  all 
molecules  of  the  water  shall  be  thoroughly  mixed  and 
in  touch  for  at  least  a  short  period,  by  passing  the 
water  tiirough  the  mixing  or  sterilization  chamber. 
The  air  should  be  filtered  and  dried  before  entering. 

First,  it  destroys  the  jjathogenic,  less  resistant  bac- 
teria. On  a  commercial  scale  it  is  not  advisable  to  go 
too  far  with  the  i)rocess.  To  give  an  idea  of  how  much 
ozone  is  re(|uired  t(j  treat  the  water,  anvwhere  from 
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Diagram  of  ozone  generator. 

pne-half  to  three  grams  per  cubic  meter  of  air  is  the 
general  method  for  concentration.  Regarding  the 
output  of  ozone  per  horse-power  employed,  25  to  30 
grams,  sometimes  even  up  to  as  high  as  35  grams,  is 
an  average  for  rate  of  production. 

The  space  required  for  the  apparatus  is  very  small. 
Each  tube  has  a  capacity  of  30  to  200  gallons  of  water 
per  hour;  its  electric  consumption  is  about  2  watts.  It 
merely  means  a  duplication  and  many  sets  of  tubes 
and  mixing  chambers  for  a  larger  plant.  The  results 
are  positive,  without  any  question  or  doubt  as  to  the 
outcome.  The  process  has  proved  itself  in  the  last  de- 
cade. It  not  onlv  disposes  of  the  bacteria,  but  takes 
out  the  odor  and  improves  the  taste  of  drinking  water, 
without  leaving  any  residue  or  chemicals  in  the  tap 
water,  and  hardly  changi'ng  the  mineral  content  of  the 
water. 

The  Process  as  Viewed  by  European  Authorities 

Quoting  from  Don  i^-  Chisholm,  of  "Modern  Meth- 
ods of  Water  Purification,"  pages  2t)2-3,  thev  say: 
"Naturally,  a  jjurification  process  which  converts  an 
unwholesome  stream  into  a  liquid  as  certainlv  inoffen- 
sive as  the  purest  spring  water  is  one  that  appeals 
directly  to  water  undertakers.  .  .  .  The  consumer 
cannnl  find  fault  with  the  treatment,  for  no  residue  of 
the  i)nrifying  agedt  is  left  in  tlie  ta]>  water.  ...  It 
is  an  ideal  procedure." 

With  reterence  to  the  treatment  of  ri\er  water  wc 
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are  qiiotin<;'  the  fullowiiii^' :  "The  results  o1)tained  were 
.upon  the  roughly-tiltered  Alarne  water.  The  latter 
jcarries  at  times  as  many  as  300  bacteria  per  c.c.,  and  15. 
Coli  is  discoverable  in  40  c.c.  The  color  of  the  water 
js  dull,  with  a  brown  to  greenish  hue.  The  water  that 
(.•omes  from  the  sterilizer  is  bright  and  sparkling,  and 
highly  transparent.  The  ])erceptible  odor  at  the  ster- 
ilizer is  almost  entirely  vanquished  before  it  is  ready 
to  How  away  from  the  last  comi)artment.  There  is  no 
increase  in  nitrates  in  the  ozonized  water  as  com])ared 
with  the  filtered  water,  nor  are  there  any  nitrites, 
^chlorine   compounds,  or   any   peroxide   of  hydrogen 


,traceable  to  the  electric  discharge.  These  are  the  con- 
;clusions  drawn  by  Drs.  Ogier  and  Bonjean  (1904)  and 
,by  Dr.  Rideal  (1908)." 

In  some  ])lants  water  contains  over  4,000  ])acteria 
per  c.c,  and  is  made  safe  with  ozone  treatment. 

"In  (linnekin.  Holland,  the  ozone  treatment  re- 
verses the  \  itiated  condition  of  the  water,  and  ])roduces 
an  effluent  which  is  not  (Mily  to  all  intents  sterile,  l)ut  is 
clear,  s|Kirkling,  and,  to  use  the  description  of  Profes- 
sor (lerard,  a])])etizing.  It  has  acquired  all  the  proper- 
ties of  the  best  upland  water,  which  is  only  distinguish- 
able to  the  chemist." 


Practical  Ideas  on  Repairing  Bridges 


AT  the  twenty-seventh  annual  convention  of  the 
American  Railway  Association,  the  president, 
Mr.  S.  C.  Tanner,  gave  some  interesting  details 
on  the  repair  of  bridge  piers.    Mr.  Tanner's  re- 
marks are  re])roduced  in  part : 

\\'e  found  on  some  of  the  old  main  lines,  where 
stone  piers  had  been  built  30  or  40  years  ago  for  pony 
trusses,  that  the  piers  held  up  the  pony  trusses  all  right, 
but  when  the  bridges  had  been  renewed  either  with 
pony  steel  trusses  or  deck  girders  for  heavier  trafific,the 
ends  of  the  piers  would  settle  down  or  the  middle  of  the 
piers  would  break  down.  As  a  temporary  expedient  in 
those  cases  I  used  an  idea  that  I  had  gotten  from  some 
old  bridge  man  of  putting  longitudinal  timbers  from 
end  to  end  of  the  pier.  That  had  the  effect  on  the  piers 
under  the  pony  trusses  of  throwing  towards  the  centre 
some  of  the  load  that  was  settling  down  the  end  of  the 
pier,  and  under  deck  girders  of  throwing  out  to  the  end 
of  the  ])ier  some  of  the  load  that  was  breaking-  down 
the  middle.  That  was  then  followed  up,  sometimes 
several  years  later,  by  taking  down  one  or  two  courses 
off  the  to])  of  the  pier  and  putting  in  a  new  reinforced 
concrete  ca]),  and  I  don't  know  of  one  case  in  ten  years 
on  that  railroad  where  I  took  down  a  few  courses  from 
the  to])  of  the  pier  and  put  in  a  reinforced  concrete  to]) 
that  would  distribute  the  load  o\  er  the  ])ier,  where  we 
had  any  further  trouble  or  any  further  settlement. 

W'a  also  had  cases  where  the  back-filling  of  the  i)ier 
behind  the  casing  was  very  soft  and  was  breaking 
down  under  the  loads.  We  ran  tie-rods  through  such 
piers  and  put  a  casing  6  to  9  in.  thick  on  each  side,  and 
we  had  no  further  trouble  there. 

Concrete  Placed  With  Old  Bridge  in  Use 

One  lesson  I  learned  there  was  the  remarkable  bond 
that  forms  between  new  concrete  being  ])laced,  and 
old  masonry  in  those  i)iers,  even  though  the  old  mason- 
ry may  be  moving  at  the  time  of  i:)lacing  the  new  con- 
crete. The  first  question  I  was  asked  was:  "How  is 
this  concreting  to  be  ])laced  while  the  bridge  is  in  use 
and  the  old  masonry  mo\ing?"  Nc)w,  in  practically 
every  instance  we  concreted  while  the  old  bridge  was 
in  daily  use  and,  even  though  there  was  a  considerable 
movement  of  the  old  ])ier,  the  new  concrete  set  firmly. 

This  set  is  really  remarkable.  Perhaps  the  most  ex- 
treme case  where  a  movement  has  been  stopi)ed  and 
the  concrete  has  set  was  on  the  long  a])])roach  to  the 
St.  Charles  P)ridge,  over  the  Missouri  River,  on  the 
Wabash  Railroad.  There  is  a  long  curved  a])])roach 
there,  and  trains  going  around  the  curve  would  throw 
the  track  out  of  line  sometiiues  as  nnich  as  C)  in.  'i'lic 


chief  engineer  of  the  AVabash  finally  struck  upon  the 
idea  of  changing  these  old  columns  into  concrete  col- 
umns. He  i)ut  an  18  in.  form  around  them  and  wound 
them  with  wire  and  rods,  and  built  the  columns  up 
from  the  bottom,  storey  by  storey,  from  the  bottom  to 
the  top.  AVhen  he  was  a  quarter  of  the  way  up  one- 
quarter  of  the  lateral  vibration  had  disappeared,  and 
when  he  got  to  the  top  the  lateral  vibration  had  en- 
tirely disappeared.  That  concrete  is  apparently  just  as 
good  as  though  it  had  been  placed  under  a  bridge  that 
was  perfectly  still  instead  of  one  sustaining  a  heavy 
traffic. 

Another  case  I  found  at  Little  Rock,  Ark.,  where  a 
bridge  across  the  Arkansas  River  had  piers  made  up  of 
about  35  ft.  of  timber  cribbing  and  45  ft.  of  masonry  on 
top  of  pneumatic  caissons  on  rock.  The  cribs  were  not 
really  well  built  in  the  first  place,  and  the  sand  had 
leaked  out  through  the  cracks.  The  timbers  gradually 
had  crushed  and  let  those  ]Mers  down,  and  they  were 
pointing  in  every  conceivable  direction.  From  1883 
until  about  1907,  when  I  took  over  the  responsibility 
for  the  bridge,  I  think  about  five  efforts  had  been  made 
to  stoj)  those  ])iers  from  moving  around. 

In  1912  we  went  in  and  sank  coft'erdams  about 
them,  went  down  to  a  dej^th  of  45  ft.,  removed  all  the 
sand  and  rip-ra]),  and  while  those  ])iers  were  mox  ing 
around  a  good  deal,  we  gradually  put  in  concrete  and 
began  to  build  up,  and  as  the  concrete  went  in  one 
could  almost  note  the  disappearance  of  the  vibration. 
When  we  got  up  to  the  toj)  the  piers  were  solid.  When 
trains  went  over  before,  the  timbers  were  soggy,  and 
you  could  see  the  water  squeeze  out  of  them.  When 
we  reached  the  top  of  the  timbers  we  ])ut  a  reinforced 
concrete  shell  around  the  ])iers,  and  those  i)iers  have 
been  there  now  for  five  years  and  they  are  just  as  solid 
as  rock. 

Repaired  150  Bridges 

In  1907  I  had  150  bridges  on  that  railroad  under 
which  the  ])iers  were  moving,  for  e\ery  conceivable 
reason,  and  1  don't  remember  one  case  where  we  took 
down  a  ])ier  or  abutment  because  it  was.  moving.  In 
every  case  we  resorted  to  some  of  the  ex])edients  re- 
I)orted  by  Mr.  Strouse,  and  we  never  hesitated,  even  on 
a  smootR  concrete  face  of  an  abutment,  to  drill  in.  ])Ut 
in  anchor  rods,  and  ])Ut  the  shell  in  front  of  that. 

We  had  another  case  where  we  encased  some  steel 
cylinders  in  concrete.  We  had  a  number  of  piers,  each 
comi)osed  of  two  steel  cylinders,  and  each  having  seven 
l)iles  driven  down  through  the  cylinders.  We  wanted 
to  ])Ut  a  hcax  ier  truss  on  and  vvc  had  to  reinforce  those 
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cylinders  some  way.  Without  any  falsework  at  all,  we 
went  down  around  those  cylinders,  drove  the  j)iles  to 
about  40  ft.  penetration  by  the  jet,  put  the  cofiferdams 
down,  and  came  rit^ht  up  around  those  cylinders  and 
buried  them  in  concrete. 

When  we  jetted  a  pile  down  at  one  side  of  the  cylin- 
der the  cylinder  settled  about  half  an  inch,  so  we  would 
drive  so  many  piles  on  one  side  and  then  go  around  and 
drive  so  many  on  the  other  side  to  keej)  it  from  getting 
too  much  on  one  side  or  the  other,  and  when  we  got 
through  we  found  the  cylinders,  every  one  of  them,  had 
gone  down  al)out  12  to  14  in.  The  mass  of  concrete 
was  so  great  in  comparison  to  the  size  of  the  cylinders 
that  the  weight  of  the  concrete  overcame  the  motion  as 
it  came  up  on  the  cylinders  which  were  vibrating  under 
traffic. 

In  a  number  of  cases  we  had  concrete  arches  built 
for  (jne  or  two  tracks.  Sometimes  the  head-walls  were 
])retty  well  out  at  the  foot  of  the  slo])e  and  ])ulling 
away.  Now,  in  three  cases  T  remember  distinctly  1  put 
across  the  head- walls,  about  3  ft.  below  the  crown,  a 
pair  of  heavy  I-beams,  and  ran  rods  through  from  one 
set  of  I-beams  to  another.  On  one  bridge  we  were  sure 
we  were  going  to  lose  immediately  we  spent  about 
$3,000  putting  in  a  set  of  I-beams  and  a  set  of  rods  five 
years  ago.  I  took  a  trip  there  recently  and  there  has 
not  been  a  particle  of  motion  since  we  tightened  up  the 
rods.  It  is  as  stable  as  though  it  had  been  built  right. 
Nobody  sees  the  arches,  but  the  bridge  ins]^ector,  and 
he  doesn't  care,  so  the  appearance  does  not  matter.  To 
have  rebuilt  the  arches  would  have  cost  $50,00(3. 

Discussion 

A.  S.  Markley : — The  Chicago  and  Eastern  Illinois 
had  four  through  truss  spans,  each  150  ft.  long  and  one 
166  ft.  plate  girder  draw  span  crossing  the  Wabash 
River  at  Clinton,  Ind.  The  masonry  supporting-  this 
bridge  was  built  of  native  stone  in  1870.  The  stone  had 
deteriorated  and  began  to  show  defects  under  the  truss 
bearings  on  account  of  the  heavy  live  and  dead  loads. 
For  this  reason  it  was  decided  in  1910  to  strengthen  all 
the  five  piers,  the  south  abutment  and  tail  wall,  and  a 
detached  tail  wall  and  to  build  an  additional  abutment 
for  a  24  ft.  beam  opening  to  replace  a  wooden  trestle  for 
an  under  crossing  for  teams  at  a  total  estimated  cost  of 
$19,490. 

The  actual  cost  of  this  work,  without  overhead 
charges  on  car  rental,  was  $20,850.  During  the  work 
the  operator  was  interrui)ted  twice  by  high  water  and 
once  to  do  other  important  work,  which  no  doubt  ab- 
sorbed the  overcharge.  Work  was  begun  in  Septem- 
ber, 1910,  and  completed  in  September,  l'-*ll,  the  cost 
per  pier  ranging  from  $3,019  to  $2,638. 

All  of  the  masonry  in  the  old  piers  and  abutments 
was  veneered  with  reinforced  concrete  18  in.  thick. 

Cost  of  concrete  ])er  yard  for  casing: 


Material,  per  yard  of  concrete  $  1.84 

Labor,  per  yard  of  concrete  •.   1.49 


Total   $3.33 

Cost  per  yard  of  concrete,  labor  $  6.49 

Cost  per  yard  of  concrete,  material   4.40 

Total  cost  of  labor  and  material  (casing  in- 
cluded)  $10.89 


In  order  to  take  care  of  the  additional  dead  load  of 
the  concrete  30  ft.  piles  were  driven  36  in.  between  cen- 
tres around  the  outside  of  these  piers  and  the  al)Utment, 
the  latter  being  30  ft.  long  and  42  ft.  high  from  base  of 
rail  to  low  water  mark.    In  driving  these  piles  the  leads 


and  steam  hammer  were  suspended  below  the  bridge,  a 
i>ay  City  driver  and  steam  hammer  i>eing  u>ed.  -\ 
shc^rt  b(jom  derrick  with  a  two-drum  anrl  winch-head 
machine  was  placed  on  the  iront  of  the  driver  to  handle 
the  leads,  hammer,  and  jjiles.  'i  lie  driver  was  self-pnj- 
pelliiig,  dispensing  with  a  train  crew  and  locomotive. 
All  i)iles  were  driven  home  t(j  receive  the  concrete  and 
below  low  water  line.  Double  rows  of  the  sheet  piling 
were  driven  around  the  piers  and  Z'/j  ft.  away  from  it. 
the  sjKice  between  being  tilled  with  straw  and  sand  to 
insure  that  there  would  be  only  dead  water  inside  of 
the  cofferdam  to  av(jid  any  cement  fhjwing  away.  The 
inside  casing  of  the  cofferdam  comprised  the  l<jrm  for 
the  concrete,  which  was  placed  a  minimum  thickness 
of  4  in.  outside  of  the  piles,  so  that  no  part  of  the  i)iles 
was  e.\i)osed  to  the  atmosjihere  or  other  destructive 
agents.  The  water  around  the  i)iles  was  from  8  to  12 
ft.  dee]).  In  some  cases  the  piers  had  been  filled  around 
with  broken  stone  to  prevent  washing,  which  very 
much  im|)eded  our  work  of  driving  the  sheet  piling. 

Placing  Concrete  Under  Water 

In  order  to  dejjosit  the  concrete  in  the  water  we 
used  a  10  in.  tube  made  of  No.  22  iron,  riveted  together 
with  a  barrow  hopper  at  the  top,  in  which  to  dumj)  con- 
crete from  barrows  into  the  tube.  1  n  using  this  it  was 
necessary  to  seal  the  tube  on  the  bottom  or  keep 
enough  concrete  in  it  to  prevent  the  water  from  rising 
in  it  and  separating  the  sand  from  the  concrete.  As  the 
tube  was  filled  it  was  movefl  to  one  side  or  raised  suffi- 
ciently to  allow  the  concrete  to  pass  out  of  it  in  ])lace. 

The  concrete  was  allowed  to  settle  around  the  piles 
and  make  its  own  slope  from  the  inside  of  the  sheet 
piling  down  under  the  pier.  In  some  cases  there  were 
openings  that  took  considerable  cpiantities  of  concrete 
to  form  the  footing  up  to  the  grillage,  all  of  which 
added  to  the  support  of  the  increased  dead  load.  The 
piers  in  all  cases  rested  on  jjiles  and  grillage.  While 
this  work  was  going  on  no  discoloration  of  the  water 
inside  the  cofferdam  was  visible,  the  cement  and  other 
ingredients  remaining  where  they  were  dept)sited. 
These  footings,  in  some  cases,  were  2  to  3  ft.  wider  than 
necessary  to  supi)ort  the  18  in.  veneer  on  account  of 
the  grillage  being  wider  than  the  ])iers.  In  these  cases 
we  stepped  in  to  the  required  width.  The  upper  forms 
rested  on  and  were  anchored  to  the  footings  and  were 
tied  at  the  top  to  prevent  their  spreading  as  concrete 
was  deposited  in  the  forms.  In  order  to  anchor  the  con- 
crete to  the  old  piers  ^  in.  corrugated  bars  were  ])laced 
36  in.  apart.  Holes  were  drilled  in  the  stone  12  in.  deep, 
in  which  the  bars  were  inserted.  They  also  extended 
12  in.  into  the  concrete.  After  dampening  the  holes  a 
rich  mortar  was  packed  in  them  around  the  bars,  to 
anchor  them  to  the  pier.  In  addition  a  dovetailed  re- 
cess was  cut  in  the  stretcher  course  of  masonry  for,  the 
full  thickness  of  the  course,  from  18  in.  to  24  in.  thick 
and  as  deej)  as  the  stone  was  wide.  Stretchers  were 
selected  on  account  of  their  being  narrow  to  minimize 
cutting.  .After  the  recesses  were  cut,  C(.)ncrete  was 
brouglit  u])  and  an  e.xtra  thin  grout  was  run  into  them 
to  fill  u])  the  \-oids  that  appeared  in  the  masonry,  which 
were  man\-  and  .some  cpiite  large.  .\s  the  stone  was 
laid  in  mortar,  where  recesses  were  not  opi)osite  each 
other,  grout  would  ai)iH'ar  on  the  opposite  side  from 
,which  it  entered  the  jiier  as  the  grouting  progressed. 
The  veneer  was  pro])erly  reinforced  in  both  directit>ns. 
in  ;uldition  tt)  being  anclujred  to  the  pier. 

Hearing  blocks  under  the  trusses  on  top  of  the  i)iers 
were  made  in  the  field  and  were  properly  seasoned  be- 
fore placing.    The  joints  in  the  masonrv  alwa\  s  deter 
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.mined  their  thickness,  the  minimum  being  4  ft.  thick 
and  24  in.  wider  than  the  shoe  of  the  truss.  Parallel 
with  the  track  the  blocks  extended  12  in.  on  to  the 
veneer  on  each  end,  leaving  6  in.  of  the  end  of  the  block 
to  be  covered  up  wit^i  veneer,  so  as.  not  to  show  the 
joints  of  the  block  on  the  face  of  the  pier.  All  these 
Jjlocks  were  heavily  reinforced  and  placed  under  traffic, 
using  a  self-propelling'  derrick  to  place  them.  All  work 
done  at  this  time  is  as  perfect  as  when  completed,  no 
blemish  whatever  having  appeared.  At  the  same  time 
new  coping  was  added  to  all  the  piers  and  abutments. 
At  several  other  double-track  truss  bridges  we  have  had 
this  same  defect,  bearing  blocks  replacing  the  old  stone 
piers  where  evidence  of  defects  appeared.  We  have 
usually  coped  the  entire  pier  or  abutment  down,  in  some 
cases  as  far  as  two  courses  below  the  coping.  We  use 
two  50-ton  ratchet  jacks  under  one  end  of  each  span, 
with  loops  made  to  fit  over  the  nuts  of  the  end  pins, 
with  stems  sufficient  in  length  and  strength  to  carry 
the  weight  crosswise  of  the  track.  Heavy  timber  or  I- 
beams  were  used  on  top  of  the  jacks  to  raise  the 
trusses.  The  stem  of  the  loop  passed  through  the 
timber,  with  nuts  and  a  plat  on  top  or  between  the 
l)eams. 

We  had  two  12  ft.  arches  with  6  ft.  bench  walls  in 
which  the  stone  had  deteriorated  to  such  an  extent  that 
,it  was  necessary  to  strengthen  them.  The  barrels  of 
,these  arches  were  45  ft.  long.  In  one  we  placed  rein- 
forced concrete  12  in.  thick.  In  order  to  place  the  con- 
crete, which  was  made  reasonably  thin,  we  tapped  a 
hole  24  in.  square  in  the  crown  of  the  arch  between  the 
two  main  tracks  and  outside  of  the  ties,  in  which  to 
pour  the  concrete,  beginning  in  the  centre  and  using  1 
in.  by  6  in.  plank  to  tamp  the  concrete  in  place  between 
the  corrugated  bars. 

At  the  second  arch  we  used  three  rings  of  paving 
bricks  made  of  ground  shale,  beginning  in  the  middle 
with  centres  30  in.  apart,  or  sufficient  for  men  to  work 
between.  As  the  brick  was  laid  in  the  crown  roller 
ways,  the  lagging  was  placed  in  sections,  keeping  the 
l)rick  in  reach  of  the  men  laying  them.  As  both  arches 
were  duplicates,  we  saved  $150  by  using  brick  which 
cost  $12  ijer  M.  In  laying  the  brick,  very  thin  cement 
mortar  was  used.  When  the  brick  were  "buttered" 
they  would  be  slid  12  in.  to  15  in.  on  the  mortar  bed 
into  place,  thus  insuring  a  perfect  j(Mnt.  The  space  be- 
tween the  old  and  the  new  crowns  was  backed  up  with 
spaces  of  brick  and  mortar. 

We  have  four  or  five  brick  arches  which  were  built 
in  Upon  recent  inspection  they  were  found  to  be 

as  perfect  as  when  put  in,  except  the  footings  of  con- 
crete. 'JMicre  is  no  leaking  of  the  roofs  or  bench  walls. 
'I'hey  were  coated  over  the  top  with  a  rich  mortar  2  in. 
thick  at  the  time  they  were  built.  No  extremes  of  tem- 
perature or  coml)ination  of  freezing  and  thawing  of 
water  liave  liad  any  effect  whatever  on  their  durability. 


One  of  the  first  actions  of  the  new  Department  of 
Municii)al  Affairs  of  the  Province  of  Quebec  is  to 
quash  by-laws  passed  by  the  towns  of  Pointc-aux 
Trertbles  and  Laval  de  Montreal  guaranteeing  loans 
to  be  floated  by  several  companies  who  proposed  to 
build  factories  in  these  localities.  Municipalities 
around  Montreal  have  been  very  generous  in  thus 
assisting  companies,  and  the  Quebec  Government  evi- 
dently is  of  opinion  that  a  halt  must  be  called  to  this 
method  of  attracting  industries. 


Another  Use  for  Concrete 

•  In  the  cit)'  of  Tlirce  Rivers,  P.Q.,  La  Compagnie  de 
Beton  Special,  Ltee.,  is  manufacturing  various  kinds 
of  sanitar}-  vessels  of  concrete.  These  include  bath  - 
tubs,  sinks,  lavatories,  cheese  dairy  baths,  eating  and 
drinking  basins  for  animals,  etc.  Fig.  1  indicates  in 
a  general  way  the  method  of  moulding.  When  closing 
the  mould,  the  base,  A  B,  is  under,  the  inside  form 
and  outside  plank  closed  and  fastened.    The  concrete 


Fig.  1— Concrete  rotary  moulding  form,  during  the  setting. 

is  a  1:1  mixture  with  2  per  cent,  of  Toxement  added. 
This  is  poured  in  from  the  top  and  spread  over  the 
inside  form  to  the  proper  thickness.  The  part  E  D  is 
a  frame  running  round  the  top  of  the  form,  inside  of 
which  is  placed  a  cover,  F,  G,  I,  H,  called  a  compressor, 
which  is  forced  into  place  when  the  concrete  has  been 


Fig.  2— Unmoulding  a  concrete  sink. 

well  rammed  into  the  mould.  The  pressure  acting  on 
this  compressor  is  calculated  as  a  vibrating  force  of 
150  lbs.  A  complete  moulding  operation  lasts  from  20 
to  30  minutes.  At  the  end  of  this  time  the  mould  is 
turned  over  on  its  frame  with  the  base  up,  as  shown  in 
Fig.  2,  the  sides  of  the  form  are  dropped  and  the  in- 
ner forn>*  removed. 

In  addition  to  the  Toxement,  waterproof ness  is  as- 
sured by  three  coatings  of  special  waterproofing  paint, 
which  gives  the  concrete  an  exterior  appearance  sim- 
ilar to  any  enamelled  bath.  This  coating  is  approxi- 
mately 1/16  in.  thick.  A  glazing  is  afterwards  applied. 
The  work  is  done  very  largely  I)y  hand  and  it  is  esti- 
mated that  one  man  can  mould  ten  tubs  per  day. 
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Patented  Reinforced  Concrete  Tile' 

Messrs.  j.  I!.  Nicholson,  Ltd.,  (Mi,L;inccrs  ;in<l 

contnactors.  I  I lunilton,  Out.,  have  devised  a  new  pat- 
ented tile,  illustrated  herev\'itli,  which  is  designed  to 
overcome  the  cost  of  form  work.  It  consists  essen- 
tially of  a  reinforced  concrete  tile  or  slab  18  in.  in 
length,  12  in.  in  height,  and  of  varying  thicknesses — 
4  in.  to  8  in.  Around  the  4  in.  edge  is  a  2  in.  V-shaped 
groove,  which  forms,  when  two  tiles  come  together,  a 
diamond-shaped  opening,  which  is  filled  with  concrete 
grout.  In  this  space,  both  vertically  and  horizontally, 
is  placed  the  required  cross-sectional  area  of  steel  rein- 


forcing.  The  vertical  steel  runs  partly  through  this 
groove  and  partly  through  a  circular  opening,  cast  in 
the  centre  of  the  tile  at  time  of  manufacture. 

The  field  to  be  covered  with  this  class  of  construc- 
tion is  the  erection  of  reinforced  concrete  grain  elevat- 
ors, coal  pockets,  fuel  oil  tanks  ,and  water  tanks,  and 
retaining  walls  where  great  pressure  has  to  be  de- 
signed for.  The  tile  are  manufactured  both  at  a  cen- 
tral point  for  smaller  contracts  and  locally  on  the.  job 
for  larger  works. 


A  Record  Membership  Campaign 

The  Toronto  section  has  just  achieved  a  new  record 
amon^-  the  thirty-three  sections  of  the  American  Insti- 
tute of  Electrical  Engineers.  Fifty-two  new  applica- 
tions for  membershi[)  have  been  filed  during  the  cam- 
paign, which  ended  on  April  30  last.  This  corresponds 
to  an  increase  of  about  25  per  cent.,  and,  we  under- 
stand, is  ahead  of  that  of  any  other  section,  and  testi- 
fies to  the  appreciation  in  which  the  membership  in 
the  Institute  is  held.  Non-members  often  do  not  real- 
ize that  a  distinct  advantage  is  associated  with  mem- 
bership in  the  Institute.  The  opportunity  given  for 
associating  with  members  of  the  same  profession_  in 
different  grades  is  of  inestimable  value.  Great  credit  is 
due  to  Mr.  A.  B.  Cooper  and  his  membership  commit- 
tee for  the  results  obtained.  We  are  advised  that  the 
actual  number  (as  distinct  from  the  percentage")  of 
members  signed  up  in  Toronto  was  surpassed  only  l)y 
I 'hiladelphia  and  l^ittsburg. 

Mr.  J.  S.  Archibald  has  resigned  from  the  Archi- 
tectural Commission  of  the  City  of  Westmount,  on 
his  appointment  as  m-embcr  of  the  Montreal  Tramways 
Commission.  The  Architectural  Commission  passes 
on  all  building  plans. 

■  Patent  No.  183597  April  1918. 


Mainly  Constructional 

East  and  West— From  Coast  to  Coast 


L'.uilding  pcrinits  ;imounling  to  .^10,000  in  value  were 
issued  in  Gait,  Ont.,  durinfj  April.  Five  of  these  were  for 
dwellings. 

Works  Commissioner  Harris,  of  Toronto,  states  that  the 
Bloor  Street  Viaduct  will  probably  be  ready  for  traffic  in  the 
early  autumn  if  not  sooner. 

The  Shand  lingincering  &  Contracting  Company,  Limit- 
ed, has  been  incorporated,  with  a  capital  of  $40,000,  head 
office  at  Sault  Ste.  Marie,  Ont. 

'["he  municipalities  interested  have  received  assurances 
from  Ottawa  that  the  Port  Dover,  Ont.,  harbor  will  be  im- 
proved and  that  the  work  may  be  expected  to  begin  this  year. 

'J'here  is  approximately  200  miles  of  new  road  construc- 
tion proposed  to  be  done  in  the  I'rovince  of  Manitoba  this 
year,  the  carryiii<;  out  oi  which  will  depend  very  largely  on 
I  lie  availability  of  labor. 

The  Barrett  Company,  Limited,  have  commenced  work 
on  their,  paving  contract  on  the  Marsh  Road,  from  the  One 
Mile  House  to  the  Three  Mile  House,  near  St.  John,  N.B. 
The  surface  will  be  laid  IG  feet  wide  and  will  have  gravel 
shoulders. 

The  smelter  at  Midland,  Ont.,  is  to  be  reconstructed  and 
again  put  in  operation.  Cleveland  capitalists  and  a  number 
of  local  men,  including  ^r.  James  Playfair,  are  interested. 
The  Arthur  G.  McKee  Company  have  the  contract  for  carry- 
ing out  the  construction  work. 

The  Steamer  Lake  Michigan,  which  sank  recently,  had 
on  board  repair  parts  for  one  of  the  city  of  Regina's  electric 
light  units.  The  improbability  of  receiving  repairs  before 
next,  winter's  heavy  demand  may  mean  the  city  will  have 
to  expend  from  $17.5,000  to  .$200,000  for  the  purchase  of  a 
new  unit. 

A  new  roadway  of  first  class  construction  is  to  be  laid 
at  Guelph,  Ont.  The  contract,  which  has  been  awarded  to 
the  Construction  &  Paving  Company,  of  Toronto,  calls  for 
a  bituminous  concrete  road  from  the  G.  T.  R.  subway  to  the 
River  Speed  at  the  Dundas  head  bridge.  The  whole  work 
will   cost  $23,300. 

Within  the  ne.xt  few  weeks  the  Mc.Vvity  machine  plant 
at  St.  John,  N.B.,  will  have  another  unit,  100  ft.  x  400  ft.,  ad- 
ded to  its  present  building.  The  addition  will  be  constructed 
of  reinforced  concrete  and  brick  and  will  he  placed  immedi- 
ately in  the  rear  of  the  present  plant.  Grant  &  Home, 
contractors,  have  the  work  in  charg.c  and  F.  Neil  Brodie  is 
the  architect. 

The  contract  recently  awarded  to  J.  B.  Nicholson,  Ltd.. 
by  the  Kerr  Milling  Company,  Dundas,  covers  a  24,000-bushel 
elevator,  consisting  of  four  circular  reinforced  concrete  pock- 
ets, 14  ft.  diameter,  50  ft.  high,  constructed  of  the  Nicholson 
patented  reinforced  concrete  tile;  also  underground  tunnels, 
concrete  track  copper,  elevators,  conveyors,  distribution  sys- 
tem, and  miscellaneous  equipment,  the  whole  construction 
being-  either  of  reinforced  concrete  or  steel  and  absolutely 
lircproof. 

The  Saskatchewan  provincial  department  of  highways 
is  calling  for  tenders  for  two  reinforced  concrete  bridge  abut- 
ments for  a  bridge  over  the  Assiniboine  River  near  Cote  on 
the  C.  N.  R.,  two  reinforced  concrete  bridge  abutments  for 
a  bridge  over  the  Maple  Creek  near  the  town  of  Maple 
Creek,  and  for  two  similar  abutments  for  bridges  over  the 
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Qu'Appelle  River  near  Disley,  on  the  C.  N.  R.  Contracts  are 
to  be  let  separately  for  each  work  and  will  he  received  up 
till  May  20. 

At  a  recent  session  of  the  New  Toronto  Council,  the  ques- 
tion of  modifying  the  building-  by-law  was  brought  up.  The 
present  provisions  only  permit  the  building  of  solid  brick 
houses  south  of  the  Lake  Shore  Road,  and  the  landowners 
are  anxious' to  have  less  stringent  regulations  in  order  to  put 
up  immediate  buildings.  The  matter  was  shelved  for  further 
consideration. 

The  value  of  building  permits  issued  during  April  in 
Regina,  Sask.,  amounted  to  $29,310,  making  the  total  for 
the  year  to  date  $475,660,  or  approximately  $60,000  more  than 
the  value  of  the  entire  building  program  carried  out  in  1917. 

Vancouver's  building  permits  for  April  number  91  and  are 
valued  at  $163,230,  as  compared  with  49  permits  at  a  value 
of  $73,824  for  the  same  month  last  year.  The  permits  for  the 
first  four  months  of  this  year  also  compare  favorably  with 
those  issued  during  the  corresponding  period  in  1917,  the; 
figures  being  respectively.  344  permits  valued  at  $344,710,  and 
168  valued  at  $333,364. 

The  Hydro-electric  Power  Commission  of  Ontario  have 
been  granted  permission  by  the  Ontario  Railway  and  Muni- 
cipal Board  to  build  a  railway  from  Chippewa  through  the 
township  of  Stamford  for  the  purpose  of  removing  the  ex- 
cavated material,  etc.,  from  the  site  of  the  Chippewa  power 
development.  The  railway  is  to  be  constructed  as  soon  as 
the  plant  is  completed. 

Trouble  has  been  experienced  at  Aylmer,  Ont.,  owing 
tn  the  water  from  the  neighboring  creek  flowing  into  the 
town  reservoir  on  the  flats  near  the  power  house  every  time 
there  is  a  freshet.  County  engineer  J.  A.  Bell  has  been 
called  to  investigate  the  conditions.  He  will  prepare  new 
plans  and  specifications  and  it  is  probable  that  a  new  reser- 
voir will  have  to  be  constructed. 

The  building  permits  issued  in  Guelph,  Ont.,  up  to,  the 
end  of  April  total  $40,930.  While  this  does  not  indicate  any 
great  activity  in  the  trade,  it  gives  promise  of  a  much  better 
season  than  1917,  being  within  $3,000  of  the  total  for  the 
whole  of  th;it  year.  There  are  several  residences  in  course 
of  erection  in  different  parts  of  the  city,  while  a  large  num- 
ber of  repairs  and  additions  are  also  being  made. 

The  establishment  of  minimum  building  restrictions  for 
the  province  at  large,  with  power  vested  in  municipalities  to 
further  control  building  operations  with  a  view  to  eliminating 
fires,  was  suggested  at  the  recent  meeting  of  the  Fire  Insur- 
ance Commission  at  the  Parliament  Buildings  in  Toronto, 
by  City  Architect  Pearse.  He  also  recommended  that  the 
sale  of  fireworks  be  made  illegal.  Mr.  J.  A.  Robertson,  sec- 
retary of  the  Canadian  Fire  Underwriters'  Association,  de- 
clared that  the  primary  cause  of  fires  in  America  was  the 
carelessness  of  the  i)eople.  For  1916,  in  y\merica,  38  per  cent, 
of  the  fires  were  preventable.  Using  these  figures  as  a  basis, 
he  estimated  that  Canada  had  a  fire  loss  of  $6,100,000  due  to 
carelessness.  Fires  ])artly  preventable  had  cost  the  country 
$10,300,000.  The  comparative  figures  of  fire  loss  in  Canada 
and  that  in  other  countries  were  as  follows:  Canada,  3.58; 
United  States,  3.33;  F.ngland,  .67;  France,  .63;  Germany,  .17. 

Mr.  John  Quinlaii,  contractor,  has  just  recovered  $134,- 
355.J7  in  an  action  in  which  he  sued  the  Protestant  Board 
of  School  Commissioners  of  Montreal  for  $198,605,  claimed  to 
be  due  liiiii  under  contract  for  the  excavation  and  foundation 
work  of  the  Protestant  High  School  and  Administrative 
Buildings  on  University  Street,  Montreal.  The  chief  claims 
of  the  plaintiff  were  that  the  plan  l)ased  on  the  borings  made 
for  defciidaiit  on  the  high  school  site  were  misleading  and 


inaccurate;  that  the  variable  nature  of  the  soil  and  unforeseen 
conditions  in  the  site  of  the  administrative  building  neces- 
sitated further  changes  in  the  plans  of  the  foundations;  that 
the  prices  for  excavation  in  the  site  of  the  administration 
building  in  the  original  contract  were  not  applicable  to  the 
work  as  carried  out;  that  the  extra  work  done  and  extra 
material  furnished  by  the  plaintiff  for  the  defendant  entitled 
him  to  recover  an  additional  sum  of  $190,746  over  and  above 
the  original  contract.  As  noted  above,  judgment  was  rendered 
for  the  contract  or  for  $134,355.17. 


Trade  Publication 

The  Armstrong  Cork  &  Insulation  Company,  of  Pitts- 
burgh, have  issued  an  interesting  little  folder  entitled,  "  Sat- 
isfaction Or—,"  which  deals  with  the  subject  of  industrial 
drinking  water  systems.  The  necessity  of  supplying  ample 
quantities  of  pure,  fresh  water  to  workmen  is  well  recog- 
nized and  the  system  of  distribution  described  by  this  com- 
pany in  their  booklet  is  timely. 

Buffalo  Forges— The  Buffalo  Forge  Company,  Buffalo, 
N.Y.,  are  distributing  a  booklet  describing  various  types  of 
Buffalo  forges  and  blowers.  This  booklet  forms  Section  No. 
100  of  the  company's  catalog,  and  contains  111  pages.  The 
plan  now  followed  by  the  company,  in  order  to  simplify  the 
catalog  and  also  to  keep  up  with  improvements  which  are 
made  from  time  to  time,  is  to  replace  the  bulky  catalog  with 
sections,  which  are  easily  and  quickly  replaced  without  affect- 
ing the  rest  of  the  catalog. 


Personals 

Mr.  W.  H.  Eassie  has  resigned  his  position  as  city  engi- 
neer of  Cranbrook,  B.C. 

Major  E.  W.  W.  Doane,  formerly  city  engineer  of  Hali- 
fax, has  been  requested  to  return  from  overseas  to  assist  in 
the  reconstruction  work  at  that  city. 

Mr.  W.  R.  Daye,  who  has  had  charge  of  advertising  for 
T.  McAvity  &  Sons  since  Mr.  Erb  enlisted,  has  also  joined 
the  colors.  The  McAvity  list  of  soldier  boys  is  nearing  the 
100  per  cent,  capacity  mark. 

Mr.  A.  W.  Smith  has  resigned  as  secretary-treasurer  of 
the  Manitoba  branch  of  the  Canadian  Society  of  Civil  Engi- 
neers, and  the  duties  of  this  office  have  now  been  taken  over 
by  Mr.  G.  L.  Guy,  M.Can.Soc.C.E. 

Mr.  E.  S.  Fraser,  towji  engineer  of  New  Glasgow,  N.S., 
has  been  presented  with  an  engraved  gold  watch  by  the  citi- 
zens of  Dartmouth,  in  recognition  of  the  assistance  rendered 
by  him  following  the  Halifax  disaster. 

Capt.  T.  S.  Scott,  of  No.  5  F.C.C.E.,  was  recently  or- 
dered to  report  at  Halifax  to  aid  in  the  reconstruction  work 
m  that  city.  Capt.  Scott  has  been  professor  of  civil  engineer- 
ing at  Queen's  University  for  several  years. 

Mr.  T.  P.  Howard,  managing  director  of  the  Plioenix 
Bridge  and  Iron  Works,  Montreal,  who  has  been  connected 
with  the  Britsh  War  Mission,  Washington,  has  been  appointed 
deputy  director  of  war  supplies  for  Great  Britain. 

Geo.  F.  Heidman  has  resigned  as  building  inspector  for 
the  city  of  Stratford,  Ont.  Mr.  Heidman  had  been  holding 
this  position  and  at  the  same  time  acting  as  electrical  in- 
spector for  the  Hydro  Commission.  He  will  now  devote  all 
his  time  to  his  work  for  the  Commission. 


Obituary 

h.dward  F.  Fauquier,  a  prominent  railway  contractor, 
died  recently  in  Ottawa  at  the  age  of  63  years. 


Contracts  Department 

News    of  Special  Interest  to  Contractors,  En^eers,  Manufacturers  and 

Dealers  in  Building  Supplies 


Waterworks,  Sewerage  and 
Roadways 

ihicoutimi.  Que. 

The  Municipal  Council  of  Cliicoutinn 
ontemplate  macadamizing-  and  gravel- 
ing road,  at  a  cost  of  $105,000.  Superin- 
endent  of  Road  Department,  Hon.  J.  A. 
Teasier,  Quebec. 

Cast  Oxford  Township,  Ont. 

Tenders  are  being  received  by  the 
lerk,  F.  G.  Jackson,  Oxford  Centre,  for 
;,600  lineal  feet  of  tile,  also  for  1,150  feet 
)f  12-inch  tile  and  3,500  feet  of  10-inch 
,ile  delivered  on  the  ground  at  Curries 
Station  for  the  Township  Council. 

Edmonton,  Ont. 

City  Council  contemplate  the  construc- 
ion  of  a  ■$4:i,000  sewer  extension  on 
bne  Hundred  and  Twentieth  Avenue. 
Engineer,  A.  W.  Haddow. 

Hamilton,  Ont. 

The  construction  of  a  20-mch  water 
fiiain,  costing  .$6,000,  by  the  City  Council, 
has  been  authorized.    Clerk,  S.  H.  Kent. 

Hawkesbury,  Ont. 

Town  Council  will  construct  a  filtration 
Iplant.    Engineer,  V.  A.  Belanger. 

Louiseville,  Que. 

Tenders  are  being  received  by  the 
Highway  Department,  Municipal  Coun- 
cil, until  May  S3  for  the  construction  of 
bituminous  macadam  costing  $15,000  on 
St.  Aime  and  St.  Pierre  Streets.  Engi- 
neers, A.  Gosselin  &  A.  Paradis,  care  of 
Provincial  Government,  Quebec. 

Petrolea,  Ont. 

Town  Council  contennplate  the  con- 
struction of  tile  dirainage  work  on  Tank 
St.    Clerk,  J.  McHattie. 

Point  Grey,  B.C. 

Town  Council  contemplate  paving 
Thirty-seventh  Avenue,  from  Blenheim 
Street  to  West  Boulevard,  at  a  cost  of 
$5,500.    Reeve,  Mr.  Fletcher. 

St.  Gregoire,  Que. 

Municipal  Council  contemplate  the  con- 
struction of  a  macadam  highway  from 
here  to  Beaufort.  Engineer  M.  Henry, 
Parliament  Buildings,  Quebec. 

St.  Jerome,  Que. 

Plans  and  specifications  are  with  the 
Town  Clerk,  A.  P.  Laplante,  who  will  re- 
ceive tenders  until  May  20  for  gravelling 
two  miles  of  road  for  the  Public  Works 
Department,  Quebec. 

St.  Thomas,  Ont, 

City  Council  contemplate  the  construc- 
tion of  pavement  on  Talbot  Street.  En- 
gineer, M.  Ferguson. 

Vancouver,  B.C. 

The  Board  of  Works,  City  Council, 
contemplate  the  construction  of  a  sewer 
on  Sixteenth  Ave.,  from  Sophia  St.  to  St. 
George  St.    Engineer,  F.  L.  P'ellowes. 

Vermilion,  Alta. 

The  Department  of  l*ul)ik  Works,  i'ro- 
vincial  Government,  contemplate  repairs, 


costing  $5,000,  to  road.  Deputy  Minister, 
L.  C.  Charlesworth,  Edmonton. 

CONTRACTS  AWARDED 
Guelph,  Ont. 

The  Constructing  anxl  Paving  Com- 
pany, Ltd.,  Confederation  Life  Cham- 
bers, Toronto,  have  the  contract  for  re- 
surfacing pavements  on  Gordon  and 
Woolwich  Streets,  at  a  cost  of  $;>(), 000, 
for  the  City  Council.  Clark  and  Wynd- 
ham  Streets  will  also  l)e  resurfaced.  En- 
gineer, F.  McArthur. 

The  ("onstructing  and  leaving  Com- 
pany, Confederation  I^ife  Building,  To- 
ronto, have  the  general  contract  for  $215,- 
000  roadway  for  the  Town  Council. 

The  Constructing  and  Paving  Com- 
pany, Confederation  Life  Building,  To- 
ronto, have  the  general  contract  for  $21!, - 
000  Ijituminous  concrete  pavement  on 
Gordon  Street  for  the  City  Council. 

Leamington,  Ont. 

F.  Smitlison  has  the  general  contract 
and  George  Slaney  the  contract  for  lay- 
ing pipe  for  drainage  system  for  the  town. 

St.  Thomas,  Ont. 

A.  E.  Ponsford,  005  Tall)ot  St.,  lias  the 
general  contract  for  concrete  walks, 
curljs,  and  gutters  for  the  City  Council. 


Railroads,  Bridges  and  Wharves 

Anderdon  Township,  Ont. 

Plans  and  specifications  are  at  the  of- 
fice of  the  clerk.  A.  C.  Cailleux,  .'\mherst- 
liurg,  who  will  receive  tenders  until  4 
p.m.,.  June  15,  for  the  erection  of  two 
steel  bridges,  costing  $i:i,000.  over  the 
Canard  Riiver,  for  the  Townshij)  C"ouncil. 

East  Wawanosh  Township,  Ont. 

Specifications,  etc.,  are  with  the  clerk, 
A.  Porterfield,  Belgrave,  who  will  re- 
ceive tenders  until  May  27  for  the  erec- 
tion of  a  bridge  over  Blyth  Creek  for 
the  Township  Council  costing  between 
$3,000  and  $4,000. 

Greenwood,  B.C. 

The  Canadian  Copper  Corporation. 
Princeton,  contemplate  the  constructif)n 
of  a  railway  from  liere  to  Copper  Moun- 
tain. 

Harding,  Man. 

'J'enders  are  l)eiii,g  received  i)y  the 
clerk,  W.  V.  Stevenson,  Harding,  until 
May  20  for  concrete  culverts  for  the  Mu- 
nicipal Council.  Plans  and  specifications 
with  the  secretary  of  the  Hghway  Com- 
mission, Parliament  Buildings,  Winnipe.g, 
and  the  Builders'  Exchan.ge,  Winnipeg. 

Hull,  Que. 

The  Hull  Electric  Companv.  117  Main 
St.,  will  make  extension  to  railw.i\-.  Man- 
ager, Gordon  Gale. 

Lansdowne,  Man. 

Tenders  are  l)eing  received  i)y  the  sec- 
retary until  2  p.m.  May  2S  for  the  erec- 
tion of  a  reinforced  concrete  bridge  over 
White  Mud  River  for  the  Municipal 
Council.  Clerk.  M.  l'..  rwoughlon.  T.ans 
downc.    riaiis  and  specilications  with  tlic 


.lecrelary  oi    llie    Higiiway  Coniniissioii 
and  Builders'  Exchanj^e,  Winnipeg. 

Long  Branch,  Ont. 

i'lans  and  specifications  are  with  the 
engineer,  hrank  I)arl>er.  40  Jarvis  .St.,  To- 
ronto, who  will  receive  tenders  until 
noon  May  20  for  the  construction  of  a 
concrete  and  stone  iiridge  over  Etobicoke 
!\iver.  Club  Grounds,  and  a  gravel  road- 
v>'ay  for  the  Toronto  Golf  Club,  Long 
I'ranch. 

New  Westminster,  B.C. 

'i  enclers  will  be  called  soon  for  tlic  con- 
struction of  a  bridge  for  the  Department 
of  Puijlic  Works.  Provincial  Government. 
Minister,  Hon.  T.  O.  Pattullo,  Victoria. 

Niagara  Falls,  Ont. 

'J  lic  Ontario  Railway  and  Municipal 
Hoard  has  sanctioned  the  plans  of  the 
Provincial  Hydro-Electric  Commission 
for  the  contsruction  of  a  raiKvay  from 
Cliippawa  through  Township  of  .Stan: 
ford.  Secretary,  W.  W.  Pope.  University 
.\ve.,  Toronto. 

Portage  la  Prairie,  Man. 

Tenders  received  by  the  secretary-trea- 
surer, D.  McCowan,  until  noon.  May  18. 
for  the  construction  of  concrete  bridges 
and  culverts  for  the  Town  Council. 

Southampton,  Ont. 

Tenders  are  l)eing  received  by  the  Sau- 
geen  l-llectric  Light  &  Power  Co.,  Ltd., 
Walkerton.  until  May  25  for  the  con- 
struction of  a  concrete  dam  between  180 
and  200  feet  long  across  the  Saugecn 
River. 

CONTRACTS  AWARDED 
Princeton,  B.C. 

W.  P.  Turvey,  294  Nicola  St.  Vancou- 
\er.  has  the  generaal  contract  and  will 
let  smaller  trades  in  connection  with  the 
construction  of  a  railway,  costing  $1,000.- 
000.  from  here  to  Copper  Mountain,  fur 
the  Kettle  \'allcy  Railway  Company. 

Regina,  Sask. 

Tenders  are  being  received  by  the  Dc- 
|)uty  Minister.  H.  .S.  Cari)enter.  until  lii.'.O 
o'clock  May  20  for  two  reinforced  cjm- 
crete  abutments  near  Cote,  two  rein- 
forced concrete  abutments  near  Maple 
Creek,  and  two  reinforced  concrete  abut- 
ments near  Disley  for  the  Department  of 
Highways,  Provincial  Government.  Plans 
and  specifications  with  the  Dei)uty  Min- 
ister. 

St.  Wenceslas,  Que. 

La  Cie  de  Construction  de  Nicolet. 
Ltd..  Nicolet.  iiave  the  general  contract 
for  $30,000  deck  bridge  for  the  Town 
("ouncil. 

Vancouver,  B.C. 

The  Dominion  t'onstruction  t'iMnpany. 
Ltd.,  l'~ifty-seventh  .\vc.  and  Granville 
St.,  have  the  general  contract  lor  $.><.2.T1 
wharf  and  lantling  slip  at  the  foot  o' 
("lore  .\vc..  for  the  Engineering  Depart- 
ment, ('ity  Council. 

Whitby  Township,  Ont. 

W.  G.  Gibson.  Port  Hope,  has  the  gen- 
eral contract  for  $5,000  steel  brid.gc  for 
the  t'nunlv  ("onncil. 
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Public  Buildings,  Churches 
and  Schools 

Aylesford,  N.S. 

I'lans  and  specilicalions  are  with  W. 
W.  -Xeily,  Greenwoods  who  will  receive 
tenders  until  May  25  for  the  erection  of  a 
town  hall  lor  the  Town  Council. 

Brantford,  Ont. 

I'lans  have  lieen  drawn  for  a  $:!.5,000 
Sunday  school  and  parish  hall  to  be  erect- 
ed a;  W  est  and  Pearl  Streets,  for  Grace 
t'hurcli  Rector,  Rev.  J.  1!.  Fothering- 
hani. 

Byron,  Ont. 

Tenders  will  lie  called  June  1  for  the 
erection  of  a  .$1(10, OOO  hosptial  Iniildini; 
for  the  Invalided  Soldiers  Commission. 
Architects,  Watt  &  iUackwell,  I'.ank  of 
Toronto,  London. 

Capelton,  Que. 

H.  G.  James,  Whiting  Block,  Sher- 
hrooke,  is  preparing  plans  for  $i;!,.500 
two-storey  school  for  the  Ascot  School 
Commission.  Secretary-treasurer,  VV.  W. 
i'.aker.  Town  Hall,  Lenno.wille. 

Fitzroy,  Ont. 

New  tenders  are  being  received  on  re- 
vised plans  for  brick  school  for  the  Pub- 
lic School  Board.  Architects,  Millson  & 
Burgess,  Union  Bank  Bldg.,  Ottawa. 

Fort  Francis,  Ont. 

Tenders  received  by  the  secretary- 
treasurer,  Thomas  A.  Boucher,  until  May 
20  for  raising  of  old  exhibition  hall  and 
constructing  a  10-foot  storey  underneath 
of  frame  or  concrete,  12  inches  thick,  for 
the  Rainy  River  Valley  Agricultural  So- 
ciety. Plans  and  specifications  are  with 
the  president,  E.  Tompkins. 

Hamilton,  Ont. 

The  Board  of  Education  contemplate 
tlie  erection  of  an  addition  to  school.  Sec- 
retary of  School  Board,  R.  H.  Foster,  18 
Cottage  Ave. 

IngersoU,  Ont. 

Tenders  are  being  called  by  the  rector, 
Rev.  R.  J.  M.  Perkins,  for  the  erection  of 
a  $7,000  two-storey  rectory  for  St.  James 
Episcopal  Church.  Architect,  W.  G.  Mur- 
ray, Dominion  Savings  Building,  London. 

Leamington,  Ont. 

City  Council  plan  to  remodel  a  resi- 
dence and  use  as  a  school  until  after  the 
war,  when  a  new  $3.''), 000  building  will  be 
erected.    Mayor,  Louis  Wigle. 

London,  Ont. 

Tenders  will  be  called  June  15  for  the 
erection  of  a  $20,000  addition  to  hosi)tal 
for  the  hospiital  trustees.  Architects, 
Watt  &  Blackwell,  liank  of  Toronto. 

Marquette,  Man. 

J^lans  and  specifications  are  with  the 
secretary-treasurer,  W.  P.  h'ully,  Mar- 
(|uette,  who  will  receive  tenders  imtil 
noon  May  20  for  the  erection  of  a  school 
for  the  Poplar  Heights  School  District 
No.  51. 

Midland,  Ont. 

Janice  Playfair  has  presented  the  town 
with  a  residence  and  property,  vahied  a( 
$."A),000.  Additions  and  alterations  will  be 
miade  for  hf)S,pital  i)uri)oses,  and  will  l)e 
known  as  St.  Andrew's  Hospital 

Montreal,  Que. 

Tcnricrs  arc  being  received  by  liie  sec- 
retary, R.  C.  Desrochers,  until  May  21 
for  mezzanine  floor  fittings  for  the  Cen- 
tral Post  Ofiice  for  the  Dc|)artment  of 
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Public  Works,  Dominion  Government, 
Ottawa. 

Ottawa,  Ont. 

Tenders  are  Ijeing  received  Ijy  the  sec- 
retary, R.  C.  Desrochers,  CJttawa,  until 
4  p.m.  May  27  for  the  construction  of 
$1,500,000  oftice  building  for  the  Depart- 
ment of  Public  Works,  Dominion  Gov- 
ernment. 

Point  Grey,  B.C. 

The  .School  Board  contemplate  the 
erection  of  a  $(>,000  school.  Cliairnian, 
.V  M.  Stewart. 

Sault  au  Recollet,  Que. 

Tenders  are  licing  received  by  the 
pastor.  Rev.  J.  A.  Jolicoeur,  1037  Gouin 
Blvd.,  Ste.  Recollet,  until  May  18  for 
alterations  to  church  and  presbytery  for 
the  Church  congregation.  Plans  and 
specifications  with  the  architect,  L.  R. 
MontBriant,  330  St.  Andre  St.,  Montreal. 

St.  Rose  du  Lac,  Man. 

J.  A.  Hudson,  i»5  Notre  Dame  St.,  St. 
Boniface,  has  been  appointed  architect 
-for  $:i().000  school  for  the  School  Board, 
School  District  No.  835. 

Tenders  are  being  received  by  the  sec- 
retary-treasurer, S.  Delveaux,  until  noon 
May  31  for  the  erection  of  a  brick  school 
for  the  Ste.  ]\ose  du  Lac  School  District 
No.  835.  Plans  and  specifications  are 
with  the  secretary-treasurer.  Builders' 
Exchange,  Winnipeg,  or  at  the  oftice  of 
J.  A.  Hudson,  U5  Notre  Dame  St.,  Boni- 
face. 

Tilbury,  Ont. 

Tenders  are  being  received  until  May 
31  for  the  erection  of  a  $7,000  two-storey 
brick  library  for  the  Town  Council.  Ar- 
chitect, S.  G.  Kinsey,  14  Fifth  Avenue, 
Chatham. 

Toronto,  Ont. 

The  Management  Committee  has  re- 
commended that  a  new  parish  house  be 
erected  in  Holy  Rosary  Parish  by  the 
Separate  School  Board.  Secretary,  J.  G. 
Hall,  65  Bond  St. 

The  Sisteus  of  St.  John,  38  Major  St., 
contemplate  the  erection  of  a  $15,000 
home. 

Winnipeg,  Man. 

Tenders  are  l)eing  received  by  the  ar- 
chitect, J.  H.  G.  Russell,  1110  McArthur 
Building,  for  all  trades  in  connection  with 
the  erection  of  a  $50,000  psychopathic 
liuilding  for  the  Winniipeg  General  Hos- 
pital. Bannatyne  Ave. 

CONTRACTS  AWARDED 
Campbellton,  N.B. 

W.  D.  Ryan  has  the  general  contract 
for  brick  church  for  Our  Lady  of  the 
Snows.    Pastt)r,  Rev.  Father  Walace. 

Montreal,  Que. 

O.  Archaml)ault.  nio  Pare  Lafontaine, 
has  the  general  contract  for  $200,000 
school  for  the  Roman  Catholic  School 
Commission,  87  St.  Catherine  St.  W^. 

Ottawa.  Ont. 

The  Dominion  f'ridge  Company,  Ltd., 
Carlcton  Chambers,  Ottawa,  have  the 
steel  contract  in  connecton  with  the  erec- 
tion of  $1,500,000  office  buHding  for  the 
Department  of  Public  Works,  Dominion 
Government. 

E.  Monnetle,  fiO  Stirling  Ave.,  has  the 
general  contract  for  decorating,  painting, 
and  ntaking  alterations,  costing  $5,000,  to 
city  hall  for  the  City  Council. 

William  Neilson  has  Ihe  general  con- 
tract for  alterations  to  entrance  of  ciuircli 
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for  the  W'eslyn  Methodist  Church,  Gr;| 
ham  Ave. 

Quebec,  Que. 

The  following  contracts  have  bee, 
awarded  in  connection  with  the  erectibj 
of  a  $30,700  novicate  for  the  Sisters  Dc 
minicans,  St.  Louis  Road:  General  cori 
tract  and  carpentry,  Edgar  Pelletier,  '} 
St.  Cyrille  St.;  masonry,  Abel  Ratte,  2o! 
Rue  Morin;  steel.  Eastern  Canada  Stetj 
and  Iron  Works,  Ltd.,  76  St.  Peter  Sti 
roofing,  E.  Falardeau,  ;i08-318  de  la  Rein' 
St.;  painting,  J.  Tardcvet,  4  Cole  d'Abra 
ham. 

St.  Anne,  Man. 

'Phe  following  contracts  have  l)ee, 
awarded  in  connection  with  the  erectioi 
of  a  $50,000  convent  for  the  Redemptoris 
Priest  of  St.  Anne  dcs  Chcnes,  St.  Anne 
Electrical  work,  ,  MacDonald  &  Willsoi 
Lighting  Company,  309  Fort  St.,  Winni 
peg;  plumil^ing  and  heating,  James  Ban 
nantype  Company,  Wall  St.,  Winnipeg: 
painting,  S.  Anderson,  G51  Bannatyne  St., , 
Winnipeg.  ^  | 

Toronto,  Ont.  1 

E.  Corner,  698  Manning  Ave.,  has  thtij 
contract  for  excavating  for  $40,000  Sun  i 
day  school  for  St.  Barnabas  AnglicarJ 
Church.  I 

Winnipeg,  Man.  | 

The  following  contracts  have  beer' 
awarded  in  connection  with  the  erectiorj 
of  a  $90,000  addition  to  nurses'  home  foilj 
the  Winnipeg  General  Hospital,  Banna-| 
tyne  Ave.:  Reinforcing  steel,  C.  A.  P.| 
Turner  Company,  1005  Lindsay  Building;! 
electrical  work,  Winnipeg  Engineering! 
Companjr,  Ltd.,  379^  Portage  Avenue;! 
plumbing  and  heating,  John  Plaxon  Com-f 
pany,  Main  St.  I 


Business  Buildings  and  Indus- 
trial Plants 

Amherstburg,  Ont.  \, 

Louis  Phillips  contemplates  remodel- i 
ling  and  addition  his  store. 

Brandon,  Man. 

A.  E.  Mclvenzie  Company,  Ltd.,  Ninth 
Street,  contemplates  the  erection  of  an 
$80,000  addition  to  their  plant. 

Gait,  Ont. 

Tenders  are  now  being  received  by  the 
architect,  J.  E.  Evans,  30  Water  St.  N., 
for  the-  erection  of  a  three-storey  brick 
addition  to  plant  for  R.  McDougall  Com- 
pany, Chapman  St. 

Newlands  &  Co.  contemplate  the  erec- 
tion of  an  addition  to  their  factory. 

Tenders  are  being  received  by  the  ar- 
chitect, J.  E.  Evans,  :!0  Water  St.  N.,  for 
the  erection  of  a  brick  addition  to  plant 
of  the  Gait  Brass  Company,  Ltd. 

Kincardine,  Ont. 

W.  J.  Morrison  contemplates  the  erec- 
tion of  a  furniture  store  and  undertaking 
rooms. 

Lachine,  Que. 

Alex.  Laplante,  633  St.  Josepii  St.,  will 
erect  a  $30,000  two-storey  hollow  tile  and 
brick  garage,  carry  out  the  masonry,  car- 
pentry, plastering,  )Kiintjng,  and  let  steel, 
roofing,  i)luml)ing,  heating-,  and  electrical 
work. 

Longue  Pointe,  Que. 

Lacroix  &  Vezeau,  91  Demontigny  St. 
I'"..  Montreal,  general  contractors  for 
$1,500  store  and  residence  for  D.  C'avjilicr, 


May  ir>,  1!)18 


'I'lUC   CONTRACT  RICCOKU 


r,i 


pHl  Cadillac  St.,  is  in  tiic  market  fur  4, ()()() 
Irustic  brick. 

[Medicine  Hat,  Alta. 

The  Crystal  J)airy,  Ltd.,  2:',:i  I'iflli  St. 
|E.,  wil  erect  a  .i;;i.'),()()0  creamery. 

[Ottawa,  Ont. 

Charles  Ogiivy  Company,  Rideau  and 
jNicholns  Streets,  contcniipliate  the  ercc- 
jtion  of  a  storage  bnildiiig-  on  l^esserer  St. 

.The  Ottawa  Electric    J-iailway  Coni- 
[fl#nyi  348  Albert  St.,  will  make  altera- 
trons,  costing  $4,000,  to  building  for  auto- 
rmobile  .storage.    Superintendent,  (jcorg'e 
Lang. 

Richards  &  /\bra,  \:H>  Sparks  St.,  ha\e 
been    appointed    architects    for  printing 
'establishment  for    the    Dominion  Loose 
Leaf  Company,  Ltd.,  174  Wellington  St. 

Plans  and  specifications  are  with  the 
architects,  Millson  &  Burgess,  Uni(jn 
Bank  Building,  who  will  receive  tenders 
for  the  erection  of  a  l)rick  office  building. 

Owen  Sound,  Ont. 

The  Great  I^akes  Steel  Corporati(jn, 
Ltd.,  head  office  22  King  St.  E.,  Toronto, 
have  purchased  old  match  factory  and  in- 
tend remodelling  building  for  steel  pro- 
ducts factory.  Manager,  J.  H  Cole,  Owen 
■  Sound. 

Peterborb,  Ont. 

Jiradburns,  Ltd.,  358  George  St.,  will 
refniild  business  block,  costing  $75,000,  at 
Sinicoe  and  Charlotte  Streets.  Architect, 
George  M.  Miller  &  Co.,  '.K!  Yonge  St., 
Toronto. 

Prince  Rupert,  B.C. 

Plans  have  been  drawn  for  a  $15,000 
concrete  bank  to  be  erected  by  the  Royal 
Bank  of  Canada,  head  office  Montreal. 
Local  manager,  F.  W.  Doherty. 

Princeton,  B.C. 

The  Kettle  Valley  Railway  Company 
Engineering  Department,  Penticton,  con- 
template the  erection  of  a  concentrator 
plant.    General  manager,  J.  J.  Warren. 

Regina,  Sask. 

Tenders  are  in  and  contracts  will  he 
awarded  shortly  for  the  erection  of  a 
$75,000  theatre  for  George  Broder,  !):>'.) 
Victoria  St.    Architect,  A.  J.  Roley. 

Riviere  du  Loup,  Que. 

Tenders  will  be  called  by  the  architect, 
Lorenzo  Auger,  39  St.  John  St.,  Quel)ec, 
about  June  11,  for  addition  and  altera- 
tions to  store  for  Dr.  John  Kane.  • 

Sarnia,  Ont. 

Tenders  are  being  called  for  the  erec- 
tion of  a  $15,000  two-storey  .brick  office 
building  for  the  Sarnia  Bridge  Company, 
Ltd.,  176  North  St.  Architects.  Watt  & 
Blackwell,  Bank  of  Toronto  Chambers, 
London. 

R.  W.  Fawcett,  153  Essex  Ave.,  has 
been  appointed  architect  and  is  prepar- 
ing plans  for  two-storey  concrete  flax  mill 
for  the  Lindsay-Thompson  Flax  Com- 
pany. 

St.  Catharines,  Ont. 

Westaway  Company,  Sun  Life  Build- 
ing, Hamilton,  are  receiviing  tenders  for 
the  erection  of  their  $35,000  one-storey 
brick  factory  building.  y\rchitect,  t'. 
Smith.  Plans  and  specifications  with  the 
owners. 

Tilbury,  Ont. 

The  Canadian  I'orgings  and  Socket 
Company  contemplate  the  erection  of 
munitions  plant,  etc.,  costing  $200,001). 
Manager,  E.  G.  Odette. 

Toronto,  Ont. 

Tender,s  are  wanted  for  excavating  for 


two  st(jres  and  all  trades  in  connection 
with  the  erection  of  two  stores  and  twr) 
residences  for  J.  M.  Walker,  73  Bathgate 
Avenue. 

I),  (ioodman  &  Co.,  138  Centre  Avenue, 
will  erect  a  .$3,200  jjrick  factory. 

H.  Bell,  1102  St.  ("lair  Ave.  \V.,  will 
erect  three  stores  and  a  residence,  at  a 
cost  of  $12,000. 

E.  Hawkins,  <.m  Kingston  Road,  will 
erect  a  pair  of  two-storey  brick  stores 
and  residence,  costing  $t,500,  and  l)uy 
brick  and  lumber. 

The  British  l^'orgings,  Ltd.,  head  ollice 
Royal  Bank  JUiilding,  will  erect  a  $7,000 
one-storey  frame  and  galvanzed  iron  ad- 
dition to  their  i)lant. 

Tenders  are  being  received  hy  the  ar- 
chitects, (Jrahani,  Anderson,  Probst  & 
White,  80  E.  Jackson  P.oulevard,  Chicago, 
Mi.,  and  408  Ryrie  Buihb'ng,  Toronto,  un- 
til about  May  18  for  the  erection  of  a 
.$2,000,000  mail  order  building  for  the  T. 
Fatoii  Company,  H)0  Yongc  St. 

Nicholas  &  Garland,  h2  King  V...  con- 
template alterations  tf)  building  on  Well- 
ington St.  W.  for  oflices. 
_  Thomas  O."  Akcd,  03  Metcalfe  St.,  St. 
Thomas,  is  organizing  a  company  to  erect 
a  yarn-spinning  plant. 

Vermilion,  Alta. 

W.  P.  Pilkie  will  receive  tenders  short- 
ly for  the  erection  of  his  motion  picture 
theatre,  costing  $8,000.  Architect,  E.  W. 
Morehouse,  Edmonton. 

Windsor,  Ont. 

The  Menard  Motor  Truck  Company, 
100  London  St.  W.,  contemplate  the  erec- 
ton  of  a  $60,000  three-storey  brick  fac- 
tory. Manager,  Moses  L.  Menard,  10 
Carson  Ave. 

CONTRACTS  AWARDED 
Chatham,  Ont. 

Archiibald  &  Holmes,  Excelsior  Life 
liuilding,  Toronto,  have  the  general  con- 
tract for  addition  and  alterations  to  bank 
for  the  Standard  Bank  of  Canada. 

Hamilton,  Ont. 

The  Frid  Construction  Company.  Sun 
Life  Building,  have  the  general  contract 
for  office  and  three  gasoline  tanks,  cost- 
ing- $15,000,  for  the  Consumers'  Gasoline 
Supplv  Company,  Ltd.,  154  Bay  St.,  To- 
ronto. 

London,  Ont. 

John  Putherbougli.  272  Regent  St..  has 
the  general  contract  for  $50,000  office 
building  for  the  Huron  and  Erie  Com- 
pany, Ri(;hmond  St. 

John  Haynian  &  Sons,  432  \\'ellington 
St.,  have  the  .general  contract  for  $8,000 
factory  extension  for  F.  Leonard  &  Sons, 
York  St.  H.  C.  Mclirdge,  Molsons  I'.ank, 
is  the  architect. 

Lunenburg,  N.S. 

William  A.  Smith  has  the  general  con- 
tract for  frame  warehouse  and  fish  drier 
for  Adams  &  Knickle.  Montague  St. 

Medicine  Hat,  Alta. 

Mr.  Depew  has  the  general  cmitract 
for  garage,  workshop,  and  ofiices,  costing 
$3,000.  for  the  City  Council. 

Montreal,  Que. 

The  iM)undation  Company.  Ltd..  Baiik 
of  Ottawa  Building,  have  the  general  con- 
tract for  $25,000  two-storey  brick  factory 
for  Darling  Brothers,  Ltd.'  120  Prince  St. 
T.  Pringle  &  Son.  Ltd.,  Coristiiie  Build- 
ing, Montreal,  arc  the  architects. 

The  fidlowing  contracts  have  lieeii 
awarded  in  connection  with  alterations  to 


iiranch  bank  for  J.  E.  W  ildcr,  351  Blcury 
.St.;  General  coiiiract,  niubonry  and  '.ar- 
l)entry,  Piirdy  &  ilcndcrson  <  oiiipany. 
Ltd.,  10  (  athcart  St.;  electrical  work,  Mc- 
Donald l<i  Willsr.n,  !»'J  Druiniiiond  St.; 
l)lunibing  and  heating,  JSitclianan  & 
Lloyrl,  <J7>.)  St.  James  St.;  pla.sterint^,  Mc- 
.\ulty  Brothers.  ]h2  Moimiam  St. 

J.  R.  Lavigneur,  27'.)  \  isitatii.n  St..  has 
the  general  contract,  carpentry,  anil  roof- 
ing and  the  Phocni.\  Bridge  and  iron- 
works. Ltd,  83  Colhornc  St.,  the  steel 
contract  for  alterations,  costing  *3,()<»o,  iu 
factory  for  Aniedee  Mennier,  57  (  hcrrier 
St.  (icneral  contractor  will  let  electrical 
work. 

K.  Labcrgc,  141  Convent  St.,  has  the 
general  contract  for  extcnsif)n  and  alter- 
ations, costing  .$6,000,  to  store  for  Dr.  Le- 
duc  Drug  Company,  306  Blenry  Si 
Moose  Jaw,  Sask. 
_  (  artcr-ilalls-Aldingcr,  1010  Uni.,ii 
Building,    Winnipeg,  have    the  generai 
contract  for  $35,000  two-storey  store  and 
oHu-e  building  for  the  Merchants  Bank  of 
(  anada,  head  office  Montreal.  Architects 
\'}'!!^y  &  ^'a"  Egniond,  1013  McCalluni' 
1 1  ill  Block,  Regina. 

New  Glasgow,  N.S. 

.\ndrcw  iv:o|,frl>,on  has  the  general  o.n- 
tract  for  lactory  ffjr  James  Eastwood. 

J.  W.  Sangster  has  the  general  contract 
lor  alterations,  costing  .$3,000,  to  store  for 
D.  A.  McLellan,  Jr. 

Ottawa,  Ont. 

John  Sutherland,  care  of  ilolbro„k  & 
Sutherland,  425  Somerset  St.,  has  the 
contract  for  brick  work  in  connection 
with  alterations,  costing  $4,000,  to  build- 
ng  for  automobile  stora.ge  for  the  Ottawa 
Electric  Railway  Company,  248  Albert 
Street. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  an  $18,000  store  and  office  lor  Dan 
O  Connor,  552  (Jilmour  St.:  tinsmithing 
and  rooting.  McFarlane  &  Douglas  21-' 
Slater  St.;  electrical  work,  S.  Lewis'  I '(3 
C artier  St.;  plastering,  D.  Latontine!  .503 
Cumberland  St.;  painting  and  glazing.  \V 
J.  Carson.  3!):!  Laurier  Ave.  E.;  tile  and 
mosaic.  .\.  K.  Mills  &  Son.  1>.)1  Sparks  St. 
St.  Catharines,  Ont. 

Xewman  Brothers,  75  St.  Paul  St..  have 
the  masonry  and  carpentry  contracts  in 
connection  with  the  erection  of  a  $45,000 
addition  to  factory  for  the  McKinnon 
Dash  and  Hardware  Company,  Ontario 
Sreet. 

Sudbury,  Ont. 

Cochrane  Hardware.  Ltd.,  Cedar  and 
Durham  Streets,  have  the  electrical  con- 
tract in  connection  with  alterations  cost- 
ing $4,000.  to  store  for  picture  theatre  lor 
i'!.  R.  Stevens. 

Sydney,  N.S. 

W  illiam  R.  Hill  i,as  the  general  con- 
tract lor  alterations,  costing  $5,000  to 
building  on  Charlote  St.  for  \.  lacobson. 
who  will  let  plumbing,  plastering,  paint- 
ing, and  electrical  work. 

Toronto,  Ont. 

I'.  \\  .  W  ealc.  35  Lindsay  Ave.,  has  the 
masonry  and  E.  Corner,  698  Manning 
.\ycnue.  the  excavating  in  connection 
with  the  erection  of  a  $7,ooo  store  and 
residence  for  Calderone  Brothers.  124S  St. 
Clair  West,  '['he  architect.  George  \ 
W  illiams.  234  Lauder  .\ve..  will  let  other 
trades  shortly. 

Vancouver.  B.C. 

Taylor     ICnginecring     lonipan.v,  s.-.n 


Tenders  and  For  Sale  Department 


Tenders  Wanted 


Tenders  will  be  received  by  tlie  undersigned  u|i 
to  the  25th  day  of  May  instant  inclusive,  for  the 
construction  of  a  concrete  dam  between  180  and 
210  feet  long  to  replace  their  former  wooden  dam 
across  part  of  the  Saugeen  River  on  the  Com- 
pany's mil!  property  at  Southampton,  to  con- 
nect with  the  concrete  dam  already  erected  there- 
on, and  for  the  doing  of  certain  excavation,  fill- 
ing, and  other  work  connected  therewith.  Plans 
and  specifications  may  be  seen  at  the  Company's 
office  at  Walkerton,  Ontario. 

The  Company  will  construct  a  stone  cofferdam 
upstream  above  the  proposed  work  and  will  fur- 
nish electric  current  for  pumping  so  long  as  its 
plant  shall  continue  to  run  by  water  power. 

Tlie  lowest  or  any  tender  not  necessarily 
accepted. 

Saugeen  Electric  Light  &  Power  Company,  Ltd. 
Walkerton,  Ont., 

May  9th,  1918.  20-20 


.Scaled  tenders  addressed  to  the  undersigned,  and 
endorsed  "Tender  for  Dominion  Government  Office 
r.uilding,  Ottawa,"  will  be  received  at  this  oflnce 
until  4  jj.m.,  on  Monday,  May  27,  1918,  for  the 
construction  of  a  Dominion  Government  Office 
r.uilding,  O'Connor  Street,  Ottawa,  Ont. 

Plans  and  forms  of  contract  can  be  seen  and 
specification  and  forms  of  ttmkr  obtained  at  the 
offices  of  the  Chief  Architect.  I  )< -partnient  of  Pub- 
lic Works,  Ottawa,  the  Ovci^ccr  of  Dominion 
l!!dgs.,  Central  Post  Office,  Montreal,  and  the 
Clerk  of  Works,  Postal  Station  "  F,"  Toronto, 
Ont. 

Persons  tenflering  are  notified  tliat  tenders  will 
not  be  considered  unless  made  on  the  printed 
forms  supplied,  and  signed  with  their  actual 
signattires,  stating  their  occupations  and  places  of 
resilience.  In  the  case  of  firms,  the  actual  signa- 
ture, the  nature  of  the  occupation,  and  the  place 
of  residence  of  each  member  of  the  firm  must 
l)e  given. 

Each  tender  must  be  accompanied  by  an  ac- 
cepted cheque  on  a  chartered  bank,  payable  to 
the  order  of  the  Minister  of  Public  Works,  for 
the  sum  of  seventy-five  thousand  dollars  ( .f;7.').0(lO) , 
which  will  be  forfeited  if  the  jicrsoii  tcmlering 
decline  to  enter  into  a  contract  when  called  upon 
to  do  so,  or  fail  to  complete  the  work  contractcil 
for.  Tf  the  tender  be  not  accepted  the  cheque 
will  be  returned. 

The  Department  docs  not  bind  itself  to  accept 
the  lowest   or  any  tender. 

Xotc. — P>lue  prints  can  be  obtained  at  the  office 
of  the  Chief  ■\rchitect.  Department  of  Public 
Works,  by  depositing  an  accepted  bank  cheque 
for  the  sum  of  ■f.'iO,  made  jjayable  to  the  order 
of  (he  Honourable  the  Minister  of  Public  Works, 
which  will  be  returned  if  the  intending  bidder 
submit  a  regular  bid. 

By  order, 

R.  C.  DESROCITERS, 

Secretary. 

Department  of  Public  Works, 

Ottawa,  May  7,  1918.  20-21 


For  Sale 


1     141!  I'.ucyrus  Shovel  on  Traction  WhicK. 

1     .\Todel  50   .Nfarion  Slu)ve1. 
20    (!  Yar<l  2  Way  Dump  Cars. 
.'iO-  -Tons  of  .SO  lb.  Kelaying  Rails. 
100    Tons  of  <!0  lb.  Relaying  Rails. 
50    Tons  of        lb,   Relaying  Rails. 

IC.ASTKU.V  KfilMI'.MENT  CO..  I ,  I  .\1  If  i;  I ). 

211  .vl.Cill  Strc.l, 
20  20  Monlreal,  One 


PARLIAMENT  BUILDINGS,  OTTAWA 


Tenders  Wanted  for 

Battleship  Linoleum 


Sealed  tenders  will  be  received  by  the  under- 
signed until  noon,  Jun^  15,  1918,  for  the  Battle- 
ship Linoleum  required  in  the  reconstruction  of 
the  above  building. 

All  tenders  shall  be  based  on  the  supplying, 
delivery,  and  laying  of  17,500  square  yards  of 
Brown  or  Green  "super"'  quality  Battleship  Lino- 
leiun. 

The  tender  shall  state  the  thickness  of  the 
Battleship  Linoleum  it  is  intended  to  supply,  and 
samples  of  this  Linoleum  shall  accompany  the 
tender. 

The  work  of  this  contract  shall  be  proceeded 
with  as  may  be  directed  and  in  such  a  manner 
as  to  insure  the  completion  of  3,000  square  yards 
by  October  31,  191S ;  and  the  balance  by  October 
.31,  191'J. 

Each  tender  must  be  accompanied  by  an  ac- 
cepted cheque  on  a  chartered  bank,  payable  to 
the  order  of  the  Minister  of  Public  Works,  for 
a  sum  not  less  than  five  per  cent.  (5  p.c.)  of  the 
amount  of  the  tender,  wdiich  will  be  forfeited  if 
the  parties  tendering  decline  to  enter  into  a  con- 
tract when  called  upon  to  do  so.  If  the  tender 
is  not  accepted  the  cheque  will  be  returned.  If 
the  tender  is  accepted,  an  additional  cheque  for 
a  stim  equivalent  to  five  per  cent.  (5  p.c.)  of  the 
tender  must  be  deposited  before  the  contract  is 
signed.  The  total  security  will  be  forfeited  if 
tlie  Contractor  fails  to  complete  the  work  con- 
tracted for. 

Certificates  of  payment  will  be  issued  monthly 
as  the  work  progresses  and  shall  not  exceed  in 
the  aggregate  ninety  per  cent.  (90  p.c.)  of  the 
value  of  the  labor  and  material  furnished  and 
set  out  in  the  work. 

.Samples  must  be  submitted  with  tender. 

The  lowest  or  any  tender  not  necessarily 
acce])ted. 

Envelopes  cantaining  tenders  to  be  marked : 
Tenders  for  Battleship  Linoletim,  and  addressed 
to  the  undersigned. 

JOHN  A.  PEARSON,  Architect. 
J.  O.  MARCHAND,  Associate. 
Centre  Block,   Parliament  Hill, 


10-20 


Ottawa,  Ont. 


Excavator  For  Sale 


Paisons  Trench  Excavator,  Model  78,  together 
with  three  Pipe  Layers.  This  machine  has  just 
been  thoroughly  overhauled  and  ready  for  immedi- 
ate shipment.  Excavator  can  be  inspected  in 
Montreal.     For  particulars   write  to 


MACHINERIES  LIMITED, 

417  St.  James  Street, 


Tel.  Main  18 
19-t.f. 


Montreal,  Que. 


For  Sale 

Travelling  A  Frame  Derrick 


(iO  fi.  boom,  suitable  for  clam  shell,  orange  peel, 
or  ( oal  handling;  equipped  with  8  x  12  hoisting 
engine.  3  druni  and  swinger.  Excellent  condition. 
Inuncdiale  shipment. 

The  A.   R.  Williams  Machinery  Co.,  Ltd., 
CI  l'"ronl  Street  Wcsl, 
I7  l.f.  Toionto,  Onl. 


Tenders  for 
Chlorine  Apparatus 


Sealed  tenders  addressed  to  the  Chairman  o' 
the  Board  of  Control  and  endorsed  "Tenders  fo: 
Chlorine  Apparatus,"  will  be  received  by 
secretary  of  the  Board  of  Control  up  to  3.00  p.m. 
Tuesday,  May  28th,  1918.  Any  tender  leceivec 
after  the  above  stated  time  will  be  declared  in; 
formal.  Applications  and  full  particulars  may  b<j 
obtained  on  application  to  the  City  Engineer'li 
Office.  The  Corporation  does  not  bind  itself  a 
accept  the  lowest  or  any  tender.  *j 

A.  F.  MACALLUM,  ■' 
Commissioner  of  Works. 
Ottawa,  May  11,  1918.  20-2C 


One  Truck  Serves  Three  Trailers 

By  using  three  5-ton  trailers  hauled 
with  a  single  3^-ton  truck,  the  Williarns 
Slate  Company,  Granville,  N.Y.,  has  re- 
placed two  5-ton  trucks  and  four  2-horse 
teams  on  a  short  haul  of  1)4  miles.  The 
truck  and  trailers  operate  1(5  hours  daily 
in  8-hour  shifts.  The  trips  total  about  60 
miles  a  day,  and  an  average  of  4  miles 
to  the  gallon  of  gasoline  is  attained. 

.There  is  little  delay  to  the  motive 
p'ower  on  this  job  at  any  time.  While 
one  trailer  is  being  loaded  at  the  quarry 
another  is  usually  on  the  road  and  the 
third  trailer  is  unloading  at  the  freight 
yard.  There  is  %  mile  of  8  per  cent 
gradient  on  the  road,  which  is  in  fair  con 
dition.  Six-ton  loads  of  slate  are  carried 
on  the  trailers,  which  are  platform-body 
No.  512  Troy,  of  5-ton  rated  capacity 
The  truck  is  a  S^-ton  Mack,  type  AC 
To  date  the  equipment  is  said  to  have 
made  18,000  miles  without  any  replace- 
ments. 


California  Puts  Idle  Land  to  Work 

Colonization  in  California  is  bein_ 
pushed  by  the  state  on  a  6,000-acre  tract 
purchased  recent,  near  Chico.  The  state 
proposes  to  provide  the  settler  not  only 
with  land,  but  will  erect  simple  modern 
liouses,  barns,  silos  and  other  necessary 
buildings,  payments  to  be  made  on  an 
installment  plan  with  terms  that  may  be 
met  easily.  One-third  of  the  investment 
must  be  paid  at  the  start,  but  25  to  36 
years'  time  is  given  to  pay  the  balance. 
The  prime  requisite  is  a  loyal,  patriotic 
citizen  not  holding  land  in  any  other  part 
of  the  state.  Plans  are  made  to  invest 
$500,000  in  the  project  at  the  start. 


Incorporated  Companies 

Goulais  River,  Ont. 

Goulais  Bay  Telephone  Co.,  Ltd.,  cap- 
ital $6,000,  to  operate  in  townships  of 
Korah,  Fenwick  and  Pennefather. 

Sault  Ste.  Marie,  Ont. 

The  Shand  Engineering  &  Contractini 
Co.,  Ltd.,  capital  $40,000,  to  engage  ii 
general  engineering  and  contraclini 
work. 

Toronto,  Ont. 

The  Naliniiai  Rubber  llcel  CornpanN 
of  Canada,  Ltd..  capital  .$,-300, 000,  lo  con' 
duct  general  manufacturing  business. 


M:iy   If,,  I'.IIS 


THR   CONTRACT  RECORD 


63 


llastiniis  Si.  VV.,  have  the  general  con- 
Itracl  for  $i;!,()0()  one-storey  brick  oil  sta- 
lir)n  lor  the  linnerial  Oil  Company,  Ltd., 
(  aniil)ie  &  Sniitli.  Will  require  S4,()0()  or- 
iliiiary  brick  and  barrels  of  cenicnl. 

Manager,  ('.  M.  Kolston. 

Windsor,  Ont. 

Wells  &  (;ra^^  liank  of  Coniinerce 
Uuillding,  Winds(n-,  have  the  general  con- 
tract for  $()(),()()()  three-storev  reinforced 
concrete  factory  for  McGregor,  BanwcU 
Comininy.  Walker  villa. 


Residences 

Ailsa  Craig,  Ont. 

C'has.  Barnes  contemplates  the  erec- 
tion of  a  !t;:i,()0()  residence. 

Belleville,  Ont. 

Capit.  J.  W.  Fagan,  o!)  South  George 
St.,  contemplates  the  erection  of  a  n<;- 
'storey  l)rick  residence. 

Hamilton,  Ont. 

W.  T.yon,  287  Dunsmore  Ave.,  will  erect 
two  .$;!,()()()  two-storey  brick  residences, 
carry  out  the  masonry,,  carpentry  and 
roofing  and  will  let  all  other  trades. 

Hantsport,  N.S. 

(jeorge,  Mann  contemplates  conversion 
of  building  into  residence. 

Langstaff,  Ont. 

Work  has  started  on  alterations  and 
addition  to  residence  for  R.  Fee,  7  Oak- 
lands  Ave.,  Toronto. 

London,  Ont. 

John  Hayman  &  Sons  Company,  Ltd., 
4.'i3  Wellington  St.,  want  prices  imme- 
diately on  steam  heating  ecjuipment,  tile 
flooring  for  halls  and  bathrooms,  inter- 
communicating telephone  system,  elec- 
tric light  fi.xtures  and  wiring  in  connec- 
tion with  the  erection  of  a  $,35,000  apart- 
ment on  Wellington  S-t. 

Plans  are  in  progress  for  two  one- 
storey  brick  residences  costing  $4,500  for 
Bert  Weir,  493  Adelaide  Street. 

London  Township,  Ont. 

Ten.ders  will  likely  be  called  about 
June  1  for  the  erection  of  a  $4,000  resi- 
dence for  Dr.  McNeill,  R.R.  No.  3,  Lon- 
don. Architect  W.  G.  Murray,  Domin- 
ion Savings  Building,  London. 

Montreal,  Que. 

D.  J.  Creighton,  851  Oxenden  Ave.,  has 
been  appointed  architect  for  $4,500  resi- 
dence for  L.  M.  Lemieux,  428  Pare  La- 
fontaine. 

Newport,  Que. 

Gregoire  Cho,pados,  Newport  Island, 
contemplates  the  erection  of  a  $5,000 
frame  residence.  Architect,  F.  Manger, 
Shigawake. 

New  Toronto,  Ont. 

Tenders  are  wanted  for  carpentry  work 
in  connection  with  the  erection  of  nine 
$1,500  frame  residences  for  Robins,  Ltd., 
Kent  Building,  Toronto. 

Ottawa,  Ont. 

Wm,  Shenkman,  .'ifiO  Friel  Street,  will 
make  alterations  costing  $5,000  to  resi- 
dences for  apartment.  Will  rc<|uire  a 
quantity  of  plaster. 

Perth,  Ont. 

VV.  E.  Noffke,  Central  Chambers,  Otta- 
wa, is  preparing  plans  for  alterations  to 

residence 


Quebec,  Que. 

Rdmond  Conway, 


Conway  .'\ve.,  will 


creel  a  $:!,(M)0  two  slurcy  fraim  and  bri.k 
rcsidcuiH-. 

Renfrew,  Ont. 

Asa  W.  Sm;irl  will  creel  a  $i',.()(mi  Uvm- 
slorey  frame  and  brick  veneer  (|i>id)le 
residence  and  let  plumbing,  heating,  and 
electrical  work. 

George  Goodfellow  contemplates  the 
erection  of  a  two-stoiey  frame  residence. 

St.  Louis  de  France,  Que. 

Louis  Giliiert  will  erect  a  $7,000  two- 
storey  brick  and  frame  rcsiflence. 

Shawinigan  Falls,  Que. 

All)ert  (iiguere  and  Jos,  Bour.assa  have 
the  contract  for  tenements  costing  $75,- 
000  to  be  erected  at  Fifth  .\venue  and 
Taarach  Street. 

Tamworth,  Ont. 

A.  I\.  Cascallen  will  creel  a  residence. 

Toidmorden,  Ont. 

Tenders  are  being  recei\ed  by  the  ar- 
chitect, W.  ISreden  (Jalbraith,  I'lxeelsior 
Life  liuilding,  Toronto,  for  the  erection 
of  an  $s.00()  3^,-storey  brick  residence  for 
Wilfred  i)a\ies,  Todmnrden  knad. 

Toronto,  Ont. 

Tenders  are  wanted  for  all  trade's  ex- 
cept carpentry  for  the  erection  of  two 
brick  residences  for  I.  R.  Mar^liall. 
St.  Clair  W^ 

Tenders  are  wanted  for  carpentry  work 
in  connection  with  the  erection  of  ten 
$1,500^  wo-storey .  frame  residences  in 
East  Toronto  district  for  Robins,  Ltd., 
Kent  Building,  Toronto. 

Grant  &  Stevens,  4  Moscow  Ave.,  will 
erect  a  pair  of  two-storey  brick  resi- 
dences costing  $4,000  and  let  heating  and 
plumbing. 

H.  A.  Talbot,  2009  Davenport  Road, 
will  erect  a  pair  of  two-storey  brick  resi- 
dences costing  $4,500  and  let  heating, 
plumbing,  wiring,  etc. 

J.  E.  Wainwright,  74  Normandy  Blvd., 
will  erect  a  $,S,500  storey  brick  resi- 
dence and  let  plumbing,  heating,  etc. 

A.  L.  Sanagan,  169  Kingswood  Road, 
will  erect  a  $4,200  two-storey  brick  resi- 
dence and  let  smaller  trades. 

G.  T.  Death.  344  Sheldrake  Ave.,  will 
erect  a  $4,000  2'^  storey  brick  residence. 

Tenders  are  wanted  for  concrete  block 
and  brick  for  cellars  in  connection  with 
the  erection  of  four  $1,500  two-storey 
brick  residences  for  F.  W.  K.  Hill,  22(ia 
Havelock  Street. 

The  Superintendent  of  construction, 
W.  H.  Martin,  38  Harcourt  Ave.,  wants 
tenders  for  painting  with  or  without  ma- 
terial for  a  number  of  residences  for  W'. 
N.  McEachren  &  Sons,  Royal  Bank 
Building. 

L.  H.  Lankin,  124  Hampton  .\ve.,  will 
erect  three  pair  of  two-storey  brick  resi- 
dences at  a  cost  of  $10,000. 

Vancouver,  B.C. 

E.  E.  Blackmore  has  drawn  plans  for 
$;i,000  one-storey  frame  residence  for  A. 
C.  McCorkell,  .'5043  Seventh  .\ve.  West. 

Wallaceburg,  Ont. 

j.  .\.  Bruton  contemplates  the  erection 
of  a  residence. 

Welland,  Ont. 

v..  ).  Barrett,  .".S  Locust  Street,  will 
erect  two  two-storey  frame  residences 
costing  $:!,0()0,  on  North  Main  Street. 

CONTRACTS  AWARDED 
Antigonish,  N.S. 

1).   Cr.   Kirk   Woodworking  t"o..  Main 


Sired,  have  llic  general  corilraci  for 
residence  for  Mrs.  Dickie. 

Barryvale,  Ont. 

John  Conl.  y  ^:  (  .  Raglan  St..  Rrn- 
fn  w,  have  the  plninbiiig  contract  in  con- 
nectif>n  with  alterations  to  residence  for 
,M.  J.  O'I'.ri.  n.  Renfrew. 

Calabogie,  Ont. 

John  Conley  &  Co..  Raglan  St.,  Ren- 
frew, have  the  plumbing  contract  in  con- 
nection with  the  erection  of  a  .?:»,000  resi- 
dence and  a  $(i.000  (foublc  residence  for 
the  Calabogie  Light  ^  IV.wer  Company. 

Grimsby,  Ont. 

D.  Marsh,  Depot  St..  has  the  general 
contract  for  concrete  and  frame  residence 
for  Phillip  Treganne. 

Hamilton,  Ont. 

Buchanan  &  McBelh.  314  King  St.  F.., 
have  the  ijlumbing  contract  in  connec- 
tion with  the  erection  of  a  .$4,000  two- 
storey  brick  residence  for  T.  Hawkins. 
85  Prospect  Street,  who  will  carry  ont 
the  masonry,  carpentry  and  roofing. 

R.  Tope,  191  Rf)binson  Street,  has  the 
;^eneral  contract,  m.isonry.  steel,  carpen- 
try and  roofing  for  the  erection  of  a  $4.- 
000  two-storey  brick  residence  on  Kin- 
nel  Street  for  J.  L.  Stewart.  IS  Kinnel 
-Street.  Stewart  &  Witton.  7  Hughson 
St.  S.,  are  the  architects. 

John  Goatley,  50  Britannia  .\ve..  has 
the  general  contract,  masonry,  carpentry 
and  roofing  for  the  erection  of  a  $3,000 
one  and  a  half  storey  brick  residence  on 
Ottawa  Street  for  Geo.  Xunn.  4fi  Grant 
.\  venue. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $3,000  two-storey  brick  residence  for 
J.  Thompson,  00  Grosvenor  Ave.,  who 
will  carry  out  the  carpentry  and  roofing: 
—Masonry,  J.  Smith,  323  Maple  .A.ve.; 
electrical  work,  F.  Thornton,  174  Bal- 
moral Ave:  plumbing.  A.  Crompton.  458 
King  William  St.:  i)ainting.  Marshall  De- 
corating Co.,  730  King  St.  E.  Owner  will 
let  heating  and  plastering. 

London,  Ont. 

C.  Insell,  1005  Maitland  St..  has  the 
general  contract,  and  Noble  &  Rich.  237 
Queens  .\ve..  the  plumbing  contract  for 
remodelling  residence  for  Col.  W.  M. 
Gartshore.  Ridout  St.  S. 

Lunenburg,  N.S. 

Ralph  Corkum  has  the  general  con- 
tract for  $(J.000  concrete  and  frame  resi- 
dence for  Daniel  J.  Zinck.  Lincoln  St.  E. 

Frank  A.  Young  has  the  general  con- 
tract for  $10,000  concrete  and  frame  resi- 
dence for  .Mvin  Himnielman.  Rose  Bay. 

Montreal,  Que. 

Maurice  Pelletier.  301b  De  Lanaudiere 
St..  has  the  electrical  work  in  connec- 
tion with  alterations  costing  .$C.400  to 
residence  for  Tos.  Versailles.  90  St  Tames 
Street.  " 

The  Grennfield  Land  &  Construction 
Co.,  Ltd..  325  St.  James  Street,  have  the 
general  contract  for  $4,500  two-storey 
brick  residence  for  L.  ^f.  Lemieux,  42R 
Pare  Lafontaino.  General  contractor  is 
receiving  sub-tenders  for  all  trades,  also 
excavating,  and  will  require  brick,  sand, 
gravel,  cement,  lumber,  etc. 

The  following  contracts  have  been 
awarde'd  in  connection  with  the  erection 
of  a  $5,000  residence  for  I.  B.  Daoust. 
5774  Sherbrooke  St.  W..  who  will  carrv 
out  the  carpentry: — Masonry,  Jean  Cas- 
iani.  933  Henri  Julien  .\vc.:  plastering. 
McLeod  &  Frere.  1(i3  Coursol  St.:  paint- 
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ing.  Henri  Gaiithier,  427  Amherst  Ave. 
Owner  will  let  electrical  work. 

A.  A.  Collet,  117  First  Ave.,  Maison- 
neuve,  has  the  general  contract  for  $6,- 
500  two-storey  brick  residence  for  Pas- 
chal Lemieux,  l70  Notr'e  Dame  de  Grace 
Ave. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  five  two-storey  stone  and  brick  resi- 
dences costing  $10,000  for  J.  B.  Daoust, 
5774  Shcrbrooke  St.  W.,  who  will  carry 
out  the  carpentry: — Masonry,  Jean  Cas- 
siani,  93.'?  Henri  Julien  Ave.;  plumbing 
and  heating,  Oscar  Daoust  &  Co.,  1C54 
Notre  Dame  St.  W.;  plastering,  McLeod 
&  Frere,  163  Coursol  St.;  painting,  Henri 
Gauthier,  437  Amherst  Ave.  Owner  will 
let  electrical  work. 

Ottawa,  Ont. 

S.  F.  Smith,  448  McLcod  Street,  has 
the  general  contract  and  will  require  15,- 
000  common  brick,  a  quantity  of  sand,  ce- 
ment and  plastering  for  the  erection  of 
an  $8,500  apartment  house  for  Gordon 
Stewart,  153  Gilmore  Street. 

J.  Beattie,  Renfrew  Ave.,  has  the  ma- 
sonry and  J.  Gervin,  09  Leonard  Ave.,  the 
plumbing  contract  in  connection  with 
the  erection  of  a  $4,000  residence  for 
Robt.  Slack,  61  Aylmer  Ave. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $3,000  residence  for  W.  C.  Leech, 
140  Spadina  Ave.: — Electrical  work,  A. 
Swartz,  855  Somerset  St.;  pluml^ing. 
Henry  Tapp,  36  Armstrong  St.;  heat- 
ing, J.  Phillips,  1005  Wellington  Street; 
I)lastering,  T.  H.  Patterson,  70  Rosedale 
St.    The  general  contractor,  N.  Villene- 


uve,  100  Bayswater  Ave.,  will  carry  out 
the  painting. 

Quebec,  Que. 

A.  Guerard  &  Cie,  40  Montmagny  St., 
have  the  general  contract  for  $5,000  two- 
storey  frame  and  brick  residence  for 
Dame  Vue  Nld.  Gagnoin,  70  St.  Eus- 
tache  Street. 

Sherbrooke,  Que. 

Jos.  Lemieux,  92  Queen  St.,  has  the 
general  contract  for  one-storey  frame 
addition  to  tenement  for  Levis  Roy,  Bo- 
wen  Ave. 

Sudbury,  Ont. 

I'.  Morrison,  Durham  St.,  has  the 
plumbing,  heating  and  wiring  contracts 
in  connection  with  the  erection  of  a  $6,000' 
brick  veneer  residence  for  Peter  Fenton. 

Sydney,  N.S. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $3,000  residence  for  John  McLeod, 
care  of  Rhodes,  Curry  Co.,  Ltd.,  who  will 
let  plastering  and  painting: — Plumbing 
and  heating,  H.  G.  Hagan  &  Co.;  elec- 
trical work,  W.  A.  McKay  &  Company. 

H.  G.  Hagen  &  Co.,  452  George  Street, 
have  the  plumbing  and  heating  and  Ed. 
D.  Murphy,  Charlotte  St.,  the  electrical 
work  in  connection  with  the  erection  of 
a  $4,500  residence  for  Harold  Bedwin. 

W.  A.  McLachlan,  Hillsburg,  has  the 
plumbing  and  heating  contracts  in  con- 
nection with  the  erection  of  an  $8,000 
three  family  apartment  for  J.  R.  Mc- 
Lachland,  19  I'inewood  Rd.,  who  wants 
tenders  for  painting,  plastering  and  wir- 
ing. 

R.  C.  Bully,  45  Alexander  St.,  has  the 


general  contract  for  residences  for  B.  L 
•  Lowdon,  Terrace  Street. 

Toronto,  Ont. 

Pease  Heating  Co.,  118  King  E.,  hav( 
the  heating  contract  in  connection  witl 
the  erection  of  a  $3,200  21^  storey  brie 
residence  for  T.  H.  Smith,  948  Dufferir, 
Street. 

Woodstock,  Ont. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  two  $2,400  two-storey  brick  venee' 
residences  for  Geo.  Wilks,  26  Railway 
St.: — -Masonry  and  plastering,  W.  J.  Tay- 
lor, Wellington  St.  S.;  carpentry  and 
roofing,  McKinny  Lumber  Co.,  Ingersoll 
Ave.;  electrical  work,  plumbing  and  heat- 
ing, Davison  &  Mclnnes,  Dundas  Street. 


Miscellaneous 

Cayuga,  Ont. 

Town  Council  contemplate  the  pur- 
chase of  a  gas  fire  engine  and  10,000  feet 
of  hose.    Clerk,  J.  W.  Sheppard. 

Fraserville,  Que. 

Sacred  Heart  of  the  St.  Francois 
Xavier  Parish  have  secured  a  site  on 
which  a  gymnasium  ljuilding,  etc.,  will 
be  erected. 

Hamilton,  Ont. 

The  construction  of  a  revetment  wall 
costing  $4,000  by  the  Engineering  De- 
partment, City  Council,  has  been  recom- 
mended.   Engineer,  E.  ]\.  Gray. 

Jarvis,  Ont. 

By-law  has  been  passed  and  the  Do- 
minifin    Natural    Gas    Company,  Brant- 


Wkl'I'INC  of  the  "Mint  Canyon  Koad,"  he- 
ino-  constructed  ])y  I'.  A.  and  C.  J  I.  How- 
ard, Contractor.s,  for  Los  .'Xnt^eles  County, 
(  al,  tlie  Resident  J'.n^ineer  on  the  work  writes  as 
follows : 

"The  pavement  is  20  it.  wide  and  5  in.  thick,  of  mono- 
lithic construction.  The  mixture  is  1:2>^;4J4,  with  the 
addition  of  23  lb.  of  Hydrated  Lime  per  bbl.  of  cement — 
about  \  \  per  cent,  py  volume. 

"I  have  opserved  the  following  when  concrete  is  mixed 
'with  the  addition  f)f  Hydrated  Lime: 
"Concrete  is  more  plastic  and  homogeneous,  which  pro- 
duces density  and  uniformity  in  linished  concrete.  On  a 
grade,  water  does  not  separate  from  mixture  and  run 
dovs'M  over  (he  (iiiished  surface,   i'lnisiiing  is  easier.  Tlie 


Concrete 
Roads 
and — 

Hydrated  Lime 

grout  seems  to  retain  its  moisture  longer  and  does  not  dry 
u])  in  spots. 

'•'The  surface  is  very  uniform  and  dense  and  there  are  no 
signs  of  wear  or  raveling  on  the  roads  opened  to  traffic."  ■ 
(Signed)    E.  B.  HOWES, 

Resident  Engineer. 

Mncli  interesting-  data  on  the  results  attained  with 
Hydrated  Lime  in  concrete  will  I)e  sent  free  on  re- 
c|uest. 

The  Elora  White  Lime 

Company,  Limited 
ELORA  -  ONTARIO 
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Facilities 


Plant  of  John  Inglis  Co.,  Limited,  Toronto 


OUR  facilities  and  long  experience 
enable  us  to  design  and  manufac- 
ture engines,  boilers,  pumps,  and  plate 
work  of  every  kind. 

No  project  is  too  big  for  our  en- 
gineers and  plant  and  no  job  too  small 
to  receive  intelligent  attention. 

Quotations  gladly  furnished. 


The  John  Inglis  Company,  Limited 

ENGINEERS  AND  BOILERMAKERS 
14  Strachan  Ave.       -       -       Toronto,  Canada 

Ottawa  Representative— J.  W.  ANDERSON,  7  Bank  Street  Chambers 


\\\\\   I'l nil nuMu-c   work  at   once  (in 
mains  and  c<|uii)nicMil,  custini^  $7,000. 

Norwood,  Ont. 

'J'cndors  will  be  received  until  June  1 
for  4r).00{)  fir,-;t  quality  cedar  sliingle.s,  for 
the  Board  of  Education.  .Secretary,  E.  ii. 
Laing. 

St.  Johns,  Que. 

Tenders  will  be  called  by  the  architect, 
J.  E.  Hunt,  304  University  Ave.,  Mont- 
real, about  May  34  for  remodelling 
stables  into  farm  house  and  the  erection 
of  cow  barns  and  stables  for  A.  E.  Bru- 
net. 

Toronto,  Ont. 

The  E.xecutive  Committee  of  the  Royal 
Canadian  Yacht  Club  have  decided  to  re- 
Iniild  their  club  h.ouse  which  was  recently 
destroyed  by  fire. 

Welland,  Ont. 

City  Council  is  now  in  the  market  for 
street  sprinkler.  Clerk,  Miss  C.  M.  .Staff, 
48  Main  St.  S. 

CONTRACTS  AWARDED 

Halifax,  N.S. 

The  Canadian  (iovernment  Buildings 
have  given  the  Ornisby  Company,  To- 
ronto, an  order  for  72  steel  sash,  to  l)c 
supi)lied  in  their  buildings. 

Leaside,  Ont. 

Franceschini  &  Co.,  l.'ja  Manning  Ar- 
cade , Toronto,  have  the  general  contract 
for  100,000  cubic  yards  of  grading  for 
the  Canadian  Northern  Railway,  1  To- 
ronto .Street,  Toronto. 

Montreal,  Que. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $1G,000  garage  and  stable  for  Lord 
Atholstan,  ii38  Sherbrooke  St.  W.: — Gen- 
eral contract,  masonry,  carpentry,  plas- 
tering and  painting,  W.  M.  Irving,  26a 
Stanley  St.;  electrical  work,  Vincent  & 
Say  Electrical  Co.,  361  Union  Ave.; 
plumbing  and  heating,  John  Colford,  .508a 
Guy  Street.  General  contractor  will  let 
roofing.  MacVicar  &  eriot,  628  Union 
Ave.,  are  the  architects. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $3.5,000  club  house  for  the  High  Wah 
Club,  Ltd.,  112  St.  Urbain  St. :— Roofing, 
plumbing  and  heating.  Nap.  Turcot,  1600 
St.  Lawrence  Blvd.;  plastering,  Jos.  Le- 
fel:ivre,  146  Ontario  St.  E.;  electrical 
work,  Wm.  Rochon,  4.54  Lafontaine  Park. 
The  general  contractor,-  Alphonse  Grat- 
ton,  142-5th  Ave.,  Maisonneuve,  will  carry 
out  the  painting. 

Woodstock,  Ont. 

The  Bain  Waggon.  Company  have 
placed  an  order  with  the  A.  B.  (Ornisby 
Company,  Toronto,  for  steel  sash. 

Power  Plants,  Electricity  and 
Telephones 

Sherbrooke,  Que. 

'l  enders  are  being  received  by  the  en- 
gineer, Charles  I'esbaillets,  Room  16, 
Whiting  I'.lock,  until  May  20,  for  the 
erection  of  a  $.30,000  distributing  station 
for  the  City  Council.  Plans  and  specill- 
cations  with  the  engineer  and  MacEeaii 
Daily  Reports,  Ltd.,  34.5  Adelaide  Si.  W., 
'iOrrjIltr). 

CONTRACTS  AWARDED 

Montfort,  Que. 

.\r>ciiaull  iK:  Plamondon,  7()  Si.  James 
Street,  Monlreal,  hnvi-  (he  general  con- 
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trad  and  W'ni.  Hamilton  &  Co.,  47'.)  Reid 
.Street,  J'eterboro,  the  contract  for  turbine 
for  remodelling  hydro  electric  plant  at  a 
cost  of  $1.5,000  for  the  Montfort  Orphan- 
age. 


Sault  Ste.  Marie,  Ont. 

Power  ,plant  owned  by  the  Great  Lakes 
Power  Company,  r)37  Queen  St.  E.  Esti- 
mated loss  $150,000. 

Scotsburn,  N.S. 

Residence  owned  by  D.  G.  .Stevenson. 
Loss,  $3,000. 

St.  Catharines,  Ont.  » 

.Skating  rink,  elc,  owned  by  the  Bishop 
Ridley  College.    Loss  $10,000. 

Ste.  Annes  des  Monts,  Que. 

-Sawmill  owned  by  Luc  Martin.  Loss, 
$8,000.    Will  rebuild  in  a  few  months. 

Ste.  Flore,  Que. 

Residence,  barn,  sheds,  etc.,  owned  by 
Desithe    I.educ,     comi)letely  destroyed. 


May  IS,  1918 

Poss  $'.),00().    Will  rebuild  as  soon  as  pes' 


sible. 

St.  John,  N.B. 

Residence  owned  1)y  John  Marr,  Moun 
Pleasant  Ave.     Loss  considerable. 


Fires 

Adolphustown,  Ont. 

Residence  owned  by  Jos.  L.  Havelock, 
completely  destroyed.  Loss  considerable. 
Will  likely  rebuild  at  once. 

Almonte,  Ont. 

Barn  and  outbuildings  owned  by  Alex. 
Bain,  Calaliogie  Road.    Loss,  $3,000. 

Bath,  N.B. 

Lumber  mill  and  woodworking  plant 
owned  by  J.  C.  Hayes  destroyed. 

Fort  Francis,  Ont. 

Store  owned  by  Jas.  Carter  &  Son. 
Loss  $55,000. 

Lourdes,  N.S. 

Residence  owned  by  Dr.  M.  R.  Mc- 
Donald, New  Glasgow.  Loss  $3,000,  VVill 
rebuild  at  once. 

Medicine  Hat,  Alta. 

{■volling  mills  owned  by  the  Medicine 
Hat  Rolling  Mills.  Loss  $40,000.  Man- 
ager. \\'.  T.  Scalley. 

Ottawa,  Ont. 

Stables  owned  by  William  Conville, 
140  Water  Street,  totally  destroyed.  Will 
rebuild  soon. 

Residence  and  outbuildings  owned  by 
O'Connor  Bros.,  Montreal  Road.  Loss 
$15,000. 

Residence  and  outbuilding  owned  by 
Jos.  Grant,  17  York  Street.    Loss  $3,000. 

Pembroke,  Ont. 

Residence  owned  by  Jas.  McKinnon, 
Allumette  Island.    Loss  $3,500. 

Outbuildings,  barn,  machinery,  etc., 
owned  by  Tlios.  Leahey.  Ttotal  loss 
$8,000. 

Plaisance,  Que. 

Hotel  and  Residence  owned  by  Raphael 
Paquette.    Loss,  $3,000. 

Port  Stanley,  Ont. 

Fish  warehouse  owned  by  the  United 
Fish  Company,  completely  destroyed. 
Loss  $5,000. 

Two  barns,  ice  house,  residence,  etc., 
owned  by  A.  C.  Brown  &  Co.,  Herbert 
CoUey,  J.  R.  Moore,  and  R.  Growhen, 
London."   Loss  $30,000. 

Redcliffe,  Alta. 

A  loss  of  $60,000  was  caused  by  fire  tfx 
the  Laurel  Ptotel. 

Ridgetown,  Ont. 

Church  owned  by  the  Baptist  congre- 
gation. Loss  about  $3,000.  Pastor,  T. 
Watson. 


St.  Mary's,  Ont. 

Max  mill  owned  by  A.  L.  McCrediel* 
Queen  St.,  destroyed.    Loss,  $25,000.  1 

St.  Remi,  Que.  | 

Factory  and  residence  owned  by  Wil-i 
frid  Chatel,  building  and  residence  owned 
by  A.  Renaud,  garage  by  Mr.  Gregoire, 
and  residences  owned  by  A.  Bouthillier, 
J.  Bariteau,  A.  Collette,  A.  Bedard. 

St.  Romouald,  Que.  i 

Stable  owned  by  Donald  Atkinson.  !■ 
Loss,  $3,000. 

Sherbrooke,  Que.  | 

.Store,  garage,  staliles,  etc.,  owned  by 
G.  N.  Bourgue,  10  King  St.  E.,  and  Luc 
(iouin,  12  King  St.  E.  Total  loss  $11,000. 
Rebuilding  will  start  as  soon  as  possible. 

Three  Rivers,  Que. 

Hay  barns  owned  by  the  Canada  Iron 
iMiundries,  Ltd.,  St.  Maurice  St.,  con- 
siderably damaged. 

Residence  owned  by  Emile  Panmeton, 
cor.   Royal   and   Laviolette   Sts.,   partly  \ 
destroyed.    Loss  $4,000.  '  ' 

Business  block  owned  by  W.  Rousseau,  1 
E.  Julien  &  Cie,  Ltd.,  Wm.  Ferron,  Ma-  i 
dame  Vve.  W.  Abran,  Dame  Vve.  J.  B. 
Bertrand,   Duplessis   &   Bellefeuille  and 
Alphonse  Lupien.    Total  loss  $126,000. 

Tidnish,  N.S. 

Farm  residence  and  building  owned  by 
Luciuc   Chappell   completely   destroyed.  \ 
Loss  considerable.    Will  rebuild  at  once. 

Toronto,  Ont. 

Club  buildings  on  Centre  Island  owned 
by  the  Royal  Canadian  Yacht  Club.  Loss 
about  $75,000.  Commodore,  Geo.  H. 
Gooderham,  M.P.P. 

Stables  owned  by  the  Peerless  Milling 
Co.,  652  Dufferin  St.    Ttotal  loss  $10,000. 

Truro,  N.S. 

Residence  owned  by  Capt.  Lornezo 
Vance,  Queen  St.,  completely  destroyed. 
Will  likely  rebuild. 

Vermilion,  Alta. 

Business  blocks  destroyed  by  fire.  To- 
tal loss,  $371,350. 

Warkworth,  Ont. 

Sawmill  owned  by  W.  J.  Brown  prac- 
tically destroyed.'   Loss  considerable. 

Winnipeg,  Man. 

"Parrish"  Building,  owned  by  W.  L. 
Parrish,  ()14  Grain  Exchange  Building. 
Loss  between  $25,000  and  .$30,000. 


CONTRACTORS 
and  TENDERERS 

for  Superior  Servic* 

THE 

Canadian  Surety  Co. 

26  Wellinston  St.,  Ea«t 

Phone  Main  2609   TORONTO,  Ont. 
Represented  in  all  the  principal 
cities  and  towns  in  the 
Dominion. 

BONDS  INSURANCE 

of  every  description      Plate  Glass— Burglary 
Automobile 
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WOODEN  PIPE 

We  make  wire-wound  wood  stave  pipe,  2  inches  to  24  inches  di- 
ameter. Continuous  wood  stave  pipe,  any  diameter  required.  Read 
the  letter  below.  This  shows  results  in  actual  use.  Quotations  on 
request.  

Corporation  of  the  District  of  West  Vancouver. 

Engineering  Dept.,  TDistrict  Engineer's  Office, 

Municipal  Hall,  Hollyburn,  B.C. 
Mr.  A.  G.  McGregor,  19th  April,  1918. 

The  Canadian  Pipe  Co.,  Ltd., 

550  Pacific  Street,  Vancouver,  B.C. 
Dear  Sir: — In  reply  to  your  enquiry  we  have  much  pleasure  in 
stating  that  the  20  miles  of  Wood  Stave  Pipe — ranging  in  size  from 
4  in.  to  10  in. — manufactured  and  installed  by  you  for  this  Muni- 
cipality in  1015-1916  has  given  the  utmost  satisfaction,  tlie  cost  of 
maintenance  up  to  the  present  time  having  been  practically  nil. 

The  noticeable  absence  of  leaks  at  the  joints  we  attribute  to  the 
inside  ring  placed  in  your  pipe,  which,  in  our  opinion,  is  one  of 
its  strong  featines. 

The  fact  that  only  two  leaks  on  the  joints  have  occurred  since 
the  system  was  installed  speaks  for  itseH,  particularly  as  this  pipe 
was  laid  under  anything  but  ideal  conditions. 

For  the  Corporation  of  the  District  of  West  Vancouver, 
Brothers'  Creek  Water  System. 

(Signed)  H.  W.  Bell. 

CANADIAN  PIPE  CO.,  LIMITED 

Established  1804  New  Factory  Erected  1910 

Equipped  with  the  most  up-to-date  machinery.  Every  machine 
driven  by  a  separate  electric  motor.    Satisfaction  Guaranteed. 

Office  and  Factory— 550  Pacific  St.,  VANCOUVER,  B.C. 


The  Maritime  Bridge 

Company,  Umited 

Manufacturers  and  Erectors  of 

Steel  Railway  and  Highway  Bridges, 
Buildings,  Girders,  Trusses,  Towers, 
Turntables,  Tanks,  Smoke  Stacks, 
Riveted  Pipe,  and  Structural.  Steel  and 
Plate  Work  of  all  descriptions. 

We  have  the  only  complete  stock  of 
Steel  Shapes,  Plates  and  Bars  in  the 
Maritime  Provinces. 

Office  and  Plant : 

New  Glasgow,  Nova  Scotia 
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Now  Ready— 

Bridges  and  Culverts 

Vol.  Ill  of  the  Series 

Reinforced  Concrete  Construction 

By  G.  A.  Hool,  Associate  Professor  of  Structural 
Engineering,  University  of  Wisconsin. 

This  is  the  first  treatise  on  practical  design  and  construction  of 
bridges  and  culverts.  It  completes  this  remarkable  series.  You  prob- 
ably know  something  about  these  books — 

How  they  came  out  without  the  advantage  of  a  widely  known  name 
as  author. 

How  the  leading  civil  engineering  papers  hailed  them  as  the  best 
on  the  subject. 

How  they  were  at  once  recognized  as  the  most  useful  and  practical 

books  that  have  appeared. 

They  are  today  standard  among  engineers,  architects  and  con- 
tractors, as  well  as  in  colleges. 

Vol.  I — Fundamental  Principles.  254  pages,  6  x  9,  88 

illus.,  $2.50  net,  postpaid. 
Vol.  II — Retaining  Walls  and  Buildings,  675  pages, 

6x9,  412  illus.,  34  plates,  $5.00  net,  postpaid. 
Vol.  Ill — Bridges  and  Culverts,  688  pages,  6x9,  over 

600  illus.,  41  plates,  $5.00  net,  postpaid. 

SEND  YOUR  ORDERS  TO 

Contract  Record  &  Engineering  Review 

347  Adelaide  St.  West,  TORONTO 

Sold  aeparately 

15,  1918 


C!) 


Free  Roof 

Insurance  for  20  Years 


You  are  proud  of  that  new  plant — proud  of  its 
modern  construction,  its  efficiency,  its  output.  It 
represents  a  big  investment  of  money  and  enterprise. 

Of  course  it  is  insured  against  fire.  But  how  about 
the  roof?    Is  your  investment  there  insured? 

If  you  cover  your  building  with  a  Barrett  Specifica- 
tion Roof  you  will  get  such  insurance  in  the  shape 
of  a  20-Year  Guaranty. 

Our  experience  has  proved  that  a  roof  laid  strictly 
according  to  The  Barrett  Specification  will  last  much 
longer  than  twenty  years  without  repairs  of  any  kind, 
and  our  new  plan  of  issuing  the  20-Year  Surety  Bond 
Guaranty  gives  owners  the  benefit  of  that  experience. 

Here  is  our  offer. 

On  all  roofs  of  fifty  squares  or  more,  in  all  towns 
of  25,000  or  more  and  in  smaller  towns  where  our 
Inspection  Service  is  available,  we  will  give  a  20-Year 


Surety  Bond  Guaranty,  provided  the  roof  be  laid 
strictly  according  to  The  Barrett  Specification  of 
May  1,  1916,  and  by  a  roofer  approved  by  us. 

This  bond  exempts  the  owner  from  all  expenses  of 
mamtenance  and  repairs  for  a  period  of  twenty  years. 

We  claim  only  the  right  to  have  an  inspector  on 
the  roof  dunng  construction  to  insure  strict  com- 
pliance with  the  Specification. 

The  risk  is  ours,  the  gain  is  yours. 

Leading  architects,  engineers,  and  roofing  contractors 
throughout  the  country  .are 
familiar  with  and  indorse  our 
plan. 

A  line  to  our  nearest  office 
will  bring  any  information 
you  may  desire  concerning 
this  proposition. 


A  copy  of  The  Barrett  20- Year  Specification,  with  roofing  diagrams,  sent  free  on  request. 


MONTREAL 

St.  JOHN,  N.B. 


The 


TORONTO 


^  Company 

LIMITED 


WINNIPEG 
HALIFAX,  N.S. 


VANCOUVER 
SYDNEY,  N.S. 


■c3.> 


20  Year  Guaranty  Bond 
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SECOND  HAND  PLANT— 

When  in  need  of  second  hand  Locomotives,  Steam 
Shovels,  Rails,  Cars,  Mixers,  Road  Rollers, 
Pumps,  Compressors,  Drills,  etc.,  etc., 

WRITE  TO  US  FOR  BARGAINS 


MUSSENS  UNITED 


MONTREAL 

WINNIPEG 

VANCOUVER 


¥UEBEC— Pruncau  &  Co. 
ORONTO-H.  TurnbuU  &  Co. 
COBALT  -H.  L.  Usborne 


'Galvaduct"  and  ''Loricated' 

Conduits 


for  Interior  Construction 


Conduits  Company,  Limited 

Sole  Manufacturers  under  Canadian  and  U.  S.  Letters  Patent 


Toronto 


Canada 


BITUNAMEL 

Unsurpassed  for  waterproofing  foundations  and  prevent- 
ing rust  and  corrosion  on  exposed  iron 
and  metal  work. 

WRITE  FOR  SAMPLE 

The  Ault  &  Wiborg  Co.  of  Canada 
Ltd.,  Varnish  Works 


Montreal 


TORONTO 


Winnipeg 


Jamhs  Thomson.  President. 


J.  G.  Allan,  Vice-President. 


James  A.  Thomson,  Secretary. 


THE  GARTSHORE-THOMSON  PIPE  &  FOUNDRY  GO. 


LIMITED 


Manufacturers  of 


mST  iRON  iPlRE 


Flexible  and  Flange  Pipe, 
Special  Castings  and  all  kinds 
of  Waterworks  Supplies. 


3  Inches  to  60  Inches  diameter. 

for  Water,  Gas,  Culvert  and  Sewer 
HAMILTON,  ONT. 
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Turbine 
Pumps 

Electric  and  Steam 

Water  Works 
Factory  and 
Fire  Services 

Humphrey  Gas 
Pumps 
Any  capacity  or  pressure 

THE  JOHN  McDOUGALL 
CALEDONIAN  IRON  WORKS  CO.,  LIMITED 

Works:  Seigneurs  &  William  Sts.,  Montreal. 
Manufacturers  of  Boilers,  Castings,  Condensers,  Elevators,  Engines,  Filters,  Forgings,  Hydraulic 
Machinery,  Pumps,  centrifugal  and  reciprocating.  Steam  Turbines,  Tanks,  Water  Wheels,  Water 

Works  Plants 


Lachine  Water  Works 
Three  million  gallons,  eighty  pounds  domestic,  160  lbs.  6re. 


BAWDEN 


Circulating 


PUMPS 


Our  Pumps  are  made  in  all 
sizes  and  are  unsurpassed  by 
none  for 

EFFICIENCY 

MATERIAL 

WORKMANSHIP 

We  make  both  Steam  and 
Centrifugal  Pumps. 

Get  our  Catalogue. 

Our  Pumps  are  guaranteed 
to  have  no  End  Thrust,  ihey 
are  in  perfect  balance. 


The  Bawden  Pump  Co.,  Limited 

163-175  STERLING  ROAD,  «  TORONTO,  CAN. 


THE   CONTRy\CT  RECORD 


May  15,  1918 


It's  Easy  to  Find 
that  Drawing 

It's  indexed — it's  in  the  file  in  a 
certain  place — the  right  place. 

When  it's  wanted  there's  no  doubt 

about  where  it  is. 

You  simply  go  to  the  file,  refer  to 
the  index  and  get  your  drawing,  plan  or 
blueprint  instantly. 

That's  one  of  the  reasons  why  a 

Mammoth  Vertical  File 

is  incomparably  better  than  the  old  draught- 
ing room  * 'pigeon-hole"  file,  with  alfthe 
fumbling  and  wasteful  delay  that's  entailed 
in  rummaging  through  a  hundred  crumpled 
plans  for  the  one  you  want. 

The  other  reasons — the  safety  it 
provides,  the  protection  it  affords  against 
light,  air  and  other  external  influences— are 
additional  vital  arguments  in  favor  of  the 
Mammoth  Vertical  File. 

The  \vhole  story  of  the  Mammoth 

Vertical  File  is  told  in  a  descriptive  folder — 
a  folder  that  shows  you  why  this  file  is  the 
proper  place  for  your  drawings,  plans  and 
blueprints.    Write  for  a  copy  to-night. 


TIIR  OFFICE  .SPRCIAT.TY  MFG.  CO. 
Home  Office  NKVVMAKKin' 


LIMITED 
Canada 


FUinii  Eqiiit>int;nt  Stoi  cs  tit : 
Toronto       Montreal       Ottawa       Halifax  Hamilton 
Wmnipefi      Kcgina      lidmonton  Vancouver 


BOOKS 

for  Engineers 
and  Contractors 

The  following  Books  are  Offered  subject  to  Pre- 
vious Sale: 

British  &  Foreign  Building  Stones,  by  John  Watson.  Pub- 
lished in  1911  at  the  University  Press,  Cambridge,  Eng- 
land.   483  pages.     Price  50  cents. 

Centrifugal  Pumps,  by  R.  L.  Daugherty.  Published  in  1915 
by  McGraw-Hill  Book  Company.  190  pages,  illustrated. 
Price  $2.00. 

Construction  of  Roads  &  Pavements,  by  T.  R.  Agg,  C.  E. 
Published  in  1916  by  McGraw-Hill  Book  Company.  432 
pages,  illustrated.     Price  $3.00. 

History  of  Bridge  Engineering,  by  Henry  Grattan  Tyrrell, 
C.E.    480  pages,  illustrated.     Price  $5.00. 

Irrigation  Practice  and  Engineering  (Volume  One),  by  B.  A. 
Etcheverry.  Published  in  1915  by  McGraw-Hill  Book  Com- 
pany.    213  pages,  illustrated.     Price  $2.00. 

Irrigation  Practice  &  Engineering  (Vol.  2),  by  B.  A.  Etche- 
verry. Published  in  1915  by  McGraw-Hill  Book  Com- 
pany.   364  pages,  illustrated.    Price  $3.50. 

Irrigation  Practice  &  Engineering,  Volume  3,  by  B.  A.  Etche- 
verry. Published  in  1916  by  McGraw-Hill  Book  Company. 
438  pages,  illustrated.     Price  $4.00. 

Locks  and  Builders'  Hardware,  by  Henry  R.  Towne.  Published 
in  1904  by  John  Wiley  &  Sons.  1,116  pages,  illustrated. 
Price  $1.50. 

"Operation  and  Maintenance  of  Irrigation  Systems,"  by  S.  T. 
Harding.  First  edition,  just  published  by  the  McGraw-Hill 
Book  Co.    271  pag6s,  illustrated.     Price  $2.50. 

"Practical  Road  Building,"  by  Charles  E.  Foote.  Just  pub- 
lished by  David  McKay.    295  pages,  illustrated.  Price  $1.25. 

"Public  Utility  Rates."  A  discussion  of  the  Principles  and 
Practice  underlying  charges  for  Water,  Gas,  Electricity, 
Communication  and  Transformation  Services,  by  Harry 
Barker,  B.S.  First  edition,  just  published  by  the  McGraw- 
Hill  Book  Company.    387  pages.     Price  $4.00. 

Relief  from  Floods.  The  Fundamentals  of  Flood  Prevention, 
Flood  Protection  and  the  means  of  determining  proper 
remedies.  By  John  W.  Alvord  and  Charles  B.  Burdock. 
First  edition  just  published,  by  McGraw-Hill  Book  Com- 
pany, Inc.    175  pages,  illustrated.    Price  $2.00. 

Some  Considerations  Regarding  Cast  Iron  and  Steel  Pipes,  by 
John  Sharp.  Published  in  1914  by  Longmans,  Green  & 
Company.    142  pages,  illustrated.    Price  $1.50. 

Steel  Bridge  Designing,  by  Melville  B.  Wells,  C.E.  Published 
By  Myron  C.  Clark  Publishing  Company  in  1913.  260 
pages,  illustrated.    Price  $2.00. 

Use  of  Water  in  Irrigation,  by  Samuel  Fortier.  Published  in 
1915  by  McGraw-Hill  Book  Company.  265  pages,  illus- 
trated.   Price  $2.00. 

"Use  of  Water  in  Irrigation,''  by  Samuel  Fortier.  Second  edi- 
tion. Published  by  McGraw-Hill  Book  Company,  1916.  325 
pages,  illustrated.     Price  $2.00. 

Water  Power  Engineering,  by  Daniel  W.  Mead,  2nd  edition. 
The  Theory,  Investigation  and  Development  of  Water 
Powers.  Published  in  1915  by  McGraw-Hill  Book  Com- 
pany.   843  pages,  illustrated.    Price  $6.00. 

Water  Purification,  by  Joseph  W.  Ellins.  Just  published  by 
McGraw-Hill  Book  Company.  485  pages,  illustrated.  Price 
$5.00. 

Waterworks  Engineeiing.  A  Practical  TTeatise  on  the  Con- 
struction of  Waterworks  for  the  use  of  Engineers  and 
Students  of  Engineering,  by  Fred.  C.  Uren,  M.  Inst.  C. 
E.  I.  With  numerous  plates  and  186  illustrations.  Pub- 
lished by  Castle  Litho  Limited,  Bristol,  England,  in  1914. 

♦      2G8  pages.     Price  $3.00. 

Waterworks  Handbook,  by  Alfred  Douglas  Flinn,  Robert  Spurr 
Weston  and  Clinton  Lathrop  Bogert.  Published  in  1916  by 
Mc(jraw-Hill  Book  Company.  824  pages,  illustrated.  Price 
$6.00. 
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T  J 1      C  O  N  '1'  R  A  r  1'    M  ]•.  COUl) 


CANADIAN   DES  MOINES 
STEEL  CO.,  Limited 

Elevated  Tanks  Barge*  Bridge* 

Standpipes  Wirelc**  Towers 

Structural  Steel  for  all  purposes. 


Let  us  bid  on  your  requirements. 
Attractive  Prices— Prompt  Deliveries. 


Sales  Offices  and  Plant 
CHATHAM,  ONT.  275  Inshes  Ave 

Associated  with 
PITTSBURGH-DES  MOINES  STEEL  CO. 
Pittsburgh,  Pa.  New  York  City 

945  Curry  Bldg.  42  Church  St. 

DES  MOINES  BRIDGE  AND  IRON  CO. 
Des  Moines.  Iowa,  938  Tuttle  Street 


STONE 


FOR 


ROAD  BUILDING 

Waste  stone,  most 
desirable  for  road 
construction.  Ready 
for  quick  sliipment. 

Inquiries  invited. 

Canada  Carbide  Co. 

Limited 

601  Power  Bldg.,  83  Craig  St. 

Montreal 


Concrete  Bonding 
Locker*  for  Clothe* 
Iron  Stairway* 

Enqulriei  tollclted. 

CANADA  WIRE  &  IRON 
GOODS  CO  ,  Hamilton 


The  Glue  Book 


WHAT  IT  CONTAINS 
Chapter  1 — Historical  Notes 
Chapter  2 — Manufacture  of  Glue 
Chapter  3 — Testing  and  Grading 
Chapter  4 — Methods  in  the  Glue  Room 
Chapter  5 — Glue  Room  Equipment 
Chapter       Selection  of  Glue 


Contract  Record 

and  Engineering  Review 

347  Adelaide  St.  West,  Toronto 


Canada  Iron  Foundries,  Limited 


CAST  IRON  PIPE 


Head  Office 

Mark  Fisher  Building 
MONTREAL 


Car  Wheels,  Cast  Iron  Water  and  Gas  Pipe,  Specials,  Valves,  Hydrants,  etc.,  Castingrs 
of  all  kinds,  Mooringr  Bollards  for  both  Concrete  and  Wooden  Docks 
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Do  You  Want  Crushed  Stone  ? 

That  is  Clean,  Tough  Stone  of  a  Quality 
suitable  for  Macadam  Road  and  Concrete 

We  can  auppljr  you  in  any  siza  or  quantity. 

Our  •ervice  it  unexcelled  and  our  pricea  right. 
Phone  or  writ*  ut  for  quotations  when  you  arc  In  the  market 

Office -M  4515-M  4516      Re«ldcnc*-P  2278 

Crushed  Stone  Limited 

47  Yonge  St.  Arcade,  Toronto 

G.  W.  Eaaery,  Manager 


Sand,  Gravel  and  Crushed  Stone 

Lime  Fire  Clay 

Cement  Fire  Brick 

Plaster  Sewer   Pipe  A^l 

Hair  Weeping  Tile  ™ 

Building  Stone 

Our  prices  are  right  and  our  service  good. 

Britnell  &  Co.,  Limited 

C.P.R.  Crossing,  Yonge  St.,  North  Toronto 


Phones.  Office  North  |g||  Evenlngrs,  North  2107 


Economy  in  Large  Capacity 
Deep  Well  Pumping 

A  large  water  supply  from  deep 
wells  is  most  successfully  obtained 
with  "American"  Deep  Well  Turbine 
Centrifuf;al  Pumps,  because  they  de 
liver  a  remarkably  large  quantity  of 
water  from  a  deep  drilled  well,  main- 
tain high  efficiencies  and  are  reliable 
in  operation. 

These  pumps  are  made  in  styles  to 
deliver  water  at  the 
surface  or  in  com- 
b  i  n  a  t  i  o  n  with  a 
booster  centrifugal 
operating  on  the 
same  shaft  at  the 
surface,  to  produce 
a  pressure  in  the 
mains. 

Pumps  of  this  type 
operate  in  drill  holes 
12  inches  in  diam- 
eter and  larger,  and 
deliver  to  3,000  gal- 
lons of  water  per 
minute. 

Catalog  1352  describes  them. 
Write  for  it. 

The  American  Well  Works 

General  Office  and  Works :  AURORA.  ILL. 
Chicago  Off  ice :    First  National  Bank  Building 

Special  Canadian  Dealers 
R.  H.  Buchanan  &  Co.,  -  Montreal. 

Gorman,  Clancy  &  Grlndley,  Ltd., 

Edmonton  and  Calgary. 
B.  C.  Equipment  Co.,       -      Vancouver,  B.C. 


FOR  SALE 

Concrete  Contractors 

LOOK! 

yd.  Insley  Tower  Hopper  and  Bucket. 
K"  yd.  Insley  Tower  Hopper  and  Bucket. 
1  yd.,       yd.,  16  yd.  Smith  Mixers  on  Skids, 
with  or  without  power. 
14  yd.  and  1/3  yd.  Mixers  on  Truck,  with  En- 
gine and  Boiler. 
J4  yd.  Mixer    on    Truck,    with    Engine  and 
Boiler,  suitable  for  sidewalks,  plaster  and 
mortar. 

1/5  yd.  Mixer  on  Truck,  with  Power  Loader, 

Gasoline  Engine. 
5  Concrete  Buckets,  1  yard  capacity. 
5  Concrete  Cars,  side  spout,  1  yard  capacity, 

24-inch  gauge. 
.500'  Portable  Track,  24  in.  gauge,  with  switches. 
1000  Concrete  Form  Clamps,  24  in.  and  36  in. 
1  Telescopic  Concrete  Spout  for  under-water 
work. 

We  have  the  largest  assortment  of  Contrac- 
tors' Equipment,  hoists,  derricks,  clam  shells, 
crushers,  engines,  boilers,  pumps,  etc.,  in 
Canada. 

Write  Now  for  Prices 

The 

A.  R.  Williams  Machinery  Co. 

Limited 

64-66  Front  St.  W.,  Toronto,  Ont. 


Made  by 

Griffiths  Bros  &  G)  Lw. 


\  ,  ^'  Cowtractors  to  the 
M^/  Admiralty^rOffice 


r  AllN  i  Elastic  ^*^!^1|Jnf^.- 


^  Rust-Proof 

lasts  where  no  other  paint  will  stand. 

It   is   impervious  to  all  external   influences,   and  possessing  wonderful  qualities 
FIRMNESS,    DURABILITY,   and   ELASTICITY,  it  affords 

PERFECT  PROTECTION 

for  IRON,   STEEL  AND  WOOD.    That  is  why  it  is  used  by  the  British  Navy  and 
Army  and  leading  Railway  and  Shipping  Companies. 

Write  for  our  interesting  booklet. 

SPIELMANN  ACEINCIES,  Reg'd. 

Speciai-ists    in    Photective  Paints 
Read  Bli>o.  MONTREAL. 


May  IT),  1918 
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SWANSEA 

Salt  Glazed  and  Vitrified 

SEWER  PIPES 


True  to  Size 
Impervious  to  Water 

Sizes  manufactured  and  al- 
ways in  stock  4  in.  to  24  in. 


Ask  for  Price  List 
and  Discounts 


also 

Chimney  Tops 
[  Flue  Lining^s 
Wall  Coping 
Culvert  Pipe 
Inverts 

Telephone  (Toronto  Connection) 
Parkdale  5000 


The  Dominion  Sewer  Pipe  Co. 

(The  Indegendent  Co.)  Limited 

SWANSEA  (near  Toronto) 


To  Secure 
ECONOMY  and  DURABILITY 

Construct  Your 

SEWERS 

from 

Reinforced  Concrete  Pipe 

Manufactured  by 

Dominion  Concrete  Co. 


Limited 


KEMPTVILLE 


ONTARIO 


"Better  good  pipe  at  a  fair 
price  than  poor  pipe 
at  any  price. " 

N.  B.  The  adjolnlns:  Illustration  shows  a  line  of  42-ln.  pipe 
In  a  trench  ready  for  filling. 


Keith 
Fans 


1 


The  oppor- 
t  u  n  i  t  y  for 
greater  econ- 
omy and  effic- 
iency in  Heat- 
ing and  Ven-  —  

tilating  is  em- 
phasized in  the   "Keith"   Fan.  Com- 
parative tests  of  other  types  of  fans  have 
resulted  in  the  "Keith"  being  proclaimed 
the  most  efficient  and  economical  in  the 

Fan  World.        -^^^^  catalogue  No.  55. 

SHELDONS  LIMITED,  Gait.,  Ont. 

Toronto  Office :  609  Kent  Building 

AGENTS : 

MessrB.  ROSS  &  GREIG,  412  James  St.,  Montreal,  Que. 
Messrs.  WALKER'S  LTD.,  259-261  Stanley  St.,  Winnipeg.  Man. 
Messrs.  GORMAN,  CLANCEY  &  GRINDLEY,  LTD.,  Calgary 

and  Edmonton,  Alta. 
Messrs.  ROBERT  HAMILTON  &  CO..  LTD.,  Bank  of  Ott«wa 
Bld<f.,  Vancouver,  B.  0. 
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Current  Prices  of  Building  and  Ligineering  Materials 


TORONTO  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement— delivered  in  5-ban-el  lots,  $2.95  per  bbl. ; 
witli  bags,  .$3.^5;  car  lots,  !f2.:30  on  the  track, 
with  pkgs.,  $2.70.  Dc  per  bbl.  discount  20  days. 

Lime— grey  60c,  white  70c  per  100  lbs,,  delivered 
in  not  less  than  1500  lb.  lots.  At  the  ware- 
house, grey  55c,  white  65c.  Hydrated  lime, 
$16.00  per  ton  delivered ;  $15.00  at  warehouse. 

Brick — Xo.  1  dry  pressed  red  brick,  $22;  butf, 
$22,  f.o.b.  the  job;  No.  2,  $20;  common  red 
stock  brick,  $17;  grey,  $17;  wire-cut  brick, 
for  foundation  work,  $13.50  on  the  cars,  de- 
Hvered  $15;  "Tapestry"  brick,  imported,  $25 
to  $35;  local  Rug,  $26;  sand-lime  brick,  $10.25 
f.o.b.  car  at  King  Edward  Siding;  $9.00  f.o.b. 
car  or  wagon  at  plant.  Paving  brick,  local 
manufacturers  not  quoting  prices  at  present, 
imported  paving  squares,  delivered  at  job 
in  Toronto,  best  quality  $80,  second  quality 
$75,  third  quality  $70.  (These  prices  are 
merely  approximate,  as  no  sales  are  recorded). 
Sun-Tex  face  brick,  $20  to  $30  at  plant,  $24 
to  $34  delivered,  price  depending  on  color 
and  texture.  Denison  interlocking  hollow 
tile,  $80  per  M.  at  plant,  $97.50  delivered. 
Lots  over  100,000,  $75. 

Fire  brick— $65  to  $85  per  M.,  according  to  qual- 
ity.   Fire  clay,  $15  per  ton. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 
Toronto  prices,  F.O.B.  Car: 
Crushed  stone— 2  in.,  $1.55;  1  in.,  $1.75;  %  in., 
$1.75;  rubble  stone,  in  car  lots,  $1.55  per  ton, 
f.o.b.  car. 

Sand — for  cement  or  brick  work,  $1.10  per  ton, 

f.o.b.  Toronto. 
Gravel— Pit   run,   $1.10  per   ton,   f.o.b.  Toronto; 

screened,  $1.50  per  ton,  f.o.b.  Toronto. 

LUMBER  (BUILDING  MATERIAL) 
Toronto  retail  prices,  delivered. 

Hemlock— 2  x  4  in.  to  2  x  10  in.,  12  and  14  ft. 
long,  $39;  10  and  16  ft.,  $40;  2  x  12  in.,  12 
and  14  ft.,  $40;  10  and  16  ft.,  $41;  1  x  4  in. 
and  1  X  5  in.,  T.  and  G.,  $42 ;  1  x  6  in.,  T. 
and  G.,  $43;  No.  2,  $5  less  than  No.  1.  Siz- 
ing, $1  per  M.  extra. 

Pine — Box,  1  x  4  in.  and  1x5  in.,  $45;  1x6 
in.,  $48;  1x8,  $50;  1  x  10,  $55;  1  x  12;  $55; 
Shelving,  1  x  4  in.  and  5  in.,  $56;  1  x  6,  $60; 
1x8,  $C5;  1  X  10,  $70;  1  x  12,  $75;  2x4 
in.,  10  to  16  ft.  long,  common,  $46;  2x6, 
$48 ;  2  X  8,  $50 ;  2  x  10,  $52 ;  2  x  12,  $54.  No. 
1  flooring,  $58;  No.  1  V  or  beaded  sheeting, 
$60.  Pine  trim,  4  in.  casing,  $2.75  per  100 
ft.;  5  in.  ditto,  $3.25;  8  in.  pine  base,  $4.75; 
4  in.  pine  window  stool,  $4.00. 

Spruce — 10  to  16  ft.  long,  rough,  1  x  4  in.  and 
2x4  in.,  $46;  1  X  0  and  2  x  6,  $48;  1  x  8 
and  2  x  8,  $50 ;  1  x  10  and  2  x  10,  $52 ;  1  x 
12  and  2  x  12,  $54. 

Dimension  Timber  (B.C.  fir)— 10  x  10,  10  x  12, 
10  X  14,  10  X  16,  12  X  12,  12  x  14,  12  x  16,  14 
X  16,  16  X  16,  $05;  12  x  18,  12  x  20,  14  x  18, 
14  X  20,  16  X  18,  16  X  20,  18  x  18,  18  x  20, 
$70.  These  prices  apply  to  lengths  up  to  32 
ft.;  32  to  35  ft.,  $3  per  M.  extra;  36  to  40 
ft.,  $5  per  M.  extra. 

Shingles- XXX  B.C.,  $5.50;  XX  B.C.,  $4.50;  N. 
B.  extras,  $6.00;  N.  B.  clears,  $5.75;  No.  1 
pine  lath,  $7.00;  No.  2  pine  lath,  $6.50;  No.  1 
spruce  lath,  $5.76. 

STEEL  AND  IRON 
Steel  and  Iron  Bars    $5.25  to  $7.00  base;  twist- 
ed and  deformed,  $5.00. 
hapei— Over  36  lbs.  per  yard,  $4.80  per  100  lbs. ; 

nnder  35  lbs.  per  yard,  $5.25  lo  $5.50  per  100 
lbs. 


Plates — 6  ins.  and  over  and  under  30  ins.,  $7.50  per 
100  lbs.;  30  ins.  and  over,  $8.50.  Tank 
and  boiler  plates — %  in.  and  over  and  under 
36  ins.,  $10.00;  36  ins.  and  over,  $6.70. 
Gauge  plates— No.  10,  $11.50;  No.  12,  $8.60; 
No.  14,  $8.65  per  100  lbs.  Black  American 
Bessemer  Plates— 28  gauge,  $8.40  per  100  lbs. 

Flats— 6  ins.  wide  and  under,  $6.00  per  100  lbs. 

Rivets — Button  and  cone  head — base  for  '/i  in. 
and  up,  $8.50. 

Extras — 1/lOc  per  lb.  extra  for  cutting  to  length, 
for  plate  less  than  14  in.  thick,  for  angles 
less  than  5  in.  combined  legs  and  beams  and 
channels  under  6  ins.,  for  18,  20,  and  24  in. 
beams;  1/lOc  to  54c  per  lb.  extra  for  all 
Bethlehem  sections. 

Galvanized  iron — 28  gauge,  $8.75. 

Cast-iron  pipe — Standard  prices,  carload  lots, 
f.o.b.  Toronto:  4-in.  $78  to  $79  per  net  ton; 

^  6-in.  and  up  $75  to  $76.  Lower  price  for 
Class  B.  Higher  price  for  Class  A  and  gas 
pipe.     Less  than  car  lots,  $2  extra. 

SEWER  PIPE 

Sewer  pipe — Toronto  prices  (wholesale),  with  dis- 
counts as  below,  f.o.b.  factory — 4  in.,  30c  per 
ft.;  6  in.,  45c;  8  in.,  70c;  9  in.,  90c;  10  in., 
$1.05;  12  in.,  $L35;  15  in.,  $1.80;  18  in., 
$2.50;  20  in.,  $3;  22  in.,  $4;  24  in.,  $4.50. 
Discounts — 4  in.  to  9  in.  standard,  68  per 
cent.  ;  10  in.  to  24  in.  standard,  65  per  cent.  ; 
15  in.  to  24  in.  double  strength,  60  per  cent. 

Tile  wall  coping — 8  or  9  in.  wall,  50c  per  ft. ;  12 
in.  or  13  in.  wall,  75c  per  ft. ;  18  in.  wall, 
$1.50  per  ft. ;  carried  in  6,  12,  18,  and  24  in. 
lengths.    Discount  65  per  cent. 

PAINTS  AND  OILS 
White  lead — ground  in  oil,  less  than  ton  lots, 
$16.05  per  100  lbs. ;  ton  lots,  $15.70  per  100 
lbs. 

Boiled  linseed  oil — in  bbls.,  $1.58  per  gal.  of  9  lbs. 

Raw  linseed  oil — in  bbls.,  $1.55  per  gal. ;  red  lead, 
dry,  $19  per  100  lbs, ;  putty  in  bulk,  $6.05  per 
100  lbs. ;  in  100-lb.  drums,  $6.90,  putty  in 
25-lb.  tins,  $6.90  per  100  lbs. ;  steel  sash 
putty  in  25-lb.  tins,  $7.15  per  100  lbs. ;  tur- 
pentine, in  *bbls.,.  73c  per  Imp.  gal.,  based 
on   southern  gauge. 


MONTREAL  PRICES 

CEMENT,  LIME,  AND  BRICK 
Cement — $3.10    steam    car    load    lots,  including 

sacks,  less  5  per  cent,  for  cash. 
Lime — Hydrated,  $20  per  ton;  lump,  $15. 
Brick — No.  1  pressed,  $18;  No.  2  pressed,  $15; 

Manganese  rustic,  $20;  buff  rustic,  $20;  red 

rustic,  No.  1,  $15;  red  rustic.  No.  2,  $13; 

buff  (smooth),  $21;  buff  (rough),  $20;  plastic 

$12  25 

Concrete  Brick— grey  $22,  red  $22,  buff  $23,  white 
$45,  plain  pressed  $12  per  thousand,  all  f.o.b. 
Works,  Mascouche,  P.Q. 

CONCRETE  SEWER  PIPE 
Straight  pipes  (per  foot)  :  not  reinforced,  8-in. 
26c;  9-in.  30c;  10-in.  .34c;  12-in.  40c;  15-in. 
60c;  18-in.  74c.  Reinforced,  18  in.  90c;  21- 
in.  $1;  24-in.  $1.20;  30-in.  $1,60;  36  in.  $2.40; 
42  in.  $3;  48-in.  $4,20. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone  -2  in.,  $1.75;   i^-in.  $2.(10;  ■}^-in, 

$2.2.~>  per  ton,  delivered. 
Sand — $1  per  ton,  car  load,  on  cars. 
Gravel — $1,20  per  ton  f,o,b.  cars. 

STEEL  AND  IRON 

Steel  angles — 3  in.  x  3  in.  and  up,  $5.75;  1  in. 
x  1  in.  x  in.,  2.5c  extra;  54  'n.  x  K  in. 
X  '/i  in.  50  cents  extra.  Boiler  plates — %  in. 
Ihii-k  ;iiid  Ihirkci",  $12, (Ml.  Ciic-ular  phitcs  • 
Flange  quality,  36  in.  dimension  and  over, 
$12,50;  under  .36  in.  diameter,  $13,00.  Beams 
and  cli.-nincls  Under  lbs,,  jirr  vd.,  $(i,0() ; 
.■15  lbs.  per  yd,  aiid_  eve;,  $.''.,7.^..  f.n,l,,  MnnI 
real,  net  cash,  nominal.  Corrugated  iron— 26 
gauge,  $9.00;  28  gauge,  $8.26  per  100  sq.  feet, 


subject   to   change   without  notice.     Copper  | 
bearing  sheets  —  Keystone  black,  28  U.  S. 
gauge,  $6.50  per  100  lbs.  nominal.  | 

SEWER  PIPE 

Straight  pipe  (per  foot) — 4  in.,  30c;  6  in.,  45c;  8 
in.,  70c;  9  in.,  85c;  10  in.,  $1.05;  12  in.,  $1.35; 
15  in.,  $1.80;  18  in.,  $2.50;  20  in.,  $3;  22  in.. 
$4;  24  in.,  $4.50;  27  in.,  $6.50;  30  in.,  $7.20. 
Channel  pipe  (4  in.  to  30  in.)  24c,  36c,  56c, 
72c,  84c,  $1.08,  $1.44,  $2.00,  $2.40,  $3.20, 
$3.60,  $5.20,  $5.75.  One-eighth  bends  (4  in. 
to  30  in.),  $1.20,  $1.80,  $2.80,  $3.60,  $4.20, 
$5.40,  $7.20,  $10,  $12,  $16,  $18,  $26,  $28; 
'A,  $1.20,  $1.80,  $3.15,  $4.05,  $4.75,  $6.10, 
$14.40,  $20,  $24,  $32,  $36,  $52,  $57.60.  Double 
collar,  90c,  $1.35,  $2.10,  $2.55,  $3.15,  $4.05, 
$5.40;  slant  1  foot  long  side  (4  in.  to  15 
in.),  90c,  $1.35,  $2.10,  $2.55,  $3.15,  $4.05, 
.$5.40.  Single  branch  (6  in.  to  9  in.),  3  ft., 
$2.25,  $3.50,  $4.25;  2  and  2yi  ft.  (4  in.  to  30 
in.),  $1.35,  $1.80,  $3.15,  $3.85,  $4.75,  $6.10, 
$8.10,  $11.25,  $13.50,  $18,  $20.25,  $32.50.  $36. 
Single  squares  (4  in.  to  30  in.)  ditto.  Double 
branch  and  double  square  and  Y  pipe  (4  in.  to 
.30  in.),  $1.80,  $2.70,  $4.90,  $6.30,  $7.35,  $10.80, 
$14.40,  $20,  $24,  $32,  $36,  $45.50,  $50.40. 
Syphon,  cesspool,  and  buchan  trap  (4  in.  to 
15  in.),  $3,  $4,  $7,  $9,  $10.50,  $18.  Double 
syphon,  running  trap,  and  hand  hole  trap  (4 
in.  to  12  in.),  $3,  $4,  $7,  $9,  $10.50,  $18. 

These  prices  are  subject  to  a  discount  of  .30 
per  cent,  for  less  than  car  load  lots  delivered, 
and  a  discount  of  from  50  to  53  per  cent,  for 
car  load  lots  f.o.b.  Montreal. 

SUNDRIES 

Hard  wall  plaster — $17  per.  ton.  Plaster  of  Paris 
$3.15  per  bbl.,  both  less  5  per  cent,  for  cash. 
Rope — Best  Manilla,  39c  basis  per  pound; 
British  Manilla,  33c  basis;  sisal  rope,  2754c 
basis;  lath  yarn,  2T/ic.  Boiled  linseed  oil- ■ 
in  barrels,  $1.93  per  gal.  of  9  lbs.  Raw  lin- 
seed  oil — in   barrels,  $1,905^    per  gal. 


WINNIPEG  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — Portland,  $4.00  per  bbl. ;  mortar  ce- 
ment, C4c  per  70-lb.  brfg,  in  ton  lots;  Keenes, 
.$6.45  to  $13.55  per  bbl.,  depending  on  qual- 
ity.    (All  prices  include  bags). 

Lime — White  or  grey,  in  bulk,  45c  per  bushel; 
per  barrel,  $2,10  to  $2,40. 

Hydrated  Lime — In  paper  bags,  $16.35  per  ton; 
in  cotton  bags,  $19.55. 

Brick — No.  1  dry  pressed,  red  and  buff,  $35; 
common  red  stock,  $25;  common  grey  stock, 
$12;  No.  1  enamelled  brick,  all  colors,  from 
$100;  sand  lime,  $12;  firebricks,  $70  to  $90. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 
(Including  delivery) 

Crushed  stone — Ij^-in.  to  2-in.,  $2,60  per  yard; 
H-'m.  to  1-in,,  $2,85;  stone  dust,  $2,55;  rub- 
ble stone,  $14,20  per  cord. 

Sand,  gravel  and  torpedo  sand — $2.10  per  yard. 

Crushed  granite — 15^  and  2-in.,  $2.65;  ^-m.  and 
1-in.,  $2.90;  ^-\n.  and  dust,  $3.20. 

Gravel — Per  yard,  delivered,  $1.85. 

Crushed  Granite — IVi  and  2-in.,  $2.65;  ^-in.  and 
1-in.,  $2.90;   J^-in.  and  dust,  $3.20. 

LUMBER  (BUILDING  MATERIAL) 
(Including  delivery) 
(15  per  cent,  discount  for  cash) 
Flooring — No.  2  red  pine,  4  in.,  $43;  6  in.,  $46; 
No.  3  red  pine,  4  in.,  $38;  6  in.,  $40;  No.  4 
red  and  white  pine  or  spruce,  4  in.,  $28;  9 
in.,  $32;  No.  1  and  2  fir,  edge  grain,  3  in., 
$60;  4  in.  and  6  in  ,  $55;  No.  3  fir,  edge  and 
flat  grain,  4  and  6  in,,  $45;  No.  4  fir  ship- 
lap  grade,  4  and  0  in.,  $32;  common  2x6 
pine,  spruce  or  fir,  4  and  6  in.,  $33;  No.  2 
white  pine,  4  and  6  in.,  $55;  No.  3,  $45;  No. 
2  red  pine,  4  and  6  in.,  $46;  No.  3,  $40;  No. 
4,  $32;  No.  5,  $24. 

Dimension  timber  (No.  1  pine,  spruce,  tamarac, 
fir  or  cedar)— 8  x  8,  8  x  10,  10  x  10,  10  x 
12,  12  X  12,  .$38;  10  x  14,  14  x  14,  14  x  16, 
6  X  10,  6  X  12,  8  X  12,  $.39 ;  10  x  16,  12  x  16. 
16  X  16,  14  X  18,  16  X  18,  18  x  18,  20  x  20, 
$40;  6  X  14.  8  x  14,  12  x  IS,  18  x  20,  $42;  6 
X  16,  6  X  18,  6  X  20,  8  X  16,  8  X  18,  8  x  20. 
10  X  18,  10  X  20,  12  X  20,  14  x  20,  16  x  20, 
$43. 

(Continued   on   page  54) 
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RAILS  BILLETS 
Concrete  Reinforcement  Bars 

Plain  Round,  Square  and  Cold  Twitted  Squares 

DOMINION  IRON  &  STEEL  COMPANY 

BAR  STEEL 


LIMITED 


Waraheus*  Stocks  i 

SYDNEY.  N.  S. 
MONTREAL.  QUE. 
TORONTO.  ONT. 
FT.  WILLIAM.  ONT. 


Sales  Office*  t 

SYDNEY.  N.  S. 

MONTREAL 
112  St.  James  St. 

TORONTO 
18  Wellington  St..  E. 


Mills  end  General 

Offices  t 

SYDNEY,  N.  S. 


WIRE  NAILS    -    WIRE  PRODUCTS 


piiiiiiiii 


Saves  Man  Power 
Install  a  G&G  Telescopic  Hoist 

for  the  Removal  of  Ashes 


m 


wit/i  Auiomaiic  Gear  Shifting  Brake 
Device  and  Silencer 


MADE  IN  CANADA 


G&G  Hoists  convert  a  hard,  mussy,  noisy 
task  into  an  easy,  clean  and  noiseless  operation. 

^  They  save  man  power  and  reduce  operating  costs. 

^  One  man  unaided  can  operate  a  G  &  G  Hoist  efficient- 
ly— removing  filled  can  from  cellar  to  sidewalk  or 
wagon  bed  faster  than  several  men  working  with 
makeshift  methods. 

^  Model  A,  illustrated,  will  raise  a  maximum  load  of 
500  pounds  at  a  guaranteed  speed  of  30  feet  per 
minute. 

j|  Five  models  are  manufactured  to  meet  various  re- 
quirements. 

Install  a  G  &  G  on  your  next  job! 

Send  to  Nearest  Agent  for  bulletin  describing  all  models 


GILLIS  &  GEOGHEGAN,  Sherbrooke,  Quebec 


m  B.  &  s. 

M  LTD., 
5  Agents 


H.  THOMPSON  CO., 
Montreal  and  Toronto, 
for  Quebec  and  Ontario 


WM.  N.  O'NEIL  CO.,  LTD.. 

VANCOUVER. 
Agents    for    British  Columbia 

imiiiiiii 


R.  C.  GRANT, 
NEW  GLASGOW, 
Agent  for  the  Maritime  Provinces 

lllllllll 


W.  T.  GROSE. 
Agent  for  Manitoba,  Saskatchewan, 
Alberta.  Winnipeg 


(Continued  frorfi  page  56) 
Pine — 1-in.  common,  6  to  10  in.,  $105;  12  in., 
$110;  pine  trim  4-in.  casing,  $3.70  per  100 
ft.;  d'A-in.  ditto,  $4.40;  8-in.  pine  base,  $G ; 
10-in.,  $7;  4-in.  pine  window  stool,  $7.50. 
Shingles— No.  1  D.  C.  cedar,  $4;  No.  2,  $3.50; 
No.  1  B.  C.  cedar  dimension,  $5.50;  hand- 
sawn,  $7. 

STEEL  AND  IRON 

Steel — Round  bars,  $5.25  per  100  lbs. ;  square 
twisted,  $5.25  per  100  lbs. ;  channels  and 
angles,  $5.50;  beams,  $5.25;  plates,  $8.25  per 
100  lbs. 

Cast  Iron  Pipes — Standard  price,  car  load  lots, 
f.o.b.  Winnipeg,  $38  per  ton. 


SEWER  PIPE 

Sewer  Pipe — Wholesale  price  f.o.b.  Winnipeg,  per 
ft.,  3  in.,  9  cents;  4  in.,  11  cents;  5  in.,  16 
cents;  6  in.,  IS'A  cents;  8  in.,  30  cents;  9  in., 
35  cents;  10  in.,  40  cents;  12  in.,  50  cents; 
15  in.,  75  cents;  18  in.,  $1.00;  20  in.,  $1.60; 
24  in.,  $2.00. 

SUNDRIES 
(Including  delivery)  * 

Hard  Wall  Plaster— $19  to  $22.50  per  ton;  Plaster 
of  Paris,  $20.50  per  ton;  in  barrels,  $4.40  per 
bbl.  of  320  lbs. 

Plasterers'  Hair — $3.30  per  bale;  90c  per  bushel. 

PAINTS  AND  OILS 

In  bbls.,  $2.00  per  gal.  of  9 


Boiled  linseed  oil 
lbs. 

Mixed  Paint— Per  gal.,  $3.55  to  $3.85. 

Raw   linseed   oil — In   bbls.,   $1.98   per   gal. ;  red 

lead,  dry,  $15.00  per  100  lbs.;  in  oil,  20^c; 

putty  in  bulk.  Standard,  $5.00;  Pure,  $6.00; 

Turpentine,  in  bbls.,  95c  to  $1.00. 
White  lead— Ground  in  oil,  $16.85  per  100  lbs. 


VANCOUVER  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — Grey  Portland,  $2.80  per  bbl.  f.o.b.  ware- 
house, sacks  extra ;  Keens  cement,  $9.00  per 
bbl.,  sacks  extra;  fine  white,  $8.00  per  bbl.  of 
300  lbs. ;  superfine,  white,  $9.50  per  bbl. ; 
white  Portland  cement,  $2.80  per  bbl.  of  250 
lbs.,  sacks  10c  extra,  f.o.b.  Vancouver. 

Lime — $1.90  per  bbl.  f.o.b.  warehouse  or  delivered. 

Brick— Common  red  brick,  $14.50  to  $16.00  f.o.b. 
warehouse;  $14.00  and  up  in  car  lots  f.o.b. 
Vancouver;  pressed  red  brick,  f.o.b.  wharf 
Vancouver ;  pressed  buff  brick,  $45  at  ware- 
house ;  $33  in  car  lots ;  tapestry  brick,  $45  at 
warehouse;  impervious  brick,  $45  f.o.b.  build- 
ings ;  fire  brick,  $45  in  car  lots,  $50  in  ware- 
house; fire  clay,  $16.00  per  ton  in  car  lots. 


SAND  AND  GRAVEL 

Sand — Brick  and  plaster  sand  $2.50  per  cu.  yd. 

f.o.b.  bunkers. 
Gravel — $2.50  per  yard  delivered. 

LUMBER  (Building  Material) 
Vancouver  prices,  f.o.b.  mills : 
Dimension  timber — Douglas  fir — 8  x  8,  $29  ;  10  x 
10,  $29;  10  X  12,  $29;  10  x  14,  $29.50;  12  x 
12,  .$29;  14  X  14,  $29.50;  14  x  16,  .$.30.50;  6  x 
10,  .$29.50;  G  x  12,  $30;  8  x  10,  .$.30;  8  x  12, 
$29..50;  10  X  10,  .$31;  12  x  16,  $31;  16  x  16, 
$30.50 ;  G  X  14,  $31 ;  8  x  14,  $31 ;  12  x  IS,  $.32 ; 
l.S  X  20,  $:::;;  14  x  2I),  $32..5();  IG  x  18,  .$32..W; 
K;  X  2(1,  .f:!:;..^.!!;  is  x  is,  $32.50;  20  X  20, 
$32.50;  24  x  24,  .$33. 

Fir  Flooring— 1  x  3  edge  grain,  .$48;  1x4,  $48; 
1  X  4  flat  grain,  $35;  No.  1  and  2,  1-incli 
clear  fir  double  dressed,  $46;  No.  1  and  2, 
lid    and  incli    fir   double    dressed  .$4G; 

2-inch  fir  double  dressed  .$4G;  fir  lath,  $2.25; 
spruce  lath,  .$.3.50;  cedar  lath,  .$3.50;  B.  C. 
cedar  shingles,  XX,  $2.00;  XXX,  $3.00; 
XXXXX,  $3.60. 


STEEL  AND  IRON 


Vancouver  prices  f.o.b.  warehouse:  \ 
Steel — (round  and  square  bars)  $6.50  base;  twisI 

ed  and  deformed,  $6.50  base ;  structural  sc ' 

tions,  $8.00. 
Galvanized  iron — 28  gauge,  $10.85  per  100  lbs. 
Corrugated  iron — 26  gauge,  6,  7  and  8  ft.  shccl 

$10.40;  9  and  10  ft.  sheets,  $10.05  per  squar 

Black  steel  sheets,  24  gauge,  $9.00  per  11 

lbs. 

Steel  angles—  $8.00  per  100  lbs.,  depending  o, 
size,  quantity  and  specifications. 

Steel  channels,  beams — $8.00  per  100  lbs.,  depenc 
ing  on  size,  quantity  and  specifications. 

Steel  plates— $12.00  to  $15.00 

SEWER  PIPE 

Sewer  pipe — Vancouver  prices  f.o.b.  warehouse 
4-in.,  15c  per  ft.  ;  6-in.,  25c  per  ft.  ;  8-in.,  35 
ft.;  10-in.,  45c  ft.;  12-in.,  55c  ft.;  15-in 
$1.10  ft.;  18-in.,  $1.30  ft.;  20-in.,  $1.55  ft. 
24-in.,  $2.30  ft.  (all  net  prices). 

SUNDRIES 

Hard  wall  plaster — $16.50  in  car  lots  f.o.b.  Van 

couver,  bags  extra. 
Hydrated  lime— $16.00  in  car  lots. 
AIca  lime — $16  per  ton. 

Plaster  of  Paris — Hammer  brand,  $4.60  per  bb 
Finishing  Plaster — $19  per  ton,  sacks  extra. 
Welsh  slate — $15.00  per  square,  f.o.b.  Vancouvei 
Rope,  Manilla,  S/^  in.,  40c  base;   }4  in.,  'iOyic 

ii  in.,  41c;  'A  in.,  Hyic;  2nd  grade,  34>^i 

base;. sisal  rope,  29j^c  base. 

PAINTS  AND  OILS 

Boiled  linseed  oil— In  bbls.,  $2.25  per  gal.  of  ! 
lbs. 

Mixed  Paint— Per  gal.,  .$3.55  to  $3.85. 

Raw   linseed   oil — In   bbls.,   $2.00   per   gal.;  rei 

lead, dry,  $15.00  per  100  lbs.;  in  oil,  20^c. 

putty  in  bulk.  Standard,  $5.00;  Pure,  $6.00 

Turpentine,  in  bbls.,  $1.00. 
White  lead— Ground  in  oil,  $17.35  per  100  lbs. 


I 


Town  and  City  Sewers 

ALL  SIZES  OF  PIPES  and  CONNECTIONS  from  4  inch  to  30  inch  always  IN  STOCK 

In  our  salt  glazed  vitrified  sewer  pipe  we  offer  the  highest  type  of  sewer  material.  Pipe 
of  our  manufacture  have  been  used  in  practically  every  city  in  Canada.  Highly  glazed  and  per- 
fectly vitrified. 

If  you  are  contemplating  sewer  construction  we  can  quote  you  some  attractive  prices.  We 
also  make  all  classes  of  fire  clay  goods. 
Prompt  shipment  on  all  orders. 

Ground  Fire  Clay,  in  Bulk  or  Bagged. 
"Amco"  Segment  Sewers— From  30  to  108  diameter 
Send  for  Illustrated  Book  on  "Building  Segment  Sewers** 

Standard  Clay  Products  Limited 

St.  Johns,  P.  Q.,  and  New  Glasgow,  N.  S. 


THREE  SEWER   PIPE  FACTORIES 


ALSO  FIRE  CLAY  FACTORY  AT  ST.   JOHNS,    P.  Q. 
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FOR  SALE 
Machinery  Equipment 

l_Type  Q.  Thew  on  Traction  Wheels. 

1 —  Marion  Model  30  Marion  on  standard  gauge  trucks. 

2 —  20-ton  standard  gauge  Locomotives. 
Dump  Wagons,  Rails,  Boilers,  Motors  and  Dump  Cars. 
Standard  gauge  Flat  Cars. 

Write,  wire  or  phone. 

T.  J.  McGOVERN 

Room  1 5A,  Manning  Arcade,  TORONTO,  Ont. 


Dominion  Iron  and 
Wrecking  Co.,  Ltd, 

Canada's  Largest 
Cash  Buyers  and  Liquidators 


Factories  and  Complete  Plants. 

Marine  Wreckers  and  Dismantlers. 

Scrap  Iron,  Steel,  Metals,  and  Waste  Materials. 

Distributors  of  Spelter,  Ingot  Copper,  Lead,  Tin, 
Antimony. 

Iron  and  Steel  Shafting,  all  sizes  and  lengths. 
New  and  Used  Electrical  Equipment. 

Power  Machinery,  Electrical,  Hydraulic,  Steam 
and  Gas. 

Relaying  Rails  of  all  sizes  always  in  stock. 

General  Offices : 

Transportation  Bldg.,  MONTREAL 


Quebec 


Tel.  Main  3751 


St.  John,  N.B. 


Electric  Cranes 


Light  Electric 
Hoist  Crane 


MADE  IN  CANADA 


Electric  and  Hand 
Travelling  Cranes 

Electric  and  Air 
Hoists 


NORTHERN  CRANE  WORKS,  LTD. 

WALKERVILLE,  ONT. 


1^  A  ¥¥   O   New  and  Relaying 

Switches,  Turntables,  Etc. 


Carried  in  Stock 


Locomotives  and  Cars 
Jno.  J.  Gartshore^  Toronto 


Water  Supply 

from 
Deep  Wells 

is  obtained  at  a  min- 
imum cost  by  use  of 
our  deej)  well  ])'umps. 

Write  for  Bulletin  2f) 
exi)laining  the  use  of 
Cook's  Patent  Brass 
Tube  Well  Strainer. 


A.  D.  COOK 

Lawrenceburg  Indiana,  U.  S.  A. 

Manufacluror  of  a  Complete  line  of  DEEP  WELL 
SUPPLIES,  inclu<lin<v  Steam,  Belt  and  Motor  Driven 
DEEP  WELL  PUMPS,  Wind-mill  and  Hand  Pumps. 
Working  Barrels  and  \  alves.  Pump  Rods  and  Pump 
Rod  Joints,  Drill  Rods  and  Drill  Rod  joints.  Drillin- 
and  Well  Tools. 

Catalogue  Mailed  Upon  Request 


VANCOUVER  WOOD  PIPE 

&  TANK  CO.,  LTD. 


Contractors  for  Waterworks  Construction, 
Manufacturers  ot  Wire- Wound  Wood  Pipe,  Continuous  Stave 

Pipe,  Tanks,  Silot,  Steajn  Casint;. 
See  our  new  patented  Wood  Pipe  Coupling   Poiltlvely  LEAK  PROOF 
Wearathe  originatortorths  BORED  OUT  Wood  SleaTe  Coupling 
Write  for  Illustrateel  CatiiKicue. 

850  Hastings  St.  W.      VANCOUVER,  B.C. 
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Civil 

Electrical 
Mechanical 


Directory  of  Engineers 


Contractors 

Special 

Interests 


Chipman  &  Power 

Civil  Engfineers 

TORONTO  WINNIPEG 

Willis  Chipman.      Geo.  H.  Power. 


James,  Loudon  &  Herlzberg,  Ltd. 

CONSULTING  ENGINEERS 
36  Toronto  Street    -    TORONTO,  CAN. 

Water  Supply  and  Purification;  Sewerage 
Systems;  Municipal  and  Trade  Waste 
Disposal  Plants;  Incinerators;  Pavements; 
Bridges  and  Structural  work,  including 
Reinforced  Concrete. 


Anglins  Limited 

Contracting  Engineers 

65  Victoria  St.  MONTREAL 


H.  J.  Griswold, 

Montreal. 


B.  W.  Scton, 

Toronto. 


DOMINION  ENGINEERING 
&  INSPECTION  CO. 

Inspecting  and  Testing  Bnginceri 
Head  Office  and  Laboratodea, 
ISO  Lagauchetlere  St.  West,  Montreal. 

BRANCH  OFFICES: 
24  Adelaide  Street  East.  Toronto. 
806  Union  Trust  Building.  Winnipeg 
CEMENT  TESTING  AND  REIN- 
FORCED CONCRETE  INSPECTION 
MILL,  SHOP  AND  FIELD  INSPEC- 
TION OF  STEEL  STRUCTURES 
AND  BRIDGES 
TESTS  AND  INSPECTION  OP  IRON 
AND  STEEL  PIPE,  ETC. 
'  LOCOMOTIVES,  CARS,   NEW  AND 

SECOND-HAND  EQUIPMENT 
Represented  at  New  York,  Pittsbuijfh  and 
Chicago:  Glasgow  and  London,  Eng. 


T.  S.  Griffiths    N.  II.  Manning    L.  J.  Rogers 

CANADUN  INSPECTION  and 
TESTING  COMPANY 

Inspecting,  Testing 
^     Metallurgical  &  Chemical  Engineers 

Mill,  Shop  and  Field  inspection  of  bridges 
and  structural  work.  Mill  inspection  of 
rails  and  track  supplies.  ,  Foundry  inspec- 
tion of  castings,  pipes,  etc.,  expert  ekam- 
ination  and  reports. 

(Jiir  Physical,  Chemical  and  Cement  Lab- 
oratories are  fully  equipped  to  undertake 
all  kinds  of  tests. 

Principal  Offices  and  Laboratories 
MONTREAL    and  TORONTO 


R.  S.  &  W.  S.  LEA 

Consulting  Engineer* 

Water  Supply  ;  Sewerage  and  Drainage  ;  Water 

Purification;  Disposal  of  Sewage  and  Refuse ; 

Water  Power  Developments  and  Power  Plants. 
Reports,  Designs,  Supervision  of  Construction 
New  Birka  BIdg.  Telephone 

MONTREAL.  P.Q.  Uptown  783 


FRANK  BARBER 

Bridge  and  Structural  Engineer 

Steel  and  Reinforced  Concrete  Bridges  and 
BuildinKS,    Foundations,    Municipal  Work 

40  JARVIS  STREET,  TORONTO 


Robert  W.  Hunt 
President 


Charles  Warnock 
Treas.&Gen'lMgr. 


Robert  W.  Hunt  &  Co. 

Limited 

Consulting  and  Inspecting  Engineers, 
Chemists  and  Metallurgists 

Expert  Inspection  and  test*  of  all  structural 
materials  and  mechanical  equipment. 

Reports  on  Properties  and  Processes 

Head  Office  and  Laboratories : 
McGUl  Building,  Montreal 
Branches : 

Toronto         Vancouver         London,  England 


Mc  ALOSTER  &TAYLOR 

ENGINEERS  &  CONTRACTORS 
J.  W.  McAllister  John  Taylor, 

M.  Am.  Soc.  C.  E. 
37  Sun  Life   Bldg.,   HAMILTON,  ONT. 
Harbor    Improvements    and  Dredging 
Dams,   Piledriving,   Concrete  Work  and 
Excavation.     Under-water  construction  by 
Taylor  patent  compressed  air  caisson  method 


GENT  &  CO.,  Ltd. 

FARADAY  WORKS" 

LEICESTER    -  ENGLAND 

INTERPHONES 

Cables:  "Lodestone,  Leicester" 


Reid  &  Brown  Structural  Steel 
&  Iron  Works,  Limited 

We  carry  a  large  stock 

Steel  Beams,  Channels,  Angles, 
Plates,  Columns,  etc. 

FOR  IMMEDIATE  SHIPMENT 
Orriceand  Worlu-63  EipUnade  E.  TORONTO 
Phones— Main  904  and  90S 


R.  O. 
WYNNE  -  ROBERTS 
Consulting  Engineer 

40  JARVIS  STREET 

TORONTO 

Water  Supply,  Sewerage,  Sewage  Dis- 
posal, Civic  and  General  Engineering, 
Arbitrations,  Investigations,  Valuations, 
Reports,  etc. 


SASH 

OPERATING  MACHINERY 

of  all  kinds 
KING  CONSTRUCTION  CO. 

40  DovercourtRd.,  TORONTO 


Milton  Hersey  Co.,  Ltd. 

Engineers,  Chemists,  Inspectors 

PAVING 

designed,  superintended.  Inspected. 
Montreal  Winnipec  New  York 


Crushed 
Stone 

BRICK 


Cut 

Stone 
SAND 

T.  A.  Morrison  &  Co.,  ^"a^VpTAV^' 


This  Directory 
will  bring  you 
BUSINESS 

Keep  your  name  and  your  busi- 
ness prominently  before  live 
prospects  by  placing  an  an- 
nouncement in  our  "Directory  of 
Engineers."  Rates  and  inform- 
ation will  be  sent  on  request. 

Contract  Record 

&  Engineering  Review 
347  Adelaide  St.  W.  TORONTO 


May  irs, 
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CANADIAN 
CHICAGO  BRIDGE  &  IRON  CO. 

BRIDCEBURG.  ONTARIO 
Our  Specialty  Is  the  Design,  Manufacture 
and  Erection  of  Elevatedf  Steel  Tanks 
for  Municipal,  Railroadand  Factory  Service. 
We  also  design,  manufacture  and  construct 
on  Tanks,  Coaling  Stations,  Bridget,  Turn- 
tables, Building  and  Structural  >uterlal. 

"  Write  our  nearest  Sales  Office  for  prices,  plans 
and  specifications.  Our  catalogue  No.  15  sladly 
mailed  to  you  upon  request." 

Sales  Offices:— 
Bridgaburg,  Ontario.  130  Janet  Street 

Chicago,  Illinois,   1305  West  105th  Street 
New  York,  N.  Y.,  SO  Church  Street 

Shops:— BridsaburB,  Onl. 
Built  for  O.P.R. Montreal   Chicago,  111.  Greenville,  Pa. 


Tenders 
Wanted 


should  be  advertised  for  in  the  "Tenders  and  For 
Sale  Department"  of  the  CONTRACT  RECORD 
AND  ENGINEERING  REVIEW.  This  paper 
is  the  "Tender  Ad."  medium  of  Canada  and 
always  brings  bids  from  the  reliable  contractors 
and  supply  houses.  File  your  plans  for  any  work 
on  which  you  are  inviting  bids  in  our  offices  at 
Toronto,  Montreal,  Winnipeg  or  Vancouver. 

Contract  Record 

and  Engineering  Review 
TORONTO       «  ONTARIO 


Standard 

Wires  and  Cables 
are  cheapest  in  the 
end  because  their 
superi  or  quality 
insures  durability 
and  dependability 

Maniifactiirffl  liy 

Standard  Underground  Cable  Co. 

(jf  Canada,  Limited, 
M(MilreaI,  Toronto.  KaniiUon,  Sealtle. 


STRUCTURAL  STEEL 

and 

BRIDGE  BUILDERS 


Capacity  18,000  Tons. 

We  build  and  erect  all  kinds  of  Structural  Steel,  Bridges, 
Roof  Trusses,  Bank  and  Office  Railings,  Stair 
Work,  Elevator  Grilles,  Fire  Escapes,  etc. 

Over  5,000  Tons  in  Stock  of 
Beams,  Column  Sections,  Angles,  Tees,  Plates,  Bars, 
Checkered  Floor  Plates,  etc. 

McGregor  &  Mclntyre,  Limited 

1139  Shaw  St.  -  -  TORONTO,  CAN. 

Telephone  Hillcrest  1614—1615—1616. 


MacLean  Reports  give  the  vital  facts  that  are  so 
necessary  if  you  would  secure  the  best  of  new  business 
— and  they  cost  but  a  few  cents  a  day.  They  are  issued 
daily  (card  system)  and  give  accurate  information  on 
Canadian  l)uilding  and  engineering  ])rojccts,  contem- 
plated, their  ])rogrcss  and  details  of  tlie  material  and 
c(juipment  required.    Rates  and  samples  on  retpiest. 

MacLEAN  DAILY  REPORTS,  Limited,  Toronto 
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Works  at  Walkerville,  Ontario 


When    placing  your 
order  for 

HYDRANTS, 
VALVES 

and 

VALVE 
BOXES 

place  it  with  us. 


MADE  IN  CANADA 


Strong,  Substantial  and 
Modern  Designs. 
Prices  right. 

Write  for  prices  and  see. 


IIMITED 


VALVL -HYDRANT  MANUFACTURERS 

WALKERVILLE,ONT. 


'ft 


Horter  Building,  Havana,  Cuba. 

Protected  with  "  R.T.W."  Lirpiitl  Konkerit. 

Effectively  Protected 

from  Dampness 

It's  like  taking  a  stitch  in  time  to  guard  against 
the  disintegrating  effects  of  heat  and  water  on 
concrete  and  stone  construction. 

,  ani  y  t^/',  PROTECTIVE 
MVJ.Wf.  PRODUCTS 


are  the  best  safeguards  that  a  builder  can  use. 
There's  one  for  every  structure,  in  every  clime, 
under  practically  every  condition. 

"  R.I.VV."  Liquid  Konkerit  (patented  as  to  Port- 
land Cement,  Feb.  37,  1906)  was  used  to  make  the 
Horter  Building,  of  Havana,  Cuba,  safe  against 
the  disrupting  influences  of  a  tropical  climate. 

It  is  a  damp-proof,  weather  resistant  coating 
which  protects  walls,  prevents  efflorescence,  and 
imparts  an  attractive  appearance  to  the  surface. 
It  should  be  applied  over  a  priming  coat  of 
"  R.I.W."  Liquid  Konkerit  Primer,  which  neutral- 
izes the  lime  inherent  in  Portland  cement  and 
provides  a  suitable  foundation  for  succeeding 
coats  of  "  R.I.W."  Paints  or  Enamels. 

Write  for  valuable  descriptive  booklet,  addressing 
Dept.  51.- 

R.LW.  DAMP.RESISTING  PAINT  CO. 
TOCH  BROTHERS 

Gerrard  St.  and  Carlaw  Ave.,  Toronto,  Ont. 

Agents  in  —  Vancouver,   Winnipeg,   Edmonton,  Calgary, 
Montreal.  Quebec,  St.  John,  N.B. 


\REM EMBER  ITS  WATERPROOF] 

w  • 

STEEL  NEED  NOT  RUST!  I  reg.u.s.pat.off. 
WOOD  NEED  NOT  ROT! 
\NOR  CONCRETE  DUST/ A 
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Deferred  Payment  Plan 

For  Purchase  of  Road  Rollers  i 


To  meet  the  unusual  conditions  at  present  prevailing  in  financial  circles,  we 
are  offering  Waterous  Rollers  on  terms  of  easy  payment,  designed  to  place 
these  machines  within  the  reach  of  practically  every  Canadian  corporation. 


WAR  TIME  conditions  demand  rapid  extension  of  good  roads.  Railroads  are  breaking  down 
under  the  double  load  of  war  traffic  and  ordinary  commercial  freight.  A  large  part  of  short  haul 
or  local  traffic  can  be  economically  handled  by  motor  trucks  if  suitable  roads  are  available.  Keep 
up  your  Good  Roads  Programme. 

Explanation  of  our  deferred  payment  plan  on  application. 
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"DOMINION"  Wire  Rop< 


for 


Elevators,  Dredges,  Lumbering, 
Mining,  Oil- Well  Drilling, 

Suspension  Bridges,  Stump  Pulling, 
Cranes,  Derricks,  and 

SHIPS'  RIGGING 
The  Dominion  Wire  Rope  Company,  Limited 

MONTREAL  TORONTO  WINNIPEG 

Efficient  Equipment 

Enables  the  construction  and 
upkeep  of 

GOOD  ROADS 

"Reliance"  Crushers 
"Ransome"  Concrete  Mixers 

Sprinklers, 
Flushers,  Sweepers, 


Horse  and 
Steam 


Rollers 


Branch : 
108  Mail  Building, 
TORONTO 

Telephone  Adelaide  840 


Head  Office 

MONTREAL 
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T.  C.  Bate. 


E.  McMahon. 


Bate,  McMahon  &  Co. 


Contractors 

ROBT.  S.  LOW,  Manager 


Laying  Concrete  Foundation  for  Lavatories,  Borden  Military  Camp. 


We  invite  enquiries  on  all  classes  of  street  pav- 
ing, highway  construction,  concrete  bridges, 
earth  or  rock  excavation,  drainage  systems, 
sewers,  water  supply,  cement  gun  work,  rein- 
forced concrete  buildings,  railroad  construc- 
tion, street  railways,  etc.  Rapidity  of  construc- 
tion consistent  with  economy  in  cost  is  our  aim 
at  all  times. 

First-class  outfits  ready  to  handle  the  largest 
kind  of  contract  and  execute  same  with  the  ut- 
most efficiency  and  despatch. 


Head  Office 


We  had  considerable  road  work  in  connection 
with  the  general  contracts  for  the  construction 
of  Camps  Borden,  Valcartier,  Hughes  and  Sar- 
cee  and  Connaught  Rifle  Range,  all  of  which 
we  built  for  the  Department  of  Militia  and  De- 
fence; and  also  in  the  construction  of  the  six 
Royal  Flying  Corps  camps  which  we  built  for 
the  Imperial  Munitions  Board,  viz.,  Camps 
Hoare,  Mohawk,  Rathburn,  Leaside,  Armour 
Heights  and  Long  Branch. 

We  will  gladly  supply  estimates  and  proposals 
free. 

OTTAWA,  ONT. 
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"BEATTY" 

Auxiliary  Ship  Machinery 

Cargo  Winches 
Warping 
Winches 
Anchor  Wind- 
lasses 
Ash  Hoists 

Also 

Hoisting  Engines, 
Electric  Hoists, 
Steel  Derricks, 
Derrick  Irons, 
Clamshell  Buckets, 

Let  us  know  what  you  want 
along  this  line 
We  will  tender  promptly 

Ash  Hoist  for  ships  now  being  built  in  Canada. 

—   Agents  —   

H  E.  Pla^t.  Montreal,  Que.             R.  Hamilton,  Vancouver.      JUI      RFATTYJfe-  ClON^  TTH      WFll    A IMH 

E.  Leonard  &  Sons,  St.  John,  N.B.     Kelly-Powell,  Winnipeg                ■t^'-i.T^  *   *   *    IX.  >J\yl'^tJf  M-t  1  L7,f    VV  X^l_)Li,/n.lll> 


X 


Now  on  Munitions 

LYMBURNER,  LIMITED 

The  well  known  manufacturers  of  ornamental  metal  work  and 
special  machinery  are  entirely  occupied  making  munitions, 
and  cannot  execute  orders  for  above  work  until  a  later  date, 
when  they  will  be  glad  to  receive  enquiries  and  will  again 
produce  first  class  Metal  Specialties  of  Every  Description — 
Machinery,  Tools  and  Gauges.  . 


360  St.  Paul  St.  E. 


MONTREAL 


May  32,  101  s 
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Made  in 
Canada 


Everything  in  Rubber 

There  is  hardly  a  rubber  need  that  the 
Dominion    Rubber   System   cannot  supply. 

Everything  in  Rubber"  is  a  reality  with  us. 
Not  only  is  our  line  complete,  but  values  are 
the  best  within  your  reach. 

Behind  all  is  the  Dominion  Rubber  System 
service.  Branches  in  all  the  principal  cities 
in  Canada  make  it  possible  for  you  to  secure 
deliveries  on  the  shortest  notice. 

Put  us  to  the  test  and  judge  for  yourself 
how  complete  and  satisfactory  our  service 
really  is. 

Canadian  Consolidated  Rubber  Co. 

LIMITED 
Head  Office    —  MONTREAL 

BRANCHES  at  Halifax,  St.  John,  Quebec,  Ottawa,  Toronto, 
Hamilton,  Kitchener,  London,  North  Bay,  Fort  WilUam, 
Winnipeg,  Brandon,  Regina,  Saskatoon,  Calgary,  Lethbridge, 
Edmonton,  Vancouver,  Victoria. 


Made  in 
Canada 


Our  aim  is  to  serve  and  please. 
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1311  Ivrc  Rozelle  2!),'! 
i:ilL'  I  vi  e  Kozclle  2!J4 


REGENT 

SHADES    JBOWLS    GLOBES      .  . 


1^  m 


M  Jvie  Rozelle  2U 


1:;-JN  I  i<n/iii( 


lli:!31  Tvre  Rozelle  2'.):'. 


l.TJil  Ivre  Rozelle 


1:M2  Uic  Ko/,ll(  2:1:; 


1:1111  Ivre  Rozelle  203 


CANADIAN  GENERAL  ELECTRIC  CO. 

LIMITED 

Ikiid  Office:  'l  oionto.     Sales  (Jfficcs :  Monlical,  Halifax,  Sydney,  Ottawa,  Cobalt,  Soutli  rorciipiiie,  London,  Winnipeg,  Calgary,  Edmonton, 

Nelson  and  Vancouver. 


iiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiii^^ 


May        Id  is 


Til]':    CONTRA  CI  KELOKl) 


Which  is  Your  Paving  Problem? 


Hot  Mix  Asphalt,  University  Avenue  and 
around  Parliament  Buildings,  Toronto 


Peretralion   Asphalt    Macadam,   Main  Street, 
Saint  Genevieve  de  Jacques  Carticr.  P.Q. 


Liquid  Asphalt,  Lamoreau  Street,  Hamilton,  Ont. 


*'TF  it's  an  important  road  of  the  community,  carrying  a  large 
amount  of  traffic,  there  is  no  better  surface  for  it  at  any  cost 
than  the  Hot  Mix  Asphalt  pavement  sheet  asphalt  or  asphaltic 
concrete).  It  commonly  carries  a  guarantee  of  perfect  condition 
after  withstanding  years  of  heavy  traffic.  That  is  permanence.  It 
can  be  laid  on  whatever  base  your  road  has— if  sturdy  enough. 
That  is  economy — one  of  the  economies  in  asphalt  paving. 

"If  the  road  is  less  used  lay  a  Penetration  Asphalt  surface — bituminous  macadam, 
asphalt  type.  Use  either  new  or  old  macadam,  or  gravel,  as  a  base;  pour  Hot 
Asphalt  Binder  over  3  or  4  inches  of  new  crushed  stone;  and  roll.  It  is  dustless, 
pleasing  to  the  eye,  inexpensive  and  substantial  for  medium  traffic. 

"On  the  macadam,  gravel  or  dirt  road,  pending  the  time 
of  more  substantial  construction,  simply  lay  an  asphalt 
traffic  mat' — sprinkle  Liquid  Asphalt.  That  will  prevent 
dust  and  increase  the  low-grade  road's  life  as  well  as 
its  traffic-carrying  capacity." 


IMPERIflli 

CA.NA.DI  A.N  MADE 

ASPHALiT 


99.8';  pure 


Write  our  Road  Engineering  Department  for  Further  Information. 

IMPERIAL  OIL  LIMITED 


Imperial  Oil  Building 


TORONTO 


BRANCHES  IN  ALL  CITIES 
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Acetylene  Gas 

The  Prest  O  Lite  Co.,  Inc. 
Air  Compressors 

Can.  IngersoU-Rand  Co.,  Ltd. 

Canadian  AUis  Chalmers,  Ltd. 

Aluminium 

Spielmann  Agencie«  Regd. 
Air  Hoists 

Canadian   Ingersoll-Rand  Co. 

Northern  Crane  Works 
Architectural  Iron  Works 

Canadian  Allis-Chalmers  Ltd. 

Canada  Wire  &  Iron  Goods  Co. 

McGregor  &  Mclntyre 

Architectural  Terra  Cotta 

Toronto  Plate  Glass  Imp'tg  Co. 

Asbestos  Shingles 

Asbestos  Mfg.  Company 

Ash  Hoists 

Gillis  &  Geoghegan 

Asphalt 

Asphalt  &  Supply  Company 
Imperial    Oil  Company 

Axes 

Canada    Foundries    &  Forgings, 

Bar  Iron 

Uaines   &  Peckover 

Canadian  Steel  Foundries,  Ltd. 

Beam  Spans 

MacKinnon  Holmes  &  Co. 

Blast  Hole  Drills 

Hopkins  &  Co.,  F.  H. 

Blocks  (Wire  and  Manilla  Rope) 
Hopkins  &  Company,  F.  H. 

Blowers  and  Compressors 

Canadian  Blower  and  Forgs  Co. 
Can.  Ingersoll-Rand  Co.,  Ltd. 
Sheldons  Limited 

Boilers 

Beatty  &  Sons,  M. 

Canadian  Allis-Clialmers  Ltd. 

Inglis  Company,  John 

Marsh  Engineering  Works,  Ltd. 

McDougall  Caledonian  Iron  Wks. 

Mussens  Limited 

Waterous  Engine  Works  Co. 

Williams  Machinery  Co.,  A.  R. 

Boiler  Compoimd 

lieveridge  Paper  Co.,  Ltd. 

Boiler  Covering  (Magnesia,  Asbes- 
tos, Wool,  Felt,  etc.) 

Asbestos  Mfg.  Company 
Boiler  Inspection 

Trades  &   Labour  Branch  Dept., 
Public  Works. 

Boxes — Junction 

Standard  Underground  Cable  Co. 
of    Canada,  Limited 

Brick  Dryers 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Brick  Machinery  and  Supplies 
Sheldons  Limited 

Bridges 

Canadian   Allis-Chalmers  Ltd. 

Bridges  (Steel) 
Canadian  Bridge  Company 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  iJcsMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
MacKinnon-Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime    Bridge  Company 

Buckets 

Beatty  &.  Sons,  M. 
Jlopkins  &  Co.,  F.  H. 
Manitoba  Biidge  &  Iron  Works 

Buckets — Steel 

.MacKinnon  Holmes  &  Co. 
Marsh  Engineering  Works,  Lid. 

Cable 

Dominion  Wire  Rope  Co.,  Ltd. 
Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Car  Couplers 

Canadian  Steel  Foundries,  Ltd. 


Cable  Terminals 

Standaid   Underground  Cable  Co. 
of  Canada,  Limited 

Cars— Steel  Body 

Marsh  Engineering  Works,  Ltd. 
Williams  Machinery  Co.,  A.  R. 

Car  Wheels 

Marsh  Engineering  Works,  Ltd. 
Steel  Co.  of  Canada  Limited 


Castings — Grey  Iron 

Marsh  Engineering  Works,  Ltd. 

Casements 

Trussed  Concrete  Steel  Co. 

Cement 

Britnell  &  Company 

Cement,  Higli  Temperature 
Beveridge  Paper  Co.,  Ltd. 

Cement  Waterproofing 
Barrett  Company 
Ideal  Concrete  Machinery  Co. 
Imperial   Oil  Company 
Trussed  Concrete  Steel  Co. 

Centrifugal  Pumps 

Bawden  Pump  Company 
Boving  Hydraulic  &  Engineering 

Company 
"Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 

Chemists 

Canadian  Inspection  and  Testing 
Laboratories 

Coal  Chutes 

Manitoba  Bridge  &  Iron  Works 

Coal  Handling  Apparatus 
Beatty  &  Sons,  M. 

Cold   Storage  Insulation 

Armstrong  Cork  Company 

Compressed  Acetylene  Gas 
The    Prest-O-Lite   Co.,  Inc. 

Concrete  Block  Machines 

Cast  Stone  Block  &  Macfiine  Co. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 

Concrete  Culvert  Pipe 
iilair.  B. 

Dominion  Concrete  Company 

Concrete  Hardener  and  Water- 
proofer 
Beveridge  Paper  Co.,  Ltd. 

Concrete  Mixers  and  Appliances 
Hopkins  &  Co.,  F.  H. 
Ideal  Concrete  Machinery  Co, 
London  Concrete  Machinery  Co. 
Mussens  Limited 

Concrete  Sewer  Pipe 
Blair,  B. 

Dominion  Concrete  Company 

Conduits 

Conduits  Company,  Limited 
Orpen  Conduit  Company 

Connecting  Rods 

Canada    Foundries    &  Forgings, 

Contractors 

Anglins  Limited 
Bale,   McMalion  &  Co. 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 
Wells  &  Gray  Limited 

Contractors'  Plant  &  Supplies 
Ucatty  &  Sons,  M. 
Roving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Dake  Engine  Company 
Marsli  Engineering  Works,  Ltd. 

Conveying  Machinery 

Canadian   Mathews   Gravity  Car- 
rier Company 

Core  Drills 

Canadian  Allis-Chalmers  Ltd. 
Can.  Ingersoll-Rand  Co.,  Ltd. 


Corrugated  Iron 

Pedlar  People  Limited 

Corrugated  Roofing 

Asbestos  Mfg.  Company 

Cranes,  Travelling  and  Locomotive 
Boving  Hydraulic  &  Engineering 

Company 
Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Northern  Crane  Works 

Crank  Shafts 

Canada    Foundries    &  Forgings, 

Crushed  Stone  and  Granite 

Canada   Crushed   Stone  Corpora- 
tion 

Crushed  Stone,  Limited 
Morrison  Company,  T.  A. 

Crushers  (Stone  and  Rock) 
Canadian  Allis-Chalmers  Ltd. 
Hopkins  &  Company,  F.  H. 
London  Concrete  Machinery  Co. 
Mussens  Limited 

Culverts 

Pedlar  People 

Damp  Proof  Coating 

Barrett  Company 
Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 

Derricks  and  Derrick  Fittings 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  .F.  H. 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Northern  Crane  Works 

Dredging  Pumps 

Boving  Hydraulic  &  Engineering 
Company 
Dredges 

Beatty  &  Sons,  M. 

Hopkins  &  Company,  F.  H. 

Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 

Drill   Steel  Sharpeners 

Canadian  Ingersoll-Rand  Co. 

Dump  Cars,  Wheels,  etc. 

Hopkins  &  Company,  F.  H. 
MacKinnon  Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maiitime    Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Sheldons  Limited 

Drift  Pins 

Canada    Foundries    &  Forgings, 

Drying  Apparatus 

Canadian  Blower  &  Forge  Co. 

Elastite 

Carey   Mfg.   Co.,  Philip 
Trussed  Concrete  Steel  Co. 

Electric  Air  Rock  Drills 

Canadian  Ingersoll-Rand  Co. 

Electric  Impulse  Clocks 

Gent  &  Company,  Limited 

Electric  Water  Systems 

Ontario  Wind  Engine  &  Pump 
Company 

Electrical  Specialties 

Spielmann  Agencies  Regd. 

Electrical  Supplies 

Canadian  General  Electric  Co. 

Elevator  Doors 

Ormsby  Company,  A.B. 

Elevators 

Northern  Crane  Works 
Turnbull  Elevator  Company 


Engines 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co 
Hopkins  &  Company,  F.  H. 
Inglis  Company,  John 
McDougall  Caledonian  Iron  Wk 
Waterous  Engine  Works  Co.  | 

Engineers  (Civil  and  Mechanical) 

Bowman  &  Connor 

Chipman  &  Power 

Dominion  Engineering  &  Inspct 

tion  Company 
Hunt  &  Co.,  Robt.  W. 
MacKinnon  Holmes  &  Co. 
Milton  Hersey  Co. 
R.  &  W.  S.  Lea 
Wynne-Roberts,  R.  O. 

Excavators 

Beatty  &  Sons,'M.  i 
Hopkins  &  Company,  F.  H. 

Exhaust  Heads 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

■ 

Expanded  Metal 

Baines  &  Peckover 
Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Fans 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Fibre,  Vulcanized 

Beveridge  Paper  Co.,  Ltd. 

Fire  Brick,  Jointless 

Beveridge  Paper  Co.,  Ltd. 

Fireproofing 

Asbestos  Mfg.  Company 

Fireproof  Doors  and  Windows 
Ormsby  Company,  A.  B. 
Pedlar  People  Limited 
Trussed   Concrete  Steel  Co. 

Fire  Escapes 

Dennis  Wire  &  Iron  Works  Co 
Manitoba  Bridge  &  Iron  Works 
McGregor  &  Mclntyre 

Fire"  Escape  Spirals 

Canadian  Mathews  Gravity  Cai 
rier  Company 

Fire  Protection  Appliances 

Bickle  Company,  R.  S.  fl 

Flag  Poles  | 

Ontario  Wind  Engine  &  Pump  I] 
Company  n 

Flooring  Materials 

Armstrong  Cork  Company 
Imperial  Oil  Company 

Forges  J 
Canadian  Blower  and  Forge  Ci 
Sheldons  Limited  5 

Forgings,  Steel  &  Iron  | 

Canada    Foundries    &  ForgingJ 

■ 

Gasoline  Engines  | 
Boving  Hydraulic  &  EngineerijJ 

Company  M 
Canadian  Allis-Chalmers  Ltd. 
London  Concrete  Machinery  Co. 
Ontario  Wind  Engine  &  Pump 

Company 

Generators 

Canadian  General  Electric  Co 

Glass 

Toronto  Plate  Glass  Imptg.  Co 
Governors 

Boving  Hydraulic  &  Engineering 

Company 

Gravity  Carriers 

Canadian  Mathews  Gravity  Car- 
rier Company 

(Continued  on  page  8) 
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SILENT  SANITARY  SCHOOL  DESKS 

WITH  FOLDING  SEATS 


VIEW  OF  ROW  OF  SILENT  SANITARY  DESKS  IN  POSITION 
Produced  at 

J  AS.  SMART  PLANT 

BROCKVILLE,  ONT.  WINNIPEG,  MAN. 


Lachinc  Water  Works 
Three  million  gallons,  eighty  pounds  domestic,  160  lbs.  6re. 


Turbine 
Pumps 

Electric  and  Steam 

Water  Works 
Factory  and 
Fire  Services 

Humphrey  Gas 
Pumps 

Any  capacity  or  pressure 

THE  JOHN  McDOUGALL 
CALEDONIAN  IRON  WORKS  CO.,  LIMITED 

Works:  Seigneurs  &  William  Sts.,  Montreal. 
Manufacturers  of  Boilers,  Castings,  Condensers,  Elevators,  Engines.  Filters.  Forgings,  Hydraulic 
Machinery,  Pumps,  centrifugal  and  reciprocating.  Steam  Turbines,  Tanks,  Water  Wheels,  Water 

Works  Plants 
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CLASSIFIED   INDEX   TO   ADVERTISEMENTS— Continned 


Hammers  > 

Canada    Foundries    &  Foreings, 

Hammer  Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  IngersoU-Rand  Co. 

Heating  Apparatus 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Heat  Insulating  Materials 
Armstrong  Cork  Company 

Hoists,  Electric 

Northern  Crane  Works 

Hoisting  Apparatus 
Beatty  &  Sons,  M. 
Canadian  Ingersoll-Rand  Co. 
Gillis  &  Geoghegan 

Hopkins  &  Company,   F.  H. 
London  Concrete  Machinery  Co. 
Marsh  Engineering  Works,  Ltd. 
Mussens  Limited 
Northern  Crane  Works 
Williams  Machinery  Co.,  A.  R. 

Hoisting  Engines 
Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Hopkins  &  Company,  F.  H. 
Marsh  Engineering  Works,  Ltd. 

Hollow  Tile 

National  Fire  Proofing  Co. 

Hose 

Can.  Consolidated  Rubber  Co. 

Hydrants 

Canada  Iron  Foundries 
Gartshore-Thompson  Pipe  Co. 
Kerr  Engine  Company 
McAvity  &  Sons,  T. 

Industrial  Cars 

Hopkins  &  Company,  F.  H. 
MacKinnon-Holmes  &  Co. 

Inspection  Engineers 

Canadian  Inspection  and  Testing 
Laboratoriei 


Insulation  (Asbestos) 

Asbestos  Mfg.  Company 

Insulating  Compounds 
Imperial  Oil  Company 
Spielmann  Agencies  Regd. 
Standard  Underground  Cable  Cc. 
of  Canada,  Limited 

Industrial  Cars 

Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 

Interior  Finish  and  Doors 

Canadian  Office  &  School  Furni- 
ture Company 

Insulating  Bricks 

Armstrong  Cork  Company 

Jib  Cranes   (all  kinds) 

Nortliern   Crane  Works 

Journal  Wedges 

Canada    Foundries    &  Forgings, 

Kilns 

Canadian  Blower  and  Forge  Co. 
MacKinnon  Holmes  &  Co. 
Sheldons  Limited 

Lead  Pencils 

American  Lead  Pencil  Company 

Lead  (Red  and  White,  Dry) 

Carter  White  Lead  Company 

"Lidgerwood"  Hoists 

Canadian  Allis-Chalmers  Ltd. 

Linabestos  Wallboard 
.Asbestos  Mfg.  Company 

Lockers  (Clothes) 

Canada  Wire  &  Iron  Goods  Co. 
Dennis  Wire  &  Iron  Works  Co. 

Lumber  (Asbestos) 

Asljestos  Mfg.  Company 

Machinery  Insulation 

Armstrong  Cork  Company 


Metal  Lath 

Baines  &  Peckover 
Noble,  C.  W. 
Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Metallic  Roofing 

Pedlar  People  Limited 

Meters,  Water 

McDougall  Caledonian  Iron  Wks. 
Neptune  Meter  Company 

Motors 

Canadian  General  Electric  Co. 

Oil  Tanks 

Boving  Hydraulic  &  Engineering 

Company 
Imperial  Oil  Company 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 

Ornamental  Iron 

Dennis  Wire  &  Iron  Works  Co. 

Ornamental  Moulds 

Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 

Paints  and  Varnishes 
Dominion  Paint  Works 
Hopkins  &  Company,  F.  H. 
Spielmann  Agencies  Regd. 

Paints  (Bridge  and  Structural  Iron 
and  Pipe  Coating) 
Barrett  Co. 

Dominion   Paint  Works 
Imperial  Oil  Company 
Spielmann  Agencies  (Regd.) 
Trussed  Concrete  Steel  Co. 

Papers  (Building,  Roofing,  Water- 
proof and  Insulating) 
Beveridge  Paper  Co.,  Ltd. 

Paving  and  Paving  Materials 
Asphalt  &  Supply  Company 
Barrett  Co. 

Carey  Mfg.   Co.,  Philip 
Imperial   Oil  Company 
Trussed  Concrete  Steel  Co. 


Pipe  (Concrete,  Iron  St  Wood) 

Boving  Hydraulic  &  Engineerin 

Company 
Dominion  Concrete  Company 
Gartshore  Thomson  Pipe  Co. 
National  Iron  Works 

Pipe  and  Boiler  Coverings 
Dominion  Paint  Works 

Pencils  (Lead) 

American  Lead  Pencil  Company 

Perforated  Metals 
Canada  Wire  &  Iron  Goods  Co. 

Pile  Driving  Machinery 
Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  G. 
Marsh  Engineering  Works,  Ltd. 

Pipe  Fittings  and  Flanges 

Pittsburgh   Valve,   Foundry  k 
Construction  Company 

Pipe  Covering  (Magnesia,  Asbestos 
Wool,  Felt,  etc.) 

Asbestos  Mfg.  Company 

Pipe  Covering  (Cold  and  Steam) 
Armstrong  Cork  Company 

Plumbing  Supplies 

Mueller  Mfg.  Company,  H. 

Planing  Mill  Exhausters 

Canadian  Blower  and  Forge  Co 
Sheldons  Limited 

Plaster 

Britnell  &  Company 

Plug  Drillers 

Canadian  Ingersoll-Rand  Ca. 
(Continued  on  page  10) 


Use  Machinery  in  Place  of  Men 

Men  will  l)e  harder  than  ever  to  get  this  year,  and  more  costly  to  hire,  owing  to  the  conscription  regu- 
laliims.  • 

Hoisting  and  Haulage  Machinery  will  not  only  take  the  place  of  men  to  a  large  extent,  hut  will  handle 
your  materials  at  greater  speed,  and  at  a  lower  cost. 


Hoisting  Engines 
Electric  Hoists 
Gasoline  Hoists 
Horse  or  Hand  Power 

Hoists 
Derrick  Irons 
Traveling  Derricks 
Lorries,  for  track  Inyiti.u 
and  other  work. 


Steel  Buckets  for  handling  any 
kind  of  material,  wet  or  dry. 

Steel  Stone  Skips  for  Derrick  or 
Cal)leway  use. 

Dump  Cars  —  either  .Steel  or 
Wood  Body,  for  removing  ex- 
cavated material  or  tran.sfer- 
ring  stone,  sand  concrete,  etc. 

Small  Flat  Cars,  for  stone,  lum- 
ber, etc. 


Our  long  ex])erience  enables  u.s  to  give  the 
right  machinery,  of  the  right  quality,  and  at 
the  right  price. 


Have  You  a  Copy  oj  Our 
Large  Illustrated  Catalog? 


Standard   Dcnick  ICnuiiie,  made  in  7  sizes, 
fniMi  10  til  ."lit  Ilorhe  Power. 


'I'ht'  ahovo, 
iiiaiU'  t 


Self-Propelling  Traveling  Derrick 

or  any  other  type  of  TravcMiif;  Derrick, 
11  order,  any 


size,  In  your  .s])ccilicalions. 


Marsh  Engineering  Works^  Limited^ 


Established 
1H46 


Belleville,  Ont. 


M-iy  22,  1918 
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LITTLE  WORDS  WITH  BIG  MEANING 


According:  to  "Webster," 
QuaBity  is  "an  excellence 
of  character;  natural 
superiority.*' 


definition 


of 


Webster's 

"Service"  is;  "The  per^ 
formance  of  labor  for  the 
benefit  of  another." 


We  use  these  words  advisedly — iully  understanding  their 
definitions — and  realizing  the  obligation  we  place  upon  our- 
selves by  their  continued  use  in  connection  with  our  products 
of  Iron  and  Steel,  and  our  attitude  to  the  people  we  serve. 

THE 

STEEL  COMPANY 

OF 

CANADA 

LIMITED 


MONTREAL 


HAMILTON 


Pig  Iron, 

Steel  &  Iron  Bars, 
Horse  Shoes, 
steel  and  Iron  Products. 


steel  Billets, 
Track  Spikes  & 
Bolts,  Forging^s,  Wire 
of  every  description. 
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Pneumatic  Machinery 

Canadian  Ingersoll-Rand  Co. 


Power  Engines 

Boving  Hydraulic  &  Engineenne 

Company 
Inglis  Company,  John 


Pumps 

Canada    Foundries    &  Forgings, 

Pumps  and  Pumping  Machinery 
American  Well  Works 
Realty  &  Sons,  M. 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis  Clialmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian  Ingersoll-Rand  Co. 
Cook,  A.  D. 

Hopkins  &  Company,  t.  ti. 
Tnglis  CQmpany,  John 
McDougall  Caledonian  Iron  Wks. 
Ontario  Wind  Engine   &  Pump 

Company 
Waterous  Engine  Works  Co. 

Quarry  Machinery 

Canadian  Ingersoll-Rand  Co 
Hopkins  &  Company,  F.  H. 

Railway  Supplies 

Can.  Chicago  Bridge  &  Iron  Co. 
Dominion  Iron  &  Wrecking  Co. 
Gartshore,  John  J. 
Hopkins  &  Company,  F.  H. 

Reinforcing  Bars 
Baines  &  Peckover 

Reinforcements,  Concrete  and  Steel 

Baines  &  Peckover 
Burlington  Steel  Company 
Canada  Wire  &  Iron  Goods  Co. 
Pedlar  People  Limited 
Steel  Co.  of  Canada,  Limited 
Trussed  Concrete  Steel  Co. 

Refrigeration  Machinery 

Boving  Hydraulic  &  Engineering 
Company 

Rigging  Screws 

Hopkins  &  Company,  F.  H. 

Riveted  Sp«nt 

MacKinnon  Holmes  &  Co. 

Road  Asphalt 

Asphalt  &  Supply  Company 
Imperial  Oil  Company 

Road.  Oil 

Barrett  Company 
lmperi»l  Oil  Company 

Road  Mesh 

Baines  &  Peckover* 


Sash  Machinery 

King  Construction  Company 

Scrap  Iron 

Dominion  Iron  &  Wrecking  Co. 

Screens 

Canada  Wire  &  Iron  Goods  Co. 

Sewer  Pipe 

Britnell  &  Company 
Canada   Iron  Foundries 
Dominion  Sewer  Pipe  Co. 
Gartshore  Thompson  Pipe  Co. 
Hamilton  &  Toronto  Sewer  Pipe 

Company 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
National  Iron  Works 
Ontario  Sewer  Pipe  Company 
Standard  Clay  Products  Ltd. 

Sheathings 

Beveridge  Paper  Co.,  Ltd. 

Sheeting 

Barrett  Company 


Shingles  (Asbestos) 

Asbestos  Mfg.  Company 


Ship  Forgings 

Canada    Foundries    &  Forgings, 


Shovels  (Steam) 

Beatty  &  Sons,  M.  , 
Hopkins  &  Company,  F.  H. 

Silo  Moulds 

London  Concrete  Machinery  Co. 

Skylights 

Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Slates  (Asbestos) 

Asbestos  Mfg.  Company 

Smoke  Stacks  ■» 

Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
MacKinnon,  Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime   Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Pedlar  People  Limited 
Waterous  Engine  Works  Co. 

Sprinkler  Tanks  (Steel) 

Can.  Chicago  Bridge  &  Iron  Co. 

Stair  Builders 

Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 


Steel  Beams 

MacKinnon  Holmes  &  Co. 

Steel  Castings 

Canadian  Steel  Foundries,  Ltd. 

Steel  Pipe 

Can.  Chicago  Bridge  &  Iron  Wks. 

Steel  Plate  Construction 
MacKinnon-Holmes  &  Co. 
Marsh  Engineering  Works,  Ltd. 
Waterous  Engine  Works  Co. 

Steel  Sash 

Ormsby  Company,  A.  B. 
Trussed  Concrete  Steel  Co. 

Stone 

Britnell  &  Company 


Structural  Iron  and  Steel 
Burlington  Steel  Company 
Canadian  Allis-Chalmers  Ltd. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
MacKinnon-Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 
McGregor   &  Mclntyre 
Reid  &  Brown  Structural  Steel  & 
Iron  Works 


Stucco  Board 

Bishopric  Wallboard  Company 

Swinging  Gears 

Dake  Engine  Company 

Switchboard* 

Canadian  General  Electric  Co. 

Tanks  and  Steel  Pipes 

Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  DesMoines  Steel  Co. 
Inglis,  John 

Manitoba  Bridge  &  Iron  Works 
Marsh  Engineering  Works,  Ltd. 
McDougall  Caledonian  Iron  Wks. 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 
Ontario  Wind  Engine  &  Pump 

Company 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co.,  A.  R. 

Telescopic  Hoists 

Black  Building  Supply  Company 
Gillis  &  Geoghegan 

Testing  and  Inspecting  Bureau 
Hunt  &  Company,  Robt.  W. 


Ventilating    &    Heating  Apparatu.; 
Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 


Varnishes — Insulating 

Standard  Underground  Cable  Co 
of  Canada,  Limited 


Wagons 

Tiffin   Wagon  Company 


Wall  Board 

Bishopric  Wallboard  Company 


Wallboard   (Asbestos,  Linabestos)  • 
Asbestos  Mfg.  Company 

Water   Level  Apparatus 

Gent  &  Company,  Limited 


Waterproofing 
Barrett  Co. 

Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 


Water  Softeners  and  Filters 

Manitoba  Bridge  &  Iron  Worki 

Water  Tapping  Machines 
Mueller  Mfg.    Company,  H. 


Water  Turbines 

Boving  Hydraulic  &  Engineering 

Comparly 
Canadian  Allis-Chalmers  Ltd. 
McDougall  Caledonian  Iron  Wk* 


Welding  Apparatus 

Prest-O-Lite  Company,  Inc. 

Welding  and  Cutting  Plants 

Prest-O-Lite  Company,  Inc. 


Well  Drilling  Plants 
American  Well  Works 
Ontario  Wind  Engine  &  Pump 
Company 


Window  Sash 

Trussed  Concrete  Steel  Co. 


Wires  and  Cables 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 


Road  Machinery 

Hopkins  &  Company,  F.  H. 
Waterous  Engine  Works  Co. 

Rolling  Steel  Doors 

Ormsby  Company,  A.  B. 

Roofing  Material 

Asbestos  Mfg.  Company 
Barrett  Co. 

Bishopric  Wallboard  Company 
Brantford  Roofing  Company 
Carey  Company,  Philip 
Imperial  Oil  Company 
Noble,  Clarence  W. 
Pedlar  People  Limited 

Roofing,  Rubber 

Beveridge  Paper  Co.,  Ltd. 

Rubber  Goods 

r.arrctt  Conif)any 

Can.  Consolidated  Rubber  Co 


Steam  Apparatus  and  Specialties 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
McAvity  &  Sons,  T. 
Sheldons  Limited 

Steam  Turbines 

McDougall  Caledonian  Iron  Wks. 

Steel 

Burlington   Steel  Company 
Dominion  Iron  &  Wrecking  Co. 
Hopkins  &  Company,  F.  H. 
Steel  Company  of  Can.,  Ltd. 
Trussed  Concrete  Steel  Co. 


Steel  Bars 

Baines  Sz  Peckover 
Burlington  Steel  Company 
Hopkins  &  Coriipany,  F.  H. 
Maiitime   Bridge  Company 
Steel  Company  of  Canada,  Ltd. 

.  Trussed  Concrete  Steel  Co. 


Tile  Moulds 

London  Concrete  Machinery  Co. 

Thumb  Screws  and  Nuts 

Canada    Foundries   &  Forgings, 

Towers 

Can.  Chicago  Bridge  &  Iron  Co. 

Transformers 

Canacjian  General  Electric  Co. 

Turnbuckles 

Canada    Foundries    &  Forgings, 

Dominion  Wire  Rope  Company 

Valves 

Canada    Iron  Foundries 
Gartshore-Thomson    Pipe  Co. 
Kerr   Engine  Company 
McAvity  &  Sons,  T. 


Wire  Guards  and  Screens 

Canada  Wire  &  Iron  Goods  Co. 

Wire  Rope 

Dominion  Wire  Rope  Co.,  Ltd. 

Wrenches 

Canada    Foundries   &  Forgingi, 

Wood  Pipe 

Canadian  Pipe  Company 
Pacific  Coast  Pipe  Company 
Vancouver  Wood   Pipe  &  Tank 
Company 

Wood  Tanks 

Pacific  Coast  Pipe  Company 
Vancouver  Wood  Pipe  and  Tank 
Company 
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EXPANSION 

JOINT 

Protects  roads  in  any  climate 

THESE  roads  prove  the  point.    The  road  at  the  left  runs  through  Cajon 
pass  between  the  Sierra  Madre  and  San  Bernardino  mountains  in  south- 
ern Cahfornia.  High  altitude — dry  eleven  months — very  wet  the  twelfth — 
temperatures  10°  above  to  120°  above  zero. 

The  road  in  the  center  runs  from  Snohomish  to  Everett,  Washington,  subjected 
to  extreme  northern  temperatures. 

At  the  right  is  the  road  through  the  Antelope  valley,  a  portion  of  the  great  Mo- 
jave  desert  of  southern  California.    Here  temperatures  range  from  Zero  to  135°. 

All  these  roads  are  concrete  surfaced  and  protected  against  expansion  by  Elas- 
tite  Expansion  Joint  placed  about  every  25  feet. 

Elastite  is  composed  of  a  thick  layer  of  asphalt  compound  sandwiched  between 
two  layers  of  asphalt  saturated  felt.  It  does  not  melt  under  scorching  suns 
or  become  brittle  in  zero  temperatures. 

It  remains  elastic  year  after  year,  always  maintains  a  frost 
tight  seal  and  wears  as  long  as  the  road  itself. 

It  comes  to  the  job  in  strips  which  one  man  can  easily  lay, 
keeping  ahead  of  the  pavers. 

Write  for  samples,  prices,  and  engineering  testi- 
mony as  to  the  efficiency  of  ELASTITE  as  proved 
in  notable  installations. 

Address  Elastite  Dept. — 

The  Philip  Carey  Company  -  Toronto,  Ont. 

The  Wm.  Rutherford  &  Sons  Co.,  Limited.  Montreal,  Que. 
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CANADIAN   DES  MOINES 
STEEL  CO.,  Limited 

Elevated  Tanks  Barge*  Bridge* 

Standpipes  Wireless  Towers 

Structural  Steel  for  all  purposes. 


Let  us  bid  on  your  requirements. 
Attractive  Prices— Prompt  Deliveries. 


Sales  Offices  and  Plant 
CHATHAM,  ONT.  275  Inshes  Ave^ 

Associated  with 
PITTSBURGH-DES  MOINES  STEEL  CO. 
Pittsburgh,  Pa.  New  York  City 

945  Curry  BIdg.  42  Church  St. 

DES  MOINES  BRIDGE  AND  IRON  CO. 
Des  Moines.  Iowa,  938  Tuttle  Street 


WOODEN  PIPE 


Wire  wound  wood  stave  pipe,  2  in.  to  24  in.  diameter.  Con- 
tinuous wood   stave  pipe,   any   diameter  required. 

CANADIAN  PIPE  CO.,  LIMITED 

Established  1904  New  Factory  Erected  1910 

Equipped  with  the  most  up-to-date  machinery.  Every 
machine  driven  by  a  separate  electric  motor.  Satisfactioa 
Guaranteed. 

Office  and  Factory— 550  Paoifie  St.,  VANCOUVER,  B.C. 


Keep  the  Profits  up  by  using 

Stucco  BOARD 

for  either  in.side  work,  or  as  a  foundation  for  Stucco  a  clear  saving  of  25  per  cent,  in  material,  and  75  per 
cement  outside.  cent,  in  labor  over  the  older  methods. 

It  is  substantial — made  of  kiln-dried  bevel-edged        A  Bishopric  wall  won't  crack,  warp  or  shrink — 


lath,  embedded  under 
t  e  r  r  i  fi  c  pressure  in 
toughened  Asphalt- 
Mastic,  surfaced  on  the 
other  side  with  sized 
sulphide  fibre  board.  No 
bother  with  boarding, 
sheathing  paper,  furring 
strips  or  lath — you  use 
just  the  one  material — 
"Bishopric  Stucco 
Board."    It  has  shown 


AN  ARCHITECT'S  BUNGALOW 

The  summer  residence  at  Gowan,  Ont.,  erected  by  Mr.  Banigan,  of  Messrs. 
Banigan,  Mather  &  Thompson,  Architects,  of  Toronto.  Constructed 
throughout  of  "Bishropric  Stucco  Board." 


Bishopric  Wall  Board  Co.,  Ltd., 


it's  damp-proof  and  ver- 
min-proof —  and  per- 
manent. 

By  using  "  Bishopric 
Stucco  Board  "  you  will 
liuild  better  buildings, 
increase  your  own  pro- 
fit, and  give  greater 
satisfaction  to  "the  man 
who  pays." 

We  will  tell  you  all 
about  it  if  you  ask  us 
on  a  postal  card. 

529J  BANK  STREET 
OTTAWA,  ONT. 


TRADES    AND    LABOUR  BRANCH 

NOTICE 

To  Manufacturers,  Dealers,  and  Users  of 
Steam  Boilers 

All  steam  boilers  built  in,  or  entering  the  Province  of  Ontario,  and 
Ij'iilcrs  cxclianRCil  or  repaired,  are  subject  to  Government  Inspec- 
tion as  prcsciil)cd  in  the  .Slcam  Boilers  Act,  ."i  George  V.,  C.  61. 
.  .  Before  any  work  of  repair  or  alteration  is  commenced  on 
any  boiler,  notice  must  be  sent  to  the  Department  stating 
the  nature  and  extent  of  the  repairs  or  alterations  proposed 
'     to  be  made.     If  the  Chief  Inspector  should  consider  such 
repairs  or  alterations  of  an  extensive  character,  the  boiler 
must  be  inspected  in  accordance  with  the  Regulations  by  an 
Inspector  authorized  under  the  Act. 

.Nil  comnuiiiications  should  be  addressed  to  the  Steam  Boiler  Branch, 
Department  of  Public  Works,  Parliament  Buildings,  Toronto. 

HON,  F.  G.  MACDIARMID,  W.  A.  RIDDELL,  M.A., 

Minister  of  Public  Works.  Superintendent. 
D.  M,  MKDCALF,  Chief  Inspector  of  Steam  Boilers. 


Tenders 

A  few  dollars  spent  in  advertising 
your  proposals  in  the 

'  Contract  Record 

and  Engineering  Review 

would  result  in  additional  competition, 
which  might  save  your  city  or  town  or 
your  client  many  hundreds  of  dollars. 
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LONDON 


ELEVATED  DRUM 


Paving  Mixer 


The  Elevated 
Drum  allows  a 
great  descent  for 
the  concrete.  Pro- 
vides for  a  rapid 
and  uniform  de- 
livery. 


Forward  Loader  and  Rear  Dis- 
charge take  up  little  room  on  the 
roadway. 

Traction  Drive.  Moves  any- 
where with  its  own  power. 

The  Rotary  Di,stributing  Chute 
turn.s  in  a  com])lete  half  circle; 
also  opens  up  at  different  points. 
The  concrete  is  distributed  to  any 
part  of  the  road.  No  wheeling. 
No  shovelling  of  concrete. 

ONE-THIRD  LESS  MEN  REQUIRED.  A  BETTER  JOP..  We  guarantee  that  this  Alachinc 
will  deliver  Concrete  on  a  roadway  at  a  saving  of  10  i)er  cent,  over  any  other  type  of  Machine.  Full  par- 
ticulars on  request.-  Send  for  Catalogue  No.  lA. 

We  have  twenty-three  different  sizes  and  styles  of  Mixers. 
Also  a  full  line  of  Concrete  Machinery  and  Cement  Working  Tools. 

London  Concrete  Machinery  Co.,  Ltd.,  Dept.  7,  London,  Ont. 

World's  Largest  Manufacturers  of  Concrete  Machinery 


R.  R.  Power,  Halifax,  N.S. 
Rene  Talbot,  Quebec,  Que. 

The  Foss  &  Hill  Machinery  Company,  Montreal,  Que. 


AGENCIES 

The  General  Supply  Company  of  Canada,  Ottawa,  Ont. 
The  General  Supply  Company  of  Canada,  Winnipeg,  Man. 
The  B.  C.  Equipment  Company,  Vancouver,  B.C. 


We  Buy  For  Cash 

Used  Machinery,  Metals  of  all  kinds.  Shafting,  and 

Electrical  Equipment 

We  gather  together  the  various  materials  and  products  that  have  served  their 
purpose  in  the  economic  machine  and  start  them  over  again  in  new  forms  through 
this  machine. 

Forward  us  a  list  of  what  you  have  and  obtain  our  prices 

Because  we  Buy  for  Cash  we  can  Sell  at  Attractive  Prices 

Motors,  Generators,  Transformers,  Electrical  Equipment,  Water  Wheels,  Shafting, 
Pulleys,  Hangers,  Rails,  Locomotives,  Boilers,  Cars,  Engines. 

WE  INVITE  YOU  TO  TEST  OUR  SERVICE  AND  PRICES 

DOMINION  IRON  &  WRECKING  CO.,  LTD. 

General  Offices:  Transportation  Building,  MONTREAL 
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.  Canadian  Rivet  Forges  are  built  to 
last. 

Easy  running  blower,  powerful, 
uniform  blast,  rigid  steel  plate  con- 
struction. 

Write  for.  Catalog  100-12. 

Canadian  Blower  &  Forge  Co. 

Kitchener.  Ont. 


ii 


SWANSEA 

Salt  Glazed  and  Vitrified 

SEWER  PIPES 


True  to  Size 
Impervious  to  Water 

Sizes  manufactured  and  al- 
ways in  stock  4  in.  to  24  in. 


Ask  for  Price  List 
and  Discounts 


also 

Chimney  Tops 
Flue  Liningrs 
Wall  Coping 
Culvert  Pipe 
Inverts 

Telephone  (Toronto  Connection) 
Parkdale  5000 


The  Dominion  Sewer  Pipe  Co. 

(The  Independent  Co.)  Limited 

SWANSEA  (near  Toronto) 


STONE 

FOR 

ROAD  BUILDING 

Large  quantities  for  sale  at 
reasonable  prices. 

Ready  for  immediate  shipment 

Contractors  would  do  well  to  investigate 
this  exceptional  opportunity 

Canada  Carbide  Co. 

Limited 

601  Power  Bldg.,  83  Craig  St. 


Telephone : 
Main  5295 


Montreal 


Building  Reports 


MacLean  Daily  Reports  follow,  step 
by  step  from  the  Architect's  office  to 
the  finished  building,  all  building  op- 
erations throughout  Canada.  By 
these  reports  you  learn  not  merely 
what  goods  are  needed,  but  also  the 
,      moment  when  they  are  needed. 

MacLean  Daily  Reports  Limited 
345  Adelaide  St.  W.,  Toronto 
also  Montreal  and  Winnipeg. 
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FLARE  UGHTS 


Shipyards 
Mines 


City  Corporations 
Railroads 


cannot  afford  to  be  without  an  emergency  light  of  some 
kind.  There  are  breakdowns  in  all  plants  of  the  best  calibre, 
and  you  must  be  prepared  to  meet  with  these,  and  a  few 
dollars  invested  NOW  will  save  a  few  hundred  later.  BE 
PREPARED. 

Get  a  supply  of  CAREIC  LIGHTS  ready  for  any  RUSH 
JOB  that  may  come  your  way. 

Then  they're  good  for  an  all-night  job,  too.  For  build- 
ing, digging  sewers,  waterworks  repairs,  concreting,  plas- 
tering, tile  work,  and  many  jobs  that  can  be  done  by  night 
just  as  cheap  and  if  not  quicker  than  by  day. 

The  CARBIC  costs  less  to  operate  and  gives  better  light 
than  any  other  light  on  the  market.  Let  us  prove  it — FREE. 


Carbic  Lights— Nos.  1-2 


W.  L  FOSTER 

333  Adelaide  Street  West        -  TORONTO 


KELLY,  POWELL,  LIMITED,  WINNIPEG,  MAN. 
MUSSENS.  LIMITED,  MONTREAL,  QUE. 
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American  Lead  Pencil  Company  . .  . 

American  Wei!  W  orks  

Anglins  Limited   -''^ 

Armstrong  Cork  Company   

Asbestos  Manufacturing  Company..  17 

Asphalt  and  Supply  Company   58 

Ault  &  Wihorg  Company   57 

Baines  &  Peckover  

Barber,  Frank   5(i 

Barrett  Company  

Bate,  McMahon  &  Co   1 

Bawden  Pump  Company  

Beatty  &  Sons,  Ltd.,  M   2 

Beveridge  Paper  Company    49 

Bickle  Company,  R.  S   49 

Bishopric  Wallboard  Company   12 

Blair  Company,  B  

Black  Building  Supply  Company  . .  . 
Boving  Hydraulic  and  Engineering 

Company  

Brantford  Roofing  Company  

Britnell  Company,  Limited   48 

Burlington  Steel  Company   47 

Canada  Carbide  Company   14 

Canada  Crushed  Stone  Corporation 
Canada  Iron  Foundries,  Limited  ...  55 
Canada  Foundries  and  Forgings,  Ltd.  7 
Canada  Wire  and  Iron  Goods  Co.  . . 

Canadian  Allis-Chalmers   4 

Canadian  Blower  and  Forge  Co   14 

Canadian   Chicago  Bridge  and  Trnn 

Company   ,57 

Canadian  Consolidated  Rubber  Co.  .'i 
Canadian  Des 'Moines  Steel  Comjjany  13 

Canadian  General  Electric  Co   4 

Canadian  Ingersoll-Rand  Company.. 
Canadian    Inspection    and  Testing 

Lal)oratories   ,'50 

Canadian   Mathews   Gravity  Carrier 

Company  

Canadian  Office  School  Furniture  Co. 

Canadian  Pipe  Company,  Ltd   13 

C"anadian  Steel  Foundries,  Ltd  

Canadian  Surety  Company   4(i 

Carey  Company,  I'liilip   11 

Carter  White  Lead  Company   .'ii 

Cast  Stone  Block  and  Machine  Co.. 

Chipman  &  Power,  Limited   r>(\ 

Conduits  Com])any,  Limited    57 

Cook,  A.  D  

Crushed  Stone,  Limited    4S 

Dake  I'"ngine  Company   4S 

Dl-nnis  Wire  and  Iron  Company 


Dominion  Concrete  Company   58 

J3ominion  Engineering  and  Inspec- 
tion Company   50 

Dominion  Iron  and  Steel  Company..  5:5 
Dominion  Iron  and  Wrecking  Co...  i:!-43 

Dominion  Sewer  Pipe  Company  ....  14 

Dominion  Wire  Rope  Company  ....  00 


iMigineers  and  Contractors,  Ltd.  .  .  .  55 


Foster,  W.  L   15 

Gartshore,  John  J  

Gartshore-Thompson  Pipe  and  Foun- 
dry Company   49 

(lent  Company   50 

Gillis  &  Geoghegan  

■Hamilton  &  Toronto  Sewer  Pipe  Co. 

Hopkins  &  Company,  F.  H  < .  00 

Hunt  &  Company,  Robert  W.  ...  '.:  50 

Ideal  Concrete  Machinery  Company  49 

Imperial  ()il  Limited   5 

Inglis  Company.  John   41 


James,  Loudon  &  Hertzberg  . 


Kerr  Engine  Company,  Ltd   50 

King  Construction  Company   50 


Lea,  R.  S.  &  W.  S   50 

London  Cf)ncrete  Machinery  Co.  ...  13 

Lymlnirner,  Limited   3 

MacKinnon  Holmes  &  Co   5:! 

MacLean  Daily  Reports   14 

Maritim.e    Bridge    Works    Company  57 

Manitoba  Bridge  and  Iron  Works  Co.  IS 

Marsh  Engineering  Works   8 

Mc.Mlister  &  Taylor   50 

McAvity  &  Sous,  T  

McDougall  Caledonian    Iron  Works 

C(>mi);iny   7 

McGovern,  T.  J  »f  '  

Mcflregor  iS;  Mcintyre   57 


Miller  &  Co.,  George  M  

Milton  Hersey  Company   56 

Morrison  &  Co.,  T.  A   5fi 

Mueller  Manufacturing  Company  . . . 
Mussens  Limited   51 


National  Firei^roofing  Company   . .  . 

National  Iron  Works   51 

Noble,  Clarence  W  

Northern  Crane  Works,  Ltd   48 

Nova  Scotia  Slcel  and  Coal  Company 


Office  Specialty  Company  

Ontario  Sewer  Pipe  Company   45 

Ontario  Wind  Engine  and  Pump  Co.  48 

Ormsby  Company,  A.  B   18 

Orpen  Conduit  Company   55 


Pacific  Coast  Pipe  Company 

Pedlar  People  

Power  &  Son  ,   

Prest-O-Lite  Company  ...  . 


51 


Reid  &  Brown  Structural  Steel  and 
Iron  Works  ■  


56 


Sheldons  Limited  

Standard  Clay  Products,  Ltd   54 

Standard  Underground  Cable  Com- 

]iany  of  Canada,  Ltd   57 

Steel  Company  of  Canada,  Ltd   9 

Sjjielmann  Agencies  


Tiffin  Wagon  Comjiany  

Toch  Brothers  

Toronto  Plate  Glass  Importing  Co. 
Trades  and  Lal)or  Branch,  Depart- 

-    ment  of  Public  Works   13 

Trussed  Concrete  Steel  Com])any  .".  40 

Turnbull  Elevator  Company   59 


X'ancouver  Wood  Pipe  and  Tank  Co. 


Waterous  Engine  Works  C"ompany 

Wells  &  Gray,  Limited  

Williams  Machinery  Co.,  Ltd.,  A.  R.  48 
Wynne-Roberts,  R.  0   50 


Our  advertisers  represent  the  most  progressive  manufacturers  and  dealers.  ^  Make 
your  purchases  of  them.   Give  your  business  to  the  man  who  is  enterpris- 
ing enough  to  spend  money  and  time  to  get  in  touch  with  you. 
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ASBESTOSLATE 


Fire-Proof 
Economical 

The  Roof  That 
'  Lasts  Forever" 


"Last  Forever" 
Roofing 


Asbestoslate  Shingles  offer  so 
many  advantag-  es  over  all  other 
kinds  of  roofino-  materials  that  the 
small  additional  first  cost  is  not  an 
exi)ense,  but  a  real  investment. 

Wood  shingles,  stained,  may 
look  well  for  a  time,  and  cost  less 
in  the  first  place,  but  they  spread 
■fire — they  war]),  curl,  twist,  and 
split  under  the  weather  —  they 
need  frequent  staining  and  repairs. 

Metal  roofs  are  sadly  lacking  in 
durability — they  are  unattracti\e, 
need  frecpient  painting  and  re- 
pairs. 

Ready  roofings  are  not  serious- 
ly considered  for  -really  good 
buildings. 


Asbestoslate  is  the  ideal  roofing.  1 1  is  absolutely  fireproof  and  Weatherproof — coolest  in 
Summer,  warmest  in  W inter.  It  does  not  warp,  curl,  twist  or  split.  It  iu'\er  iieed>  paint  or  re- 
pairs. It  is  made  of  Portland  Cement  and  .Vsbesto^  fibre.  Always  looks  well  and  will  last 
forever. 


Send  to-day  for  free  illustrated  Booklet,  and 
advise  kind  of  building  you  are  interested  in. 

Asbestos  Manufacturing  Company 

809  Drummond  Building 
MONTREAL,  Que. 
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Bar  Iron 

Carried  in  all  sizes  and  lengths 
for  immediate  shipment.  Special 
prices  on  certain  sizes. 

Steel  Sheets 

A  complete  range  from  10  gauge  to  26 
gauge,'  for  immediate  shipment. 


Small  Angles 

From  ^"  X  ^"  x  to  2"  x  2"  x 
14"  in  all  sizes,  thicknesses  and 
lengths. 

Steel  Plates 

All  sizes  from  3/16"  to  1"  thick,  in  stock 


nov/. 


We  have  a  large  stock  of  BOILER  TUBES  of  all  sizes  for  immediate  shipment. 

Write  to  our  WAREHOUSE  DEPT,  regarding  your  needs. 

Reinforcing  Bars  for  Concrete 

Shipment  from  Mill  or  Stock 

We  design  and  fabricate  all  kinds  of  structural  steel,  and  carry  at  all  times  a  large  stock  of  Beams.  Chan- 
nels, Broad  Flange  Beams,  Plates  and  Angles,  Rivets,  Bolts,  Shafting,  Transmission  Machinery,  etc.,  besides 
those  mentioned   above — ready  for  immediate  shipment. 

We  have  a  monthly  stock  list  that  should  be  on  your  desk.   Ask  for  it. 


Manitoba  Bridge  &  Iron  Works,  Ltd. 


Winnipeg 


Manitoba 


Rolling  Steel  Doors 

(Approved  by  the  Underwriters) 

Unprotected  openings  make  high  Fire  rates. 

Any  opening,  no  matter  how  crayiped  the  space 
may  he,  can  l)e  closed  l)y  an  Orms1)y  Rolling  Fire 
Door  and  insurance  jjreminm  saved.  No  space  for 
swinging  or  sliding  is  needed.  14  inches  overhead 
and  3  inches  on  either  side  accommodate  the  ()rmsl)y 
Rolling  Door. 

Write  for  fnll  information,  ]:)rices  and  l)lne  ])rints. 

A.  B.  Ormsby  Co.,  Limited 

TORONTO 


AGENTS: 
F.  ,\.  Cillis  Co.,  Limited,  TTalifax,  N.S. 
I).   A.   (  umniinKs,  T.rockvHIo,  Oiil. 


M.  J.  .Skelly,  Ottawa 

A.   T.   (  liainlicr.s,  Vancouver. 


Preston 


Associated  with  Tlie  Metal  Shingle  &  Siding  Co.,  Limited 

Toronto  Montreal  Winnipeg  Saskatoon  Calgary 
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Heat  Transmission  of  Building  Materials 

IN  a  recent  l)ulletin  |)ubli.shed  by  the  l'ni\  cr.sity  of 
Illinoi.s  interesting-  data  i.s  ])ul)lislied  from  e.\i)eri- 
inents  designed  to  determine  the  coefficients  ol 
heat  transmission  of  standard  builchns'  materials 
under  practical  conditions.    The  experiments  w  ere  car- 
ried out  on  the  more  commonly-used  walls,  the  figures 
for  compound  and  special  walls  being"  deduced. 

TIeat  passes  through  ;I  wall  by  conduction,  i)ro\  i(lc(l 
that  the  temi)crature  on  one  side  of  a  wall,  is  higher 
than  on  another.  Radiation  and  convection  are  the 
other  main  factors  in  heat  transmission.  P'-Iahoraie 
tests  are  being"  made,  using  ti\  e  different  methods.  The 
results  so  far  obtained  are  as  follows: 

1.  For  determining  the  transmission  coefficient,  air 
to  air,  and  the  outside  surface  coefficient,  mercury, 
thermometers  may  be  used  and,  if  i)rop('rly  installed, 
will  gi\-e  results  of  practically  the  same  accuracy  as 
those  determined  with  llie  t licniK icouples.  .Mercury 


thermometer  wells  were  shown  to  l)c  of  no  value  111  de- 
termining surface  temperatures.  The  method  tinaliy 
adojjted  was  to  imbed  the  thermometer  in  the  surlace 
so  that  its  centre  line  would  lie  in  the  jjlaiie  ol  t'ne  sur- 
face of  the  material  l)eing  tested.  'i"herm<jcouple>  are 
t(j  be  preferred  for  determining  temperatures  in  tin- 
work. 

2.  A  variation  in  the  air  velocity  over  the  surface 
al'fects  bf)th  the  air-to-air  c(;efficient  and  the  i>ul>ide 
surface  coefficient.  The  outside  surface  coefficients  ot 
brick  and  wood  surfaces  are  affected  in  practically  the 
.^ame  manner  at  the  lower  air  velocities,  while  tne  co- 
efficient for  brick  gradually  rises  above  that  ol  wood 
for  the  higher  velocities. 

3.  'ilie  coefficient  of  transmission  lor  a  >im|)Ie  or 
compound  wall,  floor,  or  roof  can  be  readily  computed 
l)rovided  the  surface  coefficients  for  the  building  ma- 
terials used  in  the  surfaces  are  known  for  both  still  and 
moving  air  conditions.  It  is  al.so  necessary  to  know  tlie 
coefficients  of  conductivity  for  all  the  materials  used  in 
the  wall.  These  coefficients  should  be  determined  on 
full-size  walls  for  the  temperature  range  u.^ually  en- 
countered. The  effect  of  moving-  air  is  to  increase  the 
value  of  the  outside  surface  coefficient,  and  thi.s  in- 
crease involves  the  combined  action  of  heat  transfer  by 
radiation  and  convection. 

4.  The  efi'ect  of  the  relati\  e  humidity  of  the  air  on 
the  heat  transmission  of  an  ordinary  building"  wall  is  so 
small  that  it  can  safely  be  neglected  in  determining  the 
total  heat  loss  from  a  building.  .\n  increase  in  the  rela- 
ti\-e  humidity  of  the  air  causes  a  slight  increase  in  the 
valtie  of  the  surface  coefficient;  hence  the  over-all 
transmission  coefficient  becomes  larger.  If  the  walls 
are  actually  wet  .so  that  they  absorb  moisture,  the  co- 
efficient of  conduction  may  be  seriously  affected,  as  in 
the  case  of  brick  work  when  an  increase  of  at  least  2r 
per  cent,  may  easily  occur. 

.\ir  s])ace  construction  is  of  value  at  low  tempera- 
tures, but  not  at  high  tem])eraturcs.  In  all  cases  the 
heat  transmission  across  an  air  sjjace  will  rajjidly  in- 
crease, not  only  with  an  increase  in  the  temperature 
difference  in  the  enclosing"  walls,  but  also  with  the  .same 
difl'erencc  of  temperature  if  the  absolute  values  of  the 
enclosing"  wall  tem])enittires  are  increased. 


Tackling  the  Halifax  Recon- 
struction Problem 

CHAIRMAN  Rogers,  of  the  Ilalifa.x  Relief  Com- 
mission, recently  issued  a  .statement  with  re- 
gard to  the  i)lans  of  the  Coniinission  and  the 
])roblems  .confronting  it.  He  states  that  there 
shouUl  be  imme(liatel\"  rebuilt  in  Ilalifa.x  nearly  one 
thousaiul  houses,  but  that  the  activities  of  the  Com- 
mission have  been  delayed  some  weeks  pending  the 
passage  of  the  act  of  incorporation  by  the  local  legis- 
lature. In  order  to  relieve  the  situation  as  tiuickly  as 
|)ossible,  the  erection  of  modern,  comfortalile  tenement 
houses  is  recommended.  In  addition,  arrangements 
will  be  made  by  which  those  who  owned  their  own 
homes  in  the  dex  astated  area  will  have  an  opportuni- 
ty to  select  suit.ible  designs  and  rebuild.  ICach  indi- 
\  idual  will  be  con,-~ulted  as  to  the  style  and  type  i>f 
bouse  which  m;iy  be  w  ithin  his  reach  on  the  basis  of 
the  \alue  of  his  foinier  home.  It  is  pointed  out  that 
the  work  can  be  undertaken  on  a  much  lower  l)asis 
under  contract  than  if  built  by  the  indivitlual  owner. 
There  will  be  no  attempt,  howe\er,  to  control  the 
wishes  of  the  owner  prt>\i(led  his  plans  ;ire  approved 
In  the  (.\>mmissit)n's  architect,  and  that  the  huildintr 
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regulations  insisted  upon  for  the  Ijenefit  of  the  district 
and  city  are  comi)lied  with. 

W  ith  regard  to  schools,  the  Commission  has  not 
so  far  felt  justified  in  assuming-  a  large  financial  re- 
sponsibility when  it  may  be  that  the  relief  funds  avail- 
able will  not  be  sufficient  to  ni.eet  all  personal  and 
private  Josses.  In  the  meantime  it  has  been  taking 
such  stei)s  as  it  reasonably  could  to  assist  the  situa- 
tion. Churches  will  be  aided  as  far  as  possible  in  or- 
der of,  and  ])roportionately  to,  their  respective  needs 
by  credits  and  grants.  They  are  advised,  however, 
if  possible  to  avoid  building  operations  at  the  almost 
prohibitive  costs  of  the  ])resent  year,  and  tht)se  of  the 
same  denomination  are  also  advised  to  unite  with  each 
other  wherever  practicable  and  thus  avoid  duplication 
of  efYort.  Referring-  to  the  magnitude  of  the  prob- 
lem before  the  Commission,  Chairman  Rogers  says, 
"Undertakings  of  this  kind  must  not  be  launched 
without  due  consideration,  but  within  a  very  short 
time  we  believe  the  work  will  be  commenced  and  en- 
ergetically pressed  forward.  It  must 'be  clear,  how- 
ever, that  so  great  an  undertaking  cannot  be  accomp- 
lished in  one  season.  The  j)ublic  will  also  understand 
how  im])ortant  it  is  that  a  large  amount  of  work  be 
carried  on  at  one  tin'ic,  so  that  materials  can  be  pur- 
chased more  cheaply,  and  the  houses — particularly 
those  of  the  less  exj)ensive  class — standardized,  and 
money  saved." 


Stain  to  Cover  the  Discoloring  Brick 
in  a  Wall 

MANY  fine  residences  have  been  given  an  un- 
sightly appearance  by  the  carelessness  or  lack 
of  foresight  on  the  part  of  the  construction 
crew.  A  single  barrow-load  of  brick  that  is 
lighter  than  the  others,  often  finds  its  way  into  the 
front  wall  of  the  building.  Although  this  trouble- 
some item  can  be  eliminated  in  the  construction,  yet 
it  requires  a  good  deal  more  supervision  than-  the 
average  construction  receives  if  the  best  of  results  are 
to  be  obtained. 

\\'hat  we  are  concerned  with  to  a  large  extent  is 
how  to  remedy  this  trouble  after  the  wall  has  been 
built.  The  following  extract  from  the  "Painters  Mag- 
azine," in  regard  to  stains,  may  prove  of  value: — 

We  have  known  of  a  red  brick  stain  that  was  made 
by  mixing  bright  Venetian  red  with  water  into  a  pulp, 
pressing  it  through  a  sieve  to  break  up  lumps  that 
were  formed  in  mixing  and  then  adding  enough  stale 
ale  or  beer  to  make  the  stain  of  a  proper  consistency. 
To  each  gallon  of  this  mixture  was  added  one-quarter 
(if  a  pound  of  calcined  green  copperas  (iron  sulphate) 
previously  beaten  up  with  a  portion  of  the  stain  to  a 
tliin  batter.  This  is  the  mordant  or  fixture  without 
which  the  stain  would  finally  wash  of?  from  the  efi^ects 
of  rain.  This  calcined  co])peras  is  produced  by  heat- 
ing green  co])peras  in  an  unglazed  earthen  ])ot,  thus 
driving  off  the  combined  water;  under  this  ])rocess 
the  copperas  falls  into  a  dry,  whitish  ])ow(ler. 

A  more  durable  and  permanent  stain  is  made  with 
Venetian  red  that  has  been  ground  in  pure  linseed 
oil  in  stout  ])aste  form  or,  if  the  stain  is  to  be  of  a 
lighter  shade,  a  mixture  of  Venetian  red  and  French 
yellow  fjchre,  brdh  ground  line  in  linseed  oil  and  beat- 
en U])  with  a  small  ])f)rtion  of  a  good  turpentine  japan 
to  a  smooth  semi-paste,  gradually  adding  in  small 
(|uantities  while  stirring  a  mixture  of  one  part  (by 
nieasure)  of  90  degs.  benzol  .or  good  solvent  C(JaI  tar 


naphtha  and  four  parts  (by  measure)  of  turpentine 
until  the  proper  consistency  of  stain  is  secured.  Strain 
through  cheesecloth  and  throw  away  the  coarser  par- 
ticles as  these  would  remain  on  the  surface  and  be  of 
no  benefit  in  sealing  the  pores  of  the  brick.  An  excess 
of  oil  in  the  stain  is  apt  to  produce  "  shiners." 


Unsightly  Effloresence  on  Facing  Brick 

I T  has  been  noticed  that  effloresence  is  more  pro- 
nounced under  the  copings,  sills,  belt  courses,  ere, 
or  wherever  a  ])art  of  the  building  has  been  sub- 
jected to  a  greater  wash  by  water.  This  indicates 
that  the  mortar,  as  well  as  the  brick,  is  absorbent,  caus- 
ing the  walls  to  become  thoroughly  soaked  during  the 
winter  months,  while  the  warm  rays  of  the  sun  attract 
the  moisture  to  the  exterior,  bringing  with  it  the  lime, 
magnesia,  and  alkali  salts  contained  in  both  the  brick 
and  the  cement  mortar. 

It  is  agreed  l)y  all  interested  in  brick  construction 
that  both  brick  and  cement  mortar  are  absorbent,  yet 
little  has  been  done  to  overcome  this  objectionable, 
serious,  and  dangerous  obstacle.  Hydrated  lime  will 
add  to  the  ])lasticity  of  the  mortar,  increase  the  den- 
sity, and,  being  a  water  retainer,  will  add  crystalliza- 
tion when  used  in  places  where  it  is  difficult  to  apply 
water  at  frequent  intervals.  Tests  have  repeatedly 
shown  that  slabs  containing-  10  per  cent  hydrated  lime, 
when  taken  out  of  the  water  after  one  hour,  will  con- 
tain a  larger  percentage  of  water  than  a  similar  sample 
of  cement  and  sand,  yet  on  the  surface  the  "lime  sample 
is  apparently  bone  dry. 

A  remedy  for  the  above  problem,  now  being  tried 
out  and  which  has  withstood  a  test  of  over  two  years, 
is  impervious  cement  mortar,  to  consist  of  (a)  one  part 
approved  portland  cement;  (b)  three  parts  sharp,  clean 
sand,  showing  not  over  35  per  cent,  voids  by  water;  (c) 
10  per  cent,  of  weight  of  the  cement  of  hydrated  Inne 
(sufficient  to  add  to  the  plasticity  of  the  mortar  and 
retain  enough  water  to  perfect  crystallization)  ;  (d)  2 
per  cent,  of  weight  of  the  cement  IMedusa  paste  water- 
proofing. Each  gallon  (eight  pounds)  to  be  mixed  with 
equal  parts  of  water,  later  adding  20  more  gallons.  All 
mortar  to  be  gauged  with  this  solution. 

If  the  sand  is  damp  a  one  to  fifteen  solution  should 
be  used  to  ofTset  the  moisture  already  in  the  sand.  All 
extericM-  l)rick  and  stone  work  to  the  depth  of  12  inches 
should  be  embedded  in  this  mortar.  The  extra  cost  of 
waterproofing  the  cement  mortar  will  not  exceed  $1  per 
M.  bricks,  it  is  said. 


Trial  of  Concrete  Ship  "  Faith" 

'i"he  smooth-water  tests  of  the  concrete  shij)  "b'aith,'' 
made  in  San  h'rancisco  Bay  by  the  L'nited  States  Shi])- 
ping  I'oard,  were  very  satisfactor}'.  In  this  trial  trip 
the  ship  averaged  more  than  the  s])ecified  ten  knots 
speed,  under  only  140  ])ounds  of  steam.  I'ull  steam 
pressure  from  the  piarine  boilers  and  triple  expansion 
1.7.^0  h.]).  engines  will  be  165  pounds,  lixten.someter 
readings  on  deck  and  frames  showed  the  vibration  to 
be  less,  measured  in  the  same  way,  than  on  similar  steel 
x  essel^-.  The  nax  igator  reported  that  the  "Faith"  was 
handled  more  easily  than  a  steel  or  wooden  vessel,  of 
the  same  size  and  lines. 


I'.ellefeuille  Trepanier,  Ltd.,  Three  l-Jivc'rs,  F.O., 
has  been  formed  to  carry  on  the  business  of  building 
contractors,  including  the  construction  of  bridges,  via- 
ducts, dams,  railwavs.  and  canals.  The  caj)ital  is 
$4'',500. 
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A  New  System  of  Building 
Construction 


A  new  system  of  steel-franu'd  building'  construc- 
tion has  been  introduced  by  a  London  (h'.ng.)  firm. 
The  system,  which  is  on  the  multiple  unit  system,  and 
is  covered  by  patent,  is  illustrated  herewith.  The  units 
employed  consist  of  rectangular  troughs  of  ])resse(l 
steel,  and  they  have  a  flange  all  round  the  jjeriphery 
at  right  angles  to  the  web.  The  square  corners  are 
formed  during  the  ])ressing  operation,  and  are,  hence, 
weldless.  One  or  more  corrugations  is,  or  are,  press- 
ed in  the  web  with  the  object  of  adding  greater  stiff- 
ness without  increasing  the  thickness  of  the  metal.  In 
addition  to  these  trough-like  units  there  are  what  are 
known  as  corner  units.  At  the  present  time  the  trough 
or  channel  units  arc  made  in  nine  standard  sizes.  The 
first  three  are  6  ft.,  5  ft.,  and  4  ft.  long  respectively, 
and  all  of  them  8  in',  wide  and  2^/1  in.  deep.  The  next 
three  are  also  6  ft.,  5  ft.  and  4  ft.  long  respectively, 
but  they  are  6  in.  wide  and  2}j  in.  deep.  The  third 
three  are  likewise  6  ft.,  5  ft.  and  4  ft.  long,  but  they 
are  only  4  ins.  wide  and  2  ins.  deep.  Holes  of  set 
sizes  are  bored  in  set  positions  in  the  flanges  near  and 
at  the  ends.  The  stock  size  of  corner  unit  is,  at  pre- 
sent, 9  ins.  ou  the  vertical  side  and  9  ins.  on  the  slop- 
ing side,  while  the  side  joining  on  to  the  trough  units 
are  made  of  a  width  to  suit  those  units,  and  furnished 
with  holes  to  match  the  holes  in  them.  The  angle 
of  the  stock  corner  units  is  made  to  suit  a  roof  slope 
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of  30  degs.  They  can,  however,  be  made  to  suit  other 
angles,  or  double  to  suit  twin  s])acc. 

The  object  of  erecting  buildings  on  this  principle 
is  to  aim  at  standardization  and  interchangeability  of 
parts,  and*  to  make  it  possible  to  reduce  the  whole  of 
a  building  into  comparatively  small,  light  and  easily 
handled  sections,  so  as  to  overcome  the  difliculty  which 
is  so  often  experienced  when  long,  heavy  and  easily 
damaged  parts  of  structures  have  to  be  transported  by 
rail  or  ship  to  distant  places,  wdiere  facilities  for  handl- 
ing are  absent  or  inadequate.  The  inventors  claim  that 
with  units  such  as  these,  erection  at  site  is  simplified, 
especially  in  cases  where  the  joints  are  bolted  and  not 
riveted,  for  in  such  cases  skilled  labor  is  not  required. 
The  units  are  bolted  together  end  to  end  by  means  of 
the  end  flanges,  and  the  joints  are  further  reinforced 


by  means  of  cover  plates  bolted  to  the  inner  and  outer 
flanges. 

I'"xce])t  for  large  spans  no  trussing  is  used  to  sup- 
port the  iafters  beyond  a  tie  rod  to  take  the  f)Utwar(l 
thrust  at  the  eaves,  and  a  vertical  suspension  rod  from 
the  crown.  I-'or  larger  or  smaller  s])ans  wider  or  nar- 
rower units  may  be  ein];loye<!. 

The  iiuentors  jjoint  out  that  the  units  can  be 
em])loyed  for  the  building  up  of  towers,  such  as  those 
used  for  sui)i)orting  water  tanks  and  other  ])urposes. 
In  such  cases  the  sections  or  units  are  used  fr»r  build- 
ing up  the  stanchions  or  legs  of  the  tower  and  also  as 
horizontal  members  between  the  legs  at  each  joint.  In 
this  manner  the  tower  may  be  built  upwarrls  frf)ni  the 
ground  withf)ut  heavy  lifting  tackle  or  staging.  Among 
other  directions  in  which  it  is  claimed  that  the  .system 
may  be  employed  is  in  the  construction  of  britlgcs  of 
small  span  and  moderate  loads. 


Water  Content  the  Most  Im 
portant  Factor  in  Making 
Concrete  ? 


SOAII-L  revolutionary  results  ha\e  recenllx  l)een  oIj- 
tained  b_v  tests  carried  out  in  the  Structural  Ma- 
terials Research  Laboratory  of  the  Louis  Insti- 
tute, Chicago,  regarding  the  part  i)layed  by  water 
in  the  making  of  concrete.  In  the  recent  past  concrete 
has  been  looked  upon  as  a  mixture  of  cement,  sand,  and 
stone,  with  enough  water  merely  to  make  it  mi.x  and 
])lace  easily.  The  experiments  recently  carried  out  m 
the  Louis  Institute  and  described  by  Professor  D.  A. 
Abrams  in  a  recent  issue  of  luigincering  Xews-Record 
show  that  the  amount  of  water  used  in  the  mix  is  tar 
and  away  the  most  inqjortant  factor  in  the  making  of 
concrete.  Some  extracts  from  I'rofessor  Abrams'  paper 
are  given  below  : 

Proportioning  Water  in  Concrete  Tests 

\\  hile  the  injurious  eft'ects  of  too  much  water  in 
concrete  is  apparent,  tests  made  in  this  laboratory 
show  that  the  truly  fundamental  role  played  by  water 
in  concrete  mixtures  has  been  entirely  overlooked  in 
j)rc\  i()us  discussions  of  the  subject.  The  relation  re- 
ferred to  above  is  brought  out  by  a  series  of  compres- 
sion tests  of  about  1  ,()00  6  x  12-in.  concrete  cylinders, 
made  U])  as  follows  : 

Mi\'  Range  of  sizes 

ccnient-ausjre^ate.  of  aggregates. 


.  7 


1  :1 
1  :l/3 
Xeat 


()-14-nu- 
0-  4-me.^ 
()-?4-in. 
0-l>/.-in. 
0-2-in. 


.ie\  e 
-iev  e 


L  t)nsistenc\ 


DitTerent  con- 
sistencies tor 
each  mix  and 
aggregate. 


The  mixes  used  covered  a  wide  rani;e.  as  did  also 
the  grading  of  aggregate  and  consistency.  The  aggre- 
gates consisted  of  two  sizes  of  sand  and  mixtures  of 
sand  and  pebbles  graded  to  the  sizes  shown.  The  mix 
is  expressed  in  terms  of  volumes  of  dry  cement  and 
aggregate,  regardless  of  grading — i.e..  a  1  :5  mix  is 
made  up  of  1  cu.  ft,  cement  (1  sack")  and     cu.  ft.  ot 
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aggregate  as  used,  whether  a  sand  or  a  coarse  concrete 
mixture. 

This  series  gives  valuable  information  on  the  effect 
of  changing  the  quantity  of  cement,  the  size  of  the 
aggregate  and  the  quantity  of  water.  The  effect  of 
many  different  combinations  of  these  variables  can  be 
studied.  One  set  of  relations  gives  the  effect  of  amount 
of  cement-using  aggregates  of  different  size  and  grad- 
ing; another  set  of  relations  gives  the  effect  of  different 
(juantities  of  water,  varying  both  mix  and  size  of  ag- 
gregate'. In  all  respects  the  tests  bear  out  the  indica- 
tions of  earlier  and  later  series,  and  reveal  the  true  rela- 
tion between  the  strength  and  the  proportions  of  the 
constituent  materials  in  concrete.  The  figure  shows 
the  relation  betwen  the  compressive  strength  and  the 
water  content  for  the  28-day  tests.  The  water  content 
of  the  concrete  has  been  expressed  as  a  ratio  of  the 
volume  of  cement,  considering  that  the  cement  weighs 
94  pounds  per  cu.  ft.  Distinguishing  marks  are  used 
for  each  mix,  but  no  distinction  is  made  between  aggre- 
gates of  different  size  or  different  consistencies. 

When  the  compressive  strength  is  plotted  against 
the  water  in  this  way,  a  smooth  curve  is  obtained,  due 
to  the  overlapping  of  the  points  for  different  mixes. 
\'alues  from  dry  concretes  have  been  omitted.  K  these 
were  used  we  should  obtain  a  series  of  curves  dropping 
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Lean  and  rich  mixtures  show  striking  similarity  in  strength  variation 
for  differing  water  contents. 

downward  and  to  the  left  from  the  curve  shown.  It  is 
seen  at  once  that  the  size  and  grading  of  the  aggre- 
gate and  the  (|uantity  of  cement  are  no  longer  of  any 
importance,  excej)t  in  so  far  as  these  factors  influence 
the  quantity  of  water  required  to  produce  a  workable 
inix.  This  gives  us  an  entirely  new  conce])ti()n  of  the 
functi(Mi  of  the  constituent  materials  entering  into  a 
ccMicretc  mix.  and  is  the  most  basic  principle  which  has 
been  disco\  ered  in  our  studies  of  concrete. 

The  c(|uation  of  the  curve  is  of  the  form, 

S  =  A/B-  (1) 
where  .S  is  the  compressix  e  strength  of  concrete  and  x 
is  the  ratio  of  the  v(jlume  oi  water  to  the  volume  of 
cement  in  tlie  batcli,  A  and  I',  are  constants  whose 
values  de])end  on  the  quality  of  the  cement  used,  the 
age  of  the  concrete,  and  curing  conditions. 

This  e(|uati(Mi  exjjresses  the  law  of  strength  of  con- 
crete so  far  as  the  ])roi)ortions  of  materials  are  con- 
cei;ned.  It  is  seen  that  for  given  concrete  materials  the 
strength  deixMids  on  one  factor  only — the  ratio  of  water 
to  cement.  ICcjuations  which  have  been  proposed  for 
this  purpose  contain  terms  which  take  into  account 
such  factors  as  quantity  of  cement,  proportions  of  fine 
and  coarse  aggregate,  voids  in  aggregate;  but  thev 
have  uniformly  onn'ttcd  the  only  item  which  is  of  any 
imj)ortancei  the  wate.'. 


The  relation  given  above  holds  so  long  as  the  con- 
crete is  not  too  dry  for  maximum  strength  and  the  ag- 
gregate not  too  coarse  for  a  given  qttantity  of  cement — 
in  other  words,  so  long  as  we  have  a  workable -mix. 

For  the  conditions  of  these  tests  equation  (1)  be- 
comes, 

S  =  14,000/7''  (2) 

Other  tests  made  in  this  laboratory  have  shown  that 
the  character  of  the  aggregates  makes  little  difference 
if  it  is  clean  and  not  structurally  deficient.  The  absorp- 
tion of  the  aggregate  must  be  taken  into  account  if 
comparison  is  being  made  of  different  aggregates. 

In  certain  instances  a  1  :9  mix  is  as  strong  as  a  1 :2 
mix,  depending  on  the  water  content.  The  strength  ol 
the  concrete  responds  to  changes  in  water,  regardless 
of  the  reason  for  these  changes. 

It  should  not  be  concluded  that  these  tests  indicate 
that  lean  mixes  can  be  substituted  for  richer  ones 
without  limit.  We  are  always  limited  by  the  necessity 
of  using"  sufficient  water  to  secure  a  workable  mix.  So 
in  the  case  of  the  grading  of  aggregates.  The  w^orka- 
bility  of  the  mix  will  in  all  cases  dictate  the  minimum 
quantity  of  water  that  can  be  used.  The  importance  of 
the  workability  factor  in  concrete  is  therefore  brought 
out  in  its  true  relation. 

The  reason  a  rich  mix  gives  higher  strength  than  a 
lean  one  is  that  a  workable  concrete  can  be  produced 
by  a  quantity  of  water  which  gives  a  lower  ratio  of 
water  to  cement.  If  an  excess  of  water  is  used  we  are 
simjjly  wasting  cement.  Rich  mixes  and  coarse,  well- 
graded  aggregates  are  necessar}^  as  ever,  but  we  now 
know  just  how  these  factors  affect  the  strength  of  the 
concrete. 

Practical  use  may  be  made  of  the  curve  in  estimat- 
ing the  relative  strength  of  concretes  in  which  the 
water  content  is  different  for  any  reason.  For  example, 
a  concrete  mixed  with  7.5  gallons  of  water  (1  cu.  ft.l  to 
one  sack  of  cement  (allowance  being  made  for  absorp- 
tion of  aggregate)  gave  a  strength  in  this  series  of  2,100 
pounds  per  square  inch  (x  =  1.00).  For  x  =  0.80  (6 
gallons  of  water  per  sack  of  cement)  we  have  3,000 
pounds  per  square  inch;  for  x  =  0.75  (5.6  gallons) 
3,300  pounds  per  square  inch.  Concrete  in  a  1  :4  mix 
(same  as  usual,  1:2:3  mix  with  a  coarse  sand)  should 
be  mixed  with  5^2  to  6  gallons  of  water  per  sack  of 
cement. 

The  im])ortance  of  any  method  of  mixing,  handling, 
]jlacing  and  finishing  concrete  which  will  enable  the 
work  to  be  done  with  a  minimimi  of  water  !s  at  once 
anparent.  It  now  seems  that  practically  all  faulty  con- 
crete work  can  be  traced  to  the  use  of  too  much  water. 

7"hese  studies  lead  to  many  important  conclusions 
with  reference  to  such  topics  as  tests  of  cement,  tests 
of  concrete  containing  admixtures,  etc.  Tests  of  cement 
from  this  viewpoint  have  been  under  way  several 
weeks. 


The  annual  report  of  the  Department  of  Railways 
and  Canals  for  the  fiscal  year  from  April  1,  1916,  to 
March  31,  1917,  has  recently  been  issued.  This  publi- 
cation contains  the  report  of  the  Deputy  Minister  of 
RailwaVs  and  Canals  and  five  appendices  which  are 
as  follows:  Statements  of  the  accountant  of  depart- 
ment ;  re])orts  of  thcgeneral  manager  and  other  officers 
of  government  railways;  report  of  the  chief  engineer 
of  the  department;  report  of  the  government  chief 
engineer  for  the  Western 
Transcontinental    Railway  ; 
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Alberta  Division,  C.  S.  C.  E., 
Holds  General  Meeting 


AdIuVERAL  meetint4-  of  the  Alberta  division  of 
the  Canadian  Society  of  Civil  Engineers  was 
held  in  Edmonton  on  the  afternoon  and  even- 
ing of  April  27.    The  princi])al  subjects  dis- 
cussed were  proposed  les^islation  defininf^-  the  status  of 
tlie  eui^ineer  and  the  appointment  of  enj^ineers  to  J^'ov- 
ernment  commissions  and  offices. 

Mr.  F.  H.  Peters  opened  the  discussion  on  the  for- 
.  jner  subject.  He  reviewed  the  steps  which  had  been 
taken  in  the  Calgary  and  Edmonton  Ijranches  in  the 
discussion  of  this  subject  up  to  the  i)rescnt  time.  lie 
stated  that  it  now  appeared  that  it  would  not  be  pos- 
sible to  secure  Dominion  legislation,  and,  in  view  of 
that  condition,  it  was  desirable  to  secure  a  i)rovincial 
act  which  could  be  acceptable  by  all  the  ])rt)vinces  and 
afterwards,  if  necessary,  affirmed  by  the  Dcjminion 
Government,  whereby  it  would  provide  for  a  uniform 
law  all  over  the  Dominion. 

Mr.  A.  G.  Dalzell,  of  Vancouver,  was  present,  and 
described  the  feeling"  of  the  members  of  the  society  in 
British  Columbia.  He  stated  that  when  the  matter 
was  presented  to  the  Vancouver  branch  some  of  the 
members  claimed  that  legislation  had  been  tried  in  two 
provinces  and  had  been  a  failure.  Objection  had  also 
been  made  on  the  ground  that  legislation  meant  a 
"closed  shop,"  and  the  matter  was  further  complicated 
because  just  at  that  time  a  certain  group  of  engineers 
in  British  Columbia  were  asking  for  provincial  legisla- 
tion which  had  some  objectionable  features  and  which 
could  not  receive  the  support  of  the  society.  He  be- 
lieved, however,  that  legislation  along  the  lines  sug- 
gested by  the  Calgary  branch  was  now  receiving  favor- 
able consideration.  The  entire  question  was  fully  dis- 
cussed by  a  number  of  the  members,  the  result  of  the 
discussion  being  the  appointment  of  a  committee,  con- 
sisting of  F.  H.  Peters,  W.  Muir  Edwards,  and  S.  G. 
Porter,  to  further  study  the  entire  question,  to  draft  a 
scheme  of  incorporation  of  engineers  by  provincial 
authority,  and  to  report  to  the  summer  meeting  at  Sas- 
katoon. 

Mf.  S.  G.  Porter,  secretary  of  the  Alljerta  division, 
opened  the  discussion  on  the  question  of  the  appoint- 
ment of  engineers  on  government  confmissions.  He 
called  attention  to  the  importance  of  the  engineers' 
work  in  bringing  about  the  necessary  readjustment  of 
social  conditions,  due  to  the  war,  and  to  the  engineer's 
claim  for  greater  recognition  in  a])pointment  to  posi- 
tions of  public  service.  If  e  outlined  the  efforts  that  the 
Alberta  division  had  been  making  to  advance  the  inter- 
ests of  the  society  in  this  res])ect.  A  letter  was  read 
from  Professor  Haultain,  which  called  attention  to  the 
fact  that  the  work  of  vocational  training  of  returned 
soldiers  had  been  placed  almost  entirely  in  the  hands 
of  engineers,  by  the  Dominion  GovernmcTit.  A  re.so- 
lution  was  adopted  expressing  the  satisfaction  of  the 
members  in  this  action.  It  was  felt  that  it  was  particu- 
larly fitting  that  engineers,  rather  than  men  of  any 
other  ])rofession,  should  have  been  placed  in  charge  of 
this  important  work.  J.  L.  Cote,  M.I*.P.,  was  asked  to 
speak  on  the  Civil  Service  Act  in  Alberta.  He  explained 
that  an  Act  had  been  i)assed  by  the  provincial  legisla- 
ture ])roviding  for  the  appointment  of  an  efficiency  offi- 
cer, but  that  the  officer  had  not  }  et  been  named. 


A  dinner  was  given  at  the  Macdonald  Hotel,  at 
which  the  members  outside  Edmonton  were  the  guests 
of  the  Edmf»nton  branch. 

The  meeting  was  well  attended  and  much  intcrc-^t 
taken  in  all  the  subjects  discussed.  'I  he  l<..llo\ving 
I)aragraphs  are  from  .Mr.  Porter's  jjaiH-r : 

The  Appointment  of  Engineers  to  Government 

Commissions 

In  the  "Eiterary  Digest"  for  March  30,  1918,  an 
article  ai)peared  which  described  .some  of  the  unfortu- 
^lale  c(jnditions  which  have  arisen  in  the  United  States, 
which  it  attributed  to  the  employment  of  financial  men 
instead  of  engineers  to  direct  the  production  and  tran>- 
portation  of  war  materials.  As  a  result,  it  says  a  great 
deal  of  energy  and  enthusiasm  and  patriotic  effort  ha\  e 
been  ex])ended,  without,  however,  having  them  proper- 
ly co-ordinated,  and  now  they  find  that  there  is  an 
enormous  congestion  of  materials  in  some  lines,  far  in 
excess  of  requirements  or  shipping  facilities,  and  a  cor- 
responding shortage  in  others.  It  claims,  however,  that 
the  ability  of  the  engineer  to  organize  and  direct  war 
l)roduction  with  a  proper  regard  for  the  neces.sary 
sequence  and  co-ordination  of  the  various  processes  is 
being  recognized,  and  that  the  engineer  is  coming  into 
his  own.  Let  us  hope  that  it  is  true;  true  not  only  in 
the  United  States,  but  akso  in  Canada. 

ft  may  be  that  engineers  are  largely  to  blame  for 
conditions  that  now  exist.  Possibly  they  do  not  take 
the  interest  in  public  and  political  matters  they  should 
take ;  that  they  do  not  make  themselves  as  well  known 
as  their  importance  in  the  community  would  justifv.  Is 
that  the  reason  that  among  the  four  men  considered  by 
President  Wilson  for  the  important  i)Osition  of  United 
States  railway  dictator  no  engineer's  name  ajjpearedr 
Is  that  the  reason  that  for  such  offices  as  minister  of 
public  works,  or  the  head  of  a  commission  to  report  on 
the  reconstruction  of  a  destroyed  city,  or  a  commission 
to  control  the  expenditure  of  public  money  on  jjublic 
utilities,  our  government  seldom  even  gives  thought  to 
the  idea  of  appointing  engineers?  Has  not  the  engineer 
in  this  war  demonstrated  beyond  dispute  the  import- 
ance of  his  i)rofession  and  his  right  to  proper  recogni- 
tion, not  only  in  the  prosecution  of  the  war.  but  also  in 
other  government  and  public  service? 

I  think  we  all  realize  that  in  the  social  readjustment 
which  will  follow  the  war — which,  in  fact,  is  in  progress 
even  now — the  business  of  the  world  is  going  to  ])e 
handled  on  a  more  scientific  basis  than  before,  with 
labor  having  more  voice  and  capital  less  dictatorial 
power,  \yith  the  engineer  and  other  scientists  directing 
their  efforts  and  adjusting  their  difTerences.  tiovern- 
ments  are  often  slow  to  recognize  changed  ci>nditions, 
even  where  the  changes  are  radical,  and  it  becomes  one 
of  our  duties,  both  to  ourselves  and  to  our  government, 
to  interpret  these  social  changes  and  insist  that  they  be 
met  in  a  businesslike  way. 

Another  condition  which  must  be  recognized  is  that 
the  government  is  assuming  more  and  more  the  con- 
trol and  operation  of  the  resources  and  utilities  of  the 
country.  It  should  therefor  have  the  best  business 
and  technical  ability  of  the  country  in  charge  of  them, 
instead  of  permitting  professional  politicians  to  blunder 
the  job.  Let  us  have  more  sound  development  and  less 
exploitation. 

In  insisting  that  the  government  should  appoint 
engineers  to  public  commissions  and  offices  we  should 
insist,  also,  that  they  be  good  engineers,  properlv  quali- 
fied t\)r  the  work  they  are  called  upon  to  do  ;  otherwise 
the  end  in  view  will  be  defeated  and  Im  lii  the  iiitere-t  oi 
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the  j)ul)lic  and  the.  prestis^e  of  the  profession  will  ^ux 
fer.  It  should  be  rememljered  that  the  duties  of  an 
enjiinccr,  particularly  in  public  service,  are  often  ot  a 
judicial  character  as  well  as  technical,  requiring  sound 
judiinient,  based  on  'thorough  training  and  experience. 
Engineers,  on  their  part,  should  be  prepared  to  assume 
these  responsibilities,  while  the  government,  on  its 
part,  should  provide  remuneration  adequate  for  such 
service. 

This  phase  of  the  question  do\  etails  into  the  ques- 
tion of  legislation  for  engineers.  There  is  need  of  in- 
telligent regulations  to  define  a  certain  minimum  stan- 
dard in  order  to  eliminate  incompetents,  create  a  high 
standard  of  service,  and  inspire  iniblic  confidence.  The 
public  is  entitled  to  a  knowledge  of  the  fitness  and 
capa1)iJitv  of  the  engineers  it  em])loys.  By  having  a 
compulsory  registry  the  government  would  be  fur- 
nished with  complete  information  relative  to  the  S])e- 
cial  abilitv  of  every  engineer  in  the  country. 


Manitoba  Engineers  Take  Up 
Man-Power  Problem 


THE  members  of  the  Manitoba  Branch  of  the 
Canadian  Society  of  Civil  hlngineers,  at  a  meet- 
ing held  on  April  22nd  for  the  purpose  of  con- 
sidering the  urgent  necessity  of  preliminary 
training  for  all  young  men  and  more  especially  for 
those  likely  to  be  called  to  the  colors  within  one  year, 
appointed  a  War  Committee  to  take  such  measures  as 
might  be  necessary  for  the  following  ends: — 

1.  To  get  an  inventory  of  all  engineers  and  tech- 
nically trained  men  of  any  kind  in  the  province,  so 
that  after  ascertaining  what  material  is  available,  pre- 
liminary training,  bcjth  technical  and  physical,  may 
be  given  in  co-operation  with  the  military  authorities, 
so  that  the  man-power  of  the  province,  whether 
trained  technically  for  engineering  work,  or  practising 
in  various  kinds  of  construction  work,  may.  be  used 
to  the  best  possible  purpose  in  the  present  war. 

2.  The  extreme  seriousness  of  the  events  which 
have  hai)pened  at  the  front  since  last  March,  demon- 
strates the  necessity  of  sending  forward  the  greatest 
number  of  men  as  quickly  as  possible.  It  cannot  be 
too  strongly  insisted  upon  that  these  men  must  be 
physically  fit.  Vov.  the  experience  of  the  past  three 
years  has  shown  that  thousands  of  soldiers  were  ren- 
dered unfit,  not  only  for  war  purposes,  but  for  their 
former  civil  emi)loyments  as  well,  because  they  had 
bfen  taken  from  sedentary  occupations,  and  owing 
to  lack  of  time,  thrown  without  judicious  preliminary 
training  into  the  intensive  military  service. 

The  members  of  the  Manitoba  Branch  of  the  C.  vS. 
C.  E.,  therefore,  seriou.sly  suggest  that  immediate 
compulsory  ])hysical  training  l)e  undcrgcMie  by  men, 
who  are  likely  to  be  called  to  the  colors  within  a  year. 

.V  It  would  be  wise,  and  indeed  imperative,  to 
prepare  the  man-])Ovver  of  this  country  on  the  as- 
sumption that  this  terrible  war  will  la.st  several  years 
more,  seeing  that  it  is  a  fight  to  a  finish.  Conse- 
quently, it  is  our  duty  to  have  the  growing  generation 
properly  prei)ared  and  trained  for  any  future  emer- 
gency, whether  it  be  due  to  the  prolongation  of  the 
war  or  to  the  economic  struggle  which  is  bound  to 
conic  after  the  war. 

The  members  of  the  Manitoba  Piranch  of  the  C.  S. 


C.  E.,  therefore,  strongly  urge  that  compulsory  phy- 
sical training  be  given  in  all  the  universities,  colleges  ■ 
and  schools  of  Canada  as  far  as  practicable. 

4.  It  is  also  imperative  to  prepare  the  technical 
power  of  this  country  in  order  to  have  the  best  pos-f 
sible  class  of  officers  in  different  army  services.  Con- , 
sequently,  it  is  a  duty  to  have  the  students  complete 
their  classes  and  get  their  degrees  before  being  called 
to  the  colors. 

The  members  of  the  Manitoba  Branch  of  the  C.  S. 
C.  E.,  therefore,  suggest  that  the  universities  and  col- 
leges continue  the  classes  all  the  year  round,  as  long- 
as  this  war  lasts,  in  order  to  allow  the  students  toV 
obtain  their  degrees  before  being  called  for  service.," 

The  War  Committee  of  the  Manitoba  Branch  of 
the  C.  S.  C.  E.  relies  on  the  patriotic  spirit  of  all  the 
members  of  your  important  Association  to  give  effect 
to  the  above  resolutions  and  to  bring  home  to  all  the 
young  men  under  their  control  or  direction,  or  within 
the  sphere  of  their  influence,  the  supreme  importance 
of  training  themselves,  both  technically  and  physic- 
ally, for  the  great  demands  that  are  bound  to  be  made 
on  them  in  this  great  crisis,  and  after  the  war. 

J.  G.  Legrand,  Bridge  Engineer,  G.T.P.  Ry. 

D.  T.  Main,  Works  Manager,  C.  P.  Ry. 

Guy  C.  Dunn,  Division  Engineer,  G.  T.  P.  Ry. 

G.  L.  Guy,  Elect.  Engr.,  Pub.  Utilities  Com. 

(Convenor)  Harold  Edwards,  Consulting  Engineer. 

War  Committee,  Manitoba  Branch  of  the  C.S.C.E. 

A  copy  of  the  circular  letter  and  of  the  question- 
naire sent  to  the  members  of  the  Branch  follows : 

To  the  Members  of  the  Manitoba  Branch  of  the  Can- 
adian Society  of  Civil  Engineers: — 

In  view  of  the  recent  serious  developments  in  the  war 
the  Manitoba  Branch  of  the  Canadian  Society  of  Civil  En- 
gineers, at  a  special  meeting  on  April  2;3nd,  appointed  a, 
committee  on  war  affairs  to  promote  in  every  possilile  way 
the  co-operation  of  engineers  and  technical  men  with  the 
military  authorities  in  order  that  tlie  engineering  and  con- 
struction man-power  of  the  province  may  be  used  in  the 
war  with  the  utmost  effectiveness. 

1.  The  war  is  to  be  a  LONG  and  EXHAUSTING  one. 

2.  There  is  a  great  and  increasing  demand  for  trained 
engineers  and  technical  men. 

3.  For  any  position  in  the  service  the  man  whose  civilian 
experience  will  be  particularly  useful  must  he  found  and 
given  effective  preliminary  training  for  the  peculiar  and 
special  conditions  of  active  service. 

4.  The  right  men  for  commissions  must  lie  discovered 
and  lielped  along  by  special  preliminary  training. 

.').  Before  the  best  system  of  training  can  be  organized 
we  must  know  what  material  we  have  in  the  province.  The 
War  Committee  enjoins  the  earnest  assistance  of  the  mem- 
bers in  order  to  make  this  inventory  of  the  engineering  man- 
power as  complete  as  possible.  THEREFORE,  FILL  IN 
THE  ENCLOSED  BLANK  IMMEDIATELY. 

0.  In  addition  to  filling  out  the  enclosed  I)lank  the  mem- 
bers should  canvass  their  acquaintances,  who  have  had 
engineering  or  construction  experience  and  who  arc  likely 
to  be  called  in  the  near  future.  Knowing  what  the  experience 
of  the  available  men  has  been,  preliminary  training  can  be 
adapted  to  the  needs  of  the  greatest  number. 

7.  We  have  reason  to  expect  instruction  from  special  in- 
structors, wiio  have  seen  active  service  in  France,  along  the 
lines  indicated  on  the  inventory  blank. 

5.  Remember  that  the  man  of  .'5,5  can  b'e  trained  to  do 
work  that  in  many  cases  will  set  free  the  man  of  .30. 

<).  In  view  of  our  special  training  as  engineers,  it  is  our 
duty  tv  strive  to  bring  home  to  the  minds  of  the  people 
wiiat  this  war  really  means,  and  how  exceedingly  serious 
and  far-reaching  its  after-effects  will  be.  We  must  not  for- 
get that  the  (ierman  (■iovernment  had  requisiticuied  every  en- 
gineer, every  chemist,  every  man  in  fact  with  technical 
experience  of  any  kind  in  order  to  utilize  their  special  know- 
ledge for  the  successful  iirosccution  of  the  war,  and  for  the 
vviiming  of  the  great  industrial  struggle  which  nuist  '  in- 
evitably follow  in  its  wake.  Canada  expects  every  man  to 
do  his  best  in  the  great  cause  and  this  Branch  of  the  Can- 
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a'.lian  Society  of  Civil  Engineers  proposes  to  help  to  work 
out  t'le  methods  of  preliminary  training  that  will  prepare 
engin-.'crs  to  do  their  '-tmost  whenever  they  are  called 
THl' i^'FORK,  GIVE  ^'OUR  COUNTRY  YOUR  LEI- 
SURE AND  ENTHUSIASM.  .  .  .FILE  OUT  THIS 
BLANK  AND  GET  OTHERS  TO-  FILL  ON.'  OUT  ALSC). 

J.  G.  Legrand,  Brrlge  Engineer,  G.  T.  ['.  Ry. 

D.  T.  Main,  Works  Manager,  C.  P.  Ry. 

Guy  C.  Dunn.  Elect.  Engr.,  Public  Utii   its  Com. 

(Convenor)  H  irold  Edwards.  Consult  'Engineer. 

War  Committee,  Manitoba  Rranch  C.  1      :  C.  Iv 

Questionairre 

Name  liirth  Date   .  . 

Married  or  Single  

If  married,  numl)er  of  children  

Are  you  ])hysically  fit?  

What  military  exiierience  and  training  have  ynu  iiad'-' 

In  what  lines  have  you  had  your  l)esl  e.\i)erieiu-e ?    Cheek  off 

below : — 

RAl  LWAY— Construction 

Operation 

Maintenance 

Shops  and  Rolling  Stock 
GENERAL  BUILUINc;  CONSTRUCTION 
MINING  AND  QUARRYING 
SURVEYING  AND  MAPPING  ' 
HIGHWAYS— Construction 
Maintenance 

ELECTRICAL  ENGl  NEERl  NG— Power  and  Ligliting 

Wireless 
Telegraphy 
Telephony 

AUTOMOBLIES  AND  MOTOR  TRANSPORTS— 
Driving- 
Repair 

MUNICIPAL  ENGINEERING— Sewer 

Water  Supply 

MACHINERY— Manufacture 
Repairs 

CHEMICAL  ENGINEERING— Analytical  Chemistry. 
What  experience  have  you  had  as  an  executive  in  charge  of 
men 

Will  you  give  two  evenings  per  week  for  instruction  and 

training  that  will  fit  you  for  more  effective  service? 
This  blank  to  be  forwarded  by  return  mail  to: — 
MR.  G.  L.  GUY,  Secretary, 

Manitoba  Branch  of  C.  S.  C.  E., 
:)00  Tribune  Building, 

Winnipeg,  "Man. 

Winnipeg,  Man.,  .\pril  llOth,  I  HIS. 


Concrete  Shipbuilding 


FURTHER  valual)lc  infornuitioii  on  the  .subject 
of  concrete  ships  was  given  to  the  Nortlivvest 
Coast  Institution  of  Eng-ineers  and  Shii)builders, 
at  Newcastle-on-Tyne,  in  a  ])aper  read  by  Mr. 
T.  I.  Ciueritte,  councillor  of  the  l-'rench  P)()ard  of  Trade. 
Extracts  from  this  paper  follow  : — 

"In  the  construction  of  a  large  ntunber  of  250  horse- 
power tugs  now  being"  l)uilt  in  France,  the  author  was 
able  to  satisfy  himself  that  two  weeks  were  sufficient 
to  erect  the  moulds  (for  repeat  tugs  the  erection  of 
the  first  mould  took  somewhat  longer)  and  place  the 
steel  in  position.  The  process  of  concreting"  was  oc- 
casionally carried  out  in  4(S  hours.  All  told,  it  is  safe 
to  say  that  in  normal  working"  the  yard  referred  to 
completes  a  hull  in  three  weeks.  The  tugs  take  water 
broadside  on,  and  an  average  of  three  weeks  is  alk)wed 
for  maturing".  With  the  restricted  amount  of  labor 
at  present  available,  the  said  yard  can  turn  out  one  of 
these  tugs  every  week,  but  from  explanations  given  to 
the  author  by  the  yard's  manager  it  is  certain  that  two 
tugs  could  be  com])leted  every  week  in  normal  times. 
In  another  ])lace  the  author  has  seen  in  what  was  iour 
months  befiue  a  bare  field,  two  1,000  ton  (U'ad weight 


barges  ready  f(;r  launching,  and  several  others  fol- 
lowing cUisely.  Hargcs  of  that  kind,  or  again,  the  hulks 
of  small  cargo  steamers  of  1,000  tons  deadweight,  may 
easily  be  turned  out  and  launched  at  the  rate  of  f>ijc 
every  ten  weeks  from  each  slip  in  a  well  organized 
yard." 

Speed  of  Construction 

"It  will  be  under>tood  that  from  3  to  5  weeks  have 
to  be  added  to  allow  for  the  maturing  of  the  concrete. 
In  ordinary  land  work  one  considers  generally  that  a 
test  load  may  be  imposed  upon  a  new  floor  5  or  6  weeks 
after  its  completion.  But  the  concrete  used  in  that 
case  is  not  so  rich  in  cement  as  for  ships,  and  the 
richer  the  concrete  the  quicker  the  required  strength 
is  attained.  It  might  be  jjossible  to  utilize  that  pcrio<l 
for  partly  fitting  up  the  ship  instead  of  waiting  until 
she  is  afloat,  so  that  the  maturing  jjcriod  would  not 
be  lost  altogether." 

Making  Repairs 

"Such  local  damage  as  may  occur  in  ferro-concrete 
ships  will  be  most  easily  repaired,  the  hole  being 
blocked  u|)  by  providing  a  small  timber  shuttering  and 
filling  the  hole  with  new  concrete,  after  having  added, 
if  need  be,  a  few  strengthening  bars.  By  using  a  very 
rich  mixture  of  concrete,  the  -patch  will  be  able  to 
stand  the  water  pressure  in  a  couple  of  days  or  even 
less,  and  if  need  be,  one  may  not  remove  the  shutter- 
ing before  putting  to  sea  again,  for  further  safety. 
Such  a  repair  may  even  be  carried  out  under  water. 
C  ementing  or  concreting  repairs  to  quay  walls  or  jet- 
ties under  water  are  by  no  means  processes  unknown 
to  civil  engineers. 

"In  December  last  the  author  had  the  good  for- 
tune (if  he  may  put  it  that  way)  to  insi)ect  a  1,000-ton 
barge  which  a  couple  of  days  previously  had  suffered 
damage  during  a  fault}^  launching ;  it  had  been  repaired 
as  ex])laincd  above,  and  was  then  afloat  and  in  ex- 
cellent ct)ndition.  Several  instances  of  damage  to 
river  or  canal  barges  in  use  abroad  have  been  record- 
ed, all  i)ointing  to  the  same  conclusion,  and  all  investi- 
gators seem  agreed  that  repairs  to  ferro-concrete  ships 
will  be  quicker  and  much  cheaper  than  to  steel  vessels. 
.Mterations  to  the  design  in  course  of  erection,  or  while 
the  shi])  is  in  service,  are  (|uite  easy. 

Cost  of  Concrete  Ships 
"The  saving  which  can  be  effected  by  ferro-concrete 
in  a  certain  class  of  vessel  is  due  partly  to  the  saving 
in  steel,  partly  to  the  fact  that  no  heavy  plant  is  re- 
(|uire(l  for  ferro-concrete  work,  and  partly  to  the  fact 
that  the  bulk  of  the  labor  employed  need  not  be  .skilled, 
and  is  therefor  cheai)er.  lUit  if  the  last  two  factors 
remain  the  same  whatever  the  size  of  the  vessel,  the 
first  is  a  variable  one.  To  start  w  ith  it  must  be  stated 
that  the  saving  in  steel  is  not  as  great  as  was  wildly 
claimed  at  first  by  superficial  designers  who  had  not 
grasped  the  difficulties  of  the  problem,  a  saving  of  80 
])er  cent,  or  even  more  as  has  been  mentioned  occa- 
sionally, seems  quite  out  of  the  question.  Neverthe- 
less, the  saving  exists,  and  in  .some  cases  exceeds  50  or 
55  per  cent.,  which  is  not  at  all  negligible.  Antl  in 
that  respect  it  is  as  well  when  comparing  figures  to 
note  that  in  ferro-concrete  there  is  no  waste  of  steel  in 
the  i)rocess  of  construction,  whereas  it  seems  a  recog- 
nized fact  that  the  weight  of  steel  required  for  build- 
ing a  steel  shij)  is  about  10  per  cent,  greater  than  that 
of  the  steel  which  is  finally  embodied  in  the  structure, 
owing  to  waste  in  cuts  of  plates,  angles,  rivet  bolts, 
etc." 
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Ste.  Anne  de  Bellevue  Filtration  System 

Mechanical  Gravity  Units  Employed  in 
Conjunction  with  Coagulant  Treatment 


A MECHANICAL  gravity  filtration  ,  plant,  de- 
signed by  Messrs.  Ouimet  &  LeSage,  Mont- 
real, is  being  constructed  in  the  town  of  St. 
Anne  de  Bellevue,  P.Q.  The  contract  for  the 
work  is  let  to  Messrs.  Arsenault  &  Plamondon,  Ltd., 
Montreal,  who  are  acting  in  conjunction  with  the  Atlas 
Construction  Company,  Montreal,  the  equipment  being- 
supplied  by  the  Roberts  Filter  Manufacturing  Com- 
l)any.  Darby,  Pa. 

The  plant  consists  of  two  filter  units,  of  a  capacity 
of  725,000  U.  S.  gallons  per  dav  each  unit  covering  126 
square  feet;  a  clear  water  basin  of  50,000  U.S.  gallons, 
and  a  coagulation  basin  of  82,000  U.S.  gallons,  together 
with  pumping  room.  All  these  are  contained  in  one 
building,  69  x  31  feet.  The  superstructure  of  the  build- 
ing is  of  plastic  and  rustic  brick,  with  a  Barrett  specifi- 
cation roof.  The  remainder  of  the  work  is  of  rein- 
forced concrete,  made  of  a  1  :2  :4  mixture. 

Owing  to  the  rock  formation  a  large  amount  of 
blasting  was  necessary,  the  near  vicinity  of  houses 
compelling"  considerable  care  in  this  work.  The  area 
blasted  was  70  x  25  ft.,  of  an  average  depth  of  5  ft. 

The  water  is  taken  from  the  Ottawa  River,  there 
being  in  existence  an  old  pumping  plant,  which  up  to 
the  present  has  supplied  raw  water  to  the  town,  and 
which  is  being  utilized  as  part  of  the  present  scheme. 
In  it  are  located  the  high  lift  pumps. 

The  filter  building  is  a  one-storey  structure,  with 
the  filters,  clear  water  basin,  pumps,  etc,  at  one  end, 
and  the  coagulation  basin  at  the  other.  The  clear  water 
basin  is  beneath  the  filters,  the  ground  being  excavated 
to  a  depth  of  10  feet.  The  pipe  gallery  is  situated  on 
the  roof  of  the  clear  water  laasin,  while  the  operating 
gallery  is  reached  from  the  filter  floor  by  a  short  stair- 
way. The  pumping  room  is  on  the  same  level  as  the 
filtration  units,  and  contains  two  low  lift  pumps,  one 
electrically  driven  and  the  other  gasoline  driven.  The 
pumi)s  have  a  capacity  of  500  U.S.  gallons  per  minute 
against  a  working  head  of  30  feet.  The  motors  are  of 
the  squirrel-cage  induction  type,  of  550  v.,  3-phase,  60- 
cycle.  'J1ie  blower  for  su])plying  air  under  pressure  for 
washing  the  dirty  water  is  driven  by  an  electric  motor. 


C  (V  DEPTH  QAUCe 


Each  filter  unit  is  equipped  with  a  filtered  water 
manifold  and  strainer  system,  the  strainers  being  of 
the  interior  orifice  type,  for  washing  the  filters  at  the 
rate  of  9  U.S.  gallons  per  square  foot  of  filter  surface 
per  minute,  or  for  delivering  air  at  the  rate  of  4  cubic 
feet  per  square  foot  per  minute.  The  strainers  are  of 
brass  and  bronze.  The  filters  are  provided  with  water 
wash  gutters  for  removing  the  dirty  wash  water  and 
for  distributing  the  raw  water  over  the  filter  surface 
during  filtration.  The  gutters  are  of  cast-iron,  the  top 
edges  being  placed  13^5^4  in.  above  the  sand  line. 

The  gravel  is  laid  to  a  depth  of  9  in.,  in  three  layers. 


In  front  of  filter  beds. 

and  the -sand  to  a  depth  of  27  in. ;  the  latter  material  is 
to  have,  accordiiig .  to  the  specifications,  an  effective 
size  of  not  less  than  .35  m.m.,  and  not  more  than  .055 
m.m.,  and  a  uniformity  coefficient  of  not  more  than 
1.7.  The  combined  depth  of  gravel  and  sand  is  not  to 
be  less  than  35  in. 

The  filters  are  provided  with  the  usual  rate  control- 
lers, valves,  loss  of  head  gauges,  and  depth  gauges.  All 
valves  for  the  operation  of  the  filters  are  hand-oper- 
ated. The  influent  valves  are  provided  with  hydraulic 
cylinders.  The  effluent  automatic  rate-controllers  have 
a  normal  capacity  of  362,000  gallons  per  24  hours,  but 


Longitudinal  Gross-section. 
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COAQULATION 


XT. 


PRESENT  BUILDINa 


Plan  of  general  layout. 


are  adjustable  so  as  to  charge  up  to  450,000  gallons  i)er 
24  hours. 

The  raw  water  suction  line  is  connected  with  an 
existing'  12  in.  plugged  suction  el])ow,  and  extends  to 
the  suction  ends  of  the  low  lift  pumps,  while  the  main 
raw  water  line  commences  at  the  discharge  ends  of  the 
low  lift  pumps  and  goes  to  the  inlet  chamber  of  the 
coagulation  basin,  where  it  is  controlled  by  a  float- 
operated  water  level  valve  of  the  butterfly  type.  The 
wash  water  line  extends  from  a  connection  with  an  ex- 
isting 8  in.  force  main  under  the  old  pumping  room  to 
the  two  wash  water  filter  valves  in  front  of  the  filters. 
The  main  drain  runs  from  the  filter  waste  valves  and 
rewash  connection  in  front  of  the  filters  to  the  drain 
line  to  the  river  at  the  rear  of  the  existing  pumping 
house,  the  main  drain  having  branches  connecting 
with  an  8  in.  overflow  and  10  in.  blow-off  installed  in 
the  coagulation  basin. 

Entrance  to  the  clear  water  basin  is  b}-  a  cast-iron 
manhole. 

Two  concrete  tanks,  with  api)aratus  for  feeding  the 
coagulant  to  the  i)ump  suction  line,  are  prox  ided.  'Flic 
agitators  are  operated  by  a  horizontal  water  motor. 

The  coagulant  tanks  were  treated  with  creosote  oil 
and  two  coats  of  Barrett  waterjiroofing  i)aint.  A  Wal- 
lace &  Tiernan  liquid  chlorine  api)aratus,  with  connec- 
tion to  the  raw  water  suction  and  clear  water  suction 
pipes,  is  installed  in  the  inimping  room. 


Members  of  Ottawa  Branch,  C.  S.  C.  E., 
Visit  New  Pumping  Station 

On  Saturday,  May  1*^.  through  the  courtesy  of  Mr. 
J.  I!.  McRae,  M.Can.Soc.C.E.,  and  by  invitation  of  the 
Mayor  and  Hoard  of  Control,  the  members  of  the  Ot- 
tawa branch  of  the  Canadian  Society  of  Civil  Engi- 
neers were  given  the  ojiportunity  of  visiting  the  new 
pump  house  at  Lemicux  Island  and  seeing  it  in  opera- 
tion under  different  loads.  The  event  combined  social 
pleasure  with  technical  interest,  as  the  members  were 
invited  t(i  bring  their  friends,  including  ladies,  and  tea 
was  served  afterwards. 


Two  Gait,  Ont.,  industries  will  make  considerable  addi- 
tions to  their  plant  this  season.  One  is  the  Gait  Brass  Com- 
pany, which  proposes  an  extension  of  114  x  164  feet,  and  the 
other  is  the  R.  McDougall  Company,  which  will  erect  a  three- 
storey  addition,  130  x  64  feet. 


A  hj'dro-clcctric  ])lant  for  the  College  de  Montfort, 
P.Q.,  is  to  be  rebuilt,  the  contract  having  been  let  to 
Messrs.  Arsenault  <!s:  l^lamondon,  Limited,  Montreal. 
A  concrete  dam  10  ft.  by  12  ft.,  is  to  be  constructed  at 
the  entrance  to  a  small  lake,  a  wood  stave  pipe  line,  3 
ft.  in  diameter  inside  measurement,  conveying  the 
water  to  a  power  house,  of  brick  and  concrete,  25  ft. 
by  15  ft.  The  water  wheel  will  be  (.>f  150  h.p.,  and 
will  be  manufactured  by  the  William  Hamilton  Com- 
pany, Limited,  I'eterborough,  Ont.  The  power  will  be 
used  for  lighting  the  college,  sawing  wc>od,  and  for 
laundry  {)urposes.  The  water  is  to  be  pumped  for 
domestic  use  and  for  fire  fighting  purposes.  Arthur 
Surveyer  &  Company,  Montreal,  are  the  consulting 
engineers,  the  electrical  work — a  portion  of  which  is 
already  done — being  carried  out  by  E.  Lionais,  Mont- 
real. 


Negotiations  are  proceeding  for  the  lt>rmation  of  a 
branch  at  Hamilton  of  the  Canadian  Society  of  Civil 
Engineers. 
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Special  Car  Plant  for  Lining  Railroad  Tunnel 

Combines  Compactness  and  Ease  of  Handling 
Materials — Run  of  201  Cubic  Yards  in  One  Day 


TH      following  method  of  lining  a  railroad  tun- 
nel, vised  by  the  Carolina,  Clinchfield  and  ( )hio 
Railroad,  was  described  by  Mr.  H.  B.  Kirk- 
land  in  a  paper  presented  before  the  Western 
Society  of  Engineers.    This  car  plant  was  used  in  lin- 
ing the  7,804-foot  single  track  Sandy  Ridge  tunnel 
near  Dante,  Va. 

The  car  is  40  ft.  long,  10  ft.  4j/^  in.  wide  near  the 
braces  and  17  ft.  9  in.  from  top  of  rail  to  top  of  car. 
It  has  a  central  chamber  open  on  the  sides,  ft. 
long,  9  ft.  8  in.  wide  and  10  ft.  3  in.  high,  in  which  on 
one  side  is  located  the  pneumatic  concrete  mixer  and 
on  the  other  side  the  charging  skip.  Over  this  cham- 
ber is  a  water  tank  of  1,850  gal.  capacity,  which  fur- 
nishes water  for  the  concrete  and  is  also  connected 
with  the  cooling  system  for  the  gasoline  engine.  On 
one  end  of  the  car,  facing  the  central  chamber,  is  a 
stone  bin  of  30  cubic  yards  capacity.  Each  bin  has  a 
chute  20  inches  wide  leading  to  the  charging  skip  and 
each  chute  is  controlled  by  an  under-cut  gate.  Under 
the  stone  bin  is  a  space  occupied  by  a  96-cubic  foot  re- 
ceiver, standing  vertically,  and  the  storage  of  the  ce- 
ment in  bags. 

Under  the  sand  bin  is  the  gasoline  engine  and  its 
auxiliary  equipment,  completely  housed  from  water 
and  dust.  The  charging  skip  in  its  lower  position 
stands  with  its  top  rim  about  1  ft.  3  in.  above  the  floor 
and  travels  on  inclined  guide  rails  to  its  upper  posi- 
tion over  the  mixer,  being  hoisted  by  a  compressed 
air  cylinder  9%  inches  in  diameter.  The  gate  of  the 
skip  works  automatically  by  means  of  a  guide  rail. 
The  mixer  is  for  a  2-bag  batch  (0.4  cu.  5^1.)  and  has 
an  8-inch  outlet  pipe  at  the  bottom  running  horizon- 
tally and  curving  to  the  outside  of  the  rear  truck  and 
thence  vertically  to  near  the  top  of  the  car,  where  it 
branches  by  means  of  a  wye  into  two  lines,  one  a  180 
deg.  bend  to  the  rear  for  "shooting"  into  foundations 
and  sidewalks,  and  the  other  going  to  the  roof  for 
"shooting"  into  the  arch.  The  wye  is  a  special  de- 
vice with  a  sliding  plate  controlling  the  movement  of 
material  into  either  arm.  The  arrangement  of  the  pipe, 
traveling  with  the  car  and  being  in  position  at  all 
times  for  "shooting"  concrete,  results  in  a  material 
saving  of  time  and  expense. 

Along  one  side  of  the  car,  level  with  the  main  floors, 
is  a  folding  platform  2  ft.  wide  used  by  the  men  carry- 
ing cement  and  to  gain  access  to  the  engine  room. 
Din-ing  the  ordinary  work  of  the  car  this  platform 
remains  down.  The  arrangement  is  compact  and 
arranged  with  a  view  to  save  manual  labor.  One  man 
contrr)ls  the  hoisting  of  the  skip,  the  injection  of  water 
and  the  mixing  and  discharge  of  the  batch.  One  man 
is  placed  at  each  chute  and  two  men  carry,  open  and 
empty  the  cement  bags. 

'I"he  gasoline  engine  is  of  the  6-cylinder,  4-cycle 
tee-hcafl  tyjK-  and  is  rated  200  h.p.  at  350  r.p.m.  It 
can  be  throttled  to  125  r.j).m.  The  motor  and  its 
frame  constitute  one  of  the  trucks  of  the  car.  The 
cylinders  stand  in  a  row  at  right  angles  to  the  track 
and  the  whf)le  construction  is  compact  but  accessible, 
'i'he  engine  is  started  by  admitting  compressed  air 


into  three  cylinders,  then  the  explosion  of  the  gaso- 
line takes  place  in  the  (jther  cylinders  and  continues 
the  motion.  The  transmission  is  by  means  of  a  Morse 
chain  on  the  driven  axle  (one  only  being  used)  and  i 
the  control  is  through  a  friction  clutch  of  special  de- 
sign. 

The  loading  and  storage  trestle  is  so  arranged  that 
the  concrete  car  goes  under  it  and  receives  crusher- 
run  stone,  sand,  bag  cement  and  water  by  gravity. 
The  sand  and  stone  is  drawn  from  overhead  bins  by 
means  of  under-cut  gates.  Cement  is  conveyed  into 
the  car  by  a  chute.  The  trestle  has  a  track  over  its 
deck  upon  which  stone  and  sand  in  hopper  cars  are 
stored  or  unloaded  into  the  bins  below.  There  is  a 
continuous  row  of  27  bins  with  an  aggregate  capa- 
city of  324  cubic  yards  and  a  total  length  of  162  feet, 


tml(.-4 

—  .  : 

birr 

\- — 

\     cover  I 

i  \ 

stone/ 
 ^ 

bin 

/////./  y  y  /  ■        /    .  ,  ''^'^  iunnei 


/,//.// 


fLOOff  PL  An 

Plan  and  elevation  of  car  plant. 

and  5  loaded  cars  can  be  stored  over  these  bins  to  give 
an  additional  storage  capacity  of  200  cubic  yards. 

"ilie  compressor  plant  was  exceptional  for  a  tem- 
])()rary  outfit.  To  save  money  on  foundations  and  at 
the  same  time  to  increase  the  space,  the  floor  level 
of  the  boiler  and  compressors  was  fixed  4}^  ft.  above 
sub-grade,  the  concrete  foundations  and  walls  were 
built  up  to  this  height  and  the  cellular  space  under- 
neath was  utilized  for  water  tanks  and  ash  pit.  The 
building  was  built  of  1-inch  boards  covered  with  tar 
paper.  The  arrangement  chosen  permitted  coal  to 
be  dumped  from  cars  on  the  trestle  to  a  pile  in  front 
of  the  boilers.  There  were  two  boilers,  both  loco- 
motive type,  one  new  one  of  150  h.p.,  and  one  old  one 
of  70  h.p.  The  ])iping  connections  were  such  that 
either  one  could  be  cut  in  or  out  of  service  for  clean- 
ing or  repairs.  Two  compressors  are  installed,  but  an 
extra  foundation  for  another  unit  was  provided,  for 
reasons  which  appear  elsewhere.  The  compressors 
were  alike,  a  high  speed,  single  stage  type  with  a 
steam  cylinder  12  in.  by  12  in.,  an  air  cylinder  12  in. 
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by  14  in.,  a  piston  displacement  at  250  r.p.in.  ecpia! 
to  528  enbic  feet,  an  actual  output  of  about  375  cul)ic 
feet  of  free  air  per  minute  each.  'Hiis  wcjrked  under 
125  lbs.  steam  pressiu'e  and  comjjressed  air  at  115  lbs. 
They  were  cooled  by  water  Ijrou^ht  by  gravity  from 
the  mouth  of  an  cdd  coal  mine.  I'^-om  the  compressors 
a  6-inch  pipe  leads  to  a  150  cubic  focjt  air  receiver, 
from  which  a  4-inch  pipe  line  led  on  a  steady  0.5  per 
cent,  down  grade  entirely  through  the  tunnel.  At  the 
lower  end  was  a  pet  cock  to  draw  off  any  water..  In 
order  to  provide  for  ex])ansion  and  contraction,  the 
.pipe  line  was  laid  alternately  on  tin-  east  and- west 
sides  of  the  track  in  lengths  of  about  1,000  feet,  con- 
nected by  curves  of  2  feet  radius.  The  bottom  of  the 
pipe  was  at  the  level  of  the  bottom  of  the  ties  and 
1  foot  out  from  their  end.  About  every  100  feet  a 
long  radius  tee  was  placed  and  about  20  mine  cocks 
of  4-inch  size  were  i)rovidcd  ;  these  could  be  shifted 
to  the  various  tees  as  the  ])rogress  of  the  work  de- 
manded. From  the  mine  cock  a  3-inch  hose  60  feet 
long  connects  with  the  96-cubic  foot  air  receiver  on  the 
car  which  can  thus 'be  connected  to  the  4-inch  pipe 
line  from  any  position  in  the  tunneh 

Several  runs  of  180  cubic  yards  per  day  and  one 


CR0i5  SeCT/Ofi  THRU' 
TUma  AMD  CAR. 


AiiK.  11',  448  batclu  s  ill  Ti  tO  iiiin.,  av.  4.5..';  sec.  per  hatt  h 

AtiK'.  ao,  l'Jl.j,  .Vi,:>  Ijalclics  in  2.10  min..  av.  40.1  sec.  per  hatch. 
Auf,'.  !il,  Vi\:>,  .{Oil  hatclus  in  :iO'J  niin..  av.  .">4.:t  sec.  per  batch. 
Tile  variation  is  due  to  the  condition  of  the  ma- 
terial, whether  wet  or  dry,  which  affects  the  rapidity 
with  which  it  flow's  in  the  chutes  and  skip.  It  is 
believed  that  the  operation  can  be  speeded  up  to  an 
average  of  about  35  to  40  seconds  per  batch  with  dry 
material. 


run  of  201  cubic  yards  were  made.  The  work  con- 
sisted of  putting  in  the  foundation  and  the  initial  lift 
of  bench  wall  4  feet  4  inches  high,  which  involved 
moving  the  car  more  than  was  neces.^ary  when 
"shooting"  into  the  arch  form. 

Another  feature  of  this  plant  is  the  short  pipe 
through  which  the  charge  moved.  The  pipe  is  41  tt. 
long  to  the  chute  on  the  front  of  the  car  and  the  mix 
ture  is  good,  using  a  /.-yard  machine.  he  diiiicult 
problem  on  a  car  like  this  is  to  design  the  plant  so 
as  to  charge  the  mixer  fast  enough  to  work  to  its 
capacity.  I1ie  mixer  can  shoot  a  batch  every  15  sec- 
onds if  enough  air  is  furnished  and  the  charges  can  be 
placed  in  the  machine  fast  enough.  The  time  records 
on  the  work  of  this  car  are  as  follows : 
Aug.  17,  1915,  433  batches  in  381  min„  av,  54.0  sec.  per  hatch 
An|.  18,  1915,  333  batches  in  303  min.,  av,  5b,l  sec,  per  baleli. 


Montreal  Civic  Commissioners  Have 
Difficult  Problems  to  Handle 

The  Montreal  civic  commi^>ionerN  are  prtning  a 
stronger  board  than  was  at  first  anticipated.  Sonic  of 
the  ap])(nntments  were  ])olitical  and  nearly  all  the 
members  were  without  munici])al  experience.  The  ap- 
l)ointnient  of  Mr.  R.  A.  Ross,  however,  ensures  that 
the  city  will  have  a  commissioner  who  commands  the 
conlidence  of  Canadian  engineers.  Montreal  affairs  are 
admittedly  in  bad  shai)e,  and  it  will  re(|uire  a  con.sider- 
able  ])eriod  to  i)Ut  tlum  (jn  anything  like  a  satisfactory 
basis. 

The  old  commissioner.^  did  not  work  in  uni.son;  one 
member  made  himself  particularly  disagreeable  to  his 
colleagues,  with  whom  he  differed  on  almost  every 
subject.  The  members  of  the  new  board  are  pulling 
better  together,  and  are  endeavoring  to  organize  the 
various  departments  on  a  more  businesslike  founda- 
tion. The  members  are  not  afraid  of  antagonizing  cer- 
tain sections  of  the  public  by  imjjosing  additional  taxes 
in  order  to  make  up  deficits  in  the  revenue,  and  they 
have  defended  their  i)roposals  against  strong  criticisms 
bv  the  council. 

The  result  of  si)endthrift  expenditure  in  the  pa.st  is 
seen  in  the  disrepair  of  the  streets,  which  have  been 
allowed  to  get  into  bad  condition  owing  to  lack  of 
funds.  The  city  is  not  in  a  ])osition  to  undertake  at 
present  public  works  to  any  api)reciable  extent,  as 
there  is  a  lack  of  money,  and  the  commisioners  are  not 
inclined  to  attenii)t  to  borrow,  and  .so  add  to  an  already 
A  ery  heavy  debt.  There  are  two  or  three  matters,  how- 
ever, which  will  soon  have  to  l)e  faced,  such  as  a  new 
l)umping  station,  a  further  water  suiiply.  and  the  much- 
discussed  aqueduct.  Money  can  no  doubt  be  saved  by 
cutting  down  the  civic  .staff,  but  it  will  entail  some 
careful  financing  if  funds  are  to  be  found  to  meet  re- 
(luirements  which  arc  certain  to  become  pressing  in  a 
verv  short  time. 

h'ollowing  U])  the  preliminarv  decision  to  reorganize 
the  dei)artments.  the  commissioners  have  named  the 
heads  of  the  four  sections  under  which  the  work  of  the 
citv.  out.side  finance,  will  be  grouped.  IMr.  Paul  Mer- 
cier'is  in  control  of  the  public  works;  Senator  David, 
secretary's  department;  Chief  Tremblay.  public  safety, 
and  Dr.'S.  lloucher,  public  health.  This  arrangement 
is  exjiected  to  result  in  the  elimination  of  a  consider- 
able amount  of  overla])ping  and  in  the  reduction  of  the 
staff. 


The  revised  idans  and  specifications  of  the  govern- 
ment office  building.  Ottawa,  have  been  issued,  and  ten- 
ders are  to  be  in  bv  Mav  27.  The  hrst  bids  were  too 
high,  and  the  government  decided  to  revise  the  jilans. 
with  a  view  to  lower  costs. 


\  ganp  of  null  has  started  work  on  repairs  to  the  har- 
hor  at  tlh.ce  lUiy.  X.S.  Da---!  ^t.n.Mv.hl.  of  rott.^e  Lane, 
has  the  contract. 
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Design  and  Construction  of  Brick  Pavements 


MODERN  brick  pavements  are  of  two  general 
types :  monolithic  and  composite.  A  mono- 
lithic brick  pavement,  as  the  name  signifies, 
consists  of  a  single  rigid  beam.  Depth  of 
beam  is  beside  the  point.  The  monolith  may  be  a 
single  course  of  grouted  brick  laid  on  natural  soil, 
or  it  may  comprise  two  or  three  strata  of  different 
materials  united  in  a  solid  beam  unit. 

Pavements  Without  Artificial  Foundations 

In  many  sections  of  the  South,  where  frost  action 
is  negligible,  and  in  several  Northern  cities  as  well, 
the  monolithic  beam  is  formed  of  a  grouted  brick  sur- 
facing only,  the  brick  being  laid  on  compacted  natural 
soil.  Where  the  soil  compacts  firmly  and  frost  action 
is  not  troublesome,  this  type  of  construction  can  be 
relied  upon  to  give  satisfaction,  with  ordinary  heavy 
traffic.  Even  in  some  Northern  cities,  in  which  the 
soil  is  gravelly  or  sandy,  pavements  laid  without  arti- 
ficial foundations  have  given  acceptable  service  for 
many  years.  Cleveland,  Ohio,  has  more  than  30  miles 
of  such  pavement,  and  continues  to  lay  some  of  it 
each  year  on  natural  soil  foundation. 

The  Cement-Sand  Bed 

Tn  many  sections,  especially  in  the  Southern  States, 
where  frost  upheavals  are  rare,  the  use  of  a  1-inch  ce- 
ment-sand bed  under  the  brick,  and  the  use  of  a 
3^-inch  brick,  is  becoming  the  prevailing  type  of  con- 
struction. No  longitudinal  cracks  appear  in  brick 
pavements  in  the  South. 

This  type  of  construction  has  been  used  to  some 
extent  on  .state  highways  in  Illinois,  and  on  the  Lin- 
coln Highway  in  Indiana,  and  experience  has  demon- 
strated its  value  in  resurfacing  macadam  roads  with 
brick. 

The  1  inch  of  cement-sand  bed  spread  over  com- 
pacted natural  soil  or  macadam  serves  as  a  bedding 
course  for  the  brick.  It  prevents  the  soil  from  work- 
ing up  into  the  joints  when  the  brick  are  rolled,  and, 
after  it  sets  un,  it  protects  the  pavement  asrainst  water 
which  may  invade  the  sub-grade;  Unlike  a  sand 
cushion,  the  cement-sand  bed  does  not  shift  or  settle 
in  spots. 

Concrete  Foundation 

In  sections  where  severe  winters  are  the  rule,  or 
where  heavy  trucking,  in  the  modern  sense,  may  be 
expected,  a  monolithic  pavement  usually  is  construct- 
ed with  a  concrete  foundation  either  4  or  6  inches  in 
depth.  Generally  speaking,  a  4-inch  brick  is  used  for 
surfacing,  but  excellent  results  have  been  obtained 
with  a  3^  or  a  3-inch  brick  of  a  type  affording  excep- 
tional bonding  strength.  Three-inch  and  even  2-inch 
concrete  foundations  have  proven  entirely  satisfac- 
tory in  some  sections,  notably  in  the  South  and  in 
Illinois. 

'  Local  conditions  of  soil,  climate  and  traffic  should 
determine  the  de])th  of  foundation  specified. 

Two  Methods  of  Constructing  Monolithic  Brick 

Pavements 

There  are  two  methods  of  constructing  monolithic 
brick  pavements,  although  for  convenience  in  disting- 
uishing the  method,  rather  than  as  a  means  of  dif- 
ferentiating types  of  pavement,  these  methods  are 


often  misleading  referred  to  respectively  as  monolithic 
and  semi-monolithic,  or  as  green-concrete  and  cement- 
sand  bed  construction. 

The  two  methods  achieve  practically  the  same  re- 
sult: With  the  first  method  the  brick  are  laid  on  a 
green  concrete  foundation — if  any  foundation  is  used 
— either  with  or  without  a  J/^-inch  film  of  cement- 
sand  spread  over  the  green  concrete,  in  order  to  com- 
pensate the  slight  inequalities  of  surface  which  some- 
times occur,  unless  extreme  care  is  exercised  in  pre- 
paring the  surface  of  the  base. 

With  the  second  method  a  cement-sand  mortar 
bed,  usually  in  proportions  of  1  to  4,  thoroughly 
mixed  in  a  mechanical  mixer,  is  spread  dry,  not  to 
exceed  1  inch  in  depth,  over  a  cured  concrete  founda- 
tion, and  the  brick  are  laid  on  this  bed  and  are  grouted. 

Theoretically,  the  cement-sand  bed  is  converted  in- 
to a  mortar  by  wetting  down  the  brick  just  before  the 
grouting  is  done.  The  mortar  bed  effects  a  practic- 
able union  between  the  brick  surfacing  and  the  con- 
crete foundation,  and  it  assures  an  even  bearing  for 
the  brick  and  a  stable  beam. 

Either  method  necessitates  shaping  the  surface  of 
the  concrete  foundation  as  nearly  as  possible  to  a  true 
contour  and  cross-section  of  the  proposed  surface 
of  the  finished  pavement,  and  at  the  correct  depth  be- 
low the  designed  surface.  In  every  case  in  which  the 
cement-sand  bed  is  used  it  is  regarded  as  1  inch  of 
the  foundation  ;  that  is  to  say,  if  a  4-inch  foundation 
is  designed,  1  inch  of  the  4  inches  is  cement-sand  bed. 
No  cross-expansion  joints  are  used  on  monolithic 
navements,  but  on  city  streets  where  curbs  are  used, 
longitudinal  expansion  joints  are  placed  alongside  the 
curb  to  the  depth  of  the  foundation. 

Green  concrete  construction  was  originally  de- 
signed for  highways  especially,  although  it  is  adapted 
to  streets  as  well.  Cement-sand  bed  construction  is 
more  easily  handled  on  wide  streets,  since  a  cured 
foundation  is  used ;  but  it  is  fully  as  serviceable  on 
highways  and  it  is  frequently  so  used. 

Neither  method  requires  flush  side-edgings  on  high- 
ways. Earth  or  gravel  shoulders  give  ample  protec- 
tion to  the  edges  of  the  pavement. 

Composite  Pavements 

Composite  brick  pavements  are  those  in  which  un- 
usual combinations  of  materials  are  used.  Of  these 
are  brick  pavements  with  bituminous  filler  and  bitum- 
inous-bound foundation,  or  with  bituminous-bound 
foundation,  cement-sand  bed  and  cement-grout  filler. 

A  wire-cut  lug  brick  ])avemcnt  may  be  laid  with 
the  lugs  down  in  green  concrete  and  the  rough,  wire- 
cut  side  up])ermost.  Over  this  roughened  surface  a 
carpet  of  some  bituminous  preparation  may  be  spread. 

Vertical  Fibre  Method 

ThVs  method  of  construction  is  known  as  the  ver- 
tical fibre  method,  because  traffic  i)asses  over  what  is 
theoretically  assumed  to  be  the  ends  of  the  structtu'al 
strata  of  the  brick  instead  of  the  strata  running  theo- 
retically horizontal  to  the  plane  of  traffic.  Of  course, 
no  good  paving  brick  has  a  pronounced  stratified  in- 
terior structure,  and  no  brick  has  a  fibrous  formation. 
vShale  or  clay  is  ground  fine,"  it  is  mixed  thoroughly 
and  the  constituent  particles  are  closely  compacted, 
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practically  unil'onuly,  by  the  au^nir  machine  and,  in 
a  good  brick,  they  are  vitrified  in  a  virtually  lionio- 
geiieous  mass  of  practically  uniform  density.  The 
assumption,  however,  that  ^'ood  paving  brick  are  no- 
ticeably stratified  and  that  the  brick  set  in  one  way 
■present  vertical  stratification  has  given  rise  to  the 
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r-i(;.V,Wire-cut  lug  brick-Bituminous  bound  foundation,  bituminous  or 
5:ij(a)jWire  cui  luK  ""VN.        f  ,  «  brick-Ccment-St-nd  and  conrcete 
loTnltlon  ce^'en'5'o7bitUinous  filler,   (c)  Wirccut  lug  bnck- 
Green  concrete   foundation.   Cfmcnt  or  bitumincus  filler. 
WrWire°cut  lug  brick -Vertical  fibre  type  bituminous  or  con- 
crete filler.  The  wire-cut  lugs  embedded  in  the  concrete 
foundation,   (e,  Wire-cut  lufi  brick-Cement-sard  founda- 
tion, cement  tiller,   (f)  Wire-cut  lug  Ijrick-Natural 
soil  foundation,  cement  filler. 


term  vertical  fibre.  As  a  matter  of  fact,  the  term  yei  - 
tical  fibre  applies  to  a  method  of  construction  rathet 
than  to  any  structural  characteristic  of  the  Drick  it- 
self If  a  paving  brick  shows  any  ai)pearance  ot  stulti- 
fication it  is  due  to  laminaticms,  which  are  rec.\gni/.e(l 
as  imperfections. 

Monolithic  brick  i)avemcnts  possess  several  ad- 
vantages over  other  tvi)cs,  whichever  method  o  con- 
struction is  emploved.  It  has  a  greater  strength  per 
inch  of  depth,  thereby  rendering  it  feasible  to  recluce 
the  depth  of  foundation  without  sacnhcmg  rc(iuired 
load-bearing  strength  or  durability.  It  is  practically 
noiseless;  it  averts  weather  hazards  during  construc- 
tion ;  it  eliminates  side  edgings ;  it  obviates  c  efect.s 
arising  from  material  coming  up  into  the  jcMuts  ami 
preventing  the  bonding  material  from  penetrating  to 
the  bottom  of  the  joints;  it  overcomes  shifting  or 
shrinking  of  the  bedding  course,  and— a  feature  of  the 


utmost  importance  just  n«nv— it  economizes  time  m 

coiistructii  )n. 

Speedy  Construction 

In  these  times  f)f  highway  trans|,<>rtatioii  .»f  <!<'- 
mcstic  connnodilies  and  war  supplies,  s]>ec(ly  con- 
struction of  durable  highways  is  of  jjrinie  importance. 

Where  a  green  concrete  base  is  used,  brick  jjave- 
ments  can  be  built  rai)idly  if  the  contractor  has  ad«- 
(juate  etpiipment  and  an  efficient  organization.  AH 
constructional  jjrocesses  go  fin  simultaneously.  '1  hat 
is  to  say,  the  preparing  u{  the  green  concrete  base 
and  the  laying,  rolling,  inspecting  and  grouting  <.f  the 
brick  are  all  being  done  at  the  same  time  withni  a 
distance  of  50  lineal  feet,  so  that  at  the  end  of  each 
working  period  the  ])avemc.it  is  finished  as  far  as  any 
work  at  all  has  been  done,  excepting  the  preliminary 
grading  and  the  ])lacing  of  temj)orary  side  forms. 

Output  Per  Day 

y\s  no  side  edgings  are  retpiired  for  highways,  it 
is  not  uncommon  for  an  organization  of  25  men,  aided 
by  good  mechanical  cquijiment,  to  build  700  square 
yards  to  800  s(|uare  yards  of  monolithic  brick  pave- 
nient,  with  a  4-inch  concrete  base,  in  ten  hours.  One 
contractor  is  reported  to  have  built  1.000  srpiare  yards 
of  monolithic  pavement  in  a  working  day.  using  me- 
chanical conveyors  ftn-  delivering  the  brick  to  the 
l)avers;  but  the  writer  does  not  know  the  numerical 
strength  of  that  contractor's  organization. 

'liie  foregoing  figures  represent  possible  achicvc- 
nunts  rather  than  reasonable  expectancy.  Neverthe- 
less, concentration  of  constructive  energy  within  a 
small  area,  the  elimination  of  jjeriods  of  waiting  for 
one  ])ortion  of  the  work  to  set  up  before  another  step 
can  be  taken,  the  absence  of  weather  hazards  and 
the  omitting  of  side  edgings  all  combine  to  expedite 
construction. 

When  the  sand  cn.shion  was  used,  a  rainfall  after 
the  brick  were  laid,  but  before  rolling,  necessitated 
taking  up  the  brick,  re-preparing  the  sand  cushion 
and  relaying,  the  brick;  but  rain  does  not  damage 
green  concrete  foundations  or  cement-sand  beds  after 
the  brick  are  laid. 

Organization  of  Forces 
Contractors  are  important  factors  in  war-time  coii- 
struction  in  which  the  saving  of  time  without  detri- 
ment to  good  work  is  imjiortant.  Contractors  diflfer 
in  their  ideas  of  the  number  and  distribution  of  men 
reepiired  in  an  organizati(Mi.  Local  conditions  often 
determine  the  arrangement.  iM-om  25  to  30  men  is 
ihe  rule  for  mont)lithic  construction. 

(ienerallv  speaking,  a  contractor's  organi/.:ition 
large  enough  to  construct  from  500  s(|uare  yards  to 
700  scpiare  yards  of  monolithic  highway  in  a  10-hour 
day  is  made  up  as  follows: 

Two  men,  form  setting;  S  men.  ct)ncrete  mixer;  1 
man,  finishing  concrete  surface:  2  men,  drojiping 
brick;  12  men,  carrying  brick  2  men.  culling  and  roll- 
ing :  4  men,  grouting". 


— '|'|u>  r.arrett  Company  h.ive  isued  an  inter- 
esting booklet,  entitled  "Tarvia — Treserves  Roads— 
Trevents  Dust."  \\\\\\  a  number  of  illustrations  of  goi>d 
roads  resulting  from  an  application  of  this  product.  The 
same  companv  are  distributing  a  booklet  written  by 
W  illiam  S.  Mannix,  entitled  "The  .\venue  of  Sublime 
Peace. "  This  is  descriiitive  of  the  first  modern  hi>.4h- 
way  in  China,  which  was  made  possible  by  Tarvia. 
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Safety  in  Scaffolding  Construction 

Regulations  Adopted  by  Pennsylvania  Department  of  Labor 
and    Industry    as    to   Materials  and  Methods  of  Erection 


IX  order  to  guard  against  accident  due  to  the  im- 
proper methods  of  erecting  scaffolding  on  building- 
construction  work,  the  Industrial  iioard,  Pennsyl- 
vania Department  of  Labor  and  Industry,  have 
adopted  the  following  rules  and  regulations,  referring 
in  ]3articular  to  scaffolds  erected  for  brick  walls : 

No  person  shall  be  permitted  to  labor  in  any  group 
employment,  in  a  position  of  command  or  obedience, 
who  is  unable  to  speak  or  understand  the  language  of 
his  or  her  co-laborers,  whereby  through  misunder- 
standing", accident,  and  injury  are  apt  to  result  to  fel- 
low-workers. 

The  Scaffold  Poles 

For  ordinary  i)ole-scaffold  work'  on  buildings  not 
more  than  five  storeys  in  height,  the  poles  or  uprights 
should  be  3  X  6  inches  in  cross-section  and  shall  not  be 
less  than  3x4  inches. ,  For  extra  heavy  work,  or  for 
buildings  more  than  five  storeys  in  height,  the  size  of 
the  poles  shall  be  correspondingly  increased  at  the  bot- 
tom, and  gradually  taper  off  to  a  minimum  of  3x4 
inches  at  the  top.  The  poles  or  ujirights  shall  be  as 
near  to  the  wall  as  practicable.  For  ordinary  work  they 
should  be  set  so  that  there  is  a  clear  space  of  5  feet  be- 
tween them  and  the  wall. 

In  standard  construction  the  ]:)()les  shall  I)e  spaced 


Skeleton  op  an  Independent  Pole  Scappou).. 


Design  for  an  Independent  Pole  Scaffold  for  Construction 
Work. 

parallel  to  the  wall,  at  a  distance  of  not  more  than  7 
feet  6  inches  frcjm  centre  to  centre  (16  foot  i)latform 
planks  being  then  used).  Where  the  scaffold  turns  a 
C(irner  the  poles  shall  be  set  closer  together.  Tht  up- 
rights of  a  pole  scaffold  should  never  be  allowed  to  rest 
directly  upon  the  surface  of  the  ground.    They  shall  be 


securely  fixed  at  their  lower  ends,  to  i)revent  disi)lace- 
ment.   \Vhere  the  ground  is  hard  and  stony,  a  hole  8  or 
10  inches  deep  should  be  dug,  and  the  end  of  pol^ 
should  be  brought  firmly  against  the  undisturbed  eart 
at  the  bottom.    The  removed  soil  should  then  be  fille 
in  around  the  foot  of  the  pole  and  be  solidly  rammed. 

Where  the  ground  is  soft,  a  sound  block,  about  a 
foot  square  and  not  less  than  2  inches  thick,  should  be 
placed  at  the  bottom  of  the  hole  to  distribute  the  load. 
The  pole  shall  be  solidly  fastened  to  the  centre  of  the 
block,  either  by  nailing  or  by  some  other  effective 
means.    Where  a  pole  bears  directly  on  a  sidewalk  or 


Skeleton  of  a  Bricklayers'  Pole  Scaffold. 


General  Scheme  ov  Bricklayers'  Pole  Scaffold. 


other  thoroughfare  the  foot  shall  be  rigidly  fi.xed  so  as 
to  ]irevent  its  sliding  or  otherwise  becoming  displaced. 
To  increase  the  height  of  an  uju-ight,  except  where  a 
l)oIte(l  scarf  is  used,  the  U])per  ])ole  shall  be  set  squarely 
upon  the  end  of  the  lower  one,  and  should  be  fastened 
to  it  b\-  means  of  cleats  securely  nailed  to  both  ])oles. 
These  cleats  should  be  not  less  than  1  inch  thick  by  4 
feet  long  and  not  less  than  the  width  oi  the  pole*.  They 
should  be  so  ])laccd  as  to  overlap  each  ])ole  by  not  less 
than  3  feet.  Not  less  than  two  cleats  shall  be  used  to 
e\  erv  joint  or  sjjlice.  Two  or  more  consecutive  or  con- 
tiguous ui)rights  should  not  be  s])liced  at  the  same  gen- 
eral level. 

The  Ledgers 

Ledgers  shall  be  not  less  than  1  inch  thick  (or  7/8 
inch  thick  if  surfaced  on  one  side).  For  heavy  work, 
ledgers  should  be  12  inches  wide.  Where  the  load  on 
the  platform  is  sure  to  be  light,  ledgers  may  be  only  10 
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inches  wide;  l)ut  leds^ers  less  than  U)  iiiehes  shall  not 
be  used. 

When  poles  arc  set  at  the  standard  interval  c,|'  7 
feet  6  inches  between  centres  the  led.ij-ers  should  he  at 
least  16  feet  lun,^-  and  overlap  the  poles  hy  a  few  inc  hes 
at  each  end.  Ledgers  which  have  become  split  at  the 
lends  shall  not  be  used. 

The  vertical  spacins^-  of  the  led.i^ers  is  best  deler- 
j  mined  by  the  re(|uircments  of  the  work  beint^-  carried 


Correct  Position 
OF  Putlog. 


Incorrect  Position 
OF  Putlog.' 


UsuAi-  Arrangement  of  the  Platform  Plani«. 


Another  Method  of  Laying  the  PjjiNKs. 


TT 


Showing  the  Need  op  Special  Treatment  at 
Certain  Points. 

on.  For  bricklayini^-  ])uri)oses  the  hei^ght  Ivom  the 
ui)per  edye  of  one  ledger  to  the  upper  edge  of  the  one 
next  above  should  be  approximately  5  feet.  Care  .should 
be  taken  to  see  that  the  ledgers  are^ level,  and  that  their 
top  edges  are  at  the  same  height  as  the  bottom  of  the 
openings  in  the  wall  opposite  them  for  receiving  the 
ends  of  the  putlogs;  and  wherever  possible  all  ledgers 
shall  be  nailed  or  otherwise  fastened  to  the  inside  of  the 
poles  or  uprights.  Unless  clamps  or  through-bolts  are 
used,  nothing-  less  than  ten-penny  3-inch  nails  shall  be 
used  for  nailing  ledgers.  Where  practicable,  not  less 
than  five  such  nails  shall  be  used.  ^Vhcre  two  ledgers 
lap  over  each  other  on  the  sanle  pole,  each  ledger  shall 
be  subject  to  these  minimum  requirements. 

_  For  heavy  platform  loading-  the  ledgers  should  be 
reinforced  with  cleats  nailed  to  the  poles  at  the  bot- 
tom of  the  ledgers,  and  for  ordinary  loads,  putlogs 
shall  be  not  less  than  3  x  4  inches. 

I'utlog-s  should  be  long-  enough  to  ])roject  o\er  the 
ledgers  by  not  less  than  6  inches,  and  in  new  work  the 
ends  of  the  putlogs  should  be  built  into  the  wall,  and 
shall  not  be  notched  or  cut  down. 

The  Platform  Plank  and  Putlogs 

•  In  alterations  and  repair  work,  where  the  putlog- 
is  notched  or  cut  down  at  the  end,  so  as  to  enter  the 
Jiole  loft  in  the  wall  by  the  removal  of  a  brick,  the 
.notch  shall  always  be  on  the  upper  side  of  the  putlog. 
The  notch  should  be  just  deep  enough  to  permit  tlie 
end  of  the  putlog-  to  enter  the  hole  in  the  wall,  and 
shall  be  not  more  than  5  inches  in  length.  The  put- 
logs shall  not  have  less  than  4  inches  bearing  on  the 
wall,  and  where  a  putlog-  comes  at  a  window'openin'^- 
It  .shall  be  rigidly  secured  to  prevent  displacement. 

Putlogs  shall  be  spaced  not  more  than  4  feet  apart, 
and  care  shall  be  taken  to  place  the  putlogs  so  that 


they  rest  up.-n  the  ledgers  as  close  as  po.ssiblc  U,  the 

•)oIes. 

I'latforni  |)laid<s  shall  nr,t  be  h-ss  than  I  inch  thick, 
anrl  should  not  be  less  than  10  iiuhes  wide.  They  shall 
be  laid  with  their  edges  close  together,  so  that  the  |>lat- 
form  will  be  "tight." 

Two  successive  lengths  of  planking  shall  mA  be 
ixrnntted  to  al)Ut  Upon  a  single  puthjg.  If  planks  arc 
laid  end  to  end,  two  parallel  putlogs  shall  be  provided 
nut  more  than  <S  inches  ai)art,  and  in  such  manner  thai 
one  putlog  supports  the  end  of  one  <,{  the  planks  and 
the  other  putlog-  supports  the  abutting^  end  r,f  the 
other  plank.  Where  platffjrm  planks  overlap  on  a 
.sjngle  putlog  the  laj)  of  both  upi)er  and  lower  planks 
shall  not  be  less  than  d  inches  over  the  centre  of  th  ; 
putlog-. 

I'latform  planks  shall  project  over  i)utlogs  at  end 
of  scalTokls  by  not  less  than  6  inches,  aiul  by  nci 


Showing  the  Corner  Pvtloo  in  Position. 


Showing  the  First  Course  of  Planks  in  Position. 


Showing  Both  Courses  of  Planking  in  Position. 

more  than  12  inches,  unless  ;i  rail  is  i)ro\ ided.  to  pre- 
\ent  a  man  from  walking  out  on  the  unsupported  end 
of  the  plank. 

Bearing  Surface  and  Bracing 

Where  the  scallold  turns  a  corner  one  or  two  put- 
logs should  be  laid  di;igonally  across  the  corner,  so 
that  each  may  have  one  of  its  ends  resting  u\xm  each 
of  the  two  ledgers  that  meet  at  the  corner,  and  great 
care  shall  be  taken  in  laying  the  platform  planks  wlu-re 
the  scallold  turns  a  corner,  in  order  to  elimin;ite  all 
danger  from  tii)ping. 

.\11  i)ole  scatTolds  shall  be  thoroughlv  and  ade- 
quately braced  anil  shored  in  such  a  manner  as  to  pre- 
vent same  from  swinging-  away  from  the  buildings,  and 
from  collapsing  by  moving  parallel  to  the  wall  of  the 
buildiuij". 
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Promoting  Road  Maintenance 
in  Manitoba 


THIS  year,  as  usual,  the  Manitoba  (iood  Roads 
Association  is  active  in  its  efforts  to  stimulate 
interest  in  the  good  roads'  movement.  Its  en- 
deavors are  directed  towards  getting  the  muni- 
cipalities of  the  province  to  do  as  much  as  possible  in 
the  maintenance  of  roads,  which,  especially  under  pre- 
sent conditions,  is  most  important.  The  split-log  drag 
competition,  which  in  past  years  has  obtained  excel- 
lent results,  is  again  being  carried  on  this  year.  The 
Association's  rules  covering  this  annual  competition 
have  been  printed  in  the  Contract  Record  on  a  pre- 
vious occasion.  Four  prizes,  of  $50,  $30,  $20  and  $10, 
respectively,  arc  offered  by  the  Association  to  indi- 
viduals keeping  the  best  two  miles  of  road  in  each 
class  of  the  competition,  and  a  numbei"  of  special  prizes 
will  also  be  donated.  In  addition,  the  provincial  gov- 
ernment will  award  trophies  for  the  best  maintained 
stretch  of  road  in  the  province,  in  each  of  the  classes — 
these  to  remain  in  the  possessi(in  of  the  winning  muni- 
cipalities for  a  period  of  one  year.  The  conditions  in 
regard  to  this  award  provide  that  the  judges  in  the 
local  dragging  competition  districts  shall  make  an  in- 
spection of  the  roads  in  their  respective  districts  dur- 
ing the  week  preceding  September  1st  and  the  roads 
adjudged  to.be  the  best  maintained  in  these  districts  _ 
at  that  time  shall  l;e  eligible  for  final  competition  for 
l)rovincial  trophies.  The  names  of  the  successful  com- 
])etitors  are  then  to  be  forwarded  to  the  Highway 
Commissioner  not  later  than  September  7,  and  the 
judges  for  the  provincial  trophies  shall  make  their  se- 
lection for  the  awarding  of  the  trophies  from  the  sec- 
tions of  roads  thus  submitted.  It  is  provided  that  the 
person  maintaining  the  road  which  has  won  a  pro- 
vincial trophy  shall  receive  a  miniature  of  such  trophy, 
which  shall  remain  in  his  sole  possession,  and  he  shall 
also  receive  a  cheque  for  $25 — such  miniature  and 
cheque  being  in  addition  to  any  prize  which  may  be 
won  in  a  local  competition  district. 

Aside  from  the  awarding  of  these  trophies,  the  Pro- 
vincial Department  of  Public  Works  also  encourages 
the  ])roper  maintenance  of  roads  by  a  grant  of  $3.25 
I)er  mile  of  road  dragged  during  the  entire  season  in 
any  municipality,  subject  to  certain  conditions.  The 
proposals  for  the  season  of  1918  are  as  follows: 

1.  That  an  instructor  be  appointed  for  the  whole 
])cri()d  during  which  the  work  of  dragging  the  roads 
is  being  performed,  and  that  the  salary  and  expenses 
of  such  instructor  be  borne  by  the  government. 

2.  'J'hat  a  grant  be  made  by  the  government  of 
$3.25  per  mile  of  road  entered  in  a  properly  organized 
system  and  dragged  during  the  entire  season  in  any 
municipality,  and  that  such  grant  be  paid  the  muni- 
ri|)ality  on  the  statement  of  the  secretary-treasurer 
there.-)f,  certified  to  by  an  official  of  the  T3e])artment 
of  Public  Works  that  the  roads  included  in  such  state- 
ment have  been  j)art  of  a  system  regularly  organized, 
and  that  said  roads  have  been  continually  dragged  (lur- 
ing the  season. 

3.  'Chat  the  amount  to  be  ])aid  any  one  municii)al- 
ity  under  these  proposals  shall  not  exceed  the  sum 
of  .$250,  notwithstanding  the  fact  that  the  number  of 
miles  of  roads  dragged  in  such  municipality  may  be 
more  than  the  mileage  necessary  to  entitle  the  muni- 


cipality to  receive  said  amount  on  the  basis  of  grant 
per  mile  above  mentioned. 

Providing  the  following  regulations  are  observed 
by  the  municipality: — (a)  That  the  dragging  of  the 
roads  continue  for  the  entire  season  or  at  least  be- 
tween May  1st  and  October  31st.  (b)  That  a  drag- 
ging district  consisting  of  one  or  more  municipalities' 
be  formed  under  proper  organization  before  such  dis- 
trict be  entitled  to  the  above  grant,  (c)  That  all  roads 
entered  in  a  system  be  first  graded  to  the  satisfaction 
of  the  instructor,  (d)  That  each  district  in  which  ai 
competition  is  being  held  arrange  for  the  judging  of, 
the  roads  in  its  own  competition,  (e)  That  the  Coun- 
cil of  the  municipality  forward  to  the  Highway  Com^ 
missioner,  Department  of  Public  Works,  before  May 
1st  next,  a  list  of  the  roads  to  be  dragged  in  its  system, 
(f)  That  the  Council  furnish  the  Department  of  Pub- 
lic Works  with  such  information  relative  to  the  cost 
of  dragging  the  roads  as  is  required  on  the  forms  pre- 
pared for  this  purpose  by  the  Highway  Commissioner 
and  forwarded  to  the  secretary-treasurer  of  the  muni- 
cipality. 


Estimated  Cost  of  Building  Work  as  Indicated  by 
Building  Permits  Issued  in  Thirty-five  Cities 

April,  lOlS.  compared 

City  April  April  with  April,  1917 

1918  1917      Increase  (*)  Decrease  (t) 

Amount  Per  cent 

Nova  Scotia   $  328,103  |   108,850  *$219,253  *201.42 

Halifax    :!OB,S,W  infi-Ar,  *  235,91.5  *3.32.5S 

Sydney    21,253  37,915  t    16,662  t  43.95 

New   Brunswick    . .    .  .  47,925  44,145  *      3,780  *  8.66 

iMoncton    12,550  19,615  t      7,095  t  36.12 

St.  Jolin    35,375  24,.500  *    10,875  *  44.39 

Quebec   808,729  880,903  t    72,174  t  8.19 

Montreal-Maisonneuve     WS.510  681,.'540  *    17,170  *  2.72 

nnebec    109,044  219,79S  t  110,754  t  .50.39 

Slu-rlirooke   2,.3(V>  20,200  t    17,900  t  SS.61 

Three  Rivers   4S,S75  7,465  *    41,410  *554.72 

Weslmount    2,100  t  2,100   

Ontario   1,226,273  1,802,907  t  576,634  t  31.98 

liranlfcird   24,S30  ].3,4:i0  *    11,400  *  ,S4.88 

Fnrt  William   5.940  114,475  t  108,.535  t  94.81 

(hielph   26,.310  19,905  *      6,315  *  .5.3.43 

namiltoii   2.32,120  .366,340  t  134,220  t  36.64 

Kingston   40,849  32,443  *      8,406  *  25.91 

Kitchener   12,020  76,497  t    63,877  t  8.3,53 

London    8.5,200  84,290  *        970  *  1.15 

Ottawa    40,706  141,150  t  100,444  t  71.16 

Peterborougs   12,760  18,910  t     6,150  t  .32..52 

Port  'Artliur   10,216  109,813  t    99,.597  t  90.70 

Stratford   12,6.55  32,250  t '  19,595  t  60.76 

St.  Catharines   53,090  21,.317  *    32,673  *153.27 

St.   Thomas    6,.3.55    ■  8,605  t      2,250  t  26.15 

Toronto    .570,.5.32  .594,6.52  t    24,120  t  4.06 

Windsor    91,1.30  168,740  t    77,610  t  45.99 

Manitoba    133,576  160,065  *    23,510  *  12.81 

llran.Ion   9,075  11,715  t      2,040  t  17.41 

Winniiies   17.3,9tX)  148,3.50  "     2.5,.550  *  17.22 

Saskatchewan    164,525  96,846  *    67,680  *  69.56 

Moose  law   30,1.30  53,270  t    23,140  t  43.44 

Regina"   '      29,310  .36,000  t      6,690  t  18.58 

Saskatoon   95,085  7,575  *    87,510  •1,155.25 

Alberta   72,175  41,660  *    30,525  *  73.29 

Calvary    .56,400  33,700  '    22,700  *  07.36 

Ivlnionlon   15,775  7,950  *      7,825  *  98.43 

British  Columbia   184,480  96,594  *    87,886  *  90.98 

New  Wc.stmin.slcr  .  . .  13..3.50  3,.565  *      9,785  *274.47 

X'ancouvcr   163,2.30  7:!,.S24  *    89,406  *  12.11 

Victoria    7,900  19,205  t    11,305  t  58.86 

Tot^l  (35  cities)   .  .  .  $3,006,785  $3,231,959  t$226,174  t  6.99 


For  .'Xpril  of  tin's  year  there  were  108  perniils  granted 
for  dwellings,  to  cost  $359,680,  while  for  the  same  month 
last  year  the  number  was  59  and  the  value  $171,300.  During 
the  first  four  months  of  this  year  167  permits  were  issued  for 
dwellings  at  a  value  of  $450,480,  as  compared  with  207,  val- 
ued at  $504,335  for  the  corresponding  period  in  1917. 
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Regulating  the  Height  of  Buildings 


Disadvantages  of  Skyscrapers  —  Exclude 
Sunlight  and  Increase  Street  Congestion 


SKYSCRAPERS  do  not  always  denote  the  great- 
est civic  development  of  our  cities.  It  is  com- 
mon knowledge  that  men  who  are  continually 
confined  in  dark  prisons,  grow  anaemic,  and 
even  die,  although  otherwise  well  cared  for,  and  it  is 
also  a  well-known  fact  that  Arctic  explorers  who  have 
experienced  the  long  winter  night  of  the  polar  regions 
grow  haggard,  morose  and  quite  abnormal  under  this 
condition,  all  of  which  symptoms  disappear  with  the 
return  of  the  sun.  Can  we  expect  to  have  a  strong 
and  progressive  race  of  people  when  thousands  of 
them  are  compelled  to  leave  their  homes  before  the 
sun  is  fairly  up,  take  a  long  ride  in  a  street  car,  worse 
still,  perhaps  through  a  subway,  and  work  all  day  in 
a  room  where  the  sun  never  shines,  a  room  ventilated 
by  courts? 

In  the  time  of  the  Roman  Empire  there  was  a  very 
long  litigation  between  the  Emperor  of  Constantinople 
and  a  resident  of  that  city  back  in  the  third  or  fourth 
century,  A.D.,  when  Constantinople  was  made  the 
eastern  capital  of  the  Empire.  The  real  estate  specu- 
lators arrived  there  promptly  and  began  to  make 
money  by  booming  land  valuers.  The  Emperor  picked 
out  a  very  beautiful  site  for  his  palace,  on  a  hill  which 
overlooked  the  water.  This  fellow  picked  out  a  piece 
of  ground  which  was  in  front  of  the  Emperor's  pro- 
posed palace,  and  he  erected  a  building  of  stone  and 
brick  five  or  six  storeys  high,  then  built  about  four 
storeys  of  wooden  structure  on  top  of  that.  The  Build- 
ing Commissioner  of  that  time  ordered  him  to  take 
the  wooden  part  off,  but  he  refused  and  hired  a  good 
lawyer,  and  it  took  ten  years  for  the  Emperor  to  get 
the  top  pulled  ofif  that  building,  this  fellow  insisting 
that  it  was  simply  temporary,  to  be  used  by  workmen 
while  completing  the  building  below  it,  and  he  got 
by  with  it  for  ten  years. 

They  had  buildings  in  Jerusalem  100  feet  high.  In 
Rome  they  had  plenty  of  high  buildings,  and  they  had 
a  peculiar  type  of  high  buildings  there,  each  storey  pro- 
jecting out  a  little  beyond  the  storey  below  it,  until 
on  the  narrower  streets,  many  of  which  were  only  ten 
to  twelve  feet  wide,  the  buildings  actually  met  at  the 
roof  line,  so  that  people  could  travel  across  the  top 
of  the  buildings.  And  as  they  went  up  the  storeys 
grew  lower  until  the  top  storeys  were  only  five  or  six 
feet  high. 

Probably  the  greatest  evil  resulting  from  high 
buildings  is  that  of  street  congestion.  The  high  build- 
ing houses  thousands  of  people,  nearly  all  of  whom 
enter  and  leave  the  building  about  the  same  time  daily. 
To  come  from  their  homes,  wliich  are  scattered  in  all 
directions,  they  require  street  cars,  automobiles  or 
other  vehicles,  which  as  they  converge  to  one  point, 
create  serious  congestion  on  roadways,  as  well  as  side- 
walks. For  example,  a  building  housing  1,000  i)eople 
calls  for  the  use  of  12  or  15  street  cars  to  carry  the 
occupants,  and  these  cars  would  fill  the  car  tracks  for 
an  ordinary  city  block.  It  must  be  remembered  that 
for  each  1,000  fixed  users  of  a  building,  there  must  be 

•Extracts  from  a  paper  by  V.  D.  Allen,  before  the  Cleveland  Knsrinecring 
Society. 


several  hundred  transients  to  be  reckoned  with,  ii 
one  large  building  has  so  pronounced  an  effect  upon 
street  congestion,  what  must  be  the  result  when  we 
reach  the  point  where  we  have  entire  city  blocks  so 
improved. 

A  traffic  count  in  New  York  shows  us  the  startling 
effect  of  congestion.  On  Fifth  Avenue  at  Forty-seccjnd 
Street,  from  8.30  a.m.  to  6.30  p.m.,  a  jjeriod  of  ten 
hours,  during  which  time  there  jiassed  1S,S00  vehicles 
and  137,780  pedestrains,  and  for  the  same  hours  counts 
taken  at  ten  points  on  l^'ifth  i\ venue,  ranging  from 
h'ourteenth  Street  to  I'^ifty-niiith  Street  inclusive, 
showed  an  average  of  14,096  vehicles  and  82,506  ped- 
estrians. We  think  of  a  city  having  a  population  of 
137,000  as  a  real  town,  yet  here  we  have  a  conditifMi 
where  all  the  people  of  a  large  city  i)ass  one  point  on 
one  street  in  a  period  of  ten  hours,  and  a  mass  of  ve- 
hicles, which,  allowing  20  feet  to  each  one,  would 
make  a  prcjcession  71  miles  long,  also  passing  at  the 
same  time.  Such  vast  numbers  are  more  than  we  can 
fully  realize,  and  sliould  Ijc  of  themselves  sufficient 
comment. 

Manifestly,  with  such  crowds  in  the  street,  there 
must  be  serious  congestion  within  the  buildings  them- 
selves, some  of  which  house  as  many  as  3,500  people, 
to  which,  if  we  add  the  transients,  we  can  safely  esti- 
mate that  more  than  4,000  pers(Mis  are  in  the  building 
at  any  moment  for  a  number  of  hours  each  day.  Four 
times  daily  these  persons  must  enter  or  leave  the  build- 
ing in  a  comparatively  short  space  of  time,  which  must 
create  an  elevator  congestion  that  is  both  serious  and 
dangerous. 

Let  us  consider  some  of  the  results  of  the  street  and 
building  congestion : 

Obviously,  the  wear  on  the  street  pavement  must 
be  very  severe,  and  the  cost  of  maintaining  good  streets 
under  such  a  concentrated  heavy  traffic  is  of  necessity 
high.  The  problem  of  street  building,  to  stand  up 
under  heavy  traffic  in  the  cities  is  a  serious  one  as 
every  engineer  knows.  There  must  also  be  i)resent 
a  large  amount  of  dirt,  dust  and  other  debris,  which 
when  blown  by  the  wind  is  injurious  to  goods,  build- 
ings, furnishings  and  health.  Estimates  have  been 
made  from  time  to  time  of  the  property  loss  due  to 
smoke  and  dirt  in  cities,  and  the  most  conservative  of 
these  estimates  are  very  large  amounts.  The  noise 
and  confusion  resulting  from  so  vast  a  throng  of  mov- 
ing people  and  vehicles  is  very  great,  and  according 
to  the  medical  authorities,  produces  a  noticeably  in- 
jurious cft'ect  on  the  health  of  those  who  are  constantly 
a  I)art  oi  it. 

There  are  many  problems  of  transportation,  both 
of  humans  and  produce  which  are  created  by  tliis  con- 
gestion. 

The  collecting  and  concentrating  of  such  great 
numbers  of  peoi)le  into  a  small  area  and  distributing 
them  to  their  homes  again  daily,  brings  street,  street 
car,  terminals,  shelter  and  other  problems  of  great 
tnagnitude  and  difficulty.  The  raw  material  which 
thev  use,  and  the  linished  product  which  is  produced 
from  tluni,  togi'ther  with  the  appliances  and  power 
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used  in  the  processes,  and  the  feeding  of  those  so 
engaged,  creates  problems  of  transportation  and  hand- 
ling of  goods,  which  are  large  and  complicated. 

Besides  the  congestion  above  the  surface,  there  is 
a  serious  congestion  beneath  the  surface  of  the  streets, 
for  the  presence  of  many  large  buildings  requires  an 
increase  in  the  sewers,  water  lines  and  conduits,  and 
other  ground  service,  as  well  as  the  constant  tearing 
up  of  the  already  over-crowded  street  surfaces  to  re- 
new or  repair  the  underground  work.  Investigation 
shows  that  as  congestion  of  traffic  on  streets  increases, 
the  number  of  accidents  increase  in  about  the  saine, 
or  perhaps  in  an  accelerating  ratio,  and  of  necessity 
the  number  of  men  employed  as  traffic  officers  must 
be  increased,  which  is  another  cost  that  the  city  as 
a  whole  must  pay  that  we  may  have  high  buildings. 

Another  effect  of  congestion  is  the  problem  of  the 
feeding  of  this  vast  throng  of  people  at  the  noon  hour. 
There  can  be  no  doubt  that  this  shows  itself  in  lower 
health  since  thousands  must  eat  in  a  hurry,  food 
which  is  poorly  cooked,  and  under  conditions  which 
are  not  congenial,  and  after  their  meal  there  is  no 
chance  for  the  relaxation  or  the  recreation  which  they 
need. 

The  loss  of  sunlight  at  the  street  surface  and  to 
the  surrounding  buildings  is  in  itself  an  evil  of  suffi- 
cient magnitu-de  to  condemn  high  buildings.  I  shall 
give  you  some  figures  developed  by  the  engineers  of 
the  New  York  Commission.  They  apply  with  equal 
force  to  Cleveland,  since  we  are  in  about  the  same 
latitude  as  New  York.  They  base  their  figures  on 
the  shortest  day  of  the  year,  which  is  December  21 
at  noon,  and  find  that  the  Adams  Express  Company 
Building,  which  is  424  feet  high,  casts  a  s-hadow  875 
feet  long.  The  Equitable  Building,  which  is  493  feet 
long,  casts  a  shadow  1,018  feet  long.  The  Singer 
tower,  which  is  546  feet,  casts  a  shadow  1,127  feet 
long,  and  the  Woolworth  tower,  which  is  791  feet 
high,  casts  a  shadow  1,635  feet  long. 

Cutting  off  the  sunlight  from  the  street  produces  a 
damp  and  dreary  effect,  alike  depressing  and  uiisan- 
itary,  ])ut  while  the  loss  of  sunlight  at  the  street  sur- 
face is  bad,  the  effect  of  cutting  off  .sunlight  on  the 
occupants  of  the  buildings  is  a  more  serious  evil. 

Under  the  same  condition,  that  is,  at  noon,  Decem- 
ber 21,  at  a  north  and  south  street,  and  having  build- 
ings on  both  sides  of  the  street,  one  and  thirty-five 
hundredths  times  the  width  of  the  street  in  height,  it 
is  claimed  that  all  the  windows  get  some  direct  sun- 
light, but  if  the  buildings  were  increased  to  one  and 
one-half  times  the  width  of  the  street  in  height,  then 
but  90  per  cent,  of  the  windows  will  get  direct  sun- 
light, and  as  the  height  of  the  buildings  are  increased 
the  amount  of  windows  getting  direct  sunlight  de- 
creases rapidly  until  when  we  have  buildings  six  times 
the  width  of  the  street  in  height,  the  percentage  of 
windows  which  receive  direct  light  is  reduced  to  22j/2. 

Not  only  this,  but  under  the  same  condition  a 
window  which  has  a  building  on  the  op])osite  side  of 
the  street  one  time  the  width  of  the  street  above  it, 
has  direct  sunlight  entering  it  but  12  per  cent,  of  the 
time  that  the  light  would  enter  an  unobstructed  win- 
dijw.  This  loss  of  sunlight  reacts  unfavorably  an  the 
general  health  of  the  occupants  of  the  building  and 
since  it  is  necessary  to  use  artificial  light  all  the  time, 
the  strain  on  the  eyes  of  the  persons  in  such  buildings 
is  severe  and  results  in  many  forms  of  human  ills, 
which  of  course,  decreases  the  cffu-icncy  of  these  i)cr- 
sons  as  producers. 

'I'liere  is  also  the  cost  and  niainlcnancc  (if  liglit 


and  the  inferior  product  resulting  to  be  added  to  thelj 
economic  wastes  chargeable  to  high  buildings.  Thelj 
air  in  the  streets,  courts  and  yards  which  are  flankedfj 
by  high  buildings  into  which  but  little  direct  sunlight  ! 
can  shine  is,  according  to  the  best  authorities,  injuri-| 
ous  to  health,  since  the  sun's  rays  have  the  power  o{l 
purifying  the  air  as  nothing  else  can.  | 

In  the  modern  high  tenements  we  have  anotheri 
class  of  evils  due  to  abnormal  domestic  conditions,  artdf] 
when  those  who  toil  in  the  high  commercial  building,] 
as  is  frequently  the  case,  are  compelled  to  live  in  high 
tenements,  it  seems  to  me  we  have  created  a  condition 
of  life  which  is  doubly  destructive  to  the  progress  of 
the  human  race. 

Students  of  high  buildings  have  placed  much  em- 
phasis on  the  fire  hazard  created  by  these  buildings, 
and  while  it  is  an  important  feature  and  should  be 
considered,  it  is  in  my  judgment  not  so  important  an 
objection  to  them  as  has  generally  been  contended. 
It  is  true  that  the  fire  departments  cannot  reach  a  fire 
which  is  more  than  80  or  90  feet  above  the  street- 
except  by  the  use  of  a  stand  pipe,  but  the  danger  from 
fires  in  office  buildings  is  very  small  and  can  be  al- 
most eliminated  by  the  use  of  fireproof  material  in  their 
construction  and  the  proper  protection  of  wall  and 
vertical  openings  by  fireproof  windows  and  doors. 

The  financial  side  of  this  question  deserves  a  word. 
The  testimony  given  before  the  New  York  Commis- 
sion demonstrated  that  the  skyscraper  was  not  a  good 
paying  investment.  While  it  is  true  that  one  such 
building  standing  alone  will  pay,  since  it  can  get  its 
light  and  air  from  the  surrounding  property,  yet  when 
other  buildings  are  around  it  and  it  has  lost  this  ad- 
vantage, then  its  renting  value  decrease  accordingly. 
In  the  last  analysis,  high  buildings  beget  high  land 
values,  land  values  which  are  speculative  in  nature, 
and  it  remains  to  be  proven  that  such  land  values  are 
a  benefit  to  the  community. 


New  Book 

Handbook  of  Hydraulics — by  Horace  Williams 
King,  professor  of  hydraulic  engineering.  University  of 
iMichigan;  McGraw-Hill  Book  Company,  Inc.,  New 
York,  ])ublishers.  This  book  is  intended  primarilv  to 
assist  in  the  solution  of  hydraulic  problems.  The 
author  has  kept  in  mind  the  twofold  purpose  of  secur- 
ing accuracy  consistent  with  the  best  experiments  and 
of  sim])lifying  calculations.  A  large  portion  of  the 
]:)ook  is  given  over  to  tal)les.  A  knowledge  of  the  fun- 
damental princi])les  of  hydraulics  is  i)resupposed,  and 
derivations  have  been  omitted  except  where  they  ap- 
pear necessary  in  explaining  new  methods.  The  older 
and  commonly  acce])ted  formulae  are  given  ])rererencc 
over  the  new,  except  where  there  would  be  a  distinct 
gain  in  accuracy  or  simplicity.  The  author  departs 
from  standard  American  ])ractice  in  ad\'ocating  the  use 
of  the  Manning  formula  in  ])lace  of  the  Kutter  formula. 
New  weir  formulae  are  also  sul)niitted.  F.xponential 
formulae  are  advocated  for  pipes,  and  a  sim|)lified 
method  of  using  them  is  given.  The  book  is  designed 
for  ])ractising  engineers  and  advanced  students;  425 
])ages',  nexil)le  cover;  a])proximate  size,  4x7  inches. 


The  Eastern  b'lexible  Conduit  C()mi)any,  of  Brook- 
lyn, N.Y.,  announce  a  change  in  name  to  Eastern  Tube 
and  Tool  Company,  Inc.,  because  of  the  fact  that  they 
have  added  a  line  of  drill  chucks  and  small  tools.  They 
will  continue  to  mamifacture'metallis  and  non-metallic 
conduit  and  armored  cable. 
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Are  Lightning  Rods  a  Protection 
Against  Fire? 

AI*AI'l'-lv  com|)ilc(l  by  R.  S.  W'hitiii,;^-,  arcliitcr- 
lural  engineer,  and  published  l)y  llic  Nati(jnal 
lAiml)er  Manufacturers'  Association,  contains 
suggestions  regarding  the  \ahie  of  lightning 
rods.  Statistics  show  that  in  the  United  States  the 
annual  ])roi)erty  loss  due  to  lightning  is  about  $K,000,- 
000,  while  the  average  number  of  persons  struck  by 
lightning  is  1,500.  Mr!  Whiting  states  that  lightning 
j-ods  reduce  the  fire  hazard  80  to  90  per  cent,  in  the 
case  of  houses  and  99  per  cent,  in  the  case  of  i)arns. 
^ny  style  or  system  of  lightning  rods  is  better  than 
none  at  all,  but  in  order  to  ])r()cure  the  highest  degree 
of  efficiency  standard  rods  should  be  used. 

The  Metals  Used 

The  metals  used  consist  of  copper  and  iron.  The 
iron  should  be  galvani/.ed  to  i^revent  rust  ;  the  rods 
may  be  painted. 

Air  terminals  should  be  located  at  all  high  ])oints 
and  projections,  and  the  distance  between  the  points 
along  ridges  and  i)arai)ets  should  not  exceed  25  ft. 
Down  rods  should  be  run  in  such  a  manner  that  the 
dischar'ge  on  any  one  terminal  may  have  two  or  more 
paths  from  the  base  of  terminal  to  the  ground  where 
practicable.  As  straight  a  run  as  ])ossible  should  be 
])rovided  for  the  down  rods,  and  the  fasteners  should 
be  spaced  not  more  than  5  ft.  ai)art  and  be  of  the  same 
material  as  the  rods.  They  should  be  securely  fas- 
tened in  place,  suitable  allowance  being  made  for  ex- 
pansion. Three  ground  terminals  must  be  provided 
where  the  required  number  of  air  terminals  is  more 
than  six,  but  not  more  than  twelve. 

Too  much  stress  cannot  be  laid  on  the  necessity  of 
properly  installing  ground  terminals,  as  they  are  the 
means  by  which  electric  contact  is  made  l)etween  the 
lightning  rod  and  the  earth. 

Buildings  and  Tanks  • 

In  the  case  of  a  two-gable  house  the  ground  ter- 
minals are  placed  to  good  advantage  at  diagonally  o])- 
posite  corners,  one  terminal  being  jilaced  where  the 
rain-spout  discharges. 

Regarding  the  lightning  ecpiipment  for  water-tow- 
ers, the  height  of  the  structure  (letermines  the  size  of 
the  conductor.  Only  one  air  terminal  is  recpiired, 
located  and  properly  supi)orted  at  the  highest  point  of 
the  roof.  Tanks  higher  than  60  ft.  should  have  at  least 
two  ground  terminals,  while  steel  tanks  supi)orted  on 
steel  trestles  need  be  provided  only  with  ground  ter- 
minals, pro])erly  bonded  to  the  bottom  of  the  trestle. 

The  expense  of  installinig  a  standard  lighting  .sys- 
tem becomes  a  matter  of  little  consecpience  as  com- 
))ared  with  the  exi)ense  of  rebuilding  at  the  ])resent 
high  cost  of  materials. 


Personals 

'City  Engineer  A.  B.  Manscm,  of  Stratford,  Ont.,  on  the 
occasion  of  his  departure  to  join  the  Canadian  Engineers  as 
a  lieutenant,  received  several  liandsonie  presentations  irum 
the  aldermen,  the  city  hall  employees,  the  park  hoard  and 
the  officers  of  the  SSth  Reiiim^'Ht- 

Flight  Lieut.  Sydney  Arthur  Kustwitt;  a  1014  graduate 
of  the  Faculty  of  Applied  Science  and  Engineering,  Toronto, 
.has .  recently  heen  reported  missing.  Lieut,  llustwitt  was 
previously  with  the  Canadian  Engineers,  hut  suhseciuenlly 
transferred  to  the  Royal  Flying  Corps.  Before  his  enlistment 
he  had  heen  on  the  staff  of  the  W'elland  Canal  oflice. 


Mainly  Constructional 

East  and  West— From  Coast  to  Coast 


'J'lie  coiihtruclipn  and  repair  work  tor  which  periiiit-> 
were  issued  in  Halifax  durinK  April  aintiunted  in  value  to 
$.'{0G,8.'')(),  making  tiie  total  for  the  first  four  months  of  the 
year  $480,100. 

r.uihling  permits  issued  in  W'elland,  Ont.,  for  the  montii 
111  ,\pril  are  valued  at  $52, 0.5 5,  as  compared  with  $.';.'{,409  in 
April,  l'.)17.  Tlie  total  for  the  lirst  four  months  of  the  year  is 
$8.!, ()'.»"),  wl  icli  compares  with  $!i.'..:!4'.»  for  the  same  period  last 
year. 

An  order-in-council  lias  been  passed  authorizing  the 
Canaadian  Northern  Railway  to  proceed  with  the  construc- 
tion of  the  i  lanna-Medicine  Hat  branch  of  that  road.  It 
is  proposed  to  lay  rails  from  Hanna  south  to  the  river  this 

summer. 

A  sardine  packing  jjlant  is  now  being  erected  at  West 
St.  John,  N.B.,  above  Navy  Island,  by  the  Booth  Fisheries 
Company,  of  Chicago,  at  a  cost  of  about  $7.5,000.  A  wharf 
IfiO  feet  long  with  a  face  of  .50  feet  is  also  being  added  to 
the  present  wharf. 

r:5uilding  permit  ligures  reported  by  City  .\rchitect 
Chausse,  of  Montreal,  are  as  follows:  April,  191H,  200  permits, 
value  $048, ,510;  April  1917,  215  permits,  $022,940;  from  January 
1  to  April  ;S0,  1918,  374  permits,  $t,0s;i,:i2."j;  same  period.  1917. 
408  permits,  $1,018,800. 

The  Dominion  Steel  Products  Company  have  purchase<i 
35  acres  of  land  owned  by  the  Water  Commission  of  Brant- 
ford,  Ont.,  at  a  cost  of  $42,500.  The  erection  of  100  homes 
for  employees  of  the  company  will  be  proceeded  with  at  once 
and  an  outlay  of  $450,000  is  i)lanned  on  develoi)ment. 

The  ratepayers  of  Trenton,  Ont.,  have  passed  the  by- 
law to  purcliase  the  waterworks  system  from  the  Hydro- 
electric Connnission  of  Ontario,  which  acquired  it  from  the 
.Seymour  Power  &  Light  Com])any,  when  that  concern  was 
absorbed  by  the  Hydro.    The  amount  involved  is  $21,000. 

Among  the  items  passed  on  the  estimates  of  the  Depart- 
ment of  Railways  and  Canals  was  a  sum  of  $500,000  for  the 
continuance  of  the  construction  of  the  Trent  Canal.  An  ap- 
propriation of  $1,850,000  was  also  passed  for  construction 
wiirk  on  the  W'elland  Canal,  and  $43,000  for  impruvements 
to  the  Ontario  St.  Lawrence  Canal. 

The  Dominion  (jovernment  is  expropriating  the  St.  An- 
drew's College,  Toronto,  with  its  25-acre  site,  for  use  as  a 
concentration  and  hosi)ital  centre  for  returned  soldiers.  .A 
large  building  scheme  is  io  be  undertaken  by  the  Department 
of  Public  Works  this  summer  and  an  cxiieiuliture  of  over  a 
million  dollars  is  contemplated. 

.•\s  a  result  of  the  visit  of  Mr.  J.  F.  W'hiison.  commis- 
sioner (){  the  Northern  Development  Branch  of  the  (.Ontario 
Government,  to  Rainy  River,  a  good  roads  association  has 
been  formed  to  cover  the  territory  between  that  town  and 
Barwick.  The  oHicial  name  is  "The  Rainy  River  Clood  Rt>atis 
Xssociat ion."  and  its  object,  "to  co-operate  in  securing  and 
maintaining  .good  roads  in  the  district  in  which  we  reside." 

W  orks  Commissioner  Harris,  of  Toronto,  will  report  to 
the  W  orks  Committee  at  its  next  meeting,  on  the  construc- 
tion of  a  temporary  britlge  running  east  and  west  over  Cilen 
Road,  as  part  of  the  Bloor  Street  X'iaduct.  This  liridge  will 
acconnnodate  street  railway,  vehicular  and  pedestrian  tralhc. 
It  was  not  thought  advisable  to  go  on  with  anything  <if  a  per- 
manent character,  peniling  tlje  settlemeiu  of  the  till  lor  the 
viaduct  on  both  sides  of  (!len  Road. 


Contracts  Department 

News    of  Special   Interest  to  Contractors,  Engineers,   Manufacturers  and 

Dealers  in  Building  Supplies 


Waterworks,  Sewerage  and 
Roadways 

Brooke  Township,  Ont. 

Tenders  are  l)eing  received  by  the 
clerk,  W.  J.  Reed,  Inwood,  until  June  1 
for  repairs  to  drains  for  the  Township 
Council. 

Cap  de  la  Madeleine,  Que. 

Town  Council  contemplate  the  con- 
struction of  0,000  square  yards  of  con- 
crete sidewalks  costing  $19,000.  Chair- 
man, I.  Rochefort. 

Enniskillen  Township,  Ont. 

Township  Council  contemplate  the  con- 
struction of  several  new  drains.  Clerk, 
Geo.  V.  Wyant,  Petrolea. 

Essex,  Ont. 

Town  Council  -contemplate  the  con- 
struction of  cement  sidewalks.  C  lerk,  R. 
R.  Brett. 

Fort  William,  Ont. 

The  City  Council  contemplate  the  con- 
struction of  macadam  pavement  on  Ar- 
thur Street.    Engineer,  C.  B.  Symes. 

Glencoe,  Ont. 

Tenders    are    being    received  by  the 
clerk,  Chas.  George,  until  June  3  for 
inch  tile  drain  on  Main  Street  for  the 
Town  Council. 

Mersea  Township,  Ont. 

Tenders  will  likely  be  called  before 
June  1  for  the  construction  of  a  drain- 
age system  for  the  Township  Council. 
Clerk,  A.  Hairsine,  Leamington. 

North  Tilbury  Township,  Ont. 

Plans  are  in  ])rogress  for  Trembley 
Creek  drain  costing  $:50,000  for  the  Town- 
ship Council.  ICngineer,  J.  J.  Newman,. 
Davis  Block,  Windsor. 

Ottawa,  Ont. 

The  Beechwood  Creamery  Company, 
Central  Chambers,  contemplate  the  con- 
struction of  a  tarvia  road  costing  $8,000. 
Secretary-treasurer,  Cecil  Bclhune,  Cen- 
tral Chambers. 

The  City  Council  will  construct  sewer 
costing  .$3,000  on  Carling  Avenue,  from 
Fisher  Street  to  Cilv  Limits.  Clerk,  N. 
H.  T.  Lett. 

Petite  Riviere,  Que. 

The  Municipality  of  i'etile  Riviere  con- 
template the  construction  of  five  miles 
of  niaca<lam  roadway.  Engineer,  M. 
Henry,  Roads  Dept.,  rarliament  P.ldgs., 
Quebec. 

Victoria,  B.C. 

The  City  Oiuncil  will  construct  as- 
plialt  pavement  costing  $i:!,000  at  the 
lower  end  of  Yates  Strc.  t  Clcik.  \V.  J. 
Dowler. 

CONTRACTS  AWARDED 
Amherstburg,  Ont. 

I'ettypieces  Lid.  have  the  contract  for 
the  conslruclion  of  reinforced  conrrcU- 


l)avement  and  cement  curbs  on  Ajjsley 
Street  for  the  Town  Council. 

Bienville,  Que. 

M.  George  Therrien,  Eraser  Street, 
Levis,  has  the  general  contract  for  the 
construction  of  macadam  pavement  cost- 
ing $4,000  on  Wolfe  Street  for  the  Town 
Council. 

M.  Geo.  Therrien,  Eraser  Street,  Levis, 
has  the  general  contract  for  the  construc- 
tion of  concrete  si(K\\alks  casting  $4,000 
for  the  residents  of  Wolfe  Street. 

Cap  de  la  Madeleine,  Que. 

A.  Brosseau  has  the  general  contract 
and  is  in  the  market  on  20,000  bags  of 
cement  and  ',.000  cul)ic  yards  of  crushed 
stone  for  the  construction  of  sidewalks 
costiTig  $:i,000  for  the  Town  Council. 

Maiden  Township,  Ont. 

Thos.  Morgan,  care  of  clerk,  Howard 
Gil)b,  R.  R.  No.  3,  Amherstburg,  has  the_ 
general  contract  for  drainage  wfirk  for 
the  Township  Council. 

Tilbury,  Ont. 

Scratch  &  Link,  Leamington,  have  the 
general  contract  for  $7,000  pavement  for 
the  Township  Council. 

Toronto,  Ont. 

\'err()Ccliio  &  Castellani,  .5.'?  Greenlaw 
.\ve.,  liave  tlie  general  contract  for  grad- 
ing ]:"),0()()  culiic  yards  of  roadway  at 
Locust  Hill  for  the  Toronto  &  York 
Highway  Commissiim,  5T  Adelaide  St.  E. 

Trail,  B.C. 

V.  Bianco  ha**;  the  general  contract  for 
the  construction  of  sewers  costing  $:!,i:i9 
on  Green  antl  Riverside  .\ve.  for  the 
City  Council. 

Virden,  Man. 

J.  E.  Boyvin  has  the  general  contract 
for  road  grading,  concrete  jiipes  and  cul- 
verts for  the  Town  Council. 


Railroads,  Bridges  and  Wharves 

Fast  Williams  Township,  Ont. 

Tenders  will  be  received  1)y  the  clerk, 
Wm.  McCallum,  Ailsa  Craig,  until  May 
35  for  the  erection  of  "McArthur"  bridge 
costinrr  $10,000,  for  the  Township  Coun- 
cil. Plans  and  specifications  with  the 
engineer,  Chas.  Talbot,  County  Bldgs., 
London. 

North  Dorchester  Township,  Ont. 

Tenders  will  be  called  bv  the  engineer, 
Chas.  Talbot,  County  Bldg.,  London, 
June  1  for  the  construction  of  two  con- 
crete bridges,  Ifi  feel  long,  for  the  Town- 
slii])  Council. 

Underwood,  Ont. 

County  Council  conteni|i1ate  rebuilding 
bridge.  County  clerk,  I'.  .\.  Malcolmson, 
Walkerton. 

CONTRACTS  AWARDED 
Blenheim  Township,  Ont. 

las.  .\.  Vance,  Woodstock,  has  the 
llooi-  ;ind  steel  work  ;ind  Bain  8i  Ross, 


embro,  the  abutments  for  $13,000  steel 
bridge  for  the  Township  Council. 

Minto  Township,  Ont.  ^ 

John  Tilker,  Jr.,  Harriston,  has  the 
general  contract  for  48-foot  concrete 
truss  bridge  costin.g  $3,700  for  the  Town- 
ship Council.  '.^ 

Moose  Jaw,  Sask. 

J.  H.  Saunders,  Confederation  Life 
Bldg.,  Winnipeg,  has  the  general  con- 
trai  t  I'civ  mechanical  coaling  plant,  etc.,t 
for  the  Canadian  Pacific  Railway,  head"" 
otTice,  Montreal. 

Peel  Township,  Ont. 

John  Tilker,  Harriston,  has  the  gen-- 
eral  contract  for  $5,300  concrete  arch 
bridge  for  the  Township  Council. 

Regina,  Sask. 

J.  H.  Saunders,  Confederation  Life 
Bldg.,  Winnipeg,  has  the  general  con- 
tract for  extension  to  freight  shed  for 
the  Canadian  Pacific  Railway,  head  office, 
Montreal. 

Saskatchewan,  Province  of 

J.  IT.  Saunders,  Confederation  Life 
Bldg.,  Winnipeg,  has  the  general  con- 
tract for  railway  buildings,  etc.,  at  Wey- 
hurn  and  Swift  Current  for  the  Canadian 
Pacific  Railway,  head  office,  Montreal. 

St.  Pascal,  Que. 

Arthur  Albert  has  the  general  contract 
and  will  let  steel  work  for  the  erection, 
of  a  reinforced  concrete  bridge  over  Poi- 
virers  Stream  for  the  Town  Council. 

Wheatland,  Man. 

Mr.  l^raille\'.  Brandon,  or  care  of  sec- 
retary-treasurer, John  A.  Dyer,  Wheat- 
land, has  the  general  contract  for  con- 
crete bridge,  etc.,  for  the  Municipality 
of  Daly. 

Public  Buildings,  Churches 
and  Schools 

Alliance,  Alta. 

The  erection  of  a  church  is  contemp- 
lated by  the  church  con.gregation.  Pas- 
tor, R.  Clegg. 

Cap  de  la  Madeleine,  Que. 

The  Roman  Catholic  Commission  will 
erect  two  I'/i  storey  frame  schools  cost- 
ing $8,000  each.  .Secretary-treasurer, 
Pierre  Montplaisir. 

Chauvin,  Alta. 

Tenders   are  being   received    for  tlie 

erection    of    a  school    for  the  Public 

.School  Board.  Secretary,  T.  H.  Saul. 

Durham,  Ont. 

Plans  will  be  preimred  for  a  churcii 
for  the  Catholic  Congre.gation.  Priest, 
Father  Kehoe,  Mount  Forest. 

Fernie,  B.C. 

Plans  arc  being  prepared  for  a  $l(i,- 
r>0()  school  for  the  School  Board.  Sec- 
retary. Arthur  J.  Moffatt. 

Halifax,  N.S. 

Tenders  will  be  called  shortly  for  re- 
pairs to  "Oxford"  school  for  the  .School 
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loard,  81  Sackville  Street.  Clerk,  S.  J, 
Vilson. 

The  School  Board,  81  Sackville  Street, 
make  repairs  to  ".St.  I'atrick'.s"  girls' 
chool  on  Brunswick  street.    Clerk,  J. 
Vilson. 

ngersoll,  Ont. 

Tenders  are  heinfj;  received  by  the  sec- 
etary-treasurcr,  Geo.  Naylor,  until  May 

0,  for  the  erection  of  a  $7,000  rectory 
or  St.  James  Episcopal  Church.  I'lans 
'nd  specifications  with  the  secretary-trea- 
lurer  and  the  architect,  W.  G.  Murray, 
dominion  Savings  Bldg.,  London. 

Kingston,  Ont. 

The  Militia  Department  contemplate 
he  erection  of  hospital,  casualty  huts, 
lurses'  home,  etc.  Work  will  he  done 
inder  supervision  of  the  Department  of 
Public  Works,  Dominion  Government, 
pttawa. 

Montreal,  Que. 

Brown  &  Vallance,  128  Bleury  Street, 
save  been  appointed  architects  for  .$150,- 
■00  addition  to  building  for  the  Young 
"Vomen's  Christian  Association. 

It.  Anne  de  Bellevue,  Que. 

Tenders  are  being  received  by  the  sec- 
;etary  of  the  Department  of  Public 
Vorks,  R.  C.  Desrochers,  Ottawa,  until 

p.m..  May  37,  for  painting  and  staining, 
ec,  for  Military  Hospital  for  the  Mili- 
ary Hospitals  Commission. 

(Orel,  Que. 

Plans  are  in  progress  for  fireman  and 
■dice  station  at  Charlotte  and  Elizabeth 
itreets  for  the  Town  Council.  Archi- 
ect,  J.  Heroux. 

Tara,  Ont. 

Plans  will  be  prepared  for  a  Sunday 
chool  . room  for' the  Knox  Church  Con- 
regation.  Secretary-treasurer,  Allan 
iamsay. 

^'oronto,  Ont. 

j  The  Militia  Department  will  likely  take 
|ver  St.  Andrew's  College  and  grounds 
pr  hospital  purposes.  New  buildings  will 
e  erected. 

'ruro,  N.S. 

Tenders  will  be  received  by  the  sec- 
etary,  Geo.  White,  New  Glasgow,  until 
llay  31  for  the  erection  of  an  orphans' 
ome  for  the  Protestant  Orphanage, 
'lans  and  specifications  with  the  archi- 
fect,  E.  D.  Vernon,  Truro,  and  the  sec- 
etary. 

Velland,  Ont. 

Tenders  will  be  called  shortly  for  the 
rection  of  a  home  for  children  for  the 
Velland  County  Council.    Architect,  C. 

1.  Borter,  Main  Street,  Niagara  Falls. 

Villiam  Head,  B.C. 

Separate  tenders  are  being  received  by 
he  secretary,  R.  C.  Desrochers,  Ottawa, 
:ntil  4  p.m.,  June  7,  for  furnishing  cast 
"on  pipe,  specials  and  lead  for  hospital 
uilding  for  the  Department  of  Public 
Vorks,  Dominion  Government. 

Vindsor,  Ont. 

The  Windsor  School  Board,  Ea  Belle 
ddg.,  plans  to  erect  five  portable  schools 
Dsting  .$4,000  each.  Chairman,  Alex, 
iow. 

CONTRACTS  AWARDED 
lalifax,  N.S. 

Faliioner  &  McDonald,  Davidson  .S(., 
h,\e  the  general    contract    to  rebuild 


cliurch  tin  Brunswick  Street  for  tin 
Churcii  of  the  Redeemer. 

Hamilton,  Ont. 

E.  Donaldson,  T.l'.)  Bay  St.  S.,  has  the 
general  ccjulract,  masonry  and  steel  work 
and  will  let  ])lumbing,  heating,  plaster- 
ing, painting  and  electrical  work  for  the 
erection  of  a  $10,000  one-storey  stucco 
and  hollow  tile  .Sunday  school  for  liie 
Union  Church  Congregation,  Mount 
Hamilton. 

Lachine,  Que. 

The  following  contracts  liave  been 
awarded  in  connection  with  the  erection 
of  a  $70,500  school  for  the  School  Com- 
missioners, Tres  Saint  Sacrament: — Ma- 
sonry, brick  work,  concrete  and  cut  stone, 
F.  C.  Brunet  &  Son;  tiling  and  marble 
work,  Nap.  Deguirc,  53  Third  .'\venue; 
fire  escapes,  N.  Bouvier,  334  De  la  Roche 
St.,  Montreal.  The  general  contractors, 
Fournicr  Bros.,  89  Second  Ave.,  Lachine, 
will  carry  out  the  carpentry  and  elec- 
trical work. 

Laval  Rapids,  Que. 

C.  A.  Lemieux,  G493  St.  Clair  .Ave., 
Montreal,  has  the  general  contract  for 
$30,000  church  for  Notre  Dame  du  Bf)n 
Pasteur,  care  of  architects,  Bigoness  & 
Bigoness,  CO  Notre  Dame  St.  E.,  Mont- 
real. 

Makinak,  Man. 

Ciuss  Johnson,  Makinak,  has  the  gen- 
eral contract  and  the  Pease  Western 
Foundry  Limited,  Midland  and  Notre 
Dame  Streets,  Winnipeg,  the  heating  and 
ventilating  contracts  for  $10,000  school 
for  the  Makinak  School  District  No.  07'.). 

Montmartre,  Sask. 

The  Poole  Construction  Co.,  Ltd., 
Smith  and  Twelfth  Streets,  Regina,  hava 
the  general  contract  for  $33,000  church 
for  the  congregation. 

Montreal,  Que. 

A.  A.  Giddings  &  Co.,  300  Mountain 
St.,  have  the  electrical  work  for  $183,000 
high  school  for  the  Board  of  Education. 

Quebec,  Que. 

L.  J.  Fauteu.x  has  the  general  contract 
for  $300,000  chureh  for  the  Roman  Catho- 
lic Congregation. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $70,000  presbytery  for  the  Parish 
Congregation: — Masonry,  Magloire  C"au- 
chon,  :!0<)  Richardson  St.:  carpentry,  Del- 
phis  Maranda,  Sl2y>  St.  Yalier  St.;  roof- 
ing, Eugene  Falardeau,  :!08-:!lS  de  la 
Reine  St.;  painting.  Edmond  Trepanier, 
1)  St.  .'\gnes  Street. 

St.  Leonards,  N.B. 

Henry  I'ost,  Woodstock,  has  llie  gen- 
eral contract  for  $5,000  stone  and  frame 
customs  ho.usc  for.  the  Department  of 
Public  Works,  Dominion  Government. 

Thorndale,  Ont. 

.Stafford  &  Henderson.  Queen  .St.  W., 
.Si.  A'larys,  have  the  general  contract  for 
remodelling  church  at  a  cost  of  $4,000 
for  the  .St.  Georges  Church  Congregation. 

William  Head,  B.C. 

Robertson  &  Partners,  Ltd.,  837  Hast- 
ings St.  W.,  \'ancouvcr,  have  the  gen- 
eral contract  for  hospital  imildings  for 
the  Dei)artmenl  of  I'ublie  \\ Orks,  Do- 
minion Government. 

Woodstock,  Ont. 

R.  Patterson  has  the  general  contract 
for  repairs  to  isidatiou  hospital  for  liie 
Town  t"ounciI. 


Business  Buildings  and  Indus- 
trial Plants 

Caledonia,  Ont. 

The  (  anada  i'lasler  Board  Co.,  head 
office,  83  (Olborne  Street,  Hrantford,  will 
erect  a  $30,000  stucco  and  frame  factory. 
Architect,  W.  C.  Tilley,  Temple  Bld^  . 
Brantford. 

Dartmouth,  N.S. 

Tenders  will  be  called  by  the  archi- 
tect. .\.  (iraham  (!reighton.  (Tironicle 
BKIg.,  F^alifax,  about  May  17  for  altera- 
tions and  addition  costing  $10,000  tr»  store 
for  L.  Sterns  &  Son,  Water  Street. 

Halifax,  N.S. 

J.  H.  ICmmett.  fjottingen  Street,  con- 
templates the  erection  of  stores  and 
apartments. 

W.  J.  Busch,  Bedford  Row,  is  prepar- 
ing plans  for  alterations  to  offices  for 
the  School  Board.  Secretary-treasurer, 
S.  J.  Wilson,  81  Sackville  Street. 

Leamington,  Ont. 

The  Sanitary  Product  Canners  Com- 
pany contemplate  the  erection  of  a  can- 
ning factory.    Manager,  Carl  .\twell. 

Leaside,  Ont. 

The  Ix-aside  Munitions  Ltd.  are  erect- 
ing brick  machine  shops. 

London,  Ont. 

Tenders  are  being  called  by  the  owner. 
Win.  .Stewart,  Patricia  Theatre,  for  re- 
modelling theatre  at  a  cost  of  .$3,000. 
.Architect.  W.  G.  Murray.  Dominion  Sav- 
ings Bldg. 

Plans  will  be  prepared  for  a  $10,000 
factory  extension  for  the  London  &  Pe- 
trolea  Barrel  Co.,  Simcoe  Street.  Man- 
ager, Mr.  Forristal. 

Montreal,  Que. 

Omer  Quintal.  Ill  .Second  .\ve..  Rose- 
mont.  will  erect  a  one-storey  artificial 
stone  garage,  and  will  let  roofing  and 
electrical  work. 

Niagara  Falls,  Ont. 

C.  M.  Borter,  103  .Main  St.,  is  prepar- 
ing plans  for  theatre. 

Tenders  arc  being  received  by  the 
owners.  Wm.  Rogers  Co.,  Ltd.,  145  River 
Road,  and  the  architect.  C  .M.  Borter, 
103  Main  Street,  for  the  erection  of  a 
two-storey  brick  office. 

Ottawa,  Ont. 

Blair  Rogers,  care  of  J.  D.  Wilson,  8 
Allan  I'lace.  will  make  alterations  cost- 
ing $;i,500  to  residence  for  store. 

Taylor  &  Horwood,  Castle  Bldg.. 
Queen  Street,  are  preparing  plans  for  al- 
terations to  oflice  on  .Albert  Street. 

The  .'^wift  Canadian  Co..  Ltd..  Byward 
.Market,  contemplate  the  erection  of  a 
warehouse  and  packing  house. 

Owen  Sound,  Ont. 

W  .  B.  Mc Naught.  200  lughth  St.  E.. 
will  erect  a  $3,500  addition  to  his  busi- 
ness block. 

Pembroke,  Ont. 

.\.  Byers  Co.,  Ltd..  :!40  L'niversity 
.St..  Montreal,  general  contractors  for 
$35,000  hank  for  the  Merchants  Rank  of 
C  anada,  heati  office.  Montreal,  will  carry 
out  the  nuisonry.  receive  prices  on  lum- 
ber, cut  stone,  marlde.  tole.  etc  :iiii!  K' 
all  other  trades. 

Quebec,  Que. 

.\.  F.  Bump.  CO  N,i>rtli  Market  Street, 
lioston.  Mass..  has  prepared  plans  for 
$150,000  two-storey  reinforced  concrete 
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and  steel  vvliulcsalc  market  Imilding.  for 
the  Swift  Canadian  Co.,  Ltd.,  133^  St. 
Roch  Street. 

Plans  and  specifications  are  with  the 
architect.  Lorenzo  Awger.  .'ii)  St.  John 
Street,  who  will  call  tenders  about  May 
27  for  repairs  and  alterations  to  offices 
fur  Nap.  Fournier,  care  of  Diamond 
Eugene  Co..  Ltd.,  Colomb  and  Volti- 
geurs  Streets. 

Sherbrooke,  Que. 

j.  W.  Gregoire  and  L.  Forest,  Casino 
Rldg.,  will  erect  a  .1;10,()()()  three-storey 
brick  addition  to  business  block  on  Wel- 
lington Street. 

F.d.  Piet.  24  Front  St.,  will  erect  a 
one-storey  mill  garage. 

Sorel,  Que. 

Pontbriand  &  H.  Simard  contemplate 
the  erection  of  a  building  at  Ki'ng  and 
Charlotte  Streets. 

Temiskaming,  Que. 

Tenders  are  being  received  for  the 
erection  of  a  sulphite  mill  and  power 
house  for  the  Riordon  Pulp  &  Paper  Co., 
355  Beaver  Hall  Sq.,  Montreal. 

Toronto,  Ont. 

R.  Watson,  363  Sorauren  Ave.,  is  mak- 
ing alterations  costing  .$8,000  to  his  fac- 
tory. 

McKnight  Construction  Co.,  88  St. 
David  Street,  will  erect  a  brick  garage 
on  Lancaster  Street. 

Geo.  Chapman,  576  Kingston  Road,  will 
erect  two  stores  and  residences  costing 
.$4,300. 

Dr.  G.  W.  Clendennan,  2676  Dundas 
St.  W.,  will  erect  five  one-storey  brick 
stores  costing  $5,000. 


Westmount,  Que. 

J.  H.  Demers,  4;):!2  Sherbrooke  Street, 
Montreal,  will  erect  a  $4,000  one-storey 
reinforced  concrete  garage  at  Claremont 
and  Sherbrooke  Streets. 

Woodstock,  Ont. 

Plans  are  in  progress  for  a  factory  to 
be  erected  on  Dundas  .Street  East  for 
the  Woodstock  Worsted  Spinning  Com- 
pany.    Superintendent,   E.  Holden. 

City  Council  contemi)late  the  erection 
of  an  $]S,(1()()  factory  which  will  be  oper- 
ated imder  the  name  of  the  Canadian 
Hosieries  Limited.  Clerk,  J  no.  Morri- 
son. 

CONTRACTS  AWARDED 
Aylmer,  Que. 

Bate.  McMahon  &  Co.,  Central  Cham- 
bers, Ottawa,  have  the  general  contract 
for  $1,000,000  nickel  refinery  for  the  Brit- 
ish American  Nickel  Corporation. 

Brantford,  Ont. 

fngleby,  Taylor  &  Co.,  Ltd.,  110  Grant 
-Street,  have  the  general  contract,  and 
J.  W.  linglish,  15  Dundas  Street,  the  ma- 
sonry for  repairs  costing  $10,000  to  fac- 
tory for  Monarch  Tractors  Ltd.,  head 
office,  Kent  Bldg.,  Toronto. 

Cap  de  la  Madeleine,  Que. 

Alfred  Brosseau  has  the  general  con- 
tract for  $15,000  two-storey  brick  exten- 
sion to  store  and  tenement  for  J.  H.  Le- 
duc. 

Halifax,  N.S. 

The  following  contracts  have  been 
awarded  in  conntction  with  the  erection 
of  an  $18,000  box  factory  for  Moir's  Ltd., 
Argyle  and  Duke  Streets: — General  con- 
tract, masonry,  carpentry,  roofing,  plas- 


tering, Rhodes,  Curry  Co.,  Windsor  Si 
plumbing,  Hagen  &  Co.,  161  QuinpOi 
Road;  painting,  Frank  Reardon,  Argy 
St.;  sheet  metal,  Jas.  Donohue,  Bedfb 
Ro.w. 

Geo.  E.  Gordon,  44  South  St.,  has  ti 
general  contract  for  $12,000  one-store 
concrete  block  garage  for  the  Quiet; 
Street  Garage  Co.,  Queen  Street.  A 
chitect,  A.  Graham  Creighton,  Chronic; 
Bldg.  i 

The  Nova  Scotia  Construction  Co.,  Ifj 
Upper  Water  Street,  have  the  genen: 
contract  for  $25,000  warehouse  for  till 
Furness,  Withy  Co.,  Limited.  j 

London,  Ont.  f 

The  following  contracts  have  bee' 
awarded  in  connection  with  the  erectio' 
of  a  $50,000  office  building  for  the  Huro 
&  Erie  Co.,  Richmond  St.: — Vaults, 
&  J.  Taylor  Co.,  145  Front  St.  E.,  Tc 
ronto;  bank  fixtures,  Canada  Office  an 
School  Furniture  Co.,  King  St.,  Pre; 
ton;  marble,  Italian  Mosaic  &  Marble  C 
of  Canada,  Ltd.,  Crown  Tailoring  Bldg: 
Toronto. 

Maisonneuve,  Que. 

Emile  Lepage,  34  St.  Vincent  Stree 
Montreal,  has  the  terrazo  work  in  cOrj 
nection  with  the  erection  of  a  factor 
costing  $100,000  for  J.  L  Chouinard,  33 
Notre  Dame  St.  E.,  Montreal. 

Toronto,  Ont. 

The  following  contracts  have  bee 
awarded  in  connection  with  the  erectio 
of  a  $40,000  addition  to  factory  for  th 
International  Business  Machines  Co 
Ltd.,  head  office,  270  Dundas  St.  W 
Carpentry  and  masonry,  Toms  Contract 
ing  Co.,  Kent  Bldg.;  roofing  and  shee^ 


B  U  I  I.  D  I  N  G 


is  applied  with 
a  wide  floor  brush 


.Agatex  chemically  transforms  a  soft  or  dusting- 
cement  floor  to  a  hard,  dense,  impenetrable  sur- 
face without  changing  its  color  or  appearance. 
;\ctually  enters  into  chemical  reaction  with  the 
cr)nstituents  of  the  cement,  aiid  forms  entirely 
new  compounds,  hard,  enduring  and  resistive  to 
wear 

You  should  have  our  coniiilclc  descriptive 
price  li.sl  of  Chemical  I'loducls.  It  is  free  on 
request. 

Trussed  Concrete  Steel  Co. 

of  Canada,  Limited 
WALKERVILLE,  ONTARIO 

Montreal       Toronto       Winnipeg       Calgary  Vancouver 


Tenders 
Wanted 


should  be  advertised  for  in  the  "Tenders  and  For 
Sale  Department"  of  the  CONTRACT  RECORD 
AND  ENGINEERING  REVIEW.  This  paper 
is  the  "Tender  Ad."  medium  of  Canada  and 
alwtays  brings  bids  from  the  reliable  contractors 
and  supply  houses.  File  your  plans  for  any  work 
on  which  you  are  inviting  bids  in  our  offices  at 
Toronto,  Montreal,  Winnipeg  or  Vancouver. 

Contract  Record 

and  Engineering  Review 
TORONTO       M  ONTARIO 


May  33,  1918 


THE  CONTRACT  lUCCORD 


BOILERS 


Erie  City  Vertical  and  Horizontal 
water  tube  boilers  of  any  size  and 
capacity  can  be  built  and  installed  by 
us  on  short  notice. 

We  are  equipped  to  submit  suggestions 
or  quote  on  your  specifications. 
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The  John  Inglis  Company,  Limited 

ENGINEERS  AND  BOILERMAKERS 
14  Strachan  Ave.       ■       -       Toronto,  Canada 

Ottawa  Representative-).  W.  ANDERSON,  7  Bank  Street  Chambers 
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metal,  Douglas  Bros.,  124  Adelaide  St. 
W.;  steel  sash  and  fibre  doors,  A.  B. 
Ormsbj^  Co.,  Abel  St.;  glazing-;  F.  G. 
Roberts  &  Co.,  Ltd.,  lOG  Wells  Street; 
plumbing  and  heating,'  Shcppard  &  Ab- 
bott, 119  Harbord  St.;  wiring.  Bennett 
&  Wright,  73  Queen  E.;  electrical  work, 
Turnbull  Elevator  Co.,  126  John  St.. 

A.  L.  Switzer,  316  Withiow  Ave.,  has 
the  general  contract  for  galvanized  iron 
and  frame  machine  shop  for  Holden 
Morgan  Co.,  579  Richmond  W. 

Welland,  Ont. 

W.  Mutchell  and  C.  White  have  the 
general  contract  for  $5,000  one-storey 
hollow  tile  and  brick  garage  for  A.  E. 
Mason. 


Residences 

Brantford,  Ont. 

The  Dufferin  Park  Company  will  erect 
a  hundred  resdences,  costing  $:!50,000. 
Sewers,  walks,  and  roads  will  be  con- 
structed. 

Guelph,  Ont. 

Mrs.  H.  Harris,  24  Green  St.,  contem- 
plates the  erection  of  a  .l;:i,300  residence 
on  Oxford  St. 

Halifax,  N.S. 

Tenders  are  being  received  by  the  ar- 
chitects, Harris  &  Horton,  Keith  liuild- 
ing,  for  repairs  and  alterations  to  resi- 
dence for  Edward  Clayton,  Gottingen  St. 

O.  L.  Giffin,  61  Allen  St.,  will  erect  two 
flats,  costing  $3,000. 

Abraham  Webber,  Brunswick  St.,  will 
erect  a  two-storey  frame  residence  on 
i'arrington  St. 

E.  J.  Horne,  70  Bilby  St.,  will  make  re- 
pairs, costing  $3,000,  to  his  residence. 

Mrs.  L.  J.  Farrar,  225  Agricola  St.,  wall 
erect  an  addition  and  make  repairs,  cost- 
ing $3,500,  to  her  residence. 

Hamilton,  Ont. 

Jos.  Dwyer,  55  East  Bend  Ave.,  will 
erect  four  $2,000  one-storey  frame  resi- 
dences, carry  out  the  masonry,  carpentry 
and  roofing  and  let  plumbing,  heating, 
painting,  plastering  and  electrical  work. 

Leamington,  Ont. 

Thomas  Smith  has  secured  a  site,  on 
which  he  will  erect  a  $3,000  one-storey 
frame  and  brick  residence. 

Montreal,  Que. 

Hilairc  Tackwood,  3340  Boyer  .Street, 
will  build  an  extension  to  his  residences. 
One-storey,  brick  construction. 

.\nglins  Ltd.,  05  Victoria  St.,  general 
contractors  for  alterations  and  addition 
to  residences  costing  $25,000  for  T.  S. 
(iillespie,  726  Pine  Ave.  W.,  will  carry 
out  the  masonry,  car])cntry  and  i)!aster- 
ing  and  let  roofing,  i)lutnl)ing,  heating, 
painting,  glazing  and  electrical  work. 

Ernest  Cousins,  Ltd.,  18  Monte  (hi 
Zouave,  will  make  alterations  to  building 
for  apartments,  garage,  etc.  Architect, 
A.  Godi.n,  599  Berri  St. 

Owen  Roberts,  368  Hingston  Ave.,  will 
erect  a  $5,000  two-storey  stone  and  brick 
rtsidence  on  Addington  .Ave. 

New  Toronto,  Ont. 

Tenders  are  wanleil  for  painlinu  niiu- 
residences  for  Kobins,  Ltd.,  Kent  lliiild- 
ing,  Toronto. 

Niagara,  Ont. 

( '.  M.  I'lortcr,  103  Main  .St.,  is  |)ri-paring 
nlaiis  for  alterations  and  addition  to  resi- 
lience for  J.  B.  Robinson,  599  River  Road. 


Niagara  Falls,  Ont. 

C.  M.  Uorter,  .103  Main  St.,  is  preparing 
plans  for  a  two-storey  brick  veneer  resi- 
dence for  Felix  Lapieu,  Welland  Ave. 

C.  M.  Borter,  102  Main  St.,  is  prepar- 
ing iplans  for  alterations  and  addition  to 
residence  for  A.  C.  Thorburn,  113  Main 
Street. 

Olinda,  Ont. 

William  Kyall,  Olinda,  will  erect  a 
$3,000  two-storey  brick  residence. 

Ottawa,  Ont. 

J.  Sullivan,  104  Metcalfe  St.,  will  make 
alterations  to  his  residence. 

Outremont,  Que. 

Plans  and  specifications  are  with  the 
architect,  P.  L.  W.  Dupre,  15  St.  Law- 
rence Boulevard,  and  the  owner,  P.  O. 
Casavant,  633  Champagneur  Ave.,  who 
will  receive  tenders  until  May  35  for  the 
erection  of  a  cottage  and  garage,  costing 
$10,000. 

Renfrew,  Ont. 

Thomas  A.  Low  contemplates  the  erec- 
tion of  three  two-storey  frame  resi- 
dences, costing  $3,500  each. 

John  Kippen  contemplates  the  erec- 
tion of  a  $3,000  two-storey  brick  veneer 
residence. 

Sherbrooke,  Que. 

Joseph  Koyer,  Alexandre  Boulevard, 
will  erect  a  two-storey  mill  tenement. 

Three  Rivers,  Que. 

Mr.  J.  Bte.  Poliquin  will  erect  a  resi- 
dence, and  is  in  the  market  for  lumber, 
painting,  varnish,  etc. 

Toronto,  Ont. 

W.  J.  O'Reilly,  53  Colborne  St.,  will 
erect  a  $3,500  3^-storey  brick  residence. 

C.  Coldwell,  583  Carlaw  Ave.,  will  erect 
a  pair  of  3J/2-storey  brick  residences, 
costing  $5,000. 

Tenders  are  wanted  on  plmnbing  and 
heating  for  the  erection  of  a  ipair  of  3^- 
storey  brick  residences,  costing  $5,000, 
for  John  Barrett,  88  Borden  or  106  Cam- 
bridge. 

Grant  &  Stevens,  261  Danforth  Ave., 
will  erect  a  pair  of  two-storey  brick  resi- 
dences, costing  $4,000. 

R.  Barrett,  106  Cambridge,  wants  ten- 
ders on  plumbing  and  heating  for  the 
erection  of  a  $5,000  3J/2-storey  brick  resi- 
dence. 

F.  H.  Miller,  300  Lauder  Ave.,  will 
erect  two  $3,000  3^-storey  brick  resi- 
dences. 

Plans  have  been  drawn  for  Rve  $2,000 
two-storey  brick  residences  to  be  erected 
by  S.  A.  Roden,  958  St.  Clair  West. 

1'.  G.  liowden.  159  Gillard  Ave.,  will 
erfct  a  pair  of  2;/^-storey  l)rack  resi- 
dences, costing  $5,000. 

Mr.  Zimmerman,  873  Kingston  Road, 
will  erect  two  pair  of  3^-storey  brick- 
residences,  costing  $10,000,  buy  brick  and 
lumber,  and  is  receiving  tenders  on 
pluni'bing  and  heating. 

A.  Nelson  329  Willard  Ave.,  will  erect 
two  $:!,000  3>^-storey  brick  residences 
and  let  heating,  plumbing,  and  wiring. 

Decth  &  Sons,  44  .GroTfe  Ave.,  want 
tenders  on  all  trades  for  the  erection  of 
a  $4,000  duplex  residence  and  two  $3,000 
residences. 

I'.  A.  iMiglish,  II  Locust  Ave.,  will 
erect  two  two-storey  brick  residences, 
costini'-  $4,000,  and  is  rcceixiiig  fenders 
for  stone  cellars. 

j.  I!.  Harris,  99  1  Danforth  Ave.,  has 
bad  plans  drawn  and  will  receive  tenders 


for  the  erection  of  six  $3,000  two-storei 
brick  residences. 

Westmount,  Que. 

J.  A.  St.  Germain,  613  Cote  St.  Antoin 
Road,  will  make  alterations  costing  $3;} 
000  to  his  residence.    Audet  &  Charbor!  i 
neau,  194  Pare  et  Cartier,  Montreal,  ar 
the  architects. 

Windsor,  Ont.  i 

E.  J.  Baby,  79  Bruce  Ave.,  wall  erec 
five  frame  residences  on  Elm  St.,  at 
cost  of  $10,000. 

Plans  have  been  drawn  for  a  two-fa 
ily  flat  to  be  erected,  at  a  cost  of  $3,9 
by  E.  J.  Baby,  79  Bruce  Ave.,  who  w 
also   let    plumbing,   heating,  plasterii^l 
and  painting.  j 

S.  Keyser,  93  Moy  Ave.,  will  erect^ 
two-family  flat,  costing  $5,000,  and 
let  plumbing,  heating,  plastering,  pjti: 
ing  ,and  electrical  work. 

Yarmouth  Township,  Ont.  ' 

Salanthiel  Curtis,  St.  Thomas,  wil 
erect  a  $3,000  residence. 

CONTRACTS   AWARDED  | 
Bittern  Lake,  Alta. 

William  Moore,  Halley,  has  the  genera 
contract  for  $3,500  frame  residence  id 
E.  C.  Roper  &  Sons. 

Brantford  Ont. 

Fred  Armstrong,  190  William  St.,  ha 
the  contract  for  hanging  partitions  am 
doors,  etc.,  in  connection  with  the  con 
\'ersion  of  a  hotel  into  apartments,  at  i 
cost  of  $6,000,  for  Alex.  Howarth,  87-8! 
Dalhousie  St. 

Cap  de  la  Madeleine,  Que. 

Alfred  Brousseau  has  the  general  coti' 
tract  for  $6000  two-storey  brick  resi' 
dence  for  Isaied  Grakdmont., 

Charlottetown,  P.E.I. 

A.  A.  McDonald  96  Upper  Hillsbo. 
St.,  has  the  general  contract  and  will 
plumbing,  heating,  and  electrical  wo 
for  the  erection  of  a  $3,000  two-store 
frame  residence  for  William  M.  Rowe 
Grafton  St. 


Halifax,  N.S. 

J.  K.  Hunter.  154  Henry  St.,  has  t% 
general  contract,  caipentry,  and  roofit|f 
and  W.  B.  Saniord,  93  Duncan  St.,  tl 
masonry  and  plastering  for  alteration 
and  addition,  costing  $5,000,  to  resident! 
for  Ifeiini  I.  Mathers,  Quinpool  Road. 

Russell  &  Macauly,  St.  Paul  Buildi_ 
have  the  general  contract  for  extensi' 
repairs,  costing  $3,000,  to  fiats  for  M 
A.  Lindsay,  1  Uniacke  St. 

O.  L.  Giffin,  61  Allen  St.,  has  the  gen 
eral  contract  for  $6,000  3^-storey  franu 
residence  for  Mrs.  Thackery. 


Hamilton,  Ont. 

The  following  contracts  have  l)eeil 
awarded  in  connection  with  the  crectioi 
of  four  1  storey  frame  residences  cos( 
ing  $3,000  for  R.  Spicer  &  Son,  53  Pra 
tor  Blvd..  who  will  carry  out  the  car 
pentry  and  roofing: — Plastering,  J.  Wat 
son;  masonry,  J.  McKay.  66  St.  Clair 
Ave.;  electrical  work,  J.  Dynes,  30  Ava^ 
Ion  Place;  pUiin])ing,  C.  Smith,  cor  Locke^ 
and  Pine  Sis.;  heating,  C.  Havers.  137 
Wcntworth  St.  N.;  painting,  F.  Paul,  15C 
San  ford  Ave.  N. 

Tiie  following  contracts  have  lieen 
awarded  in  cf)nneclion  with  the  erection 
of  a  $6,000  2'/.-storey  brick  residence  for 
V.  L.  Siiively.  88  Melrose  Ave.:  Electri- 
cal work,  Culley  &   lireay.  :!5   King  ,St 

(Continued  on  page  46) 
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Six  Carloads  of  Electrical  Merchandise 


Most  of  it  New      Some  of  it  Used 

Immediate  Delivery       Subject  to  Prior  Sale 

25%  to  50%  Below  Wholesale  Prices 


MOTORS 
3  Phase   60  Cycle   550  Volts 


No. 


H.P. 

R.P.M. 

MAKE 

2 

1750 

Wagner 

2 

1750 

Lincoln 

3 

1750 

Lincoln 

5 

1800 

Thompson 

5 

1800 

Ideal 

5 

1800 

Lincoln 

1200 

Lincoln 

1120 

Canadian  General  Electric 

10 

1200 

Lincoln 

10 

1120 

Canadian  Westinghouse 

20 

1200 

Lincoln 

20 

450 

Canadian  General  Electric 

20 

900 

Lincoln 

25 

720 

Canadian  General  Electric 

25 

900 

Lincoln 

25 

900 

Wagner 

25 

850 

Swedish  General  Electric 

25 

900 

Canadian  General  Electric 

30 

1120 

Canadian  Westinghouse 

30 

850 

Lincoln 

30 

850 

Wagner 

30 

1140 

Wagner 

35 

900 

Canadian  General  Electric 

40 

600 

Canadian  General  Electric 

45 

1200 

Canadian  General  Electric 

50 

900 

Canadian  General  Electric 

50 

900 

Wagner 

50 

850 

Canadian  Westinghouse 

60 

450 

Canadian  General  Electric 

75 

450 

Canadian  General  Electric 

75 

900 

Crocker- Wheeler 

75 

1200 

General  Electric 

75 

900 

Swedish  General  Electric 

75 

600 

Crocker- Wheeler 

100 

900 

Lincoln 

100 

900 

Canadian  Westinghouse 

150 

900 

Canadian  General  Electric 

TRANSFORMERS 

60  Cycle 
2200  Volts  to  220-110  Volts 


No. 

K.W. 

MAKE 

11 

3/4 

Packard 

14 

1 

Canadian  Westinghouse 

18 

1 

Packard 

13 

2 

Packard 

15 

2 

Canadian  Westinghouse 

3 

2 

Can.  Gen.  Electric 

6 

3 

Packard 

6 

3 

Can.  Westinghouse 

50 

5 

Rideau 

21 

5 

Can.  Westinghouse 

3 

5 

Can.  Gen.  Electric 

4 

10 

Packard 

2 

10 

Can.  Gen.  Electric 

8 

10 

Can.  Westinghouse 

2 

15 

Can.  Westinghouse 

32 

20 

Can.  Gen.  Electric 

1 

25 

Can.  Gen.  Electric 

2 

30 

Can.  Westinghouse 

1 

40 

Can.  Westinghouse 

2 

60 

Can.  Gen.  Electric 

Also  two  carloads  of  condulets, 
condulet  covers,  V.  V. 
fitting,  fuses,  knife 
switches,  porcelain  tubes, 
cutouts,  circular  loom, 
flexible  steel  conduit  and 
couplings,  carbons,  carriage 
bolts,  braces  and  R.C.D.B. 
wire. 


Dominion  Iron  &  Wrecking  Co.,  Limited 

General  Offices:  Transportation  Bldg.,  MONTREAL 


Tenders  and  For  Sale  Department 


Sealed  tenders  addressed  to  the  undersigned,  and 
endorsed  "Tender  for  Dominion  Government  Office 
IJuilding,  Ottawa,"  will  be  received  at  this  office 
until  4  p.m.,  on  Monday,  May  27,  1918,  for  the 
construction  of  a  Dominion  Government  Office 
Building,  O'Connor  Street,  Ottawa,  Ont. 

Plans  and  forms  of  contract  can  be  seen  and 
■  specification  and  forms  of  tender  obtained  at  the 
offices  of  the  Chief  Architect,  Department  of  Pub- 
lic Works,  Ottawa,  the  Overseer  of  Dominion 
Bldgs.,  Central  Post  Office,  Montreal,  and  the 
Clerk  of  Works,  Postal  Station  "  F,"  Toronto, 
Ont. 

Persons  tendering  are  notified  that  tenders  will 
not  be  considered  unless  made  on  the  printed 
forms  supplied,  and  signed  with  their  actual 
signatures,  stating  their  occupations  and  places  of 
residence.  In  the  case  of  firms,  the  actual  signa- 
ture, the  nature  of  the  occupation,  and  the  place 
of  residence  of  each  member  of  the  firm  mtist 
be  given. 

Each  tender  must  be  accompanied  by  an  ac- 
cepted cheque  on  a  chartered  bank,  payable  to 
the  order  of  the  Minister  of  Public  Works,  for 
the  sum  of  seventy-five  thousand  dollars  ($75,000), 
which  will  be  forfeited  if  the  person  tendering 
decline  to  enter  into  a  contract  when  called  upon 
to  do  so,  or  fail  to  complete  the  work  contracted 
for.  If  the  tender  be  not  accepted  the  cheque 
will  be  returned. 

The  Department  does  not  bind  itself  to  accept 
the  lowest  or  any  tender. 

Note. — Blue  prints  can  be  obtained  at  the  office 
of  the  Chief  Architect,  Department  of  Public 
Works,  by  depositing  an  accepted  bank  cheque 
for  the  sum  of  $50,  made  payable  to  the  order 
of  the  Honourable  the  Minister  of  Public  Works, 
which  will  be  returned  if  the  intending  bidder 
submit  a  regular  bid. 

By  order, 

R.  C.  DESROCHERS, 

Secretary. 

Department  of  Public  Works, 

Ottawa,  May  7,  1918.  20-21 


For  Sale 


1 — Madison    Williams   30  in.,   200  h.p.  Triumpli 
Horizontal  Steel  Case  Turbine  Water  Wheel, 
25  feet  head,  complete  with  pulley. 

1— m  kilowatt,  2.'{00  volt,  phase,  CO  cycle,  1200 
R.  P.  M.,  belted  generator,  with  pulleys  and 
rlieostats  and  exciter,  Crocker-Wlieeler  make. 

pounds  No.  H  I'.&S  hard  drawn  bare  coi)per 
line  wire. 

1.04.S  pounds  So.  ^  ^  I4&S  hard  drawn  bare  copper 
lint-  wire. 


I.acombe,  .\lla. 
May  11,  1!lls. 


\.   K.  (WKKHTnKRS, 

Secretary-lieasurer. 

21-24 


For  Sale 

Travelling  A  Frame  Derrick 


()0  ft.  boom,  suitable  for  clam  shell,  orange  peel, 
or  coal  handling;  equipped  with  8  x  12  hoisting 
engine,  .'{  drum  and  swinger.  Excellent  condition. 
Immediate  shipment. 

The  A.   R.  Williams  Machinery  Co.,  Ltd., 
04  Front  Street  West, 
IT  t.f.  Toronto,  Ont. 


Department  of  the  Naval  Service 

Tenders  for  Self  Propelled 
Coal  Discharging  Bridges 

Sealed  tenders  addressed  to  the  undersigned  and 
endorsed  "Tenders  for  Coaling  liridges,"  and  ac- 
companied by  a  certifieil  cheque  for  10  per  cent, 
of  the  amount  of  the  tender,  will  be  receiveil  up 
to  noon,  Friday,  May  31,  1918,  for  the  construc- 
tion and  installation  of  two  coal  discharging 
liridges  in   Halifax,  N.S. 

Full  particulars  may  be  obtained  on  applica- 
tion to  the  undersigned  or  to  the  Admiral  Sup- 
erintendent, H.M.C.  Dockyard,  Halifax,  N.S. 

G.  J.  DRSBARATS. 
Deputy  Minister  of  the  Naval  .Service. 
Ottawa,  May  10,  191S. 

ITnauthorized  publication  of  this  advertisement 
will  not  be  paid  for.  ■  21-22 


Tenders  for 

Sewer  Construction 


Sealed  tenders,  plainly  marked  as  to  contents, 
will  be  received  liy  the  undersigned  up  to  12 
o'clock  noon  of  Monday,  June  3rd,  1918,  for  the 
construction  of  270  feet  of  12-inch  sewer  in 
Katon  Avenue  in  the  Township  of  York. 

Plans  and  Specifications  and  all  necessary  in- 
formation may  be  obtained  at  the  office  of  the 
luidersignecl,   40  .larvis   .Street,  Toronto. 

The  lowest  or  any  tender  will  not  neces- 
sarily be  accepted. 

FRANK  BARBER, 
Toronto,  Ont.  Township  J'lngineer, 

May  21,  lOl.S.  21 


Tenders  for  Supplies 


Tenders  w-ill  be  received  by  registered  post 
only,  aildressed  to  the  Chairman,  Board  of  Con- 
trol, City  Hall,  Toronto,  up  to  12  o'clock  noon 
on  Tuesday,  June  11th,  1918,  for  construction 
and  <lelivery  of :  — 

Tender  No.  ."55  (Recall) — .'\ir  Chambers  anil  Cast 

Iron  .Special  Castings. 
Tender  No.  .37   (Recall)— Coal  Crusher. 
Tender  No.  40 — Proposed  Alterations  to  the  Higli 

Pressure  Fire  System  .Steam  Piping. 

Knvelopes  containing  ten<lers  must  be  plainly 
marked  on  the  outside  as  to  contents.  Specilica- 
tions  and  forms  uf  Icmler  may  be  obtained  at 
the  Works  I  )cpart nieiil ,  liooni  12,  City  Hall. 
Tenders  must  c(iin|ily  ^trictly  with  conditions  of 
City  liy-law  as  to  deposits  and  sureties,  as  set 
out  in  specificatiiHis  and  forms  of  lender.  The 
hnvest  or  any  tender  not  necessarily  accepted. 

T.   r..  CHURCH,  Mayor, 
21  Chairman,    Board  of  Control. 


Excavator  For  Sale 


Parsons  Trench  Excavator,  Model  78,  together 
with  three  Pipe  Layers.  This  machine  has  just 
been  thoroughly  overhauled  and  ready  for  immedi- 
ate shipment.  Excavator  can  be  inspected  in 
Montreal.     For  particulars  write  to 

MACHINERIES  LIMITED, 

417  St.  James  Street, 
Tel.  Main  18  Montreal,  Que. 

19  t.f. 


Concrete  Bridge 


Tenders,  sealed,  marked  and  addressed  to  ' 
James,  57  Adelaide  Street  East,  Toronto, 
received  up  to  noon,  May  30th,  1918,  for  M 
small  concrete  bridges.  Forms  of  tenders  'jl 
specifications  may  be  seen  at  the  offices  of'il 
Toronto  and  York  Roads  Commission.  57  A|| 
laide   Street    East,  Toronto. 

Tlie  Commission  will  also  sell  one  steel  bril 
feet  long  and  Ki  feet  wide. 

T.    FOSTER,   M.P.,  Chairman. 
21  R.    W.    PHTIJ.TPS,  .Seci-etary. 


Board  of  Educatioi 


.Sealed  tenders,  whole  or  separate,  addressed'.;^,, 
the  .Secretary-treasurer  of  the  Board,  will  !« || 
ceived  until  Jl 

THURSDAY,  MAY  30th,  1918| 
for  trades  for 
ERECTION  OF  PERTH  AVENUE 

SCHOOL  ANNEX: 
Masonry,  including  Structural  Steel 
Carpentry 

Reinforced  Concrete  ^ 
Plastering  I 
Roofing  and  Tinsmithing  * 
Painting  and  Glazing 
Ornamental  Iron,  including  stairs 

ERECTION  OF  QUEEN  ALEX- 
ANDRA SCHOOL  ANNEX: 
Masonry,  including  Structural  Steel. 
Carpentry 

Painting  and  Glazing 
also 

SALE  AND  REMOVAL  OF  OLD 
HOUSES,  Western  Part  of  City, 
and 

REMOVAL  OF  FIRST  CLASS 
GRAVEL  FOR  BUILDING  PUR- 
POSES and  REGRADING  PLAY- 
GROUNDS,  Carlton  School, 
Davenport  Road  and 
Osier  Avenue 

.Sjiecifications  may  be  seen  and  all  informatio 
obtained  at  tlie  office  of  the  Superintendent  0 
Buildings,  l^>r<  College  .Street.  Each  tender  mu.'* 
be  accompanied  with  an  accepted  bank  cheqti 
for  five  per  cent,  of  the  amount  of  the  tcmler,  o 
its  ecpi'tvalent  in  cash,  aiiplying  to  said  tende 
only.  .Sureties  for  all  tenders  exceeding  foil 
tliousanil  dollars  must  be  furnished  by  suret; 
companies.  Tenders  must  be  in  the  hands  of  tlii 
.Secretary-treasurer  at  his  office,  .Adminislratior 
r.uilding,  not  later  than  4  o'clock  p.m.,  on  thi 
day  named,  after  which  no  tcmler  will  be  received 
The  lowest  oi-  any  tender  will  not  necessarily  bi 
accejited. 

C.XKOI.INE  S.  BROWN,  M.H., 

Chairman  of  Coniniiltee 
W.  C.  WILKINSON, 
21  .Secretary  treasurer 


Incorporated  Companies 

Cobalt,  Ont. 

Tiic  Indian  Peninsula  Mining  Com> 
pany,  Ltd.,  capital  $1,000,000,  to  conduct 
.ueiitTal  iiiiiiiii.o  (>])C'ra( idiis. 

Tilbury,  Ont. 

The  Canadian  Forcings  &  .Socket  Co;, 
Ltd..  capital  $;i.'iO,000,  to  manufacture  gen 
eral  steel  forgings  and  bow  .sockets. 


May  33,  1918 
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in  the  trenches  is  the  test  of 

a  soldier's  stamina  and  worth 

Vitrified  Clay  Pipe 

"THE  PERMANENT  PIPE" 

is  holding  the  trenches  against  disease  in  every 
Canadian  City. 

Attacks  by  such  enemies  as  corrosion,  electrolysis  and 
decay  are  repelled  without  a  casualty.  No  siege  is 
long  enough  to  put  its  resistance  to  the  test. 

For  public  or  private  sewerage,  for  drains  and  for 
culverts.  Vitrified  Clay   Pipe  is  the  logical  Material. 

Ontario  Sewer  Pipe  Co.  Limited 

Mimico,  Ont. 
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Residences 

(Continued  from  Page  42)  ■ 

W.;  plaslcriiiii  H.  Trevvolla,  7;i!)  e'aiiiion 
E.;  painting-.  Mr.  AniRle,  care  of  archi- 
tect, Gordon  Huttnn,  I'.ank  of  Hamilton 
I'.niiding;  tin  work,  JoHn  E.  Riddle,  Fer- 
guson Ave.  N. 

H.  Day,  :!4  Huron  St.,  has  the  heating 
and  the  Marshall  Decorating  Company, 
7:;()  King  St.  E.,  the  painting  contract  m 
connection  with  the  erection  of  a  $:i,G0O 
and  a  .$:!,()00  residence  for  J.  M.  Honey- 
ford.  12  Kensington  Ave.  K. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  .1;:!,00()  residence  for  D.  Hill,  1-6  St. 
Matthews.  Ave.,  who  will  carry  out  the 
heating  and  painting:  General  contract, 
masonry,  carpentry,  and  roofing,  S.  S. 
l-'orbes.  165  Sanford  Ave.;  electrical 
work,  E.  Thornton,  174  Balmoral  Ave.; 
plastering,  H.  Hancock,  87  Cambridge 
.\ve.  The  general  contractor  will  let 
plumbing. 

H.  Trewolla,  729  Cannon  E.,  has  the 
plastering,  Mr.  Angle,  care  of  architect, 
Gordon  Hutton,  Bank  of  Hamilton  Build- 
ing, the  painting,  and  Culley  &  Breay,  35 
King  St.  W.,  the  electrical  work  in  con- 
nection with  the  erection  of  a  $10,000 
residence  for  F.  L.  Snively,  88  Melrose 
Avenue. 

P.  A.  Moore,  9;J9  King  St.  E.,  has  the 
plumbing  and  H.  Hancox,  87  Cambridge 
Ave.,  the  plastering  contract  in  connec- 
tion with  the  erection  of  a  $5,000  resi- 
dence for  S.  S.  Forbes,  165  Sanford  Ave. 
S.,  who  will  carry  out  the  painting  and 
heating. 

Montreal,  Que. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  .$20,000  residence  for  the  parish  of 
Ste.  Clothilde,  61  St.  Clothilde  Avenue: 
General  contract,  masonry,  plumbing, 
heating,  plastering,  and  painting.  George 
A.  Laurence,  125  Contrecoeur  St.;  elec- 
trical work,  John  Gauthier,  524  Bour- 
bonniere  St.  The  general  contractor  will 
let  niillwork,  carpentry,  sash  and  door 
work  and  roofing. 

Mount  Royal,  Que. 

Emile  Lepage,  :54  St.  Vincent  Street, 
Montreal,  has  the  contract  for  mosaic 
tile  in  connection  with  the  erection  <)f 
six  two-storey  lirick  residences  costing 
$50,000,  for  the  Canadian  Northern  Mont- 
real Land  Company,  261!  St.  James  St., 
Montreal. 

Ottawa,  Ont. 

William  Shenknian,  ;!60  F'riel  St.,  will 
make  alterations,  costing  $5,000,  to  resi- 
dences for  ai)artment,  and  has  awarded 
the  carpentry  contract  to  T.  Ladoceiir, 
477  liesserer  St. 

\V.  II.  Lee,  :!6  Burton  St.,  has  the  gen- 
eral contract  and  will  receive  tenders 
until  May  25  for  plumbing,  heating,  plas- 
tering, and  painting  for  the  erection  of 
a  $5,500  2J/2-storey  stucco  and  liric'k  ve- 
neer residence  for  Major  White. 

Renfrew,  Ont. 

John  Conley  &  Co.,  Raglan  St.,  has  the 
pliniibing  contract  for  $6,000  donl)le  resi- 
dence- for  .Asa  W.  Smart. 

'i"he  following  contracts  have  licen 
awarded  in  connection  with  the  erection 
of  a  $5,000  2J/2-storey  lirick  veneer  resi- 
dence for  Alex.  I'aird:  General  contract. 
Wilfred   l'.f)lam;  electrical    work,  Wm. 


Liryon;  i)ainting,  .Alex.  McPhail;  plnnib- 
ing  and  heating,  Jcdm  Conley  &  Co. 

Three  Rivers,  Que. 

Emile  Lepage,  :!4  St.  Vincent  Street. 
Montreal,  has  the  contract  for  tile  work 
in  connection  with  the  erection  of  an 
$8,000  residence  for  Paul  Dumoulin,  Co- 
teau  St.  Louis. 

Toronto,  Ont. 

J.  P.  McCallum,  68  Arundel  Avenue, 
has  the  plumbing  and  Howard  Company, 
:!71  Yonge  St.,  the  heating  contract  for 
three  residences,  costing  $5,000,  for  E. 
&  R.  Sprague,  121  Arundel  Ave. 

The  Peerless  l~urnace  Company,  548 
College  St.,  have  the  heating  contract  in 
connection  with  the  erection  of  a  $3,000 
two-storey  bnick  residence  for  R.  E.  Mc- 
Donagh,  299  Huron  St. 

William  Vokes,  228  Rusholnie  Road, 
has  the  general  contract  and  will  sublet 
smaller  trades  for  the  erection  of  a  $5,700 
2>^-storey  l)rick  residence  for  I".  W.  Tay- 
lor. 6  Teinperance  St. 

D.  &  G.  Lynch,  62  Marchmount  Rd., 
have  the  plumbing  and  Christie  Brothers 
Company,  Ltd.,  1914  Dundas  St.,  the 
heating  contract  in  connection  with  the 
erection  of  a  $3,000  2J/2-storey  brick  resi- 
dence for  A.  Nelson  329  Willard  Ave. 

Welland,  Ont. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $40,000  residence  for  Thomas  J.  Dil- 
lon, 122  Hellems  Ave.:  Masonry  and  car- 
pentry, W.  J.  Hickey.  91  Main  St.  E., 
W^elland;  plastering  R.  C.  Dancy,  153 
Spadina  Road,  Toronto;  structural  steel, 
Standard  Steel  Construction  Company, 
Port  Robinson;  cut  stone,  Richie  Cut 
Stone  Comipany,  Ltd.,  191  Grant  Ave., 
Hamilton;  mill  work.  Knight  Brothers 
CompanJ^  Ltd..  Bnrk's  F"alls;  painting 
and  glazing,  Rachar-Hyatt,  86  Main  St. 
VV.,  Welland;  interior  decorations,  Mur- 
ray-Kay, Ltd.,  36  King  St.  W.,  Toronto; 
sheet  metal  work  and  slate  roofing, 
Ijrown-Jarvis  Roofing  Comjjany,  9 
George  St.,  Toronto;  plumbing  and  heat- 
ing. Bennett  &  Wright  Company,  Ltd., 
72  Queen  St.  E.,  Toronto;  electric  wiring, 
Clifford  Electric  Company.  21  Ontario  St., 
St.  Catharines;  mantel  and  tile.  Kent 
Gar\in  &  Co.  Ltd.,  20  Catherine  Street, 
1  Tani'iltfm. 

Power  Plants,  Electricity  and 
Telephones 

CoUingwood,  Ont. 

Pounder  Brothers,  Bank  of  Toronto 
Building,  Stratford,  have  the  general  con- 
tract and  W.  Parrott 'Hurontario  St.,  Col- 
lingwood,  the  i)luinbing  and  heating  for 
exchange  and  office  l)uildin,g  for  the  Bell 
Telei)hone  Company  of  Canada  head  of- 
fice 118  Notre  Dame  St.  W.,  Montreal. 

Lloydminster,  Alta. 

William  and  Ed.  Johnson  conteniplate 
the  erection  of  an  electric  li.ght  plant. 


Miscellaneous 

Halifax,  N.S. 

'i'cnders  are  being  receive<<  hy  the  De- 
l)utv  Minister,  G.  J.  Desbarats,  Ottawa, 
until  noon  May  .'i1  for  the  construction 
and  installation  of  two  self-propelled  coal 
discharging  bridges  fo  the  Department  of 
Public  Works,  Dominion  Government. 

Ottawa.  Ont. 

M.  Kimpish,  5:',  t    Roclicstcr    St.,  will 


inal<e  alterations  to  residence  for  stabJfis 
Will  requiire  luml)er,  ready  roofing,  win 
dow  glass,  etc. 

W.  PI.  Lee,  36  Barton  St.,  is  in  the  mar 
ket  for  9,000  brick,  some  cement,  crushtt 
stone,  and  5/S  in.  stone,  mesh  metal  laf' 
shingle  roofing,  and  a  hot  air  furnace. 

N.  Poitier  &  Son,  193  Cathcart  St., 
in  the  market  for  20,000  red  brick  aiK 
material  for  4,6000  square  yards  of  plas- 
tering. 

Tenders  addressed  to  the  chairman  wil 
be  received  by  the  secretary  of  the  J?oari 
of  Control  until  :!  p.m.  May  28  for  chlor- 
ine apparatus  for  the  City  Council.  Spe- 
cifications, etc.,  at  office  of  the  Cominj^^B 
sioner  of  Works,  A.  ¥.  McCallum.  I 

Toronto,  Ont.  I 
Milton  &  Prentiss,  1504  Bank  of  Ham-| 
ilton  Bldg.,  want  the  following  second-l 
hand  machinery: — one  direct  connected! 
40  or  50  h.p.,  115  volt,  d.c.  steam  drivenl 
generator;  one  50  h.p.  gallon  per  minutepl 
triplex,  qauntity  5  amp.,  110  volt,  60  a^l 
25  cycle  wattmeters.  orl 

CONTRACTS   AWARDED  *| 
Harrington  Passage,  N.S.  1 

Ed.  D.  Smith,  N.  E.  Point,  Cape  Sable' 
Island,  has  the  carpentry  contract  fori 
frame  barn  for  the  Municipal  Council. 

Cardigan,  P.E.I.  I 

Kimball  Coffin,  Morent  Stewart  or 
Cardigan,  has  the  general  contract  for 
$75,000  three  masted  schooner  for  J.  A. 
McDonald. 

Hamilton,  Ont. 

The  International  Harvester  Company, 
of  Hamilton,  have  placed  an  order  for  a 
number  of  rolling  steel  doors  with  the 
A.  B.  Ormsby  Company,  Ltd.,  Toronto. 

London,  Ont. 

Sam  Willis,  765  Talbot  St.,  has  the 
general  contract  for  frame  sheds  for  the 
Neal  Bread  Company,  Carlton  Ave. 

Ottawa,  Ont. 

P.  Lyall  &  Sons  Construction  Com- 
pany, Ltd.,  Parliament  Buildings,  have 
the  general  contract  for  tunnel  scheme 
for  the  Parliament  Buildings  for  the  De- 
partment of  Public  Works,  Dominion' 
Government. 

Pipestone,  Man. 

The  Standard  Fuel  and  Supply  Com- 
pany St.  Boniface,  have  the  contract  for 
suppily  of  cement  for  the  Municipal  Coun- 
cil. 

St.  Catharines,  Ont. 

Newman  Brothers  have  placed  the  or* 
der  for  steel  sash  for  the  McKinnon  Col- 
uml)us  Chain  jol)  with  tlie  .\.  I?.  Ormsiiy 
Company,  Toronto. 


CONTRACTORS 
and  TENDERERS 

for  Superior  Service 

THE 

Canadian  Surety  Co. 

26  Wellinston  St.,  East 

Phone  Main  2609   TORONTO,  Ont. 
Represented  in  all  the  principal 
cities  and  towns  in  the 
Dominion. 

BONDS  INSURANCE 

of  every  description      Plate  Glass— Burglary 
Automobile 
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Do  You  Want  Crushed  Stone  ? 

That  is  Clean,  Tough  Stone  of  a  Quality 
suitable  for  Macadam  Road  and  Concrete 

We  can  supply  you  in  any  size  or  quantity. 

Our  aerrico  is  unexcelled  and  our  prices  right. 
Phone  or  writ*  ui  for  quoUllon*  when  you  are  In  the  market. 

Office-M  4515-M  4516      Reildcnce-P  2278 

Crushed  Stone  Limited 

47  Yonge  St.  Arcade,  Toronte 

G.  W.  Essery,  Manager 


SPRINKLER 
TANKS 

AND 

TOWERS 

We  are  the  largest  manu- 
facturers in  Canada  of 
both  wood  and  steel  Tanks 
and  substructures  for  fac- 
tory sprinkler  systems 
and  for  Municipal 

RAILROAD  AND 

SUBURBAN 
WATER  SUPPLY 

We  shall  be  pleased  to 
furnish  you  with  all  the 
information  and  data  you 
may  require  on  this  class 

of  work. 

Send  us  your  blue  prints 
for  estimates. 

Send  for  special  Tank  and  Tower  Catalogue 

Ontario  Wind  Engine  &  Pump  Co. 

Toronto   Montreal  Limited       Winnipeg  Calgary 


DAKE  SWINGING 
ENGINE 

with  Automatic 
Brake  Attachment 

Always  ready  and  speeds 
up  the  work  on  any  job. 
Kngine  has  no  dead  center — 
It  starts,  stops  and  reverses 
instantly.  The  brake  re- 
lieves all  stress  on  the  gears 
t  in  coaslinK  and  spotting  the 
boon).  Investigate  some- 
(liing  (Tiat  will  save  money 
for  you  by  writing  for  our 
catalog. 


DAKE  ENGINE  CO., 


GRAND  HAVEN.  MICH., 
U.  S.  A. 
Canadian  Agents: 
Montreal:  Muiien*  Ltd.   Taronto:  A.R.  William*  Machinery  Co..  Ltd. 


Sand,  Gravel  and  Crushed  Stone 

Lime  Fire  Clay 


Fire  Brick 
Sewer  Pipe 
Weeping  Tile 


i 


Cement 
Plaster 
Hair 

Building  Stone 

Our  prices  are  right  and  our  service  good. 

Britnell  &  Co.,  Limited 

C.P.R.  Crossing,  Yonge  St.,  North  Toronto 

Phones,  Office  North  |  ^  Evenings,  North  2107 


FOR  SALE 

Concrete  Contractors 

LOOK! 

54  yd-  Insley  Tower  Hopper  and  Bucket. 

Yi  yd.  Insley  Tower  Hopper  and  Bucket. 
1  yd.,  %  yd.,  5^2  yd.  Smith  Mi.xers  on  Skids, 
with  or  without  power. 

1/2  yd.  and  1/3  yd.  Mixers  on  Truck,  with  En- 
gine and  Boiler. 

J4  yd.  Mixer  on  Truck,  with  Engine  and 
Boiler,  suitable  for  sidewalks,  plaster  and 
mortar. 

1/5  yd.  Mixer  on  Truck,  with  Power  Loader, 

Gasoline  Engine. 
5  Concrete  Buckets,  1  yard  capacity. 
5  Concrete  Cars,  side  spout,  1  yard  capacity, 

24-inch  gauge. 
500'  Portable  Track,  34  in.  gauge,  with  switches. 
1000  Concrete  Form  Clamps,  24  in.  and  36  in. 
1  Telescopic  Concrete  Spout  for  under-water 
work. 

We  have  the  largest  assortment  of  Contrac- 
tors' Equipment,  hoists,  derricks,  clam  shells, 
crushers,  engines,  boilers,  pumps,  etc.,  in 
Canada. 

Write  Now  for  Prices 

The 

A.  R.  Williams  Machinery  Co. 

Linnited 

64-66  Front  St.  W.,  Toronto,  Ont. 


Electric  Cranes 


Electric 
and  Hand 
Traveling 

Cranes 

Electric 
and  Air 
Hoists 


Patent  Type  K  Crane  Trolley 
Made  in  Canada 


NORTHERN  CRANE  WORKS,  LTD. 

WALKERVILLE,  ONT, 
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SCARCITY  OF  LABOR 
PROVIDED  FOR 

The  Ideal  Automatic  Power  Tamper, 
used  with  an  Ideal  Illock  Machine, 
saves  labor,  which  is  today  recog- 
nized as  conservation  of  man  power, 
the  great  necessity  during  the 
War  Period. 

At  the  same  time  you  -are 
producing  building  units  much 
supeiior  to  those  made  by  man 
power.  Our  catalogue  tells  you 
all  about  it.  Write  for  a  free 
copy. 

Ideal  Concrete  Machineiy 
'  Company,  Limited 

WINDSOR        .  ONTARIO 


AND 

PLIBRICO  BOND 


HIGH  HEAT  RESISTANCE 

□nepiece 

rURMACE  LIMING 


If  I  could  line  my  place  with  this  stuff 
— I  would  have  it  fixed  forever. 


There  are  reasons  why  all  up-to-date  Plants  from  Coast  to  Coast  now  use  the 
above  Modern  Materials  in  place  of  the  old-fashioned  Firebrick  and  Fireclay 
in  Furnace  Linings,  Woodburners,  Dutch  Ovens,  Smelters,  Cupolas,  Nosing 
Furnaces  in  Ammunition  Plants,  etc.  Your  own  men  can  do  the  work  and  you 
are  assured  of  minimum  Coal  Bills  which  is  a  Patriotic  Duty  today. 


lAPIDOUTH 

HHHIH     TRADE  MARK  ^HMHB 


Xhe  oldest  and  most  satisfactory  Concrete  Hardener — Makes  Concrete  Floors  and  Walls  permanently  Dustprbof,  Wear- 
proof, and  Waterproof;  also  as  smooth  as  a  Hardwood  Floor.  Will  be  only  too  pleased  to  give  you  further  particu- 
lars regarding  these  guaranteed  Materials  and  also  our  BOICO  Boiler  Compound  and  SHELL  BAR  GRATES  which 
will  enable  you  to  burn  Slack  Coal. 

Beveridge  Paper  Co.,  Limited  -  Montreal,  P.Q. 

Stocks  also  at  St.  John,  N.B.,  and  Toronto,  Ont.  N.  J.  Dinnen  &  Co.,  Winnipeg 


James  Thomson,  President. 


J.  G.  Allan,  Vice-President. 


James  A.  Thomson,  Secretary. 


THE  GARTSHORE-THOMSON  PIPE  &  FOUNDRY  GO. 


LIMITED 


Manufacturers  of 


Flexible  and  Flange  Pipe, 
Special  Castings  and  all  kinds 
of  Waterworks  Supplies. 


CAST  IRON  iPIPE 


3  Inches  to  60  inchec  diameter. 

for  Water,  Gas,  Culvert  and  Sewer 
HAMILTON,  ONT. 
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Works  at  Walkerville,  Ontario 


When    placing  your 
order  for 

HYDRANTS, 
VALVES 

and 

VALVE 
BOXES 

place  it  with  us. 


MADE  IN  CANADA 


Strong,  Substantial  and 
Modern  Designs. 
Prices  right. 

Write  for  prices  and  see. 


IMITCD 


VALVL -HYDRANT  MANUfACTURERS 

WALKERVILLE,ONT. 


BOOKS 

for  Engineers 
and  Contractors 

The  following  Books  are  Offered  subject  to  Pre- 
vious Sale: 

British  &  Foreign  Building  Stones,  by  John  Watson.  Pub- 
lished in  1911  at  the  University  Press,  Cambridge,  Eng- 
land.   483  pages.     Price  50  cents. 

Centrifugal  Pumps,  by  R.  L.  Daugherty.  Published  in.  1915 
by  McGraw-Hill  Book  Company.  190  pages,  illustrated. 
Price  $2.00. 

Construction  of  Roads  &  Pavements,  by  T.  R.  Agg,  C.  E. 
Published  in  1916  by  McGraw-Hill  Book  Company.  432 
pages,  illustrated.     Price  $3.00. 

"Hand  Book  of  Hydraulics,"  by  Horace  Williams  King.  1st 
edition  just  published  liy  McGraw-Hill  Book  Co.,  Ins. 
424  pages,  Price  .$1.00. 

History  of  Bridge  Engineering,  by  Henry  Grattan  Tyrrell, 
C.E.     480  pages,  illustrated.     Price  $5.00. 

Irrigation  Practice  and  Engineering  (Volume  One),  by  B.  A. 
Etcheverry.  Published  in  1915  by  McGraw-Hill  Book  Com- 
pany.   213  pages,  illustrated.     Price  $2.00. 

Irrigation  Practice  &  Engineering  (Vol.  2),  by  B.  A.  Etche- 
verry. Published  in  1915  by  McGraw-Hill  Book  Com- 
pany.   364  pages,  illustrated.     Price  $8.50. 

Irrigation  Practice  &  Engineering,  Volume  3,  by  B.  A.  Etche- 
verry. Published  in  1916  by  McGraw-Hill  Book  Company. 
438  pages,  illustrated.     Price  $4.00. 

Locks  and  Builders'  Hardware,  by  Henry  R.  Towne.  Published 
in  1904  by  John  Wiley  &  Sons.  1,116  pages,  illustrated. 
Price  $1.50. 

"Operation  and  Maintenance  of  Irrigation  Systems,"  by  S.  T. 
Harding.  First  edition,  just  published  by  the  McGraw-Hill 
Book  Co.    271  pages,  illustrated.     Price  $2.50. 

"Practical  Road  Building,"  by  Charles  E.  Foote.  Just  pub- 
lished by  David  McKay.    295  pages,  illustrated.  Price  $1.25. 

"Public  Utility  Rates."  A  discussion  of  the  Principles  and 
Practice  underlying  charges  for  Water,  Gas,  Electricity, 
Communication  and  Transformation  Services,  by  Harry 
Barker,  B.S.  First  edition,  just  published  by  the  McGraw- 
Hill  Book  Company.    387  pages.     Price  $4.00. 

Relief  from  Floods.  The  Fundamentals  of  Flood  Prevention, 
Flood  Protection  and  the  means  of  determining  proper 
remedies.  By  John  W.  Alvord  and  Charles  B.  Burdock. 
First  edition  just  published,  by  McGraw-Hill  Book  Com; 
pany.  Inc.    175  pages,  illustrated.     Price  $2.00. 

Some  Considerations  Regarding  Cast  Iron  and  Steel  Pipes,  by 
John  Sharp.  Published  in  1914  by  Longmans,  Green  & 
Company.    142  pages,  illustrated.    Price  $1.60. 

Steel  Bridge  Designing,  by  Melville  B.  Wells,  C.E.  Published 
By  Myron  C.  Clark  Publishing  Company  in  1913.  260 
pages,  illustrated.    Price  $2.00. 

Use  of  Water  in  Irrigation,  by  Samuel  Fortier.  Published  in 
1915  by  McGraw-Hill  Book  Company.  265  pages,  illus- 
trated.   Price  $2.00. 

"Use  of  Water  in  Irrigation,"  by  Samuel  Fortier.  Second  edi- 
tion. Published  by  McGraw-Hill  Book  Company,  1916.  325 
pages,  illustrated.     Price  $2.00. 

Water  Power  Engineering,  by  Daniel  W.  Mead,  2nd  edition. 
The  Theory,  Investigation  and  Development  of  Water 
Powers.  Published  in  1915  by  McGraw-Hill  Book  Com- 
pany.   843  pages,  illustrated.     Price  $5.00. 

Water  Purification,  by  Joseph  W.  Ellins.  Just  published  by 
McGraw-Hill  Book  Company.  485  pages,  illustrated.  Price 
$5.00. 

Waterworks  Engineering.  A  Practical  Treatise  on  the  Con- 
struction of  Waterworks  for  the  use  of  Engineers  and 
Students  of  Engineering,  by  Fred.  C.  Uren,  M.  Inst.  C. 
E.  I.  With  numerous  plates  and  186  illustrations.  Pub- 
lished by  Castle  Litho  Limited,  Bristol,  England,  in  1914. 

.     268  pages.     Price  $3.00. 

Waterworks  Handbook,  by  Alfred  Douglas  Flinn,  Robert  Spurr 
Weston  and  Clinton  Lathrop  Bogert.  Publislied  in  1916  by 
McGraw-Hill  Book  Company.  824  pages,  illustrated.  Price 
$6.00. 
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ECONOMY  is  the  WATCHWORD 

SAVE  POWER         -         SAVE  REPAIR  BILLS 
DO   MORE  WORK 

Holman  Rock  Drills 


CARRIED  IN  STOCK 


MUSSENS  UMITED 


MONTREAL       QUEBEC-Pruncau  &  Co. 
WINNIPEG        f  ORONTO  -H.  Turnbull  &  Co. 
VANCOUVER      COBALT   H.  L.  Usborne 


The  Glue  Book 


WHAT  IT  CONTAINS 

Chapter  1 — Historical  Notes 
Chapter  2 — Manufacture  of  Glue 
Chapter  3 — Testing  and  Grading 
Chapter  4 — Methods  in  the  Glue  Room 
Chapter  5 — Glue  Room  Equipment 
Chapter  6— Selection  of  Glue 


Contract  Record 

and  Engineering  Review 

347  Adelaide  St.  West,  Toronto 


National  Iron  Works 

LIMITED 

Head  Office,  Works  and  Docks— TORONTO 

CAST  IRON  PIPE 

Every  Size  for  Water,  Gas,  Culvert  or  Sewer, 
Carried  in  Stock  at 

MONTREAL  -  TORONTO  -   PORT  ARTHUR 

RAIL  OR  LAKE  SHIPMENTS 


•5 


Genuine 
Dry  Red  Lead 


Made  in  Canada,  from  best-grade 
Canadian  Pig  Lead. 

When  specifying-  the  paint  to  be 
used  on  your  metal  work  insist  on  Car- 
ter's Genuine  Dry  Red  Lead,  mixed 
with  pure  linseed  oil  being  used. 

It  Prevents  Rust  and  Corrosion 

Carter's  Genuine  Dry  Red  Lead  is  a 
highly  oxidized  pure  Red  Lead,  finely 
pulverized,  which  insures  easy  api)lica- 
tion,  greatest  covering  and  a  uniform 
film  throughout  the  whole  work. 

We  also  manufacture  Orange  Lead, 
Litharge  and  Dry  White  Lead. 

ASK  US  FOR  PRICES 

The  Carter   White  Lead  Co. 

of  Canada,  Limited 
91  Delorimier  Ave.'  MONTREAL 

Ti — II   II  11  II — II — II — ir 


Pacific  Coast  Pipe  Co.,  Ltd. 

Wire  Wound  Wood  Stave  Pipe 

from  2  in.  to  24  in.  diametar 

Continuous  Stave  Pipe 

from  16  in.  to  12  ft.  diameter 

1551  Granville  Street 


Vancouver,  B.  C. 
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Current  Prices  of  Building  and  Engineering  Materials 


TORONTO  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — delivered  in  S  barrel  lots,  $2.95  per  bbl.  ; 
witli  bags,  $3.35;  car  lots,  $2.30  on  the  track, 
with  pkgs.,  $2.70.  5c  per  bbl.  discount  20  days. 

Lime — grey  60c,  white  70c  per  100  lbs.,  delivered 
in  not  less  than  1500  lb.  lots.  At  the  ware- 
house, grey  55c,  white  65c.  Sydrated  lime, 
$16.00  per  ton  delivered;  $15.00  at  warehouse. 

Brick — Xo.  1  dry  pressed  red  brick,  $22 ;  buFf, 
$22,  f.o.b.  the  job;  No.  2,  $20;  common  red 
stock  brick,  $17 ;  grey,  $17 ;  wire-cut  brick, 
for  foundation  work,  $13.50  on  the  cars,  de- 
livered $15;  "Tapestry"  brick,  imported,  $25 
to  $35;  local  Rug,  $26;  sand-lime  brick,  $10.25 
f.o.b.  car  at  King  Edward  Siding;  $9.00  f.o.b. 
car  or  wagon  at  plant.  Paving  brick,  local 
manufacturers  not  quoting  prices  at  present, 
imported  paving  squares,  delivered  at  job 
in  Toronto,  best  quality  $80,  second  quality 
$75,  third  quality  $70.  (These  prices  are 
merely  approximate,  as  no  sales  are  recorded). 
Sun-Tex  face  brick,  $20  to  $30  at  plant,  $24 
to  $34  delivered,  price  depending  on  color 
and  texture.  Denison  interlocking  hollow 
tile,  $80  per  M.  at  plant,  $97.50  delivered. 
Lots  over  100,000,  $75. 

Fire  brick — $65  to  !585  per  M.,  according  to  qual- 
ity.   Fire  clay,  $15  per  ton. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 
Toronto  prices,  F.O.B.  Car: 
Crushed  stone — 2  in.,  $1.55;  1  in.,  $1.75;  %  in., 

$1.75;  rubble  stone,  in  car  lots,  $1.55  per  ton, 

f.o.b.  car. 

Sand — for  cement  or  brick  work,  $1.10  per  ton, 

f.o.b.  Toronto. 
Gravel — Pit   run,   $1.10  per   ton,   f.o.b.   Toronto ; 

screened,  $1.50  per  ton,  f.o.b.  Toronto. 

LUMBER  (BUILDING  MATERIAL) 
Toronto  retail  prices,  delivered. 

Hemlock— 2  x  4  in.  to  2  x  10  in.,  12  and  14  ft. 
long,  $39;  10  and  16  ft.,  $40;  2  x  12  in.,  12 
and  14  ft.,  $40;  10  and  16  ft.,  $41 ;  1  x  4  in. 
and  1x5  in.,  T.  and  G.,  $42 ;  1  x  6  in.,  T. 
and  G.,  $43;  No.  2,  $5  less  than  No.  1.  Siz- 
ing, $1  per  M.  extra. 

Pine — Box,  1  x  4  in.  and  1x6  in.,  $45;  1x6 
in.,  $48;  1x8,  $50;  1  x  10,  $55;  1  x  12,  $55; 
Shelving,  1  x  4  in.  and  5  in.,  $56;  1x6,  $60; 
1x8,  $65;  1  x  10,  $70;  1  x  12,  $75;  2x4 
in.,  10  to  16  ft.  long,  common,  $46;  2x6, 
$48 ;  2  X  8,  $50 ;  2  x  10,  $52 ;  2  x  12,  $54.  No. 
1  flooring,  $58;  No.  1  V  or  beaded  sheeting, 
$60.  Pine  trim,  4  in.  casing,  $2.75  per  100 
ft.;  5  in.  ditto,  $3.25;  8  in.  pine  base,  $4.75; 
4  in.  pine  window  stool,  $4.00. 

Spruce — 10  to  16  ft.  long,  rough,  1  x  4  in.  and 
2x4  in.,  $46;  1  x  6  and  2  x  6,  $48;  1  X  8 
and  2x8,  $50;  1  x  10  and  2  x  10,  $52 ;  1  x 
12  *nd  2  x  12,  $54. 

Dimension  Timber  (B.C.  fir)— 10  x  10,  10  x  12, 
10  X  14.  10  X  16,  12  X  12,  12  x  14,  12  x  16,  14 
X  16,  16  X  16,  $65;  12  x  18,  12  x  20,  14  x  18, 
14  X  20,  16  X  18,  16  X  20,  18  x  18,  18  x  20, 
$70.  These  prices  apply  to  lengths  up'  to  32 
ft.;  32  to  35  ft.,  $3  per  M.  extra;  36  to  40 
ft.,  $5  per  M.  extra. 

Shfngles— XXX  B.C.,  $5.50;  XX  B.C.,  .$4.50;  N. 
B.  extras,  $6.00;  N.  B.  clears,  $5.75;  No.  1 
pine  lath,  $7.00;  No.  2  pine  lath,  $6.50;  No.  1 
spruce  lath,  $5.75. 

STEEL  AND  IRON 
Steel  and  Iron  Bars    $.'(.2.')  to  $7.0(1  base ;  twist- 
ed and  deformed,  $5.60. 
hapes — Over  36  lbs.  per  yard,  $4.80  per  100  lbs. ; 

under  35  lbs.  per  yarrl,  $5.25  to  $5.50  per  100 
lbs. 


Plates — 6  ins.  and  over  and  under  30  ins.,  $7.50  per 
100  lbs.;  30  ins.  and  over,  $8.50.  Tank 
and  boiler  plates — -J4  in.  and  over  and  under 
36  ins.,  $10.00;  36  ins.  and  over,  $6.70. 
Gauge  plates— No.  10,  $11.50;  No.  12,  $8.60; 
No.  14,  $8.65  per  100  lbs.  Black  American 
Bessemer  Plates— 28  gauge,  $8.40  per  100  lbs. 

Flats — 6  ins.  wide  and  under,  $6.00  per  100  lbs. 

Rivets — Button  and  cone  head — base  for  }^  in. 
and  up,  $8.50. 

Extras — 1/lOc  per  lb.  extra  for  cutting  to  length, 
for  plate  less  than  %  in.  thick,  for  angles 
less  than  5  in.  combined  legs  and  beams  and 
channels  under  6  ins.,  for  18,  20,  and  24  in. 
beams;  1/lOc  to  %c  per  lb.  extra  for  all 
Bethlehem  sections. 

Galvanized  iron — 28  gauge,  $8.75. 

Cast-iron  pipe — Standard  prices,  carload  lots, 
f.o.b.  Toronto:  4-in.  $78  to  $79  per  net  ton; 
6-in.  and  up  $75  to  $76.  Lower  price  for 
Class  B.  Higher  price  for  Class  A  and  gas 
pipe.     Less  than  car  lots,  $2  extra. 

SEWER  PIPE 

Sewer  pipe — Toronto  prices  (wholesale),  with  dis- 
counts as  below,  f.o.b.  factory — 4  in.,  30c  per 
ft.;  6  in.,  45c;  8  in.,  70c;  9  in.,  90c;  10  in., 
$1.05;  12  in.,  $1.35;  15  in.,  $1.80;  18  in., 
$2.50;  20  in.,  $3;  22  in.,  $4;  24  in.,  $4.50. 
Discounts — 4  in.  to  9  in.  standard,  CS  per 
cent.  ;  10  in.  to  24  in.  standard,  65  per  cent.  ; 
l^t  in.  to  24  in.  double  strength.  60  per  cent. 

Tile  wall  coping — 8  or  9  in.  wall,  50c  per  ft. ;  12 
in.  or  13  in.  wall,  75c  per  ft. ;  18  in.  wall, 
$1.50  per  ft.;  carried  in  6,  12,  18,  and  24  in. 
lengths.    Discount  65  per  cent. 

PAINTS  AND  OILS 
White  lead — ground  in  oil,   less  than  ton  lots, 
$16.05  per  100  lbs.;  ton  lots,  $15.70  per  100 
lbs. 

Boiled  linseed  oil — in  bbls.,  $1.58  per  gal.  of  9  lbs. 

Raw  linseed  oil — in  bbls.,  $1.55  per  gal. ;  red  lead, 
dry,  $19  per  100  lbs. ;  putty  in  bulk,  $6.05  per 
100  lbs. ;  in  100-lb.  drums,  $6.90,  putty  in 
25-Ib.  tins,  $6.90  per  100  lbs. ;  steel  sash 
putty  in  25»lb.  tins,  $7.15  per  100  lbs. ;  tur- 
pentine, in  bbls.,  73c  per  Imp.  gal.,  based 
on   southern  gauge. 


MONTREAL  PRICES 

CEMENT,  LIME,  AND  BRICK 
Cement — $3.10    steam    car    load    lots,  including 

sacks,  less  5  per  cent,  for  cash. 
Lime — Hydrated,  $20  per  ton;  lump,  $15. 
Brick — No.  1  pressed,  $18;  No.  2  pressed,  $15; 

Manganese  rustic,  $20;  buff  rustic,  $20;  red 

rustic,   No.  1,  $15;  red   rustic.   No.   2,  $13; 

buff  (smooth),  $21;  buff  (rough),  $20;  plastic 

$12  25 

Concrete  Brick— grey  $22,  red  $22,  buff  $23,  white 
.$45,  plain  pressed  $12  per  thousand,  all  f.o.b. 
Works,  Mascouche,  P.Q. 

CONCRETE  SEWER  PIPE 
Straight  pipes  (per  foot)  :  not  reinforced,  8-in. 
26c;  9-in.  30c;  10-in.  34c;  12-in.  40c;  16-in. 
60c;  18-in.  74c.  Reinforced,  18-in.  90c;  21- 
in.  $1;  24-in.  $L20;  30-in.  $1.60;  36-in.  $2.40; 
42-in.  $3;  48-in.  $4.20. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in.,  $1.75;   .}^in.  .$2.00;  -Ml-in. 

$2.2.'">  i>cr   ton,  delivered. 
Sand — $1  per  ton,  car  load,  on  cars. 
Gravel — $1.20  per  ton  f.o.b.  cars. 

STEEL  AND  IRON 

Steel  angles — 3  in.  x  3  in.  and  up,  $5.75;  1  in. 
X  1  in.  X  yi  in.,  25c  extra;  in.  x  )4  in. 
X  %  in.  HO  cents  extra.  Boiler  plates — 1^  in. 
thick  :iim\  thicker,  $r_'.0l>.  Ciriiilar  platt-s 
Flange  quality,  36  in.  dimension  and  over, 
$12.50;  under  .16  in.  diameter,  $13.00.  Beams 
and  chainicls     Under  35  lbs.,  per  yd.,  $<;.(«); 

lbs.  iicr  yd.  ami  ovei",  $5.75,  f.n.b.  Mmit 
real,  net  cash,  nominal.    Corrugated  iron — 26 
{fauge,  $9.00;  28  Kauge,  $8.26  per  100  sq.  feet. 


subject  to  change  without  notice.  Coppe 
bearing  sheets  —  Keystone  black,  28  U.  J 
gauge,  $6.50  per  100  lbs.  nominal. 

SEWER  PIPE 

Straight  pipe  (per  foot) — 4  in.,  30c;  6  in.,  45c;  • 
in.,  70c;  9  in.,  85c;  10  in.,  $1.05;  12  in.,  $l.ffl 
15  in.,  $1.80;  18  in.,  $2.50;  20  in.,  $3;  22  in 
$4;  24  in.,  $4.50;  27  in.,  $6.50;  30  in.,  $7.21 
Channel  pipe  (4  in.  to  30  in.)  24c,  36c,  66«' 
72c,  84c,  $1.08,  $1.44,  $2.00,  $2.40,  $3.2f 
$3.60,  $5.20,  $5.75.  One-eighth  bends  (4  in 
to  30  in.),  $1.20,  $1.80,  $2.80,  $3.60,  $4.20 
$5.40,  $7.20,  $10,  $12,  $16,  $18,  $26,  $28i 
'A,  $1.20,  $1.80,  $3.15,  $4.05,  $4.75,  $6.U 
$14.40,  $20,  $24,  $32,  $36,  $52,  $57.60.  DouW 
collar,  90c,  $1.35,  $2.10,  $2.55,  $3.15,  $4.fl 
$5.40;  slant  1  foot  long  side  (4  in.  to  3 
in.),  90c,  $1.35,  $2.10,  $2.55,  $3.15,  $4.0 
$5.40.  Single  branch  (6  in.  to  9  in.),  3  ffe 
$2.25,  $3.50,  $4.25;  2  and  254  ft.  (4  in.  to  {A 
in.),  $1.35,  $1.80,  $3.15,  $3.85,  $4.75,  $6,110 
$8.10,  $11.25,  $13.50,  $18,  $20.25,  $32.50,  $36 
Single  squares  (4  in.  to  30  in.)  ditto.  DouWi 
branch  and  double  square  and  Y  pipe  (4  in.  t< 
30  in.),  $1.80,  $2.70,  $4.90,  $6.30,  $7.35,  $10.80i 
$14.40,  $20,  $24,  $32,  $36,  $45.50,  $50.40 
Syphon,  cesspool,  and  buchan  trap  (4  in.  h 
15  in.),  $3,  $4,  $7,  $9,  $10.50,  $18.  Doubl< 
syphon,  running  trap,  and  hand  hole  trap  (4 
in.  to  12  in.),  $3,  $4,  $7,  $9,  $10.50,  $18 

These  prices  are  subject  to  a  discount  of  31 
per  cent,  for  less  than  car  load  lots  delivered! 
and  a  discount  of  from  50  to  53  per  cent,  foi 
car  load  lots  f.o.b.  Montreal. 

SUNDRIES 

Hard  wall  plaster — $17  per  ton.  Plaster  of  Paris 
$3.15  per  bbl.,  both  less  5  per  cent,  for  cash. 
Rope — Best  Manilla,  39c  basis  per  pound; 
British  Manilla,  33c  basis;  sisal  rope,  27Hc 
basis;  lath  yarn,  27Hc.  Boiled  linseed  oil- 
in  barrels,  $1.03  per  gal.  of  9  lbs.  Raw  lin- 
seed oil — in   barrels,  $1.90>2   per  gal.  , 


WINNIPEG  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — Portland,  $4.00  per  bbl. ;  mortar  ce- 
ment, 04c  per  70-lb.  bag,  in  ton  lots ;  Keenes, 
$6.45  to  $13.55  per  bbl.,  depending  on  qual- 
ity.    (All  prices  include  bags). 

Lime — White  or  grey,  in  bulk,  45c  per  bushel; 
per  barrel,  $2.10  to  $2.40. 

Hydrated  Lime — In  paper  bag's,  $16.35  per  ton; 
in  cotton  bags,  $19.55. 

Brick — No.  1  dry  pressed,  red  and  buff,  $35; 
common  red  stock,  $25;  common  grey  stock, 
$12;  No.  1  enamelled  brick,  all  colors,  from 
$100;  sand  lime,  $12;  firebricks,  $70  to  $90. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 
(Including  delivery) 

Crushed  stone — I'A-in.  to  2-in.,  $2.60  per  yard; 
■K-in.  to  1-in.,  $2.85;  stone  dust,  $2.55;  rub- 
ble stone,  $14.20  per  cord. 

Sand,  gravel  and  torpedo  sand — $2.10  per  yard. 

Crushed  granite — 1^  and  2-in.,  $2.65;  H-in.  and 
1-in.,  $2.90;  H-in.  and  dust,  $3.20. 

Gravel — Per  yard,  delivered,  $1.85. 

■Crushed  Granite — I'A  and  2-in.,  $2.65;  H-in.  and 
1-in.,  $2.90;  J^-in.  and  dust,  $3.20. 

LUMBER  (BUILDING.  MATERIAL) 
(Including  delivery) 
(15  per  cent,  discount  for  cash) 
Flooring — No.  2  red  pine,  4  in.,  $43;  (J  in.,  $46: 
No.  3  red  pine,  4  in.,  $38;  6  in.,  $40;  No.  4 
red  and  white  pine  or  spruce,  4  in.,  $28;  C 
in.,  $32;  No.  1  and  2  fir,  edge  grain,  3  in., 
$60;  4  in.  and  6  in,,  $65;  No.  3  fir,  edge  and 
flat  grain,  4  and  6  in.,  $46;  No.  4  fir  ship- 
lap  grade,  4  and  0  in.,  $.32;  common  2x6 
pine,  spruce  or  fir,  4  and  6  in.,  $33;  No.  2 
white  pine,  4  and  6  in.,  .$65;  No.  3,  $45;  No. 
2  red  pine,  4  and  6  in.,  $46;  No.  3,  $40;  No. 
4,  $32;  No.  5,  $24. 

Dimension  timber  (No.  1  pine,  spruce,  tamarac, 
fir  or  cedar)— 8  x  8,  8  x  10,  10  x  10,  10  x 
12,  12  X  12,  $38;  10  x  14,  14  x  14,  14  x  16, 
6  X  10,  6  x  12,  8  X  12,  $39;  10  x  16,  12  x  16, 
16  X  16,  14  X  18,  16  x  IS,  18  x  IS.  20  x  20, 
.$40;  6  X  14,  8  X  14,  12  x  IS,  18  x  20,  $42;  6 
X  16,  6  X  18,  6  X  20,  8  X  16,  8  X  18,  8  x  20. 
10  X  18,  10  X  20,  12  X  20,  14  x  20,  16  x  20. 
$43. 

(Continued  on   page  ,'i4) 
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RAILS  BILLETS 
Concrete  Reinforcement  Bars 

Plain  Round,   Square  and  Cold  Twisted  Squares 

DOMINION  IRON  &  STEEL  COMPANY 

BAR  STEEL 


UMITED 


WKr«h«us«  Stock*  t 

Sale*  Office*  : 

SYDNEY.  N.  S. 

SYDNEY,  N.  S, 

MilU  and  General 

MONTREAL.  QUE. 

MONTREAL 
112  St.  James  St. 

Office*  i 

TORONTO.  ONT. 

TORONTO 

SYDNEY,  N.  S. 

FT.  WILLIAM.  ONT. 

18  Wellington  St.,  E. 

WIRE  NAILS 


and  other 


WIRE  PRODUCTS 


STEEL  TANKS 


Our  Steel  Tanks  give  permanent 
satisfaction  for  the  reason  they  are 
built  RIGHT.  We  build  tanks  for 
Pulp  and  Paper  Mills,  Chemical 
Works,  Oil  Refineries,  etc.  We  also 
fabricate  Columns,  Roof  Trusses, 
Steel  Buildings,  Towers,  Coal  Bins, 
Runways,  Steel  Cars,  Trestles,  Con- 
veyors, Smoke  Stacks  and  Flues, 
Refuse  Burners.  Send  for  informa- 
tion. 


MacKINNON,  HOLMES  &  CO.,  LIMITED 


MacKINNON  STEEL  CO.,  LIMITED 
SHERBROOKE    -  QUEBEC 
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CURRENT  PRICES  OF  BUILDING  AND  ENGINEERING  MATERIALS— continued 
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(Continued  from?  page  52) 
Pine — 1-in.  common,  6  to  10  in.,  $105;  12  in., 
$110;  pine  trim  4-in.  casing,  $3.70  per  100 
ft.;  5}4-in.  ditto,  $4.40;  8-in.  pine  base,  $6; 
lO  in.,  $7;  4-in.  pine  window  stool,  $7.50. 
Shingles— No;  1  B.  C.  cedar,  $4;  No.  2,  $3.50; 
No.  1  B.  C.  cedar  dimension,  $5.50;  hand- 
sawn,  $7. 

STEEL  AND  IRON 

Steel — Round  bars,  $5.25  per  100  lbs. ;  square 
twisted,  $5.25  per  100  lbs. ;  channels  and 
angles,  $5.50;  beams,  $5.25;  plates,  $8.25  per 
100  lbs. 

Cast  Iron  Pipes — Standard  price,  car  load  lots, 
f.o.b.  Winnipeg,  $38  per  ton. 


SEWER  PIPE 

Sewer  Pipe — Wholesale  price  f.o.b.  Winnipeg,  per 
ft.,  3  in.,  9  cents;  4  in.,  11  cents;  5  in.,  16 
cents;  6  in.,  IS'/i  cents;  8  in.,  30  cents;  9  in., 
35  cents;  10  in.,  40  cents;  12  in.,  50  cents; 
15  in.,  75  cents;  18  in.,  $1.00;  20  in.,  $1.50; 
24  in.,  $2.00. 

SUNDRIES 
(Including  delivery) 

Hard  Wall  Plaster— $19  to  $22.50  per  ton ;  Plaster 
of  Paris,  $20.50  per  ton  ;  in  barrels,  $4.40  per 
bbl.  of  320  lbs. 

Plasterers'  Hair — $3.30  per  bale ;  90c  per  bushel. 


PAINTS  AND  OILS 

-In  bbls.,  $2.00  per  gal. 


of  9 


Boiled  linseed  oil- 
lbs. 

Mixed  Paint— Per  gal.,  $3.55  to  $3.85. 

Raw   linseed   oil — In   bbls.,   $1.98  per   gal. ;  red 

lead,  dry,  $15.00  per  100  lbs.;  in  oil,  iO'/.c; 

putty  in  bulk.  Standard,  $5.00;  Pure,  $6.00; 

Turpentine,  in  bbls.,  95c  to  $1.00. 
White  lead— Ground  in  oil,  $16.85  per  100  lbs. 


VANCOUVER  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — Grey  Portland,  $2.80  per  bbl.  f.o.b.  ware- 
house, sacks  extra ;  Keens  cement,  $9.00  per 
bbl.,  sacks  extra;  fine  white,  $8.00  per  bbl.  of 
300  lbs. ;  superfine,  white,  $9.50  per  bbl. ; 
white  Portland  cement,  .$2.80  per  bbl.  of  250 
lbs.,  sacks  10c  extra,  f.o.b.  Vancouver. 

Lime — $1.90  per  bbl.  f.o.b.  warehouse  or  delivered. 

Brick— Common  red  brick,  $14.50  to  $16.00  f.o.b. 
wareliouse;  $14.00  and  up  in  c^r  lots  f.o.b. 
Vancouver;  pressed  red  brick,  f.o.b.  wharf 
Vancouver;  pressed  buff  brick,  $45  at  ware- 
house; $33  in  car  lots;  tapestry  brick,  $45  at 
warehouse ;  impervious  brick,  $45  f.o.b.  build- 
ings ;  fire  bnck,  $45  in  car  lots,  $50  in  ware- 
house; fire  clay,  $16.00  per  ton  in  car  lots. 

SAND  AND  GRAVEL 

Sand — Brick  and  plaster  sand  $2.50  per  cu.  yd. 

f.o.b.  bunkers.. 
Gravel — $2.50  per  yard  delivered. 

LUMBER  (Building  Material) 
Vancouver  prices,  f.o.b.  mills: 
Dimension  timber — Douglas  fir — 8  x  8,  $29  ;  10  -x 
10,  $29;  10  X  12,  $29 ;  10  x  14,  $29.50  ;  12  x 
12,  $29;  14  X  14,  $29.50;  14  x  16,  $30.50;  6  x 
10,  .$29.50;  6  x  12,  $30;  8  x  10,  $30;  8  x  12, 
$29.50;  10  X  16,  $31;  12  x  16,  $.31;  16  x  16, 
.$30.50 ;  6  X  14,  $31 ;  8  X  14,  $31 ;  12  x  18,  $32 ; 

15  X  20,  $33;  14  x  20,  $32.50;  16  x  18,  $32.50; 

16  X  20,  $33.50;  IS  x  18,  $32.50;  20  x  20, 
$32.50;  24  x  24,  $33. 

Fir  Flooring— 1  x  3  edge  grain,  $48;  1  x  4,  $48; 
1x4  flat  grain,  $35;  No.  1  and  2,  1-inch 
clear  fir  double  dressed,  $46;  No.  1  and  2, 
Hi  and  11/2  inch  fir  double  dressed  $46; 
2-inch  fir  double  dressed  $46;  fir  lath,  $2.25; 
spruce  lath,  .$3.50;  cedar  lath,  $3.50;  B.  C. 
cedar  shingles,  XX,  $2.00;  XXX,  $3.00; 
XXXXX,  $3.60. 


STEEL  AND  IRON 

Vancouver  prices  f.o.b.  warehouse; 
Steel — (round  and  square  bars)  $6.50  base ;  twisi 

ed  and  deformed,  $6.50  base ;  structural  sec 

tions,  $8.00. 
Galvanized  iron — 28  gauge,  $10.85  per  100  lbs. 
Corrugated  iron — 26  gauge,  6,  7  and  S  ft.  sheets 

$10.40;  9  and  10  ft.  sheets,  $10.05  per  square 

J51ack  steel  sheets,  24  gauge,  $9.00  per  10< 

lbs. 

Steel   angles —  .$8.00  per  100  lbs.,  depending  61 

size,  quantity  and  specifications. 
Steel  channels,  beams — $8.00  per  100  lbs.,  depend' 

ing  on  size,  quantity  and  specifications.  ^ 
Steel  plates— $12.00  to  $15.00  • 

SEWER  PIPE  "j 

Sewer  pipe — Vancouver   prices    f.o.b.  warehoustj 
4-in.,  15c  per  ft.;  6-in.,  25c  per  ft.;  S-in.,  36c 
ft.;   10-in.,   45c   ft.;   12-in.,  55c   ft.;  15-iii., 
$1.10  ft.;  18-in.,  $1.30  ft.;  20-in.,  $1.55  ft, 
24-in.,  $2.30  ft.  (all  net  prices). 

SUNDRIES 

Hard  wall  plaster — $16.50  in  car  lots  f.o.b.  VaS 

couver,  bags  extra. 
Hydrated  lime— $16.00  in  car  lots. 
Alca  lime — $16  per  ton.  1 
Plaster  of  Paris — Hammer  brand,  $4.50  per  bbl 
Finishing  Plaster — $19  per  ton,  sacks  extra. 
Welsh  slate — $15.00  per  square,  f.o.b.  Vancouver, 
Rope,  Manilla,  Vs  in.,  40c  base;   'A  in.,  40Vjc; 

3/^  in.,  41c;  J4  in.,  ilYzc;  2nd  grade,  34j4c 

base;  sisal  rope,  29>/2C  base. 


PAINTS 
oil — In 


AND  OILS 

bbls.,  $2.25  per  gal.  of  9 


Boiled  linseed 
lbs. 

Mixed  Paint— Per  gal.,  $3.55  to  $3.85. 

Raw   linseed   oil — In   bbls.,   $2.00  per    gal. ;  red 

lead.dry,  $15.00  per  100  lbs.;  in  oil,  20j4c.; 

putty  in  bulk.  Standard,  $5.00;  Pure,  $6.00; 

Turpentine,  in  bbls.,  $1.00. 
White  lead— Ground  in  oil,  $17.35  per  100  lbs. 


wer  i 


Se 
Pipes 
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ALL  SIZES  OF  PIPES  and  CONNECTIONS  from  4  inch  to  30  inch  always  IN  STOCK 

High  Grade  Salt  Glazed  Vitrified  Sewer  Pipes  and  connections  are  a  specialty 
with  US.  We  also  manufacture  culvert  pipes,  inverts,  flue  linings,  stove  linings, 
fire  bricks,  locomotive  blocks,  gulley  traps,  range  bricks,  cupola  linings,  wall 
coping  and  all  kinds  of  vitrified  and  fire  clay  goods.  Prompt  shipments  on  all 
goods. 

Vitrified  Hollow  Building  Blocks 
Ground  Fire  Clay,  in  Bulk  or  Bagged. 
"Amco"  Segment  Sewers— From  30"  to  108'  diameter 
Send  for  Illustrated  Book  on  "Building  Segment  Sewers" 

Standard  Clay  Products  Limited 

THREE  SEVIER  PIPE  FACTORIES  :  St.  Johus,  P.  Q.,  aud  Ncw  Glasgow,  N.  S. 

ALSO  FIRE  CLAY  FACTORY  AT  ST.   JOHNS,   P.  Q. 


ill 


May  33,  1018 


Till-:   C(JN'|-kAC']'  KI-.CORI) 


r.r. 


Canada  Iron  Foundries,  Limited 


CAST  IRON  PIPE 


Head  Office 

Mark  Fisher  Building 
MONTREAL 


Car  Wheels,  Cast  Iron  Water  and  Gas  Pipe,  Specials,  Valves,  Hydrants,  etc.,  Castings 
of  all  kinds.  Mooring:  Bollards  for  both  Concrete  and  Wooden  Docks 


Made  in  Canada 
Conduit 


Orpen  Conduit  Co.,  Limited 

Toronto 


Engineers  &  Contractors,  Limited 

102  Prince  William  Street,  ST.  JOHN,  N.  B. 

E.  R.  REID,  President  E.  M.  ARCHIBALD,  Chief  Engineer 

The  Moncton  Bridge  Foundations 

were  built  by  our  firm 

We  are  equipped  both  in  plant  and  organization,  for  difficult  foundation  work,  water  power  develop- 
ments, tunnels,  industrial  plants,  etc. 
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Civil 

Electrical 
Mechanical 

Directory  of 

Engineers 

Contractors  | 

Special 

Interests 

Chipman  &  Power 

Civil  Engineers 

TORONTO  WINNIPEG 

Willig  Chipman.       Geo.  H.  Power. 


James,  Loudon  &  Herlzberg,  Ltd. 

CONSULTING  ENGINEERS 
36  Toronto  Street    -     TORONTO,  CAN. 

\7ater  Supply  and  Puritication ;  Sewerage 
Systems;  Municipal  and  Trade  Waste 
I'.isposal  Plants;  Incinerators;  Pavements; 
Bridges  and  Structural  work,  including 
Reinforced  Concrete. 


Anglins  Limited 

Contracting  Engineers 

65  Victoria  St.  MONTREAL 


H.  J.  GriBwold, 

Montreal. 


B.  W.  Seton, 

Toronto. 


DOMINION  ENGINEERING 
&  INSPECTION  CO. 

Inspecting  and  Testing  Engincera 
Head  Office  and  Laboratorlea, 
tSO  Lagauchetiere  St.  West,  Montreal. 

BRANCH  OFFICES: 
24  Adelaide  Street  Eaat  Toronto. 
806  Union  Trust  'Building,  Winnipeg 
CEMENT  TESTING  AND  REIN- 
FORCED CONCRETE  INSPECTION 
MILL,  SHOP  AND  PlELD  lUSPEC- 
TION  OF  STEEL  STRUCTURES 
AND  BRIDGES 
TESTS  AND  INSPECTION  OF  IRON 

AND  STEEL  PIPE,  ETC. 
LOCOMOTIVES,  CARS,   NEW  AND 

SECOND-HAND  EQUIPMENT 
Kepresented  at  New  York,  Pittsbursh  and 
Chicago:  niaigow  and  London,  Eng. 


T.  S.  Griffiths    N.  H.  Manning    L.  J.  Rogers 

CANADIAN  INSPECTION  and 
TESTING  COMPANY 

Inspecting,  Testing 
t      Metallurgical  &  Chemical  Engineers 

Mill,  Shop  and  Field  inspection  of  bridges 
and  structural  work.  Mill  inspection  of 
rails  and  track  supplies.  Foundry  insjjcc- 
tion  of  castings,  pipes,  etc.,  expert  exam- 
ination and  reports. 

Our  Physical,  Chemical  and  Cement  Lab- 
oratories are  fully  equipped  to  undertake 
all  kinds  of  tests. 

Principal  Offices  and  Laboratories 
MONTREAL    and  TORONTO 


R.  S.  &  W.  S.  LEA 

Consulting  Engineers 

Water  Supply  ;  Sewerage  and  Drainage  ;  Water 

Purification;  Disposal  of  Sewage  and  Refuse  ; 

Water  Power  Developments  and  Power  Plants. 
Reports,  Designs,  Supervision  of  Construction 
New  Birks  Bldg.  Telephone 

MONTREAL.  P.Q.  Uptown  783 


FRANK  BARBER 

Bridge  and  Structural  Engineer 

Steel  and  Reinforced  Concrete  Bridges  and 
Buildings,    Foundations,    Municipal  Work 

40  JARVIS  STREET,  TORONTO 


Robert  W.  Hunt 
President 


Charles  Warnock 
Treas.&Gen'lMgr. 


Robert  W.  Hunt  &  Co. 

Limited 

Consulting  and  Inspecting  Engineers, 
Chemists  and  Metallurgists 

Expert  inspection  and  tests  of  all  structural 
materials  and  mechanical  equipment. 

Reports  on  Properties  and  Processes 

Head  OfHce  and  Laboratories : 
McGlU  Building,  Montreal 
Branches : 

Toronto         Vancouver         London,  England 


McAllister  &taylor 

ENGINEERS  &  CONTRACTORS 
J.  W.  McAllister  John  Taylor, 

M.  Am.  Soc.  C.  E. 
37  Sun  Life  Bldg.,   HAMILTON,  ONT. 
Harbor    Improvements    and  Dredging 
Dams,   Piledriving,   Concrete  Work  and 
Excavation.     Under-water  construction  by 
Taylor  patent  compressed  air  caisson  method 


GENT  &  CO.,  Ltd. 

"FARADAY  WORKS" 

LEICESTER  ~  ENGLAND 

WATER  LEVEL 
INDICATORS 

CABLES  :  "  LODESTONE,  LEICESTER." 


Reid  &  Brown  Structural  Steel 
&  Iron  Works,  Limited 

We  carry  a  large  stock 

Steel  Beams,  Channels,  Angles, 
Plates,  Columns,  etc. 

FOR  IMMEDIATE  SHIPMENT 
Office  and  Works— 63  EipUnade  E.  TORONTO 

Phonos  — Main  904  and  905 


R.  O. 

WYNNE  -  ROBERTS  j 
Consulting  Engineer 

.  40  JARVIS  STREET 

TORONTO 

Water  Supply,  Sewerage,  Sewage  Dis- 
posal, Civic  and  General  Engineering, 
Arbitrations,  Investigations,  Valuations, 
Reports,  etc. 


SASH 

OPERATING  MACHINERY 

of  all  kinds 
KING  CONSTRUCTION  CO. 

40  Doverrourl  Rd..  TORONTO 


Milton    Hersey  Co.,  Ltd. 

Engineers,  Chemists,  Inspectors 

PAVING 

designed,  superintended,  inspected. 
Montreal  Winnipec  Now  York 


Crushed  ^cBa^Cut 

BRICK  ^^^^  SAND 

T.  A.  Morrison  &  Co.,  ^'"j.^ui^^^ll'- 


This  Directory 
will  bring  you 
BUSINESS 

Keep  your  name  and  your  busi- 
ness prominently  '  before  live 
prospects  by  placing  an  an- 
nouncement in  our  "Directory  of 
Engineers."  Rates  and  inform- 
ation will  be  sent  on  request. 

Contract  Record 

&  Engineering  Review 

347  Adelaide  St.  W.  TORONTO 


Vlay  mis 


THE   CONTKAC'J-  RF.CORU 


CANADIAN 
CHICAGO  BRIDGE  &  IRON  CO. 

Limited 
BRIDGEBURG.  ONTARIO 

Our  Specialty  is  the  Design,  Manufacture 
and  Erection  of  Elevated  Steel  Tanks 
for  Municipal,  Railroadand  Factory  Service. 
We  also  design,  manufacture  and  construct 
Oil  Tanks,  Coaling  Stations,  Bridges,  Turn- 
tables, Building  and  Structural  Material. 

"  Write  our  nearest  Sales  Office  for  prices,  plans 
and  specifications.  Our  catalogue  No.  15  gladly 
mailed  to  you  upon  request." 

Sales  Offices:— 
Bridgeburs,  Ontario.  130  Janet  Street 

Chicago,  Illinois,  1306  West  105th  Street 
New   York,  N.  Y..  30  Church  Street 

Shops:— Bridceburg,  Ont. 

Built  for  CP. R. Montreal    Chicaaro.  Til.  nrponville,  Pa. 


The  Maritime  Bridge 

Company,  Umited 

Manufacturers  and  Erectors  of 

Steel  Railway  and  Highway  Bridges, 
Buildings,  Girders,  Trusses,  Towers, 
Turntables,  Tanks,  Smoke  Stacks, 
Riveted  Pipe,  and  Structural  Steel  and 
Plate  Work  of  all  descriptions. 

We  have  the  only  complete  stock  of 
Steel  Shapes,  Plates  and  Bars  in  the 
Maritime  Provinces. 


Office  and  Plant : 

New  Glasgow,  Nova  Scotia 


'Galvaduct"  and  ''Loricated" 


Conduits 


for  Interior  Construction 


Conduits  Company,  Limited 

Sale  Manufacturers  under  Canadian  and  U.  S.  Letters  Patent 


Standard 

Wires  and  Cables 
are  cheapest  in  the 
end  because  their 
superior  quality 
insures  durability 
and  dependability 

Mainifacturcti  by- 
Standard  Underground  Cable  Co. 

of  Canada,  Limited, 
Montreal,  'I'orfinto,  llamilton,  Seattle. 


Toronto 


Canada 


STRUCTURAL  STEEL 

and 

BRIDGE  BUILDERS 


Capacity  18,000  Tons. 

We  build  and  erect  all  kinds  of  Structural  Steel,  Bridges, 
Roof  Trusses,  Bank  and  Office  Railings,  Stair 
Work.  Elevator  Grilles,  Fire  Escapes,  etc. 

Over  5,000  Tons  in  Stock  of 
Beams,  Column  Sections,  Angles,  Tees,  Plates,  Bars, 
Checkered  Floor  Plates,  etc. 

McGregor  &  Mclntyre,  Limited 

1139  Shaw  St.  -  -  TORONTO,  CAN. 

Telephone  Hillcrest  1614—1615—1616. 


BITUNAMEL 

Unsurpassed  for  waterproofing  foundations  and  prevent- 
ing rust  and  corrosion  on  exposed  iron 
and  metal  work. 

WRITE  FOR  SAMPLE 

The  Ault  &  Wiborg  Co.  of  Canada 
Ltd.,  Varnish  Works 


Montreal 


TORONTO 


WinnipcK 


58 
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■i 


For  Good  Roads- 


Fluxphalte  will  save  many  dollars  every  year  in  road  repairs.  For  macadam 
roads  it  will  make  a  perfect  surface  covering  that  will  not  dust  or  wear.  The  surface 
will  be  like  an  asphalt  pavernent.      Makes  an  ideal  roadway  on  macadam  foundation. 

Write  for  illustrated  book  and  further  details 


3®LE  ffiffiMMMllTS  FiETil  IHIHCM  IMli  ©IS,  C?  Imtm 

BOMD  OF  TRlil  imillf©  =  MOfftlBM^ 


To  Secure 
ECONOMY  and  DURABILITY 


Construct  Your 


SEWERS 

from 

Reinforced  Concrete  Pipe 

Manufactured  by 

Dominion  Concrete  Co. 

Limited 

KEMPTVILLE       -  ONTARIO 

"Better  good  pipe  at  a  fair 
price  than  poor  pipe 
at  any  price. " 


N.  B.  The  adjoining;  Illustration  shows  a  line  of  42-ln.  pips 
In  a  trench  ready  for  flUlnic. 


May  32,  1918 
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:T1jrnbull  Elevator 

MANUFACTURING  CO  TORONTO 


Turnbull 

Elevators 

Economical  and  Practical 


The  leading  elevator  today  is  the  Turn- 
bull.  It  is  the  result  of  many  years  of 
practical  experience  in  the  production 
of  elevators  and  by  experimenting  we 
have  secured  the  maximum  of  strength 
with  the  minimum  of  weight.  Turnbull 
elevators  are  built  rigid  and  strong; 
THEY  RUN  TRUE  and  are  giving  satis- 
faction wherever  in  use.  Turnbull  ele- 
vators are  reliable  because  every  inch  of 
rhaterial  used  is  inspected  and  tested  by 
experts. 


We  will  be  glad  to  supply  Uteraturef  plans  and  prices  of  our 
various  models.    Inquire  today 

Turnbull  Elevator  Manufacturing  Co, 

126  John  St.,  TORONTO,  Ontario 

Montreal  Office         -         -         -  -         -         202  Mappin  E.,  Webb  BIdg. 
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You  Can  Save  Money 

by  using 


our 


Wire  Rope 

"MADE  IN  CANADA" 

The  Dominion  Wire  Rope  Company,  Limited 

MONTREAL  TORONTO  WINNIPEG 


f 


For  Road  Repairs 

COMBINE 

Rapidity,  Efficiency 

and  Lack  of  Waste 

with 

Low  Cost 

by  using 

"RANSOME"  Bantam  Concrete  Mixers 


Do  You  Know  That 


We  are  HEADQUARTERS  for 

General  Marine  Supplies? 

Winches,  Windlasses,  Lamps, 

Rigging  Screws,  Shackles,  Blocks, 

"SHIPMATE"  RANGES 


Branch : 
108  Mail  Building, 
TORONTO 

Telephone  Adelaide  840 


Head  Office 

MONTREAL 


ol.  32  Toronto  May  29.  1918  No.  22 


Wood  Stave  Pipe  and  Tanks 

Wire  Wound  and  Continuous  Wood  Stave  Pipe, 
Wooden  Tanks  and  Silos 

MADE  FROM  BRITISH  COLUMBIA  FIR 


46  in.  Diameter  Continuous  Wood  Stave  Pipe  Installed  by  us  for  the  Hydro-Electric  Power  Commission  of  Ontario 
Wood  Pipe  and  Tanks  made  in  all  sizes— for  Municipal,  Mining,  Irrigation  and  Power  Purpose* 

Write  for  Illustrated  Literature  and  Prices 


PACIFIC  COAST  PIPE  CO.,  LIMITED 

Established  1903  1551  Granville  Street  VANCOUVER,  B.C. 


Classified  Directory  to  Advertisements  Pa^e  6 
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"BEATTY" 

Auxiliary  Ship  Machinery 


Ash  Hoist  for  ships  now  being  built  in  Canada 
—   Agents  — 

H  E.  Plant,  Montreal,  Que.  R.  Hamilton,  Vancouver 

E.  Leonard  &  Sons,  St.  John,  N.B.     Kelly-Powell,  Winnipeg 


Cargo  Winches 
Warping 
Winches 
Anchor  Wind- 
lasses 
Ash  Hoists 

Also 

Hoisting  Engines, 
Electric  Hoists, 
Steel  Derricks, 
Derrick  Irons, 
Clamshell  Buckets, 

Let  us  know  what  you  want 
along  this  line 
We  will  tender  promptly 

M.  BEATTY  &  SONS,  LTD.,  WELLAND 


Now  on  Munitions 

LYMBURNER,  LIMITED 

The  well  known  manufacturers  of  ornamental  metal  work  and 
special  machinery  are  entirely  occupied  making  munitions, 
and  cannot  execute  orders  for  above  work  until  a  later  date, 
when  they  will  be  glad  to  receive  enquiries  and  will  again 
produce  first  class  Metal  Specialties  of  Every  Description^ — 
Machinery,  Tools  and  Gauges. 


I 
I 

X 


I 

X 


X 

I 

X 


360  St.  Paul  St.  E. 


MONTREAL 


\[ay  39,  1918 
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Made  in 
Canada 


Everything  in  Rubber 

There  is  hardly  a  rubber  need  that  the 
Dominion   Rubber  System   cannot  supply. 

Everything  in  Rubber''  is  a  reality  with  us. 
Not  only  is  our  line  complete,  but  values  are 
the  best  withm  your  reach. 

Behind  all  is  the  Dominion  Rubber  System 
service.  Branches  in  all  the  principal  cities 
in  Canada  make  it  possible  for  you  to  secure 
deliveries  on  the  shortest  notice. 

Put  us  to  the  test  and  judge  for  yourself 
how  complete  and  satisfactory  our  service 
really  is. 

Canadian  Consolidated  Rubber  Co. 

LIMITED 
Head  Office    —  MONTREAL 

BRANCHES  at  Halifax,  St.  John,  Quebec,  Ottawa,  Toronto," 
Hamilton,  Kitchener,  London,  North  Bay,  Fort  WiUiam, 
Winnipeg,  Brandon,  Regina,  Saskatoon,  Calgary,  Lethbridge, 
Edmonton,  Vancouver,  Victoria. 


Our  aim  is  to  serve  and  please. 
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LONDON  CONCRETE  MIXERS 


THE  LONDON  CONCRETE  MIXER  No.  6  has  a  capacity  of  6  cu.  ft. 

per  batch  or  GO  cubic  yards  in  9  hours. 

Just  the  machine  for  medium  sized  contracts.   A  Builders'  Hoisting  drum 
can  often  be  operated  with  the  same  power  to  good  advantage.  Ask 
for  catalogue  No.  1-6-H. 


London  Concrete  Mixer  No.  6,  with  Builders'  Hoisting  Drum 
attached.     Batch  Mixer  and  Hoisting  Drum  operated  with  the 
same  Gasoline  Engine. 

THE  LONDON  CONCRETE  MIXER  No.  4  has  a  capacity 
of  4  cu.  ft.  per  batch,  or  40  cu.  yards  per  day. 
Just  the  machine  for  small  contract  work.    Pays  for  itself 
in  fifteen  days'  use. 

Send  for  catalogue  No.  1-4. 


London  Concrete  Mixer  No.  4. 


LONDON  CONCRETE  MACHINERY  CO.,  LIMITED  . 

DEPT.  7,  LONDON,  ONTARIO 

World's  Largest  Manufacturers  of  Concrete  Machinery 


R.  R.  Power,  Halifax,  N.S. 
Rene  Talbot,  Quebec,  Que. 

The  Foss  &  Hill  Machinery  Company,  Montreal,  Que. 


AGENCIES 


The  General  Supply  Company  of  Canada,  Ottawa,  Ont. 
The  General  Supply  Company  of  Canada,  Winnipeg,  Man. 
The  B.  C.  Equipment  Company,  Vancouver,  B.C. 


Sold  laparately 


Now  Ready — 

Bridges  and  Culverts 

Vol.  Ill  of  the  Serie* 

Reinforced  Concrete  Construction 

By  G.  A.  Hool,  Associate  Professor  of  Structural 
Engineering,  University  of  Wisconsin. 

This  is  the  first  treatise  on  practical  design  and  construction  of 
bridges  and  culverts.  It  completes  this  remarkable  series.  You  prob- 
ably know  something  about  these  books — 

How  they  came  out  without  the  advantage  of  a  widely  known  name 
as  author. 

How  the  leading  civil  engineering  papers  hailed  them  as  the  best 
on  the  subject. 

How  they  were  at  once  recognized  as  the  most  useful  and  practical 
books  that  have  appeared. 

They  are  today  standard  among  engineers,  architects  and  con- 
tractors, as  well  as  in  colleges. 

Vol.  I — Fundamental  Principles.  254  pages,  6  x  9,  88 

illus.,  $2.50  net,  postpaid. 
Vol.  II — Retaining  Walls  and  Buildings,  675  pages, 

6x9,  412  illus.,  34  plates,  $5.00  net,  postpaid. 
Vol.  Ill — Bridges  and  Culverts,  688  pages,  6x9,  over 

600  illus.,  41  plates,  $5.00  net,  postpaid. 

SEND  YOUR  ORDERS  TO 

Contract  Record  &  Engineering  Review 

347  Adelaide  St.  Wett.  TORONTO 
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96  CSPLANAOE 


BAINES  &PECKOVER 

IRON  AND  STEEL  MERCHANTS 

TORONTO 


Get  our 
STOCK  LIST 


OFFICE  and  WAREHOUSES-98.1 16  Esplanade 

3  Blocks  from  Union  Station 


HARBOR   DISTRICT   PLANT  —  acreage  and 
modern  warehouses  with  every  facility 
for  rapid  shipment  by  rail  and  water 


I 


THE   CONTRACT  RECORD 


May  29,  19]1 


CLASSIFIED  INDEX  TO  ADVERTISEMENT^ 

The  following  regulations  apply  to  all  advertisers: — Eighth  page,  every  issue,  three  headings; 
quarter  page,  six  headings;   half  page,  twelve  headings;     full     page,    twenty-four  headings. 


Acetylene  Gas 

The  Prest-O-Lite  Co.,  Inc. 
Air  Compressors 

Can.  IngersoU-Rand  Co.,  Ltd. 

Canadian  Allis-Chalmers,  Ltd. 
Aluminium 

Spielmann  Agencies  Regd. 
Air  Hoists 

Canadian   IngersoU-Rand  Co. 

Northern  Crane  Works 
Architectural  Iron  Works 

Canadian  Allis-Chalmers  Ltd. 

Canada  Wire  &  Iron  Goods  Co. 

McGregor  &  Mclntyre 

Architectural  Terra  Cotta 

Toronto  Plate  Glass  Imp'tg  Co. 

Asbestos  Shingles 

Asbestos  Mfg.  Company 

Ash  Hoists 

Gillis  &  Geogliegan 

Asphalt 

Asphalt  &  Supply  Company 
Imperial    Oil  Company 

Axes 

Canada    Foundries    &  Forgings, 

Bar  Iron 

Baines   &  Peckover 

Canadian  Steel  Foundries,  Ltd. 

Beam  Spam 

MacKinnon  Holmes  &  Co. 

Blast  Hole  Drills 
Hopkins  &  Co.,  F.  H. 

Blocks  (Wire  and  Manilla  Rope) 

Hopkins  &  Company,  F.  H. 

Blowers  and  Compressors 

Canadian  Blower  and  Forgs  Co. 
Can.  IngersoU-Rand  Co.,  Ltd. 
Sheldons  Limited 

Boilers 

Beatty  &  Sons,  M. 

Canadian  Allis-Chalmers  Ltd. 

Inglis  Company,  John 

Marsh  Engineering  Works,  Ltd. 

McDougall  Caledonian  Iron  Wks. 

Mussens  Limited 

Waterous  Engine  Works  Co. 

Williams  Machinery  Co.,  A.  R. 

Boiler  Compound 

Beveridge  Paper  Co.,  Ltd. 

Boiler  Covering  (Magnesia,  Asbes- 
tos, Wool,  Felt,  etc.) 
Asbestos  Mfg.  Company 
Boiler  Inspection 

Trades  &  Labour  Branch  Dept., 
Public  Works. 

Boxes — Junction 

Standard  Underground  Cable  Co. 
of   Canada,  Limited 

Brick  Dryers 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Brick  Machinery  and  Supplies 
Sheldons  Limited 

Bridget 

Canadian   Allis-Chalmers  Ltd. 

Bridges  (Steel) 

Canadian  Bridge  Company 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
MacKinnon-Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime   Bridge  Company 

Buckets 

Beatty  &  Sons;  M. 
Hopkins  &  Co.,  F.  H. 
>    Manitoba  Bridge  &  Iron  Works 

Buckets — Steel 

MacKinnon  Holmes  &  Co. 
Marsh  Engineering  Works,  Ltd. 

Cable 

Dominion  Wire  Rope  Co.,  Ltd. 
Standard  Underground  Calile  Co. 
of  Canada,  Limited 

Car  Couplers 

Canadian  Steel  Foundries,  Ltd. 


Cable  Terminals 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Cars — Steel  Body 

Marsh  Engineering  Works,  Ltd. 
Williams  Machinery  Co.,  A.  R. 

Car  Wheels 

Marsh  Engineering  Works,  Ltd. 
Steel  Co.  of  Canada  Limited 

Castings — Grey  Iron 

Marsh  Engineering  Works,  Ltd. 

Casements 

Trussed  Concrete  Steel  Co. 

Cement 

Britnell  &  Company 

Cement,  High  Temperature 
Beveridge  Paper  Co.,  Ltd. 

Cement  Waterproofing 
Barrett  Company 
Ideal  Concrete  Machinery  Co. 
Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 

Centrifugal  Pumps 

Bawden  Pump  Company 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  IngersoU-Rand  Co. 

Chemists 

Canadian  Inspection  and  Testing 
Laboratories 

Coal  Chutes 

Manitoba  Bridge  &  Iron  Works 

Coal  Handling  Apparatus 
Beatty  &  Sons,  M. 

Cold   Storage  Insulation 

Armstrong  Cork  Company 

Compressed  Acetylene  Gas 
The   Prest-O-Lite   Co..  Inc. 

Concrete  Block  Machines 

Cast  Stone  Block  &  Mjchine  Co. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 

Concrete  Culvert  Pipe 

Blair,  B. 

Dominion  Concrete  Company 

Concrete  Hardener  and  Water- 
proofer 
Beveridge  Paper  Co.,  Ltd. 

Concrete  Mixers  and  Appliances 
Hopkins  &  Co.,  F.  H. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
Mussens  Limited 

Concrete  Sewer  Pipe 
Blair,  B. 

Dominion  Concrete  Company 

Conduits 

Conduits  Company,  Limited 
Orpen  Conduit  Company 

Connecting  Rods 

Canada    Foundries    &  Forgings, 

Contractors 

Anglins  Limited 
Bate,   McMalion   &  Co. 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 
Wells  &  Gray  Limited 

Contractors'  Plant  &  Supplies 
Beatty  &  Sons,  M. 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Dake  Engine  Company 
Marsh  Engineering  Works,  Ltd. 

Conveying  Machinery 

Canadian   Mathews   Gravity  Car- 
rier Company 

Core  Drills 

Canadian  AUis  Chalmers  Ltd. 
Can,  IngersoU  Rand  Co.,  Ltd. 


Corrugated  Iron 

Pedlar  People  Limited 

Corrugated  Roofing 

Asbestos  Mfg.  Company 

Cranes,  Travelling  and  Locomotive 
Boving  Hydraulic  &  Engineering 

Company 
Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Northern  Crane  Works 

Crank  Shafts 

Canada    Foundries    &  Forgings, 

Crushed  Stone  and  Granite 

Canada   Crushed   Stone  Corpora- 
tion 

Crushed  Stone,  Limited 
Morrison  Company,  T.  A. 

Crushers  (Stone  and  Rock) 
Canadian  Allis-Chalmers  Ltd. 
Hopkins  &  Company,  F.  H. 
London  Concrete  Machinery  Co. 
Mussens  Limited 

.  Culverts 

Pedlar  People 

Damp  Proof  Coating 

Barrett  Company 
Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 

Derricks  and  Derrick  Fittings 
Beatty  &  Sons,  M. 
Hopkins  &  Company,   F.  II. 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Northern  Crane  Works 

Dredging  Pumps 

Boving  Hydraulic  &  Engineering 
Company 
Dredges 

Beatty  &  Sons,  M. 

Hopkins  &  Company,  F.  H. 

Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian  In^ersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 

Drill  Steel  Sharpeners 

Canadian  IngersoU-Rand  Co. 

Dump  Cars,  Wheels,  etc. 

Hopkins  &  Company,  F.  H. 
MacKinnon  Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime   Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Sheldons  Limited 

Drift  Pins 

Canada    Foundries    &  Forgings, 

Drying  Apparatus 

Canadian  Blower  &  Forge  Co. 

Elastite 

Carey  Mfg.   Co.,  Philip 
Trussed  Concrete  Steel  Co. 

Electric  Air  Rock  Drills 

Canadian  IngersoU-Rand  Co. 

Electric  Impulse  Clocks 

Gent  &  Company,  Liinilcil 

Electric  Water  Systems 

Ontario  Wind  Engine  &  Pump 
Company 

Electrical  Specialties 

Spielmann  Agencies  Regd. 

Electrical  Supplies 

Canadian  General  Electric  Co. 

Elevator  Doors 

Ormsby  Company,  A.B. 

Elevators 

.  Norlhcin  Crane  Works 
TurnbuU  Elevator  Company 


Engines 

Canadian  Allis-Chalmers  Ltd 
Canadian  Blower  and  Forge 
Hopkins  &  Company,  F.  H. 
Inglis  Company,  Jolin 
McDougall  Caledonian  Iron^:|^ 
Waterous  Engine  Works  Co  i  i 

i' ! 

Engmeers  (Civil  and  Mechanica 

Bowman  &  Connor 
Chipman  &  Power 
Dominion  Engineering  &  Inti 
tion  Company  ' 
Hunt  &  Co.,  Robt.  W. 
MacKi  nnon  Holmes  &  Co. 
Milton  Hersey  Co. 
R.  &  W.  S.  Lea 
Wynne-Roberts,  R.  O. 


Excavators 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F. 


1 


H. 


Exhaust  Heads 

Canadian  Blower  and  Forge 
Sheldons  Limited 

Expanded  Metal 

Baines  &  Peckover 
Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 


Fans 

Canadian  Blower  and  Foige 
Sheldons  Limited 

Fibre,  Vulcanized 

Beveridge  Paper  Co.,  Ltd. 

Fire  Brick,  Jointless 

Beveridge  Paper  Co.,  Ltd. 

Fireproofing 
Asbestos  Mfg.  Company 

Fireproof  Doors  and  Windows 
Ormsby  Company,  A.  B. 
Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 


Fire  Escapes 

Dennis  Wire  &  Iron  Works  C 
Manitoba  Bridge  &  Iron  Wor! 
McGregor  &  Mclntyre 

Fire  Escape  Spirals 

Catjadian  Mathews  Gravity  C 
rier  Company 

Fire  Protection  Appliances 
Bickle  Company,  R.  S. 

Flag  Poles 

Ontario  Wind  Engine  &  Pump 
Company 

Flooring  Materials 

Armstrong  Cork  Company 
Imperial  Oil  Company 

Forges 

Canadian  Blower  and  Forge  ( 
Sheldons  Limited 

Forgings,  Steel  &  Iron 

Canada    Foundries    &  Forgini 

Gasoline  Engines 

Boving  Hydraulic  &  Engineer! 

Company 
Canadian  Allis-Chalmers  Ltd. 
London  Concrete  Machinery  C< 
Ontario  Wind  Engine  &  Putn 

Company 

Generators 

Canadian  General  Electric  Co. 

Glass 

Toronto  Plate  Glass  Imptg.  Co 

Governors 

Boving  Hydraulic  &  Engineerii 

Company 

Gravity  Carriers 

Canadian  Mathews  Gravity  C» 
rier  Company 

(Continued  on  page  8) 
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Mueller 


Water  Tapping  Machine 

{for  Tapping  Mains  Under  Pressure) 


'HE  first  and  only  efficient  machine  for  making  taps  in 
mains  under  pressure  little  more  than  this  need  be 
said.  The  long  bearing  surface  of  the  boring  bar  insures 
the  straight  eintry  of  the  cock  into  the  main,  thus  eliminating 
a  common  fault  in  machines  of  this  nature. 

Our  stocks  of  Corporation  Cocks,  Goose  Necks,  Curb 
Cocks,  Service  Boxes,  Service  Clamps,  Etc.,  are  complete. 
We  can  ship  on  receipt  of  order.  Mueller  goods  are 
fully  warranted  and  Mueller  quality  of  rich,  red  metal 
needs  no  further  introduction. 

Send  us  your  specifications  and  let  us  suggest  the  equip- 
ment best  fitted  for  your  needs. 

H.  Mueller  Mfg.  Co.,  Limited 

Sarnia  Canada 


I  MUELLER  I 
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Hammers 

Canada    Foundries    &  Foreings, 

Hammer  Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  IngersoU-Rand  Co. 

Heating  Apparatus 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Heat  Insulating  Materials 
Armstrong  Cork  Company 

Hoists,  Electric 

Northern  Crane  Works 

Hoisting  Apparatus 
Beatty  &  Sons,  M. 
Canadian  IngersoU-Rand  Co. 
Gillis  &  Geoghegan 

Hopkins  &  Company,  F.  H. 
London  Concrete  Machinery  Co. 
Marsh  Engineering  Works,  Ltd. 
Mussens  Limited 
Northern  Crane  Works 
Williams  Machinery  Co.,  A.  R. 

Hoisting  Engines 
Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Hopkins  &  Company,  F.  H. 
Marsh  Engineering  Works,  Ltd. 

Hollow  Tile 

National  Fire  Proofing  Co. 

Hose 

Can.  Consolidated  Rubber  Co. 

Hydrants 

Canada  Iron  Foundries 
Gartshore-Thompson  Pipe  Co. 
Kerr  Engine  Company 
McAvity  &  Sons,  T. 

Industrial  Cars 

Hopkins  &  Company,  F.  H. 
MacKinnon-Holmes  &  Co. 

Inspection  Engineers 

Canadian  Inspection  and  Testing 
Laboratories 


Insulation  (Asbestos) 

Asbestos  Mfg.  Company 

Insulating  Compounds 
Imperial  Oil  Company 
Spielmann  Agencies  Regd- 
Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Industrial  Cars 

Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 

Interior  Finish  and  Doors 

Canadian  Office  &  School  Furni- 
ture Company 

Insulating  Bricks 

Armstrong  Cork  Company 

Jib  Cranes  (all  kinds) 
Northern   Crane  Works 

Journal  Wedges 

Canada    Foundries    &  Forgings, 

Kilns 

Canadian  Blower  and  Forge  Co. 
MacKinnon  Holmes  &  Co. 
Sheldons  Limited 

Lead  Pencils 

American  Lead  Pencil  Company 

Lead  (Red  and  White,  Dry) 
Carter  White  Lead  Company 

"Lidgerwood"  Hoists 

Canadian   Allis-Chalmers  Ltd. 

Linabestos  Wallboard 
Asbestos  Mfg.  Company 

Lockers  (Clothes) 

Canada  Wire  &  Iron  Goods  Co. 
Dennis  Wire  &  Iron  Works  Co. 

Lumber  (Asbestos) 

Asbestos  Mfg.  Company 

Machinery  Insulation 

Armstrong  Cork  Company 


Metal  Lath 

Baines  &  Peckover 
Noble,  C.  W. 
Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Metallic  Roofing 
.    Pedlar  People  Limited 

Meters,  Water 

McDougall  Caledonian  Iron  Wks. 
Neptune  Meter  Company 

Motors 

Canadian  General  Electric  Co. 

Oil  Tanks 

Boving  Hydraulic  &  Engineering 

Company 
Imperial  Oil  Company 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 

Ornamental  Iron 

Dennis  Wire  &  Iron  Works  Co. 

Ornamental  Moulds 

Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 

Faints  and  Varnishes 
Dominion  Paint  Works 
Hopkins  &  Company,  F.  H. 
Spielmann  Agencies  Regd. 

Paints  (Bridge  and  Structural  Iron 
and  Pipe  Coating) 
Barrett  Co. 

Dominion   Paint  Works 
Imperial  Oil  Company 
Spielmann  Agencies  (Regd.) 
Trussed  Concrete  Steel  Co. 

Papers  (Building,  Roofing,  Water- 
proof and  Insulating) 
Beveridge  Paper  Co.,  Ltd. 

Paving  and  Paving  Materials 

Asphalt  &  Supply  Company 
Barrett  Co. 

Carey_  Mfg.   Co.,  Philip 
Imperial  Oil  Company 
Trussed  Concrete  Steel  Co. 


Pipe  (Concrete,  Iron  ft  Wood) 

Boving  Hydraulic  &  Engineerir 
Company  | 
Dominion  Concrete  Company 
Gartshore  Thomson  Pipe  Co. 
National  Iron  Works 

Pipe  and  Boiler  Coverings 
Dominion  Faint  Works 

Pencils  (Lead) 

American  Lead  Pencil  Company' 

Perforated  Metals 
Canada  Wire  &  Iron  Goods  Co. 

Pile  Driving  Machinery 
Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  G. 
Marsh  Engineering  Workf,  Ltd 

Pipe  Fittings  and  Flanges 

Pittsburgh   Valve,   Foundry  k 
Construction  Company 

Pipe  Covering  (Magnesia,  Asbestoi 
Wool,  Felt,  etc.) 

Asbestos  Mfg.  Company 

Pipe  Covering  (Cold  and  Steam) 
Armstrong  Cork  Company 

Plumbing  Supplies 

Mueller  Mfg.  Company,  H. 

Planing  Mill  Exhausters 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Plaster 

Britnell  &  Company 

Plug  Drillers 

Canadian  Ingersoll-Rand  Co. 
(Continued  on  page  10) 


Industrial  Cars 


Great  savings  in  man  power  and  in  money  can  be  effected  by  the  use  of  Small  Cars  for  the  rapid  and 
easy  handling  of  materials  around  factory,  warehouse  or  yard. 

We  manufacture  a  large  range  of  these  small  cars  for  moving  any  kind  of  commodity. 

We  make  these  cars  to  order  only,  and  to  the  customer's  specifications,  to  suit  his  shop  and  the  class  of 
material  he  desires  to  move.    We  make  them  for  any  gauge  of  track  or  for  running  on  a  floor. 

We  offer  in  these  cars  a  choice  of 

Steel  Frame  or  Wood  Frame 

Steel  Floor  or  Wood  Floor 

Steel  Body  or  Wood  Body 

Any  Size  or  Shape  of  Body 

Any  Style  of  Racks  or  Shelving  for  carrying 

Special  Materials 
Wheels  Any  Diameter  up  to  24",  and  chilled  for 

heavy  duty,  or  unchilled  for  light  work 

We  also  make  TURNTABLES  to  suit  customer's  track  and  cars 


Marsh  Engineering  Works,  Limited,  ''"\Zt"  Belleville,  Ont. 
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pneumatic  Machinery 

Canadian  Ingersoll-Rand  Co. 


Power  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Inglis  Company,  John 


Pumps 

Canada    Foundries    &  Forgings, 

Pumps  and  Pumping  Machinery 
American  Well  Works 
Beatty  &  Sons,  M.  . 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  AUis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian  Ingersoll-Rand  Co. 
Cook,  A.  D. 

Hopkins  &  Company,  t.  n. 
Inglis  Company,  John 
McDougall  Caledonian  Iron  Wks. 
Ontario  Wind  Engine   &  Pump 

Company 
Waterous  Engine  Works  Co. 

Quarry  Machinery 

Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 

Railway  Supplies 

Can.  Chicago  Bridge  &  Iron  Co. 
Dominion  Iron  &  Wrecking  Co. 
Gartshore,  John  J. 
Hopkins  &  Company,  F.  H. 

Reinforcing  Bars 
Baines  &  Peckover 

Reinforcements,  Concrete  and  Steel 

Baines  &  Peckover 
Burlington  Steel  Company 
Canada  Wire  &  Iron  Goods  Co. 
Pedlar  People  Limited 
Steel  Co.  of  Canada,  Limited 
Trussed  Concrete  Steel  Co. 

Refrigeration  Machinery 

Boving  HydrauUc  &  Engineering 
Company 

Rigging  Screws 

Hopkins  &  Company,  F.  H. 

Riveted  Spani 

MacKinnon  Holmes  &  Co. 

Road  Asphalt 

Asphalt  &  Supply  Company 
Imperial  Oil  Company 

Road  Oil 

Barrett  Company 
Imperial  Oil  Company 

Road  Mesh 

Baines  &  Peckover 

Road  Machinery 

Hopkins  &  Company,  F.  H. 
Waterous  Engine  Works  Co. 

Rolling  Steel  Doors 

Ormsby  Company,  A.  B. 

Roofinc  Material 

Asbestos  Mfg.  Company 
Barrett  Co. 

Bishopric  Wallboard  Company 
Brantford  Roofing  Company 
Carey  Company,  Philip 
Imperial  Oil  Company 
Noble,  Clarence  W. 
Pedlar  People  Limited 

Roofing,  Rubber 

Beveridge  Paper  Co.,  Ltd. 

Rubber  Ooodi 

Barrett  Company 

Can.  Consolidated  Rubber  Co 


Sash  Machinery 

King  Construction  Company 

Scrap  Iron 

Dominion  Iron  &  Wrecking  Co. 

Screens 

Canada  Wire  &  Iron  Goods  Co. 


Sewer  Pipe 

Britnell  &  Company 
Canada   Iron  Foundries 
Dominion  Sewer  Pipe  Co. 
Gartshore  Thompson  Pipe  Co. 
Hamilton  &  Toronto  Sewer  Pipe 

Company 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
National  Iron  Works 
Ontario  Sewer  Pipe  Company 
Standard  Clay  Products  Ltd. 

Sheathings  ' 

Beveridge  Paper  Co.,  Ltd. 

Sheeting 

Barrett  Company 

Shingles  (Asbestos) 

Asbestos  Mfg.  Company 


Ship  Forgings 

Canada    Foundries    &  Forgings, 

Shovels  (Steam) 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 

Silo  Moulds 

London  Concrete  Machinery  Co. 

Skylights 

Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Slates  (Asbestos) 

Asbestos  Mfg.  Company 

Smoke  Stacks 

Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
MacKinnon,  Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime   Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Pedlar  People  Limited 
Waterous  Engine  Works  Co. 

Sprinkler  Tanks  (Steel) 

Can.  Chicago  Bridge  &  Iron  Co. 

Stair  Builders 

Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Steam  Apparatus  and  Specialties 
Canadian  AUis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
McAvity  &  Sons,  T. 
Sheldons  Limited 

Steam  Turbines 

McDougall  Caledonian  Iron  Wks. 

Steel 

Burlington    Steel  Company 
Dominion  Iron  &  Wrecking  Co. 
Hopkins  &  Company,  F.  H. 
Steel  Company  of  Can.,  Ltd. 
Trussed'  Concrete  Steel  Co. 

Steel  Bars 

Baines  &  Peckover 
Burlington  Steel  Company 
Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
•Steel  Company  of  Canada,  Ltd. 
Trussed  Concrete  Steel  Co, 


Steel  Beams 

MacKinnon  Holmes  &  Co. 


Steel  Castings 

Canadian  Steel  Foundries,  Ltd. 

Steel  Pipe 

Can.  Chicago  Bridge  &  Iron  Wks. 

Steel   Plate  Construction 
MacKinnon-Holmes  &  Co. 
Marsh  Engineering  Works,  Ltd. 
Waterous  Engine  Works  Co. 

Steel  Sash 

Ormsby  Company,  A.  B. 
Trussed   Concrete  Steel  Co. 


Stone 

Britnell  &  Company 


Structural  Iron  and  Steel 
Burlington  Steel  Company 
Canadian  AlHs-Chalmers  Ltd. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
MacKinnon-Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 
McGregor  &  Mclntyre 
Reid  &  Brown  Structural  Steel  & 
Iron  Works 


Stucco  Board 

Bishopric  Wallboard  Company 

Swinging  Gears 

Dake  Engine  Company 

Switchboards 

Canadian  General  Electric  Co. 

Tanks  and  Steel  Pipes 

Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  DesMoines  Steel  Co. 
Inglis,  John 

Manitoba  Bridge  &  Iron  Works 
Marsh  Engineering  Works,  Ltd. 
McDougall  Caledonian  Iron  Wks. 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 
Ontario  Wind  Engine  &  Pump 

Company 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co.,  A.  R. 

Telescopic  Hoists 

Black  Building  Supply  Company 
Gillis  &  Geogliegan 

Testing  and  Inspecting  Bureau 
Hunt  &  Company,  Robt.  W. 

Tile  Moulds 

London  Concrete  Machinery  Co. 

Thumb  Screws  and  Nuts 

Canada    Foundries    &  Forgings, 

Towers 

Can.  Chicago  Bridge  Sc  Iron  Co. 

Transformers 

Canadian  General  Electric  Co. 

Turnbuckles 

Canada    Foundries    &  Forgings, 

Dominion  Wire  Rope  Company 

Valves 

Canada    Iron  Foundries 
Gart  shore-Thomson    Pipe  Co 
Kerr   Engine  Company 
McAvity  &  Sons,  T, 


Ventilating  &  Heating  Apparatu 
Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 


Varnishes — Insulating 

Standard  Underground  Cable  Co 
of  Canada,  Limited 


Wagons 

Tiffin   Wagon  Company 


Wall  Board 

Bishopric  Wallboard  Compati 


Wallboard   (Asbestos,  Linabesto 
Asbestos  Mfg.  Company 

Water   Level  Apparatus 

Gent  &  Company,  Limited 


Waterproofing 
Barrett  Co. 

Imperial  Oil  Company 
Trussed  Concrete  Steel  Co4 


Water  Softeners  and  Filters 

Manitoba  Bridge  &  Iron  Wo%ii] 

Water  Tapping  Machines 

Mueller  Mfg.    Company,  H. 


Water  Turbines 

Boving  Hydraulic  &  Engineering) 

Company 
Canadian  Allis-Chalmers  Ltd. 
McDougall  Caledonian  Iron  Wks 


Welding  Apparatus 

Prest-O-Lite  Company,  Inc. 


Welding  and  Cutting  Plants 

Prest-O-Lite  Company,  Inc. 


i 


Well  Drilling  Plants 
American  Well  Works 
Ontario  Wind  Engine  &  Pump 
Company 


Window  Sash 

Trussed  Concrete  Steel  Co. 


Wires  and  Cables 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 


Wire  Guards  and  Screens 

Canada  Wire  &  Iron  Goods  Co. 


Wire  Rope 

Dominion   Wire  Rope  Co.,  Ltd. 


Wrenches 

Canada    Foundries   &  Forgings, 


Wood  Pipe 

Canadian  Pipe  Company 
Pacific  Coast  Pipe  Company 
Vancouver  Wood   Pipe   &  Tank 
Company 


Wood  Tanks 

Pacific  Coast  Pipe  Company 
Vancouver  Wood  Pipe  and  Tank 
Company 
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Dundas 
I  Crushed 
Stone 


'Yy/'HEN  you  want  to  be  sure  of 
having  permanent  roads  that 
will  wear  without  repairs—  use 
Dundas  Crushed  Stone.  We  can 
refer  you  to  many  Engineers  and 
Contractors  who  specify  this 
stone  for  all  their  road  work. 
Their  practical  experience  has 
shown  that  Dundas  Stone  will 
always  make  a  first-class  job. 

Write  for  Information. 


Canada  Crushed  Stone  Corporation,  Limited 

DUNDAS,  ONTARIO 
Toronto  Agents : — Rogers  Supply  Co.,  Limited,  38  King  Street  West 


Your  Guarantee  of  a  Sanitary  Job 

Is  Salt  Glazed  Clay  Pipe! 

Vitrified  Clay  pipe  affords  a  clear  tiow  for  sewage  and  waste,-, 
because  the  vitrified  or  vitreous  materials  are  the  cleanest  sub- 
stances known. 

The  dishes  from  which  you  eat  and  drink — most  of  the  kitchen 
ware  in  which  your  meals  are  prepared,  the  most  luxurious  l)ath- 
room  equipment — the  tile  wall  and  floor — all  these  must  be  sani- 
tary and  therefore  clean.  They  are  made  of  porcelain,  stoneware, 
glass — all  vitrified  materials. 

Hamilton  Vitrified  Clay  Pipe  combines  the  perfect  cleanliness, 
the  sanitary  qualities  found  in  other  vitrified  materials,  with  a 
high  degree  of  toughness  and  tensile  strength  peculiar  to  itself. 

Investigate  our  claims. 

The  Hamilton  and  Toronto  Sewer  Pipe  Co.,  Limited 

HAMILTON  and  TORONTO 
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Save  Coal  and  Power 

Our  standard  low  pressure  Pumps  will 
save  you  about  half  the  cost  of  coal  or 
electric  power  compared  with  other 
pumps. 

Strong  Construction 
Large  Capacity 
Prices  are  Moderate 

BOVING  HYDRAULIC  &  ENGINEERING  CO.,  Limited      LINDSAY,  ONT. 


The  illustrated  booklets  "Sav- 
ing Fuel"  and  "Good  Fur- 
naces Made  Better"  are  of 
timely  interest.  They  will  be 
sent,  together  with  a  sample 
of  Nonpareil  Brick,  at  your 
request. 


—You  Would  Not  Allow  This 
in  Your  Plant 

And  yet  the  loss  in  dollars  and  cents  from  a  leak, 
^-inch  in  diameter,  in  a  line  carrying  steam  at  150 
pounds  pressure,  is  not  as  large  as  the  loss  by 
radiation  from  the  steam  drums  alone  of  a  550  H.P. 
boiler,  if  left  uninsulated. 

Loss  of  heat  by  radiation  is  not  a  necessary  evil. 
It  can  be  reduced  60/^  to  75/,  by  the  proper  use  of 

Nonpareil  Insulating  Brick 

For  Boiler  Settings,  Furnaces,  etc. 

Nonpareil  Brick  are  designed  for  furnaces,  boiler  settings, 
ovens,  hot  blast  stoves,  blast  mains  and  kindred  places  where  the 
reduction  of  loss  of  heat  by  radiation  is  desired.  They  are  not  a 
refractory  material,  but  should  be  used  to  back  up  fire  brick  to 
retain  heat. 

Nonpareil  Brick  are  light  in  weight,  strong  in  structure, 
easy  to  handle  and  install,  and  reasonable  in  price.  One  43^-inch 
course  of  Nonpareil-  Brick  is  equal  to  45  inches  of  fire  brick  or 
common  brick  in  heat  retaininsf  value. 


Armstrong  Cork  &  Insulation  Co.,  Ltd. 


505  McGill  Bldg.,  MONTREAL,  QUE. 


11  Church  St.,  TORONTO,  ONT. 


Also  manufacturers  of  Nonpareil  Corkboard  Insulation  for  cold  storage  rooms;  Nonpareil  Cork  Covering  for  cold  pipes;  Nonpareil  High 
Pressure  Covering  for  steam  lines;  Nonpareil  Cork  Machinery  Isolation  for  deadening  the  noise  of  machines;  and  Linotile  for  floors  in  offices, 
residences,  etc. 


National  Iron  Works 

LIMITED 

Head  Office,  Works  and  Docks— TORONTO 

CAST  IRON  PIPE 

Every  Size  for  Water,  Gas,  Culvert  or  Sewer, 
Carried  in  Stock  at 

MONTREAL  -  TORONTO  -   PORT  ARTHUR 

RAIL  OR  LAKE  SHIPIVIENTS 


DAKE  MOTOR  CRABS 

SINGLE  AND  DOUBLE  DRUM 


Speed  up  your  contracting  jobs 
by  equipping  your  derricks  with 
these  machines.  No  delays.  The 
Dake  motors  used  on  these  mach- 
ines have  no  dead  centres.  They 
start,  stop,  and  reverse  instantly. 
Made  very  strong  and  substantial. 

Write  for  catalogue  and  prices. 


DAKE  ENGINE  CO.,  Grand  Haven,  Mich.,  U.S.A. 

Canadian  Afients 

MONTREAL— Mussens  Ltd.   TORONTO-A.  R.  Williams  Mach.  Co.,  Ltd. 
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An  Architect's  Bungalow 

The  summer  residence  at  Gowan,  Ont.,  erected  by  Mr.  Bani- 
gan,  of  Messrs.   Banigan,  Mathers  &  Thompson, 
Architects,  of  Toronto. 

Tliis  Bungalow  is  constructed  througliout  with 

STuccoboaRD 

from  designs  drawn  by  Mr.  Banigan — the  exterior  walls 
being  stuccoed  and  the  interior  walls  plastered. 
Mr.  Banigan  has  expressed  himself  as  being  well  pleased 
with  the  results  obtained  by  using  "Bishopric  Stucco 
Board." 

As  for  cost,  "Bishopric  Stucco  Board"  takes  the  place 
of  boarding,  sheathing  paper,  furring  strips  and  laths — 
saving  the  cost  of  these  extra  materials  and  fully  75 
per  cent,  of  the  time. 

Write  for  more  facts  and  samples — free  on  request. 

Bishopric  Wall  Board  Co.,  Ltd.,  ottaw^ o^„*i. 


Immediate  Shipment 

Our  slocks  of  all  products  arc  very  large 
and  we  can  make  immediate  shipment  of 
practically  any  order. 

Our  stocks  are  so  large  we  do  not  issue 
a  monthly  stock  list.  We  do  NOT  ask  you 
to  hunt  through  a  book  to  find  out  whether 
or  not  we  have  a  sufl'icient  quantity  of  ma- 
terial in  stock  to  fdl  your  order — 

WE  HAVE  THE  STOCK. 

Give  us  your  orders  and  we  will  demon- 
strate the  value  to  you  of  Truscon  Service. 

Trussed  Concrete  Steel  Co. 

of  Canada,  Limited 

WALKERVILLE,  ONTARIO 

Montreal    Toronto    Winnipee    Calgary  VancouTcr 


'.  'i  V 


it-.? 


111.  I  til    1.  .1,     ,)  _  III.  H.'.».-  Jl?-'. 

•"r-ilVi^i7f-vli"^'r / 


Made  in  Canada 
Conduit 


Orpen  Conduit  Co.,  Limited 


Toronto 
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INDUSTRIAL  HEATING 

BY  ELECTRICITY 


Exterior  View  of  Ovens  Installed  at  the  Canada  Cycle  and 
Motor  Co.,  Weston 


The  resistor  material  in  G-E  heaters  is 
capable  of  endiirino-  a  continuous  heat  of 
800°  C.  (1472°  F.).  It  is  carried  on  insulat- 
ing' material  which  maintains  its  insulating 
qualities  at  1000°  C.  {IS32°  F.),  with  no  ex- 
pansion or  contraction. 

Central  stations  which  have  investigated 
and  developed  electric  heating  installations 
on  their  line  are  assured  of  a  continuous  and 
profitable  load. 


The  Canadian  General  Electric  Company 
offers  a  complete  line  of  industrial  heating 
equipment  suitable  for  every  phase  of  the 
industrial  world  where  relatively  high  tein- 
l)eratures  are  required,  or  where  exact  con- 
trol of  those  temperatures  is,  above  all  other 
things,  necessary. 


Showing:  Compact  Installation  of  Heaters,  Canada  Cycle  and 
Motor  Co.,  Weston 


Write  to  Our  Nearest  Office  for  Bulletin  48709 

CANADIAN  GENERAL  ELECTRIC  CO. 


LIMITED 


Manufacturers  of  Electrical  Apparatus  and  Supplies  for  Railway,  Light  and  Power  Purposes 

Iliail  Office:  'I'oioiilo,     Saks  Offices :  Montreal,  Halifax,  Sydney,  Ottawa,  Cobalt,  South  Porcupine,  Loruioii,  Winnipeg,  Calgary,  Edinoiilon, 

Nelson  and  Vancouver. 

illllllllllllllllllllll 


SILENT  SANITARY  SCHOOL  DESKS 


WITH  FOLDING  SEATS 


STEEL  CASTINGS 

For  All  Purposes 


One  Pound  to  Fifty  Tons 


Canadian  Steel  Foundries 

LIMITED 

General  Offices  We.tem  Repreientativei  Works 

Transportation  Building  Kelly  Powell  Limited  Montreal 

_  403  McArlhur  Building 

Montreal  Winnipeg  Welland 
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ALPHABETICAL  LIST  OF  ADVERTISERS 


American  Lead  Pencil  Company  . .  .  59 

American  Well  Works   54 

Anglins  Limited   60 

Armstrong  Cork  Company    12 

Asbestos  Manufacturing  Company.. 

.Xsphalt  and  Supply  Company  

Ault  &  Wiborg  Company   30 

Baines  &  Peckover   5 

Barber,  Frank   60 

Barrett  Company   51 

Bate,  McMahon  &  Co   31 

Bawden  Pump  Company   50 

Beatty  &  Sons,  Ltd.,  M   3 

Beveridge  Paper  Company   

Bickle  Company,  R.  S  

Bishopric  Wallboard  Company   i:5 

Blair  Company,  B   19 

Black  Building  Supply  Company  ...  57 
Boving  Hydraulic   and  Engineering 

Company                                  .    ...  13 

Brantford  Roofing  Company  

Britnell  Company,  Limited   54 

Burlington  Steel  Company   49 

Canada  Carbide  Company   53 

Canada  Crushed  Stone  Corporation.  11 

Canada  Iron  Foundries,  Limited  ...  53 

Canada  Foundries  and  Forgings,  Ltd.  15 

Canada  Wire  and  Iron  Goods  Co...  53 

Canadian  Allis-Chalmers  ...  ...  ...  14 

Canadian  Blower  and  Forge  Co   18 

Canadian  Chicago  Bridge  and  Iron 

Company   61 

Canadian   Consolidated   Rubber  Co.  3 

Canadian  Dcs  Moines  Steel  Company  .53 

Canadian  General  Electric  Co   14 

Canadian  IngersoU-Rand  Company  63 
Canadian    Inspection    and  Testing 

Laboratories   60 

Canadian   Mathews  Gravity  Carrier 

Comjjany  

Canadian  Office  School  Furniture  Co. 

Canadian  I'ipc  Company,  Ltd   53 

Canadian  Steel  Foundries,  Ltd   15 

Canadian  Surety  Company   48 

Carey  Company,  Philip  

Carter  White  Lead  Comjjany  

Cast  Stone  Block  and  Machine  Co.. 

Chipman  &  Power,  Limited   60 

Conduits  Company,  Limited   ao 

Cook,  A.  J)   59 

Crushed  Stone,  Limited    54 

Djike  Engine  Company   i;> 

Dennis  Wire  and  iron  (  (jnipany  ... 


Dominion  Concrete  Company   55 

Dominion   Engineering  and  Inspec- 
tion Company  ...    <50 

Dominion  Iron  and  Steel  Company..  57 

Dominion  Iron  and  Wrecking  Co...  19 

Dominion  Sewer  Pipe  Company  ....  55 

Dominion  Wire  Rope  Company  ....  64 


Engineers  and  Contractors,  Ltd. 


Foster,  W.  L  

Gartshore,  John  J   59 

Gartshore-Tliompson  Pipe  and  Foun- 
dry Company  ...   30 

Gent  Company   60 

Gillis  &  Geoghegan   57 


Hamilton  &  Toronto  Sewer  Pipe  Co.  11 

Hopkins  &  Company,  F.  H   64 

Hunt  &  Company,  Robert  W   60 

Ideal  Concrete  Machinery  Company 

Imperial  Oil  Limited  

Inglis  Company,  John   47 


James,  Louden  &  Hertzberg 


Kerr  Engine  Company,  Ltd. 
King  Construction  Company 


60 


60 


Lea,  R.  S.  &  W.  S   60 

London  Concrete  Machinery  Co.  ...  4 

Lymburner,  Limited   2 

MacKinnon  Holmes  &  Co.  

MacLean  Daily  Reports                ...  61 

Maritime  Bridge  Works  Company.  61 
Manitoba  Bridge  and  Iron  Works  Co. 

Marsh  luigineering  Works   8 

McAllister  &  Taylor   60 

McXvity  &  Sons,  T  

McDougall  Caledonian    Iron  Works 

Company   50 

McGovern,  T.  J   ,'54 

McGregor  iK:  Mclntyre   61 


Miller  &  Co.,  George  M   ... 

Milton  Hersey  Company  

Morrison  &  Co.,  T.  A  

Mueller  Manufacturing  Company  . . . 
Mussens  Limited  


National  Fir-eproofing  Company 

National  Iron  Works  

Noble,  Clarence  W  

Northern  Crane  Works,  Ltd.  . .  . 
Nova  Scotia  Steel  and  Coal  Company 


22 
12 
18 
54 


Office  Specialty  Company  

Ontario  Sewer  Pipe  Company  

Ontario  Wind  Engine  and  Pump  Co 

Ormsby  Company,  A.  B  

Orpen  Conduit  Company  


Pacific  Coast  Pipe  Company 

Pedlar  People  

Power  &  Son  

Prest-O-Lite  Company  


4 


18 


13 


4 


Reid  &  Brown  Structural  Steel  and 
Iron  Works  


Sheldons  Limited 


1 
60 


Standard  Clay  Products,  Ltd  

Standard  Underground  ■Cal)Ie  Com- 
pany of  Canada,  Ltd  

Steel  Company  of  Canada,  Ltd  

Spielmann  Agencies  


Tiffin  Wagon  Company  

Toronto  Plate  Glass  Importing  Co. 
Trades  and  Labor  Branch,  Depart- 
ment of  Public  Works  

Trussed  Concrete  Steel  Company  . . 
Turnlnill  Elevator  Company  


Vancouver  Wood  Pipe  and  Tank  Co. 


Walerous   Engine  Works  Company  33 

Wells  &  Gray,  Limited    17 

Williams  Machinery  Co.,  Ltd.,  A.  R.  54 

Wynne- Roberts,  R.  0   60 


Our  advertisers  represent  the  most  progressive  manufacturers  and  dealers.  Make 
your  purchases  of  them.   Give  your  business  to  the  man  who  is  enterpris- 
ing enough  to  spend  money  and  time  to  get  in  touch  with  you. 


May  2!i,  1018 
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WELLS  AND  GRAY,  LIMITED 

Engineers  and  Contractors 


Branch  Office : 

BANK  OF  COMMERCE  BLDG. 
Windsor,  Ont. 


Head  Office : 

701  CONFEDERATION  LIFE  BLDG. 
Toronto  Ont. 


List  of  Work  Done  During  1917 


Building 

Owner 

Location 

Approx.  Value 

Packing  Case  Building 

Peters  Cartridge  Co. 

Kings  Mills,  Ohio 

$170,000.00 

onooiing  vjaiicij' 

((           ((  «( 

<t        <<  <i 

T  J,UUU.UU 

C  nal  C  onvpvor 

Ct                        ((  <( 

(<        <(  <( 

1  ?  nnn  nn 

Extensions  to  Plant 

Ford  Motor  Co. 

Ford,  Ont. 

240,000.00 

Reinforced  Concrete  Bridge 

Canadian  Pacific  Rai 

way 

North  Toronto 

175,000.00 

Freight  Shed 

Lambton,  Ont. 

11.000.00 

Additions  to  Factory 

Nicholson  File  Co. 

PnrI-  I— Inr>f»  (Jnt 
1  oil  llOpc,  Will. 

58  000  00 

Power  Development  Work 

Hydro-Electric  Power  Com. 

Big  Chute,  Severn  R. 

21.000.00 

Extensions  to  Transformer 
House,  Power  Lines,  etc. 

((          «t  tt 

Niagara  Falls,  Ont. 

83.000.00 

Addition  to  Residence 

G.  M.  McGregor 

Windsor,  Ont. 

14,000.00 

Addition  to  Factory 

Canadian  Lamp  & 
Co. 

Stamping 

Ford,  Ont. 

21,000.00 

Addition  to  Factory 

Kelsey  Wheel  Co. 

Windsor,  Ont. 

2,000.00 

Completion  of  Collegiate  Insti- 
tute Building 

Board  of  Education 

75.000.00 

Alterations  in  Plant 

Harris  Abattoir  Co. 

West  Toronto 

3.500.00 

Extensions  to  Plant 

Dominion  Forge  & 
Co. 

Stamping 

Ford,  Ont. 

90.000.00 

Alterations  to  Plant 

Canadian  Salt  Co. 

Windsor,  Ont. 

10,000.00 

Total 

I  $1,030,500.00 

Of  this  total  $660,000.00  worth  of  work  was  done  on  a  percentage  basis. 
Every  one  of  the  above  contracts  was  obtained,  because  we  had  previously  given  satis- 
faction on  other  contracts  for  the  same  owners. 

We  please  others.    We  can  please  you  if  given  an  opportunity. 

WELLS  AND  GRAY  LIMITED 
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SPRINKLER 
TANKS 

AND 

TOWERS 

We  are  the  largest  manu- 
facturers in  Canada  of 
both  wood  and  steel  Tanks 
and  substructures  for  fac- 
tory sprinkler  systems 
and  for  Municipal 

RAILROAD  AND 

SUBURBAN 
WATER  SUPPLY 

We  shall  be  pleased  to 
furnish  you  with  all  the 
information  and  data  you 
may  require  on  this  class 
of  work. 

Send  us  your  blue  prints 
for  estimates. 

Send  for  special  Tank  and  Tower  Catalogue 

Ontario  Wind  Engine  &  Pump  Co. 

Toronto   Montreal  Limited       Winnipeg  Calgary 


May  39 
lllllllllllllllllllll! 


1918^ 


Canadian  Rivet  Forges  are  built  to 
last. 

Easy  funning  blower,  powerful, 
uniform  blast,  rigid  steel  plate  con- 
struction. 

Write  for  Catalog  100-12. 

Canadian  Blower  &  Forge  Co. 

Kitchener.  Ont. 


lllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllll^ 


CONSERVE  

USE  HERRINGBONE  Copper  Alloy  LATH 


It  isn't  necessary  to  make  any  allowance  for  lap  when  you  use 
Herringbone  Copper  Alloy  Lath.  The  sheets  are  1^  inches 
longer  than  the  invoiced  8  feet.  The  selvage  edge  is  straight 
and  true  and  these  selvages  interlock,  so  that  wiring  between 
the  studs  is  unnecessary.  The  billed  width  is  measured  from 
outside  to  inside  of  selvages,  thus  giving  you  the  lapped  selvage 
free.  Can  you  not  see  the  money  saved  by  this  one  feature  alone? 
Write  for  information. 

CLARENCE  W.  NOBLE 

General  Sales  Agent 

117  Sun  Life  Building       -  TORONTO 

The  Metal  Shingle  Siding  Co.,  Manufacturers 


May  39,  1918 
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We  Buy  For  Cash 

Used  Machinery,  Metals  of  all  kinds,  Shafting,  and 

Electrical  Equipment 

We  gather  together  the  various  materials  and  products  that  have  served  their 
purpose  in  the  economic  machine  and  start  them  over  again  in  new  forms  through 
this  machine. 

Forward  us  a  list  of  what  you  have  and  obtain  our  prices 

Because  we  Buy  for  Cash  we  can  Sell  at  Attractive  Prices 

Motors,  Generators,  Transformers,  Electrical  Equipment,  Water  Wheels,  Shafting, 
Pulleys,  Hangers,  Rails,  Locomotives,  Boilers,  Gars,  Engines. 

WE  INVITE  YOU  TO  TEST  OUR  SERVICE  AND  PRICES 

DOMINION  IRON  &  WRECKING  CO.,  LTD. 

General  Offices:  Transportation  Building,  MONTREAL 


Blair  Concrete  Pipe 


We  use  only  the  tinest 
fjrade  materials  in  all  our 
work.  Clean,  sharp  sand 
and  his;h-srade  cement. 
Gravel  sorted  and  crushed 
in  our  own  plant.  After 
thorough  mi.xing^,  the  con- 
crete is  power  tani])ed,  to 
ensure  fjreat  density.  Pipe 
is  then  allowed  to  set  for 
72  hours  in  vaporizing 
chambers,  with  automatic 
sprinklers,  giving  the  pipe 
great  hardness.  We  make 
large  sizes  of  pipe  in  our 
portable  plant  at  the  place 
where  they  will  be  used. 
We  also  have  a  special 
feature  in  our  continuous 
reinforced  concrete  pipe. 

Write  to-day  for  further 
details  and  prices. 


B.  Blair  Company,  Limited 


WOODSTOCK 


ONTARIO 
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ROAD  BUILDERS 


See  us  about  your  Equipment 

NEW  AND  SECOND  HAND 

Rollers,  Crushers,  Graders,  Etc.,  Etc. 

MUSSENS  LIMITED 


MONTREAL 

WINNIPEG 

VANCOUVER 


UEBEC— Pruncau  &  Co. 
ORONTO-H.  Turnbull  &  Co. 


COBALT -H.  L.  Usborne 


AMUFACTqRERS  g,BuiLD£RS 


WE  WERE  the  pioneers  in  Canada  for  this  class 
of  work,  and  still  lead  for  excellence  of  pro- 
duct, capacity  and  promptness  in  delivery  of 

Wire  Roof  Signs  Wire  Doors 

Wire  Machin'y  Guards  Wired  Railing 

Wire  Enclosures  Wire  Screens 

Wire  Window  Guards  Wire  Partitions 

Wire  Fence,  etc. 

Steel  Lockers,  Steel  Shelving-  (standardized).  Steel 
Bins,  Steel  Partitions,  Steel  Cabinets,  Steel  Chairs 
and  Stools,  Steel  Hospital  Equipment,  etc.,  etc. 

'  )rnamental  Bronze,  Wire  and  Ironwork  and  General 
liuilders'  Ironwork  of  every  description. 

Toronto  Office-36  Lombard  St.- Main  6338 

The  Dennis  Wire  and  Iron 
Works  Co.  Limited 

LO  IM  D  ON 

CANADA  ^ 

Halifax,  Montreal,  Ottawa.  Winnipc.?,  \'ancniivcr. 


Galvaduct"  and  ''Loricated" 


Conduits 


for  Interior  Construction 


Conduits  Company,  Limited 

Sole  Manufacturers  under  Canadian  and  U.  S.  Letters  Patent 


Toronto 


Canada 


BITUNAMEL 

Unsurpassed  for  waterproofing  foundations  and  prevent- 
ing rust  and  corrosion  on  exposed  iron 
and  metal  work. 

WRITE  FOR  SAMPLE 

The  Ault  &  Wiborg  Co.  of  Canada 
Ltd.,  Varnish  Works 


Montreal 


TORONTO 


Winnipeg 


Jambs  Thomson.  President. 


J.  G.  Allan,  Vice-President. 


James  A.  Thomson,  Secretary. 


THE  GARTSHORE-THOMSON  PIPE  &  FOUNDRY  GO. 


LIMITED 


CAST  IRON  iPtPE 


Manufacturers  of 

Flexible  and  Flange  Pipe,  ^ 

Special   Castings  and  all    kinds  3  inches  to  60  inches  diameter. 

of  Waterworks  Supplies.  ^or  Water,  Gas,  Culvert  and  Sewer 

HAMILTON,  ONT. 


May  :2'.),  I'.IIH 
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T.  C.  Bate 


E.  McMahon 


Bate,  McMahon  &  Co. 


Contractors 


Robt.  S.  Low,  Manager 


Excavating  for  Septic  Tank,  Borden  Military  Camp. 

The  abtn  c  il]ustr;ition  shows  one  of  our  outlits  at  work  in  conneclion  with  the 
building-  of  Camp  llorden.  Considerable  road  was  a1^o  called  lor  in  the  construetion  ol 
Cam])S  Valcartier,  llns^hes  and  Scareee,  and  llie  C  onnaui^lu  Kille  l\an,-;e— built  lor  the 
Department  of  Militia  and  Defenee. 

We  have  jrlso  built  for  the  Imperial  Munitions  Hoard  the  followin.u  well-known 
eamps:  Hoare,  Mohawk,  Rathburn,  Leaside,  Armour  Ilei,i;hts.  and  l-onj;-  ['.ranch. 

Ask  for  estimates  and  i)roposals  for  all  kind-  of  eonlrartin-  work.  We  are  equip- 
l)ed  to  handle  the  bii;i.;est  i)roposilion  and  not  too  hi-  to  lake  care  of  a  small  job. 


Address  all  enquiries  to : — 


Head  Office 


Ottawa,  Ont. 
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Have  You  the  Data 

on  this  improved  modern  method  of  saving  much  of  the 
cost  of  steel  and  foundations  ? 

Long  Span  Floor  Construction  of 

NATCO 
HOLLOW  TILE 

and  Reinforced  Concrete 

First  in  the  Mind  of 
the  Designer 

when  seeking  a  minimum  in  cost 
and  weight,  and  the  maximum  in 
strength  and  fireproof  qualities  for 
his  floor  construction. 


Detail  in  perspective  of  Long 
Span  Combination  Hollow 
Tile  and  Reinforced  Concrete 
Floor. 

Write  to-day  for  our  Long  Span  Catalogue. 

National  Fire  Proofing  Co.  of  Canada,  Limited 

Factory-^HAMILTON  Head  Office— Dominion  Bank  BWg ,  TORONTO 


liiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiii 

STEEL  PLATE  WORK 


iiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiii^ 


We  build  Elevators  and  Con- 
veyors for  all  kinds  of  work. 

Barrel,  Keg  and  Sack 
Hoists, 

Coal  and  Ore  Eleva- 
tors and  Conveyors 

Steel   Buckets  —  all 
sizes. 

Our  Chain  Ore  Elevators  are  adapt- 
ed for  handling  coal,  clinker,  stone 
or  other  bulky  material. 

Waterous  Engine 

Company 

Brantford,    Ontario,  Canada 


iliiiiiiiiiiiiiiiiliiiiiiiiiilillliiiiiiiiiiiliiiliiiiliilliiiiiiiiiiilii 
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(  ration,  his  availablf  plant,  and  financial  rcs|if)ii^i 
hilily.  Tiu"  actual  cnst  of  the  work  includes,  in  additi<jn 
li)  nialc  rials,  stii)|)!ics,  and  laWor,  allowanct-s  for  salarie  -- 
aiid  co.st  (>{  tlu-  licid  oCfKc,  plant  rental,  in-uraiuf  pr<- 
initims,  transi)()rlation  ('.\|)fnsc'.s,  anrl  such  cnlier  ilcni-^ 
III  e  xpanses  a.s  sliuuld,  in  the  opinion  of  tin-  cn;(incer,  ht- 
included  in  the  c(j.st  tjf  the  work." 


Special  Gontract  Form 

Provides  Against  Ghanging  Prices 

OWING  to  the  difficulty  of  estiiiiatini^  construc- 
tion ccsts  at  the  present'  time,  ovvin";-  to  the  vari- 
ations in  conditions  and  prices  entering  into  the 
work,  a  s])ecial  contract  form  has  been  drawn 
up  by  the  Bureau  of  ^'ards  and  Docks  of  the  United 
States  Navy.    An  interestini^-  description  of  the  form 
appears  in  Contracting;-  of  May  \?: 

"In  .general  terms,  this  form  of  contract  ])rovides 
that  the  contractor  shall  l)id  on  an  estimated  nel  cost  of 
work,  and  add  thereto  a  contractor's  estimated  jirolit 
fee  not  to  exceed  10  per  cent,  of  the  estimated  cost.  1 1 
the  actual  cost  of  the  work  is  less  than  the  contractor's 
estimated  cost,  the  contractor  shall  l)e  paid  his  estimat- 
ed profit  fee,  plus  one-half  the  saving;-  betwet'n  the  esti- 
mated cost  and  the  actual  cost  of  the  work.  If  the 
actual  cost  exceeds  the  estimated  cost  of  the  work,  the 
contractor  receives  his  estimated  profit  fee,  less  one- 
half  the  excess  between  the  actual  costs  and  the  esti- 
mated cost  of  the  work  ;  but  in  no  event  shall  the  con- 
tractor receive  less  than  one-third  of  his  proiit  fee. 
"The  experience  of  the  bidder  is  taken  into  consid- 


The  Part  Payment  Plan 
For  Industrial  Housing 

Ai;(  )(  )l\  r  ju>t  published  by  the  l-".n.^incerin- 
I'.ureau  of  the  National  Lumber  Manufactur- 
ers' .\ssociation,  entitled  "llousinfj  and  indus- 
try," j^ivcs  some  useful  in f(jrmati(jn  re^^ardin.; 
the  jnirchase  (jf  houses,  built  by  industrial  concerns  f<<r 
their  workmen,  on  a  part  jjaymeiit  ba-is.  The  article 
])oints  out  that  the  renting;  of  homes  is  not  a  satisfac- 
tory solution  ()\  the  "holdint^  lab(jr"  situation.  The 
method  em])loyed  by  scjme  hir'^t;  firms  at  the  present 
(lay,  in  order  to  helj)  their  employees  to  own  their  own 
iiomes,  witiiout  li;i\inj4  to  ])urchase  them  outri'jht 
when  built,  is  to  build  houses  costing;-  somewhere  about 
$I,(KX).  Many  of  these  are  built  entirely  of  wood,  in 
l)un,L;alow  style,  on  lots  .-0  x  100  feet.  Simple  and 
varied  designs  are  used  in  order  U>  relieve  munotcjny. 
wliiie  the  50  foot  frontai^e  leaves  considerable  ground 
on  each  side  of  the  house,  addini^  to  the  beauty  of  the 
surroundin,t4S. 

The  plan  of  payment  by  the  installment  method  in 
general  consists  of  a  first  payment  of  10  per  cent,  of 
the  full  value  and  a  monthly  payment  of  1  per  cent,  per 
month.  Thus  if  the  sellini^  ])rice  was  $4,tXJ0.  a  $400 
cash  |)ayment  was  re(|uired,  with  $40  ])er  month  until 
the  balance  was  paid. 

Schedule  of  Payments 

In  Massachusetts  a  lar^e  comi)any  i^ave 
men  the  following;-  schedule  of  payments: 

^'our  total  purchase  ])rice  is  

You  have  made  a  first  payment  of  10  per  cent. 
You  are  borrowing-  on  mort^a.^e.  the  balance. 
The  amount  due  in  12  years,  secured  by  time 

note,  is  

The  balance,  secured  by  demand  note,  is  .... 
\'our  monthlv  interest  during-  first  12  vears 

will  be  .'  .'  

\'our  monthlv  pavment  to  co-o])erati\e  bank 

will  be  .'.  .  .  .'   .  .  .  

^'our  total  monthly  payments  durin.;  first  12 

\ears  

\our   monthl}-    interest    payment   after  12 

vears  will  be  

>'^3.4C)6..^.^     Demand  loan  ... 
17,\.^2      h"i\  e  per  cent.  .  . 
14.45     1  12  


its  work- 


$3,S5I.50 
3S5.15 
.^.-l(V)o5 


Total  It  )an. .  . 
h'ive  per  cent. 
1/12  


1 .000.00 

2.4()f>..v=^ 
14.45 
5.<)0 
1''.45 

10..^0 

S2.-I(i<).35 
12;v.^2 

10,30 


special  Meeting  Saskatchewan 
Branch  G.S.G.  E. 

(  )ii  Ma\  2,1  the  Saskatchewan  Branch  of  the  C  an- 
adian Society  of  Civil  l^nsineers  held  a  special  nieet- 
iui;  in  the  .\ssiniboia  Club,  Ret;ina.  .at  which  Mr.  (i. 
V.  Porter,  chief  construction  engineer  of  the  St.-  Law- 
rence Bridj^e  C'ompany.  j^ave  an  illustrated  lecture  on 
the  construction  of  the  Ouebec  Bridije.  .\notlier  in- 
teresting feature  was  the  unveilinsj  of  the  honor  roll 
of  the  branch  by  Lieutenant-Ciovernor  I.akc.  .\  baii- 
(piet  also  added  to  the  enjoyment  of  the  evonin.i;. 
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Toronto  Bureau  of  Municipal  Research 
Makes  Some  Valuable  Suggestions 

THE  fourth  annual  report  of  the  Toronto  Bureau 
of  Municipal' Research  for  the  year  ending  Feb. 
28,  1918,  has  recently  been  issued,  This  liook- 
let  contains  the  reports  of  the  council  and  man- 
aging director,  financial  statements  covering  the  past 
year  and  estimates  for  this  present  year,  also  a  list 
of  guarantors,  members  and  contributors.  In  the  re- 
port of  the  council,  signed  by  John  Macdonald,  presi- 
dent, and  John  I.  Sutcliffe,  secretary-treasurer,  it  is 
stated  that  during  the  year,  nine  meetings  of  the  full 
council  and  forty-five  of  its  executive  committee  have 
been  held,  and  that  the  Bureau  has  pursued  its  policy 
of  looking  into  the  fact^;  of  city  government  and  report- 
ing them  to  the  citizens  in  as  clear  and  unbiased  a  way 
as  possible.  The  report  of  the  managing  director  goes 
a  little  more  fully  into  the  work  of  the  Bureau  and 
makes  some  interesting  suggestions  and  comments  re- 
garding civic  affairs.  With  regard  to  '-'Municipal  trad- 
ing operations,"  a  cjuotation  is  repeated  from  a  former 
publication  of  the  Bureau,  as  follows: 

Make  Civic  Departments  Self-Supporting 

"When  the  city  goes  into  business,  that  is,  estab- 
lishes undertakings  to  be  supported  like  most  busi- 
nesses by  revenues  arising  from  the  undertakings 
themselves,  and  not  out  of  taxation,  it  does  not  and 
should  not  expect  profits,  as  profits  mean  that  con- 
sumers are  bearing  an  additional  burden  in  order  that 
the  taxpayer  may  have  a  lighter  load.  On  the  other 
hand,  the  city  does,  and  ought  to,  expect  that  such 
undertakings  should  carry  themselves,  otherwise  the 
consumer  or  user  of  the  publicly-owned  utilities  is 
getting  his  service  at  less  than  cost  at  the  expense  of 
the  taxpayer,  who  must  pay  the  deficits. 

"As  a  general  proposition,  the  running  of  publicly- 
owned  utilities  on  other  than  a  self-supporting  basis 
is  liable  to  do  untold  harm  to  the  principle  of  "  public 
ownership." 

The  report  then  continues :  "  The  reasons  for  mak- 
ing municipal  trading  operations  self-supporting  are 
even  stronger  now  than  in  1916.  The  city  cannot 
afford  to  build  up  a  tradition  of  deficits  under  muni- 
cipal ownership.  It  must  not  adopt  any  policy  Avhich 
will  undermine  its  financial  'strength  just  at  the  time 
when  the  taking  over  of  the  street  railway  is  upon  us." 

Reference  is  made  to  the  recommendations  of  the 
Commissioners  of  Works  and  Finance  as  to  increasing 
the  water  rates,  and  it  is  pointed  out  that  "publicly- 
owned  utilities  exist  neither  for  the  purpose  of  reduc- 
ing the  tax  rate  nor  for  the  purpose  of  increasing  it, 
but  in  order  to  render  community  services  at  true 
cost." 

Department  Heads  Should  Form  Administrative 
Board 

The  re])')rt  commends  the  work  of  the  permanent 
heads  of  departments  and  affirms  that  these  heads  are 
the  only  element  in  our  system  of  niunici])al  govern- 
ment which  works  at  all  strongly  for  continuity.  It 
says : 

"The  effect  that  one  man  can  lia\  c  if  given  adccpiatc 
authority  and  su])port  is  shown  by  the  results  of  mak- 
ing the  City  Treasurer,  first.  Commissioner  of  Finance, 
and  then,  in  effect,  Budget  Commissioner  of  the  cit\'. 
'i'hc  only  great  mistakes  that  Council  seems  likely  to 
make  during  1918  will  prol)ably  be  failures  to  adopt 
measures  already  recommended  by  the  l^'inance  Com- 
missioner and  the  Commissioner  of  Works. 


"The  natural  next  step  after  the  endowment  of  the 
Commissioner  of  Finance  with  the  powers  and  duties  '; 
of  a  Budget  Commissioner  is  the  formation  of  an  Ad-?:,'j 
ministrative  Board,  made  up  of  the  heads  of  the  great  ; 
administrative    departments,    the    Commissioner  of 
Finance  acting  as  Chairman  and  the  City  Clerk  as  Sec-  , 
retary.    Such  an  organization  would  not  require  legis- 
lation if  regarded  simply  as  an  advisory  committee 
appointed  by  Council.    Its  duties  would  be  to  bring-, 
about  close  co-ordination  between  the  departments,  toi| 
make  recommendations  to  Council  as  to  civic  policies,^ 
to  prepare  the  tentative  budget  and,  indirectly,  to  bring 
about  continuity  in  civic  policies  and  methods  of  ad-»; 
ministration.   If  the  proposed  board  were  to  work  well*l 
in  practice,  it  should  be  given  a  statutory  basis." 

Another  valuable  suggestion  is  in  regard  to  the 
formation  of  a  national  institute  of  governmental  re- 
search and  public  service.  The  report  that  the  pre- 
valent educational  unrest  is  but  a  phase  of  the  general 
social,  economic  and  political  unrest  which  is  making 
itself  felt  in  all  parts  of  the  world,  and  that  if  this'  un- 
rest is  to  have  its  full  effect  in  improved  conditions 
of  national  and  community  life,  some  organization  must\ 
be  set  up  whose  business  it  will  be  to  provide  the  factjj/' 
basis  upon  which  action  must  be  taken. 

Importance  of  Fixing  Reinforcing  Bars 
While  Pouring  Concrete 

IN  order  that  the  reinforced  concrete  member  may 
be  moulded  to  exact  specifications,  it  is  import- 
ant to  prevent  the  reinforcing  from  being  dis- 
placed while  the  concrete  is  being  poured.  An 
article  appears  in  "  Building  Age,"  by  A.  M.  Wolf, 
C.E.,  regarding  the  above  important  feature  in  all 
concrete  construction.  In  the  early  days  of  the  use 
of  reinforced  concrete  no  special  means  of  holding 
bars  in  position  were  employed.  Sometimes  an  inch 
or  so  of  concrete  was  placed,  the  bars  laid  on  this  and 
the  remainder  of  the  concrete  poured.  Then  again, 
the  upper  portions  of  bent  bars  were  supported  on 
blocks  of  wood  which  were  removed,  or  rather  intended 
to  be  removed,  after  nearly  all  the  concrete  was  in 
place.  In  many  cases  these  were  forgotten  and  left 
in  the  concrete.  Another  practice  which  is  still  cur- 
rent in  many  districts  is  to  place  the  reinforcement 
directly  on  the  forms  and  start  pouring  concrete. 
After  an  inch  or  more  is  ])Oured  the  bars  are  raised  an 
indefinite  amount  by  a  common  laborer  armed  with 
a  hooked  bar  made  for  this  purpose. 

Anyone  can  readily  see  that  all  of  the  above  men- 
tioned methods  are  nothing  more  than  makeshifts  and 
deserve  only  condemnation.  Where  such  shiftless 
methods  are  used,  the  actual  position  of  the  bars  is 
\  ery  likely  to  be  much  different  than  that  assumed  by 
the  designer,  and  the  strength  of  the  structure  is  more 
or  less  of  a  "  gamble." 

l^his  is  neither  good  practice  nor  economy.  The 
method  and  means  of  supporting  the  reinforcing  bars 
should  be  clearly  indicated  on  ])lans,  these  details  be- 
ing just  as  important  as  the  proper  location  of  the 
bends  of  bars  and  stirrups.  Where  bars  arc  bent  up 
into  the  tops  of  slabs  and  beams  they  can  be  best  sup- 
ported ])y  cross  bars  of  relatively  small  size  resting 
on  concrete  blocks  of  a  height  to  insiux'  the  exact  loca- 
tion of  bars.  Bars  in  the  bottoms  of  slabs  can  be  kept 
at  the  i)roper  height  by  small  Z-shaped  metal  cli])s 
and  spacing  bars,  to  which  the  reinforcing  bars  are 
wired. 

Where  reinforced  ct)ncrcte  columns    with  spiral 
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hooping-  are  used  it  is  essential  the  spiral  be  lieM 
rigidly  from  end  to  end  so  as  to  have  the  pitch  of 
same  uniform.  This  is  easily  done  by  the  use  of  con- 
tinuous spacers  (of  which  there  are  various  kinds) 
■attached  to  the  spirals  at  the  time  of  fabrication.  Three 
such  spacers  are  sufficient  for  spirals  of  small  core 
diameter  (say  up  to  24  ins.  diameter),  wliile  for  larger 
columns  the  spirals  should  have  four  spacers.  The  old 
practice  of  wiring  the  spiral  at  intervals  to  two  or 
more  of  the  longitudinal  bars  requires  very  rigid  in- 
•spection  to  insure  a  good  job,  and  even  tlien  there  is 
great  danger  of  the  spirals  being  spread  apart  or  mis- 
placed while  concreting  the  column.  When  the  spirals 
are  kept  in  shape  by  continuous  spacers,  they  can  be 
used  as  a  form  to  wire  the  longitudinal  bars  to  at  the 
proper  spacing,  thereby  making  the  entire  column  re- 
inforcement a  unit  and  eliminating  the  danger  of  the 
steel  becoming  misplaced  while  the  concrete  is  poured. 
The  entire  reinforcing  unit  for  the  column  should  then 
be  wired  to  the  forms  in  such  a  way  as  to  keep  the 
outside  covering  of  concrete  as  near  uniform  as  pos- 
sible. 

The  Method  of  Devising  Supports 

Before  a  concrete  structure  can  be  properly  erecte'd, 
someone  must  devise  a  means  for  holding  bars  in  posi- 
tion during  construction,  and  as  a  general  rule  a  good 
designer  is  more  capable  of  handling  these  details  sat- 
isfactorily and  to  good  advantage  than  anyone  else. 
If  such  detail  work  is  left  to  the  contractor,  the  own- 
ers, if  the  contractor  is  a  careful  bidder,  pay  very 
dearly  for  this  "  designing  service."  In  many  cases  it 
is  very  poor;  on  the  other  hand,  if  the  contractor  is 
not  wideawake,  he  pays  the  bills.  This,  it  can  readily 
be  seen,  is  neither  fair  nor  economical,  and  is  sure  to 
add  to  the  frequent  occurrence  of  "wild"  and  "unbal- 
anced" bids,  especially  on  large  contracts. 

In  the. flat  slab  construction  it  is  highly  imperative 
that  bars  be  kept  in  the  proper  position,  namely,  in  the 
top  of  slab  around  column  heads  in  the  regions  of 
negative  moment  and  in  the  bottom  of  the  slab  at 
points  between  columns  where  the  tension  occurs  in 
the  bottom  of  the  slab.  This  can  be  done  for  the  por- 
tion where  bars  are  in  top  of  slab  by  using  previously 
moulded  concrete  blocks,  upon  which  the  supporting 
bars  can  be  held  up  from  the  forms  by  occasional  Z- 
shaped  clips  or  chains  of  steel,  the  bars  being  wired  to 
transverse  spacing  bars. 

When  such  methods  are  used  the  architect,  engi- 
neer and  owner  can  rest  assured,  other  conditions  be- 
ing properly  attended  to,  that  the  strength  of  a  struc- 
ture is  more  nearly  in  accordance  with  that  computed 
than  if  the  bars  are  blocked  up  temporarily  on  wood 
blocks  which  are  removed  as  concreting  progresses. 


Lowering  a  Water  Main  While  Under 
Service  Pressure 

THE  following  method  of  lowering  a  water  main 
while  under  full  pressure  was  successfully  used 
by  the  Water  Connnission  of  Middletcnvn, 
Conn., 

During  the  sunnner  of  1916  the  Water  Connnission- 
ers  of  Middletown,  Conn,,  lowered  1,500  feet  of  12-inch 
water  main  to  conform  to  the  new  grade  of  the  street. 
A  profile  of  the  pipe  line  was  obtained  by  digging 
test  holes  over  the  water  main  at  stations  of  the  sur- 
vey made  for  the  improvement  of  the  street  and  run- 
ning levels.    The  profile  of  the  \vater  main  thus  ob- 


tained was  very  irrtguhir  and  far  from  being  parallel 
with  the  grade  of  the  street.  At  many  points  it  was 
indicated  that  it  wouM  be  necessary  to  lower  tlie  main 
a  maximum  of  2  feet  in  (jrder  to  bring  it  with  its  gates 
and  services  below  frost  line,  and  that  the  total  length 
to  be  lowered  would  be  about  1 ,5(XJ  feet.  All  of  the 
services  in  the  street  which  had  not  been  renewed 
in  recent  years  were  renewed  with  lead-lined 
pipe  and  lowered.  After  this  was  completed  a  trench 
was  dug  along  the  12-inch  water  main  down  to  the 
proposed  new  pipe  grade  at  each  joint  and  wood  block- 
ing placed  under  each  joint.  The  earth  was  then  ex- 
cavated between  joints  to  pipe  grade. 

The  first  section  to  be  lowered  was  700  feet  long. 
The  water  main  and  a  hydrant  were  lowered  hy  means 
of  jack  screws  placed  in  pits  under  the  spigot  end  of 
each  joint  with  wood  blockings.  The  lowering  of  the 
main  in  this  section  was  successfully  accomplished 
with  the  water  mains  under  pressure  and  without  cut- 
ting the  water  main  or  hydrant  branch.  The  joints 
were  of  the  usual  hell  and  spigot  type,  with  3-inch 
sockets  calked  with  oakum  and  lead.  This  pipe  was 
originally  laid  in  189^3  and  the  exterior  of  it  was  as 
good  as  new;  in  fact  some  of  the  paint  markings  upon 
the  pipe  were  as  bright  as  the  day  it  was  placed  (m  the 
I)ipe.  During  the  process  of  lowering  this  pipe  no 
trouble  was  experienced  with  leaks. 

It  was  apparent  that  the  method  of  using  jack 
screws  and  blocking  and  the  necessary  jack  screw  pits 
could  be  improved  upon  in  the  next  section  of  MOO  feet. 
Therefore,  chain  hoists  with  6  x  6  timbers  laid  across 
the  trench  as  sui)ports  were  used  in  lowering  this 
section  in  which  were  two  intersecting  street  mains 
and  one  fire  hydrant.  This  method  was  a  saving  over 
the  jack  screw  method,  in  excavation,  cost  and  time 
of  lowering,  as  it  was  much  more  rapid  and  it  was 
useful  also  in  assuring  the  safety  of  operation.  The 
greatest  number  of  hoists  that'  were  used  simultane- 
ously was  four.  This  method  proved  to  be  very  suc- 
cessful from  every  point  of  view,  and  no  trouble  from 
leaks  was  experienced  in  this  section.  It  was  not 
necessary  to  disconnect  or  cut  the  main  and  hydrant 
branches  and  street  branches  to  be  lowered,  and  the 
mains  were  kept  under  full  service  pressure.  It  was 
necessary  to  disconnect  the  house  services  for  oidy 
short  periods.  All  of  the  gate  valves  in  this  sectioii 
were  carefully  inspected  and  spindles  rei)acked  and 
all  ])ipe  joints  were  recaulked. 


The  Unit  Method  of  Concrete  House 
Construction 

C(  ).\SI  Dl'.  I\  A  i; I  .!•".  attention  is  now  I)eing  direct- 
ed to  the  unit  method  of  concrete  house  con- 
strurlion  for  the  housing  of  labor.  This  i)Ian 
opens  up  a  field  for  extensixe  devclo|)nu'nt  of 
cheai)er  houses  of  almost  indestructible  nature,  at  a 
cost  decreasing  with  the  number  and  standardization 
of  the  units.  The  method  of  construction  allows  the 
concrete  plant  to  operate  continuously,  regardless  of 
the  i)rogress  of  the  other  work,  and  greatly  reduces  the 
cost  of  forms.*  These  advantages,  it  is  claimed,  nuich 
more  than  offset  the  added  cost  of  rehandling  and 
erecting  the  slabs  after  they  arc  cast,  which  is  the  only 
item  that  would  not  be  re(|uired  if  the  luniscs  were 
l)oured  in  place.  The  use  of  concrete  casting  plat- 
for  ms,  granulated  slag  cores  for  forming  hollow  wall 
slabs,  antl  of  travelling  erection  derricks  mounted  on 


T?IE   CONTRACT  RECORD 


May  29,  101 S 


towers,  characterized  a  piece  of  work  described  in 
Kn!>ineerin,f^  News-Record,  an-d  1)ricHy  reviewed  below. 

in  a  scheme  being"  develo])ed  l)y  tlie  Youn,s^"stown 
Steel  and  Tube  Company,  Youngstown,  Ohio,  the 
di\  iding  walls  between  houses  are  hollow,  wiiile  other 
slabs  cast  are  ribbed.  The  exterior  slabs  are  set  with 
the  smooth  face  u|),  and  the  ribs,  with  wood  inserts, 
form  studs,  to  which  a  lath  and  plaster  wall  is  secured 
on  the  inside.  The  ceilings  of  the  basement  and  hrst 
floor  are  beamed,  the  smooth  side  of  the  slab  being 
turned  up.  W  ith  the  ceiling  of  the  second  floor,  how- 
ever, the  rib  side  of  the  slabs  is  turned  up,  leaving  a 
smooth  ceiling  below.  The  window  and  door  open- 
ings are  cast  in  the  wall  slabs,  but  the  window-sills  are 
cast  separately.    After  the  sills  are  ])laced,  the  wooden 


Ceiling  slabs  picked  with  four-part  sling. 

door  and  window  frames  are  fitted.  The  cut  shows  the 
method  of  placing  the  units.  The  hoisting  is  done  with 
wire  rope  slings  and  hooks,  which  are  fitted  into  eye- 
bolts  embedded  in  the  concrete.  The  heads  of  these 
bolts  come  inside  the  form,  recesses  being  cast  around 
them  large  enough  to  pfermit  slipping  in  the  hook.  The 
floor  slabs  have  four  such  rings,  so  that  they  can  De 
suspended  level,  while  the  wall  slabs  have  rings  only  in 
the  to])  edge.  The  lighter  pieces,  such  as  the  chimneys 
and  the  window-ledges,  are  set  by  hand  and  hoisted  in 
bundles  with  a  sling. 

Method  of  Handling  Slabs 

The  slabs  are  unloaded  and  placed  by  a  stifif-leg 
derrick  mounted  on  three  columns,  the  back  pair  ot 
columns  being  surrounded  with  wood-stave  tanks  filled 
with  dirt  for  counterweight.  The  entire  rig  weighs  100 
tons.  The  foot  of  each  of  these  columns  rests  on  <i 
casting  containing  four  rollers,  the  entire  casting  being 
rcjtated  with  res])ect  to  the  column  and  held  in  place  b^- 
a  pin.  This  feature  makes  it  ])ossible  to  turn  the  tra- 
\eller  on  the  slujrt  radius.  The  boom  is  telesco])ing, 
and  its  length  can  be  varied  from  50  to  84  ft.  The  slabs 
are  set  in  cement  mortar,  being  handled  and  placed  in 
the  same  manner  as  are  masonry  blocks  in  other  work. 


The  Dominion  Cabinet  have  included  in  their  sup- 
l)lcnicntary  (■^timates  ^152,000  for  iIk-  Toronto  Har- 
bor im])rovement  work,  'i'his  will  make  it  ])ossil)le  to 
complete  the  breakwater  which  will  protect  the  con- 
struction work  on  the  Western  ICs])lanade  already 
lini-hed.  This  breakwater  will  be  some' distance  out 
from  the  shore  and  will  pro\  i(lc  a  protected  waterway 
from  the  western  channel  to  the  ilnmbei'  l\i\er.  As 
it  lies  outside  the  harbor,  this  section  of  the  work  is 
being  done  by  the  government  under  the  sn])ervi- 
si.on  of  the  llarbour  Commission. 


Government  Transfers  St.  John  Harbor 
Contract 

The  Cabinet  Council,  on  the  recommendation  o^  the 
lion.  V.  I!.  Carvell,  has  authorized  the  transfer  to  the 
St.  John  Drydock  and  Shi])btiilding  C(mipanv  of  the 
contract  originally  given  to  the  Norton  Criffiths  Com- 
])any  for  the  St.  John  harbor  works.  The  new  com- 
pany is  composed  of  prominent  Canadian  ship-owners 
and  builders,  and  takes  over  the  contract  on  the  terms 
granted  to  the  Norton  Griffiths  Company.  It  is  stated 
that  a  drydock,  capable  of  handling  the  largest  ocean-" 
going  vessels,  will  be  commenced  at  once,  and  the 
necessary  harbor  works  to  provide  for  it  and  for  the 
proposed  big  shipbuilding  plant  in  connection  there- 
with will  be  begun.  The  government  will  vote,  the 
statutory  subsidy  for  the  drydock  to  be  built  by  the 
company  as  soon  as  the  plans  and  specifications  are  ap- 
proved. The  total  expenditure  of  the  contemplated 
works  is  estimated  at  $7,000,000.  The  present  scheme 
involves  only  the  necessary  governmental  expenditures 
to  provide  for  harbor  necessities  and  the  establishment 
of  the  shipbuilding  industry  on  a  big  scale  at  St.  John. 
The  new  company  has  already  arranged  foi'  contracts 
for  two  10,000-ton  steel  steamers,  the  largest  craft  ever 
built  in  Canada. 


Consult  the  Operator  When  Designing 
Plant 

IN  any  plant  it  is  essential  that  each  unit  be  so 
placed  that  the  maximum  work  is  accomplished  in 
any  given  time,  with  as  low  a  coefficient  of  friction 
and  cost  as  can  be  obtained.  In  design,  too  much 
stress  cannot  be  laid  on  the  item  of  co-operation  be- 
tween employer  and  employees.  The  old  saying  that 
"two  heads  are  better  than  one"  is  a  good  one  to  follow. 
In  many  cases  where  machinery  is  being. installed,  the 
operator  can  often  give  valuable  hints  whereby  a  cer- 
tain arrangement  of  equipment,  for  example,  would 
enable  him  to  do  more  work  in  less  time.  He  is  inter- 
ested, more  especially  if  on  piece  work,  because  it  not 
only  means  money  to  his  employer  but  to  himself  also, 
not  to  mention  better  working  conditions. 

A  number  of  firms  now  are  olTering  prizes  to  their 
employees,  ranging  in  value  according  as  the  sttgges- 
tion  will  increase  output  and  lower  cost.  The  system 
consists  in  having  card-holders  placed  in  each  depart- 
ment. If  an  operator  has  a  stiggestion  he  slips  it  in  the 
card-holders.  These  are  collected  once  a  week  and  care- 
fully considered.  In  this  way  many  points  are  brought 
tip  which  would  otherwise  be  lost.  It  induces  the  oner- 
ator  to  take  an  intcrets  in  his  work,  increases  produc- 
tion, and  tends  to  lessen  the  percentage  (jf  "shifting 
labor." 


The  Provincial  Builders  and  Supi)ly  Association 
will  hold  its  annual  convention  in  (!alt,  Ont.,  on  June 
20  and  21,  in  the  S.  O.  l'..  Hall.  Mr.  (i.  T.  Pearce,  of 
Hamilton,  president  of  the  association,  and  Mr.  T.  R. 
Wright,  of  L(jndon,  secretary,  visited  .(^alt  recently  to 
make  ^irrangements  for  the  convention,  at  which  it 
is  expected  there  will  be  about  150  delegates  from  all 
parts  of  the  ])ro\  ince.  The  first  day  of  the  gathering 
will  be  given  over  entirely  to  business,  but  on  the 
second  the  local  board  of  trade  has  undertaken  to  see 
that  the  delegates  are  provided  with  an  oj)])ortunity 
of  making  a  tour  of  the  city  and  visiting  points  of 
interest  and  of  inspecting  some  of  the  larger  indiT^trial 
plants. 
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Cherry  Street  Bascule  Bridge,  Toronto 

Opens  Up  the  Way  to  Industrial  District  Formed  by  Harbor  Commission 
— Strauss  Type  of  Lift  Span — Movable   Leaf   Erected  in    Raised  Position 


THK  new  l)ri(l<^"e  is  just  about  ci)uii)lctc(l  spannint; 
the  Don  channel  at  tlic  foot  of  Cherry  Street, 
Toronto.  This  structure  is  of  considerable  in- 
dustrial im])ortance  to  the  city  of  Toronto,  in- 
asmuch as  it  will  form  the  main  entrance  to  the  newly- 
formed  industrial  district.  Admittance  for  pedestrian 
•traffic  is  now  gained  by  means  of  a  stub  line  along  the 
bank  of  the  River  Don,  while  wagons  and  trucks  use 
an  old  swing  span  to  the  east  of  the  present  sructure. 
The  Toronto  Harbour  Commissioners,  who  have  con- 
trol of  the  industrial  district,  are  responsible  for  the 
erection  of  the  bridge. 

Before  the  contract  was  let,  detail  drawings  were 
prepared  by  the  staff  of  the  Harbour  Commission  for 
several  types  of  bridges,  after  which  skeleton  plans 
were  submitted  to  the  designers  of  various  types  of 
movable  bridges  with  the  recjuest  that  'they  furnish 
rough  plans  and  estimates  for  bridge  construction. 
After  going  carefully  into  the  situation  and  consider- 
ing all  the  circumstances  in  connection  with  the  loca- 
tion, it  was  decided  that  the  Strauss  type  of  bascule 
bridge  would,  all  things  being  considered,  be  best 
suited  for  the  Cherry  Street  bridge.  Detailed  plans 
having  been  obtained  from  the  Strauss  Bascule  Bridge 
Company,  tenders  were  then  called  and  the  contract 
for  the  erection  of  the  bridge  was  awarded  to  the  Do- 
jninion  Bridge  Company.  The  foundations,  however, 
were  designed  and  constructed  by  the  Engineering 
Department  of  the  Harbour  Commission. 

Foundation  Work 

The  foundation  consists  of  four  solid  piers  of  con- 
crete resting  on  rock  at  a  depth  of  40  feet.  The  main 
trunnion  pier  is  6  feet  in  diameter,  while  the  counter- 
weight trunnion  pier  has  a  diameter  of  8  feet.  The 
piers  were  constructed  by  driving  steel  sheet  piling 
to  rock,  excavating  the  sand  and  filling  in  with  con- 
crete. No  difficulties  were  encountered  in  carrying 
out  this  work.  The  shore  abutments  of  the  structure 
were  built  in  as  a  continuation  of  the  Don  wall. 

General  Details 

As  will  be  seen  from  the  drawing  herewith,  the 
bridge  consists  essentially  of  two  units.  The  movable 
leaf  which  spans  the  channel — an  ordinary  truss  of 
the  Warren  type — is  the  bridge  pro])er,  while  the  bal- 
ance of  the  structure  is  really  a  machine  for  operating 
this  leaf.  The  length  of  the  moving  span  itself  is  130 
feet,  while  the  clear  channel  width  is  120  feet.  The 
width  of  the  bridge,  centre  to  centre  of  trusses,  is  45 
feet.  The  roadway  is  42  feet  wide  face  to  face  of 
curbs,  with  <S  feet  clear  width  of  sidewalk  on  each  side, 
these  sidewalks  being  carried  on  brackets.  The  dis- 
tance centre  to  centre  of  car  tracks  is  1 1  feet.  Be- 
tween the  crown  of  the  roadway  and  the  lateral  brac- 
ing there  is  a  clearance       20  feet. 

The  re(|uirements  for  structural  steel  and  allow- 
able unit  stresses  in  the  structure  are  in  accordance 
with  standard  bridge  practice.  All  the  sttH'l  is  paint- 
ed, with  the  exception  of  that  enclosed  in  concrete. 
The  shop  coats  consist  of   12  lbs.  of  red   lead  to 


10  oz.  of  lani])  black  to  one  gallon  of  raw  linsecfl  oil. 

riie  flooring  system  consists  of  3  inch  Xorway  pine 
block  with  14-11).  carbolineum  treatment,  over  ^'/:  in. 
Douglas  fir  sub-planking,  with  12-Ib.  treatment,  which 
is  supported  on  6  in.  x  9  in.  Douglas  lir  ties  with  S-lb. 
treatment. 

The  bridge  is  centrally  controlled  from  the  o|)er- 
ator's  cabin,  power  being  sup])lie<l  by  two  25-cyclc. 
3-phase,  a.c,  710  r.]).m.  motors  with  normal  running 
torcpie  of  740  foot-jmunds  and  maximum  torque  of 
1,C>00  foot-pounds.  Emergency  operati<jn  is  al>o  pro- 
vided for  by  a  2-cylinder,  18  h.j).,  gas(jline  engine,  in 
case  the  electric  power  should  be  cut  off.  In  order 
to  lock  the  span  in  closed  jjosition  there  is  an  end 
lock  or  latch  at  the  outer  end  of  the  span,  operated 
by  a  5  h.p.,  a.c.  motor  running  at  825  r.p.m.  This 
latch  engages  with  a  casting  bolted  to  the  abutment, 
it  is  arranged  for  hand,  as  well  as  motor,  operation. 

A  Safety  Barrier 

As  a  safety  precaution  a  barrier  is  j)rovided  at  each 
end  of  the  bridge,  to  close  the  approaches  preparatory 
to  raising  the  span.  This  barrier  consists  of  a  chain 
draw  bridge  which  is  raised  and  lowered  by  motor.  It 
is  also  illustrated  herewith. 

A  study  of  the  drawings  will  indicate  the  method 


Front  view  of  span  showlns  steel  work  practically  completed— Krection 
tower  on  the  right. 
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hy  which  the  bascule  span  is  operated.  It  will  be  seen 
that  the  operating  portion  of  the  structure  may  be  con- 
sidered as  consisting  of  four  sections.  There  is  the 
operator's  house  containing  the  motors ;  the  A-frame 
or  tower;  the  truss  to  which  the  counterweight  is  at- 
tached ;  and  a  parallelogram  bounded  on  three  sides 
by  members  of  the  lift  span,  the  A-frame  and  counter- 
weight truss,  respectively,  and  on  the  fourth  by  the  link 
which  connects  the  counterweight  with  the  moving 
span.  The  operating  strut  is  also  shown,  connected 
to  the  end  panel  point  of  the  moving  leaf  and  running 
to  the  operator's  cabin.  To  the  under  side  of  this 
strut  a  rack  is  attached  which  engages  a  pinion  driven 
by  the  electric  motor.  When  the  channel  is  to  be 
opened,  the  motor  draws  the  strut  backwards,  thus  lift- 
ing the  span,  which  when  raised  to  the  limit  assumes 
the  position  shown  by  the  dotted  lines  in  the  figure, 
which  is  at  an  angle  of  76  degrees  with  the  horizontal. 
At  the  same  time  the  parallelogram  above  referred  to 
•flattens  out,  and  the  concrete  counterweight  and  the 


Side  view  shows  details  of  counterweight  truss— Concrete  counterweight 
encasing  structural  steel  at  lower  end  poured  later. 

truss  to  which  it  is  attached  swing  downwards.  The 
mechanism  is  the  same  on  each  side  of  the  structure, 
and  there  is  a  differential  gear  between  the  two  elec- 
tric motors  to  provide  for  unequal  loading  due  to  wind 
pressure  or  other  causes.  The  time  required  for  either 
raising  or  lowering  the  span  is  one  minute.  The  two 
concrete  counterweights  are  designed  to  balance  with 
the  weight  of  the  span,  so  that  the  moving  operation 
rcrpiires  little  ])()vver. 

The  main  trunni(jii  ujjoii  which  the  moving  leaf  re- 
volves is  11  inches  in  diameter,  and  the  trunnion  about 
which  the  ctnmtervveight  truss  revolves  is  32  inches 
in  diameter,  bearing  on  a  12  inch  pin.  The  first  link 
pin,  \vhich  is  on  the  counterweight  truss,  is  13  inches 
in  diameter,  while  the  second  link  ])in,  on  the  moving 
leaf,  is  9  inches  in  diameter  and  passes  through  a  trun- 
nion with  a  diameter  of  2  ft.  I'/,  in.  This  same  pin 
is  carried  through  to  sui)port  the  operating  strut,  being 
S}4  inches  in  diameter  at  this  point. 
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Chain  Barrier  Details 


Chain  barrier  details— Note  the  flexibility  of  the  barrier  as  shown  in  plan. 


Concrete  Counterweights 

The  concrete  counterweights  each  contain  about  150 
cubic  yards  of  material.  The  mix  is  1  of  cement,  3  of 
sand,  to  5  of  broken  stone  and  iron  ore,  the  iron  ore 
being  the  heaviest  obtainable  in  order  to  give  the 
necessary  weight  of  176  i:)ounds  per  cubic  foot.  Care- 
ful work  was  required  in  designing  the  counterweights 
in  order  that  they  would  balance  with  the  span  in  all 
positions,  regardless  of  the  change  of  location  of  the 
centres  of  gravity.  They  arc  poured  over  a  steel  frame 
and  also  contain  bar  reinforcing.  Pockets  were  left  in 
the  concrete  to  provide  for  final  adjustment  to  the 
exact  balance. 

It  will  be  noted  in  the  end  elevation  shown  in  the 
figure  that  the  lower  portion  of  the  counterweights 
is  narrower  than  the  upper,  a  section  being  cut  off  on 
the  inner  side.  They  are  given  this  shape  in  order  to 
provide  clearance  with  the  A-frame  when  the  span  is 
raised  and  the  counterweights  swing  down. 

Very  exact  work  was  required  on  the  members 
for  the  operating  section  of  the  bridge  in  order  that 
the  pins  should  be  exactly  in  line,  as  any  divergance 
would  have  interfered  with  the  revolution  of  these 
members  around  the  trunnions. 

Emergency  Brakes  Provided 

On  each  operating  strut  an  emergency  air  l)rakc  is 
provided.  This  brake  is  carried  on  the  same  shaft  as 
the  main  pinion  which  engages  with  the  strut  and  it 
has  contact  shoes  which  slide  on  the  toj)  and  lidttom  of 
the  strut. 

In  order  to  take  care  of  the  trolley  wire  when  tlu' 
span  is  raised,  there  is  a  drum  operated  by  a  counter- 
weight, which  winds  up  the  wire  as  it  sags. 


Erection 

The  bridge  was  erected  with  the  bascule  leaf  in 
the  raised  position,  as  indicated  by  the  half-tone  here- 
with, taken  from  recent  photographs.  Two  square 
timber  towers  were. used,  about  (>0  feet  high,  each  hav- 
ing one  12-ton  derrick  w^ith  a  7G-foot  steel  boom.  These 
carried  out  all  the  work  on  the  structure  with  the  ex- 
ception of  a  few  of  the  topmost  members,  which  were 
placed  by  a  boom  attached  to  the  bridge  itself.  The 
A-frame  and  the  counterweight  truss  were  erected  be- 
fore work  was  started  on  the  span.  In  order  to  pre- 
vent stress  upon  the  pins  during  erection,  the  counter- 
weight trusses  were  supported  by  short  steel  columns 
and  the  span  was  lashed  to  the  A-frame. 

The  total  cost  of  the  bridge  is  about  SI 50.000.  The 
contract  was  awarded  to  the  Dominion  Bridge  Com- 
pany about  one  year  ago,  and  work  is  now  well  under 
way  to  completion. 


Work  has  recently  been  started  on  the  building  of 
a  branch  of  the  Kettle  valley  Railway  from  Prince- 
ton, B.C.,  to  Copper  Mountain,  where  the  Canada  Cop- 
per Corporation  is  proceeding  with  a  development 
scheme  running  into  millions  of  dollars.  \\  .  P.  1  ier- 
nev  I'l'  Son  have  the  contract,  and  next  month  upwards 
of  'l  000  men  will  be  working.  This  new  branch  will 
co.-^t  about  $1,000,000.  It  will  be  fifteen  miles  in  length 
and  two  miles  of  that  distance  is  declared  to  be  the 
hardest  jiiece  of  construction  work  ever  undertaken  in 
the  province.  There  is  a  total  of  27  trestles  to  be  built 
on  tlu-  line,  four  large  tunnels,  open  cuts  of  great 
height  and  one  very  large  fill.  The  undertaking  will 
take  about  a  year  to  comiilete. 
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Installing  Meters  on  a  City's  Water  Services 


IN  order  to  reduce  the  water  consumption,  many 
cities  are  now  installing  meter  systems.    The  sav- 
ing resulting  seems  to  justify  this  method  of  pro- 
cedure.   The  following  article,  in  the  News-Re- 
cord, by  Mr.  G.  W.  Pracy,  of  the  Spring  Valley  Water 
Company,  deals  with  the  method  of  metering  recently 
carried  out  in  San  Francisco  : 

During  portions  of  1916  and  1917  the  company 
which  supplies  the  city  of  San  Francisco  with  water 
installed  24,993  meters',  practically  all  of  5/8-in. -size, 
with  marked  el¥ect  in  reducing  water  consumption. 
Careful  records  of  cost  were  kept.  The  methods  em- 
ployed, detailed  costs,  and  the  effect  on  consumption 
are  shown  by  the  accompanying  notes,  tables,  and  dia- 
-gram. 

In  1915  the  average  daily  water  consumption  of  San 
Francisco  was  42,635,014  gallons,  which  was  in  excess 
of  the  developed  supply  and  3,261,229  gallons  over  that 
for  1914.  As  1915  was  the  exposition  year,  with  attend- 
ant extraordinary  water  uses,  it  was  confidently  ex- 
pected that  1916  would  see  a  decrease  in  the  use  of 
water.  When  instead  the  first  four  months  of  that  year 
showed  a  substantial  increase  the  problem  of  adding  to 
or  restricting  waste  was  squarely  put  before  the  com- 
pany. 

On  May  1,  1916,  water  was  su])plied  through  65,000 
service  connections,  of  which  about  22,000,  or  34  per 
cent.,  were  metered.  These  meters  were  all  on  busi- 
ness houses.  All  dwellings  were  on  a  flat-rate  basis. 
The  company  felt  that  the  metering  of  these  flat-rate 
services  was  not  only  the  most  economical  but  also  the 
best  •  way  of  meeting  the  situation.  Accordingly  in 
May,  1916,  an  order  was  placed  for  15,000  5/8-in.  met- 
ers, with  the  option  of  jnirchasing  a  second  15,000  at  a 
later  date.  This  option  was  taken  up  at  the  proper 
time,  a  total  of  30,000  meters  being  i)urchased. 

i'"or  l(jcal  reasons  it  .was  decided  to  meter  only  those 
consumers  whose  monthly  bills  were  $1.80  or  more, 
'i'his  made  the  work  of  setting  the  meters  harder  and 
more  costly  than  metering  all  houses.  All  meters  were 
set  at  the  curb. 

The  Meters 

The  meter  selected  was  the  standard  5/8-in.  Inas- 
much as  only  standard  makes  of  meters  were  con- 
sidered, price  and  delivery  were  the  deciding  points  in 
making  the  selection. 

'i"he  comi)atiy  intended  using  none  but  concrete 
meter  boxes.  As  these  could  imt  be  delivered  fast. 
en(nigh.  cast-iron  meter  ])lates  were  used  in  cement 
sidewalks.  The  concrete  boxes  were  used  in  lawns. 
Later,  concrete  covers  were  used  in  concrete  sidewalks. 
The  concrete  covers  made  a  much  better  job  than  the 
cast-iron  cov  ers. 

Organization  and  Setting 

The  field  work  was  done  by  two  crews.  For  the 
first  month  each  crew  consisted  of  a  foreman  and  about 
30-«  men.  The  crews  were  later  cut  down  to  12  to  15 
men.  The  two  foremen  were  under  the  general  fore- 
man of  the  service  and  meter  department.  A  Ford 
truck  and  a  b'ord  wagon  delivered  the  meters,  boxes, 
and  other  material  on  the  ground. 

'i"he  meters  were  delivered  to  the  meter  shop  l)y  the 
manufacturers.  There  they  were  taken  out  and  tested. 
A  testing  machine  of  six-meter   capacity  was  used. 


Each  meter  was  tested  for  a  10  cu.  ft.  flow  at  the  rate 
of  15  gallons  per  minute.  Meters  reading  from  99  to'. 
100  per  cent,  correct  were  set.  Those  reading  under  99 
or  over  100  were  sent  to  the  bench  for  readjustment. 
After  testing,  the  meters  Avere  piled  up,  ready  for  de- 
livery to  the  job. 

The  meter  boxes  were  delivered  f.o.b.  cars  at  San 
Francisco.  Thence  they  were  hauled  to  the  yard, 
where  they  were  stacked  The  other  material  was  de- 
livered at  the  yard  by  the  various  manufacturers.  A 
large  tool  box,  mounted  on  wheels,  was  kept  in  the 
locality  at  which  each  crew  was  working.  At  this  tool  .-  I 
box  was  kept  about  half  a  day's  material  for  the  crew. 
This  enabled  the  crews  to  start  work  at  8  a.m.  and 
continue  till  the  truck  arrived. 

The  Fords  were  sent  out  each  morning  with  the 
material  needed  for  the  day.  They  also  moved  the  tool  • 
boxes  along  as  the  work  progressed.  The  material  was 
delivered  from  the  tool  boxes  to  the  houses  by  one  man 
using  a  wheelbarrow.  Meter-set  orders  were  written 
in  the  main  ofHce  and  given  to  the  general  foreman, 
who  routed  them  and  gave  them  to  each  gang  foreman. 
The  gang  foreman,  in  turn,  had  a  man  who  took  these 
orders  and  went  ahead  of  the  crews  measuring  up  and 
marking  out  the  services  that  were  to  be  metered.  The 
marking  was  done  by  chalk  on  the  sidewalk  or  curb. 
This  man  was  followed  by  the  laborers,  who  excavated 
down  to  the  service  and  stopcock.  If  the  meter  was  set 
in  the  concrete  sidewalk  a  piece  about  2  ft.  scpiare  was 
first  broken  out.  In  lawns  the  sod  was  carefully  taken 
out  and  set  aside.  The  laborers  were  followed  by  the 
servicemen,  who  set  the  meter.  The  servicemen  were 
then  followed  by  other  laborers  who  set  the  concrete 
boxes  and  filled  in.  In  concrete  sidewalks  the  laborers 
just  filled  in,  the  repaving  being  done  by  a  contractor. 
A  team  followed  to  clean  up  and  haul  away  the  debris. 

Table  I. — Average  Cost  of  Installing  24,993  5/8  in.  Style  2  Trident  Meters 
on  Old  Service  Connections  at  San  Francisco,  Cal., 
August  1,  1916,  to  April  30,  1917* 


T.abor  .  . 
TeaniiiiK 
I'aving  ■. 
I'ermits 


Tools   

Miscellaneous   

Siipt.,  warehouse,  etc. 


 Cost  

Per 

Per- 

Total 

Meter 

centage 

.$21,01  .•!..S4 

.'ii0.84() 

T.no 

2,0SS.,N!) 

O.0S3 

0.79 

4."i,4SS.4S 

l.S2() 

17.17 

s,fi:;4.()o 

3.37 

7.2;!2 

68.30 

1.202.47 

().04S 

0.45 

!)TO.!Mi 

o.o:«i 

0.37 

4,:!,''.4.;;7 

0.170 

1.65 

$264,803.17 

!t!10.5S9 

1(K).00 

1.  Labor 

2.  'reaming: 

3.  I'uving: 

4.  Pcrmils: 

5.  Materials 


'r{jo]s ; 
(Jciieral : 


Sub-foreman.  .$4.25;  illters,  .$3.75;  laborcr.s,  .$2.50.  Eight 
hours.  Average  crew  consisted  of  sub-foreman,  live  litters,  ten 
laborers  au<I  one  Ford.  .Set  about  03  meters  per  day.  Meters 
set  per  man  day,  4.2.5. 

Horse-drawn  vehicles,  .$1,238.89.     Ford  auto  trucks,  $850. 
Replacing  sidewalks  and  setting  plates  at  25c  per  square  foot. 
This  charge  applies  only  to  19,524  meters  set  in  sidewalks, 
and  becomes,  jier  meter  paved,  $2.33. 

Permit  to  open  paved  .sidewalks  at  50c  eacli.  Applies  to 
meters  set  in  paved  sidewalks  only  at  50c  each. 

24,993  meters,  f.o.b.  yard  at  $5.95   $149,238.55 

Concrete  boxes  88   5,197.80 

Cast-iron  plates   60  and  .65   10,677.74 

Meter  couplings   16  to     19   8.244.27 

Pipe  and  fittings    7,391.80 

Total    $180,750.16 

New  tools  purchased,  $1,149.:(9.    Tools  rcpaucd,  $53.08. 


Miscellaneous   

Carfares   

Machine  shop   

Stationery   

Kepair  sewer  vents 

Clean  carpets   

Replace  lawns   


Total 


$.•{46.44 
6,3.65 
114.60 
18(!.40 
170.83 
27.22 
61.82 


$970.96 
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H.  .SiipcriiitciulcMcc,  employees,  insurance,  foi  ciiiaii,  yard  ottiee  <|)ropui  lion ), 
warehouse  expense  (proportion),  auto  (proportion  of  assistant  superin- 
tendent's and  foreman's  and  all  of  two  sul)-forenian's  autos,  .'ii4,.'ir>4..'t7). 

*A  few  larger  nietcrs  arc  included,  as  well  as  a  small  amount  of  street 
paving,  due  to  liavinK  to  shut  ofT  at  main  in  some  cases,  'I'lu-se  aniouiUs 
are  practically  negligihle. 

Method  of  Keeping  Records 

I'ur  each  hole  made  in  a  paved  sidewalk  aii  order 
was  filled  out  and  sent  to  the  |)aving  contractor.  This 
order  specified  the  location,  kind  of  paving,  and  size  of 
opening. 

Each  serviceman  was  provided  with  a  ])ad,  on  which 
he  wrote  the  number  and  location  of  the  meter  as  it 
was  set,  using  a  new  sheet  for  each.  These  were  col- 
lected by  the  foreman,  who  checked  each  one  and 
entered  the  information  on  the  orders.  The  service- 
men could  not  make  the  original  entry  direct  into  the 
meter-set  orders,  as  it  was  necessary  to  keep  them 
clean.  The  orders  were  then  sent  to  the  clerk  at  the 
yard,  who  made  out  the  ])aving  orders.  They  then 
went  to  the  main  office,  where  an  account  was  opened 
for  each  meter. 

Table  II. — Detailed  Cost  of  Setting  a  5/8-in.  M?ter 

Paved  sidewalUs.  Uupaved  sidewalks. 

Labor    .$0,840  including  testing)  .f 0.840  including  testing) 

Teaming   083  .08:i 

Paving  .;   2.330 

Plate  G25  Box       .,880  including  0.03  hand- 

ling car  to  yard) 

Permit   .500   

Material*    G.500  including  meter)      0.5'.)()  including  meter) 

Tools   .  ;  048  .048 

Miscellaneous  030  .0:«) 

Superintendent,  etct      .170  .170 

Total   $11,225  .1;8.0.'-.0 

*Meter  at  .$5.95  f.o.h.  r>ryant  St.  N'ard.  1 1 'epartmental  overhead  only 
as  far  as  assistant  superintendent. 

Approximately  19, .524  meters  \\'cre  set  in, paved  sidewalks  and  ;5.473 
meters  in  unpaved  sidewalks.  In  paved  sidewalks  there  ncrur--  a  ciiai  tic  for 
permit  to  open  sidewalk   ($0..5(>),  replacing  jiavcnK-nl  at  pei  scpiare 

foot,  amounting  in  this  case  to  $2, .'».'»  per  meter  juived,  and  the  cost  of  a 
cover,  either  concrete  or  iron,  varying  from  $0.(jO  to  .$(».(i5  each,  say,  .$0.(52.5, 
In  unpaved  sidewalks  these  costs  do  not  occur,  but  there  is  the  cost  of  a 


set  by  each  man.  and  if  any  serviceman  could  not 
up  with  the  rest  of  the  gang  he  was  dn)|)j»ed. 

Table  III. — ScKrcKation  of  Labor  Coiti  (or  Meter  Settini: 

llaulrng  concrete  hoxes  and  coveirt  from  railroa'l  to  yar<l  

I'nlc>ading  meters  from  wagon  lo  warcliouHc   

Testing  nietcrs   

Installation  of  meters   ,   I'j, 

Keidacing  lawns  and  ganienn   ,  

i\l iseellancoiis  yard  work   ,  

.Services  of  clerks   

Repairs  lo  sewers  brokein  in  setting  mctcm  

t'leaning  out  sewers   

Locating  services  with  wireless  pipe  finder  

Rearranging  services   

.Machine  shop   


keep 


n;.'.>2 
r^i-j.  1 1 
•jir,74 

2:«s.'.»2 
71».74 


Total  .  . 
Table  IV.- 


-Classified  Rates  of  Pay  and  Time  for  Labor  Uxd  in  Setting 
Meters 


Kate. 

Foreman    .'<4.25 

Fitters    .■',,75 

Helpers    2,75 

:i,IK» 

Laborers    2,50 


Teamsters 


;,tKI 


Days. 
447 

1 ,7:!2 
2.",0 
220 

2.:v»7 

1,19K 
.50 


Miscellaneous    4,IK» 

3,.50 


Total 


Hours. 


Amount. 
$l,Ml!t.7.'; 
•;,49.5  (CI 

*v.;2  .Vi 
»;<;i.i2 
5,'»<;!>..';7 

.■!.2!>5 
1(»S.!»2 
174  »Ki 

7.44 
1.03 


»!,29f) 


*19.215.74 


Making  Repairs  on  Broken  Pipes  and  Clearing  the  Site 

In  the  old  districts  the  lead  services  had  crystallized 
and  broke  very  easily  when  handled.  This  necessitated 
frc(|uent  rei)airs  with  the  wet-joint  machine.  Another 
trouble  was  the  clogging  of  sewers  by  dirt  and  pieces 
of  concrete  as  the  hole  was  being  excavated.  This  was 
overcome  by  tying  a  ])iece  of  burlap  over  the  sewer 
\  cut  as  soon  as  the  concrete  was  broken  or  the  sod  re- 
moved. The  ])aving  orders  were  stamped  "Sewer" 
vvhcnexer  a  sewer  vent  came  inside  the  i)roken  pave- 
ment. This  was  done  after  the  contractor  had  paved 
o\  er  several  sewers  without  replacing  the  sewer  plate. 

In  the  lawns  the  sod  was  carefully  replaced  around 
the  meter  bo.x.  The  grass  was  watered  with  a  .solutii>n 
(jf  lawn  fertilizer  until  it  regained  the  original  condi- 


The  effect  on  average  daily  water  co-nsumption  of  the  addition  of  metres  is  shown,  month  by  month,  through  1916-17. 


concrete  meter  Ijux  ($0,88).  In  lawn  sidewalks  the  removal  and  replace- 
ment of  sod  is  equivalent  to  the  cost  of  breaking  up  concrete  walks. 

In  the  following  cost  segregation  only  the  dilTercnce  in  paving,  maler- 
ials,  and  permits  has  been  taken  into  consideration. 

.  The  speed  of  the  crews  varied  from  day  to  day,  de- 
pending on  various  conditions.  In  the  old  part  of  the 
town,  which  was  burnt  over  in  the  lire  of  1906  and 
where  the  service  records  were  not  always  correct  and 
the  services  in  poor  condition,  the  least  headway  was 
made.  In  the  new  residence  districts  the  work  went 
along  rapidly.  The  crews,  as  a  whole,  averaged  4',  j 
meters  per  man  per  day,  though  on  some  days  they  set 
as  many  as  8  per  man.  Each  serviceman  set  an  average 
of  15  meters  a  day.   A  record  was  kept  of  the  number 


tion.  Vvw  law  n.s  iiad  to  be  resown.  The  costs  tor  tlie 
job  are  given  in  Tables  1  and  4.  The  etYect  of  the 
meters  on  the  water  consumption  is  shown  in  the  dia- 
uram. 


Mr.  I.  K.  Hulgcr,  sui)er\ isiiig  inspector  of  steani- 
shi;)s  on  the  Tacilic  l\)ast.  made  a  remark  while  on  the 
trial  trip  of  the  ci)ncrete  shi])  l-'aith — "louldn't  con- 
crete or  cement  be  usetl  in  boiler  construction?"  The 
result  was  that  the  matter  was  taken  up  in  detail,  and 
a  boiler  is  now  to  be  constructed.  It  is  estimated  that 
concrete  boilers  would  reduce  "(.^  per  cent  of  co-»  .  f 
ship  construction. 
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The  History  and  Properties  of  Paint 

Lecture  Delivered  Before  the  Extension  Course 
on  Industrial  Chemistry  at  McGill  University 

 ■■  -By  Mr.  Robert  Job*  


The  use  of  paint  for  decorative  and  for  preservative 
purposes  dates  far  back  into  history,  but  in  the  brief 
space  at  our  disposal  we  will  only  consider  some  of  the 
most  prominent  types  of  modern  paints  and  their  most 
important  properties. 

Paint  is  described,  in  a  general  way,  as  the  mixture 
of  finely-divided  particles  of  solid  matter,  called  the 
"pigment,"  in  a  liquid,  called  the  "vehicle."  Asphalt 
paint  is  merely  solid  asphaltum  dissolved  in  benzine  or 
some  other  vehicle. 

The  "pigment"  functions  to  hide  the  surface  over 
which  the  paint  is  applied,  to  resist  the  action  of 
weather  and  wear,  and  to  give  color.  The  selection  of 
the  most  suitable  pigment  or  combination  of  pigments 
depends  very  larg'ely  upon  the  relative  importance  of 
these  functions  under  the  conditions  for  which  the 
])aint  is  intended  to  be  used. 

The  "vehicle"  functions  as  the  carrying  and  cement- 
ing body,  and  dries  and  binds  together  the  solid  ])ar- 
ticles  of  ])igment  in  somewhat  the  same  way  that  port- 
land  cement  and  water  unite  sand  and  broken  stone  to 
form  concrete. 

The  types  of  ])aints  best  known  are  three,  differ- 
entiated by  the  vehicles  used  to  carry  and  cement  their 
pigments.  The  most  important  are  the  oil  paints,  but 
the  enamel  paints  are  now  used  quite  extensively,  and 
cold  water  i)aints  are  daily  becoming  more  popular  for 
interior  walls. 

Asphalt  paint  is  really  a  varnish.  The  varnishes 
differ  from  the  ]>aints  in  that  they  do  not  ordinarily 
have  a  pigment,  though  occasionally  a  little  is  added  to 
give  color,  and  we  then  ap])roach  what  is  known  as 
"enamel  ])aint." 

The  oil  paints  consist  of  ])igment  ground  in  a  paint 
mill,  with  oil  as  a  vehicle,  to  which  is  added  a  small 
proportion  of  Japan  drier  to  cause  a  fairly  rapid  solidi- 
fication when  the  paint  is  applied. 

Linseed  oil,  which  is  pressed  from  flaxseed,  is  the 
best  known  vehicle  used  in  the  oil  ])aints.  Until  recent 
years  it  was  employed  for  all  the  better  paints  of  this 

*Vice-president  Milton  Hersey  Co.,  Ltd. 


type,  but  it  has  the  defect  that  a  film  of  it  is  readily 
penetrated  by  water. 

Other  vehicles,  as  substitutes  and  improvements, 
were  diligently  sought,  because  of  this  unfortunate 
non-iwaterproof  property  of  linseed  oil.  Among  others, 
fish  oil.  Soya  bean  oil,  and  corn  oil  have  been  carefully 
tested  and  successfully  used  under  certain  conditions, 
but  the  greatest  advance  has  been  made  by  using  China 
wood  oil.  China  wood  oil,  when  properly  manufac- 
tured, is  very  resistant  to  water,  and  it  is  largely  em- 
ployed at  the  present  time  in  the  manufacture  of  both 
paints  and  varnishes. 

The  enamel  paint  consist  of  pigment  groiuid  in  a 
vehicle  of  varnish,  which  consists  ordinarily  of  gum  or 
resin,  oil,  and  turpentine.  The  evaporation  of  the  tur- 
pentine leaves  the  gum  and  oil  as  a  strong  cementing 
medium  for  the  jMgment.  Some  of  these  enamels  are- 
very  serviceal)lc  and  resistant  to  weather,  and  the  coat- 
ing- dries  with  an  excellent  gloss. 

Cold  water  paints  consist  of  pigment  combined  with 
gum,  caslin,  etc.,  that  dissolves  in  water  to  form  the 
vehicle  at  the  time  of  application.  The  evapo.ration  of 
the  water  leaves  the  gum  to  serve  as  the  cementing 
medium  for  the  pigment.  Some  paints  of  this  type 
have  very  fair  weather  resistance. 

A'Vhite  lead  pigment  is  one  of  the  oldest  and  best 
known.  It  was  originally  made  from  pieces  of  metallic 
lead,  called  "buckles,"  that  were  corroded  to  form  the 
white  powder  termed  "basic  carbonate,"  and  known  as 
"white  lead."  This  process  is  largely  used  at  the  pres- 
ent time,  though  other  methods  have  been  adopted  to 
shorten  the  period  required  for  manufacture  and  to  im- 
.  prove  the  product.  White  lead,  as  first  produced,  is 
purified,  dried,  and  powdered  before  being  sent  to  the 
paint  mill. 

White  lead  paint,  when  the  pigment  is  properly 
ground  with  an  oil  vehicle  of  good  grade,  has  very 
great  covering  and  hiding  qualities.  Unfortunately,  it 
also  has  certain  disadvantages.  It  is  very  poisonous, 
and  on  exposure  to  weather  it  has  the  property  of 
"chalking."    When  one's  hand  is  rubbed  over  a  board 


Fig.  1 


Fig.  2 


Fig.  3 
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which  has  been  painted  with  it  for  a  year  or  more  the 
hand  becomes  coated  with  a  white  i)()vvdcr.  Chemical 
action  between  the  white  lead  and  the  oil  causes  the 
chan^-c  in  a  white  lead  paint  iilm,  and  this  action  is  so 
marked  that  in  the  course  of  a  few  years  the  h(nise 
•which  has  been  covered  with  an  excellent  (juality  of 
white  lead  paint  may  be  but  poorly  ])rotected,  espe- 
cially if  it  is  exposed  to  salt  sea  air.  Imj^-.  1  shows  the 
general  appearance  of  this  condition  when  examined 
>vith  a  magnifying  glass;  while  Fig.  2  shows  the  con- 
4ition  in  contrast  of  a  better  proportioned  i)aint  sul)- 
jected  to  exactly  the  same  exposure  and  use. 

Zinc  oxide  pigment  is  another  which  is  well  and 
favorably  known.  Owing  to  its  non-poisonous  proper- 
ties it  is  more  desirable  than  white  lead  for  interior 
work.  This  pigment  used  alone  is  also  unsatisfactory, 
as  it  produces  a  brittle  coating  that  is  liable  to  crack,  as 
illustrated  by  Fig.  3.  Other  pigments  commonly  used 
are  red  oxide  of  iron,  ochre,  sienna,  ultramarine,  Prus- 
sian blue,  chrome  yellow,  lamp  black,  and  many  be- 
sides too  numerous  to  mention. 

Co-operation  is  as  effective  in  promoting  efficiency 
with  pigments  as  with  people,  and  by  far  the  best  re- 
sults have  been  obtained  with  paints  in  which  suitable 
pigments  have  been  properly  combined. 

Little  was  known  about  the. reactions  between  pig- 
ments and  vehicles,  or  the  reasons  for  good  or  bad  ser- 
vice of  paints  made  from  given  materials,  until  com- 
paratively recent  times.  Certain  bad  combinations 
were  shunned,  from  sad  exi)erience.  It  was  learned, 
for  instance,  that  white  lead  paint  mixed  with  ultra- 
marine blue  will  darken,  owing  to  the  formation  of 
black  sulphide  of  lead,  and  that  a  sign  coated  with 
white  lead  paint  will  sometimes  change  from  white  to 
yellow  within  an  hour  if  exposed  to  the  sulphur  fumes 
from  a  locomotive. 

The  study  of  paints  was  given  great  impetus,  about 
the  year  1890,  through  the  published  investigations  of 
Dr.  Charles  B.  Dudley,  for  many  years  the  able,  wide- 
ly-known, and  respected  chemist  of  the  Pennsylvania 
Railroad.  In  his  studies,  among  other  things,  the  pro- 
perties of  paint  materials  were  systematically  investi- 
gated, and  what  was  learned  brought  about  radical 
changes  in  the  composition  and  manufacture  of  ])aints. 
The  Pennsylvania  Railroad  gained  much  valuable  in- 
formation as  the  result  of  Dr.  Dudley's  work.  It  was 
clearly  realized,  for  example, -that  the  effectiveness  of  a 
paint  did  not  by  any  means  depend  upon  its  cost  per 
gallon  or  pound.  As  a  matter  of  fact,  it  was  proven 
that  some  of  the  most  durable  paints  could  be  obtained 
at  a  minimum  cost.  Other  railroads  were  not  slow  to 
follow  the  lead  of  the  Pennsylvania,  one  of  the  first  to 
start  on  this  work  being  the  Philadelphia  and  Reading, 
now  known  as  the  Reading  Railway.  The  results  of 
some  of  these  investigations  were  presented  by  the 
writer  before  the  Franklin  Institute  and  elsewhere. 

Size  of  Pigment  Particles 

The  size  and  form  of  the  particles  of  the  i)igment 
were  shown  to  have  a  great  influence  upon  the  life  of  a 
paint  coating,  though  this  subject  had  not  previously 
received  any  attention.  A  brief  descrii)tion  of  a  case 
that  clearly  illustrates  this  point  may  be  of  interest : 

Two  bridge  paints  had  been  used  upon  the  lines  of 
the  Reading  for  a  period  of  about  ten  years.  These 
paints  were  made  by  the  same  manufacturer,  and  con- 
tained almost  the  same  ])ro])ortions  of  the  same  mater- 
ials. 'J^hough  they  were  exi)osed  side  by  side  and  under 
like  conditions  all  along  the  road,  one  of  them  became 
known  for  its  good  service  and  the  other  lor  \  cry  [)oor 


service.  The  life  of  <,mi  was  twice  that  of  the  other. 
The  difference  between  the  service  renderd  by  these 
l)aints  was  so  niarkerl  that  we  determined  to  get  at  the 
real  causes,  so  as  to  bring  the  f|uality  of  all  our  paint 
deliveries  to  the  same  high  standard  of  durability  re- 
presented by  the  better  i»aint.  The  flisc<nery  that  tlic 
main  difference  between  the  two  paints  was  in  the  rela- 
tive size  of  the  particles  of  the  pigments  resulted  from 
this  investigation.  In  the  long-lived  paint  these  par- 
ticles ranged  from  two  to  ten  ten-thousandths  of  an 
inch  in  diameter,  with  c(;mparatively  few  of  the  maxi- 
jnum  sizes,  while  in  the  short-lived  paint  the  diameters 
ranged  from  two  to  one-hundred  and  eighty  ten-thou- 
sandths (jf  an  inch. 

The  average  diameter,  as  nearly  as  we  could  esti- 
mate, of  the  particles  of  the  pigment  of  the  satisfactory 
paint  was  four  ten-thousandths  of  an  inch,  against 
eighty  ten-thousands  of  an  inCh  for  the  unsatisfactory 
l)aint ;  and,  as  the  volumes  of  si)heres  are  to  one  another 
as  the  cubes  of  their  diameters,  it  follows  that  the  aver- 
age particle  of  the  pigment  of  the  good  paint  was  eight 
th(nisand  times  smaller  in  volume  than  that  of  the  bad. 

The  comixjsition  of  these  two  paints  was  about  7r 


Fig.  4  Fis-  5 

])er  cent,  oxide  of  iron,  combined  with  inert  matter," 
such  as  clay  and  gypsum,  as  a  tiller,  ground  in  pure 
linseed  oil,  with  a  small  proportion  of  Japan  drier,  as  a 
vehicle.  The  details  of  the  investigation  may  be  found 
jn  the  Journal  of  the  Franklin  Institute  for  July,  VK)4. 

The  reason  why  this  difference  in  the  size  of  the 
particles  of  pigment  makes  so  marked  a  showing  in  the 
service  of  the  two  paints  is  that  where  the  particles  are 
coarse,  relatively  large  oil  spaces  surround  them ;  and 
as  linseed  oil  is  by  no  means  waterjiroof,  as  we  have 
mentioned,  the  eff'ect  of  the  weather  is  soon  noticed  in 
such  paints.  Surface  tension  also  operates  in  favor  of 
the  paint  having  the  liner-particled  |)igment.  on  the 
same  principle  that  fine  sand,  when  wet.  holds  together, 
where  coarse  sand  or  gravel  will  not. 

Fig.  4  shows  the  appearance  of  a  paint  film  of  the 
short-lived  coarse-particle;>-pigment  paint,  and  Fig.  5 
shows  that  which  had  fine-])articled-pigmcnt  and  was 
long-lived. 

These  tests  demonstrated  that  some  of  the  most 
durable  ])aints  were  composed  of  the  sim|)lest  and  least 
expensive  of  pigments,  and  created  a  good  deal  of  in- 
terest because  the  findings  ran  counter  to  the  precon- 
ceived ideas  of  many  w  ho  had  assumed  that  in  order  to 
be  really  good  and  give  long  service  a  ])aint  must  la- 
composed  of  one  of  the  more  expensive  pigments,  such 
as  white  lead,  and  that  those  which  contained  the  so- 
called  "inert  materials"  were  to  be  looked  upon  as 
"doi)ed"  products,  liecause  of  mis-branding  and  whole- 
sale and  indiscriminate  adulteration  the  manufacturers 
w  ere,  in  some  cases,  lo  blame  f»,ir  this.    For  example. 
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we  have  seen  a  supposedly  oil  paint  that  contained  30 
]jer  cent,  of  water.  Another  paint  labeled  "pure  white 
lead"  contained  no  white  lead."  Many  other  cases  could 
be  cited,  and  it  is  small  wonder  that  such  abuses  led  to 
a  public'outcry  and  legislation  that  was  sometimes  car- 
ried too  far.  It  became  necessary,  because  of  these 
conditions,  to  determine  the  truths  about  the  proper- 
ties and  characteristics  of  the  different  paint  materials, 
and  the  work  was  finally  undertaken  by  the  Scientific 
Section  of  the  Paint  Manufacturers'  Association  of  the 
United  States.  A  fence  was  built  at  Atlantic  City  and 
several  hundred  panels  were  coated  with  paints  of  dii- 
ferent  formulae  in  order  to  determine  the  value  under 
exposure  to  the  weather  at  the  sea  shore  of  the  more 
important  materials  used  as  i)i,<4ments,  and  also  to  show 
the  most  durable  combinations  of  the  various  pigments 
under  such  conditions.  Exposures  were  made  on  both 
iron  and  steel  panels  as  well,  and,  subsequently,  test 
fences  were  erected  in  other  parts  of  the  country  in 
order  to  '^-et  varying  climatic  conditions.  The  tests 
were  made  under  the  supervision  of  the  American  So- 
ciety for  Testing  Materials,  and  a  vast  fund  of  informa- 
tion regarding  "the  service  value  of  various  composi- 
tions and  combinations  was  obtained.  Materials  that 
many  considered  as  adulterants  not  long  ago  are  now 
known  to  have  a  definite  value  in  the  design  of  high- 
grade  paints. 

Misrepresentation  still  exists  under  the  stress  of 
competition,  but  the  general  plane  of  the  paint  industry 
is  distinctly  better,  for  the  simple  reason  that  the  prm- 
ci  jles  of  manufacture,  the  relation  between  cause  and 
effect  as  applied  to  paints,  and  the  properties  of  paint 
materials,  are  all  far  more  thoroughly  understood  than 
was  the  casp  even  at  the  beginning  of  the  twentieth  cen- 
tury. 

Qualities  and  Specifications 

Jt  will  be  clear  from  what  has  now  been  said  that 
in  order  to  be  serviceable  a  i)aint  must  be  composed  of 
•a  i)igment  that  is  of  a  character  well  adapted  to  the 
conditions  under  which  it  is  used  ;  that  this  material 
must  be  in  the  most  efifective  physical  condition,  and 
must  be  carried  in  a  vehicle  which  will  form  an  eft'ec- 
tive  bcjnd  between  its  particles,  and  at  the  same  time 
be  as  nearly  weatherju-oof  as  possible. 

The  s])reading  (juality  is  a  factor  that  should  be 
wry  carefully  borne  in  mind  when  ])urchasing  paints. 
'J'hat  having  the  pigment  com])osed  of  the  most  finely 
divided  ])ar'ticles,  other  things  being  equal,  will  s]jread 
farthest.  Specific  gravity  is  another  imiiortant  factor, 
and  should  be  .studied  accurately  by  the  i)urchasing 
agent  who  is  buying  by  the  i)ound.  The  ])aint  of  the 
least  specific  gravity  will  be  the  greatest  in  bulk;  and 
it  is  bulk,  not  weight,  that  counts  in  determining  the 
spreading  ca])acity  of  i)aints.  The  labor  cost  of  apply- 
ing the  ])aint  is  usually  far  greater  than  the  cost  of  tlv. 
paint  itself;  and  it  is  imp(jrtant  to  remember  this  as  a 
sjjecial  incentive  for  the  jjurchasing  of  the  most  dur- 
able ])aint  Un-  the  purpose. 

Specifications  for  various  types  of  jjaints  were  tl'.e 
natural  outcome  of  all  the  foregoing  investigations  and 
exi)erinients  with  paints  and  paint  materials.  Such. 
si>ecifications  have  been  drawn  by  the  writer  and  others 
to  cover  i)aints  for  use  under  many  different  condi- 
tions, and  these  can  be  filled  by  any  manufacturer  who 
is  willing  to  give  care  and  attention  to  the  work.  Some 
(A  them,  in  fact,  now  carry  these  preparations  in  regu- 
lar .-.t')ck. 

I'y  purchasing  wisely,  under  carefully-drawn  speci- 
fications, real  competitive  prices  that  represent  the 


true  market  value  of  the  paint  materials,  plus  a  rea- 
;.-5onal)lG  allowance  for  the  costs' and  profits  of  manufac-  ■ 
ture,  can  be  secured. 

Marked  economies  have  been  effected  by  some  of 
the  principal  railroads  and  by  many  smaller  users  of 
paints,  through  lowered  costs  and  increased  service, 
as  a  result  of  working  along  these  lines.  Large  pur- 
chasers know  they  cannot  afford  to  do  otherwise  than 
buy  according  to  specifications  specially  drawn  to 
<:over  the  needs  of  the  service.  .It  would  be  much  to 
the  advantage  of  many  of  the  smaller  purchasers  who 
use  quantities  that  would  warrant  the  small  expense 
connected  therewith  if  thev  would  do  likewise. 

Final  testing  is,  of  course,  a1)solutely  necessary,  for 
it  is  useless  to  buy  according  to  specifications,  or  even 
on  promises,  unless  the  ])aints  actually  delivered  are 
tested  to  determine  whether  they  are  as  specified  or 
represented. 


New  Church  for  Montreal 

VI AU  cK:  VENNE,  architects,  Montreal,  have 
drawn  plans  for  a  Roman  Catholic  church  for 
the  ])arish  of  St.  Stanislas,  Montreal,  the  gen- 
eral contract  having  been  let  to  Ulric  Boileau, 
1-td.,  Montreal.  The  church  is  being-  constructed  on  a 
site  300  X  200  ft.,  on  St.  Joseph  Boulevard  East.  It  will 
be  in  the  form  of  a  Roman  cross,  the  design  being  in 
the  Romanesque  style  of  architecture 

The  building-  will  be  as  fireproof  as  it  is  possible  to 
make  it,  reinforced  concrete,  marble,  and  incombustible 
material  being  almost  e.xclusiveh-  employed.  The  ex- 
terior is  of  stone,  backed  with  brick  and  terra  cotta, 
while  in  the  interior  marble  and  concrete  is  freely  used; 
the  partitions  are  of  terra  cotta. 

lielow  the  main  church  is  a  sub-church,  to  be  used 
for  meetings,  children's  masses,  etc.  The  ])lans  of  the 
upper  church  provide  for  a  colonnade,  of  marble,  down 
each  side  of  the  nave,  with  a  marriage  altar  on  the  left 
side,  and  sacristies  and  priests'  vestry;  a  vestry  for  the 
ch(jir  l)oys  will  l)e  located  in  the  sub-church,  beneath 
the  priests'  vestry. 

Three  altars  are  to  be  situated  in  the  sanctuary, 
which  is  to  be  semi-circular  in  form,  the  main  altar 
being  under  a  baldaquino.  The  main  altar  will  be  of 
marble;  stalls,  balustrade,  and 'Communion  rails  will  be 
constructed  of  incombustible  material. 

The  interior  scheme  of  decoration  will  include  ;i 
large  amount  of  modelling  and  relief  work.  The  vault 
is  to  be  of  reinforced  concrete.  All  the  floors  will  be 
of  terrazo. 

The  entrances  will  be  on  three  sides.  The  main 
one,  on  St.  jose])h  I loulexard,  will  consist  of  five  doors, 
three  leading  to  the  u])i)er  church  and  one  on  each  side 
leading  to  the  sub-church.  The  stairways  will  be  con- 
structed of  marble  and  concrete. 

Lcjcal  stone  is  to  be  used  for  the  exterior  of  the 
walls  and  towers.  Stairway  s,  of  marble,  with  wrought- 
iron  hand-rails,  are  to  be  located  in  the  lowers,  leading 
to  a  i)ublic  gallery,  and  also  to  the  organ  and  choir  gal- 
lery. 

I  I  eating  will  be  by  a  forced  system,  prox  ision  being 
made  iri  the  basement  for  the  heating  and  \  eiitilating 
a])i)aratus,  coal  bins,  etc. 

The  following  sub-contracts  ha\  e  been  let  :  Steel, 
Trussed  Concrete  .Steel  Company,  Montreal;  roofing 
and  ])lumbing,  Michael  Choninard,  Maisonneuve;  elec- 
trical work,  j.  .\.  St.  Amour,  Montreal;  painting,  T.  A. 
(iauthier,  Montreal;  marble  and  tile,  Lepage  Marble 
Works,  Ltd.,  Montreal. 
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Construction  of  Tar  Surfaces  and  Pavements 

Paper  Dealing  With  English  and  American  Practice- 
Describes  Methods,  Materials  and  Types  of  Roadways 

  By  Arthur  H  Blanchard*  


THE  use  of  tar  in  the  construction  of  bitumin- 
ous pavements  dates  back  to  1820,  when  a  tar 
macadam  pavement  was  laid  in  London.  In 
1834,  an  English  patent  was  issued  covering 
some  of  the  features  of  the  modern  Pitchmac  pave- 
ment. Tar  concrete  pavements  probably  were  first 
built  about  1840,  in  Nottingham,  England.  In  Can- 
ada, tar  concrete  pavements  were  constructed  in  the 
province  of  Ontario  in  the  period  from  1880  to  1891. 
Highway  engineers  in  the  United  States  have  used  tar 
concrete  pavements  in  municipalities  since  about  1870. 
It  was  not  until  1906,  however,  that  tar  concrete  was 
given  consideration  as  a  pavement  for  use  on  state 
highways.  After  conducting  service  tests  for  three 
years,  Rhode  Island,  in  1909,  was  the  first  state  to 
adopt  the  tar  concrete  pavement  as  a  standard  type 
for  use  on  highways  outside  urban  districts.  Tar  was 
first  used  for  surface  treatments  in  Erance  in  1871. 
In  the  United  States  thin  tar  surfaces  were  first  em- 
ployed, in  Montclair,  N.J.,  in  1894.  In  America,  how- 
ever, the  rapid  development  of  the  use  of  tar  for  sur- 
face treatments  did  not  begin  until  1906. 

TAR  SURFACES 
Tar  surfaces  may  be  considered  as  divided  into 
two  classes.^  The  first  class  consists  of  thin  superficial 
coats  of  tar  with  or  without  the  addition  of  such  ma- 
terials as  stone  chips,  fine  gravel  or  sand.  When  this 
type  of  tar  surface  has  been  under  trafific  for  from  one 
to  two  years,  the  road  metal,  or  other  material  com- 
posing the  wearing  course,  is  exposed.  The  second 
class  consists  of  coats  of  tarred  material  of  apprecial)le 
thickness,  usually  over  one-half  inch,-  and  are  formed 
by  the  application  of  one  or  more  treatments  of  tar 
with  sand,  gravel  or  stone  chips  added.  Surfaces  of- 
this  class  are  known  as  tar  carpets  or  Ijlankets.  They 
rarely  wear  down  uniformly  to  the  wearing  course  and 
hence  increase  unevenly  in  thickness  by  retreatments. 

Construction 

Before  constructing  a  tar  surface  on  a  ])roken  stone 
or  gravel  road,  every  precaution  should  be  taken  to 
secure  the  best  sub-drainage  which  is  practicable  under 
the  local  conditions.  All  depressions,  ])ot-holes,  ruts, 
or  other  irregularities  should  l)e  filled  with  thoroughly 
compacted  tar-coated  stone  so  that  the  whole  surface 
of  the  roadway  is  even.  All  surplus  dust  must  be  re- 
moved so  that  the  larger  pieces  of  broken  stone  of 
the  roadway  surface  are  exposed  but  without  breaking 
the  bond.  This  cleaning  process  is  accomplished  by 
the  use  of  horse  sweepers  and  fine  bass  brooms,  with 
coarse  fiber  brooms  and  fine  bass  brooms,  or  by  a 
vacuum  process.  If  there  is  caked  mud  on  the  sur- 
face of  the  roadway,  wet  brushing  will  prove  advant- 
ageous. 

It  is  apparent  that  the  character  of  the  cleaned  sur- 
face will  l3e  affected  by  the  method  which  was  used  in 
the  original  construction  of  the  roadway.  If  the  prac- 
tice of  some  English  and  American  engineers  in  using 
large-size  stone  varying  from  1  to  2^  inches  in  long- 

*  Consulting  Highway  Engineer,  New  York,  before  Fifth  Canadian  Good 
Roads  Congres.s,  Hamilton. 


est  dimensions  i<jr  liic  to]j  cour-c  oi  a  broken  >toiie 
road  is  followed,  and  the  stone  is  hard  and  tough, 
the  desired  surface  can  be  easily  secured.  The  sur- 
face of  the  large  stones  in  such  a  roadway  are  easily 
cleaned  by  brushing  without  the  dislodgment  of  stones 
ill  the  surface.  A  clean  mosaic  surface  is  of  the  utmost 
importance  from  the  standpoint  of  the  formation  of 
a  satisfactory  bond  between  the  broken  stone  and  the 
tar.  The  maintenance  of  tar  surfaces  on  wearing 
courses  of  large  broken  stone  is  economical,  since  after 
the  tar  surfaces  wears  away  in  spots,  the  mechanic- 
ally interlocked  large  stones  will  (jf  themselves  gen- 
erally have  sufficient  stability  to  withstand  the  effects 
of  traffic  until  retreated.  On  the  other  hand,  if  the 
top  course  of  a  broken  stone  road  has  been  constructed 
of  a  product  varying  in  size  from  ^  to  1^4  inches,  it 
will  be  very  difficult,  if  not  impossible  in  the  case  of 
soft  .stone  to  secure  an  even,  clean  surface.  Even 
after  thorough  brushing,  a  film  of  impalpable  dust 
usually  covers  the  surface  of  the  roadway.  During 
hard  brushing  small  depressions  will  probably  be 
formed  by  the  disi)lacement  of  ])ockets  of  dust  and 
the  smaller  sizes  of  stone.  l"'urthermore,  the  wheels 
of  vehicles  may  adhere  to  the  tar  and  thus  tear  up  the 
small  mineral  matter  adhering  to  it.  As  soon  as 
the  tar  surface  wears  out  in  spots,  rajjid  disintegra- 
tion of  the  exposed  broken  stone  or  gravel  surface, 
with  the  c()nse(|uent  formation  of  pot-holes,  is  apt- 
to  f)ccur. 

If  a  tar  surface  is  to  be  constructed  on  a  new 
broken  stone  or  gravel  road,  or  on  one  which  has 
just  been  resurfaced,  the  tar  should  not  be  applied 
until  the  crust  has  had  time  to  consolidate  under  the 
action  of  traffic  and  with  the  aid  of  the  binding  action 
of  dust  and  moisture.  If  it  is  im])racticable  to  post- 
pone the  surface  treatment,  special  care  should  be 
taken  to  secure  a  maximum  consolidation  of  the  crust 
of  the  roadway  by  puddling  and  rolling. 

When  the  tar  is  applied  the  roadway  surface  should 
be  bone  dry.  If  the  surface  is  damp  it  will  be  difficult 
to  secure  a  good  bond.  Distribution  of  the  tar  is  ac- 
companied by  two  methods.  Flow  by  gravity  is  util- 
ized in  one  method  and  mechanical  pressure  in  the 
other.  The  use  of  gravity  distributors  has  not  been 
developed  to  its  fullest  extent  in  America,  in  that  the 
use  of  mechanical  hnishes  or  the  brushing  of  the  ma- 
terial into  the  road  1)\  hand  brooming  has  never  been 
adopted  extensively.  I>y  brushing  after  gravity  dis- 
tri])iition,  it  is  possible  to  distribute  uniformly  1/4  to 
1/5  gallons  of  tar  jier  stjuare  yard.  In  some  cases, 
when  the  distribution  is  accomjilished  by  hand  broom- 
ing, the  adhesion  of  the  material  to  the  road  metal  is 
as  good  as  when  the  material  is  applied  under  jires- 
sure.  The  advantages  claimed  for  ])i"essure  distri- 
butors are:  aid  in  cleaning  the  surface  of  the  roadway, 
even  application,  distribution  of  small  amounts  per 
s(|uare  yard,  satisfactory  adhesion  obtained  between 
the  tar  and  the  surface  of  a  clean,  dry  roadway,  and 
rai)id  and  economical  distribution. 

As  a  general  rule  from  '4  to  gallon  jier  S(|uare 
yard  is  used  for  tiie  first  treatment,  preferably  in  two 
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applications.  The  amount  applied  per  treatment  de- 
pends upon  the  kind  of  tar,  the  character  and  condition 
of  the  surface,  and  the  details  of  the  method  of  ap- 
plication. For  example:  A  smooth  surface  composed 
of  larEje  sized,  tough,  hard  stone  and  well  compacted 
by  traffic,  would  require  from  0.25  to  0.35  gallons; 
for  a  somewhat  rough  surface  of  stone  having  a  medi- 
um toughness  and  hardness  and  recently  resurfaced, 
it  would  be  necessary  to  use  from  0.35  to  0.5  gallons 
per  square  yard  to  form  a  satisfactory  thin  tar  sur- 
face. 

The  superficial  coat  of  tar  is  usually  covered  with 
either  coarse  sand,  fine  gravel,  or  stone  chips  varying 
from  ys  to  inch  in  longest  dimensions.  Material 
containing  clay  should  not  be  used  as  disintegration 
may  result  by  the  emulsifying  of  the  clay  and  water 
on  the  tar  surface.  The  amount  of  sand,  stone  chips, 
or  gravel  used  per  square  yard  depends  upon  the 
quantity  and  kind  of  the  tar,  and  the  character  of  the 
surface  of  the  roadway.  From  5  to  20  pounds  per 
square  yard  have  been  used  satisfactorily  for  thin  tar 
surfaces;  5  to  12  pounds  for  from  0.1  to  0.25  gallons 
of  tar  per  square  yard ;  10  to  17  pounds  for  0.25  to  0.35 
gallons;  and  15  to  20  pounds  for  from  0.35  to  0.5  gal- 
lons. 

Cost  Data 

Under  normal  conditions,  w  ith  labor  and  foreman 
at  $2.00  and  $4.00  respectively  for  an  8-hour  day,  teams 
$5.00  per  day;  refined  tar  applied,  7  to  9  cents  per 
gallon  ;  and  top  covering  $2.00  to  $2.25  per  ton_de- 
iivered  ;  the  cost  of  tar  surfaces,  using  from  0.25  to 
0.4  gallons  of  tar  per  square  yard,  will  vary  from  4  to 
8  cents. 

TAR  MACADAM  PAVEMENTS 

A  tar  macadam  pavement  is  one  having  a  wearing 
course  of  macadam  with  the  interstices  filled  by  a 
penetration  method  with  a  tar  cement. 

Foundations 

Usually  tar  macadam  pavements  are  constructed 
on  broken  stone  or  gravel  foundations.  In  cases 
where  traffic  conditions  require  rigid  foundations  or 
where  materials  satisfactory  for  cement-concrete  may 
be  secured  at  a  much  lower  cost  than  broken  stone, 
cement-concrete  foundations  have  been  used  and  have 
been  found  to  be  satisfactory  and  economical.  The 
more  general  use  of  cement-concrete  foundations  is 
advisable  on  trunk  or  other  highways  where  traffic  is 
liable  to  increase  rapidly,  both  in  amount  and  weight. 
When  it  is  necessary  to  construct  a  more  durable 
type  of  wearing  course  than  tar  macadam,  the  cement- 
concrete  foundation  previously  constructed  proves  a 
valuable  asset  and  allows  reconstruction  to  be  accomp- 
lished economically. 

Physical  Properties  of  Road  Metal 

'J'he  weight  to  be  given  to  toughness  and  resist- 
ance to  abrasion  depends  primarily  upon  the  traffic 
to  which  the  pavement  will  be  subjected  and  the  de- 
tails of  the  method  of  construction  adopted.  For 
example,  for  many  highways  serving  as  feeders  to 
state  trunk  routes,  a  rock  having  a  toughness  of  not 
less  than  6  and  an  abrasion  loss  of  not  more  than  6 
l)er  cent,  would  prov-c  economical  and  satisfactory; 
but  if  used  on  state  trunk  highways  subjected  to 
horse-drawn  or  motor  trucks,  rock  having  a  tough- 
ness of  not  less  than  13  and  an  abrasion  loss  of  not 
more  than  3.5  per  cent,  should  be  em])loycd.  In  cases 
where  nu  k  w  itii  suitable  toughness  and  wearing  (|ual- 
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ity  is  not  locally  available,  satisfactory  results  may 
be  obtained  by  importing  the  broken  stone  for  the 
surface  of  the  pavement  and  using  local  rock  for  the 
lower  part  of  the  crust. 

In  order  that  road  metal  should  interlock  during; 
compaction  and  thus  provide  a  stable  wearing  course, 
a  proper  angularity  is  an  important  prerequisite.  The 
road* metal  should  not  contain  over  5  per  cent,  of 
particles  having  small  acute  angles,  nor  should  the 
product  contain  slivers.  Road  metal  which  has  a 
rough  or  coarse  grain  or  pitted  surface  is  preferable 
to  material  with  smooth  or  glassy  surfaces  as  the 
tar  cement  adheres  more  satisfactorily  to  the  former 
than  to  the  latter.  Cleanliness  is  an  essential  quality 
of  road  metal  for  the  wearing  course  of  tar  macadam 
pavements.  It  is  difficult  and  usually  impossible  to 
secure  a  good  adhesion  of  the  tar  cement  to  road  metal 
which  is  not  clean. 

Construction 

In  the  construction'  of  tar  macadam  pavement  it 
is  desired  to  secure,  (1)  a  stable  wearing  course  con- 
sisting of  broken  stone  or  similar  material  thoroughly 
rolled  so  that  it  will  be  well  compacted  and  keyed  to- 
gether and  with  the  several  sizes  of  material  uni- 
formly distributed,  and  (2)  a  uniform  distribution 
and  penetration  of  the  tar  within  the  upper  1^  to  3 
inches  of  the  crust.  Several  methods  of  con.struction 
have  been  devised  with  a  view  to  meeting  the  above 
prerequisites.  Careful  supervision,  based  on  experi- 
ence, is  necessary  to  prevent  non-uniformity  in  the 
density  of  the  wearing  course  of  broken  stone  and  in 
the  amount  of  tar  applied  per  square  yard.  It  is  evi- 
dent that  uniform  application  of  the  tar  will  depend 
upon  the  method  of  distribution  employed.  In  using 
vehicular  distributors,  one  cause  of  uneven  distribu- 
tion of  the  tar  is  overlapping  of  applications.  The  use 
of  strips  of  tar  or  wrapping  paper,  from  3  to  5  feet 
in  width,  placed  at  the  edge  of  an  application  has  pre- 
vented sections  of  the  wearing  course  receiving  double 
the  amount  of  tar  cement  specified. 

A  typical  American  method  of  construction  is  as 
follows :  The  metalling  of  the  wearing  course  is  a 
uniform  product  of  about  1  or  ly^  inches  in  size  or  a 
product  similar  to  or  larger  than  one  passing  over  a 
inch  and  though  a  2^  inch  screen,  and  the  voids 
in  the  upper  part  of  the  wearing  course  are  filled  after 
the  tar  cement  is  applied.  Practice  varies  with  refer- 
ence to  the  amount  of  rolling  of  the  wearing  course 
prior  to  the  application  of  the  tar  cement.  P'or  traffic, 
medium  or  heavy  in  weight  and  amount,  the  best 
results  have  been  secured  by  thoroughly  rolling  the 
road  metal  and  thus  securing  maximum  interlocking 
of  the  particles  and  thereby  securing  the  highest  de- 
gree of  stability  practicable  by  this  method.  The  tar 
cement  is  applied  in  an  amount  varying  from  1^  to 
2  gallons  per  square  yard,  after  which  -^^-inch  stone 
chips  or  a  product  similar  to  one  passing  a  ]%-inch 
and  through  a  1-inch  screen  is  spread  and  thoroughly 
rolled.  ■  Usually  the  surface  is  then  broomed  with  stiff 
brooms,  removing  the  excess  loose  broken  stone,  and 
another  coat  of  tar  cement,  from  1/3  to  1  gallon  per 
square  yard  is  applied,  covered  with  a  layer  of  stone 
chips  or  pea  gravel  and  rolled. 

A  tar  macadam  pavement  called  Pi'tchmac  by  its 
inventor,  J.  A.  Brodie, -city  engineer  of  Liverpool, 
has  been  used  to  a  considerable  extent  in  iMigland, 
and  has  been  ado])ted  as  a  standard  type  by  the  Road 
I^oard  of  England.  It  is  constructed  on  a  foundation 
of  stone.    The  wearing  course  of  broken  stone  varies 
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ironi  2  to  4j/2  inches  in  depth,  (le])cii(lcnt  upon  tniflic 
Conditions.  If  the  wearing  course  is  from  2  to  3  inches 
in  thickness,  it  is  constructed  in  one  layer,  and  if 
from  4  to  4y>  inches,  in  two  h'lyers.  The  single  layer, 
and,  in  the  case  of  two  layers,  the  upper  layer  is  com- 
posed of  hroken  stone  ranging  in  size  from  ljS4  to 
inches.  After  thorough  rolHng  the  tar  compound 
is  applied  to  the  single  layer  or  to  each  of  the  layers 
of  the  two-layer  wearing  course.  The  tar  compound 
used  in  England  consists  of  hot  sand  mixed  with  tar 
pitch.  From  1^  to  2  gallons  per  square  yard  are 
used  for  the  one-layer  wearing  course  and  from  3^4 
to  33/2  gallons  for  two  layers.  To  assist  in  completely 
filling  the  voids,  chips  varying  in  size  from  ^  to 
inches  are  applied  during  the  rolling  of  the  tar  grouted 
layer.  The  oldest  sample  of  Pitchmac  in  Liverpool 
was  laid  in  Princes  Avenue  in  1901,  near  the  end  of 
Eversley  Street,  and  has  been  in  continuous  use  ever 
since  without  repair.  This  avenue  carries  a  large 
volume  of  light  motor  and  carriage  traffic,  as  well  as 
some  of  a  heavier  character,  the  traffic  amounting  to 
120,000  tons  per  yard  width  per  annum. 

Pitchmac  has  been  used  to  a  limited  extent  in 
Massachusetts.  The  writer  is  indebted  to  Mr.  Arthur 
W.  Dean,  chief  engineer  of  the  Massachusetts  High- 
way Commission,  for  the  following  authoritative  and 
instructive  data  covering  the  cost  of  construction  and 
maintenance  of  Pitchmac  pavements  having  top 
courses  of  2  inches  filled  with  tar  and  sand  and  founda- 
tion courses  of  4  inches  of  broken  stone. 

Tyngsboio  W  

Natick  E  

Newton  

Reading  S  

Wayland   

Gloucester  W  

Boston   

Notes:  The  character  of  traffic  on  the  several  sections  is 
as  follows: 

Tyngsl:>oro  W. — Heavy  pleasure  travel,  truck  and  logging 
teams,  in  spring  and  fall. 

Natick  E. — Pleasure  cars,  trucks,  Ijetween  Framingham 
and  Boston. 

Newton. — Pleasure  cars  70  per  cent.,  15  per  cent,  trucks, 
15  per  cent,  teaming. 

Reading  S. — Pleasure  cars.    Very  heavy  trucking. 
Wayland. — Pleasure  cars.    Very  heavy  trucking. 
Gloucester  W. — Pleasure  car.s  80  per  cent.,  trucks  10  per 
cent.,  team  10  per  cent. 

Boston. — -Mostly  trucks  and  -  teaming,  pleasure  cars  30 
per  cent. 

Maintenance  cost  is  average  per  square  yard  per  year 
since  surface  was  laid  and  with  exception  of  Reading  S.  is 
entirely  for  sanding.  There  having  been  no  repairs  made  nor 
necessary  nor  probably  will  be  for' some  years.  At  Reading 
the  contractor  had  poor  workmen  and  early  corrections  were 
necessary  on  that  account.  The  sanding  was  necessary  most- 
ly on  account  of  surplus  tar  on  surface  and  perliaps  35  per 
cent,  for  slipperiness  during  cold  weather.  Notice  no  repair 
expense  at  Boston,  due  to  perfect  workmanship.  This  is 
partly  the  result  of  experience,  as  it  is  the  latest  piece  laid 
and  can  be  equalled  under  favorable  conditions. 

Distributors 

The  appliances  used  in  the  distribution  of  tar  ce- 
ments may  be  classified  as  gravity  distributors  and 
pressure  distributors.  The  market  is  supplied  with 
so  many  different  types  that  a  thorough  investigation 
should  be  made  preceding  the  purchase  of  a  machine. 
The  following  factors  should  be  given  consideration 
when  selecting  a  distributor:  (1)  character  and  range 
of  work  upon  which  the  distril)utor  will  be  used;  (2) 
present  and  probable  requirements  in  specifications 
pertaining  to  type  and  details  of  distributors  and  the 
work  to  be  done;  (3)  different  types  and  grades  of 
tar  cements  which  the  machine  will  distribute,  and  the 
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range  in  the  .imoiint  per  scjuare  yarrl  which  can  be 
applied;  (4 j  gravity  or  jjressurc  distriinition,  and,  if 
the  latter,  the  range  in  jircssure  per  s(|uare  inch;  (5j 
method  of  controlling  uniformity  and  amount  of  dis- 
tribution; (())  accessories  of  distributors  for  heating 
material,  recording  temperature  of  tar  cement,  amount 
in  tank,  and  amount  of  pressure,  and  shutting  off  tar 
cement  at  end  of  run;  (7)  width  of  distribution  and 
means  for  modifying  same;  motive  power;  (9) 
width  of  tires  and  loads  jjcr  linear  inch  of  tires  when 
tank  is  full;  (lOj  ease  of  operation  and  repair;  (11) 
structural  strength;  (12)  amount  and  character  of 
labor  required  to  efficiently  operate  the  distributor; 
(13)  economics,  including  overhead,  f^jjeration  an(l 
maintenance  charges. 

Cost  Data 

The  cost  of  tar  pavements,  built  by  jjenetration 
methods,  varies  with  the  amount  and  kind  of  tar 
cement  and  road  metal  used,  and  the  method  of  con- 
struction employed.  An  average  cost,  using  6  to  8 
inches  of  compacted  broken  stone  and  a  total  of  2  to 
2%  gallons  of  tar  cement  per  s(|uare  yard  varies  from 
25  to  40  cents  per  square  yard  in  excess  of  the  cost 
of  water-bound  broken  stone  roads,  or  from  70  cents 
to  $1.25  i)er  square  yard  . 

TAR  CONCRETE  PAVEMENTS 

A  tar  concrete  is  one  composed  of  broken  stone, 
broken  slag,  gravel  or  shell,  with  or  without  sand, 
Portland  cement,  fine  inert  material  or  combinations 
thereof,  and  a  tar  cement  incorporated  together  by  a. 
mixing  method. 

Classification 

Tar  concrete  pavements  may  generally  be  grouped 
in  three  classes.  The  essential  characteristics  of  the 
three  classes  are  as  follows : 

Class  A. — A  tar  concrete  pavement  having  a  min- 
eral aggregate  composed  of  one  product  of  a  crushing 
or  screening  plant. 

Class  B. — A  tar  concrete  pavement  having  a  min- 
eral aggregate  composed  of  a  certain  number  of  parts 
l)y  weight  or  volume  of  one  product  of  a  crushing  or 
screening  i)lant  and  a  certain  number  of  parts  by 
weight  or  volume  of  sand,  broken  stone  screenings 
or  similar  material,  with  or  without  a  filler. 

Class  C. — A  tar  concrete  ])avement  having  a  pre- 
determined mechanically  graded  aggregate  composed 
of  broken  .stone,  broken  slag,  gravel  or  shell,  with  or 
without  sand,  portland  cement,  fine  inert  material  or 
combinations  thereof. 

Patent  Litigation 

In  connection  with  the  design  or  selection  of  a 
suitable  type  of  tar  concrete  pavement,  it  is  necessary 
to  consider  the  possibility  of  an  infringement  suit  be- 
ing brought  by  one  of  the  i)atentees  of  jiroprietary 
pavements.  Highway  engineers  and  contractors  are 
primarily  interested  in  the  types  of  tar  concrete  pave- 
ments which  may  be  constructed  without  danger  of 
litigation  rather  than  in  a  voluminous  discussion  of 
the  ])rt)l)al)ilities  of  successfully  ilefending  infringe- 
ment suits. 

Class  A. — There  is  ample  evidence  at  iiand  that  tar 
concrete  pavements  of  Class  .\  may  be  ctMistruoted 
without  danger  of  litigatii^n  proceedings. 

Class  B.— The  history  of  litigation  cases  indicates 
that  the  construction  of  unpatented  tar  concrete  pave- 
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monts  of  Class  B  on  a  large  scale  will,  in  all  i)rob- 
ability,  lead  to  an  infringement  suit. 

Class  C. — With  the  exception  of  the  class  of  tar 
concrete  pavements  having  mineral  aggregates  sim- 
ilar to  that  covered  by  the  Topeka  decree,  the  ex- 
tensive use  of  non-patented  tar  concrete  pavements 
of  Class  C  will  usually  lead  to  litigation  proceedings. 

Foundations 

ATany  failures  have  occurred  due  to  laying  tar 
concrete  pavements  on  weak  foundations.  Of  the 
more  common  types  of  foundations,  satisfactory  results 
have  been  obtained  under  medium  traffic  with  thor- 
oughly filled  and  compacted' broken  stone  and  tar  con- 
crete foundations.  Cement-concrete  foundations 
should  generally  be  used. 

Construction 

Under  Class  A,  two  types  of  pavements  will  be 
considered.  The  most  efficient  type,  as  laid  in  Am- 
erica, has  a  mineral  aggregate  which  \yill  comply  with 
the  following  requirements:  All  of  the  broken  stone 
or  broken  slag  shall  pass  a  l>4-i"ch  screen  ;  not  more 
than  10  per  cent,  nor  less  than  1  per  cent,  shall  be. 
retained  on  a  1-inch  screen ;  not  more  than  10  per 
cent,  nor  less  than  3  per  cent,  shall  pass  a  J^-i^ich 
screen. 

This  aggregate,  for  small  jobs,  may  be  mixed  with 
hot  tar  cement  by  hand  methods.  Usually,  however, 
mechanical  heating  and  mixing  plants  should  be  used. 
In  a  complete  plant  for  the  manufacture  of  tar  con- 
crete, the  aggregate  is  carried  by  bucket-elevators  to 
rotary  dryers,  where  it  is  dried  and  the  dust  exhausted  ; 
from  the  dryer  the  aggregate  is  raised  by  elevators  to 
storage  bins ;  when  required  the  aggregate  is  drawn 
from  the  bins  to  a  weighing  device,  and  from  there 
deposited  into  a  mixer.  Such  plants  are  also  equipped 
with  tar  cement  heating  tanks  and  weighing  buckets. 
A  plant  of  this  type  should  have  a  capacity  of  from 
800  to  1,000  sciuare  yards  of  2-inch  wearing  surface 
per  day.  For  the  type  of  tar  concrete  under  considera- 
tion, it  has  been  found  that  the  tar  mixture  should  con- 
tain between  5  and  8  per  cent,  of  tar  bitumen. 

An  important  detail  of  laying  is  thorough  rolling. 
An  even  surface  and  adequate  compaction  with  thor- 
ough interlocking  of  the  particles  of  broken  stone 
may  be  readily  obtained  by  the  proper  use  of  a  tan- 
dem roller  weighing  between  10  and  12  tons. 

Many  methods  have  been  developed  for  the  ap- 
])lication  of  the  seal  coat  of  tar.  It  has  been  found  that 
seal  coats  of  from  one-half  to  one  gallon  per  square 
yard  of  tar  cement  are  distributed  most  uniformly  by 
the  use  of  hand-drawn  gravity  distributors  followed 
by  a  squeegee. 

The  average  cost  of  this  tyi)e  of  tar  concrete  un- 
der normal  conditions  when  laid  as  a  2-inch  wearing 
course  should  be  from  25  "to  40  cents  in  excess  of  a 
water-bound  broken  stf)ne  wearing  course  of  the  same 
thickness. 

The  secf)nd  ty]K'  of  tar  concrete  of  Class  A  to  be 
considered  is  the  two  or  three  course  pavements  in 
which  each  course  consists  of  one  product  of  a  crush- 
ing or  screening  plant.  'Plie  excellent  tar  slag  con- 
crete ])avemenls  whicli  have  been  laid  in  England  since 
190.^  are  of  this  type.  Although  used  by  various  muni- 
cipalities, the  largest  yardage  of  this  type  has  been  con- 
structed by  Tarmac,  limited.  One  of  the  Tarmac 
|)lants  is  located  at  Wol verham])ton,  adjacent  to  that 
of  a  company  ])ro(lucing  large  (juantities  of  blast-fur- 
nace slag.    'I'he  large  molds  of  slag  are  transported 


by  small  cars  from  the  iron  works  on  a  narrow  gauge 
track  and  dumped  near  the  Tarmac  works.  These 
large  blocks,  while  still  warm,  are  broken  by  sledge^ 
hammer.s  to  a  size  suitable  for  the  crusher.  After  it 
is  crushed  and  screened  into  sizes  varying  from  tO' 
Zj/i  inches  it  is  mixed  with  a  tar  compound.  Since 
the  slag  is  warm  even  after  it  has  been  crushed,  no, 
heating  preliminary  to  mixing-  is  necessary. 

Although  in  some  cases  two  courses  of  tar.  slag- 
concrete  are  used,  usually  more  than  two  layers  of 
tar  coated  slag  are  employed,  as  was  the  case  with 
tar  slag  concrete  pavement  laid  at  Brighton-on-Sea. 
The  details  of  construction  follow :  On  a  well-com- 
pacted gravel  foundation  was  spread  a  scattering  of 
tar-coated  slag  chips ;  the  bottom  layer  was  com- 
posed of  2j/2  inches  of  compacted  1/4  to  2i^-inch  tar- 
coated  slag;  the  second  course  consisted  of  2  inches  of 
compacted  ^  to  1^-inch  tar-coated  slag;  the  third 
course  was  composed  of  a  thin  layer  of  %  to  ^-inch 
tar-coated  slag  chips,  which  layer  was  thoroughly 
rolled ;  the  pavement  was  finished  by  rolling  a  top 
dressing  of  uncoated  fine  slag  screenings. 

Tar  concrete  pavements  of  Class  C,  with  mineral 
aggregates  similar  to  the  modern  Topeka  grading, 
were  laid  in  Pittsburgh,  Pa.,  about  1890.  The  pave- 
ment laid  on  Lang  Avenue  has  been  in  service,  with 
only  nominal  repairs,  for  tfie  past  26  years.  Many 
similar  pavements  were  constructed  in  several  cities 
of  New  England  as  early  as  1885.  Since  1913,  tar 
Topeka  pavements  have  been  laid  in  several  states 
throughout  the  middle  west  of  the  United  States,  and 
also  in  cities  of  New  England.  Some  of  the  best  ex- 
amples of  this  type  of  tar  concrete  pavement  has  been 
constructed  with  about  8  per  cent,  of  bitumen  in  the 
mix  and  a  light  seal  coat  of  refined  tar. 


Accidents  on  the  Job 

Instructions  issued  by  Red  Cross  'to  Lumbermen  in  Oregon 
and  Washington 

Do  not  fail  to  give  attention  to  a  wound,  even  if 
very  slight. 

If  proper  first  aid  is  not  available  it  is  safer  to  ex- 
pose the  wound  to  the  open  air  than  to  cover  it  with 
unsterilized  cloth. 

Cut  or  pull  clothing  away  from  a  wound. 

Never  insert  anything  in  a  wound  and  never  wash  a 
wound  with  water. 

A  wound  should  be  treated  with  one-half  strength 
tincture  of  iodine  ,which  should  also  be  a])plied  for  an 
inch  around  the  edges  of  the  wound. 

iMactured  bones  should  be  properly  secured  in  place 
before  the  patient  is  moved. 

Watch  for  the  nervous  effect  of  shock,  and  treat  it 
l)y  lowering  the  head,  loosening  the  clothing,  and  keep- 
ing the  patient  warm  and  quiet. 


The  engineer  of  York  Township,  Ont.,  is  drawing 
up  a  scheme  by  which  it  is  hoi)ed  to  provide  ade(|uate 
drainaj^X'  for  the  township  with  the  co-operation  of  the 
city  of  Toronto.  The  ])lan  is  to  be  discussed  at  a  con- 
ference arranged  with  the  works  department  of  the 
city. 


1"lu'  Saskatclicwan  i)roviiicial  govenniU'iil  is  planning  lo 
erect  four  ])ul)lic  scliools  in  tlic  Mcliiioiiitc  colony  south  of 
.Swift  (  iiri-cnl. 
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Practical  Hints  for  the  Contractor 

that  may  save  him  time  and  money.  If  you  know  any  labor-saving  scheme, 
send  it  in — preferably  with  illustrations.     We  will  pay  for  all  accepted  articles. 


A  Simple  Lock  Nut 

We  were  troubled  with  the  nuts  kjosenitig-  up  on 
some  of  our  macliinery,  due  to  vibration,  or  other  rea- 
sons, and  as  no  lock  nut  could  be  used,  and  it  was  not 
feasible  to. pin  the  nuts,  we  had  to  use  some  sort  of 
locking  device.    Necessity  is  the  mother  of  invention, 


Improvised  Washer  as  Lock  Nut. 

for,  while  experimenting,  it  brought  about  the  highly 
successful  lock  washer  shown  herewith. 

These  sketches  are  quite  clear,  but  it  may  be  well 
to  say  that  the  hole  A  should  be  as  generous  as  reason- 
able for  receiving  the  lip.  Any  ordinary  washer  can 
be  vised.  The  lip  B  is  cut  in  with  a  hack  saw  before 
applying  the  washer.  This  is  turned  up  as  shown,  and 
with  a  punch  or  drift,  the  lip  A  is  impressed  into  the 
}iole. — Engineering  and  Cement  World. 


Make  Clip  File  into  Handy  Sketch  Board 

Clip  files  are  used  on  a  good  many  construction  jobs 
to  hold  paper  for  taking-  notes  in  the  field,  but  one 
was  recently  made  by  the  writer  on  which  a  triangle 
could  be  used,  and  which  proved  very  handy  for  mak- 
ing sketches. 

As  shown  in  the  drawing,  the  strip  along  the  edge 
of  the  board  is  made  of  wood'  about  j4  i"ch  thick.  A 


CardboartI k  fhicK 


CONVKNIKNT  KOR  MAKING  SKETCHES  OK  PI^ANS  OV 
I.AYOCT  ON  THE  JOB 

piece  of  an  old  ruler  or  yardstick  will  do.  'I'his  is 
planed  to  a  straight  edge  and  fastened  on  with  shoe 
nails  or  ordinary  pins  cut  the  ])roi)er  length.  The  thin 
strip  of  celluloid  at  the  top  is  raised  abi)ut  1/10  incli 
from  the  board  l)y  ])utting  mulerneath  it  a  cardboard 
strip.  This  allows  slip])ing  a  ])iece  of  i)aper  under- 
neath the  edge  of  the  celluloid.  The  spring  clip  holds 
the  celluloid  firmly  down  on   the  paper,  so  tliat  it 


lUiiiuiiiiuiiiyiiiiiiiui 


serves  both  as  a  clamp  and  as  a  straightedge.  The 
celluloid  strip  is,  of  course,  fastened  exactly  at  right 
angles  to  the  strip  along  the  sides. 

By  using  a  large  triangle  for  long  lines  and  a  little 
one  for  working  close  in  the  corners,  as  shown  on  the 
sketch,  the  device  is  converted  into  a  miniature  draft- 
ing machine.  Two  copies  of  pencil  sketches  can  readily 
be  made  by  using  carbon  paper. 

By  R.  T.  Brown. — Engineering  News. 


Tip  Boxes  Measure  Materials  Economically 

In  the  mixing  of  concrete  the  materials  should  be 
measured  accurately  if  the  best  results  are  to  be  ob- 
tained. Sometimes  the  wheelbarrow  in  which  the 
materials  are  carried  to  the  mixer  is  used  for  a  measure. 
To  insure  accuracy  in  measuring  the  materials  and  also 
a  minimum  of  wasted  time  the  tip  measuring  boxes 
shown  in  the  sketch  were  made.  The  bf)xes  are  made 
with  the  desired  cubic  capacity-  and  hung,  above  the 


Measuring  boxes. 

centre,  on  a  ll  j-in.  iron  i)ipe  axle.  The  boxes  .-liould 
])e  hung  high  enough  to  permit  a  wheelbarrow  to  be 
l)uslied  tmder  the  bottom  without  interference.  The 
sup])orts  are  made  of  2  x  4  and  4x4  in.  i)ieces.  strongly 
braced.  The  outfit  may  be  dismantled  iiuickly  and  re- 
assembled at  another  location,  and  the  parts  are  of 
handv  size  for  K)ading  on  a  vehicle.  In  use.  the  sliovel- 
ers  fill  the  boxes,  and  the  barrow  men  wheel  their  bar- 
rows under  the  boxes,  which  are  i)roniptly  tilled. —  Pop- 
ular Mechanics. 


On  March  1,  1''17,  4,032  traction  engines  were  in 
use  in  Kansas,  it  is  estimated  that  6.000  tt)  7.000  are 
now  in  use.  The  average  drawbar  horse-power  of  tlic 
traction  engines  in  use  is  12.5.  which  is  eiiuivalcnt  to 
about  25  brake  horse-power.  The  size  most  coniint>nly 
used  deveIo|)S  about  20  horsejiower.  The  average 
t)wner  used  his  tractor  40  to  50  days  last  year.  The 
majority  of  Kansas  traction  engines  are  pruiielled  i)y 
internal  combustion  engines,  using  gasoline  or  kero- 
sene for  fuel.  Steam  traction  engines  arc  used  to  a 
limited  extent  for  threshing  and  other  heavy  belt  work. 
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THE   CONTRACT  RECORD 


May  29,  1918 


Building  in  Montreal 

Building  in  iMontreal  continues  restricted,  the  per- 
mits last  month  standing  at  $539,890,  a  decrease  of 
$83,050  as  compared  with  the  corresponding  month  in 
1917.  The  indications  are  that  the  season  will  not  be 
as  good  as  last  year,  which  was  nothing  to  boast  about. 
The  prices  of  several  commodities  have  again  risen, 
which  tends  to  keep  down  construction  to  only  the 
most  urgent  requirements.  Lumber  is  a  notable  in- 
stance of  the  increased  value  of  materials,  prices  now 
being  the  highest  known.  Reports  from  the  province 
are  to  the  effect  that  a  fair  amount  of  building  is  pro- 
ceeding, and  in  Shawinigan  Falls  it  is  active,  due  to 
war  needs.  Important  .shipbuilding  projects  are  being 
carried  out  at  Three  Rivers  and  Lauzon,  and  there  is 
also  a  scheme  for  a  storage  dam  at  Lake  Brule  to  be 
built  for  the  Quebec  Streams  Commission.  Schools 
and  churches  will,  as  in  1917,  form  a  substantial  part 
of  the  work  to  be  done  in  the  province  this  year. 


Personals 

Mr.  Philip  J.  Turner,  F.R.I. B. A.,  has  been  appointed  act- 
ing assistant  professor  of  architecture  at  McGill  University, 
and  Mr.  F.  J.  Cronk  assistant  professor  of  railway  engineering. 

Mr.  Sydney-  M.  Johnson  has  been  appointed  by  the 
Stratford  city  council  as  temporary  engineer  during  the  ab- 
sence of  Mr.  A.  B.  Manson,  former  city  engineer,  who  is 
now  with  the  Canadian  Engineers. 

Engineer  James  C.  Wardrop  has  resigned  from  the 
works  department  staff  of  Hamilton,  Ont.,  and  is  taking  up 
new  duties  in  the  office  of  F.  R.  Warren,  architect.  His 
former  fellow-employees  presented  him  with  a  handsome 
gold  watch  as  a  token  of  their  esteem. 

Major  Thos.  R.  Loudon,  who  went  overseas  with  the 
No.  1  Construction  Battalion  as  Captain  and  Adjutant,  is  now 
on  his  way  home.  Major  Loudon,  previous  to  enlistment, 
was  assistant  professor  of  metallurgy  in  the  Faculty  of 
Applied  Science  and  Engineering  of  the  University  of  To- 
ronto, having  taken  his  degree  of  B.A.Sc.  in  1905.  * 


Obituary 

The  death  occurred  recently  of  Mr.  David  Webster,  of 
Rrantford,  Ont.,  advisory  engineer  for  the  city  waterworks. 

Mr.  James  Smith,  a  well-known  Tordnto  architect,  who 
had  practiced  in  this  city  for  about  45  years,  passed  away 
recently  at  his  home  at  the  age  of  88.  Mr.  Smith  was  born 
in  Scotland  in  IHliS  and  came  to  Toronto  about  1850.  He 
was  responsible  for  the  design  of  over  90  churches  in  the 
city. 


Mainly  Constructional 

East  and  West— From  Coast  to  Coast 


-  Letters  patent  have  been  granted  to  Fairfax  F'orgings, 
Limited,  Montreal,  capital  $1,. 500,000. 

'  The  Lake  Superior  Dry  Docks  and  Construction  Com- 
|)any,  Limited,  have  passed  a  l)y-!aw  changing  the  location 
<A  their  head  fjffice  from  Sault  Ste.  Marie,  Ont.,  to  Toronto. 

.'\  new  .Sunday  school  and  |)arish  hall  is  to  l)e  ])uilt  in 
Branlford,  (Jnt.,  in  connection  with  (Jracc  Church.  It  will 
l)e  of  brick  and  stone  construction  and  will  cost  about  $35,000. 

The  Leaside  Munitions  Company  propose  to  double  the 
size  of  their  jdant  at  Leaside,  Toronto,  and  work  is  about 


to  start  on  the  excavation.    The  company  at  present  employs 
1,500  men. 

The  waterworks  liy-lavi's  for  the  district  of  North  Van- 
couver, B.C.,  have  been  passed  by  large  majorities  and  the 
construction  of  the  new  water  system  east  of  the  Seymour 
River  is  to  be  proceeded  with. 

After  the  war  the  city  of  Hamilton,  Ont.,  will  under- 
take harbor  improvements  on  a  large  scale.  The  plans,  which 
cover  the  whole  twenty-mile  shore  line,  are  at  present  in 
the  hands  of  the  engineers,  but  as  yet  no  report  has  been 
given. 

Owing  to  the  high  cost  of  building,  the  Windsor  Board 
of  Education  has  abandoned  its  intention  to  erect  two  new 
16-room  public  schools  this  year.  Instead  they  plan  to  use 
five  portable  schoolhouses,  which  will  cost  approximately 
$8,000  each. 

The  $7,000,000  contract  in  connection  with  the  St.  Johnt 
harbor  improvement  will  include  the  completion  of  the  dry-| 
dock,  the  extension  of  the  breakwaters,  the  establishment  of^ 
a  steel  shipbuilding  plant  capable  of  turning  out  inammoth  i 
steamers,  and  the  construction  of  two  10,000-ton  steamships. 

The  contract  for  the  construction  of  the  nickel  and  cop- 
per refining  plant  at  Deschenes,  Que.,  for  the  British-Ameri- 
can Nickel  Corporation,  calls  for  completion  of  the  job  be- 
fore the  snow  falls.  The  buildings  and  machinery  will  cost 
over  one  million  dollars.  Bate,  McMahon  &  Company  have 
the  contract. 

The  erection  of  the  proposed  ,$400,000  briquette  plant  in 
Saskatchewan  by  the  governments  of  Manitoba  and  Sas- 
katchewan is  being  delayed  in  Ottawa.  The  Manitoba  Gov- 
ernment was  advised  some  time  ago  that  the  formal  official 
acceptance  of  the  scheme  would  be  forthcoming,  but  this  has 
not  yet  been  received. 

Among  the  items  appearing  on  the  supplementary  esti- 
mates of  the  Dominion  Government  are  the  following:  $175,- 
000  for  construction  of  bridge  on  the  Canada  Central  Rail- 
way over  the  Peace  River,  near  Peace  River  crossing;  $100,000 
for  Fraser  River  improvements;  $386,000  for  St.  Charles 
River  improvements;  $250,000  for  St.  John,  N.B.,  harbor. 

Work  on  the  Canadian  Northern  Railway  terminal  and 
repair  works  at  Leaside,  Toronto,  is  now  in  progress.  Gen- 
eral offices,  a  ten-stall  roundhouse  with  turntable  on  heavy 
concrete  foundations,  a  GO.OOO-million-gallon  water  tank,  coal- 
ing system,  planing  mills,  freight  car  repair  shop,  transfer 
table,  locomotive  shop,  coach  shops,  and  an  ice  house  are 
already  in  course  of  construction. 

The  contract  for  the  dam  and  concrete  power  house 
of  the  new  development  of  the  Southern  Canada  Power 
Company  on  the  St.  Francis  River  at  Drummondville,  P.Q., 
has  been  let  to  Morrow  and  Beatty,  Limited,  Peterborough. 
It  is  proposed  to  develop  10,000  h.p.  at  present,  but  provision 
is  being  made  in  the  power  house  for  ultimate  development 
(if  18,000  h.p.  The  work  will  include  about  80  miles  of  new 
transmission  lines,  for  linking  up  parts  of  the  system. — 
Montreal  Gazette. 

In  connection  with  an  item  of  $60,495  for  the  Geodetic 
Survey,  to  i)ay  expenses  of  the  survey  and  demarcation  of 
international  boundaries,  recently  brought  before  jiarliament, 
Hon.  Rudolplie  Lemieux  read  a  statenient  by  Naulon  Cau- 
chon,  (?ivil  engineer,  dealing  with  the  navigation  problem. 
Mr.  Cauchon  suggested  the  construction  of  canal  from  Car- 
dinal on  the  St.  Lawrence  River  to  Ottawa,  so  as  to  avoid 
the  .St.  Lawrence  Rapids.  He  estimated  that  this  project 
would  cost  some  fifty  million  dollars,  and  was  preferable 
to  the  Georgian  Bay  Canal  scheme,  which  could  hardly  be 
put  through  for  less  than  $150,000,000.  Mr.  Lemieux  asked 
llic  Minister  to  draw  the  attention  of  the  (jcodetic  Survey 
to  this  proposal. 


Contracts  Department 


News    of  Special  Interest  to  ContractorSf  En^eerst  Manafactnrers  aad 

Dealers  in  Building  Supplies 


Waterworks,  Sewerage  and 
Roadways 

Brooke  Township,  Ont. 

Townsliip  Council  contemplate  the 
construction  of  road  repairs  and  drain- 
age costing  $15,800.  Clerk,  W.  J.  Weed, 
Inwood. 

Elmira,  Ont. 

Town  Council  contemplate  the  con- 
struction of  a  concrete  road  on  Main  St. 
Clerk,  J.  H.  Ruppel. 

Perth,  Ont. 

Town  Council  contemplate  the  con- 
struction of  concrete  sidewalks  on  Her- 
riott,  Beckwith  and  Sherhrooke  Streets. 
Engineer,  A.  E.  Morris. 

Point  Grey,  B.C. 

Engineering  Department,  Town  Loun- 
cil,  contemplate  road  improvements 
costing  $10,000.    Clerk,  W.  A.  Sheppard. 

Renfrew,  Ont. 

Town  Council  contemplate  the  con- 
struction of  a  sewer  in  Plaunt  Park.  En- 
gineer. J.  R.  Stewart. 

Saanich,  B.C. 

Department  of  Pulilic  Works,  Pro- 
vincial Government,  contemplate  paving 
Colwood  Road  from  Parsons  Bridge  to 
Colwood  Hotel  with  asphaltic  concrete. 
Chief  engineer,  A.  E.  Foreman,  1613  Bel- 
mont Ave.,  Victoria. 

Sedgewick,  Alta. 

Town    Council    contemplate    the  con- 
struction   of   sidewalks   costing  $:!,2(i0. 
Secretary-treasurer,  E.  T.  Matchett. 

Town  Council  contemplate  the  con- 
struction of  three  concrete  reservoirs 
costing  $7,000.  Secretary-treasurer,  E. 
T.  Matchett. 

Sillery,  Que. 

The  Municipality  of  St.  Colomh  dc 
Sillery  contemplate  the  construction  of 
a  macadamized  road.  M.  Henry,  Roads 
Dept.,  Parliament  Bldgs.,  Quehec,  is  the 
engineer.-  Clerk,  Thos.  H.  McNeil.  Sil- 
lery. 

St.  Laurent,  Que. 

Tenders  are  heing  received  by  the  sec- 
retary-treasurer, Pierre  Bouffard,  St. 
Lament,  until  June  1  for  rejjairs  to  road- 
way tor  the  Town  Council.  Plans  and 
specifications  with  the  secretary-trea- 
surer and  the  engineer,  M.  Henry.  Roads 
Dept.,  Parliament  Bldgs..  Quebec. 

Thorold,  Ont. 

Tenders  will  be  called  about  May  :!0 
for  the  construction  of  300  feet  of  sewer 
with  laterals,  for  the  Town  Council. 
Clerk,  D.  J.  C.  Munro. 

Wheatley,  Ont. 

Town  Council  will  construct  cement 
sidewalks  on  Buchanan  and  Elm  Streets. 
Committee,  Councillors  Wilson  and 
Crew. 

York  Township,  Ont. 

Tenders  are  being  received  until  June 
3  for  the  construction  of  370  feet  of  12- 
inch  sewer  in  Eaton  Ave,  for  the  York 


Township  Council.  Plans  and  s|)ecifica- 
tions  with  the  engineer,  V.  Barber,  40 
jarvis  Street,  Toronto. 

CONTRACTS  AWARDED 
Sherhrooke,  Que. 

VVm.  Rutherford  &  Sons  Co..  Ltd.,  425 
Atwatcr  Ave.,  Montreal,  have  the  eon- 
tract  for  2,800  feet  of  Carey  Elaslite  pav- 
ing joints  for  the  Roads  Department, 
City  Council. 


Railroads,  Bridges  and  Wliarves 

Howick  Township,  Ont. 

Township  Council  contem])late  repairs 
to  three  bridges.  Clerk,  Mrs.  C.  E. 
Walker,  Gorrie. 

Maidstone  Township,  Ont. 

Tenders  are  being  received  by  the 
Clerk,  A.  Mousseau.  R.  R.  No.  1,  Soutii 
Woodslee,  until  June  10  for  the  con- 
struction of  the  Little  Base  T-ine  drain 
and  two  cement  bridges  over  drains  for 
the  Township  Council. 

St.  Lawrence  River,  Ont. 

Tenders  are  being  received  by  the  sec- 
retary. J.  W.  Pugsley.  Ottawa,  until  noon, 
June  5,  for  rebuilding  lower  entrance 
piers.  Locks  No.  23  and  No.  25.  for  the 
Department  of  Railways  and  Canals,  Do- 
minion Government. 

Vancouver,  B.C. 

The  Britisii  Columbia  Marine  Ltd., 
foot  of  Victoria  Drive,  will  construct  an 
addition  to  wharf.  Managing  director, 
Innes  Hopkins. 


Public  Buildings,  Churches 
and  Schools 

Forestburg,  Alta. 

Tenders  will  be  called  shortly  i)y  the 
secretary  at  Forestburg.  for  the  erection 
of  an  $18,000  consolidated  school  for  (he 
Forestburg,  Grainland,  Prairie  and  Ruff 
School  Districts. 

Halifax,  N.S. 

Tenders  are  being  received  l)y  the  ar- 
chitects, Harris  &  Horton.  Keith  Rldg.. 
for  plumbing  and  heating  in  connection 
with  the  erection  of  a  $4,000  addition  to 
church  for  St.  Malthias  Church.  Wind- 
sor, .Street. 

Tenders  are  being  called  for  repair> 
costing  $11,000  to  city  hall  for  the  City 
Council.    Clerk.  L.  F.  Monaghan. 

Tenders  are  being  called  for  repairs 
costing  $10,000  to  prison  for  the  City 
Council.     Clerk,  L.  F.  Monaghan. 

Montreal,  Que. 

E.  Martel,  031  Frontenac  Street,  will 
carry  out  the  roofing,  plumbing,  heating 
and  electrical  work  and  let  painting  for 
Ihe  erection  of  a  $13,000  church  for  the 
Roumanian  Ortiiodox  Churcli. 

New  Liskeard,  Ont. 

The  Department  oi  I'ublic  Works, 
Provincial   Government,   Toronto,  con- 


template the  erectifin  i>(  an  a;{ricultural 
sdiool  luTe. 

Ottawa,  Ont. 

.St.  I'auls  Methorlist  Church  cfinteiiii)- 
late  the  erection  of  a  $*)5,<U)0  church 
I'astor.  Dr.  Rose. 

Quebec,  Que. 

Tile    Military    Hrispitals    ( 'oniniission.  * 
22  \  ittoria  Street.  Ottawa,  contemplate 
the  erection  of  military  hospital.  Gen- 
eral superintendent,  J.  H.  W.  Bower. 

Sedgewick,  Alta. 

render.-,  will  be  called  at  rmce  for  the 
erection  of  a  $45,000  schfiol  for  the 
Sedgewick  ConsolidatCfl  School  Board. 
.Architect,  E.  Wright,  1(i  Credit  Foncier 
Bldg.,  ICdnionton. 

St.  Anne  de  Bellevue,  Que. 

i'lans  are  in  pr(igre>>  for  hos|>ital 
buildings  for  the  Military  Hospitals 
Commission.  23  X'ittoria  Street.  Ottawa. 
.\cting  chief  architect,  Mr.  \\  right.  Roli- 
inson  Bldg.,  Ottawa. 

St.  Thomas,  Ont. 

Tin-  Hoard  of  Education  are  interestcfl 
in  i)orlable  sclujols  to  cost  up  to  $1,500 
each.    Chairman,  Dr.  F.  E.  Bennett,  17 

Hincks  Street. 

CONTRACTS  AWARDED 
Fort  Qu'Appelle,  Sask. 

Tile  I'oole  Construction  Co..  Ltd.. 
.Smith  and  12th  .Streets.  Regina.  have  the 
general  contract,  and  Cotter  Bros..  Ltd., 
Fort  and  St.  Mary  Streets,  Winnii)eg, 
the  i)lunibing  and  heating  contracts  tor 
$206,000  tuberculosis  sanitorium  for  the 
Saskatchewan  .\nti-Tul)crculosis  League. 
Regina. 

Gananoque,  Ont. 

Mitchell  &  Wilson,  Market  St..  have 
the  general  contract  for  $t;.ti4()  school  for 
the  Board  of  |-".ducalion. 

Halifax,  N.S. 

S.  M.  Brookfield.  Ltd..  eiranvillc  St.. 
have  'the  general  contract  for  repairs 
costing  $(),000  to  church  for  the  Oxford 
Street  Methodist  Church. 

Mount  Dennis,  Ont. 

riu-  fidlowing  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $40,000  addition  to  school  for  Schoul 
.Section  Xo.  28  \'ork: — Masonry.  Teagle 
I't  .Son,  ,310  Davenport  Rd.,  Toronto;  car- 
I)entry.  Smith  &  McElroy.  20S  Close  .\ve.. 
Toronto:  plastering,  R.  (.".  Dancy.  15:! 
Spadina  Rd.,  Toronto:  electrical  work, 
W  .  F.  Moon  &  Co.,  2924  Dundas  Street. 
Toronto. 

St.  Marie,  Que. 

Pacpiet  &  Godboui,  21  W  illiam  Street. 
.St.  Hyaciiithe.  liave  the  general  con- 
tract for  repairs  costing  $7,500  to  church 
for  the  parish. 

Stanley,  N.B. 

M  W  .  Black  has  the  general  contract 
lor  two-stt>rey  churdi  hall  for  tlie  Church 
of  England,    .\rcliitecf.  tieo.  F.  Dunham. 

Winnipeg,  Man. 

Giecn  iS.  Lister,  Ltd.,  237  Fort  Street. 
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have  the  ventilating  and  heating  con- 
tracts for  addition  to  school  for  the 
School  Board. 

Woodslee,  Ont. 

W'm.  Conklin  Planing  Mills.  Lans- 
downe  Ave..  Kingsville.  have  the  car- 
pentry contract  in  connection  with  the 
erection  of  an  .$8,000  school  for  the 
School  Board. 


Business  Buildings  and  Indus- 
trial Plants 

Alvinston,  Ont. 

Robt.  Waddell,  Trenton,  will  rebuild 
flax  mill  at  a  cost  of  $10,000. 

Bathurst,  N.B. 

Plans  and  specifications  are  with  the 
architect.  Kenneth  G.  Rea,  38.5  Beaver 
Hall  Hill.  Montreal,  who  will  receive 
tenders  until  June  3  for  the  erection  of 
a  two-storey  stone  bank  for  the  Bank 
of  Montreal,  head  office,  109  St.  James 
Street,  Montreal. 

Belleville,  Ont. 

Tenders  will  be  called  shortly  for  the 
erection  of  a  livery  on  Grove  Street  for 
.\sseltine  &  Sons. 

Drumheller,  Alta. 

M.  C.  Switzer  will  erect  a  drug  store 
and  offices.  Two-storey,  fireproof  and 
brick  construction. 

Edmonton,  Alta. 

James  Ramsey  Co.,  Ltd.,  101st  Street, 
will  erect  a  $10,000  two-storey  brick 
warehouse. 

Edson,  Alta. 

The  Grand  Trunk  Pacific  Railway  Co., 
head  office,  Montreal,  will  start  work 
shortly  on  their  coal  mining  plant.  Sup- 
erintendent, VV.  P.  Hinton,  G.  T.  P. 
Office,  Edmonton. 

Elmira,  Ont. 

The  Elmira  Rul)ber  Company  con- 
template the  erection  of  a  one-storey  ad- 
dition to  building.  Superintendent,  A. 
Steen. 

The  Elmira  Machinery  &  Transmission 
Co.,  Church  Street,  contemplate  the  erec- 
tion of  a  factory  buildin.g.  Manager,  Ed. 
\'icc. 

Hamilton,  Ont. 

P.  H.  Secord  &  Sons,  Spectator  Bldg., 
have  the  general  contract  for  $6,000  store- 
house for  the  Imperial  Oil  Co.,  Church 
Street,  Toronto. 

P.  H.  Secord  &  Sons.  .Spectator  Bldg.. 
Hamilton,  have  the  general  contract  for 
$.")(). 000  warehouse  for  the  Imperial  Oil 
Co.,  .50  Church  Street,  Toronto. 

Leamington,  Ont. 

Ikiiry  Foster  has  the  general  contract 
for  $(io.()()0  tol)acco  factory  for  the  Im- 
|)erial  Tobacco  Co.  of  Canada,  Ltd.,  900 
St.  .\ntoine  St.,  Montreal. 

VV.  Link  has  the  general  contract  for 
$:!.5,000  one-storey  tobacco  factory  for 
the  Rock  City  Tobacco  Co.,  224  Dor- 
cluster  .Street.  Quebec. 

Loiselleville,  Ont. 

H.  J.  Heintz  C"o.,  ICrie  St.  S.,  Leaming- 
ton, contemplate  the  erecticni  f)f  a  branch 
plant. 

Londonderry  Station,  N.S. 

The  Cof)ke  Construction  Co..  Ltd., 
Halifax,  contemplate  the  erection  of 
storage  sheds. 


London,  Ont. 

Loews  Theatre  Syndicate,  New  York 
City,  contemplate  the  erection  of  a  the- 
atre here. 

Montreal,  Que. 

Philip  J.  Turner,  341  Beaver  Hall  Hill, 
is  preparing  plans  for  new  boiler  room 
and  steam  heating  plant  for  Molsons 
Bank,  300  St.  James  Street.  Manager, 
B.  H.  Waud. 

F.  X.  Chartier,  670  Ontario  St.  E.,  will 
erect  two-storey  brick  garage  and  sheds. 

New  Westminster,  B.C. 

The  erection  of  a  cooperage  factory  is 
contemplated  by  the  Great  Northern 
Canneries  Company.  Manager,  A.  H. 
Sherman. 

Plans  are  in  progress  for  a  sawmill  for 
the  Lumber  Products  Ltd.,  Brunette  St. 

North  Sydney,  N.S. 

A.  U.  Steele,  Commercial  Street,  has 
secured  a  site  on  which  he  will  erect  a 
business  block. 

North  Vancouver,  B.C. 

The  Great  Northern  Canneries  Com- 
pany contemplate  the  erection  of  a  fish 
smoking  plant.  Manager,  A.  H.  Sher- 
man. 

Plans  are  in  progress  for  cold  storage 
plant  costing  $70,000,  for  the  Great 
Northern  Canneries. 

Ottawa,  Ont. 

Plans  and  specifications  are  with  the 
architect,  J.  Albert  Ewart,  Booth  Bldg., 
Sparks  Street,  who  will  receive  tenders 
until  May  lU  for  the  erection  of  a  $16,- 
000  two,-storey  brick  store  for  Wm. 
Northwood,  50  Rideau  Street. 

Quebec,  Que. 

Philip  J.  Turner,  341  Beaver  Hall  Hill, 
Montreal,  is  preparing  plans  for  altera- 
tions and  addition  to  bank  for  Molsons 
Bank,  head  office,  300  St.  James  Street, 
Montreal. 

Shawinigan  Falls,  Ont. 

The  Canadian  Ferro  Alloys  Company 
contemplate  the  erection  of  a  $100,000 
factory.    Manager,  A.  R.  Raven. 

Steveston,  B.C. 

The  Steveston  Canning  Company  con- 
templates rebuilding  their  cannery  at 
once  at  a  cost  of  $7,000.  Manager,  Dr. 
Hcpworth. 

Gosse-Millerd  Packing  Co.,  Ltd.,  397 
Hastings  W.,  Vancouver,  plan  to  relniild 
their  cannery  at  a  cost  of  $70,000.  Man- 
ager, Francis  Millerd. 

Three  Rivers,  Que. 

Chas.  Page,  Hotel  St.  Louis,  will  make 
alterations  to  his  hotel. 

VVm.  Ritchie,  3  Hospital  Street,  will 
rebuild  his  garage  at  a  cost  of  $:),()00. 

Toronto,  Ont. 

'The  Toronto  Iron  Works  Ltd.,  Royal 
Bank  Bldg.,  will  erect  a  fabricating  shop 
costing  $12,500  at  the  foot  of  Cherry 
Street. 

J.  (iriffiths  &  Sons  Co.,  113  West  .^dam 
Street,  Chicago,  111.,  desire  suli-teiulers 
on  all  trades,  jjarticularly  plumbing, 
steam  fitting,  heating,  painting  and  elec- 
trical work  for  the  erection  of  a  $2,000,- 
000  mail  order  building  for  the  T.  ICalon 

Tenders  are  wanted  for  steel  and  rein- 
forced concrete  work  for  addition  to 
private  hotel  for  the  Waverley  Hotel,  448 
Spadina  Ave. 

The  Ontario  Soap  &  Oil  Co.,  74  Es- 


planade E.,  will  erect  a  three-storey  briclcj 
factorv. 


Trenton,  Ont. 

Molsons  Bank,  head  office,  300  St. 
James  Street,  Montreal,  are  having  plans 
prepared  for  alterations  and  addition  to, 
their  bank.  Architect.  Philip  1.  Turnef, 
341  Beaver  Hall  HiH,  Montreal.  ^ 

Vancouver,  B.C. 

John  Coughlan  &  Sons,  head  office,  5(j 
Beatty,  plan  to  rebuild  their  shipyards 
Front  and  Columbia  Streets.  Secretarj 
Stanley  Coughlan. 

J.  Coughlan  &  Sons,  Front  Street,  wt 
erect  an  addition  to  their  shipyards  ar 
boiler  shops  costing  $300,000. 

E.  A.  Morris,  431  Hastings  St.  W.,  wili 
require   3, .500   brick,   and   a   quantity  off 
lime,  cement,  and  plaster  for  alterations 
and  addition  costing  $13,500  to  the  "Mor-j 
ris"  buildin,g. 

CONTRACTS  AWARDED 
Brantford,  Ont. 

P.  H.  Secord  &  Sons,  general  contrac 
tors,  have  placed  the  contract  for  stea 
sash  for  the  new  I)uildin,g  for  the  Branf 
ford   Motors,   Limited,  with   the  A. 
Ormsby  Company,  I^td.,  48  Abell  Street, 
Toronto. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $17.5,000  shell  factory  for  Motor  i 
Trucks,  Ltd.,  Elgin  Street: — General  con- 
tract for  main  building,  P.  H.  Secord  & 
Sons,  13,5-137  Nelson  Street;  steel.  Do- 
minion Bridge  Co.,  Ltd.,  Dominion  Sta-  ; 
tion,  Lachine;  lumber.  Long  Lumber 
Co.,  38  James  St.  S.,  Hamilton;  lumber. 
Brooks  Lumber  Co.,  156  Pearl  Street, 
Toronto;  steel  cash,  A.  B.  Ormsby  Co., 
48  Abell  Street,  Toronto;  glass,  Hobbs 
Mfg.  Co.,  304  Ridout  St.,  London;  brick, 
Interprovincial  Brick  Co.,  33  Toronto 
Street,  Toronto. 

Edmonton,  Alta. 

The  E.  M.  Nesbit  Contracting  Co.,  Ltd., 
314  Williamson  Block,  have  the  general 
contract  for  $13,000  business  block  for 
Dr.  T.  H.  Whitelaw,  9904-103rd  Street. 

Gait,  Ont.  ■ 

The    following    contracts    have  beem 
awarded  in  connection  with  the  erectioM 
of  an  addition  to  plant  for  R.  McDougal|| 
Co.,   Chapman   St.: — Masonry,  J.  Web- 
ster, Crombie  St.;  carpentry,  Wm.  Hall- 
man,  51  Blenheim  Road;  electrical  work. 
Nil.  Scott  &  Bennett,  Dickson  St.;  glaz- 
ing and  painting,  R.  J.  McLeod,  Dickson 
Street. 

Halifax,  N.S. 

S.  M.  Brookfield  Ltd.,  Granville  Street, 
have  the  general  contract  for  $30,000 
hotel  for  the  ICing  Edward  Hotel. 

Hamilton,  Ont. 

VVm.  H.  Yates,  34  Leeming  Street,  ha 
the  general  contract,  masonry  and  steei 
for  the  erection  of  a  $:!0,000  brass  faC' 
tory  for  the  Hamilton  Brass  Co.,  Ltd.j 
Burlington  St.  E. 

Wm.  H.  Yates,  34  Leeming  St.,  ha 
the  general  contract,  masonry,  and  steel 
for  $15,000  one-storey  I)rick  addition  to,, 
.garage  for  Jolley,  James  &  Sons,  Ltd.ij 
Catharine    Street.     W.    A.    Edwards,  l}' 
Hughson  .St.  S.,  is  the  architect. 

Montreal,  Que. 

The  foUowin.g  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  .$2.5,000  factory  at  Prince  anj:l  Ottawa 
Streets  for  Darling  Bros.,  Ltd.,  120 
Prince  .St.,  who    will    let    the  healin,g: 


ill  k 


^lay  3!),  1918 


THK  CONTRAC'l"  RECORD 


43 


■  Wooden  sash,  Wni.  Rutherford  &  Sons 

■  L  Ltd.,  435  Atwatcr  Ave.;  steel,  Truss- 

■  Concrete  Steel  Co.,  2Sr,  Beaver  Hall 
""'■ll;  roofing,  Douglas  Bros.,  1!)  St. 
'''■Lurice  St.;  plumbing,  W.  J.  McCuire  & 
"'K,  Ltd.,  .'i^a  Craig  St.  W.;  painting, 
"»o-.  E._BIackwell,  4184  St.  c:atherine  St.; 

TeprooT  doors,  G.  W.  Reed  &  Co.,  Ltd., 
I  St.   Antoine   St.     The   general  con- 
'  fetors,  the  Foundation  Co.,  Ltd.,  Bank 
,\    I  Ottawa  Bldg.,  will  carry  out  the  ma- 
i    |nry,  carpentry  and  plastering. 

iThe  Atlas  Construction  Co.,  Ltd.,  ;!7 
blmont  St.,  have  the  general  contract 
,  Ir  three  storey  addition  to  shell  factory 
r  Lymburner  Ltd.,  .^GO  St.  Paul  St.  E. 
rchitect,  Alphonse   Piche,  3:5  Belmont 

Emile  Lepage,  34  St.  Vincent  St.,  has 
i(    ie  marble  contract  in  connection  with 
:  iterations  costing  .$9,000  to  moving  pic- 
re  theatre  for  L.  Sperdakos,  490  Centre 
jireet. 

iR  Dufresne,  253  St.  Laurent  Road, 
'is  the  roofing,  and  Otis-Fensom  Ele- 
'  Uor  Co.,  Ltd.,  368  St.  James  St.,  the 
levator  contract  in  connection  with 
)ofing  grain  elevator  and  alterations  to 
jarehouse  costing  $15,000  for  the  Mile 
nd  Milling  &  Warehousing  Co.,  131  Van 
orne  Ave. 

Vincent  &  Say  Electric  Co.,  351  Union 
ve.,  have  the  electrical  work  in  con- 
jction  wifh  alterations  costing  $6,000  to 
jilding  for  the  Gazette  Printing  Co., 
td,,  38  St.  Antoine  Street. 
John  McGregor  Ltd.,  523  St.  Cath- 
■ine  W.,  have  the  general  contract  and 
lasonry  for  alterations  costing  $15,000 
i)  store  for  the  Swift  Canadian  Co.,  Ltd., 
i)0, Craig  St.  E.  Carpentry,  roofing, 
lumbing,  painting,  glazing  and  electric- 
work  will  be  let. 
I  J.  Hogues,  281  Union  Ave.,  has  the 
eneral  contract  for  alterations  costing 
3,000  to  building  for  Sir  Thos.  Tait, 
Windsor  Hotel.  Architect,  Ed.  Maxwell, 
50  Beaver  Hall  Hill. 

I  The  Phoenix  Bridge  &  Iron  Works. 
,td.,  83  Coiborne  St.,  have  the  steel 
jntract  in  connection  with  the  erection 
f  an  addition  to  factory  for  the  Major 
[fg.  Co.,  Ltd.,  314  St.  Antoine  Street. 

Robertson  Bros.,  Desnoyers  St..  ha\  e 
ne  general  contract  for  alterations  and 
jddition  costing  $10,000  to  store  for  F. 
:.  Cornell  &  Co.,  10  Place  Royale. 

John  McGregor,  Ltd.,  511  St.  Catherine 
have  the  general  contract  for  the  con- 
ersion  of  hotel  into  bank  at  a  cost  of 
15,000  for  the  bank  of  Hamilton,  head 
ffice,  Llamilton.  Architect.  Kenneth  G. 
iea,  385  Beaver  Hall  Hill. 

^oosc  Jaw,  Sask. 

:  Alexander  &  Baird,  43  Fairford  St.  E., 
jave  the  plumbing,  heating  and  metal 
oofing  contracts  in  connection  with  the 
rection  of  a  $35,000  store  and  office 
building  for  the  Merchants  Bank  of  Can- 
da,  head  oftice,  Montreal. 

i/Iorris,  Man. 

I  Geo.  M.  Sorrer,  Letellier,  has  the  gcn- 
'ral  contract  for  $0,000  garage  for  Swain 
iros. 

ittawa,  Ont. 

The  Dominion  Bridge  Co.,  Ltd.,  C  arle- 
on  Chambers,  have  the  steel  work  m 
•onnection  with  alterations  costing  $9,- 
•00  to  offices  for  the  Toronto  General 
Trust  Corporation,  Trust  Building. 

D.  Cuthbertson,  710  Echo  Drive,  has 
he  general  contract  for  alterations  cost- 


ing $5,000  to  factory  for  stores,  etc.,  for 
the  Ottawa  Investment  Company. 

Alex.  Christie  &  Son,  Kenni->ton 
.Apartments,  have  the  general  contract 
for  remodelling  and  making  alterations 
to  storehouse  for  McDougals  Ltd.,  539 
.Sussex  Street. 

T.  C.  James,  110  IHora  Street,  has  the 
brick  work  in  connectir)n  with  the  erec- 
tion of  store  and  offices  costing  $25,000 
for  II.  H.  I'jrennan  Mstate,  care  of  archi- 
tect, J.  .Albert  Ewart,  Booth  Bldg.,  Sparks 
Street. 

H.  Baylin,  74  Friel  Street,  has  the 
general  contract  for  alterations  to  store 
for  H.  Manson,  and  will  retpiire  brick, 
sand,  stone,  cement  and  lumber. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $25,000  store  and  offices  for  H.  H. 
Brennan  Instate,  care  of  architect,  J.  Al- 
bert Ewart,  Booth  Bldg.,  Sparks  St.: — 
G.il vanized  iron  roofing,  McFarlane  & 
Douglas,  250  Slater  St.;  electrical  work, 
P.  Ackroyd,  410  Bank  .St.;  i)lumbfng  and  • 
heating,  J.  R.  McLennan.  240  Bank  St.; 
nainting,  Ritchie  &  Nunn,  10:i  .Sunny side; 
tile,  A.  K.  Mille  &  Sons,  191  Sparks  St. 

The  following  contract  have  been 
awarded  in  connection  with  the  erection 
of  an  $8,500  store  and  apartments  for 
Lt.  Col.  Gordon  Stewart,  15:!  (  ji  1  more 
St.: — Plumbing,  H.  Tapp,  36  Melrose 
Ave.;  electrical  work,  E.  G.  Tressider, 
58  Fifth  Ave.;  plastering,  Murphy  & 
Morrow,  Billings  Bridge. 

Pembroke,  Ont. 

A.  V.  Bycrs  Co..  Ltd.,  :{40  University 
Street.  Montreal,  have  the  general  con- 
tract for  $25,000  hank  for  the  Merchants 
Bank  ofX'anada,  head  oflice.  Montreal. 

Peterborough,  Ont. 

The  Canada  Foundry  Co..  Ltd..  212 
King  St.  W.,  Toronto,  have  the  steel 
contract  for  $16,000  business  block  for 
Bradlnirns  Ltd.,  358  George  Street. 

The  Canada  Foundry  Co.,  Ltd.,  212 
King  .St.  \\'..  Toronto,  have  the  steel  con- 
tract in  connection  with  the  erection  of 
a  $40,000  building  for  Robt.  Neill  Co., 
Limited. 

Quebec,  Que. 

L.  H.  Peters  Ltd..  10  Ste.  .\ngele  St., 
have  the  general  contract  for  two-storey 
addition  costing  $15,000  to  auditorium 
building  for  the  Auditorium  Theatre  Co.. 
St.  John  Street. 

L.  H.  Peters.  Ltd.,  10  Ste.  .\ngele, 
Quebec,  have  the  general  contract  for 
$:i,000  two-storey  frame  and  brick  store 
for  Jas.  Hazel,  i;i0  Grant  Street.  St. 
Roch's  Ward. 

Renfrew,  Ont. 

The  Stratford  Mill  Building  Co..  Strat- 
ford, have  the  general  contract  for  re- 
modelling flour  mill  at  .Argyle  and  Loch- 
iel  Streets  for  the  Renfrew  I'-lour  Mills 
Ltd. 

Saskatoon,  Sask. 

.Smith  Bros.  &  W  ilson,  20S  Glengarry 
T?lock,  have  the  general  contract,  .-ind  the 
W'heaton  I':iectric  Co..  :!15  20th  St.  W., 
the  electrical  work  for  $100,000  ware- 
house for  the  J.  H.  .Ashdown  Hardware 
Co..  Ltd..  1st  St.  N. 

.V.  W.  Cassidy  &  Co..  332  First  St.  \.. 
have  the  general  contract  for  two  one- 
storey  frame  stores  lor  I.  W.  Hair. 
Drinkler  No.  1.  N.  L.  Thompson.  :!5 
Willmigliby  Block. 

Swift  Current,  Sask. 

Mure  &   .\lc\\  illiams.  Second  St.    h.  . 


and  Chaplin  .Street.  Iiavc  the  «cniral 
contract  for  $.!0.000  clinic  liuilflinR.  Ar- 
chitects. Reilly.  Dawson  lie  Kiilly.  107 
Yager  Block. 

Sydney,  N.S. 

Jiilin  R.  .Martin.  \  ictoria  Road.  Iia>  ihc 
general  contract  for  $4,000  shop  anH 
residence  for  Robt.  Roberts. 

Thorndalc,  Ont. 

II.  T.  .VIossip  has  the  general  contract 
for  $;i,00()  one-storey  brick  garage  for  K. 
T.  \Vri;,'ht. 

Three  Rivers,  Que. 

Ale.N.  .M.iriruan  ha^  the  general  con- 
tract for  $0,000  two-storey  frame  jjuilfl- 
ing  fur  l)ui)lessis  &  Bellefcuille. 

Toronto,  Ont. 

(i.  II.  \\  t  ale  iS:  Son.  IH  .Xpplegrove 
.Ave.,  have  the  masonry  contract  for  $6,- 
250  store  anri  apartments  for  .\.  Simonc. 
2004  Queen  E.  .Arcliilect,  .A.  J.  Stringer. 
5:!  McLean  .Ave. 

Vancouver,  B.C. 

B.  Davidson.  10(2  Brougliton  St..  has 
the  general  contract  for  .$10,000  one- 
storey  brick  garage  for  F.  T.  .Andrews. 
1940  Arbutus  Street.  Robt.  M.  Mathe- 
son,  50!)  Richards  Street,  is  the  architect. 

Coffin  &  McLennan,  1701  Broadway 
W.,  have  the  general  contract  for  $3,700 
brick  garage  for  .A.  J.  T.  Taylor.  s50 
Hastings  St.  W. 

Welland,  Ont. 

J.  C.  Diftin.  Main  St.  E..  ha>  the  gen- 
eral contract  for  $0,000  addition  to  fac- 
tf)ry  for  the  \'olta  Mfg.  Co.,  Burgar  St. 

Winnipeg,  Man. 

l  arter-Halls-.Aldinger  Co..  1010  L'nion 
Bank  Bldg.,  have  the  general  contract  for 
$:!(). 000  warehouse  for  the  Imperial  f)il 
Co..  Ltd..  cor.  .\lexan<ler  and   Knox  St. 


Residences 

Dartmouth,  N.S. 

S.  P.  l)uni;ires(|.  Prince  St..  Halifax, 
is  preparing  plans  for  residence  for  \'in- 
cent  M.  Devan,  Queen  Street. 

Grand'Mere,  Que. 

J.  .\.  Leblanc  will  erect  tenements  and 
store  on  Principale  .Street  at  a  cost  of 
$10,001). 

Halifax,  N.S. 

S.  P.  Dum.iresi|.  Prince  -St..  is  i>repar- 
ing  plans  for  the  conversion  ni  residence 
into  apartments  for  Frances  J.  Driscoll, 
37  North  Street. 

Rancourt  &  Co.,  i;!3  Hollis  Street,  will 
erect  a  $;i.500  2'/2  storey  frame  residence. 

Frank  W.  Fraser.  12  .Argyle  St..,-  will 
erect  a  $5,000  and  a  .$;!.0()0  two-storey 
frame  resilience. 

Hamilton,  Ont. 

R.  S.  Mason.  41  Hilda  Ave.,  wdl  ericl 
three  $4,000  two-storey  brick  residences, 
carry  out  the  masonry,  carpentry  and 
roofing  and  are  open  for  tenders  on  all 
other  trades. 

W.  H.  Coopi-r.  Clyde  Bldg..  will  erect 
a  $4,000  two-storey  brick  double  resi- 
dence, carry  out  the  masonry,  carpentry 
and  roofing  and  let  plumbing,  heating, 
plastering,  painting  and  electrical  work. 

Mimico,  Ont. 

W  .  .Met  lint<Kk.  Mimico  Beach  1\0.. 
will  erect  seven  $3,000  2'.-  storey  brick 
residences  and  is  open  for  tenders  on 
l)lumbiiig  and  heating. 

J.  H.  Doughty.  Stanley  Ave.  has  the 


Tenders  and  For  Sale  Department 


PARLIAMENT  BUILDINGS,  OTTAWA 

Extension  of  Time 


The  lime  for  receiving  tenders  for  "Plate  Glass 
:.ii,l  Leaded  Glazing"  is  hereby  extended  to'  noon, 
June  4th  1918. 

JdUX  A.  PEARSON,  Architect. 

J.   ().   M.VRCllAXD,  Associate. 
Centre    lilock.    Parliament    Hill,  ^  ^^^^ 

Ottawa. 


Material  For  Sale 


The  Toronto  Electric  C. iminis-.innci  s  have  for 
sale  a  (luantity  of  sccon.l-liand  (in  cycle  trans- 
formers, recently  in  service,  also  a  .|uanlity  o 
electrical  supplies.  Eist  of  nialcnaK  and  full 
particulars  may  be  obtained  on  apidicaln)n  lo 
the  Purchasing  .\gent,  31)  Murray  .strccct,  I  o- 
ronto.  The  quantities  are  not  guaranteed,  and 
are  all   subject   to -prior  sale. 

No   tender   necessarily  accepted. 

Tenders  to  be  in  not  later  than  June  .)th. 


PARLIAMENT  BUILDINGS,  OTTAWA 


Tenders  Wanted  for 

Hydrated  Lime  and 
Hard  Wall  Plaster 


Sealed   lenders   will   be   received   by   the  undci 
signed  until  Noon,  June  18,  1918,  for  One  Thous 
and  Tons  (1,0(10)  more  or  less,  of  Hydrate  of  Ili^h 
Calcium  or  Magnesia  l.ime  or  an  approved  Hard 
Wall  Plaster. 

Prices  shall  be  based  u]ion  the  delivery  ot  this 
material  at  the  building  in  conformity  with  tlic 
specilications  and  the  samples  submitted,  m  sucli 
(|uanlities  as  may  be  directed,  and  to  ensure  (he 
completion  of  this  Contract  by  November  1,  1!)1S. 

Separate  lenders  will  be  submitted  for: — 

(a)  High  Calcium  1-ime. 

(b)  Magnesia  Eimc. 

(c)  Hard  Wall  Plaster. 

S|)Ccifications  and  any  olher  infonnalion  can 
be  obtained  at  the  office  of  the  General  Contrac- 
tors, P.  l.yall  &  Sons  Construction  Company, 
Limited,  Ottawa,  Ontario. 

Each  lender  must  be  accompanied  by  an  ac- 
cepted clie<|iie  on  a  chartered  bank,  payable  to 
Ihe  order  of  the  Minister  of  Public  Works,  for 
a  sum  not  less  than  five  iVcr  cent.  (5  p.c.)  of  the 
amount  of  the  tender,  which  will  be  forfeited  if 
the  parties  tendering  decline  to  enter  into  a  con- 
tract vvlicn  ealleil  U|>on  to  do  so.  Tf  the  leinlcr 
is  not  accepted  the  ebc<|ue  will  be  returned.'  If 
the  teniler  is  accepted  an  aildilional  clieipte  for  a 
sum  eci'iivnlcnt  to  live  per  cent.  (.")  jkc.  )  of  the 
amount  of  the  temler  must  be  deposited  before 
llie  contract  is  signed.  The  tola!  security  will 
ly  forfeited  if  tlie  Conlraclor  fails  to  coinijlcle 
I  be   work   conlraeted  for. 

I'ayineiils   fi>r   material    will   be   made  monlhly. 

Samples  must  be  submitted  with  the  tender. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

Enveloiies  containing  tcii'leis  tr>  he  markcrl  ; 
Hydrated  Lime  and  llanl  Wall  Plaster,  anil  ad- 
dressed  to  the  inideisiKneil. 

JOHN   A,   PE.NKSOX,  Archiicel. 
J.   O.   M  AH  CHAN  I),  .\ssorialc. 
(!rnlre    I'dock.    Parliament  Hill. 
Ottawa 


Department  of  Railways  and  Canals 

Ontario— St.  Lawrence  Canals 
GALOPS  CANAL 
Notice  to  Contractors 

Sealed  tenders,  addressed  to  the  undersignetl, 
and  marked  "Tender  for  Rebuilding  l^owcr  En- 
trance Pier,  Lock  No.  -i."),"  will  be  received  at 
this  oFiicc  until  lli  o'clock  noon  on  Wednesday, 
June  5,  1918. 

Plans,  specifications  and  form  of  contract  to 
lie  entered  into  can  be  seen  on  and  after  this  date 
at  the  office  of  the  Chief  Engineer  of  the  Depart- 
ment of  Railways  and  Canals,  (_)ttawa,  and  at  the 
office  of  the  Suiierintending  lingineer,  Ontario-St. 
La\\'rciice   Canals,   C"ornwall,  Ont. 

Copies  of  plans  and  specifications  may  be  ob- 
tained from  the  Department  on  the  payment  of 
the  sum  of  Twenty  Dollars.  To  bona  fide  ten- 
derers this  amount  will  be  refunded  upon  the 
return   of  the  above   in   good  condition. 

.\n  acce])ted  bank  checiue  on  a  chartered  bank 
of  Canada  for  the  sum  of  .fE.'ilK),  made  payable 
to  the  Older  of  the  Minister  of  Railways  and 
Canals,  must  aecomiiany  each  tender,  which  sum 
will  be  fcnfeited  if  the  party  tendering  declines 
entering  into  cimtract  for  the  work  at  the  rate 
slated  in  the  olTer  submitted. 

The  clieque  thus  sent  in  will  be  returned  to 
the  respective  contractors  whose  tenders  are  not 
acceiiled. 

The  cheipie  of  Ihe  successful  tenderer  will  be 
held  as  securily  oi-  ]iart  security,  for  the  fulfil- 
ment  of  llic  coiitiact   t(j  be  entered  into. 

The  lowest  or  any  tender  not  necessarily  ac- 
cepted. 

lly  orcler, 

J.  W.  PlIGSLEV, 

Secretary. 

Department  of  Railways  and  Canals, 

Ottawa,  May  1."),  P.H.S.  22-122 


Sealed  tenders,  addressed  to  the  undersigned, 
anil  endorsed  "Tender  for  re]iairs  lo  pier  at  Co- 
liourg,  ()iil,"  will  be  received  at  this  office  until 
4  p.m.,  on  Monday,  June  17,  1918,  for  the  con- 
stiuclion  of  repairs  to  the  Langevin  pier  at  Co 
hourg.  County  of  Northumberland,  Province  of 
( )ntario. 

Plans  and  forms  of  contract  can  be  seen  and 
speciricaliiiii  and  forms  of  tender  obtainetl  at  this 
I  )cpai"tinciil,  at  the  office  of  the  District  Engineer, 
E(iuity  liuilding,  Toronto,  Ont.;  anil  on  apidica- 
tion  to  the  Postmaster  at  Cobourg,  Ont. 

Persons  tendering  are  lujtilied  that  tenders  will 
not  be  consideicii  unless  made  on  the  printed 
forms  sn|iplieil,  and  ^iglH■ll  with  their  actual  sig- 
natures, slating  their  occupations  and  places  of 
residence.  In  the  case  of  linns,  the  actual  sig- 
nature, the  nature  of  the  occupation,  and  place  of 
residence  of  each  member  of  the  linn  must  be 
given. 

ICach  tender  must  be  accompanied  by  an  ac- 
cepted elieipie  on  a  chartered  bank,  payable  to  Ihe 
order  of  the  Minister  of  Public  Works,  ennal  to 
ten  per  cent.  (10  ji.c.)  of  the  amount  of  the  ten- 
der, wliicli  will  be  forfeited  if  the  person  tendering 
decline  lo  enter  into  a  conlract  when  called  upon 
lo  do  so,  or  fail  to  complete  the  work  contr;iclcd 
for.  If  Ihe  tender  be  not  accepted  the  clicijuc 
will   lie  returned. 

The  Dcparlmeiit  docs  not  bincL  itself  to  accept 
the  lowest  or  any  tender.  ' 

.\ole.  -  lihie  (irints  can  be  obtained  at  the  De- 
partment of  Public  Works  by  depositing  an  ac- 
cejited  bank  chc(|ue  for  the  sum  of  $20,  made 
liayahle  to  the  m'der  of  (he  Minister  of  Public" 
Works,  which  wdll  be  retnriud  if  the  intending 
bidder  submit  a  regular  bid. 

lly  order. 


K.   C.  I) 

I  U  pill  I  iiH  III    of    I'lildic  Works, 
Ottawa,  May  22,  1!H.S. 


CSKOCIIERS, 

Secret  a  i  y. 


Department  of  Railways  and  Cam 
Ontario— St.  Lawrence  Cana 

RAPIDE  PLAT  CANAl 

Notice  to  Contractor 

.Sealeil    tenders,    addressed    to    the  und^ 
and   niarkeil   "Tender   for   Rebuilding  hn.. 
trance    Pier,    I,ock    No.   2.'!,"   will   be   rec-n.  .. 
this  office  until  12  o'clock  noon  on  Wednesdi 
June  5,  1918.  }i 

Plans,  specifications  and  form  of  contract  ij| 
be  entered  into  can  be  seen  on  ami  after  tlw 
date  at  the  ofiice  of  the  Chief  Engineer  of  t'S 
Department  of  Railways  and  Canals.  Ottawa,  a™ 
at  the  office  of  the  Supcriiiteinliiig  iMigincci,  (i 
taiio-St.    Lawrence   Canals,   Corinvall,   ( )nl 

Copies  of  plans  and  specifications  may  he  h  a 
lained   from  the   Department  on  the  paymeul 
the  sum  of  Twenty   Dollars.     To  bona  fide  te 
derers    this   amount    will    be   refunded   upon  t 
return  of  the  above  in  good  condition. 

.\n  accepted  ehe(|ue  on  a  chartered  hank 
Canada  for  the  sum  of  .S2,,5llO,  made  payable 
the  order  of  the  Minister  of  Railways  and  Ca 
als,  must  accompany  each  tender,  wdiich  su 
will  be  forfeited  if  the  party  tendeiing  declin 
ciUeiing  inlo  contract  for  the  work  at  the  la 
stateif  in  the  offer  submitted. 

The  cheque  thus  sent  in  will  be  returned  lo  tlj 
res|ieclive  contractors  wdiose  tenders  are  not  a| 
cciited.  - 

The  cheque  of  the  successful  tenderer  will  I 
held   as   security   or   part   security,   for   the  'fulli 
ment  of  the  contract  to  be  entered  into. 
•  The     lowest     or     any     tender    not    necessarilj  J 
accepted.  ™' 
lly  order, 

J.  W.  PCGSLEN', 

.Secretar 

Department  of  Railwavs  and  Canals. 

Ottawa,  May  1."),  lOlS.  22-1 


Department  of  the  Naval  Service 

Tenders  for  Self  Propellet 
Coal  Discharging  Bridges 


.Sealed  tenders  addressed  to  the  undersigned  ^ 
endorsed  "Tenders  for  Coaling  Bridges,"  and  ht 
companied  by  a  certified  clie(|iie  for  10  per  cent' 
of  the  amount  of  the  tender,  will  be  received 
to  noon,  Friday,  May  31,  1918,  for  the  constrUCj 
tion  and  installation  of  two  coal  dischargtni' 
bridges  in   Halifa.s,  N..S. 

b'lill   jiarticulars   may   be   obtained   on  a|iplica 
tion  to  the  undersigned  or  to  the  ,  ,'\dmiral  Siyi 
erintendent,  H.M.C.  Dockyard,  Halifax,  N.S.  j, 
G.  J.  DESHARATS, 
Deputy  Minister  of  the  Naval  .Service! 
Ottawa,   May   10,  lOPS. 

Iliiauthori/ed  publication  of  this  adverliscmeni 
will  not  be  paid  for.  21-8; 


For  Sale 


Concrete  Mi.xcr,  Wcttlaufer  '/^  yard,  gasol^ 
engine,  4  h.p. ;  owner  no  further  use;  i^.'iOO.fitt 
Gasoline  hoist,  gasoline  engine,  2  h.p.  ()uantity 
of  scalTold  poles,  trestles  and  jdanks  and  other 
builders'   material.  Apply, 

.\.  JOHNSON, 

liurgcss  .We.,  I'oronto. 
I'lioiu-   lleach  .•!22.  22-2i 


Boil 


e  r  s 


..■isiSii:: 


^     W/"^    make    the  well    known  Inglis 
m               Standard  Return  Tubular  Boilers, 
W    in  all  sizes  and  capacities.      Inglis  boilers 
^     are  made  in  Canada  and  have  been  in- 
M     stalled  in  many  of  the  largest  steam  plants 
^     in  Canada. 

M            Quotations  gladly  furnished. 

wt 

The  John  IngUs  Company,  Limited 

ENGINEERS  AND  BOILERMAKERS 
14  Strachan  Ave.       -       -       Toronto,  Canada 

Ottawa  Representative— J.  W.  ANDERSON,  7  Bank  Street  Chambers 
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THE  CONTRACT  RECORD 


May  29,  1918 


plumbing  and  heating  contracts  in  con- 
nection with  the  erection  of  a  $4,000 
storey  brick  residence    for    T.  Lowes, 
Dartmouth  Crescent.    Other  trades  will 
be  let  later. 

J.  H.  Doughty,  Stanley  Ave.,  has  the 
plumbing  and  heating  in  connection  with 
the  erection  of  a  $3,000  3^2  storey  brick 
residence  for  W.  E.  S.  Savage.  Mimico 
.\ve. 

J.  H.  Doughty.  Stanley  Ave.,  has  the 
plumliing  and  heating  contracts  for  $5^- 
,)00  residence  and  garage  for  A.  E. 
Brunne.  \  ictoria  Ave. 

Montreal,  Que. 

Duquette  &  Patenaude.  239  St.  Joseph 
Blvd.,  will  make  alterations  costing  $0.- 
000  to  residence  on  Stanley  Street,  and 
will  let  electrical  work. 

D.  Farrell,  605  Lansdowne  Ave.,  will 
erect  two  one-storey  stone  and  brick 
residences  costing  $10,000. 

Jos.  Chartier.  010  Montcalm  St..  will 
erect  a  $3,000  two-storey  brick  residence. 

New  Glasgow,  N.S. 

G.  G.  Muir  contemplates  the  erection 
of  a  I'/y  storey  hollow  tile  residence. 
Plumbing,  heating,  painting  and  elec- 
trical work  will  be  let.  Architect.  Jas. 
Pye,  Manuel  St.  Lourdes. 

Ottawa,  Ont. 

Tenders  will  be  called  shortly  for  al- 
terations costing  $."),000  to  residence  for 
apartments  fur  Robt.  Brown,  135  Bay 
Street.  Architect.  \V.  E.  Noffke,  Cen- 
tral Chambers. 

Tenders  will  be  called  shortly  for  al- 
terations to  apartments  for  Thos.  A. 
Hodgson,  15  Cooper  Street.  Architect, 
W.  E.  Noffke.  Central  Chambers. 

Plans  and  specifications  are  with  the 
architect,  W.  E.  Noflfke,  Central  Cham- 
bers, who  will  receive  tenders  until  June 
(i  for  the  erection  of  tenements  costing 
$10,000  for  P.  H.  Wall,  559  King  Ed- 
ward Avenue. 

W.  H.  Lee,.  36  Barton  St.,  contemp- 
lates the  erection  of  a  residence. 

Blair  Rogers,  care  of  J.  D.  Wilson,  8 
.\llan  Place,  contemplates  alterations  to 
residence.  Eight  thcjusand  common  red 
brick,  stone,  cement  and  a  fpiantity  of 
l)!aster  will  be  required. 

F.  Fentiman,  Cameron  St.,  contemp- 
lates the  erection  of  a  residence  on 
Brighton  Avenue. 

Plans  and  specificatiftns  are  with  the 
architect,  J.  Albert  Ewart.  Booth  Bldg., 
Sparks  .St..  who  is  receiving  tenders  un- 
til May  31  for  alterations  costing  $12,000 
lo  residence  for  apartments  for  Chas. 
Hryson.  .Sparks  .Street. 

Perth,  Ont. 

Plans  and  specifications  are  with  the 
architect,  \V.  E.  Noffke.  Central  Cham- 
bers. Ottawa,  who  will  receive  tenders 
until  June  4  for  alterations  costing  $11,- 
000  to  residence  fur  Thos.  B.  Caldwell, 
Perth. 

Tenders  are  being  called  by  the  ar- 
chitect. VV.  iv  Noffke.  Central  Cham- 
bers, Ottawa,  for  alterations  to  residence, 

Pictou,  N.S. 

E,  McLaren.  Faulkland  Street,  is  erect- 
ing :in  addition  to  his  residence. 

Quebec,  Que. 

Anoime  Carrier.  3-5  de  Jumonville  St.. 
will  erect  a  $3,000  three-storey  lirick  resi- 
dence. 

Geo.  H.  'i  iircotlc.  '.12  Carnii  Street,  will 


erect  a  $6,000  three-storey  brick  resi- 
dence. 

Roche  Point,  B.C. 

The  Canadian  Roliert  Dollar  Co..  Ltd.. 
310  Hastings  St.  W..  \'ancouver.  are 
erecting  six  bungalows  and  will  let 
plumbing,  heating  and  electrical  work. 
Manager.  Mr.  Stanley. 

St.  Louis  de  France,  Que. 

Louis  Gilbert  will  require  40,000  red 
brick  and  150  bags  of  cement  in  connec- 
tion with  the  erection  of  a  $7,000  resi- 
dence. 

Sherbrooks,  Que. 

Telesphore  Daigle,'  21  St.  Louis  St., 
will  erect  a  $5,000  three-storey  mill  tene- 
ment. 

Sydney,  N.S. 

Louis  Finnstien  is  receiving  tenders 
for  the  erection  of  a  $4,500  frame  resi- 
dence on  George  Street.  Plans  and  spe- 
cifications with  the  owner. 

Toronto,  Ont. 

J.  S.  Case,  124  Grenadier  Road,  will 
erect  a  $3,500  2^  storey  brick  residence, 
buy  brick  and  lumber  and  let  smaller 
trades. 

D.  H.  Punnett,  200  Ellsworth  Ave., 
will  erect  two  $2,500  two-storey  brick 
residence  and  buy  brick  and  lumber. 

Geo.  F.  Cudmore,  63  Pacific  Ave.,  will 
erect  two  $3,000  two-storey  brick  resi- 
dences and  let  plumbing,  heating  and 
wiring. 

T.  J.  Maybee.  19S0  DufTerin  Street,  will 
erect  a  ])air  of  3J/)-storey  brick  residences 
costing  $5,000,  buy  brick  and  lumber  and 
let  heating,  plumbing,  etc. 

C.  Coldwell,  583  Carlaw  Ave.,  will  erect 
a  pair  of  two-storey  brick  residences 
costing  $5,000.  Plumbing,  heating,  wir- 
ing and  plastering  will  be  let. 

C.  J.  Powley,  66  Parkway  Ave.,  will 
erect  a  $3,250  two-storey  brick  duplex 
residence. 

E.  R.  Eyr»,  83  Balmoral  Ave.,  will 
erect  a  $3,500  bungalow. 

A.  Cornell,  35  Swanwick  Ave.,  will 
erect  a  pair  of  two-storey  brick  resi- 
dences costing  $3,500. 

J.  J.  Downey,  398  Sunnyside  Ave.,  is 
erecting  a  $5,000  duplex  residence  and  is 
receiving  tenders  on  hot  air  heating, 
lilumbing,   plastering  and  painting. 

The  Toronto  Housing  Company,  Ltd., 
I^iverdale  Courts,  contemplate  the  erec- 
tion of  a  number  of  residences.  Secre- 
tary, Walter  Armstrong. 

A.  &  Grant,  837  Logan  Ave.,  gen- 
^■ral  contractors  for  a  pair  of  residences 
costing  $7,000,  are  open  to  receive  ten- 
ders on  hot  air  heating,  i)lumbing,  wir- 
ing, plastering  and  painting. 

Weston,  Ont. 

The  Peoples  Land  &  P)uil(ling  Co..  Ltd.. 
20  King  I'..,  Toronto,  conteni])late  tlie 
erection  of  fifty  brick  residences. 

CONTRACTS  AWARDED 
Halifax,  N.S. 

Russell  &  Macaulay.  St.^T'au!  ,Bldg., 
have  the  general  contract  for  alterations 
costing  $6,400  to  residence  for  (J.  M. 
Parks,  164  .'\lmon  St. 

The  l'"astern  Investment  Co.,  Ltd., 
Cragg  Bldg.,  have  the  general  contract 
and  will  let  plumbing,  heating  and  elec- 
trical work  for  the  erection  of  a  $7,000 
I'esidence  for  Jas.  Hillis.  Hidlis  .Street. 

Tlic    i'';istern    Investnienl    C'orp.,  Ltd., 


Cragg  Bldg.,  have  the  general  contra 
and  will  let  plumbing,  heating  and  de 
trical  work  for  the  erection  of  a  $5,5i 
2^2  Storey  frame  residence  for  Nichol; 
Abotis,  York  Street. 

Hamilton,  Ont. 

The  following    contracts    have  bee 
awarded  in  connection  with  the  erectio 
of  a  $4,000  residence  for  W.  J.  Boyl 
Napier  Street.  Dundas  Street: — Gener 
contract,  roofing  and  carpentry,  M.  Ca 
ver,  67  Aikman  Ave.;   masonry,  W, 
Smith,  223  Maple  Ave.;  electrical  wot\ 
J.   Dynes.   20  Avalon   Place:  plumbing 
E.  Allison.  222  Duke  St.;  plastering, W 
Watson,  137  Main  St.  E.:  painting,  Gib 
son  Bros.,  172  Roslyn  Ave.    The  genera 
contractor  will  let  heating. 

The  following  contracts  have  beei 
awarded  in  connection  with  the  erectioi 
of  a  $3,000  residence  for  the  J.  W.  Lusk 
13  Flatt  Ave.,  who  will  carry  out  thi 
masonry,  carpentry  and  roofing: — Elec 
trical  work,  C.  Chadwick,  193  King  St.  E 
plumbing  and  heating,  L.  Gies,  Dundas 
plastering,  W.  E.  Bayliss,  372  Beach  Rd 
painting,  Marshall  Decorating  Co.,  73t 
King  St.  E. 

Mimico,  Ont. 

A.  E.  Brunne,  Victor  Ave.,  will  erectj 
a  $4,500  two-storey  brick  residence  and 
has  awarded  the  pluml)ing  and  heating 
contracts  to  J.  H.  Doughty,  Stanley  Ave 

A.  A.  Crowe,  Milton  Street,  has  the 
general  contract    and    J.    H.  Doughty 
Stanley  Ave.,  the  plumbing  and  heating 
contracts  for  $3,000  residence  for  J. 
Dunn,  Church  Street. 

J.  H.  Doughty,  Stanley  Street,  has  the 
plumbing  and  heating  contract  for  $3,0.00 
two-storey  brick  residence    for  J. 
Steele,  745  DufTerin  Street,  Toronto. 

Montreal,  Que. 

Nelson  Deslauriers,  11  St.  Joseph 
Blvd.,  has  the  general  contract  for  re 
pairs  to  residence  for  Robt.  Oliver,  624 
Sherbrooke  St.  W. 

A.    Leblanc,   3994   St.    Laurent  Blvd 
has  the  general  contract  and  will  let  sub 
trades  for  the  erection  of  a  $7,000  two 
storey    brick   residence    for  Brancel 
Fils,  Lajeunesse  Street. 

Arthur  Laquerre,  1681  Des  Erables 
Ave.,  has  the  general  coiitract  for  $4.- 
000  three-  storey  brick  residence  for  Ed- 
ouard  Gauthier.  158  St.  Jerome  Street. 

Paris,  Ont. 

Cunningham  &  Co.  have  the  jilumbing, 
and  S.  J.  Rendall  the  galvanized  iron 
work,  in  connection  with  the  erection 
of  six  workmen's  residences  costing  $18^ 
000  for  Penman's  Ltd.  "  I 

Quebec,  Que.  f 

Jos.  Gosselin.  Ltd.,  Levis,  have  thi 
general  contract  for  alteration  costini 
$9,655  to  residence  for  Nap.  Lavoie,  ^ 
Mont-Carmel  Ctreet.  1 

Jos.  Gosselue,  Dalliousie  St.,  has  thj 
general  contract  for  alterations  costinJ 
$6,000  to  residence  for  Pierre  LevesquJ 
115  St.  John  Street.  | 

Stratford,  Ont.  ' 

The  Avon  Plumbing  &  Heating  Co.;, 
Ontario  Street,  have  the  plumbing  and*' 
heating  contracts  for  two  $2,000  two- 
storey  residences  for  J.  M.  Lillow,  On- 
tario Street,  who  will  carry  out  the  ma- 
sonry, carjientry,  roofing,  plastering  and 
painting. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  five  $2,500  residences  for  E.  T.  Miller, 
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Mill  Fire  Hose 


The  masterly  qualities  of  Dunlop  Mill  Fire  Hose — the 
undeniable  superiority  under  every  test  — are  what  secured 
for  the  Dunlop  line  the  approval  of  the  Underwriters' 
Laboratories,  Inc.,  Chicago.  The  approval  takes  the  form  of 
authorizing  Dunlop  to  use  the  Underwriters'  label;  or,  in 
other  words,  their  O.K.  mark  on  every  50  foot  length  of 
"Dunlop  Underwriters'  Mill  Fire  Hose"  (Cotton  Rubber-Lined). 

Underwriters  do  not  have  a  habit  of  putting  their  approval 
on  secondary  products.  They  have  a  passion  for  going 
straight  to  the  brand  which  has  leadership  written  all  over  it. 
You  can  figure  out  for  yourself  the  merit  Dunlop  Hose  must 
have  to  be  so  highly  regarded  by  the  Chicago  Underwriters. 

Two  master  brands  of  Municipal  Fire  Hose  are — 
"Dunlop"  Double  Jacket  and  "IMPERIAL"  Solid  Woven  Jacket. 


Catalogues  supplied  on  request 


Also  Makers  of 
High-grade  Tires, 
General  Hose, 
Belting,  Packing, 
Valves,  Diaphragms, 
and  General  Rubber 
Specialties. 


DUNLOP  TIRE  &  RUBBER  GOODS 
COMPANY,  LIMITED 

Head  Office  and  Faclorio: 
TORONTO 


BRANCHES   IN    I,  K  A  P  I  N  G  CITIKS 
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For  Sale 

Travelling  A  Frame  Derrick 

CO  ft.  boom,  suitable  for  clam  shell,  orange  peel, 
or  coal  handling;  equipped  with  8  x  12  hoisting 
engine,  3  drum  and  swinger.  Excellent  condition. 
Immediate  shipment. 

The  A.  R.  Williams  Machinery  Co.,  Ltd., 

G4  Front  Street  West, 

17.t.f.  Toronto,  Ont. 


For  Sale 


1— Madison    Williams  30  in.,   20O  h.p.  Triumph 
Horizontal  Steel  Case  Turbine  Water  Wheel, 
2r>  feet  head,  complete  with  pulley. 

1—60  kilowatt,  2300  volt.  .3  phase,  GO  cycle,  1200 
R.  P.  M.,  belted  generator,  with  pulleys  and 
rheostats  and  exciter,  Crocker-Wheeler  make. 

S.lOfl  pounds  No.  6  p&S  hard  drawn  bare  copper 
line  wire. 

1,048  pounds  No.  14  B&S  hard  drawn  bare  copper 
line  wire. 

N.  E.  CARRUTHERS, 
Lacombe,  Alta.  Secretary-treasurer. 
May  11,  1918.  21-24 


300  Lauder  Ave.: — Concrete  foundation. 
H.  J.  MauRhan,  3.S3  Glenlake  Ave,; 
wranite  block  foundation.  Granite  Con- 
crete Block  Co.,  832  Weston  Rd.;  brick, 
VV.  G.  Hiscock,  87  Bartlett  Ave.;  car- 
pentry, C.  A.  Drew,  119  Nairn  Ave.; 
plumbing  and  hot  water  heating,  J.  Mc- 
Candlish,  216  Lauder  Ave.;  hot  air  heat- 
ing, A.  J.  Wise  Heating  Co.,  117  Vaughan 
Road,  and  G.  Iv.  Davies,  31)  Boon  .\ve. 

T.  \V.  Robinson,  11  Evelyn  Crescent, 
has  the  general  contract,  and  E.  Hulme, 
49  Vine  Ave.,  the  plumbing,  for  $3,000 
residence  for  L.  L.  Corley,  333  Harbord 
Street. 

VVm.  Edmonds,  -IG  Glenholnie  Ave.,  has 
the  general  contract  for  $5,7.')0  residence 
for  Mrs.  E.  J.  Ward,  14  Highview  Cres., 
and  will  sublet  smaller  trades. 

Sydney,  N.S. 

S.  H.  Stevenson  has  the  general  con- 
tract for  remodelling  residence  at  a  cost 
of  $0,000  for  J.  P.  Cotter.  Roofing, 
phiml)ing,  heating  and  electrical  wtjrk 
will  be  let. 

Toronto,  Ont. 

Wm.  .'Xdams,  103  East  Lynn  Ave.,  has 
tlie  plumbing  and  Leslie  Bros.,  1027  Ger- 
rard  E.,  the  healing  contract  in  connec- 
tirjn  with  the  erection  of  a  pair  of  resi- 
dences costing  $.5,.')00  for  Geo.  Drury, 
.'(73  Jones  Ave. 

Leslie  Bros..  1037  CJerrard  E.,  have  the 
heatin.g  contracts  in  connection  with  the 
erection  of  a  $3,500  2]/,  storey  brick  resi- 
dence for  J,  I'"..  VVainwright,  74  Normandy 
f'.lvd, 

VV.  F".  Sparling  Co..  Ltd.,  120  Bay 
Streft,  have  the  general  contract  for 
alterations  and  addition  costing  $3,7r)0, 
for  W.  VV.  Munn,  322  Si)adinu  Road. 

The  follr)wing  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $5,000  residence  for  F.  H.  Miller, 
29(1  Lander  .Ave.; — Block  foundation, 
(iranite  Concrete  Block  Co.,  832  Weston 
Rr.ad;  brick,  W.  G.  Hiscock,  07  Bartlett 
.Ave.;  carpentry,  C.  A.  Drew,  119  Nairn 
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Ave.;  plumbing  and  heating,  J.  McClan- 
dish,  310  Lauder  Ave. 

Vancouver,  B.C. 

H.  .v.  Wiles,  1301  Eighth  Ave.  W.,  has 
the  general  contract  for  $5,000  one- 
storey  residence  for  Mrs.  Jas.  Stark, 
2304  Ontario  Street. 


Miscellaneous 

Brantford,  Ont. 

The  Gas  Committee  have  presented  re- 
port to  Council  calling  for  the  securing 
of  an  engineer  to  investigate  the  exact 
status  of  Tilbury  gas  field,'  purification, 
and  advise  re  cost  of  an  artificial  gas 
plant.  Chairman  of -gas  committee.  Aid. 
Montgomery. 

Ekfrid  Township,  Ont. 

The  Warco  Oil  &  Gas  Co.,  Brantford, 
are  preparing  plans  for  oil  drilling, 
piping,  etc. 

Hepworth,  Ont. 

The  Northern  Gas  &  Gasoline  Com- 
pany have  started  work  drilling  several 
wells  for  gas  near  here  and  will  likely 
require  supplies.  Manager,  W.  McKil- 
lop,  Hepworth. 

Lynden,  Ont. 

R.  A.  Thompson  wants  one  second- 
hand 10  h.p.,  550  volt,  3  phase,  25  cycle 
motor. 

Ottawa,  Ont. 

Jas,  Mather,  110  Wellington  St.,  has 
been  appointed  architect  for  club  house 
for  the  Great  War  'Veterans'  Association, 

Pembroke,  Ont. 

T,  K,  Smith,  Plainsville,  Ohio,  will 
erect  a  hunting  lodge  and  building. 

Regina,  Sask. 

The  Commissioner,  Mr.  Thornton,  has 
been  instructed  to  call  for  tenders  for 
the  erection  of  a  grand  stand  of  concrete 
construction  for  the  City  Council.  Man- 
ager, D.  T.  Elderkin,  McCallum  Hill 
Bldg. 

Sedgewick,  Alta. 

Town  Council  contemplate  the  pur- 
chase of  fire  apparatus  including  a  45  h.p. 
engine.  Secretary-treasurer,  E.  T.  Mat- 
chett. 

Three  Rivers,  Que. 

Mr.  Alcide  Lebrun,  N.P.,  Bonaventure 
St.,  wants  quotations  on  a  quantity  of 
concrete  blocks  for  housing  (artificial 
granite)  at  once. 

Toronto,  Ont. 

A.  R.  Lundy,  257  King  St.  W.,  wants 
one  second  hand  punch  and  shear  to 
handle  up  to  3  in.  x  3  in.  x  ]/[  in.  angle 
work. 

Milton  &  Prentiss,  1504  Traders  Bank 
Bldg,,  want  one  second  hand  motor,  type 
8  X  10,  5  to  30  h.p,,  00  cycle,  550  or  220 
volts,  at  once. 

Tenders  will  be  received  until  June  11 
for  air  chambers,  cast  iron  special  cast- 
ings and  coal  crusher  for  the  Board  of 
Control.  Secretary,  Thos.  McOueen, 
City  Hall. 

Trenton,  Ont. 

Town  Council  contemjilate  the  pur- 
chase of  fire  equipment  costing  $10,000. 
Clerk,  (i,  VV,  Ostroni, 

Vancouver,  B.C. 

City  Council  contemplate  the  purchase 
of  a  fire  boat  costing  between  $125,000 
and  $150,000,  Clerk,  Wm.  McQueen,  1022 
Davie  .Street, 


May  29,  1918 

Victoria,  B.C. 

Tenders  are  expected  to  be  callj^ 
shortly  for  the  erection  of  a  $50,000  sHe|i 
for  the  Department  of  Public  Worira, 
Dominion  Government,  Resident  engi- 
neer, W.  A.  Gourlay,  3099  Granite  Street. 

CONTRACTS  AWARDED 

Halifax,  N.S. 

The    Nova   Scotia   Supply    Co.,    Ltd.,  i 
Tramway  Bldg.,  have  the  general  con- 
tract for  supply  of  crushed  stone  for  the 
City  Council. 

Hepworth,  Ont. 

Chas  Honson,  Dunnville,  has  the  gen- 
eral contract  for  gas  and  oil  drilling  for 
the  Northern  Gas  Company. 

Howick  Township,  Ont. 

John  Hyndman,  care  of  Mrs.  C.  E. 
Walker,  Township  Clerk,  Gorrie,  has  re- 
ceived contract  for  all  tile  required  for 
year.  Now  in  the  market  for  supplies, 
etc. 

Northumberland  County,  N.B. 

J,  S,  Porter,  197  Millidge  Ave,,  Fred- 
ericton,  has  the  general  contract  for  the 
construction  of  lighthouse  on  Fox  Is- 
land for  the  Department  of  Marine  & 
Fisheries,  Dominion  Government. 

Toronto,  Ont. 

Harkness  &  Oxley,  Engineers  for  the 
International  Business  Machines,  have 
placed  the  contract  for  steel  sash,  roll- 
ing steel,  kalameined  and  tin  clad  doors, 
with  the  A.  B.  Ormsby  Company,  Ltd., 
48  Abell  Street.  ^ 

Vancouver,  B.C. 

The  Coast  Quarries  Ltd.,  837  Hastings 
St,  W,,  have  the  contract  to  supply  4,000' 
.cubic  yards  of  crushed  stone  for  the 
City  Council.  Clerk,  Wm.  McQueen, 
1623  Davie  Street. 


Fires 

Alvinston,  Ont. 

Flax  mill  owned  by  McCaul  Brothers. 
'  Petrolea.    Loss,  $10,000. 

Belleville,  Ont. 

Livery  on  Grove  St.,  owned  by  Assel- 
tine  &  Sons,  destroyed.  Loss,  about 
$10,000. 

Douglasfield,  N.B. 

Residence  and  barns  owned  by  Mrs. 
John  Loban  completely  destroyed. 

Entwistle,  Alta. 

General  store  owned  by  Elsie,  Bruce, 
McPhee  &  Co.  Loss,  $30,000.  Will  like- 
ly rebuild. 

Winnipeg,  Man. 

Warehouse,  etc.,  owned  by  Richardson 
&  Bishop,  .368  Main  St.  Loss,  $250,000. 
Will  prol)ably  relniild  at  once. 


CONTRACTORS 
and  TENDERERS 

for  Superior  Service 

THE 

Canadian  Surety  Co. 

26  Wallington  St..  Eail 

Phone  Main  2609   TORONTO,  Ont. 
Represented  in  all  the  principal 
cities  and  towns  in  the 
Dominion. 

BONDS  INSURANCE 

of  every  description      Plate  Glais— Burglary 
Automobile 


May  2'.),  1918 
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Burlington  Steel 
Co.,  Ltd. 

Hamilton,  Canada 

STEEL  BARS 

For 

Concrete  Reinforcing 


THE  MOST  IMPORTANT  FACTOR  IN 
CONCRETE  REINFORCEMENT  IS  THE 
TENSILE  STRENGTH  AND  ELASTIC 
LIMIT  OF  THE  REINFORCING  BAR. 

OTHER  THINGS  BEING  EQUAL, 
STEEL  HAVING  THE  HIGHEST  ELAS- 
TIC LIMIT,  OR  YIELD  POINT,  WILL  BE 
THE  MOST  SATISFACTORY  FOR  REIN- 
FORCEMENT. WHEN  UNDER  STRAIN, 
AS  SOON  AS  THE  ELASTIC  LIMIT  OF 
ANY  REINFORCING  BAR  IS  REACHED, 
THE  METAL  STRETCHES,  RAPIDLY 
DECREASING  IN  SECTION,  DRAWING 
LOOSE  FROM  THE  CONCRETE,  AND 
DESTROYING  THE  MONOLITHIC  BOND 
EXISTING  BEFORE  THIS  POINT  IS 
REACHED.  THEREFORE,  THE  SAFETY 
OF  THE  ENTIRE  CONSTRUCTION  IS  IN 
DIRECT  PROPORTION  TO  THE  ELAS- 
TIC LIMIT  OF  THE  STEEL  USED. 

THE  ELASTIC  LIMIT  OF  RAIL  CAR- 
BON STEEL  IS  50,000  TO  60.000  POUNDS 
PER  SQUARE  INCH,  EITHER  TWISTED 


OR  PLAIN,  AS  COMPARED  WITH  AN 
ELASTIC  LIMIT  OF  25,000  TO  30,000 
POUNDS  IN  SOFT  STEEL. 

THAT'S  WHY  RAIL  CARBON  STEEL, 
WITH  ITS  80,000  POUNDS  MINIMUM 
TENSILE  STRENGTH,  IS  RECOMMEND- 
ED AS  BEING  FAR  SUPERIOR  FOR  ALL 
KINDS  OF  REINFORCED  CONCRETE 
WORK. 

AT  OUR  HAMILTON,  ONT.,  WORKS 
WE  BUY  SELECT  RAILS,  AND  ROLL 
THEM  INTO  RAIL  CARBON  STEEL  RE- 
INFORCING BARS  IN  A  PLANT  WHICH 
IS  THE  EMBODIMENT  OF  THE  LATEST 
THOUGHT  AND  PRACTICE. 

THESE  BARS  CAN  BE  SUPPLIED 
FROM  STOCK  IN  VARIOUS  SIZES. 
LENGTHS  AND  SHAPES.  WE  CAN 
ALSO  ROLL  SPECIAL  SHAPES  AND 
SIZES  TO  FIT  YOUR  PARTICULAR  RE- 
QUIREMENTS. 


Bars  bent  to  shape  for  Beams, 
Stirrups,  Etc. 

Prompt  Shipment 
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Turbine 
Pumps 

Electric  and  Steam 

Water  Works 
Factory  and 
Fire  Services 

Humphrey  Gas 
Pumps 

Any  capacity  or  pressure 

THE  JOHN  McDOUGALL 
CALEDONIAN  IRON  WORKS  CO.,  LIMITED 

Works:  Seigneurs  &  William  Sts.,  Montreal. 
Manufacturers  of  Boilers,  Castings,  Condensers,  Elevators,  Engines,  Filters,  Forgings,  Hydraulic 
Machinery,  Pumps,  centrifugal  and  reciprocating.  Steam  Turbines,  Tanks,  Water  Wheels,  Water 

Works  Plants 


Lachine  Water  Works 
Three  million  gallons,  eighty  pounds  domestic,  160  lbs.  fire. 


BAWDEN  Pumps 


Install  Pumps 
without  end 
thrust.  Our 
pumps  are  guar- 
anteed to  be 
h  ydraulically 
balanced. 


We  have  proved 
to  others  that 
our  pumps  are 
superior. 


No.  10 -Type  SS  Single  Suction  Belt-driven  Centrifugal  Pump 
Patented  1917.  Cut  No.  566 


Efficiency  Accessibility  Strength 

Let  us  demonstrate  to  you  the  merits  of  the  Bawden  line. 

THE  BAWDEN  PUMP  CO.,  LIMITED 

163-175  Sterling-  Road,  TORONTO,  Canada 


May  29,  1918 
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Making  a  poor 
traffic-proof — 

THIS  is  the  Galt-Preston  Road, 
Waterloo  County,  Ont.  Prior  to 
its  treatment  with  "Tarvia-B"  it  was 
almost  impossible  to  keep  a  surface 
on  it  owing  to  the  heavy  traffic. 
Since  its  treatment  in  1914  it  has  not 
given  the  slightest  trouble.  It  is 
dustless,  mudless,  frost-proof,  and 
has  cost  practically  nothing  for  re- 
pairs. 

This  is  a  sample  of  what  is  constant- 
ly occurring  in  all  parts  of  the  Do- 
minion. Old,  unsatisfactory  mac- 
adam roads  are  quickly  and  cheaply 
converted  into  traffic-proof  tarviated 
highways  that  pay  for  the  cost  of 
their  treatment  out  of  the  savings  in 
the  repair  bills. 

Tarvia  is  proof  not  only  against  the 
ceaseless  pounding  of  horse-drawn 


Galt-Preston  Road,  Waterloo  County,  Ontario 
Treated  with  "  Tarvia-B  "  in  1914  and  1917. 


road 


traffic,  but  it  also  resists  the  grinding 
of  automobile-  and  truck-tires  which 
are  even  more  damaging  to  a  plain, 
untreated  road-surface.  Weather 
conditions  do  not  affect  it  in  the 
slightest. 

The  first  cost  of  Tarvia  treatment  is 
low.  Every  few  years  a  new  coating 
is  required,  but  each  one  reinforces 
the  roadway  so  that  the  interval  be- 
tween future  treatments  becomes 
longer  and  longer  as  time  goes  on, 
while  repairs  are  seldom  needed. 
The  economies  of  Tarvia  treatment 
are  indorsed  by  an  enormous  number 
of  highway  authorities  in  Canada 
and  the  United  States. 
A  handsome  illustrated  booklet  de- 
scribing some  of  the  many  famous 
Tarvia  roads  will  gladly  be  sent  on 
request. 


Special  Service  Department 

This  company  has  a  corps  of  trained  engineers  ing  by  any  one  interested. 

and  chemists  who  have  given  years  of  study  to  if  ^yjn  ^^-^^^        ,he  nearest  office  regarding 

modern  road  problems.  ^^^^   problems   and   conditions   in   your  vicinity. 

The  advice  of  these  men  may  be  had  for  the  ask-  the  matter  will  have  prompt  attention. 


The 


Company 


MONTREAL  TORONTO  WINNIPEG  VANCOUVER 

ST.  JOHN,  N.B.  HALIFAX,  N.S.  SYDNEY.  N.S. 
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Between  the  Hours 
of  6  and  6 

After  the  office  is  cleared  at 
night,  and  just  before  the  dawn  of 

early  morn — between  these  are  the  dark 
hours  in  which  that  vandal — fire — works  its 
hideous  havoc. 

Unprotected,  these  are  the  hours 

in  which  your  priceless  records  and  docu- 
ments are  exposed  to  myriad  dangers. 

A  vault.?     You   may  have  one. 

How  often  do  you,  though,  throw  some 
important  paper  in  a  common  desk  drawer 
because  the  vault's  been  locked  up  for  the 
night?     The  "Office  Specialty" 

RECORD  SAFE 

gives  protection  to  the  records  you 
can't  replace  —  to  those  intangible  assets 
upon  which,  in  many  cases,  your  business 
is  built  and  grows. 

And  the  cost?    It  is  insignificant 

compared  with  the  absolute  protection  you 
get.  It  is  an  inconsiderable  factor  ranged 
alongside  the  conscience-free  security  a 
Record  Safe  provides. 

What  would  be  your  plight  if  fire 

snuffed  out  the  valuable  records  of  your 
business  to-night.?  Give  this  honest  thought 
for  a  minute—  then  send  for  a  catalog  de- 
scribing the  "Oflice  Specialty"  Record  Safe 
and  shovying  possible  combinations  of  filing 
sections  it  will  accomodate. 

THE  OFFICI'  SPECIALTY  MFG.  CO..  I-IMITFI) 
llonif  OHico  NEVVMAKKET  Canada 

Filiiin  Equijiinetit  Stores  at: 
Toronto       Montreal       Ottawa       Halifax  Hamilton 
Winnipe«       Ki-^ina       ICdinonlon  Vancouver 


BOOKS 

for  Engineers 
and  Contractors 

The  following  Books  are  Offered  subject  to  Pre- 
vious Sale: 

British  &  Foreign  Building  Stones,  by  John  Watson.  Pub- 
lished in  1911  at  the  University  Press,  Cambridge,  Eng- 
land.   483  pages.     Price  50  cents. 

Centrifugal  Pumps,  by  R.  L.  Daugherty.  Published  in  1915 
by  McGraw-Hill  Book  Company.  190  pages,  illustrated. 
Price  $2.00. 

Construction  of  Roadr  &  Pavements,  by  T.  R.  Agg,  C.  E. 
Published  in  1916  by  McGraw-Hill  Book  Company.  432 
pages,  illustrated.     Price  $3.00. 

"Hand  Book  of  Hydraulics,"  by  Horace  Williams  King.  1st 
edition  just  published  by  McGraw-Hill  liook  Co.,  Inc. 
424  pages. 

History  of  Bridge  Engineering,  by  Henry  Grattan  Tyrrell, 
C.E.     480  pages,  illustrated.     Price  $5.00. 

Irrigation  Practice  and  Engineering  (Volume  One),  by  B.  A. 
Etcheverry.  Published  in  1915  by  McGraw-  Hill  Book  Com- 
pany.    213  pages,  illustrated.     Price  $2.00. 

Irrigation  Practice  &  Engineering  (Vol.  2),  by  B.  A.  Etche- 
verry. Published  in  1915  by  McGraw-Hill  Book  Com- 
pany.   364  pages,  illustrated.    Price  $3.50. 

Irrigation  Practice  &  Engineering,  Volume  3,  by  B.  A.  Etche- 
verry. Published  in  1916  by  McGraw-Hill  Book  Company. 
438  pages,  illustrated.     Price  $4,00. 

Locks  and  Builders'  Hardware,  by  Henry  R.  Towne.  Published 
in  1904  by  John  Wiley  &  Sons.  1,116  pages,  illustrated. 
Price  $1.50. 

"Operation  and  Maintenance  of  Irrigation  Systems,"  by  S.  T. 
Harding.  First  edition,  just  published  by  the  McGraw-Hill 
Book  Co.    271  pages,  illustrated.     Price  $2.50. 

"Practical  Road  Building,"  by  Charles  E.  Foote.  Just  pub- 
lished by  David  McKay.    295  pages,  illustrated.   Price  $1.25. 

"Public  Utility  Rates."  A  discussion  of  the  Principles  and 
Practice  underlying  charges  for  Water,  Gas,  Electricity, 
Communication  and  Transformation  Services,  by  Harry 
Barker,  B.S.  First  edition,  just  published  by  the  McGraw- 
Hill  .  Book  Company.    387  pages.     Price  $4.00. 

Relief  from  Floods.  The  Fundamentals  of  Flood  Prevention, 
Flood  Protection  and  the  means  of  determining  proper 
remedies.  By  John  W.  Alvord  and  Charles  B.  Burdock. 
First  edition  just  published,  by  McGraw-Hill  Book  Com- 
pany, Inc.    175  pages,  illustrated.     Price  $2.00. 

Some  Considerations  Regarding  Cast  Iron  and  Steel  Pipes,  by 
John  Sharp.  Published  in  1914  by  Longmans,  Green  & 
Company.     142  pages,  illustrated.     Price  $1.50. 

Steel  Bridge  Designing,  by  Melville  B.  Wells,  C.E.  Published 
By  Myron  C.  Clark  Publishing  Company  in  1913.  260 
pages,  illustrated.    Price  $2.00. 

Use  of  Water  in  Irrigation,  by  Samuel  Fortier.  Published  in 
1915  by  McGraw-Hill  Book  Company.  265  pages,  illus- 
trated.   Price  $2.00. 

"Use  of  Water  in  Irrigation,"  by  Samuel  Fortier.  Second  edi- 
tion. Published  by  McGraw-Hill  Book  Company,  1916.  326 
pages,  illustrated.     Price  $2.00. 

Water  Power  Engfineerinp,  by  Daniel  W.  Mead,  2nd  edition. 
The  Theory,  Investigation  and  Development  of  Water 
Powers.  Published  in  1915  by  McGraw-Hill  Book  Com- 
pany.   843  pages,  illustrated.    Price  $5.00. 

Water  Purification,  by  Joseph  W.  Ellins.  Just  published  by 
McGraw-Hill  Boole  (Tompany.  486  pages,  illustrated.  Price 
$5.00. 

Waterworks  Engineering.  A  Practical  Treatise  on  the  Con- 
struction of  Waterworks  for  the  use  of  Engineers  and 
Students  of  Engineering,  by  Fred.  C.  Uren,  M.  Inst.  C. 
E.  I.  With  numerous  plates  and  186  illustrations.  Pub- 
lished by  Castle  Litho  Limited,  Bristol,  England,  in  1914. 
"  268  pages.     Price  $3.00. 

Waterworks  Handbook,  by  Alfred  Douglas  Flinn,  Robert  Spurr 
Weston  and  Clinton  Lathrop  Bogert.  Published  in  1916  by 
McGraw-Hill  Book  Company.  824  pages,  illustrated.  Price 
$6.00. 
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CANADIAN   DES  MOINES 
STEEL  CO.,  Limited 

Elevated  Tanks  Barge*  Bridge* 

Standpipes  Wirelea*  Towers 

Structural  Steel  for  all  purposes. 


Let  us  bid  on  your  requirements. 
Attractive  Prices— Prompt  Deliveries. 


Sales  Offices  and  Plant 

CHATHAM,  ONT.  275  Inshes  Ave 

Associated  with 
PITTSBURGH-DES  MOINES  STEEL  CO. 
Pittsburgh,  Pa.  New  York  City 

945  Curry  Bldg.  42  Church  St. 

DES  MOINES  BRIDGE  AND  IRON  CO. 
Des  Moines,  Iowa,  938  Tuttle  Street 


STONE 

FOR 

ROAD  BUILDING 

Large  quantities  for  sale  at 
reasonable  prices. 

Ready  for  immediate  shipment 

Contractors  would  do  well  to  investigate 
this  exceptional  opportunity 

Canada  Carbide  Co. 

Limited 

601  Power  Bldg.,  83  Craig  St. 


Telephone: 
Main  5295 


Montreal 


CLOTH 

iREdppjpl; 


Concrete  Bonding 
Loclcers  for  Clothes 
Iron  Stairway* 

Enquiries  ioUdted. 

CANADA  WIRE  &  IRON 
GOODS  CO.,  Hamilton 


WOODEN  PIPE 


Wire  wound  wood  stave  pipe,  2  in.  to  24  in.  diameter.  Con- 
tinuous  wood    stave   pipe,   any   diameter  required. 

CANADIAN  PIPE  CO.,  LIMITED 


Eatablithed  1904 


New  Factory  Elreclad  IBID 


Equipped  with  the  most  up-to-date  machinery.  Every 
machine  driven  by  a  separate  electric  motor.  Satisfactioa 
Guaranteed. 

Office  and  Factory— 550  PaoiHc  St.,  VANCOUVER,  B.C. 


Tenders 


A  few  dollars  spent  in  advertising 
your  proposals  in  the 

Contract  Record 

and  Engineering  Review 

would  result  in  additional  competition, 
which  might  save  your  city  or  town  or 
your  client  many  hundreds  of  dollars. 


Canada  Iron  Foundries,  Limited 


Head  Office 

Mark  Fisher  Building 
MONTREAL 


CAST  IRON  PIPE 


Car  Wheels,  Cast  Iron  Water  and  Gas  Pipe,  Specials,  Valves.  Hydrants,  etc..  Castings 
of  all  kinds.  Mooring  Bollards  for  both  Concrete  and  Wooden  Docks 
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Do  You  Want  Crushed  Stone  ? 

That  is  Clean',  Tough  Stone  of  a  Quality 
suitable  for  Macadam  Road  and  Concrete 

We  can  supply  you  in  any  six*  or  quantity. 

Our  service  is  unexcelled  and  our  prices  right. 

Phone  or  write  lu  for  quotations  when  you  are  in  the  markcL 
Officc-M  4515-M  4516      Re*ldence-P  2278 

Crushed  Stone  Limited 

47  Yonge  St.  Arcade,  Toront* 

G.  W.  Essery,  Manager 


Meet  All  Requirements 

"American"  Fire  Pumps  meet  all  requirements  of 
Underwriters'  Associations,  because  in  _  their  design, 
material  and  workmanship  high  quality  is  maintained, 
and  every  pump  is  carefully  tested  in  our  own  lab- 
oratory before  it  is  permitted  to  leave  our  Works. 

When  so  ordered,  these  pumps  are  furnished  direct 
connected  by  flexible  shaft  couphng  to  high  speed 
enclosed  ventilated  motor,  so  designed  that  in  case 
of  hose  rupture  it  will  not  deluge  the  motor. 

Catalog  1352  describes  them. 
Write  for  your  copy. 

The  American  Well  Works 

General  Office  and  Works :  Aurora,  III. 
Chicago  Office :  First  National  Bank  Building 

Special  Canadian  DezJers 
R.  H.  Buchanan  &  Co.,  Montreal. 
Gorman,    Clancy    &    Grindley,    Ltd.,    Edmonton  and 
Calgary. 

B.  C.  Equipment  Co.,  Vancouver,  B.  C. 


FOR  SALE 
Machinery  Equipment 

1— Type  Q.  Thew  on  Traction  Wheels. 

1 —  Marion  Model  30  Marion  on  standard  gauge  trucks. 

2 —  20-ton  standard  gauge  Locomotives. 

^Dump  Wagons,  Rails,  Boilers,  Motors  and  Dump  Cars. 
Standard  gauge  Flat  Cars. 

Write,  wire  or  phone. 

T.  J.  McGOVERN 

Room  ISA,  Manning  Arcade,  TORONTO,  Ont. 


Sandy  Gravel  and  Crushed  Stone 

Lime  Fire  Clay 

Cement  Fire  Brick 

Plaster  Sewer  Pipe 

Hair  Weeping  Tile 

Building  Stone 

Our  prices  are  right  and  our  service  good. 

Britnell  &  Co.,  Limited 

C.P.R.  Crossing,  Yonge  St.,  North  Toronto 

Phones,  Office  North  |  ^  Evenings,  North  2107 


FOR  SALE 

Concrete  Contractors 

LOOK! 

^  yd.  Insley  Tower  Hopper  and  Bucket. 

J/2  yd.  Insley  Tower  Hopper  and  Bucket. 
1  yd.,  ^  yd..  Y2  yd.  Smith  Mixers  on  Skids, 
with  or  without  power. 

5^  yd.  and  1/3  yd.  Mixers  on  Truck,  with  En- 
gine and  Boiler. 

54  yd.  Mixer  on  Truck,  with  Engine  and 
Boiler,  suitable  for  sidewalks,  plaster  and 
mortar. 

1/5  yd.  Mixer  on  Truck,  with  Power  Loader, 

Gasoline  Engine. 
5  Concrete  Buckets,  1  yard  capacity. 
5  Concrete  Cars,  side  spout,  1  yard  capacity, 

24-inch  gauge. 
500'  Portable  Track,  24  in.  gauge,  with  switches. 
1000  Concrete  Form  Clamps,  24  in.  and  36  in. 
1  Telescopic  Concrete  Spout  for  under-water 
work. 

We  have  the  largest  assortment  of  Contrac- 
tors' Equipment,  hoists,  derricks,  clam  shells, 
crushers,  engines,  boilers,  pumps,  etc.,  in 
Canada. 

Write  Now  for  Prices 

The 

A.  R.  Williams  Machinery  Co. 

Limited 

64-66  Front  St.  W.,  Toronto,  Ont. 


CRANES 


Heavy  Mill 
Crane 
Patented 


Made  in 
Canada 


Electric  and  Hand  Traveling  Cranes 
Electric  and  Air  Hoists 

NORTHERN    CRANE   WORKS,  LTD. 

WALKERVILLE,  ONT. 
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I  SWANSEA 

Salt  Glazed  and  Vitrified 

SEWER  PIPES 


True  to  Size 
Impervious  to  Water 

Sizes  manuFactured  and  al- 
ways in  stock  4  in.  to  24  in. 


Ask  for  Price  List 
and  Discounts 


also 

Chimney  Tops 
[  Flue  Lining's 
Wall  Coping 
Culvert  Pipe 
Inverts 

Telephone  (Toronto  Connection) 
Parkdale  5000 


The  Dominion  Sewer  Pipe  Co, 

(The  Independent  Co.)  Limited 

SWANSEA  (near  Toronto) 


To  Secure 
ECONOMY  and  DURABILITY 


Construct  Your 


SEWERS 


from 

Reinforced  Concrete  Pipe 

Manufactured  by 

Dominion  Concrete  Co. 

Limited 

KEMPTVILLE       -  ONTARIO 

Better  good  pipe  at  a  fair 
price  than  poor  pipe 
at  any  price. " 

N.  B.  The  adjolnlnc  Illustration  shows  a  line  of  42-in.  pipe 
In  a  trench  ready  (or  flllinK. 


Keith 
Fans 


The  oppor- 
t  u  n  i  t  y  for 
greater  econ- 
omy and  effic- 
iency in  Heat- 
ing and  Ven- 
tilating  is  em- 
phasized in  the    "Keith**    Fan.  Com- 
parative tests  of  other  types  of  fans  have 
resulted  in  the  "Keith"  being  proclaimed 
the  most  efficient  and  economical  in  the 

Fan  World.        ^Vrlte  for  our  New  Catalogue  No.  55. 

SHELDONS  LIMITED,  Gait.,  Ont. 

Toronto  Office :  609  Kent  Building 

AGENTS : 

Messrs.  ROSS  &  GREIG,  412  James  St.,  Montreal.  Que. 
Messrs.  WALKER'S  LTD.,  2o9-261  Stanley  St.,  Winnipeg,  Man. 
Messrs.  GORMAN,  CLANCEY  &  GRINDLEY,  LTD.,  Calgary 
and  Edmonton,  Alta. 

Messrs.  ROBERT  HAMILTON  &  CO.,  LTD.,  Bank  of  Ottawa 
Bldg.,  Vancouver,  B.  C. 
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Current  Prices  of  Building  and  Engineering  Materials 


TORONTO  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cemert— delivered  in  5-barrel  lots,  $2.95  per  bbl. ; 
with  bags,  $3.35;  car  lots,  $2.30  on  the  track, 
with  pkgs.,  $2.70.  5c  per  bbl.  discount  20  days. 

Lime— grey  COc,  white  70c  per  100  lbs.,  delivered 
in  nol  less  than  1500  lb.  lots.  At  the  ware- 
house, grey  55c,  white  65c.  Hydrated  lime, 
$16.00  per  ton  delivered;  $15.00  at  warehouse. 

Brick— No.  1  dry  pressed  red  brick,  $22;  buff, 
.$22,  f.o.b.  the  job;  No.  2,  $20;  common  red 
stock  brick,  $17;  grey,  $17;  wire-cut  brick, 
for  foundation  work,  $13.50  on  the  cars,  de- 
livered $15;  "Tapestry"  brick,  imported,  $25 
to  $35;  local  Rug,  $26;  sand-lime  brirk,  $10.20 
f.o.b.  car  at  King  Edward  Siding;  $9.00  f.o.b. 
car  or  wagon  at  plant.  Paving  brick,  local 
manufacturers  not  quoting  prices  at  present, 
imported  paving  squares,  delivered  at  job 
in  Toronto,  best  quality  $80,  second  quality 
$75,  third  quality  $70.  (These  prices  are 
merely  approximate,  as  no  sales  are  recorded). 
Sun-Tex  face  brick,  $20  to  $30  at  plant,  $24 
to  $34  delivered,  price  depending  on  color 
and  texture.  Denison  interlocking  hollow 
tile,  $80  per  M.  at  plant,  $97.50  delivered. 
Lots  over  100,000,  $75. 

Fire  brick— $05  to  ."585  per  M.,  according  to  qual- 
ity.   Fire  clay,  $15  per  ton. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Toronto  prices,  F.O.B.  Car: 
Crushed  stone— 2  in.,  $1.55;  1  in.,  $1.75;  Vs  in., 
$1.75;  rubble  stone,  in  car  lots,  $1.55  per  ton, 
f.o.b.  car. 

Sand — for  cement  or  brick  work,  $1.10  per  ton, 

f.o.b.  Toronto. 
Gravel — Pit   run,   $1.10   per   ton,   f.o.b.  Toronto; 

screened,  $1.50  per  ton,  f.o.b.  Toronto. 

LUMBER  (BUILDING  MATERIAL) 
Toronto  retail  prices,  delivered. 

Hemlock— 2  x  4  in.  to  2  x  10  in.,  12  and  14  ft. 
long,  $39;  10  and  16  ft.,  $40;  2  x  12  in.,  12 
and  14  ft.,  $40;  10  and  16  ft.,  $41;  1  x  4  in. 
and  1  X  5  in.,  T.  and  G.,  $42;  1x6  in.,  T. 
and  G.,  $43;  No.  2,  $5  less  than  No.  1.  Siz- 
ing, $1  per  M.  extra. 

Pine — Box,  1  x  4  in.  and  1x5  in.,  $45;  1x6 
in.,  $48;  1x8,  $50;  1  x  10,  $55;  1  x  12,  $55; 
Shelving,  1  x  4  in.  and  6  in.,  $50;  1  x  6,  $60; 
1x8,  $05;  1  X  10,  $70;  1  X  12,  $75;  2  x  4 
in.,  10  to  16  ft.  long,  common,  $46;  2x6, 
$48 ;  2  X  8,  $.50 ;  2  x  10,  $52 ;  2  x  12,  $54.  No. 
1  flooring,  $58;  No.  1  V  or  beaded  sheeting, 
$60.  Pine  trim,  4  in.  casing,  $2.75  per  100 
ft.;  5  in.  ditto,  $3.25;  8  in.  pine  base,  $4.75; 
4  in.  pine  window  stool,  $4.00. 

Spruce — 10  to  16  ft.  long,  rough,  1  x  4  in.  and 
2x4  in.,  $46;  1  x  6  and  2  x  0,  $48;  1  x  8 
ami  2  x  8,  .$50;  1  x  10  and  2  x  10,  $52 ;  1  x 
12  and  2  x  12,  $54. 

Dimension  Timber  (B.C.  fir)— 10  x  10,  10  x  12, 
10  x  14,  10  X  16.  12  X  12,  12  x  14,  12  x  16,  14 
x  16,  16  X  10,  $05;  12  x  18,  12  x  20,  14  x  18, 
14  X  20,  10  X  18,  16  X  20,  18  x  IS,  18  x  20, 
$70.  These  prices  apply  to  lengths  up  to  32 
ft.;  .32  to  .35  ft.,  .$3  per  M.  extra;  30  to  40 
>ft.,  $5  per  M.  extra. 

Shingles— XXX  B.C.,  .$5,50;  XX  B.C.,  $4.50;  N. 
B.  extras,  .$6.00;  N.  B.  clears,  $5.75;  No.  1 
pine  lath,  .$7.00;  No.  2  pine  lath,  $6.50;  No.  1 
spruce  lath,  $5.75. 

STEEL  AND  IRON 
Sicc!  nnrl  Iron  Bars    $.'>  25  lo  $'.':()  base;  twist- 
ed and  deformed,  $5.60. 
hapes — Over  .35  lbs.  per  yaid,  $4.80  per  100  lbs.; 
under  .'i.'J  lljs.  per  yard,  $5.2ij  to  $.5. .50  per  100 
4bs. 


Plates — 6  ins.  and  over  and  under  30  ins.,  $7.50  per 
100  lbs.;  30  ins.  and  over,  $8.50.  Tank 
and  boiler  plates — 14  'n.  and  over  and  under 
36  ins.,  $10.00;  36  ins.  and  over,  $6.70. 
Gauge  plates— No.  10,  $11.50;  No.  12,  $8.60; 
No.  14,  $8.65  per  100  lbs.  Black  American 
Bessemer  Plates— 28  gauge,  $8.40  per  100  lbs. 

Flats— 6  ins.  wide  and  under,  $6.00  per  100  lbs. 

Rivets — Button  and  cone  head — base  for  yi  in. 
and  up,  $8.50. 

Extras — 1/lOc  per  lb.  extra  for  cutting  to  length, 
for  plate  less  than  %  in.  thick,  for  angles 
less  than  5  in.  combined  legs  and  beams  and 
channels  under  6  ins.,  for  18,  20,  and  24  in. 
beams;  1/lOc  to  He  per  lb.  extra  for  all 
Bethlehem  sections. 

Galvanized  iron — 28  gauge,  $8.75. 

Cast-iron  pipe — Standard  prices,  carload  lots, 
f.o.b.  Toronto:  4-in.  $78  to  $79  per  net  ton; 
6-in.  and  up  $75  to  $76.  Lower  price  for 
Class  B.  Higher  price  for  Class  A  and  gas 
pipe.     Less  than  car  lots,  $2  extra. 

SEWER  PIPE 

Sewer  pipe — Toronto  prices  (wholesale),  with  dis- 
counts as  below,  f.o.b.  factory — 4  in.,  30c  per 
ft.;  6  in.,  45c;  8  in.,  70c;  9  in.,  90c;  10  in., 
$1.05;  12  in.,  $1.35;  15  in.,  $1.80;  18  in., 
$2.50;  20  in.,  $3;  22  in.,  $4;  24  in.,  $4.50. 
Discounts — 4  in.  to  9  in.  standard,  G8  per 
cent. ;  10  in.  to  24  in.  standard,  05  per  cent. ; 
15  in.  to  24  in.  double  strength,  60  per  cent. 

Tile  wall  coping — 8  or  9  in.  wall,  50c  per  ft. ;  12 
in.  or  13  in.  wall,  75c  per  ft. ;  18  in.  wall, 
$1.50  per  ft.;  carried  in  6,  12,  18,  and  24  in. 
lengths.    Discount  65  per  cent. 

PAINTS  AND  OILS 
White  lead — ground   in   oil,   less   than   ton  lots, 
$16.05  per  100  lbs.;  ton  lots,  $15.70  per  100 
lbs. 

Boiled  linseed  oil — in  bbls.,  $1.58  per  gal.  of  9  lbs. 

Raw  linseed  oil — in  bbls.,  $1.55  per  gal. ;  red  lead, 
dry,  $19  per  100  lbs. ;  putty  in  bulk,  $6.05  per 
100  lbs.;  in  100-lb.  drums,  $6.90,  putty  in 
25-lb.  tins,  ^6.90  per  100  lbs. ;  steel  sash 
putty  in  25-lb.  tins,  $7.15  per  100  lbs.;  tur- 
pentine, in  bbls.,  73c  per  Imp.  gal.,  based 
on  southern  gauge. 


MONTREAL  PRICES 

CEMENT,  LIME,  AND  BRICK 
Cement — $3.10    steam    car    load    lots,  including 

sacks,  less  5  per  cent,  for  cash. 
Lime— Hydrated,  $20  per  ton;  lump,  $15. 
Brick — No.  1  pressed,  $18;  No.  2  pressed,  $15; 
Manganese  rustic,  $S20;  buff  rustic,  $20;  red 
rustic,  No.  1,  $15;  red  rustic.  No.  2,  $13^ 
buff  (smooth),  $21;  buff  (rough),  $20;  plastic 
$12.25. 

Concrete  Brick— grey  $22,  red  $22,  buff  $2.3.  white 
$45,  plain  pressed  $12  per  thousand,  all  f.o.b. 
Works,  Mascouche,  P.Q. 

CONCRETE  SEWER  PIPE 
Straight  pipes  (per  foot)  :  not  reinforced,  R-in. 
26c;  9  in.  30c;  10-in.  34c;  12-in.  40c;  15-in. 
00c;  18-in.  74c.  Reinforced,  18-in.  90c;  21- 
in.  $1;  24-in.  $1.20;  ,30  in.  $1.60;  36  in.  $2.40; 
42-in.  $3;  48-in.  $4.20. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in..  $1.75;    J^-in.  .$2.00;  -J^-in. 

$2.2.5  per   (on,  delivered. 
Sand — $1  per  ton,  car  load,  on  cars. 
Gravel — $1.20  per  ton  f.o.b.  cars. 

STEEL  AND  IRON 

Steel  angles — 3  in.  x  3  in.  and  up,  $5.75;  1  in. 
X  1  in.  x  in.,  25c  extra;  54  'n.  x  in. 
X  %  in.  60  cents  extra.  Boiler  plates — 14  'n. 
Iliick  ani\  thirkcr,  $12. fM).  Circular  plates  - 
Flange  quality,  36  in.  dimension  and  over, 
$12. .50;  under  .36  in.  diameter,  $13.00.  Beams 
and  channels  -Under  .''.'">  Ilis..  iicr  yd.,  $(!.nO ; 
."..''(  lbs.  per  yd,  .nnd  ovci ,  $5,75,  f,o,li.  Mont- 
real, net  cash,  nominal.  Corrugated  iron — 26 
gauge,  $9.00;  28  gaugre,  $8.20  per  100  sq.  feet. 


subject  to  change  without  notice.  Coppei 
bearing  sheets  —  Keystone  black,  28  U.  S.i 
gauge,  $6.50  per  100  lbs.  nominal.  ! 

SEWER  PIPE 

Straight  pipe  (per  foot) — 4  in.,  30c;  6  in.,  45c;  8 
in.,  70c;  9  in.,  85c;  10  in.,  $1.05;  12  in.,  $1.36: 
15  in.,  $1.80;  18  in.,  $2.50;  20  in.,  $3;  22  in., 
$4;  24  in.,  $4.50;  27  in.,  $6.50;  .30  in.,  $7.20. 
Channel  pipe  (4  in.  to  30  in.)  24c,  36c,  56c,! 
72c,  84c,  $1.08,  $1.44,  $2.00,  $2.40,  $3.20,, 
$3.60,  $5.20,  $5.75.  One-eighth  bends  (4  in. 
to  30  in.),  $1.20,  $1.80,  $2.80,  $3.60,  $4.20,i 
$5.40,  $7.20,  $10,  $12,  $16,  $18,  $26,  $28; 
%,  $1.20,  $1.80,  $3.15,  $4.05,  $4.75,  $6.10, 
$14.40,  $20,  $24,  $32,  $.36,  $52,  $57.60.  Double 
collar,  90c,  $1.35,  $2.10,  $2.55,  $3.15,  $4.06. 
$5,40;  slant  1  foot  long  side  (4  in.  to  IS 
in,),  90c,  $1.35,  $2.10,  $2.55,  $3,15,  $4.06, 
$5.40.  Single  branch  (6  in.  to  9  in.),  3  ft., 
$2.25,  $3..50,  $4.25;  2  and  2'A  ft.  (4  in.  to  30 
in.),  $1.35,  $1.80,  $3.15,  $3.85,  $4.75,  $6.10. 
$8.10,  $11.25,  $13.50,  $18,  $20.25,  $32.50,  $3ft 
Single  squares  (4  in.  to  30  in.)  ditto.  Double 
branch  and  double  square  and  Y  pipe  (4  in.  to 
30  in.),  $1.80,  $2.70,  $4.90,  $6.30,  $7,35,  $10.80, 
$14.40,  $20,  $24,  $32,  $36,  $45.50,  $50.40. 
Syphon,  cesspool,  and  buchan  trap  (4  in.  Ui 
15  in.),  $3,  $4,  $7,  $9,  $10.50,  $18.  Double 
syphon,  running  trap,  and  hand  hole  trap  (4 
in.  to  12  in.),  $3,  $4,  $7,  $9,  $10.50,  $18. 

These  prices  are  subject  to  a  discount  of  30 
per  cent,  for  less  than  car  load  lots  delivered, 
and  a  discount  of  from  50  to  53  per  cent,  for 
car  load  lots  f.o.b.  Montreal. 

SUNDRIES 

Hard  wall  plaster — $17  per  ton.  Plaster  of  Paris 
$3.15  per  bbl.,  both  less  5  per  cent,  for  cash. 
Rope — Best  Manilla,  39c  basis  per  pound; 
British  Manilla,  33c  basis;  sisal  rope,  2TAe 
basis;  lath  yarn,  27j4c.  Boiled  linseed  oil- • 
in  barrels,  $1.93  per  gal.  of  9  lbs.  Raw  lin- 
seed oil — in   barrels,  $1.90j4   per  gal. 


WINNIPEG  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — Portland,  $4.00  per  bbl. ;  mortar  ce- 
ment, 64c  per  70-lb.  bag,  in  ton  lots ;  Keenes, 
$6.45  to  $13.55  per  bbl.,  depending  on  qual- 
ity.    (All  prices  include  bags). 

Lime — White  or  grey,  in  bulk,  45c  per  bushel; 
per  barrel,  $2.10  to  $2.40. 

Hydrated  Lime — In  paper  bags,  $10.35  per  ton; 
in  cotton  bags,  $19.55. 

Brick — No.  1  dry  pressed,  red  and  buff,  $36? 
common  red  stock,  $25;  common  grey  stock, 
$12;  No.  1  enamelled  brick,  all  colors,  from 
$100;  sand  lime,  $12;  firebricks,  $70  to  $90. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 
(Including  delivery) 

Crushed  stone — IJ/^-in.  to  2-in.,  $2.60  per  yard; 
•K-in.  to  1-in.,  $2.85;  stone  dust,  $2,55;  rub- 
ble stone,  $14,20  per  cord. 

Sand,  gravel  and  torpedo  sand — $2,10  per  yard. 

Crushed  granite— 1^  and  2-in.,  $2,65;  -K-in.  and 

1  in,,  $2,90;  54-in,  and  dust,  $3.20. 
Gravel — Per  yard,  delivered,  $1.8.5. 

Crushed  Granite — Ij/i  and  2-in.,  $2,65;  J^-in.  and 
1-in.,  $2.90;   M-in.  and  dust,  $3.20. 

LUMBER  (BUILDING  MATERIAL) 
(Including  delivery) 
(15  per  cent,  discount  for  cash) 
Flooring — No.  2  red  pine,  4  in.,  $43;  0  in.,  $48; 
No.  3  red  pine,  4  in.,  $38;  6  in.,  ,$40;  No,  4 
red  and  white  pine  or  spruce,  4  in.,  $28;  8 
in.,  $32;  No.  1  and  2  fir,  edge  grain,  3  in., 
$60;  4  in.  and  6  in,,  $55;  No.  3  fir,  edge  and 
flat  grain,  4  and  6  in.,  $45;  No.  4  fir  ship- 
lap  grade,  4  and  6  in.,  $32;  common  2x6 
pine,  spruce  or  fir,  4  and  6  in,,  $3.3;  No,  2 
white  pine,  4  and  6  in,,  $.55;  No,  3,  $45;  No. 

2  red  pine,  4  and  6  in.,  $46;  No.  3,  $40;  No. 
4,  $32;  No.  5,  $24. 

Dimension  timber  (No.  1  pine,  spruce,  tamarac, 
fir  or  cedar)— 8  x  8,  8  x  10,  10  x  10,  10  X 
12,  12  X  12,  $38;  10  x  14,  14  x  14,  14  x  16. 
6  X  10,  6  X  12,  R  X  12,  $.39;  10  x  16,  12  x  16, 
16  X  16,  14  X  IS,  10  X  18,  IS  x  18,  20  x  20, 
,$40;  0  X  14,  S  x  14,  12  x  18,  18  x  20,  $42;  6 
X  16,  6  X  IS,  6  X  20.  8  X  16,  8  X  18,  R  X  20, 
10  X  18,  10  X  20,  12  X  20,  14  x  20,  16  x  20. 
$43. 

(Continued   on   page  5S) 
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RAILS  BILLETS 
Concrete  Reinforcement  Bars 

Plain  Round,   Square  and  Cold  Twisted  Squares 

DOMINION  IRON  &  STEEL  COMPANY 

LIMITED 

BAR  STEEL 


Warahouce  Stock*  i 

SYDNEY.  N.  S. 
MONTREAL,  QUE. 
TORONTO,  ONT. 
FT.  WILLIAM,  ONT. 


Sale*  Office*  : 

SYDNEY,  N.  S. 

MONTREAL 
112  St.  James  St. 

TORONTO 
18  Wellington  St.,  E. 


Mill*  and  General 
Office*  t 

SYDNEY,  N.  S 


WIRE  NAILS 


and  other 


WIRE  PRODUCTS 


Saves  Man  Power 

Install  a  G  &G  Telescopic  Hoist 

for  the  Removal  of  Ashes 


iiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiimiiiiiiiiiiiiiiiiiiiiiDiiiBii 


c.  Hoist 


wilhAutomaiic  CcarShillirij^  Hrjkf 
Device  and  Silencer. 


MADE  IN  CANADA 


G  &  G  Hoists  convert  a  hard,  mussy,  noisy 
task  into  an  easy,  clean  and  noiseless  operation. 

^  They  save  man  power  and  reduce  operating  costs. 

If  One  man  unaided  can  operate  a  G  &  G  Hoist  efficient- 
ly— removing  filled  can  from  cellar  to  sidewalk  or 
wagon  ,  bed  faster  than  several  men  working  with 
makeshift  methods. 

H  Model  A,  illustrated,  will  raise  a  maximum  load  of 
500  pounds  at  a  guaranteed  speed  of  30  feet  per 
minute. 

^  Five  models  are  manufactured  to  meet  various  re- 
quirements. 

Install  a  G  &  G  on  your  next  Job  ! 

Send  to  Nearest  Agent  for  bulletin  describing  all  models 


GILLIS  &  GEOGHEGAN,  Sherbrooke,  Quebec 


B,  &  S.  H.  THOMPSON  CO., 
LTD.,   Montreal   and  Toronto, 
Agents  for  Quebec  and  Ontario 


WM.  N.  O'NEIL  CO.,  LTD., 

VANCOUVER, 
Agents    for    British  Columbia 


K.  C.  GRANT. 
NEW  GLASGOW. 
Agent   for  the  Maritime  Provinces 


\V.    V.  GUDSt:. 
.'\gent  for  Manitoba.  Saskatchewan. 
Alberta,  Winnipeg 
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CURRENT  PRICES  OF  BUILDING  AND  ENGINEERING  MATERIALS— continued 


(Continued  from  page  52) 
Pine — 1-in.  common,  6  to  10  in.,  $105;  12  in., 
$110;  pine  trim  4  in.  casing,  $3.70  per  100 
ft.;  5M-in-  ditto,  $4.40;  8-in.  pine  base,  $0; 
10  in.,  $7;  4  in.  pine  window  stool,  $7.50. 
Shingles— No.  1  B.  C.  cedar,  $4;  No.  2,  $3.50; 
No.  1  B.  C.  cedar  dimension,  $5.50;  hand- 
sawn,  $7. 

STEEL  AND  IRON 

Steel — Round  bars,  $5.25  per  100  lbs. ;  square 
twisted,  $5.25  per  100  lbs. ;  channels  and 
angles,  $5.50;  beams,  $5.25;  plates,  $S.25  per 
100  lbs. 

Cast  Iron  Pipes — Standard  price,  car  load  lots, 
f.o.b.  Winnipeg,  $38  per  ton. 


SEWER  PIPE 

Sewer  Pipe — Wholesale  price  f.o.b.  Winnipeg,  per 
ft.,  3  in.,  9  cents;  4  in.,  11  cents;  5  in,,  10 
cents;  6  in.,  18}^  cents;  8  in.,  30  cents;  9  in., 
35  cents;  10  in.,  40  cents;  12  in.,  50  cents; 
15  in.,  75  cents;  18  in.,  $1.00;  20  in.,  $1.50; 
24  in,,  $2.00. 

SUNDRIES 
(Including  delivery) 

Hard  Wall  Plaster— $19  to  $22.50  per  ton  ;  Plaster 
of  Paris,  $20.50  per  ton;  in  barrels,  $4.40  per 
bbl.  of  320  lbs. 

Plasterers'  Hair — $3.30  per  bale;  90c  per  bushel. 


PAINTS  AND  OILS 

Boiled  linseed  oil— In  bbls.,  $2.00  per  gal.  of  9 
lbs. 

Mixed  Paint- Per  gal.,  $3.55  to  $3.85. 

Raw   linseed   oil — In   bbls.,   $1,08   per   gal.;  red 

lead,  dry,  $15.00  per  100  lbs.;  in  oil,  20J4c; 

putty  in  bulk.  Standard,  $5.00;  Pure,  $0.00; 

Turpentine,  in  bbls,,  95c  to  $1,00. 
White  lead— Ground  in  oil,  $1C,S5  per  100  lbs. 


VANCOUVER  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — Grey  Portland,  $2.80  per  bbl.  f.o.b.  ware- 
house, sacks  extra ;  Keens  cement,  $9.00  per 
btjl.,  sacks  extra;  fine  white,  $8.0.0  per  bbl.  of 
300  lbs.;  superfine,  white,  $9.50  per  bbl.; 
wliite  Portland  cement,  $2.80  per  bbl.  of  250 
lbs.,  sacks  10c  extra,  f.o.b.  Vancouver. 

Lime — $1.90  per  bbl.  f.o.b.  warehouse  or  delivered. 

Brick— Common  red  brick,  $14.50  to  $16.00  f.o.b. 
waiohouse;  .fKi.Ol*  an<l  ui'  in  car  lots  f.o.b. 
Vancouver;  pressed  red  brick,  f.o.b.  wharf 
Vancouver ;  pressed  buff  brick,  $45  at  ware- 
house; $33  in  car  lots;  tapestry  brick,  $45  at 
warehouse;  impervious  brick,  $45  f.o.b.  build- 
ings; fire  brick,  $45  in  car  lots,  $50  in  ware- 
house ;  fire  clay,  $10.00  per  ton  in  car  lots. 


SAND  AND  GRAVEL 

Sand — Brick  and  plaster  sand  $2.50  per  cu.  yd. 

f.o.b.  bunkers. 
Gravel — $2.50  per  yard  delivered. 

LUMBER  (Building  Material) 
Vancouver  prices,  f.o.b.  mills: 
Dimension  timber — Douglas  fir — 8  x  S,  $29  ;  10  x 
10,  $29;  10  X  12,  .$29;  10  x  14,  $29.50;  12  x 
12,  $29;  14  X  14,  $29.50;  14  x  10,  .$.30.50;  6  x 
10,  .$29.50;  0  x  12,  .$30;  8  x  10,  .$30;  8  x  12, 
$29  .50;  10  X  IG,  .$31;  12  x  16,  $31';  16  x  16, 
$:;o..50  ;  6  X  14,  $31 ;  8  x  14,  $31 ;  12  x  18,  $32 ; 
IS  X  Ud,  .'i:;;;;  14  x  L'O,  .$;12.i'ill;  10  X  IS,  $.",2. .50; 

i(i  X  2(»,  .$:;;;. .50 ;  is  x  is,  .$:;2..5ii;  20  x  20, 

$.32.5(t;  24  x  24,  $33. 

Fir  Flooring— 1  x  3  edge  grain,  $48;  1  x  4,  .$48; 
1x4  flat  grain,  $35;  No.  1  and  2,  1-inch 
clear  fir  double  dressed,  .$46;  No.  1  and  2, 
I'/i  and  ly^  inch  fir  double  dressed  $46; 
2-inch  fir  double  dressed  $46;  fir  lath,  $2.25; 
.^iruce  lath,  .$3,50;  cedar  lath,  $.3,50;  B.  C. 
cedar  shingles,  XX,  $2.00;  XXX,  $3.00; 
XXXXX,  $3.60. 


STEEL  AND  IRON 


Vancouver  prices  f.o.b.  warehouse: 
Steel — (round  and  square  bars)  $6.50  base;  twist- 
ed and  deformed,  $6.50  base;  structural  sec- 
tions, $8.00. 
Galvanized  iron — 28  gauge,  $10.85  per  100  lbs. 
Corrugated  iron — 26  gauge,  6,  7  and  8  ft.  sheets, 
$10.40;  9  and  10  ft.  sheets,  $10.05  per  square..* 
Black  steel  sheets,  24  gauge,  $9.00  per 
lbs. 

Steel  angles —  $8.00  per  100  lbs.,  depending  on 
size,  quantity  and  specifications. 

Steel  channels,  beams — $8.00  per  100  lbs.,  depend- 
ing on  size,  quantity  and  specifications. 

Steel  plates— $12.00  to  $15.00 

SEWER  PIPE 

Sewer  pipe — Vancouver  prices  f.o.b.  warehouse; 
4-in.,  15c  per  ft. ;  6-in.,  25c  per  ft. ;  S-in.,  35c 
ft. ;  10-in.,  45c  ft. ;  12-in.,  55c  ft. ;  15-in., 
$1.10  ft.;  18-in.,  $1.30  ft.;  20-in.,  $1.55  ft.; 
24-in.,  $2.30  ft.   (all  net  prices). 

SUNDRIES 

Hard  wall  plaster — $16.50  in  car  lots  f.o.b.  Van- 
couver, bags  extra. 
Hydrated  lime— $16.00  in  car  lots. 
Alca  lime — $16  per  ton. 

Plaster  of  Paris — Hammer  brand,  $4.50  per  bbl.' 
Finishing  Plaster — $19  per  ton,  sacks  extra. 
Welsh  slate — $15.00  per  square,  f.o.b.  Vancouver. 
Rope,  Manilla,   5^  in.,  40c  base;         in.,  4OV2C; 

i/s  in.,  41c;   H  in.,  4.V/2C;  2nd  grade,  Si'Ac 

base;  sisal  rope,  29;4c  base. 

PAINTS  AND  OILS 

Boiled  linseed  oil— In  bbls.,  $2.25  per  gal.  of  9 
lbs.  ■ 

Mixed  Paint— Per  gal.,  $3.70  to  .$4.25. 

Raw   linseed   oil — In   bbls.,   $2.00  per    gal.;  red 

lead.dry,  $15.00  per  100  lbs.;  in  oil,  20'Ac.; 

putty  in  bulk.  Standard,  $5.00;  Pure,  $6.00; 

Turpentine,  in  bbls.,  $1.00. 
White  lead— Ground  in  oil,  $17.35  per  100  lbs. 


i 


-andST.JiOHK§,lC 


Town  and  City  Sewers 

ALL  SIZES  OF  PIPES  and  CONNECTIONS  from  4  inch  to  30  inch  always  IN  STOCK 

In  our  salt  glazed  vitrified  sewer  pipe  we  offer  the  highest  type  of  sewer  material.  Pipe 
of  our  manufacture  have  been  used  in  practically  every  city  in  Canada.  Highly  glazed  and  per- 
fectly vitrified. 

If  you  are  contemplating  sewer  construction  we  can  quote  you  some  attractive  prices.  We 
also  make  all  classes  of  fire  clay  goods. 
Prompt  shipment  on  all  orders. 

Ground  Fire  Clay,  in  Bulk  or  Bagged. 
"Amco"  Segment  Sewers— From  30"  to  108"  diameter 
'  Send  for  Illustrated  Book  on  "Building  Segment  Sewers** 

Standard  Clay  Products  Limited 

St.  Johns,  P.  Q.J  and  New  Glasgow,  N.  S. 


THRKE  .Sp:Wfi;R    PIPE  FACTORIES 


ALSO   FIRE  CLAY  FACTORY  AT  ST.   JOHNS,    P.  Q. 


Tin-:   CONTRAC']-  Rl'-.COkl) 


ENUS 
PENCILS 


T /"ENUS  Pencils  are  now  busy 
^  everywhere  planning  out  de- 
fensive and  offensive  preparations 
and  weapons  helping  to  win  the 
great  war. 

\/ENUS  Pencils  set  the 
^  warld*s  standard  and  their 
reputation  for  smoothness,  true 
grading  and  adaptability  for  any 
and  every  purpose  has  been  estab- 
lished for  years.  Use  VENUS 
Pencils. 

17  black  degrees 
6B  softest  to  9H  hardest 
and  hard  and  medium  copying 
— all  perfect! 


(•■•■11113 


FREE! 


(Except  packing  and  postage) 

Send  6c  in  stamps  to 
cover  actual  cost  of 
packing  and  postage 
and  we'll  send  FIVE 
trial  length  VENUS 
Pencils  and  VENUS 
ERASER  for  test! 

American  Lead  Pencil  Co. 


236  Fifth  Avenue 


NEW  YORK 


anil  Clapton^  London,  Eny;. 


1^  JL  ¥¥   O   New  and  Relaying 
f\./^J.JL^O  Switches,  Turntables,  Etc. 

Carried  in  Stock 

Locomotives  and  Cars 
Jno,  J.  Gartshore,  Toronto 


Water  Supply 

from 

Deep  Wells 

is  ohtaiiK'd  a't  a  inini- 
nuim  co-t  by  use  of  our 
deep  well  pumps. 


Write  for 
litilletin  'Jt; 
i-x|>laininK 
the  use  of 
Cook's 
Patent 
r.rass  'I'liln 
Well 
Strainer 


A.  D.  COOK 

Lawrenceburg  Indiana,  U.  S.  A. 

Mamilaclurcr  of  a  Complclc  line  of  DEEP  WELL 
SUPPLIES,  inchulins  Steam,  Belt  and  Motor  Driven 
DEEP  WELL  PUMPS,  Wind-mill  and  Hand  rumps. 
W  inking  Harrils  and  X'alves,  Pinnp  Rods  and  Pump 
Rod  Joints,  Drill  Rods  and  Drill  Rod  Joint.*.  Drilling 
and  Well  Tool.s. 

Catalogue  Mailed  Upon  Request 


VANCOUVER  WOOD  PIPE 

&  TANK  CO.,  LTD. 


Contractors  for  Waterworks  Construction, 
Manufacturers  ol  Wire- Wound  Wood  Pipe,  Continuous  Stave 
Pipe,  Tanks,  "Silos,  Steam  Casing. 

See  our  new  patented  Wood  Pipe  Coupling  Positively  LEAK  PROOF 
We  ara  the  originators  of  the  BORED  OUT  Wood  SlecTc  Coupling 

Write  for  Uliistratol  t";italot.Mie. 

850  Hastings  St.  W.      VANCOUVER.  B.C. 


r.o 
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Civil 

Contractors 

Electrical 
Mechanical 

Directory  of 

Engineers 

Special 
Interests 

Chipman  &  Power 

Civil  Engfineers 

TORONTO  WINNIPEG 

Willis  Chipman.      Geo.  H.  Power. 


James,  Loudon  &  Hertzberg,  Ltd. 

CONSULTING  ENGINEERS 
36  Toronto  Street  -  TORONTO,  CAN. 
\ratei-  Sui.i'ly  ami  Pui itication ;  Sewerage 
Systems;  iMuiiiciijal  and  Trade  Waste 
Disposal  riaiits;  Incinerators;  Pavements; 
Bridges  and  Stnicliiral  work,  including 
Reinforced  Concrete. 


Anglins  Limited 

Contracting  Engineers 

65  Victoria  St.  MONTREAL 


H.  J.  Griswold, 

MorUreal. 


B.  W.  Seton, 

Toronto. 


DOMINION  ENGINEERING 
&  INSPECTION  CO. 

InspectinK  «nd  Testing  Enfineeri 
Head   Office  and  Laboratoriei, 
820  Lagauchetiere  St.  West,  Montreal. 

BRANCH  OFFICES: 
24  Adelaide  Street  East,  Toronto. 
806  Union  Trust  Uullding,  Winnipeg 
CEMENT  TESTING  AND  REIN- 
FORCED  CONCRETE  INSPECTION 
MILL,  SHOP  AND  FIELd  INSPEC- 
TION OF  STEEL  STRUCTURES 
AND  BRIDGES 
TESTS  AND  INSPECTION  OF  IRON 

AND  STEEL  PIPE,  ETC. 
LOCOMOTIVES,  CARS,   NEW  AND 

SECOND-HAND  EQUIPMENT 
•Represented  at  New  Vork,  Pittsburgh  and 
Chicago;  Glasgow  and  London,  Eng. 


T.  S.  Griffiths    N.  II.  Manning    L.  J.  Rogers 

CANADIAN  INSPECTION  and 
TESTING  COMPANY 

Inspecting,  Testing 
t    Metallurgical  &  Chemical  Engineers 

Mill,  Shop  and  Field  inspection  of  bridges 
and  striicttiral  work.  Mill  inspection  of 
rails  and  track  supplies.  Foundry  inspec- 
tion of  castings,  pipes,  etc.,  expert  exam- 
ination and  reports. 

Our  Physical,  ('hcniical  and  Cement  Lab- 
oratories are  fully  cquipjicd  to  undertake 
all  kinds  of  tests. 

Principal  Offices  and  Laboratories 
MONTREAL     and  TORONTO 


R.  S.  &  W.  S.  LEA 

Consulting  Engineer! 

Water  Supply  ;  Sewerage  and  Drainage  ;  Water 

Purification;  Disposal  of  Sewage  and  Refuse ; 

Water  Power  Developments  and  Power  Plants. 
Reports,  Designs,  Supervision  of  Construction 
New  Birki  Bldg.  Telephone 

MONTREAL.  P.Q.  Uptown  783 


FRANK  BARBER 

Bridge  and  Structural  Engineer 

Steel  and  Reinforced  Concrete  Bridges  and 
Buildings,    Foundations,    Municipal  Work 

40  JARVIS  STREET,  TORONTO 


Robert  W.  Hunt 
President 


Charles  Warnock 
Treas.&Gen'IMgr. 


Robert  W.  Hunt  &  Co. 

Limited 

Consulting  and  Inspecting  Engineers, 
Chemists  and  Metallurgists 

Expert  inspection  and  tests  of  all  structural 
materials  and  mechanical  eauipment. 

Reports  on  Properties  and  Processes 

Head  Office  and  Laboratories : 
McGIll  Building,  Montreal 

Branches : 

Toronto         Vancouver         London,  England 


McAllister  &taylor 

ENGINEERS  &  CONTRACTORS 
J.  W.  McAllister  John  Taylor, 

M.  Am.  Soc.  C.  E. 
37  Sun  Life  Bldg.,  HAMILTON,  ONT. 
Harbor    Improvements    and  Dredging 
Dams,   Piledriving,   Concrete  Work  and 
Excavation.     Under-water  construction  by 
Taylor  patent  compressed  air  caisson  method 


GENT  &  CO.,  LTD. 

"Faraday  Works" 

LEICESTER  —  ENGLAND 

Manufacturing 
Electrical  Engineers 

CABLES:  "LODESTONE,  LEICESTER." 


Reid  &  Brown  Structural  Steel 
&  Iron  Works,  Limited 

We  carry  a  large  stock 

Steel  Beams,  Channels,  Angles/ 
Plates,  Columns,  etc. 

FOR  IMMEDIATE  SHIPMENT 
Officeand  Works-63  EspUnede  E,  TORONTO 
Phones— Main  904  and  905 


R.  O. 
WYNNE  -  ROBERTS 
Consulting  Engineer 

40  JARVIS  STREET 

TORONTO 

Water  Supply,  Sewerage,  Sewage  Dis- 
posal, Civic  and  General  Engineering, 
Arbitrations,  Investigations,  Valuations, 
Reports,  etc. 


SASH 

OPERATING  MACHINERY 

of  all  kinds 
KING  CONSTRUCTION  CO. 
40  DovercourtRd.,  TORONTO 


Milton    Hersey  Co.,  Ltd. 

Engineers,  Chemists,  Inspectors 

PAVING 

designed,  superintended,  inspected. 
Montreal  Winnipec  New  York 


Crushed 
Stone 

BRICK 


TamcO 
o 


Cut 

Stone 
SAND 


T.  a.  Morrison  &  Co.,  '»,;SgV,:^ir,V,^' 


This  Pirectory 
will  bring  you 
BUSINESS 

Keep  your  name  and  your  busi- 
ness prominently  before  live 
prospects  by  placing  an  an- 
nouncement in  our  "Directory  of 
Engineers."  Rates  and  inform- 
ation will  be  sent  on  request. 

Contract  Record 

&  Engineering  Review 

347  Adelaide  St.  W.  TORONTO 
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Built  for  CP. R.Montreal 


CANADIAN 
CHICAGO  BRIDGE  &  IRON  CO. 

Ltmited 
BRIDGEBURG.  ONTARIO 

Our  Specialty  Is  the  Design,  Manufacture 
and  Erection  of  Elevated  Steel  Tanks 

for  Municipal,  Railroadand  Factory  Service. 
We  also  design,  manufacture  and  construct 
Oil  Tanks,  Coaling  Stations,  Bridfies,  Turn- 
tables, Building  and  Structural  Nuterlal. 

"Write  our  nearest  Sales  Office  for  prices,  plans 
and  specifications.  Our  catalogue  No.  35  gladly 
mailed  to  you  upon  request." 

Sales  Offices:— 
Bridgaburg,  Ontario.  130  Janet  Street 

Chicago,  Illinois,  1305  West  105th  Street 
New  Yorlc.  N.  Y.,  30  Church  Street 

Shops:— BridaabufB,  Ont. 
Chicago,  111.  Greenvilla,  Pa. 


The  Maritime  Bridge 

Company,  Limited 

Manufacturers  and  Erectors  of 

Steel  Railway  and  Highway  Bridges, 
Buildings,  Girders,  Trusses,  Towers, 
Turntables,  Tanks,  Smoke  Stacks, 
Riveted  Pipe,  and  Structural  Steel  and 
Plate  Work  of  all  descriptions. 

We  have  the  only  complete  stock  of 
Steel  Shapes,  Plates  and  Bars  in  the 
Maritime  Provinces. 


Office  and  Plant : 

New  Glasgow,  Nova  Scotia 


Standard 

Wires  and  Cables 
are  cheapest  in  the 
end  because  their 
superior  quality 
insures  durability 
and  dependability 

Manufactured  by 

Standard   Underground  Cable  Co. 

of  Canada,  I-imitcd, 
Montreal,  Toronto,  Ilamilton,  Seattle. 


STRUCTURAL  STEEL 

and 

BRIDGE  BUILDERS 


Capacity  18,000  Tons. 

We  build  and  erect  all  kinds  of  Structural  Steel,  Bridges, 
Roof  Trusses,  Bank  and  Office  Railings,  Stair 
Work,  Elevator  Grilles,  Fire  Escapes,  etc. 

Over  5,000  Tons  in  Stock  of 
Beams,  Column  Sections,  Angles,  Tees,  Plates,  Bars, 
Checkered  Floor  Plates,  etc. 

McGregor  &  Mclntyre,  Limited 

1139  Shaw  St.  •  •  TORONTO,  CAN. 

Telephone  Hillcrest  1614—1615—1616. 


MacLean  Reports  give  the  vital  facts  that  are  so 
necessary  if  you  would  secure  the  best  of  new  business 
— and  they  cost  but  a  few  cents  a  day.  They  are  issued 
daily  (card  system)  and  give  accurate  information  on 
Canadian  building  and  engineering  i)rojects,  contem- 
plated, their  progress  and  details  of  the  material  and 
equipment  recpiired.    Rates  and  samples  on  request. 


MacLEAN  DAILY  REPORTS,  Limited.  Toronto 
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Works  at  Walkerville,  Ontario 


When    placing  your 
order  for 

HYDRANTS, 
VALVES 

and 

VALVE 
BOXES 

place  it  with  us. 


MADE  IN  CANADA 


Strong,  Substantial  and 
Modern  Designs. 
Prices  right. 

Write  for  prices  and  see. 


VALVt-HYDRAliT  MANUFACTURERS 

WALKERVILLE,  ONT. 


OxyAcetylene  \^felding  and  Cutting 


This  welclitig  rciiaiv  nn 
broken  crank  sliaft  saved  an 
expensive  tie-np,  at  a  cost 
of  51  ic. 


Reduces  Repair  Costs 
Saves  Time  and  Money 

Oxy-Acetylene  Welding  is  saving  hundreds  of 
thousands  of  dollars  annually  in  Canadian  Fac- 
tories, Mills,  Mines,  Machine  Shops  and  wherever 
metal  or  machinery  is  used.  Broken  machinery 
parts,  tools  and  defective  castings  are  quickly  and 
]>ermanently  repaired.  Many  economies  and 
advantages  are  derived  from  welding  in  construc- 
tion as  well  as  repairing. 


PROCESS 


employs  both  gases  (acetylene  and  oxygen)  in 
portal)le  cylinders.  Prest-O-Lite  Dissolved  Ace- 
tjdene  is  l)acked  hy  I'rest-O-Lite  Service,  which 
insures  prompt  exchange  of  full  cylinders  for 
empty  ones.  Provides  dry  purified  gas,  insuring 
better  welds,  quicker  work  and  lower  operating 
cost. 

Alijiaialiis  consists  of  an  equal  i)re.s.sure  blow-pipe,  automatic 
regulators  and  gauges,  and  all  necessary  ec|uiiiment.  Ailapl- 
alile  for  oxy-acetylene  cutting  l)y  the  addition  of  special  cul- 
ling blow-pipe. 

ThnroiiLih  instructions  are  furnished  free  to  every  user  of 
I'l.  I)  I, he  Dissolved  .Acetylene.  Any  average  workman 
uhii  ninlci  stands  metals  can  learn  llie  weltling  process 
quickly  and  easily. 

We  will  gladly  send  illustrated  literature  and  intorestini; 
ilata  showing  actual  instances  of  savings  made  liy  otlieis 
It  may  suggest  valuable  ideas  to  you.  Write  loi'  il.  .\ddvess 
I  lepai  tnient  C-105. 


THE  PREST-O-LITE  CO..  INC. 

CANADIAN  GENERAL  OFFICES 
Prest  o-Lite  Building 
Corner  Elm  Street  and  Centre  Avenue 
TORONTO 
.Direct  Factory  Canadian  Plants: 

Branches:  Toronto,  Ont. 

Toronto,    Ont.  Merritton,  Ont. 

Montreal,  P.Q.  5t.  Boniface,  Man. 

Merritton,    Ont.  Sliawinigan  Falls, 

Winnipeg,  Man.  P.Q, 


World's  Largest  Makers  of  Dissolved  Acetylene 
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Compressed  Air  Machinery,  Tools  and  Appliances 


Direct  Connected  -  Electrically  Driven 

AIR  COMPRESSORS 

Class  "PRE  -  2" 


One  of  the  very  strong  features  of  tnis  machine,  and  one  which 
makes  it  specially  noteworthy  is  the  "Ingersoll-Rogler"  Air  Valve. 
This  device  is  the  outcome  of  literally  years  of  experiment  to  dis- 
cover a  valve  quick-acting,  giving  maximum  economy  in  power,  and 
yet  light  and  durable.  With  its  few  parts,  low  lift,  ample  opening, 
lightness,  quietness  and  positive  re-seating,  the  "  Ingersoll-Rogler" 
valve  is  ideal  for  continuous  and  heavy  work. 


Automatic  Lubrication  -  Automatic  Control  -  Enclosed  Construction 


Bulletin  3026 


CANADIAN  INGERSOLL-RAND  CO.,  LTD. 


ueneral  Offices:  MONTREAL,  QUE. 


BRANCH  OFFICES; 

Sydney,  N.S.  Sherbrooke,  Que.  Montreal,  Que. 

Cobalt,  Ont.  Timmins,  Ont.  Winnipeg,  Man.  Nelson,  B.C. 


Toronto,  Ont. 

Vancouver,  B.C. 
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Let  us  quote  you  for 


OUR 


WIRE  ROPE 


FOR 


Ships'  Rigging,  Cargo  Falls,  Hawsers  j 
and  Towing  Lines 


The  Dominion  Wire  Rope  Company,  Limited 

MONTREAL  TORONTO  WINNIPEG 


Use  our 


ilndustrial  Works  Locomotive 
Coaling  and  Wrecking  Cranes 

and  have 
the  HIGHEST  TYPE  of 

Digging  and  Handling  Equipment 


General  Marine  Supplies 


Winches 

Windlasses 

"Shipmate"  Ranges 


Blocks 

Rigging  Screws 
Marine  Lamps 


"Hayward^^  Buckets 


for 


Rapid  Loading  or  Unloading 

"Built  to  Dig  and  Last  While  Digging" 


Branch : 
108  Mail  Building, 
TORONTO 

Telephone  Adelaide  840 


Head  Office 

MONTREAL 


Toronto  June  5,  1918 


mm 


GLASS  BENDERS 


TO  THE  TRADE 


THE  TORONTO  PLATE  GLASS 
IMPORTING  COMPANY  u„,teo 

GLASS   IMPORTERS  AND  MANUFACTURERS 

91-113  DON  ROADWAY,  TORONTO 


Alphabetical  Index  to  Advertisers,  Page  16  Classified  Directory  to  Advertisements  Paee  6 
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H  E.  Plant, 
E.  Leonard 


Montreal.  Que. 
&  Sons,  St.  John 


"BEATTY" 

Auxiliary  Ship  Machinery 

Cargo  Winches 
Warping 
Winches 
Anchor  Wind- 
lasses 
Ash  Hoists 

Also 

Hoisting  Engines, 
Electric  Hoists, 
Steel  Derricks, 
Derrick  Irons, 
Clamshell  Buckets, 

Let  us  know  what  you  want 

along  this  line  U 

We  will  tender  promptly 

Ash  Hoist  for  ships  now  being:  built  in  Canada. 
Agents  — 

N  B  m.  beatty  &  sons,  ltd.,  welland 


Now  on  Munitions 

LYMBURNER,  LIMITED 

The  well  known  manufacturers  of  ornamental  metal  work  and 
special  machinery  are  entirely  occupied  making  munitions, 
and  cannot  execute  orders  for  above  work  until  a  later  date, 
when  they  will  be  glad  to  receive  enquiries  and  will  again 
produce  first  class  Metal  Specialties  of  Every  Description — 
Machinery,  Tools  and  Gauges. 


I 
I 

I 


I 

X 


360  St.  Paul  St.  E. 


MONTREAL 


X 

X 


I 
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Engineering  Needs 

When  the  demand  for  some  rubber  need 
becomes  urgent,  it  is  some  satisf^iction  to 
know  that  a  prompt  service  is  assured  if 
your  "hurry-up"  order  is  placed  with  the 
Dominion  Rubber  System.  Our  nearest 
branch  will  take  care  of  such  orders  in  a  way 
that  will  be  eminently  pleasing  to  you  and  to 
those  you  try  to  serve. 

But  when  service  goes  in  hand  in  hand 
with  quality  and  value,  there  is  every  reason 
for  buying  the  Dominion  Rubber  System 
products.  In  that  respect,  whatever  the  need 
in  rubber  may  be,  we  serve  your  interests  to 
the  best  advantage. 

It  will  pay  you  well  to  keep  in  touch  with  our  nearest 
branch.    Even  the  smallest  order  receives  our 
careful  consideration  and  attention. 

Canadian  Consolidated  Rubber  Co. 

LIMITED 
Head  Office    —  MONTREAL 

BRANCHES  at  Halifax,  St.  John,  Quebec,  Ottawa,  Toronto, 
Hamilton,  Kitchener,  London,  North  Bay,  Fort  William, 
Winnipeg,  Brandon,  Regina,  Saskatoon,  Calgary,  Lethbridge, 
Edmonton,  Vancouver,  Victoria. 
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THE  LATEST  DEVELOPMENT 


IN 


BOILER  EEED  WATER  TREATMENT 


COLD  WATER 

R  E  G.  WA  L  V  E 


1 


Sorge-Cochrane  Hot  Process  Softener  with  Steel-Plate 
Sedimentation  Chamber 


The  Sorge-Cochrane  Hot-Process  Water 
Softener  takes  advantage  of  the  fact  that 
the  chemical  reactions  are  more  rapid  and 
complete  in  hot  water  than  in  cold  water, 
making  possible  more  complete  removal  of 
scale-forming  substances.  The  Sorge-Coch- 
rane apparatus  performs  the  functions  of  an 
open  feed  water  heater  in  addition  to  those  of 
a  softening  system.  Less  space,  foundations, 
housing,  piping  and  fittings  are  required 
than  for  a  cold  process  system  plus  an  in- 
dependent heater,  and  better  results  are 
guaranteed. 

The  combination  of  the  feed  water  heater 
and  softener  in  one  apparatus  together  with 
the  smaller  size  of  the  sedimentation  tanks 
required  because  of  the  greater  velocity  of 
removal  of  the  scale-forming  substances, 
usually  makes  it  feasible  to  erect  the  Sorge- 
Cochrane  in  the  boiler  room,  thus  eliminat- 
ing the  cost  of  special  foundations,  etc. 
There  is  also  considerable  saving  of  and 
simplification  in  piping. 

Sorge-Cochrane  Softeners  give  the  most 
practical  protection  from  scale  deposits  and 
corrosion  in  feed  lines,  pumps,  economizers 
and  boilers.  The  more  perfect  removal  of 
precipitates  by  these  Sorge-Cochrane  Soft- 
eners also  results  in  greater  freedom  from 
foaming  and  priming. 

A  complete  discussion  of  the  water  soften- 
ing problem  in  steam  power  plants  with  be- 
fore and  after  analyses  handled  in  commer- 
cial Sorge-Cochrane  installations,  is  given  in 
our  book,  "Hot  Soft  Water  for  Steam 
Boilers,"  which  will  be  sent  upon  request. 


Head  Office:  Toronto.     Sales  Offices:  Montreal,  Halifax,  Sydney,  Ottawa,  Cobalt,  South  Porcupine,  London,  Winnipeg,  Calgary,  Edmonton, 

Nelson  and  Vancouver. 

CANADIAN  ALLIS-CHALMERS 

LIMITED 

I'ower  I'laiil  l''<|iii|)m(nt,  Mining,  Crushing,  Hydraulic  and  Milling  Machinery,  Contraclors'  Plant 

and  .Architectural  Bronze  and  Iron  Work 
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''The  Best  Pavement  in  the  World- 
Hot  Mix  AsphaW 

••'pHE  base  is  new  or  old  macadam  well  consolidated,  or  Portland 
Cement  Concrete  1 ;  3;  6  (1  part  cement,  3  parts  sand,  6  parts 
stone)  to  1  ;  3  ;  7  proportions.  Note  that  most  of  this  material  is 
obtainable  in  the  home  market.  The  surface  is  asphaltic,  2  to  3 
inches  in  depth,  and  even  that  is  88  to  93%  stone,  sand  and  dust 
(mineral  aggregate). 

In  the  asphalt  mix- 
ture the  mineral  ag- 
gregate chosen  is  of 
the  highest  quality. 
It  moreover  is  pro- 
portioned   in  definite 
amounts   of  various 
graded  sizes  in  order 
to  furnish  the  maximum 
homogeneity  together 
with  density,  stability 
and  other  desired  im- 
portant wearing  quali- 
ties.   Here  is  an  accu- 
rate table  for  the  road 
builders  showing  model 
mixtures  of  the  different 
types  of  Hot  Mix  Asphalt. 


Fine  Type  of 

Asphaltic 

Coarse  Type 

Model  Mixtures  of 

standard 

Concrete 
often  called 

of  Asphaltic 
Concrete 

Standardized  Types  of 

Sheet 

Improved 

generally 

Hot  Mix  Asphalt 

Asphalt 

Topeka  or 

known  as 

Stone-Filled 

Bithulithic  or 

Sheet  Asphalt 

Warrenite 

Pure  Asphalt  ( Bitumen) 

12 

10 

8 

Mineral  Aggregate 

Sieve  Test 

Passing 

Held  on 

200 

mesh. 

13 

10 

5 

100 

200 

13 

9 

4 

80 

100 

13 

9 

2 

50 

80 

23 

16 

6 

40 

50 

10 

7 

4 

30 

40 

8 

6 

4 

20 

30 

5 

4 

3 

10 

20 

3 

2 

5 

8 

10 

0 

6 

3 

4 

8 

0 

12 

7 

2 

4 

0 

9 

20 

i- 

2 

0 

0 

14 

1 

i 

0 

0 

12 

ih 

1 

0 

0 

5 

Total 

100 

llOO 

100 

standardized 


Note— The  figrures  represent  percentages  by  weight. 


Vertical  Cross-Section.  Standard  Sheet  As- 
phalt (Lower  half  is  "binder  course"). 


Vertical  Cross-Section,  Fine  Type 
Asphaltic  Concrete. 


Vertical  Cross-Section.  Coarse  type 
.'Vsphaltic  Concrete. 


Write  our  Road  Engineering  Department  for  Further  Information. 

IMPERIAL  OIL  LIMITED 

Imperial  Oil  Building      -  TORONTO 


BRANCHES  IN  ALL  CITIES 
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The  following  regulations  apply  to  all  advertisers:— Eighth  page,  every  issue    three  headings; 


Acetylene  Gas 

The  Prett  O-Lite  Co.,  Inc. 
Air  Compressors 

Can.  IngersoU-Rand  Co.,  Ltd. 
Canadian  AUii-Chalmers,  Ltd. 

Aluminium 

Spielmann  Aeencies  Regd. 

Air  Hoists 

Canadian   IngersoU-Rand  Co. 
Northern  Crane  Works 
Architectural  Iron  Works 

Canadian  AUis-Chalmers  Ltd. 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Architectural  Terra  Gotta 

Toronto  Plate  Glass  Imp'tg  Co. 

Asbestos  Shingles 

Asbestos  Mfg.  Company 

Ash  Hoists 

Gillis  &  Geoghegan 

Asphalt 

Asphalt  &  Supply  Company 

Imperial   Oil   Company,  Ltd. 

Axes 

Canada    Foundries    &  Forgings, 

Bar  Iron 

liaines   &  Peckover 

Canadian  Steel  Foundries,  Ltd. 

Beam  Spans 

MacKinnon  Holmes  &  Co. 

Blast  Hole  Drills 

Hopkins  &  Co.,  F.  H. 

Blocks  (Wire  and  Manilla  Rope) 
Hopkins  &  Company,  F.  H. 

Blowers  and  Compressors 

Canadian  Blower  and  F.orgs  Co. 
Can.  Ingersoll-Rand  Co.,  Ltd. 
Sheldons  Limited 

Boilers 

Heatty  &  Sons,  M. 

Canadian  Allis-Chalmers  Ltd. 

Inglis  Company,  John 

Marsh  Engineering  Works,  Ltd. 

McDougall  Caledonian  Iron  Wks. 

Mussens  Limited 

Waterous  Engine  Works  Co. 

Williams  Machinery  Co.,  A.  R. 

Boiler  Compound 

IJeveridge  Paper  Co.,  Ltd. 

Boiler  Covering  (Magnesia,  Asbes- 
tos, Wool,  Felt,  etc.) 
Asbestos  Mfg.  Company 
Boiler  Inspection 

Trades  &  Labour  Branch  Dept., 
Public  Works. 

Boxes — Junction 

Standard  Underground  Cable  Co. 
of    Canada,  Limited 

Brick  Dryers 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Brick  Machinery  and  Supplies 
Sheldons  Limited 

Bridges 

Canadian    Allis-Chalmers  Ltd. 

Bridges  (Steel) 

Canadian  Uridge  Company 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
MacKinnon-Holmes  &  Co. 
Manitoba  Bridge  &   Iron  Works 
Maritime   Bridge  Company 

Buckets 

Beatty  &  Sons,  M. 
Hopkins  fit  Co.,  F.  H. 
^^aniloba  Bridge  &  Iron  Works 

Buckets — Steel 

MacKinnon  Holmes  &  Co. 
Marsh  Engineering  Works,  Ltd. 

Cable 

Dominion  Wire  Rope  Co.,  Ltd. 
Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Car  Couplers 

Canadian  Steel  Foundries,  Ltd. 


Cable  Terminals 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Cars— Steel  Body 

Marsh  Engineering  Works,  Ltd. 
Williams  Machinery  Co.,  A.  R. 

Car  Wheels 

Marsh  Engineering  Works,  Ltd. 
Steel  Co.  of  Canada  Limited 

Castings — Grey  Iron 

Marsh  Engineering  Works,  Ltd. 

Casements 

Trussed  Concrete  Steel  Co.,  Ltd. 

Cement 

Britnell  &  Company 

Cement,  High  Temperature 
Beveridge  Paper  Co.,  Ltd. 

Cement  Waterproofing 

Barrett  Company,  Limited 
Ideal  Concrete  Machinery  Co. 
Imperial   Oil    Company,  Ltd. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Centrifugal  Pumps 

Bawden   Pump  Company 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  AUis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 

Chemists 

Canadian  Inspection  and  Testing 
Laboratories 

Coal  Chutes 

Manitoba  Bridge  &  Iron  Works 

Coal  Handling  Apparatus 
Beatty  &  Sons,  M. 

Cold   Storage  Insulation 

Armstrong  Cork  Company 

Compressed   Acetylene  Gas 
The   Prest-O-Lite   Co..  Inc. 

Concrete  Block  Machines 

Cast  Stone  Block  &  Machine  Co. 
Ideal  Concrete  Machinery  Ct). 
London  Concrete  Machinery  Co. 

Concrete  Culvert  Pipe 

Hlair    Company,  B. 
Dominion  Concrete  Company 

Concrete  Hardener  and  Water- 
proofer 
Beveridge  Paper  Co.,  Ltd. 

Concrete  Mixers  and  Appliances 
Hopkins  &  Co..  F.  H. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
Mussens  Limited 

Concrete  Sewer  Pipe 

I'llair    ('oni])aiiy,  li. 
Dominion  Concrete  Company 

Conduits 

Conduits  Company,  Limited 
Orpen  Conduit  Company 

Connecting  Rpds 

Canada    Foundries    &  Forgings, 

Contractors 

Anglins  Limited 
liatc,    McMahon   &  Co. 
MacKinnon-Ilolmes  &  Co. 
Maritime  Bridge  Company 
Wells  &  Gray  Limited 

Contractors'  Plant  &  Supplies 
Beatty  &  Sons,  M. 
Boving  Hydraulic  &  Enginceiing 

Company 
Canadian  AUis-CMialmers  Ltd. 
Dake  Engine  Company 
Marsh  Engineering  Works,  Ltd. 

Conveying  Machinery 

Canadian   Mathews   Gravity  Car- 
rier Company 

Core  Drills 

Canadian  Allis-Chalmers  Ltd. 
Can.  Ingersoll-Rand  Co.,  Ltd. 


Corrugated  Iron 

Pedlar  People  Limited 

Corrugated  Roofing 

Asbestos  Mfg.  Company 

Cranes,  Travelling  and  Locomotive 
Boving  Hydraulic  &  Engineering 

Company 
Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company . 
Northern  Crane  Works 

Crank  Shafts 

Canada    Foundries    &  Forgings, 

Crushed  Stone  and  Granite 

Canada   Crushed   Stone  Corpora- 
tion 

Crushed  Stone,  Limited 
Morrison  Company,  T.  A. 

Crushers  (Stone  and  Rock) 

Canadian  AUis-Chalmers  Ltd. 
Hopkins  &  Company,  F.  H. 
London  Concrete  Machinery  Co. 
Mussens  Limited 

Culverts 

Pedlar   People  Limited 

Damp  Proof  Coating 

Barrett  Company,  Limited 
Imperial   Oil   Company,  Ltd. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Derricks  and  Derrick  Fittings 
Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  II. 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Northern  Crane  Works 

Dredging  Pumps 

Boving  Hydraulic  &  Engineering 
Company 
Dredges 

Beatty  &  Sons,  M. 

Hopkins  &  Company,  F.  H. 

Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian  IrigersoU-Rand  Co. 
Hopkins  &  Company,  F.  H. 

Drill  Steel  Sharpeners 

Canadian  Ingersoll-Rand  Co. 

Dump  Cars,  Wheels,  etc. 

Hopkins  &  Company,  F.  H. 
MacKinnon  Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime   Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Sheldons  Limited 

Drift  Pins 

Canada    Foundries    &  Forgings, 

Drying  Apparatus 

Canadian  Blower  &  Forge  Co. 

Elastite 

Carey  Mfg.   Co.,  Philip 

Trussed  Concrete  .Steel  Co.,  Ltd. 

Electric  Air  Rock  Drills 

Canadian  Ingersoll-Rand  Co. 

Electric  Impulse  Clocks 

Gent  &  Company,  Limited 

Electric  Water  Systems 

Ontario  Wind  Engine  &  Pump 
Company 

Electrical  Specialties 

Spielmann  Agencies  Regd. 

Electrical  Supplies 

Canadian  General  Electric  Co. 

Elevator  Doors 

Ormsby  Company,  A.B. 

Elevators 

Northern  Crane  Works 
Turnbull  Elevator  Company 


Engines 

Canadian  AUis-Chalmers  Ltd.  ; 
Canadian  Blower  and  Forge  Co  ' 
Hopkins  &  Company,  F.  H.  ' 
Inglis  Company,  John  ' 
McDougall  Caledonian  Iron  Wks  j 
Waterous  Engine  Works  Co. 

Engineers  (Civil  and  Mechanical) 

Bowman  &  Connor 

Chipman  &  Power 

Dominion  Engineering  &  Inspcfr 

tion  Company 
Hunt  &  Co.,  Robt.  W. 
MacKinnon  Holmes  &  Co. 
Milton  Hersey  Co. 
R.  &  W.  S.  Lea 
Wynne-Roberts,  R.  O. 

Excavators 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 

Exhaust  Heads  ^ 
Canadian  Blower  and  Forge  Co/ 
Sheldons  Limited 

Expanded  Metal 

Baines  &  Peckover 
Pedlar  People  Limited 

Trussed  Concrete  Steel  Co.,  Ltd.  j 

Fans 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Fibre,  Vulcanized  ' 
Beveridge  Paper  Co.,  Ltd. 

Fire  Brick,  Jointless  f 
Beveridge  Paper  Co.,  Ltd.  'A 

Fireproofing  <£ 
Asbestos  Mfg.  Company  " 

Fireproof  Doors  and  Windows 
Ormsby  Company,  A.  B. 
Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Fire  Escapes 

Dennis  Wire  &  Iron  Works  Co. 
Manitoba  Bridge  &  Iron  Workt 
McGregor  &  Mclntyre 

Fire  Escape  Spirals 

Canadian  Mathews  Gravity  Cii' 
rier  Company 

Fire  Protection  Appliances 
Bickle  Company,  R.  S. 

Flag  Poles 

Ontario  Wind  Engine  &  Pump 
Company 

Flooring  Materials 

Armstrong  Cork  Company 
Imperial  Oil  Company 

Forges 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Forgings,  Steel  &  Iron 

Canada    Foundries    &  Forgings, 

Gasoline  Engines 

Boving  Hydraulic  &  Engineering 

Company  j 
Canadian  AUis-Chalmers  Ltd.  ■ 
London  Concrete  Machinery  Co.l 
Ontario  Wind  Engine  &  Pump' 

Company 

Generators 

Canadian  General  Electric  Co 

Glass 

ToroTito  Plate  Glass  Imptg.  Co 

Governors 

Boving  hydraulic  &  Engineering 

Company 

Gravity  Carriers 

Canadian   Mathews   Gravity  Car- 
rier Company 

(Continued  on  page  8) 
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SILENT  SANITARY  SCHOOL  DESKS 

WITH  FOLDING  SEATS 


VIEW  OF  ROW  OF  SILENT  SANITARY  DESKS  IN  POSITION 
Produced  at 

J  AS.  SMART  PLANT 

BROCKVILLE,  ONT.  WINNIPEG,  MAN. 


Turbine 
Pumps 

Electric  and  Steam 

Water  Works 
Factory  and 
Fire  Services  , 

Humphrey!  Gas 
Pumps 

Any  capacity  or  pressure 

THE  JOHN  McDOUGALL 
CALEDONIAN  IRON  WORKS  CO.,  LIMITED 

Works:  Seigneurs  4  William  Sts.,  Montreal. 
Manufacturers  of  Boilers,  Castings,  Condensers.  Elevators,  Engines,  Filters,  Forgings,  Hydraulic 
Machinery,  Pumps,  centrifugal  and  reciprocating,  Steam  Turbines,  Tanks,  Water  Wheels,  Water 

Works  Plants 


Lachine  Waller  Works 
Three  million  gallons,  eighty  pounds  domestic,  180  lbs.  6re. 
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Hammers 

Canada    Foundries    &  Fordngs, 

Hammer  Drills 

Canadian  Allis  Chalmers  Ltd. 
Canadian  IngersoU  Rand  Co. 

Heating  Apparatus 

Canadian  Blower  and  Forge  Co. 

Sheldons  Limited 
Heat  Insulating  Materials 

Armstrong  Cork  Company 

Hoists,  Electric 

Northern  Crane  Works 
Hoisting  Apparatus 

Beatty  &  Sons,  M. 

Canadian  IngersoU-Rand  Co. 

Gillis  &  Geoghegan 

Hopkins  8c  Company,  F.  H. 

London  Concrete  Machinery  Co. 

Marsh  Engineering  Works,  Ltd. 

Mussens  Limited 

Northern  Crane  Works 

Williams  Machinery  Co.,  A.  R. 

Hoisting  Engines 
Beatty  &  Sons,  M. 
Canadian  AUis-Chalmers  Ltd. 
Hopkins  &  Company,  F.  H. 
Marsh  Engineering  Works,  Ltd. 

Hollow  Tile 

National  Fire  Proofing  Co. 

Hose 

Can.  Consolidated  Rubber  Co., 
Ltd. 

Hydrants 

Canada  Iron  Foundries 
Gartshore-Thompson  Pipe  Co. 
Kerr  Engine  Company 
McAvity  &  Sons,  T. 

Industrial  Cars 

Hopkins  &  Company,  F.  H. 
MacKinnon-Holmes  &  Co. 

Inspection  Engineers 

Canadian  Inspection  and  Testing 
Laboratories 


Insulation  (Asbestos) 

Asbestos  Mfg.  Company 

Insulating  Compounds 

Imperial  Oil  Company,  Ltd. 
Spielmanrv  Agencies  Regd. 
Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Industrial  Cars 

Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 

Interior  Finish  and  Doors 

Canadian  Office  &  School  Furni- 
ture Company 

Insulating  Bricks 

Armstrong  Cork  Company 

Jib  Cranes  (all  kinds) 
Northern   Crane  Works 

Journal  Wedges 

Canada    Foundries    &  Forgings, 

Kilns 

Canadian  Blower  and  Forge  Co. 
MacKinnon'  Holmes  &  Co. 
Sheldons  Limited 

Lead  Pencils 

American  Lead  Pencil  Company 

Lead  (Red  and  White,  Dry) 

Carter  White  Lead  Company 

"Lidgerwood"  Hoists 

Canadian  Allis  Chalmers  Ltd. 

Linabestos  Wallboard 
Asbestos  Mfg.  Company 

Lockers  (Clothes) 

Canada  Wire  &  Iron  Goods  Co. 
Dennis  Wire  &  Iron  Works  Co. 

Lumber  (Asbestos) 

Asbestos  Mfg.  Company 

Machinery  Insulation 

Armstrong  Cork  Company 


Metal  Lath 

Baines  &  Peckover 

Noble,  C.  W. 

Pedlar  People  Limited 

Trussed  Concrete  Steel  Co.,  Ltd. 

Metallic  Roofing 

Pedlar  People  Limited 

Meters,  Water 

McDougall  Caledonian  Iron  Wks. 
Neptune  Mete»  Company 

Motors 

Canadian  General  Electric  Co. 

Oil  Tanks 

Boving  Hydraulic  &  Engineering 
Company 

Imperial    Oil    Company,  Ltd. 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 

Ornamental  Iron 

Dennis  Wire  &  Iron  Works  Co. 

Ornamental  Moulds 

Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 

Paints  and  Varnishes 
Dominion  Paint  Works 
Hopkins  &  Company,  F.  H. 
Spielmann  Agencies  Regd. 

Paints  (Bridge  and  Structural  Iron 
and  Pipe  Coating) 

Banetl  Company,  Ltd. 
Dominion   Paint  Works 
Iiniieiial   Oil   Company,  Ltd. 
Spielmann  Agencies  (Regd.) 

Trussed  Concrete  .Steel  Co.,  Ltd. 

Papers  (Building,  Roofing,  Water- 
proof and  Insulating) 
Beveridge  Paper  Co.,  Ltd. 

Paving  and  Paving  Materials 
Asphalt  &  Supply  Company 

Jiarrett  Company,  Limited 
Carey  Mfg.   Co.,  Philip 
Iniiierial    Oil    Company,  Ltd. 
Trussed  Concrete  Steel  Co.,  Ltd. 


Pipe  (Concrete,  Iron  ft  Wood) 

Boving  Hydraulic  &  Engineerini 

Company 
Dominion  Concrete  Company 
Gartshore  Thomson  Pipe  Co. 
National  Iron  Works 

Pipe  and  Boiler  Coverings 
Dominion  Paint  Work* 

Pencils  (Lead) 

American  Lead  Pencil  Company 

Perforated  Metals 
Canada  Wire  &  Iron  Goods  Co. 

Pile  Driving  Machinery 
Beatty  &  Sons,  M. 
Canadian  AUis-Chalmers  Ltd. 
Canadian  IngersoU-Rand  Co. 
Hopkins  &  Company,  F.  G. 
Marsh  Engineering  Workf,  Ltd. 

Pipe  Fittings  and  Flanges 

Pittsburgh   Valve,   Foundry  k 
Construction  Company 

Pipe  Covering  (Magnesia,  Asbestos. 
Wool,  Felt,  etc.) 

Asbestos  Mfg.  Company 

Pipe  Covering  (Cold  and  Steam) 
Armstrong  Cork  Company 

Plumbing  Supplies 

Mueller  Mfg.  Company,  H. 

Planing  Mill  Exhausters 

Canadian  Blower  and  Forge  Co 
Sheldons  Limited 

Plaster 

Britnell  &  Company 

Plug  Drillers 

Canadian  Ingersoll-Rand  Co. 
(Continued  on  page  10) 


UPRIGHT  BOILERS 

for  use  anywhere  in  Canada 

The  dcsicjns  for  all  our  Upright  Boilers  are  on  file  with  and  are  approved  by  all  of 
the  Provincial  Governments  having  laws  governing  the  construction  of  boilers.  The 
fittings  supplied  with  these  boilers  are  also  all  approved  by  the 
same  authorities.  * 

As  a  consequence  any  of  our  Upright  Boilers  may  be  used  in  any 
part  of  Canada,  and  moved  from  one  province  to  another,  if  neces- 
sary, without  hindrance  from  the  Provincial  authorities. 

This  applies  to  all  (jur  Upright  Boilers,  whether  used  on  Hoisting 
Engines,  Concrete  Mixers,  or  for  any  other  purpose. 

Boiler  users  will  ai)i)reciate  this  convenience,  as  these 
boilers,  whether  on  Hoisting  Engines,  or  not,  have  to 
be  moved  about  frequently  from  one  icjb 
to  another. 


Double  Drum  Hoisting  Engine, 
With  Swinger  for  Derrick  Use. 
M.irit  in  7  sizes,  from  10  to  BO  horsepower. 


USE  STEAM  PO,WER  IN  PLACE  OF 
MAN  POWER  AND  SO  RELEASE 
MEN  FOR  WAR  PURPOSES 


Marsh  Engineering  Works,  Limited, 


Establlshe 
1846 


Belleville,  Ont. 
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Pneumatic  Machinery 

Canadian  IngersoU  Rand  Co. 

Power  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Inglis  Company,  John 

Pumps  „ 

Canada    Foundries    &  Forgings, 

Pumps  and  Pumping  Machinery 
American  Well  Works 
T?eattv  &  Sons,  M.  . 
Boving  Hydraulic  &  Engineering 

Company  .         _  , , 

Canadian  AUis-Chalrners  I.td 
Canadian  Blower  and  Forge  Co. 
Canadian  IngersoIl  Rand  Co. 
Cook,  A.  D. 

Hopkins  &  Company,  f.  ti. 
Inglis  Company,  John 
McDougall  Caledonian  Iron  Wks. 
Ontario  Wind  Engine   &  Pump 

Company 
Waterous  Engine  Works  Co. 

Quarry  Machinery 

Canadian  IngersoIl  Rand  Ca 
Hopkins  &  Company,  t.  «■ 

Railway  Supplies 
Can.  Chicago  Bridge  &  Iron  Co. 
Dominion  Iron  &  Wrecking  Co. 
Cartshore.  John  J.  _ 
Hopkins  &  Company,  t.  H. 

Reinforcing  Bars 
Baines  &  Peckover 

Reinforcements,  Concrete  and  Steel 

Baines  &  Peckover 
Burlington  Steel  Company 
Canada  Wire  &  Iron  Goods  to. 
■  Pedlar  People  Limited 
Steel  Co.  of  Canada,  Limited 
Trussed  Concrete  Steel  Co.,  Ltd. 

Refrigeration  Machinery 

Boving  Hydraulic  &  Engineering 
Company 

Rigging  Screws 

Hopkins  &  Company,  F.  H. 

Riveted  Spuii 

MacKinnon  Holmes  &  Co. 

Road  Asphalt 

Asphalt  &  Supply  Company 
Imperial   Oil   Company,  Ltd. 

Road  Oil 

Harrctl  Company,  Limited 
Imperial   Oil   Company,  Ltd. 

Road  Mesh 

Baines  &  Peckover 

Road  Machinery 

Hopkins  &  Company,  F.  H. 
Waterous  Engine  Works  Co. 

Rolling  Steel  Doors 

Ormsby  Company,  A.  B. 

Roofings  (Plastic  and  Liquid) 
Ikvcriilge    Paper  Coinjiany 

Roofing  Material 

Asbestos   Mfg.  Company 
Ilarrcll   ('oiniiany,  LinnU'l 
Bishopric  Wallboard  Company 
Brantford  Roofing  Company 
Carey  Company,  Philip 
'I  rii|i(  i  ial    Oil    (  'ompaiiy,  Ltd. 
Noble,  Clarence  W. 
Pedlar  People  Limited 

Roofing,  Rubber 

Beverldge  Paper  Co.,  Ltd. 

Rubber  Ooods 

I'.ai  rcll    I  iiliip.inv,  l.iliiilcrl 
Can.   r,,„'-oli.laliil    Kuliliei    (  u., 
Ll.l. 


Sash  Machinery 

King  Construction  Company 

Scrap  Iron 

Dominion  Iron  &  Wrecking  Co. 

Screens 

Canada  Wire  &  Iron  Goods  Co. 

Sewer  Pipe 

Britnell  &  Company 
Canada   Iron  Foundries 
Dominion  Sewer  Pipe  Co. 
Gartshore  Thompson  Pipe  Co. 
Hamilton  &  Toronto  Sewer  Pipe 

Company 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
National   Iron  Works 
Ontario  Sewer  Pipe  Company 
Standard  Clay  Products  Ltd. 

Sheathings 

Beveridge  Paper  Co.,  Ltd. 

Sheeting 

Barrett  Company,  Limited 


Shingles  (Asbestos) 

Asbestos  Mfg.  Company 


Ship  Forgings 

Canada    Foundries    &  Forgings, 

Shovels  (Steam) 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 

Silo  Moulds 

London  Concrete  Machinery  Co. 

Skylights 

Pedlar  People  Limited 

Trussed  Concrete  Steel  Co.,  Ltd. 

Slates  (Asbestos) 

Asbestos  Mfg.  Company 

Smoke  Stacks  * 

Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
MacKinnon,  Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Pedlar  People  Limited 
Waterous  Engine  Works  Co. 

Sprinkler  Tanks  (Steel) 

Can.  Chicago  Brjdge  &  Iron  Co. 

Stair  Builders 

Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Steam  Apparatus  and  Specialties 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
McAvity  &  Sons,  T. 
Sheldons  Limited 

Steam  Turbines 

McDougall  Caledonian  Iron  Wks. 

Steel 

Burlington    Steel  Company 
Dominion  Iron  Si  Wrecking  Co. 
Hopkins  &  Company,  F.  H. 
Steel  Company  of  Can.,  Ltd.  . 

Trussed  Concrete  Steel  Co.,  Ltd. 

Steel  Bars 

Haines  &  Peckover 
Burlington  Steel  Company 
Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Steel  Company  of  Canada.  Ltd. 
Trussed  Concrete  Steel  Co.,  I.lcl. 


Steel  Beams 

MacKinnon  Holmes  &  Co. 


Steel  Castings 

Canadian  Steel  Foundries,  Ltd. 


Steel  Pipe 

Can.  Chicago  Bridge  &  Iron  Wks. 


Steel   Plate  Construction 
MacKinnon-Holmes  &  Co. 
Marsh  Engineering  Works,  Ltd. 
Waterous  Engine  Works  Co. 


Steel  Sash 

Ormsby  Company,  A.  B. 

Trussed  Concrete  Steel  Co.,  Ltd. 


Stone 

Britnell  &  Company 


Structural  Iron  and  Steel 

Burlington  Steel  Company 
Canadian  Allis  Chalmers  Ltd. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
MacKinnon-Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 
McGregor   &  Mclntyre 
Reid  &  Brown  Structural  Steel  & 
Iron  Works 


Stucco  Board 

Bishopric  Wallboard  Company 

Swinging  Gears 

Dake  Engine  Company 

Switchboards 

Canadian  General  Electric  Co. 

Tanks  and  Steel  Pipes 

Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  DesMoines  Steel  Co. 
Inglis,  John 

Manitoba  Bridge  &  Iron  Works 
Marsh  Engineering  Works,  Ltd. 
McDougall  Caledonian  Iron  Wks, 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 
Ontario  Wind  Engine  &  Pump 

Company 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co.,  A.  R. 

Telescopic  Hoists 

Black  Building  Supply  Company 
GiUis  &  Geoghegan 

Testing  and  Inspecting  Bureau 
Hunt  &  Company,  Robt.  W. 

Tile  Moulds 

London  Concrete  Machinery  Co. 

Thumb  Screws  and  Nuts 

Canada    Foundries    &  Forgings, 

Towers 

Can,  Chicago  Bridge  &  Iron  Co. 

Transformers 

Canadian  General  Electric  Co. 

Turnbuckles 

Canada  Foundries  &  Forgings, 
Dominion  Wire  Rope  Company 

Valves 

Canada    Iron  Foundries 
Gartshore-Thomson    Pipe  Co 
Kerr   Engine  Company 
McAvity  &  Soni,  T. 


Ventilating    &    Heating  Appac; 
Canadian  Blower  and  Forge 
Sheldons  Limited 


Varnishes — Insulating 

Standard  Underground  Cable] 
of  Canada,  Limited 


Wagons 

Tiffin   Wagon  Company 


Wall  Board 

Bishopric  Wallboard  Company 


Wallboard   (Asbestos,  I.inabestoi)j 
Asbestos  Mfg.  Company 


Water    Level  Apparatus 

Gent  &  Company,'  Limited 


Waterproofing 

Barrett  Company,  Limited 
Imperial  Oil  Company,  Ltd. 
Trussed  Concrete  Steel  Co., 


1 


Ltc; 


Water  Softeners  and  Filters 

Manitoba  Bridge  &  Iron  Work 

Water  Tapping  Machines 

Mueller  Mfg.    Company,  H. 


Water  Turbines 

Boving  Hydraulic  &  Engineerini 

Company 
Canadian  Allis-Chalmers  Ltd. 
McDougall  Caledonian  Iron  Wk» 


Welding  Apparatus 

Prest-O-Lite  Company,  Inc. 

Welding  and  Cutting  Plants 

Prest-O-Lite  Company,  Inc. 


Well  Drilling  Plants 
American  Well  Works 
Ontario  Wind  Engine  &  Pump 
Company 


Window  Sash 

Trussed  Concrete  Steel  Co.,  Ltd 


Wires  and  Cables 

Standard  Underg;round  Cable  Co. 
of  Canada,  Limited 

Wire  Guards  and  Screens 

Canada  Wire  &  Iron  Goods  Co. 


Wire  Rope 

Dominion   Wire  Rope  Co.,  Ltd, 


Wrenches 

Canada    Foundries    &  Forgingi, 


Wood  Pipe 

Canadian  Pipe  Company 
Pacific  Coast  Pipe  Compsny 
Vancouver  Wood   Pipe  &  Tank 
Company 


Wood  Tanks 

Pacific  Coast  Pipe  Company 
Vancouver  Wood  Pipe  and  Tsnl^ 


Company 


McAVITY 

Street  Sprinkling 


Valve 

as  adopted  by  the 
leading  Towns  and 
Cities  throughout 
Canada  and  U.S.A. 


I39L. 


Fig.  1 

Shows  offset  which  gives  full 
opening  of  hydrant  at 
nozzle. 


Fig.  2 
Shows  valve  open. 


This  valve  is  used  by  the  fire  department  in  extinguishing 
fires,  by  the  street  works  for  flushing  of  mains  and  sewers,  and 
by  contractors  as  syphons,  etc.,  without  any  interference  to 
the  hydrant. 

The  valve  screws  on  to  the  hydrant  in  the  spring,  the  water 
turned  on  at  full  opening  until  cold  weather  sets  in. 


Hardware  and  Metal  Merchants — Brass  and  Iron  Founders 

St.  John,  N.B.,  Canada 

MONTREAL 


Established  1834 


WINNIPEG 
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CANADIAN   DES  MOINES 
STEEL  CO.,  Limited 

Elevated  Tanks  Barge*  Bridges 

Standpipes  .  Wireless  Towers 

Structural  Steel  for  all  purposes. 


Let  us  bid  on  your  requirements. 
Attractive  Prices— Prompt  Deliveries. 


Sales  Offices  and  Plant 
CHATHAM,  ONT.  275  Inshes  Ave. 

Associated  with 
PITTSBURGH-DES  MOINES  STEEL  CO. 
Pittsburgh,  Pa.  New  York  City 

945  Curry  Bldg.  42  Church  St. 

DES  MOINES  BRIDGE  AND  IRON  CO. 
Des  Moines,  Iowa,  938  Tuttle  Street 


An  Architect's  Bungalow 

The  summer  residence  at  Gowan,  Ont.,  erected  by  Mr.  Bani- 
gan,  of  Messrs.   Banigan,  Mathers  &  Thompson, 
Architects,  of  Toronto. 

This  Bungalow  is  constructed  throughout  with 

STuccoboARD 

from  designs  drawn  by  Mr.  Banigan — the  exterior  walls* 

being  stuccoed  and  the  interior  walls  plastered. 

Mr.  Banigan  has  expressed  himself  as  being  well  pleased 

with  the  results  obtained  by  using  "Bishopric  Stucco 

Board." 

As  for  cost,  "Bishopric  Stucco  Board"  takes  the  place 
of  boarding,  sheathing  paper,  furring  strips  and  laths — 
saving  the  cost  of  these  extra  materials  and  fully  75 
per  cent,  of  the  time. 

Write  for  more  facts  and  samples — free  on  request. 

Bishopric  Wall  Board  Co.,  Ltd.,  oTxiwf  o'„\. 


rARTE 


WOODEN  PIPE 


wire  wound  wood  stave  pipe,  2  in.  to  24  in.  diameter.  Con 
tinuous  wood   stave  pipe,   any   diameter  required. 

CANADIAN  PIPE  CO.,  LIMITED 


Established  1904 

Equipped    with  the 
machine  driven  by  a 
Guaranteed. 

Office  and  Factory— 550  Padfic  St.,  VANCOUVER^B.C. 


New  Fmctory  Erected  1910 

most  up-to-date  machinery.  Every 
separate  electric  motor.  Satisfaction 


STORMTIGHT 

Plastic  and  Liquid  ^ 

CEMENTS 

Makes  a  permanent  one-piece  leakless 
Roof  at  the  lowest  possible  cost.  Al- 
ways ready  for  use  by  anyone,  regard- 
less of  weather  conditions. 
The  simplest  and  cheapest  method  for 
sealing  leaks  and  making  repairs  on 
any  surface.  Apply  now  and  forget 
.   your  roofs  until  1928. 

Also   for    Waterproofing    Walls  and 
Floors. 

Waterproof,  Wearproof,  Weather- 
proof, Airproof,  Fireproof,  Acid  Proof. 

MILL  SUPPLY  DEPT. 

Beveridge  Paper  Co. 

Limited 

Montreal,  P.  Q. 

St.  John,  N.  B.  Quebec,  P.  Q. 


GENUINE  DRY  RED  LEAD 


D 
[ 


A  Canadian  Lead  for  Canadian  Workmen.  Made  from  the  finest  grade  of  Can- 
adian Pig  Lead,  is  a  highly  oxidized,  pure   red  lead  that  gives  the  greatest  protection 
to  metal  work  against  rust  and  corrosion. 

Safeguard  your  work  by  specifying  a  red  lead  that  you  are  sure  will  give  you  satisfactory  results. 
Carter's  Genuine  Red  Lead  is  ea.sy  to  ai)ply, 

spreads  well,  and  covers  with  a  uniform  thickness  1  he  Carter  White  Lead  Co. 

of  film.   We  also  manufacture  Orange  Lead,  Lith-  of  Canada,  Limited 

:\v<^(\  and  Dry  VViiite  T.cad.     Ask  us  for  prices.  91  Delorimier  Ave.  MONTREAL 

CUai — 11  HZZ3CZ3I — II  ICZ3IZZ1IIZ3CZ3CI3C 
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Get  Ready  to  Make  Cement  Drain  Tile 


Cement  Drain  Tile  Macliine. 


London  Tile  and  Sewer  Pipe  Moulds 

Are  made  in  all  sizes  up  to  10  ft.  in  Diameter. 
Write  for  Catalogue  No.  2  A. 

London  Concrete  Machinery  Co.,  Ltd 

Dept.  7,  LONDON.  ONTARIO. 
AGENCIES 

R.   R.    Power,   Halifax,   N.S.        Rene  Talbot,   Quebec.  Que. 
The  Foss  &  Hill  Machinery  Company,  Montreal,  Que. 
The  General  Supply  Company  of  Canada,  Ottawa,  Ont. 
The  General  E.ipply  Company  of  Canada,  Winnipeg,  Man. 
The  B.  C.  Equipment  Company,  Vancouver,  B.C. 


Tliirc  will  l)c  a  .slnjilaj^c  of  24,0</J,0:j<J 
cement  drain  tile  tlii.s  year.  ICvcry  man 
ill  the  hu.sine.ss  has  more  orders  than  he 
can  handle.  There  arc  larger  profits  in 
the  cement  drain  tile  lousiness  tlian  an} 
iMancli  (if  tlic  concrete  industry. 

Write  for  full  information.    Send  for 
Catalogue  No.  2. 


ripe  Moulds. 


We  Buy  For  Cash 

■■■■HiHH      mmmm^^mmm      mmmm^^ma  mmmm^am^ma 

Used  Machinery,  Metals  of  all  kinds,  Shafting,  and 

Electrical  Equipment 

We  gather  together  the  various  materials  and  products  that  have  served  their 
purpose  in  the  economic  machine  and  start  them  over  again  in  new  forms  through 
this  machine. 

Forward  us  a  list  of  what  you  have  and  obtain  our  prices 

Because  we  Buy  for  Cash  we  can  Sell  at  Attractive  Prices 

Motors,  Generators,  Transformers,  Electrical  Equipment,  Water  Wheels,  Shaflirg, 
Pulleys,  Hangers,  Rails,  Locomotives,  Boilers,  Cars,  Engines. 

WE  INVITE  YOU  TO  TEST  OUR  SERVICE  AND  PRICES 

DOMINION  IRON  &  WRECKING  CO.,  LTD. 

General  Offices:  Transportation  Building,  MONTREAL 
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Canadian  Rivet  Forges  are  built  to 
last. 

Easy  running  blower,  powerful, 
uniform  blast,  rigid  steel  plate  con- 
struction. 

Write  for  Catalog  100-12.  ' 

Canadian  Blower  &  Forge  Co. 

Kitchener.  Ont. 


SWANSEA 

Salt  Glazed  and  Vitrified 

SEWER  PIPES 


True  to  Size 
Impervious  to  Water 

Sizes  manufaclured  and  al- 
ways in  stock  4  in.  to  24  in. 


Ask  for  Price  List 
and  Discounts 


also 

Chimney  Tops 
Flue  Liningfs 
Wall  Coping 
Culvert  Pipe 
Inverts 

Telephone  (Toronto  Connection) 
Parkdale  5000 


The  Dominion  Sewer  Pipe  Co. 

(The  Independent  Co.)  Limited 

SWANSEA  (near  Toronto) 


Steel  Ball  Bearing  Brick  Paving  Carriers 


(PATENTED) 


are  the  right  help  in 
delivering  the  Brick 
from  the  boulevard 
to  the  setters;  one 
man  performing  the 
service  of  three  or 
four.  It  delivers  the 
brick  in  good  order 
and  at  the  right  time. 
In  use  by  leading 
Paving  Contractors. 

Write  for  our 
catalogue  "R" 


MANUFACTURED  BY 


Canadian  Mathews  Gravity  Carrier  Company,  Limited 

484  Richmond  Street  W.  -  -  -  TORONTO,  ONT. 
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^KKiRR  production  and  iiuTcased  dcniruuls 
require  top-notch  efficiency  in  man  and 
machine.  Truscon  Steel  Sash  is  the  solution 
to  da3'light  and  ventilation  problems.  Flooded 
with  daylight,  more  and  better  work  can  be 
done,  and  accidents  prevented.  Proper  ven- 
tilation assures  healthful  working  conditions  — 
the  free  exit  of  fumes  as  well  as  inHux  of  pure 
air. 

Built  for  Permanence 

TTIE  high-grade  workmanship  of  Truscon  Steel 
Sash  is  noticeable  in  its  clean-cut  lines  and 
attractive  appearance.  Made  of  specially  rolled  high- 
grade  steel,  the  sections  are  fitted  with  mathematical 
exactness.  The  size  and  design  of  the  solid  steel 
sections  assure  tremendous  strength  and  rigidity 
against  wind  pressure  or  suction  from  air  currents. 
The  sash  is  given  rigid  inspection,  both  during  the 
process  of  manufacture  and  before  shipment. 

Truscon  representatives,  located  convenientlj' 
throughout  Canada,  will  gMve  personal  service  to 
owners,  architects,  engineers,  and  contractors,  as 
well  as  co-operate  with  them  fully. 

for  modern  permanent 
construction  cover  Rein- 
forced Concrete  in  all  its 
phases;  Steel  Window 
Sash  of  every  type; 
Metal  Lath  for  Plaster 
and  Stucco;  Concrete  Highway  Reinforcement;  Spot 
Grounds;  Waterproofings,  etc. 


Trussdd  Conqi'^te  Steel  Co. 

I  of  CanadJi  Limited 

joronto  Winijj 


Montreal 


Walkervil|1e,  ontarig 

)ronto        Winnipeg  Calgary 


Vancouver 
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Alabastine  Co.  of  Paris   18 

American  Lead  Pencil  Company  . .  . 

American  Well  Works  

.\nglins  Limited   5*> 

Armstrong  Cork  Company   

Asbestos  Manufacturing  Company  . .  17 

Asphalt  and  Supply  Company   58 

Ault  &  Wiborg  Company   57 

Baines  &  Peckover   . . 

Barber,  Frank   5(5 

Barrett  Company    

Bate,  McMahon  &  Co   19 

Bawden  Pump  Company  

Beatty  &  Sons,  Ltd..  M   2 

Beveridge  Paper  Company    13 

Bickle  Company,  R.  S   -19 

Bishopric  Wallboard  Company   12 

Blair  Company,  B  

Black  Building  Supply  Company  ... 
Boving  Hydraulic   and  Engineering- 
Company   

Brantford  Roofing  Company   18 

Britnell  Company,  Limited   48 

Burlington  Steel  Company   45 

Canada  Crushed  Stone  Corporation. 
Canada  Iron  Foundries,  Limited  . .  .  55 
Canada  Foundries  and  Forgings,  Ltd.  7 
Canada  Wire  and  Iron  Goods  Co... 

Canadian  AUis-Chalmers   4 

Canadian  Blower  and  Forge  Co.  ...  14 
Canadian  Chicago  Bridge  and  Iron 

Company   57 

Canadian  Consolidated  Rubber  Co.  3 
Canadian  DesMoines  Steel  Company  12 

Canadian  General  Electric  Co   4 

Canadian  Ingersoll-Rand  Company 
Canadian    Inspection    and  Testing 

Laljoratories   5(5 

Canadian   Mathews   Gravity  Carrier 

Company   14 

Canadian  OFIice  School  Furniture  Co.  4(5 

Canadian  Pipe  Company,  Ltd   12 

Canadian  Steel  Foundries,  Lid  

Canadian  Surety  Company   4(> 

Carey  Company,  Fhili])  

Carter  White  Lead  Company   12 

Cast  Stone  Block  and  Machine  Co. 

Chipman  &  Power,  Limited   r,() 

Conduits  Company,  Limited   57 

Cook,  A.  D.  •  

Crushed  Stone,  Limited    48 

Dakc  luigine  ('ompany    48 

l^cnnis  Wire  and  Iron  Company  ... 


Dominion  Concrete  Company   58 

Dominion  Engineering  and  Inspec- 
tion Company   56 

Dominion  Iron  and  Steel  Company..  53 

Dominion  Iron  and  Wrecking  Co...  13 

Dominion  Sewer  Pipe  Company  ....  14 

Dominion  Wire  Rope  Company  ....  60 


Engineers  and  Contractors,  Ltd.  ...  55 


Foster,  W.  L   47 

Gartshore,  John  J  

Gartshore-Thompson  Pipe  and  Foun- 
dry Company   49 

Gent  Company   56 

Gillis  &  Geoghegan  ...  .•  


Hamilton  &  Toronto  Sewer  Pipe  Co. 

Hopkins  &  Company,  F.  H   60 

Hunt  &  Company,  Robert  W   56 

Ideal  Concrete  Machinery  Company  49 

Imperial  Oil  Limited   5 

Inglis  Company,  John   43 


James,  Loudon  &  Hertzbert: 


Kerr  Engine  Cotnpany,  Ltd. 
King  Construction  Company 


56 


50 
56 


Lea,  R.  S.  &  W.  S   56 

London  Concrete  Machinery  Co.  ...  13 

Lymburner,  Limited   2 

MacKinnon  Holmes  &  Co   53 

MacLean  Daily  Reports   49 

Maritime   Bridge   Works   Company.  57 

Manitoba  Bridge  and  Iron  Works  Co.  20 

Marsh  Engineering  Works   s 

McAllister  &  Taylor   56 

McAvity  &  Sons,  T   11 

McDougall  Caledonian   Iron  Works 

company   7 

McCiovern,  T.  J  ».   

McGregor  &  Mclntyre   57 


Miller  &  Co.,  George  M  

Milton  Hersey  Company  

Morrison  &  Co.,  T.  A  

Mueller  Manufacturing  Company 
Mussens  Limited  

National  Fireproofing  Company 

National  Iron  Works  

Noble,  Clarence  W  

Northern  Crane  Works,  Ltd  

Nova  Scotia  Steel  and  Coal  Company 


(3ffice  Specialty  Company  

Ontario  Sewer  Pipe  Company  

Ontario  Wind  Engine  and  Pump  Co 

Ormsby  Company,  A.  B  

Orpen  Conduit  Company   5 


I 


Pacific  Coast  Pipe  Company  

Pedlar  People   45 

Power  &  Son   5 

Prest-O-Lite  Company   5 


Reid  &  Brown  Structural  Steel  and 
Iron  Works   5( 


Sheldons  Limited  

Standard  Clay  Products,  Ltd  

Standard  Underground  Cable  Com- 
pany of  Canada,  Ltd   5 

Steel  Company  of  Canada,  Ltd  

Spielmann  Agencies  


Tiffin  Wagon  Company  

Toronto  Plate  Glass  Importing  Co. 
Trades  and  Lalior  Branch,  Depart- 
ment of  Public  Works  

Trussed   Concrete   Steel  Company 
Turnl)u]l  Elevator  Company  


\'anconver  Wood  Pipe  and  Tank  Co. 


Watcrous   Engine  Works  Company 

Wells  &  Gray,  Limited  

Williams  Machinery  Co.,  Ltd.,  A.  li.  48 
Wynne-Roberts,  R.  0   56 


Our  advertisers  represent  the  most  progressive  manufacturers  and  dealers.  Make 
your  purchases  of  them.   Give  your  business  to  the  man  who  is  enterpris- 
ing enough  to  spend  money  and  time  to  get  in  touch  with  you. 
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ASBESTOSLATE 


Fire-Proof 
Economical 

The  Roof  That 
'  Lasts  Forever" 


"Last  Forever" 
Roofing 


Asbestoslate  Shingles  ofifer  so 
many  advantages  over  all  other 
kinds  of  roofing  materials  that  the 
small  additional  first  cost  is  not  an 
expense,  but  a  real  investment. 

Wood  shingles,  stained,  may 
look  well  for  a  time,  and  cost  less 
in  the  first  place,  but  they  spread 
fire — they  warp,  curl,  twist,  and 
split  under  the  weather  —  they 
need  frequent  staining  and  repairs. 

Metal  roofs  are  sadly  lacking  in 
durability — they  are  unattractive, 
need  frequent  painting  and  re- 
pairs. 

Ready  roofings  are  not  serious- 
ly considered  for  really  good 
buildings. 

Asbestoslate  is  the  ideal  roofing.  It  is  absolutely  Fireproof  and  \\  eathcrproof — coolest  in 
Summer,  warmest  in  Winter.  ]t  does  not  warp,  curl,  twist  or  split,  it  never  needs  paint  or  re- 
pairs. It  is  made  of  Portland  Cement  and  Asbestos  Inbre.  -Mways  looks  well  and  will  la-^t 
forever. 


Send  to-day  for  free  illustrated  Booklet,  and 
advise  kind  of  building  you  are  interested  in. 

Asbestos  Manufacturing  Company 

809  Drummond  Building 
MONTREAL,  Que. 
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MAKING  WATERTIGHT  CONCRETE 


Concrete  can  only  be  absolutely  water- 
tight when  the  pores  in  its  body  are  suffi- 
ciently small  to  stop  the  passage  of  water. 
Any  material  that  is  to  be  added  to  con- 
crete in  order  to  m.ake  the  structure  wet- 
proof  must  necessarily  eliminate  struc- 
tural defects  in  the  concrete  first  of  all.  It  must 
reduce  the  size  and  frequency  of  smaller  passages 
by  filling  them  with  finely  distributed  material 
that  will  be  permanently  attached  to  the  con- 
crete mass. 

The  one  material  that  has  been  successfully  used 
in  this  connection  is  Hydrated  or  Slaked  Lime. 
There  are  many  technical  points  in  favor  of 
Hydrated  Lime  for  waterproofing  purposes,  that 
have  brought  it  into  great  favor  in  all  parts  of  the 


country.  These  points  are  mainly  as  fol- 
lows :  It  does  not  injure  the  concrete 
chemically  or  physically.  It  is  of  a  char- 
acter chemically  similar  to  that  of  cement. 
It  requires  no  chemical  reaction  in  order 
to  make  it  permanently  effective  for 
waterproofing  purposes.  It  readily  mixes  with 
water  and  adheres  to  the  other  ingredients  of  the 
concrete.  It  is  finely  divided  and  bulky,  and  of 
a  colloidial  nature  which  tends  to  lubricate  the 
mass  of  concrete  during  handling  and  placing  and 
acts  as  a  void  filler  in  the  hardened  concrete.  It 
is  very  convenient  to  handle,  and  easy  to  propor- 
tion and  incorporate  in  the  mix.  It  is  inexpensive. 
It  is  handy  and  can  be  secured  readily  in  all  parts 
of  the  country  for  all  classes  of  structural  work. 


THE  ALABASTINE  CO.  (PARIS)  LIMITED 


We  have  some  interesting  information  regarding  Hydrated  Lime,  and  more 
especially  about  Alabaster  Hydrated  Lime.  Send  today  for  the  details. 


Paris,  Ontario 


— Brantford— 

Specification  Roofs 

have  given  entire  roofing  satisfaction 


During  the  past  twelve  years  a  large 
number  of  factories,  stores,  office  build- 
ings, public  buildings,  schools  and  apart- 
ment houses  have  been  roofed  with 
"Brantford  Specification,"  with  entirely 
satisfactory  results. 

The  roofing  used  for  "  Brantford 
Specification"  is  our  6o  lb.  Brantford 
Asphalt  Roofing,  which  has  a  silicia 
sand  finish  on  both  sides.  This  enables 
it  to  adhere  firmly  to  the  Branroco 
Cement  upon  which  it  is  laid,  and  also 


affords  additional  protection  against 
the  weather  to  the  upper  side  which  is 
also  coated  with  our  Superior  Roof 
Coating. 

Give  us  the  dimensions  of  the  roof 
or  roofs  you  are  estimating  on  and  we 
will  send  you  full  particulars  as  to  the 
cost  of  using  "Brantford  Specification" 
on  them.  Names  of  large  buildings 
and  leading  contractors  using 
"Brantford  Specification"  sent  on 
request. 


Brantford  Roofing  Co 


Limited 


Head  Office  and  Factory,  Brantford,  Canada 

Branches  at  Toronto,  Montreal,  Halifax 
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T.  C.  Bate 


E.  McMahon 


Bate,  McMahon  &  Co. 


Contractors 


Robt.  S.  Low,  Manager 


Removing  stumps  from  Aviation  Grounds,  Borden  Military  Camp. 

Rapidity  of  construction  consistent  with  economy  in 
cost  is  our  aim  at  all  times.  Correspondence  solicited. 


ESTIMATES  AND  PROPOSALS  free- 
ly given  on  all  classes  of  street  paving, 
highway  construction,  concrete  bridges,  earth 
or  rock  excavation,  drainage  systems,  sewers, 
water  supply,  cement  gun  work,  remforced 
concrete  buildings,  railroad  construction, 
street  railways,  etc. 


OOAD  BUILDING  is  one  of  the  many 
Imes  of  contracting  work  in  which 
this  firm  has  had  extensive  experience,  and 
for  which  we  own  all  the  necessary  plant  to 
handle  large  contracts  with  the  utmost  effici- 
ency and  dispatch. 


Head  Office 
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Bar  Iron 

Carried  in  all  sizes  and  lengths 
for  immediate  shipment.  Special 
prices  on  certain  sizes. 

Steel  Sheets 

A  complete  range  from  10  gauge  to  26 
gauge,  for  immediate  shipment. 


Small  Angles 

From  ^"  X  ^"  x  Ys"  to  2"  x  2"  x 
%"  in  all  sizes,  thicknesses  and 
lengths. 

Steel  Plates 

All  sizes  from  3/16"  to  1"  thick,  in  stock 
now. 


We  have  a  large  stock  of  BOILER  TUBES  of  all  sizes  for  immediate  shipment. 

Write  to  our  WAREHOUSE  DEPT.  regarding  your  needs. 

Reinforcing  Bars  for  Concrete 

Shipment  from  Mill  or  Stock 

We  desien  and  fabricate  all  kinds  of  structural  steel,  and  carry  at  all  times  a  large  stock  of  Beams,  Chan- 
nels, Broad  Flange  Beams,  Plates  and  Angles,  Rivets,  Bolts,  Shafting,  Transmission  Machinery,  etc.,  besides 
those  mentioned   above — ready  for  immediate  shipment. 

We  have  a  monthly  stock  list  that  should  be  on  your  desk.   Ask  for  it. 


Manitoba  Bridge  &  Iron  Works,  Ltd. 

Winnipeg       •  Manitoba 


_  

L 

1 

li 

Ormsby-Lupton 

STEEL  SASH 

The  Lighting  and  Ventilation  of  commercial  buildings  is 
our  special  business. 

No  matter  what  style  of  building  or  finish  required,  we 
can  give  advice  as  to  the  best  and  most  efficient  Lighting 
and  Ventilating  Plan  to  adopt. 

Our  line  of  fireproof  sash  includes  Ormsby-Lupton  side- 
wall  sash,  Counterbalanced  Sash,  Counter-weight  Sash  and 
Pond  Continuous  Sash,  with  operating  devices.  We  also 
make  daylight  steel  partitions  in  many  designs. 

Write  for  literature,  blue  prints,  and  specifications.  No 
charge  for  this  service. 

THE  A.  B.  ORMSBY  CO.,  LIMITED 

TOFiONTO,  ONT. 


AGENTS: 
Maritime  Provinces: 

F.  A.  Gillis  Co.,  Halifax,  N.S. 
Ontario:  D.  A.  Cummings,  Brockville. 
British  Columbia: 

A.  T.   Chambers,  Vancouver. 


Associated   with   The   Metal   Shingle   &  Siding 
Company,  Limited. 
Factories  at  Preston,  Toronto,  Montreal,  Winni- 
peg, Saskatoon,  Calgary. 
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Unparalleled  Scarcity  of  Houses 
Why  Not  Build? 

TilE  .scarcity  uf  hou.scs  in  Toronto,  accordins^  to 
prominent  real  estate  men,  has  not  been  paral- 
leled in  the  history  of  the  city.  It  is  almost 
impossible  for  a  tenant  to  obtain  a  honsc,  es- 
pecially the  six-room  or  seven-room  type,  which  is  in 
a  reasonable  condition.  The  rents  asked  are  so  hit^h 
that  it  is  impossible  for  the  avera,L;e  man  to  live  in  sur- 
roundings where  there  is  sufficient  floor  space,  not  to 
mention  oood  light  and  proper  sanitary  condtions.  He 
has  to  sublet  his  house,  if  he  is  fortunate  enough  to 
get  one  of  any  kind,  and  the  resulting  congestion  is 
greatly  detrimental  to  the  wcllbeing  of  the  human 
race. 

It  is  true  that  there  are  a  large  number  of  houses 
for  sale  (as  the  high  cost  of  building  has  made  it  pos- 
sible to  ask  big  prices),  though  perhajjs  not  so  many 
as  formerly,  as  the  owner  has  not  the  same  assurance 
that  if  he  did  make  a  good  sale,  he  could  And  another 
house  suitable  for  his  family.  Hut  there  never  has 
been  anything  but  a  scarcity  of  small  houses  for  sale 
or  rent,  proj^erties  which  are  in  demand  bv  the  work- 
man, including  the  much  coveted  garden  combined 


with  c(jii vcnicnces  a  more  or  less  extensive  charac- 
ter, williiii  reasonable  distaiirc  of  the  centre  «»f  the 
city.  \ot  (;nly  are  these  houses  scarce,  but  the  price 
asked  is  far  in  excess  of  the  real  value  on  account  of 
the  su])ply  being  so  much  less  than  the  deniaiid.  Thi^ 
high  jirice  is  due  also,  tf)  srjnic  extent,  to  high  land 
prices,  llujugh  there  has  been  an  adjustment  in  thi* 
direction. 

IJnildiiig  has  fallen  off  mainlv  lu-cause  of  the  high 
cost  iA  material  and  labour,  and  to  some  extent  by 
the  tendency  to  hold  up  ventures  due  to  the  uncer- 
tainty <jf  the  times.  I''ivc  years  agrj  a  modern  eight- 
roomed  solid  brick  hfjuse  with  hardwood  finish  could 
be  built  for  al)out  $4.fXX).  The  same  building  to-day 
would  cost  not  much  les.s  than  .$6.fXX)  and  e\en  at  that 
figure,  some  of  the  fittings  would  be  unobtainable. 
Adding  to  this  a  builders  prrjfit  of  $1,(XX),  with  the  cost 
of  40  feet  of  land  at  $.S0  a  foot,  the  total  is  $*J,fX/J.  which 
at  ()  ])vr  cent,  is  efpiivalent  to  a  rental  of  $4.^  jjer  nunith. 
to  say  nothing  of  taxes,  insurance,  maintenance,  sink- 
ing fund,  etc. 

.Montreal  has  accepted  the  llat  house  as  a  necessity 
— a  half  milli(jn  people  cannot  be  accommodated  in 
the  old  roomy  way.  The  Toronto  1  IousingC«Mii])any 
has  adopted  a  similar  i)rinciple  ;  their  bonds  are  guar- 
anteed by  the  municipality,  \et  even  here  the  pressure 
of  mcjdcrn  prices  has  been  felt  and  the  rentals  have 
been  raised  twice  within  a  few  months.  This  raising 
ol  the  rents  has  been  universal,  and  in  many  cases  they 
doubtless  ha\  e  been  increased  much  in  excess  of  the 
sum  warranted  by  the  i)resent  assessed  value,  and  what 
is  true  of  Toronto  and  Montreal  is  true  in  more  or  les> 
degree  of  many  other  Canadian  towns  and  cities. 

The  situation  in  the  I'nited  States  is  very  much  the 
same  as  in  Canada,  and  every  encouragement  is  being 
given  by  the  governmental  authorities  to  go  forward 
with  works  of  necessity.  .Secretary  of  the  Treasury 
iMc.Xdoo  in  a  recent  statement  said  "  Where  it  is  a 
question  of  need — be  it  on  account  of  sanitary  condi- 
tions or  because  without  such  new  construction  other 
operations  essential  at  this  time  for  the  welfare  of  the 
country  would  suffer — there  is  no  doubt  that  the  work 
should  be  undertaken." 

Any  building  operations  which  are  required  to  pro- 
tect the  health  or  ])rovide  for  the  comfortable  needs  of 
our  people  or  to  sujjply  facilities  necessary  for  the 
I)roper  conduct  of  business  essential  to  the  successful 
l)rosecution  of  the  war  shoidd  be  carried  out.  Proper 
housing  not  only  lueans  better  health  and  more  com- 
fort, but  also  a  greater  fitness  for  the  day's  work,  which 
in  its  turn,  means  a  more  vigorous  and  optimistic  pro- 
secution of  the  war.  In  view  of  the  very  real  shortage 
of  housing  acccmimodation  in  many  of  our  cities,  if 
prix  ate  ca])ital  is  not  available.  munici|)alities  or  other 
governing  authorities  may  well  consider  the  advisa- 
bilit\-  of  |)lanning  a  building  campaign. 


The  Sharing  of  Profits 

a  Solution  of  the  Wage  Problem 

Till'"  system  of  sharing  prt)fits  among  emnlinees 
assists  in  certain  cases,  to  a  considerable  ex- 
tent, in  the  solution  oi  the  wage  problem,  it  is 
true  that  the  greatest  asset  any  organization 
can  !ia\e  is  its  efficient  and  contented  workmen  ; 
without  them  no  matter  what  the  ca]>iiaIization.  it 
cannot  i)rt)duce,  much  less  can  it  show  profits  at  the 
end  of  a  year's  time.  Then  why  should  the  employees 
of  a  plant  not  receive  some  share   in  the  profits  ? 
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Would  not  this  tend  to  keep  the  monthly  wages  vvithni 
reasonable  bounds  ? 

Would  it  not  also,,  in  many  cases,  act  as  a  means 
of  encouraging  economy ;  for  the  sum  held  over  until 
the  end  of  the  year  would  often  otherwise  have  dis- 
appeared monthly  -with  nothing  to  show  for  it  in  the 
end.  The  workman  agitating  for  a  raise  in  pay  under 
existing  conditions  is  dependent  on  what  he  saves  per 
day  in  order  that  he  may  have  a  balance  to  show  at 
the  end  of  the  year  ;  in  many  instances  he  receives  the 
increase,  but  owing  to  the  lack  of  keeping  any  record 
of  his  expenses  he  uses  up  the  whole  increase  in  addi- 
tional expenditure..  He  soon  finds  himself  in  the  same 
position  as  before.  Then  he  agitates  again  for  another 
increase.  If  this  increase  goes  beyond  the  A'alue  of  the 
real  work  performed,  how  is  the  deficit  made  up  ? 
Every  time  a  wage  is  raised  someone  pays  for  it,  either 
the  public  by  paying  increased  prices  for  the  product, 
the  labour  by  producing  more,  or  the  employer  by 
cutting  down  of  profits.  In  general  it  is  the  public 
that  pays. 

The  system  of  sharing  profits  enables  the  workman 
to  look  forward.  He  knows  that  increased  production 
would  generally  result  in  increased  profits  for  the 
company  and  consequently  his  share  would  be  in  the 
end  directly  proportional  to  the  value  of  work  dc  ne 
in  the  whole  year. 

This  system  of  sharing  profits  among  those  who 
really  have  a  good  right  to  it,  is  used  at  present  by  a 
large  number  of  industries.  It  has  frequently  resulted 
in  enormous  profits  as  a  result  of  greatly  increased 
production  and  it  has,  besides,  practically  eliminated 
the  difficulties  of  the  wage  problem. 


The  Storage  of  Bituminous  Coal 

SOME  interesting  data  on  the  storage  of  bitumin- 
ous coal  is  contained  in  a  recent  bulletin  of  the 
University  of  Illinois.    It  is  pointed  out  that  in 
the  choice  of  a  storage  system  the  following 
points  should  be  considered  : 

(1)  Location,  size  and  shape  of  the  available  stor- 
age ground. 

(2)  The  capacity  of  the  desired  installation. 

(3)  The  cost  of  the  plant. 

(4)  The  cost  of  maintenance. 

(5)  The  cost  of  operation. 

(6)  The  amount  of  breakage  to  be  permitted  in 
handling  coal. 

(7)  The  way  in  which  the  coal  is  received. 

(8)  Length  of  time  to  be  stored. 

(9)  Climate. 

The  simplest  storage  system  is  the  hand  operated 
form,  i.e.,  dumj)ing  the  coal  in  a  bin  from  whence  it  is 
carried  to  the  furnace. 

At  the  Illinois  University,  a  new  system  of  storage 
is  being  carried  out.  A  storage  truck  carried  the  coal 
for  storage  to  a  plot  of  ground  where  it  is  dumped.  At 
the  storage  [)lot  a  truck  running  on  the  ground  first 
builds  up  a  bed  of  coal  from  two  to  five  feet  thick  build- 
ing it  toward  the  centre.  When  this  centre  becomes 
too  small  to  provide  si)ace  for  handling  the  truck  the 
operation  continues  on  toj)  of  the  first  layer,  etc. 

Dealing  with  the  storage  methods  as  used  by  the 
ditiferent  ])lants  it  has  been  found  that  coal  from  2 
inches  in  size  up  allowed  a  flow  of  air  which  cooled  the 
pile  rather  than  promoted  combustion,  and  that  fine 
coal  prevented  air  circulation  and  did  not,  therefore 
fire,  l)Ut  wherever  the  smaller  lum])s  accumulated  fires 
started. 
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When  air  cracks  in  the  supportin  g  wall  of  the  pile- 
were  plastered  with  nine  parts  of  coal  dust  and  onci 
part  of  cement,  fires  were  eliminated.  ' 

Another  method  of  storage  is  under  water  storage.' 
It  prevents  the  loss  of  heat  value  and  is  not  accom- 
panied b)'  deterioration  in  phj'sical  properties,  such  as 
slacking.  The  water  retained  by  the  coal  upon  removal 
is  substantially  only  that  held  by  adhesion  or  capil- 
larity. 

It  is  said  that,  in  general,  the  deterioration  of  coal 
stored  in  piles  will  be  less  as  the  distance  from  the 
surface  increases.  Isolated  hot  spots  sometimes  occur  j 
which  can  be  readily  dug  out  with  a  crane,  leaving  the 
remainder  of  the  coal  in  good  condition.  The  tempera- 
ture of  every  pile  will  go  up  and  down,  influenced  in 
part  by  the  temperature  of  the  surrounding  air  and  in 
part  by  internal  heating,  but  it  will  be  inexpedient  to 
disturb  the  pile  unless  the  temperature  rises  to  near 
200  begrees  and  is  accompanied  bv  the  evolution  of 

In  storing  the  coal  in  piles,  it  must  be  stored  low 
enough  to  prevent  fire  ;  the  dej^th  required  will  vary 
with  the  kind  of  coal  and  a  V-shaped  pile  is  preferable 
If  the  coal  has  been  stored  successfullv  for  a  year,  it  is 
usually  past  danger. 


Need  for  Gymnastics  in  Industrial  Plants 

IN  many  industrial  processes  it  is  hard  for  an 
o])erator,  in  spite  of  endeavor  to  produce  good 
ventilation,  moderate  temperature  and  freedom 
from  dust,  etc.,  to  continue  their  work  for  any 
considerable  time  owing  to  indisposition  caused  by 
continued  exposure  to  health  racking  operations.  In 
many  instances  the  inability  to  retain  labor,  by  certain 
]>rominent  firms  has  been  due  to  the  above  cause,  per- 
haps more  than  any  other.  Often  men  like  their  work, 
but  are  compelled  to  give  it  up  and,  by  the  doctors 
orders,  "  get  outside." 

In  order  to  obviate  this  evil  of  reducing  \itality 
and  consequently  lowering  producing  power,  one  firm 
has  established  a  gymnasium  in  the  plant.  In  this  case 
only  the  office  staff  are  required  under  penalty  to  re- 
port for  exercise  at  a  stated  hour,  the  company  paying 
them  for  the  time  expended  in  exercising. 

The  results  obtained  have  justified  the  method,  in 
increasing  efficiency  and  tending  to  lessen  the  doctor's 
bill.  This  system  could  be  a  good  deal  more  advan- 
tageous if  it  were  applied  to  the  whole  plant,  instead 
of  only  to  the  office  staff.  In  many  cases  the  operator 
of  a  machine  in  a  hot  temperature  filled  with  dust  and 
more  or  less  exposed  to  chemical  fumes  should  receive 
more  attention  than  at  present  given.  The  time  loss 
by  the  drawing  uj)  of  a  schedule  for  dailv  exercises 
and  the  additional  expense  incurred,  would  be  of  little 
consequence  if  the  health  of  the  employees  could  be 
im])roved  and  thus  increase  production  and  profits. 

Sanitary  Conditions  on  St.  Pierre 

A COMMISSION  which  incpiircd  into  sanitary 
conditions  on  the  River  Saint  Pierre,  Mont- 
,  real,  has  reported  in  favor  of  an  improvement 
^scheme  to  cost  $1,632,997,  although  it  is  stated 
that  this  could  be  reduced  by  adopting  tunnel  meth- 
ods on  a  part  of  the_work  under  the  Lachine  Canal. 
The  re])ort  on  the  plan  has  been  prepared  by  Mr.  J. 
H.  Valiquette,  engineer  in  charge  of  the  western  di- 
vision of  the  city,  and  one  of  the  members  of  the  Com- 
mission. 

The  plan  is  divided  into  five  sections,  the  estimates 
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i(M  for  which  are  as  follows:  1,  River  St.  I'ierre  intercept- 
iiM  ing  sewer,  tail  race  of  the  aqueduct  to  St.  Ainbroise 
■  Street,  $640,000;  2,  Pressure  conduit  attached  to  River 
'itiM  St.  Pierre  intercepting  sewer,  to  take  care  of  West- 
«M  mount  intercepting  sewer,  $194,000;  3,  Inverted  .syi)hon 
icIiS  under  Lachine  Canal,  $520,0(X);  4,  Westinount  inter- 
%M  cei)ting  .sewer,  $206,47(S  ;  5,  Deei)ening  of  channel  out- 
nm  let,  $72,519.    It  is  believed  that  the  scheme  will  do 

il  away  with  the  floods,  noxious  smells,  etc.,  which  have 
I'iifl  been  a  menace  to  puldic  health  in  the  district  drained 
11  (■  by  River  St.  Pierre.  Mr.  Paul  Mercier,  chief  engineer 
of  the  city  of  Montreal;  Mr.  Roy,  engineer,  St.  Pierre 
'{im  aux  Lieux;  and  Mr.  Laframbroise,  engineer  city  of 
|i(,'jB  Lachine,  were  among  the  members  of  the  Conimis- 
■iiM  sion,  of  which  Mr.  J.  T.  Lafreniere,  engineer  of  the 
Dim  "provincial  board  of  health,  was  secretary. 
iil-B   

;'|  Ontario  Section  A.S.M.E. 

THE  annual  meeting  of  the  Ontario  Section  of  the 
American  Society  of  Mechanical  Engineers  was 
held  at  the  Engineers'  Club  on  Monday  even- 
jj.B  ing.  May  27th.    The  technical  ikijkm-  for  the 

,  evening  was  presented  ])y  Mr.  J.  H.  Billings,  on 
'  I    "Strength  of  Cast  Iron  in  bending  as  affected  by  vari- 

■  ations  in  cross  sections."  Eollovving  this,  the  Section 
■1    was  favored  with  a  very  interesting  and  stimulating 

.  talk  by  Mr.  Calvin  Rice,  general  secretary,  who  hacl 

il'  arranged  to  stop  over  in  Toronto  on  his  way  back  to 

III  New  York  from    a    visit    to    some  of  the  .Society's 

irl  branches  in  the  Middle  Western  .States.    The  results 

iV  of  the  election  of  officers  for  the  local  executive  were 

anncnniced  as  follows: — 

I  Chairman  :  Professor  R.  W.  Angus,  of  the  Univer- 

■  sity  of  Toronto. 

■  Secretary:  C.  P.  Hamilton,  Hann'lton  dear  &  Ma- 
ll chine  Company. 

■I  Members  of  Executive:  Mr.  James  Milne,  City 

l|  Hall;  Mr.  J.  H.  Billings,  University  of  Toronto;  Mr. 

I|  T.  B.  Ahara,  C-anadian  h'airbanks-Morse  Company. 


Fabricated  Ships  in  Great  Britain 

ONE  of  the  most  interesting  but  least  known  de- 
velopments of  the  present  shijjbnilding  effort 
in  which  (  Ireat  Britain  has  led  the  way  is  that 
of  "fabricated"  .ships.  A  "fabricated"  shi])  is  a 
vessel  the  component  parts  of  which  are  manufactured 
in  other  than  shipbuilding  yards.  These  component 
parts  are  transported  to  shipbuilding  yards,  assend)led 
there,  and  j)ut  together  as  com])lete  shi])s. 

It  is  pointed  out  in  the  'I'imes  that  when  the  .State 
undertook  the  reorganization  of  the  United  Kingdom's 
shipbuilding  industry,  the  i)rinciple  of  standardization 
was  naturally  adopted  because  in  mass  production  of 
a  specific  object  the  highest  possible  speed  of  output 
is  ol)tainal)le.  A  series  of  standard  ships  were  designed 
and  contracts  to  build  them  were  given  out  to  the 
private  yards  of  the  country.  y\s  supi)lies  of  steel  and 
labor  increased  and  promised  a  margin  over  and  above 
the  requirements  of  the  existing  controlled  shipyards, 
the  idea  was  carried  a  stage  further.  The  fabrication  of 
ships  was  decided  on  and  the  necessary  provision  made. 
The  aim  of  the  Admiralty  Deputy  Controller's  De- 
partment was  still  further  to  increase  speed  of  pro- 
duction. As  matters  stood  all  the  shipbuilding  yards, 
engine  factories,  and  boiler  shops  were  largely  occu- 
pied with  standard  shi])  work.  There  were,  however, 
many  other  industrial  establishnuiits  in  the  country 
doing  work  closely  resembling  shipbuilding  and  marine 


engineering.  Anifjng  them  were  bridge  building  yards 
and  laiul  engine  factories.  The  majority  of  them  were 
in  iidanrl  centres  and  remote  from  launching  water; 
l)Ut,  taken  altogether,  their  resources  were  so  great 
that  it  was  felt  that  they  ought  to  be  used. 

I'"abrication  solved  the  j>roblem,  aiul  a  ship  was  de- 
signed the  material  of  whicli  couhl  be  satisfactorily 
fabricated  in  the  bridge  yards.  It  is  a  bigger  vessel 
than  most  of  the  standard  ships,  aufl  there  is  not  a 
curved  frame  in  it.  Size  and  weight  of  unit  of  con- 
struction are  limited,  so  that  tran^^port  is  easy  and 
])ovverful  gear  for  placing  it  in  jjosition  is  unnecessary, 
'i'o  avoid  the  same  difficulties  as  regards  machinery 
^'^'pply.  g<-'ared  turbines  have  been  a<lopted  instead  of 
reciprocating  engines.  I-'very  part  of  the  complete  shiji 
can,  in  fact,  be  fabricated  in  inland  establishments  se- 
lected near  the  steel  mills  which  have  never  done  ship 
or  marine  engine  work,  and  can  be  transported  by  or- 
dinary means  to  the  seaboard.  W  ith  all  the  slips  in 
])rivate  yards  filled  it  was  necessary  to  look  elsewhere 
for  sites  for  assembling  yards.  The  national  shipyards 
on  the  Bristol  channel  were  laid  out  for  the  purpose, 
and  private  undertakings  (')f  the  .same  character  exist 
or  are  j)rojected  with  the  concurrence  of  the  .\dmiralty 
elsewhere.  The  bulk  of  the  labor  is  unskilled,  but  is, 
however,  being  trained  in  the  use  of  j^neumatic  riveters 
and  caulking  tools,  and- will  be  (already  it  is  in  a  large 
luimber  of  instances)  sufficiently  ex])ert  to  put  the  a><- 
sembled  fabricated  shi])S  together. 

The  fabrication  of  the  material  of  ships  and  engine> 
has  now  been  organized  over  a  considerable  area,  hjcal 
committees  being  responsible  in  certain  districts  for 
definite  deliveries  of  a  ship,  or  a  mnnber  of  ships,  in 
s])ecified  periods.  Moreover,  fabricated  shi])s  are  tak- 
ing shape  in  several  assend)ling  yards,  liefore  long, 
x  essels  of  the  ty])e  should  re])resent  a  very  considerable 
addition  to  the  tonnag'e  outl)Ut. — Weekly  Bidletin. 


Berms  for  Highway  Curves 

The  Calilornia  I  lighwa_\  Conimi>>ion  ha>,  according 
to  "( iood  Roads,"  undertaken  to  "daylight"  all  dan- 
gerous curves.  W  hen  the  curve  passes  around  a  hill 
there  is  usually  a  high  em!)ankment  which  |)revent> 
the  (lri\  er  of  a  car  from  seeing  what  is  coming  around 
the  cnr\e  from  the  other  direction.  The  |)lan  is  to 
excax  ate  a  l)erm  or  bench  on  the  slope  at  the  inside  of 
the  curve,  at  a  height  of  about  3  feet  above  the  road- 
way, which  is  taken  to  be  a  little  below  the  line  of 
sight  of  the  dri\  er.  W  here  the  work  is  difficult  owing 
to  the  nature  of  tiie  material,  the  berms  are  made  or 
()  feet  w  ide,  but  it  is  found  i)referable  to  use  berms  12 
feet  wide.  (  )n  a  curve  of  10  feet  radius  a  toot  berm 
will  enable  motorists  to  see  each  other  when  ''5  fet;t 
a])art.  If  the  berm  is  increased  to  12  feet  this  range 
of  \  ision  is  ll.S  feet  or  124  feet  along  the  road.  In  thi< 
wa\  tile  danger  of  blind  cnr\ es  is  materially  reduced 
and  if  cars  are  tra\e!ling  ;it  moderate  rates  there  "is 
l)lent\  of  time  to  avoid  a  collision. 


Kngineering  Institute  of  Canada 

The  Bill  amending  the  charter  of  the  Canadian 
Society  of  Civil  Engineers  has  received  the  assent 
of  the  Governor-General.  Henceforth  the  name 
of  the  Society  will  be  "The  Engineering  Institute 
of  Canada." 
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Institute  for  Chest  Diseases  in  Vancouver 


The  campaign  staged  by  the  Rotary  Club,  of  Van- 
couver, B.C.,  a  few  weeks  ago  has,by  the  united  efforts 
of  the  members,  together  with  strong  support  from  the 
citizens  of  Greater  Vancouver,  now  attained  its  ob- 
jective, and  the  public  may  definitely  look  forward  to 
having  established  in  their  city  the  Rotary  Institute 
for  Chest  Diseases.  The  Institute  will  be  erected,  fully 
equipped  and  maintained  for  the  period  of  one  year 
out  of  the  funds  on  hand,  when  the  Rotary  Club  pro- 
poses to  present  the  established  institute  to  the  citi- 
zens. With  this  end  in  view,  and  through  the  hearty 
co-operation  of  the  mayor  and  aldermen  of  the  City  of 
Vancouver,  it  has  rightly  been  decided  to  erect  the 
institute,  on  city  property  in  the  heart  of  the  city, 
where  the  main  field  of  labour  lies.  The  chosen  site  is 
a  plot  of  ground  at  present  partly  occupied  by  what 
once  was  the  City  Hospital,  but  now  serves  as  the 
City  Relief  Department,  and  is  situate  on  the  south 
side  of  Pender  street  between  Cambie  and  Beatty 
street. 

The  work  of  this  Rotary  Institute  for  Chest  Dis- 
eases, will  be  far  reaching,  but  of  single  purpose, 
namely,  the  fight  against  tuberculosis,  while  the  chief 
purpose  of  the  building  is  to  provide  a  modern  and 
scientifically  equipped  tuberculosis  clinic  where  the 
best  of  medical  science  will  dispense  diagnostic  exam- 
ination and  medical  advice  free  of  charge  to  all,  and  as 
such  will  serve  as  a  clearing  house  for  hospitals  and 
sanitaria  ;  also  the  clinic  will  serve  as  an  educational 
bureau,  not  only  for  sufTerers,  but  for  medical  men 
and  nurses,  and  for  the  enlightenment  of  the  general 
public.  The  institute  will  not  be  a  hospital  or  sana- 
tarium,  but  rather  a  ])reventorium,  and  as  such  much 
efilort  will  be  directed  towards  safeguarding  the  child- 
ren from  contact  with  and  development  of  the  disease, 
with  which  work  in  view  the  building  will  contain  an 
"  Al  fresco "  day  school  where  children  with  tuber- 


cular tendencies  will  be  under  observation  and  medi- 
cal treatment,  while  at  the  same  time  obtaining  their 
daily  education,  removed  from  the  public  schools  in 
the  interests  of  the  other  children. 

Yet  another  branch,  and  that  an  important  one,  will 
be  the  visitation  of  incipient  cases  in  their  homes  by  a 
stalT  of  visiting-  nurses  and  the  "  follow  up  "  of  pat- 
ients discharged  from  the  sanatarium,  all  of  which, 
together  with  the  complete  system  of  records  and 
statistics,  would  open  up  a  valuable  community  ser- 
vice heretofore  little  catered  for  in  any  western  city — 
a  work  which  the  authors  and  the  recipients  may  well 
be  proud  of. 

In  designing  the  institute  the  architect,  has  endeav- 
ored to  delineate  both  outwardly  and  internally  the 
functions  required  of  such  an  institute  in  order  that 
the  naturally  reticent  sufferer  or  self-respecting  visitor 
may  not  find  an  imposing  structure  nor  yet  a  forbid- 
ding one,  but  rather  a  substantial,  retiring  dignity 
combined  with  sufficient  wealth  of  detail  to  invite 
rather  than  repel.  At  the  same  time  no  one  can  lose 
sight  of  the  times  in  which  we  live,  and  while  this 
institute,  with  "  life  conservation  "  as  its  raison  d'etre, 
is  one  more  closely  allied  to  war  work  than  at  first  one 
might  suppose,  here  again  the  designer  has  chosen  to 
carry  out  the  structural,  as  also  the  decorative,  with  a 
maximum  call  upon  materials  not  only  to  be  procured 
locally,  but  most  easily  to  be  spared  by  the  require- 
ments of  war,  so  that  we  find  clay  products  figuring 
largely  in  the  building.  In  the  same  thought  comes 
the  question  of  economy,  which  to-day  must  be  con- 
sidered the  corner  stone  of  all  architectural  work. 

Description  of  the  Proposed  Institute 

The  building  measures  approximately  95  feet  from 
east  to  west  by  40  feet  over  all  in  depth,  and  is  for  the 
most  part  two  stories  and  basement,  but  not  in  its 
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entirety,  as  large  airing-  balcc^nies  disijlace  tlu;  ui)]>cr 
storey  of  the  eastern  and  western  wing,  while  the 
rising  gradient  ecli|)ses  the  right-hand  portion  of  the 
basement,  which  it  is  not  ])rop()sed  to  excavate. 

The  exterior  has  been  treated  on  the  semi-classic 
lines,  and  will  ])e  rendered  in  s])ecklc(l  l)iifT  pressed 
brick,  with  trimmings  of  Monarch  art  stone  (known 
in  the  east  as  Roman  stone). 

The  entrance,  in  the  centre,  facing  Pender  street, 
lends  itself  to  the  grade  and  o])ens  on  to  a  vestil)ule 
,set  three  or  four  stejxs  below  the  main  tloor.  The 
main  floor  provides  for  .exhibition  and  waiting  room, 
measuring  approximately  27  feet  by  16  feet,  fitted  with 
lecture  platform  blackboard  and  roller  screen  for 
lantern  exhibits.  Leading  to  the  right  (west),  are 
arranged  on  either  side  of  the  corridor  suites  of  wait- 
ing rooms,  dressing  rooms,  toilets,  etc.,  for  male  and 
female  res])ectively,  each  suite  being  intercommun- 
icating-, and  leading  to  medical  examinaticjn  rooms. 
These  examination  rooms  will  also  be  intercommuni- 
cating, to  allow  of  speedy  administration  by  the 
medical  examiners.  Adjacent  to  tlie  examinatitjn 
rooms  are  also  located  the  laboratory  and  i)harmacy. 
Leading  to  the  left  (east)  on  entering  is  located  a 
complete  suite  of  rooms  for  x-ray  examination,  ccmi- 
prising  local  waiting  room,  machine  room,  table  and 
floroscope  room  ;  these  agam  are  intercommunicatuig 
and  lead  forward  to  a  developing  room  and  liling  room 
for  negatives.  In  this  wing  also  (to  the  north)  is 
located  medical  superintendent's  adn-iinistration  and 
secretarial  offices. 

On  ascending  the  central  stairway  the  upper  floor 
is  divided  approximately  into  three  units,  the  central 
southern  portion  being  given  up  entirely  to  the  school 
room.  This  .school  room  is  arranged  with  a  large  bay 
window  to- the  south,  while  there  is  also  overhead 
light  around  the  four  upper  walls  for  natural  ventila- 
tion. This  school  room  will  be  used  when  the  weather 
is  at  all  inclement  ;  at  other  times  the  school  children 
will  meet  on  open  air  balconies  to  the  east  and  west. 
It  has  been  arranged  to  have  separate  entrances  for 
boys  and  girls  leading-  directly  to  the  school  quarters 
from,  the  south  side  of  the  l)uilding,  to  avoid  the 


necessity  of  the  chiUiren  using  the  main  entrance  to 
the  institution. 

I  i)  east  and  west  of  the  upjn-r  landing  are  arranged 
sun  i)arlours  or  rest  rooms  for  male  or  female  visitors 
under  treatment.  E:u  h  room  is  centrally  located,  has 
an  (jpen  fireplace  in  the  north  wall,  windows  on  three 
sides  and  each  opening  directly  on  to  a  large  balcony 
measuring  apprtjximately  38  feet  by  14  feet,  in  addi- 
tion to  a  small  north  balcony,  .\djacent  to  each  rest 
room  is  a  diet  kitchen,  served  by  dumb  waiter.s  from 
the  basement  ;  these  rooms  to  he  e<juii)i)ed  to  serve 
light  nourishment  only,  as  occasion  demands.  Separ- 
ate toilet  rooms  have  been  arranged  on  this  floor  for 
boys,  girls,  male  and  female  adults,  these  are  located 
on  the  south-east  and  scnith-west  corners,  and  are  cut 
off  by  ante-corridors,  ojjening  off  local  entrances  to 
the  school,  and  from  the  sun  rooms.  .\  small  bedroom 
suite  for  a  utility  man,  who  will  attenrl  to  the  flay  visi- 
tors, completes  the  upper  floor. 

In  the-  basement,  which  occupies  about  three 
fourths  of  the  building-  space,  there  will  be  janitor's 
suite,  kitchen,  service  store  ro(jms.  refrigerators,  etc.. 
with  the  balance  of  the  space  taken  up  by  boiler  and> 
fuel  space  f(jr  hot  water  heating. 

The  intericjr  finish  will  be  on  simi)le  lines,  all  walls 
being-  plastered  with  hard  wall  i)laster,  and  while  the 
floors  in  the  entrance  and  main  corridors  will  be  of 
terrazzo,  and  that  of  the  toilet  rooms  of  tile,  the  ma- 
jority of  the  floors  will  be  finished  with  linoleum  ce- 
mented onto  the  concrete,  and  finished  flush  with  mar- 
gins and  sanitary  skirtings  of  comp(jsition.  The  doi»rs, 
windows  and  trinis  will  I)e  plainly  detailed  of  li.C"  fir 
construction,  jjainted  and  enamelled. 

All  electrical  work  for  light,  power  and  telephones 
will  be  in  conduit.  Contract  tenders  will  shortly  be 
invited  from  local  contracting  firms,  and  construction 
will  commence  without  loss  of  time.  It  is  estimated 
that  the  building  will  cost  api)roximately  $4C).0(.lO,  while 
the  ecpiipment  to  l)e  in-stalled  w  ill  cost  from  $10.(X)0  to 
$15,000. 

The  building  has  been  designed  by  Mr.  lames  A. 
lienzie,  architect,  of  Vancouver,  who  is  at  present  pre- 
l)aring  the  working  drawings  and  specifications. 
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Revised  Code  for  Reinforced  Concrete 

Structural  Designs 


A REVISED  code  for  the  design  of  reinforced 
concrete  structures    has    recently  been  pre- 
pared by  Mr.  H.  D.  Appleby,  designing  engi- 
neer, U.  S.  Bureau  of  Yards  and  Docks,  and 
Messrs.  E.  C.  Sherman,  I.  Maguire,  I.  Michaelson  and 
E.  M.  Webster,  Bureau  Engineers.    The  following  de- 
tails appear  iii  Engineering  and  Contracting: 

DETAILS  OF  CONSTRUCTION 

Protective  Covering. — The  minimum  thickness  of 
concrete  or  mortar  for  protection  of  metal  against  cor- 
rosion shall  be  1  inch. 

The  minimum  thickness  of  concrete  or  mortar  for 
protection  of  metal  against  fire  shall  be  as  follows: 

Inches. 

Columns  and  girders      '-^ 

Floor  beams   1/4 

Slabs   1 

The  above  dimensions  are  from  face  of  rod  to  face 
of  concrete.  To  determine  distance  from  face  of  con- 
crete to  center  of  steel  add  half  the  diameter  of  the 
rods  to  the  above  dimensions. 

All  corners  and  edges  of  columns,  girders,  and 
beams  shall  be  either  beveled  or  rounded. 

Splicing  Reinforcing  Material  and  Joints  in  Rein- 
forced Concrete  Construction. — Where  tension  or  com- 
pression reinforcements  are  spliced  they  shall  be  lapped 
on  the  basis  of  the  bond  stress  and  the  stress  in  the 
bar  at  the  point  of  splice,  or  a  connection  shall  be 
made  between  the  bars  of  sufficient  strength  to  carry 
the  stress. 

In  columns,  small  rods  inch  and  under)  shall 
•be  lapped  as  specified  above,  and  structural  shapes  or» 
heavy  bars  shall  be  properly  sjjliced  and  provided  with 
bearing  jjlates  at  foundations;  rods  above  ^  inch  shall 
be  squared  and  butted  in  sleeves,  and  in  foundations 
the  bars  shall  be  carried  into  the  footing  a  sufficient 
distance  to  transmit  the  stress  of  the  steel  to  the  con- 
crete by  means  (if  the  bond  resistance. 

Stopping  Points. — Whenever  it  is  found  impossible, 
owing  ti)  the  magnitude  of  the  work,  to  cast  the  entire, 
structure  in  one  operation,  the  following  locations  shall 
govern  for  stopping  points  ior  the  respective  parts: 
Joints  in  columns  shall  be  flush  with  bottom  surface  of 
girders,  and  in  flat  slab  construction  at  the  bottom  of 
the  flare  of  the  column  head  ;  joints  in  girders  shall 
be  at  center  of  span,  unless  a  floor  beam  intersects  the 
girder  at  this  point,  in  which  case  the  joint  shall  be 
ofi'set  a  distance  e(|ual  to  at  least  twice  the  width  of 
the  beam  ;  joints  in  floor  beams  and  slabs  shall  be  at 
the  centci-  of  the  span.  All  joints  shall  be  perpen- 
dicular to  the  axis  or  surface  of  the  member  jointed. 
In  every  case  planes  of  cleavage  caused  by  stoj)])age 
of  work  shall  be  ])rovide(l  with  offsets  and  extra  rein- 
forcerticnt,  if  necessary,  to  develo])  the  full  designed 
strength. 

General  Assumptions.  -  Slabs  and  floor  beams  shall 
be  designed  to  support  the  total  dead  and  live  loads; 
girders  shall  be  designed  to  su])])ort  the  total  dead 
load  and  SO  ])er  cent,  of  the  live  load  and  colunnis 


shall  be  designed  for  the  total  dead  load  and  75  per 
cent,  of  the  full  live  load,  except  as  noted  below.  For 
roof  loads  the  full  live  load  shall  be  used.  In  store- 
houses 80  per  cent,  of  the  live  load  shall  be  used  on 
columns  only;  beams  and  girders  shall  carry  full  live 
load.  Proper  provision  shall  be  made  for  the  dynamic 
efifect  of  live  load,  where  same  justifies  consideration, 
by  the  addition  of  a  percentage.  In  special  cases,  where 
conditions  justify,  girders  and  columns  shall  be  de- 
signed for  100  per  cent,  of  the  live  load  in  addition  to 
the  total  dead  load. 

Span  Lengths  of  Slabs,  Beams  and  Girders,  and 
Column  Lengths. — The  span  lengths  for  slabs,  beams 
and  girders,  simply  supported,  shall  be  taken  as  the 
distance  from  center  to  center  of  supports  with  a  maxi- 
mum span  length  of  the  clear  distance  between  sup- 
ports plus  the  depth  of  girder  or  slab.  For  continuous 
or  restrained  beams  the  span  length  shall  be  taken  as 
the  clear  distance  between  faces  of  supports  exclusive 
of  brackets.  The  length  of  column  shall  be  taken  as 
the  maximum  unsupported  length. 

Spacing  of  Rods. — The  lateral  spacing  of  parallel 
bars  shall  not  be  less  than  3  diameters  from  center  to 
center  and  not  less  than  2  diameters  from  side  of  beam 
to  center  of  rod.  The  clear  space  between  2  layers  of 
bars  shall  not  be  less  than  1  in.  The  use  of  more  than 
2  layers  will  not  be  allowed  unless  special  reasons  make 
same  imperative,  in  which  case  special  provisions  shall 
be  made  for  tying  together. 

Columns. — For  columns  reinforced  longitudinally 
and  with  or  without  spiral  hooping,  the  ratio  of  un- 
supported length  of  column  to  its  least  over-all  di- 
ameter shall  not  exceed  15.  For  columns  reinforced 
with  spiral  hooping  only,  this  ratio  shall  not  exceed 
10.  In  no  case  shall  the  least  over-all  diameter  be 
less  than  12  inches.  The  protective  covering  over  the 
steel  shall  be  2  inches.  The  efifective  area  of  hooped 
Columns  shall  be  taken  as  the  area  within  the  perimeter 
inclosing  the  spiral.  Longitudinal  reinforcement  shall 
not  exceed  4  per  cent,  nor  be  less  than  1  per  cent,  of 
the  effective  area.  The  total  amount  of  spiral  or 
hot)ping  reinforcement  shall  not  be  less  than  1  per 
cent,  of  the  volume  of  the  column,  inclosed.  The  clear 
spacing  between  hoops  shall  not  exceed  1/6  of  the  di- 
ameter of  the  inclosed  column,  and  shall  in  no  case  be 
greater  than  2^/2  inches. 

Where  structural  steel  shapes  are  used  for  rein- 
forcing columns,  they  shall  be  provided  with  lattice 
bars  or  plates  to  tie  them  together,  no  dei)endence 
being  placed  on  the  concrete  for  this  pur])ose.  All 
s])lices,  connections,  etc.,  shall  be  designe(l  in  strict 
accordance  \vith  structural  steel  ])ractice. 

Reinforcement  for  Shrinkage  Temperature  Stresses. 
—  Reinforcement  should  be  e(|ual  to  about  one-third 
of  one  per  cent,  and  should  be  of  a  form  to  develop 
high  bond  resistance.  It  shall  be  placed  near  exposed 
surface  and  shall  be  well  distributed. 

T-Beams.  -Where  a  floor  slab  and  beam  are  built  as 
a  monolithic  structure,  the  total  width  of  that  por- 
tion which  is  used  as  the  flange  of  the  T-beam,  shall 
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not  exceed  the  width  of  the  stem  ])hi.s  ei<(ht  limes  tlie 
tlTickness  of  the  slab;  also  it  sliall  not  exceed  fonr 
times  the  width  of  the  stem,  luiv  isolated  beams  tlie 
widtli  of  the  flange  sliall  not  exceed  tiiree  times  tlie 
width  of  the  stem,  in  all  cases  the  total  width  of 
flange  shall  not  exceed  one-fourth  of  the  length  of  llu- 
span. 

Maximum  Allowable  Unit  Stresses  and  Ratio  of 
Moduli  of  Elasticity. — The  allowable  unit  stresses  shall 
be  the  percentage  given  herein  of  the  ultinjate  strength 
of  the  particular  concrete  which  is  to  l)e  used,  as  shown 
in  the  following: 

(In  pounds  per  square  inch) 

Aggregate                 1:1:2  1:li^:3  1:3:4  1:2!^:5  l::j:6 
Granite,    trap    rock,  gravel, 
hard   limestone   and  Iiard 

sandstone   :i,0()()  3, .500    3,ooo    l.iioo  i.:i()0 

Soft    limestone    and  sand- 
stone                                          3,200  1,800     l,.-)00     1,200  1,000 

Cinders                                        800  700       (iOO       .'iOO  400 

ALLOWABLE  UNIT  STRESSES 

Piers  and  Foundations. — Plain  bearing  on  a  con- 
crete surface  of  at  least  twice  the  loaded  area,  35  per 
cent,  of  compressive  strength.  Plain  bearing  on  other 
surfaces,  25  per  cent,  of  compressive  strength.  Axial 
compression  in  plain  concrete  pier,  the  length  oi  which 
does  not  exceed  four  diameters,  22.5  per  cent,  of  com- 
pressive strength. 

Slabs,  Beams,  and  Girders. — Compression  in  ex- 
treme fibers  of  concrete,  32.5  per  cent,  of  compressive 
strength.  Compression  in  extreme  fibers  of  concrete 
at  supports  of  continuous  beams,  37.5  per  cent,  of  com- 
pressive strength.  Vertical  shearing  stress,  horizon- 
tal bars  only  and  without  web  reinforcement,  2  per 
cent,  of  compressive  strength.  Vertical  shearing  stress, 
bent-up  bars  only  and  without  vertical  stirrups,  3  per 
cent,  of  compressive  strength.  Vertical  shearing 
stress,  combination  of  bent-up  bars  and  vertical  stir- 
rups fastened  securely  to  the  bars  and  spaced  hori- 
zontally not  more  than  one-half  of  the  depth  of  the 
b^am^  5  per  cent,  of  compressive  strength.  Punching 
shear  with  diagonal  tension  provided  for,  6  per  cent, 
of  compressive  strength.  The  unit  shearing  stress 
shall  be  computed  by  the  formula  v  =  V/bjd.  In  pro- 
viding for  diagonal  tension  the  web  reinforcement  shall 
be  designed  to  take  two-thirds  of  the  total  vertical 
shear. 

Bond  Stress. — Bond  between  concrete  and  plain 
bars,  4  per  cent,  of  compressive  strength.  Bond  be- 
tween concrete  and  defornied  bars,  5  jjcr  cent,  of  com- 
pressive strength.  Bond  between  concrete  and  drawn 
wire,  2  per  cent,  of  compressive  strength. 

Columns. — Columns  with  longitudinal  bars  held  by 
bands,  the  bars  being  not  less  than  1  per  cent,  nor 
more  than  4  per  cent,  of  the  area  of  the  column  core, 
the  bands  being  not  less  than  )4  ''^^'li  ''^  diameter  and 
approximately  12  inches  on  centers,  shall  have  a  unit 
stress  on  the  concrete  core  not  to  exceed  25  ])er  cent, 
of  the  compressive  strength.  Columns  with  close 
hoops  or  s])irals  only,  of  not  less  than  1  per  cent,  of 
the  column  core  and  spaced  not  more  than  one-sixth 
of  the  diameter,  of  the  column  c(M-e  nor  more  than 
ly,  inches  on  centers,  shall  have  a  unit  stress  on  the 
concrete  core  not  to  exceed  27  per  cent,  of  the  com- 
pressive strength.  Columns  with  close  hoops  or  spirals 
and  with  longitudinal  bars  all  within  the  limits  speci- 
fied above,  shall  have  a  unit  stress  on  the  concrete 
core  not  to  exceed  33-1/3.  per  cent,  of  the  comi)ressivc 
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strength,  anfj  in  no  case  to  ex«-c(f|  XfK)  lb  i  -  i  '|uarc 
inch. 

Steel  Reinforcement.  I  lie  tcii.-ili  ..i  .  ■  nipn, -mvc 
stress  in  steel  shall  nr»t  exceed  \(>,(XX)  llis.  per  squar<- 
inch.  Steel  in  compression  shall  be  ci>ii>idered  to  be 
stressed  "n"  times  the  stress  in  the  adjacent  concrete, 
where  "n"  rejiresents  the  ratio  of  the  modulus  of  elas- 
ticity of  steel  to  that  of  concrete,  a-  j^ivcn  bdou- : 

MODULI  OF  ELASTICITY 

In  designing  reinforced  concrete,  the  ratio  of  the 
nuxlulus  of  elasticity  of  steel  to  the  modulus  of  elas- 
ticity of  concrete  shall  be  taken  as — 

F(jrty,  when  the  compressive  strength  of  the  con- 
crete does  not  exceed  <S00  lbs.  per  square  inch. 

Fifteen,  when  the  conij)ressive  strength  of  the  con- 
crete is  greater  than  KOO  lbs.  jK-r  sfpiare  inch  and  less 
than  2,200  lbs.  per  scjuare  inch. 

Twelve,  when  the  compressive  strength  of  the  con- 
crete is  greater  than  2,200  lbs.  j>er  square  inch  and 
less  than  2,900  lbs.  ])er  square  inch. 

Ten,  when  the  comjjressive  strength  of  the  con- 
crete is  greater  than  2,900  lbs.  per  square  inch. 

STANDARD  NOTATION 

Rectangular  Beams 

Tlic  f(3llowing  notation  he  used: 

f^  =  tensile  unit  stress  in  steel. 

fi- =  compressive  unit  stress  in  concrete. 
P"»  =  modulus  of  elasticity  of  steel. 
I'-'- =  modulus  of  elasticity  of  concrete. 

n  =  Es/E,.. 

M  =  moment  of  resistance,  or  hending  moment  in  general, 
in  inch-pounds. 
=  steel  area  in  square  inches. 

h  =  breadth  of  ])eam  in«inches. 

(I  =  dcptli  of  beam,  to  center  of  steel,  in  inclus. 

k  =  ratio  of  depth  of  neutral  a.xis  to  effective  depth  d. 

z  =  depth  of  resultant  compression  below  top. 

j  =  ratio  of  le.ver  arm  of  resisting  couple  to  depth  d. 
jd  =  d  —  /.  =  arm  of  resisting  couple. 

p  —  steel  ratio  (not  percentage). 
w  =  lo;id  jier  lineal  foot  of  slab  or  beam. 

1  —  len.gth  of  span  in  feet. 


T-Beams 


b 

width  of  Hange. 

b' 

width  of  stem. 

t 

thickness  of  Hange. 

Beams  Reinforced  for  Compression 

A 

area  of  compressive  steel. 

!>' 

steel  ratio  for  compressive  steel. 

f'« 

compressive  unit  in  stress  in  steel. 

total  compressive  stress  in  concrete. 

c 

total  compressive  stress  in  steel. 

d' 

depth  to  center  of  compressive  steel. 

/, 

deptli  (if  restdtant  of  C  and  C. 

Shear  and  Bond 

\ 

total  shear. 

V 

shearing  unit  stress. 

u 

bond  stress  |)er  unit  supirdcial  area  dI  bar 

o 

circumference  or  perimeter  of  i)ar. 

f.. 

sum  of  the  periinelers  of  all  bars. 

Columns 

A 

total  net  area. 

As 

area  of  lon.ijitudinal  steel. 

A. 

area  of  concrete. 

1' 

total  ^-afe  load. 

DESIGN 

Beams  and  Slabs. — Contiiuious  spans:  Slabs  1  12 
wl'  at  center  and  over  supports.  Meams  1/12  \\V  at 
center  and  o\  er  su|)ports  for  interior  spans;  1  10  wl' 
at  center  and  over  sup|)ort  for  eiul  span  of  a  series. 
Beams  and  slabs   'g  wT  over  center  support  for  2 
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spans  only.  1/10  uT  at  center  of  spans  for  2  spans 
only. 

At  ends  of  continuous  beams  the  amount  of  nega- 
tive moment  depends  on  the  form  of  construction. 

No  smaller  moments  than  the  above  shall  be  al- 
lowed over  supports  even  if  more  reinforcement  is  put 
in  at  the  center  of  the  span. 

Steel  on  compression  side  may  be  considered  as 
acting. 

Ends  free  and  simply  supported. 

Beams  and  slabs  J4  wl'  at  center. 

Slabs  Supported  Along  Four  Sides  and  Reinforced 
in  Two  Directions. — Square  slabs :  One-half  the  load 
shall  be  considered  as  carried  by  each  system  of  re- 
inforcement. 

Rectangular  slabs :  If  w  is  the  total  load  per  square 
foot,  1  and  h  are  the  length  and  breadth  of  panel,  re- 
spectively, in  feet  and  r  =  l/h,  then  the  load  per  square 
foot  carried  by  the  transverse  system  of  reinforcement 
shall  be  taken  as— wlV(r+ h')  or  wr7(H-r')and  the 
load  per  square  foot  carried  by  the  longitudinal  sys- 
tem shall  be  taken  as— wl.7(r-f  1^  or  w/(l  +  r). 

Assuming  these  unit  loads  as  determined  above  for 
(a)  and  (b),  two-thirds  of  the  calculated  moments 
shall  be  assumed  as  carried  by  the  center  half  and 
one-third  by  the  outside  quarter  of  each  system  of 
reinforcement. 

Spacing  Stirrups. — Stirrups  should  be  spaced  by 
the  formula : 

16000a 

s  =  

(v— 40)b 
for  1  :2  :4  concrete  where — 
v  =  unit  shearing  stress. 
b  =  breadth  of  beam  in  inches. 
s  =  distance  between  stirrups  in  inches, 
a  =  cross-sectional  area  of  1  stirrup  in  square  inches. 
The  unit  shear  on  cross  section  should  never  exceed 
120  lbs.  per  square,  inch. 

If  main  reinforcing  rods  are  bent  up  for  web  rein- 
forcement, the  points  of  bending  shall  be  calculated. 
For  this  purpose  the  method  used  for  designing  cover 
plates  of  built-up  .steel  girders  is  applicable,  the  formu- 
la for  uniform  load  on  a  simply  supported  beam  being: 
L'  /V 

L~  A 

where  L'  =  length  of  horizontal  part  of  bent  rods. 

L  =  span  length. 

a' =  area  of  bent  r(jds. 

A  =  total  area  of  reinforcement. 
For  continuous  beams,  bending  up  at  the  %  points 
will  be  satisfactory,  but  sufficient  steel  must  be  placed 
top  and  bottom,  on  each  side  of  the  quarter  points,  to 
take  care  of  the  stresses  resulting  from  irregular  loads. 

Girders  and  Beams. — In  girders  and  beams  use 
1:2:4  concrete  and  the  following  maximum  unit 
stresses : 

Tension  in  steel,  lb  16,000 

Compression  in  concrete,  11)   650 

This  gives—  ^    o.;i78«  d 

jd  =    o.8r:iH  d 

M  =  U)7.r>  hf\- 
A  =     O.OOTT  bd 

Piers,  Seawalls,  Etc. — ( )utside  work,  such  as  piers, 
wharves,  sea  walls,  etc.,  shall  not  exceed  the  follow- 
ing unit  stresses  used  in  their  design  : 

Tension  in  steel,  lb  ia,50() 

Compression  in  concrete,  lb   600 

This  gives—  m  =  ioh.o  bd'^ 

A=  0.01  l)d 
kd=  o.tl«  (1 
jd=     0.861  d 


The  Flat  Slab  Floor  Without  Beams.— Symbols  for 
square  panels : 

1  =  distance  center  to  center  of  columns  in  feet  measured 
along  the  side  of  a  square  panel. 
C  =  diameter  of  column  capital  in  feet  measured  on  the 

bottom  surface  of  a  slab  or  dropped  panel. 
S  =  side  of  square  dropped  panel  in  feet. 
B  =  width  of  any  band  of  rods  in  feet. 
W  =  sum  of  live  and  dead  loads  in  pounds  per  square  foot. 
M  =  bending  moment  in  foot-pounds, 
d  =  effective  depth  of  slab  in  inches. 
D  =  effective  depth  of  dropped  panel  in  inches. 
t  =  total  thickness  of  slab  in  inches. 

T  =  total  thickness  of  dropped  panel  in  inches.  Other  sym- 
bols are  those  used  in  the  Standard  Notation. 
•  Four- Way  System  with  Dropped  Panel. — The  fol- 
lowing formulas  shall  be  used  in  design: 
S  =  0.431 
C  =  0.2251 
B=  0.431 

d  =  l  Vw/61  on  basis  of  moment,  for  w  not  greater  than 

440  lb.,  and  p  =  0.77  per  cent. 
d  =  wl/l,278,  on  basis  of  shear,  for  w  greater  than  440  lb. 
D  =  1.5d 
t  =  d  +  1.5  in. 
T  =  D  -f-  2  in. 

Total  negative  M  at  column  (in  any  direction)  =  0.033wl". 
Positive  M  at  middle  of  bands  =  O.OlSwP. 
Negative  M  over  middle  of  side  bands  =  O.OOOwP. 

The  above  proportions  for  S,  C,  B,  and  D  make  it 
necessary  to  solve  only  two  of  the  other  formulas.  As- 
sume a  total  thickness,  t,  to  determine  a  tentative 
value  of  w.  Solve  for  d  and  determine  the  correct 
value  of  w.  D  then  becomes  l.Sd.  Find  the  positive 
moment  at  the  middle  of  the  bands  from  the  formula 
positive  M  =  0.012wr.  From  the  moment  thus  found 
find  the  amount  of  positive  steel  recjuired  at  the  mid- 
dle of  each  band.  Carry  this  same  amount  of  steel 
over  the  column  in  each  band,  which  will  take  care 
of  the  total  negative  moment  at  the  column.  Finally, 
take  three-fourths  of  this  positive  steel  and  distribute 
it  in  the  top  of  the  slab  over  the  side  bands  and  over 
the  central  half  of  the  panel  to  take  care  of  the  nega- 
tive moment  at  the  middle  of  the  side  bands. 

Two-Way  System  with  Dropped  Panel. — The  fol- 
lowing formulas  shall  be  used  in  design : 

S  =  0.41 
C  =  0.3251. 
B  =  0.41. 

d  =  l  Vw/SO  on  basis  of  moment,  for  w  not  greater  than 
576  11).  and  p  =  0.77  per  cent. 

d  =  wl/l,300  on  basis  of  shear,  for  w  greater  than  576  lb. 

D  =  1.25d,  for  p  =  1  per  cent. 

t  =  d  -|-  1.5  in. 

T  =  D  4-  3  in. 
Negative  M  at  column  for  each  band  =  0.()32wP. 
Positive  M  at  middle  of  side  band  =  0.017wP. 
Negative  M  over  middle  of  side  band  =  0.015wl'l 
Positive  M  at  middle  of  center  band  =  0.008wP. 

Details  of  Construction. — The  above  formulas  aj)- 
l)ly  to  square  panels  and .  uniformly  distributed  live 
loads.     For  heavy  concentrated  loads  special  provi-  ' 
sion  will  have  to  be  made  by  the  use  of  beams  or 
girders. 

The  diameter  of  the  column  ca])ital  shall  be  con- 
sidered to  be  measured  where  its  vertical  thickness  is 
at  least  lJ/2  inches,  ])rovided  the  slope  of  the  capital 
below  this  point  nowhere  makes  an  angle  with  the 
vertical  of. more  than  45  degrees. 

Points  "of  inflection  on  any  line  joining  two  column 
centers  may  be  taken  as  one-fifth  of  the  clear  distance 
on  that  line  between  the  perimeters  of  the  column 
ca])itals  and  measured  from  the  j^erimeters. 

If  the  length  of  end  panels  is  made  equal  to  0.85  of 
the  length  of  the  interior  panels  it,  will  not  be  neces- 
sary to  compute  the  moments  for  end  panels,  and  the 
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same  distribution  of  steel  may  he  used  m  h. .tli  cud  and 
I  interior  panels. 

Punching  shear  at  the  face  of  the  cohniin  shall  not 
exceed  120  lbs.  per  square  inch. 

The  total  thickness  of  the  slab  shall  never  be  less 
than  6  inches. 

Rectangular  Panels  with  Unequal  Sides.— The  fol- 
lowing apj)lies  to  both  the  four- way  and  the  two-way 
systems : 

In  determining  the  thickness  (jf  slabs  and  droi)i)cd 
panels  the  factor  1,  occurring  in  the  formulas  for  thick- 
ness, shall  be  the  longest  side  distance  center  to  cen- 
ter of  columns. 

In  determining  moments  in  side  bands  and  center 
bands  the  factor  1,  occurring  in  the  formulas  for  mo- 
ments, shall  be  the  distance  center  to  center  of  col- 
umns parallel  to  the  band  in  question. 

In  determining  moments  in  diagonal  bands  the  fac- 
tor 1,  occurring  in  the  formulas  for  moments,  shall  be 
the  average  of  the  two  side  distances  center  to  center 
of  columns. 


Well  Known  Contractor  Gone 

Mr.  George  Fee,  an  old  railway  ccjntractor,  died  at 
his  residence,  Westmount,  on  May  25th.  Mr.  Fee 
retired  some  fifteen  years  ago  from  the  firm  of  (ieorge 
Fee  &  Company,  railway  contractors,  who  completed 
a  section  of  the  C.P.R.  in  Ontario  in  1885.  He  was  the 
first  mayor  of  North  Bay,  Out. 


Parliament  Buildings  Contracts 

The  contract  for  the  steel  casement  windows  for  the 
Parliament  Buildings,  Ottawa,  has  been  awarded  to 
the  Trussed  Concrete  Steel  Company  of  Canada,  Ltd., 
through  Mr.  G.  B.  Reynolds,  the  company's  Mont- 


real engineer  aiul  ^alcs  inanagi-r.  I  he  Montreal  ott'icv 
has  also  closed  cf>ntracts  for  the  reinforcing;  cmcrctc 
steel  accorrling  to  the  Truscon  system  for  the  muni- 
tions plant  of  the  P.  Lyall  Si  Stms  Construction  C  om- 
l>any,  Limited,  to  be  erectcfl  at  Longiie  I'ointe.  Mont- 
real, a  building  576  x  175  feet;  and  for  the  reinforcing 
steel  for  the  iJeloriiner  Academy.  Montreal,  the  gen- 
eral contractor  for  which  is  Mr.  O.  Archamhault. 


Arbitration  Completed 

i  he  arbitraticjii  between  ihr  (  i>i,k  <  oii>truction 
Comi)any  and  the  City  of  Montreal  on  the  construction 
of  the  aqueduct  and  the  break  in  the  water  conduit  i-- 
now  concluded.  The  contractors  made  certain  claini> 
and  the  city  put  in  a  counter  claim.  The  evidence  of 
experts  from  Canada  and  the  United  States  occupied 
many  days,  and  the  arbitrators.  Messrs.  J.  NL  I'air- 
bairn,  W.  V.  Tye  and  A.  Geoffrioii.  K.C..  \i-ited  tlx- 
conduit. 


The  Quebec  Government  is  adhering  to  its  policy 
of  disallowing  by-laws  guaranteeing  loans  to  com- 
panies by  town  councils,  where,  in  its  oi)inion.  this  is 
detrimental  to  the  interests  of  the  inhabitants.  The 
(iovernment  has  declined  to  sanction  by-laws  passed 
by  the  Council  Pointe-aux-Trembles.  P.O.,  guarantee- 
ing a  stock  issue  by  a  company  to  build  a  cement  plant 
and  by  another  companv  to  build  workmen's  houses. 


Mr.  K.  Gill,  town  engineer  of  Sorel,  P.Q.  has  drawn 
plans  and  s])ecitications  for  impr<jving  the  town  aque- 
duct and  installing  new  i)umi)s  to  replace  the  existing 
])lant.  C)ne  ])umi)  will  have  a  capacitv  of  1.. ^00.000 
gallons  to  be  used  for  the  ordinary  town  supply,  and 
another  of  3,500,000  gallons  for  fire  fighting  puri)oses. 
A  new  filter  is  also  to  be  installed  at  a  later  date. 


Church  of  St.  Norbert  du  Cap  Chat 


The  illustrations  herewith  are  reproductions  from 
architect's  drawings  of  the  church  of  St.  Norbert  du 
Cap  Chat.  Conte  Gaspe,  Que.  The  church  was  erected 
by  Jos.  Collin,  general  contractor  (entrepreneur  gen- 
eral). The  work  was  commenced  in  the  si)ring  of  V)\7, 
but  owing  to  the  rigor  of  the  ]>ast  winter  season,  had 
to  be  discontinued,  the  masonry  at  this  time  standing 
a  few  feet  above  the  portal  door.  The  church  will  ])e 
completed  this  autumn.  The  cost  of  construction  is 
about  $60,000,  unt  including  intcior  carpentr}'. 


%i  ~ 
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The  Design  of  Public  Highwaysl 


By  Mr.  Charles  H.  Moorefield 


MAX\"  factors  arc  to  he  considered  in  jilanning' 
the  improvement  of  almost  any  public  road, 
let  alone  a  system  o?  roads  for  an  entire  com- 
munity. Almost  daily  we  are  in  receipt  of  the 
query,  "W  hat  kind  of  roads  are  cheapest  and  best  for 
my  community  to  build?"  Replies  necessarily  must  be 
more  or  less  disappointing-,  because  the  information  in 
the  letters  of  enquiry  seldom  is  sufficient  to  warrant  us 
in  offering  any  very  definite  advice. 

Road  design  is,  in  general,  a  local  problem,  the  pro- 
|)er  solution  of  which  involves  (1)  the  safety,  conven- 
ience, and  comfort  of  tliose  for  whose  use  the  road  is 
intended;  (2)  the  amount  of  funds  available  for  the 
improvement;  (3)  the  relative  availability  and  cost  of 
various  road-building  materials  that  might  prove  suit- 
able for  constructing-  a  road  of  the  general  character 
desired. 

In  other  words,  the  aim  in  planning  public  road  im- 
j)rovements  should  be  (1)  to  furnish  the  tax])ayers  the 
kind  of  ])ublic  road  accommodations  they  need  and  are 
able  to  ])ay  for,  and  (2)  to  attain  this  ])urpose  at  the 
least  possible  ultimate  cost  to  the  public  treasury. 

In  order  to  accomjjlisli  this  the  person  who  designs 
a  road  must  be  thoroughly  familiar  with  local  condi- 
tions, and  must  possess  the  judgment  necessary  to 
weigh  the  imijortance  of  the  various  factors  that  should 
be  considered. 

l'>om  what  has  been  said  it  is  evident  that  the  most 
to  be  ho])ed  from  a  general  discussion  of  road  design  is 
a  presentation  of  facts  and  suggestions  that  may  serve 
in  a  measure  to  guide  the  judgment  in  adapting-  the  de- 
sign of  a  i)articular  road  to  local  conditions.  Therefore, 
no  attempt  will  be  made  to  state  definite  and  exact 
rules  for  designings  roads  to  suit  conditions.  The  most 
important  features  of  the  problem  will  be  taken  up 
separately  and  discussed  with  a  view  to  showing  ^he 
variations  in  current  practice  and  the  influence' of  some 
si)ecial  conditions  with  regard  to  each  feature. 

F'ig-ures  1,  2,  and  3  are  typical  cross-sections,  illus- 
trating the  design  of  various  types  of  roads.  The 
cross-sections  are  intended  to  cover  a  wide  range  of 
practice,  and  the  following  remarks  regarding  various 
features  of  the  design  are  intended  to  aid  in  applying 
the  informati(;n  furnished  by  both  the  table  and  the 
cross-sections. 

Drainage 

Every  i)erson  living  in  a  humid  climate  is  familiar 
with  the  action  of  water  in  converting  clay  into  mud 
and  in  causing  all  kinds  of  soils,  excei)t  sand,  to  give 
way  when  a  load  is  a])i)lied.  T'ut  in  spite  of  this  wide- 
spread knowledge,  inadequate  drainage  probably  is  re- 
sponsible for  more  road  failures  than  any  other  cause. 

The  subject  of  road  drainage  is  too  broad  to  be  dis- 
cussed adetpiately  in  an  article  of  this  kind,  but  the 
Office  of  Public  Roads  and  Rural  ICngineering  has 
issued  several  bulletins  dealing  with  this  subject. 
Coi)ies  of  these  may  be  secured  by  purchase  from  the 
suDerintendent  of  documents,  (ioxernment  Printing 
Office,  Washington,  D.C,  or  in  rases  where  the  depart- 
ment's supply  has  not  been  exhausted  coi)ies  may  be 
secured  free  by  addressing  the  Div  ision  of  L'ublications 
')f  the  department. 

"  Senior  Highways  Engineer,  Office  of  Public  Roads  and.  Rural  Enp-in 
eerinsr.  " 


Selection  of  Surface  Type 


There  are  some  seven  or  eight  well-recognized 
types  of  road  surface,'  each  of  which  is  well  adapted  to 
certain  sets  of  conditions.  Most  of  these  types  are 
illustrated  roughly  by  means  of  the  cross-sections 
shown  in  h'igs.  1,  2,  and  3.  P)efore  discussing-  the  ques- 
tion i)i  how  to  select  the  proper  type  of  surface  for  a 
particular  road  it  seems  desirable  to  point  out  at  least 
some  of  the  limitations  to  which  the  different  types  ar 
subject.  For  complete  discussions, of  the  various  types^ 
the  reader  is  referred  to  other  publications  of  this  de-*^' 
partment  that  have  been  i)re[)ared  from  time  to  time. 

The  cross-sections  indicate,  in  a  general  way,  the  ' 
range  of  dimensions  in  good  design  ])ractice,  with  each 
type  of  surface.  There  are  many  special  circumstances, 
however,  that  may  make  it  desirable  to  modify  the 
ciT)ss-sections  entirely  outside  of  the  limits  shown.  In 
the  peninsular  section  of  Florida,  for  example,  many 
brick  roads  are  being  constructed  with  no  other  foun- 
dation than  the  natural  sandy  soil  of  the  roadbed,  and, 
atnder  such  favorable  climatic  conditions,  they  may 
prove  satisfactory  for  many  years.  The  so-called  mon- 
olithic type  of  brick  pavement  is  another  modification 
which  is  being-  used  satisfactorily  in  some  localities.  In 
constructing  this  latter  tyjie  the  sand  bedding  is  omit- 
ted entirely,  and  the  bricks  are  laid  directly  upon  the 
green  concrete  foundation. 

The  typical  design  for  concrete  roads  is  sometimes 
modified  by  the  introduction  of  steel  reinforcement, 
which  is  intended  to  ])revent  objectionable  cracks  from 
forming  in  the  pavement.  Also,  wliere  first-class  con- 
crete materials  are  scarce,  the  pavement  may  be  con- 
structed in  two  courses,  so  that  an  inferior  grade  of 
aggregate  may  be  used  in  the  lower  part  of  "the  con- 
crete. 

Bituminous  roads  may  be  constructed  either  by  the 
mixing-  or  penetration  method.  When  the  mixing 
method  is  followed  the  surface  is  called  bituminous 
concrete,  and  when  the  penetration  method  is  followed 
the  surface  is  called  bituminous  macadam.  A  variety 
of  bituminous  materials  are  used  in  connection  with 
either  method.  For  these  reasons  neither  the  method 
nor  the  bituminous  material  is  indicated  on  the  typical 
cross-section  drawing. 

The  method  of  constructing-  water-bound  macadam 
roads  does  not  vary  over  a  very  wide  range  in  good 
l)ractice,  but  the  qujllity  of  the  stone  used  may  affect 
the  efficiency  of  such  roads  to  a  considerable  extent. 
Water-bound  macadam,  after  being"  opened  to  traffic, 
frequently  receives  a  surface  treatment  of  bituminous 
material  and  stone  chips  or  pea  gravel.  Surface  treat- 
ments of  this  kind  generally -are  classed  as  maintenance 
work,  because  their  i)ur]50se  is  to  allay  dust  and  at  the 
same  time  permit  the  substitution  of  continuous  main- 
tenance for  i)eriodic  renewals.  lUit  surface  treatments 
really  change  the  nature  of  the  surface  and  adapt  it  to 
a  class  qf  traffic  different  from  that  for  which  plain 
water-bound  macadam  is  adapted. 

Gravel,  sand-clay,  and  earth  roads  must  all  fre- 
(|uently  be  modified  fi'om  the  typical  designs  shown,  so 
as  to  adai)t  the  constructioii  to  the  materials  available 
or  the  conditions  encountered. 

In  order  to  select  the  type  of  surface  best  adai)ted 
to  the  needs  of  a  particular  road  it  is  necessary  to  con- 
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sider  (1)  the  class  of  traffic  to  which  llic  road  will  Ix; 
subjected,  and  (2)  to  compare  tin-  estimated  ultimate 
costs  of  the  different  surface  types  whicli  would  he 
capable  of  withstanding-  that  particular  class  of  traffic 
in  a  manner  satisfactory  to  the  community.  ,\  practi- 
cal way  to  ])roceed  in  making  the  selection  wonld  be: 

1.  I'^.stimate  the  traffit-  imi)ortance  n\  the  mad  in 
question,  as  indicated  in  connection  with  tahh-  nf  de- 
sign and  cost  data. 

2.  Eliminate  from  consideration  all  smface  t\iH-^, 
except  those  which  exjx'rience  has  shown  to  he  well 
adapted  for  the  traffic  in  (juestion.  'lO  do  this  re(|uires, 
of  course,  a  study  of  the  efficiency  records  of  existing 
improved  roads  which  fall  in  the  same  traffic  class. 
Unfortunately,  the  number  of  roads  for  which  accurate 
traffic  and  efficiency  records  have  been  ke])t  is  not 
sufficient  to  warrant  very  defmite  conclusions  to  be 
drawn,  covering  all  classes  ot  traffic  and  types  of  con- 
struction. The  following  summary  supplies  about  as 
definite  information  on  this  ])oint  as  can  be  drawn  from 
available  records : 

(a)  Earth  roads,  when  properly  maintained,  aie 
satisfactory  in  dry  weather  for  a  light  xolunie  of  al! 
kinds  of  highway  traffic. 

(b)  Sand-clay  roads  are  the  same  as  earth  roads, 
except'  that  the  surfacing  material  has  been  selected 
carefully  with  a  view  to  increasing  the  stability  of  the 
surface  in  both  wet  and  dry  weather.  They  are  satis- 
factory for  a  moderate  traffic  of  horse-drawn  vehicles 
and  a 'light  traffic  of  automobiles.  They  seldom  are 
satisfactory  for  even  a  light  traffic  of  heavy  trucks  un- 
less the  roadljed  material  is  very  stable. 

(c)  Gravel  roads,  when  well  built,  are  satisfactory 
for  a  heavy  traffic  of  hcn-se-drawn  vehicles,  a  light  traf- 
fic of  automobiles,  and  a  light  traffic  of  heavy  trucks. 

(d)  Water-bound  macadam  roads  are  ada])ted  to 


erate  traffic  where  otiier  road-builflin;^  materials  art 

scarce. 

The  linal  stej)  in  selecting  the  surface  type  i«  i<> 
pick  out.  from  the  two  or  three  types  adapted  to  the 
kind  of  traffic  involved,  tin-  particular  tyi»e  which,  in 
tlie  long  run.  will  prove  cheapot.  Thix  |>rol)lcm  usu- 
ally mii>t  be  solxcd  N(  |,arately  f<*r  each  road,  hccau-e 


Cros?  Section  of  Eaetii  Road  CoMrLEXEn  With  Grading  JIachins. 
W  should  be  not  loss  than  20  foot,  ,/i  usuall.v  varies  from  12  Inches  to  IS 
inches  nm\  depends  on  width  of  road  and  amount  of  water  to  be  ciirriiM)  ; 
H,  crown,  varies  from  one-half  inch  to  the  foot  for  level  fc-radcs  to  1  inch 
to  the  foot  for  grades  of  5  per  cent  or  over. 


-D-\ 


Half  sec fiM  i.i  fill 


Half  section  in  cut 


Typical  Cross  Suction  of  Eai;th  Road. 
JT  should  be  not  less  than  20  feet.    D  varies  from  2  feet  to  G  feet,  di^pcndin^ 
■n  rainfall  and  grade  ;  1! ,  crown,  v.<<ries  from  one-half  inch  to  the  foot  for 
level  cradcs  to  1  inch  to  the  foot  for  grades  of  5  per  tent  and  over. 

Fig.  1. 

the  same  general  character  of  traffic  as  gravel  roads. 

(e)  Surface-treated  macadam  roads  are  jida])ted 
especially  for  a  heavy  traffic  of  automobiles.  They  also 
are  satisfactory  for  a  light  traffic  of  horse-drawn 
vehicles  and  a  moderate  traffic  of  heavy  trucks. 

(f)  Bituminous  roads  are  suitable  lor  heavy  traffic 
of  both  automobiles  and  horse-drawn  xehiclo  and  a 
moderate  traffic  of  heavy  trucks. 

(g)  Concrete  roads  are  adapted  to  the  same  general 
class  of  traffic  as  bituminous  roads,  and  generally  are 
capable  of  withstanding  the  traffic  of  somewhat  heav- 
ier vehicles  without  injury. 

(h)  r.rick  roads  are  adapted  to  the  same  general 
class  of  traffic  as  concrete  roads,  b.ither  brick  or  con- 
crete roads,  however,  may  be  economical  lor  only  mod- 


flat  or  3/iy/ltly  e/roirned  j 


"2 


Cross  stction  ready  to  recnr*  the  surfacing  material 


—  •5  — ■   W  1  j  1 

Depth  sufficient  to  secure  finished  depth  shon  n  belon 


Croes  section  shomng  material  spread  on  the  road 
ready  for  mixinf 


Cross  section  of  completed /oad 


TvrifAi,  Phoss  SF.fTiONs  Siiowino  Method  of  CoN.sTnrcriNO  A  BakivClat 
KoAii  HY  MixiM!  Sand  "R  Ci.av  with  the  Roadbed  Material. 

should  be  at  least  12  feet  for  single  trick  road  and  8  Kenorally  not  leaa 
than  5  feet.  For  double  track  IV  should  be  not  less  than  14  feet  and  8 
not  less  than  .3  feet  ;  //,  crown,  varies  from  1  inch  to  the  foot  for  level 
grade  to  1  Inch  to  the  foot  for  a  grade  5  per  cent  or  over ;  D  varlea 
from  2  feet  lo  <■  feet,  de[>endlbg  on  rainfall  and  grade. 


Cross  section  ready  to  receive  the  surfaang  material 


ri 


■w- 


■6  to  10  inches 


flt^'mifS^i'i^mm  \  ^^im>iiiii^mwm//f< 


■3 

-StoOinfhes 


Cross  section  of  completed  road 
S.  Ttpicai-  Cross  Section.^  Rhowino  Method  op  CoNSTRncTiso  a  Sawd-CIiAT 

Road,  Using  TorsoiL  on  Other  Natural  Mi.xture. 
TT  should  be  at  least  10  feet  for  single-track  road  and  (?  generally  not  less  than 
5  feet.    For  double  track  TT  should  be  not  less  than  14  fe<-t  and  H  not  less 
than  3  feet  ;  //,  crown,  varies  from  one-half  Inch  to  the  foot  for  level 
grade  to  1  Inch  to  the  foot  for  a  grade  of  5  per  cent  or  over. 

Fio.  2. 

the  factors  which  enter  into  its  solution  are  nearly 
always  different  for  different  roads. 

The  ])rincipal  factors  to  be  considered  in  estimating 
the  ultimate  cost  of  a  road  are  cost  of  construction  and 
cost  of  continuous  maintenance.  The  incidental  cttst 
to  the  users  of  a  road  on  account  of  dellecting  traffic 
for  i)eriodic  rcjiairs  also  may  be  a  factor  in  determining 
the  relative  efficiency  of  a  particular  type  of  roa<l  sur- 
face, but  since  it  is  i)ractica!ly  impossible  to  estimate 
this  ci)st,  it  can  be  considered  only  in  a  very  general 
way. 

The  cost  of  construction  depends  principally  i>n  the 
a\ailal)ilitv  of  materials  and  the  co>t  and  efficiency  of 
lai)or.  The  cost  of  continuous  maintenance  depen<l> 
on  tlie  ^ame  considerations',  with  the  ;ulditional  ele- 
ments of  traffic,  climate,  and  soil  condition",  to  bo  con- 
sidered. The  human  element  which  determines  the 
kind  of  organi/ation  under  which  work  is  done  may 
also  ha\e  an  important  bearing  on  the  cost  of  both 
con.-^truction  and  maintenance. 

The  table  herewith  illustr.ites  how  the  efficiency  of 
different  tvi>es  of  surt'aces  may  be  compared  after  the 
construction,  reconstruction,  and  maintenance  costs 
have  been  estimated  for  a  period  covering  the  life  of 
the  most  durable  type  consitlercd.    In  the  hypothetical 
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case  for  which  this  table  was  prepared  it  was  assumed 
that  any  one  of  three  surface  types  (I.,  II.,  and  III.) 
would  .satisfy  the  trafific,  and  the' whole  problem  was  to 
choose  the  most  economical  of  the  three  types. 
Method  of  Making  Economic  Comparison  of  Road  Surfaces 

Type  O'f  surface. 

^    .  item.  I.  11.  HI. 

Estiniated  hfe  of  surface  with  proper 

maintenance  (years)    8  10  15 

(Viginal  construction  cost  per  mile.  .      .$6,000   $10,000  .$16,000 

Cost  of  necessary  reconstruction  dur- 
ing a  period  of  15  years   3,000  5,000   

Estimated  cost  of  maintaining  sur- 
face per  mile: 

Average  annual    400         200  50 

Total  at  end  of  15  years   6,000       3,000  750 

Five  per  cent,  interest  on  all  esti- 
mated expenditures  for  construc- 
tion, reconstruction,  and  mainten- 
ance to  end  o.f  15-year  period,  per 
mile: 

Original  construction    4,500  -     7,500  12,000 

Reconstruction    1,050  1,250   

Maintenance    2,400       1,200  300 

Total    7,950       9,950  12,300 

Total  cost  per  mile  at  end  of  15-year 

period    23,950     27,950  29,050 

Value  of  road  surface  per  mile  at  end 

of  15-year  period   3,400  7,500   

Net  outlay  per  mile  of  road   19,500     20,450  29,050 

For  the  hypothetical  case  illustrated  the  choice  of 
surface  evidently  lies  between  Types  I.  and  II.  The 
net  outlay  at  the  end  of  the  fifteen-year  period  is  slight- 
ly in  favor  of  Type  I.,  but  the  difTerence  is  so  slight 
that  the  question  of  which  estimate  contains  the  fewer 
uncertainties  probably  should  prove  the  deciding  fac- 
tor. In  this  case,  Ty])e  III.,  notwithstanding  its  rela- 
tively long  life  and  low  maintenance  cost,  could  not  be 
economically  considered. 

On  account  of  the  uncertainties  that  always  enter 
into  estimates  of  construction  and  maintenance  costs 
it  might  be  argued  that  any  attempt  at  scientific  com- 
parisons of  this  kind  is  worthless.  But  the  .same  un- 
certainties still  would  be  jiresent  if  the  decision  were 
made  a  matter  of  "lump-sum"  judgment,  and  there 
always  is  a  greater  chance  for  accuracy,  even  iy  a 
rough  guess,  where  each  of  the  factors  which  should 
influence  the  judgment  is  guessed  at  separately.  If  it 
were  desired  to  compare  the  areas  of  two  fields,  for 
example,  the  first  step  would  be  to  measure  or  estimate 
the  linear  dimensions  of  each.  If  the  difiference  in  area 
were  small,  and  the  dimensions  were  guessed  at,  there 
is  a  possibility,  of  course,  that  the  smaller  field 'might 
be  mistaken  for  the  larger,  but  the  i)robability  of  such 
erroneous  judgment  would  be  much  less  than  if  the 
areas  were  guessed  at  without  reference  to  the  dimen- 
sions. 

Widths 

The  widths  of  the  roads  for  which  design  data  are 
shown  in  the  table  of  design  and  cost  data  vary  over  a 
wide  range,  and  ai)pear  to  be  practically  independent 
of  the  trafiRc  importance  of  the  roads.  This  lack  of 
relation  between  width  and  traffic  importance  is  gen- 
eral, and  results  in  large  part  from  the  necessity*' for 
designing  improvements  to  fit  cases  where  both  the 
cost  and  length  of  road  to  be  imi)roved  are  dcnnitcly 
limited  at  the  start. 

'  llighway  engineers  are  fairly  well  agreed  that  for 
ultmiate  economy  the  surfaced  portion  of  a.  road 
should  be  at  least  sufficiently  wide  to  allow  traffic  to 
distribute  itself  over  the  entire  surface  and  thus  pre- 
vent the  concentration  of  wear  in  two  narrow  tracks. 
The  minimum  width  that  will  enable  a  fair  distribution 
of  traffic  over  the  surface  is  about  12  feet,  but  a  width 
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of  12  feet  falls  just  short  of  providing  space  for  two 
vehicles  to  pass  each  other  safely,  and  seldom  is  em- 
ployed. A  surface  Avidth  of  14  feet  is  sufficient  for 
horse-drawn  vehicles  to  pass  each  other  conveniently, 
and  16  feet  is  sufficient  for  automobiles,  though  18  feet 
IS  greatly  preferable,  especially  whfere  the' traffic  is 
mixed.  The  18-foot  surface  is  being  used  to  a  consid- 
erable extent  in  many  of  the  wealthier  communities, 
and  for  moderately  heavy  traffic  is  proving  economical 
as  well  as  convenient. 

Fig.  4  is  a  cross-section  of  the  road  between  Wash- 
ington, D.C.,  and  Baltimore,  Md.,  and  illustrates  a 
design  which,  in  some  cases,  has  proved  very  economi- 
cal. Here  a  very  durable  surface  has  been  constructed 
along  the  central  portion  of  the  road  to  a  width  of  14 
feet,  and  a  less  durable  surface  of  gravel  or  crushed 
stone  has  been  constructed  along  each  side,  as  shoul- 
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tW'ihauldbe  at  least  10  feet  for  single  tracic  road,  and'S' generally  not  less  than  5  feet 
Fordoubie  track"IV'should  be  not  less  than  14  feet.  and'S' not  less  than  3  feet  ivlfh  slope  lU 
'/f'.crotyn,irdries  from   to  the  foot  for  level  grade,to  I' to  the  foot  for  a  grade  of  5%  orover 


i'toS'off/o.2  atone 

^elford  base  for  defective  foundation  4" to  6'ofNo.l stone 
WATER-BOUND  MACAOArf 

'iV'should  beaf  leastlOfeetand'S'at  leasf  3feet  'D'should^  be  from  2 feet  to  6  feet 
depending  on  rainfall  and  grade.  "H'.cmvn  should  be  fto  the  foot  No.  I  stone  ; 
Z"to3'in  size.  No.Z stone -I' to 2' in  size 


\2  ro3" course  yvifh  bituminous  binder 
4"f^6'  /Vo  I  stone 
BITUMINOUS  MACADAM 

'W'shbuld  be  af  least  10  feet,  and'S'at  least  3feet'0'should be  from  Zffef  to  6  feet 
depending  on  rainfall  and  grade  'H'cronn.  should  be  about  ^'to  the  foot 
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'W should  be  af  least  10  feet  and'S'at  least  3  feet  'D'should  be  from  <?  feet  to  6  feet 
depending  on  rainfall  and arade  'H^cronn  should  be  about^'to  the  foot 
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^6  "concrete  foundation 
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FiO.     — Typical  cross  sectlona. 

ders,  adjoining  the  central  surface.  The  central  width 
of  14  feet  carries  most  of  the  traffic  over  this  road,  but 
the  shoulders  are  maintained  in  good  condition,  and 
the  whole  surface,  taken  together,' forms  a  much  more 
commo(,li()us  roadway  than  would  a  16  or  IS  foot  cen- 
tral surface  with  unsurfaced  shoulders.  (Jn  less  heav- 
ily travelled  roads  a  similar  design  sometimes  is  em- 
I^loyed,  using  a  9  or  10  foot  width  of  central  surTace 
with  shoulders  of  firm  earth,  gravel,  or  stone.  For  a 
design  of  this  kind  to  prove  satisfactory,  however,  con- 
tinuous and  efficient  maintenance  of  the  shoulders  is 
absolutely  essential.    If  the  shoulders  are  not  main- 
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taincd  true  to  cross-sccticjii,  and  linn,  tlic  flanker  of 
laccidents  to  antoniohilc  traffic  is  very  f^rcat.  In  farl, 
|the  danger  may  he  j^rcater  than  with  a  single-track- 
road  surface,  or  10  feet  wicU',  haxing  shouhlers  of 
Isand  or  other  unstahlc  material,  hecaiise  in  the  latter 
icase  the  drivers  soon  learn  to  take  necessarv  i)recau- 
jtions  when  leaving-  the  surfaced  |)ortion  of  the  road  in 
jorder  to  ])ass  anotlier  \  ehicle.  They  also  learn  to  cxer- 
Icise  care  in  selecting  the  i)oint  at  which  a  passing  is 
!  made. 

No  matter  what  the  surfaced  width  of  a  road  may 
be,  the  total  width  of  roadway  always  should  he  suffi- 


^Sur  faced  shoulder 


Guardrail 

MACADAM  WITH  SURFACE  TREATMENT 


Surfaced  shoulder 

CONCRETE  WITH  SURFACE  TREATMENT 
Fig.  4. 

cient  to  provide  a  reasonahle  margin  of  safety  when 
vehicles  are  passing  each  other,  with  . some  allowance 
for  unexpected  maneuvers  on  the  ]:)art  of  frightened 
animals  or  inexperienced  drivers.  A  total  width  of 
about  20  feet  is  the  minimum  that  will  provide  reason- 
able security  and  is  the  minimum  that  should  be  em- 
ployed under  any  circumstances.  Another  considera- 
tion that  frequently  serves  to  fix  the  total  width  is  that 
moderately  wide  shoulders  can  be  maintained  much 
more  readily  than  narrow  ones.  On  embankments  it  is 
customary,  to  make  the  shoulders  at  least  4  feet  wide 
and  in  cuts  at  least  3  feet.  This  means  that  where  the 
surfaced  width  of  a  road  is  to  be  16  feet  its  total  width 
should  be  not  less  than  24  feet  on  embankments  and 
22  feet  in  cuts. 

The  width  of  right  of  way  necessary  for  a  road 
varies  with  the  topography  as  well  as  with  the  width  of 
roadway.  Where  the  topog-raphy  is  flat,  or  gently  roll- 
ing", a  50-foot  right  of  way  is  sufficient  for  a  20-foot 
road,  while  for  very  rolling  or  hilly  country  a  60-foot 
right  of  way  may  be  recpiired  for  a  20-foot  road.  For 
roadways  wider  than  20  feet  the  width  of  right  of  way 
should,  in  general,  be  increased  by  an  amount  equal  to 
the  additional  width  of  roadway.  In  other  words,  the 
right  of  way  should  gfenerall}'  be  from  ,30  to  40  feet 
wider  than  the  roadway. 

Grades 

The  (|uestion  of  ma.ximum  allowable  grades  is  a 
very  important  consideration  in  designing  a  road.  In 
deciding  this  question  there  arc  several  important  lac- 
tors  to  consider : 

1.  The  main  roads  should,  in  general,  have  easier 
grades  than  the  feeder  roads,  so  that  any  load  ma\-  be 
hauled  on  to  a  main  road  can  be  hauled  o\  er  it  without 
increasing  the  motive  power. 

2.  The  better  a  road  surface  the  easier  should  be 
the  grades,  otherwise  the  full  benefit  of  the  inii)roved 
surface  will  not  be  secured  on  comparatively  level 
stretches  of  the  road.  For  example,  on  a  level  grade  a 
horse  can  i)ull  about  twice  as  much  over  a  gravel-road 
surface  as  over  a  surface  of  ordinary  earth,  but  on  a  5 


per  cent,  grade  tin  iiHKa-cd  iiioli\<-  power  required 
for  the  same  loads  wfuilfl  be  only  about  UX)  per  cent, 
for  earih  as  against  more  than  1.^0  per  cent,  for  gravel. 
In  the  case  of  motor  vehicles  tiiis  increase  in  motive 
power  can  be  effected  within  limits  by  shiflinj;  the 
gears,  and  where  motor  vehicles  will  constitute  most 
of  the  traffic  (he  matter  of  {grades  is  not  .so  important. 

.1  According  to  the  best  current  practice,  the  maxi- 
mum grade  for  roads  that  are  r.f  sufficient  importance 
to  warrant  a  highly  imprrncd  surface  is  determined  in 
great  measure  by  the  tojiograpliv  (A  the  region  tra- 
versed. The  folhnving  tabidatir;!!  show>  the  usual 
range  for  varicuis  cfjnditions  of  topograpliv: 


C'oa.stal  plain  aiul  prairie  regions 

Average  rr)llin<r  cuuntry   

liilly  or  iiicjinitaiiiDUS  rcKi'in.- 


I'cT  cent. 

. .  2  to 
4  to  6 
<;  to  8 


The  (pieslion  of  mininuini  grafle  i>  of  importance 
only  as  regards  the  side  ditches.  These  always  should 
ha\e  sufficient  fall  to  drain  off  the  water  they  collect 
without  allowing  the  roadbed  to  become  saturated. 
(  )rdinarily  it  is  desirable  to  give  the  side  ditches  a  fall 
of  not  less  than  about  1  foot  per  100  feet  of  length,  but 
for  comi)aratively  short  distances,  and  for  deej)  ditche-. 
a  somewhat  less  fall  may  prove  ade(|uate. 

On  concluding  this  discussion  of  road  design  it  i>^ 
desired  to  emphasize  the  all-important  fact  that  well- 
balanced  and  experienced  judgment  is  a  much  more 
valuable  asset  in  planning  public  road  improvements 
than  any  amount  of  theoretical  knowledge.  No  know- 
ledge gained  from  books  alone  can  give  a  complete 
gras])  of  the  relations  existing  between  a  public  road 
and  the  connnunity  it  serves.  Theorv  is  simi)lv  the 
sign-post  that  points  the  way.  while  iudgment  is  the 
vehicle  on  which  the  journey  is  dependent. 


Pollution  of  Boundary  Waters 

The  International  Joint  Commission  have  i>>ued 
an  exhaustive  report  on  the  pollution  of  boundary 
waters  and  upon  remedial  measures.  The  report  de- 
scribes investigations  that  have  been  undertaken  to 
secure  data  having  reference  to  the  cause,  the  extent 
and  the  prevention  of  pollution  of  boundarv  waters 
to  the  injury  of  health  or  property.  .Vn  appendix.  No. 
1,  contains  a  rcjiort  by  If.  C.  McRae.  district  engineer, 
and  I.  P.  Kane,  assistant  engineer,  on  the  conditions  in 
the  Detroit  and  St.  Clair  Rivers,  and  ajipendix  Xo.  2 
contains  a  similar  rei)ort.  Avith  suggested  remedial 
measures,  on  the  Niagara  River,  by  I".  C".  Tolles.  dis- 
trict engineer.  .\  number  of  \  aluable  tables  have  been 
compiled  and  are  rei)roduccd  in  the  report,  al.so  a  num- 
ber of  plates  and  drawings.  The  rcj^ort  comiirises 
160  Images,  standard  trade  journal  size  and  contains  a 
quantity  of  xaluable  information  of  s|)ecial  interest  to 
sanitar\-  engineers. 


Conservation  of  Bituminous  Materials 

In  ordtT  to  conserxe  llu-  >upply  tif  bituminou.-  ma- 
terial lor  war  purposes  action  has  been  taken  bv  the 
r,  S,  l)ei)artment  of  .\griculture  in  the  form  of  a  letter 
sent  out  to  the  road  and  street  officials.  This  letter 
states'that  a  special  permit  of  the  b'uel  .\dministration. 
Oil  Division,  will  be  reipiired  before  delivery  of  pur- 
chases will  be  authorized.  Preference  is  given  to  the 
sale  of  material  for  maintenance  work,  while  material 
for  new  sonstruction.  except  where  work  is  necessarv 
as  an  aid  in  w  inning  the  war,  w  ill  be  held  u\  er. 
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Fort  Qu'Appelle  Sanitorium  Administration  Buildings  — Cottages  at  left  side. 


Tubercular  Sanitorium  at  Ft.  Qu'Appelle,  Sask 


By  Mr.  E.  A.  Markham,  Assoc.  Mem.  C.  S.  C.  E. 


IN  1911  the  Anti-tuberculo.sis  League  of  Sa.skatche- 
wan  was  formed,  and,  after  appointing  their  engi- 
neers, gave  instructions  that  a  suital)le  site  should 
be  fovmd  and  purchased.  Several  locations  were 
visited  by  the  engineers,  and  the  site  at  Fort  Qu'Ap- 
pelle was  secured.  Previous  to  making  this  ])urchase 
investigatiotis  were  conducted,  and  it  was  ftnmd  that 
tlie  points  governing  the  selection  of  the  site  would 
have  to  conform  to  the  following  requirements,  name- 
1\- :  Accessibility,  shelter  in  winter  except  from  the 
south,  direct  sunlight,  good  water  supply,  and  a  pic- 
turesque location  to  add  the  necessary  mental  stimulus 
to  the  patients'  recovery. 

Ideal  Site  Obtained 

The  site  chosen  at  Fort  Qu"Ap])elle  beyond  doubt 
conforms  to  these  recjuircments.  In  fact,  the  writer 
doubts  very  much  if  another  location  more  suitable 
could  be  found  in  the  country. 

The  estate  purchased  is  2^  miles  from  the  tt)wn  of 
Fort  Qu'Appelle,  on  the  north  shore  of  Kcho  Lake, 
and  consists  of  230  acres.  It  was  a])parent  to  thc^ngi- 
neers  that  this  sanatorium  would  dcvelo])  into  one  of 
the  largest  institutions  of  the  province,  and  they  were 
at  once  confronted  with  the  problem  that  interests  all 
engineers  frofii  time  to  time,  namely,  high  capital  ex- 
penditure or  increased  operation  costs.  .All  engineers 
will  agree  with  the  writer  when  he  states  that  it  is  to 
the  credit  of  the  league  that  the  engineers  were  per- 
mitted to  suggest  the  full  possibility  of  the  undertak- 
ing, and  from  that  point  of  view  lay  out  the  utility 
buildings  and  other  works  that  vvf)uld  otherwise,  at  a 
later  date,  become  a  burden  to  the  finances  of  the  insti- 
tution. 

General  Outline  of  the  Project 

I»efore  describing  the  various  units  tliat  are  already 
constructed,  the  writer  would  like,  as  l)riel1v  as  pos- 
sible, to  (lutline  the  full  schenu'  as  planned  by  the  engi- 
neers. 

A  central  or  administration  unit,  around  which 
the  other  buihbngs  could  be  ranged,  was  the  essential 
feature,  and  an  inlirmary  and  the  buildings  for  inci|)i- 
ent  cases  were  next  considered.  The  project  also  in- 
cluded the  erection  of  a  series  of  small  cottages  of  four 
or  five  rooms  each,  for  i)atients  ■  who  could  afford  to 
undergo  a  treatment  for  this  com])laint  in  a  more  lux- 
urious manner;  a  residence  for  the  doctor  in  charge;  a 
children's  paxilion;  accommodation    for    the  outside 

'  Paper  read  before  the  Saskatchewan  Uranch  of  the  Canadian  Society  of 
Civil  Engrinecrs. 
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staiT ;  farm  buildings;  and,  in  all,  every  detail  makinil 
for  as  complete  a  layout  as  possible  was  investigat^I 
to  the  fullest  extent.  It  ^An\\  be  readily  appreciated  thall 
as  it  was  only  possible,  for  financial  reasons,  to  con-i 
struct  for  the  time  being  the  very  essential  buildings'f 
and  that  such  units  as  the  power-house  and  otheil 
utility  buildings  had  to  be  designed  as  far  as  possibhl 
with  a  view  to  enlargement,  both  in  plant  and  accom-j 
modation. 

In  regard  to  the  financial  end  of  the  undertaking,] 
one  of  the  essential  points  insisted  on  by  the  promoters 
of  the  institution  was  to  make  it  a  people's  sanatorium,' 
and  it  was  thought  that  enough  money  might  be  col- 
lected in  a  voluntary  way  throughout  the  province  to 
finance  the  undertaking.  The  writer  has  no  hesitation 
in  saying  that  had  it  not  been  for  the  war  this  |)rinciple 
would  have  been  upheld,  but,  owing  to  the  tightening 
up  of  the  mone}^  market,  the  provincial  government 
have  had  to  assist  in  a  financial  wav.  The  operation  of 
the  institution  is  still  under  the  direction  of  the  Anti- 
tubercular  League. 

General  Plans  and  Description  of  Buildings 

The  general  plan  or  location  of  the  various  units 
comprising  the  sanatorium  as  at  present  constructed  is 
as  follows : 

The  administration  building  has  its  ]irincipal  eleva- 
tion facing  almost  due  south.  The  two  cottages  or 
])avilions  for  incipient  icases  also  face  south,  and  are 
arrang'ed  on  the  west  side  of  the  building.  To  the 
northeast  and  1,500  feet  from  this  building  the  superin- 
tendent's residence  is  situated.  Further  n(;rth  the  res- 
ervoir taking  care  of  the  water  supply  is  located,  while 
the  power-house  has  been  kept  well  to  the  rear  of  the 
hospital  units  and  is  800  feet  north  of  the  administra- 
tion building,  on  the  west  side.  The  sewage  disi)osal 
plant  is  constructed  on  the  shore  of  the  lake,  southwest 
of  the  main  building".  An  ice  house,  with  a  capacity  of 
400  tons,  stands  adjacent  to  the  kitchen  wing  of  the 
administration  building.  ()tlier  smaller  buildings  of 
less  importance  complete  the  sanatorium  for  the  time 
being. 

As  has  been  mentioned  before,  considerable  future 
extension  has  been  anticipated,  and  it  is  ex])ected  that 
an  infirtriary  and  two  more  pavilions  will  be  erected  in 
the  near  future.  In  fact,  excavations  for  these  build- 
ings lia\-e  already  been  completed. 

All  the  utility  buildings,  as  at  present  constructed, 
have  ca])acity  for  these  additional  units,  and  are  plan- 
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ed  f(jr  further  extension.  'I  lic  main,  or  administration 
uilding,  has  a  total  tloor  area  of  23,700  feet.  'I'he  base- 
lient  storey  is  used  principally  for  stora.^e  purposes, 
Irith  the  exception  of  the  staff  dining-rcjoms,  which  are 
in  this  floor;  the  total  storage  space  available  is  al)out 
0,000  cubic  feet. 

'On  the  ynnmd  lloor.  with  a  total  lloor  area  of  7,600 
eet,  the  following-  acccjnimodation  is  provided:  i'".asl  of 
\ie  main  hall  and  reception  halls  are  the  general  offices, 
he  administrative  offices,  matron's  rooms,  and  the  ex- 
mination  rooms;  the  drus4"  room  and  laboratory  com- 
plete this  wini^'.    'J'he  other  half  C(Mitains  the  dihini^- 
oom,  serving-  rooms,  kitchen,  diet  kitchen,  bakery,  re- 
rigerator  plant  ,and  the  kitchen  storerooms.    'I'he  din- 
ng-room  has  seating  room  for  150  patients,  and  has  a 
oor  area  of  1,300  feet.    The  kitchen  wing  has  a  tlcjor 
irea  of  2,000  feet.    The  iirst  floor,  with  5,000  feet  ftoov 
irea,  has  seven  wards,  acccnnmodating  from  25  to  30 
ed  patients,  pending  the  building  of  the  infirmary. 
Fresh-air  balconies  are  arranged  adjacent  to  all  wards. 
The  wards  have  a  floor  area  of  3,000  feet  and  the  bal- 
onies  1,200  feet.    Leading  from  the  main  corridor  are 
he  bath  and  toilet  rooms,  etc.    The  second  llcjor  pro- 
ides  accommodation  for  the  inside  staff.    This  IliKjr 
has  an  area  of  some  3,000  feet,  with  balcony  space  of 
500  feet.  ,  Above  this  floor,  and  in  the  tower,  an  obser- 
vation landing  has  been  i)rovided. 

The  Open-Air  Pavilions  or  Cottages 

The  design  of  these  cottages  suggests  the  idea  of  a 
series  of  small  pavilions,  with  accommodation  for  two 
patients,  with  dressing-room,  sleeping  balcony,  and 
bathroom  self-contained.  These  cottages,  howexer, 
have  bed  space  for  26  patients  each,  and  have  a  total 
floor  space  of  9,000  feet.  By  way  of  explanation,  these 
cottages  are  for  incipient  cases  only,  and  the  patient 
uses  the  dressing-room  for  the  purpose  of  changing 
from  day  to  night  attire,  and  is  wheeled  in  his  cot  by 
the  attendant  from  his  room  to  the  verandahs  where  he 
spends  the  night.  This  idea  has  been  carried  out  in 
the  design  of  the  building  and  the  Hour  area  of  the  bal- 
conies equals  the  floor  area  of  the  dressing-rooms, 
namely  1,200  feet.  Two  large  sitting-rooms  are  centrally 
located  for  recreational  purposes,  and  a  bath  and  toilet- 
room  is  provided  for  every  four  ])atients.  The  super- 
intendent's residence  is  designed  along  usual  lines,  and 
consists  of  a  two-storey  building  of  twelve  rooms. 

Power  House 

The  power-house  is  a  one-storey  building,  with  a 
total  floor  space  of  5,000  feet,  which  space  is  allocated 
as  follows  :  Boiler-room,  1 ,100  feet ;  coal  store,  600,  witli 
cubature  of  7,200  feet ;  i)ump-room,  1,100  feet  ;  engine 
room,  900' feet ;  laundry,  1,200  feet. 

Tunnels 

Starting  from  the  ])o\ver-house  and  connecting  all 
the  buildings,  except  the  superintendent's  residence, 
are  a  system  of  reinforced  concrete  tunnels  conveying 
the  water  and  steam  mains,  electric  conduits,  etc.  The 
tunnels  have  a  cross-sectional  area  of  23  s(|.  It.  and  a 
total  length  of  900  feet.  This  area  of  tunnel  allows 
ample  space  for  all  serx  ice  ])i])ing.  and  a  ])assage-\\  ay 
permits  of  intercommunication  between  buildings. 

Power  Plant 

All  buildings  are  heated  from  a  central  plant,  locat- 
ed in  the  i)ovver-house.  Steam  is  deri\ed  from  two 
tubuar  boilers  of  100  horse-power  each.  Nigh  pres- 
sure steam  is  conveyed  through  a  4  in.  steam  main  to  a 
high  i)ressure  reducing  \al\  e,  and  from  tluMuc  to  an  S 


in.  steam  main  runnii"ig  through  the  tunnels  to  the  vari- 
ous buildings.  I'.xijansion  joints  arc  provided  every 
200  ft.  in  both  mains  and  returns.  I  lie  sy.^tcm  of  heat- 
ing installed  is  the  lJunhani  vacuum  vapor  system, 
■i  hc  main  return  pipe  is  2'/:  in.  in  diameter,  c<»nncctinj4 
to  a  vacuum  i)unip  in  the  inunp-ruom,  di?*c-harging  to  a 
feed  water  heater  ami  fed  back  t(j  the  boilers  Ijy  the 
agency  of  two  duplex  feed  water  pumps.  A  in.  main 
and  return,  direct  connected  to  the  4  in.  h\^h  pressure 
steam  main,  sup])ly  a  70-])ound  steam  pressure  to  the 
laundry  for  sterilizing  and  a  20-pound  pre>sure  to  the 
kitchen  in  the  main  i)uilding  for  the  >aine  purpose.  U 
is  intended  to  install  tw(j  steam  generators  coiuiected 
to  the  headers  of  tlie  boilers.  The  products  of  com- 
bustion from  the  boilers  are  carried  through  steel 
breeching  to  the  hollow  brick  chimnev  stack,  MX)  feet 
high. 

Power  and  Lighting 

The  necessary  electric  energ\  f(^r  the  (lOwer  and 
lighting  is  supplied  by  a  I'airbanks-Morse  senii-Deisel 
oil  engine,  belted  to  a  shunt-wound  generator  of  15  kw. 
Storage  batteries  of  400  amj). -hours  are  i)nj\  ided  in  the 
pump-room.  It  has  been  found  that  by  running  the 
oil"  engine  for  some  four  to  six  hours  daily  enough 
energy  is  pnjduced  for  ihe  day.  the  storage  batteries 
taking  care  of  the  light. 

Water  Supply 

W  ater  is  obtained  fmm  an  <S  in.  well,  sunk  to  a 
dei)th  of  100  feet,  in  the  i)ump-room  of  the  |)o\ver- 
honse.    .\  4  in.  suction  ])ump,  w  ith  a  24  in.  stroke,  oper- 


Doctor's  residence.  Ft.  Qu'.Vppelle  Sanitorium. 

ated  at  30  stroki's  per  minute,  lifts  the  water  '^0  feet 
and  supiilies  the  reservoir,  l'>2  feet  above  the  discharge 
of  the  puni]).  The  reservoir  has  a  capacity  of  50.0UO 
gallons.  file  water  returns  to  the  power-house  and 
])asses  throu.;h  a  prissure-reducing  valve,  reducing  the 
gra\  itv  presstu  e  to  6t)  pounds,  and  from  thence  is  taken 
through  the  tunnels  to  the  various  buildings.  .Ml  un- 
derground water-mains  are  4  in.  cast-iron  ;  the  n)ain-« 
in  llie  tunnels  are  3  in.  gal\ani/etl  iron;  fire  hydrant-^ 
are  located  ,it  lacli  buikling. 

Sewage  Disposal  Plant 
The  >ewage  disposal  plant  is  on  the  lake  shore,  and 
an  e\i>laiiation  of  the  treatment  of  the  sewage  is  as  fol- 
lows: I  he  crude  sewage  flow  s  into  a  w  ell,  or  receiving 
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chamber,  and  from  thence  to  the  settling  tank.  Trough- 
ing  connects  this  settling  tank  and  allows  the  sewage 
to  pass  through  an  automatic  sprinkler  to  the  filter 
beds.  The  sewage,  having  passed  through  the  filter 
beds,  flows  into  the  humus  tank  by  means  of  a  concrete 
channel  at  floor  leVel,  and  from  thence  it  passes  over  a 
measuring  weir  into  the  chlorine  tank  and  out  through 
the  effluent  pipe.  The  settling  tanks  are  provided  with 
6  in.  cast-iron  ])ipes  and  valves  for  the  removal  of  the 
sludge. 

Constructional  Details 

The  administrative  Iniilding  is  of  fireproof  construc- 
tion, with  reinforced  concrete  footings,  columns,  beams 
and  slabs.  The  slabs  are  designed  for  the  following 
loads :  Kitchen  wing,  100  pounds  per  square  foot  live 
load,  i)lus  weight  of  superstructure  ;  other  floors,  60 
pounds  live  load  ])er  square  foot,  plus  weight  of  super- 
structure. Kahn  deformed  steel  bars  were  used 
throughout,  and  steel  was  required  to  the  following- 
specification  :  Elastic  limit  of  steel  per  square  inch, 
53.000  pounds;  ultimate  tensile  strength  j^er  square 
inch,  95,000  pounds;  working  stresses  to  be  calculated 
to  one-third  elastic  limit. 

The  specification  for  the  concrete  required  a  1:2:4 
mix.    A  very  clean  gravel,  however,  was  obtained  on 
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Cross  section  of  tunnel.  Ft.  Qu'Appelle  Sanitorium. 

the  south  side  of  the  lake,  and  a  1  :4  mix  was  permitted. 
The  concrete  was  mixed  in  a  batch  mixer  and  sjiouted 
to  position.  1  >rick-bearing  walls  carry  the  outer  ends 
of  beams  and  slabs;  all  slabs  were  anchored  to  tlie 
outer  wall  by  means  of  the  reinforcing  turning  up  into 
same. 

The  foundation  soil  was  very  compact,  and  C(jn- 
tained  a  considerable  (juantity  of  gra\el.  Tests  were 
made  and  column  and  wall  footings  were  calculated  for 
a  safe  bearing  load  of  3,000  ])ounds  per  stpiare  foot. 
The  basement  walls  were  constructed  of  lii-ld  stcjiie  2 
/eet  thick,  and  through  stones  were  built  in  e\cry  six 
super  feet.  The  mortar  used  was  a  1  :3  rcniciit  mortar, 
j)ointed  (jii  the  outside  with  black  nrortar.  .\  total  of 
\,300  cubic  yards  <jf  this  masonry  was  called  for.  I-Jed 
MeiKjmimie  brick  are  used  for  the  outside  wall  facing, 
and  a  t(jtal  of  300  M.  of  .  these  brick  were  recpiired. 


The  kitchen  wing  is  roofed  with 


White  Estevan  common  brick  were  used  for  the  badi 
ing,  lined  with  2  in.  hollow  terra  cotta  tile  on  the  insidil 
'Five  hundred  M.  common  brick  were  used  in  the  varij 
ous  buildings.  Bedford  stone  window-sills  and  trim  t' 
the  tower  offer  suitable  relief  to  the  brickwork.  Out 
side  steps  are  carried  out  in  Kettle  River  sandstone; 
The  l)asement  floors  are  in  concrete,  1  :4  mix,  with  2  in 
cement  and  sand  finish.  This  finish  cut  through  to  thi 
concrete  every  36  superficial  feet  for  expansion  am 
contraction. 

The  major  portion  of  all  other  floors  is  of 
maple,  attached  to  bevelled  wood  screeds,  with  cindli: 
concrete  fill.  Marble  terrazza  floors  were  cast  for  all 
lavatories ;  this  material  was  also  used  to  good  effect 
for  the  treads  of  the  main  stairs,  being  in  this  case  cast, 
in  moulds  and  set  in  place  after. 

All  partitions,  except  on  the  third  floor,  are  built  of 
4  in.  and  6  in.  hollow  terra  cotta  tile,  laid  in  cement 
mortar;  24-gauge  ex])ended  metal,  coated  with  copper 
alloy,  covers  the  wood  j^artitions  and  the  underside  of 
roof  on  the  third  storey. 

The  plastering,  carried  out  in  three-coat  work,  has 
two  coats  of  Manitoba  gypsum  hardwall  and  putty  coat 
of  hydrated  lime.  Keen's  cement  is  used  for  the  wall 
of  all  toilets  and  lavatories. 

The  roof  of  this  building  is  constructed  of  lumber, 
with  12  in.  x  20  in.  purlins,  2  in.  x  6  in.  rafters,  with 
heavy  half-timbered  work  to  gables.  The  roof  cover- 
ing is  carried  out  in  "reen  Westmoreland  Countess 
slates,  on  rubberoid. 
a  tar  and  gravel  roof. 

The  trim  for  the  main  rooms  is  quarter-cut  white 
oak  and  white  pine  trim  for  all  other  rooms ;  all  doors 
are  of  solid  or  slab  construction,  and  are  4  feet  wide. 

The  total  cost  of  this  building,  not  including  plumb- 
ing and  heating,  is  about  $70,000. 

Cottages 

The  two  cottages  are  of  frame  construction  above 
the  ground  floor,  with  reinforced  concrete  footings  and 
stone  foundation  walls.  The  frame  superstructure  is 
covered  with  rubberoid,  then  expanded  metal,  and  plas- 
tered in  cement  stucco.'  The  interior  of  each  cottage  is 
plastered  with  white  putty  finish  and  Keen's  cement, 
with  hardwood  floors,  ])ine  trim,  white  enamelled. 
The  cottages  cost  $16,000.  The  doctor's  residence  is 
similar  in  construction  to  the  pavilions. 

Power-House 

The  construction  of  the  power-house  is  fireproof 
throughout,  with  reinforced  concrete  footings,  columns 
and  slabs,  brick-bearing  walls  and  steel  I-beams  carry-, 
ing-  the  roof  slab.  The  roof  is  covered  with  a  tar  anc^ 
gravel  roof.  Kahn  steel  sash  are  used  throughout  this 
building.  The  floor  slabs  are  calculated  for  500  pounds- 
per  square  foot  live  load,  and'the  roof  slal)  60  pounds 
])er  scpiare  foot.  Total  cost  of  building,  without  equip- 
ment, $13,000. 

Tunnels 

The  construction  of  the  tunnels  follows  along  usual 
lines  for  this  class  of  work.  /\n  8  in.  concrete  base, 
with  y,  in.  reinforcing,  s])aced  7  in.  c.  to  c.  both  ways; 
6  in.  side  walls,  with  3/cS  in.  reinforcing  at  7  in.  c.  to  c. 
both  ways;  7  in.  top  slab,  with  ^>  in.  reinforcing,  the 
same  as  the  base.  Ail  tunnels  were  waterproofed  on 
the  outside  with  two  coats  of  pitch.  Tunnels  were  ex- 
cavated from  the  ground  level  to  underside  of  base  slab. 
The  reinforcing-  for  the  base  and  side  walls  was  then 
set  in  ])osition  and  the  base  slab  run.  The  movable 
forms  were  next  set  in  place  and  then  the  crown  rein- 
forcing.  The  concrete  for  side  walls  and  top  slab  were 
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irun  in  one.  Alternate  sections  of  50  feet  in  lenj^th  were 
constructed  at  a  time  ;  the  forms  were  then  struck,  reset 
into  position,  expansion  joints  fixed,  and  the  interme- 
diate sections  completed.  Manholes  were  located  every 
150  feet.  The  depth  of  the  tunnels  varies  from  20  feet 
at  the  power-house  to  4  feet  at  cottage  No.  1.  Cost  of 
tnnnels,  $11  per  lineal  foot. 

The  reservoir  is  constructed  of  reinforced  concrete 
Ithroughout,  waterproofed  on  the  inside  with  a  coat  of 
mastic  asjihalt.   The  cost  of  the  reserv(jir  was  $5,5(JO. 

The  disposal  plant  is  also  carried  out  in  reinforced 
concrete,  with  wood  roof.  Crushed  rock  is  used  in  Hl- 
ter  beds.  Cost  of  sewage  disposal  i)lant,  $6,000.  Nine- 
inch  and  six-inch  vitrified  sewer  tile  connect  to  the 
disposal  plant  from  the  various  buildings. 

The  operations  on  this  work  extended,  over  a  period 
of  four  years  and  three  months.  Operations  were  com- 
menced in  June,  1913,  and  continued  without  interruj)- 
tion  until  August,  1914,  or  until  the  outbreak  of  the 
war.  The  tunnel  work  was  undertaken  in  1915,  but  an 
earnest  resumption  of  operations  was  not  made  until 
the  spring  of  1917;  work  was  completed  October,  1917. 

Personal 

Mr.  J.  H.  Puntin,  R.I.B.A.,  was  the  engineer  in 
charge  of  the  whole  scheme  until  the  outbreak  of  the 
war,  when,  upon  his  leaving  for  active  service,  his 
duties  were  undertaken  by  Mr.  Van  Egmond,  of  the 
firm  of  Storey  &  Van  Egmond.  The  Parsons  Construc- 
tion Company,  of  Regina,  were  the  general  contractors 
for  the  work.  The  engineer  for  the  contractors  was 
Mr.  W.  R.  W.  Parsons,  M.C.S.C.E.;  Mr.  E.  A.  Mark- 
ham  was  field  engineer.  Mr.  O.  W.  Smith,  M.C.S.C.E., 
contracted  for  the  reservoir,  disposal  i)lant  sewers,  and 


watcr-maiii',.  1  he  plumbing  and  heating  contract  was 
undertaken  by  Cotter  I'.njthers,  of  Winnipeg;  the  elec- 
tric vvcjrk  Ijy  the  .Vf>rthwestern  I'Uectric  Company. 

'i"he  t(jtal  cost  of  the  whole  works  agureeato 
$220,(X)0. 


Spring  Meeting  A.  S.  M.  E.  June  4-7 

The  .\merican  Society  <  )  Mechanical  l',ngincLr> 
are  holding  their  spring  meeting  at  W  orcester.  Mass.. 
this  year,  from  Tuesday,  June  4  U)  I-riday,  June  7. 
inclusive.  Many  interesting  topics  are  being  discussed 
and  ther:  are  also  social  events  and  outings  which 
should  form  an  added  attraction.  'I"he  headquarters  oi 
the  convention  are  at  the  Hotel  Hancroft  but  many 
of  the  sessions  are  being  held  at  the  Worcester  Poly- 
technic Institute.  .Apart  from  the  time  deviated  to  the 
discussion  of  subjects  bearing  directly  on  the  work 
and  |)r(jblems  of  the  mechanical  engineer,  there  i~ 
a  session  on  .safety  education  in  technical  school- 
and  universities,  a  general  war  session,  a  fuel  session 
and  a  v(Jcational  training  session.  In  view  of  the  fact 
that  a  New  luigiand  city  has  been  chosen  as  the  place 
of  meeting,  papers  are  l»eing  presented  upon  subjects 
relating  to  New  I'^ngland's  industries  under  war  con- 
ditions. 


A  flashlight  invented  in  France  carries  an  electric  gen- 
erator in  place  of  the  usual  dry  cell.  The  generator  is  driven 
by  clockwork  and  it  is  claimed  one  winding  of  the  spring 
will  generate  current  for  a  considerable  length  of  time. 


The  city  of  Regina,  Sask.,  will  vote  on  a  by-law  to  spend 
$175,000  oil  extensions  to  the  electric  light  and  power  idant 


In  Straight  or  Curved  Sheets 


Ideal  For  Bridge  Floors 

When  figuring  on  a  bridge  floor  that 
must  have  permanence,  consider  the 
advantages  of  Pedlar's'  Ferro-Dovetail 
Plates.  The  usual  method  for  bridge 
floor  construction  is  to  set  the  curved 
sheets  between  beams  as  for  segmen- 
tal arch  floors.  Concrete  is  applied 
at  the  top,  upon  which  is  laid  any 
wearinc  surface  desired.  The  under- 
sides of  the  plates  are  then  plastered, 
effectively  protecting  the  plates  from 
moisture.  A  bridge  floor  of  this  type 
will  require  no  further  attention,  but 
will— 

"Stand  the  Wear  and  Tear  Without  T^epair." 

Write  for  Ferro  Dovetail 
Booklet  C.R. 

The  Pedlar  People  Limited 

KslahlisheJ  /.S'6/ 
Executive  Offices  and  Factories:  OSH AWA.  ONT. 

Brsnche*-    Montreal,  Ottawa,  Toronto.  London.  WinniprK 
\'ancouver 
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Mainly  Constructional 

East  and  West— From  Coast  to  Coast 


The  last  stone  of  tlie  exterior  work  on  the  Toronto 
Union  Station  has  recently  Ijcen  placed  in  i)osition. 

Permits  for  the  erection  of  dwellings  to  the  value  of 
$86,085  were  taken  out  in  Toronto  in  one  day  recently. 

There  is  a  rumor  that  a  military  hospital  may  be  erected 
on  Duchess  Street,  Toronto,  where  the  government  has  ob- 
tained options  on  a  considerable  amount  of  property. 

The  revival  of  the  toll  system  was  proposed  at  a  recent 
meeting  of  the  New  Westminster,  B.C.,  Board  of  Trade  as 
a  means  of  providing  revenue  for  the  ])aving  of  the  Pacific 
Highway  to  the  Ijoundary. 

The  estimate  of  the  expenditures  to  be  made  on  a  system 
of  county  roads  in  Grey,  (Jnt.,  as  approved  by  the  order-in- 
council  for  the  present  year  is  as  follows:  -road  construction, 
$7,000;  l)ridge  construction,  $8,000;  superintendence  and  re- 
pair, $:!0,000;  making  a  total  of  $47,500. 

While  drilling  for  gas  in  the  township  of  F^over,  in  the 
county  of  Kent,  Ont.,  near  I^ake  St.  C  lair,  the  Union  Gas 
Company  recently  struck  an  oil  gusher.  The  well,  which 
had  been  drilled  to  a  depth  of  :i,20()  feet  when  oil  was  en- 
countered, is  said  to  be  one  of  the  best  'ever  discovered  in 
Ontario. 

The  chairman  of  the  finance  committee  of  \Voodstock, 
N.B.,  recently  visited  St.  John  to  negotiate  the  sale  of  $:i(),- 
000  town  bonds  issued  for  the  completion  of  the  filtration 
plant.  A  large  number  of  men  have  been  secured  from  St. 
John  I)y  Contractor  Mooney  and  the  work  on  the  jilant  will 
be  pushed  as  rapidly  as  possible. 

The  concrete  ship  "Faith,"  which  may  be  considered  the 
pioneer  of  ocean-going  concrete  vessels — on  this  side  of  the 
water  at  least,  has  made  a  successful  trial  voyage  along  the 
Pacific  Coast.  "She  acted  just  like  any  other  vessel,"  said 
her  captain,  commenting  on  her  iiehavionr  during  the  trip. 
"We  had  some  very  rough  weather  and  the  Faith  certainly 
stood  the  test,"  he  said. 

The  Invalid  Soldiers'  Commission  contemplate  the  ex- 
pansion of  the  King  Fdward  Sanatorium  at  Trancpiille,  B.C. 
If  it  is  decided  to  go  ahead  with  this  undertaking,  work  will 
start  immediately  on  a  brick  and  reinforced  concrete  additiun 
large  enough  to  jirovide  for  at  least  liOO  beds. 

The  council  uf  N'ork  township,  ()nt.,  have  received  au- 
thority from  the  Minister  of  F"inance  to  issue  debentures  to 
cover  the  expense  of  necessary  additions  to  the  township 
waterwfjrks  system. 

The  erection  of  new  buildings  prtjviding  hospital  acconi- 
modati(jii  for  from  l,;300  to  1,500  soldiers  is  lo  be  the  initial 
work  l)y  the  Dominion  (ioverninenl  at  the  .St.  Andrews  C(d- 
lege  property,  Toronto.  Ten  bungalow  type  structures  will 
be  erected,  each  capable  of  housing  150  men.  There  will 
be  four  wards  in  each  building,  which  will  be  semi-per- 
manent, but  without  cellars.  The  lirst  buildings  put  up  will 
be  planned  as  to  permit  the  addition  of  a  furtlu'r  number  of 
wards  at  a  later  date. 

^  The  I'^ssex  Border  Utilities  C"ommission  has  instructed 
F.ngineer  Morris  Knowles  to  proceed  at  once  with  the  pre- 
jiaralioM  of  plan-,  ;ind  estimates  for  a  waterworks  system  to 
serve  (Jjii)way,  Sandwich,  and  the  townshi|)  of  Sandwich 
West.  The  Commission  has  also  ordered  a  sepai'ate  re]i(irl 
tf>  be  prepared  relative  to  tiie  cost  of  a  system  adequate  to 
supjjiy  water  to  all   the   border  cities,   including  Windsor. 


The  cost  of  the  scheme,  embracing  all  five  municipalities,  i^, 
placed  at  approximately  $.2,000,000.  The  lesser  scheme  will 
cost,  it  is  estimated,  one-half  this  amount. 

Four  alternative  proposals  were  submitted  to  the  Toronto 
Works   Committee  by  Commissioner   Harris   for   the  con- 
struction of  a  temporary  trestle  crossing  at  Glen  Road  ire 
connection  with  the  Bloor  Street  Viaduct.    The  plan  adopted* 
by  the  committee  provides  for  the  erection  of  a  trestle  for 
street  railway  and  pedestrian  traffic  at  an  approximate  cos^ 
of  $4,050,  vehicular  traffic  to  be  diverted  to  Howard  Streefc;, 
over  a  route  of  530  feet  longer  than  that  offered  by  the  via-' 
duct.    The  plan  which  the  Comiriissioner  advised  was  foi| 
a  trestle  with  a  width  of  03  feet,  with  provision  for  street! 
railway  traffic,  a  34-foot  roadway  and  8-foot  sidewalk.  The^j 
head  room  allowance  under  this  arrangement  would  be  13i^: 
feet,  the  roadway  level  being  3  ft.  9  in.  above  established^' 
viaduct  grade,  with  ramp  approaches  on  the  east  and  west.  ':'! 
The   approximate   cost   of   tlie   construction   of   the  trestle^ 
would  be  $7,000,  if  this  scheme  were  carried  out,  but  there 
would  be  a  further  $23,000  involved  for  roadway,  drainage 
and  guardrail,  which  wotild  be  destroyed  when  the  perman 
ent  work  is  accomplished.    The  total  cost  would  therefore  be 
$24,450  more  than  that  of  the  plan  adopted. 

The  work  to  be  done  on  the  Fraser  River  this  year  in 
eludes  the  straightenin.g  of  the  channel  at  a  point  immedi-; 
ately  below  Woodward's  Landing.    At  the  present  time  the 
olficial  channel  at  this  point  follows  a  course  south  of  Mark-' 
Island,  but  the  bulk  of  the  water  flows  north  of  this  island  J 
and  it  only  requires  a  little  dredging  to  make  the  latter  ;| 
channel  l)etter  than  that  now  being  used.    The  government .'ii 
has  also  been  requested  to  construct  a  wing  dam  to  protect  * 
a  part  of  the  Sandheads  north  jetty,  where  the  current  is 
threatening  to  cut  through  into  Hayseed  Channel.  Another 
matter  brought  up  is  the  widening  of  the  cut  between  Nos.  1 
and  3  i)uoys,  where  owing  to  the  channel  making  a  turn  of 
45  degrees,  the  effect  is  to  cause  it  to  silt  up.    Mr.  A.  R. 
Dufresne,   assistant   chief   engineer   of   the    Department  of 
Public  Works,  recently  made  an  inspection   in  connection 
with  the  above  work.    Tt  is  not  definitely  stated  whether  the 
latter  two  items  will  be  attended   to  this  year.  |j 


Personals 

Mr.  F.  A.  Danks  has  resigned  from  the  works  depart- 
ment of  the  city  of  Toronto  to  take  a  position  with  J.  B. 
Nicholson,  Limited,  Hamilton,  superintending  the  construc- 
tion of  reinf(jrced  concrete  grain  elevators,  reservoirs,  etc.  ' 
Mr.  Danks,  who  is  a  T.)08  graduate  of  the"  Faculty  of  Applied 
.Science  &  Engineering,  Toronto,  had  been  in  charge  of  field 
work  at  the  filtration  ])]anl  at  Toronto  Island. 

Mr.  R.  R.  Maitland,  of  Vancouver,  and  Commissioner 
McCIay,  of  the  X'ancouver  Harbor  Board,  recently  visited 
Ottawa  for  the  i)urpt)se  of  interesting  the  government  in  the 
proposed  plans  for  improvement  of  the  harbor  of  Vancouver, 
and  of  securing  concessions  in  the  form  of  financial  and  other 
aid.  Mr.  Maitland  stales  thai  their  mission  was  attended 
with  success,  assurance  being  received  that  the  government  ^ 
intends  ])uttiiig  throu.gh  a  bill  next  session  granting  the  )J 
necessary  aid. 

T^ieut.  H.  N.  Darling,  who  went  overseas  with  the  C.P.R. 
Battalion  of  Railway  Construction,  has  been  awarded  the 
M  ilitary"  Cross  in  recognilioii  of  his  bravery  and  devotion 
to  duty  in  saving  a  large  amount  of  valuable  railway  ecpiip- 
menl  during  the  operations  around  .St.  Ouentin  in  the  early 
spring.  Lieut.  Darling  is  the  first  <jf  his  battalion  to  receive 
this  decoration  .and  also  was  the  lirst  to  be  promoted  to 
officer's  rank.  He  is  a  Toronto  man  and  well  known  in 
local  construction  circles. 


Contracts  Department 

News    of   Special   Interest   to   Contractors,   Engineers,   Manufactarers  and 

Dealers  in  Building  Supplies 


Waterworks,  Sewerage  and 
Roadways 

Amerstburg,  Ont. 

By-law  lias  licen  passed  and  tenders 
will  be  called  shortly  for  waterworks, 
etc.,  costing  $1()(),00(),  for  Rrunner  Mond 
Company  and  the  City  Council. 

PuUerton  Township,  Ont. 

Tenders  are  being  received  l)y  the 
clerk,  R.  H.  Pomeroy,  Fullcrton,  until 
noon,  June  17,  for  the  construction  of 
"Anderson"  drain  for  the  Township 
Council.  Plans  and  snecifications  with 
the  engineer,  J.  Rogers,  Mitchell,  and 
clerk. 

Gladstone,  Man. 

Tenders  are  being  received  by  the  sec- 
retary-treasurer, P.  St.  Clair  .  McGregor, 
Until  June  8,  for  the  construction  of  two 
concrete  culverts  for  the  Municijjal 
Council.  ■  Plans  and  specifications  with 
the  secretary-treasurer  and  the  Good 
Roads   Commission,  Winnipeg. 

Halifax,  N.S. 

Tenders  will  be  called  shortly  for  the 
consfriiclion  of  a  sewer  extension  on 
Quinpool  Road,  Chestnut  Street  and 
Beech  Street,  for  the  City  Council.  En- 
gineer, H.  W.  Johnston. 

Hamilton,  Ont. 

City  Council  contemplate  the  construc- 
ticn  of  a  sewer  on  Stapleton  Blvd.  from 
Beach  Road  to  Burlington  Street,  and 
will  call  tenders  shortly.  Engineer,  E. 
R.  Gray. 

New  tenders  will  be  received  until 
June  17  for  pumping  equipment  for  the 
City  Council.    Clerk,  S.  H.  Kent. 

Quebec,  Que. 

Tenders  will  be  called  shortly  for  the 
construction  of  three  miles  of  tarvia  from 
Belle  Road  to  St.  Paul's  Hill  for  the  Que- 
bec Road  Commission.  Clerk,  Geo.  H. 
Burroughs,  Parliament  Buildings. 

Regina,  Sask. 

The  Crown  Pavement  &  Constructi(Mi 
Company,  Limited,  Calgary,  have  the 
general  contract  for  asphalt  pavement 
costing  $43,379  for  the  City  Council. 

Sorel,  Que. 

Plans  have  been  drawn  for  alterations 
to  aqueduct  for  the  Town  Council.  En- 
gineer, Emile  Gill. 

Tuckersmith  Township,  Ont. 

Plans  and  specifications  are  with  the 
clerk,  D.  F.  McGregor,  Seaforth,  who 
will  receive  tenders  until  June  22  for  the 
construction  of  "Watson"  drain  for  tlie 
Township  Council. 

CONTRACTS  AWARDED 
Cap  do  la  Madeleine,  Que. 

O.  Prenovost,  care  secretary-treasurer. 
N.  Bourque,  N.P.,  has  the  general  con- 
tract for  the  construction  of  concrete 
sidewalks  for  the  Town  Council. 

Halifax,  N.S. 

Bate,  McMahon  &  Co..  91  llollis  St., 
have  the  general  contract  for  sewers  and 


watermains  for  the  Canadian  Govern- 
ment Railways,  Ottawa. 

Harding,  Man. 

K.  Fulcher,  Brauilon,  has  the  general 
contract  for  concrete  culverts  costing 
.l;.';,',)0.i  for  tlie  Municii)al  Council. 

Strathroy,  Ont. 

.Stephen  Ingrouille  has  the  general  con- 
tract for  the  construclif)n  of  granolithic 
walks  for  the  Town  Council. 

Sudbury,  Ont. 

Eraser  &  Chalmers  of  Canada,  Ltd., 
2,s.">  Beaver  Hall  Hill,  Montreal,  iiave 
the  general  contract  for  waterworks 
pump,  etc.,  for  the  Town  Council. 


Railroads,  Bridges  and  Wharves 

Cobourg,  Ont. 

Tenders  are  being  received  by  the  sec- 
retary, R.  C.  Desrocliers,  Ottawa,  until 
4  p.m.,  June  17,  for  repairs  to  pier 
"Langevin"  for  the  Department  of  Pub- 
lic Works,  Dominion  Government. 

Gilletta,  Ont. 

Township    Council    contemplate  the 
erection    of    a    bridge.  Patterson 
Byrne,  71      Sparks  St.,  Ottawa,  are  the 
engineers. 

Vancouver,  B.C. 

Tenders  are  in  for  re))airs  to  Eraser 
Avenue  bridge  for  the  Department  of 
Public  Works,  Dominion  (iovernmenl. 
Engineer,  A.  E.  Foreman,  Victoria. 

The  Vancouver  Harl)our  Commission, 
712  Pender  St.  \V.,  contemplate  harbor 
development.  Minister  of  Marine  and 
Fisheries,  Hon.  C.  C.  Ballantyne,  Ot- 
tawa. 

CONTRACTS  AWARDED 

Blanford  Township,  Ont. 

The  Stratford  Bridge  &  Iron  Co.,  91- 
97  Erie  St.,  Stratford,  have  the  general 
contract  for  $:{,8:{.')  steel  bridge  and  con- 
crete abutments  for  the  Township  Coun- 
cil. 

Burford  Township,  Ont. 

Stratford  IJridge  Iron  Co..  Ltd.,  91- 
97  rCrie  St.,  Stratford,  have  the  general 
contract  for  two  reinforced  cf)ncrete 
bridges  for  the  Township  Council. 

Halifax,  N.S. 

Downing  &  Morrison,  care  of  engineer, 
W.  A.  Duff,  Ocean  Terminals.  Halil'ax, 
have  the  general  contract  for  temporary 
passenger  station  for  the  Canadian  Gov- 
ernment Railways,  Ottawa. 

Bate.  McMahon  &  Co.,  91  llollis  St.. 
have  the  general  contract  for  car  repair 
building  for  the  Canadian  Government 
Railways,  Ottawa. 

Regina,  Sask. 

r.  W.  Graham,  Moose  Jaw.  has  the 
contract  for  the  erection  of  a  bridge  over 
Maple  Creek,  and  Wm.  Newman  the  con- 
tract for  the  erection  of  a  liridge  at  Cote 
for  the  Deiiartmeiit  of  Highways,  Pro- 
\incial  Government. 


Vaughan  Township,  Ont. 

'I  lie  Ritchie  t  on >t ru"  1 1> -n  (  >•  .  lU-aniS' 
villc,  have  the  general  contract  lor  "Bell" 
bridge  ff)r  the  Townsliip  Council. 

Public  Buildings,  Churches 
and  Schools 

Chauvin,  Alta. 

WOrk  is  in  progress  on  a  one-storey 
frame  church  for  the  Cliurch  of  the 
Sacred  Heart. 

Cobalt,  Ont. 

Tenders  are  being  received  by  the 
clerk,  R.  L.  O'tiorman.  for  the  erection 
of  a  fire  hall  for  the  Town  Council. 

Crescent  Beach,  B.C. 

Plans  are  in  progress     for    a  $:!,.'!(»0 

school  for  the  Currey  .School  Br>ard. 
Chairman,  Wni.  Hugh,  .Surrey. 

ford  Row. 

Tenders  will  be  called  sluirtly  i<>r  re- 
])airs  to  "Joseph  Howe"  school,  costing 
$.•55,000.  "Ciiebucto"  schf)ol  costing  ■$'Z'>.- 
000,  and  "St.  Patricks"  girl's  school  for 
the  School  Board,  Si  Sackville  St.  W.  J. 
P.usch,  60  Bedford  Row,  is  the  architect. 

I'lans  are  in  progress  for  repairs  to 
church  on  Cogswell  Street  for  Trinity 
t  hurch.  Pastor.  Rev.  L.  J.  Donahlson. 
22  Cogswell  Street. 

Tenders  will  be  called  shortly  for  rc- 
l)airs  to  church  on  North  Park  Street 
for  the  Park  .Street  I'resbyterian  Church. 
.\rchitects,  llarvie  &  Horton,  Keith  BIdg. 

Fernie,  B.C. 

.■\.  Carne,  Nelson,  has  been  appointed 
architect  for  $l(i..")00  school  for  the 
.Schofd  Board. 

Halifax.  N.S. 

The  Department  of  Public  Works.  Do- 
minion Government.  Ottawa,  contemp- 
late the  erection  of  a  military  hospital. 
Acting  chief  architect,  R.  Wright,  Rob- 
inson Bldg.,  C»ttawa. 

Tenders  are  being  called  for  repairs 
costing  $:!(;.Ono  to  "Bloomlield"  high 
school  for  the  .School  Board.  Si  .Sackville 
Street.  Architect,  W.  J.  Busch.  (50  Bcd- 
lor  School  Section  No.  10. 

London,  Ont. 

Tenders  will  be  called  bv  the  archi- 
tects. Watt  &  Blackwell,  Bank  of  To- 
ronto, June  7.  for  the  erection  ot  a  $20.- 
000  addition  to  hospital  for  the  Hospital 
Trustees. 

Montreal,  Que. 

(  ).  Arcliand>ault.  t>iO  Pare  Lafontaine. 
general  contractor  lor  $20(1.000  schoid 
for  the  Roman  t'atholic  School  t'oniuiis- 
sion,  S7  .St.  t  atherine  St.  W..  will  carry 
out  the  masonry,  receive  prices  on  l>rick, 
sand,  cement,  gravel  and  lumber  and 
let  all  other  trades. 

Ottawa,  Ont. 

The  Public  Sduxd  Boar<l  contemplate 
painting  and  renovation  of  .school.  Ar- 
chitect,  \\ .   B.  Garvock.  Crcighton  St. 

Sch.'ol. 

Teiulers  are  being  received  I»y  llic  ar- 


Drain  Tenders  Wanted 


Tenders  wanted  for  the  constrlictiiiii  uf  liic 
'•Watson  Drain"  (the  first  of  three  drains  to  be 
constructed)  in  the  Township  ot  Tuckersnutli, 
Huron  County.  Plans,  specifications  and^  con- 
ditions of  contract  may  be  seen  at  the  Clerk  s 
office.  , 

Tenders  to  be  delivered  to  the  Clerk  on  or  be- 
fore June  22nd. 

I).  F.  McGRKCOR, 
Clerk,  Townsliip  of  TuckcrMnilli, 
23.24  Scaforlb,  Ont. 


Tenders  Wanted 


Sealed  tenders  will  lie  received  by  E.  N.  Elliott, 
County  Clerk,  Peterborci,  uji  till  noon  of  Wed- 
nesday, June  19th,  for  tbi-  construction  of  three 
thirty-foot  Concrete  I'.riib^es  for  the  County  of 
Peterboro,  known  as  RMbsoii  l'.riil:-;c,  AspliDiUl 
Twp.,  Dunlap  Bridge  in  Monagban  Twp.,  .\bna 
Street   Bridge  at  Norwood. 

For  plans  and  specifications  a|jply  to  County 
Clerk,  Peterboro,  or  to  Bowman  &  Connor,  :il 
Oueen  Street  West,  Toronto.  2;{-23 


PARLIAMENT  BUILDINGS,  OTTAWA 


Tenders  Wanted  for 

Hydrated  Lime  and 
Hard  Wall  Plaster 


Sealed  tenders  will  be  received  by  the  under- 
signed until  Noon,  June  18,  1918,  for  One  Thous- 
and Tons  (l,Of)())  more  or  less,  of  Hydrate  of  High 
Calcium  or  Magnesia  Lime  or  an  approved  Hard 
Wall  Plaster. 

Prices  shall  be  based  upon  the  delivery  of  this 
material  at  the  building  in  conformity  with  the 
specifications  and  the  samples  s^ibmitted,  in  such 
f|uantities  as  may  be  directed,  and  to  ensure  tlie 
completion  of  this  Contract  by  November  1,  lOlS. 

Separate  tenders  will  be  submitted  for  : — 

(a)  High  Calcium  Lime. 

(b)  Magnesia  Lime. 

(c)  Hard  Wall  Plaster. 

Specifications  and  any  other  information  can 
be  obtained  at  the  office  of  the  (lencral  Contrac- 
tors, I'.  Lyall  &  Sons  Construction  Company, 
Limited,  Ottawa,  Ontario. 

Each  tender  must  be  accompanied  by  an  ac- 
cejiled  chcfpie  on  a  chartered  bank,  payable  to 
the  order  of  the  Minister  of  Public  Works,  for 
a  sum  not  less  than  five  per  cent.  (.1  p.c.)  of  tlie 
amount  of  the  tender,  which  will  be  forfeited  if 
the  parlies  tendering  ilecline  to  enter  into  a  con- 
tract wdien  callcil  upon  to  do  so.  If  the  tender 
is  not  accepted  the  chc(|uc  will  be  returned.  If 
the  tender  is  acceptefl  an  adflilional  cheque  for  a 
stim  erpu'valenl  to  five  per  cent,  {.'"i  jlc.  )  of  the 
amount  of  the  tender  must  lie  deposited  before 
the  contract  is  signed.  The  total  security  will 
be  forfeiterl  if  the  Cf>ntractor  fails  to  complete 
the  work  contracted  for. 

Payments  for  material  will  be  maile  monlhly. 

Samples  must  be  sidimitted  with  the  tender. 

The  lowest  or  any  tender  not  necessarily 
accepted, 

Envelopes  containing  tenders  to  be  marked  : 
Hydrated  f^imc  and  Hard  Wall  Plaster,  and  ad 
dressed  to  the  undersigned. 

JOHN  A,  PEARSf)N,  Architect.* 
J.  O.  MARCH  AND,  A.ssociatc. 
Centre  Pilock,   Parliament  Hill, 

Ottawa  22-2:i 


Sealed  tciideis,  aildressed  to  the  undersigned, 
and  enduiscil  "Tender  for  repairs  to  pier  at  Co- 
bourg,  (Int."  will  be  received  at  this  office  until 
4  p.m.,  on  Monday,  June  17,  1918,  for  tlie  con- 
struction of  repairs  to  the  Langevin  pier  at  Co- 
bourg,  County  of  Northumberland,  Province  of 
Ontario. 

Plans  and  forms  of  contract  can  be  seen  and 
specification  and  forms  of  tender  obtained  at  this 
I  )ei)artnient,  at  tlie  office  of  the  District  Engineer, 
Equity  Building,  Toronto,  Ont.;  and  on  applica- 
tion to  Ihe  Postmaster  at  Cobourg,  Ont. 

Persons  tendering  arc  nolilied  that  tenders  will 
not  be  c<nisidercd  unless  made  on  llie  jirinted 
forms  siipiilii'il,  and  signed  witli  their  actual  sig- 
natures, stating  tlieii  occupations  and  places  of 
rcsiclenee.  In  the  ease  of  lirnis,  the  actual  sig- 
nature, the  nature  of  the  occupation,  and  place  of 
residence  of  eacli  member  of  the  firm  must  be 
given. 

Each  tender  must  be  accompanied  by  an  ac- 
cepted cheque  on  a  chaitered  bank,  payable  to  tlic 
Older  of  tlic  Minister  of  Public  Works,  ei|ual  to 
ten  per  cent,  (lit  ji.c.)  of  the  amount  of  the  len- 
der, which  will  be  forfeited  if  the  iierson  tendering 
decline  to  enter  into  a  contract  wlien  called  ni)on 
to  do  so.  or  fail  to  complete  the  work  eontractecl 
for.  [f  the  tender  be  not  accepted  the  checiue 
will  be  returned. 

The  Department  does  not  bind  itself  to  accept 
tlie  lowest  or  any  tender. 

N^otc. —  Blue  prints  can  be  obtained  at  lite  1  )c- 
partnieiit  of  Public  Works  by  deiiositing  an  ac- 
eepleil  bank  cheque  for  the  sum  of  $20,  inaile 
payable  to  the  order  of  the  Minister  of  Public 
Works,  which  will  be  returned  if  the  intending 
bidder  submit  a  regular  bid. 

]!y  order, 

R.  C.  DESROCIIERS, 

Secretary. 

Department  of   Public  Works, 

Ottawa,  May  22,  191S.  22-2:i 


Cable  Wanted 


WANTED — Supply  of  five-eiglitli-incli  cable. 
Send  memorandum  of  quantity  you  have  on  hand 
to  E.  O.  Manchee,  12.S  Bay  St.,  Toronto.  2;l-24 


For  Sale 


Large  tpianlity  of  expanded  metal  sheets,  li  x 
12,  No.  10  gauge,  '.i-in.  niesli. 

MILTON'  cK;  I'RENTLSS, 

ir,iA  Traders  Bank  Bldg.. 
2.'>-2*»  Toronto,   (  )nl. 

Phone  Main  1114 


For  Sale 


1    Madison    Williams   :!0  in.,   200  h.p.  Triumph 
Horizontal  -Steel  Case  Turbine  Water  Wheel, 
2.5  feet  head,  complete   wdlh  pulley. 

1  GO  kilowatt,  2300  volt,  .3  phase,  00  cycle,  1200 
R.  P.  M.,  belted  generator,  with  pulleys  and 
rheostats  and  exciter,  Crocker-Wheeler  make. 

S,1C6  pounds  No.  6  H&S  bard  drawn  bare  copper 
line  wire. 

1,04S  pounds  No.  14  B&S  hard  drawn  bare  copper 
line  wire. 


Lacombe,  Alta. 
May  11,  1918. 


N.  E.  CARRUTHERS, 

Secretary- treasurer. 

21-24 


For  Sale 

Travelling  A  Frame  Derrick 


60  ft.  boom,  suitable  for  clam  shell,  orange  peel,! 
or  coal  handling ;  equipped  with  8  x  12  hoistinB'l 
engine,  3  drum  and  swinger.  Excellent  condition.  J 
Immediate  shipment. 

The  A.  R.  Williams  Machinery  Co.,  Ltd., 
G4  Front  Street  West, 
17-t.f.  Toronto,  Ont. 


Fires 


I 


Calumet,  Que. 

Hotel,   residences,  etc.,  owned  by 
(latjnons,  L.  Kerl  and  J.  Cliantel.  Los^^ 
estimated  at  $.50,000. 


Fort  William,  Ont. 

Paint  and  oil  storage  building  owned 
by  the  Canadian  Car  &  Foundry  Co., 
1209  Laughton  Ave.,  Loss  $1.5,000. 

Hull,  Que. 

Two  residences  and  laundry  owned  bjS  ' 
Dr.  C.  E.  Cirahani,  1  Montcalm  Street^  j 
and  P.  H.  Charron,  107  Champlain  St? 
Total  loss,  $5,800. 

Lougheed,  Alta. 

P>usiness  block  owned  by  L.  H.  Lewis, 
Daysland,  Hotel  "Grand  \'icw,  S.  R. 
Crotbers.  and  Harry  Yuka.  Loss  $15,- 
000.    May  rebuild. 
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Pembroke,  Ont.  [I 
Box  and  sliook  mills  owned  by  tlie  ;l 
Union  Box  &  Shook  Mills,  Ltd.,  com-  > 
l)letely  destroyed.    Loss  about  $150,000. 

Quebec,  Que. 

.Shoe  factory  owned  l)y  Ls.  Beaubien, 
191  Fleuric  Street.  Loss  $25,000.  Will 
rebuild  shortly  to  cost  $10,000. 

Stores  and  showrooms  owned  by  Louis  |iin 
Beaubiien  Company,  St.  Valier  St.  Loss, 
$40,000  to  $50,000. 


Queensport,  N.S. 

.Anglican  church  owned  by  the  Con- 
gregation. Loss  about  $15,000.  Pastor, 
Rev.  W.  H.  Greatcrex. 

South  Vancouver,  B.C. 

Dry  kilns  owned  by  the  Ontario  Lum- 
ber C  o.,  Ontario  Street.  Loss  about  $10,- 
000.  Will  rebuild  at  once.  Manager,  M. 
l^>roadfoot. 

Three  Rivers,  Que. 

Residence  owned  by  Aime  Bellemarc, 
Banileue  Street.  Loss  .$8,000.  Will  re- 
build immediately.  , 

« 

Vancouver,  B.C.  ^ 

Wharf  and  buildin.gs  owned  l)y  Watson 
Bros.,  141  Front  St.  Will  rebuild  at 
once. 

Shiipyards,  etc.,  owned  by  J.  J.  Cougli- 
lan  &  Sons,  500  Beatty  Ave.  Loss  esti- 
mated to  exceed  $1,500,000.  Will  rebuild, 
probably  at  once. 

Victoria,  B.C. 

Residence  owned  by  L.  .Smith,  O.'il  Mc- 
Pherson  Ave.  Loss  $:!,000.  Will  rebuild 
shortly. 


Jil 
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THE   CONTRACT  RI-:COI<lJ 


iiitc'Cls,  J.  A.  I'carson  ami  J.  (),  Mar- 
hand,  Centre  Block,  until  noon,  June  IH, 
,,r  1,000  tons  of  hydrated  of  hif^h  calci- 
irn  or  magnesia  lime  f)r  approved  hard 
\all  plaster  for  the  P'arliament  Buildings. 

j^reston,  Ont. 

Tenders  will  he  called  ahout  June  (i 
or  the  erection  of  a  $30,000  one-storey 
iildition  to  sanitorium.  F.  W.  Warren, 
lank  of  Hamilton  Building,  Hamilton, 
,  the  architect. 

>edgewick,  Alta. 

'{"enders  will  likely  he  received  from 
lune  10  until  June  24  for  the  erection 
)f  a  $45,000  two-storey  consolidated 
)ichool  for  the  Sedgewick  Consolidated 
(school  Board. 

West    arafaxa,  Ont. 

W.  W.  Lachancc,  Welland,  is  pre])ar- 
ng  plans  for  $6, .500  hollow  tile  school 

Winnipeg,  Man. 

■~f!  The  Department  of  Public  Works,  T)o- 
jminion  Government,  contemplate  the 
erection  of  a  $1,000,000  soldiers'  liome  in 
jTuxedo  Park.  Secretary,  R.  C.  Des- 
rochers,  Ottawa. 

CONTRACTS  AWARDED 
Dartmouth,  N.S. 

The  Reconstruction  Committee,  I'arisli 
fHall,  have  the  general  contract  for 
'church  for  the  Stairs  Memorial  Church, 
Windmill  Road. 

W.  E.  Landry,  Antigonishe,  has  the 
general  contract  for  school  at  Windmill 
Road  and  VVyse  Road  for  the  School 
Board. 

Edmonton,  Alta. 

Mc Knight  &  Frost,  I0249-107th  Street, 
ihave  the  general  contract  for  $9,300  ad- 
dition to  "Garneau"  school  for  the  Pub- 
lic School  Board. 

Halifax,  N.S. 

Farquhar  Bros.,  Barrington  St.,  have 
the  heating  contract  for  church  at  Wind- 
sor and  Willow  Streets  for  St.  John's 
Presbyterian  Church. 

S.  M.  Brookef^eld,  Ltd.,  Granville  St., 
have  the  general  contract  for  repairs 
costing  $6,000,  to  infants'  home  for  the 
Roman  Catholic  Episcopal  Corporation. 

Hamilton,  Ont. 

The  Frid  Construction  Co.,  Sun  Life 
Bldg.,  have  the  general  contract,  mason- 
ry, steel  and  carpentry,  and  will  let  sub 
trades  for  the  erection  of  an  addition  to 
"Adelaide  Hoodless'  school  for  the 
Board  of  Education. 

Montmarte,  Sask. 

R.  Bilodeau  has  the  contract  for  steam 
heating  system  for  $32,000  church  for 
the  Congregation. 

Montreal,  Que. 

Jas.  Ballanlyne,  UV.i  Nazareth  Street, 
has  the  plumbing  and  heating  and  the 
Dominion  Bridge  Co.,  Ltd.,  38.5  Beaver 
Hall  Hill,  the  steel  contract  for  repairs 
to  convent  for  the  Grey  Nuns. 

Mount  Dennis,  Ont. 

Hudson  &  Moseley.  310  Cottinghani 
Street,  have  the  carpentry  contract  in 
connection  with  the  erection  of  a  $40,- 
000  addition  to  school  for  School  Sec- 
tion No.  28,  York. 

New  Glasgow,  N.S. 

Dan  McKenzie,  Abercrombie  Road, 
has  the  contract  for  stone  masonry  for 
$30,000  nurses'  home  for  the  Aberdeen 
Hospital. 


Niagara  Falls,  Ont. 

\Vm,  Dclaney,  Simcoe  Street,  has  the 
liainting,  and  Cto.  H.  Ivlwards,  21  Clif- 
ton Ave.,  the  ])lumbinK  contract  for  $3.!.- 
.500  addition  to  school  for  the  S<h<>(.l 
Board. 

Ottawa,  Ont. 

The  T  russed  Concrete  Steel  (  ompaiiy 
of  Canada,  Ltd.,  care  of  .'\genl.  G.  H. 
Reynolds,  28.5  Beaver  Hall  Hill,  Mont- 
real, have  the  contract  for  r(dle(l  steel 
casements  costing  $80,000  for  the  Par- 
liament Buildings  for  the  IJepartnient  of 
Public  Works,  Dominir)n  Government. 

Ahearn  &  Soper,  Ltd..  .5f;  Sparks  St., 
have  the  Cf)ntract  for  switchboartls,  etc., 
in  connection  with  the  erection  of  tlie 
Parliament  Buildings  for  the  Department 
of  Public  Works,  Dominion  Govern- 
ment. 

Quebec,  Que. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  stone  and  brick  church  for  the  Par- 
ish Congregation: — Masonry,  Kdouard 
Cauchon,  140  Limoilou  St.;  carpentry,  I). 
Maranda  &  Frere,  812^/  St.  Valier  St.: 
roofing,  iuig.  Falardeau.  :i08-:fl8  I)e  l;i 
Reine  St.;  plumbing,  heating  and  elec- 
trical work,  Jobin  &  Paquet,  72-78  Cote 
d'Abraham;  painting,  lulmond  Trepan- 
ier,  9  .St.  .Agnes. 

Rosetown,  Sask.  * 

McLennan  &  Heartwell  have  the  gen- 
eral contract,  and  \V.  L.  Power  tlie  heat- 
ing for  the  erection  of  an  $8,000  extension 
to  nurses'  home  for  the  Union  Hospital. 

St.  Flore,  Que. 

.Aime  Ally,  St.  Catherine  Street. 
Grand'Mere,  has  the  general  contract 
for  $30,000  two-storey  brick  school  for 
the  Roman  Catholic  Commission. 

St.  Marcel  de  L'Islet,  Que. 

Jos.  St.  Htlaire,  St.  Roinuald,  has  the 
general  contract  for  addition  and  repairs 
to  church  costing  $31,000  for  the  Parish. 

Stamford  Township,  Ont. 

Geo.  H.  Edwards,  31  C  lifton  .'\ve.,  has 
the  plumbing  contract  in  coimection  with 
the  erection  of  a  $1(),400  school  for 
School  Board.  School  Section  No.  1. 

Toronto,  Ont. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $90,000  anne.x  for  Perth  School  for 
the  Board  of  lulucation: — Masonry. 
Chalkley  &  Son,  ,'!4  Victoria  St.;  carpen- 
try, F.  Wilson,  57;i  Duffcrin  St.;  roofing, 
and  electrical  work,  J.  T.  Flower,  200 
Markham  Street. 

G.  T.  Gayton,  .5()  Lyall  .\ve.,  has  the 
masonry,  and  F.  Armstrong  89  Oak  St.. 
the  carpentry  contract  in  connection  with 
the  erection  of  a  $70,000  annex  to  Queen 
.Alexandra  School  for  the  Board  of  Ed- 
ucation. 

Madden  Bros.,  .5r)3  .Adelaide  W.,  have 
the  general  contract  for  alterations,  etc.. 
costing  $8. ,500  to  church  for  St.  Basil 
Roman  Catholic  Church.  .A.  W.  Holmes. 
10  Bloor  E. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $1(),()00  home  for  which  Eden  .Smith 
&  Son.  ;iH  Scott  Street,  are  the  archi- 
tects:— Masonry,  Wm.  Edwards,  :i:i7 
Rusholme  Rd.;  carpentry.  S.  R.  Hughes. 
79  Portland  St.;  plastering,  Hanna  & 
Nelson.  373  Rusholme  Rd.;  ()ainting. 
Hughes  &  Co.,  884  Yonge  St.;  roofing 
and  sheet     metal     work,  .\,  Matthews, 


Ltil.,  3.5fi  .\fklaide  \\  ,  Airing,  \\  al^•^ 
Electric  Co.,  17.5.1  DufTirin  St.;  plumli- 
ing,  She|)pard  &  .\bboti,  1 1'J  iiarbord 
.St.;  iiealiiig.  Joe.  i  larrisrin.  H  .Si.  Maryii 
Si  ;  hardware,  (  anada  Hardware  ('o.,  ;t6 
Uichmf)n<i  St.  W.;  elevator,  Oti.s  Fcnsom 
IJevator  Co.,  .50  Bay  Street. 

Mr.  Duckworth  has  the  brick  contract 
in  connection  with  the  erection  of  a 
$40,000  Sunday  school  for  St.  Barnal>a& 
.Anglican  Church. 

Winnipeg,  Man. 

'the  following  I'oiilrail,  have  been 
awanled  in  <'onnection  with  the  erection 
of  an  addition  to  schf»ol  for  the  School 
Board: — Rfjofing,  Metallic  Roofing  (,"o., 
797  Notre  Dame  .Ave.;  electrical  wf»rk, 
Winnipeg  Engineering  Co.,  379^2  Port- 
age Ave.;  plastering,  J.  Davidson.  683 
Strathcona  St.;  painting.  Taylor  Painting 
&  Decr)rating  Co..  Ltd.,  2.59  Smith  Street. 
The  general  contractors,  the  .Sutherland 
(  onstruction  Co..  Ltfl.,  202  Carlton  Bldg.. 
will  carry  out  the  masrmry.  carpentry 
and  steel  work. 


Business  Buildings  and  Indus- 
trial Plants 


Brampton,  Ont. 

Hercules  Rubber  Co.  wi 
0(10  factory  extension. 


erect  a  .*1'J 


Glace  Bay,  N.S. 

J.  H.  Franklin  contemplates  the  erec- 
tion of  a  the.itre. 

Halifax,  N.S. 

Tenders  will  be  called  shortly  for  the 
erection  of  a  two-storey  brick  addition 
to  store  and  flats  for  Berringer  Bros., 
cor.  North  and  Gottingen  .Streets.  .Ar- 
chitect, Wm.  P.  Leger.  30  C  hurch  Street. 

Hamilton,  Ont. 

J.  R.  Moodie  &  Sons,  King  St.  E..  will 
carry  out  the  plumbing,  healing  and 
electrical  work  in  connection  with  the 
erecti<m  of  their  $15,000  factory. 

Tenders  will  lie  called  for  all  trades 
excejjt  masonry  and  steel  fi>r  the  erection 
of  a  $30,000  brass  factory  for  the  Ham- 
ilton Brass  Co.,  Ltd.,  Burlington  St.  E. 

Hull,  Que. 

John  Sutherland.  316  Cooper  .Ave.,  has 
the  contract  for  brick  in  connection  with 
the  erection  of  a  $11,000  brick  addition 
to  factory  for  Smart-Woods  Ltd.,  I-aurier 
.Ave.,  Hull.  Jas.  Mather.  110  Wellington 
Street.  Ottawa,  is  the  architect. 

Ingersoll,  Ont. 

Tenders  will  be  called  bv  the  archi- 
tects. Walt  &  Blackwell,  Bank  of  Toron- 
to Bldg.,  London,  Jtine  1.5,  for  erection  of 
a  .$2.5.000  three-storey  cheese  warehouse 
for  the  Ingersoll  Packing  C'ompany. 

Listowel,  Ont. 

Tenders  will  likely  be  called  shortly 
for  the  erection  of  a  $2.5.000  genera! 
store  for  J.   M.  .Schiiibein. 

Liverpool.  N.S. 

.\  syndicate  which  will  erect  a  cold 
storage  plant  have  jiurchased  a  site  here. 

London,  Ont. 

lolin  R.  Cluard,  48  Blackfriars  Street, 
will  regiiild  his  factory  at  a  cost  of  $.5.- 
000,   which   was   recently   destroyed  by 

fire. 

Lulu  Island.  B.C. 

The  Pacific  Steel  Co..  Ltd..  Lulu  Is- 
land. X'ancouver.  arc  constructing  an  oil 
burnini;  lurnacc. 
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Montreal,  Que. 

P.  Lyall  &  Sons  Construction  Co.,  Ltd., 
701  Transportation  Bldg.,  will  erect  a 
$40,000  one-storey  brick  forge  shop  on 
Notre  Dame  St.  E. 

The  Atlas  Construction  Co.,  Ltd.,  37 
Belmont  St.,  general  contractors  for  ad- 
dition to  shell  factory  for  Lymburner, 
Ltd..  .'ieo  St.  Paul  St.  E.,  who  will  buy 
machinery,  etc.,  will  carry  out  the  plumb- 
ing, heating,  painting  and  electrical  work. 

New  Westminster,  B.S. 

The  British  Columbia  Mfg.  Co.,  Lulu 
Island,  contemplate  the  erection  of  a 
$10,000  sawmill  and  box  factory.  Man- 
ager, J.  H.  McDonald. 

Ottawa,  Ont. 

Taylor  &  Lackey,  90  Powell  Ave.,  gen- 
eral contractors  for  alterations  costing 
$9,000,  to  offices  for  the  Toronto  General 
Trust  Corp.,  Trust  Bldg.,  wants  prices 
on  iron  and  grill  work  at  once. 

Plans  and  specifications  are  with  the 
architects,  Richards  &  Abra,  126  Sparks 
St.,  wlio  will  receive  tenders  until  June 
8  for  the  erection  of  a  printing  establish- 
ment for  the  Dominion  Loose  Leaf  Co., 
Ltd.,  174  Wellington  Street. 

Pike  Bay,  Ont. 

Dan  Stewart  contemplates  the  erection 
of  a  general  store  to  replace  one  recently 
destroyed  by  fire,  at  a  loss  of  $3,000. 

Qualicum  Beach,  B.C. 

Lake  Lumber  Co.,  Burnaby  Lake,  Van- 
couver, will  erect  a  lumber  mill.  Man- 
ager,  Mr.  Johnson. 

Sarnia,,  Ont. 

Tenders  will  be  called  about  June  15 
for  the  erection  of  a  $15,000  office  build- 
ing for  the  Sarnia  Bridge  Co.,  Ltd.,  176 
North  Street. 

Saskatchewan,  Province  of 

The  Saskatchewan  Co-operative  Ele- 
vator Co.,  12th  and  Smith  Sts.,  Regina, 
contemplate  the  erection  of  grain  ele- 
vators at  Scott,  Vidora,  Kinley,  Beverley, 
Senate,  Drake,  Melfort,  SurbitoJT,  Glid- 
den,  Lawson,  Tompkins,  costing  $140,- 
000.    General  manager,  F.  W.  Riddell. 

Simcoe,  Ont. 

The  Simcoe  Litliographing  Co.,  care 
r)f  Dominion  Canners,  Ltd.,  Landed 
Bldg.  and  Loan  Bldg.,  Hamilton,  con- 
template the  erection  of  a  concrete  or 
brick  litho  plant. 

Steveston,  Ont. 

Cliff  &  Lowman  will  rebuild  their  can- 
nery. 

Sydney,  N.S. 

Plans  and  specifications  arc  witli  the 
manager,  H.  K.  Coll,  who  is  receiving 
tenders  for  the  erection  of  an  $18,000 
four-storey  concrete  warehouse  for 
Thompson  &  .Sutherland,  Ltd.,  303  Char- 
lotte Street.  Architect,  M.  R.  Chappell, 
.Xnkerville  .Street. 

Toronto,  Ont. 

Tile  (iutta  Percha  Rubber  Co.,  Ltd., 
head  office,  4  Yonge  Street,  will  erect  a 
factory  building  on  O'Hara  Avenue. 

\V.  J.  Gage  Co.,  Ltd.,  84  Si)adina  Ave., 
vvij,!  erect  an  addition  costing  $15,000,  tt) 
their  factory.  Superintendent  of  factory, 
H.  H.  Love. 

Masscy  Harris  Co.,  King  St,  VV.,  will 
erect  a  manufacturing  building  on  King 
Street  West. 

Geo.  Sanderson,  fi.i1  .Shaw  .Street,  will 
erect  a  two-car  brick  garage. 

Tenders  arc  being  received  by  the  ar- 


chitect, W.  G.  Hunt,  17  Queen  E.,  for 
the  erection  of  a  $30,000  factory  on  Du- 
pont  Street. 

Tenders  are  being  received  by  the  ar- 
chitect, Geo.  C.  Briggs,  27  Wellington 
E.,  for  the  erection  of  a  $45,000  one- 
storey  mill  and  brick  addition  to  plant 
for  the  Universal  Tool  Steel  Co.,  159 
Dufferin  Street. 

Thos.  Essery,  Confederation  Life  Bldg., 
will  erect  a  $20,000  brick  machine  shop 
on  Davenport  Road. 

The  National  Iron  Works,  Ltd.,  foot 
of  Cherry  Street,  will  erect  a  $15,000  one- 
storey  steel  and  galvanized  iron  addition 
to  their  factory. 

Welland,  Ont. 

A.  E.  Mason  will  erect  six  one-storey 
brick  stores  costing  $5,000  and  let  plumb- 
ing and  electrical  work.  T.  L.  Nichols 
is  the  architect. 

CONTRACTS  AWARDED 
Calgary,  Alta. 

Bennett  &  White  Construction  Co.,  100 
City  Hall  Corner,  have  the  general  con- 
tract and  carpentry  for  store  building 
costing  $12,000  for  the  Merchants  Bank, 
head  office,  Montreal.  Burrell  &  Mc- 
Donnell, Centre  Street,  are  the  archi- 
tects. 

Jas.  Garden,  Elbow  Park,  has  the  gen- 
eral contract  for  repairs  costing  $4,000 
to  store  for  Mr.  Stirrett,  8th  Ave.  W. 

Charlottetown,  P.E.L 

Love  Brothers  have  the  general  con- 
tract and  L.  M.  Poole  &  Co.,  Connolly 
Wharf,  the  lumber  contract  for  two- 
storey  seed  and  grain  warehouse  for 
Grafton  &  Co.,  Ltd.,  72  Queen  Street. 

Gait,  Ont. 

Brantford  Roofing  Co.,  Ltd.,  Syden- 
ham Street,  Brantford,  have  the  roofing 
contract  in  connection  with  the  erection 
of  a  $10,000  addition  to  plant  of  , the  R. 
McDougall  Co.,  Chapman  Street. 

Halifax,  N.S. 

Rhodes,  Curry  Co.,  Ltd.,  Windsor  St., 
have  the  general  contract  for  $50,000  ad- 
dition to  "Carlton"  Hotel  for  the  Carlton 
House  Limited. 

Thompson  &  Theakston,  Hollis  .St., 
have  the  general  contract  for  altera- 
tions and  addition  costing  $12,000  to 
tiuatre  for  L.  R.  Acker,  15  Cobourg  Rd. 

The  Maritime  Construction  &  Engi- 
neering Co.,  Queen  Bldg.,  have  the  gen- 
eral contract  for  $50,000  garage  for  Rob- 
insons Ltd.,  Doyle  and  Queen  Streets, 
who  will  let  sub-contracts. 

Hamilton,  Ont. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $3,000  garage  for  the  Mount  Hamil- 
ton Hospital,  who  will  carry  out  the 
electrical  work: — Masonry  and  steel,  Geo. 
Hancock,  35  Locomotive  Street.;  car- 
pentry, Bemner  &  Penny,  344  King  Wil- 
liam Street;  tin  and  roofing,  Dennis  & 
Jocelyn,  Walnut  St.  N.;  painting,  G.  Bis- 
sell,  47  East  23rd  Street. 

F.  (].  Roberts,  106  Wells  Jjt.,  Toronto, 
has  the  painting  contract  in  connection 
with  the  erection  of  a  $4,000  storage  shed 
for  J.  R.  Moodie  &  Sons,  King  St.  E., 
plumbing,  heating  and  electrical  work. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $15,000  addition  to  garage  for  Jollcy, 
James  &  Sons,  Ltd.,  Catharine  St.:— 
Roofing,  Hamilton  Mica  Roofing  Co.,  101 


Rebecca  St.;  plumbing  and  heating,  Ada:Bi 
Clark,  7  Main  St.  W.;  painting,  Pet«Hii 
Thomson,  13  Walnut  St.  W. 

Wm.  H.  Yates,  24  Leeming  Street,  h^H 
the  general  contract,  masonry,  steel  ariW 
carpentry  for  $3,000  collar  factory  fcWi 
J.  J.  Jolley  &  Son,  Bowen  Street.  Th'l 
architect,  W.  A.  Edwards,  7  Hughson  Si 
S.,  will  let  all  other  trades. 

B.  Wilhelm,  35  Mary  Street,  has  thj 
))luml)ing  and  heating  and  W.  W.  HcJ 
Ilroy,  1   Hill  Street,  the  painting  coni'; 
tract  for  alterations  costing  $10,000  t(if 
store  on  King  St.  E.  \ 

London,  Ont.  | 

S.  Willis,  765  T-dlbot  Street,  has  thd  : 
general  contract  for  remodelling  tlieatr(  I 
for  Wm.  Stewart,  Patricia  Theatre. 

Montreal,  Que. 

Lamontagne,    Ltd.,   338   Notre  Danic^-'? 
St.  W.,  will  erect  a  $45,000  factory,  carry! 
out  the  masonry,  carpentry,  steel,  plumb- 
ing,   heating,    plastering,    painting  and 
electrical  work  and  •  have  awarded  the, 
contract  for  piping  for  mains  to  sprinkler 
system  to  H.  G.  Vogel  &  Co.,  Ltd.,  169 
Duke  Street.     Owners  will  let  roofing.  - 
nietal  work,  glazing,  freight  elevator  and  i 
receive  prices  on  plastic  brick,  installing  | 
sprinkler  system    and    building  smoke  i 
stack.  ;i. 

The  following  contracts  have  beeaft 
awarded  in  connection  with  the  erectid  H 
of  a  $20,000  addition  to  factory  for  th  I 
Imperial  Pin  Co.,  Ltd.,  500  Parthena  I 
Street: — General  contract  and  carpentr;  H 
Alfred  Mercure,  419  Labrsque  St.;  mi  H 
sonry,  Laurent  &  Frere,  635  Papineai  ■ 
Ave.;  steel.  Phoenix  Bridge  &  Iroi  ■ 
Works  Co.,  83  Colbourne  St.;  paintin  I 
and  glazing,  Lavoie  &  Paquette,  691  S  H 
Andre  St.  The  general  contractor  wt  I 
let  roofing,  plumbing,  heating  and'elec  I 
trical  work.  I 

G.  Zudick  &  Co.,  324  Laval  Ave.,  have  | 
the  general  contract  for  $12,000  three- 
storey  brick  warehouse  for  Georges  St. 
Germain,  80  .St.  Gabriel  Street.  \ 

The  Dominion  Bridge  Co.,  Ltd.,  385  ; 
Beaver  Hall  Hill,  have  the  steel  contract  ! 
for  the  conversion  of  hotel  into  bank  j 
at  a  cost  of  $15,000,  for  the  Bank  of  ; 
Hamilton,  head  office,  Hamilton.  The  !' 
general  contractors,  John  McGregor  Ltd.,  ' 
511  St.  Catherine  W.,  will  carry  out  the  ' 
masonry  and  carpentry  and  let  pluml)-  j 
ingfi  heating,  plastering,  painting,  marlde,  ' 
mill,  metal  and  electrical  work. 

Jos.  Lefebvre  has  the  general  contract 
for  shed,  garage  and  stables  costing  $3,- 
000,  for  the  King  Paper  Box  Co.,  Ltd., 
864  Lasalle  Road. 

Anglins  Ltd.,  65  Victoria  Street,  have  ' 
the  general  contract  for  $100,000  two-  ' 
storey  brick  factory  for  Caron  Bros.,  233 
Bleury  .Street.     Superintendent,  A.  De-  ' 
mers.    Some  sub  trades  will  be  let. 

Moose  Jaw,  Sask. 

The  following  contracts  have  been  i 
awarded  in  connection  with  the  erectioti 
of  a  $35,000  store  and  office  building  for 
tlie  Merchants  Bank  of  Canada,  head 
office,  Montreal: — Electrical  work.  Acme 
l^lectrical  Co.,  ;i;i4  Main  St.,  Moose  Jaw; 
plastering,  Harrington  Bros.,  957  Retal-  j 
lack  .St..  Regina;  painting,  Crappcr  Paint- 
ing &  Decorating  Co.,  Lornc  and  Uth 
.Sts.,  Regina. 

Murray  Bay,  Que. 

Jos.  Blair,  Mont  Marie  Ave.,  Levis, 
lias  the  general  contract  for  $28,000 
Ibree-storey  brick  bank  for  La  Banquc 
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Horizontal  Belt  Driven  Turbine  Pump  supplied  the 
University  of  Toronto. 


This  Pump  is  hydraulically  balanced  against 
end  thrust,  and  in  addition  has  a  water 
cooled  thrust  bearing.  The  Pump  is  arranged 
so  that  it  may  be  operated  with  guide  vanes, 
or  without  for  demonstration  purposes.  Oil 
rings,  hydraulic  balance  and  water  cooled 
thrust  bearings  are  standard  for  all  "Inglis" 
Turbine  Pumps.  We  make  pumps  of  all  kinds 
for  any  service. 

Inglis  Products  are  Made  in  Canada 
Write  us  for  Prices 


PUMPS 


The  John  Inglis  Company,  Limited 

ENGINEERS  AND  BOILERMAKERS 


14  Strachan  Ave.       -       -       Toronto,  Canada 

Ottawa  Representative— J.  W.  ANDERSON,  7  Bank  Street  Chambers 
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Nationale,  head  office,  101  St.  James  St., 
Montreal. 

Niagara  Falls,  Ont. 

\Vm.  Delaney,  Simcoe  Street,  has  the 
painting  and  the  Carter  Electric  Co., 
Erie  Ave.,  the  electrical  work  in  connec- 
tion with  the  erection  of  two  stores  and 
flats  costing  .i;i.'-).0()0  for  E.  E.  McNally, 
Erie  Ave. 

Ottawa,  bnt. 

Cuthbertson  &  Clark.  710  Echo  Drive, 
have  the  general  contract  for  stucco  and 
frame  garage  for  B.  Graham,  231  Cle- 
mow  Ave. 

J.  T.  Blyth.  Frank  Street,  has  the 
plumbing  and  heating  contracts  in  con- 
nection with  the  erection  of  a  $60,000 
warehouse  for  A.  L.  Florence,  Redpath 
St. 

C.  W.  Marshall,  Manager,  Canadian 
Agency  Supply  Co.,  r,0  Ralph  St.,  has 
the  steel  work  in  connection  with  altera- 
tions costing  $5,000  to  factory  for  stores, 
etc.,  for  the  Ottawa  Investment  Co.,  care 
of  General  Contractor,  D.  Cuthbertson, 
710  Echo  Drive. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  store  and  offices  costing  $30,000,  for 
N.  D.  Porter,  Bank  and  Albert  Streets: 
— Galvanized  iron  and  roofing,  McFarlane 
&  Douglas,  21S  Slater  St.;  electrical 
work,.  S.  Lewis,  168  Cartier;  plastering, 
L.  Laftmtaine,  r^03  Cuml)erland;  glazing 
and  painting,  VV.  J.  Carson,  393  Laurier 
W. 

The  Dominion  Bridge  Co.,  Ltd.,  Sparks 
Street,  have  the  steel  contract  for  al- 
terations to  offices  on  Albert  Street  for 
the  Elgin  Trust  Co.,  Castle  Bldg. 

Paris,  Ont. 

W.  McLaughlin,  West  River  Street, 
has  the  general  contract  for  $10,000  hall 
for  the  Salvation  Army. 

Peterborough,  Ont. 

McGregor  &  Mclntyre,  Ltd..  1139  Shaw 
St.,  Toronto,  have  the  steel  contract  in 
connection  with  the  erection  of  a  $12,000 
l)oat  works  for  the  Peterlioro  Canoe  Co., 
290  Water  St.  The  general  contractors, 
Ephgrave  &  Barrett,  2.50  McDonnel  St., 
will  carry  out  the  masonry  and  carpen- 
try. 

Quebec,  Que. 

Anglins  Ltd.,  6.5  Victoria  Street,  Mont- 
real, have  the  general  contract,  masonry, 
steel,  carpentry  and  plastering  and  will 
let  roofing,  i)lumbing,  heating,  painting, 
glazing  and  electrical  work  for  $1.50,000 
wholesale  market  building  for  the  Swift 
Canadian  Co.,  Ltd.,  132  St.  Roche  St. 

Jos.  Blair,  Levis,  has  the  general  con- 
tract for  $24,900  bank  for  La  Banque 
Nationale,  St.  Peter  St.  Architect,  Wil- 
fred Lacroix,  .58  Palace  Hill. 

St.  Catharines,  Ont. 

Newman  Bros.,  75  St.  Paul  .St.,  have 
the  masonry  and  C.  F.  Monk,  Wilson 
St.,  the  carpentry  contract  for  $50,000 
factory  for  the  St.  Catharines  Silk  Mills 
Limited 

St.  John,  N.B. 

The  Maritime  Bridge  Co.,  Ltd.,  New 
Glasgow,  have  the  steel  contract  in  con- 
nection with  the  erection  of  a  $500,000 
addition  to  steel  ])lant  for  T.  McAvity 
c!t  Sons,  Lid..  11!  King  Street. 

Sydney,  N.S. 

Chai)pell  Bros.  &  Co.,  Ltd.,  62  Brook- 
land  .Street,  have  the  general  contr;ict 
and  will  lc(  (lie  pluiiiiiing  for  $6,000  ware- 
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house  for  Rose  &  McVicar,  George  St. 
Architect,  M.  R.  Chappell,  Ankerville  St. 

John  W.  Stephens,  474  George  St.,  has 
the  general  contract  for  two-storey  frame 
and  concrete  store  for  A.  N.  McDonald, 
Rockdale  Ave. 

Toronto,  Ont. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  an  addition  to  bakery  for  the  Ideal 
Bread  Co.,  Ltd.,  163  Dovercourt  Rd.: — 
Excavating,  E.  Corner,  698  Manning 
Ave.;  masonry.  R.  Chalkley  &  Son,  34 
Victoria  St.;  carpentry,  R.  G.  Kirby,  539 
Yonge  St.;  steel.  Dominion  Bridge  Co., 
\  ictoria  Street. 

Duffort  Bros.,  862  Kingston  Road,  have 
the  plumbing,  and  W.  J.  Merrill,  863 
Kingston  Road,  the  heating  contract  in 
connection  with  the  erection  of  a  pair 
of  stores  and  residences  costing  $4,500 
for  E.  Hawkins,  906  Kingston  Road. 

Chas.  F.  Till,  34  Victoria  Street,  has 
the  masonry  contract  in  connection  with 
the  erection  of  a  $11,000  one-storey  addi- 
tion to  stables  for  the  City  Dairy  Co., 
Ltd.,  Spadina  Crescent.  Architect,  Geo. 
W.  Gouinlock,  796  Yonge  Street. 

Sheppard  &  Abbott,  119  Harbord  St., 
have  the  plumbing  and  heating  contracts 
for  $12,000  gasoline  supply  station  for 
the  Sonsumers  Gasoline  Supply  Co.,  154 
Bay  Street. 

Thos.  Essery,  Confederation  Life  Bldg., 
will  erect  two  stores  costing  $5,000  and 
has  awarded  the  excavating  contract  to 
E.  Cooper,  698  Manning  Ave. 

F.  J.  Fielding,  59  Lynd  Ave.,  has  the 
general  contract  for  $6,500  brick  garage 
for  Wilson,  Lytle,  Badgerow  Co.,  Ltd., 
113  Duke  Street. 

J.  C.  Scott  &  Co.,  106  River  Street, 
have  the  general  contract  for  alterations 
costing  $3,750,  to  bank  for  the  Imperial 
Bank,  Wellington  E. 
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Residences 

Calgary,  Alta? 

Tenders  are  in  for  the  erection  of  a 
$■(,000  lyi  storey  frame  wire  lath  and 
stucco  residence  for  T.  A.  McAuley,  care 
of  Vv'^estern  Manitoba  Supply  Co.,  8th 
Ave.  W.  Holman  &  Mitchell,  8th  Ave. 
W. 

Camrose,  Alta. 

Tenders  are  being  received  for  the 
election  of  a  $3,500  frame  residence  for 
I-.  S.  Hartman,    Architect,  H.  S.  Neilson. 

Gait,  Ont. 

The  Board  of  Trade  has  appointed  the 
committees  to  fortmulate  plans  for  a 
ht)using  scheme.  A  local  company  with 
$100,000  capital  will  be  formed. 

Halifax,  N.S. 

R.  P.  Burns,  85  Beech  St.,  will  erect 
a  33^2  storey  frame  residence. 

Tenders  will  be  called  shortly  for  the 
erection  of  a  2'/2  storey  frame  residence 
on  Vernon  Street  for  1.  Lovett  Crowell, 
care  of  Wm.  RoI)ertson  &  Son,  207  Lower 
Water  St.  Architect,  W.  J.  Busch,  Bed- 
ford Row.  ' 

Tenders  will  be  called  shortly  for  the 
erection  of  a  1^  storey  frame  residence 
for  Richard  Fleming,  Cabot  St.  Harris 
iS:  Horton,  Keith  Bhig.,  are  the  architects. 

Hamilton,  Ont. 

Tenders  will  be  called  by  the  archi- 
tects, Scott  &  Wardell,  Sun  Life  Bldg., 
for  the  erection  of  a  $10,000  three-storey 


June  5,  19U 

brick  apartment  house  for  J.  Webbr, 
130  Stinson  Street.  j  ; 

Tenders  are  now  being  received  fj  ■ 
sub  trades  for  the  erection  of  four  %:\  i 
300  one-storey  frame  residences  for  l| 
H.  Lounsbury,  Sun  Life  Bldg.  i 

Hartland,  N.B.  , 

A.  G.  Baker  will  erect  a  $3,000  cemei 
residence. 

Humboldt,  Sask. 

Wm.  Truck  has  the  general  contrai 
for  frame  residence  for  Fred  Heidge: 
ken. 

London,  Ont. 

Tenders  are  being  received  by  the  ail' 
chitect,  W.  G.  Murray,  Dominion  Sa\:l 
ings  Bldg.,  for  the  erection  of  a  $5,0o| 
two-storey  brick  residence  for  Dr.  Fte] 
Luney,  Grand  Ave. 

Moncton,  N.B. 

Duncan   McKinnon,   Robinson  Streenl 
will  make  repairs  to  his  residence  ani 
will   receive   tenders   until  June   10  foji 
plumbing,   heating  and   electrical  workj 

Montreal,  Que. 

Edgar  Prairie,  502  St.  Catherine  Sl| 
E.,  is  preparing  plans  for  a  si.x  fiat,|j 
residence. 

D.  Farrell,  605  Lansdowne  Ave.,  will 
erect  two  residences  costing  $10,000!j 
carry  out  the  masonry,  carpentry,  an(|j 
painting  and  let  all  other  trades. 

Wilfred  Duuette,  339  St.  Joseoh  Blyd' 
E.,  wants  about  60,000  brick  for  the  erec 
tion  of  a  $100,000  apartment  house. 

Duquette  &  Patenaude,  339  St.  Josepl:| 
Blvd.,  will  make  alterations  costing  $25,- 
000,  to  five  residences  on  Stanley  Streel| 
;md  will  let  electrical  work. 

Montreal  West,  Que. 

Michael    Lombardi,    345  Westminster? 
Ave.,  will  let  roofing,  plumbing,  heatingi 
and  electrical  work  in  connection  with; 
the  erection  of  four  residences  costing 
$16,800. 

Michael    Lombardi,    345  Westminster;! 
Ave.,  will  let  plumbing,  heating,  roofing 
and  electrical  work  in  connection  with  j 
the  erection  of  four  $4,300  residences. 

Ottawa,  Ont. 

Plans  have  Ijeen  drawn  for  a  $5,000 
3J/2  storey  stucco  and  brick  residence  for 
Daniel  Bussell,  care  of  Barrett  Bros., 
Catherine  Street. 

W.  E.  Noffke,  Central  Chambers,  is 
preparing  plans  for  brick  residence  to 
l)e  erected  on  Clemow  Ave. 

Outremont,  Que. 

A.  Cloutier,  489  Girouard  Street, 
Montreal,  will  erect  two  $5,000  brick 
cottages  and  may  let  some  of  the  sub 
trades. 

Lucien  Savaria,  938  St.  Valier  Street, 
Montreal,  will  erect  two  brick  residences 
costing  $10,000.  j 

Quebec,  Que.  ' 

F.  X.  Lachance,  63  des  Cominissaires, 
will  erect  a  $3,000  three-storey  frame  and 
brick  residence  and  requires  some  house 
furnishings. 

Toronto,  Ont. 

J.  H.  Irwin,  443  Quebec  Ave.,  will 
erect  a  $4,000  2]/^  storey  brick  residence 
and  will  take  tenders  on  all  small  trades. 

Tenders  are  wanted  for  hot  anr  heat- 
ing, ])lumbing  and  plastering  for  the  erec- 
tion of  a  $4,000  residence  for  (i.  T. 
Death,  344  Sluldr;ike. 

A.  English,  Locust  Street,  M<mnt  Den- 
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nis,  will  erect  a  pair  of  two-storey  brick 
residences  at  a  cost  of  $3,600. 

Kilver,  Banford  &  Saunders,  177  Hia- 
watha Ave.,  will  erect  a  pair  of. detach- 
able two-storey  roughcast  brick  resi- 
dences costing  $4,500.  ^ 

Mcllroy  &  Lowery,  105  Clendennan 
Ave.,  will  erect  a  $3,000  two-storey  brick 
residence  and  let  heating,  pluml)ing-  and 
plastering.. 

Geo.  F.  Cudmore,  03  Pacific  Ave.,  will 
erect  four  $3,.'')00  two-storey  brick  resi- 
dences. 

J.  S.  Case,  134  Grenadier  Rd.,  will 
erect  a  pair  of  two-storey  brick  resi- 
dences costing  $4,.'')0()  and  wants  tenders 
for  brick  work. 

Tenders  are  wanted  on  all  trades  for 
the  erection  of  a  brick  residence  on  Dug- 
gan  Avenue  for  F.  E.  Uoyd,  32  Duggan 
Ave. 

J.  W.  Butcharl,  1")8  BIythwood  Road, 
general  contractor  for  $3,750  residence 
for  Miss  L.  M.  Innian,  347  St.  Clements 
.Ave.,  wants  tenders  for  painting  and 
l)lastering. 

P.  L.  Spears,  30  Biggar  Ave.,  will  erect 
two  $4,000  3^  storey  brick  residences  on 
Lauder  Avenue. 

W.  Comba,  98  Beresford  Ave.,  will 
erect  a  $3,750  25<^-storey  brick  residence 
and  wants  tenders  on  plumbing  and 
plastering. 

Geo.  F.  Cudmore,  03  Pacific  Ave.,  will 
erect  a  $3,500  two-storey  brick  residence 
and  will  let  heating,  plumbing,  plaster- 
ing, etc. 

J.  W.  Rowlinson,  1383  Ossington  Ave., 
will  erect  a  $3,000  two-storey  brick  resi- 
dence, carry  out  the  masonry  and  is  re- 
ceiving tenders  for  hot  air  heating, 
plumbing,  plastering  and  wiring. 

Morris  Dennis,  738  Richmond  W.,  will 
erect  two  pair  of  residences  costing  $5,- 
000  each,  buy  brick  and  luml)er  and  let 
heating,  plumbing,  plastering  and  wiring. 

H.  Jenkins,  73  Durie  St.,  will  erect  a 
$3,750  3^-storey  brick  residence,  carry 
out  the  masonry  and  let  hot  air  heat- 
ing, plumbing  and  wiring. 

W.  B.  Isbister,  65  McFarland  Ave., 
will  erect  a  pair  of  two-storey  brick  resi- 
dences costing  $4,500. 

J.  Edmonds,  71  Oakwood  Ave.,  will 
erect  a  $3,750  3^-storey  brick  residence 
and  let  heating,  plumbing,  plastering  and 
painting. 

J.  E.  VVainwright,  74  Normandy  Blvd., 
will  erect  a  $3,500  2J/^-storey  brick  resi- 
dence and  let  heating,  ])luml)ing,  plaster- 
ing and  wiring. 

C.  J.  I'owley,  06  Parkway  Ave.,  wants 
tenders  for  excavating,  stone  work,  brick 
work,  idumbing  and  plastering  in  connec- 
tion with  the  erection  of  a  $3,250  Iwo- 
storey  brick  duplex  residence. 

.Sims  Bros.,  372  Markhani  St.,  will  erect 
a  ])air  of  two-storey  brick  residences  cost- 
ing $4,000. 

A.  F.  Foster,  401  Rushton  Road,  will 
erect  a  $4,000  two-storey  lirick  bungalow 
and  will  let  heating,  ])hnid)ing,  wirin.g, 
electrical  work,  etc. 

]j  W.  Clare,  1759  Dufferin  Street,  will 
erect  a  pair  of  two-storey  brick  resi- 
dences at  a  cpst  of  $5,250,  and  will  let 
iieating  and  jdumbing. 

VV.  J.  Shaw,  care  47  Yonge  St.,  will 
erect  a  $4,000  ^-storey  brick  residence 
and  will  buy  lumber  ;nid  ])luml>inK  and 
heating  material. 

VVm.  Salter,  HI   Nairn  .Ave.,  will  erect 


a  pair  of  two-storey  brick  residences 
and  let  plumbing,  heating  and  wiring. 

J.  Crang,  905  St.  Clair  Ave.  W.,  will 
erect  two  $3,000  two-storey  brick  resi- 
dences and  let  smaller  trades. 

F.  A.  McConvey,  18  Toronto  Street, 
will  erect  a  pair  of  2J/2-storey  Ijrick  resi- 
dences costing  $5,000,  and  will  let  smaller 
trades. 

Welland,  Ont. 

Samuel  Lambert  is  receiving  sub-ten- 
ders on  plumbing  and  electrical  work  in 
connection  with  the  erection  of  five  resi- 
dences on  Burgar  .Street  at  a  cost  of 
$9,000. 

Samuel  Lambert  will  erect  five  two- 
storey  frame  residences  costing  $9,000 
on  Burgar  Street. 

Zealandia,  Sask. 

M.  McLeod  contemplates  the  erection 
of  a  $5,000  frame  resilience. 

A.  F.  McFaull  contemplates  the  erec- 
tion of  a  $7,000  frame  residence.  J. 
Cronin  is  the  architect. 

CONTRACTS  AWARDED 
Brantford,  Ont. 

Hugh  W.  Turner,  227  Wellington  St., 
has  tlie  general  contract  and  will  carry 
out  all  trades  except  plumbing  and  heat- 
ing for  the  erection  of  a  $5,500  residence 
for  Dr.  Fred  Landymore,  76  Erie  Ave. 

Calgary,  Alta. 

Bennett  &  White  Construction  Co.,  100 
City  Hall  Corner,  have  the  general  con- 
tract and  .carpentry  and  will  let  plumbing, 
heating,  painting  and  electrical  work  for 
$7,500  residence  for  Dr.  Richardson,  8th 
Ave.  VV. 

Donnacona,  Que. 

'\'andry  &  Matte,  Ltd.,  43  St.  Joachim 
Street,  Quebec,  have  the  plumbing  and 
heating,  and  Wm.  Rutherford  &  Sons 
Co.,  Ltd.,  425  Atwater  Ave.,  Montreal, 
the  mill  work  for  eight  residences  for 
the  Donnacona  Paper  Co.,  Ltd.,  who  will 
carry  out  the  painting. 

Halifax,  N.S. 

S.  C.  Hiltz,  r3  McCully  Street,  has  the 
general  contract  for  $6,000  two-storey 
double  residence  for  Berringer  Bros.,  289 
Gottingen  Street. 

Kingsville,  Ont. 

Oxley  Bros.,  Main  St.,  have  the  general 
contract  for  $3,000  residence.  Architect, 
J.  C.  Pennington,  La  Belle  Bldg.,  Wind- 
sor. 

Listowel,  Ont. 

Geo.  Fritz  has  the  general  contract 
for  $7,000  two-storey  brick  residence  for 
Jolm  Cuml)crlan(l. 

London,  Ont. 

R.  J.  Kelly,  47  Beatlie  Ave.,  has  the 
.general  contract  for  $4,000  two-storey 
brick  residence  for  Max  Lerncr,  502  Hill 
Street. 

Montreal,  Que. 

A.  Dipietre  &  Co.,  11  Houle  St.,  have 
the  general  contract,  masonry,  carpentry, 
plastering  and  painting  and  will  let  all 
other  trades  for  the  erection  of  a  $6,000 
three-storey  brick  residence  fo.r  Giovanna 
Teolis,  451  Colonial  Ave.  ' 

New  Toronto,  Ont. 

Tile  following  contracts  have  l)crn 
awarded  in  connection  with  alterations 
costing  $5,000  to  residence  for  apart- 
ments for  Wm.  Shenkman,  360  Fried  St.: 
—  Plumbing  and  healing,  ("has.  Wyman 
Sons,  349  Creighton  St.;  electrical 
work,  .\.  Schwartz,  855  Somerset  Street. 


Peterboro,  Ont.  ' 

Ephgrave  &  Barrett,  250  McDonn" 
St.,  have  the  general  contract  for  $8,-0( 
brick  residence  for  F.  W.  Trebilcock,  4!i 
Homewood  Ave.,  and  are  receiving  tei! 
ders  for  heating,  plumbing,  wiring,  mill 
work,  masonry,  tiling  and  electrical  worlj 

Sydney,  N.S.  j 

John  W.  Stephens,  474  George  St.,  ha 
the  general  contract  for  $4,500  resident 
for  Louis  Finnstien.  .  : 

Toronto,  Ont. 

Teagle  &  Son,  310  Davenport  Road 
have  the  masonry,  and  H.  Jordan,  14- 
Borden  Street,  the  carpentry  contract  ii 
connection  with  alterations  costing  .$4, 
000  to  a  pair  of  residences  for  J.  H 
Johnston,  82  Davenport  Road. 

Welland,  Ont. 

Benjamin  Fox,  Inc.,  have  the  generai 
contract  and  Chas.  R.  Hagen  the  plumbf. 
ing  for  tenement  houses  costing  $70,01^ 
for  the  Plymouth  Cordage  Compai™' 
General  contractors  will  let  electri(^ 
work  and  want  prices  at  once  on  llO.Ow 
common  brick,  etc.  W.  E.  C.  Nazro,  cai^ 
of  Plymouth  Cordage  Co.,  Boston,  Mass^ 
is  the  architect.  '« 


Power  Plants,  Electricity  and! 
Telephones 

Truro,  N.S.  1 

Town  Council  contemplate  the  erectionj 
of  a  $40,000  electric  plant.  Clerk,  HS 
McDougall.  1 


CONTRACTORS 
and  TENDERERS 

for  Superior  Seryice 

THE 

Canadian  Surety  Co. 

26  WellinBton  St.,  Ea*t 

Phone  Main  2609   TORONTO,  Ont. 
Represented  in  all  the  principal 
cities  and  towns  in  the 
Dominion. 

BONDS  INSURANCE 

of  every  description      Plate  Glass— Burglary 
Automobile 
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FLARE  LIGHTS 


'  /WAK£FIEIDS\  \ 
/PATENTS^  " 

'  I  \  ' 


Shipyards 
Mines 


City  Corporations 
Railroads 


cannot  afford  to  be  without  an  emergency  light  of  some 
kind.  There  are  breakdowns  in  all  plants  of  the  best  calibre, 
and  you  must  be  prepared  to  meet  with  these,  and  a  few 
dollars  invested  NOW  will  save  a  few  hundred  later.  BE 
PREPARED. 

Get  a  supply  of  CARBIC  LIGHTS  ready  for  any  RUSH 
JOB  that  may  come  your  way. 

Then  they're  good  for  an  all-night  job,  too.  For  build- 
ing, digging  sewers,  waterworks  repairs,  concreting,  plas- 
tering, tile  work,  and  rriany  jobs  that  can  be  done  by  night 
just  as  cheap  and  if  not  quicker  than  by  day. 

The  CARBIC  costs  less  to  operate  and  gives  better  light 
than  any  other  light  on  the  market.  Let  us  prove  it — FREE. 


Carbic  Lights— Nos.  1-2 


W.  L  FOSTER 


333  Adelaide  Street  West 


TORONTO 


OR 


KELLY,  POWELL,  LIMITED,  WINNIPEG,  MAN. 
MUSSENS.  LIMITED,  MONTREAL,  QUE. 
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Do  You  Want  Crushed  Stone  ? 

That  it  Clean,  Tough  Stone  of  a  Quality 
suitable  for  Macadam  Road  and  Concrete 

We  can  supply  jrou  in  any  aiza  or  quantity. 

Our  terTic*  i«  unexcelled  and  our  prices  right. 
Phont  or  write  u«  for  auoUllont  when  you  are  in  tlie  market 

OAce-M  4515-M  4516      Rc*idence-P  2278 

Crushed  Stone  Limited 

47  Yonge  St.  Arcade,  Toronto 
G.  W.  Estary,  Manager 


1  SPRINKLER 
TANKS 

AND 

TOWERS 

We  are  the  largest  manu- 
facturers in  Canada  of 
both  wood  and  steel  Tanks 
and  substructures  for  fac- 
tory sprinkler  systems 
and  for -Municipal 

RAILROAD  AND 

SUBURBAN 
WATER  SUPPLY 

We  shall  be  pleased  to 
furnish  you  with  all  the 
information  and  data  yoll 
may  require  on  this  class 
of  work. 

Send  us  your  blue  prints 
for  estimates. 

Send  for  special  Tank  and  Tower  Catalogue 

Ontario  Wind  Engine  &  Pump  Co. 

Toronto   Montreal  Limited       Winnipeg  Calgary 


Dake  Reversing  Motor 

The  Dake  reversing  air  or  steam  motor 
is  especially  adapted  for  use  in  connection 
with  contractors'  machinery, 
cranes,  hoists,  marine,  sawmill 
and  mining  machinery,  where  Yi 
to  30  horse  power  can  be  used. 
Will  start,  stop  and  reverse  in- 
stantly. Send  for  complete  cata- 
logue. 

DAKE  ENGINE  CO.,  Grand  Haven,  Mich.,  U.S.A. 

Canadian  Artents 

MONTRliAL-Mussens  Ltd.    TORONTO   A.  K.  Williams  Macli.  Co.,  Ltd. 


Sand,  Gravel  and  Crushed  Stone 

Lime  Fire  Clay 

Cement  Fire  Brick 

Plaster  Sewer  Pipe 

Hair  Weeping  Tile 

Building  Stone 

Our  prices  are  right  and  our  service  good. 

Britnell  &  Co.,  Limited 

C.P.R.  Crossing,  Yonge  St.,  North  Toronto 

Phones,  Office  North  |  ggj   Evenings,  North  2107 


FOR  SALE 

Concrete  Contractors 

LOOK! 

■)4  y-ci-  Insley  Tower  Hopper  and  Bucket. 

^2  yd.  Insley  Tower  Hopper  and  Bucket. 
1  yd.,  3,^  yd.,       yd.  Smith  Mixers  on  Skids, 
with  or  without  power. 

H  yd.  and  1/3  yd.  Mixers  on  Truck,  with  En- 
gine and  Boiler. 

%  yd.  Mixer  on  Truck,  with  Engine  and 
Boiler,  suitable  for  sidewalks,  plaster  and 
mortar. 

1/5  yd.  Mixer  on  Truck,  with  Power  Loader, 

Gasoline  Engine. 
5  Concrete  Buckets,  1  yard  capacity. 
5  Concrete  Cars,  side  spout,  1  yard  capacity, 

34-inch  gauge. 
.500'  Portal)le  Track,  34  in.  gauge,  with  switches. 
1000  Concrete  Form  Clamps,  34  in.  and  36  in. 
1  Telescopic  Concrete  Spout  for  under-water 
work. 

We  have  the  largest  assortment  of  Contrac- 
tors' Equipment,  hoists,  derricks,  clam  shells, 
crushers,  engines,  boilers,  pumps,  etc.,  in 
Canada. 

Write  Now  for  Prices 

The 

A.  R.  Williams  Machinery  Co. 

Limited 

64-66  Front  St.  W.,  Toronto,  Ont. 


Electric  Cranes 


MADH  IN  CANADA 


Electric  and  Hand 
Travelling  Cranes 

Electric  and  Air 
Hoists 


NORTHERN  CRANE  WORKS,  LTD. 

WALKERVILLE,  ONT. 


THE   CONTRACT  RFXORI) 


40 


Building  Reports 


MacLean  Daily  Reports  follow,  step 
by  step  from  the  Architect's  office  to 
the  finished  building,  all  building  op- 
erations throughout  Canada.  By 
these  reports  you  learn  not  merely 
what  goods  are  needed,  but  also  the 
moment  when  they  are  needed. 

MacLean  Daily  Reports  Limited 
345  Adelaide  St.  W.,  Toronto 
also  Montreal  and  Winnipeg. 


SCARCITY  OF  LABOR 
PROVIDED  FOR 

The  Ideal  Automatic  Power  Tamper, 

uiicd   witli  an   Ideal   Ulock  Machine, 
saves   lal<or,   which  is  lodajr  recog- 
iitzrd  a*  conicrvation  of  man  power, 
the  great   necessity   during  the 
War  Period. 

At  the  same  time  jrou  are 
producing  building  units  much 
•upeiior  to  those  made  bjr  man 
power.  Our  catalogue  tells  jrou 
all  about  it.  Write  (or  (  free 
ropy. 

Ideal  Ccmcrete  Machinery 

Company,  Limited 
WINDSOR  ONTARIO 


The  Glue  Book 


WHAT  IT  CONTAINS 
Chapter  1 — Historical  Notes 
Chapter  2 — Manufacture  of  Glue 
Chapter  2— Testing  and  Grading 
Chapter  4 — Methods  in  the  Glue  Room 
Chapter  5 — Glue  Room  Equipment 
Chapter       Selection  of  Glue 


Contract  Record 

and  Engineering  Review 

347  Adelaide  St.  West,  Toronto 


James  Thomson,  President. 


J.  G.  Allan,  Vice-President. 


James  A.  Thouson,  Secretary. 


THE  GARTSHORE-THOMSON  PIPE  &  FOUNDRY  GO. 


LIMITED 


Manufacturers  of 


CAST  I  RON  iPIPE 


Flexible  and  Flange  Pipe,  |P 

Special   Castings  and  all    kinds  3  inches  to  60  Inche*  diameter. 

f  Air  4.     ^  i,o  c.,««i;oc  for  Water,  Gas,  Culvert  and  Sewer 

of  Waterworks  Supplies.  '  ' 

HAMILTON,  ONT. 
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Works  at  Walkervllle,  Ontario 


When    placing  your 
order  for 

HYDRANTS, 
VALVES 

and 

VALVE 
BOXES 

place  it  with  us. 


MADE  IN  CANADA 


Strong,  Substantial  and 
Modern  Designs. 
Prices  right. 

Write  for  prices  and  see. 


IIMITED 


VALVL- HYDRANT  MANUFACTURERS 

WALKERVILLE,ONT. 


QJg^Ace^leneJVifeldi^g  and  .Cutting 


Offset  the  High  Cost  of  Ma- 
terials by  Speeding  Up  Your 
Output  and  Avoiding  Waste 

The  Prest-O-I.ite  welding  process  is  now  profitably  used  by 
thousands  of  factories,  machine  shops,  mines,  railroads — in 
fact  wherever  metal  or  machinery  is  produced,  moulded, 
shaped  or  used. 

If  you  are  interested  in  making  your  plant  more  profitable — 
reducing  operating  costs  and  effecting  economies  that  will 
offset  the  iiigh  cost  of  materials  and  enable  you  to  speed 
up,  investigate  now  what  the  Prest-O-Lite  Process  of  Oxy- 
acetylene  welding  will  do  for  you. 

For  repair  work  alone,  it  more  than  pays  its  way,  and  in 
many  lines  of  manufacture  it  has  become  firmly  established 
as  standard  routine  method. 


employs  both  gases  (acetylene  and  oxygen)  in  portable 
cylinders.  Prest-O-Lite  Dissolved  Acetylene  is  backed  by 
Prest-O-Lite  Service,  which  insures  prompt  exchange  of  full 
cylinders  for  empty  ones.  Provides  dry,  purified  gas,  insur- 
ing better  welds,  quicker  work  and  lower  operating  cost. 
Apparatus  consists  of  an  equal  pressure  blow  pipe,  auto- 
matic regulators  and  gauges,  anil  all  necessary  equipment. 
.Adaptable  for  oxy-acetylene  cutting  by  the  addition  of 
special  cutting  blow  pipe. 

Thorough  instructions  are  furnished  free  to  every  user  of 
Prest  O-l.ite  Dissolved  Acetylene.  .\ny  average  workman 
who  understands  metals  can  learn  the  welding  process 
(|uickly  and  easily. 

Write  for  valuable  illustrated  literatmr  and  data  on  work 
others  are  doing  by  the  Prest-O-Lite  Welding  Process.  ll 
mav  point  out  ways  to  solve  your  problems.    Address  Dept. 

THE  PREST-O-LITE  CO..  INC. 
CANADIAN  GENERAL  OFFICES 

Prest-O-Llte  Building 
Corner  Elm  Street  and  Centre  Avenue 
TORONTO 
ftirect  Factory  Canadian  Plants: 

Branches:  Toronto,  Ont. 

Toronto,    Ont.  Merritton,  Ont. 

Montreal,  P.Q.  St.  Boniface,  Man. 

Merritton,    Ont.  Shawinigan  Falls, 

Winnipeg,  Man.  P.Q. 

World's  Largest  Makers  of  Dissolved  Acetylene 
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^^Sterling^^  Wheelbarrows 

The  easy  running  barrow  with  the  self-lubricating 

wheel. 


CARRIED  IN  STOCK 


MUSSENS  UNITED 


MONTREAL       QUEBEC   Pruncau  &  Co. 
WINNIPEG        TORONTO  -H.  Turnbull  &  Co. 
VANCOUVER      COBALT   H.  L.  Usborne 


Nova  Scotia  Steel  &  Coal  Company^  Ltd. 

Beg  To  Announce 

That  their  new  steam-hydraulic  forge  shop  is  now  in  opera- 
tion, as  also  is  their  recently  installed  "Harmet"  fluid  com- 
pression-plant. 

These  improvements  bring     Scotia's"  equipment  abreast 
of  the  best  foreign  forges. 

They  are  accordingly  open  to  supply  forgings  of  all  shapes 
and  sizes.  Made  of  ordinary  or  fluid  compressed  open- 
hearth  steel,  and  satisfying  the  most  severe  specifications. 

For  Prices  and  Particulars  Apply  to 

Head  Office  -  -  New  Glasgow,  N.  S. 


National  Iron  Works 

LIMITED 

Head  Office,  Works  and  Docks-TORONTO 

CAST  IRON  PIPE 

Every  Size  for  Water,  Gas,  Culvert  or  Sewer, 
Carried  in  Stock  at 

MONTREAL  -  TORONTO  -   PORT  ARTHUR 

RAIL  OR  LAKE  SHIPMENTS 


Pacific  Coast  Pipe  Co.,  Ltd. 

Wire  Wound  Wood  Stave  Pipe 

from  2  in.  to  24  in.  diamatar 

Continuous  Stave  Pipe 

from  16  in.  to  12  ft.  diameter 

1551  Granville  Street     -     Vancouver,  B.  C. 
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Current  Prices  of  Building  and  Engineering  Materials 


TORONTO  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement— deUvered  in  5  barrel  lots,  $2.95  per  bbl. ; 
with  bags,  $3.35;  car  lots,  $2.30  on  the  track, 
with  pkgs.,  $2.70.  5c  per  bbl.  discount  20  days. 

Lime— grey  60c,  white  70c  per  100  lbs.,  delivered 
in  not  less  than  1500  lb.  lots.  At  the  ware- 
house, grey  55c,  white  65c.  Hydrated  lime, 
$16.75  per  ton  delivered  ;  $15.75  at  warehouse. 

Brick — No.  1  dry  pressed  red  brick,  $22;  buff, 
$22,  f.o.b.  the  job;  No.  2,  $20;  common  red 
stock  brick,  $17;  grey,  $17;  wire-cut  brick, 
for  foundation  work,  $13.50  on  the  cars,  de- 
livered $15;  "Tapestry"  brick,  $25  to  $.35; 
Eatonia  brick,  $35;  sand-lime  brick,  $12.25, 
f.o.b.  car  at  King  Edward  Siding;  .$11.00  f.o.b. 
car  or  wagon  at  plant.  Paving  brick,  local 
manufacturers  not  quoting  prices  at  present, 
imported  paving  squares,  delivered  at  job 
in  Toronto,  best  quality  $80,  second  quality 
$75,  third  quality  $70.  (These  prices  are 
merely  approximate,  as  no  sales  are  recorded). 
Sun-Tex  face  brick,  $20  to  $30  at  plant,  $24 
to  $34  delivered,  price  depending  on  color 
and  texture.  Denison  interlocking  hollow 
tile,  $80  per  M.  at  plant,  $97.50  delivered. 
Lots  over  100,000,  $75. 

Fire  brick— $65  to  ."585  per  M.,  according  to  qual- 
ity.    Fire  clay,  $15  per  ton. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 
Toronto  prices,  F.O.B.  Car: 
Crushed  stone— 2  in.,  $1.55;  1  in.,  $1.75;  5/$  in-. 
$1.75;  rubble  stone,  in  car  lots,  $1.55  per  ton, 
f.o.b.  car. 

Sand — for  cement  or  brick  work,  $1.10  per  ton, 

f.o.b.  Toronto. 
Gravel — Pit   run,   $1.10  per  ton,   f.o.b.'  Toronto; 

screened,  $1.50  per  ton,  f.o.b.  Toronto. 

LUMBER  (BUILDING  MATERIAL) 
Toronto  retail  prices,  delivered. 

Hemleck— 2  x  4  in.  to  2  x  10  in.,  12  and  14  ft. 
long,  $39;  10  and  16  ft.,  $40;  2  x  12  in.,  12 
and  14  ft.,  $40;  10  and  16  ft.,  $41 ;  1  x  4  in. 
and  1  x  5  in.,  T.  and  G.,  $42 ;  1  x  6  in.,  T. 
and  G.,  $43;  No.  2,  $5  less  than  No.  1.  Siz- 
ing, $1  per  M.  extra. 

Pine — Box,  1  x  4  in.  and  1x6  in.,  $45;  1x6 
in.,  $48;  1x8,  $50;  1  x  10,  $55;  1  x  12,  $55; 
Shelving,  1  x  4  in.  and  5  in.,  $56;  1  x  6,  $60; 
1x8,  $65;  1  X  10,  $70;  1  x  12,  $75;  2x4 
in.,  10  to  16  ft.  long,  common,  $46;  2x6, 
$48 ;  2  x  8,  $50 ;  2  X  10,  $52 ;  2  x  12,  $54.  No. 
1  flooring,  $58;  No.  1  V  or  beaded  sheeting, 
$60.  Pine  trim,  4  in.  casing,  $2.75  per  100 
ft.;  5  in.  ditto,  $3.25;  8  in.  pine  base,  $4.75; 
4  in.  pine  window  stool,  $4.00. 

Spruce — 10  to  16  ft.  long,  rough,  1  x  4  in.  and 
2x4  in,,  $46;  1  x  6  and  2  x  6.  $48;  1x8 
and  2  X  8,  $50;  1  x  10  and  2  x  10,  $52;  1  x 
12  and  2  X  12,  .$54. 

Dimension  Timber  (B.C.  fir)— 10  x  10,  10  x  12, 
10  X  14.  10  X  10.  12  x  12,  12  X  14,  12  x  16,  14 
x  16,  16  X  16.  $65;  12  x  18,  12  x  20,  14  x  18, 
14  X  20.  10  X  18,  16  X  20,  18  x  18,  IS  x  20. 
$70.  These  prices  apply  to  lengths  up  to  .32 
ft.;  32  to  35  ft.,  $3  per  M.  extra;  36  to  40 
ft.,  $5  per  M.  extra. 

Shingles— XXX  B.C.,  $5.50;  XX  B.C..  $4.50;  N. 
B.  extras,  $6.00;  N.  B.  clears,  $5,75;  No.  1 
pine  lath,  $7,00;  No,  2  pine  lath,  $6.50;  No,  1 
spruce  lath,  $5,76. 

STEEL  AND  IRON 

Steel  and  Iron  Bars -$5  25  to  $7,00  base;  twist- 
ed and  deformed,  $5.60. 

Shapes  Over  '.'.r,  lljs.  |„  r  var.l.  $4.. 50  per  100  !1)S,  ; 
under  .35  lbs.  per  yard,  $5.25  to  $5.50  per  100 
lbs. 


Plates — 6  ins.  and  over  and  under  30  ins.,  $7.50  per 
100  lbs. ;  30  ins.  and  over,  $8.50.  Tank 
and  boiler  plates — J4  and  over  and  under 
ins,.  $10,00;  .36  ins.  and  over,  $.S,70. 
Gauge  plates— No.  10,  $11,50;  No.  12.  $7.30; 
No.  14.  $7.35  per  100  lbs.  Black  American 
Bessemer  Plates— 28  gauge,  $7.50  per  100  lbs. 

Flats— 6  ins.  wide  and  under,  $6.00  per  100  lbs. 

Rivets — Button  and  cone  head — base  for  J4  in. 
and  up,  $8.50. 

Extras — 1/lOc  per  lb.  extra  for  cutting  to  length, 
for  plate  less  than  %  in.  thick,  for  angles 
less  than  5  in.  combined  legs  and  beams  and 
channels  under  6  ins.,  for  18,  20,  and  24  in. 
beams;  1/lOc  to  J^c  per  lb.  extra  for  all 
Bethlehem  sections. 

Galvanized  iron — 28  gauge,  $8.75. 

Cast-iron  pipe — Standard  prices,  carload  lots, 
f.o.b.  Toronto:  4-in.  $78  to  $79  per  net  ton; 
6-in.  and  up  $75  to  $76.  Lower  price  for 
Class  B.  Higher  price  for  Class  A  and  gas 
pipe.     Less  than  car  lots,  $2  extra. 

SEWER  PIPE 
Sewer  pipe — Toronto  prices  (wholesale),  with  dis- 
counts as  below,  f.o.b.  factory — 4  in.,  30c  per 
ft.:  6  in.,  45c;  8  in.,  70c;  9  in.,  90c;  10  in., 
$1.05;  12  in.,  $L35;  15  in.,  $1.80;  18  in., 
$2.50;  20  in.,  $3;  22  in.,  $4;  24  in.,  $4.50. 
niscounts — 4   in.   to  9   in.   standard,   68  per 
cent.  ;   10  in.  to  24  in,   standard,  65  per  cent,  ; 
in.  to  24  in,  double  strentrth,  60  per  cent. 
Tile  wall  coping — 8  or  9  in.  wall,  50c  per  ft.;  12 
in.  or  13  in.  wall,  75c  per  ft. ;  18  in.  wall, 
$1,50  per  ft, ;  carried  in  6,  12,  18,  and  24  in, 
lengths.     Discount  65  per  cent. 

PAINTS  AND  OILS 
White  lead — ground  in  oil,  less  than  ton  lots. 

$1<;,.50  per  100  llis,  ;  ton  lots,  $16,20  per  100 
lbs. 

Boiled  linseed  oil — in  bbls,.  $1,58  per  gal.  of  9  lbs. 

Raw  linseed  oil — in  bbls.,  $1.55  per  gal. ;  red  lead, 
rlrv.  .tilO  i>er  Klft  Ihs,  ;  puttv  in  bulk.  per 
100  lbs,;  in  100-11),  druins,  .f7.4o,  putty  in 
2.5-lh,  Uu-^.  .f;?.!"!  per  100  W,^.;  steel  sasli 
puttv  in  ■-'.'"i-lli.  tins.  SfS.ir)  per  1(»0  \h^.  ;  tur- 
pentine, in  l>ftls..  7.Sc  per  Imp,  gal.,  based 
on   southern  gauge. 


MONTREAL  PRICES 

CEMENT,  LIME,  AND  BRICK 
Cement — $3,10    steam    car    load    lots,  including 

sacks,  less  6  per  cent,  for  cash. 
Lime — Hydrated.  $20  per  ton;  lump,  $15. 
Brick — No.  1  pressed,  $18;  No.  2  pressed,  $15: 

Manganese  rustic.  $20;  buff  rustic,  $20;  red 

rustic.   No.   1.  $15;   red   rustic.  No.   2,  $13; 

buff  (smooth),  $21;  buff  (rough),  $20;  plastic 

$12,2.5, 

Concrete  Brick— grey  $22.  red  $22,  buff  $23.  white 
$45,  plain  pressed  $12  per  thousand,  all  f.o.b. 
Works,  Mascouche,  P,Q, 

CONCRETE  SEWER  PIPE 
Straight  pipes  (per  foot)  :  not  reinforced,  S-in, 
2nc;  9  in.  30c;  10-in.  34c;  12-in.  40c;  16-in. 
fiOc:  18-in.  74c.  Reinforced,  18-in.  90c:  21- 
in,  $1;  24-in,  $1,20;  .30-in.  $1.60;  36-in.  $2.40; 
42-in.  $3;  48-in.  $4.20. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in..  $1.75;  -J^  in.  .$2.00;  Vs-in. 

$2,2.'"i  i)er  ton.  delivered. 
Sand — $1  per  ton.  car  load,  on  cars. 
Gravel — $1,20  per  ton  f,o,b.  cars, 

STEEL  AND  IRON* 

Steel  angles — 3  in.  x  3  in.  and  up,  $5,75;  1  in. 
X  1  in.  X  in.,  25c  extra;  ^  in.  x  54  in. 
X  in.  50  cents  extra.  Boiler  plates — in. 
thick  and  thicker,  $_12,00._  Circular  plates— 
Flanee  quality,  36  in.  dimension  and  over. 
$12,50;  under  .36  in,  diameter,  $13,00.  Beams 
.md  cliannels — Under  .35  lbs.,  per  yd,,  $6,00; 
35  lbs,  per  yd,  and  over,  $.'),7.5,  f,o,b,  Mont- 
real, net  cash,  nominal.  Corrugated  iron — 26 
gauge,  $9.00;  28  gauge,  $8.26  per  100  sq.  feet. 


subject  to  change  without  notice.  Coppe 
bearing  sheets  —  Keystone  black,  28  U.  S 
gauge,  $6.50  per  100  lbs.  nominal. 

SEWER  PIPE  ^^i 

Straight  pipe  (per  foot) — 4  in.,  30c;  6  in.,  46c;  1 
in.,  70c;  9  in.,  85c;  10  in.,  $1.05;  12  in.,  $1.36ii 
15  in.,  $1.80;  18  in.,  $2.50;  20  in.,  $3;  22  in., 
$4;  24  in.,  $4.50;  27  in.,  $6.50;  30  in.,  $7.20.! 
Channel  pipe  (4  in.  to  30  in.)  24c,  36c,  56c,i 
72c,   84c,   $1.08,   $1.44,   $2.00,   $2.40,  $3.20,1 
$3.60.  $5.20,  ,$5.75.    One-eighth  bends  (4  in. 
to  30  in.).  $1.20,  $1.80,  $2.80,  $3.60,.  $4.20,1 
$5.40,  $7.20.  $10,  $12,  $16,  $18,  $26,  $28:1 
$1.20.  $1.80,  $3.15,  $4.05,  $4.75,  $6.10^1 
$14.40,  $20,  $24,  $32.  $36,  $52,  $57.60.  Double! 
collar,  90c,  $1.35.  $2.10,  $2.55,  $3.15,  $4.05; 
$5.40;   slant  1  foot  long  side   (4  in.  to  IB 
in.),   90c,   $1.35,   $2.10,   $2.55,   $3.15,  $4.05^ 
$5.40.     Single  branch  (6  in.  to  9  in.),  3  ft, 
$2.25,  $3.50,  $4.25;  2  and  2}^  ft.  (4  in.  to  M 
in.),  $1..35.  $1.80.  $3.15.  $3.85.  $4.75.  $6.10;! 
$8.10.  $11.25,  $13.50,  $18.  $20.25.  $32.50,  $3e.;| 
Single  squares  (4  in.  to  30  in.)  ditto.  Doubld' 
branch  and  double  square  and  Y  pipe  (4  in. 
30  in.).  $1.80,  $2.70,  $4,90.  $6,30.  $7,35,  $10.8ft(: 
$14.40.   $20.   $24,   $32,   $36,   $45.50,  $50.4tfSj 
Syphon,  cesspool,  and  buchan  trap  (4  in.  M 
15  in.),  $3.  $4,  $7,  $9,  $10.50.  $18.  Doubltfi 
syphon,  running  trap,  and  hand  hole  trap  (w\ 
in.   to  12  in.),  $3,  $4,  $7,  $9.  $10.50,  $18;l 

These  prices  are  subject  to  a  discount  of  30 
per  cent,  for  less  than  car  load  lots  delivered, 
and  a  discount  of  from  50  to  53  per  cent,  foa 
car  load  lots  f.o.b.  Montreal.  j 

SUNDRIES  I 

Hard  wall  plaster — $17  per  ton.  Plaster  of  Pat^ll 
$3.15  per  bbl.,  both  less  5  per  cent,  for  cash." 
Rope — Best  Manilla,  39c  basis  per  pound; 
British  Manilla,  33c  basis;  sisal  rope,  2TAc 
basis;  lath  yarn.  27!/2C.  Boiled  linseed  oil — 
in  barrels,  $1.93  per  gal.  of  9  lbs.  Raw  lin-, 
seed   oil — in   barrels,  $1.90^    per  gal. 


WINNIPEG  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — Portland,  $4.00  per  bbl. ;  mortar  c 
ment,  G4c  per  70-lb.  bag,  in  ton  lots;  Keene 
$6.45  to  $13,55  per  bbl,,  depending  on  qua 
ity,     (All  prices  include  bags). 

Lime — White  or  grey,  in  bulk,  45c  per  bushel 
per  barrel.  $2,10  to  $2,40. 

Hydrated  Lime — In  paper  bags,  $16.35  per  ton 
in  cotton  bags,  $19.55. 

Brick — No.    1   dry   pressed,   red   and   buff,  $35 
common  red  stock.  $25;  common  grey  stock 
$12;  No.  1  enamelled  brick,  all  colors,  fro 
$100;  sand  lime,  $12;  firebricks,  $70  to  $90 

CRUSHED  STONE,  SAND,  AND  GRAVEL 
(Including  delivery) 

Crushed  stone — IJ^-in.  to  2-in.,  $2.60  per  yard,, 
34-in.  to  1-in.,  $2.85;  stone  dust,  $2.56;  rub- 
ble stone,  $14.20  per  cord. 

Sand,  gravel  and  torpedo  sand — $2,10  per  jrard. 

Crushed  granite — IV2  and  2-in.,  $2.65;  ^-in.  and 
1-in,.  $2,90;   fi-in.  and  dust.  $3.20. 

Gravel — Per  yard,  delivered.  $1.85. 

Crushed  Granite— lU  and  2-in.,  $2.65;  ^-in.  and 
1-in,,  $2,90;  54-in.  and  dust,  $3.20. 

LUMBER  (BUILDING  MATERIAL) 
(Including  delivery) 
(15  per  cent,  discount  for  cash) 
Flooring — No.  2  red  pine,  4  in.,  $43;  <J  in.,  $48; 
No.  3  red  pine,  4  in.,  $38;  6  in.,  $40;  No.  4 
red  and  white  pine  or  spruce.  4  in.,  $28;  0 
in.,  $32;  No.  1  and  2  fir,  edge  grain,  3  in., 
$60;  4  in.  and  6  in.,  $55;  No.  3  fir,  edge  and 
flat  grain.  4  and  6  in.,  $45;  No.  4  fir  ship- 
lap  grade,  4  and  6  in..  $.32;  common  2x6 
pine,  spruce  or  fir,  4  and  6  in.,  $33;  No.  2 
white  pine,  4  and  (5  in,,  $65;  No.  3,  $45;  No. 
2  red  pine,  4  and  6  in,,  $46;  No.  3,  $40;  No. 
4,  $.32;  No.  5,  $24. 

Dimension  timber  (No.  1  pine,  spruce,  tamarac, 
fir  or  cedar)— 8  x  8,  8  x  10,  10  x  10,  10  x 
12,  12  X  12,  .$38;  10  x  14,  14  x  14,  14  x  16, 
6  X  10,  6  X  12,  8  X  12,  $39 ;  10  x  16,  12  x  16, 
16  X  16.  14  X  18.  16  X  18.  18  x  IS,  20  x  20, 
$40;  6  x  14.  8  X  14.  12  x  IS,  IS  x  20,  $42;  6 
X  16,  6  X  18,  6  X  20.  8  X  16.  8  X  18,  8  x  20. 
10  X  18,  10  X  20,  12  X  20,  14  x  20,  16  x  20. 
$43. 

(Continued  on  page  54) 
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RAILS 


BILLETS 


Concrete  Reinforcement  Bars 

Plain  Round,   Square  and  Cold  Twitted  Squares 

DOMINION  IRON  &  STEEL  COMPANY 


BAR  STEEL 


LIMITED 


Warahcusa  Stock*  i 

SYDNEY,  N.  S. 
MONTREAL.  QUE. 
TORONTO,  ONT. 
FT.  WILLIAM.  ONT. 


Sale*  Offic«*  t 

SYDNEY.  N.  S. 

MONTREAL 
112  St.  James  St. 

TORONTO 
18  Wellington  St..  E. 


Mill*  and  General 

Office*  I 

SYDNEY.  N.  S. 


WIRE  NAILS 


and  other 


WIRE  PRODUCTS 


Modern  Bridge  Construction 

The  services  of  our  bridge  engineering  and  building  organization  are  at  the  disposal  of  industrial, 
private  or  municipal  bodies,  in  any  connection  vkfhere  they  could  be  used  to  advantage.  The  above  is  an 
illustration  of  a  recent  bridge  constructed  by  our  company  at  Granby,  Quebec,  for  an  industrial  company. 
This  was  later  approved  by  the  municipality  and  taken  over  by  them.  This  is  another  instance  of  good 
engineering  and  careful  construction.  We  shall  be  glad  to  advise  you  regarding  any  bridge  work  you  have 
in  hand. 

MacKinnon,  Holmes  &  Company,  Limited,"''b'':r''^ 


54 


THE   CONTRACT  RECORD 


June  5,  19i8il 


CURRENT  PRICES  OF  BUILDING  AND  ENGINEERING  MATERIALS— continued 


(Continued  from  page  52) 
Pine — 1-in.  common,  6  to  10  in.,  $105;  12  in., 
$110;  pine  trim  4-in.  casing,  $3.70  per  100 
ft.;  5]4-in.  ditto,  $4.40;  8-in.  pine  base,  $6; 
10-in.,  $7;  4-in.  pine  window  stool,  $7.50. 
Shingles— Nfl.  1  B.  C.  cedar,  $4;  No.  2,  $3.50; 
No.  1  B.  C.  cedar  dimension,  $5.50;  hand- 
sawn,  $7. 

STEEL  AND  IRON 

Steel— Round  bars,  $5.25  per  100  lbs. ;  square 
twisted,  $5.25  per  100  lbs. ;  channels  and 
angles,  $5.50;  beams,  $5.25;  plates,  $8.25  per 
100  lbs. 

Cast  Iron  Pipes — Standard  price,  car  load  lots, 
f.o.b.  Winnipeg,  $38  per  ton. 


SEWER  PIPE 

Sewer  Pipe — Wholesale  price  f.o.b.  Winnipeg,  per 
ft.,  3  in.,  9  cents;  4  in.,  11  cents;  5  in.,  16 
cents;  6  in.,  IS'/j  cents;  8  in.,  30  cents;  9  in., 
35  cents;  10  in.,  40  cents;  12  in.,  50  cents; 
15  in.,  75  cents;  18  in.,  $1.00;  20  in.,  $1.50; 
24  in.,  $2.00. 

SUNDRIES 
(Including  delivery) 

Hard  Wall  Plaster— $19  to  $22.50  per  ton  ;  Plaster 
of  "Paris,  $20.50  per  ton;  in  barrels,  $4.40  per 
bbl.  of  320  lbs. 

Plasterers'  Hair — $3,30  per  bale;  90c  per  bushel. 


PAINTS  AND  OILS 

Boiled  linseed  oil— In  bbls.,  $2.00  per  gal.  of  9 
lbs. 

Mixed  Paint— Per  gal.,  $3.55  to  $3.85. 

Raw  linseed  oil — In  bbls.,  $1.98  per   gal.;  red 

lead,  dry,  $15.00  per  100  lbs.;  in  oil,  20^4c; 

putty  in  bulk.  Standard,  $5.00;  Pure,  $6.00; 

Turpentine,  in  bbls.,  95c  to  $1.00. 
White  lead— Ground  in  oil,  $16.85  per  100  lbs. 


VANCOUVER  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — Grey  Portland,  $2.80  per  bbl.  f.o.b.  ware- 
house, sacks  extra ;  Keens  cement,  $9.00  per 
bbl.,  sacks  extra;  fine  white,  $8.00  per  bbl.  of 
300  lbs. ;  superfine,  white,  $9.50  per  bbl. ; 
white  Portland  cement,  $2.80  per  bbl.  of  250 
lbs.,   sacks  10c  extra,  f.o.b.  Vancouver. 

Lime — $1.90  per  bbl.  f.o.b.  warehouse  or  delivered. 

Brick— Common  red  brick,  $14.50  to  $16.00  f.o.b. 
warehouse ;  $16.50  and  up  in  car  lots  f.o.b. 
Vancouver;  pressed  red  brick,  f.o.b.  wharf 
Vancouver;  pressed  buflf  brick,  $45  at  ware- 
house; $33  in  car  lots;  tapestry  brick,  $45  at 
warehouse;  impervious  brick,  $45  f.o.b.  build- 
ings; fire  brick,  $45  in  car  lots,  $50  in  ware- 
house ;  fire  clay,  $1(5.00  per  ton  in  car  lots. 

SAND  AND  GRAVEL 

Sand — Brick  and  plaster  sand  $2.50  per  cu.  yd. 

f.o.b.  bunkers. 
Gravel — $2.50  per  yard  delivered. 

LUMBER  (Building  Material) 
Vancouver  prices,  f.o.b.  mills : 
Dimension  timber — Douglas  fir — 8  x  8,  $29;  10  x 
10,  $29;  10  X  12,  $29;  10  x  14,  $29.50;  12  x 
12,  $29;  14  x  14,  $29.50;  14  x  16,  $.30.50;  6  x 
10,  $29.50;  6  x  12,  $30;  8  x  10,  $30;  8  x  12, 
$29.50;  10  X  16,  $31;  12  x  16,  $31;  16  x  16, 
$30.50;  6  X  14,  $31;  8  x  14,  $31;  12  x  18,  $32; 
IS  X  20,  $33;  14  x  20,  $32.50;  16  x  18,  $32.50; 
10  X  20,  $.33.50;  18  x  18,  $32.50;  20  x  20, 
$32.50;  24  x  24,  $33. 

Fir  Flooring- 1  x  3  edge  grain,  $48;  1  x  4,  $48; 
1  X  4  flat  grain,  $35;  No.  1  and  2,  1-inch 
clear  fir  double  dressed,  $46;  No.  1  and  2, 
I'A  and  lyi  inch  fir  double  dressed  $46; 
2-inch  fir  double  dressed  $46;  fir  lath,  .$2.25; 
spruce  lath,  $3.50;  cedar  lath,  $3.50;  B.  C. 
cedar  shingles,  XX,  $2.00;  XXX,  $3.00; 
XXXXX,  $3.60. 


STEEL  AND  IRON 

Vancouver  prices  f.o.b.  warehouse: 
Steel — (round  and  square  bars)  $6.50  base ;  twi. 

ed  and  deformed,  $6.50  base ;  structural  S( 

tions,  $8.00. 
Galvanized  iron — 28  gauge,  $10.85  per  100  lbs. 
Corrugated  iron — 26  gauge,  6,  7  and  8  ft.  sheet 

$10.40 ;  9  and  10  ft.  sheets,  $10.05  per  squai 

Black  steel  sheets,  24  gauge,  $9.00  per  li 

lbs. 

Steel  angles —  $8.00  per  100  lbs.,  depending  i 
size,  quantity  and  specifications. 

Steel  channels,  beams — $8.00  per  100  lbs.,  depen 
ing  on  size,  quantity  and  specifications. 

Steel  plates— $12.00  to  $15.00 


SEWER  PIPE 


i 


Sewer  pipe — Vancouver  prices  f.o.b.  warehoiajl 
4-in.,  15c  per  ft.;  6-in.,  25c  per  ft.;  8-in.,  Wl 
ft.;  10-in.,  45c  ft.;  12  in.,  55c  ft.;  IS-ial 
$1.10  ft.;  18-in.,  $1.30  ft.;  20-in.,  $1.55  td 
24-in.,  $2.30  ft.  (all  net  prices).  . 

^  I 


SUNDRIES 


Vail 


Hard  wall  plaster — $16.50  in  car  lots  f.o.b. 

couver,  bags  extra. 
Hydrated  lime— $16.00  in  car  lots. 
AIca  lime — $16  per  ton. 

Plaster  of  Paris — Hammer  brand,  $4.50  per 
Finishing  Plaster — $19  per  ton,  sacks  extra. 
Welsh  slate — $15.00  per  square,  f.o.b.  Vaiicou 
Rope,  Manilla,   5^  in.,  40c  base;   }4  in.,  40}i 
in.,  41c;  '/i  in.,  41j4c;  2nd  grade,  3' 
base;  sisal  rope,  29j^c  base. 


PAINTS  AND  OILS 

Boiled  linseed  oil — In  bbls.,  $2.25  per  gal.  oti 
lbs. 

Mixed  Paint— Per  gal.,  .$3.70  to  $4.25. 

Raw   linseed   oil — In   bbls.,   $2.00  per 

lead,dry,  $15.00  per  100  lbs.;  in  oil,  '/O'/il 
putty  in  bulk.  Standard,  $5.00;  Pure,  $G.O' 
Turpentine,  in  bbls.,  $1.00. 

White  lead— Ground  in  oil,  $17.35  per  100  lbs.. 


gal. 


Sewer 
Pipes 


ALL  SIZES  OF  PIPES  and  CONNECTIONS  from  4  inch  to  30  inch  always  IN  STOCK 

High  Grade  Salt  Glazed  Vitrified  Sewer  Pipes  and  connections  are  a  specialty 
with  us.  We  also  manufacture  culvert  pipes,  inverts,  flue  linings,  stove  linings, 
fire  bricks,  locomotive  blocks,  guUey  traps,  range  bricks,  cupola  linings,  wall 
coping  and  all  kinds  of  vitrified  and  fire  clay  goods.  Prompt  shipments  on  all 
goods. 

Vitrified  Hollow  Building  Blocks 
Ground  Fire  Clay,  in  Bulk  or  Bagged. 
"Amco"  Segment  Sewers— From  30"  to  108"  diameter 
Send  for  Illustrated  Book  on  "Building  Segment  Sewers" 

Standard  Clay  Products  Limited 

THREE  SEWER  PIPE  FACTORIES  :  St.  Johus,  P.  Q.,  aud  Ncw  Glasgow,  N.  S. 

ALSO  FIRE  CLAY  FACTORY  AT  ST.   JOHNS,    P.  Q. 
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Canada  Iron  Foundries,  Limited 


CAST  IRON  PIPE 


Head  Office 

Mark  Fisher  Building 
MONTREAL 


Car  Wheels,  Cast  Iron  Water  and  Gas  Pipe,  Specials,  Valves,  Hydrants,  etc..  Castings 
of  all  kinds,  Mooring:  Bollards  for  both  Concrete  and  Wooden  Docks 


Made  in  Canada 
Conduit 


Orpen  Conduit  .Co.,  Limited 


Toronto 


Engineers  &  Contractors,  Limited 

102  Prince  William  Street,  ST.  JOHN,  N.  B. 

E.  R.  REID,  President  E.  M.  ARCHIBALD,  Chief  Engineer 

The  Moncton  Bridge  Foundations 

were  built  by  our  firm 

We  are  equipped  both  in  plant  and  organization,  for  difficult  foundation  work,  water  power  develop- 
ments, tunnels,  industrial  plants,  etc. 
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Civil 

Contractors 

Electrical 

Directory  or  Lngineers 

Special 

Mechanical 

Interests 

Chipman  &  Power 

Civil  Engineers 

TORONTO  WINNIPEG 

Willis  Chipman.      Geo.  H.  Power. 


James,  Loudon  &  Herlzberg,  Ltd. 

CONSULTING  ENGINEERS 
36  Toronto  Street    -    TORONTO,  CAN. 

Water  Supply  and  Purification;  Sewerage 
Systems ;  Municipal  and  Trade  Waste 
Disposal  Plants;  incinerators;  Pavements; 
Bridges  and  Structural  work,  including 
Reinforced  Concrete. 


GENT&CO.LTD. 

"Faraday  Works" 

LEICESTER,  ENGLAND 

Electric  Clocks 

C  iblej  :  '  Lodestone,  Le'icester" 


H.  J.  Griswold, 

Montreal. 


B.  W.  Seton, 

Toronto. 


DOMINION  ENGINEERING 
&  INSPECTION  CO. 

Inspecting  and  Testini;  Kniineera 
Head  Office  and  Laboratorlea, 
ISO  Lagauchetlere  St.  West,  Montreal. 

BRANCH  OFFICES: 
24  Adelaide  Street  East  Toronto. 
806  Union  Trust  Building,  Winnipeg 
CEMENT  TESTING  AND  REIN- 
FORCED CONCRETE  jj^SPECTION 
MILL   SHOP  AND  PIELd  INSPEC- 
TION OF  STEEL  STRUCTURES 
AND  BRIDGES 
TESTS  AND  INSPECTION  OF  IRON 

AND  STEEL  PIPE,  ETC. 
LOCOMOTIVES,  CARS,  NEW  AND 

SECOND-HAND  EQUIPMENT 
■Represented  at  New  York,  Pittsburgh  and 
Chicago;  Glasgow  and  London,  Eng. 


T.  S.  Giimths    N.  II.  Manning    L.  J.  Rogers 

CANADUN  INSPECTION  and 
TESTING  COMPANY 

Inspecting,  Testing 
Metallurgical  &  Chemical  Engineers 

yMill,  Shop  and  Field  inspection  of  bridges 
and  structural  work.  Mill  inspection  of 
rails  and  track  supplies.  Foundry  inspec- 
tion of  castings,  pipes,  etc.,  expert  exam- 
ination and  reports. 

f)ur  Physical,  Chemical  and  Cement  Lab- 
oratories are  fully  equipped  to  undertake 
alt  kinds  of  tests. 

Principal  Offices  and  Laboratories 
MONTREAL     aid  TORONTO 


R.  S.  &  W.  S.  LEA 

Consultingr  Engineers 

Water  Supply  ;  Sewerage  and  Drainage  ;  Water 

Purification;  Disposal  of  Sewage  and  Refuse ; 

Water  Power  Developments  and  Power  Plants. 
Reports,  Designs,  Supervision  of  Construction 
New  Birk*  Bldg.  Telephone 

MONTREAL,  P.Q.  Uptown  783 


FRANK  BARBER 

Bridge  and  Structural  Engineer 

Steel  and  Reinforced  Concrete  Bridges  and 
Buildiniis,    Foundations,    Municipal  Worl< 

40  JARVIS  STREET,  TORONTO 


Robert  W.  Hunt 
President 


Charles  Warnock 
Treas.  &Gen'lMgr. 


Robert  W.  Hunt  &  Co. 

Limited 

Consulting  and  Inspecting  Engineers, 
Chemists  and  Metallurgists 

Expert  inspection  and  tests  of  all  structural 
materials  and  mechanical  equipment. 

Reports  on  Properties  and  Processes 

Head  Office  and  Laboratories : 
McGill  Building,  Montreal 
Branches : 

Toronto         Vancouver         London,  England 


McAllister  &taylor 

ENGINEERS  &  CONTRACTORS 
J.  W.  McAllister  John  Taylor, 

,  M.  Am.  Soc.  C.  E. 

37  Sun  Life  Bldg.,   HAMILTON,  ONT. 
Harbor    Improvements    and  Dredging 
Dams,   Piledriving,   Concrete  Work  and 
Excavation.     Under-water  construction  by 
Taylor  patent  compressed  air  caisson  method 


Anglins  Limited 

Contracting  Engineers 

65  Victoria  St.  MONTREAL 


Power  &  Son, 

Architects  and  Building  Surveyors 

Msrohanti  Bank  Chambers, 

Kingston,  Canada 


Reid  &  Brown  Structural  Steel 
&  Iron  Works,  Limited 

We  carry  a  large  stock 

Steel  Beams,  Channels,  Angles, 
Plates,  Columns,  etc. 

FOR  IMMEDIATE  SHIPMENT 
Officeand  Worka-SS  Esplanade  E,  TORONTO 
Phonas— Main  904 and  905 


R.  O. 
WYNNE  -  ROBERTS 
Consulting  Engineer 

40  JARVIS  STREET 

TORONTO 

Water  Supply,  Sewerage,  Sewage  Dis- 
posal, Civic  and  General  Engineering, 
Arbitrations,  Investigations,  Valuations, 
Reports,  etc. 


I 


1  '^^1 II  <^ 

SASH 

OPERATING  MACHINERY 

of  all  kinds 

KING  CONSTRUCTION  CO 

40  Dovercourt  Rd.,  TORONTO 


Milton   Hersey  €o.,  Ltd. 

Engineers,  Chemists,  Inspectors 

PAVING 

designed,  superintended.  Inspected. 
Montreal  Winoipes  New  York 


Crushed 
Stone 

BRICK 


T.  A.  Morrison  &  Co.,  ^"^SVt'r-eVl^' 


This  Directory 
will  bring  you 
BUSINESS 

Keep  your  name  and  your  busi- 
ness prominently  before  live 
prospects  by  placing  an  an- 
nouncement in  our  "Directory  of 
Engineers."  Rates  and  inform- 
ation will  be  sent  on  request. 

Contract  Record 

&  Engineering  Review 
347  Adelaide  St.  W.  TORONTO 
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Built  for  CP. R.Montreal 


CANADIAN 
CHICAGO  BRIDGE  &  IRON  CO. 

Limited 
BRIDGEBURG,  ONTARIO 
Our  Specialty  Is  the  Design,  Manufacture 
and  Erection  of  Elevated  Steel  Tanks 
for  Municipal,  Rallroadand  Factory  Service. 
We  also  design,  manufacture  and  construct 
Oil  Tanks,  Coaling  Stations,  Bridges,  Turn- 
tables, Building  and  Structural  ^Uterlal. 

"  Write  our  nearest  Sales  Office  for  prices,  plans 
and  specifications.  Our  catalogue  No.  15  gladly 
mailed  to  you  upon  request." 

Sales  Offices  :  — 
Bridgaburg.  Ontario.  130  Janet  Street 

Chicago,  Illinois,   1306  West  105th  Street 
New  York,  N.  Y.,  30  Cliureli  Street 

Shops:— BridBabufff,  Onl. 
Chicago,  111.  GreenvUl*,  Pa. 


The  Maritime  Bridge 

Company,  Umited 

Manufacturers  and  Erectors  of 

Steel  Railway  and  Highway  Bridges, 
Buildings,  Girders,  Trusses,  Towers, 
Turntables,  Tanks,  Smoke  Stacks, 
Riveted  Pipe,  and  Structural  Steel  and 
Plate  Work  of  all  descriptions. 

We  have  the  only  complete  stock  of 
Steel  Shapes,  Plates  and  Bars  in  the 
Maritime  Provinces. 

Office  and  Plant : 

New  Glasgow,  Nova  Scotia 


"Galvaduct"  and  "Loricatcd" 

Conduits 

for  Interior  Construction 

Conduits  Company,  Limited 

Sole  Manufacturers  under  Canadian  and  U.  S.  Letters  Patent 

Toronto      -  Canada 


Standard 
Wires  and  Cables 

iiii  hi'lu  ;i  (  ompktc  litic  iji  bare 
and  insulated  electrical  conduc- 
V)rs  for  all  classes  of  service,  al- 
so cable  accessories.  We  also 
manufacture  copper,  and  brass 
tubes  and  rods,  extruded  brass 
shapes,  etc.  We  are  in  a  posi- 
tifjn  to  serve  all  users  of  these 
products  to  Rood  advantage. 
Write  our  nearest  olVn  e 

Standard  Underground  Cable  Co.  of  Canada 

Limited 
Hamilton,  Ont. 

Montreal,  Toronto,  Hamilton,  Seattle. 


STRUCTURAL  STEEL 

and 

BRIDGE  BUILDERS 


Illlllllllllll^^^ 

Capacity  18,000  Tons. 

We  build  and  erect  all  kinds  of  Structural  Steel,  Bridges, 
Roof  Trusses,  Bank  and  Office  Railings,  Stair 
Work,  Elevator  Grilles,  Fire  Escapes,  etc. 

Over  5,000  Tons  in  Stock  of 

Beams,  Column  Sections,  Angles,  Tees,  Plates,  Bars, 
Checkered  Floor  Plates,  etc. 

McGregor  &  Mclntyre,  Limited 


1139  Shaw  St. 

Telephone  Hillcrest  1614 


TORONTO,  CAN. 
-1615—1616. 


BITUNAMEL 

Unsurpassed  for  waterproofing  foundations  and  prevent- 
ing rust  and  corrosion  on  exposed  iron 
and  metal  work. 

WRITE  FOR  SAMPLE 

The  Ault  &  Wiborg  Co.  of  Canada 
Ltd.,  Varnish  Works 

Montreal  TORONTO  Winnipeg 
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Ideal  Surface  for  Macadam  Roads 

Macadam  roads  dust  on  the  surface  so  that  constant  repairs  and  attention  are 
necessary.  Use  Fiuxphalte.  It  binds  the  surface  perfectly  making  a  roadway 
like  asphalt  pavement.  Wears  for  years  longer  and  saves  great  expense  in 
low  upkeep  of  road.     Write  for  illustrated  booklet  and  further  particulars. 


PML' 


I@1LB  CaHBIlSfMMTi  f@E 

B©Mi  ©P  TRMii  11 


HIMCM  IMli  ©H,  C9  Imrm 


To  Secure 
ECONOMY  and  DURABILITY 


Construct  Your 


SEWERS 


from 


Reinforced  Concrete  Pipe 

Manufactured  by 

Dominion  Concrete  Co. 


Limited 


KEMPTVILLE 


ONTARIO 


"Better  good  pipe  at  a  fair 
price  than  poor  pipe 
at  any  price. " 

N.  B.  The  adjolntnsr  Illustration  shows  a  line  of  42-ln.  plpa 
In  a  trench  ready  for  fUllnE. 


llll- 


T  hi:   C  ()  N'  'I'  R  A  C  T    R  I".  C' )  \i  I ) 


:1|Ijrnbull  Elevator. 

MANUFACTURING  CO  TORONTO 


Turnbull 

Elevators 

Economical  and  Practical 


The  leading  elevator  today  is  the  Turn- 
bull.  It  is  the  result  of  many  years  of 
practical  experience  in  the  production 
of  elevators  and  by  experimenting  we 
have  secured  the  maximum  of  strength 
with  the  minimum  of  weight.  Turnbull 
elevators  are  built  rigid  and  strong; 
THEY  RUN  TRUE  and  are  giving  satis- 
faction wherever  in  use.  Turnbull  ele- 
vators are  reliable  because  every  inch  of 
material  used  is  inspected  and  tested  by 
experts. 


We  will  he  glad  to  supply  literature,  plans  and  prices  of  our 
various  models.    Inquire  today 

Turnbull  Elevator  Manufacturing  Co, 


126  John  St.,  TORONTO,  Ontario 


Montreal  Office 


202  Mappin  &  Webb  BIdg. 
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"DOMINION"Wire  Rope 

Repeat  orders  tell  their  own  story 

Use  our  WIRE  ROPE  on  any  job 

Its  DURABILITY  has  been  proved 
in  its  extensive  use. 


The  Dominion  Wire  Rope  Company,  Limited 


MONTREAL 


TORONTO 


WINNIPEG 


"C  H.  &  E." 

Contractors  Equipment 


HOISTS 


Either  Gasoline  Engine 
or  Electric  Motor  Driven 


MATERIAL  ELEVATORS 

Either  Single  or  Double  Cage 

MORTAR  MIXERS 


"MARION"  Shovels 

for  all  classes  of  work 

"Ransome'^  Concrete  Mixers 
"Andrews^^DriU  and  Tool  Steel 


Branch : 
108  Mail  Building 
TORONTO 

Telephone  Adelaide  840 


Head  Office 

MONTREAL 


NATIONAL  IRON  CORPORATION,  LIMITED 

Head  Office,  Works  and  Docks: -TORONTO 


Every  Size  of  Cast  Iron  Pipe  for  Water,  Gas,  Culvert  or  Sewer,  Carried  in  Stock  at 
Lake  or  Rail  Shipments     MONTREAL,  TORONTO  and  PORT  ARTHUR 


[      m  \  y 
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Classified  Directory  to  Advertisements  Page  6 


THE   CONTRACT  RECORD 


June  12,  1918 


"BEATTY" 

Auxiliary  Ship  Machinery 

Cargo  Winches 
Warping 
Winches 
Anchor  Wind- 
lasses 
Ash  Hoists 

Also 

Hoisting  Engines, 
Electric  Hoists, 
Steel  Derricks, 
Derrick  Irons, 
Clamshell  Buckets, 

Let  us  know  what  you  want 
along  this  line 
We  will  tender  promptly 

Ash  Hoist  for  ships  now  being:  built  in  Canada. 
—   Agrents  — 

H  E.  Plant,  Montreal.  Que.  R.  Hamilton,  Vancouver       14*      RPAXXY  Jfe-    ^OM^    I  XFi      AA/TI  I    A  MF) 

E.  Leonard  &  Sons.  St.  John.  N.B.     Kelly-Powell,  Winnipeg:  OI-i/^  1   I   1    Ot    tJXjk^Of  Lt  I  U,f    YV  MliLiL,I\.l\Lf 


Now  on  Munitions 

LYMBURNER,  LIMITED 

The  well  known  manufacturers  of  ornamental  metal  work  and 
special  machinery  are  entirely  occupied  making  munitions, 
and  cannot  execute  orders  for  above  work  until  a  later  date, 
when  they  will  be  glad  to  receive  enquiries  and  will  again 
produce  first  class  Metal  Specialties  of  Every  Description — 
Machinery,  Tools  and  Gauges. 

360  St.  Paul  St.  E.       -  MONTREAL 
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Engineering  Needs 

When  the  demand  for  some  rubber  need 
becomes  urgent,  it  is  some  satisfaction  to 
know  that  a  prompt  service  is  assured  if 
your  "hurry-up"  order  is  placed  with  the 
Dominion  Rubber  System.  Our  nearest 
branch  will  take  care  of  such  orders  in  a  way 
that  will  be  eminently  pleasing  to  you  and  to 
those  you  try  to  serve. 

But  when  service  goes  in  hand  in  hand 
with  quality  and  value,  there  is  every  reason 
for  buying  the  Dominion  Rubber  System 
products.  In  that  respect,  whatever  the  need 
in  rubber  may  be,  we  serve  your  interests  to 
the  best  advantage. 

It  will  pay  you  well  to  keep  in  touch  with  our  nearest 
branch.    Even  the  smallest  order  receives  our 
careful  consideration  and  attention. 

Canadian  Consolidated  Rubber  Co. 

LIMITED 
Head  Office    —  MONTREAL 

BRANCHES  at  Halifax,  St.  John,  Quebec,  Ottawa,  Toronto, 
Hamilton,  Kitchener,  London,  North  Bay,  Fort  William, 
Winnipeg,  Brandon,  Regina,  Saskatoon,  Calgary,  Lethbridge, 
Edmonton,  Vancouver,  Victoria. 
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London  Concrete  Mixers 


London  Concrete  Mixers  may  cost  more  to  buy 
but  they  are  cheaper  in  the  end,  as  they  are  built 
to  run  for  years  without  repairs  or  breakdowns. 


Every  mixer  sold  sells  10  more.  Seventeen  London 
Mixers  are  now  being  used  on  the  Winnipeg  Aqueduct, 
the  largest  concrete  job  ever  attempted  in  Canada. 
There  is  a  reason  for  it. 

We  build  23  different  sizes  of  Concrete 
Mixers  and  a  full  line  of  Concrete  Machinery 

London  Concrete  Machinery  Co.,  Ltd.,  Dept.  7,  London,  Ont. 

WORLD'S  LARGEST  MANUFACTURERS  OF  CONCRETE  MACHINERY 

AGENCIES 

R.  R.  Power,  Halifax,  N.S.  Rene  Talbot,  Quebec,  Que. 

The  Foss  &  Hill  Machinery  Company,  Montreal,  Que.  The  General  Supply  Company  of  Canada,  Winnipeg,  Man. 

The  General  Supply  Company  of  Canada,  Ottawa,  Ont.  The  B.  C.  Equipment  Company,  Vancouver,  B.C. 


London  Con- 
crete Mixer 
with  Power 
Loader  built  in 
five  sizes  and    with  any  equipment. 

Send  for  Catalogue  No.  1-L. 


Cut  this  Adv.  out  and  save  for  reference! 


List  of  Wettlaufer  Improved  Machinery 

ALL  MADE  IN  CANADA-BY  CANADIANS-WITH  CANADIAN  CAPITAL 


BELT  CONVEYORS 
BOILERS 

BLOCK  MACHINES 
BRICK  C.^RS 

BRICK  MACHINES  (POWER 
PRESS) 

BUILDERS  AND  CONTRACTORS 

SUPPLIES 
CARS  (BRICK) 
CARS  (TILE) 

COMBINED  PAVIN(;  MIXER  and 

ROAD  ROLLER 
CONCRETE  MIXERS 
CONTINUCJUS  MIXERS 
CONTRACTORS  AND  BUILDERS 

SUPPLIES 
CONVEYORS  (BELT) 
CENTRIFUGAL  PUMPS 
CRUSHERS  (MOUNTED) 
C  R  U  S  H  E  R  S   ( S  'I"  A  T 1 0  N .  \  R  Y ) 
CRUSH  I  N(;  ROLLS 
DIAI'HRA(iM  PLIMPS 
ELECTRIC  HOISTS 
ELEVATORS 
ICNGINES  ((iASOLlNE) 
ENGINES  (STEAM) 
(iASOLINE  EN(;iNES 
(iASOLINE  HOLSTS 
HANI)  BRICK  MACHINI'S 


HAND  MIXERS 
HOISTS  (ELECTRIC) 
HOISTS  (GASOLINE) 
HOISTS  (STEAM) 
MACHINES  (BLOCK) 
MACHINES  (BRICK) 
MACHINES  (TILE) 
MIXERS  (CONCRETE) 
MIXERS  (CONTINUOUS) 
MIXERS  (HAND) 
MIXERS  (PAVING) 
MIXERS  (PAVING  AND  ROAD 

ROLLER  COMBINED) 
MIXERS  (STANDARD) 
MOTORS 

PAVING  MIXER  AND  ROAD 
ROLLER  (COMBINED) 

PAVING  MIXERS 

POWER  PRESS  BRICK  MACH- 
INES 


PUMPS  (CENTRIFUGAL) 
PUMPS  (DIAPHRAGHM) 
PUMPS  (STEAM) 
REVOLVING  SCREENS 
ROAD  ROLLER  AND  PAVING 

MIXER  (COMBINED) 
ROLLER  (ROAD) 
ROLLS  (CRUSHING) 
SCREENS  (REVOLVING) 
SIDEWALK  TOOLS 
STANDARD  MIXERS 
STEAM  ENGINES 
STEAM  HOISTS 
STEAM  PUMPS 

SUPPLIES  (BUILDERS  and  CON- 
TRACTORS) 
TILE  CARS 
TILE  MACHINES 
TOOLS  (SIDEWALK) 


For  further  particulars  address 

WETTLAUFER  BROS. 

178  SPADINA  AVENUE         -         -  TORONTO 

Branches  or  Agents  in  Most  Cities  Four  Factories  in  Canada 
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MERCHANT 


IRON  &  STEEL 

BARS 

OF  EVERY  DESCRIPTION 


Get  our  Stock  List 


BAINES  &  PECKOVER 


Warehouses — 

98-116  Esplanade 


IRON  AND  STEEL  MERCHANTS 

TORONTO 


Yards — 

Harbor  District 


THE   CONTRACT  RECORD 


June  12,  1918 


CLASSIFIED  INDEX  TO  ADVERTISEMENTS 

The  following  regulations  apply  to  all  advertisers:— Eighth  page,  every  issue,  three  headings; 
quarter  page,  six  headings;  half  page,  twelve  headings;     full     page,    twenty-four  headings. 


Acetylene  Gai 

The  Preit-O-Lite  Co.,  Inc. 
Air  Compressori 

Can.  Ingersoll-Rand  Co.,  Ltd. 
Canadian  Allii-Chalmer»,  Ltd. 

Aluminium 

Spielmann  Agencie»  Regd. 

Air  Hoists 

Canadian   Ingersoll-Rand  Co. 
Northern  Crane  Works 
Architectural  Iron  Works 

Canadian  Allis-Chalmers  Ltd. 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Architectural  Terra  Gotta 

Toronto  Plate  Glass  Imp'tg  Co. 

Asbestos  Shingles 

Asbestos  Mfg.  Company 

Ash  Hoists 

Gillis  &  Geogliegan 

Asphalt 

Asphalt  &  Supply  Company 
Imperial   Oil   Company,  Ltd. 

Axes 

Canada    Foundries    &  Forgings, 

Bar  Iron 

Baines  &  Peckover 

Canadian  Steel  Foundries,  Ltd. 

Beam  Spaas 

MacKinnon  Holmes  &  Co. 

Blast  Hole  Drills 

Hopkins  &  Co.,  F.  H. 

Blocks  (Wire  and  Manilla  Rope) 
Hopkins  &  Company,  F.  H. 

Blowers  and  Compressors 

Canadian  Blower  and  Forgs  Co. 
Can.  Ingersoll-Rand  Co.,  Ltd. 
Sheldons  Limited 

Boilers 

Beatty  &  Sons.  M. 

Canadian  Allis-Chalmers  Ltd. 

Inglis  Company,  John 

Marsh  Engineering  Works,  Ltd. 

McDougall  Caledonian  Iron  Wks. 

Mussens  Limited 

Waterous  Engine  Works  Co. 

Williams  Machinery  Co.,  A.  R. 

Boiler  Compound 

Beveridge  Paper  Co.,  Ltd. 

Boiler  Covering  (Magnesia,  Asbes- 
tos, Wool,  Felt,  etc.) 
Asbestos  Mfg.  Company 
Boiler  Inspection 

Trades  &  Labour  Branch  Dept., 
Public  Works. 

Boxes — Junction 

Standard  Underground  Cable  Co. 
of   Canada,  Limited 

Brick  Dryers 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Brick  Machinery  and  Supplies 
Sheldons  Limited 

Bridges 

Canadian   Allis-Chalmers  Ltd. 

Bridges  (Steel) 

Canadian  Bridge  Company 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoincs  Bridge  &  Iron  Co. 
MacKinnon-Holmes  &  Co. 
Manitoba  Bridge  &   Iron  Works 
Maritime   Bridge  Company 

Buckets 

Beatty  &  Sons,  M. 
Hopkins  &  Co.,  F.  H. 
Manitoba  Bridge  &  Iron  Works 

Buckets— Steel 

MacKinnon  Holmes  &  Co. 
Marsh  Engineering  Works,  Ltd. 

Cable 

Dominion  Wire  Rope  Co.,  Ltd. 
Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Car  Couplers 

Canadian  Steel  Foundries,  Ltd. 


Cable  Terminals 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Cars— Steel  Body 

Marsh  Engineering  Works,  Ltd. 
Williams  Machinery  Co.,  A.  R. 

Car  Wheels 

Marsh  Engineering  Works,  Ltd. 
Steel  Co.  of  Canada  Limited 


Castings — Grey  Iron 

Marsh  Engineering  Works,  Ltd. 

Casements 

Trussed  Concrete  Steel  Co.,  Ltd. 

Cement 

Britnell  &  Company 

Cement,  High  Temperature 
Beveridge  Paper  Co.,  Ltd. 

Cement  Waterproofing 

Barrett  Company,  Limited 
Ideal  Concrete  Machinery  Co. 

Imperial   Oil   Company,  Ltd. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Centrifugal  Pumps 

Bawden  Pump  Company 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 

Chemists 

Canadian  Inspection  and  Testing 
Laboratories 

Coal  Chutes 

Manitoba  Bridge  &  Iron  Works 

Coal  Handling  Apparatus 
Beatty  &  Sons,  M. 

Cold   Storage  Insulation 

Armstrong  Cork  Company 

Compressed  Acetylene  Gas 
The   Prest-O-Lite  Co..  Inc. 

Concrete  Block  Machines 

Cast  Stone  Block  &  Machine  Co. 
Ideal  Concrete  Machinery  Co* 
London  Concrete  Machinery  Co. 

Concrete  Culvert  Pipe 

Blair    Company,  B. 
Dominion  Concrete  Company 

Concrete  Hardener  and  Water- 
proofer 
Beveridge  Paper  Co.,  Ltd. 

Concrete  Mixers  and  Appliances 
Hopkins  &  Co.,  F.  H. 
Ideal  Concrete  Ma'chinery  Co. 
London  Concrete  Machinery  Co. 
Mussens  Limited 

Concrete  Sewer  Pipe 

lilair    Company,  B. 
Dominion  Concrete  Company 

Conduits 

Conduits  Company,  Limited 
Orpen  Conduit  Company 

Connecting  Rods 

Canada    Foundries    &  Forgings, 

Contractors 

Anglins  Limited 
Hate,   McMalion   &  Co. 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 
Wells  &  Gray  Limited 

Contractors'  Plant  &  Supplies 
Beatty  &  Sons,  M. 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Dake  Engine  Company 
Marsh  Engineering  Works,  Ltd. 

Conveying  Machinery 

Canadian   Mathews  Gravity  Car- 
rier Company 

Core  Drills 

Canadian  Allis-Chalmers  Ltd. 
Can.  Ingersoll-Rand  Co.,  Ltd. 


Corrugated  Iron 

Pedlar  People  Limited 

Corrugated  Roofing 
Asbestos  Mfg.  Company 

Cranes,  Travelling  and  Locomotive 
Boving  Hydraulic  &  Engineering 

Company 
Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Northern  Crane  Works 

Crank  Shafts 

Canada    Foundries    &  Forgings, 

Crushed  Stone  and  Granite 

Canada  Crushed  Stone  Corpora- 
tion 

Crushed  Stone,  Limited 
Morrison  Company,  T.  A. 

Crushers  (Stone  and  Rock) 
Canadian  Allis-Chalmers  Ltd. 
Hopkins  &  Company,  F.  H. 
London  Concrete  Machinery  Co. 
Mussens  Limited 

Culverts 

Pedlar   People  Limited 

Damp  Proof  Coating 

Barrett  Company,  Limited 
Imperial  Oil  Company,  Ltd. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Derricks  and  Derrick  Fittings 
Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Northern  Crane  Works 

Dredging  Pumps 

Boving  Hydraulic  &  Engineering 
Company 
Dredges 

Beatty  &  Sons,  M. 

Hopkins  &  Company,  F.  H. 

Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 

Drill  Steel  Sharpeners 

Canadian  Ingersoll-Rand  Co. 

Dump  Cars,  Wheels,  etc. 
Hopkins  &  Company,  F.  H. 
MacKinnon  Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime    Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Sheldons  Limited 

Drift  Pins 

Canada    Foundries    &  Forgings, 

Drying  Apparatus 

Canadian  Blower  &  Forge  Co. 

Elastite 

Carey  Mfg.   Co.,  Philip 

Trussed  Concrete  Steel  Co.,  Ltd. 

Electric  Air  Rock  Drills 

Canadian  Ingersoll-Rand  Co. 

Electric  Impulse  Clocks 

Gent  &  Company,  Limited 

Electric  Water  Systems 

Ontario  Wind  Engine  &  Pump 
Company 

ElectricaK  Specialties 

Spielmann  Agencies  Regd. 

Electrical  Supplies 

Canadian  General  Electric  Co. 

Elevator  Doors 

Ormsby  Company,  A.B. 

Elevators 

Northern  Crane  Works 
Turnbull  Elevator  Company 


; 

Engines 

Canadian  Allis-Chalmers  Ltd.  ! 
Canadian  Blower  and  Forge  Co 
Hopkins  &  Company,  F.  H. 
Inglis  Company,  John 
McDougall  Caledonian  Iron  Wk« 
Waterous  Engine  Works  Co. 

Engineers  (Civil  and  Mechanical) 

Bowman  &  Connor  ■ 

Chipman  &  Power 

Dominion  Engineering  &  Inspec-  I 

tion  Company 
Hunt  &  Co.,  Robt.  W. 
MacKinnon  Holmes  &  Co. 
Milton  Hersey  Co. 
R.  &  W.  S.  Lea 
Wynne-Roberts,*  R.  O. 

Excavators 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 

Exhaust  Heads 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Expanded  Metal 

Baines  &  Peckover 

Pedlar  People  Limited 

Trussed  Concrete  Steel  Co.,  Ltd. 

Fans 

Canadian  Blower  and  Forge  Co 
Sheldons  Limited 

Fibre,  Vulcanized 

Beveridge  Paper  Co.,  Ltd. 

Fire  Brick,  Jointless 

Beveridge  Paper  Co.,  Ltd. 

Fireproofing 

Asbestos  Mfg.  Company 

Fireproof  Doors  and  Windows 
Ormsby  Company,  A.  B. 
Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Fire  Escapes 

Dennis  Wire  &  Iron  Works  Co 
Manitoba  Bridge  &  Iron  Works 
McGregor  &  Mclntyre 

Fire  Escape  Spirals 

Canadian  Mathews  Gravity  Car 
rier  Company 

Fire  Protection  Appliances 
Bickle  Company,  R.  S. 

Flag  Poles 

Ontario  Wind  Engine  &  Pump 
Company 

Flooring  Materials 

Armstrong  Cork  Company 
Imperial  Oil  Company 

Forges 

Canadian  Blower  and  Forge  Co 
Sheldons  Limited 

Forgings,  Steel  &  Iron 

Canada    Foundries    Sc.  Forgings 

Gasoline  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
London  Concrete  Machinery  Co. 
Ontario  Wind  Engine  &  Pump 

Company 

Generators 

Canadian  General  Electric  Co 

Glass 

Toronto  Plate  Glass  Implg.  (  o 

Governors 

Boving  Hydraulic  &  Engineering 

Company 

Gravity  Carriers 

Canadian   Mathews   Gravity  Car- 
rier Company 

(Continued  on  page  S) 
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Water  Tapping  Machine 

{for  Tapping  Mains  Under  Pressure) 


'HE  first  and  only  efficient  machine  for  making  taps  in 
mains  under  pressure — little  more  than  this  need  be 
said.  The  long  bearing  surface  of  the  boring  bar  insures 
the  straight  entry  of  the  cock  into  the  main,  thus  eliminating 
a  common  fault  in  machines  of  this  nature. 

Our  stocks  of  Corporation  Cocks,  Goose  Necks,  Curb 
Cocks,  Service  Boxes,  Service  Clamps,  Etc.,  are  complete. 
We  can  ship  on  receipt  of  order.  Mueller  goods  are 
fully  warranted  and  Mueller  quality  of  rich,  red  metal 
needs  no  further  introduction. 

Send  us  your  specifications  and  let  us  suggest  the  equip- 
ment best  fitted  for  your  needs. 

H.  Mueller  Mfg.  Co.,  Limited 

Sarnia  Canada 


I 

i 


1 


);  Mueller  \ 
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CLASSIFIED   INDEX   TO   ADVERTISEMENTS— Continned 


Hammers  i 

Canada    Foundries    &  Forcings, 

Hammer  Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  IngersoU-Rand  Co. 

Heating  Apparatus 

Canadian  Blower  and  Forge  Co. 

Sheldons  Limited 
Heat  Insulating  Materials 

Armstrong  Cork  Company 

Hoists,  Electric 

Northern  Crane  Works 
Hoisting  Apparatus 

Beatty  &  Sons,  M. 

Canadian  IngersoU-Rand  Co. 

Gillii  &  Geoghegan 

Hopkins  &  Company,  F.  H. 

London  Concrete  Machinery  Co. 

Marsh  Engineering  Works,  Ltd. 

Mussens  Limited 

Northern  Crane  Works 

Williams  Machinery  Co.,  A.  R. 

Hoisting  Engines 
Beatty  &  Sons,  M. 
Canadian  AUis-Chalmers  Ltd. 
Hopkins  &  Company,  F.  H. 
Marsh  Engineering  Works,  Ltd. 

Hollow  Tile 

National  Fire  Proofing  Co. 

Hose 

Can.  Consolidated  Rubber  Co., 
Ltd. 

Hydrants 

Canada  Iron  Foundries 
Gartshore-Thompson  Pipe  Co. 
Kerr  Engine  Company 
McAvity  &  Sons,  T. 

Industrial  Cars 

Hopkins  &  Company,  F.  H. 
MacKinnon-Holmes  &  Co. 

Inspection  Engineers 

Canadian  Inspection  and  Testing 
Laboratories 


Insulation  (Asbestos) 

Asbestos  Mfg.  Company 

Insulating  Compounds 

Imperial  Oil  Company,  Ltd. 
Spielmann  Agencies  Reed. 
Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Industrial  Cars 

Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 

Interior  Finish  and  Doors 

Canadian  Office  &  School  Furni- 
ture Company 

Insulating  Bricks 

Armstrong  Cork  Company 

Jib  Cranes  (all  kinds) 
Nortliern   Crane  Works 

Journal  Wedges 

Canada    Foundries    &  Forgings, 

Kilns 

Canadian  Blower  and  Forge  Co. 
MacKinnort  Holmes  &  Co. 
Sheldons  Limited 

Lead  Pencils 

American  Lead  Pencil  Company 

Lead  (Red  and  White,  Dry) 

Carter  White  Lead  Company 

"Lidgerwood"  Hoists 

Canadian  AUis-Chalmers  Ltd. 

Linabestos  Wallboard 
Asbestos  Mfg.  Company 

Lockers  (Clothes) 

Canada  Wire  &  Iron  Goods  Co. 
Dennis  Wire  &  Iron  Works  Co. 

Lumber  (Asbestos) 

Asbestos  Mfg.  Company 

Machinery  Insulation 

Armstrong  Cork  Company 


Metal  Lath 

Baines  &  Peckover 

Noble,  C.  W. 

Pedlar  People  Limited 

Trussed  Concrete  Steel  Co.,  Ltd. 

Metallic  Roofing 

Pedlar  People  Limited 

Meters,  Water 

McDougall  Caledonian  Iron  Wks. 
Neptune  Meter  Company 

Motors 

Canadian  General  Electric  Co. 

Oil  Tanks 

Boving  Hydraulic  &  Engineering 

Company 
Imperial   Oil   Company,  Ltd. 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 

Ornamental  Iron 

Dennis  Wire  &  Iron  Works  Co. 

Ornamental  Moulds 

Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 

Paints  and  Varnishes 
Dominion  Paint  Works 
Hopkins  &  Company,  F.  H. 
Spielmann  Agencies  Regd. 

Paints  (Bridge  and  Structural  Iron 
and  Pipe  Coating) 

Barrett  Company,  Ltd. 
Dominion  Paint  Works 
Imperia!   Oil   Company,  Ltd. 
Spielmann  Agencies  (Regd.) 

Trussed  Concrete  Steel  Co.,  Ltd. 

Papers  (Building,  Roofing,  Water- 
proof and  Insulating) 
Beveridge  Paper  Co.,  Ltd. 

Paving  and  Paving  Materials 
Asphalt  &  Supply  Company 

Barrett  Company,  Limited 
Carey  Mfg.  Co.,  Philip 

Imperial   Oil   Company,  Ltd. 
Trussed  Concrete  Steel  Co.,  Ltd. 


Pipe  (Concrete,  Iron  ft  Wood) 

Boving  Hydraulic  &  Engineerini 

Company 
Dominion  Concrete  Company 
Gartshore  Thomson  Pipe  Co. 
National  Iron  Works 

Pipe  and  Boiler  Covering! 
Dominion  Paint  Works 

Pencils  (Lead) 

American  Lead  Pencil  Company  ; 

Perforated  Metala 
Canada  Wire  &  Iron  Goods  Co. 

Pile  Driving  Machinery 
Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  IngersoU-Rand  Co. 
Hopkins  &  Company,  F.  G. 
Marsh  Engineering  Workf,  Ltd. 

Pipe  Fittings  and  Flanges 

Pittsburgh   Valve,   Foundry  k 
Construction  Company 

Pipe  Covering  (Magnesia,  Asber-tos 
Wool,  Felt,  etc.) 

Asbestos  Mfg.  Company 

Pipe  Covering  (Cold  and  Steam) 
Armstrong  Cork  Company 

Plumbing  Supplies 

Mueller  Mfg.  Company,  H. 

Planing  Mill  Exhausters 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Plaster 

Britnell  &  Company 

Plug  Drillers 

Canadian  IngersoU-Rand  C«. 
(Continued  on  page  10) 


HOISTING 


OF  ALL  KINDS 


TRAVELING 
DERRICKS 

made  to  your 
specifications 

any  type  desired 

any  size  from  10  to 
50  horse  power 


STATIONARY 
DERRICKS 

Guy  Derricks 
Stiff-Leg  Derricks 
For  hand  power  or 

any  other  power 
Made  in  5  sizes,  for 
timbers  from  8  in. 
to  16  in.  square 


MACHINERY 

FOR  ALL  PURPOSES 

STEEL  BUCKETS 
for  handling  any  kind  of  material,  wet  or  dry.- 

TIPPING  OR  BOTTOM  DUMPING 
BUCKETS 
Made  any  size  or  shape  desired 
STEEL  CARS 
Small  Flat  Cars,  Steel  BodyDump  Cars,  Tip  Cars 
Small  Cars  of  any  kind  made  to  order  to 
customer's  specifications 


HOISTS 


STEAM  HOISTS,  ELECTRIC  HOISTS, 
BELT  HOISTS,  GASOLINE  HOISTS, 
Made  in  7  sizes,  from  10  to  50  H.P. 

HAND  PO,WER  WINCHES 
A  great  variety  of  sizes  and  styles  for  lift- 
ing up  to  15  tons 


Send  for  our  lage  catalog 


Marsh  Engineering  Works,  Limited, 


Established 
1846 


Belleville,  Ont. 


i 
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Pneumatic  Machinery 

Canadian  IngersoU-Rand  Co. 

Power  Engines 

Boving  HydFaulic  &  Eneineeiing 

Company 
IngUs  Company,  John 

Pumps 

Canada    Foundries    &  Forgings. 

Pumps  and  Pumping  Machinery 
American  Well  Works 
T?eattv  &  Sons,  M.  . 
Boting  Hydraulic  &  Engineering 

Company  -  , 

Canadian  AlHs-Chalrners  Ltd 
Canadian  Blower  and  F°'-g= 
Canadian  Ingersoll-Rand  Co. 
Cook,  A.  D. 

Hopkins  &  Company,  t.  ±1. 
Inglis  Company,  John 
McDougall  Caledonian  Iron  Wks. 
Ontario  Wind  Engine   &  Pump 

Company  ^ 
Waterous  Engine  Works  Co. 

Quarry  Machinery 

Canadian  IngersoU-Rand  Co^ 
Hopkins  &  Company,  1*.  a. 

Railway  Supplies 
Can.  Chicago  Bridge  &  Iron  Co. 
Dominion  Iron  &  Wrecking  Co. 
Gartshore,  John  J.      _  „ 
Hopkins  &  Company,  F.  a. 

Reinforcing  Bars 
Baines  &  Peckover 

Reinforcements,  Concrete  and  Steel 

Baines  &  Peckover 
Burlington  Steel  Company 
Canada  Wire  &  Iron  Goods  Co. 
Pedlar  People  Limited  _ 
Steel  Co.  of  Canada,  Limited 
Trussed  Concrete  Steel  Co.,  Ltd. 

Refrigeration  Machinery 

Boving  Hydraulic  &  Engineering 
Company 

Rigging  Screws 

Hopkins  &  Company,  F.  H. 

Riveted  Spant 

MacKinnon  Holmes  &  Co. 

Road  Asphalt 

Asphalt  &  Supply  Company 
Imperial   Oil  Company,  Ltd. 

Road  Oil 

Barrett  Company,  Limited 
Imperial   Oil  Company,  Ltd. 

Road  Mesh 

Baines  &  Peckover 

Road  Machinery 

Hopkins  ti  Company,  F.  H. 
Wateroui  Engine  Works  Co. 

Rolling  Steel  Doors 

Ormshy  Company,  A.  B. 

Roofings  (Plastic  and  Liquid) 
Bevcridge    Paper  Company 

Roofinc  Material 

Asbestos   Mfg.  Company 
Barrett  Company,  Limited 
Bishopric  Wallboard  Company 
Brantford  Roofing  Company 
Carey  Company,  Philip 
Imucrial  Company,  Ltd. 

Noble,  Clarence  W. 
Pedlar  People  Limited 

Roofing,  Rubber 
Beverldge  Paper  Co.,  Ltd. 

Rubber  Ooods 

Barrett  Company.  Limited 
Can.  Consolidated  Rubber  Co., 
Ltd. 


Sash  Machinery 

King  Construction  Company 

Scrap  Iron 

Dominion  Iron  &  Wrecking  Co. 

Screens 

Canada  Wire  &  Iron  Goods  Co. 


Sewer  Pipe 

Britnell  &  Company 
Canada   Iron  Foundries 
Dominion  Sewer  Pipe  Co. 
Gartshore  Thompson  Pipe  Co. 
Hamilton  &  Toronto  Sewer  Pipe 

Company 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
National  Iron  Works 
Ontario  Sewer  Pipe  Company 
Standard  Clay  Products  Ltd. 

Sheathings 

Beveridge  Paper  Co.,  Ltd. 

Sheeting 

Barrett  Company,  Limited 

Shingles  (Asbestos) 

Asbestos  Mfg.  Company 


Ship  Forgings 

Canada    Foundries    &  Forgings, 

Shovels  (Steam) 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 

Silo  Moulds 

London  Concrete  Machinery  Co. 

Skylights 

Pedlar  People  Limited 

Trussed  Concrete  Steel  Co.,  Ltd. 

Slates  (Asbestos) 

Asbestos  Mfg.  Company 

Smoke  Stacks  « 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
MacKinnon,  Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 
Marsh  Engineenng  Works,  Ltd. 
Pedlar  People  Limited 
Waterous  Engine  Works  Co. 

Sprinkler  Tanks  (Steel) 

Can.  Chicago  Bridge  &  Iron  Co. 

Stair  Builders 

Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Steam  Apparatus  and  Specialties 
Canadian  AUis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
McAvity  &  Sons,  T. 
Sheldons  Limited 

Steam  Turbines 

McDougall  Caledonian  Iron  Wks. 

Steel 

Burlington   Steel  Company 
Dominion  Iron  &  Wrecking  Co. 
Hopkins  &  Company,  F.  H. 
Steel  Company  of  Can.,  Ltd. 
Trussed  Concrete  Steel  Co.,  Ltd. 


Steel  Bars 

Baines  &  Peckover 
Burlington  Steel  Company 
Hopkins  A:  Company,  F.  H. 
Maritime  Bridge  Company 
Steel  Company  of  Canada,  I-td. 
Trussed  Concrete  Steel  Co.,  Ltd. 


Steel  Beams 

MacKinnon  Holmes  &  Co. 

Steel  Castings 

Canadian  Steel  Foundries,  Ltd. 

Steel  Pipe 

Can.  Chicago  Bridge  &  Iron  Wks. 


Steel  Plate  Construction 
MacKinnon-Holmes  &  Co. 
Marsh  Engineering  Works,  Ltd. 
Waterous  Engine  Works  Co. 


Steel  Sash 

Ormsby  Company,  A.  B. 

Trussed  Concrete  Steel  Co.,  Ltd. 


Stone 

Britnell  &  Company 


Structural  Iron  and  Steel 
Burlington  Steel  Company 
Canadian  AUis-Chalmers  Ltd. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
MacKinnon-Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 
McGregor   &  Mclntyre 
Reid  &  Brown  Structural  Steel  & 
Iron  Works 


Stucco  Board 

Bishopric  Wallboard  Company 

Swinging  Gears 

Dake  Engine  Company 

Switchboards 

Canadian  General  Electric  Co. 

Tanks  and  Steel  Pipes 

Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  DesMoines  Steel  Co. 
Inglis,  John 

Manitoba  Bridge  &  Iron  Works 
Marsh  Engineering  Works,  Ltd. 
McDougall  Caledonian  Iron  Wks. 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 
Ontario  Wind  Engine  &  Pump 

Company 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co.,  A,  R. 

Telescopic  Hoists 

Black  Building  Supply  Company 
Gillis  &  Geoghegan 

Testing  and  Inspecting  Bureau 
Hunt  &  Company,  Robt.  W. 

Tile  Moulds 

London  Concrete  Machinery  Co. 

Thumb  Screws  and  Nuts 

Canada    Foundries    &  Forgings, 

Towers 

Can.  Chicago  Bridge  &  Iron  Co. 

Transformers 

Canadian  General  Electric  Co. 

Turnbuckles 

Canada    Foflndries    &  Forgings, 

Dominion  Wire  Rope  Company 

Valves 

Canada    Iron  Foundries 
Gartshore-Thomson   Pipe  Co. 
Kerr   Engine  Company 
McAvity  &  Sons.  T. 


Ventilating    &    Heating  Apparatns 
Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 


Varnishes — Insulating 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 


Wagons 

Tiffin  Wagon  Company 

WaU  Board 

Bishopric  Wallboard  Company 

Wallboard   (Asbestos,  Linabestos)^ 

Asbestos  Mfg.  Company 

Water   Level  Apparatus 

Gent  &  Company,  Limited 


Waterproofing 

Barrett  Company,  Limited 
Imperial  Oil  Companj',  Ltd. 
Trussed  Concrete  §teel  Co.,  Ltd. 


Water  Softeners  gnd  Filters 

Manitoba  Bridge  &  Iron  Work» 

Water  Tapping  Machines 
Mueller  Mfg.   Company,  H. 


Water  Turbines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  AUis-Chalmers  Ltd. 
McDougall  Caledonian  Iron  Wks 


Welding  Apparatus 

Prest-O-Lite  Company,  Inc. 

Welding  and  Cutting  Plants 

Prest-O-Lite  Company,  Inc. 


WeU  DriUing  Plants 
American  WeU  Works 
Ontario  Wind  Engine  &  Pump 
Company 


Window  Sash 

Trussed  Concrete  Steel  Co.,  Ltd 


Wires  and  Cables 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 


Wire  Guards  and  Screens 

Canada  Wire  &  Iron  Goods  Co 


Wire  Rope 
Dominion  Wire  Rope  Co.,  Ltd. 


Wrenchei 

Canada    Foundries    &  Forgings, 


Wood  Pipe 

Canadian  Pipe  Company 
Pacific  Coast  Pipe  Company 
Vancouver   Wood   Pipe  &  Tank 
Company 


Wood  Tanks 

Pacific  Coast  Pipe  Company 
Vancouver  Wood  Pipe  and  Tank 
Company 
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DUNDAS  STONE 


Crushed  Stone 

Dundas  Crushed  Stone  has  the  big  advantage  of  being  a  tried 
and  proven  material.  In  miles  of  roadway  throughout  the  pro- 
vince Dundas  Stone  is  making  good.  We  can  give  you  much 
valuable  information  in  this  connection,  if  you  are  interested 
in  good  roads.    Write  to-day. 

Toronto  Agents— Rogers  Supply  Co  Limited, 
38  King  Street  West 

Canada  Crushed  Stone  Corporation 

Limited 

DUNDAS  ONTARIO 


Toronto 
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SPRINKLER 
TANKS 

AND 

TOWERS 

We  are  the  largest  manu- 
facturers in  Canada  of 
both  wood  and  steel  Tanks 
and  substructures  for  fac- 
tory sprinkler  systems 
and  for  Municipal 

RAILROAD  AND 

SUBURBAN 
WATER  SUPPLY 

We  shall  be  pleased  to 
furnish  you  with  all  the 
information  and  data  you 
may  require  on  this  class 

of  work. 

Send  us  your  blue  prints 
for  estimates. 

Send  for  special  Tank  and  Tower  Catalogue 

Ontario  Wind  Engine  &  Pump  Co. 


Toronto  Montreal 


Limited 


Winnipeg  Calgary 


Canadian  Rivet  Forges  are  built  to 
last. 

Easy  running  blower,  powerful, 
uniform  blast,  rigid  steel  plate  con- 
struction. 

Write  for  Catalog  100-12. 

Canadian  Blower  &  Forge  Co. 

Kitcliener,  Ont. 


CONSER  V  E  

USE  HERRINGBONE  Copper  Alloy  LATH 


It  isn't  necessary  to  make  any  allowance  for  lap  when  you  use 
Herringbone  Copper  Alloy  Lath.  The  sheets  are  1^  inches 
longer  than  the  invoiced  8  feet.  The  selvage  edge  is  straight 
and  true  and  these  selvages  interlock,  so  that  wiring  between 
the  studs  is  unnecessary.  The  billed  width  is  measured  from 
outside  to  inside  of  selvages,  thus  giving  you  the  lapped  selvage 
free.  Can  you  not  see  the  money  saved  by  this  one  feature  alone? 
Write  for  information. 


CLARENCE  W;  NOBLE 

General  Sales  Agent 
117  Sun  Life  Building       -  TORONTO 

The  Metal  Shingle  Siding  Co.,  Manufacturers 
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An  Architect's  Bungalow 

The  summer  residence  at  Gowan,  Ont,,  erected  by  Mr.  Bani- 
gan,  of  Messrs.  Banigan,  Mathers  &  Thompson, 
Architects,  of  Toronto. 

This  Bungalow  is  constructed  throughout  with 

STuccoboaRD 

from  designs  drawn  by  Mr.  Banigan — the  exterior  walls 
being  stuccoed  and  the  interior  walls  plastered. 
Mr.  Banigan  has  expressed  himself  as  being  well  pleased 
with  the  results  obtained  by  using  "Bishopric  Stucco 
Board." 

As  for  cost,  "Bishopric  Stucco  Board"  takes  the  place 
of  boarding,  sheathing  paper,  furring  strips  and  laths — • 
saving  the  cost  of  these  extra  materials  and  fully  75 
per  cent,  of  the  time. 

Write  for  more  facts  and  samples — free  on  request. 

Bishopric  Wall  Board  Co.,  Ltd.,  ottawa^^h'^. 


g  _U  I  L.  D  I  N  O 
PROD  U  CTS 


To  Make  Concrete  Floors 
Hard  as  Agate,  Use 


afex 


Applied  with 
a  wide  floor  brush. 


Ihe  efficient  floor  sliuuld  be  wearproof,  du.st- 
proof  and  sanitary.  A  cement  floor  treated  with 
Agatex  meets  every  requirement  of  the  ideal  floor. 
It  IS  hard,  smooth  and  absolutely  waterproof.  Jt 
IS  entirely  dust-proof.    It  is  strictly  sanitary.' 

Trussed  Concrete  Steel  Co. 


Montreal 


of  Canada,  Limited 
WALKERVILLE,  ONTARIO 

Toronto       Winnipeg  Calgary 


Vancouver 


From  1860  to  1918 

(58  Years) 

Is  all  the  time  there  is  in  the  Sewer  Pipe 

Business  in  Canada 

We  started  the  industry  right  here  at  Hamilton  and  throughout  all  these  years  we  have  kept 
pace  with  the  ever  changing  conditions.  We  have  improved  our  methods,  and  therefore  our  pro- 
duct. Built  more  kilns  and  more  factory  until  to-day  we  operate  one  of  the  largest  and  most  up- 
to-date  vitrified  pipe  plants  in  Canada.  Our  product  is  well  and  favorably  known  to  most  engin- 
eers and  contractors.  Our  reputation  for  being  quick  shippers  has  been  well  maintained. 

We  can  supply  4  in.  to  30  in.  pipe  or  fittings  right  now  at  very  close  prices.  Our  plant  is  run- 
ning full  time,  and  we  want  to  serve  you! 

The  Hamilton  and  Toronto  Sewer  Pipe  Co.,  Limited 

HAMILTON  and  TORONTO 
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ARCHITECTURAL  BRONZE  AND 

IRON  WORK 


Bronze  Stair  and  Gallery  Railing,  Ryrie  Bros.,  Limited. 


ARCHITECTURAL  BRONZE  AND  IRON  WORKS 


ROYCE  AND  LANSDOWNE  AVENUES,  TORONTO 


CANADIAN  ALLIS-CHALMERS 


LIMITED 


N  A  ty  A 


SILENT  SANITARY  SCHOOL  DESKS 

WITH  FOLDING  SEATS 


VIEW  OF  ROW  OF  SILENT  SANITARY  DESKS  IN  POSITION 
Produced  at 

J  AS.  SMART  PLANT 

BROCKVILLE,  ONT.  •  WINNIPEG,  MAN. 


STEEL  CASTINGS 

For  All  Purposes 


One  Pound  to  Fifty  Tons 

Canadian  Steel  Foundries 


General  Offices 
Transportation  Building 

Montreal 


LIMITED 

Wettern  Repretentatives 

Kelly  Powell  Limited 

403  McArthur  Building 

Winnipeg 


Works 

Montreal 

Welland 
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ALPHABETICAL  LIST  OF  ADVERTISERS 


Alabastine  Co.  of  Paris  

American  .Lead  Pencil  Company   . . 

American  Well  Works   54 

Anglins  Limited   60 

Armstrong  Cork  Company    IS 

Asbestos  Manufacturing  Company  . 
Asphalt  and  Supply  Company   ...  . 

Ault  &  Wiborg  Company    30 

Baine  &  Peckover   5 

Barber,  Frank   60 

Barrett  Company  s  ..  51 

Bate,  McMahon  &  Co   21 

Bawden  Pump  Company   50 

Beatty  &  Son,  Ltd.,  M   2 

Beveridge   Paper  Company   

Bickle  Company,  R.  S  

Bishopric  Wallboard  Company  . .  . .  i:^ 

Blair  Company,  B   If 

Black  Building  Supply  Company...  57 
Boving  tlydraulic  and  Engineering 

Company  •  •    •  •  •  18 

Brantford  Roofing  Company  

Britnell  Company,  Limited    54 

Burlington  Steel  Company    49 

Canada  Crushed  Stone  Corporation  11 

Canada  Iron  Foundries,  Limited  ...  53 

Canada  Foundries  and  Forgings,  Ltd.  15 

Canada  Wire  and  Iron  Goods  Co...  5.3 

Canadian  Allis-Chalmers   14 

Canadian  Blower  and  Forge  Co.  ...  12 
Canadian  Chicago  Bridge  and  Iron 

Company   61 

Canadian   Consolidated   Rubber   Co.  3 

Canadian  DesMoines  Steel  Company  53 

Canadian  General  Electric  Co   14 

Canadian  Ingersoll-Rand  Company  (13 
Canadian     Inspection    and  Testing 

Laboratories   60 

Canadian   Mathews  Gravity  Carrier 

Company  

Canadian  Office  Schcjol  Furniture  Co. 

Canadian  Pipe  Company,  Ltd   53 

Canadian  Steel  Foundries,  Ltd   15 

Canadian  Surety  Company   48 

Carey  Company,  Philip  

Carter  White  Lead  Company  

Cast  Stone  Block  and  Machine  Co. 

Chipnian  &  Power,  Limited    (K) 

Conduits  Company,  Limited    20 

Cook,  A.  D   ,'-,9 

Crushed  Stone,  Limited    .")4 

Dake  Engine  Company    ]8 

Dennis  Wire  and  Iron  Company  ...  30 

Dominion  Concrete  (^ompany   .5.5 


Dominion   Engineering  and  Inspec- 
tion Company   CO 

Dominion  Iron  and  Steel  Company.  57 

Dominion  Iron  and  Wrecking  Co..  19 

Dominion  Sewer  Pipe  Company  ...  55 

Dominion  Wire  Rope  Company  ...  64 

Dunlop  Tire  &  Rubber  Goods  Co...  53 


Engineers  and  Contractors,  Ltd. 


Foster,  W.  L  

Gartshore,  John  J   59 

Gartshore-Thompson  Pipe  and  Foun- 
dry Company   30 

Gent  Company   60 

Gillis  &  Geoghegan   57 


Hamilton  &  Toronto  Sewer  Pipe  Co.  13 

Hopkins  8^  Company,  F.  H   64 

Hunt  &  Company,  Robert  W   60 

Ideal   Concrete  Machinery  Company 

Imperial  Oil  Limited  

Inglis  Company,  John   47 


James,  Loudon  &  Hertzberg   60 


Kerr  Engine  Company,  Ltd   63 

King  Construction  Company   60 


Lea,  R.  S.  &  W.  S   60 

London  Concrete  Machinery  Co.   . .  4 

Lymhurner,  Limited   3 

MacKinnon  Holmes  &  Co  

MacLean  Daily  Reports   61 

Maritime  Bridge  Works  Company.  61 
Manitol)a  Bridge  and  Iron  Works  Co. 

Marsh  Engineering  Works   8 

McAllister  &  Taylor   60 

McAvity  &  Sons,  T  

McDougall  C'aledonian   Iron  Works 

Company   GO 

Mc(K)vern,  T.  J   54 

Mcfiregor  &  Mclntyre   61 


Miller  &  Co.,  George  M. 
Milton  Hersey  Company 

Morrison  &  Co.,  T.  A   M 

Mueller  Manufacturing  Company.. 
Mussens  Limited  

II 

National  Fireproofing  Company  . .  . 

National  Iron  Corporation  

Noble,  Clarence  W  

Northern  Crane  Works,  Ltd   54| 

Nova  Scotia  Steel  and  Coal  Company 


Office  Specialty  Company  

Ontario  Sewer  Pipe  Company  ...  . 
Ontario  Wind  Engine  and  Pump  Co.  12 

Ormsby  Company,  A.  B  

Orpen  Conduit  Company   11 


Pacific  Coast  Pipe  Company 

Pedlar  People  

Power  &  Son  

Prest-O-Lite  Company  ...  . 


18 


Reid  &  Brown  Structural  Steel  and 
Iron  Wor_ks    60 


i 


Sheldons  Limited   55 

Standard  Clay  Products,  Ltd   58 

Standard  Underground  Cable  Com- 
pany of  Canada,  Ltd   61 

Steel  Company  of  Canada,  Ltd.  ...  9 

Spielmann  Agencies   .53 


Tiffin  Wagon  Company  

Toronto  Plate  Glass  Importing  Co. 
Trades  and  Labor  Branch,  Depart- 
ment of  Public  Works  

Trussed  Concrete  Steel  Company..  1{ 
Turnlmll  Elevator  Company  


Vancouver  Wood  Pipe  and  Tank  Co. 


Waterous  Engine  Works  Conii)any 

Wells  &  Gray,  Limited  

Wettlaufer  Bros  

Williams  Machinery  Co.,  Ltd.,  A.  R.  54 
Wynne-R()l)erts,  R.  0   60 


Our  advertisers  represent  the  most  progressive  manufacturers  and  dealers.  Make 
your  purchases  of  them.   Give  your  business  to  the  man  who  is  enterpris-- 
ing  enough  to  spend  money  and  time  to  get  in  touch  with  you. 
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WELLS  AND  GRAY,  LIMITED 

Engineers  and  Contractors 

Branch  Office :  Head  Office  : 

BANK  OF  COMMERCE  BLDG.  701  CONFEDERATION  LIFE  BLDC. 

Windsor,  Ont.  Toronto  Ont. 

List  of  Work  Done  During  1917 


fJfjr%JX »  r  Cif  Uc 

Packing  Case  Building 

Peters  Cartridge  Co. 

Kings  Mills,  Ohio 

$170,000.00 

Shooting  Gallery 

<<          it  (< 

«       «  •< 

45.000.00 

Coal  Conveyor 

iC                        <<  <l 

<i        <<  << 

1 2,000.00 

Extensions  to  Plant 

Ford  Motor  Co. 

Ford,  Ont. 

240,000.00 

Kemrorced  Concrete  Bridge 

n       J"       D     'C     D  '1 

Canadian  racihc  Kaiiway 

North  Toronto 

1  /D,UUU.UU 

Freight  bhed 

ii                   n  (< 

Lambton,  Unt. 

1 1  nnn  no 
1  1  .uuu.uu 

Additions  to  Factory 

Nicholson  File  Co. 

Port  Hope,  Ont. 

58,000.00 

Power  Development  Work 

Hydro-Electric  Power  Com. 

Big  Chute,  Severn  R. 

21,000.00 

Extensions  to  Transformer 
House,  Powder  Lines,  etc. 

Niagara  Falls,  Ont. 

83,000.00 

Addition  to  Residence 

G.  M.  McGregor 

Windsor,  Ont. 

14,000.00 

Addition  to  Factory 

Canadian  Lamp  &  Stamping 
Co. 

Ford,  Ont. 

21.000.00 

Addition  to  Factory 

Kelsey  Wheel  Co. 

Windsor,  Ont. 

2.000.00 

Completion  of  Collegiate  Insti- 
tute Building 

Board  of  Education 

<<  << 

75.000.00 

Alterations  in  Plant 

Harris  Abattoir  Co. 

West  Toronto 

3.500.00 

Extensions  to  Plant 

Dominion  Forge  &  Stamping 
Co. 

Ford,  Ont. 

.  90.000.00 

Alterations  to  Plant 

Canadian  Salt  Co. 

Windsor,  Ont. 

10,000.00 

Total 

$1,030,500.00 

Of  this  total  $660,000.00  worth  of  work  was  done  on  a  percentage  basis. 
Every  one  of  the  above  contracts  was  obtained,  because  we  had  previously  given  satis- 
faction on  other  contracts  for  the  same  owners. 

We  please  others.    We  can  please  you  if  given  an  opportunity. 


WELLS  AND  GRAY  Limited 
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Save  Coal  and  Power 

Our  standard  low  pressure  Pumps  will 
save  you  about  half  the  cost  of  coal  or 
electric  power  compared  with  other 
pumps. 

Strong  Construction 
Large  Capacity 
Prices  are  Moderate 

BOVING  HYDRAULIC  &  ENGINEERING  CO,,  Limited      LINDSAY,  ONT, 


One  User 


'0: 

M 


The  testimony  of  Mr.  Poste,  of  the  Elyria 
Enameled  Products  Co.,  Elyria,  Ohio,  shows 
clearly  the  many  advantages  of  using 

Nonpareil  Insulating  Brick 

For  Furnaces,  Boiler  Settings,  Ovens,  etc. 

Just  consider  what  they  accomplished  in  his  case : 

1.    Two  courses  of  fire  brick  were  eliminated  entirely,  which 
more  than  offset  the  cost  of  the  Nonpareil  Brick; 

2.  The  temperature  around  the  furnace  was  lowered  materially,  resulting-  in 
more  comfortable  working  conditions  and  increased  efficiency  of  the  men  ; 

3.  Loss  of  heat  through  the  walls  was  reduced  to  a  minimum,  making  it  pos- 
sible to  operate  the  furnace  at  a  Ipwer  fuel  cost. 

These  results  are  not  unusual.  You  can  get  just  as  good  ones  if  you  will  use 
Nonpareil  Insulating  Brick  in  your  furnaces,  boiler  settings,  blast  mains,  ovens, 
etc. 

Full  information  and  sample  on  request. 

Armstrong  Cork  &  Insulation  Company,  Limited 

II  Church  Street  505  MoGill  Building 

Toronto,  Ont.,  Can.  Montreal,  Que.,  Can. 

Also  manufacturers  of  Nonpareil  High  Pressure  Covering  for 
sleain  lines;  Nonpareil  Cork  Covering  for  drinking  water  systems; 
Nonpareil  Corkboard  for  coil  storage  rooms;  Nonpareil  Cork  Macli- 
inc-ry  Isolation  for  deadening  the  noise  of  macliines;  and  Linolile 
for  floors  in  offices,  residences,  etc. 


mm 

:  1  r 'ivriii 


m 

m 
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,  Pacific  Coast  Pipe  Co.,  Ltd. 

Wire  Wound  Wood  Stave  Pipe 

from  2  in.  to  24  in.  dianiet.r 

Continuous  Stave  Pipe 

from  16  in.  to  12  ft.  diameter 

1551  Granville  Street     -     Vancouver,  B.  C. 


DAKE  CHAIN  HOISTS 


Dake  cliain  and  wire  rope  hoists  have 
the  famous  Dake  motor  directly  con- 
nected to  Standard  chain  block.  They 
can  be  equipped  witli  hook  or  with  trol- 
ley to  run  on  single  or  two  I  beams. 
Lubsication  is  automatic.  All  parts 
strong  enough  to  carry  load  twice  rated 
capacity.    Send  for  catalogue. 

DAKE  ENGINE  CO. 

Grand  Haven  -  Mich.  U.S.A. 

CANADIAN  AGENTS 
MontrealMussens.  Limited. 

Toronto  —  A.  R.  Williams  Machinery  Co.,  Limited. 
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We  Buy  For  Cash 

Used  Machinery,  Metals  of  all  kinds,  Shafting,  and 

Electrical  Equipment 

We  gather  together  the  various  materials  and  products  that  have  served  their 
purpose  in  the  economic  machine  and  start  them  over  again  in  new  forms  through 
this  machine. 

Forward  us  a  list  of  what  you  have  and  obtain  our  prices 

Because  we  Buy  for  Cash  we  can  Sell  at  Attractive  Prices 

Motors,  Generators,  Transformers,  Electrical  Equipment,  Water  Wheels,  Shafting, 
Pulleys,  Hangers,  Rails,  Locomotives,  Boilers,  Gars,  Engines. 

WE  INVITE  YOU  TO  TEST  OUR  SERVICE  AND  PRICES 

DOMINION  IRON  &  WRECKING  CO.,  LTD. 

General  Offices:  Transportation  Building,  MONTREAL 


Blair  Concrete  Pipe 


B.  Blair  Company, 


We  use  only  the  finest 
grade  materials  in  all  our 
work.  Clean,  sharp  sand 
and  hif^h-grade  cement. 
Gravel  sorted  and  crushed 
in  our  own  plant.  After 
thoroug^h  mixing,  the  con- 
crete is  power  tamped,  to 
ensure  great  density.  Pipe 
is  then  allowed  to  set  for 
72  hours  in  vaporizing 
chambers,  with  automatic 
sprinklers,  giving  the  pipe 
great  hardness.  We  make 
large  sizes  of  pipe  in  our 
portable  plant  at  the  i^lace 
where  they  will  be  used. 
We  also  have  a  special 
feature  in  our  continuous 
reinforced  concrete  pipe. 

Write  to-day  for  further 
details  and  prices. 


WOODSTOCK 


ONTARIO 
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Concrete  Appliances 

Mixers,  Buckets,  Hoppers,  Spouting  Barrows,  Carts, 

Derricks,  Hoists 


MUSSENS  UNITED 


MONTREAL       QUEBEC— Pruneau  &  Co. 
WINNIPEG        TORONTO— H.  Turnbull  &  Co. 
VANCOUVER      COBALT -H.  L.  Usborne 


Marquise — Royal    Connaug'ht  Hotel — Hamilton,  Ont. 

ORNAMENTAI 
BRONZE,  IRON  and  WIRE  WORK  Im 

has  long  been  our  leading  specialty,  and  some  of  the  biggest 
jobs  in  Canada  stand  to  the  credit  of  the  Dennis  shops. 
Marquises,  Balconies,  Fire  Escapes,  Stairways,  Spiral  Iron  Stairs, 

Hank  and  Office  Railings,  Grilles,  Elevator  Enclosures, 
Wickets,  Tabids,  Etc. 
.\lso    General    Builders'    Ironwork.      Wirework    of   All  Kinds, 

Steel   Lockc-rs,   Shelving,   Cabinets,   Bins,  Stools,  Etc. 

TORONTO  OFFICE— 36  LOMBARD  STREET 

The  Dennis  Wire  and  Iron 
Works  Co.  Limited 


Halifax 


Montreal 


Lo  IM  D  ON 

CAM ADA 

Ottawa  Winnipeg 


Vancouver 


'Galvaducr  and  "Loricated" 

Conduits 


for  Interior  Construction 


Conduits  Company,  Limited 

Sole  Manufacturers  under  Canadian  and  U.  S.  Letters  Patent 


Toronto 


Canada 


BITUNAMEL 

Unsurpassed  for  waterproofing  foundations  and  prevent- 
ing rust  and  corrosion  on  exposed  iron 
and  metal  work. 

WRITE  FOR  SAMPLE 

The  Ault  &  Wiborg  Co.  of  Canada 
Ltd.,  Varnish  Works 


Montreal 


TORONTO 


Winnipeg 


James  Thomson,  President. 


J.  G.  Allan,  Vice-President. 


James  A.  Thomson,  Secretary. 


THE  GARTSHORE-THOMSON  PIPE  &  FOUNDRY  GO. 


LIMITED 


Manufacturers  of 


'  Flexible  and  Flange  Pipe, 
Special  Castings  and  all  kinds 
of  Waterworks  Supplies. 


CAST  I RO  N  FtFE 


3  inches  to  60  inches  diameter. 

for  Water,  Gas,  Culvert  and  Sewer 
HAMILTON,  ONT. 
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'  •^■^^'^  E.  McMahon 

Bate,  McMahon  &  Co. 

Contractors 

Robt.  S.  Low,  Manager 


Grading  Roads,  Borden  Military  Camp 


We  Do  All  Kinds  of  Contracting 


Drainage,  Sewer  and  Water  Supply  Installation 
Earth  and  Rock  Excavation 
Road  and  Street  Paving 
Concrete  Bridges  of  all  types 


Cement-Gun  Works  (guniting) 
Scientific,  Economical  Concrete  Construction 
Reinforced  Concrete  Work  of  all  kinds 
Railroad  and  Street  Railway  Construction 


Note  the  Following 

PREVIOUS  WORK  EXECUTED  BY  BATE,  McMAHON  &  CO. 


Camp  Hoare  for  Imperial  Munition  Board 
Camp  Mohawk,  Deseronto,  for  Imperial  Munition 
Board 

Camp  Rathbun  Farm,  Deseronto,  for  Imperial  Muni- 
tion Board 

Camp  Leaside,  Toronto,  for  Imperial  Munition  Board 
Camp  Armour  Heights,  Toronto,  for  Imperial  Muni- 
tion Board 

Long  Branch,  Ontario,  for  Imperial  Munition  Board 
Valcartier  Camp,  Quebec,  for  Dominion  Government 
Camp  Hughes,  Sewell,  Man.,  for  Dominion  Govern- 
ment. 


Sarcee  Camp,  Calgary,  for  Dominion  Government 
Camp  Borden,  Ontario,  for  the  Dominion  Govern- 
ment 

Connaught  Rifle  Range,  under  construction 
Barracks,  North  Common,  Halifax,  under  construc- 
tion 

Administration  Offices,  Halifax,  Relief  Commission 
Ten  military  type  apartment  houses,  Halifax 
And  sewers,  waterworks,  paving,  bridges,  concrete 
construction,  railroads,  and  engineering-contract- 
ing of  all  kinds.    Proposals  and  estimates  upon 
request. 
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Have  You  the  Data 

on  this  improved  modern  method  of  saving  much  of  the 
cost  of  steel  and  foundations  ? 

Long  Span  Floor  Construction  of 

NATCO 
HOLLOW  TILE 

and  Reinforced  Concrete 

First  in  the  Mind  of 
the  Designer 

when  seeking  a  minimum  in  cost 
and  weight,  and  the  maximum  in 
strength  and  fireproof  qualities  for 
his  floor  construction. 


Detail  in  perspective  of  Long 
Span  Combination  Hollow 
Tile  and  Reinforced  Concrete 
Floor. 

Write  to-day  for  our  Long  Span  Catalogue. 

National  Fire  Proofing  Co.  of  Canada,  Limited 


I 


Factory— HAMILTON 


Head  Office— Dominion  Bank  BWg.,  TORONTO 
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The  Waterous  Engine  Works  Co.,  Limited 

Brantford.  Canada 
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After-the-war  Problem 
Reconstruction  vs.  Restoration 

IT  is  not  simply  the  word  restoration  which  is  in 
vogue  to-clay  when  dealing-  with  after-the-war 
problems.  While  it  is  no  doubt  true  that  restora- 
tion as  applied  to  many  of  the  historic  buildings 
which  have  been  demolished  by  the  enemy,  would  be 
a  most  desirable  outcome,  were  it  possil)le  to  carry  out 
this  work,  damage  has  been  done  to  such  an  extent 
that  restoration  is  entirely  out  of  the  question.  Then 
again,  we  have  buildings  which  cannot  be  restored  be- 
cause of  lack  of  knowledge  of  the  construction  of  these 
ancient  structures.  The  problem  confronting  us  is, 
then,  more  correctly  quoted  by  Mr.  R.  M.  Maclver, 
Associate  Professor  of  Political  Economy  of  Toronto 
University,  as  that  of  "reconstruction."  Tn  many  in- 
stances it  would  be  folly  to  reconstruct  without  de- 
parting from  the  old  order.  So  many  undesirable  fea- 
tures, especially  in  cities  which  have  grown  rapidly, 
now  exist  and  practically  cannot  be  repaired  without 
enormous  expense,  if  at  all,  that  any  opportunity  now 
afforded  for  improvement  should  not  be  lost  sight  of. 
In  many  cities  to-day  there  arc  features  in  plan- 


ning, wliicli  rauNC  congestion  to  an  alarming  extent, 
simply  because  provision  in  the  original  plan  was  not 
made  for  the  future  growth,  ^'onge  Street,  Toronto, 
-is  a  grjod  cxam|jle  of  how  insufticient  width  of  .'^trcel 
will  result  in  future  years  in  a  most  objectionable  con- 
gestion, which  has  been  anfl  is  yet  one  of  the  prevail- 
ing i)robl(in^  of  the  city.  Street  widening  is  made 
practically  iniijossible  by  high  land  values,  hence  new 
methods  of  transpftrtation  have  to  be  adopted.  This 
may  relieve  the  ongc-stion,  but  even  so,  the  same  light 
excluding  and  unsanitary  qualities  of  the  narrow  street 
crowded  with  high  buildings,  remain. 

It  is  hoped  that  the  great  opportunity  arising  from 
the  war,  in  making  the  total  reconstruction  of  many 
towns  necessary,  will  be  taken  advantage  of  for  the 
])urpose  of  planning  for  future  extension  as  well  as  to 
eliminate  the  old  objectionable  features.  In  the  re- 
construction of  Halifax  we  trust  that  careful  planning 
will  give  results  which  will  be  a  credit  to  the  engineers, 
as  opportunity  is  afforded,  by  a  great  disaster,  to  im- 
prove the  city  topographically. 


Records  and  Gost  Systems 
Invaluable  to  Gontractors 

Till',  contractor  should  keep  a  record  of  costs  as 
well  as  an  outline  of  the  methods  used  in  all 
his  work,  if  he  is  going  to  do  justice  to  himself 
and  gain  public  confidence  as  a  business  man. 
In  order  that  full  knowledge  of  the  cost  of  any 
])roduct  be  acquired,  it  is  imj)ortant  that  a  detailed 
study  be.  made  of  the  costs  of  raw  materials,  labor,  etc.. 
which  existed  when  the  jiroduct  was  manufactured. 
If  a  ])rofit  was  realized  under  certain  existing  condi- 
tions at  one  period,  perhaps  at  another  time,  the  same 
product  would  yield  only  half  the  profit.  It  is  i)lain 
that  the  only  method  of  judging  costs  in  this  matter 
is  to  keep  an  accurate  record  of  all  rates  and  expenses 
of  the  production,  so  that  the  knowledge  of  the  manu- 
facturer may  be  such  as  to  enable  him  to  estimate 
future  costs  with  a  fair  degree  of  accuracy. 

In  the  same  way,  exactly,  keeping  tab  on  costs  is 
of  great  service  to  the  contractor.  Me  thus  has  a  de- 
tailed record  of  his  work,  and  in  bidding  on  other 
work  at  au}-^  future  time,  he  can  name  a  price  which  is 
fair  to  all,  instead  of  working  along  in  a  sli;)shod  man- 
ner, content  with  raising  his  price  high  enough,  as  he 
guesses,  to  eliminate  danger  to  himself.  If  he  '"guess- 
es" too  high  he  robs  his  emi)loyer;  if  too  low,  he  loses 
iinancially — neither  is  just  nor  neces.sary. 

Cost  records  should  not  only  appiv  to  some  par- 
ticular ideal  condition,  but  the  most  adverse  and  diffi- 
cult i^ropositions  should  be  carefully  recorded  and  the 
average  taken,  as  a  precaution,  resulting  in  a  legiti- 
mate safety  factor.  Many  points  which  come  to  light 
on  the  work,  if  not  needed  immediately  are  lost  sight 
of  and  when  the  time  comes  to  bid  on  a  new  piece  of 
work  these  points  are  entirely  overlooked  until  it  is 
too  late.  A  cost  keeping  system  should  be  as  simple 
as  iJossible  in  order  to  save  time  in  using  it.  Regard- 
ing the  forms  used,  etc.,  any  contractor  can  easily  ob- 
tani  a  set  of  forms  which  would  best  suit  the  line  of 
work  he  generallv  follows.  This  will  do  away  with  a 
good  deal  of  useless  ruling  of  forms  which  only  tend 
to  complicate  the  system. 

When  the  cost  of  the  work  has  been  determined, 
this  cost  data,  if  made  accurately,  is  the  only  basis  on 
Avhich  bids  can  be  made.  These  facts  cannot  be  dis- 
turbed bv  after  judgment     The  first  bid  submitted 
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should  be  the  final  bid.  It  is  this  alteration  of  bids 
to  compete  with  our  opponents  that  spells  ruin  in 
many  cases.  If  a  bid  which  has  been  prepared  from  a 
carefully  kept  cost  record  be  submitted  and  refused  as 
too  high,  the  contractor  is  not  in  doubt  as  to  whether 
he  really  did  bid  too  high.  He  knows  that  he  cannot 
undertake  the  work  at  a  figure  to  compete  with  this 
lower  priced  opponent's  bid;  he  does  not  waste  time, 
but  seeks'  other  fields  and  hnallv  builds  up  a  reputa- 
tion which  enables  him  to  compete  successfully  in  any 
line  of  work  in  which  he  has  had  experience.  This 
gives  him  an  opportunity  to  extend  his  business  since 
he  has  won  the  confidence  of  the  public. 


The  Cost  Plus  System 

WE  believe  there  are  now  few  up-to-date  con- 
tractors who  do  not  advocate  the  cost-plus 
contract  system  as  the  better  method  of  do- 
ing business.  The  lump-sum  tender  is  really 
a  relic  of  old  times,  before  the  scientist,  the  efficiency 
engineer  and  the  expert  accountant  introduced  their 
modern  ideas  and  "third-place  decimal"  exactitude  to 
the  industrial  world.  The  frequent  eccentricities  of  the 
lump-sum  system  are  well  illustrated  in  recent  bidding 
for  the  erection  of  a  school  in  an  eastern  town.  There 
were  five  bids,  which,  in  order  of  value,  were  as  fol- 
lows:  $96,400;  $112,447;  $114,300;  $124,853;  $125,574. 
It  will  be  seen  that  there  is  a  difference  of  close  on 
$30,000  between  the  lowest  bid  and  the  highest,  and 
between  the  two  lowest  bids  there  is  a  diflference  of 
over  $16,000.  The  lowest  tenderer  was,  of  course, 
awarded  the  contract,  and  it  is  quite  apparent  that 
either  he  .stands  to  lose  considerable  money,  or  else 
the  other  contractors,  had  any  of  them  been  success- 
ful, would  have  received  an  altogether  exorbitant  pro- 
fit.' It  is  such  results  as  these  that  disgust  modern 
contractors  with  the  old,  haphazard  system  of  carry- 
ing on  business. 


cation  and  misdirection  of  efifort,  promote  the  effici- 
ency of  both  individual  and  conjoint  Use. 

Cheap  power  promises  to  be  one  of  Canada's  great-  - 
est  assets  in  the  post-bellum  industrial  rivalry  of  na- 
tions  for  world  trade.  Our  great  fuel  reserves  sup- 
ported by  our  water  power  resources  should  be  a  sure 
source  of  cheap  power,  and  should  guarantee  Canada 
her  share  in  world  trade,  if  they  are  availed  of  to  their 
maximum  possible  advantage. 

In  addition  to  the  Chairman,  the  Dominion  Power. 
Board  will  consist  of  the  following  nine  officials,  of 
which  Mr.  St.  Laurent  will  be  vice-chairman  and  Mr. 
Challies  secretary : — Arthur  St.  Laurent,  Assistant 
Deputy  Minister,  Department  of  Public  Works;  C.  N. 
Monserrat,  Consulting  Engineer  of  the  Department 
of  Railways  and  Canals ;  W.  J.  Stewart,  Consulting 
Engineer  to  the  Department  of  External  Affairs  re- 
garding International  Waters ;  John  Murphy,  electric- 
al engineer  to  the  Dominion  Railway  Commission ; 
H.  G.  Acres,  chief  hydraulic  engineer,  Hydro-electric 
Power  Cimmission  of  Ontario ;  O.  Higman,  chief 
electrical  engineer,  Dept.  of  Inland  Revenue;  D.  B. 
Dowling,  geologist,  Department  of  Mines;  B.  E. 
Haanel,  chief  engineer,  Fuel  Testing"  Division,  Depart- 
ment of  Mines ;  J.  B.  Challies,  chief  engineer  and  su])- 
erintendent,  Dominion  Water  Power  Branch,  Depart- 
ment of  the  Interior. 


Dominion  Power  Board  Formed 

WITH  a  view  to  co-ordinating  all  activities  of 
the  Federal  departments  with  regard  to  the 
inxestigation  and  administration  of  matter.s 
relating  to  the  fuel  and  power  resources  of 
the  Dominion,  the  government  has  constituted  a  Do- 
minion Power  Board  under  the  chairmanship  of  the 
Honourable  Arthur  Meighen,  Minister  of  the  Interior, 
in  these  various  dei)artments  there  are  officials  who 
have  for  years  given  the  fuel-power  problems  of  the 
country  intensive  study  and  have  accumulated  in  their 
respective  offices  a  great  deal  of  valuable  information 
respecting  the  available  supply  for  ])resent  use  and 
as  to  the  ])ossibility  for  future  use  of  the  fuel-power 
resources  of  the  Dominion.  It  has  been  recognized 
that  such  infcjrmation  should  be  collated  and  system- 
atized that  it  may  be  used  as  the  basis  of  study  for 
determining  the  most  advantageous  use  of  our  water 
j)Owers  for  domestic,  commercial  and  industrial  pur- 
poses, having  in  mind  the  co-ordinating  of  the  use  of 
i)oth  our  water  and  fuel  resources.  So  far  as  the  pre- 
sent or  immediate  future  is  concerned,  the  fuel-power 
rccjuircmcnts  of  the  country  are  being  handled  with 
marked  ability  by  the  Fuel  and  Power  Controllers, 
but  c(;nsideration  of  the  future  demands  that  there 
should  be  a  co-ordination  in  the  development  and  use 
of  our  varied  power  and  heat  producing  resources 
which  will  combine  the  effective  use  of  all  along  lines 
for  which  each  is  best  ada])ted,  and,  by  avoidin</  dupli- 


Shipbuilding  Plant  for  Halifax 

According  to  the  recent  announcement  of  the  De- 
partment of  Marine  and  Fisheries,  a  big"  shipbuilding 
and  repair  plant  is  to  be  established  at  Flalifax,  N.S. 
This  project  is  being  promoted  by  a  company  known 
as  Flalifax  Shipbuilders,  Ltd.,  in  iwhich  Mr.  James 
Carruthers  and  Mr.  J.  W.  Norcross,  of  the  Canada 
Steamship  Lines,  Ltd..  and  Mr.  R.  M.  Wolvin,  pre- 
sident of  the  Montreal  Transportation  Company,  are 
interested.  No  assistance  is  being"  given  by  the  gov- 
ernment to  this  firm  except  by  the  placing  of  a  lim- 
ited number  of  contracts  at  fixed  prices  for  the  con- 
struction of  modern  steel  freighters.  These  vessels 
will  be  of  the  highest  class  and  of  about  10,000  tons 
capacity.  It  is  also  announced  that  the  present  dry 
dock  at  Halifax,  which  suffered  some  slight  damage 
during  the  catastrophe  of  last  winter,  has  been 
acquired  by  the  government  and  will  without  delay  be 
put  in  first  class  condition,  and  in  that  connection  there 
will  be  installed  the  necessary  machinery  to  enable 
ships  of  the  largest  class  visiting"  the  port  to  make  re- 
pairs, etc.  The  property  immediately  adjoining  this 
dry-dock,  known  as  the  Acadia  Sugar  Refinery  pro- 
])erty,  has  been  selected  as  the  site  for  the  new  ])lant 
of  the  Halifax  Shi])builders,  Ltd.  Construction  ojiera- 
tions  on  the  latter  undertaking"  arc  to  be  commenced 
at  once  and  an  cxi)cnditure  of  $3,000,000  is  contem])- 
lated  on  plant  and  machinery. 


Brigadier  General  l<"rederick  O.  W.  Loomis,  of 
D.  G.  Loomis  &  Sons,  general  contractors,  Montreal, 
has  been  made  a  Comi)anion  of  the  Bath  on  the  occa- 
sion of  ,the  King's  birthday  honors. 


Mr.  Raymond  Chartraiid,  wh(j  was  funncrly  promi- 
nent as  a  contractor,  died  on  June  4th  in  Montreal, 
aged  82.  Mr.  Chartrand  was  the  contractor  for  the 
1  lotel  Dieu,  St.  Peter's  Church,  Technical  School, 
Court  House  and  Post  Office. 
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"Old  Mill"  Bridge  over  Humber  River,  on  Home  Smith  property,  York  County,— Frank  Barber,  Engineer. 


Handsome  Bridge  over  Humber  River 

Built  in  Strict  Keeping  with  Surroundings,  of 
Humber  Valley  Stone — Roadway  25  ft.  in  Width 


Some  interesting  features  in  relation  to  bridge  de- 
sign and  construction  are  shown  by  the  new  reinforced 
concrete  arch  bridge  over  the  Humber  River  at  Cath- 
arine street,  Toronto,  near  the  Old  Mill  on  the  Home 
Smith  property.  This  bridge  is  one  of  the  most  hand- 
some structures  of  its  kind  in  the  province. 

The  type  of  bridge  is  a  reinforced  concrete  arch, 
laced  with  masonry,  and  consisting  of  three  spans,  as 
shown  in  the  photographs.  The  centre  span  is  82  feet, 
and  the  two  side  spans  60  feet.  The  distance  between 
abutments  is  228  feet,  while  the  total  length  of  the 
.structure  is  282  feet.  The  height  of  the  bridge  is  27 
feet  and  its  floor  width  25  feet.  It  is  designed  for 
heavy  loading.  The  total  cost  of  the  structure  was 
$42,000. 

The  work  of  construction  was  started  late  in  the 
spring  of  1916.  Work  was  rushed,  resulting  in  the 
bridge  being  open  for  trafific  before  Christmas.  The 
foundations  were  carried  well  down  into  the  shale, 
which  was  of  a  fairly  solid -formation,  the  west  abut- 
ment foundation  being  carried  down  some  20  feet. 


The  stone  for  the  structure  was  taken  directly  from 
the  Humber  River  right  near  the  site  of  the  bridge. 
This  is  in  keeping  with  the  general  plan  of  the  pro- 
moters of  this  ])roperty,  whose  idea  it  is  to  have  the 
various  structures  so  built  as  to  apjjear  a  natural  part 
of  the  surroundings.  Having  this  in  view,  many  resi- 
dences in  the  vicinity  are  built  of  this  same  Humber 
River  stone  and  we  understand  that,  as  an  inducement 
in  this  direction,  alj  builders  of  residences  arc  given  the 
stone  free  of  charge.  The  new  bridge  also  was  so  de- 
signed as  to  fit  well  into  the  landscape  without  an 
effort  at  exterior  adornment.  That  the  result  has  been 
successful  is  beyond  doubt. 

.\  feature  in  connection  with  this  bridge  is  the 
insetting  of  three  coats  of  arms  of  the  townshi;>s  of 
\'ork  and  l".t()I)icoke  and  the  county  of  York.  An  ad- 
ditional feature  is  the  stone  carved  name  plate  oii  the 
north  column  at  the  east  end  of  the  bridge.  This 
|)late  is  so  placed  as  to  be  readily  visible  to  all  passers- 
1)\  ;in(l  bears  the  inscription: 


View  of  Bridge  from  up-stream  side. 


1916 

OLD  MILL  BRIDGE 
York  County  Commissioners 
W.  J.  Knowles,  Warden 
Geo.  B.  Padgett  Thos.  Griffiths 

Arnot  Construction  Company.  Contractors 
A.  H.  Chapman,  Consulting  Architect 
Frank  Barber,  Bridge  Engineer 


i  he  plates  bearing  the  coals  of  arms  are  about  0 
feet  square  and  very  handsome  in  design,  as  shown 

by  the  re;n-odnctions  herewith  of  t\>"      tb.  iti. 

Specifications 
I  he  siteciiications,  lor  the  masonry  in  particular, 
were  verv  carefully  drawn  u;-  and  the  construction 
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was  carried  out  in  a  most  vvorkma'ulike  manner  by  the 
contractors.  In  quality  it  is  apparent!}'  equal  to  the 
masonry  work  seen  in  the  best  ])uilt  houses. 

It  will  be  noted  that  the  roa-dway  of  25  feet  shows  a 
considerable  increase  in  width  compared  with  other 
bridges  under  equal  conditions  of  traffic,  dreat  credit 
is  due  to  the  county  officials  in  making  jirovision 
for  future  needs. 

The  lights  for  the  structure  are  placed  compactly 
and  artistically  on  the  four  corner  columns.  The  fix- 
tures, which  are  of  a  dull  black  finish,  are  hexagonal  in 


View  of  Bridge  from  down-stream  side. 

design  with  semi-circular  crown  and  are  to  i)e  fitted 
with  difTusing-  glass. 

After  the  bridge  was  constructed  the  city  spent  a 
considerable  sum  in  improving  the  a;)jM-oaches  and 
erected  a  small  masonry  breakwater  at  the  south-east 
corner,  shown  in  one  of  the  photographs. 

It  is  interesting  to  note  that  the  increased  width 
of  roadway  and  ornamental  features  were  due  to  the 
generosity  of  Mr.  Home  Smith,  who  some  lime  ago 
deeded  land  in  the  flats  to  the  city  of  l^jmnto,  to  be 
ke,;t_  for  park  purposes,  the  city  agreeing  to  spend  a 
specified  sum  per  year  in  improvement  u  ork  ;  the  $12,- 
009  given  by  Mr.  Smith  to  improve  the  ci instructi<;n  of 
the  bridge  was  a  part  of  this  amount.  The  city  intends 
to  further  impro\e  the  apiproaches  by  lessening  the 
gradc.-^  .-lud  im proxing  the  alignment  of  the  earth  a p- 


Two  of  the  coats  of  arms  set  in  the  sides  of  the  bridge.  ' 

proaches,  while  arrangements  ha\e  been  made  to  carry 
wafer  mains,  ets.,  over  the  l)ridge  itself. 

The  generaJ»contract(;rs  were  the  AriUK  ("onstruc- 
tion  Co.  Mr.  C'ha])man  was  the  consulting  architect, 
and  the, bridge  was  designed  and  the  work  of  erection 
super\i^ed  by  Mr.  I'rank  1  barber,  'I'oronto,  engineer 
for  the  coniit}'  ol   ^  ork. 


The  Hydraulic  Ram  as  Applied  to  City 
Water  Supply 

THE  high  efficienc}'  of  the  hydraulic  ram  when 
applied  as  a  pumping  unit  for  the  supplying"  of 
water  to  institutions,  farms,  etc.,  has  long  been 
recognized.    Its  low  initial  cost,  combined  Avith 
simplicity  of  construction  and  dependability,  has  re- 
sulted in  its  adoption  wherever  natural  conditions 
favor  its  use. 

It  is  only  recently  that  the  hydraulic  ram  has  been 
used  on  a  large  scale  as  a  city  water  supply  unit.  The 
following  article  by  Mr.  T.  H.  Carber,  assistant  engi- 
neer of  water  supply,  Seattle,  appearing  in  the  News- 
Record,  gives  some  interesting  data  on  the  rams 
used  at  Seattle  : — 

This  plant  should  be  of  interest  to  engineers,  since 
it  is  believed  that  it  develops  perhaps  the  highest 
known  combined  power  and  pumping  efficiency  of  any 
existing  plant  of  like  size  or  larger,  and  in  addition 
shows  unusual  economy  in  installation  and  operating 
costs.  It  consists  of  two  12-inch  hydraulic  rams  oper- 
ating under  a  50-foot  power  head  and  against  a  pump- 
ing lift  of  140  feet  from  a  point  above  the  rams  to  the 
full  tank  level.  Performance  tests  showed  a  range 
of  capacity  of  water  pumped  from  720,000  to  1,300,000 
gallons  per  day  with  corresponding  efficiencies  of  from 
90.8  to  about  85  per  cent.  The  normal  daily  operating 
capacity  is  something  over  1,000,000  gallons  of  water 
pumped. 

1  he  main  supply  line  from  Cedar  River  to  Seattle 
discharges  at  its  far  end  into  the  Maple  Leaf  reser- 
voir at  El.  420  feet.  A  30-inch  overflow  pipe,  gate 
controlled,  leads  from  this  reservoir  to- the  Green  Lake 
reservoir,  half  a  mile  distant  and  100  feet  lower.  The 
Green  Lake  reservoir  supplies  the  lower  areas  in  the 
northern  part  of  the  city  and  the  Maple  Leaf  reser- 
voir the  intermediate  levels,  leaving  the  higher  levels  to 
be  supplied  from  a  tank  fed  by  a  pumping  station. 
Power  for  pumping  is  available  from  the  water  flow- 
ing from  the  upper  to  the  lower  reservoir.  By  using 
the  rams  with  their  high  efficiency  not  all  of  the  100 
feet  available  head  is  required.  In  fact,  50  feet  only 
is  used  thus,  allowing  the  plant  to  be  located  close  to 
the  Maple  Leaf  reservoir  and  the  high-service  tank 
and  eliminating"  the  long  delivery  line  that  would 
otherwise  be  required.  The  supply  water  for  the  rams 
is  taken  out  of  the  30-inch  main  by  means  of  a  30  x 
30  X  20  X  20-inch  cross  located  just  below  the  reservoir 
eml)ankment.  On  one  side  the  cross  discharges  into 
a  short  header  from  which  individual  12-inch  cast-iron 
sui)])ly  lines  165  feet  long  lead  to  the  rams,  while  oii 
the  other  side  the  cross  is  connected  with  a  U)-inch 
standpipe  running  up  over  the  reservoir  embankment. 
The  function  of  the  standpi]:)e  is  to  take  care  of  the 
oscillation  due  to  the  ram  action  and  allow  the  30-inch 
main  to  feed  steadily,  thus  reducing  the  water-hammer 
effect  in  this  line. 

The  rams  are  set  in  a  12  x  14-ft.  vault  at  the  side 
of  the  existing  gate  house.  Space  is  left  in  the  vault 
for  a  third  machine  to  be  installed,  luitrancc  is  gained 
from  the  gate  house.  The  rams  discharge  their  power 
water  downwardly  and  outwardly  through  their  bases- 
underneatli  the  level  of  the  tail  water.  This  entirely 
eliminates  splashing  and  with  the  exception  of  the  tail- 
water  pits  the  vault  is  dry  at  all  times.  The  tail  water 
is  carried  away  through  a  U)-inch  waste  pipe  and  re- 


)uuv  l!)1.8 
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turned  to  the  30-iiich  line  soinc,  300  fee  t  l)c.-li)vv  the  j^iitc 
house.  The  rams  discharge  throuf>li  sliort  Icnj^tlis  of 
6-iiich  pipe  which  connect  outside  the  vault  to  a  16- 
inch  main  leading-  to  the  tank,  1,500  feet  distant, 
lu-entually  the  plant  ca])acity  will  take  care  of  some 
28,000  population  and  furnish  ample  lire  protection  for 
the  790  acres  involved.  1  he  rams  are  sim|)le  in  opera- 
tion. They  are  started  with  an  auxiliary  starting  valve 
and  adjustment  for  capacity  is  made  by  turning  an  ad- 
justing screw  up  or  down.  All  mechanical  movement 
is  limited  to  simple  valve  shifts  of  small  motion,  and 
as  all  moving  parts  are  inside  the  machines,  in  water, 
no  oil  is  used  or  required.  The  rams  operate  continu- 
ously in  the  locked  gate  house  and  inspection  is  made 
only  once  or  twice  a  week  by  the  regular  water  dejjart- 
ment  employee.  Maintenance  and  renewals,  limited 
largely  to  new  valve  seats,  are  estimated  to  cost  not 
to  exceed  $10  per  year  per  ram.    As  wear  is  exceed- 


ingly liglit  llie  rain>  maintain  their  full  efficiency  for 
long  periods. 

The  accompajiying  tal)lc  shows  results  of  tests 
made  by  the  city  engineering  (lepartinent.    Each  of 
the  two  rains  showed  practically  identical   result - 
One  ram  only  was  tested  at  a  time,  the  inea>'nring  weir 
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being  too  small  to  allow  of  full  jjlant  capacity.  Water 

|nim])ed  was  measured  volunu-tri(  ally    in    th<-  tank. 


Road  Construction  at  the  Front 

What  American  Road  Men  are  Doing — Work  Consists  Chiefly  of 
Maintenance — Waterbound  Macadam  France's   War-time  Road 


ONE  of  the  most  interesting  addresses  before 
the  recent  Hamilton  (jood  Roads  Congress 
was  an  address  by  Col.  McKendrick,  describ- 
ing his  experience  in  constructing  and  main 
taining  roads  in  France.  What  the  American  army  is 
doing  in  the  way  of  road  construction  is  discussed  by 
R.  K.  Tomlin,  special  correspondent  at  the  battlefront, 
in  Engineering  News-Record  of  May  16.  More  than 
ever  it  is  evident  that  this  is  a  war  of  science.  Some 
extracts  from  Mr.  Tomlin's  paper  follow : 

Just  a  little  more  than  a  month  ago — on  h\'bruary 
15,  to  be  exact — road  work  up  near  the  frcMit  was  be- 
gun by  American  forces.  Since  then  things  have 
moved  swiftly.  About  1,500  men  are  now  engaged  in 
road  reconstruction,  maintenance,  and  quarrying  in 
this  advance  zone.  They  are  operating  in  seven  grcnips, 
each  group  being  assigned  to  a  territory  with  definite 
limits.  Five  quarries  are  being  worked  by  our  men. 
Mechanical  equipment  has  begun  to  arrive.  Several 
crusher  installations  have  been  set  up,  among  them 
one  with  overhead  bins  And  mechanical  elevating 
ecpiipment,  .said  to  be  the  first  of  its  kind  to  be  erected 
behind  any  front  in  P^rance  since  the  war  started,  al- 
most four  years  ago.  Four  days  after  the  machinery 
and  wood  for  the  bins  arrived  at  the  qu<}rry  site  our 
men  had  this  outfit  ])roducing  crushed  rock.  Nor 
have  we  stopped  at  the  innovation  of  the  i)ortable 
cru.sher  plant  with  its  elevating  conveyors  and  stor- 
age bins.  We  are  causing  a  good  deal  of  comment 
among  French  engineers,  1  am  told,  by  the  use  of 
bottom-dump  wagons  and  elevating  end-dump  motor 
trucks.  Such  equipment  as  we  are  using  for  (|uarrying 
and  transporting  rock  is  a  decided  novelty  over  here, 
where  the  practice  of  depending  on  hand  labor  rather 
than  mechanical  plant  is  far  more  general  than  is  the 
case  in  the  United  States. 

Not  Concerned  with  New  Roads 
As  I  stated  in  a  former  report,  our  road  builders 
do  not  have  to  concern  themsch  es  to  any  great  extent 
with  the  construction  of  new  roads.   There  are  already 
plenty  of  highways  leading  to  the  front,  and  our  job 


now  is  maintenance,  reconstruction  and  widening  of 
existing  waterbound  macadam  roads.  Where  our  road 
and  cjuarry  regiments  are  operating  near  the  front 
the  amount  of  work  to  attend  to  is  about  rme  mile  of 
road  per  square  mile  of  land.  Certain  "national"  high- 
ways leading  toward  our  battery  positions  and  trenches 
are  already  of  ample  width  and  possess  good  founda- 
tions and  drainage.  Ordinary  maintenance  work  is  all 
they  require.  Some  of  the  offshoot  roads,  however, 
are  only  from  9  to  12  feet  wide,  and  these  must  be 
increased  to  from  18  to  25  feet  in  order  to  carry  artil- 
lery and  motor  truck  trafhc.  These  offshoot  roads 
are  in  most  cases  too  thin  to  stand  the  heavy  traffic 
of  v\ar  and  our  men  are  reconstructing  them. 

The  reconstruction  work  involves  the  preparation 
of  a  subgrade  which  is  not  rolled,  and  the  laying  of  a 
foundation  course  of  large  stone  or  "blockage"  to  a 
thickness  of  20  cm.  This  blockage  is  set  by  hand  and 
chinked  in  with  Miialler  stones.  Then  on  top  of  it  is 
spread  a  10-inch  layer  of  crushed  stone,  1  to  4  inches 
in  size,  this  layer  Ijeing  extended  across  the  surface 
of  the  existing  road,  which  serves  as  a  l)ase  for  about 
iialf  of  the  widened  route.  When  a  roller  is  avail- 
able the  top  course  is  rolled  down  ;  otherwise  the  coin- 
])acting  must  be  done  by  the  trattic  itself. 

Kind  of  Road  Used 

There  is  nothing  very  elal)orate  about  the  w-rk. 
It  is  macadam  road  reconstruction  reduced  to  its  sim- 
plest form,  for  under  the  conditions  that  obtain  in  the 
advance  section  our  engineers  have  found  that  this  is 
the  onh  type  of  road  it  is  jjracticable  to  build  aiul 
maintain.  The  captain  of  engineers  in  charge  of  our 
advance  section  work  states  the  case  thus :  "The  war- 
time tvpe  of  road  for  I'Vance  is  the  waterbound  mac- 
adam roail.  It  is  the  road  for  which  local  material  is 
available  and  for  which  the  metlKuls  of  maintenance 
and  reconstructit>n  are  simple.  The  fact  that  tlie  local 
stone  has  a  high  cementing  \  alue  is  aniUher  argument 
in  its  favor."  The  stone  referred  to  is  a  soft  limestone, 
almost  white. 

(  )ur  policv  in  road  building  is  to  use  local  material 
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as  far  as  possible,  thus  cutting  down  on  the  length  of 
haul  for  crushed  stone.  This  is  very  important,  for 
with  quarries  located  far  from  the  job  the  motor  trucks 
hauling  crushed  rock  for  maintenance  and  reconstruc- 
tion destroy  the  very  roads  for  which  they  are  bring- 
ing up  repair  materials.  Then,  too,  it  is  now,  in  the 
early  spring,  that  the  roads  are  subjected  to  their  se- 
verest test." for  at  this  titiie  military  activity  generally 
increases  after  the  winter's  lull  and  the  roads  must  be 
cleared,  so  far  as  possible,  of  all  traffic  which  does 
not  carry  ammunition,  supplies  and  the  other  essen- 
tials of  combat  and  sustenance.  Giving  weight  to  all 
of  these  factors,  our  road  service  is  opening  up,  or 
taking  over  from  the  French,  many  quarries,  on  the 
theory  that  many  quarries  mean  short  hauls  for 
crushed  rock,  and  consequently  fewer  trucks  operating 
on  the  highways. 

Quarrying  the  Stone 

Up  to  within  a  short  time  ago  most  of  our  quarry- 
ing was  a  hand-labor  job.  Some  of  it  still  is,  but  our 
aim  is  to  install  mechanical  equipmen-t  at  all  quarry 
sites  just  as  soon  as  such  equipment  is  to  be  had.  It 
is  of  the  semi-portable  type,  with  jaw  crusher,  over- 
head bins  and  elevating  conveyors.  This  plant  was  set 
up  in  four  days.  As  previously  noted,  this  layout  is  a 
decided' departure  from  previous  practice  of  the  allied 
armies  behind  the  front.  The  rock  here  is  the  pre- 
vailing soft  limestone  which,  after  being  blasted — gen- 
erally at  night — is  loaded  into  wheelbarrows  and  de- 
livered by  inclined  runways  to  the  jaw  ci  ushers. 

The  elevated  bins  have  two  openings  below.  The 
larger  of  these  is  for  motor  trucks,  vv'hile  the  other  is 
for  light  railway  (60  cm.  gauge)  cars.  American 
(|uarry  practice  over  here  is  making  a  marked  cut  in 
the  man-power  reciuired  for  operation  by  the  provision 
(jf  gravity  loading  of  crushed  rock  into  motor  trucks, 
light  railway  cars  and  bottom-dump  wagons. 

The  captain  in  charge  of  the  work  had  established 
his  camp  only  a  few  days  before  my  visit  to  this  quarry, 
and,  eager  to  increase  his  output  of  crushed  stone,  he 
was  preparing  to  build  a  crusher  of  his  own  from  odds 
and  ends  of  metal  which  he  had  ferreted  out  in  a  junk 
shop  in  a  near-by  town.  "As  soon  as  I  can  get  the 
authorization  to  spend  a  few  hundred  dollars  for  this 
stuff,"  he  said,  "I  will  have  a  crusher  set  up  and  running 
in  a  few  days."  This  spirit  is  ty])ical.  Our  men  have 
had  to  proceed  with  their  work  in  the  face  of  difificulties 
of  all  sorts,  shortage  of  men,  shortage  of  plant,  delays 
in  raiJroad  shipments,  etc.  Yet  they  are  not  sitting 
down  and  waiting  for  something  to  ttini  up.  When 
mechanical  i)lant  does  arrive  it  is  set  up  in  a  jiffy; 
if  it  is  delayed,  some  sort  of  makeshift  is  resorted  to, 
or  else  the  rock  is  barred  out  and  broken  by  hand, 
h'rom  four  of  our  (juarries  where  mechanical  plant  of 
some  type  is  in  service  we  are  turning  out  about  500 
cu.m.  of  rock  daily,  and  the  work  is  as  yet  hardly 
organized. 

Method  of  Hauling 

Most  of  the  transportation  f)f  crushed  rock  from 
fpiarry  to  road  is  done,  at  this  writing,  by  motor  truck 
or  lv)rse-drawn  dumj)  wagon.  A  munbcr  of  Mack 
motor  trucks  are  in  service  for  the  longer  hauls  and 
Watson  bottom-dump  wagons  foi-  lesser  distances. 
Hotli  seliemes  of  dumping — the  auloniatii-  elevating 
body  in  the  case  of  the  motor  truck,  and  the  bottom 
opening  leaves  in  the  case  of  the  wagon — arc  decided 
novelties  among  ('"rench  rf)ad  builders  and  their  first 
perffirinances  were  in  the  nature  of  spectacles  watched 


with  the  keenest  interest.    ]\Iuch  of  the  road  stone  is  i 
delivered  by  the  French  in  small,  tw^o-wheel  carts, 
hauled  by  a  pair  of  horses  in  tandem. 

Organization 

The  men  of  our  road-building  and  quarry  regiments 
have  been  divided  into  gangs  and  are  quartered  close 
to  the  particular  jobs  to  which  they  have  been  assigned. 
At  some  places  camps  have  been  established  and  the 
men  live  in  wooden  barracks.  Others,  newly  arrived, 
are  occupying  canvas  tents  for  the  present.  Still  others 
are  billeted  in  French  towns.  The  road  service  is  pro-  . 
viding  everything  possible  in  the  way  of  good  food  and 
clothing  to  make  life  comfortable  for  the  men.  Many 
of  the  rank  and  file  are  experienced  construction  men, 
road  biiilders  or  engineers  with  degrees  from  our  lead- 
ing technical  schools,  who  expected  to  be  assigned,  on 
their  arrival"  in  France,  to  jobs  of  a  supervisory  capa- 
city ;  for  example,  as  bosses  of  gangs  on  road  recon- 
struction or  maintenance.  Up  to  the  present  time  it 
has  not  been  possible  for  all  of  these  expectations  to 
be  realized  and  men  with  qualifications  which  would 
ordinarily  place  them  in  positions  carrying  varying 
degrees  of  authority  are  at  present  swinging  pick  and 
shovel  or  breaking  rock.  When  we  have  at  our  dis- 
posal a  larger  supply  of  labor  battalions  and  have  cap- 
tured more  prisoners  it  is  probable  that  there  will  be 
a  change  in  the  status  of  many  of  our  road  builders 
who  are  now  doing  ordinary  day-labor  jobs.  Never- 
theless, the  men  are  buckling  down  to  their  tasks  and 
showing  an  excellent  spirit. 

Judging  by  what  I  had  to  eat  at  one  of  the  quarry 
camps  there  is  nothing  to  complain  of  on  the  score  of 
"grub."  To  some  of  us  here  in  France  who  have  either 
to  pass  up  coffee  or  sweeten  it  with  saccharine,  eat 
brown  war  bread  without  butter  and  smoke  French 
cigarettes,  the  lot  of  the  military  road  builder,  even  if 
his  job  is  for  the  time  being  of  the  routine,  manual 
labor  sort,  seems  to  have  its  compensations,  for  he  gets 
white  bread  to  eat,  real  sugar  in  his  coffee  and  Am- 
erican "smokes,"  which,  in  themselves,  should  dis- 
count many  of  the  things  which  may  be  not  quite  to 
the  liking  of  the  man  who  is  spreading  crushed  stone 
instead  of  supervising  the  work  of  German  prisoners. 

It  is  still  a  little  early  to  attempt  to  tell  the  real 
story  of  our  road-building  work.  That  will  come  later, 
when  all  of  our  quarries  are  located,  equipped  and 
running  full  blast,  and  when  our  work  of  reconstruc- 
tion and  maintenance  has  been  extended  and  put  to 
the  test  of  carrying  the  trafffc  of  war  for  a  longer  time 
than  it  has  done  up  to  the  present.  Yet  I  am  able  to 
report  real  progress  in  the  advance  section  of  our  road 
service,  and  I  cannot  do  it  better  than  b}^  cpioting  from 
a  note  written  to  the  commanding  ofticer,  lines  of  com- 
munication, advance  section,  by  the  general  command- 
ing the  first  division  of  the  American  Expeditionary 
Forces,  behind  which  our  road  builders  have  been  at  • 
work.    Flere  is  what  the  note  says: 

"I  was  very  hard  pressed  in  the  sector  on  account 
of  terrible  roads,  daily  growing  worse  under  hard 
usage.  It  was  necessary  to  act  quickly  and  directly 
with  G.Il.Q.  Your  men  are  doing  good  work  .  They 
are  really  saving  the  situation." 


The  partnership  of  Madii;an  tv  Darbyson.  engi- 
neers and  contractors,  has  I)ecn  dissolved,  and  Mr. 
\\  .  II.  Madigan  is  continuing  on  his  own  account  at 
30  St.  John  Street,  Montreal,  having  removed  to  that 
address  from  the  New  Uirks  Uuilding. 
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Do  Structural  Materials  Fail  From  Fatij^ue? 

Excess  Loading  and  Weathering  Action  Not  the  Only  Factors  to  Be 
Considered — Hysteretic  Loss — Energy  Absorhed  Under  Repeated  Stress 


TWK  l)eha\ior  of  structural  uiatcrials  under  stress 
has  been  fairly  well  established  by  ex|)erinient. 
The  elastic  limit,  ultimate  stren.t^th  and  defor- 
mation at  the  point  of  rupture  have  all  been 
carefully  determined.  The  elastic  limit  of  a  materia! 
has  been  defined  as  the  point  beyond  which  a  mater- 
ial, if  stressed,  will  not  return  to  its  ori,t(inal  length. 
Little  has  been  said  about  the  rate  of  deformation  or 
the  effect  of  continued  deformations  on  the  material. 
In  design  the  main  object  has  been  to  keep  well  with- 
in this  limit. 

It  has  been  assumed  that  as  long  as  a  material  is 
not  over  stressed  and  barring  the  weathering  action, 
there  is  little  to  worry  about  as  to  how  long  a  mater- 
ial will  give  service.  It  has  been  found  that  a  mater- 
ial fails  to  follow  the  same  rate  of  deformation  in  re- 
lation to  the  applied  load,  during  the  period  of  release 
of  stress  as  during-  the  period  of  its  a])i)lication  and 
that  the  fatigue  failure  is  probably  due  to  absorbed 
energy. 

That  research  work  in  this  connection  offers  a 
new  and  unlimited  scoj^e  is  shown  by  Mr.  V.  j. 
Schlink,  associate  physicist,  U.S.  Ikireau  of  Standards, 
of  Washington,  D.C.,  in  the  following  article  appear- 
ing in  the  Engineering-  News-Record  : 

Definition  of  Hysteresis 

"Hysteresis  may  be  defined  by  reference  to  the 
load  deformation  curve  of  a  specimen  carried  through 
a  cycle  of  loading  and  unloading.  The  result  of  the 
difference  between  the  behavior  of  the  specimen  with 
the  load  increasing  and  that  with  the  load  decreasing, 
is  that  the  lines  of  the  load  extension  graph  corre- 
sponding to  these  two  processes  are  not  coincident. 
This  displacement  when  exhibited  through  a  complete 
and  closed  cycle  of  loading  and  unloading,  gives  rise 
to  a  loop  known  as  the  hystere.sis  loo]).  The  area  of 
this  loop  represents  the  loss  of  energy  due  to  imperfect 
elasticity,  that  is,  a  portion  oi  the  energy  supplied  to 
the  specimen  during-  the  cycle  which  is  not  recover- 
able when  the  stress  is  returned  to  its  original  status. 
It  seems  obvious  that  this  absorbed  energy  is  some- 
how related  to  the  so-called  fatigue  failure  of  struc- 
tural materials  under  repeated  stress  application. 
This  energy  is  largely  expended  in  breaking  down  the 
structure  and  tenacity  of  the  stressed  body. 

The  Action  of  the  Fibres 

To  give  concreteness  to  this  consideration,  let  us 
consider  the  case  of  a  body  in  which  the  comi)onent 
elements  may  be  looked  upon  as  of  linite  dimensions: 
for  example,  a  specimen  of  cloth.  When  a  tensile 
load  is  applied  to  this  material  it  is  certain  that  hc\orv 
all  of  the  longitudinal  yarns  can  take  u])  the  stress,  a 
phase  of  mutual  adjustment  of  the  yarns  and  tiien- 
component  fibres  must  take  i)lace.  Some  will  i)e 
slack  while  others  will  be  taut,  some  will  be  m  close 
adherence  to  their  neighbors  while  others  will  have 
comi)arative  independence  of  action  in  the  initial  un- 
stressed condition.  When  the  load  is  ai)i)lie.l  the 
slack  fibers  and  yarns  take  up  a  iiortion  ot  the  load, 


after  the  lirst  stretching  of  those  that  are  taut,  while 
those  which  adhere  to  adjacent  ones  will  slip  rela- 
tively to  their  neighbcjrs  in  amounts  (!e|jendcnt  upon 
their  orientation,  their  morhili  of  elasticity  and  their 
initial  tautness.  .\s  the  load  increases,  these  adjust- 
ments within  the  fabric  decrease  until  incipient  failure 
sets  in. 

ll,  before  the  last  named  state  is  reached,  the  load 
is  removed,  the  sijecinien  will  return  to  a  condition  of 
zero  stress,  but  its  extension  will  not  return  to  zero, 
as  some  of  the  displacements  which  have  taken  place 
during  the  earlier  stages  of  stress  application  arc  not 
reversible,  being  maintained  at  more  or  less  definite 
\alues  bv  the  friction  which  exists  between  the  con- 
•iguous  element'-.  If  ;i  second  cycle  of  loading  take 
place,  many  u\  these  adjustments  will  not  recur,  since 
the  fibers  have  been  permanently  dis])osed  into  po' i- 
tions  more  favorable  to  uniform  distribution  of  the 
stress.  .\  fairly  detinite  projiortion  of  them,  however, 
will  recur,  comprising  mainly  those  which,  due  to 
insufficiency  of  friction  between  elements,  have  been 
allowed  to  ai)])ro])riate  their  initial  condition  of  slack- 
ness or  mutual  contact.  Thus  at  every  repetition  of 
the  loading  and  unloading  cycle  certain  slii)s  and 
shifts  v\ill  take  ]:)lace  in  the  fabric,  decreasing,  how- 
e\  er,  in  number  and  extent  with  each  succeeding  repe- 
tition. 

It  is  this  condition  which  must  largely  account  ii'r 
the  ultimate  failure  of  the  fabric  under  repeated  load- 
ings, since  the  energy  involved  in  these  slips  and  shifts 
of  the  fibers  and  yarns  is  largely  expended  in  mechani- 
cal wear  of  the  material  itself,  diminishing  the  effective 
cross-sections  and  breaking  down  the  adhesions  and 
interlockings  which  exist  between  the  component 
fibers  of  the  varn  and  between  the  component  yarns 
of  the  fabric. 

Possible  Relation  Between  Hysteresis  and  Endurance 

It  is  believed  that  something  of  the  same  sort  goes 
on  in  the  more  usual  structural  materials,  such  as 
metals,  masonry,  leather,  etc.  We  know  that  even  in 
the  metals  a  discernable  slipping  of  crystal  surfaces 
actually  does  occur  under  repetition  of  stress.  Is  it 
not  quite  likely  that  the  form  and  magnitude  of  the 
hysteresis  loop'  will  afford  an  index  of  the  endurance 
of  the  material  under  rejieated  load,  an  index  in  fact 
far  superior  to  that  obtained  through  the  e\nen<ive 
and  protracted  endurance  tests  ? 

Helical  si)rings,  as  is  well  known.  Ikim  ~ii  i:;.'r 
l)r()perties  as  regards  endurance  under  repeated  load- 
ing comi)ared  with  flat  sjiriiigs  working  under  osten- 
sibly ecjuivalent  unit  stresses.  May  this  nnt  due 
to  a  greater  uniformity  in  the  stress  condition  which 
obtains  in  the  helical  si)ring  within  a  given  Inindle  of 
contiguous  elements,  in  contradistinction  to  the  rela- 
tive slipiiing  and  interstrain  between  contiguous  ele- 
ments in  the  Hat  spring  which,  as  the  beam  theory 
shows,  functions  under  stress  conditions  varying  in 
e\erv  cross-section.  botlVi  longitudinally  and  trans- 
\  t  rselv  ?  l-lxpressed  in  somewhat  ditVerent  form.  ina> 
not  the  difference  between  favorable  and  unfavorable 
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])ro;jerties  of  a  given  structural  form  as  regards  en- 
durance under  repeated  stresses-  be  expressed  as  a 
function  of  the  g;radients  of  stresses  across  its  sections.-' 

Jn  the  large  liel(^  of  measuring  instruments,  the 
role  of  hysteresis  is  a  vital  one,  being  evidenced  by 
differences  in  successive  instrumental  readings  under 
identical  conditions  as  regards  the  quantity  l:ieing 
measured  and  the  other  circumstances  associated  with 
the  obser\ation.  For  example,  in  an  aneroid  baro- 
meter, the  reading-  at  a  given  atmospheric  pressure 
will  differ  accordingly  as  the  pressure  has  been  in- 
creasing or  decreasing.  Two  causes  contribute  to 
this:  tiie  first,  backlash  in  the  mechanism,  and  the 
second,  hysteresis,  principally  in  the  force-measuring 
elements  of  the  aneroid — the  diaphragm  and  the 
spring. 

The  amount  of  this  hysteresis  is  subject  to  varia- 
tion from  several  causes,  as  the  magnitude  of  the 
stresses  obtaining  in  the  diaphragm  at  the  particular 
atmosjjheric  pressure,  and  the  temperature  at  which 
oljservations  are  taken.  Here,  then,  We  have  an  in- 
strumental error  of  a  sort  not  to  be  avoided  by  the  ap- 
])lication  of  corrections,  and  on  that  account  of  the 
most  adverse  character.  This  error  is  common  in  such 
instruments  as  the  Bourdon  pressure  gage,  in  which 
it  is  increased  by  the  common  practice  of  using  brass 
for  the  Bourdon  tube,  this  alloy  having  relatively  un- 
favorable ])roperties  for  measuring  purposes,  in  the 
sense  that  its  mechanical  hysteresis  is  high. 

Hysteresis  a  Source  of  Error  in  Measuring  Instruments 

Either  hysteresis  or  its  mechanical  analogue,  back- 
lash, is  present  with  startling  regularity  in  every  meas- 
uring instrument.  Even  in  an  automatic  scale,  where 
the  parts  may  all  be  subject  to  low  working  stresses 
and  may  be  constructed  with  the  utmost  care  and 
nicety  of  fit,,  the  scale  readings  exhibit  the  charac- 
teristic divergence  between  the  increasing  load  and 
decreasing  load  branches  of  the  correctifjn  curve, 
strikingly  similar  to  the  hysteresis  loop  met  with  in 
the  stress  examination  of  a  material.  If  the  scale  is 
not  of  the  elastic-resistor  type,  of  which  the  spring 
scale  is  an  example,  the  hysteresis  loop  must  arise 
almost  exclusively  from  non-reverting  shifts  and  the 
like  in  the  linkages.  That  this  is  the  case  is  clearly 
shown  in  such  a  scale  by  the  settling  back  to  the  ini- 
tial condition  which  occurs  when  the  parts  of  the  scale 
are  sharply  jarred  under  load. 

The  effects  of  backlash  in  producing  this  loop  have 
been  carefully  examined  by  the  author,  and,  instead 
of  being  of  the  irregular  and  unaccountable  type  which 
they  have  commonly  been  su[)posed  to  be,  they  are 
shown'by  analysis  to  produce  divergences  in  the  read- 
ings of  the  instrument  exactly  analogous  to  the 
hysteresis  curve  for  the  loading  and  unloading  of  a 
structural  material.  It  will  not  be  worth  while  to 
digress  at  this  time  for  detailed  demonstration  of 
these  facts,  l)Ut  it  may  be  said  that  almost  every 
characteristic  of  the  hysteresis  ])henomenon  for  a 
stressed  structural  material  is  duplicated  in  a  mechan- 
ism containing  Ijacklash.  in  that  the  width  of  the  loop 
in  distinctly  a  function  of  the  range  of  motion  or  read- 
ing over  which  the  instrument  has  been  operated — cor- 
responding to  the  range  of  stress,  which  affects  the 
width  of  the  hysteresis  loo])  in  a  stressed  structural 
specimen— and  in  that  the  si/c  of  the  loo])  increases 
with  i)oor  fitting  of  tlie  jiarts  and  with  excessi\e  clear- 
ance and  frictional  resistances  generally,  as  it  does  in 
the  case  of  a  stru'  tnral  ^pcrinicn  win'ch  is  not  homo- 


geneous or  continuous  and  in  which  we  may  expect 
to  find  elasticity  notably  imperfect. 

Many  Relations  to  the  Question  Need  to  be 
Investigated 

The  absolute  regularity  with  which  this  pheno- 
menon of  hysteresis  occurs  in  measuring-  instruments 
of  every  sort,  and  the  similarity  of  its  occurrence  in 
the  case  of  structural  members  brings  strongly  to  con- 
siderations the  need  of  acquiring-  a  better  knowledge 
of  the  subject.  lioth  kinds  of  irreversibility  are 
"backlash" ;  the  one  in  finite  dimensions  and  the  other 
in  infinitesimal  ones.  Both  are  characterized  by  slips 
and  shifts  of  the  component  parts  of  the  structure  or 
mechanism.  In  the  one  case  perceptible  mechanical 
wear  occurs  ;  in  the  other  more  or  less  gradual  destruc- 
tion of  the  tenacity  ])roperties  or  of  the  shape  or  di- 
mensions of  the  specimen. 

In  order  to  make  more  evident  the  broad  relation 
of  this  question  to  mechanical  problems,  let  us  con- 
sider one  or  two  simple  applications.  The  so-called 
fiber  reproducer  needles,  often  used  on  graphophones, 
are  distinguished  for  the  softness  of  their  tone.  Con- 
sideration shows,  however,  that  there  is  not  only  a 
softening  of  the  tone  btit  a  loss  of  some  of  the  tone 
comjjonents,  since,  if  the  needle  were  directly  elastic, 
l)rartically  all  of  the  energy  represented  by  the  undu- 
lations in  the  record  disc  would  ultimately  reach  the 
reproducer  diaphragm  and  there  be  transformed  into 
audible  sound.  This  is  not  the  case.  The  fiber  needle 
does  not  transmit  all  of  the  energy  which  it  receives 
from  the  record  groove,  bttt  damps  out  much  of  it, 
owing  to  the  imperfect  elasticity  of  the  fiber.  This 
not  only  reduces  the  volume  but  also  modifies  the 
complexity  of  the  tone  and  impairs  the  accuracy  of 
reproduction.  At  the  same  time  that  such  a  needle 
reduces  the  scratching  noises  originating  at  the  needle 
tip,  it  also  eliminates  certain  desirable  elements  of  the 
tone,  namely,  the  high  frequency  overtones.  This  is 
the  result  of  hysteresis  in  the  material  of  the  needle. 

Aeroplane  Shock  Absorbers  Should  Have 
High  Hysteresis 

Recently  certain  samples  of  felt  were  to  be  exam- 
ined with  regard  to  their  suitability  for  use  in  shock- 
absorbing  parts  of  aeroplanes.  At  once  the  question 
was  raised  as  to  how  the  properties  of  the  material 
which  would  make  it  suitable  for  this  purpose  could 
be  defined.  Were  the  material  perfectly  elastic,  the 
only  way  in  which  it  could  diminish  the  effects  of  a 
severe  blow  would  be  in  transforming  a  shock  or  vi- 
bration of  low  frequency  into  numerous  vibrations  of 
high  frequency,  the  effect  of  which  would  be  less  de- 
structive to  life  or  material. 

This  is,  in  fact,  the  principle  upon  which  automo- 
bile shock  absorbers  of  the  most  common  type  operate, 
in  that  springs  of  high  flexibility  are  so  coupled  with 
the  s])rings  sup])orting  the  body  of  the  car  as  to  dissi- 
pate in  vil^rations  of  higher  freqtiency,  the  large  dis- 
placements of  the  regular  s])rings.  On  the  other  hand, 
were  the  material  in  ([uestion  perfectly  inelastic  (or 
l)lastic),  it  could  only  perform  its  function  once,  since 
its  first  use  would  deform  it  to  a  condition  in  which  it 
would'act  as  a  mere  transmitting  medium  incapable 
of  absorbing  further  contributions  of  energy. 

Dashpot  Action  in  Shock  Absorption  is 
a  Desirable  Quality 

After  these  considerations  we  may  ask  what  are 
the  desirable  properties  of  a  felt  material  to  be  used 
as  shock  absorbent.     It  should  have  hysteresis  of  a 
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large  enou-h  order  t<,  ahsorl,  ratluT  than  t„  transmit 
much  of  the  energy  of  a  blow,  hut  it  must  have  elas- 
ticity enou-^h  so  that  it  will  not  fall  short  hy  U,o  -^reat 
an  amount  of  returnin-  to  its  initial  hulk  after  heiii- 
suijjected  to  such  a  blow.  Moreover— and  this  is  a 
distinct  and  ])erhai)s  e(|ually  important  phase  of  the 
question—the  felt  may  absorb  ener<,ry  at  once  by  Us 
deformation,  givin<r  it  out  again  only  after  the  la^se 
of  a  more  or  less  i)rotra,cted  interval  oi  time:  this  i-, 
the  time  factor  in  elasticity. 

This  is  analogous  to  a  second  type  of  automobile 
shock  absorber— that  in  which  a  dashpot  is  used,  in 
which  the  stiffness  in  one  direction  is  slight  and  ])rac- 
tically  independent  of  time,  while  in  the  other  direc- 
tion, though  the  stiffness  may  be  similarly  small  in 
amount,  it  is  governed  by  the  restriction  that  the  rate 
at  which  energy  is  restored  is  limited,  to  the  end  that 
the  mechanism  returns  to  its  original  jjosition  only  after 

the  lapse  of  a  considerable  time.    .\  common  form  of       .  ■   ^     ^  ,      .     .  '  -V 

dashpot,  in  which  the  piston  carries  valves  oj)ening  in  -    — -. 

one  direction  only,  is  an  example  of  such  an  arrange-  Fig.  i-Vitu  oi  n,,.,,,  e„ir.nce 

ment  for  shock  absorption.    It  is  analogous  to  a  struc- 
tural member  having  small  hysteresis  but  extremely    reinforced  c(.ncrote.    The  building  faces  towards  the 
large  time  Ug  in  its  deformation  for  a  particular  sense-   west  where  the  main  eiitrv  is  located 
of  load  application. 

The  question  of  time  lag,  ciimni(;iily  known 
elastic  after  effect,  is  closely  associated  with  the  study 
of  hysteresis.  This  is  exemplified  by  the  fact  that  in 
the  more  elastic  materials,  such  as  rubber,  which  is 
much  Used  as  a  shock  absorber  in  bumpers  and  the 
like,  the  hysteresis  loop  is  subject  to  variation  in  its 
area  and  form,  dependent  upon  the  rate  at  which  stress 
is  applied  and  the  time  elai)sing  between  alternations 
of  stress.  Neither  property  can  rightly  be  investi- 
gated without  reference  to  the  other. 

The  author  ventures  the  o])inion  that  in  this  held 
much  of  striking  interest  and  value  to  the  engineer 
can  be  developed  bv  moderate  exj^enditure  in  research. 
It  seems  reasonable  even  to  suppose  that  the  most 
important  results  to  be  gained  in  the  held  of  materials 
research  are  to  be  sought  in  this  direction. 


as 


I  he  walls  vary  from  18  in.  to  22  in.  in  thickness. 
J  he  outer  face  of  the  wall 
stones  6  in.  to  1 1  in.  in 


Owing  to  high  cost,  the  tenders  for  the  construc- 
tion of  a  storage  dam  at  Lake  Itrule,  ten  miles  from 
Beaupre,  P.O.,  have  been  returned.  The  work  was 
for  the  Quebec  Streams  Commission,  the  dam  con- 
sisting of  a  wooden  crib  dam  filled  with  stone  and 
two  small  earth  dams.  The  estimates  proved  to  be 
higher  than  were  expected,  and  the  work  has  conse- 
quently been  postponed. 


Mausoleum  for  Mount  Pleasant 
Cemetery 

IN  the  southern  ]K)rtion  of  Mount  Pleasant  ceme- 
tery a  mausoleum  is  being  erected  for  the  Toronto 
I'lUrying  (irounds  Trustees,  by  W'itchall  iK;  Sons. 
It  is  said  the  completed  structure  will  cost  in  the 
neighborhood  of  $1,C00,00().      It    will    contain  1.22S 
cryj:)ts,  with  21  prixate  roc^m  crv|)ts,  provision  bein;^ 
made  for  further  extension. 

Operations  on  the  site  were  started  in  Juiu',  l')17. 
The  size  of  the  buildin."  i.s  223  feet  long  by  110  feet 
wide.  The  type  of  construction  is  granite  facing  out- 
side over  reinforced  concrete.  The  concrete  is  lined 
with  hollow  tile  faced  with  marble.     Tlu'  lloor  slab  is 


is  comj)osed  of  granite 
1  cross  section  and  running  up 
to  4  tons  m  wei.i^ht.  These  are  i)laced  by  4  ton  der- 
ricks. Hollow  tile  is  used  on  the  inner' face  of  the 
wall,  the  space  between  it  and  the  granite  l)locks  being 
filled  with  concrete  of  a  1  :2K' :4  mix.  reinforced  with 
twisted  rods  s])aced  at  IS  in.  The  concrete  is  handled 
by  the  usual  hoist  and  dumj)  car  methods. 

.\t  the  present  time  the  walls  arc  about  7.s  per  cent 
com.Dleted.  while  the  crypts  are  about  to  be  placed. 
I  he  floor  slab  consists  of  reinforced  concrete  varying 
iroin  4  m.  to  <S  in.  in  thickne.ss,  reinforced  at  4  in  'to  7 
in.  centres. 

L'p  to  date  o\  er  43  cars  of  i^ranite  have  been  placed 
on  the  job,  while  over  20,000  cubic  yards  of  concrete 
has  been  poured. 

Th?  cryiJts  will  be  constructed  to  be  cont.tiiu-d  in 
the  building  instead  of  the  usual  metlu>d. 

Darling  Pearson,  of  2  Leader  Lane,  are  the  arclii- 
tects.    J  he  granite  is  being  sui)plied  by  the  .Mcintosh 

( .ranite  Co..  Limited. 


Fig.  2  -Floor  view  looking  south. 
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Method  of  Determining  Pile  Resistance 

Calculations  for  a  Group  of  Piles 
Driven    in    Different  Directions 


WHERE  piles  forming  a  group  are  all  driven 
\  crtical  and  in  the  same  plane,  it  is  a  simple 
matter  to  determine  the  total  resistance  of 
the  group,  especially  where  the  soil  struc- 
ture is  uniform.  However,  owing  to  strata  forma- 
tions, it  is  often  desirable  that  piles  be  driven  in  a 
more  or  less  irregular  manner,  in  order  to  arri\  e  at 
the  desired  results  at  the  least  cost  and  in  the  least 
possible  time.  Mr.  H.  M.  Westergaard,  in  the  fol- 
lowing paper,  presented  before  the  Western  Society 
of  Engineers,  describes  a  method  of  calculating  the 
resistance  offered  by  a  group  of  piles  driven  in  dif- 
ferent directions : — 

The  piles  are  assumed  to  be  arranged  in  planes 
parallel  to  the  plane  of  the  paper,  and  parallel  to  the 
resultant  force,  R.  The  displacements  considered  are 
parallel  to  this  plane  and,  in  general,  will  be  consid- 
ered as  infinitesimal.  Each  pile  will  be  assumed  to 
be  hinged  at  its  head  and  at  some  theoretical  point 
near  the  lower  end ;  thus,  only  axial  loads  will  be  con- 
sidered as  acting  on  the  pile.  The  portion  of  the  sup- 
ported structure  which  rests  immediately  upon  the 
])iles  will  be  called  the  "pier."  It  will  be  assumed 
to  have  the  character  of  a  solid  mass,  such  that  only 
small  internal  deformations  will  exist,  when  com- 
pared with  the  changes  in  length  of  the  piles.  The 
])ier  will  be  assumed  to  be  supported  by  the  piles  only, 
both  vertically  and  horizontally. 

The  pier  and  the  piles  taken  together  are  assumed 
to  constitute  an  elastic  structure  in  which  the  dis- 
placement will,  within  certain  limits,  be  proportion;il 
to  the  loads  causing  them.  Such  limits  will  in  some 
cases  proceed  from  the  assumption  that  certain  piles 
may  not  be  designed  to  take  tension.  If,  by  applyir^g- 
the'  method  which  follows,  any  such  pile  is  fo*ind  to 
have  tension,  the  analysis  is  to  be  reai)plied  with  this 
])ile  omitted,  as  though  inactive  in  the  structure. 

The  action  of  the  structure  under  the  load  is  de- 
fined when  the  motion  of  the  pier  is  known.  In  the 
general  case  this  motion  may  be  characterized  as  a 
rotation  of  the  pier  through  a  certain  angle  about  a 
certain  center  of  rotation.  In  special  cases  the  dis- 
placement of  the  pier  is  a  parallel  motion.  Such  a 
motion  may  be  considered  as  a  rotation  about  a  point 
at  infinity.  We  may  in  all  cases,  therefore,  speak  of 
a  rotation  as  characterizing  the  displacement.  It  will 
first  be  shown  how  the  pile  pressures  depend  on  the 
rotation  center  and  rotation  angle ;  then  a  lemma  re- 
lating to  certain  qualities  of  reciprocity  will  be  in- 
troduced. On  this  basis  a  method  of  dealing  with  any 
])articular  case  will  be  developed.  Finally,  the  re- 
sistance in  general  will  be  discussed,  assuming  a 
varving  resultant. 

To  find  the  pile  |)re.ssures  when  center  of  rotation 
and  aglc  of  rotation  are  given,  the  notation  used  is  as 
follCnvs: 

r  —  center  of  rotation. 

=  angle  of  rotation  nu-a^nrcd  in  ladians. 
p  zr:  distance  froin   center  of  line  ol   any   i)ilc  to 
center  of  notation.    ]>  shall  be  considered  positive  il  a 
shortening  of   the   pile   would   increase  'A,  otherwise 
negntivc. 


1  =  length  of  pile  measured  from  the  assumed 
hinge  at  the  top,  to  the  theoretical  point  of  support 
(at  which  a  hinge  is  assumed)  near  the  lower  end.  . 

e  =  shortening  of  pile. 

EA  "  modulus  of  elasticity  times  cros.s-section  of 
pile. 

P      total  pressure  on  any  pile. 

In  Fig.  2  1-2  is  the  original  position  of  a  pile,  and 
2-3  the  motion  of  the  top  end  due  to  the  rotation  of 
the  pile  head  through  the  angle  't>  about  r.  2-4  is 
the  shortening  e.  Point  5  is  the  projection  of  the 
center  of  rotation  on  the  center  line  of  the  pile.  If 
point  5  is  considered  as  attached  to  the  pier  it  moves 
to  the  position  6.  As  the  displacements  are  treated  as 
jnfinitesimal  quantities,  we  may  write:  distance  6-3 
=  distance  6-4,  hence  distance  2-4  =  distance  5-6,  or, 
the  shortening  of  the  pile  ise  =  P<^  (1) 

=  distance  of  centre  line  of  pile  from  centre  of 
rotation  times  angle  or  rotation. 

From  formula  (1)  follows  the  expression  for  the 
corresponding  pile  pressure   P  =  p  0  EA/1  (2) 

Reciprocity  of  lines  of  resultant  and  centres  of  rotation 

If  the  resultant,  R  (Fig.  3),  produces  a  rotation 
about  a  point  r,  then  a  resultant  S  passing-  through  R 
will  produce  a  rotation  about  some  point  s,  located 
on  R.  In  other  words,  if  R  has  its  rotation  centre  on 
S,  then  S  has  its  rotation  centre  on  R.  This  applies  in 
general  to  the  displacements  of  any  line  element  at- 
tached to  any  elastic  structure. 

A  proof  of  this  theorem  will  now  be  presented, 
it  is  based  on  the  general  theorem  of  reciprocity  named 
after  Maxwell  and  Betti",  which  states  in  one  form 
that  the  displacement  along  one  path  caused  by  a  unit 
load  along  some  other  path  is  equal  to  the  displace- 
ment along  the  second  path  due  to  a  unit  load  along  the 
first  path.  Applying  this  to  the  present  case  (Fig.  3), 
we  have  the  displacement  of  the  point  r  in  the  direc- 
tion S  due  to  a  unit  load  acting  along  R  is  equal  to 
the  displacement  of  the  points  on  R  in  the  direction  R 
produced  by  a  unit  load  acting  along  the  line  S.  The 
displacement  of  r  is  zero  when  r  is  the  centre  of  rota- 
tion, hence  the  displacements  of  the  points  on  R  in 
the  direction  of  R  produced  by  the  force  S  are  zero. 
Hence  the  centre  of  rotation  s,  correspondino-  to  a 
force  along  the  line  S  is  located  on  R,  which  was  to 
be  proved. 

To  find  the  centre  of  rotation  when  the  resultant  force 
is  given 

The  determination  of  the  rotation  centre  is  the  first 
step  in  the  treatment  of  any  particular  case  of  loading. 
Let  R  in  Fig.  1  be  the  resultant  force  transmitted 
through  the  pier  to  the  group  of  i)iles;  r  is  the  cor- 
res])onding  centre  of  rotation,  which  is  to  be  deter- 
mined. Now  assume  temporarily  that  the  ])ier  rotates 
through  a  certain  angle  about  the  point  a  chosen 
anywliere  on  the  resultant  R.  This  rotation  would 
produce  certain  deformation  in  the  ])iles.  The  cor- 
res])onding  pressures  on  the  piles  may  be  found  by 
l'"<)rmula  (2).    'I'hese  pressures  compose  the  resultant 
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A.  liy  virtue  of  the  above  (juality  of  reciprocity  he- 
tween  lines  of  action  and  centres  of  rotation,  the  cen- 
tre of  rotation  r  will  be  located  somewhere  on  A.  We 
will  then  choose  another  point  b  on  K,  and  Inul  in  the 
same  way  its  correspondint,'-  resultant  M.  Tlu.  actual 
centre  of  rotation  r  is  the  pcjint  of  interscrtinn  at  A 
and  r.. 

In  Fig-.  4  the  auxiliary  resultants  A  and  15  are 
found  by  drawing-  the  funicular  ptjlygons  «  and  The 
corresponding-  force  polygons  A  and  15  are  shown  to 
the  right  in  Fig.  4.  'J'he  piles  are  in  this  case  assumed 
to  be  of  equal  length,  cross  section  and  modulus  of 
elasticity.  Then  owing-  to  formula  2,  the  pressure  used 
in  the  force  polygons  A  and  B  may  be  measured  as 
prop'!  to  (for  instance  half  of)  the  distances  from  the 
respective  centres  of  rotations  to  the  centre  line  of  tlic 
l)iles. 

To  find  the  pile  pressures  when  the  resultant  force  and 
fhe  centre  of  rotation  are  known. 

Ha\  ing-  determined  the  centre  of  rotation  r,  it  will 
not  be  difficult  to  find  the  distribution  of  i)ilc  pres- 


Cen  href  ftofa  iion 


dicular  t(j  the  lines  .\  and  il.  The  shortcninjis,  or 
elongations  of  the  pih-s  due  to  parallel  motions  of  the 
pier  may  be  f(nind  j^'raphically  by  the  method  shown 
in  5  fa,  b  and  cj.    V\\r.  3,-i  shows  the  Kr^up 

piles  ^nd  the  pier  under  consideration,  'i  o  find  the 
eflect  of  a  unit  hor'zontal  miUifju  of  the  pier  layout 
—  h  =  unity  tm  a  vertical  line,  as  shown  in  M^{.  5h. 
Draw  through  0  lines  parallel  to  the  piles  1,  2,  3,  4.  5 
in  Fig^  3a.  A  motion  toward  the  left  will  shorten  piles 
1,  2  and  4  and  elongate  jjiles  3  and  3.  The  total 
shortenings  and  elongations  of  the  piles  are  found  a.s 
the  distances  in  hig.  3b  from  point  h  to  the  lines  par- 
allel to  the  piles.  That  this  is  correct  will  be  seen  by 
changing-  V\^.  2,  in  the  following^  way:  Move  the  rota- 
tion centre  r  to  infinity  in  vertical  direction,  make  2-3 
horizontal  and  etjual  U)  unity,  then  2-4  will  continue 
to  represent  the  shortening  of  the  pile,  lly  turninj^ 
triangle  2-3-4,  90  degs.,  clockwise,  we  reproduce  the 
part  of  Fig.  5b,  which  corresponds  to  one  pile. 

Pile  shortenings  due  to  a  unit  vertical  parallel  mo- 
tion downwards  are  found  in  the  same  way  in  Fig  3c. 
0-V  is  a  horizontal  vector  ec|ual  to  unity.    The  pile 

/ 

/  . 
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Diagram  for  determining  distribution  of  pressure  among  an  irregular  gronp  of  plies. 


sures.  Assuming  arbitrarily  some  angle  of  rotation  <t>, 
about  the  center  of  rotation  r,  a  set  of  corresponding- 
pile  pressures  proportional  to  the  real  pressures  may 
be  found  by  Formula  2.  A  force  polygon  gives  the 
corresponding  resultant  Ri.  In  ¥'\g.  4  the  piles  were 
assumed  of  equal  length,  cross  section,  and  modulus 
of  elasticity.  Accordingly,  the  pile  jiressures  in  the 
force  polygon  Ri  are  taken  as  proportional  to  (half  of  ) 
the  distance  from  r  to  the  center  lines  of  the  piles. 
The  force  polygon  for  the  real  pile  ])ressures  is  to  be 
found  in  Fig.  4  by  magnifying  the  force  polygon  R. 
in  the  ratio  of  R  to  R>. 

Special  Cases:  Parallel  Motion.    Forces  Applied 
Forming  a  Couple.    Center  of  Elasticity 

W  ith  special  location  of  the  force  R.  the  lines  .\ 
and  1j  in  Fig.  1  may  become  parallel.  In  that  case 
the  centre  of  rotation  would  be  at  infinity  and  the  mo- 
tion of  the  pier  would  Ik-  a  jiarallel  motion  perpen- 


shortenings  are  equal  to  the  distances  from  the  point 
V  to  the  lines  1,  2  and  3,  through  point  O,  parallel  to 
the  piles. 

The  shortenings  of  the  piles  determine  the  pres- 
sure on  each  pile  by  the  usual  formula  (2). 

Each  set  of  pile  pressures  may  be  composed  into 
a  resultant,  for  instance  l»y  drawing  a  funicular  poly- 
gon. In  this  way  the  resultants  Rh  and  Rv  in  I'ig.  3a 
are  found;  they  correspond  to  the  horizontal  and  ver- 
tical translations,  respectively.  Translations  in  other 
directions  than  the  horizontal  and  vertical  niav  be 
treated  by  the  same  method.  In  all  cases  resultants 
l>assing  through  c  will  be  found. 

Another  important  case  is  that  in  which  the  result- 
ant load  is  a  couple.  This  case  will  appear  lo  he 
closely  related  to  that  of  a  parallel  motion;  in  tact 
the  two  cases  are  in  some  respects  reciprocal.  .Assum- 
ing that  the  result.int  is  a  couple;  this  may  he  inter- 
preted  ;i<   the    lintiliiu'    i',i-;c   in    which    llir  resultant 
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force  is  at  iiilinit}'.  Then  it  is  [)c)ssil)le  to  ai)|)ly  the 
method  ilUistrated  in  Figs.  1  and  4.  We  assume  that 
R  in  Fig-.  1  moves  out  to  inhnity. 

The  two  auxiliary  centres  of  rotation  a  and  b  may 
he  chosen  as  the  ppint  at  infinity  in  the  vertical  and 
horizontal  directions,  respectively.  Assume  that  the 
group  of  piles  under  consideration  is  that  shown  in 
l^'ig.  5.  Then  the  lines  of  action  A  and  B  correspond- 
ing to  the  rotations  about  a  and  b  will  be  the  same  as 
Rh  and  Rv,  the  lines  of  the  resultants  producing  hori- 
zontal and  vertical  translations.  Their  point  of  inter- 
section c  is  the  rotation  centre  when  the  resultant  is  a 
couple.  Instead  of  using  the  horizontal  and  vertical 
translations,  any  other  two  directions  might  have  been 
introduced  in  determining  <c.  The  relation  between 
the  moment  of  the  couple  and  the  corresponding  angle 
of  rotation  is  found  by  first  determining  the  pile  pres- 
sures for  a  certain  angle  of  rotation,  using  the  usual 
Formula  (2),  and  then  composing  these  pressures  in- 
to a  couple. 

It  is  evident  that  the  point  c  is  of  particular  im- 
l)ortance  in  defining  the  general  elastic  qualities  of 
the  structures.  It  is  the  point  through  which  the  re- 
sultant must  pass  in  order  that  a  parallel  motion  shall 
take  place,  and  it  is  the  centre  of  rotation  when  the 
resultant  is  a  couple.  Following  the  teminologv  used 
in  Ritter's  theory  of  the  ellipse  of  elasticity,  it  will  be 
referred  to  as  tlie  centre  of  elasticity.  It  is  conjugated 
tew  the  line  of  infinity  as  in  Fig".  1,  point  r  is  to  R,  a  to 
A,  and  b  to  B.  It  is  also  seen  that  the  centre  of  elas- 
ticity is  essential  in  defining  the  inter-relation  between 
the  cases  of  parallel  motion  and  that  in  which  the  re- 
sultant is  a  couple. 

General  Elastic  Qualities  of  the  Group  of  Piles 

The  elastic  qualities  of  the  group  of  piles  as  a 
whole  may  be  described  by  the  following  character- 
istics : 

The  centre  of  elasticity  (c  in  Fig.  5a). 

The  resultant  Rh,  corresponding  to  a  unit  hori- 
zontal translation  (Fig.  5a). 

The  resultant  Rv,  corresponding  to  a  unit  vertical 
translation : 

The  couple  necessary  to  produce  a  unit  rotation 
about  the  centre  of  elasticity. 

It  is  worth  noting  that  Rh  and  Rv  must  be  known 
both  in  magnitude  and  direction.  Owing  to  Maxwell's 
and  Betti's  theorem  of  reciprocity,  they  are  inter-re- 
lated in  that  the  vertical  component  of  Rh  is  equal  to 
the  horizontal  component  of  R\'. 

The  general  state  of  elasticity  of  the  group  is  de- 
fined by  these  data  l^ecause  any  resulting  load  may  be 
decomposed  into  components  along  Rh  and  Rv,  and  a 
couple.  Each  of  these  three  component  loads  may  be 
treated  separately,  as  causing,  respectively,  a  hori- 
zontal translation,  a  vertical  translation,  and  a  rota- 
tion about  the  centre  of  elasticity. 

Reference  is  made  to  three  general  methods  of 
treating  such  cases  of  elastic  resistance: 

I<"irst,  the  methcjd  of  the  ellipse  of  elasticity,  de- 
veloped by  Ritter."  The  centre  of  the  ellipse  is  the 
centre  of  elasticity,  and  force  and  centre  of  rotation 
correspond  as  anti-polar  and  anti-pole. 

Secondly,  the  a])plication  of  Land's  Stress  Circle* 
slfould  be  mentioned.  This  method  gives  information 
about  the  elastic  displacements  of  the  centre  of  elas- 

■■"W.    Kilter:    C.rapliisclie,    Statik,    tor    iiistamc.    \'ol     [11     K<\  V.Wn 
pp.  2r,'.)-2VA. 

'R()l)crt  I, anil.  I)cr  SpaiinunKskrcis.  clc,  Zcilsclii  ifl  di  s  Vcreincs 
(leiitsclirr  TiiKc-nicurc,  1M)5,  jip,  i^^^t^ -1f>tt4.  Sci-  also  I..  I.  .lolnison,  The 
I )i-lerininaliiiii  nf  Unit  Stresses  in  the  (leneral  Cast  of  Klexurc,  Associa 
lion   of    KntjiiuerinK   Societies,   Vol.   'JS,   11HI2.   pp.  ^iMliNO. 

'.See   for   instance:    I,.   Sillierlslcin.   N'ciiorial    Mechanics,  p.  PL'. 


ti'city  due  to  resulting  forces  in  varying  direction.  The 
method  is  convenient  in  graphical  analysis. 

Thirdly,  attention  is  called  to  the  use  of  a  linear 
vector-equation  (dyadics  equation)  in  representing 
the  relation  between  the  displacement  of  the  centre 
of  elasticity  and  the  magnitude  and  direction  'of  the 
force  applied.  ^ 

Any  of  these  three  representations  bring  out  th'i 
])rincipal  axes  of  the  elastic  resistance;  that  is,  two 
directions  perpendicular  to  one  another,  having  the 
quality  that  forces  in  these  directions  produce  motions 
of  the  centre  of  elasticity  in  their  own  direction. 

Classification  of  the  Method  Applied 

If  there  are  more  than  three  rows  of  piles  in  the 
group  the  structure  is  statically  indeterminate.  It  is 
treated  by  determining  certain  displacement  qualities, 
say,  two  coordinates  of  the  centre  of  rotation,  and  the 
angle  of  rotation.  In  primarily  determining  replace- 
ments the  method  is  contrasted  with  the  great  num- 
ber of  cases  in  which  stresses  in  redundant  members 
are  the  variables  in  the  equations  of  elasticity,  and  it 
is  classified  with  such  methods  as  the  slope-deflection 
method  applying  to  frames.  " 

In  our  graphical  treatment  the  two  lines  A  and  B 
in  Fig.  1  intersecting  one  another  in  the  centre  of  ro- 
tation correspond  to  two  of  the  necessary  elasticity 
equations,  while  the  solving  of  a  third  elasticity  equ- 
ation is  replaced  by  the  graphical  determination  of 
the  magnitude  of  the  resultant  (Fig.  4,  force  poly- 
gons at  right  hand,  corner  at  top). 

General  Conclusions 

The  greater  the  distance  between  the  centre  of 
rotation  and  the  centre  line  of  a  certain  pile,  the 
greater  is  the  load  transmitted  to  that  pile.  This  ex- 
plains that  in  Fig.  4  the  second  and  the  third  pile  from 
the  left  carry  greater  pressures  than  the  first  pile.  In 
general,  it  is  seen  that  when  the  piles  are  not  all  par- 
allel the  greatest  pressures  are  likely  to  occur  in  other 
than  the  extreme  piles. 

Figs.  6  and  7  show  two  designs  of  pile  groups  sup- 
porting, for  instance,  a  bridg"e  pier.  In  Fig.  6  all  pile 
centre  lines  intersect  in  one  point  c.  A  resultant  load 
not  passing  through  c  cannot  be  resisted  by  the  re- 
sultant of  the  pile  pressures.  Unless  the  pier  or  the 
piles  are  supported  transversely  such  a  resultant 
would  cause  an  unrestrained  rotation  about  c,  and  the 
pier  would  act  as  if  it  were  hinged  at  c.  The  arrange- 
ment in  Fig.  6  would  not  be  adequate  as  an  abundant 
support  for  a  continuous  arch  system,  neither  would 
any  arrangement  in  which  the  piles  are  approximately 
intersecting  at  one  point. 

Fig.  6  represents  an  extreme  case.  Now  consider 
the  design  in  Fig.  7.  It  is  seen  that  a  double  rotation 
about  any  point  would  be  resisted  by  at  least  some 
of  the  pile  pressures.  In  this  respect  the  pile  grouj) 
in  Fig.  7  possesses  a  superiod  rigidity  compared  with 
that  in  Fig.  6.  In  general,  to  obtain  rigidity  and 
strength  with  a  limited  number  of  ])iles  in  a  limited 
space  two  requirements  must  be  satisfied:  First,  re- 
sistance against  the  various  comi)onents  of  the  result- 
ant loads  is  to  be  secured  l)y  battering  a  |)roi)er  meth- 
od of  piles.  Secondly,  to  prevent  turning  of  the  pier, 
l)oints  of  intersection  of  centre  lines  siiould  be  at  pro- 
per distances  from  at  least  one  other  point  of  inter- 
section of  centre  lines  of  piles,  and,  if  ])ossible,  the 
resultant  load  should  ])ass  between  these  jjoints  of 
intersection. 

"Wilson-Mancy,   University   of   Illinois,   Eng.     E.\p.   Station,  linlhlin 
No.  .N(l.  1!»15. 


Jiinu  1:2,  11MS 


THE   CONTRACT  RECORD 


47:; 


Repairing  Fissure  in  a  Clay  Puddled  Dam 


DAMS  1)uilt  from  puddled  clay  have;  hccii  used 
to  a  limited  extent  in  America  where  perman- 
ency is  desired.    That  they  have  been  used  in 
I'^rance  successfully  as  well  as  repaired  .when 
a  fissure  opened  up  is  described  by  A.  Dumas  in  T-e 
Genie  Civil : 

The  Marne  Canal  at  the  Saone  recpiired  the  con- 
struction of  some  important  reservoirs  to  conserve  the 
winter  waters  of  neighboring  water  courses.  'Jliere  are 
four  of  them  near  the  Langres  Plateau,  La  Mouchc,  La 
Vingeamne  or  Villegusieu,  La  Licz  and  Charmes.  The 
first  two  are  located  at  the  east  of  the  canal  and  the  last 
two  at  the  west.  These  dams  are  all  of  clay,  except 
the  one  at  La  Mouche,  which  is  of  stone,  and  this  one 
and  La  Liez  have  been  in  use  for  twenty  years. 

General  Features  of  the  Charmes  Dam' 

The  Vingeamm'e  and  Charmes  reservoirs  were 
opened  for  use  in  1905  and  1906,  respectively.  The 
processes  of  construction  being  somewhat  new,  a  brief 
description  of  the  last  will  be  given  before  describing 
the  accident  to  it  in  1909  and  the  work  of  reconstruc- 
tion. Being  the  most  recent  and  one  of  the  highest 
of  the  kind  in  France,  it  has  been  constructed  in  the 
most  approved  manner. 

The  capacity  of  the  reservoir  is  11,600,000  cubic 
meters.  The  form  is  common  to  most  of  the  clay  pud- 
dled dams  constructed  in  France  during  the  last  70 
years.  The  up-river  face  is  terraced  with  flat  benches 
and  inclined  steps  1.70  meters  high  with  45  deg.  slopes, 
while  the  benches  are  1.00  meters  wide  with  0.10 
meters'  slope;  giving  a  general  1.5  to  1  slope  to  the 
dam.  The  down-stream  face  is  flatter  and  has  a.  slight- 
ly concave  shape,  joined  by  three  different  slopes  sep- 
arated by  benches,  which  is  without  doubt  the  best 
form  for  stability.  The  top  is  17.0  meters  (about  56 
ft.)  above  the  bed  of  the  stream  and  the  total  height 
of  the  work  above  the  lowest  foundation  is  26  meters, 
which  makes  it  among  the  highest,  as  stated.  The 
water  level  is  15.10  meters  above  the  river  bed.  The 
top  is  6.45  meters  wide  and  the  maximum  width  at 
the  base  is  64  meters.  The  length  is  362  meters  and 
523.5  meters  if  the  cut-ofT.s  are  counted. 

The  dam  Avas  constructed  in  a  series  of  layers  of 
good  clay  mixed  with  5  per  cent,  of  fine  crushed  rock, 
each  layer  being  puddled  and  rolled  with  a  corru- 
gated roller.  The  layers  were  0.12  meters  thick  be- 
fore rolling,  which  reduced  them  to  0.8  or  0.10  meters, 
making  the  earth  remarkably  hard  and  compact.  Al- 
lowance was  made  so  as  to  make  it  follow  the  re- 
quired slopes  and  the  layers  were  put  in  rapidly  to 
always  be  on  freshly  puddled  material.  The  face  was 
paved  or  covered  with  concrete  slabs  0.20  meters  thick, 
with  clay  joints. 

Accident  to  Charmes  Dam 
There  had  been  no  trouble  with  the  dam  until  after 
it  had  been  in  use  about  three  years,  when  the  acci- 
dent occurred. 

On  October  20,  1909,  the  dam  showed  a  longitudinal 
fissure,  a  little  above  the  top  bench  and  following  a 
joint  in  the  paving.  This  fissure  was  apparently  ver- 
tical and  stopped  abruptly  at  one  end  at  section  IS 
against  a  step  and  increased  at  section  14,  where  it 
amounted  to  from  2  to  3  centimeters  ;  gradually  grow- 


ing ^mailer  until  it  reached  sections  10  and  11,  the 
total  length  being  about  S5  meters.  'I'hcre  was  also  a 
difference  in  levels  of  several  centiiu'  t-  r-  bif- r en  the 
two  edges. 

The  amount  of  the  fissure  incrc  .i-iii;.;,  ii  .'.  a  de- 
cided to  begin  repairs. 

.Soundings  showed  that  the  fissures  extenricfl  ver- 
tically into  the  puddled  material,  and  then  changing 
to  i)arallel  with  the  face.  (Jther  soundings  showed  the 
presence  of  3  meters  of  lofjse  material  under  the  water. 
Above  the  fissure  and  under  the  loose  material  the 
puddled  material  was  in  good  condition,  showing  it 
to  be  a  slide  from  the  face  of  the  dam. 

When  the  trouble  occurred  there  was  6  meters  of 
water  inside  the  dam  and  it  was  being  emptied  at  the 
rate  of  0.17  meters  per  day.  This  was  the  lowest  since 
it  had  been  in  use,  and  the  lowering  was  reduced  as 
much  as  possible  in  order  not  to  remove  the  pressure 
from  the  face  of  the  dam,  but  the  sliding  kept  <jn  daily. 
While  the  pressure  of  water  prevented  a  complete  ex- 
amination it  was  not  deemed  best  to  empty  it,  as  it 
might  increase  the  trouble,  h-ach  day  the  face  of  the 
dam  above  water  took  a  more  vertical  shajje,  but  the 
worst  damage  was  below  the  water  surface. 

On  October  25  the  condition  was  examined  by  a 
diver,  who  found  the  i)aving  on  the  two  lower  steps 
opened  up  so  he  could  thrust  in  his  arm.  The  sliding 
did  not  stop  until  December  11,  or  52  days  after  first 
seen.  The  maximum  amount  was  4  meters  where  the 
dam  was  14  or  15  meters  high.  Systematic  soundings 
were  made  and  revealed  more  nearly  the  amount  of 
the  damage.  The  matter  of  repair  was  thought  to  be 
a  very  ])articular  matter  and  investigation  was  made 
of  the  resistance  of  similar  works  and  of  other  exjieri- 
ences.  The  results  of  the  engineer's  investigations  are 
given  in  a  memoir  in  the  Annales  des  Fonts  et  Chaus- 
sees. 

Method  of  Repairing  the  Dam. 

The  amount  of  the  slide  on  the  Charmes  dam  was 
al)out  20,000  cubic  meters,  as  shown  by  the  measure- 
ment made  in  1909.  It  was  decided  that  the  repairs 
would  be  made  of  the  same  clay  compacted  by  the 
same  process  to  a  proper  hardness,  and  Urr  security  it 
was  decided  to  reinforce  the  lower  part  2.50  meters 
above  the  cut-ofY  wall,  the  foundation  of  it  being  con- 
sidered perfectly  good.  Two  other  conditions  were 
adopted,  first,  the  physical  imi)rovement  of  the 
Charmes  clay  by  the  addition  of  a  considerable  amount 
of  small  pebbles;  second,  the  construction  of  buttresses 
in  the  reinforcements. 

StifTening  the  Clay  by  Addition  of  Small  Pebbles 

The  necessity  of  adding  ])ebbles  to  the  clay  to  be 
used  for  the  puddled  wall  14  or  15  meters  high  on  a 
slope  of  1.5  to  1  was  determined  ui)on.  which  plan 
had  been  used  at  the  Lie/,  dam.  and.  probably  on  ac- 
count of  which  it  has  stood  for  25  years;  and  was 
used  in  the  Wassy  dam  repairs.  Such  a  mixture  is 
very  much  superior  to  any  other  for  puddled  material 
for  dams. 

There  being  no  pebbles  or  gravel  in  the  vicinity,  it 
was  necessarv  to  resort  t»>  crushed  stone  which  was 
a  valuable  materi.il  and  ctudd  not  bo  used  wastcfully. 
h".\[)eriments    were    made    to    determine  the  proper 
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amount  to  be  used  and  20  per  cent,  was  finally  adopted 
as  best. 

Buttresses  Added  to  the  Dam 

The  addition  of  buttresses  was  considered  neces- 
sary, and  it  was  decicied  they  need  not  go  all  the  way 
up  the  face  of  the  dam,  as  insisted  upon  by  some  con- 
tractors, but  only  be  carried  up  to  the  height  of  the 
danger  zone  or  8.9  meters  above  the  top  of  the  cut- 
off wall.  They  Avere  1.4  meters  thick  and  averaged  15 
meters  in  length.  They  were  built  of  concrete  similar 
to  that  employed  in  like  work.  Where  they  join  the 
cut-off  wall  they  are  enlarged  in  the  form  of  a  girder, 
thus  approaching  the  form  of  a  solid  of  ecjual  resist- 
ance. / 

Particular  precautions  '  were  taken  to  prevent 
"water  waj's"  where  water  would  follow  the  junction 
of  the  puddled  material  and  the  concrete  masonry, 
so  the  buttresses  were  put  in  at  a  time  and  in  a  man- 
ner that  they  would  not  interfere  with  the  rolling  of 


Sewage 


SOME  details  pertaining  to  sewage  treatment, 
present  and  prospective,  on  the  Niagara  River 
district  are  contained  in  the  report  of  the  Sani- 
tary Engineer  of  the  International  Joint  Com- 
mission on  Remedial  Measures.  It  is  stated  that  the 
findings  represented  are  preliminary  in  nature  and 
can  be  used  to  indicate  the  direction  of  subsequent 
work.  The  report  has  been  prepared  with  a  view  to 
eliminating  the  dangers  which  are  naturally  associated 
with  the  present  discharge  of  raw  sewage  into  the 
river. 

The  conditions  which  obtain  along  the  Niagara 
frontier  are  not  favorable  to  the  economical  building 
of  sewage  works.  The  river,  with  its  tributaries,  is 
the  universal  outlet,  this  making  necessary  the  con- 
struction of  marginal  sewers  in  order  to  intercept  all 
pollution.  This  not  only  often  requires  construction 
in  the  most  fully  developed  sections',  but  also  places 
some  of  it  below  ground-water  level.  Furthermore, 
the  very  slight  north  and  south  slope  of  the  ground 
makes  proper  sewer  grades  at  reasonable  depth  almost 
impracticable,  and  in  many  cases  leads  to  the  intro- 
duction of  pump  set-ups  in  the  grade.  From  the 
treatment  point  of  view  the  difficulties  are  ground 
water  and  the  expense  of  the  land,  for  in  all  cases  the 
works  have  been  located  adjacent  to  the  river,  not 
only  to  secure  convenient  outlet,  but  also  to  conserve 
pumping;  this  latter  feature  in  all  cases  makes  the 
more  costly  land  the  more  desirable.  The  foregoing- 
notes  ai)plv  to  communities  above  the  Falls. 

Combined  System  Used  at  Niagara 
.Niagara  frontier  sewers  are  all  built  upon  the  com- 
bine-d  principle;  that  is,  at  time  of  normal  How,  they 
carry  only  domestic  and  manufacturing  waste,  but  in 
time  of  storm,  the  flow  is  increased  by  the  storm  water, 
'i'his  accretion  of  How  dilutes  the  dry  weather  flow, 
but  the  first  wave  carries  with  it  much  foul  matter  in 
the  form  of  dust  and  street  sweei)ings ;  also  the  first 
ri.^e  of  water  in  the  sewer  washes  down  ])reviously 


the  puddled  material.  The  plan  for  the  restoration 
comprised  a  complete  drainage  system  from  the  top 
to  the  bottom. 

The  paving  or  slabs  were  made  by  crushing  the 
broken  ones  from  the  former  work,  using  an  excel- 
lent sand  to  make  the  concrete.  The  new  top  step 
was  an  improvement  over  the  old. 

The  repairs  were  made  from  1909  to  1911  and  were 
quite  difficult,  as  the  year  1910  was  unfortunately  very 
rainy.  The  cutting  away  of  the  slide  and  old  face 
was  done  in  the  first  six  months  and  all  the  work  was 
carried  out  under  considerable  difficulty.  The  total 
cost  of  the  work  was  500,000  francs. 

The  Charmes  reservoir  was  put  in  service  again  in 
the  fall  of  1911  and  it  was  filled  to  the  maximum 
height  in  three  months.  During  the  season  of  1912 
the  water  was  lowered  5  meters,  and  neither  then  nor 
since  has  there  been  aii}^  indications  of  trouble ;  so 
it  is  believed  the  safety  is  assured  under  every  con- 
dition. 


River 


stranded  solids  and  scours  out  the  deposits  of  the  low 
dry-weather  velocities.  The  problem  then  is  to  deter- 
mine how  much  of  this  first  flow  should  be  diverted, 
and  the  solution  is  obscured  by  the  complex  manner 
and  timing  of  these  waves,  which  depend  among  other 
factors— the  area  and  shape  of  the  drainage  district, 
the  intensity  and  duration  of  rainfall  and  the  direc- 
tion in  which  the  storm  moves.  Table  I  records  the 
provision  which  has  been  made  in  the  case  of  Niagara 
River  towns. 

Considerations  in  Design 

Interceptors  have  been  proportioned  to  meet  the 
needs  of  the  year  1950,  which  has  been  assumed  as  the 
ultimate  date  to  which  present  day  studies  can  apply. 

Table  I. — Interceptor  capacities,  Niagara  River  District 

Average         Sewage  flow, 
water  G.C.D.' 


consumption, 
present, 

CCD.  Average  Maximum 

Buffalo,   N.Y                             334  377  483 

Niagara  Falls,  N.Y                    440  360  ^534 

Niagara  Falls,  Ont                     313  373  512 

Tonawanda,   N.Y                       583  400  600 

North  Tonawanda,  N.Y.  ..       453  400  600 

La  Salle,  N.Y.'                         107  100  350 


The  treatment  works,  excepting  grit  chambers,  have 
been  designed  for  a  capacity  adequate  for  15  years  to 
come. 

The  sizes  of  screens  have  been  selected  upon  the 
commercial  ratings  of  the  Riensch-Wurl  type,  to  care 
for  the  flow,  and  with  sufficient  units  to  insure  that  in 
case  of  the  breakdown  of  one,  the  balance  of  the 
plant  will,  not  be  subject  to  more  than  a  75  per  cent, 
overload  at  times  of  dry  weather  flow.  The  screen 
house  has  been  proportioned  to  accommodate  one 
additional  .screen  of  the  largest  size. 

In  the  smaller  towns,  fairly  shallow  tanks  of  either 

'  Inchidcs  inlillration. 

-Xoiiiinal;   tunnel   sewi-rs  willi   I'lipacities  K'talcr   than  slunvn. 
■'.Sanitary   syslrni     small  town. 


Treatment  on  Niagara 

Preliminary  Findings  Regarding  Remedial  Meas- 
ures —  Local    Conditions    Present  Difficulties 
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circular  or  rccl;m,imilar  i)laii  lia\c  liccii  rccDin inciHlcd, 
because  nf  the  hi.^li  le\cl  ol'  tlie  ground  uatcr. 

Table  II. — Niagara  River  District  sewage  treatment — 
Comparative  costs  and  efficiencies 

.  Per  cent        Annual  per  capita 

removcl.  charees. 
Patho- 

Org-anic  srenic  Opera- 
matter,   bac-  tlon. 
Type  of  Treatment.  terla.  Kixed.  Total. 

Coarse  screen  and  grit  chamher  ...         0  ii  

Fine  screens  with  prior  coarse  scri-en- 

ing     10       1.''.    .fo.no    .$0.1.s:!  .fO.liil.-t 

Inihoff  lank — 1-hour  detention  with 

prior  coarse  screen  and  sludge  beds  25  .'!.')  .OSO  .14"  .2'J7 
Imhoff  tank — 2-hour  detention,  coarse 

screen  and  sludge  beds   .•?()       (iO        .121;        .1  47  .27.'! 

Disinfection,    fine    screens,  <letcntion 

tanks,   coarse   screen    20       !IS        .i:!7        .  l-t(i 

Disinfection,    1-^hour    InihofF  tanks, 

screens   and   sludge   beds    '2C>       US  ..",2!l  .42."i 

Disinfection,     2-hour     Imhoff  tanks, 

coarse  screens  and  sludge  beds.  ;!0  OS  .142  .471 
Contact  beds,  coarse  screens,  2-hour 

Imhoff  tanks,  sludge  beds    (iO       Sit        .IKi        .102  l.:;.V2 

Sprinkling     filters,      2-hour  Imhoff 

tanks,  secondary  tanks,  sludge  beds, 

coarse  screens   CO       00        .71         .225  .0:i5 

The  upper  compartment  has  been  designed  to  re- 
tain 120  per  cent,  of  the  average  rate  of  sewage  dis- 
charge for  a  period  of  two  hours.  Sludge  storage  has 
been  provided  to  the  extent  of  either  Ij/j  or  2  cubic 
feet  per  capita.  This  allowance  made  was  deemed 
sufficient  to  permit  of  retention-  of  sludge  over  the 
non-drying  winter  months.  The  cost  of  Imhofif  tanks 
of  a  one-hour  detention  period  is  shown  in  Table  II. 

For  the  larger  cities,  sludge  bed  estimates  have 
been  based  upon  one  square  foot,  net,  for  every  three 
persons.  In  other  places  the  provision  has  been  two 
square  feet  for  five  persons,  the  difference  represent- 
ing an  estimate  of  the  probable  difference  of  expert 
coritrol  leading,  in  the  larger  installations,  to  ripe  and 


belter  sluclj^c.  I'or  lank  eflhicnts,  calriuin  Iiydrfi- 
clilorite  at  the  rate  of  live  parts  of  available  rhioriiie 
per  millifjn  parts  oi  sewage  has  been  allowed,  the 
dose  I)eing  apj^lied  just  I»efore  entry  into  the  tank. 
The  application  for  screened  sewage  mav  be  increased 
to  allow  for  reduction  of  .solids. 

Mechanical  Plants 

In  selecting  tiie  |>uni]jiiig  muciiinci  \ .  hm  h  -t  r  .e 
api)aratus  has  been  included,  but  in  all  cases  the  units 

Table  III. — Approximate  unit  prices,  NiaK'ra  River  District 

llini  KanKe  Approximate  average 

Kxcavation,    trench  : 

Karth  $0.(i(»  to  |l.."»i>  Il.'i'i  per  cubic  yard 

Rock   (.'!.. '><l  per  cubic  jraril 

Kxcavation.  treatment      $0..'(l)  to  $2.25  $1.7.'>  |>er  cubic  yard 

works,  earth 

lirick  masonry   in  sewei  per  cubic  yard 

C(jncrete   masonry  in 

tanks  $(>  to  $21  <10  per  cubic  yard 

Vitrified  pipe  (j5  per  cent,  to  7.5  per 

cent,  off  list. 

Manhole  |5.5<)  per  vertical  foot. 

Timber  sheeting   $1.5  to  $25  per  M  ft.  Ii.m. 

Steel  sheeting   $:i2  per  Ion 

Cast-iron  pipe  $;m»  per  Ion. 

K(I)aving,  asphalt  and   

lilock  $2  .50  per  M|uare  yard. 

liuildings  $0.10  to  $0.20  per  cu.  fl. 

Kngineering  7  per  cent. 

I'rofit  and  contingencies. 1.5  per  cent  to  .51)  per  cent 

are  such  as  to  permit  of  considerable  overload  in  the 
case  of  the  breakdown  of  one  Jjart ;  and,  being  de- 
signed for  maximum  rates,  it  will  be  jjossible  to  in- 
stall minor  re|)airs  withtnit  interference  to  oi)eration. 

In  most  cases  the  elevations  are  such  as  to  make 
necessary  the  puni|)ing  of  sludge  from  the  tanks,  and 
to  meet  this  condition,  it  is  expected  that  the  air  lift 
will  be  employed,  calling  for  the  installing  of  an  air 
compressor.  Table  No.  III.  shows  the  results  of  in- 
vestigation in  the  field  of  unit  co-^ts. 


Metric  System  Simplifies  Surveyor's  Work 


THE  merits  of  the  metric  system  have  been  dis- 
cussed pro  and  con  for  many  years.  It  is  con- 
ceded that  the  English  units  in  the  main  are 
more  difficult  to  manipulate,  but  as  against  this 
there  is  the  fact  of  its  being  the  established  system  in 
all  manufacturing  organizations  where  its  replacement 
by  the  decimal  system  would  mean  a  very  large  capital 
expenditure.  As  the  metric- system  conies  to  be  un- 
derstood, however,  there  is  undoubtedly  a  growing  de- 
sire for  its  adoption  if,  and  when,  this  may  be  pos- 
sible. In  England  the  discussion  at  the  present  time 
is  losing  none  of  its  interest  on  account  of  the  war, 
and,  indeed,  the  more  intimate  commercial  relations 
between  England  and  France  have  probably  done 
much  to  emphasize  the  advantages  of  the  latter  coun- 
try's system. 

No  single  class  of  people  in  the  Empire  is,  per- 
haps, more  intimately  interested  in  our  notation  sys- 
tem than  the  surveyor.   The  land  surveyor's  chain,  etc. 

The  land  surveyor's  chain  of  22  yards  is  divided 
centesimally  into  100  units,  each  of  7.92  inches;  it  was 
introduced  by  Edward  (iunter  in  1620.  but  only  author- 
ized by  Ordei-  in  Council  on  June  27,  1876.  For  level- 
ling, that  is  to  say,  for  vertical  work,  surveyors  use  the 
centesimal  part  of  a  foot.  These  usages,  some  of  300 
years'  standing,  and  the  fact  that  in  towns  they  use 
a  chain  of  100  feet,  demonstrate  that  surveyors  have 
always  preferred  to  work  with  a  decimal  .system,  and 
they  admit  that  even  this  partial  adoption  of  some 


method  of  tens  has  helped  immensely.  l>ut  it  would 
hel[)  in  many  calculatitjus  if  the  lineal  measures  were 
decimal  and  the  square  measures  cen.tesimal  instead 
of  the  reverse  being  the  ca.se.  Thus  the  side  of  an 
acre  is  the  square  root  of  10  square  chains,  or  of  100,- 
000  square  links,  and  the  square  rotits  of  these  figures 
are  not  whole  numbers  in  either  case. 

The  following  exami)le>.  taken  from  a  paper  by 
Lieut.  .\.  I.  Martin,  I'.S.I.,  read  before  the  Surveyors' 
Institute,  further  illustrates  the  inconvenience  of  the 
])resent  units  used  by  surveyors  : — 

A  fall  of  8  feet  per  mile  is  I  in  (k<0.  which  retpiires 
quite  a  mental  effort. 

A  fall  of  1  in  600  is  1  foot  in  9.0^)  chains— rather 
a])palling  figures. 

1,597  inches  ec|uals  2  chains  0  yards  1  foot  1  inch, 
but  no  association  of  ideas  carries  the  mind  from  one 
set  of  figures  to  the  other,  whereas  it  is  seen  at  a  glance 
that  their  metric  equivalent  of  40,5<>4  millimeters  is  alst> 
40  m.  S(A  mm. 

.\lthough  the  centesimal  foot  has  certain  advant- 
ages, it  is  a  ])ity  our  horizi>ntal  and  vertical  measures 
and  scales  should  not  have  a  ctimmon  basis. 

There  are  no  s(|uare  furlongs  and  no  lineal  roods. 

The  side  of  a  scpiare-shaped  acre  is  about  20tN^4  ft. 

If  the  International  system  is  adoptetl  by  us  we 
could  have  a  chain  of  20  meters  in  length  (equal  to 
21.87  yards  instead  of  the  22  yards)  divideil  \\\to  200 
links  of  1  decimeter,  or  100  links  oi  the  double-deci- 
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meter  (c(iu;il  U>  7.S7  inches  ;ii;;iinst  7.92  inches  in  the 
link),  and  probably  we  should  carry  5  pins  instead  of 
10:  and  for  levelfing  we  should  use  the  centimeter 
(equal  to  0.39  inches)  instead  of  the  1-lOOth  of  a  foot 
(0.15  inches),  the  former  being  a  much  more  con- 
venient unit  for  the  sight,  as  the  sample  levelling  staffs 
show.  The  centimeter  levelling  stafif  has  been  made  in 
this  country  for  many  years  for  exporting  to  foreign 
countries  and  to  some  of  the  Oversea  Dominions. 

Thus  our  land  surveying  and  levelling  units  could 
be  metric  throughout,  and  agree  with  the  units  of 
length  to  be  used  in  all  other  trades  and  professions. 

Ordnance  Maps 

Land  surveying  brings  us  to  the  question  of  our 
ordnance  maps.  Our  original  ordnance  survey  is 
known  as  the  "parish  map,"  the  1.2500  as  some  call 
it,  as  it  is  to  the  scale  of  1  meter  to  2,500  meters,  or 
expressed  in  another  way,  4  decimeters  to  the  kilo- 
meter. And  the  new  town  maps  are  to  the  scale  of 
1.500,  or  2  meters  to  the  kilometer.  These  scales  were 
decided  upon  at  the  International  Statistical  Confer- 
ence, held  at  Brussels  in  September,  1853. 

Yet  what  do  w'e  do?  We  do  not  even  show  an  in- 
ternational scale  on  our  maps,  but  only  the  reference 
fraction  1.2500,  which  the  foreigner  at  once  recognizes 
as  metric.  But  we  indiscriminately — criminally  I 
nearly  wrote — ^describe  them  as  to  the  scale  of  either: 
— Parish  map  (a)  1  inch  to  3.156  chains;  (b)  1  inch  to 
208.3  feet ;  (c)  1  inch  to  .0395  mile ;  or  (d)  25.344  inches 
to  1  mile.  New  town  map  (a)  1  inch  to  41.66  feet;  (b) 
126.72  inches  to  1  mile ;  or  (c)  10.56  feet  to  1  mile  ;  and 
then,  as  though  still  further  to  hide  the  fact  from  the 
British  people  that  the  maps  are  really  metric,  we  have 
the  "sheet  lines"  (to  use  a  technical  expression  for  the 
lengths  which  the  sides  of  the  map  represent)  to  Brit- 
ish denominations. 

Maps  made  from  the  parish  and  new  town  maps 
of  a  naval  base,  show  plainly  that  our  original  ordnance 
maps  are  metric,  and  how  the  sheet  lines  could  be  ad- 
justed to  metric  measures  if  desired.  I  chose  this 
example  of  a 'naval  base  years  ago  as  a  warning,  .^md 
since  writing  the  draft  of  this  paper  I  have  heard  that 
that  naval  base  has  been  bombed.  How  easy  when  the 
flights  are  by  kilometers  and  the  maps  of  the  land  be- 
low are  in  kilometers,  and  when  we  surveyed  the  land 
for  the  enemy  and  plotted  them  to  their  scale,  which 
we  have  so  far  not  adopted  for  ourselves!  If  a  foreign 
army  were  landed  in  this  country  all  the  sightings  of 
the  enemy's  big  guns,  rifles,  etc.,  would  be  to  the  same 
system  of  measures  as  our  maps.  But  with  us  they 
would  be  different,  and  the  scales  on  our  ma])s  are  so 
conqjlicated  that,  in  nwr  own  country  and  with  our 
own  maps,  we  shall  be  more  liable  to  errors  regarding 
distances  that  the  enemy  would  be.  And  yet  the  prim- 
ary obj-ect  f)f  our  maps  was  for  military  ])urposes,  as 
the  name  "ordnance"  indicates. 

'i'he  parish  and  new  town  maps  are  photographed 
down  to  smaller  scales,  by  complicated  mathematical 
calculations,  to  the  scales  of  6  inches  to  1  mile,  1  inch 
to  1  mile,  and  so  on,  until  almost  all  trace  and  remem- 
brance of  the  international  system  is  obliterated  and 
forgotten  by  the  P>ritish,  but  not  by  the  enemy. 

It  should  be  noted  that  scales  such  as  10  inches  or 
10  feet  to  1  mile  are  not  decimal  scales,  as  the  inch  and 
foot  are  not  decimally  related  to  the  mile.  A  decimal 
scale  is  1  of  any  unit  to  10,  100,  250,  etc.,  of  the  same 
unit,  and  such  a  scale  makes  it  possible  to  use  the  map 
to  any  unit  whatever  of  any  country. 

iMirthcr,  wv  lia\c  had  the  full  use  in  this  war  of 


the  maps,  for  example,  of  France  and  Belgium  to  inter- 
national scale.  .What  have  we  done  with  them?  Drawn 
lines  across  them  showing  blocks  of  one  square  mile 
and  decimal  divisions  of  the  mile  (1,760  "yards"),  and 
so  on.  Yet  the  reports  come  to  hand,  "We  have  ad- 
vanced X  'meters'  on  a  frontage  of  y  'kilometers.' " 
The  plain  business  man  would  describe  all  this  con- 
fusion as  a  muddle.  Are  our  guns  sighted  to  fit  in  with 
decimal  divisions  of  a  mile  or  to  chains?  No,  but  in 
lOO's  and  1,000's  of  yards.  And  yet  an  approximate 
10  per  cent,  change  of  the  old  sights  would  have  given 
meters  (all  sights  of  new  guns  could  have  been  made 
metric),  and  we  should  not  have  had  to  waste  time 
altering  the  French  and  Belgium  maps. 

Another  question  may  be  asked.  If  all  our  prin- 
cipal ordnance  maps  are  really  metric;  how  could  we 
show  the  same  thereon  in  metric  denominations?  Once 
more  the  answ^er  is  simple.  Present  areas  are  shown 
in  acres  and  decimal  parts ;  printed  conversion  tables 
could  be  issued  as  in  the  old  days,  when  land  agents 
troubled  to  convert  decimal  parts  of  acres  to  roods  and 
poles,  and  on  all  reissues  of  the  sheets  the  metric  areas' 
would  be  inserted  instead,  and  metric  scales  shown  on 
the  maps.  In  the  meantime  an  approximate  rule  would 
be  to  multiply  by  four  and  point  off  one  place  to  bring 
to  hectares.  Tenants  of  estates  would  perhaps  re- 
ceive from  their  landlords  revised  schedules  of  their 
lands,  and  when  wishing  to  grub  up  hedges,  etc.,  so 
as  to  make  their  fields  more  suitable  for  motor  plough- 
ing-,  would,  where  just  as  convenient,  replant  now 
boundaries  so  that  convenient  metric  areas  were  en- 
closed. 

Contour  Lines 

The  contour  lines  on  our  maps  are  generally  shown 
at  intervals  of  50  feet,  100  feet,  or  200  feet,  equal  in 
metres  to  15.24,  30.48,  and  60.96.  These  intervals  do 
not  affect  our  commerce,  farm  work,  etc.,  and  there- 
fore this  is  less  important,  but  I  suggest  that  when 
the  maps  are  revised,  by  rotation  which  occurs  about 
every  20  years  normally,  intervals  of  25  and  50  metres 
should  be  used.  The  contour  lines  are  mostly  sketched 
on  by  experts,  all  of  whom  could  just  as  readily  sketch 
on  the  new  intervals  ;  in  fact,  surveyors  or  the  militia 
could  generally  calculate  for  themselves  from  the  ex- 
isting lines  where  the  metric  intervals  come.  These 
vertical  intervals  are  important  for  artillery  and  ma- 
chine-gun wa^rk,  and  we  may  rest  assured  that  the 
Germans  have  placed  such  vertical  intervals  on  our 
metric  maps  for  their  use  if  occasion  arises. 


Montreal  Works  Department  Reorganized 

The  .\dministrati\ e  Commissioners  of  the  city  of 
Montreal  are  ])utting  into  effect  extensive  changes 
and  reduction  of  staff.  On  the  recommendation  oi" 
Mr.  Paul  Mercier,  chief  engineer,  who  in  future  will 
be  known  as  the  director  of  ])ublic  works,  this  de- 
partment is  to  be  entirely  reorganized  ;  four  hundred 
employees  are  to  be  dispensed  with,  which  will  enable 
a  saving  of  $400,000  to  be  made.  Four  divisional 
su  .'crintendents  will  be  replaced  by  a  general  fore- 
man, while  the  four  divisional  engineers  will  be  cen- 
tralized at  the  City  Hall,  a  portion  of  their  staffs  be- 
ing let  out.  It  is  understood  that  there  will  be  some 
changes  in  the  Roads  Department,  and  that  many  in- 
s]u-ctors  will  be  dismissed. 

'riu-  pulilir  vvork.s  coniniittec  of  Quclicc  City  lia.s  de- 
c'dcd  to  spend  a  .sum  of  .$(il,():!i)  on  pa\-ins  improvements. 
The  repairs  and  iniprovemenls  are  liniiled  to  what  is  ahso- 
Intcly  necessary  tludimhout  the  eity. 
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New  Method  of  Gleaning  Catch  Basins 

Employs  Centrifugal  Pump  Mounted  on  Motor 
Truck — Saving  in  Time,   Labor   and  Expense 


THE  city  inaiiitcnancc  dcparlinent  is  at  present 
greatly  inconvenienced  due  to  lack  of  labor,  es- 
pecially in  the  various  street  cleaning  divisions, 
it  has  always  been  more  or  less  diflicult  to 
secure  men  for  cleaning  catch  basins,  and  in  order  to 
dispense  with  the  need  for  men  in  this  work,  a  machine- 
has  been  invented,  which,  it  is  said,  executes  the  work 
in  a  most  satisfactory  manner  at  a  minimum  cost.  The 
main  features  are  described  in  the  following  article  in 
Municipal  Engineering: — 

A  4-inch  telescopic  pipe,  with  a  horizontal  dis- 
charge branch  at  the  top  has  at  its  lower  end  an  elbow 
connected  to  a  3-inch  pipe  from  which  a  hose  is  led  to 
the  discharge  of  a  centrifugal  pump.  A  1-inch  nozzle 
from  the  3-inch  pipe  is  led  into  the  4-inch  pipe,  where 
it  is  turned  upward.  'J1ie  14-inch  centrifugal  pump  is 
mounted  on  the  side  of  the  truck  frame  and  its  suction 
is  connected  to  the  body  of  the  truck,  it  is  driven 
by  a  link-belt  chain  from  a  power  take-off  attached  to 
the  driving  shaft  of  the  truck.  The  sprocket  on  this 
shaft  runs  idle  normally  and  is  engaged  by  means  of 
a  lever  near  the  driver's  seat.  A  pressure  gauge  en- 
ables the  driver  to  regulate  the  motor  to  give  the  pro- 
per speed  and  pressure  at  the  pump.  The  ratio  of  the 
sprockets  is  such  that  the  recpiired  pressure  of  40  to 
50  lbs.  is  obtained  at  a  low  motor  speed.  The  body 
of  the  truck  is  a  watertight  steel  box.  Its  tail  gate  is 
hinged  at  the  top  and  is  made  watertight  by  means  of 
clamp  bolts  which  press  a  rubber  gasket  against  the 
end  frame.  An  opening  in  the  bottom  provides  for  the 
attachment  of  the  inlet  valve  on  the  pumj)  suction,  and 
an  opening  in  the  side  provides  for  the  overflow  valve. 
Within  the  body  is  a  frame  carrying  transverse  hinged 
baffle  plates,  and  having  a  longitudinal  partition  plate 
extending  the  full  length  of  the  body.  The  8>^-inch 
space  between  this  partition  and  the  side  of  the  truck 
is  called  the  clear-water  comi^irtment.  The  first  three 
baffles  extend  only  to  the  partition  and  have  openings 
in  the  upper  portion  so  spaced  as  to  cause  the  flow 
of  water  and  refuse  to  travel  far.  By  this  means  most 
of  the  solid  matter  settles  before  the  flow  reaches  the 
end  baffle.  This  last  baffle  plate  extends  the  full  vyidth 
of  the  body  and  is  pierced  with  ^-inch  holes.  Thus 
the  flow  is  screened  as  it  passes  out  of  the  main  i)art 
of  the  body  and  again  as  it  enters  the  clear-water  com- 
partment, with  which  the  ])umi)  is  connected.  Spacers 
hold  the  bafiles  in  position  when  the  tail  gate  is  closed. 
The  opening  of  this  gate  releases  the  spacers  so  that 
the  baffles  can  swing  back  and  give  free  discharge  to 
the  contents  as  the  body  is  dumi)ed. 

The  machine  can  be  converted  into  an  ordniary 
truck  for  handling  stone,  gravel  and  other  material. 
For  this  purpose  the  bottom  is  made  of  heavy  plate, 
the  baffle  frame  is  removable  and  the  two  valve  open- 
ings can  be  closed  by  bolted  covers.  In  starting  its 
work  the  truck,  with  body  partly  filled  with  water,  is 
run  close  to  the  catch  basin.  The  educator  arm  is 
loosened  and  run  out  to  position  over  the  manhole 
and  then  the  telescopic  pipe  is  lowered  until  it  rests 
on  the  refuse  in  the  catch  basin.  The  pump  is  then 
started,  drawing  water  from  the  truck  body  and  dis- 


charging it  into  the  4-inch  ]>\\n-  tlirougli  the  1-iiich 
nozzle  at  40  to  50  lbs.  pressure.  This  ui>war«l  jet 
causes  the  refuse  to  flow  into  the  pil>e,  wlicrc  it  is  car- 
ried U])  and  discharged  into  the  truck.  There  the 
solid  matter  settles  and  the  water  comes  J)ack  through 
the  clear-water  coin])artmciit  to  the  pump. 

Cost  of  Operation 

()iie  cliauffciir,  :i  niontli-.  at  $ll.">  |ur  moiitli   $:{4.'».<M) 

One  lal)()rcT  in  cliar^f  <>l  .uitri  cruw.  2  nionllis  at  ^.l.tio 

per  (lay   17fi.7S 

One  lal)orer  in  charjie  (if  auto  crew.  I  month  at  $4.(;i) 

pt-r  (lay   112.9.'. 

One  laborer  in  charfjc  of  auto  crew,  .'!  nit)nths  at  $'A.'.iO 

per  (lay   24:j.(>m 


'I'otal  lor  lal.or   *H77.«I 

Repairs,  .i^^asoline.  oil.  etc   ."f^Os.OH 

Interest  at  4  per  cent,  on  $7,00(t  (cost  of  machine  i.  70.nii 

Oeiireciation  at  U)  cents  per  mile  for  1.:!S0  miles  ..  ..  13«.0ii 


(Irand  total  

Work  Performed 

Number  of  miles  traversed   l..'tHO 

Number  of  catch  basins  cleaned  I.07:{  at  $1.29!i 

Number  of  cubic  yards  removed  1.7(>:{at  .79 

The  average  cost  for  cleaning  catch  basins  during 
the  ])ast  four  years  was  $3.24  each.    Using  this  i)rice 


for  comparative  purpt)ses  it  appears  that  the  city  ha> 
saved  $2,082.()3  upon  the  work  performed  by  the  i)untp 
(luting  the  three  months  of  operation. 

in  March,  1918,  Chicago  purcliased  six  more  of 
these  machines:  this  increase  in  ei|ui|)ment  is  the 
result  of  the  above  record  of  performance. 

During  the  first  six  days  iMie  of  these  macliines  was 
operated  in  Louisville,  Ky..  by  a  driver  and  two  labor- 
ers unfamiliar  with  it.  it  cleaned  basins  at  an  average 
cost  of  <>9  cents  each  as  conipareil  with  $3.40  by  hand. 
The  sanitar\  atlvantages  of  tlie  macliino  were  equally 
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superior  to  the  results  secured  by  hand  methods.  Dur- 
ing these  days,  in  freezing  weather,  an  average  of  25 
basins  were  cleaned  in  nine  hours.  This  figure,  it  was 
expected,  would  be  increased  to  75  after  the  first  thor- 
ough cleaning. 

At  Portland,  Ore.,  the  i)erfc)rmance  of  the  machine 
was  as  follows : 

Average  number  of  basins  cleaned  per  day   100 

Average  size  of  basins   1^/2x3x4  ft. 

Wages  of  truck  driver  $3.75 

Wages  of  3  laborers  at  $3   6.00 

Total  cost  per  day   $9.75 

Average  cost  per  basin   .10 

At  Indianapolis,  Ind.,  time  tests  showed  that  the 
machine  could  clean  a  basin  9  feet  deep  and  4^/2  feet 
in  diameter,  full  of  heavy  dirt  and  mud  to  the  outlet 
of  the  basin,  in  8  minutes. 


Montreal  Builders'  Exchange  Suggests 
Contractors'  Conference 


THIC  directors  of  the  Montreal  Builders'  Ex- 
change are  planning  for  the  future.  At  a  meet- 
ing last  week  the  following  resolution  was 
passed — • 

"Whereas  we  believe  it  is  desirable  that  representa- 
tives of  those  e'ngaged  in  the  building  business  in 
Canada  meet  and  formulate  plans  of  action  with  re- 
spect to  the  future  on  various  important  matters  re- 
lating to  our  business ;  and  that,  whereas  we  believe 
that  the  general  building  business  outlook  of  Canada 
should  be  studied  with  respect  to  labor  and  material 
and  foreign  competition ;  and  whereas  new  lines  of 
contract  work  should  be  studied  and  put  into  action 
with  the  view  of  re-adjusting  ourselves  to  the  pre- 
sent world  situation ;  and  whereas  it  is  desirable  that 
the  present  methods  of  calling  for  tenders,  awarding 
contracts,  and  supervision  of  public  and  private 
works  leave  much  room  for  improvement ;  *we,^  the 
IJoard  of  Directors  of  the  Montreal  Builders'  Ex- 
change, resolve  that  this  Exchange  respectfully  sug- 
gest to  the  other  building  lixchanges  of  Canada  and 
other  contracting  interests  that  a  conference  be  held, 
])referably  at  'Ottawa,  during  the  latter  part  of  Aug- 
ust, or  early  in  September,  to  study  and  di.scuss  these 
matters  and  any  other  questions  of  mutual  interest  to 
the  contractors  of  Canada,  with  a  view  to  recommend- 
ing concerted  action  by  the  various  Exchanges  and 
other  interested  organizations;  and  further — that  at 
least  two  members  be  secured  from  each  i^xchange, 
but  that  as  many  contractors  as  possible  be  invited  to 
attend  this  conference." 

The  (|uestion  of  labcjr  conditions  was  also  discus- 
sed. Mr.  John  (Juinlan  suggested  that  the  whole  sub- 
ject of  such  conditions  and  wages  in  Montreal  should 
l)e  dealt  with  at  a  general  meeting  of  the  Exchange. 
Jle  said  at  i)resent  there  did  not  seem  to  be  any  uni- 
formity in  these,  and  it  would  be  well  if  the  general 
ccjntractors  especially  got  together  and  compared  their 
ex])eriences  in  these  matters,  not  only  in  difi'erent 
sections  of  Montreal,  but  also  in  different  parts  of  the 
I)rovince.  Of  late  years  many  young  contractors  had 
entered  the  business,  and  those  recjuired  to  be  edu- 
cated in  the  conditions  nciw  in  operation,  not  only  for 
the  sake  of  their  own  business,  but  in  the  interests  of 
the  building  jjublic 

Mr.  J.  1'.  Anglin,  who  presided,  pointed  out  that  the 


position  of  the  Builders'  Exchange  of  Montreal  was 
unique  in  this,  that  at  the  present  time  there  was  no 
agreement  as  to  wages  in  operation  between  any  labor- 
union  and  any  section  of  the  Exchange.    To  some  ex- 
tent this  was  due  to  the  large  number  of  non-English  \ 
firms  who  were  not  paying  the  highest  wages.    In  anji?: 
case  there  had  been  no  real  advantage  in  the  past  ir* 
Montreal  in  having  agreements  with  the  unions.  Theji'j 
had  been  no  protection,  but  rather  the  opposite.  They- 
had  been  broken  with  impunity,  and  his  experience  had 
taught  him  that  in  Montreal  at  least  there  was  no  re- 
dress. 

Mr.  A.  Charette  suggested  that  one  reason  for  thoj 
inequality  in  the  rates  of  wages  paid  in  Montreal  waj 
the  fact  that  certain  firms  were  in  the  habit  of  obtain- 
ing work  of  a  high  class  and  consequently  were  able 
to  pa}'  higher  wages. 

Mr.  Irving  stated  that  if  wages  in  the  building 
trades  were  to  be  boosted,  the  price  required  by  con- 
tractors for  their  work  would  have  to  be  raised  still;* 
higher.  At  present  everything  was  rising  in  price  ex-| 
cept  the  cost  of  building.  Mr.  Quinlan  remarked  that 
the  builder  who  contracted  at  a  low  price  this  year 
was  going  to  be  fooled. 

The  suggestion  of  Mr.  Quinlan  was  adopted,  that 
a  special  general  meeting  of  the  members  should  be 
held  on  Wednesday,  June*  19th,  at  which  the  present 
labor  situation  in  the  building  trades  of  Montreal 
might  be  reviewed  and,  if  thought  advisable,  suitable 
action  taken. 

A  note  from  Brig.  General  Loomis,  C.M.G.,  D.S.O., 
"In  the  field,"  was  read,  thanking  the  president,  direc- 
tors and  members  for  their  kindness  to  him  during 
his  recent  visit  to  Montreal. 


Renewing  the  Water  System,  Grand'Mere, 
Quebec 

Mr.  R.  S.  Lea,  consulting  engineer,  Montreal,  who 
was  requested  some  time  ago  to  report  on  the  oppor- 
tunity of  renewing  the  water  system  at  Grand'Mere, 
P.Q.,  has  deposited  his  report  before  the  board  of  di- 
rection of  the  Laurentide  Co.,  Ltd.  After  a  close  in- 
\'estigatton,  concerning  the  intake  and  the  discharge, 
the  engineer  concludes  that  the  Giguere  Lake,  where 
is  the  actual  intake  feeding  the  old  system,  has  to  be 
preserved  and  that  the  8-inch  pipe  is  to  be  left  in 
place  as  far  as  the  Royal  Road  at  Ste.  Flore,  where 
a  pumping  station  is  to  be  installed  to  pump  the  water 
into  a  concrete  reservoir,  capacity  500,000  gallons,  suf- 
ficient to  supply  six  hose  during  a  five-hours'  fire 
without  using  the  fire  pumps.  This  reservoir  shall 
be  placed  on  a  hill,  with  a  height  sufiicient  to  give  a 
l)ressure  of  125  lbs.  per  square  inch  in  the  heart  of 
the  city  or  on  the  principal  street.  From  the  reser- 
voir to  the  city  a  16-inch  main  pipe  will  be  laid  in 
the  ground  along  the  St.  Louis  Road  as  far  as  the  St. 
Georges  Street;  from  where  the  ramifi'cation  of  sup- 
plementary pipes  will  be  distributed.  The  main  pipe 
is  designed  to  be  a])])roximately  two  miles  and  a 
half  in  length.  The  total  cost  is  estimated  to  be  $200,- 
000,  including  the  reservoir  and  the  pum])s. 


.\fter  maintaining  offices  in  the  "Star  lluilding" 
Toronto,  for  thirty-two  years,  Messrs.  A.  R.  Denison 
(.*<;  Stephenson,  architects,  ha\e  mo\'ed  into  new 
(|uarters  in  rooms  542  and  543,  Confederation  Life 
lluildin"-. 
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Mainly  Constructional 

East  and  West— From  Coast  to  Coast 


The  Caiuuhi  Plaster  I'nard  I'limpaiiy  lias  liccii  Liranteil 
'letters  patent  of  incorporatinii  and  is  locating  at  I'.raiitfunl, 
Ont.,  its  capitalization  hciny  $100, ooo. 

Inspectors  of  tlie  Ontario  Department  of  Laiuls.  I'orcsts 
and  Mines  are  at  present  engaged  in  makinj^  an  inspection 
of  the  roads  in  the  Gowanda  silver  area  in  Norllicrn  ()ntariii. 
.to  report  what  repair  work  nnisl  be  done  to  put  thcni  in  iiro- 
per  shape. 

The  permits  issued  in  Gait,  Ont.,  for  the  first  live  months 
of  the  year  number  (58  and  are  valued  at  $TJ,5;i5,  as  com- 
pared Wiith  48,  valued  at  $.)7,i:!0,  in  the  same  period  last  year. 
,The  .total  during  the  month  of  May  was  41!  permits,  at  a 
value  of  $53,395. 

The  building  permit  values  in  Welland,  Ont.,  as  reported 
by  Building  Inspector  Black  show  a  substantial  increase  over 
last  year.  They  are  as  follows:  May,  IDIS,  $<.):;,02'.);  May, 
1<)17,  $37,840;  hrst  live  months,  litis,  $I7(;,7:.M;  lirst  live 
months,  1917,  $133,195. 

The  ratepayers  of  Amherstburg,  Out.,  ha\c  endorsed  a 
by-law'  to  expend  $100,000  on  a  new  water  supply.  An  ar- 
rangement has  been  made  with  the  Brunner-Mon.d  t'om- 
pany,  which  is  building-  a  large  factory  in  Amherstburg,  to 
erect  a  waterworks  pilant  and  supply  pure  filtered  water  to 
the  town. 

The  property  and  license  committee  of  the  llamiltnn  city 
council  have  endorsed  a  plan  for  tlie  reconstruction  of  the 
market  hall,  whereby  the  present  walls  will  be  utilized  and 
a  refrigeration  system  installed.  The  total  estimated  cost  is 
.  $105,000.  The  new  building  will  be  18  feet  wider  than  the 
structure  which  was  l)urned  and  will  also  contain  12  more 
stalls,  the  total  number  being  48. 

The  Enderton  block,  at  the  corner  of  Portage  .Avenue 
and  Hargrave  Street,  Winnipeg,  which  was  partially  des- 
troyed by  fire  last  winter,  will  be  rebuilt  this  season  at  a  cost 
of  some  $200,000.  The  restored  buildnig  will  be  practically  a 
replica  of  the  original  and  is  to  be  ready  for  tenants  in  the 
fall.  Mr.  C.  E.  Enderton,  the  owner,  has  decided  to  have  the 
work  carried  out  by  day  labor,  and  has  placed  \V.  .\.  Irish, 
contractor,  in  charge. 

The  council  of  Truro,  N.S.,  has  decided  to  install  a  new 
electric  light  and  power  plant.  It  is  proposed  to  alxdish  the 
present  plant  at  'Victoria  Square  and  establish  the  new  one 
at  the  pumping  station.  The  cost  of  this  undertaking  is  esti- 
mated at  $40,000.  Part  of  the  plant  at  the  pumping  station 
will  be  used  and,  possibly,  some  of  the  old  Chambers  plant, 
but  the  great  bulk  will  have  to  be  new.  It  is  hoped  In  have 
the  work  completed  by  December. 

The  plans  of  the  Brantford,  Ont.,  Hoard  of  Trade  ior 
irelieving  the  house  shortage  are  now  materializing-  and  a 
comipany  has  been  formed,  known  as  Brantford  Buildings, 
Limited,  which  will  acquire  lands  and  erect  dwellings  for 
workmen.  The  new  company  has  associated  with  it  Messrs. 
W.  N.  McEachern  &  Sons,  Limited,  of  Toronto,  and  this 
latter  firm  will  handle  the  construction  work.  Other  cities 
in  Canada  are  also  finding  it  necessary  to  take  immediate 
steps  to  relieve  the  situation.  The  Gait  Board  of  Trade  has 
been  discussing  the  matter  and  has  appointed  a  committee 
to  consider  the  best  means  of  improving  the  present  condi- 
tions. St.  John,  N.B.,  is  also  faced  with  the  housing  prob 
lem  and  the  city  council  at  a  recent  meeting  passed  a  reso 


iiition  |)rovi(iin'({  for  the  iiiiiiicdiatc  cx|»r<i|iriation  uf  land  and 

the  erection  of  such  liuuscs  as  may  Ijc  necessary  ;m  •!  • 
ticabk\ 

'I'he  permits  issued  in  St.  Jr)lin,  N.B.,  during  the  iiionlh 
of  May  are  valued  at  $14:U)00,  as  compared  with  $lf,,4(M)  for 
the  same  month  last  year.  The  $12.'i.000  permit  for  an  addi- 
tion tf)  T.  McAvity  &  .Sons'  plant  is  responsible  for  this  large 
increase.  This  new  building  will  practically  duplicate  the 
company's  present  factory,  its  dimensions  being  403  ft.  x  35 
ft.  The  tf)tal  value  of  the  building  permits  i.-»sucd  during  ihc 
lirst  five  months  of  the  year  is  $222,475.  against  $404,400  for 
the  corresponding  period  in  1917. 

ICxtensive  building  operations  are  being  planned  by  llic 
Royal  Air  Force  for  the  Toronto  Military  District.  It  is 
stated  that  the  cadets  will  remain  in  Canada  next  winter, 
instead  of  going  to  Texas,  an<l  it  is  intended  to  provi<Ic  them 
with  permanent  quarters,  which  can  also  f)robably  be  utilized 
for  demobilization  i)urposes  after  the  war.  Plans  are  now 
being  considered  regarding  the  erection  of  huts  at  all  the 
tamps — Camp  Borden.  Deseronto,  Beanisvillc,  Hamilton,  Ar- 
iiK)ur  Heights,  Long  Branch,  and  Leaside. 

The  Trent  Canal  was  ofiicially  opened  for  navigation 
from  Trenton  to  Lake  Simcoe  on  June  3  by  Hon.  Dr.  Kcid. 
Minister  of  Railways  and  Canals.  The  waterway  from  the 
Lake  Ontario  outlet  at  Trenton  to  Lake  Simcoe,  via  Peter- 
boro,  has  cost  in  the  neighborhood  of  $6,000,000.  This  sec- 
tion of  the  canal  has  a  dei)th  of  8  ft.  4  in.  from  Lake  Ontario 
to  Peterboro  and  from  Peterboro  northwards,  a  depth  of 
G  ft.  6  in.  The  northern  half  of  the  watervvay,  giving  outlet 
to  Georgian  Bay,  via  the  Severn  River,  will  not  be  com- 
pleted for  some  time  yet.  It  will  cost  another  $2,000,000. 
The  canal  was  commenced  some  25  years  ago  antl  work  has 
been  carried  on  in  easy  stages. 

fhe  work  of  making  necessary  repairs  and  replacing  old 
rails  on  certain  railway  lines  for  which  funds  were  proviilcd 
at  the  last  session  of  Parliament  has  been  begun.  The  line 
from  Port  .\rthur  to  .Antikokan  on  the  main  line  of  the 
Canadian  Northern  Railway  from  the  head  of  the  tireat 
Lakes  to  Winnipeg  is  being  rebuilt  in  anticipation  of  an  un- 
usually heavy  grain  movement  during  the  coming  autumn. 
The  Goose  Lake  branch  of  the  Canadian  Xortliern.  serving 
a  productive  grain  producing  area,  is  being  re-laid  with  s5- 
pound  rails,  and  is  being  double  tracked  on  the  section  which 
taps  the  Drumheller  coal  fields.  For  rail  replacements  some 
500  miles  of  steel  purchased  by  the  Government  are  movim; 
to  the  points  at  which  they  will  be  required. 


Personals 


Mr.  Geo.  11.  .\rchibald.  of  Mcs>rs.  .\rchibald  lloliiu--.. 
l-:xcelsior  Life  Building,  Toronto,  has  been  aiM'<'intcd  man- 
ager of  reconstruction  <lcpartment,  Kelicf  Commission.  H.ili- 
fax,  .\.S..  in  place  of  C<d.  Low.  resigned. 

F.ngincer  Morris  Knowles  has  entered  into  an  .ii;m.nunt 
with  the  Essex  Border  I  tilities  Comniission  to  supervise  the 
construction  of  intercepting  sewers  to  serve  W  indsor,  \\  alk- 
erville,  h'ord.  Sandwich,  Ojibway  and  Sandwich  West.  The 
fee  is  4  per  cent,  on  the  estimated  cost,  which  is  $210,000. 

Lieut.  J.  W.  B.  Blackman,  formerly  city  engineer  of 
New  Westminster.  B.C.,  has  tinished  the  construction  of  an 
aviation  camp  in  l-Jigland,  of  which  he  was  in  charge,  and 
is  now  probably  in  France,  according  to  a  letter  from  him 
recently  received  by  Mr.  Stewardson.  who  tills  Lieut.  Hlack- 
man's  place  in  New  Westminster.  Lieut.  Blackman  went 
overseas  with  Major  Marsh's  Railway  Construction  Com- 
I  pany  and  was  loaned  by  the  War  Office  for  the  purpose  of 
carrying  out  the  above-mentioned  project.  His  letter  stated 
that  he  expected  to  be  in  I'raiue  before  it  reached  Canada. 


Contracts  Department 


News    of  Special  Interest  to  Contractors,  Engineers,  Manufacturers  and 

Dealers  in  Building  Supplies 


Waterworks,  Sewerage  and 
Roadways 

Halifax,  N.S. 

City  Council  contemplate  the  construc- 
tion of  paving  costing  $67,000  on  Argyle 
and  Grafton  street,  and  tenders  will  be 
called  shortly.  Engineer,  H.  W.  John- 
ston. 

Hartland  Village,  N.B. 

Tenders  will  be  called  about  July  1  for 
live  hundred  feet  of  G-inch  watermains 
and  four  hydrants  for  the  Hartland  Wa- 
ter Corporation.    Secretary,  T.  G.  Simms. 

Islington,  Ont. 

Tenders  will  be  received  by  the  en- 
gineer, Frank  Barber.  40  Jarvis  St.,  To- 
ronto, until  June  15,  for  the  construction 
of  sidewalks  on  Canning  and  Islington 
Streets  for  the  X'illage  Council. 

Leamington,  Ont. 

Town  Council  contemplate  the  con- 
struction of  cast  iron  water  main  and 
hydrants.    Clerk,  R.  M.  Selkirk. 

Lethbridge,  Alta. 

Town  Council  plan  improvements  to 
sewerage  plant  at  a  cost  of  $3,000. 
Mayor,  Mr.  Hardie. 

Shawenegan  Falls,  Que. 

Tenders  will  be  called  next  month  I)y 
tlic  clerk,  J.  E.  Meunier,  for  improve- 
metns  costing  $2.5.000  to  acqueduct  for 
the  City  Council. 

Tenders  will  be  called  next  month  by 
the  clerk,  J.  E.  Meunier,  for  the  con- 
struction of  a  $32,000  main  collecting 
sewer  for  the  City  Council. 

The  City  Council  contemplate  the  con- 
struction of  concrete  pavement  on  Sta- 
tion Street  from  C.P.R.  Station  to 
Fourth  and  Fifth  Streets.  Tenders  will 
be  called  soon.   Clerk,  J.  E.  Meunier. 

Welland.  Ont. 

Tlie  City  Cf)uncil  contemplate  the  con- 
struction of  sewers  and  sidewalks.  En- 
gineer, D.  T.  Black. 

Woodstock,  Ont. 

(  ily  Council  contemplate  the  construc- 
tionu  of  H  in.  glazed  tile  sewer  on  Beal 
Street.   Clerk,  Jno.  Morrison. 

CONTRACTS  AWARDED. 

Louisville,  Que. 

C  D.  P'rench,  of  Kennedy  Construc- 
tion Co.,  Ltd..  137  Mc(;ill  St..  Montreal, 
has  the  general  contract  for  the  construc- 
tion of  bituminous  macadam  costing  $1 .5.- 
000  for  the  Highway  Department,  Muni- 
cipal Council. 

Norlh  Vancouver,  B.C. 

The  Canadian  Pipe  Co.  Ltd.,  (man- 
ager, A.  G.  McGregor),  .550  Pacific  St., 
have  the  general  contract  for  the  con- 
struction of  watermains.  etc.,  costing 
$24,217  for  the  Municipal  Council. 

St.  Vutal,  Man. 

P.  A.  Krocker  has  the  general  crintract 
for  reinforced  concrete  culvert  fc^r  the 
Town  Council. 


Thorold,  Ont. 

J.  D.  Armstrong,  138  Ere  Ave.,  Ham- 
ilton, have  the  general  contract  for 
$3,000  sewer  for  the  Town  Council. 
Clerk,  John  S.  Clark. 


Railroads,  Bridges  and  Wharves 

Burford  Township,  Ont. 

Tenders  will  be  called  July  1  for  the 
erection  oif  a  concrete  bridge  for  the 
Township  Council.  Engineer,  R.  M. 
Lee,  145  Drummond  St.,  Burford. 

Guelph,  Ont. 

The  City  Council  contemplate  tVe  erec- 
tion of  a  steel  bridge  on  the  Dundas 
Road.    Engineer,  F.  McArthur. 

Lambton  County,  Ont. 

Tenders  will  be  opened  at  Petrolia,  at 
1  p.m.,  June  17,  for  the  erection  of  steel 
bridges  for  the  County  Council.  Com- 
missioner, J.  McCallum,  Alvinston. 

Peterboro  County,  Ont. 

Tenders  are  being  received  by  the 
Clerk,  E.  N.  Elliott,  Peterboro,  until 
noon  June  19,  for  the  erection  of  Robson, 
Dunlap  and  Alma  bridges  for  the  Coun- 
ty Council.  Plans  and  specifications  are 
with  the  clerk  and  engineers.  Bowman 
and  Connor,  31  Queen  W.,  Toronto. 

Portage  La  Prairie,  Man. 

Time  for  reciving  tenders  for  the  erec- 
tion of  reinforced  concrete  bridges  and 
culvert  for  the  Town  Council  has  been 
extended  until  noon  June  14.  Plans  and 
specifications  afb  with  the  secretary- 
treasurer,  D.  McCowan,  and  the  High- 
way Commissioner,  Winnipeg. 

Toronto,  Ont. 

The  Board  of  Control  have  adopted 
the  report  of  the  Commissioner  of 
Works  recommending  a  trestle  bridge 
over  Glen  Road  for  street  railway,  vehi- 
cular and  pedestrian  use. 

CONTRACTS  AWARDED. 
East  Wawanosh  Township,  Ont. 

A.  Hill  &  Co.,  Mitchell,  have  the  gen- 
eral contract  for  the  erection  of  a  bridge 
over  Blyth  Creek  costing  between  $3.- 
000  and  $4,000  for  the  Township  Council. 

Halifax,  N.S. 

Morrison  and  Downing,  care  of  As- 
sistant Chief  Engineer,  W.  A.  Duff, 
Ocean  Terminals,  Halifax,  have  the  gen- 
eral contract  for  transit  sheds  for  the 
C"anadian  Government  Railways,  Ottawa. 

Kent  Count,  Ont. 

.'\.  J.  Corellcr  and  C.  McCreary.  Tha- 
mesville,  have  the  general  ccvitract  for 
lliree  reinforced  concrete  bridges  for  the 
County  Council. 

Minitonas,  Man. 

W.  McQuay,  Dauphin,  has  the  general 
contract  for  bridge  for  the  Town  Coun- 
cil. 

Ontario,  Province  of. 

Walter  I'alterson,  Belleville,  has  the 
general  contract  for  the  erection  of  rail- 


way stations    at    Trenton,  Cherrywoo 
and  Uhthoof  for   the    Canadian  Pacific 
Railway,  head  office,  Montreal. 

Toronto,  Ont. 

A.  Matthews,  Ltd.,  356  Adelaide  W., 
have  the  roofing  and  sheet  metal  work, 
for  military  hospital  on  Christie  Street 
for  the  Department  of  Public  Works, 
Dominion  Government. 


Public  Buildings,  Churches 
and  Schools 

Esquimault,  B.  C. 

F.  M.  Rattenbury,  1701  Beach  Drive, 
Victoria,  has  prepared  plans  for  a  sailors 
and  orphans  home  for  the  Navy  League, 
400  Stobart  Pease  Building. 

Esquimault,  Vancouver  Island,  B.  C. 

The  Esquimault  School  Board,  Lamp- 
son  St.,  contemplate  the  erection  of  a 
$45,000  high  school.  Chairman,  Mr. 
Greaves. 

HaUfax,  N.  S. 

Tenders  will  becalled  shortly  for  re- 
pairs to  "Oxford"  school  for  the  School 
Board,  81  Sackville  Street.  Architect, 
W.  J.  Busch,  60  Bedford  Row. 

Hamilton,  Ont. 

Tenders  are  being  recived  by  the  clerk, 
S.  H.  Kent,  until  June  18,  for  the  erec- 
tion of  an  addition  to  house  of  refuge 
for  the  County  Council.  Plans  and  spe- 
cifications are  with  the  architect,  F.  W. 
Warren,  Bank  of  Hamilton  Bldg. 

Montreal,  Que. 

The  Montreal  Sailors  Institute  contem- 
plate the  erection  of  a  branch  institute. 
President,  Dr.  Lansing  Lewis. 

New  Denver,  B.C. 

Tenders  will  be  recived  by  the  Minis- 
ter, until  noon  June  21,  for  the  erection 
of  a  school  for  the  department  of  Public 
Works,  Provincial  Government.  Engin- 
eer, A.  E.  Foreman,  Victoria. 

Ottawa,  Ont. 

Tenders  are  being  recieved  until  noon 
July  2,  by  the  architects,  J.  A.  Pearson 
and  J.  O.  Marchand,  Centre  Blk.,  for 
lighting  fixtures,  and  hardware  for  the 
Parliament  Buildings  for  the  Department 
of  Public  Works,  Dominion  Govern- 
ment. 

Plunkett,  Sask. 

Plans  and  specifications  are  with  the 
architect,  Norman  L.  Thompson,  35  Wil- 
lougliby  Blk.,  who  will  receive  tenders 
until  about  June  15  for  the  erection  of  a 
$30,000  church  for  the  Roman  Catholic 
Congregation. 

Saanich,  Vancouver  Island,  B.C. 

The  Saanich  School  Board,  Municipal 
Hall,  contemplate  the  erection  of  a  school 
on  Cloverdale  Avenue.  Chairman,  M. 
McGregor. 

Toronto,  Ont. 

The  Bellefair  Avenue  Methodist 
Church  will  erect  a  $40,000   church  on 
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Oufcn  St.  E.  Chairman  of  Utiildiiij,' 
Kund,  J.  K.  Hall,  :5a  Bellcfair  Ave. 

Trail,  B.C. 

|.  M.  Barnctt  has  been  appointed  arch- 
itect and  will  call  tenders  shortly  for  the 
erection  of  a  $34,000  addition  to  school 
for  the  School  Board. 

Vancouver,  B.  C. 

St.  Saviour's  Anglican  Clutrcli,  (irand- 
iew,  contemplate  enlarging  church.  Rec- 
lor,  Rev.  S.  Fea,  302:i  First  Ave.  E. 

Warner,  Municipality  of,  Alta. 

Tenders  will  be  called  shortly  for  the 
;  erection  of  a  $17,000  consolidated  school 
for  School  District  No.  48.   Reeve,  C.  L. 
Atkens,  Wrentham. 

Winnipeg,  Man. 

Pratt  &  Ross,  1011  Electric  Railway 
Chambers,  Jordan  &  Over,  47  Canada 
Life  Bldg.,  and  H.  Matthew,  802  Lindsay 
Bldg.,  have  been  appointed  architects  and 
tenders  are  being  called  for  the  erection 
of  four  schools  for  the  School  Board. 

Wrentham,  Alta. 

A.  M.  Jeffers,  McLeod  Block,  Edmon- 
ton, is  preparing  plans  and  tenders  will 
be  called  shortly  for  a  $20,000  consolidat- 
ed school'  for  the  Wrentham  Consolidat- 
ed School  District. 

CONTRACTS  AWARDED. 

Deloraine,  Man. 

Geo.  Robinson,  Main  St.,  Elgin,  has 
the  general  contract  for  $5,()2.'i  school  for 
the  Bideford  School  District,  No.  4.56. 

Halifax,  N.  S. 

.S.  A.  Marshall  &  Son,  Keih  Bldg., 
have  the  general  contract  for  re- 
pairs and  alterations  to  institute  fdr 
the  Institution  for  the  Deaf  and  Dumb, 
Cottingen  Street. 

Hamilton,  Ont. 

Thos.  Irwin  &  Son,  22  McNab  St.  S., 
Jiave  the  roofing,  and  J.  Dynes,  20  Ava- 
lon  Place,  the  electrical  work  in  connec- 
tion with  the  erection  of  an  addition  to 
school  for  the  Board  of  Education. 

Montreal,  Que. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $100,000  institute  for  the  Mechanics 
Institute,  204  St.  James  St. — General 
contract,  excavating,  masonry,  Reid 
Bros.,  511  St.  Catharine  St.,  carpentry,  J. 
&  W.  Morrison,  55  Latour  St.;  concrete 
and  fireproof  work,  Church,  Ross  Co., 
Ltd.,  40  Hospital  St. 

Ste.  Anne  Des  Monts,  Que. 

Paul  Dugas,  MontSne,  has  the  general 
contract  for  court  house  for  the  Munici- 
pal Council. 

St.  Laurent,  Que. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  an  $80,000  boys'  school  for  the  School 
Commission: — Steel,  Phoenix  Bridge  Sc 
Iron  Works  Ltd.,  8;i  Colbornc  St.,  Mon- 
treal; roofing,  plumbing,  and  heating, 
Nap.  Turcot,  1600  St.  Lawrence  Blvd., 
Montreal;  electrical  work,  J.  A.  St.  Am- 
our, 2171  St.  Denis  St.,  Montreal.  The 
general  contractors,  Filion  Freres,  2419 
St.  Denis  St.,  Montreal,  will  carry  out 
plastering. 

Truro,  N.S. 

F.  L.  McCully,  Truro,  has  the  general 
contract  and  F.  Dexter  &  Co.,  Truro,  the 
plumbing  and  heating  for  the  erection  of 


an  orphan^'  Iioinc  for  tiie  Protcslani  <  )r 
phanage. 

Vancouver,  B.C. 

J.  J.  Newitt,  9r,4  17th  Ave.  W.,  have 
the  general  contract  for  $4,000  addition  to 
hospital  for  the  General  Hospital,  10th 
Ave.  and  Heather  St.  Architect,  J.  A. 
Benzie,  510  Hastings  St.  W. 


Business  Buildings  and  Indus- 
trial Plants 

Beaver  Cove,  Vancouver,  Island,  B.C. 

Plans  are  being  prepared  for  lumber 
and  pulp  mills  for  the  Beaver  Cove  Lum- 
ber an<l  Pulj)  Co.,  London  Bldg.,  Van- 
couver. Prcsiflent  and  (ieneral  Manager, 
W.  H.  White. 

Bobcaygeon,  Ont. 

The  Magnet  Toy  &  N  ovelty  Cf).,  Port 
Hope,  contemplate  the  erection  of  a  toy 
factory  on  Sherwood  Street. 

Duck  Creek,  B.  C. 

J.  J.  Grady  contemplates  the  erection 
of  a  saw  mill. 

Gait,  Ont. 

Wm.  Scoti,  lid  Chapman  .St.,  is  prepar- 
ing plans  for  three-storey,  brick  addition 
to  factory  for  Newlands  &  Co.,  Ainslie  St. 
.S.,  and  is  open  ff)r  bulk  or  separate  ten- 
ders on  masonry,  carpentry,  roofing  and 
electrical  work. 

The  Roelofson  Machine  Tool  Co.,  Be- 
verley St.,  contemplate  the  erection  of  a 
brick  addition  to  factory.  Architect,  J. 
Evans.  .'iO  Water  St.  N. 

Goderich,  Ont. 

The  Goderich  Manufacturing  Company 
will  erect  a  $;i0.000  planing  mill. 

Graham  Island,  B.C. 

The  British  Columbia  Lumber  Co. 
Ltd..  525  Seymour  St.,  Vancouver,  will 
erect  buildings  and  wharf.  Engineer,  E. 
A.  Cleveland,  470  Granville  St.,  Vancou- 
ver. 

Halifax,  N.S. 

S.  P.  Dumaresquc.  14  Prince  St.,  has 
been  appointed  architect  and  is  prepar- 
ing plans  for  an  extension  to  store  for 
Wood  Bros.,  Co.  Ltd.,  109  Granville 
Street. 

S.  P.  Duiriaresquc,  14  Prince  St..  is  pre- 
paring plans  for  offices  and  warehouse 
for  Davis  &  Eraser,  Barrington  Street. 

Hamilton,  Ont. 

The  Otis-Fensom  Elevator  Co.,  Vic- 
toria Ave.  N..  contemplate  the  erection 
of  an  addition  to  their  factory. 

Leamington,  Ont. 

N.  C,  Cameron,  care  of  Company. 
Montreal,  has  been  a[)pointed  architect 
for  tobacco  factory  costing  between  $75,- 
000  and  $100,000  for  the  Imperial  Tobac- 
co Co,  of  Canada  Ltd.,  900  St.  .Vntoine 
St.,  Montreal. 

Lethbridge,  Alta. 

Bowman  &  Johnstone  will  erect  a  $20,- 
000  business  block. 

London,  Ont. 

Tenders  will  be  called  about  July  15 
for  the  erection  of  a  $20,000  adidtioii  to 
factory  for  the  Peerless  Hosiery  Co.. 
Ltd..  Adelaide  St.  Architect,  A.  E.  Nut- 
ter, Dominion  Bank  Bldg. 

Montreal.  Que. 

Eng.  Themens.  1271  Gouin  Blvd..  ^vill 


erect  a  .$10,000  tiirtc-storcy,  stone  and 
brick  public  (parage. 

Nanaimo,  B.C. 

Plans  are  in  progress  for  a  bakery  for 
Shelley  Bros.,  (JOl-lOth  Ave.  VV.,  Vancou- 
ver.  President,  W.  C.  Shelley. 

Newcastle,  N.B. 

'1  he  Stroihari  Mercantile  Company 
arc  erecting  a  two-storey  brick  storage 
building  on  Pleasant  Street. 

New  Westminster,  B.C. 

The  Tiniberlanrl  Lumber  Company. 
Westminster  Trust  Block,  will  erect  a 
saw  mill  and  let  plumbing,  painting  and 
electrical  work. 

Rainy  River,  Ont. 

The  Canadian  Northern  Railway,  head 
office,  Toronto,  contemplate  the  erection 
of  an  addition  to  roundhouse.  Architect, 
J.  Scliofield,  care  of  Co.,  Winnipeg. 
St.  Thomas,  Ont. 

Lawson  &  Jones,  Ltd..  Clarence  St.. 
will  erect  a  printing  plant.  Manager, 
Ray  Lawson. 

Saskatoon,  Sask. 

Tender-,  will  be  received  by  the  archi- 
tect. Xorman  L.  Thompson,  :J5  Willough- 
by  Blk.,  until  June  15.  for  alterations 
costing  $25,000  to  the  "Empire"  theatre. 
Manager,  George  Stewart. 

Shawenegan  Falls,  Que. 

.\ll)crt  Giguere  will  erect  a  store  and 
tenements  costing  $10,000  on  Market 
Street. 

Stellarton,  N.  S. 

W  .  I'.  Mc.W  il  contemplates  the  erec- 
tion of  a  munition  plant. 

Sydney,  N.S. 

Tenders  are  wanted  for  150.000  cubic 
yards  excavation  and  large  amount  of 
concrete  foundation  work  for  $5,000,000 
steel  rolling  mill  for  the  Dominion  Iron 
and  Steel  Corporation,  112  St.  James  St.. 
Montreal. 

Toronto,  Ont. 

Harris  .Abattoir  Co.,  St.  Clair  West, 
will  erect  a  $10,000  cooler  building. 

Medland  &  Muirhead,  l.'iO  King  E.,  con- 
template the  erection  of  three  stores  and 
apartments  costing  $12,000. 

The  erctcion  of  an  automobile  plant  is 
contemplated.  J.  N.  Willys,  care  of  W'il- 
lys  Overland  Corporation,  Toledo.  Ohio, 
and  Weston  Rd..  Toronto,  is  interested. 

J.  T.  Hutson.  4;!  \"ictoria  St..  will  erect 
a  $5,000  brick  .iddition  to  store  for  gar- 
age. 

Wm.  Stollcry  in  Trust,  :U)  Elgin  .\\c., 
will  erect  an  addition  and  make  altera- 
tions costing  $5,000  to  store  on  Vonge 
street. 

Vancouver,  B.  C. 

Plans  are  in  progress  for  a  $.'10,000  cold 
storage  i>lant  for  the  Dctiancc  Packing 
Co..  Ltd..  510  Hastings  St.  W.  .Manager. 
.\.  H.  Sherman. 

The  Department  of  Mines.  Dominion 
Government,  contemplate  the  erection  of 
a  $100,000  ore  testing  jdant. 

Windsor,  Ont. 

The  Bell  Teleplmnc  Co.,  hea«l  office. 
118  Notre  Dame  St.  W..  Montreal,  con- 
template alterations  to  their  building  on 
Goyeau  Street.  .Architect  and  engineer. 
J.  Carmichacl. 

CONTRACTS  AWARDED. 

Brantford,  Ont. 

Turnbull  &  Cutcliffc.  Ltd..  50  Colbornc 
St..  have  the  rooting  contract  in  conncc- 


Tenders  and  For  Sale  Department 


Drain  Tenders  Wanted 


Tenders  wanted  for  the  construction  of  tlie 
-Watson  Drain"  (the  first  of  three  drains  to  be 
constructed)  in  the  Township  of  Tuckersmith, 
Huron  County.  Plans,  specifications  and  cori- 
ditions  of  contract  may  be  seen  at  the  Clerk  s 
office.    '  „    ,  1 

Tenders  to  be  delivered  to  the  Clerk  on  or  be- 
fore June  22nd. 

D.  1'.  McGregor, 

Clerk,  Township  of  Tuckersmith, 
23.24  Seaforth,  Ont. 


Tenders  Wanted 

Concrete  Dam 


.Sealed  tendivs  will  be  reciived  by  llie  under- 
signed up  to  noon  on  Monday,  July  1st,  for  the 
construction  of  a  Concrete  Dam  at  flume  over 
the  Grand  River,  at  Elora. 

For  plans  and  specitications  apply  tn  liuwman 
&  Connor,  Engineers,  .'il  (Juec-n  .Street  West, 
ToroiUo,  or  to   the  umlersigned. 

Tht  lowest  or  any  tender  will  not  neces- 
sarily be  accepted. 

J.  P.  MUNDEl.r.  &  CO.,  ETD., 

Elora,  Ont. 
V.  RICII.\RDSON,  M.P.P., 
24  '2^>  Elora,  Ont. 


PARLIAMENT  BUILDINGS,  OTTAWA 


Tenders  Wanted  for 

HARDWARE 


Scaled  lenders  will  be  received  Ijy  the  undcr- 
siKne<l  until  noon,  July  2,  1918.  for  the  liardware 
lequired  in  the  reconstruction  uf  lliis  building. 

.\ll  tenders  are  to  be  based  on  the  supplyuig 
.mil  delivery  to  the  site  of  all  liardware  includecl 
in  the  .Schedule  of  Ouantities  as  required  and 
ilescribed  by  the  Plans,  Specitications  and  Sched- 
ule for  .Hardware. 

The  work  of  this  contract  shall  be  proceeded 
with  as  indicated  in  the  schedule  or  as  may  be 
directed  and  in  such  a  manner  as  to  ensure  the 
completion  thereof  by  June  J,  lOl'J. 

I'lans,  Si»eeifications,  Schedule  and  any  other 
information  rc(|uired  can  be  obtained  at  the  office 
of  the  General  Contractors,  P.  I.yall  &  .Sons  Con- 
struetion   Company,   Limited,  Ottawa,  Ontario. 

Each  lender  must  be  accompanied  by  an  ac- 
cepted cheipie  on  a  chartered  bank,  payable  to 
the  order  of  the  Minister  of  Public  Works,  for 
a  sum  not  less  than  live  per  cent.  (0  p.c.)  of  the 
amount  of  Ihe  tender,  wliich  will  be  forfeited  if 
the  parlies  tenrlering  decline  to  enter  into  a  con- 
tract when  called  upon  to  do  so.  H  the  tender 
is  not  accejited  Ihe  cli<<|ue  will  be  returned.  If 
the  tender  is  accepted  an  additonal  cheque  for  a 
sum  equivalent  to  five  per  cent.  (.T  p.c.)  of  the 
lender  must  be  deposited  before  Ihe  contract  is 
siRiied.  The  total  security  will  be  forfeited  if 
Ihe  eontrartor  fails  to  complete  the  work  con- 
tracted for. 

Payments  for  material  will  be  made  monthly. 
Samples   must   be   submitted   with  tender. 
TM-    lowest    or    any     tender     not  neccssaiily 
aecefitcd. 

Envelopes  containing  tciitlcrs  to  be  marked 
"Tenders  for  Hardware"  and  aildressed  to  the 
undersigned. 

Jf)ll,\'    A.    PE.\KSO.\.  .\rchitecl. 

J.  O.  M.\RCH.\M),  .Associate. 
C'cnIrc   liloek,    I'arlianient  Hill, 

Ottawa.  24 -'Jo 


Cable  Wanted 


"WANTED— Supply  of  five-cighth-inch  cable. 
Send  memorandum  of  quantity  you  have  on  hand 
to  E.  O.  Manchee,-12.S  Bay  St.,  Toronto.  23-24 


Department  of  the  Naval  Service 

Tenders  for  Wharf 


.Sealed  tenders,  addressed  to  the  unilcrsigiied, 
and  endorsed  "Tender  for  Coaling  Jetty,"  will 
he,  received  up  to  noon  on  the  15th  of  July,  1918, 
for  the  reconstruction  of  the  Coaling  Wharf  at 
H.M.C.    Dockyard,    Esquimalt,  B.C. 

Tenders  should  he  aceom|)anied  by  certified 
cheque  for  Ten  Per  Cent,  of  tlie  amount  of  the 
tender. 

Plans,  specifications  and  permission  to  view  the 
site  may  be  obtained  from  the  undersigned  or 
from  the  C'aptain  Superintendent,  II. M.C.  Dock- 
yard, Es(|uimalt. 

G.  J.  DESBAR.XTS, 
Deputy   Minister  of  the  Naval  Service. 
Dejiartnient   of   Naval  .Service, 
Ottawa,   May  31,  1918. 
Ifnauthorized   publication   of  this  advertisement 
will  not  be  paid  for.  24-25 


PARLIAMENT  BUILDINGS,  OTTAWA 

Tenders  Wanted  for 

Lighting  Fixtures 


.Sealed  lend:?rs  will  he  received  liy  the  uiulcr- 
signed  until  noon,  July  2,  1918,  for  the  lighting 
fixfuris  required  in  tlie  reconstruction  of  tlie 
above  building. 

All  tenders  to  be  based  on  the  execution,  in- 
stallation and  completion,  together  witli  the  fur- 
nishing of  all  material,  tools,  aiipliances,  labor, 
etc.,  necessary  and  as  required  and  described  by 
the  plans,  specifications  and  schedule  for  lighting 
fixtures. 

The  work  oT  this  contract  shall  be  proceeded 
with  as  indicated  in  the  Scliedule  or  as  may  be 
directed  and  in  such  a  manner  as  to  ensure  the 
completion  thereof  by  November  1,  191"J. 

Plans,  Specifications,  Schedule  and  any  other 
information  required  can  be  obtained  at  the  office 
of  tlie  (Icneial  Contractors,  P.  Lyall  &  .Sons  Con- 
stnieti'Mi   Coinpaiiy,   Limited,   Ottawa,  Ontario. 

Each  tender  must  lie  accompanied  by  an  ac- 
cepted cheque  on  a  chartered  hank,  payable  to 
the  order  of  the  Minister  of  Public  Works,  for 
a  sum  not  less  than  five  jier  cent.  (5  i>.c.)  of  the 
amount  of  the  tender,  which  will  be  forfeited  if 
tlie  parties  tenilering  decline  to  enter  into  a  con- 
tract when  called  upon  to  do  so.  If  the  tender  is 
not  accepted  the  cheque  will  be  returned.  If  the 
tender  is  accepted  an  additional  cheque  for  a  sum 
equivalent  to  five  per  cent.  (.">  p.c.)  of  the  amount 
of  the  tender  must  be  deposited  before  the  con- 
tract is  signed.  The  total  security  will  be  for- 
feited if  the  contractor  fails  to  complete  the  work 
contracted  for. 

Payments  for  material  will   be  made  monthly. 

Samples  must  be  submitted  wilh  gender. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

Envelopes  coiitaining  lenders  to  be  marked 
"Tenders  for  Ligfhting  Fixtures,"  and  addressed 
to  the  undersigned. 

JOHN   A.    PE.\RSON,  Architect, 

J.  O.   MARCHAND,  Associate. 
Centre   lllock.   Parliament  Hill, 

Ottawa.  24-25 


Tenders  for  the  Supply  of 

Liquid  Chlorine 

Scaled  tenders,  addressed  to  the  Chairman  ov, 
tlie  Hoard  of  Control,  City  Hall,  and  endorsed  I 
"  leiuleis  for  f^iquid  Chlorine,"  will  be  received 
liy  Ihe  .Secretary  of  the  Board  of  Control  up  to 
;!  p.m.,  on  Tuesday,  June  85,  1918.  Any  tender 
received  after  the  above  time  will  be  declared  in- 
formal. .Specifications  and  full  particulars  may. 
be  obtained  on  application  at  the  City  Englj; 
neer's  Office.  The  Corporation  does  not  binJtj 
itself  to  accept  the  lowest  or  any  tender. 

A.  F.  MACALLUM,  ,.j 
Commissioner   of  Work.s.-i 
Ottawa,  June  0,  1918.  24-24 


York  Township  Water  Supply 
Tenders  for 

Water  Meters 


Sealed  tenders,  plainly  marked  as  to  contents^' 
will  be  received  by  Frank  Barber,  Engineer  fori 
the  Municipal  Corporation  of  the  Township  of 
York,  up  to  12  o'clock  noon  of  Saturday,  June  ' 
22nd,  1918,  for  the  supply  of  Water  Meters  fori 
use  in  the  Township  of  York  during  the  yearj 
1918.  * 

.Ml  envelopes  must  be  marked  "Tender  fop 
Water  Meters." 

Further  information  may  he  obtained  at  the 
office  of  the  undersigned,  40  Jarvis  Street,  To-1 
roiito.  '■ 

The  lowest  or  any  tender  will  not  necessarilyl 
be  accejited. 

FK.\NK  BARBER, 

Townshi])  Engineer, 
'roiunio,    June    1(1,    191,S.  24-21] 


Bridge  Construction 


Sealed  tenders  will  be  opened  at  Petrolia,  Ont., 
on  Monday,  June  17th,  1918,  at  1  p.m.,  at  Town 
Ilall,  for  the  following  Bridges  for  the  County 
of  J.ambton. 

Plans  may  be  seen  after  the  8th  of  June,  191S, 
at  residence  of  Jno.  McCallum,  Esq.,  County 
Highway    Commissioner,    Alvinston,  Ont. 

Office  of  A.  S.  Code,  O.L.S.,  C.E.,  Alvinston, 
Ont. 

Office  of  the  County  Clerk,  Sarnia,  Ont. 

Office  of  Town  Clerk,   Petrolia,  Ont. 

Tenders  submitted  must  enclose  a  marked 
checiue  payable  to  County  Treasurer  of  Lambton 
for  5  per  cent,  of  tender. 

The  lowest  or  any  tender  not  necessarily  ac- 
cepted. 

1.  (a).  Abutments,  Wings  and  Centre  Pier, 
(b)  Two  Steel  .Spans,  SO  ft.  centre  to  centre, 

10  ft.  roadway.  Class  "A"  (Ontario  Government 
Highway   Specification    (Plate    10)  1017. 

Site  at  S.  R.  15/1(;  Con.  12.  Sombra  Twp., 
over  N.  Br.  Sydenham  River,  (5^  miles  from 
Kiniballs  Station,  M.  C.  R.R.,  7  miles  from 
Sombra  Station  P.   M.  Ry. 

2.  Steel  Truss  for  Span  49  ft.  4  in.  centre  to 
centre,  l(i  ft.  roadway.  Class  "A"  Ontario  Govern- 
ment Highway  Specification,  1917  (Plate  .■?). 
Site  at  Lot  12,  Con.  Rd.  10/11,  Plynipton  Twp., 
3  miles  from  Camlachie  Station,  G.  T.  R. 

3.  (a)  Two  Abutments  and  Wings. 

(b)  Girder  Span,  40  ft.  clear,  42  ft.  (>  in.  end 
to  end,  20  ft.  roadway,  2  lines  30  in.,  1  at  120 
lbs.,  2  beams  IS  in.,  at  (i.T  lbs,  (5  lines  10  in.,  1  at 
25  lbs..  Class  ",\,"  similar  to  Plate  No.  14,  On- 
tario Government  Highway  Specification,  1917. 
Site  at  Pulse  Creek,  Con.  Rd.  (i/7.  Lot  5,  Sarnia 
Twp.,  4  miles  to  Mandauniin  Station,  G.  T.  K., 
.X  miles  from  Sarnia,  Ont. 

JOHN  McCALLUM, 
County  Highway  Commissioner. 
Alvinston,  Out.,   June  4,   191S.  24-24 


June  13,  1918 


Tenders  Wanted 


Seylcil  iL-mlfrs  for  all  trades  in  c()muTti{)ii  willi 
the  erection  of  St.  Mary's  ('o)k'ge  at  lirockvilic, 
Ont.,  for  the  Congregation  of  the-  M<isl  Holy  Ki- 
ileemer,  will  lie  received  at  tlie  ol'ticc  of  the  nnder- 
signed  until  Monday,  June  24,  at  6  p.m. 

Tender.s  to  be  accompanied  by  marked  cluriue 
for  5  per  cent,  of  amount  of  bi(f.  Tlie  lowest  or 
any  bid  not  necessarily  accepted. 

Plans,  Specifications  and  contract  forms  may 
he  seen,  and  Tender  Forms  obtaiiied,  at  tlie  office 
of  the  Architect.  lUne  prints  and  sjiecificat ions 
may  be  obtained  by  depositing  a  marked  che(|ue 
for  !ii25.00,  which  will  be  returned  on  return  of 
Blue  Prints  and  Specifications  in  good  condition. 

CHARf.ES  J.  READ,  Architect, 
i;{7-8  Confederation  Life  HIiIk-, 
24-24  Toronto,  Ont. 


Tenders  for 
Two  Arch  Bridges 

Sealed  tenders,  addressed  to  Roail  Superin- 
tendent of  County  of  Bruce,  '  Port  lilgin,  Ont., 
will  be  received  up  to  (5  p.m.  of  Friday,  June 
81st,  for  two  reinforced  concrete  arch  bridges. 
One  on  the  Durham  Road  at  l.ot  50,  Greenock 
Twp.,  and  one  over  Pine  River  on  Godericb 
Road  between  Kincardine  and  Amberly.  An  ac- 
cepted bank  cheque  payable  to  Treasurer  of  Co. 
Uruce  for  5  per  cent,  of  tender  must  accompany 
each  tender,  wdiich  will  be  returned  in  case  of 
non-acceptance  and  retained  as  security  for  due 
performance  if  accepted.  Plans  and  specificationa 
may  be  seen  at  the  offices  of  the  Superintendent 
and  Engineer.  . 

The  lowest  or  any  tender  not  nece-=sarily  ac- 
cepted. 

R.  McDOVVAT-L,  C.E., 

Owen  Sound,  Om. 
11.  J.  IZZARD,  Road  Supt., 
24-24  Port  Elgin,  Ont. 


For  Sale 


Electric  Light  Plant  in  good  town,  divisional 
point  in  Alberta,  exclusive  franchise,  good  rates 
and  good  load.  Reason  for  selling,  ^owners  in- 
terested in  other  business.  Rox  747,  Contract 
Record,   Toronto.  24-2o 


For  Sale 

Travelling  A  Frame  Derrick 

60  ft.  boom,  suitable  for  clam  shell,  orange  peel, 
3r  coal  handling;  equipped  with  8  x  12  hoisting 
;ngine,  3  drum  and  swinger.  Excellent  condition, 
[mmediate  shipment. 

The  A.  R.  Williams  Machinery  Co.,  Ltd., 

64  Front  Street  West, 

[■j.iX  Toronto,  Ont. 


For  Sale 


—Madison   Williams   30  in.,   200  h.p.  Triumph 
Horizontal  Steel  Case  Turbine  Water  Wheel, 
25  feet  head,  complete  with  pulley. 

.—60  kilowatt,  2300  volt,  3  phase,  60  cycle,  1200 
R.  P.  M.,  belted  generator,  with  pulleys  and 
rheostats  and  exciter,  Crocker- Wheeler  make. 

:,166  pounds  No.  6  B&S  hard  drawn  bare  copper 
line  wire. 

.,048  pounds  No.  14  B&S  bard  drawn  bare  copper 
line  wire. 

N.  E.  CARRUTIIERS, 
Lacombe,  Alta.  Secretary-treasurer. 
May  11,  1918.  !21-24 
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FOR  SALE 
Return  Tubular  Boiler 

Hi  ft.  long  ,\  (Zt  ill.  diameter,  seventy  nix  It'/j  in. 
liiln-s.  Passeii  for  yTt  iioiinds  steam.  ViiW  irtiii 
flout,    shaking    grates,    and    fitliiiKS.      For  jirirr, 

apply 

Canadian   Hart  Wheels,  Limited, 
'-M  2t  llainilloM,  Oiil. 


lion  willi  till'  tTcctioii  ()(  a  $17.'), 000  steel 
factory  for  tlit-  Mottjr  'J'riicks,  I-td.,  l-ll- 
Rin  .Street. 

Gait,  Ont. 

The  following  coiitracl.s  have  been 
awarded  in  connection  with  the  erection 
of  a  brick  addition  to  plant  of  the  Gait 
Brass  Co.  Limited; — Masonry,  G.  H. 
Thomas,  Water  St.  N.;  carpentry.  Win. 
Hallnian,  .51  Blenheim  Rd.;  painting  and 
glazing',  R.  J.  McLeod,  Dickson  St.;  steel 
Steel  &  Radiation  Ltd.,  Fraser  Avenue, 
Ttjronto . 

Hamilton,  Ont. 

The  Hamilton  Mica  Roofing  Co.,  Re- 
becca St.,  have  the  roofing  and  Adam 
Clark,  7  Main  St.  W.,  the  plumbing  and 
heating  for  $3,000  collar  factory  for  J.  J. 
Jolley  &  Son,  Bower  St. 

Leamington,  Ont. 

Lewis  Campbell  has  the  general  con- 
tract for  ^.'i.OOO,  one-storey,  brick  chop- 
ping mill  for  .S.  B.  (ireen  &  .Son. 

Moncton,  N.B. 

1*.  Legere,  303  St.  George  St.,  has 
the  general  contract  for  repairs  costing 
$4,000  to  store  and  residence  for  R.  M. 
Rive,  230  Highfield  Street. 

Montreal,  Que. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $100,000  factory  for  Caron  Bros., 
333  Bleury  St.,  who  will  carry  out  the 
electrical  work;  Structural  Steel,  Domin- 
ion Bridge  Co.  Ltd..  2Sr>  Beaver  Hall 
Hill;  roofing,  Metal  Shingle  &  Siding  Co. 
T^td.,  91 J/^  Delorimier  St.;  plumbing  and 
heating,  T.  Lessard  &  Sons  Ltd.,  191 
(!raig  St.  E. ;  millwork  and  glazing.  Win. 
Rutherford  &  Sons  Co.  Ltd..  425  Atwa^, 
tcr  Ave.;  operating  devices,  W.  F.  Cana- 
van,  1000  St.  Antoine  St.  The  general 
contractors,  Anglins  Ltd.,  65  Victoria 
St.,  will  carry  out  the  masonry  and  car- 
pentry. Mc\'icar  8i  Heriot,  628  Union 
Ave.,  are  the  architects. 

Ottawa,  Ont. 

H.  L.  .\llen,  272  Bank  St.,  have  the 
contract  for  electrical  work  in  connection 
with  remodelling  and  alterations  to  store- 
house for  McDouglas  Ltd.,  529  Sussex 
St. 

Quebec,  Que. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $55,000  wholesale  market  buiUling 
for  the  Swift  Canadian  C^o.,  Ltd.,  132 
St.  Roche  St.: — Roofing,  N.  Barbeau,  36 
Bridge  St.,  Quebec;  plumbing,  heating, 
and  electrical  work.  Brousseau  &  Frere. 
320  St.  Paul  St..  Quebec:  tile  and  marble 
work.  G.  R.  Locker  Co.,  143  Mansfield 
St.,  Montreal. 

Regina,  Sask. 

McKay  C  onstructioii  Co.  Ltd.,  509 
McCallum  Hill  Bldg.,  have  the  general 
contract  for  frame,  warehouse  for  the 
Great  West  F.lectric  Company. 


4:, 


Saskatoon,  Sask. 

The  (  aii.'idiaii  Lconanl  ronstructioii 
(  ompany  have  the  general  contract  for 
alterations  and  addition  costing  $2<M).0(Mi 
to  factory  for  the  Quaker  Oals  <  <>, 
Harrie  Bldg.,  TeterborM. 

Shawenegan  Falls,  Que. 

,\linri  Gigiierc  has  the  (fencral  con- 
tract for  the  erection  of  a  $l2,0f)0,  tlirec- 
storey,  hollow  brick  store  and  tenement's 
for  Jos.  f 'hevalier. 

Temiskaming,  Que. 

Geo.  A.  Fuller  Co.  Ltd..  45  St.  Alex- 
ander St..  Montreal,  have  the  general 
contract  for  sulphite  mill  and  power 
house  for  the  Riordon  Pulp  &  Paper  Co., 
355  Beaver  Hall  Sq  ,  Montreal 

Toronto,  Ont. 

The  Canadian  Northern  Railway  lias 
given  the  A.  B.  Drmsby  Company,  the 
skylights  and  roofing  work  in  connection 
with  the  erection  of  their  new  shops  at 
Leaside. 

Vancouver,  B.C. 

The  Taylor  LngiiieeriiiK  <  •>■.  '•■>*'  Hast- 
ings W.,  have  the  general  contract  for 
$33,000  gasoline  station  for  the  Imperial 
Oil  Co.,  Ltd.,  Cumbie  &  Smith  Sts. 

Winnipeg,  Man. 

J.  B.  Duncan,  98  Monck  .\ve..  Winni- 
peg, has  the  general  contract  for  $4,000 
addition  and  alterations  to  yard  office 
for  the  Canadian  Northern  Railway,  head 
■office,  Toronto. 

Carter-Halls-.Mdinger  Co..  1010  Union 
Bank  Bldg..  have  the  general  contract  for 
$118,000  abattoir  for  Gordon  Ironside 
&  Fares,  Logan  &  Trinity  St>. 

W.  A.  Irish,  315  Kenedy  Bldg..  has  the 
general  contract  for  $65,000  business 
block  for  C.  H.  Enderton  &  Co..  22S 
Portage  Avenue. 

Barnett  &  McQueen.  Ft.  William,  have 
the  general  contract  for  the  erection  of 
flour  mills  costing  $250,000  for  Ogilvie 
Flour  Mills  Co.,  Ltd.,  Higgins  .\ve. 


Residences 

Barrie,  Ont. 

R.  (kirrett.  High  St.,  will  erect  a  $4,500 
two-storey,  stone  and  brick  residence, 
etc.,  and  will  let  plumbing. 

Brantford,  Ont. 

Diinnin.gton.  Gnibb.  (iarden.  arcliitect 
are  preparing  plans  and  report  for  laying 
of  grounds  for  the  erection  of  one  hund- 
red residences  for  .  the  Dufferin  Park 
Company. 

Chatham,  Ont. 

Frank  .'sparks,  Sandys  St..  will  erect 
two  bungalows  costing  $4,000  on  V  ictoria 
.•\  venue . 

The  Chatham  Ga-s  Company  have  the 
electrical  contrail  lor  three  $;!.i'00  brick 
bungalows  for  Frank  Sparks.  S;indys 
Street. 

Frank  Sparks.  Sandys  St..  will  erect 
two  $3,000.  two-storey  bungalows. 

Embro,  Ont. 

]no.  McBeath  will  erect  a  two-storey, 
brick  residence  on  Main  Street,  ami  wants 
bids  on  lighting,  heating,  plumlung  and 
finishing. 

Win.  V'annatter  contemplates  the  erec- 
tion of  a  two-storey,  brick  residence  and 
is  receiving  bids  for  heating,  lighting. 
|dumbing  and  painting. 

Grand  Mere,  Que. 

The   Cmu  nlide  (.'■>.   I.ld  .     will     c  ri  >  t 
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two  $6,000,  two-storey,  frame  bungalow. 
Manager,  Geo.  Cahoon,  Sr. 

Laurentide  Co.  Limited  will  erect  a 
$5,800.  11/2  storey,  frame  bungalow. 
Manager,  Geo.  Cahooij,  Jr. 

Guelph,  Ont. 

City  Council  contemplate  the  erection 
of  from  twenty-five  to  fifty  residences 
costing  between  $1„500  and  $3,000.  Clerk, 
J.  T.  Moore. 

Hamilton,  Ont. 

L.  J.  Bell,  Maple  &  Gr'osvenor  Ave., 
will  erect  a  $3,000,  two-storey,  brick  resi- 
dence, carry  out  the  masonry,  carpentry 
and  roofing  and  let  all  other  trades. 

P.  Bendetti,  66  Hililard  St.,  contem- 
plates the  erection  of  a  $4,000,  two-storey 
frome  double  residence. 

A.  McMullcn,  82  Kenilworth  Ave.,  will 
erect  two  $3,000,  two-storey,  brick  resi- 
dences, carry  out  the  masonry,  carpentry 
and  roofing  and  let  all  other  trades. 

Hartland,  N.B. 

Henry  Tedlie  has  purchased  a  site  on 
which  he  will  erect  a  $3,000  residence. 

Lethbridge,  Alta. 

H.  N.  Becker,  14th  St.,  is  erecting  a 
$(i,000  residence. 

Montreal,  Que. 

J.  B.  Treniblay,  291  Prud'homm(?  Ave., 
will  erect  six  $4,500  residences  on  Mar- 
lowe Avenue  and  will  let  roofing,  plumb- 
ing, heating,  painting,  plastering,  mill- 
work,  glazing  and  electrical  work. 

S.  Mercier  Sons  &  Co.,  25  Granier  St., 
will  let  plumbing,  heating  and  electrical 
work  and  carry  out  all  other  work  for 
the  erection  of  a  $5,000  residence. 

Edgar  Tremblay,  25  St.  Julie  St.,  has 
the  plumbing  and  heating  contracts  for 
alterations  costing  $6,500  to  residence  for 
Jos.  Versailles,  90  St.  James  St. 

E.  Masse,  St.  Denis  St.,  general  con- 
tractor for  $5,000  residence  for  S.  Math- 
ieu,  278  Panet  St.,  will  carry  out  the 
masonry,  carpentry,  plastering  and  paint- 
ing. 

S.  Mercier  Sons  &  Co.,  25  Garnier  St., 
will  erect  a  $5,000,  three-storey,  brick 
residence  and  may  let  some  sub  trades. 

A.  Leblanc,  3994  St.  Laurent  Blvd., 
general  contractor  for  $7,000,  two-storey, 
brick  residence  for  Brancel  &  Fils,  La- 
eunesse  .St.,  will  let  heating,  plumbing 
and  electrical  work  and  will  require  lum- 
ber. 

Ottawa,  Ont. 

\V.  H.  McLaughlin,  221  Echo  Drive, 
will  erect  a  $10,000,  three-storey,  brick 
veneer  apartment  house. 

\Vm.  McLaughlin,  licho  Drive,  Ottawa 
East,  contemplates  the  erection  of  a  resi- 
dence. , 

VVm.  Schryer,  113  Goulbourne  Ave., 
has  had  plans  drawn  fSr  a  .$4,000,  two- 
storey,  stucco  and  brick  veneer  residence. 

St.  Adalphe,  Que. 

I'liilias  Lafontaine  is  erecting  a  $0,000, 
two-storey,  frame  residence. 

Louis  Kfjberge  will  erect  a  $7,000,  two- 
storcy,  frame  residence  and  store. 
'  Maquair  Lepage  will  erect  an  $8,000, 
two-storey,  frame  tenement  and  store. 

Three  Rivers,  Que. 

K.  Forlier  will  erect  a  $7,000,  two- 
storey,  |)lasfic  brick  residence  on  St. 
Martin  St  reel . 

Tilman's  Corners,  Ont. 

Tenders  are  being  received  by  the  arch- 
itect, (jordon  Hutton,  Bank  f){  Hamilton 


Bldg.,  for  all  trades  in  connection  with 
the  erection  of  a  $35,000  residence  for  P. 
D.  Carse,  484  Main  St.  E.,  Hamilton. 

Toronto,  Ont. 

C.  A.  Jones,  110  Woodside  Ave.,  will 
erect  two  $3,500,  2>^  storey,  brick  resi- 
dence, and  will  let  smaller  trades. 

J.  C.  Vaughan,  42  Farnham  Ave.,  will 
erect  a  $4,700,  2J.-2  storey,  brick  resi- 
dence and  will  let  heating,  plumbing, 
painting,  plastering  and  wiring. 

A.  E.  Lepage,  25  Thorold  Ave.,  will 
erect  a  $3,500,  two-storey,  brick  residence 
on  Keewatin.  A.  J.  Pappiatt,  36  Brae- 
more  Gdns.,  is  the  superintendent  of  con- 
struction . 

R.  C.  Bustard,  Imperial  Bank  Bldg., 
Queen  &  Yonge  Sts.,  will  erect  a  $3,500, 
two-storey,  brick  residence. 

Chas.  Hough,  905  Broadway  Ave.,  will 
erect  a  $6,000,  2^  storey  brick  residence 
and  let  smaller  trades. 

F.  C.  Lankin,  223  Fulton  Ave.,  will 
.erect  a  pair  of  residences  costing  $4,500. 

Dr.  J.  A.  Gallagher,  445  Broadview 
Ave.,  wil  lerect  ten  pairs  of  two-storey, 
frame  and  brick  residences  on  Roseneath 
Avenue  at  a  cost  of  $35,000. 

G.  Lucas,  5  Playter  Cres.,  will  erect  a 
$3,000,  2^  storey,  brick  residence. 

Tenders  are  wanted  on  plutnbing  and 
electric  wiring  in  connection  with  altera- 
tions to  residence  for  three  family  apart- 
ment for  S.  M.  Early,  78  St.  Albans  Ave. 

E.  Gagnon,  2369  Queen  E.,  will  erect 
two-storey,  brick  apartments  costing 
$5,00. 

J.  H.  Smith  &  E.  Weltshire,  55  Exeter 
St.,  will  erect  two  two-storey,  brick  resi- 
dences costing  $5,000. 

F.  A.  McCabe,  142  Edna  Ave.,  will 
erect  a  $4,000,  2>^  storey,  brick  residence 
and  let  smaller  trades. 

A.  J.  Stringer,  53  McLean  Ave.,  is  pre- 
paring plans  for  a  $20,000,  tile  and  brick 
residence  to  be  erected  on  Lyndhurst 
Avenue. 

D.  H.  Atkinson,  256  Russel  Hill,  Rd.. 
will  erect  an  $8,500,  2^  storey,  brick  resi- 
dence on  High  Park  Blvd. 

Deeth  &  Sons,  44  Grove  Ave.,  will  erect 
two  $3,000,  two-storey,  brick  residences. 

J.  Hamm,  86  Pine  Crest  Rd.,  will  erect 
a  $3,500,  3K'  storey,  brick  residence,  and 
wants  tenders  on  hot  air  he:vting,  plumb- 
ing, plastering  and  wiring. 

Weismiller  &  McKenzie  Bros.,  1425 
Queen  W.,  contemplate  the  erection  of 
five  $3,500,  two-storey,  tile  and  brick 
deuces,  and  will  let  smaller  trades. 

Cox  &  Cummings,  Canada  Life  Bldg., 
will  erect  five  $4,000,  2J/2  storey,  I)rick 
residences  and  let  smaller  trades. 

CONTRACTS  AWARDED 
Barrie,  Ont. 

R.  I^ong  &  Son,  35  Richmond  St.,  E., 
have  the  ])lumbing  and  Beatty  Co.,  Bar- 
rie, the  electrical  work  in  connection  with 
the  erection  of  a  $15,000  residence  for  J. 
L.  Clark. 

Cottam,  Ont.  , 

Frank  Brown  has  the  masonry  and 
Jos.  Jackson  the  carpentry  for  the  erec- 
tion of  a  $3,000,  1 '/.  storey,  brick  resi- 
dence for  Geo.  Wood. 

Halifax,  N.S. 

Longard  Bros.  Ltd.,  Mollis  St.,  have 
the  heating  contract  for  $7,000  residence 
for  Jas.  Hilis,  Hollis  St. 

Cragg  Bros.  Co.  Ltd.,  Barrington,  .St., 


have  the  electrical  work  and  W.  Callag]! 
han  the  plumbing  in  connection  with  thai 
erection  of  an  $8,000  residence  for  Gedl 
Hillis,  care  of  Hillis  &  Sons,  Hollis  St.l 
Falconer  &  McDonald,  Davison  St.! 
have  the  general  contract  for  repairs  cosfcl 
ing  $4,000  to  residence  for  Heber  Hartl^Jl 
299  Gottingen  Street.  J|l 

Hamilton,  Ont.  si  I 

R.  Dow,  9  Bay  St.  N.,  has  the  heatml 
and  Gibson  Bros.,  172  Rosslyn  Ave.,  n|l 
painting  contract  for  $4,000  residence  m|| 
T.  Hawkins,  85  Prospect  St.  ■  | 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $4,000  residence  for  Wm.  Atkinson, 
29  Cedar  Ave.,  who  will  carry  out  the 
carpentry  and  roofing:  Masonry,  A,  V. 
Smith,  215  Maple  Ave.,  electrical  work, 
F.  Thornton,  174  Balmoral  Ave.;  plumb- 
ing, J.  Saynor,  437  Aberdeen  Ave.;  heat-! 
ing,  J.  Radigan  &  Co.,  46  Ferguson  Ave.' 
S.;  plastering  C.  Fink,  88  Wellington  St.: 
W.;  painting,  F.  Gray,  85  Cedar  Aev.  [ 

Staunton  &  Mitchell,  173  York  St.,| 
have  the  plumbing  and  heating  contracts? 
in  connection  with  the  erection  of  a| 
$4,000  residence  for  J.  L.  Stewart,  78  Kin-i 
nel  Street.  ! 

The  following  contracts  have  been 
awarded  in  conection  with  the  erection, 
of  a  $4,000  residence  for  Wm.  Atkinson,: 
39  Cedar  Ave.,  who  will  carry  out  the 
carpentry  and  roofing:  Masonry,  A.  V. 
Smith,  215  Maple  Ave.;  electrical  work, 
F.  Thornton,  174  Balmoral  Ave.;  plumb- 
ing, J.  Sayner,  427  Aberdeen  Ave.;  heat- 
ing, J.  Radigan  &  Co.,  46  Ferguson  Ave. 
S.;  plastering,  C.  Fink,  88  Wellington  St. 
W.;  painting,  F.  Gray,  85  Cedar  Ave. 

The  following  contracts  have  been 
awarded  in  conection  with  the  erection  of; 
two  $3,000  and  two  $4,000,  brick  resi-- 
deuces  for  J.  Bethune,  57  St.  Clair  Ave.:; 
Electrical  work,  174  Balmoral  Ave.,  heat-; 
ing,  E.  Cclntyre;  plastering,  W.  Wat-- 
son,  137  Main  E. ;  painting,  H.  Foster,- 
1194  King  St.  E. 

C.  Havers,  127  Wentworth  St.  N.,  has 
the  heating  contract  for  three  $3,000  resi- 
dences for  Howard  Bros.,  150  Rosslyn 
Ave. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  two  $3,000,  two-storey,  brick  residenc- 
es for  H.  Dunham,  109  Spadina  Ave.; — 
Electrical  work,  F.  Thornton,  174  Bal- 
iiioral  Ave.;  plumbing,  J.  H.  Kerr,  32 
Sherman  Ave.;  heating.  C.  Havers,  127 
Wentworth  N.;  plastering,  J.  Moreland, 
530  Cannon  St.  E. ;  painting,  H.  Foster, 
1194  King  St.  E. 

The  following  contracts  have  been 
awareded  in  connection  with  the  erection 
of  two  $2,000,  one-storey,  brick  resi- 
dences for  Lewington  &  White,  33  Ross- 
lyn Ave.; — Electrical  work,  F.  Thorntop, 
174  Balmoral  Ave.;  plumbing,  J.  H.  Kerr, 
33  Sherman  Ave.;  heating,  C.  Havers,  127 
Wentworth  N.;  plastering.  Hill  Bros.,  307 
Emerald  St.  N.r  painting,  H.  Foster,  1194 
King  St.  E. 

P.  A.  More,  939  King  St.,  has  the 
plumbing  contract  in  connection  with  the 
erection  of  a  $3,000  residence  for  W. 
Mundell,  4  Ben  T.omand  Place,  Mount 
Hamilton. 

Lewisville,  N.  B. 

O.  j.  Dimham,  Princess  St.,  Moncton, 
has  the  general  contract  for  $3,000,  l}i 
storey,  concrete  l)lock  residence  for  Carl 
Eraser,  761  Main  St.,  Moncton. 

Moncton.  N.B. 

Sam  Melanson,  158  Lutz  St.,  has  the 

I 
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Facilities 


Plant  of  John  Inglis  Co.,  Limited,  Toronto 


OUR  facilities  and  long  experience 
enable  us  to  design  and  manufac- 
ture engines,  boilers,  pumps,  and  plate 
work  of  every  kind. 

No  project  is  too  big  for  our  en- 
gineers and  plant  and  no  job  too  small 
to  receive  intelligent  attention. 

Quotations  gladly  furnished. 


The  John  Inglis  Company,  Limited 

ENGINEERS  AND  BOILERMAKERS 
14  Strachan  Ave.       -       -       Toronto,  Canada 

Ottawa  Representative— J.  W.  ANDERSON,  7  Bank  Street  Chambers 
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general  contract  and  will  receive  tenders 
until  lune  18  for  plumbing,  heating  and 
electrical  work  for  the  erection  of  resi- 
dence and  repairs  to  two  residences  at  a 
cost  of  $:i,r)no  for  A.  E.  Metzler,  194 
Queen  St. 

O.  T.  Dunham,  I'rincess  St..  has  the 
general  contract  and  will  receive  untjl 
lune  17  for  plumbing,  heating  and  elec- 
trical work  for  $4,000,  two-storey,  con- 
crete block  residences  for  D.  F.  Hoar, 
Main  Street.  W.  C.  Barnes,  Wyse  Bldg., 
is  the  architect. 

Montreal,  Que. 

I  OS.  Labelle,  .Addington  Ave.,  has  the 
electrical  work  for  $5,000  residence  for 
J.  B.  Daoust,  5774  Sherbrooke  W. 

Jos.  Labelle,  Adington  Ave.,  has  the 
electrical  work  for  six  cottages  costnig 
$45,000  and  a  residence  costing  $5,000  for 
j.  B.  Daoust,  5774  Sherbrooke  W. 

Cheri  Gagne,  2:i8  Oxford  Ave.,  has 
the  general  contract,  masonry  and  car- 
pentry, and  Wm.  Rutherford  &  Sons,  Co. 
Ltd.,  425  Atwater  Ave.,  have  the  mill- 
work  for  the  erection  of  a  $6,000  resi- 
dence for  Arthur  Angrignon,  314  Boule- 
vard Monk.  The  general  contractor  will 
l)urchase  l>rick,  sand,  gravel,  cement  and 
lumber  and  let  roofing,  plumbing,  heat- 
ing, painting,  plastering,  glazing  and 
electrical  work. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $3,500  cottage  for  J.  P.  Tremblay, 
291  Prud'homme  Ave.,  who  will  carry  out 
the  carpentry,  painting,  glazing,  and 
mast)nry:— Roofing,  A.  C.  St.  Amour,  28 
Botrel  Ave.;  electrical  work,  Vallee  & 
Hamelin,  1867  St.  James  St.;  plumbing 
and  heating.  Ducharme  Blais  &  Co.,  1995 
St.  James  St.;  plastering,  Alphonse  La- 
croix,  354  Marcil  Ave.;  millwork.  Win. 
Rutherford  &  Sons  Co.,  Ltd.,  425  Atwater 
Ave. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  two  residences  costing  $9,000  for  Tru- 
deau  &  Tremblay,  283  Northcliffe  Ave., 
who  wil  carry  out  the  masonry,  carpen- 
try, painting  and  glazing: — Roofing,  A. 
C".  St.  Amour.  38  Botrel  Ave.;  electrical 
work.  Vallee  &  Hamelin,  1867  St.  James 
St.;  plumbing  and  heating,  Ducharme 
Blais  &  Co.,  1995  St,  James  St.,  plaster- 
ing. .Mphonse  Lacroix,  354  Marcil  Ave.; 
millwork,  Wm.  Rutherford  &  Sons  Co. 
Ltd.,  435  Atwater  Ave. 

A.  Gregoire,  220  Northcliffe  Ave.,  has 
the  general  contract,  masonry  and  car- 
pntry  for  $7,000  cottage  for  S.  D.  Val- 
lieres,  1431  St.  Hubert  St.,  who  vvill  let 
roofing,  plumbing,  heating,  painting, 
glazing  and  electrical  work.  Architect. 
Jos.  Sawyer,  407  Guy  Street. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  two  two-storey,  stone  and  brick  resi- 
dences costing  $10,000  for  Trudeau  & 
Tremblay,  283  Northcliffe  Ave.,  who  will 
carry  out  the  masonry,  carpentry,  paint- 
ing and  glazing: — Roofing,  A.  C.  St.  Am- 
our. 28  Botrel  Ave.,;  electrical  work,  Val- 
lee &  Hamelin,  1867  St.  James  St.;  plumb- 
ing and  heating,  Ducharme  Blais  &  Co., 
1995  St.  James  St.;  plastering,  Ali)honse 
T-acroix,  354  Marcil  Ave.;  millwork,  Wm. 
Rutherford  &  Sons  Co.,  Ltd.,  425  Atwa- 
ter Ave. 

C.  R.  Locker  Co.,  143  Mansfield  St., 
have  tlie  tile  and  marble  vvf)rk  in  connec- 
tion with  alterations  and  addition  costing 
$25,000  to  residence  for  T.  S.  Gillespie, 
726  I'ine  Ave.  W.  The  general  conlract- 
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ors,  Anglins  Ltd.,  05  Victoria  St.,  will 
carry  out  the  plumbing  and  heating. 

Ottawa,  Ont. 

E.  Wildman,  272  Murray  St.,  has  the 
carpentry  contract  in  connection  with 
the  erection  of  a  $5,000  residence  for 
Daniel  Bussell,  care  of  Barrett  Bros., 
Catherine  St.,  who  wants  tenders  on 
pluml)ing,  heating,  plastering,  painting, 
and  electrical  work. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  an  addition  to  residence  and  sun  room 
for  Mr.  Coplan,  Clemow  Ave.:  General 
contract,  Poirier  &  Lowry;  plastering. 
Murphy  &  Morrow,  Billings  Bridge;  elec- 
trical work,  H.  L.  Allan,  Bank  St.;  paint- 
ing, Geo.  Higman  &  Sons,  Rodeau  St.; 
heating  and  plumbing,  J.  T.  Blyth,  Frank 
St. 

Richmond  Hill,  Ont. 

Thos.  Collins,  254  Hallam  Ave.,  Toron- 
to, has  the  general  contract  for  every 
trade  except  plumbing  for  remodelling 
residence  at  a  cost  of  $4,500  for  J.  M. 
Bowman,  care  of  Don  Valley  Brick 
Works,  Dominion  Bank  Bldg.,  Toronto. 
J.  W.  Siddall,  17  Queen  E.,  Toronto,  is 
the  architect. 

Sydney,  N.S. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $4,500  residence  for  Louis  Finns- 
tien:^EIectrical  work,  W.  A.  McKay  & 
Co.,  Charlotte  St.;  plumbing  and  heating, 
H.  G.  Hogan  &  Co.,  452  George  St.;  plas- 
tering, Chad.  Foster. 

Toronto,  Ont. 

H.  L.  Spicer,  533  Runnymede  Rd.,  have 
the  excavation  contract  for  $3, ()()()  two- 
storey,  brick  residence  for  T.  W.  Robin- 
son, 11  Evelyn  Ave. 

D.  Clark,  776  Dundas  St.,  has  the 
plumbing  and  heating  contracts  for  apart- 
ments costing  $25,000  for  J.  W.  Walker, 
538  Palmerston  Blvd. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  four  $3,000,  two-storey,  brick  residenc- 
es for  F.  H.  Miller,  296  Lauder  Ave.: 
—Brick,  W.  G.  Hiscock,  67  Bartlett  Ave,; 
carpentry,  C.  A.  Drew,  119  Nairn  Ave.; 
plumbing,  J.  McCandish,  316  Lauder  Ave. 

W.  J.  Wills,  43  Garnet  Ave.,'  has  the 
masonry  contract  in  connection  with  the 
erection  of  a  number  of  residences  cost- 
ing $3,000  each  for  J.  M.  Walkey,  326 
.Shaw  .St.,  who  will  receive  tenders  after 
June  34  for  plumbing,  heating  and  wir- 
ing. 


4 


Miscellaneous 

Burlington  Centre,  N.S. 

Tenders  will  be  received  by  the  Dis- 
trict Engineer,  W.  P.  Morrison,  Halifax, 
until  noon,  June  30,  for  the  delivery  at 
P.urlington  Centre  Wharf  of  2,000  lineal 
feet  of  logs.  12,000  feet,  B.M.,  stringers, 
guard  rail,  and  ])lanking  for  the  Depart- 
ment of  T'ulilic  Works,  Provincial  Gov- 
ernment. 

Gladstone,  Man.  , 

Town  Council  cnntemplate  the  erection 
of  a  $15,000  electric  jjower  plant.  Clerk, 
.S.  Schooley. 

Grand'Mere,  Que. 

\V.  iiourassa,  luigineer,  wants  prices 
for  second  liaiid  structural  steel. 

Liverpool,  N.S. 

The  Nova  Scoli;i  .Shipliiiilding  iS;  Trims- 
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portation  Co.  will  shortly  lay  the  keel 
for  two  schooners. 

Montreal,  Que. 

O.  L.  Henault,  214  Bishop  Street,  is  ii 
the  market  for  3  kw.,  230  volts,  60  cycle 
single  phase,  reducing  to  ITO  volts,  elec 
trie  transformer. 

Shawinigan  Falls,  Que. 

City  Council  contemplate  the  purchast 
of  fire  apparatus  costing  $7,000.  Clerk 
J.  E.  Meunier. 

Albert  Gig'liere  is  in  the  market  foi 
40,000  common  and  10,000  plastic  brick 
300  bags  of  cement,  a  quantity  of  selenite 
windows,  doors,  radiators,  pipe,  hot  wa 
ter  furnaces.  No.  5  and  7. 

Ship  Harbor,  N.S. 

The    Eastern    Shipbuilding  Co. 
shortly    lay    keel    for    a    340    ton  t 
scliot)ner. 

West  Zorra  Township,  Ont. 

Work  is  in  progress  on  a  storage  barn 
for  Thos.  Kittmer,  R.R.  No.  3,  Embro 

CONTRACTS  AWARDED 
Guelph,  Ont. 

D.  Young,  464  Woolwich  Street,  has 
the  general  contract  for  garage  and 
greenhouse  for  F.  Hall,  Riverslea  Street 

Hamilton,  Ont. 

The  Canadian  Engineering  &  Contract 
ing  Company  has  awarded  the  contract 
for  counter-balanced  steel  sash,  and  the 
factory  steel  sash  for  the  Dominion  Steel 
Foundaries  Company,  to  the  A.  B.  OrmS' 
by  Company,  Toronto. 

Louiseville,  Que. 

Paul  Garon  has  the  general  contract 
for  1,000  feet  f)f  13  and  14  inch  vitrified 
clay  pipe  for  the  Higiiway  Department 
Municipal  Council. 

Ottawa,  Ont. 

The  General  Supply  Co.  of  Canada, 
Ltd.,  360  Sparks  St.,  have  the  general 
contract  for  chlorine  apparatus  for  the 
City  Council. 

Sudbury,  Ont. 

Eraser  ^  Chalmers  of  Canada,  I  td. 
Montreal,  have  the  contract  for  a  12(10 
gallon  per  minute  Lea-Courtenay  tur 
bine  pump  for  direct  connection  to  a  175 
h.'p.  Canadian  Westinghouse  motor  for 
the  Corporation  of  the  Town  of  Sudbury. 

Tusket,  N.S.  t 

A   new   shipbuilding  company,   called  | 
the  Argyle  Sliipbuiilding  Company,  has  ; 
just  been  formed  and  will  shortly  com- 
mence the  construction  of  schooners. 

Winnipeg,  Man. 

Clayden  &  Co.,  Ltd.,  Furby  Place,  have 
the  general  contract  for  alterations  and 
addition  costing  $10,000  to  terminal  sta- 
tion for  the  City  Council. 


CONTRACTORS 
and  TENDERERS 

for  Superior  Service 

THE 

Canadian  Surety  Co. 

26  Wsllington  St..  EatI 

Phone  Main  2609   TORONTO,  Ont. 
Represented  in  all  the  principal 
cities  and  towns  in  the 
Dominion. 

BONDS  INSURANCE 

of  every  description      Pl«te  Glait— Burglary 
Automobile 
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Turbine 
Pumps 

Electric  and  Steam 

Water  Works 
Factory  and 
Fire  Services 

Humphrey  J  Gas 
Pumps 

Any  capacity  or  pressure 

THE  JOHN  McDOUGALL 
CALEDONIAN  IRON  WORKS  CO.,  LIMITED 

Works:  Seigneurs  &  William  Sts.,  Montreal. 
Manufacturers  of  Boilers,  Castings,  Condensers,  Elevators,  Engines,  Filters,  Forgings,  Hydraulic 
Machinery,  Pumps,  centrifugal  and  reciprocating,  Steam  Turbines,  Tanks,  Water  Wheels,  Water 

Works  Plants 


Lachine  Water  Works 
Three  million  gallons,  eighty  pounds  domestic,  160  lbs.  6re. 


Bawden  Multistage  Centrifugals 


Perfect  Balance 
Smooth  Running 

Always  ready  for 
any  duty 


Not  a  picture  but 
a  cut  from  actual 
photograph  —  all 
our  pumps  are 
built  for  service. 


Cut  of  Corporation  of  New  Toronto's  latest  pump — Its  a  BAWDEN. 

Let  us  supply  you  with  a  list  of  smiling  customers — they  will  gladly  tell  you. 

Install  a  BA  WDEN  for  satisfaction 

WE  SHALL  BE  PLEASED  TO  SOLVE  YOUR  PROBLEMS— WRITE  TO 

THE  BAWDEN  PUMP  CO.,  LIMITED 

164  Sterling  Road,  Toronto,  Ont. 
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I  Made  in  Canada 


No  Building  is 
Better  than  its  Roof — 

lO   demonstrate  our  confidence   in  Barrett 
Specification  Roofs  we  now  guarantee  them 
for  twenty  years. 

This  guarantee  means  that  owners  of  buildings 
are  exempt  from  all  expense  of  maintenance  or 
repairs  for  that  period. 

This  protection  is  absolute  because  it  is  covered 
by  a  Surety  Bond  issued  by  the  U.  S.  Fidelity 
&  Guaranty  Company,  one  of  the  largest  surety 
companies  in  America. 

A  roofing  contractor  in  order  to  secure  this 
Surety  Bond  for  the  owners  must  be  satisfactory 
to  us  and  must  construct  the  roof  under  the 
supervision  of  one  of  our  inspectors. 
This  insures  good  workmanship,  tiic  proper 
amount  of  waterproofing  materials,  and  will  re- 
sult in  a  roof  that  will  last  far  longer  than  the 
guaranteed  period. 

A  copy  of  The  Barrett  20- Year  Specification, 


The 


We  now  give  this  bond  on  all  roofs  of  fifty 
squares  or  over  in  all  towns  of  2.^,000  p( i|)nlatii mi 
and  over,  and  in  smaller  places  where  our  Inspec- 
tion Service  is  available,  the  only  provision  being 
that  The  Barrett  Specification  dated  May  1.  191b, 
shall  be  strictly  followed. 

.If  }-ou  want  a  roof  that  will  last  for  twenty  years 
or  over,  give  your  architect  or  roofing  contractor 
a  copy  of  The  Barrett  Specification  dated  May  1. 
1916,  and  tell  him  to  lay  sucii  a  roof  and  secure 
for  you  a  20-Year  Surety  Bond.  riien  your 
building  will  be  covered  with  the  best  and  most 
economical  roof  it  is  possible  today. 

I'^n  lher  information  upon  request  t<">  nearest  office, 
with  roofing  diagrams,  sent  free  on  request. 


LIMITED 


Company 


MONTREAL  TORONTO  WINNIPEG 

St.  JOHN,  N.B.  HALIFAX.  N.S.  SYDNEY.  N.S. 


VANCOUVER 


lllllllllllllllllilllllllllll 
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Your  Obligation  to  Yourself  and  the  Nation 
Is  Before  the  Fire — 

or,  In  Other  Words,  Right  NOW 

The  installation  of  an  adequate  Fire  Fighting  Equipment  is  a  measure  good  judgment 
will  support — one  that  is  in  perfect  harmony  with  the  "Save  and  Serve"  propaganda  being 
waged  throughout  the  land. 

This  question  is  too  vital  a  one  to  allow  of  jUst  meagre  consideration.  The  sooner  its 
importance  is  fully  comi)rehended,  the  earlier  will  dawn  the  day  of  lessening  life  and  pro- 
perty loss  through  the  ravages  of  Fire. 

Dunlop  Underwriters'  Mill  Fire  Hose  and  Dunlop  Fire  Extinguishers  make  an  ideal  fire 
fighting  combination. 

Dunlop  Underwriters'  Mill  Fire  Hose  has  won  its  way  to  the  front  through  sheer  merit. 
Its  qualities  have  attracted  the  Fire  Underwriters  to  the  extent  of  their  placing  their  unre- 
served and  absolute  approval  upon  it  in  every  sense  of  the  word.  Their  O.  K.  mark  appears 
on  everv  50-foot  length.    Note  that  fact  for  it  means  much  to  you  in  hose  buying. 

The  same  with  the  Dunlop  Extinguisher.  It  is  approved  of  also  by 
the  Underwriters'  Laboratories,  Chicago,  as  being  the  most  efficient 
of  its  kind.  It  doesn't  cost  much  to  instal,  yet  it  provides  a  ready  means 
whereby  loss  of  much  property  may  be  prevented.  It  doesn't  take  up 
much  room  either,  "yet  it  always  looks'  like  business."  Fire  Chiefs 
everywhere  recommend  its  use. 

A  line  from  you  will  bring  our  expert  demonstrator  anytime  most 
convenient  to  you. 


Makers  of  High-grade  tires  for  all  purposes,  Belting,  Packing, 
General  Hose,  Mechanical  Rubber  Products  of  all  descriptions,  and 
General  Rubber  Specialties. 


Dunlop  Tire  &  Rubber  Goods  Co.,  Limited 

Head  Office  and  Factories:  TORONTO 

Branches:  Victoria,  Vancouver,  Edmonton,  Calgary, 
Saskaktoon,  Regina,  Winnipeg,  London,  Hamilton, 
Toronto,  Ottawa,  Montreal,  St.  John,  Halifax. 
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Made  by 

Griffiths  Bros  &  G)  Lw 

London,  England  /  .,.vs;-*\si^! 


( J  ^  •  CoNtractors  to  the 
'  Admiralty  ^WarOff ice 


WOODEN  PIPE 


Wire  wound  wood  itave  pipe,  li  in    to  24  m,  diin-.r'.e:      i.  on 
tinuous  wood   Have  pipe,  any   diameter  required. 

CANADIAN  PIPE  CO.,  LIMITED 

EstablUhed  1904  New  Factoir  Er*cl«d  1910 

Equipped  with  the  most  up-to-date  machinery.  Evtrjr 
machine  driven  by  a  leparate  electric  motor.  Satitfactioa 
Guaranteed. 

Office  and  Factory— 550  Pac«fic  St.,  VANCOUVER,B.C. 


t 


CANADIAN   DES  MOINES 
STEEL  CO.,  Limited 

Elttvated  Tanks  Barges  Bridges 

Standpipes  Wireless  Towers 

Structural  Steel  for  all  purposes. 


Let  us  bid  on  your  requirements. 
Attractive  Prices— Prompt  Deliveries. 


Sales-  Offices  and  Plant 
CHATHAM,  ONT.  275  Inshes  Ave. 

Associated  with 
PITTSBURGH-DES  MOINES  STEEL  CO. 
Pittsburgh,  Pa.  New  York  City 

945  Curry  Bldg.  42  Church  St. 

DES  MOINES  BRIDGE  AND  IRON  CO. 
Des  Moines,  Iowa,  938  Tuttle  Street 


Tenders 

A  few  dollars  spent  in  advertising 
your  proposals  in  the 

Contract  Record 

and  Elngineering  Review 

would  result  in  additional  competition, 
which  might  save  your  city  or  town  or 
your  client  many  hundreds  of  dollars. 


Canada  Iron  Foundries,  Limited 


I 


CAST  IRON  PIPE 


Hea<  Office 

Mark  Fisher  Building 
MONTREAL 


Car  Wheels,  Cast  Iron  Water  and  Gas  Pipe,  Specials,  Valves,  Hydrants,  etc..  Castings 
.  of  all  kinds.  Mooring  Bollards  for  both  Concrete  and  Wooden  Docks 
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Do  You  Want  Crushed  Stone  ? 

That  is  Clean,  Tough  Stone  of  a  Quality 
suitable  for  Macadam  Road  and  Concrete 

We  can  cupply  you  in  any  sisa  or  quantity. 

Our  servica  i*  unexcelled  and  our  price*  right. 
Phone  or  write  us  for  auotations  when  you  are  In  the  market 
Office -M  4515-M  *519      Resldence-P  2278 

Crushed  Stone  Limited 

47  Yonge  St.  Arcade,  Toronto 

G.  W.  Euery,  Manager 


The  Highest  Standard 
of  Quality 

Wherever  "American"  Centrifugal 
pumps  have  come  in  competition  with 
others,  they  have  w^on  a  reputation  for 
quality  because  so  rigid  a  guar- 
antee is  placed  upon  them  that 
it  is  necessary  to  maintain  the 
highest  standard  in  the  design, 
material  and  workmanship  of 
their  construction. 

They  are  adapted  to  the  wid- 
est range  of  use,  because  they 
are  regularly  built  in  about  50 
styles,  in  addition  to  special 
styles  designed  for  unusual  re- 
quirements. 


Catalog  1352  describes  them. 
Write  for  your  copy. 


The 

American  Well  Worl(S 

General  Office  and  Works: — 
AURORA,  ILL. 

Chicago  Office: — 

First  National  Bank  Building. 

Special  Canadian  Dealers 
R.  H.  Buchanan  &  Co.,  Montreal. 

Gorman,  Clancy  &  Grindley,  Ltd.. 
Edmonton  and  Calgary. 
B.  C.  Equipment  Company 
Vancouver,  B.  C. 


FOR  SALE 
Machinery  Equipment 

1 — Type  Q.  Thew  on  Traction  Wheels. 

1 —  Marion  Model  30  Marion  on  standard  gauge  trucks. 

2 —  20-ton  standard  gauge  Locomotives. 

Dump  Wagons,  Rails,  Boilers,  Motors  and  Dump  Cars. 
Standard  gauge  Flat  Cars. 

Write,  wire  or  phone. 

T.  J.  McGOVERN 

Room  ISA,  Manning  Arcade,  TORONTO,  Ont. 


Sand,  Gravel  and  Crushed  Stone 


Fire  Clay 
Fire  Brick 
Sewer  Pipe 
Weeping  Tile 


Lime 
Cement 
Plaster 
Hair 

Building  Stone 

Our  prices  are  right  and  our  service  good. 

Britnell  &  Co.,  Limited 

C.P.R.  Crossing,  Yonge  St.,  North  Toronto 

Phones.  Office  North  |g||  Eveningrs,  North  2107 


FOR  SALE 

Concrete  Contractors 

LOOK! 

^  yd.  Insley  Tower  Hopper  and  Bucket. 

^2  yd.  Insley  Tower  Hopper  and  Bucket. 
1  yd.,  H  yd.,  yi  yd.  Smith  Mixers  on  Skids, 
with  or  without  power. 

14  yd.  and  1/3  yd.  Mixers  on  Truck,  with  En- 
gine and  Boiler. 

54  yd.  Mixer  on  Truck,  with  Engine  and 
Boiler,  suitable  for  sidewalks,  plaster  and 
mortar. 

1/5  yd.  Mixer  on  Truck,  with  Power  Loader, 

Gasoline  Engine. 
5  Concrete  Buckets,  1  yard  capacity. 
5  Concrete  Cars,  side  spout,  1  yard  capacity, 

24-inch  gauge. 
500'  Portable  Track,  24  in',  gauge,  with  switches. 
1000  Concrete  Form  Clamps,  24  in.  and  36  in. 
1  Telescopic  Concrete  Spout  for  under-water 
work. 

We  have  the  largest  assortment  of  Contrac- 
tors' Equipment,  hoists,  derricks,  clam  shells, 
crushers,  engines,  boilers,  pumps,  etc.,  in 
Canada. 

Write  Now  for  Prices 

TJie 

A.  R.  Williams  Machinery  Co. 

Limited 

64-66  Front  St.  W.,  Toronto,  Ont. 


Electric  Cranes 


Electric 
and  Hand 
Traveling 

Cranes 

Electric 
and  Air 
Hoists 


Patent  Type  E  Crane  Trolley 
Made  in  Canada 


NORTHERN  CRANE  WORKS,  LTD. 

WALKERVILLE,  ONT, 


June  13,  1918 


THJC   CONTRACT  Rl':(::ORI) 


SWANSEA 

Salt  Glazed  and  Vitrified 

SEWER  PIPES 


True  to  Size 
Impervious  to  Water 

Sizes  manufactured  and  al- 
ways in  stock  4  in.  to  24  in. 


Ask  for  Price  List 
and  Discounts 


also 

Chimney  Tops 
Flue  Liningfs 
Wall  Copingr 
Culvert  Pipe 
Inverts 

Telephone  (Toronto  Connection) 
Parkdale  5000 


The  Dominion  Sewer  Pipe  Co. 

(The  Independent  Co.)  Limited 

SWANSEA  (near  Toronto) 


Construct  Your 


SEWERS 

from 

Reinforced  Concrete  Pipe 

Manufactured  by 

Dominion  Concrete  Co. 

Limited 

KEMPTVILLE       -  ONTARIO 

"Better  good  pipe  at  a  fair 
price  than  poor  pipe 
at  any  price. " 


N.  B.  The  adjoiniuK  Illustration  shows  a  Hne  of  4Z-ln.  pipe 
In  a  trench  ready  for  filling. 


Keith 
Fans  i 


i 

Im:  or? 


The  oppor- 
t  u  n  i  t  y  for 
greater  econ- 
omy and  effic- 
iency in  Heat- 
ing and  Ven- 
tilating is  em- 
phasized in  the  "Keith'*  Fan.  Com- 
parative tests  of  other  types  of  fans  have 
resulted  in  the  "Keith"  being  proclaimed 
the  most  efficient  and  economical  in  the 

Fan  World.        ^Vrlte  for  our  New  Catalogue  No.  55. 

SHELDONS  LIMITED,  Gait.,  Ont. 

Toronto  Office :  609  Kent  Building^ 

AGENTS : 

Messrs.  ROSS  &  GREIG,  412  James  St..  Montreal,  Que. 
Messrs.  WALKER'S  LTD.,  1«9-281  Stanley  St.,  Winnipeg.  Man. 
Messrs.  GORMAN,  CLANCEY  &  GRINDLEY,  LTD.,  Calgary 
and  Edmonton,  Alta. 

Messrs.  ROBERT  HAMILTON  &  CO..  LTD.,  Bank  of  Ottawa 
Bldg.,  Vancouver,  B.  C. 


To  Secure 
ECONOMY  and  DURABILITY 
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Current  Prices  of  Building  and  Engineering  Materials 


TORONTO  PRICES 

CEMENT,  LIME.  AND  BRICK 

Cement— delivered  in  S  barrel  lots,  $2.95  per  bbl.  ; 
with  bags,  $3.35 ;  car  lots,  $2.30  on  the  track, 
with  pkgs.,  $2.70.  5c  per  bbl.  discount  20  days. 

Lime— grey  GOc,  white  70c  per  100  lbs.,  delivered 
in  not  less  than  1500  lb.  lots.  At  the  ware- 
house, grey  55c,  white  65c.  Hydratcd  lime, 
$10.75  per  ton  delivered ;.  $15.75  at  warehouse. 

Brick— No.  1  dry  pressed  red  brick,  $22;  buff,' 
$22,  f.o.b.  the  job;  No.  2,  $20;  common  red 
stock  brick,  $17;  grey,  $17;  wire-cut  brick, 
for  foundation  work,  $13.50  on  tlie  cars,  de- 
livered $15;  "Tapestry"  brick,  $25  to  $.35; 
Eatonia  brick,  $35;  sand-lime  brick,  $12.25, 
f.o.b.  car  at  King  Edward  Siding;  $11.00  f.o.b. 
car  or  wagon  at  plant.  Paving  brick,  local 
manufacturers  not  quoting  prices  at  present, 
imported  paving  squares,  delivered  at  job 
in  Toronto,  best  quality  $80,  second  quality 
$75,  third  quality  $70.  (These  prices  are 
merely  approximate,  as  no  sales  are  recorded). 
Sun-Tex  face  brick,  $20  to  $30  at  plant,  $24 
to  $34  delivered,  price  depending  on  color 
and  texture.  Denison  interlocking  hollow 
tile,  $80  per  M.  at  plant,  $97.50  delivered. 
Lots  over  100,000,  $75. 

Fire  brick— $65  to  !585  per  M.,  according  to  qual- 
ity.   Fire  clay,  $15  per  ton. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 
Toronto  prices,  F.O.B.  Car: 
Crushed  stone— 2  in.,  $1.55;  1  in.,  $1.75;  Vs  in., 

$1.75;  rubble  stone,  in  car  lots,  $1.55  per  ton, 

f.o.b.  car. 

Sand — for  cement  or  brick  work,  $1.10  per  ton, 

f.o.b.  Toronto. 
Gravel — Pit   run,   $1.10  per   ton,   f.o.b.  Toronto; 

screened,  $1.50  per  ton,  f.o.b.  Toronto. 

LUMBER  (BUILDING  MATERIAL) 
Toronto  retail  prices,  delivered. 
Hemlock— 2  x  4  in.  to  2  x  10  in.,  12  and  14  ft. 

long,  $41;  10  and  Ifl  ft.,  .$42;  2  x  12  in.,  12 
and  14  ft.,  $42;  10  and  10  ft.,  $43;  1  x  4  in. 
and  1x5  in.,  T.  and  G.,  $44;  1  x  (i  in.,  T. 
and  ("..,  $45;  No.  2,  $7  less  than  No.  1.  Siz- 
ing, $1  ijer  M.  extra. 
Pine— i'.ox,  1x4  in.  and  1  x  5  in.,  $.'")1 ;  1  x  <i 
in..  $.-|3;  1  x  S,  .$.".;  1  x  10,  $(>$ ;  1  x  12, 
$r>(l;  Kougli  Shelving,  1x4  in.  and  5  in., 
$f.2;  1  X  f>,  $()(>;  1  X  S,  .1;72;  1  x  II),  $77  ;  1  x 
12,  $.S2;  2x4  in.,  10  to  Ki  ft,  Umg.  common, 
.$52;  2  x  (!,  $55;  2  x  S,  .fSd;  2  x  1(»,  $00;  2  x 
12,  $05;  drtssing  $2  more.  No.  1  floorin;;, 
.'>04 ;  Xo.  1  V  or  headed  sheeting,  $(ili.  Pint 
trim,  4  in.  casing,  $.'!.00  per  100  ft. ;  5  in. 
ditto,  $5.50;  S  in.  pine  ba.se,  $5.'M);  4  [linc 
windnw  stock,  $4.."0. 

Spruce — 10  to  16  ft.  long,  rough,  1  x  4  in.  and 
2x4  in..  $.-|2;  1  x  r,  ;,„■!  2  \  (!,  $.''.4;  1  \  .S 
;ind  2  x  S.  .^.-ii; ;  1   x  II)  2  \   ID,  .f  .'i.S ;  1  x 

rjan.l  2  X   12,  $0". 

Dimension  Timber  (B.C.  fir)— 10  x  10,  10  x  12, 
10  X  14,  10  x  16,  12  X  12,  12  x  14,  12  x  16,  14 
x  16,  16  X  16,  $65;  12  x  18,  12  x  20,  14  x  18, 
14  x  20,  16  X  18,  16  X  20,  18  x  18,  18  x  20, 
$70.  These  prices  apply  to  lengths  up  to  32 
ft.;  32  to  35  ft.,  $3  per  M.  extra;  36  to  40 
ft.,  $5  per  M.  extra. 

SMnglei— XXX  B.C.,  $5.50;  XX  B.C.,  $4.50;  N. 
B.  extras,  $6.00;  N.  B.  clears,  $5.75;  No.  1 
pine  lath,  $7.00;  No.  2  pine  lath,  $6.B0;  No.  1 
ipruce  lath,  $5.76. 

STEEL  AND  IRON 

Steel  and  Iron  Bars— $5.25  to  $7.00  base;  twist- 
ed and  deformed,  $5.60. 

Shapes  Over  .■i5  Ilis.  prr  yard.  $4..'')r)  per  100  lbs.; 
under  .35  lbs.  per  yard,  $5.25  to  $5.50  per  IDO 
lbs. 


Plates — 6  ins.  and  over  and  under  30  ins.,  $7.50  per 
100  lbs.;  30  ins.  and  over,  $8.50.  Tank 
and  boiler  plates — 54  in.  and  over  and  under 
.■'.0  nis.,  $10.00;  36  ins.  and  over,  $S.TO.' 
(iauge  plates— No.  10,  .$11.50;  No.  12,  $7..30; 
No.  14,  $7..35  per  100  lbs.  Black  American 
Bessemer  Plates— 28  gauge,  $7.50  per  100  lbs. 

Flats— 6  ins.  wide  and  under,  $6.00  per  100  lbs. 

Rivets — Button  and  cone  head — base  for  54  in. 
and  up,  $8.50. 

Extras — 1/lOc  per  lb.  extra  for  cutting  to  length, 
for  plate  less  than  54  in.  thick,  for  angles 
less  than  5  in.  combined  legs  and  beams  and 
channels  under  6  ins.,  for  18,  20,  and  24  in. 
beams;  1/lOc  to  54c  per  lb.  extra  for  all 
Bethlehem  sections. 

Galvanized  iron — 28  gauge,  $8.75. 
-Cast-iron  pipe — Standard  prices,  carload  lots, 
f.o.b.  Toronto:  4-in.  $78  to  $79  per  net  ton; 
6-in.  and  up  $75  to  $76.  Lower  price  for 
Class  B.  Higher  price  for  Class  A  and  gas 
pipe.     Less  than  car  lots,  $2  extra. 

SEWER  PIPE 

Sewer  pipe — Toronto  prices  (wholesale),  with  dis- 
counts as  below,  f.o.b.  factory — 4  in.,  30c  per 
ft.:  6  in.,  45c;  8  in.,  70c;  9  in.,  90c;  10  in., 
$1.05;  12  in.,  $1.35;  15  in.,  $1.80;  18  in., 
$2.50;  20  in.,  $3;  22  in.,  $4;  24  in.,  $4.50. 
Discounts — 4  in.  to  9  in.  standard,  08  per 
cent.  ;  10  in.  to  24  in.  standard,  65  per  cent.  ; 
1.^)  in.  to  24  in.  double  streng-th.  60  per  cent. 

Tile  wall  coping — 8  or  9  in.  wall,  50c  per  ft. ;  12 
in.  or  13  in.  wall,  75c  per  ft. ;  18  in.  wall, 
$1.50  per  ft.;  carried  in  6,  12,  18,  and  24  in. 
lengths.    Discount  65  per  cent. 

PAINTS  AND  OILS 
White  lead — ground  in  oil,   less  than  ton  lots, 

$10.50  per  100  lbs.  ;  ton  lots,  $10.20  per  100 
lbs. 

Boiled  linseed  oil— in  bbls.,  $1.58  per  gal.  of  9  lbs. 

Raw  linseed  oil — in  bbls.,  $1.55  per  gal. ;  red  lead, 
dry,  .S19  per  100  lbs.  ;  putty  in  bulk,  $6.55  per 
100  ll)s. ;  in  100-lb.  drums,  $7.40,  putty  in 
25-1)1.  tins,  $7.00  per  100  lbs. ;  steel  sash 
putty  in  25-Hi.  tins.  $S.15  per  100  lbs. ;  tur- 
liciitine,  in  bbls.,  7Sc  per  Imp.  gal.,  based 
on   southern  gauge. 


MONTREAL  PRICES 

CEMENT,  LIME,  AND  BRICK 
Cement — $.3.10    steam    car    load    lots,  including 

sacks,  less  5  per  cent,  for  cash. 
Lime — Hydrated,  $20  per  ton  ;  lump,  $15. 
Brick — No.  1  pressed,  $18;  No.  2  pressed,  $15; 

Manganese  rustic,  $20;  buflf  rustic,  $20;  red 

rustic.  No.  1,  $15;  red  rustic.  No.  2,  $13; 

buff  (smooth),  $21;  buff  (rough),  $20;  plastic 

$11. ."ill.  ; 
Concrete  Brick— grey  $22,  red  $22,  buff  $23,  white 

$45,  plain  pressed  $12  per  thousand,  all  f.o.b. 

Works,  Mascouche,  P.Q. 

CONCRETE  SEWER  PIPE 
Straight  pipes  (per  foot)  :  not  reinforced,  R-in. 
26c;  9-in.  30c;  lO-in.  34c;  12-in.  40c;  15-in. 
60c;  18-in.  74c.  Reinforced,  18-in.  90c:  21- 
in.  $1;  24  in.  $1.20;  30-in.  $1.60;  36-in.  $2.40; 
42-in.  $3;  48-in.  $4.20. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in.,  $1.75;  ■34-in.  $2.00;  -H-in. 

$2.25  jicr  ton,  delivered. 
S-md    $1,411  per  tun,   c:ir  Iciad.  on  cars. 
Gravel — $1.20  per  ton  f.o.b.  cars. 

STEEL  AND  IRON 

Steel  anplcs  in.  x  .".  in.  anil  \ip,  ."iH ;  1  in. 
X  1  in.  X  5^  in.,  25c  extra;  J4  'n.  x  54  in. 
X  V!»  in.  .50  cents  extra.  Boiler  plates — 54  in. 
thick  and  thicker,  $12.00.  Circular  plates — 
Flange  quality.  .36  in.  dimension  and  over, 
$12.50;  under  .36  in.  diameter,  $13.00.  Beams 
nnd  channels — Under  35  lbs.,  per  yd.,  $0.00; 
35  lbs.  per  yd.  and  over,  $5.75,  f.o.b.  Mont- 
real, net  cash,  nominal.  Corrugated  iron — 26 
erauge,  $9.00;  28  gauge,  $8.25  per  100  sq.  feet, 


subject   to  change   without   notice.  Copp 
bearing  sheets  —  Keystone  black,  28  U. 
gauge,  $6.50  per  100  lbs.  nominal. 

SEWER  PIPE 

Straight  pipe  (per  foot) — 1  in.,  30c;  6  in.,  46ct 
in.,  70c;  9  in.,  85c;  10  in.,  $1.05;  12  in., 
15  in.,  $1.80;  18  in.,  $2.50;  20  in.,  $3;  22  in 
$4;  24  in..  $4.50;  27  in.,  $6.50;  30  in.,  $7.a 
Channel  pipe  (4  in.  to  30  in.)  24c,  36c,  56(1 
72c,   84c,   $1.08,   $1.44,   $2.00,   $2.40.  $3.a; 
$3.60,  $5.20,  $5.75.    One-eighth  bends  (4  it' 
to  30  in.),  $1.20,  $1.80.  $2.80,  $3.60,  $4  2(i 
$5.40,  $7.20,  $10,  $12,  $16,  $18,  $26,  $28 
54,  $1.20,  $1.80,  $3.15,  $4.05,  $4.75,  $6.« 
$14.40,  $20,  $24,  $32,  $36,  $52,  $57.60.  Doubll 
collar,  90c,  $1.35,  $2.10,  $2.55,  $3.15,  $4.01 
$5.40;  slant  1  foot  long  side  (4  in.  to  £ 
in.),  90c,  $1.35,  $2.10,  $2.55,  $3.15,  $4.01 
$5.40.    Single  branch  (6  in.  to  9  in.),  3  fei 
$2.25,  $3.50,  $4.25;  2  and  2'A  ft.  (4  in.  to  » 
in.),  $1.35,  $1.80,  $3.15,  $3.85,  $4.75,  $6.18' 
$8.10,  $11.25,  $13.50,  $18,  $20.25,  $32.50,  $» 
Single  squares  (4  in.  to  30  in.)  ditto.  DouM' 
branch  and  double  square  and  Y  pipe  (4  in.  fa 
30  in.),  $1.80,  $2.70,  $4  90,  $6.30.  $7.35.  $10.80 
$14.40,   $20,  $24,  $32,  $36,  $45.50,  $50.4fli 
Syphon,  cesspool,  and  buchan  trap  (4  in. 
15  in  ),  $3,  $4,  $7,  $9,  $10.60.  $18.  Doul 
syphon,  running  trap,  and  hand  hole  trap 
in.  to  12  in.),  $3,  $4,  $7,  $9,  $10.50,  $: 

These   prices    are   subject   to   a   discount  of 
per  cent,  for  less  than  car  load  lots  delivered 
and  a  discount  of  from  .50  to  58  per  cent,  foi 
car  load  lots  f.o.b.  factory. 

SUNDRIES 

Hard  wall  plaster — $17  per  ton.  Plaster  of  Paris 
$3.15  per  bbl.,  both  less  5  per  cent,  for  cash. 
Rope — Best  Manilla,  39c  basis  per  pound; 
British  Manilla,  33c  basis;  sisal  rope,  2lyie 
basis;  lath  yarn,  275^c.  Boiled  linseed  oil- 
in  varrels,  .$1.90  ]ier  gal.  of  9  lbs.  Raw  lin- 
seed oil — in  Ijarrels,  .$1.8754  per  gal. 


i 


WINNIPEG  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — Portland,  $4.00  per  bbl. ;  mortar  ce- 
ment, 64c  per  70-lb.  bag,  in  ton  lots;  Keenei, 
$6.45  to  $13.55  per  bb!.,  depending  on  qual- 
ity.    (All  prices  include  bags). 

Lime — White  or  grey,  in  bulk,  45c  per  bushel; 
per  barrel,  $2.10  to  $2.40. 

Hydrated  Lime — In  paper  bags,  $16.36  per  ton; 
in  cotton  bags,  $19.55. 

Brick — No.  1  dry  pressed,  red  and  buff,  $36; 
common  red  stock,  $25 ;  common  grey  stock, 
$12;  No.  1  enamelled  brick,  all  colors,  from 
$100;  sand  lime,  $12;  firebricks,  $70  to  $90. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 
(Including  delivery) 

Crushed  stone — l5^-in.  to  2-in.,  $2.60  per  yard; 
54-in.  to  1-in.,  $2.85;  stone  dust,  $2.65;  rub- 
ble stone,  $14.20  per  cord. 

Sand,  gravel  and  torpedo  sand — $2.10  per  jrard. 

Crushed  granite — 154  and  2-in.,  $2.66;  }i-in.  and 
1-in.,  $2,90;  J4-in.  and  dust,  $3.20. 

Gravel — Per  yard,  delivered,  $1.85. 

Crushed  Granite— IV^  and  2-in.,  $2.65;  ^-in.  and 
1-in.,  $2.90;  j4-in.  and  dust,  $3.20. 

LUMBER  (BUILDING  MATERIAL) 
(Including  delivery) 
(15  per  cent,  discount  for  cash) 
Flooring — No.  2  red  pine,  4  in.,  $43;  fl  in.,  $4 
No.  3  red  pine,  4  in.,  $38;  6  in.,  $40;  No.l 
red  and  white  pine  or  spruce,  4  in.,  $28;] 
in.,  $32;  No.  1  and  2  fir,  edge  grain,  3  ii 
$60;  4  in.  and  6  in.,  $55;  No.  3  fir.  edge  aii 
flat  grain,  4  and  6  in..  $46;  No.  4  fir  shid 
lap  grade.  4  and  6  in.,  $32;  common  2x1 
pine,  spruce  or  fir,  4  and  6  in.,  $.33;  No.  3 
white  pine,  4  and  6  in..  $56;  No.  3.  $45;  No. 
2  red  pine,  4  and  6  in.,  $46;  No.  3,  $40;  No. 
4,  $32;  No.  5,  $24. 

Dimension  timber  (No.  1  pine,  spruce,  tamarac, 
fir  or  cedar)— 8  x  8,  8  x  10,  10  x  10,  10  X 
12,  12  X  12,  .$38;  10  x  14,  14  x  14,  14  x  16, 
6  X  10,  6  X  12,  8  X  12,  $.39;  10  x  16,  12  x  16, 
16  X  16,  14  X  18,  16  X  18,  18  x  18,  20  x  20, 
$40;  6  X  14,  8  X  14,  12  x  18.  18  x  20,  $42;  6 
X  10,  6  X  18,  6  X  20,  8  X  16,  8  X  18,  8  x  20, 
10  X  18,  10  X  20,  12  X  20,  14  x  20,  16  x  20. 
$43. 

(Continued  on  page  58) 
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RAILS 


BILLETS 


Concrete  Reinforcement  Bars 

Plain  Round,   Square  and  Cold  Twisted  Squares 

DOMINION  IRON  &  STEEL  COMPANY 

LIMITED 

BAR  STEEL 


Wkraheute  Stocks  i 

SYDNEY.  N.  S. 
MONTREAL.  QUE. 
TORONTO.  ONT. 
FT.  WILLIAM.  ONT. 


Sale*  Offica*  t 

SYDNEY.  N.  S. 

MONTREAL 
112  St.  James  St. 

TORONTO 
18  Wellington  St.,  E. 


Mill*  and  Genaral 

Office*  I 

SYDNEY.  N.  S. 


WIRE  NAILS 


and  other 


WIRE  PRODUCTS 


iiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiii^ 


For  Easy  Ash  Removal 


Install  a 

G  &  G  Telescopic  Hoist 


Telescopic  Hois  t 


•withAuiomatic  CearSbiltin^  Brake 
Device  and  Silencer. 


MADE  IN  CANADA 


on  your  next  job.  G  &  G  Telescopic  Hoists  can  be  easily 
installed  and  economically  operated  in  every  type  of 
building — old  or  new — wherever  there  are  ashes  to  be 
removed. 

When  not  in  use  entire  apparatus  telescopes  below  the 
sidewalk,  is  thoroughly  protected  and  no  part  is  visible 
from  street  level. 

Model  B  is  designed  primarily  for  use  in  buildings  where 
it  is  possible  for  wagons  to  drive  up  alongside  of  hatch. 
With  the  overhead  crane  attachment,  cans  are  raised  di- 
rectly from  cellar  to  wagon,  eliminating  the  necessity  of 
rehandling  at  the  sidewalk — a  saving  in  both  time  and 
labor. 

There  are  four  other  models  constructed  to  solve  every 
ash  removal  problem.  Write  to  nearest  dealer  for  bul- 
letin describing  them  all  in  detail  with  prices. 


GILLIS  &  GEOGHEGAN,  Sherbrooke,  Quebec 


i    B.  &  S.  H.  THOMPSON  CO., 
g      LTD.,  Montreal  and  Toronto, 
m      Agents  for  Quebec  and  Ontario 

llli 


WM    N.  O'NEIL  CO.,  LTD., 

VANCOUVER. 
Agents    for    British  Columbia 

imniiioiiiii 


R.  C.  GRANT, 
NEW  GLASGOW, 
Agent  for  the  Maritime  Provincei 


W.  T.  GROSE. 
Agent  (or  Mihitoba.  Saskatchewan. 
Alberta,  Winnipeg 


Jlllllllllllllll 
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CURRENT  PRICES  OF  BUILDING  AND  ENGINEERING  MATERIALS— continued 


(Continued  from  page  52) 
Pine — l  in.  common,  6  to  10  in.,  $105;  12  in., 
$110;  pine  trim  4  in.  casing,  $3.70  per  100 
ft.;  5yi-in.  ditto,  $4.40;  8-in.  pine  base,  $6; 
lO  in.,  $7;  4  in.  pine  window  stool,  $7.50. 
Shingles— No.  1  B.  C.  cedar,  $4;  No.  2,  $3.50; 
No.  1  B.  C.  cedar  dimension,  $5.50;  hand- 
sawn,  $7. 

STEEL  AND  IRON 

Steel — Round  bars,  $5.25  per  100  lbs. ;  square 
twisted,  $5.25  per  100  lbs. ;  channels  and 
angles,  $5.50;  beams,  $5.25;  plates,  $8.25  per 
100  lbs. 

Cast  Iron  Pipes — Standard  price,  car  load  lots, 
f.o.b.  Winnipeg,  $38  per  ton. 


SEWER  PIPE 

Sewer  Pipe — Wholesale  price  f.o.b.  Winnipeg,  per 
ft.,  3  in.,  9  cents;  4  in.,  11  cents;  5  in.,  16 
cents;  6  in.,  ISyi  cents;  8  in.,  80  cents;  9  in., 
35  cents;  10  in.,  40  cents;  12  in.,  50  cents; 
15  in.,  75  cents;  18  in.,  $1.00;  20  in.,  $1.50; 
24  in.,  $2.00. 

SUNDRIES 
(Including  delivery) 

Hard  Wall  Plaster— $19  to  $22.50  per  ton;  Plaster 
of  Paris,  $20.50  per  ton  ;  in  barrels,  $4.40  per 
bbl.  of  320  lbs. 

Plasterers'  Hair — $3.30  per  bale;  90c  per  bushel. 


PAINTS  AND  OILS 

Boiled  linseed  oil— In  bbls.,  $2,00  per  gal.  of  9 
lbs. 

Mixed  Paint— Per  gal.,  $3.55  to  $3.85. 

Raw  linseed   oil — In  bbls.,  $1.98  per  gal. ;  red 

lead,  dry,  $15.00  per  100  lbs.;  in  oil,  20Hc; 

putty  in  bulk,  Standard,  $5.00;  Pure,  $6.00; 

Turpentine,  in  bbls.,  95c  to  $1.00. 
White  lead— Ground  in  oil,  $16.85  per  100  lbs. 


VANCOUVER  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — Grey  Portland,  $2.80  per  bbl.  f.o.b.  ware- 
house, sacks  extra ;  Keens  cement,  $9.00  per 
bbl.,  sacks  extra;  fine  white,  $8.00  per  bbl.  of 
300  lbs. ;  superfine,  white,  $9.50  per  bbl. ; 
white  Portland  cement,  $2.80  per  bbl.  of  250 
lbs.,  sacks  10c  extra,  f.o.b.  Vancouver. 

Lime — $1.90  per  bbl.  f.o.b.  warehouse  or  delivered. 

Brick— Common  red  brick,  $14.50  to  $16.00  f.o.b. 
warehouse;  $16.50  and  up  in  car  lots  f.o.b. 
Vancouver;  pressed  red  brick,  f.o.b.  wharf 
Vancouver;  pressed  buff  brick,  $45  at  ware- 
house; $33  in  car  lots;  tapestry  brick,  $45  at 
warehouse ;  impervious  brick,  $45  f.o.b.  build- 
ings ;  fire  brick,  $45  in  car  lots,  $50  in  ware- 
house ;  fire  clay,  $16.00  per  ton  in  car  lots. 

SAND  AND  GRAVEL 

Sand — Brick  and  plaster  sand  $2.50  per  cu.  yd. 

f.o.b.  bunkers. 
Gravel — $2.50  per  yard  delivered. 

LUMBER  (Building  Material) 
Vancouver  prices,  f.o.b.  mills : 
Dimension  timber — Douglas  fir — 8  x  8,  $29  ;  10  x 
10,  $29;  10  X  12,  $29;  10  x  14,  $29.50;  12  x 
12,  $29;  14  x  14,  $29.50;  14  x  16,  $30.50;  6  x 
10,  $29.50  ;  6  x  12,  $30 ;  8  x  10,  $30;  8  x  12, 
$29.50;  10  x  16,  $31;  12  x  16,  $31;  16  x  16, 
$30.50 ;  6  x  14,  $31 ;  8  x  14,  $31 ;  12  x  IS,  $32 ; 

15  X  20,  $33;  14  x  20,  .$32.50;  16  x  18,  $32.50; 

16  X  20,  $33.50;  18  x  18,  $32.50;  20  x  20, 
$32.50;  24  x  24,  $33. 

Fir  Flooring— 1  x  3  edge  grain,  $48 ;  1  x  4,  $48; 
1  x  4  flat  grain,  $35;  No.  1  and  2,  1-inch 
clear  fir  double  dressed,  $46;  No.  1  and  2, 
lli  and  I'/i  inch  fir  double  dressed  $46; 
2-inch  fir  double  dressed  $46;  fir  lath,  $2.25; 
sninrp  lath,  $3.50;  cedar  lath,  $3.50;  B  C 
: — 1^..      w      CO  HA  .     w  V  a?o 


STEEL  AND  IRON 

Vancouver  prices  f.o.b.  warehouse: 
Steel — (round  and  square  bars)  $6.50  base;  twis 

ed  and  deformed,  $6.50  base ;  structural  se 

tions,  $8.00. 
Galvanized  iron — 28  gauge,  $10.85  per  100  lbs. 
Corrugated  iron — 26  gauge,  6,  7  and  8  ft.  sheet 

$10.40;  9  and  10  ft.  sheets,  $10.05  per  squar 

Black  steel  sheets,  24  gauge,  $9.00  per  Ifl 

lbs. 

Steel  angles —  $8.00  per  100  lbs.,  depending 

size,  quantity  and  specifications. 
Steel  channels,  beams — $8.00  per  100  lbs.,  depend 

ing  on  size,  quantity  and  specifications. 
Steel  plates— $12.00  to  $15.00 

SEWER  PIPE 

Sewer  pipe — Vancouver  prices  f.o.b.  warehouse; 
4-in.,  15c  per  ft. ;  6-in.,  25c  per  ft. ;  8-in.,  35c 
ft.;  10-in.,  45c  ft.;  12-in.,  55c  ft.;  15-in., 
$1.10  ft.;  18-in.,  $1.30  ft.;  20-in.,  $1.55  ft.; 
24-in.,  $2.30  ft.  (all  net  prices). 

SUNDRIES 

Hard  wall  plaster — $16.50  in  car  lots  f.o.b.  Van- 
couver, bags  extra. 
Hydrated  lime— $16.00  in  car  lots. 
Alca  lime — $16  per  ton. 

Plaster  of  Paris — Hammer  brand,  $4.60  per  bbt. 
Finishing  Plaster — $19  per  ton,  sacks  extra. 
Welsh  slate — $15.00  per  square,  f.o.b.  Vancouver. 
Rope,  Manilla,  ^  in.,  40c  base;   ^  in.,  40j4c; 

ii  in.,  41c;   }4  in.,  ilyic;  2nd  grade,  34^c 

base;  sisal  rope,  2i)]^c  base. 


PAINTS  AND  OILS 


I 


spruce  lath,  .$3.50;  cedar  lath,  $.3.50 
cedar  shingles,  XX,  $2.00;  XXX, 
XXXXX,  $3.60 


$3.00; 


Boiled  linseed  oil — In  bbls.,  $2.25  per  gal.  of  9 
lbs. 

Mixed  Paint— Per  gal.,  .$.3.70  to  $4.25. 

Raw  linseed   oil — In  bbls.,  $2.00  per   gal. ;  red 

lead.dry,  $15.00  per  100  lbs.;  in  oil,  20!/5c.; 

putty  in  bulk,  Standard,  $5.00;  Pure,  $6.00; 

Turpentine,  in  bbls.,  $1,00. 
White  lead— Ground  in  oil,  $17.35  per  100  lbs. 


and    John  §.,,1(5 


Town  and  City  Sewers 

ALL  SIZES  OF  PIPES  and  CONNECTIONS  from  4  inch  to  30  inch  always  IN  STOCK 

In  our  salt  glazed  vitrified  sewer  pipe  we  offer  the  highest  type  of  sewer  material.  Pipe 
of  our  manufacture  have  been  used  in  practically  every  city  in  Canada.  Highly  glazed  and  per- 
fectly vitrified. 

If  you  are  contemplating  sewer  construction  we  can  quote  you  some  attractive  prices.  We 
also  make  all  classes  of  fire  clay  goods. 
Prompt  shipment  on  all  orders. 

Ground  Fire  Clay,  in  Bulk  or  Bagged. 
"Amco"  Segment  Sewers— From  30'  to  108'  diameter 
Send  for  Illustrated  Book  on  "Building  Segment  Sewers" 

Standard  Clay  Products  Limited 

THREE  SEWER  PIPE  FACTORIES :  St.  Johus,  P.  Q.,  and  Ncw  GUsgow,  N.  S. 

ALSO  FIRE  CLAY  FACTORY  AT  ST.   JOHNS,    P.  Q. 
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Change  Jobs  for  a  Day 
With  your  FiHng  Clerk 

Try  getting  the  letters  and  papers  you  ordi- 
nurily  expect  her  to  put  neatly  and  promptly  on 
your  desk;  try  hunting  up  yourself  the  records  and 
data  you  expect  her  to  keep  instantly  available 
for  you. 

If  you  went  through  a  day  like  this — if  you 

put  yourself  in  her  place,  you'd  probably  get  a  good 
idea  of  how  efficient  your  filing  system  really  is. 

You  realize,  of  course,  how  essential 
organization  is  in  modern  business — in  production, 
selling,  in  all  its  phases. 

As  applied  to  your  filing  and  office  system 
organization  means  speed  in  getting  the  paper  or  data 
you  want,  getting  it  without  confusion,  and  getting 
it  in  the  shortest  time  and  the  easiest  way. 

***** 

Business  men,  in  these  strenuous  days,  must 
devote  their  energies  to  the  more  immediate  affairs 
of  business.  And  every  atom  of  the  productive 
energy  of  office  staffs  must  be  utilized. 

For  this  emergency  "Office  Specialty" 
System  Service  in  organizing  and  planning  office 
systems  is  designed.  Whether  it  be  a  correspond- 
ence filing  system,  a  purchase  record  system,  a 
credit  report  system  or  a  system  for  watching  the 
condition  of  stocks,  our  30  years  experience  in  the 
Filing  System  business  is  a  reasonably  sure  warrant 
that  we  can  probably  suggest  tlie  one  best  system 
for  you— a  system  that  is  organized  and  funda- 
mentally right. 

This  service,  though  rendered  without  charge,  is 
lanuible  in  results  and  cenuine  ii>  spirit.  Our  compensation;  Wfll 
we're  broad-uiinilrd  enoueli  to  bilii-ve  that  l)usiiifss  comes  wlierc 
service  starts;  we  believe  that  service  can't  lielp  but  be  mutual. 
Take  advantage  of  "Office  Specialty"  System 
Service,  anytime. 

THE    OFFICE    SPECIALTY    MFG.  CO 
Home  Office  NEWM.VKKET 

Filing  Etiiiij'iiu'nt  Sti>i  cs  tit : 
Toronto  Montreal  Ottawa  Halifax 
Winnipeg      Re«ina      Edmonton  CaUary 


I.IMITICP 
Canada 


Hamilton 
Vancouver 


9!6 


U  A  T¥   Q  New  and  Relaying 
■I\..r\lJL^O  Switches,  Turntables,  Etc. 

Carried  in  Stock 

Locomotives  and  Cars 
Jno.  J.  Gartshore,  Toronto 


Water  Supply 

from 
Deep  Wells 

is  ohtaincd  at  a  min- 
imum cost  by  use  of 
our  deep  well  pumps. 

Write  for  Bulletin  26 
exijlaining  the  use  of 
Cook's  Patent  Brass 
Tube  Well  Strainer. 


A.  D.  COOK 

Lawrenceburg  Indiana,  U.  S.  A. 

Manufacturer  of  a  Complete  line  of  DEEP  WELL 
SUPPLIES,  inchulins  Steam,  Belt  and  Motor  Driven 
DEEP  WELL  PUMPS,  Wind-mill  and  Hand  Pumps. 
Workin.n  Barrels  and  \'alvcs,  Pump  Rods  and  Pump 
Rod  Joints,  Drill  Rods  and  Drill  Rod  Joints,  Drilling 
and  Well  Tools. 

Catalogue  Mailed  Upon  Request 


VANCOUVER  WOOD  PIPE 

&  ,TANK  CO.,  LTD. 


Contractors  for  Waterworks  Construction, 
Manufacturers  ot  Wire- Wound  Wood  Pipe,  Continuous  Stave 
Pipe,  Tanks,  Silos,  Steam  Casing. 

See  our  new  patented  Wotnl  Pipe  Coiiplintf  l*04ltlvely  l.F.AK  PROOF 
We  ara  the  originalori  of  the  BORED  OUT  Wood  SUcve  Couplmi 

Write  for  Illustrated  Ciitnlotfue. 

850  Hastings  St.  W.      VANCOUVER.  B.C 
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Civil 

Contractors 

Electrical 
Mechanical 

Directory  of 

Engineers 

Special 
Interests 

Chipman  &  Power 

Civil  Engfineers 

TORONTO  WINNIPEG 

Willis  Chipman.      Geo.  H.  Power. 


James,  Loudon  &  Hertzberg,  Ltd. 

CONSULTING  ENGINEERS 
36  Toronto  Street    -    TORONTO,  CAN. 

Water  Supply  and  Purification;  Sewerage 
Systems ;  Municipal  and  Trade  Waste 
Disposal  Plants;  Incinerators;  Pavements; 
Bridges  and  Structural  work,  including 
Reinforced  Concrete. 


GENT  «£  CO.,  Ltd. 

"FARADAY  WORKS" 

LEICESTER    -  ENGLAND 

INTERPHONES 

Cables:  "Lodestone,  Leicester" 


H.  J.  Griiwold, 

Montreal. 


B.  W.  Seton, 

Toronto. 


DOMINION  ENGINEERING 
&  INSPECTION  CO. 

Inspecting  and  Testing  Engineer! 
Head  Office  and  Laboratorlea, 
•80  Lagauchetlere  St.  West,  Montreal. 

BRANCH  OFFICES: 
24  Adelaide  Street  East.  Toronto. 
806  Union  Trust  Building,  Winnipeg 
CEMENT  TESTING  AND  REIN- 
FORCED CONCRETE  INSPECTION 
MILL,  SHOP  AND  PIELd  INSPEC- 
TION OF  STEEL  STRUCTURES 
AND  BRIDGES 
TESTS  AND  INSPECTION  OF  IRON 

AND  STEEL  PIPE,  ETC. 
LOCOMOTIVES,  CARS,  NEW  AND 

SECOND-HAND  EQUIPMENT 
■Represented  at  New  York,  Pittsburgh  and 
Chicago;  Glasgow  and  London,  Eng. 


T.  S.  Griffiths    N.  II.  Manning    L.  J.  Rogers 

CANADIAN  INSPFXTION  and 
TESTING  COMPANY 

Inspecting,  Testing 
'       Metallurgical  &  Chemical  Engineers 

Mill,  -Shop  and  Field  inspection  of  bridges 
and  structural  work.  Mill  inspection  of 
rails  and  track  supplies.  Foundry  inspec- 
tion of  castings,  pipes,  etc.,  expert  exam- 
ination and  reports. 

Our  Physical,  Chemical  and  Cement  Lab- 
oratories arc  fully  equipped  to  undertake 
all  kinds  of  tests. 

Principal  Offices  and  Laboratories 
MONTREAL     aid  TORONTO 


R.  S.  &  W.  S.  LEA 

Consulting  Engineer* 

Water  Supply;  Sewerage  and  Drainage  ;  Water 

Purification;  Disposal  of  Sewage  and  Refute ; 

Water  Power  Developments  and  Power  Plants. 
Reports,  Designs,  Supervision  of  Construction 
New  Birks  BIdg.  Telaphone 

MONTREAL.  P.Q.  Uptown  783 


FRANK  BARBER 

Bridge  and  Structural  Engineer 

Steel  and  Reinforced  Concrete  Bridges  and 
Buildings,    Foundations,    Municipal  Work 

40  JARVIS  STREET,  TORONTO 


Robert  W.  Hunt 
President 


Charles  Warnock 
Treas.  &Gen'IMgr. 


Robert  W.  Hunt  &  Co. 

Limited 

Consulting  and  Inspecting  Engineers, 
..'j;"-T Chemists  and  Metallurgists 

Expert  inspection  and  tests  of  all  structural 
materials  and  mechanical  equipment. 

Reports  on  Properties  and  Processes 

Head  Office  and  Laboratories : 
McGill  Building,  Montreal 

Branches : 

Toronto         Vancouver         London,  England 


McAllister  &taylor 

ENGINEERS  &  CONTRACTORS 
J.  W.  McAllister  John  Taylor, 

M.  Am.  Soc.  C.  E. 
37  Sun  Life  Bldg.,  HAMILTON,  ONT. 
Harbor    Improvements    and  Dredging 
Dams,   Piledriving,   Concrete  Work  and 
Excavation.     Under-water  construction  by 
Taylor  patent  compressed  air  caisson  method 


Anglins  Limited 

Contracting  Engineers 

65  Victoria  St.  MONTREAL 


Geo.  M.  Miller  &  Co. 

Architects 

93  Yonge  Street        •  TORONTO 


Reid  &  Brown  Structural  Steel 
&  Iron  Works,  Limited 

We  carry  a  large  stock 

Steel  Beams,  Channels,  A  ngles, 
Plates,  Columns,  etc. 

FOR  IMMEDIATE  SHIPMENT 
OfficoDd  Warka-63  EspUnad*  E,  TORONTO 
Pbonsa— Main  904  and  905 


R.  O. 
WYNNE .  ROBERTS 
Consulting  Engineer 

40  JARVIS  STREET 

TORONTO 

Water  Supply,  Sewerage,  Sewage  DU-  , 
posal,  Civic  and  General  Engineering, 
Arbltrationi,  Investigations,  Valuations, 
Reports,  etc. 


SASH 

OPERATING  MACHINERY 

of  all  kinds 
KING  CONSTRUCTION  CO 

40  DoTercourlRd.,  TORONTO 


Milton  Hersey  Co.,  Ltd. 

Engineers,  Chemists,  Inspectors 

PAVING 

designed,  superintended,  inspected. 
Montraal  Winaipag  Naw  York 


Crushed 

Stone 
Steel  and 

Wood 
Water  Pipe 


This  Directory 
will  bring  you 
BUSINESS 

Keep  your  name  and  your  busi- 
ness prominently  before  live 
prospects  by  placing  an  an- 
nouncement in  our  "Directory  of 
Engineers."  Rates  and  inform- 
ation will  be  sent  on  request. 

Contract  Record 

&  Engineering  Review 

347  Adelaide  St.  W.  TORONTO 


i 


T.  A.  Morrison  &  Co.,  ""Aon^trTal' 
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CANADIAN 
CHICAGO  BRIDGE  &  IRON 


CO. 


JuUt  for  C.P.R. Montreal 


Limited 
BRIDGEBURG.  ONTARIO 
Our  Specialty  is  the  Design,  Manufacture 
and  Erection  of  Elevated  Steel  Tanks 
for  Municipal,  Railroadand  Factory  Service. 
We  also  design,  manufacture  and  construct 
Oil  Tanks,  Coaling  Station*,  Bridces,  Turn- 
tables, Building  and  Structural  NUterial. 

"Write  our  nearest  Sales  Office  for  prices,  plans 
and  specifications.  Our  catalogue  No.  15  gladly 
mailed  to  you  upon  request." 

Sales  Offices:— 
Bridgaburs.  Ontario.  130  Janet  Straat 

Ciiicago,  Illinois,  130B  West  lOBtli  Street 
New  York,  N.  Y.,  30  Ciiurch  Street 

Shops:— Brldsaburs,  Ont. 

Chicago,  ni.  GreenvllU,  Pa. 


The  Maritime  Bridge 

Company,  Limited 


Manufacturers  and  Erectors  of 

Steel  Railway  and  Highway  Bridges, 
Buildings,  Girders,  Trusses,  Towers, 
Turntables,  Tanks,  Smoke  Stacks, 
Riveted  Pipe,  and  Structural  Steel  and 
Plate  Work  of  all  descriptions. 

We  have  the  only  complete  stock  of 
Steel  Shapes,  Plates  and  Bars  in  the 
Maritime  Provinces. 


Office  and  Plant: 

New  Glasgow,  Nova  Scotia 


Standard 
Wires  and  Cables 

iiieluile  a  coinplclc  line  ol  bare 
and  insulated  electrical  conduc- 
tors for  all  classes  of  service,  al- 
so cable  accessories.    We  also 
run  supply    CKjipcr.    am!  1.^ 
tubes  and  rods,  extruded  1- 
.shapes,  etc.    We  are  in  a  p  ; 
~  —  tion  to  serve  all  users  of  these 

products  to  good  advaniaKc 
Write  our  nearest  oflicc. 

Standard  Underground  Cable  Co.  of  Canada 

Limited 
Hamilton,  Ont. 

Montreal,  Toronto,  Hamilton,  Seattle. 


STRUCTURAL  STEEL 

and 

BRIDGE  BUILDERS 


Capacity  18,000  Tons. 

We  build  and  erect  all  kinds  of  Structural  Steel,  Bridges, 
Roof  Trusses,  Bank  and  Office  Railings,  Stair 
Work.  Elevator  Grilles,  Fire  Escapes,  etc. 

Over  5,000  Tons  in  Stock  of 

Beams,  Column  Sections,  Angles,  Tees,  Plates,  Bars, 
Checkered  Floor  Plates,  etc. 

McGregor  &  Mclntyre,  Limited 


1139  Shaw  St. 

Telephone  Hillcrest  1614 


TORONTO,  CAN. 
-1615—1616. 


iis      (Q>pp  DTieMiy  'Wdll  'li-siil  si  -m  'M-^c'Lemi  'S< 

MacLeau  Reports  give  the  vital  facts  that  are  so 
necessary  if  you  would  secure  the  best  of  new  business 
— and  they  cost  but  a  few  cents  a  daj'.  They  are  issued 
daily  (card  system)  and  give  accurate  information  on 
Canadian  building  and  engineering  projects,  conteni- 
l)latcd,  their  ])rogrcss  and  details  of  the  material  and 
equipment  rccpiired.    Rates  and  samples  on  retii»est. 


nil 


MacLEAN  DAILY  REPORTS,  Limited,  Toronto 
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Works  at  Walkerville,  Ontario 


When    placing  your 
order  for 

HYDRANTS, 
VALVES 

and 

VALVE 
BOXES 

place  it  with  us. 


MADE  IN  CANADA 

Strong,  Substantial  and 
Mod  em  Designs. 
Prices  right. 

Write  for  prices  and  see. 


VALVE'-nYDRAliT  MANUFACTURERS 

WALKERVILLE,  ONT. 


BOOKS 

for  Engineers 
and  Contractors 

The  following  Books  are  Offered  subject  to  Pre- 
vious Sale: 

British  &  Foreign  Building  Stones,  by  John  Watson.  Pub- 
lished in  1911  at  the  University  Press,  Cambridge,  Eng- 
land.   483  pages.     Price  50  cents. 

Centrifugal  Pumps,  by  R.  L.  Daugherty.  jPublished  in  1915 
by  McGraw-Hill  Book  Company.  190  pages,  illustrated. 
Price  $2.00. 

Construction  of  Roads  &  Pavements,  by  T.  R.  Agg,  C.  E. 
Published  in  1916  by  McGraw-Hill  Book  Company.  432 
pages,   illustrated.     Price  $3.00. 

"Hand  Book  of  Hydraulics,"  by  Horace  Williams  King.  Ist 
edition  just  published  by  McGraw-Hill  Book  Co.,  Inc. 
424  pages. 

History  of  Bridge  Engineering,  by  Henry  Grattan  Tyrrell, 
C.E.    480  pages,  illustrated.     Price  $5.00. 

Irrigation  Practice  and  Engineering  (Volume  One),  by  B.  A. 
Etcheverry.  Published  in  1915  by  McGraw-Hill  Book  Com- 
pany.    213  pages,  illustrated.     Price  $2.00. 

Irrigation  Practice  &  Engineering  (Vol.  2),  by  B.  A.  Etche- 
verry. Published  in  1915  by  McGraw-Hill  Book  Com- 
pany.   364  pages,  illustrated.     Price  $3.50. 

Irrigation  Practice  &  Engineering,  Volume  3,  by  B.  A.  Etche- 
verry. Published  in  1916  by  McGraw-Hill  Book  Company. 
438  pages,  illustrated.     Price  $4.00. 

Locks  and  Builders'  Hardware,  by  Henry  R.  Towne.  Published 
in  1904  by  John  Wiley  &  Sons.  *  1,116  pages,  illustrated. 
Price  $1.50. 

"Operation  and  Maintenance  of  Irrigation  Systems,"  by  S.  T. 
Harding.  First  edition,  just  published  by  the  McGraw-Hill 
Book  Co.     271  pages,  illustrated.     Price  $2.50. 

"Practical  Road  Building,"  by  Charles  E.  Foote.  Just  pub- 
lished by  David  McKay.    295  pages,  illustrated.   Price  $1.25. 

"Public  Utility  Rates."  A  discussion  of  the  Principles  and 
Practice  underlying  charges  for  Water,  Gas,  Electricity, 
Communication  and  Transformation  Services,  by  Harry 
Barker,  B.S.  First  edition,  just  published  by  the  McGraw- 
Hill  Book  Company.    387  pages.     Price  $4.00. 

Relief  from  Floods.  The  Fundamentals  of  Flood  Prevention, 
Flood  Protection  and  the  means  of  determining  proper 
remedies.  By  John  W.  Alvord  and  Charles  B.  Burdock. 
First  edition  just  published,  by  McGraw-Hill  Book  Com-, 
pany.  Inc.    175  pages,  illustrated.     Price  $2.00. 

Some  Considerations  Regarding  Cast  Iron  and  Steel  Pipes,  by 
John  Sharp.  Published  in  1914  by  Longmans,  Green  & 
Company.     142  pages,  illustrated.     Price  $1.50. 

Steel  Bridge  Designing,  by  Melville  B.  Wells,  C.E.  Published 
By  Myron  C.  Clark  Publishing  Company  in  1913.  260 
pages,  illustrated.    Price  $2.00. 

Use  of  Water  in  Irrigation,  by  Samuel  Fortier.  Published  in 
1915  by  McGraw-Hill  Book  Company.  265  pages,  illus- 
trated.    Price  $2.00. 

"Use  of  Water  in  Irrigation,"  by  Samuel  Fortier.  Second  edi- 
tion. Published  by  McGraw-Hill  Book  Company,  1916.  325 
pages,  iUustrated.     Price  $2.00. 

Water  Power  Engineering,  by  Daniel  W.  Mead,  2nd  edition. 
The  Theory,  Investigation  and  Development  of  Water 
Powers.  Published  in  1915  by  McGraw-Hill  Book  Com- 
pany.   843  pages,  illustrated.    Price  $5X30. 

Water  Purification,  by  Joseph  W.  Ellins.  Just  published  by 
McCiraw-Hill  Book  Company.  485  pages,  illustrated.  Price 
$5.00. 

Waterworks  Engineenng.  A  Practical  Treatise  on  the  Con- 
struction of  Waterworks  for  the  use  of  Engineers  and 
Students  of  Engineering,  by  Fred.  C.  Uren,  M.  Inst.  C. 
E.  I.  With  numerous  plates  and  186  illustrations.  Pub- 
lished by  Castle  Litho  Limited,  Bristol,  England,  in  1914. 
268  pages.     Price  $3.00. 

Waterworks  Handbook,  by  Alfred  Douglas  Flinn,  Robert  Spurr 
Weston  and  Clinton  Lathrop  Bogert.  Published  in  1916  by 
McGraw-Hill  Book  Company.  824  pages,  illustrated.  Price 
$6.00. 
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Compressed  Air  Machinery,  Tools  and  Appliances 


The  Jackhamer  and  the  Steam  Shovel 


Delays  are  costly  and  the  Jackhamer 
will  prevent  them. 

"To  see  thirty  men  with  a  steam  shovel  and  t\v(j  or 
three  trains  of  cars  wait — is  one  of  the  most  demoral- 
izing things  in  construction  work.  Dehiys  to  steam 
.  shovels — often  run  as  high  as  50  to  60  i>er  cent,  of  the 
working  day." 

W.  L.  Saunders,  in  "Kock-I )rilHng." 

With  Jackhamer  equipment  holes  are  quickly 
drilled  in  the  right  places  at  minimum  cost, 
the  holes  are  "sprung,"  the  blasts  fired,  and  the 
shovel  is  not  held  up.  The  Jackhamer  will 
handle  all  the  drilling  for  blasting  for  a  steam 
shovel  and  is  "on  the  job"  to  break  up  boulders. 


The 
Jackhamer 

LIGHT 

POWERFUL 
DURABLE 


CANADIAN  INGERSOLL  -  RAND  CO.,  LTD. 


Sydney,  N.S. 
Cob»lt,  Ont. 


General  Offices:  MONTREAL,  QUE. 

BRANCH  OFFICES: 
Sherbrooke,  Que.  Montreal,  Que. 

Timmins,  Ont.  Winnipeg.  Man.  NeUon,  B.C. 


Toronto,  Ont. 

Vancouver,  B.C. 
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"DOMINION  "Wire  Rope 

for 

Elevators,  Dredges,  Lumbering, 
Mining,  Oil- Well  Drilling, 

Suspension  Bridges,  Stump  Pulling, 
Cranes,  Derricks,  and 

SHIPS'  RIGGING 
The  Dominion  Wire  Rope  Company,  Limited 

MONTREAL  TORONTO  WINNIPEG 


i: 


Efficient  Equipment 

Enables  the  construction  and 
upkeep  of 

GOOD  ROADS 


"  Reliance Crushers 
"Ransome^'  Concrete  Mixers 

Sprinklers, 
Flushers,  Sweepers, 


Horse  and 
Steam 


Branch : 
108  Mail  Buikiin^, 
TORONTO 

Telephone  Adelaide  840 


Rollers 


Head  Office 

MONTREAL 


All 
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No.  25 


T.  C.  Bate. 


E.  McMahon. 


Bate,  McMahon  &  Co. 


Contractors 

ROBT.  S.  LOW,  Manager 


Laying  Concrete  Foundation  for  Lavatories,  Borden  Military  Camp. 


We  invite  enquiries  on  all  classes  of  street  pav- 
ing, highway  construction,  concrete  bridges, 
earth  or  rock  excavation,  drainage  systems, 
sewers,  water  supply,  cement  gun  work,  rein- 
forced concrete  buildings,  railroad  construc- 
tion, street  railways,  etc.  Rapidity  of  construc- 
tion consistent  with  economy  in  cost  is  our  aim 
at  all  times. 

First-class  outfits  ready  to  handle  the  largest 
kind  of  contract  and  execute  same  with  the  ut- 
most efficiency  and  despatch. 


Head  Office 


We  had  considerable  road  work  in  connection 
with  the  general  contracts  for  the  construction 
of  Camps  Borden,  Valcartier,  Hughes  and  Sar- 
cee  and  Connaught  Rifle  Range,  all  of  which 
we  built  for  the  Department  of  Militia  and  De- 
fence ;  and  also  in  the  construction  of  the  six 
Royal  Flying  Corps  camps  which  we  built  for 
the  Imperial  Munitions  Board,  viz..  Camps 
Hoare,  Mohawk,  Rathburn,  Leaside,  Armour 
Heights  and  Long  Branch. 

We  will  gladly  supply  estimates  and  proposals 
free. 

OTTAWA,  ONT. 
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"BEATTY" 

Auxiliary  Ship  Machinery 


I 


Cargo  Winches 
Warping 
Winches 
Anchor  Wind- 
lasses 
Ash  Hoists 

Also 

Hoisting  Engines, 
Electric  Hoists, 
Steel  Derricks, 
Derrick  Irons, 
Clamshell  Buckets, 

Let  us  know  what  you  want 
along  this  line 
We  will  tender  promptly 

Ash  Hoist  for  ships  now  beingr  built  in  Canada. 

—   Agents  —     

H  E.  Plant,  Montreal.  Que.  R.  Hamilton,  Vancouver       l\/f      RU  A  TT  Y  4l&-    ^ON^  ITH      WFIl    A  NH 

E.  Leonard  &  Sons,  St.  John,  N.B.     Kelly-Powell,  Winnipeg  *    *  tJV-rlliJ,  l-i  J.  t-T,,  VY 


Now  on  Munitions 

LYMBURNER,  LIMITED 

The  well  known  manufacturers  of  ornamental  metal  work  and 
special  machinery  are  entirely  occupied  making  munitions, 
and  cannot  execute  orders  for  above  work  until  a  later  date, 
when  they  will  be  glad  to  receive  enquiries  and  will  again 
produce  first  class  Metal  Specialties  of  Every  Description — 
Machinery,  Tools  and  Gauges. 

360  St.  Paul  St.  E.      -  MONTREAL 
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Engineering  Needs 

When  the  demand  for  some  rubber  need 
becomes  urgent,  it  is  some  satisfaction  to 
know  that  a  prompt  service  is  assured  if 
your  *'hurry-up"  order  is  placed  with  the 
Dominion  Rubber  System.  Our  nearest 
branch  will  take  care  of  such  orders  in  a  way 
that  will  be  eminently  pleasing  to  you  and  to 
those  you  try  to  serve. 

But  when  service  goes  in  hand  in  hand 
with  quality  and  value,  there  is  every  reason 
for  buying  the  Dominion  Rubber  System 
products.  In  that  respect,  whatever  the  need 
in  rubber  may  be,  we  serve  your  interests  to 
the  best  advantage. 

It  will  pay  you  well  to  keep  in  touch  with  our  nearest 
branch.    Even  the  smallest  order  receives  our 
careful  consideration  and  attention. 

Canadian  Consolidated  Rubber  Co. 

LIMITED 
Head  Office    —  MONTREAL 

BRANCHES  at  Halifax,  St.  John,  Quebec,  Ottawa,  Toronto. 
Hamilton,  Kitchener,  London,  North  Bay,  Fort  William, 
Winnipeg,  Brandon,  Regina,  Saskatoon,  Calgary,  Lethbridge, 
Edmonton,  Vancouver,  Victoria. 
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LIDGERWOOD 
CONTRACTORS'  APPARATUS 


Gasoline  Hoist    A  rugged,  compact  little  Hoist,  easily  and  cheaply 
operated  for  light  and  intermittent  work. 


Cableways  uped  in  pier  building. 

'     '         '  '  J  \  •       ' :  I  ■  '  : 
I 

 J.  

Hoisting  Engines 
Steam,  Electric 
or  Gasoline 

for 

All  Purposes 

of 

All  Capacities 


Derricks  for  unloading  sand— 75  ft.  boom. 


CANADIAN  ALLIS-CHALMERS 

LIMITED 

Head  Ofr.cc:  Toronto,    .Sales  Offices;  Monlrcal,  Halifax,  Sydney,  Ottawa,  Cobalt,  South  Porcupine,  London.  Winnipeg,  Calgary,  Edmonton, 

Nelson  and  Vancouver. 
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Vertical  Cross  Section  Hot  Mix  Asphalt 

(Standard  Sheet  Asphalt  Type) 

"AN  ELASTIC  SURFACE  ON  A  RIGID  FOUNDATION- 
PERMANENCE  WITH  ECONOMY 


Write  Road  Engineering  Department 


IMPERIAL  OIL  LIMITED 

Imperial  Oil  Building      -  TORONTO 


f 
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Acetylene  Gai 

The  Preit-O-Lite  Co.,  Inc. 
Air  Compressori 

Can.  IngersoU-Rand  Co.,  Ltd. 

Canadian  Allii-Chalmeri,  Ltd. 
Aluminium 

Spielmann  Agencies  Regd. 
Air  Hoists 

Canadian   IngersoU-Rand  Co. 

Northern  Crane  Works 
Architectural  Iron  Works 

Canadian  Allis-Chalmers  Ltd. 

Canada  Wire  &  Iron  Goods  Co. 

McGregor  &  Mclntyre 

Architectural  Terra  Gotta 

Toronto  Plate  Glass  Imp'tg  Co. 

Asbestos  Shingles 

Asbestos  Mfg.  Company 

Ash  Hoists 

Gillis  &  Geoghegan 

Asphalt 

Asphalt  &  Supply  Company 
Imperial   Oil   Company,  Ltd. 

Axes 

Canada    Foundries    &  Forgings, 

Bar  Iron 

Haines   &  Peckover 

Canadian  Steel  Foundries,  Ltd. 

Beam  Spans 

MacKinnon  Holmes  &  Co. 

Blast  Hole  Drills 

Hopkins  &  Co.,  F.  H. 

Blocks  (Wire  and  Manilla  Rope) 
Hopkins  &  Company,  F.  H. 

Blowers  and  Compressors 

Canadian  Blower  and  Forgs  Co. 
Can.  Ingersoll-Rand  Co.,  Ltd. 
Sheldons  Limited 

Boilers 

Beatty  &  Sons,  M. 

Canadian  Aliis-Chalmers  Ltd. 

Inglis  Company,  John 

Marsh  Engineering  Works,  Ltd. 

McDougall  Caledonian  Iron  Wks. 

Mussens  Limited 

Waterous  Engine  Works  Co. 

Williams  Machinery  Co.,  A.  R. 

Boiler  Compound 

Beveridge  Paper  Co.,  Ltd. 

Boiler  Covering  (Magnesia,  Asbes- 
tos, Wool,  Felt,  etc.) 

Asbestos  Mfg.  Company 
Boiler  Inspection 

Trades  &  Labour  Branch  Dept., 
Public  Works. 

Boxes — Junction 
Standard  Underground  Cable  Co. 
of   Canada,  Limited 

Brick  Dryers 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Brick  Machinery  and  Supplies 
Sheldon*  Limited 

Bridges 

Canadian   Allis-Chalmers  Ltd. 

Bridges  (Steel) 
Canadian  Bridge  Company 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  HriHge  &  Iron  Co. 
MacKinnon-Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime    Bridge  Company 

Buckets 

Beatty  &  Sons,  M. 
Hopkins  &  Co.,  F.  H. 
Manitoba  Bridge  &  Iron  Works 

Buckets — Steel 
MacKinnon  Holmes  &  Co. 
Marsh  Engineering  Works,  Ltd. 

Cable 

Dominion  Wire  Rope  Co.,  Ltd. 
Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Car  Couplers 
(^anadian  Steel  Foundries,  Ltd. 


Cable  Terminals 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Cars — Steel  Body 

Marsh  Engineering  Works,  Ltd. 
Williams  Machinery  Co.,  A.  R. 

Car  Wheels 

Marsh  Engineering  Works,  Ltd. 
Steel  Co.  of  Canada  Limited 


Castings — Grey  Iron 

Marsh  Engineering  Works,  Ltd. 

Casements 

Trussed  Concrete  Steel  Co.,  Ltd. 

Cement 

Britnell  &  Company 

Cement,  HigH  Temperature 
Beveridge  Paper  Co.,  Ltd. 

Cement  Waterproofing 

Barrett  Company,  Limited 
Ideal  Concrete  Machinery  Co. 
Imperial   Oil   Company,  Ltd. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Centrifugal  Pumps 

Bawden  Pump  Company 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 

Chemists 

Canadian  Inspection  and  Testing 
Laboratories 

Coal  Chutes 

Manitoba  Bridge  &  Iron  Works 

Coal  Handling  Apparatus 
Beatty  &  Sons,  M. 

Cold   Storage  Insulation 
Armstrong  Cork  Company 

Compressed  Acetylene  Gas 
The   Prest-O-Lite  Co.,  Inc. 

Concrete  Block  Machines 

Cast  Stone  Block  &  Machine*  Co. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 

Concrete  Culvert  Pipe 

Blair    Company,  B. 
Dominion  Concrete  Company 

Concrete  Hardener  and  Water- 
proofer 
Beveridge  Paper  Co.,  Ltd. 

Concrete  Mixers  and  Appliances 
Hopkins  &  Co.,  F.  H. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
Mussens  Limited 

Concrete  Sewer  Pipe 

Blair    Company,  B. 
Dominion  Concrete  Company 

Conduits 

Conduits  Company,  Limited 
Orpen  Conduit  Company 

Connecting  Rods 

Canada    Foundries    &  Forgings, 

Contractors 

Anglins  Limited 
Bate,   McMalion  &  Co. 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 
Wells  &  Gray  Limited 

Contractors'  Plant  &  Supplies 
Beatty  &  Sons,  M. 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Dake  Engine  Company 
Marsh  Engineering  Works,  Lid. 

Conveying  Machinery 

Canadian  Mathews  Gravity  Car- 
rier Company 

Core  Drills 
Canadian  Allis-Chalmers  Ltd. 
Can,  Ingersoll-Rand  Co.,  Ltd. 


Corrugated  Iron 

Pedlar  People  Limited 

Corrugated  Roofing 

Asbestos  Mfg.  Company 

Cranes,  Travelling  and  Locomotive 
Boving  Hydraulic  &  Engineering 

Company 
Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Northern  Crane  Works 

Crank  Shafts 

Canada    Foundries    &  Forgings, 

Crushed  Stone  and  Granite 

Canada   Crushed   Stone  Corpora- 
tion 

Crushed  Stone,  Limited 
Morrison  Company,  T.  A. 

Crushers  (Stone  and  Rock) 
Canadian  Allis-Chalmers  Ltd. 
Hopkins  &  Company,  F.  H. 
London  Concrete  Machinery  Co. 
Mussens  Limited 

Culverts 

Pedlar   People  Limited 

Damp  Proof  Coating 

Barrett  Company,  Limited 
Imperial   Oil   Company,  Ltd. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Derricks  and  Derrick  Fittings 
Beatty  &  Sons,  M. 
Hopkins  &  Company,   F.  II. 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Northern  Crane  Works 

Dredging  Pumps 

Boving  Hydraulic  &  Engineering 
Company 
Dredges 

Beatty  &  Sons,  M. 

Hopkins  &  Company,  F.  H. 

Drills 

Canadian.  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 

Drill   Steel  Sharpeners 

Canadian  Ingersoll-Rand  Co. 

Dump  Cars,  Wheels,  etc. 

Hopkins  &  Company,  F.  H. 
MacKinnon  Holmes  &  Co 
Manitoba  Bridge  &  Iron  Works 
Maritime   Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Sheldons  Limited 

Drift  Pins 

Canada    Foundries    &  Forgings, 

Drying  Apparatus 

Canadian  Blower  &  Forge  Co. 

Elastite 

Carey  Mfg.   Co.,  Philip 

Trussed  Concrete  Steel  Co.,  Ltd. 

Electric  Air  Rock  Drills 

Canadian  Ingersoll-Rand  Co. 

Electric  Impulse  Clocks 

Gent  &  Company,  Limited 

Electric  Water  Systems 

Ontario  Wind  Engine  &  Pump 
Company 

Electrical  Specialties 
Spielmann  Agencies  Regd. 

Electrical  Supplies 
Canadian  General  Electric  Co. 

Elevator  Doors 

Ormsby  Company,  A.B. 

Elevators 

Norlhern   Crane  Works 
Turnbull  Elevator  Company 


Engines 

Canadian  Allis-Chalmefs  Ltd. 
Canadian  Blower  and  Forge  Co 
Hopkins  &  Company,  F.  H. 
Inglis  Company,  John 
McDougall  Caledonian  Iron  Wks 
Waterous  Engine  Works  Co. 

Engineers  (Civil  and  Mechanical) 

Bowman  &  Connor 
Chipman  &  Power 
Dominion  Engineering  &  Inspec- 
tion Company 
Hunt  &  Co.,  Robt.  W. 
MacKinnon  Holmes  &  Co. 
Milton  Hersey  Co. 
R.  &  W.  S.  Lea 
Wynne-Roberts,  R.  O. 

Excavators 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 

Exhaust  Heads 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Expanded  Metal 
Baines  &  Peckover 
Pedlar  People  Limited 

Trussed  Concrete  Steel  Co.,  Ltd. 


Fans 

Canadian  Blower  and  Forge  Co 
Sheldons  Limited 

Fibre,  Vulcanized 

Beveridge  Paper  Co.,  Ltd. 

Fire  Brick,  Jointless 

Beveridge  Paper  Co.,  Ltd. 

Fireproofing 

Asbestos  Mfg.  Company 

Fireproof  Doors  and  Windovirs 
Ormsby  Company,  A.  B. 
Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 


I 


Fire  Escapes 

Dennis  Wire  &  Iron  Works  Co 
Manitoba  Bridee  &  Iron  Works 
McGregor  &  Mclntyre 

Fire  Escape  Spirals 

Canadian  Mathews  Gravity  Cai 
rier  Company 

Fire  Protection  Appliances 
Bickle  Company,  R.  S. 

Flag  Poles 

Ontario  Wind  Engine  &  Pump 
Company 

Flooring  Materials 

Armstrong  Cork  Company 
Imperial  Oil  Company 

Forges 

Canadian  Blower  -and  Forge  Co 
Sheldons  Limited 

Forgings,  Steel  4  Iron 

Canada    Foundries    &  Forgings, 

Gasoline  Engines 

Boving  Hydraulic  &  Engineerinf 

Company 
Canadian  Allis-Chalmers  Ltd. 
London  Concrete  Machinery  Co. 
Ontario  Wind  Engine  &  Pump 

Company 

Generators 

Canadian  General  Electric  Co 

Glass 

Toronto  Plate  Glass  Jniptg.  Co 
Governors 

Boving  Hydraulic  &  Engineerin| 

Company 

Gravity  Carriers 

Canadian   Mathews  Gravity  Car- 
rier Company 

(Continued  on  page  8) 
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SILENT  SANITARY  SCHOOL  DESKS 

WITH  FOLDING  SEATS 


VIEW  OF  ROW  OF  SILENT  SANITARY  DESKS  IN  POSITION 
Produced  at  ' 

J  AS.  SMART  PLANT 

BROCKVILLE,  ONT.  WINNIPEG,  MAN. 


Turbine 
Pumps 

Electric  and  Steam 

Water  Works 
Factory  and 
Fire  Services 

Humphrey^  Gas 
Pumps 

Any  capacity  or  pressure 

THE  JOHN  McDOUGALL 
CALEDONIAN  IRON  WORKS  CO.,  LIMITED 

Works:  Seigneurs  4  William  Sts.,  Montreal. 
Manufacturers  of  Boilers,  Castings.  Condensers,  Elevators,  Engines,  Filters,  Forgings,  Hydraulic 
Machinery,  Pumps,  centrifugal  and  reciprocating.  Steam  Turbines,  Tanks,  Water  Wheels.  Water 

Works  Plants 


Lachine  Water  Works 
Three  million  gallons,  eighty  pounds  domestic,  160  lbs.  fire. 
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Hammers 
Canada 


Foundries    &  Forcings, 


Hammer  Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  IngersoU-Rand  Co. 

Heating  Apparatus 

Canadian  Blower  and  Forge  Co. 

Sheldons  Limited 
Heat  Insulating  Materials 

Armstrong  Cork  Company 

Hoists,  Electric 

Northern  Crane  Work* 
Hoisting  Apparatus 

Beatty  &  Sons,  M. 

Canadian  Ingersoll-Rand  Co. 

Gillii  &  Geoghegan 

Hopkins  &  Company,  F.  H. 

London  Concrete  Machinery  Co. 

Marsh  Engineering  Works,  Ltd. 

Mussens  Limited 

Northern  Crane  Works 

Williams  Machinery  Co.,  A.  R. 

Hoisting  Engines 
Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Hopkins  &  Company,  F.  H. 
Marsh  Engineering  Works,  Ltd. 

Hollow  Tile 

National  Fire  Proofing  Co. 

Hose 

Can.  Consolidated  Rubber  Co., 
Ltd. 

Hydrants 

Canada  Iron  Foundries 
Gartshore-Thompson  Pipe  Co. 
Kerr  Engine  Company 
McAvity  &  Sons,  T. 

Industrial  Cars 

Hopkins  &  Company,  F.  H. 
MacKinnon-Holmes  &  Co. 

Inspection  Engineers 

Canadian  Inspection  and  Testing 
Laboratoriei 


Insulation  (Asbestos) 

Asbestos  Mfg.  Company 

Insulating  Compounds 

Imperial  Oil  Company,  Ltd. 
Spielmann  Agencies  Regd- 
Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Industrial  Cars 

Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 

Interior  Finish  and  Doors 

Canadian  Office  &  School  Furni- 
ture Company 

Insulating  Bricks 

Armstrong  Cork  Company 

Jib  Cranes  (all  kinds) 
Northern   Crane  Works 

Journal  Wedges 

Canada    Foundries    &  Forgings, 

Kilns 

Canadian  Blower  and  Forge  Co. 
MacKinnon  Holmes  &  Co. 
Sheldons  Limited 

Lead  Pencils 

American  Lead  Pencil  Company 

Lead  (Red  and  White,  Dry) 

Carter  White  Lead  Company 

"Lidgerwood"  Hoists 

Canadian  Allis-Chalmers  Ltd. 

Linabestos  Wallboard 
Asbestos  Mfg.  Company 

Lockers  (Clothes) 

Canada  Wire  &  Iron  Goods  Co. 
Dennis  Wire  &  Iron  Works  Co. 

Lumber  (Asbestos) 

Asbestos  Mfg.  Company 

Machinery  Insulation 

Armstrong  Cork  Company 


Metal  Lath 

Baines  &  Peckover 

Noble,  C.  W. 

Pedlar  People  Limited 

Trussed  Concrete  Steel  Co.,  Ltd. 

Metallic  Roofing 

Pedlar  People  Limited 

Meters,  Water 

McDougall  Caledonian  Iron  Wks. 
Neptune  Meter  Company 

Motors 

Canadian  General  Electric  Co. 

Oil  Tanks 

Boving  Hydraulic  &  Engineering 

Company 
Imperial   Oil   Company,  Ltd. 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 

Ornamental  Iron 

Dennis  Wire  &  Iron  Works  Co. 

Ornamental  Moulds 

Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 

Paints  and  Varnishes 
Dominion  Paint  Works 
Hopkins  &  Company,  F.  H. 
Spielmann  Agencies  Regd. 

Paints  (Bridge  and  Structural  Iron 
and  Pipe  Coating) 

Barrett  Company,  Ltd. 
Dominion   Paint  Works 
Imperial   Oil   Company,  Ltd. 
Spielmann  Agencies  (Regd.) 

Trussed  Concrete  Steel  Co.,  Ltd. 

Papers  (Building,  Roofing,  Water- 
proof and  Insulating) 

Beveridge  Paper  Co.,  Ltd. 

Paving  and  Paving  Materials 
Asphalt  &  Supply  Company 
Barrett  Company,  Limited 
Carey  Mfg.   Co.,  Philip 
Imperial    Oil   Company,  Ltd. 
Trussed  Concrete  Steel  Co.,  Ltd. 


Pipe  (Concrete,  Iron  8t  Wood) 

Boving  Hydraulic  &  Engineerin, 

Company 
Dominion  Concrete  Company 
Gartshore  Thomson  Pipe  Co. 
National  Iron  Works 

Pipe  and  Boiler  Coverings 
Dominion  Paint  Works 

Pencils  (Lead) 
American  Lead  Pencil  Company 

Perforated  Metals 
Canada  Wire  &  Iron  Goods  Co.  • 

Pile  Driving  Machinery 
Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  G. 
Marsh  Engineering  Workf,  Ltd, 

Pipe  Fittings  and  Flanges 

Pittsburgh   Valve,   Foundry  k 
Construction  Company 

Pipe  Covering  (Magnesia,  Asbestos 
Wool,  Felt,  etc.) 

Asbestos  Mfg.  Company 

Pipe  Covering  (Cold  and  Steam) 
Armstrong  Cork  Company     _  ; 

Plumbing  Supplies 

Mueller  Mfg.  Company,  H. 

Planing  Mill  Exhausters 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Plaster 

Britnell  &  Company 

Plug  Drillers 

Canadian  Ingersoll-Rand  Co. 
(Continued  on  page  10) 


Reduce  Labor  Costs — Increase  Profits 


HOISTING  MACHINERY 

will  place  your  materials  where  you  want  tliem  much 
(|uicker  than  man  power,  and  at  a  lower  cost. 

Our  Hoisting  Machinery  has  proven  its  worth  through 
the  hardest  kind  of  tests  for  nearly  a  quarter  of  a  century. 

It  is  as  nearly  "fool-proof"  as  machinery  can  be. 


SMALL  CARS 

For  moving  stone,  sand,  gravel,  or  any  other  excavated 
material. 

For  moving  lumber,  steel,  stone,  brick,  or  any  other 
building  material. 

For  carrying  coal  or  ashes  to  or  from  jour  power  ])Ianl. 


Made  in  7  sizes,  from  10  to  .">()  Horse 
I'ower,  and  for  any  power  yuu  have 
available,  steam,  electric,  gasoline, 
etc. 

DERRICKS 


We  make  a  large  variety  of  Der- 
ricks of  various  sizes  and  types,  and 
to  handle  any  kind  of  a  load,  light  or 
heavy. 

We  make  Derricks  for  hand  power,  or  for  any  other 
power. 

We  also  make  Traveling  Derricks  of  various  types,  to 
pick  up  the  load  and  carry  it  to  the  required  spot. 


USE 
MACHINERY 
IN  PLACE 
OF  MEN 


We  make  hundreds  of  sizes  and 
styles  of  small  cars  for  a  great  vari- 
ety of  purposes. 

They  will  prove  money-making  in- 
vestments to  the  buyer. 

BUCKETS 

b'or    iiaiidliiig    concrete,  excavated 
material,  coal,  ashes,  ore,  or  any  other 
material,  wet  or  dry. 

We  make  any  kind  of  bucket  you  require,  tipping,  bot- 
tom dumping,  or  any  other  style,  and  in  the  size  you 
want. 


LET  US  SEND  YOU  OUR  LARGE  CATALOG  DESCRIBING  THE  ABOVE 


Marsh  Engineering  Works,  Limited, 


Established 
1846 


Belleville,  Ont. 


June  19,  1918 


THE   CONTRACT  RF.CORD 


THE 


STEEL  COMPANY 

OF 

CANADA 


LIMITED  \J 

HAMILTON  MONTREAL  I 


PRODUCTJ 

©if 

iEICRIPTION 
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Pneumatic  Machinery 

Canadian  IngersoU-Rand  Co. 

Power  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Inglis  Company,  John 

Pumps 

Canada    Foundries    &  Forgings, 

Pumps  and  Pumping  Machinery 
American  Well  Works 
Beatty  &  Sons,  M. 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  AUis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian  Ingersoll-Rand  Co. 
Cook,  A.  D. 

Hopkins  &  Company,  F.  H. 
Inglis  Company,  John 
McDougall  Caledonian  Iron  Wks. 
Ontario  Wind  Engine   &  Pump 

Company 
Waterous  Engine  Works  Co. 

Quarry  Machinery 

Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 

Railway  Supplies 
Can.  Chicago  Bridge  &  Iron  Co. 
Dominion  Iron  &  ^Wrecking  Co. 
Gartshore,  John  j! 
Hopkins  &  Company,  F.  H. 

Reinforcing  Bars 

Baines  &  Peckover 

Reinforcements,  Concrete  and  Steel 

Baines  &  Peckover 
Burlington  Steel  Company 
Canada  Wire  &  Iron  Goods  Co. 
Pedlar  People  Limited 
Steel  Co.  ot  Canada,  Limited 
Trussed  Concrete  Steel  Co.,  Ltd. 

Refrigeration  Machinery 

Boving  Hydraulic  &  Engineering 
Company 

Rigging  Screws 

Hopkins  &  Company,  F.  H. 

Riveted  Spant 

MacKinnon  Holmes  &  Co. 

Road  Asphalt 

Asphalt  &  Supply  Company 
Imperial   Oil  Company,  Ltd. 

Road  Oil 

Barrett  Company,  Limited 
Imperial  Oil   Company,  Ltd. 

Road  Mesh 

Baines  &  Peckover 

Road  Machinery 
Hopkins  4  Company,  F.  H. 
Waterous  Engine  Works  Co. 

Rolling  Steel  Doors 
Ormsby  Company,  A.  B. 

Roofings  (Plastic  and  Liquid) 
Bcvcridgc    Paper  Company 

Roofing  Material 

Asbestos  Mfg.  Company 
I'.arrett   C'omr)aiiy,  Limited 
Bishopric  Wallboard  Company 
Brantford  Roofing  Company 
Carey  Company,  Philip 
Imperial    Oil    Company,  Lid 
Noble,  Clarence  W. 
Pedlar  People  Limited 


Roofing,  Rubber 

Beverldge  Paper  Co.,  Ltd. 
Rubber  Ooods 

Barrett  Company,  Limited 
Can.  C  onsolidated  Rubber  Co., 
Ltd. 


Sash  Machinery 

King  Construction  Company 

Scrap  Iron 

Dominion  Iron  &  Wrecking  Co. 

Screens 

Canada  Wire  &  Iron  Goods  Co. 

Sewer  Pipe 

Britnell  &  Company 
Canada  Iron  Foundries 
Dominion  Sewer  Pipe  Co. 
Gartshore  Thompson  Pipe  Co. 
Hamilton  &  Toronto  Sewer  Pipe 

Company 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
National  Iron  Works 
Ontario  Sewer  Pipe  Company 
Standard  Clay  Products  Ltd. 

Sheathings 

Beveridge  Paper  Co.,  Ltd. 

Sheeting 

Barrett  Company,  Limited 

Shingles  (Asbestos) 

Asbestos  Mfg.  Company 

Ship  Forgings 

Canada    Foundries    &  Forgings, 

Shovels  (Steam) 
Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 

Silo  Moulds 
London  Concrete  Machinery  Co. 

Skylights 

Pedlar  People  Limited 

Trussed  Concrete  Steel  Co.,  Ltd. 

Slates  (Asbestos) 
Asbestos  Mfg.  Company 

Smoke  Stacks 

r=n;H^'''*'?f°J'.'"^K=  *  I'-on  Co. 
k  DesMoines  Steel  Co» 

DesMo.nes  Bridge  &  Iron  Co! 
MacKinnon,  Holmes  &  Co 
Mamtoba  Bridge  &  Iron  Works 
Man  ime  Bridge  Company 
Marsh  Engineering  Works,  Ltd 
Pedlar  People  Limited 
Waterous  Engine  Works  Co. 

Sprinkler  Tanks  (Steel) 

Can.  Chicago  Bridge  &  Iron  Co. 

Stair  Builders 

Canada  Wire  &  Iron  Goods  Co. 
McGrtgor  &  Mclntyre 

Steam  Apparatus  and  Specialties 
Canadian  Allis-Chalmers  Ltd 
Canadian  Blower  and  Forge  Co 
McAvity  &  Sons,  T. 
Sheldons  Limited 

Steam  Turbines 

McDougall  Caledonian  Iron  Wks. 

Steel 

Burlington   Steel  Company 
Dominion  Iron  &  Wrecking  Co 
Hopkins  &  Company,  F  H 
Steel  Company  of  Can.,  Ltd', 
trussed  Concrete  Steel  Co.,  Ltd. 

Steel  Bars 

Baines  &  Peckover 
Burlington  Steel  Company 
Hopkins  &  Company,  F  H 
Maritime  Bridge  Company  ' 
Steel  Company  of  Canada.  Ltd. 
trussed  Concrete  Steel  Co.,  Ltd 


Steel  Beams 

MacKinnon  Holmes  &  Co. 

Steel  Castings 

Canadian  Steel  Foundries,  Ltd. 

Steel  Pipe 

Can.  Chicago  Bridge  &  Iron  Wks. 

Steel  Plate  Construction 

MacKinnon-Holmes  &  Co. 
Marsh  Engineering  Works,  Ltd 
Waterous  Engine  Works  Co. 

Steel  Sash 

Ormsby  Company,  A.  B. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Stone 

Britnell  &  Company 

Structural  Iron  and  Steel 
Burlington  Steel  Company 
Canadian  AUis-Chalmers  Ltd 
Can.  Chicago  Bridge  &  Iron  Co 
k*"?,'?"  DesMoines  Steel  Co 
DesMoines  Bridge  &  Iron  Co. 
MacKinnon-Holmes  &  Co 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 
McGregor  &  Mclntyre 
Reid  &  Brown  Structural  Steel  & 
Iron  Works 

Stucco  Board 

Bishopric  Wallboard  Company 

Swinging  Gears 

Dake  Engine  Company 

Switchboards 

Canadian  General  Electric  Co. 

Tanks  and  Steel  Pipes 

Can.  Chicago  Bridge  &  Iron  Co 
Canadian  Allis-Chalmers  Ltd 
Canadian  DesMoines  Steel  Co 
Inglis,  John 

Manitoba  Bridge  &  Iron  Works 
M^n     ^';P?.'1""g  Works.  Ltd 
McDougall  Caledonian  Iron  Wks 
MacKinnon-Holmes  &  Co 
Maritime  Bridge  Company 
Ontario  Wind  Engine  &  Pump 

Company 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co.,  A.  R. 

Telescopic  Hoists 

GiHis\^"i'fS.lr'^  ^"-""^ 

Testing  and  Inspecting  Bureau 
Hunt  &  Company,  Robt.  W. 

Tile  Moulds 

London  Concrete  Machinery  Co. 

Thumb  Screws  and  Nuts 

Canada    Foundries    &  Forgings, 

Towers 

Can.  Chicago  Bridge  &  Iron  Co. 

Transformers 

Canadian  General  Electric  Co. 

Turnbuckles 

Canada    Foundries    &  Forgings, 
Dominion  Wire  Rope  Compiny 

Valves 

Canada   Iron  Foundries 
Gartshore-Thomson   Pipe  Co. 


Ventilating  ft  Heating  Appara*. 
Canadian  Blower  and  Forge  Co.  l 
Sheldons    Limited  ' 


Varnishes— Insulating 

Standard  Underground  Cable  C»' 
of  Canada,  Limited 


Wagons 

Tiffin  Wagon  Company 

Wall  Board 
Bishopric  Wallboard  Company' 


Wallboard   (Asbestos,  tinabestos); 
Asbestos  Mfg.  Company 


i 


Water  Level  Apparatus 

Gent  &  Company,  Limited 


Waterproofing 

Barrett  Company,  Limited 
Imperial  Oil  Company,  Ltd 
trussed  Concrete  Steel  Co.,  Ltd. 

Water  Softeners  and  Filters 

Manitoba  Bridge  &  Iron  Work, 

Water  Tapping  Machines 
Mueller  Mfg.   Company,  H. 

Water  Turbines 

^  clnfpa^y^'^^""'''^  *  Engineering- 
Canadian  Allis-Chalmers  Ltd. 
McDougall  Caledonian  Iron  Wks, 

Welding  Apparatus 

Prest-O-Lite  Company,  Inc. 

Welding  and  Cutting  Planta 
Prest  o-Lite  Company,  Inc. 

Well  Drilling  Plants 
American  Well  Works 
Ontario  Wind  Engine  &  Pump 
Company 

Window  Sash 

Trussed  Concrete  Steel  Co..  Ltd 

Wires  and  Cablea 

Standard  Underground  Cable  Co 
of  Canada,  Limited 


Wire  Guards  and  Screens 

Canada  Wire  &  Iron  Goods  Co. 

Wire  Rope 
Dominion  Wire  Rope  Co.,  Hi. 

Wrenchea 

Canada    Foundries   &  Forgingi, 


Wood  Pipe 
Canadian  Pipe  Company 
Pacific  Coast  Pipe  Company 
Vancouver  Wood   Pipe  &  Tank  ' 
Company 


Kerr  Engine  Company 
McAvity  &  Sons,  T. 


Wood  Tanks 

Pacific  Coast  Pipe  Company 
Vancouver  Wood  Pipe  and  Tank 
Company 
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The  Demand  of  Business 

— The  Answer 

DIGCKR  production  and  increased  demands 
rec|uirc  top-notch  efficiency  in  man  and 
machine.  Truscon  Steel  Sash  is  the  solution 
tQ  daylight  and  ventilation  i)rol)lems.  Flooded 
with  daylight,  more  and  better  work  can  be 
done,  and  accidents  i)revented.  Proper  ven- 
tilation assures  healthful  working  conditions— 
the  free  exit  of  fumes  as  well  as  inllux  of  pure 
air. 

Built  for  Permanence 

THE  high-grade  worknianship  of  Truscoii  -Steel 
Sash  is  noticeable  in  its  clean-cut  lines  and 
attractive  appearance.  Made  of  specially  rolled  high- 
grade  steel,  the  sections  are  fitted  with  mathematical 
exactness.  The  size  and  design  of  the  solid  steel 
sections  assure  tremendous  strength  and  ri^dity 
against  wind  pressure  or  suction  from  air  currents. 
The  sash  is  given  rigid  inspection,  botli  during  the 
process  of  manufacture  and  before  shipment. 

Truscon  representatives,  located  conveniently 
throughout  Canada,  will  g-ive  personal  service  to 
owners,  architects,  engineers,  and  contractors,  as 
well  as  co-operate  with  them  fully. 

for    modern  permanent 
%®Tlnl  ^^Pif^iinfe^Pl  construction  cover  Rein- 
^lim^SwPli'  forced  Concrete  in  all  its 
NG  phases;    Steel  Window 
BDODUCTS  S^sh     of     every  type; 

Metal  Lath  for  Plaster 
an.d  Stucco;  Concrete  Highway  Reinforcement;  Spot 
Grounds;  Waterproofings,  etc. 


Trussed  Concete  Steel  Co. 

11           of  Canad^ ,  Limited  || 
 til 


Montreal 


Ig^ALKERVILflE,  ONTARIG 

c.,..., 


Vancouver 
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CANADIAN   DES  MOINES 
STEEL  CO.,  Limited 

El«vated  Tanks  Barges  Bridges 

Stahdpipes  Wireless  Towers 

Structural  Steel  for  all  purposes. 


Let  us  bid  on  your  requirements. 
Attractive  Prices— Prompt  Deliveries. 


Sales  Offices  and  Plant 
CHATHAM,  ONT.  275  Inshes  Ave 

Associated  with 
PITTSBURGH-DES  MOINES  STEEL  CO. 
Pittsburgh,  Pa.  New  York  City 

945  Curry  BIdg.  42  Church  St. 

DES  MOINES  BRIDGE  AND  IRON  CO. 
Des  Moines,  Iowa,  938  Tuttle  Street 


An  Architect's  Bungalow 

The  summer  residence  at  Gowan,  Ont.,  erected  by  Mr.  Bani- 
gan,  of  Messrs.   Banigan,  Mathers  &  Thompson, 
Architects,  of  Toronto. 

This  Bungalow  is  constructed  throughout  with 

STuccoboARD 

from  designs  drawn  by  Mr.  Banigan — the  exterior  walls 
being  stuccoed  and  the  interior  walls  plastered. 
Mr.  Banigan  has  expressed  himself  as  being  well  pleased 
with  the  results  obtained  by  using  "Bishopric  Stucco 
Board." 

.■\s  for  cost,  "Bishopric  Stucco  Board"  takes  the  place 
of  boarding,  sheathing  paper,  furring  strips  and  laths — • 
saving  the  cost  of  these  extra  materials  and  fully  75 
per  cent,  of  the  time. 

Write  for  more  facts  and  samples — free  on  request. 

Bishopric  Wall  Board  Co.,  Ltd.,  o'lTiwA''o'„';. 


WOODEN  PIPE 


^      Wire  wound  wood  stave  pipe,  2  in.  to  24  in.  diameter.  Con- 
tinuou!   wood   stave  pipe,   any   diameter  required. 

CANADIAN  PIPE  CO.,  LIMITED 

Ettabliihed  1B04  New  Factory  Erected  1910 

Equipped  with  the  most  up-to-date  machinery.  Every 
machine  driven  by  a  separate  electric  motor.  Satisfaction 
Qua  ranteed. 

Office  and  Factory— 550  Pacific  St.,  VANCOUVER,B.C. 


Genuine 
Dry  Red  Lead 

is 

The  Safe-guard  Against  Rust  and 
Corrosion  You  Are  Looking  for 

A  paint  to  protect  metal  surfaces  must 
be  made  specially.  Carter's  Genuine 
Dry  Red  Lead  when  mixed  with  pure 
linseed  oil  gives  you  this  paint. 

It  spreads  easily  and  well  with  a  uni- 
form film.  It  is  a  highly  oxidized  pure 
red  lead,  made  from  the  best  brand  of 
Canadian  Pig  Lead 

Be  sure  of  satisfactory  results  by 
specifying  the  Red  Lead  you  can  have 
confidence  in. 

We  also  manufacture  Orange  Lead, 
Litharge  and  Dry  White  Lead. 
ASK  us  FOR  PRICES 

The  Carter  White  Lead  Co. 

of  Canada,  Limited 
91  Delorimier  Ave.'  MONTREAL 


31  11  IE 


3CZ3I  iL-nc 


STORMTIGHT 

Plastic  and  Liquid 

CEMENTS 

Makes  a  permanent  one-piece  leakless 
Roof  at  the  lowest  possible  cost.  Al- 
ways ready  for  use  by  anyone,  regard- 
less of  weather  conditions. 
The  simplest  and  cheapest  method  for 
sealing  leaks  and  making  repairs  on 
any  surface.  Apply  now  and  forget 
your  roofs  until  1928. 
Also  for  Waterproofing  Walls  and 
Floors. 

\Vatcri)roof,  Wearproof,  Weather- 
proof, Airproof,  Fireproof,  Acid  Proof. 

MILL  SUPPLY  DEPT. 

Beveridge  Paper  Co. 


Limited 

Montreal,  P.  Q. 


St.  John,  N.  B. 


Quebec,  P.  Q. 
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London  Champion  Builders' 


Fig.  225.  Champion  Builders'  lloisls  arc  built  to  be 
equipped  with  Gasoline  power,  Electric  motor,  or  with 
pulley  to  attach  any  kind  of  power. 

Fig-.  233  illustrates  Hoist  used  for  any  kiml  of  lioistiii;,' 
or  pulling.    Capacity  liOO  pounds. 


B'ig.    225.     Champion    Reversible    Builders'    Hoist,  with 
sheave  to  run  cage  elevator. 


FiK.  222.    Champion  Single  Drum  Builders'  Hoist. 


Fig.  22')  illustrates  Reversible  builders'  Hoist  which  is 
used  to  run  a  two-cage  elevator  or  any  kind  of  work 
where  two  lines  are  used  running  in  opposite  directions; 
also  the  sheave  is  used  for  any  kind  of  hoisting  or  pull- 
ing. Drum  and  sheave  work  independent  of  each  other 
if  necessary.    Capacity  4,000  pounds. 

C  hampion  Builders'  Hoists  are  built  from  the  most  ap- 
proved and  modern  designs,  and  are  adapted  to  any 
kind  of  work  where  a  high-grade  Hoist  can  be  used. 


London  Concrete  Machinery  Co.,  Ltd.,  Dept.  7,  London,  Ont. 


World's  Largest  Manufacturers  of  Concrete  Machinery 
AGENCIES 


R.  R.  Power,  Halifax,  N.S. 

The  Foss  &  Hill  Machinery  Company,  Montreal,  Que. 
The  General  Supply  Company  of  Canada,  Ottawa,  Ont. 


Rene  Talbot,  Quebec,  Que. 

The  General  Supply  Company  of  Canada,  Winnipeg,  Man. 
The  B    C.  Equipment  Company,  Vancouver.  B.C. 


We  Buy  For  Cash 

Used  Machinery,  Metals  of  all  kinds.  Shafting,  and 

Electrical  Equipment 

We  gather  together  the  various  materials  and  products  that  have  served  their 
purpose  in  the  economic  machine  and  start  them  over  again  in  new  forms  through 
this  machine. 

Forward  us  a  list  of  what  you  have  and  obtain  our  prices 

Because  we  Buy  for  Cash  we  can  Sell  at  Attractive  Prices 

Motors,  Generators,  Transformers,  Electrical  Equipment,  Water  Wheels,  Shafting, 
Pulleys,  Hangers,  Rails,  Locomotives,  Boilers,  Gars,  Eingines. 

WE  INVITE  YOU  TO  TEST  OUR  SERVICE  AND  PRICES 

DOMINION  IRON  &  WRECKING  CO.,  LTD. 

General  Offices:  Transportation  Building,  MONTREAL 
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For  the  "Night  Shift" 

™E  CARBIC  UGHT 

Building  has  commenced  again,  and  the  same  question  hias  arisen — 
What  Hghting  system  shall  I  use?  There  is  only  one  PERFECT 
SYSTEM  of  lighting  for  the  SHIPYARD,  INDUSTRIAL  PLANT, 
OR  OFFICE  BUILDING  which  you  are  about  to  build. 

By  using  the  CARBIC  SYSTEM  of  flare  lights  you  do  away  with 
all  wiring,  the  CARBIC  being  portable.  You  save  time  through  no 
short  circuits  being  possible,  and  no  fuses  to  be  blown  out.  Then, 
again,  the  lights  being  portable,  you  can  direct  your  light  to  any  par- 
ticular spot  within  a  minute. 


Absolutely  no  delay  other  than  re-charging  once  a  day. 


The  value  of  the  flare  light  for  any  of  the  buijding  trades  has  been 
proven  many  times  over.  Take  the  light  on  your  work  for  a  week 
and  TRY  IT— FREE.  The  fact  that  the  Carbic  light  was  used  on 
all  the  big  military  camps  (Borden,  Mohawk,  Valcartier,  Leaside, 
Armour  Heights,  Beamsville),  and  is  now  being  used  in  the  recon- 
struction of  Halifax,  is  quite  sufficient  to  mark  it  as  a  reliable  light. 

DO  IT  BY  NIGHT-  IT'S  CHEAPER 

It's  as  satisfactory  as  if  it  was  done  by  day. 

Let  the  CARBIC  LIGHT  prove  its  worth  at  our  expense.  As  many 
lights  as  required  for  a  thorough  test  are  ready  to  be  shipped  to  your 
work— ABSOLUTELY  FREE  of  all  costs.  This  means  we  pay 
express  or  freight  charges  and  ship  CARBIC  CAKES  sufficient  for 
the  trial. 

Catalogues  to  those  interested. 

W.L.  FOSTER 


'    333  Adelaide  St.  W. 


TORONTO 


KELLY,  POWELL,  LIMITED,  WINNIPEG,  MAN. 
MUSSENS,  LIMITED,  MONTREAL,  QUE. 
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Beautiful 
Roofs— 

Easily  and 
Quickly  Laid 


The  scarcity  and  cost  of  skilled  labor 
will  grow  greater  until  the  close  of  the 
war.  Therefore,  materials  that  are 
easily,  quickly  and  economically  handled 
will  be  in  demand. 


Branlford 

Asphalt  Slates 

save  hours  of  expensive  time  in  laying 
a  roof.  They  are  pliable,  easily  handled 
and  do  not  split  when  nailing.    Every  one 
is   perfect — there  are  no  worm-holes  or 
knots  to  watch  out  for. 

Brantford  Asphalt  Slates  also  make  a  very 
artistic  roof  for  a  home,  church  or  garage— and 
are  reasonable  enough  in  price  to  be  used  on 
barns,  silos,  etc. 

//  you  are  not  familiar  with  this  economical, 
durable,  fire-resistant  and  weather-proof  roof- 
ing material  write  for  our  descriptive  booklet 


Branlford  Roofin3C< 


.Limited 


Head  Office  and  Factory,  Brantford,  Canada 

Branches  at  Toronto,  Montreal,  Halifax 

Also  makers  of  Brantford  Asphalt  Roofing.  Brantford  Rubber  RoofinR. 
Also  '"^g^^^^j^^j  Mohawk  Roofing  and  Mohawk  Rubber  RoohnR 
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ALPHABETICAL  LIST  OF  ADVERTISERS 


Alabastine  Co.  of  Paris    IJ? 

American  Lead  Pencil  t'onipany   .  . 

American  Well  W  orks  

Anglin    Limited  .   

Armstrong  Cork  Company   

Asbestos  Manufacturing-  Company.  K 
.\splialt  and  Supply  Company  . .  .  r>S 
Ault  &  Wiborg  Coni-anv  .■  •''»" 


Dominion   Engineering  and  Inspec- 
tion Company   50 

Dominion  Iron  and  Steel  Company  .s:; 

Dominion   Iron   and   Wrecking    Co.  i:i 

Dominion  Sewer  Pipe  Company  ...  18 

Dominion  Wire  Rope  Company  . .  .  (U) 
Dunlop  Tire  &  F^ubber  Goods  Co... 


Baines  &  Peckover  

Barber,  Frank    •">'• 

Barrett  Company   

Bate,  McMahon  &  Co   ' 

Bawden  Pump  Company  

Beatty  &  Son,  Ltd.,  M   :^ 

Beveridge   Paper  Company    I'i 

Bickle  Company,  R.  S  

Bishopric  Wallboard  Coniipan  -  12 

Blair  Company,  B  - 

Black  Building  Supply  Company... 
Boving   Hydraulic   and  Enpineering 

Company  

Brantford  Roofing  Company    ]•'> 

Britnell  Company.  Limited    -KS 

Burlington  Steel  Company    IT 

Canada  Crushed  Stone  Corporation 
Canada  Iron  Foundries,  Limited  .  .  .  .i^' 
Canada  Foundries  and  Forgings,  Ltd. 
Canada  Wire  and  Iron  Goods  Co.. 

Canadian  Allis-Chalmers   1 

Canadian  Blower  and  Forge  Co'.  ...  18 
Canadian  Chicago  Bridge  and  Iron 

Company   •'i' 

Canadian  Consolidated  Rubber  Co.  :i 
Canadian  DesMoines  Steel  Company  12 

Canadian  General  Electric  Co   4 

Canadian  Ingersoll-Rand  Company 
Canadian     Inspection    and  Testing 

Laboratories    •'iil 

Canadian   Mathews   Gravity  Carrier 

Company  

Canadian  Office  School  i'uniiture  Co. 

Canadian  Pipe  Company,  Ltd   r~' 

Canadian  Steel  F'oundries,  Ltd.  ... 

Canadian  Surety  Company   Iti 

Carey  Company,  Philip   ID 

Carter  White  Lead  Company   12 

Cast  Stone  Block  and  Machine  C  o. 

Chipman  &  Power,  Limited    !>(> 

Conduits  Company,  Limited    .')~ 

Cook,  A.  D  

Crushed  Stone,  Limited    48 


Dake  Engine  Com'i)any   

Dennis  Wire  and  Iron  Company 
Do^minion  Cf)ncretc  Company  .. 


4i) 
.">H 


En.gineers  and  Contractors,  Ltd. 


Foster,  W.  L. 
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Gartsliore,  John  J  

Gartshore-Thompson  Pipe  and  Foun- 
dry Company   4y 

Gent  Company   •'>() 

Gillis  &  Geoghegan  


Hamilton  &  Toronto  Sewer  Pipe  Co. 

Hopkins  &  Company,  V.  H   00 

Hunt  &  Company,  Robert  W   •")(; 


Ideal  Concrete  Machinery  Company  4'.i 

Imperial  Oil  Limited   •"> 

Inglis  Company,  John   4o 


James,  Loudon  &  Hertzberg   56 


Kerr  Engine  Company,  Ltd   .'iO 

King  Construction  Company   ;)6 


Lea,  R.  S.  &  W.  S  

London  Concrete  Machinery  Co. 
Lymburner,  Limited  


r)() 


MacKinnon  Holmes  &  Co  

MacLean  Daily  Reports  

Maritime   Bridge   Works  Company. 
Manitoba  Bridge  and  Iron  Works  Cn. 

Marsh  Engineering  Works  

McAllister  &  Taylor  

McAvity  &  Sons,  T  

McDougall  Caledonian    Iron  Works 

Company  

McGovern,  T.  J  

McGregor  &  Mrlnlyre  ...  .?  


49 
.*>T 

20 

s 
.'■)() 


Miller  &  Co.,  George  M  

Milton  Hersey  Company  

Morrison  &  Co.,  T.  A  

Mueller  Manufacturing  Company 
Mussens  Limited  


56 
51 


National  F'ireproofing  Company 

National  Iron  Corporation  

Noble,  Clarence  W  

Northern  Crane  W^orks.  Ltd.  ... 
Nova  Scotia  Steel  and  Coal  Co. 


()ffice  Specialty  Company  

Ontario  Sewer  Pipe  Comipany   4S 

Ontario  Wind  Engine  and  Pump  Co.  48 

Ormsby  Company,  A.  B   2U 

Orpen  Conduit  Company   5S 


Pacific  Coast  Pipe  Company   51 

Pedlar  People    51 

Power  &  Son   56 


Reid  &  Brown  Structural  Steel  and 
Iron  Works   56 


Sheldons  Limited  

Standard  Clay  Products,  Ltd   54' 

Standard  Underground  Cable  Com- 
pany of  Canada,  Ltd   57' 

Steel  Company  of  Canada,  Ltd.  ...  9^ 
Spielmann  Agencies  


Tiftin  Wagon  Company  

Toronto  Plate  Glass  Importing  Co. 
Trades  and  Labor  Branch,  Depart- 
ment of  Public  Works   49' 

Trussed  Concrete  Steel  Company..  11 
Turnbull  Elevator  Company   59 


X'ancouver  Wood  Pipe  and  Tank  Co. 


Waterous   Engine  Works  Company 

Wells  &  Gray,  Limited  

Wettlaufer  Bros    

Williams  Machinery  Co.,  Ltd.,  A.  R.  48 
Wynne-Roberts.  R.  0   56 


Our  advertisers  represent  the  most  progressive  manufacturers  and  dealers.  ^  Make 
your  purchases  of  them.   Give  your  business  to  the  man  who  is  enterpris- 
ing enough  to  spend  money  and  time  to  get  in  touch  with  you. 
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ASBESTOSLATE 


"Last  Forever" 
Roofing 


Fire-Proof 
Economical 

The  Roof  That 
Lasts  Forever" 

Asbestosl-ate  Shingles  of¥er  so 
many  advantages  over  all  other 
kinds  of  roofing  materials  that  the 
■  small  additional  first  cost  is  not  an 
expense,  but  a  real  investment. 

Wood  shingles,  stained,  may 
look  well  for  a  time,  and  cost  less 
in  the  first  place,  but  they  spread 
fire — they  warp,  curl,  twist,  and 
split  under  the  weather  —  they 
need  frequent  staining  and  repairs. 

Metal  roofs  are  sadly  lacking  in 
durability — they  are  unattractive, 
need  frequent  painting  and  re- 
pairs. 

Ready  roofings  are  not  serious- 
ly considered  for  really  good 
buildings. 

Asbestoslate  is  the  ideal  roofing.  It  is  absolute!}-  Firci)ri)()l  and  W'catheriiroof — coolest  in 
Summer,  warmest  in  Winter.  It  does  not  warp,  curl,  twist  or  si)lit.  it  never  needs  i)aint  or  re- 
pairs. It  is  made  of  Portland  Cement  and  Asbestos  l"'ibre.  .Always  looks  well  and  will  l.ist 
forever. 


Send  to-day  for  free  illustrated  Booklet,  and 
advise  kind  of  building  you  are  interested  in. 

Asbestos  Manufacturing  Company 

809  Drummond  Building 
MONTREAL,  Que. 
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Canadian  Rivet  Forges  are  built  to 
last. 

Easy  running  blower,  powerful, 
uniform  blast,  rigid  steel  plate  con- 
struction. 

Write  for  Catalog  100-12. 

Canadian  Blower  &  Forge  Co. 

Kitchener,  Ont. 


iiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiuiiiiiiiiiiiiiiii»^ 


SWANSEA 

Salt  Glazed  and  Vitrified 

SEWER  PIPES 


True  to  Size 
Impervious  to  Water 

Sizes  manufactured  and  al- 
ways in  stock  4  in.  to  24  in. 


Ask  for  Price  List 
and  Discounts 


also 

Chimney  Tops 
Flue  Linings 
Wall  Copingr 
Culvert  Pipe 
Inverts 

Telephone  (Toronto  Connection) 
Parkdale  5000 


The  Dominion  Sewer  Pipe  Co. 

(The  IndepeDdent  Co.)  Limited 

SWANSEA  (near  Toronto) 


A  Money  Saving  Development 

Hydrated 
LIME 


The  product  of  our  new  patented  process  has  been  proved  by  many  tests  to  have  10  to  20  per  cent, 
greater  covering  capacity  and  better  w^orking  quality  than  that  made  by  older  processes.  This  hme 
is  finer  ground,  takes  up  more  water  and  makes  a  larger  volume  of  putty,— therefore  has  to  be 
handled  a  httle  differently.  Let  us  tell  you  how  to  get  better  results  with  your  lime  for  every  kind  of 
use  in  the  building  trades. 

The  Alabastine  Co.,  Paris,  Limited 


ans 


Ontario 


I  line  I!),  1'.)18 
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EASY  TO 

INSTALL! 


I'M 


fety  info  GmcrdeP 
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EXPANSION 
JOINT 

Elastite  comes  to  the  job  in  strips  of  the  exact  length  and  thickness  desired. 

Joints  are  laid  instead  of  spacing  strips  as  the  work  progresses. 

No  tar  kettle  gang  has  to  come  along  later,  and  pull  out  strips  and  pour 
joints.    Six-sevenths  of  the  the  usual  time  and  labor  is  saved  by  using  ready 

prepared  Elastite  Joints  and  you  get  a  better  joint. 

Elastite  does  not  melt  and  run  away  in  hot  weather  nor 
crack  in  cold  weather.  It  maintains  an  elastic  air  tight 
seal  under  all  conditions,  year  after  year. 

Used  on  Lincoln  Highway,  Dixie  Highway  and  many 
world  famous  streets.  For  descriptive  literature  and 
sample,  write 

The  Philip  Carey  Company  -  Toronto,  Ont. 

The  Wm.  Rutherford  &  Sons  Co.,  Limited.  Montreal.  Que. 
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Ox         ^S^m^M^I  For  Railway  and  Highway  Bridges,  Theatres, 

^tYliCtUYCtl    SieCl    Office  Buildings.  Warehouses,  etc. 

Plate    Work  For  Tanks,  Smoke  Stacks,  Hoppers,  etc. 

71/1 4 l^^^tnl^trttn^i-  Bar  Screens,  Marcus  Screens,  Rotary  Dumps, 
mine  E^qUipmeni  ^^.^^  g^^j^^^^  Hoppers.  Head  Sheaves,  etc. 

Gvetf  IVOtt  CaStittQS  Pulleys,  Gears,  Bearings,  Sprock- 

Gulvanizing  By  Meaker  Electric  Process. 

I^dtltlfdCtUYeVS       Railway  Frogs,  Switches,  Bolts,  Rivets,  Spikes, 

etc. 


Manitoba  Bridge  &  Iron  Works,  Ltd. 


Winnipeg 


Manitoba 


Canada's  Big  Industries  Adopt 
OraiSlTV  Lighting  and  Ventilation 

ft  says  much  for  the  quality  of  Ormsby-Lupton  Steel  Sash  that  it  is 
;i(loi)tcd  so  g-enerally  by  the  builders  of  modern  business  structures.  A  par- 
tial list  of  contracts  closed  within  the  last  90  days: 

The  Davie  Shipbuilding^-  &  Repairing-  Co.,  at  Lauzon,  Que.,  40,000  square 
feet;  P.  H.  Secord  iK:  Son,  Contractors,  used  30,000  square  feet  in  the  Motor 
Trucks,  Ltd.,  Bldg.,  at  Hrantford ;  30,000  square  feet  for  John  Bertram  &  Sons 
Co.,  Dundas,  and  20,000  square  feet  in  the  Pratt  &  Whitney  building,  Dun- 
das.  The  Hamilton  P)ridge  Co.  used  10,000  square  feet;  Newman  Bros.,  con- 
tractors, used  7,000  square  feet  in  the  McKinnon  &  Columbus  Chain  Co. 
building,  St.  Catharines;  and  7,000  square  feet  for  the  St.  Catharines  Silk 
Mills.  Harkness  &  Oxley,  contractors,  used  5,000  square  feet  in  the  Interna- 
tional Business  Machines  Ptd.,  Toronto.  Ottawa  &  Hull  Electric  &  Power 
Co.  used  7,000  feet.  IJritish  Columbia  Electric  Railway  at  Vancouver  used 
.5,000  feet.    The  (jovernmcnt  Railways,  Halifax,  used  3,000  feet. 

You  can't  get  l)etter  evidence  of  quality. 

Write   for  full  information, 
'  blue  prints  and  specifications. 


AGENTS; 
Maritime  Provinces: 

F.  A.  Gillis  &  Co..  Halifax.  N.S. 
Ontario:  D.  A.  Cummings,  Brockvillc. 
British  Columbia: 

A.  T.  Chambers,  Vancouver. 


THE  A.  B.  ORMSBY  CO.,  LIMITED 
Toronto,  Ont. 

Associated   with   The   Metal    Shingle   &   Siding    Company,  Limited. 


Factories  at 
Preston, 
Toronto, 
Montreal, 
Winnipeg, 
Saskatoon, 
Calgary. 


June  19,  1018 


THE   CONTRACT  RECORD 


481 


gntract  Record 

»^  Engineering  Review 

Published  Each  Wednesday  by 

HUGH  G.  MACLEAN,  LIMITED 

HUGH  C.  MacLEAN,  Winnipeg,  President. 
THOMAS  S.  YOUNG,  General  Manager. 
HEAD  OFFICE  -   347  Adelaide  Street  West,  TORONTO 
Telephone  A.  2700 


MONTREAL  -  Telephone  Main  2299  -  119  Board  of  Trade 
WINNIPEG  -  Tel.  Garry  856  -  Electric  Railway  Chambers 
VANCOUVER  -  Tel.  Seymour  2013  -  Winch  Building 
NEW  YORK  -  Tel.  3108  Beekman  -  1123  Tribune  Building 
CHICAGO  -  Tel.  Harrison  5351  -  1413  Gt.  Northern  Bldg. 
LONDON,  ENG.    -      -    -    -    -     16  Regent  Street  S.W. 

SUBSCRIPTION  RATES 
Canada  and  Great  Britain,  $2.00.    U.  S.  and  Foreign,  $3'.00. 
Single  copies  10  cents. 

Authorized  by  the  Postmaster  General  for  Canada,  for  transmission 
as  second  class  matter.  * 

Entered  as  second  class  matter  July  18th,  1914,  at  the  Postotfice  at 
Buflfalo,  N.  Y.,  under  the  Act  of  Congress  of  March  3,  1879. 


Vol.  32  June  19,  1918  No.  25 


Principal  Gontents  Page 

Editorial   48 1 

War-Time  Lessons  on  Road  Work   48;; 

Canada's  Latest  Power  Development  Scheme   484 

Construction  of  New  Flour  Mill  at  London,  Out   487 

Organization  for  Sewer  Construction  Work   4SS 

Estimating  Methods  for  tlie  Cont^ractor   493 

Improved  Type  of  Concrete  Swimming  Tank   49.'. 

Mainly  Constructional                                    ...    I'-'^ 


The  Shortage  of  Engineers 

THE  United  States  is  now  beginning  to  ap])reciat(' 
one  of  the  difficulties  that  we  have  been  meet- 
in  Canada  for  some  time,  namely  the  shortage 
of  engineers.  In  a  recent  letter  from  President 
Wilson  to  the  Dean  of  the  College  of  Engineering  of 
the  University  of  Michigan,  the  importance  of  main- 
taining the  number  of  engineering  students  was  urged. 
President  Wilson  exi)ressed  the  greatest  concern  at 
the  falling  off  in  the  number  of  .students  in  the  engin- 
ing  department,  stating,  "there  is  not  only  immediate 
necessity  that  as  many  students  as  possible  should  pre- 
pare themselves  for  engineering  duties  in  the  army 
and  navy,  but  it  is  also  of  iirst  conseciuence  to  the 
country  that  there  should  be  an  adequate  supply  of  en- 
gineers for  the  period  of  reconstruction  which  must 
follow  the  war." 

It  was  stated  that  the  attendance  in  engineering 
classes  since  the  United  States  entered  the  war  has 
fallen  from  25  to  35  per  cent.,  and  that  the  graduating 
classes  this  year  were  not  more  than  half  their  usual 
size.  This  approximately  represents  the  condition  of 
Canadian  colleges  after  a"  year  of  war,  and  the  United 
States  will  do  well  to  prevent  the  crisis  which  has  aris- 
en in  our  own  universities.  The  fact  is  that  in  the  en- 
gineering departments  of  both  Toronto  and  McGill— 
and  doubtless  it  is  so  in  the    other    universities— the 


graduating  class  readies  the  vanishing  point  before  the 
course  is  cfjmpleted.  In  certain  of  the  courses  where 
the  demand  for  men  is  greatest,  there  are  no  student*; 
beyond  the  second  year.  Canadians  arc  endeavoring 
to  rectify  this  serious  condition,  ljut  the  process  is  ■  • 
and  it  vvnuld  have  been  ever  so  much  better  if  ])r<  i  i 
tion^  had  been  taken  at  an  earlier  stage  in  the  war. 

The  Gontracting  Business— Its  Present 
Difficulties  and  Future  Problems 

T!  I  I  ",  l\  I  ",  i-.  considerable  critici-m  of  the  delas  ^ 
and  (lisajipointments  in  building  work  to-day 
.for  which  there  is  jjrobably  much  more  reason 
than  the  average  citizen  imagines.  The  build- 
ing contractor  is  having  great  difficulty  in  keeping  his 
organization  up  to  the  desired  strengtli ;  it  is  a  practi- 
cal impossiblity  to  gauge  costs  accurately  owing  to 
over-night  price  changes ;  materials  are  diflficult,  and 
often  im])ossible  to  get;  employees  are  less  efficient 
and  more  careless;  and  so  on.  There  is  no  doubt  that 
the  ])resent  system  of  contract  work  aiul  the  nature  of 
agreements  could  be  much  im])roved,  yet  it  must  be 
remembered  that  the  contractor  of  the  ])rescnt  date,  in 
carrying  out  any  work,  more  especially  that  requiring 
skill,  is  at  his  "wits  end"  to  get  the  work  done  in  any 
kind  of  shape,  conforming  as  nearly  as  possible  to  the 
demands  of  the  contract.  Keeping  these  difficulties  in 
\  iew,  we  are  of  opinion  that  any  contractor  who  carries 
out  work  under  present  conditions  in  a  satisfactory 
manner  should  be  given  every  consideration  and  due 
credit . 

The  war  has  called  many  engineers  and  contractors 
to  the  front,  where  their  knowledge  and  special  train- 
ing render  thetn  of  invaluable  service  to  their  country, 
and  there  are  many  who  could  not  go  and  have  enter- 
ed dift'erent  i)hases  of  munition  work  for  the  war  per- 
iod, but  who,  when  the  war  is  over,  will  return  to  their 
previous  line  of  work.  They  will  all  be  needed  after 
the  war.  Also  there  will  be  many  new  ciMitracting 
firms  springing  up  which  will  require  a  careful  rating 
of  their  ability  to  carry  out  public  work.  While  every 
encouragement  should  be  given  to  the  young  contrac- 
tor the  public  must  be  protected  or  the  reputation  t)f  not 
only  the  inexperienced  contractor,  but  also  that  of  all 
contractors  will  sutYer.  With  the  future  in  prospect, 
the  ])resent  moment  would  seem  to  be  an  oi)portunc 
one  for  contractors  to  organize  and  co-operate  to  make 
ready  for  the  coming  influx  of  new  men  into  the  busi- 
ness, as  well  as  to  help  those  who  for  the  past  four 
years  have  been  engaged  in  other  work  and  need  coach- 
ing in  order  to  brush  up  on  present  modern  methods  of 
construction . 

Jt  is  only  by  organizing  and  co-operation  that  the 
status  of  contractors  in  general  will  be  raised  to  its 
deserving  level ;  for  an  efficient  contractor  must  be  a 
man  of  no  mean  ability  and  proper  rating  should  he 
given  those  who  have  risen  to  a  prominent  place  in 
the  profession .  Work  has  been  held  over  for  four  years 
in  all  parts  of  the  country.  When  the  war  is  over,  not 
onl\  will  there  be  at  least  the  usual  amount  of  new 
work,  but  also  the  work  accumulated  for  four  years 
will  have  to  be  rushed  in  order  to  bring  back  the  coun- 
trv  to  normal  condition.  In  other  words,  our  main- 
tenance has  got  ahead  of  us  and.  like  the  house  which 
has  been  left  to  take  care  of  itself,  the  final  cost  of  re- 
pairing will  be  much  in  excess  of  the  sum  of  the 
amounts  of  each  annual  outlay  under  normal  condi- 
tions. 

The  necessity  of  educating  new  men  into  the  con-' 
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tractiiig  business  will  be  further  increased  by  the  fall- 
ing oi¥  in  the  number  of  technical  graduates  from  all 
our  engineering  institutions.  Before  the  war  the  gen- 
eral opinion  was  that  the  engineering  profession  was 
overcrowded  ;  possibly  it  was,  but  the  limited  number 
of  technically  trainee!  men  now  available  and  who  will 
be  required  as  perhaps  never  before,  is  a  problem  of 
the  utmost  significance  in  the  future  period  of  recon- 
struction.- 


Is  This  Departure  Well-Advised  ? 

THE  Canadian  Society  of  Civil  Engineers  has 
marked  the  change  in  name  to  the  Engineering 
Institute  of  Canada  by  the  initiation  of  the  pub- 
lication of  an  organ  of  the  Institute  under  the 
name,  "The  journal  of  the  Engineering  Institute  of 
Canada."  The  first  issue  of  this  journal  is  interesting, 
but  contrary  to  expectations,  it  bears  all  the  earmarks 
of  a  commercial  enterprise.  One  hears,  among  engin- 
eers and  technical  men  generally,  the  doubt  expressed 
that  the  Institute  has  not  been  wise  in  taking  this 
course,  which  naturally  brings  them  into  direct  com- 
mercial competition  with  those  other  Canadian  engin- 
eering magazines,  upon  which,  in  the  past,  they  have 
been  dependent  for  publicity  and  support,  and  from 
whom,  presumably,  a  continuation  of  this  support 
would,  in  the  best  interests  of  the  Institute,  still  be 
desirable. 


Save  Time  by  Filing  Technical  Articles 

AETHOUGH  we  all  agree  that  practical  experi- 
ence in  any  work  is  an  essential  to  becoming 
thoroughly  proficient,  yet  in  many  phases  of 
engineering  work  the  only  way  for  the  contrac- 
tractor  to  keep  up  with  the  times  is  to  follow  up  what 
has  been  done  elsewhere.  However,  in  these  days  of 
the  ever-increasing  battle  against  time,  the  busy  con- 
tractor, more  especially  when  out  on  the  job,  has  not 
as  much  time  to  read  up  items  in  connection  with  the 
work  in  hand  as  he  would  like  to  have.  In  order  \o 
keep  up  with  modern  developments  about  the  only 
information  available  is  that  obtained  from  accurate  de- 
scriptions of  similar  work  as  found  in  his  current  maga- 
zine ;  if  these  descriptions  of  similar  work,  as  found  in 
his  current  magazine  do  not  contain  anything  of  practi- 
cal value  they  are  of  little  use  to  anyone. 

In  spite  of  the  fact  that  there  is  an  almost  unlimited 
sui)ply  of  engineering  books  on  the  market  dealing 
with,  as  one  would  think,  every  phase  of  engineering- 
work,  yet  it  is  surprising  how  many  subjects  crop  up  m 
the  course  of  the  work  on  which  very  little  information 
of  workable  value  can  be  found.  Many  contractors  cri- 
ticize engineering  books  as  containing  too  much  theory 
which  is  no  doubt  a  necessary  constituent  when  used 
by  students  as  a  ground-work  for  the  study  of  any  en- 
gineering subject  but  on  the  other  hand  a  busy  contrac- 
tor has  seldom  time  to  pore  over  a  lengthy  volume  and 
])ick  out  here  and  there  the  meat  of  the  article  in  which 
he  is  interested.  If  he  does  not  find  what  he  is  look- 
ing for  almost  immediately  he  goes  back  to  the  job  and 
does  the  work  his  own  way,  with  a  dee])-seated  impres- 
sioii  that  if  he  had  the  information  gained  from  some 
similar  imdertaking  elsewhere,  he  might  find  that  he 
was  not  doing  the  work  in  the  most  systematic  man- 
ner. 

Considerable  time  may  be  saved  as  well  as  much 
valuable  infcjrmation  placed  in  an  accessible  location 


by  carefully  filing  for  future  reference  those  engineer- 
ing publications  which  contain  matter  of  importance  I 
to  the  line  of  work  in  which  the  contractor  is  mostly  ■! 
concerned.  By  glancing  over  the  publications  weekly  ' 
it  absorbs  but  a  few  minutes  to  "spot"  the  interesting 
subject  and  place  it  aside  in  your  files;  thus  a  mass  of 
material  is  accumulated  at  small  expense,  which  may 
be  bound  together  at  the  end  of  a  year's  time,  and  this 
material,  together  with  the  best  text  books  and  his  own 
records  of  work  performed,  forms  the  foundation  on 
which  a  contractor  can  build  up  a  successful  business. 
It  has  been  said  that  an  engineer  who  has  left  his  books 
at  home  is  in  about  the  same  position  as  a  surgeon  who 
goes  to  perform  an  operation  without  his  instruments. 
This  is  no  doubt  partly  true  and  in  some  measure  ap- 
plies to  the  contractor.  Experience  supplemented  by 
the  experience  of  others  is,  however,  a  splendid  work- 
ing asset.  J 


Suspend  Dust  in  the  Atmosphere 

IT  has  always  been  a  jiopular  notion  that  the  im- 
purity and  objectionableness  of  an  atmosphere 
was  measured  directly  by  the  amount  of  carbon 
dioxide  present.  This  idea  is  giving  way,  how- 
ever, as  the  matter  is  being-  scientifically  studied,  and 
it  is  now  claimed  that  the  presence  of  dust  takes  de- 
cided precedence  as  an  injurious  factor.  Indeed  it  is 
authoritatively  stated  that  even  where  carbon  dioxide 
is  present  in  considerable  quantity,  its  ill  efifects  may 
be  counteracted  by  keeping  the  atmosphere  well 
mixed  and  constantly  in  motion — even  without  the  in- 
troduction of  fresh  air.  The  evil  efifects  of  dust  par- 
ticles, however,  end  only  with  their  removal. 

The  sources  of  the  sus])ended  matter  in  a  rural 
district  is  mainly  from  the  surface  of  the  soil  in  the 
fields  and  from  the  roads  The  quantity  suspended 
in  the  first  instance  is  due  to  the  nature  of  the  soil 
and  the  climate,  while  jn  the  second  instance  it  is 
due  largely  to  the  grinding  efifect  of  vehicle  wheels 
on  the  road  surface,  causing  the  pulverized  material 
to  be  blown  about  by  the  wind. 

In  our  cities,  the  source  is  somewhat  different,  es- 
l)ecially  where  the  streets  are  not  oiled.  The  dust 
arises  from  the  street  sweepings  containing  all  manner 
of  foul  material,  but  not  only  are  the  street  sweep- 
ings the  source  of  fine  particles,  but  in  the  partial 
combustion  of  fuel  in  various  industries,  much  fine 
material  is  carried  up  the  tall  chimneys  and  thrown 
into  the  air. 

The  determination  of  the  amount  of  dust  present 
thus  becomes  an  interesting  investigation.  At  a 
meeting  of  the  Royal  Meterological  Society,  the  pre- 
sident. Dr.  J.  S.  (livens.  Assoc.  M.  Inst.  C.  E.,  gave 
some  interesting  figures  of  dust  deposits  in  a  number 
of  cities.  'J'he  de])osits  from  the  air  for  one  year  were 
measured,  taking  the  interval  from  April  to  March, 
as  follows : — 

Manchester,  1915-16   tons  per  .sq.  mile 

London,  191.S-16    453  tons  per  .sq.  mile 

Sheffield,  1914-15    395  tons  per  .sq.  mile 

Malvern  Wells,  1915-16  ...  56  tons  per  sq.  mile 

Dr.  Givens  claims  that  the  really  injurious  material 
contained  in  the  air  is  dust,  and  stated  that  the  gen- 
eral reduction  of  atm()si)heric  impurity  during  the 
winter  of  1916-17  as  compared  with  the  preceding 
sea.son  was  |)robably  due  to  reduced  consumption  of 
raw  coal. 
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War  Time  Lessons  on  Road  Work 


TllliRl-:  is  no  doul)t  tliat  roads  in  tlic  War  Zone 
have  been  under  more  severe  tests  than  roads 
have  ever  been  subjected  to  before.  This  is  due 
not  only  to  extremely  heavy  traffic  at  the  maxi- 
mum speed  attainable  because  of  coui^estion,  but 
from  shell  fire,  which  no  doubt  produces  unparalleled 
stresses  on  the  road  metal.  If  a  road  will  stand  up  well 
under  these  severe  tests,  there  is  hardly  any  (piestion 
that  under  ordinary  after-war  conditions  the  same  con- 
struction will  render  the  greatest  length  of  service  un- 
der the  heaviest  conditions  of  traffic .  The  following 
article  by  Walton  Maughan,  read  before  the  Institu- 
tion of  Municipal  Knginecrs,  formulates  a  number  of 
valuable  lessons  gained  from  the  war  in  regard  to  road 
building : 

(1)  The  advantages  of  straight  and  wide  road- 
ways with  wide  verges — in  short,  good  road-])lanning 
with  by-pass  roads  at  places  where  there  is  undue  con- 
gestion of  traffic,  narrow  streets,  etc. 

(2)  The  soundness  of  Telford's  theories  and  meth- 
ods as  distinct  from  some  other  eminent  road  makers 
of  the'  past — in  other  words  the  importance  of  placing 
sound  foundations — where  possible  Telford  pitching — 
and  providing  for  efficient  drainage  of  both  road-bed 
and  surface  crust. 

(3)  The  unassailable  su])criority  of  well-made  and 
preferably  bituminous-bound  macadam  roads  for  coun- 
try roads,  and  even  for  the  heaviest  of  traffic,  when  as 
in  this  war  we  have  so  far  improved  our  methods  of 
distributing  live  loads  and  "cushioning"  their  effects. 

(4)  The  outstanding  importance  of  width  in  every 
road,  inasmuch  as  width,  and  width  alone,  can  give:- — 

(a)  Free  distribution  of  traffic  over  the  whole 
surface,  thus  increasing  far  beyond  the  proportion  of 
added  width  the  life  of  the  roadAvay — as  the  outsides 
soon  get  churned  up  under  the  .strain  of  increasingly 
heavy  traffic  over  underdrained  and  insufficiently  me- 
talled sides  or  channels  which  thereafter  cease  to  drain 
the  road . 

(b)  An  immense  saving  of  time  to  all  traffic  where 
a  "three-way"  road  is  provided  even  when  a  two-way 
road  would,  under  perfect  conditions,  allow  an  almost- 
uninterrupted  stream  of  traffic  to  })ass  each  way.  Simi- 
larly a  "fourteen  way"  traffic  width  is,  in  heavy  traffic, 
an  immense  time-saver  as  against  a  narrower  roadway, 
even  with  such  expert  drivers  as  the  war  has  produced 
— drivers  the  like  of  which  there  will  never  be  on  any 
ordinary  roads. 

(c)  Width  alone  can  give  an  adecjuate  thickness  of 
metal  along  the  crown  and  haunches  of  a  road — where 
if  not  strong  enough  the  crust  is  soon  loosened  and 
crushed  through  the  "spreading"  sub-crust  or  weak 
foundation  layer — without  excessive  cross-fall.  Width 
again  is  necessary  for  drainage  and  to  provide  adequate 
abutments,  and,  in  short,  width  is  a  sine  qua  non  for 
that  "generous"  or  "full"  cross-section  which  is  abso- 
lutely essential  for  the  economical  carrying  of  modern 
traffic. 

(d)  Every  additional  foot  of  width  minimizes  both 
the  "transverse"  wear  caused  by  fast  traffic  "pulling 
out"  to  pass  slower  moving  or  when  meeting  all  traf- 
fic, and  also  that  longitudinal  or  central  concentration 
of  all  traffic — but  especially  fast  car  and  heavy  com- 
mercial motor  traffic — which  results  in  "tracking"  and 
the  subsequent  accelerated  rate  of  wear  owing  to  those 
destructive  factors  being  made  worse  by  weather  in- 


lliu  iKiN  and  wit  getting  into  ihr  \vh<ile  roacl-ln:<|  m 
steacl^  of  jjeing  drained  off  it. 

(r>)  The  importance  of  levelled  strips  of  turf  adj- 
ommg  the  actual  rr.adway  and  the  absence  of  ditches 
and  cross-grips  or  side  drains  and  the  great  advantaj?c 
of  piped-ui  side  drains,  especially  on  narrow  roads. 

(C))  Uniformity  of  standard  of  maintenance  and  of 
materials— e.g.,  u<>  strijis  (,f  bad  pave,  first  on  one  side, 
then  on  the  other,  or  down  the  centre  only,  or  jK^ssibly 
across  the  entire  roarlway,  and  this  loo  on  roads  o'f 
much  less  importance  than  others  where  quite  import- 
ant streets  are  made  up  with  "very  ordinary"  macadam. 

(7)  The  necessity  of  kce[)ing  trees  well  away  from 
the  roadway  so  that  the  branches  overhang  the  ff>ot- 
path,  but  not  the  road .  In  the  course  of  some  hundreds 
of  miles  journeys,  on  even  the  tiiost  important  of  the 
routes  nationales  the  overhanging  branches  and  foliage 
were  often  such  that  only  the  centre  of  the  roadway 
was  available  to  motor  lorries  or  'buses,  and  the  top 
scats  of  the  latter  had  often  to  be  entirely  vacated . 
This  inability  to  use  the  proper  side  of  a  roadway  is 
almost  equally  noticeable  in  some  of  our  own  niotor- 
'bus  routes,  and  is  a  grave  source  of  danger.  Of  course 
from  a  military  point  of  view  trees  alongside  roads  arc 
bad,  except  perhaps  for  preventing  the  enemy's  obser- 
vation of  marching  troops. 

(<S)  The  incalculable  delay,  expense  and  danger  of 
bottle-neck  lengths,  narrow  bridges  or  odd  lengths  of 
road,  dangerous  corners  and  cross  roads,  railway  cross- 
ings, etc. 

(9)  The  vital  im])ortance  of  providing  footpaths,  or 
even  mere  tracks,  alongside  rural  roads— especially 
those  .subject  to  fast  motor  traffic— preferably  well 
away  from  the  road. 

(10)  The  necessity  for  a  constant  and  systematized 
study  by  road  engineers  of  road  traffic,  and  especially 
the  effect  of  the  various  cla.sses  of  traffic  under  various 
weather  conditions  upon  the  various  road-surfacings 
and  other  materials  used  in  the  construction  of  road« 
with  the  co-operation  of  geologists  and  of  chemists 
trained  as  practical  specialists  and  concentrating  their 
energies  on  road-making  materials  and  meth<ids  only 
--in  short,  an  authoritative  body  of  experts  whose  ser- 
vices shall  be  freely  available  to  every  road  surveyor 
or  his  council . 

(11)  The  need  for  a  similar  study  of  traffic  move- 
ments, of  accidents  and  of  enforceable  safety  precau- 
tions and  road  customs,  the  adoption  of  single  large 
board  direction  po.sts.  the  abolition  of  speed  limits  a^ 
the  "assessment  basis"  of  the  degree  of  danger,  and  the 
strengthening  of  the  law  with  resjject  to  real  abuse  of 
the  road,  such  as  driving  to  the  danger  of  the  public 
etc.  -  ' 

(12)  Last,  but  not  least,  the  necessity  for  road-en- 
gineers to  combine  to  jirotect  not  only  their  own  inter- 
ests and  those  of  road  authorities  generally,  but  also 
with  rej)resentative  bodies  of  road  users  for  non-iiartv 
purposes  for  the  benefit  of  the  country  who.sc  industrial 
])rosperity  and  success  in  the  coming  trade  war  will  so 
largely  depend  on  the  efficient  management  «<f  .>nr 
roads — one  of  tlie  greatest  of  our  national  assets. 


Comparative  figures  issued  by  the  city  architect's 
(lei)artinent  of  I'onnito  demonstrate  the  great  increase 
ot  building  costs,  even  as  compared  with  one  year  ago. 
In  l')17,  during  the  first  four  months,  there  were  211 
brick  houses  erected  at  a  cost  of  $271. ()50.  wliile  tliis 
year  during  the  .s-ime  period,  there  were  143  brick 
houses  erected  at  a  cost  of  $3SS.2(X). 
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Canada's  Latest  Power  Development  Scheme 

Chippewa  Greek  Diversion  to  Queenston  Heights  Will  Make  Avail- 
able a  Head  of  308  ft.  New  Canal  Will  Also  Draw  Niagara  Water 
from    Above    the    Falls  —  Ultimate    Development    300,000    H.  P. 


TH  \i  most  interesting  item  in  connection  with 
the  convention  of  Hydro  Municipal  Electrical 
E,ngineers,  held  in  Niagara  Falls,  last  Fridaj^ 
and  Saturday,  was  the  inspection  of  the  work 
of  development  in  connection  with  the  new  300,000 
h.p.  plant  of  the  Ontario  Commission.  The  plans  of 
the  commission  have  now  reached  a  stage  when  we  are 
able  to  reproduce  a  lay-out  of  the  whole  scheme  and 
also  a  cross-section  of  the  development  works  at  the 
power-house. 

As  will  be  seen  from  the  drawing,  the  canal  encir- 
cles the  city  of  Niagara  Falls,  Ont.,  haying  its  intake 
at  Hog  Island,  Chippewa,  and  its  outlet  just  above 
Queenston  and  in  close  proximity  to  the  famous  Brock 
monument.  The  total  length  of  the  canal  is  approxi- 
mately twelve  miles.  After  the  most  careful  study  of 
cost  and  efficiency  figures,  it  was  decided  to  make  an 
open  cut  throughout,  though  for  a  section  of  the 
course  where  there  is  a  heavy  rock  cut  the  advisability 
of  tunnelling  was  carefully  considered.  It  was  shown, 
however,  that  the  advantages  were  in  favor  of  the  can- 
al even  on  this  section. 

The  canal  follows  the  course,  for  about  the  first  four 


miles  of  the  work,  of  the  old  Welland  River,  in  which 
the  direction  of  the  stream  has  been  reversed — that  is, 
the  Niagara  River  is  tapped  at  Flog  Island,  the  water 
being  drawn  west  up  the  Welland  River  some  four 
miles  before  it  turns  north  into  the  canal.  The  grade 
of  the  canal  throughout  is  such  that  the  current  will 
vary  from  one  to  four  miles  per  hour,  the  velocity  over 
the  greater  portion  of  the  distance  being  around  the 
latter  figure.  At  this  higher  speed  there  is  practically 
no  danger  of  the  formation  of  ice. 

The  work  of  excavation  is  going  along  as  well  as 
could  possibly  be  expected  under  all  the  adverse  condi- 
tions of  the  present  day.  A  feature  of  the  construction 
is  the  use  of  electric  power  down  to  practically  the 
minutest  detail.  The  engineers  of  the  commission 
studied  this  question  very  carefully  and  were  able  to 
show  a  saving  of  almost  50  per  cent,  over  other  sources 
of  power  supply.  One  of  the  features  of  the  excavation 
work  is  an  8-yard  Bucyrus  shovel,  also  electrically  op- 
erated . 

The  canal  and  all  the  general  works  are  planned 
for  a  development  of  300,000  h.p.,  though  it  is  prob- 
able that  only  100,000  h.p.    equipment    will  actually 


HYDRO-ELECTRIC  POWER  COMMISSION 


NIAGARA  POWER  DEVELOPMENT 


Canal  Intake  at  Hoft  Island,  outlet  just  above  Queenston— A  12-miIe  open  cut. 
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be  required  at  the  start.  A  cross-section  showing  the 
general  plan  of  the  fore-bay,  gate-house,  generating 
and  transforming  house,  is  also  showil  here.  The  total 
head  obtainable  according  to  this  drawing  is  that  ap- 
proximately between  elevation  554.0  and  elevation 
246.0,  a  difference  of  308.0  ft. 

The  standard  width  of  the  canal  will  be  48  ft.  and 
the  penstocks  connecting  the  head  gates  with  the  tur- 
l)ine  room  will  be  approximately  14  ft.  in  diameter. 
The  turbines  will  be  50,000  h.p.  capacity,  so  that  the 
initial  installation  will  call  for  two  units.  The  ultimate 
installation  will  probably  be  seven  such  units — six  for 
continuous  operation  and  the  seventh  as  spare . 

The  work  of  installation  on  the  50,000  h.p.  addition 
to  the  Ontario  Power  Company's  plant  is  also  going 
lorward,  and  it  is  expected  this  amount  of  power  will 
be  in  readiness  for  the  next  winter's  peak.  When  the 
larger  development  is  completed,  it  is  the  understand- 
ing that  the  new  additional  installation  at  the  Q.  f. 
Company's  plant  will  be  dismantled,  this  being  con- 
sidered an  economical  proposition  on  account  of  the 
much  greater  capacity  obtainable  from  the  same  quan- 
tity ()f\vater  owing  to  a  ])ractical  doubling  of  the  head. 

Wall  Construction  by  the 
Cement  Gun  

Ax  interesting  feature  in  connection  with^  the 
Dominion  Shipbuilding  Company'  plant  is  in 
the  method  of  constructing  the  walls.  The 
fraiTiC  of  the  structure  is  of  steel,  while  the  wall 
oi)enings  are  spanned  by  pre-cast  beams  reinforced 
with  vvire  mesh.  Steel  window'  frames  are  used  ex- 
clusively ;  the  wall  openings  are  being  filled  with  the 
cement  gun. 

The  form  work  for  the  openings,  for  use  with  the 
cement  gun,  consists  simply  of  wooden  panels  set 
flush  with  the  inner  surface  of  the  concrete  beams. 
(Jutside  of  these  is  ])laced  a  sheeting  of  wire  mesh, 


outside,  and  building  up  a  reinforced  wall  some  four  | 
inches  in  thickness.    Finishers  then  trim  off  the  ir- 
regularities and  the  final  wall  presents  a  good  appear- 
ance, as  shown  hy  the  cut. 

The  small  number  of  men  required  to  execute  the 
work,  as  well  as  the  speed  attained  speaks  well  for  the 
efBciency  of  this  type  of  construction. 


in  j)lacc  at  top  and  bofloni  by  slots  in  the  rein- 
forced concrete  beams  and  \>v  small  r(jds  placed  hori- 
zontally. 

The  concrete  mixture  then  ajjplied  to  the  mesh 
willi  ihc  cement  gun.  filling  um  the  space  between  it 
and  the  forms,  effectually  co\cring  the  mesh  on  the 


Mistaken  Statement  Re  Linseed  Oil 

Mr.  Norman  Holland,  President  of  the  Holland 
Varnish  Co.,  Ltd.,  has  drawn  our  attention  to  an  er- 
ror in  our  issue  of  April  24,  in  which  we  reported  his 
paper  on  "Modern  Varnish  Making,"  read  before  the 
Canadian  Society  of  Civil  Engineers.  The  statement  is 
to  the  effect  that  there  was  no  such  thing  on  the  mar- 
ket as  pure,  raw,  linseed  oil. 

Mr.  Holland  states  that  what  actually  happened 
was  that  at  the  conclusion  of  his  paper  a  question  was 
asked  by  a  member  present  as  to  whether  the  ordinary 
boiled  linseed  oil  on  the  market  was  pure  or  not.  In 
answering  this  question,  he  said  that  the  bulk  of  the 
ordinary  boiled  linseed  oil  was  what  is  known  as 
"bung-hole  boiled" — that  is  to  say,  it  is  made  simply 
by  adding  a  liquid  drier  to  the  raw  linseed  oil,  and  is 
not  made  in  the  old  way  by  heating  the  oil  to  a  high 
temperature  in  contact  with  powdered  drier.  He  also 
made  the  statement  that  paints  were  not  made  to-day 
with  linseed  oil  only,  as  other  oils  were  used.  The 
wrong  impression  given  in  our  report  was  due  to  a 
misunderstanding  of  Mr.  Holland's  statement.  Mr. 
Holland  advises  us  that  his  own  company  uses  large 
quantities  of  pure  raw  linseed  oil  and  that  he  has  no 
hesitation  in  saying  that  every  one  of  the  linseed  oil 
companies  in  Canada  produces  absolutely  pure  raw 
linseed  oil.  Mr.  Holland  asks  that,  in  fairness  to  his 
company  and  to  the  linseed  oil  companies,  this  explan- 
ation should  be  given  as  much  prominence  as  the  or- 
iginal report  received.  We  trust  that  this  explanation 
will  make  the  whole  matter  quite  clear. 


Steel  Scaffolding  Used  for  High  Brick 
Walls 

A  method  for  building  high  brick  walls  by  using 
standard  lengths  of  scaffolding  is  described  in  "Con- 
tracting" : 

These  trestles  are  made  with  light  vertical  steel 
angles  fitted  with  diagonal  braces  and  with  top  and 
bottom  bent  clamps  adjustable  by  screws  to  engage 
light  wooden  horizontal  pieces.  After  serving  as  caps 
for  the  lower  story  they  also  serve  as  sills  to  receive 
the  loiwer  ends  of  the  next  sections  of  trestles,  and  so 
on,  enabling  the  trestles  to  be  built  up  indefinitely  to 
the  required  height  with  transverse  steel  braces  and 
with  longitudinal  diagonal  strips  clamped  on  by  ad- 
justable devices  engaging  the  verticals.  In  this  case 
a  two  panel  extension  of  the  falsework  was  built  at 
right  angles  to  it  ])roviding  a  tower  for  a  material 
hoist. 

The  trestles  come  in  five  standard  lengths  adjust- 
able to  any  height  from  16  in.  to  8  ft.  They  are  very 
(|uicklv  i)nt  together  by  common  labor  and  are  closely 
])acked  for  storage  or  transportation,  requiring  much 
less  space  than  wooden  trestles. 


The  military  authorities,  having  taken  over  St.  An- 
drew's College,  Toronto,  for  hospital  purposes,  want  a 
better  outlet  to  Yonge  street  than  by  the  circuitous 
route  aloUL!'  Roxboro  road. 
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Construction  of  New  Flour  Mill  at  London 

Hunt  Brothers'  Plant  —  Reinforced  Concrete  Beam  and  Column  Design- 
Alternating  Work  Between  Main  Structure  and  Storage  Tanks  Avoids  Delay 


DURING  the  ye^ir  1917  an  up-to-date  flour  mill 
was  constructed  for  Hunt  Bros.,  at  London, 
Out.  The  structure  consists  of  a  mill  building 
of  reinforced  concrete  beam  and  column  con- 
struction of  six  stories  and  basement.  The  total  height 
from  underside  of  footings  to  top  of  coping  on  walls 
is  104  ft. ;  the  size  of  each  floor  is  106  ft.  long  by  52  ft. 
wide.  In  addition  to  the  main  building,  storage  capa- 
city for  the  wheat  is  provided  by  six  circular,  reinforc- 


ed concrete  tanks,  16  ft.  in  diameter  by  75  ft.  in  height, 
each  having  a  capacity  of  about  11,000  Inishcls.  In  or- 
der to  provide  the  maximum  storage  capacity  the  in- 
terstices between  the  circular  tanks,  which  are  located 
in  a  group  at  the  rear  of  the  building  were  also  utilized, 
giving  the  system  a  total  storage  capacity  of  75,000 
bushels.  On  top  of  the  tanks  a  cupola  was  built  to 
house  in  the  conveyors  and  working  space  for  the  de- 
livery of  wheat  into  the  bins. 

As  the  early  part  of  the  spring  of  1917  was  \yet, 
several  serious  delays  were  incurred  in  the  progress  of 
the  excavation  which  was  carried  down  some  12  ft.  in 
a  stiff  clay,  and  which  when  wet  became  very  slippery 
and  difficult  to  work. 

The  general  construction  of  the  mill  building  is  of 
reinforced  column  and  beam  design,  the  steel  for  same 
being  supplied  by  the  Trussed  Concrete  Steel  Com- 
pany. The  wall  spaces  between  the  columns  are  built 
exclusively  of  brick  ;  the  windows  are  numerous  and 
of  the  wooden  sash  type  ;  the  column  and  beam  surfaces 
are  left  exposed. 

The  basement  has. a  6  in.  concrete  floor  and  con- 
tains the  boiler  room,  fuel  supply  and  car  pit  for  the  de- 
livery of  wheat  into  the  mill.  On  the  first  floor  are  the 
hopper  scales,  two  100  and  one  60  bushel  scales.  On 
the  second  floor  are  the  storage  bins  and  line  shafting, 
while  the  conveying  and  mill  machinery  are  on  the 
other  floors.  Office  accommodation  is  provided  on  the 


first  floor  by  glass  partitions  in  an  easily  accessible 
part  of  the  building. 

The  floors  thrf>ugliout  wVrc  carried  out  in  mill  con 
struction  using  heavy  su|Ji>orting    timbers  carried  on 
the  concrete  beams.    Three-inch  ]jlank  flooring  was 
then  laid  and  topjjed  with  a  maple  finishing  floor. 

The  reinforced  concrete  storage  bins  were  di- 
ed by  the  contractors,  and  in  their  construction 
sliding  form  method  was  used.  By  suitably  arrangnig 
the  work  the  tanks  were  poured  practically  continuous- 
ly. The  concrete  work  was  delayed  by  the  wet  weather 
until  the  middle  of  May  when  the  work  was  carried 
out  as  follows. 

The  work  was  first  started  on  the  mill  section  so 
that  generally  the  mill  was  one  floor  ahead  of  the 
tanks.  The  e<|uipment  consisted  of  a  wooden  hoisting 
tower  which  was  built  about  the  centre  of  one  side  of 
the  mill  building  and  the  mixer  was  set  up  at  the  foot 
of  the  tower  so  that  it  delivered  concrete  into  the  tower 
hopper  which  was  geared  to  a  hoisting  engine  and  ele- 
vated to  the  desired  pouring  level.  All  the  concrete  for 
both  mill  and  tanks  was  therefore  handled  through 
this  tower  which  was  built  up  as  the  work  progressed. 

At  the  to])  of  the  tower  the  material  was  dumped 
from  the  tower  hopper  to  another  stationary  hopper 
which  was  provided  with  a  hand-operated  valve.  From 
this  point  the  concrete  was  distributed  to  the  diflferent 
sections  by  using  buggies  running  along  temporary 
platforms . 

When  filling  the  tank  forms  the  concrete  was 
wheeled  to  a  point  on  the  mill  floor    adjacent    to  the 


tanks  and  let  down  a  chute  into  another 
rested  on  a  platform  over  the  top  of  the 
this  ])Iatform  ample  space  was  aflorded 
the  >teel  and  pouring  the  concri  ti   i  -  i 
the  tank  circumference. 

In  order  to  proportion  the  wt.>ik  an*. 


hojiper  which 
tanks.  FrtMU 
tor  handling 
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the  bliding  tank  forms  were  filted ;  then,  while  the 
cement  was  setting  and  the  forms  were  being  lifted 
ready  for  another  pouring,  the  concreting  in  the  mill 
portion  of  the  work  was  carried  on. 

The  maximum  depth  of  pour  on  the  tanks  was  five 
feet,  this  being  rather  more  than  the  depth  of  the  tank 
forms.  This  was  done  by  starting  the  pouring  early  in 
the  morning,  so  that  by  the  middle  of  the  afternoon  the 
concrete  which  was  poured  first,  would  be  set  hard 
enough  to  be  self-supporting  and  the  forms  could  be 
slightly  raised.  It  should  be  remembered  that  this  pro- 
cedure was  made  possible  by  the  hot  weather,  other- 
wise this  speed  could  not  have  been  attained.  Not- 
withstanding the  delay  at  the  beginning  of  the  work 
due  to  the  weather,  the  whole  of  the  concrete  was  pour- 
ed by  the  first  week  in  September. 

In  addition  to  the  present  storage  cajiacity,  a  wood 


crib  bin  of  a  capacity  of  20,000  gals,  has  since  been  con- 
structed, thus  raising  the  total  storage  to  95,000  bush- 
els . 

Transportation  facilities  are  well  provided  for  as  the 
mill  is  supplied  with  sidings  of  both  the  Grand  Trunk 
and  Canadian  Pacific  Railways.  In  addition,  the 
grounds  have  been  laid  out  with  a  view  to  combining 
natural  attractiveness  with  the  necessary  driveway  ac- 
commodation for  teaming  purposes.  In  front  of  the 
mill  and  about  16  feet  from  the  loading  platform  is  a 
grass  and  flower  plot  52  ft.  x  40  ft.,  while  the  driveway 
from  Nightingale  Ave.,  is  carried  around,  the  plot,  giv- 
ing ample  room  for  the  incoming  and  outgoing  traffic. 

Messrs.  AVatt  &  Blackwell,  of  London,  w-ere  the-ij 
architects,  while  the  machinery  for  the  mill  was  sup- 
plied by  Canadian  Allis-Chalmers.    The  contractors 
were  Archibald  &  Holmes,  Toronto.  1 


Organization  for  Sewer  Construction  Work 

Methods  Adopted  in  Chicago — Thorough  Systematizing  Produces  ^ 
Very  Efficient  Results— Co-ordinating  Work  of  Men  and  Machinery 


DIFFERENT  methods  of  sewer  constmction  are 
continually  being  presented,  which  offer  in- 
creased facilities  for  the  handling  of  material 
and  reducing  the  number  of  workmen  requir- 
ed. Owing  to  the  wide  variance  in  the  conditions  under 
which  the  work  is  carried  out  and  the  large  number  of 
dif¥erent  types  and  sizes  of  sewers,  each  having  its  spe- 
cial adaptation  for  certain  grades  conditions  of  flow 
and  ease  of  construction  in  certain  kinds  of  under- 
ground formations,  it  is  evident  that  the  work  for  each 
type  should  be  carefully  classified  as  to  the  proper  or- 
ganization of  forces,  class  of  machinery  best  suited  to 
the  work,  and  the  most  efficient  means  of  lowering 
construction  costs.  Mr.  H.  E.  Hudson,  Division  En- 
gineer of  the  Board  of  Local  Improvements,  Chicago, 
discusses  in  the  following  article  in  Municpial  Engin- 
eering the  methods  used  in  sewer  construction  in  thfat 
city : 

In  Chicago,  there  has  been  a  natural  division  of 
^evver  work  into  classes.  The  first  class  of  construc- 
tion, we  may  say,  is  the  sewer  work  constructed  in 
machine  excavation.  This  class  further  subdivides  it- 
self into  the  small  and  large  sewers. 

The  design  of  excavating  machinery  and  the  deve- 
lopment of  its  use  in  field  construction  has  drawn  a 
natural  line  of  division  between  the  large  and  small 
sewers  somewhere  between  3  ft.  and  4  ft.  in  diameter. 
Sewers  ranging  in  size  from  3  ft.  down  are  classed  as 
small  sewers,  and  those  ranging  from  4  ft.  up  are  class- 
ed as  large  sewers. 

Small  Sewers. 

Machines  which  handle  the  small  sizes  of  sewers  are 
usually  develo]K'd  for  s])ecd  of  travel  for  the  narrower 
trenches,  and  their  efficiency  has  been  worked  out  on 
this  class  of  work.  Actual  yardage  of  excavated  ma- 
terial is  large,  but  it  is  excavated  in  small  units  and  at 
a  great  sjjeed .  These  machines  arc  often  equipped 
wi'th  changeable  s])ceds  and  various  sized  buckets  or 
other  arrangement  for  trench  width  such  as  will  en- 
able tliem  to  dig  trenches  for  sewers  larger  than  those 
indicated  in  the  general  classification  as  small.  For  in- 
stance, there  are  three  types  of  machines  of  the  endless 
Iielt  type,  cai)al)le  of  excavating  for  small  pipe  sewers 


at  great  speed  that  can  be  geared  down  and  made  to 
dig  trenches  for  sewers  up  to  5  ft.  in  diameter.  The 
contractors  in  general,  however,  seem  to  draw  the  div- 
iding line  about  where  it  has  been  indicated,  and  show 
considerable  hesitation  in  over-stepping  the  limits  in- 
dicated. Other  contractors  have  tried  the  use  of  larger 
machines  capable  of  excavating  for  the  larger  size  sew- 
ers equipped  with  special  fittings  for  digging  small  pipe 
sewers.  The  loss  in  efficiency  has  been  much  more 
apparent  in  these  cases.  While  it  may  be  possible  to 
equip  the  machines  used  on  some  of  the  larger  sizes, 
the  reverse  condition  is  not  so  true,  and  usually  little 
economy  has  been  accomplished  in  the  use  of  heavy 
machinery  for  lighter  work. 

Hand  Excavation  and  Miscellaneous  Class. 

In  addition  to  the  work  constructed  in  machine  exca- 
vation there  are  two  other  classes  of  work,  namely, 
those  constructed  in  hand  excavation  and  a  miscellan- 
eous class.  Hand  excavation  on  certain  classes  of  work 
may  be  due  to  special  conditions,  such  as  rock,  running 
sand,  etc.  The  third  class,  called  "miscellaneous,"  in- 
cludes such  work  as  digging  up  and  rebuilding  exist- 
ing sewers,  or  the  construction  of  new  relief  sewers  in 
closely  built-up  communities.  This  last  class  usually 
requires  special  machinery  for  excavation,  or  possibly 
hand  excavation  under  particularly  difficult  conditions. 

Development  of  Excavating  Machinery. 

Going  back  to  the  classifications  of  work  done  in 
machine  excavation,  we  find  that  the  greatest  progress 
has  been  made  in  the  development  of  machinery  for 
this  kind  of  work  on  the  so-called  smaller  sizes.  Dur- 
ing tlie  last  ten  years  approximately  six  different  types 
of  machines  with  which  the  writer  has  been  familiar 
have  been  developed  and  tried  out  in  the  Chicago  field. 
Two  of  these  machines  have  survived  as  being  the  most 
efficient,  and  satisfactory  for  this  work.  Each  of  these 
machines  has  gone  through  a  process  of  evolution  so 
that  one  would  scarcely  recognize  the  present  type  of 
machine  as  a  develo])mcnt  from  its  original  form.  Some 
paits  have  been  made  stronger,  some  of  the  methods 
of  handling  excav  ated  material  have  been  changed,  and 
tlic  tcndcnc}-  on  the  whole    has  been  toward  a  more 
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rapid  excavation,  'i'his  tendency  toward  speed  in  exca- 
vation has  necessitated  the  contractors  increasinj^  the 
efficiency  of  the  or^'anization  which  to  follow  hchiiid 
the  excavating  machine. 

Organization  of  Forces. 

The  organization  of  the  field  force  snrronn(Hng  one 
of  these  machines  may  l)c  divided  into  tliree  separate 
groups:  the  excavating  organization,  the  constructing 
organization,  and  tlie  backiiHing  organization. 

'J'he  constructing  organization  may  he  furtlicr  snl)- 
divided  into  that  which  constructs  the  sewer  proper 
and  that  which  constructs  the  various  structm-es  con- 
nected with  the  sewer,  such  as  manlioles  and  catcli- 
basins. 

Excavating  Organization. 

In  the  excavating  organization,  if  the  outfit  is  oper- 
ated by  steam,  we  find  an  operator  and  fireman  on  the 
machine.  There  is  another  man  carrying  coal  and 
levelling  the  ground  ahead  of  the  machine.  Immedi- 
ately behind  the  machine  there  are  two  men  engaged 
in  handing  down  sheeting  and  steadying  it  until  one 
of  the  bottom  men  has  placed  the  cross  bars  between 
the  upright  sheeting.  Following  the  excavating  mach- 
ine in  the  bottom  of  the  trench  there  are  usually  two 
men ;  one  man  engaged  in  throwing  the  loose  excavat- 
ed material  ahead  to  the  buckets  as  they  pass  around 
and  placing  sheeting  and  braces,  and  the  other  man 
engaged  in  trimming  up  and  smoothing  the  bottom  of 
the  trench  so  that  the  pipe  laying  may  follow  rapidly. 
This  gives  a  total  of  seven  men  in  this  group. 

Constructing  Organization. 

Following  this  group  conies  the  constructing  or- 
ganization laying  the  sewer  proper.  Here  we  have  one 
man  in  the  bottom  laying  the  pipe,  and  under  Chicago 
conditions  we  have  a  bricklayer  sealing  off  the  pipe  and 
junctions  as  rapidly  as  they  are  laid.  On  the  surface 
of  the  ground  there  is  one  man  passing  pii)e  down  to 
the  pipelayer  and  one  man  engaged  in  carrying  pipe 
from  the  side  of  the  street  to  the  trench.  In  this  por- 
tion of  the  constructing  crew  there  are  four  men. 

In  addition  to  this  construction  group  there  is  a 
force  engaged  in  building  manholes  and  catchbasins. 
This  force  usually  consists  of  one  bricklayer,  one  brick- 
layer's tender,  one  brick  tosser,  one  brick  carrier,  one 
cement  carrier,  and  perhaps  an  odd  laborer.  In  this 
group  then  there  are  six  men . 

As  an  added  number  to'  these  two  con.structmg 
o-roups  there  will  be  the  cement  mixer  and  another  odd 
faborer,  all  under  the  supervision  of  a  competent  fore- 
man . 

"n22 


Scheme  for  Relieving  Tired  Men. 

W  lien  ground  conditions  arc  favoraldc  an<l  tlic 
average  excavation  docs  not  exceed  H  ft.  or  9  feet,  deep, 
tliese  e.\cavating  machines  arc  capable  of  digging  from 
\,2Q()  to  1,UXJ  ft.  of  trench  in  a  working  day  of  eight 

hours . 

I  he  handling  of  the  in.ii' iiai  i  m  iIk  ■  ■  »n>truction 
of  this  kind  of  sewer  bec(<mes  a  very  great  problem, 
and  it  is  freepuntly  necessary  to  make  changes  in  the 
men  so  that  the  burden  of  the  hard  and  fa>t  labor  will 
not  fall  too  long  upon  the  shoulders  of  any  one  or  two 
men.  When  the  contractor  has  reason  to  expect  that 
he  is  going  to  make  this  ra|)id  pnjgress.  or  when  the 
size  i)i  the  sewer  becomes  20  in.  in  diameter  <jr  greater, 
he  usually  sui)plies  from  3  to  6  additional  laborers  who 
are  kept  busy  at  (kUI  work  around  the  machine  and  arc 
kei)t  as  alternatives  for  rejjlacing  the  men  in  the  regu- 
lar organization  when  they  become  tired. 

Backfilling  Organization. 

The  backfdling  on  such  a  job  i-«  usually  rlonc  i.\  ;i 
tyi)e  of  backfilling  niachine,  several  of  which  have  been 
develo])e(l  to  meet  the  demand  created  by  the  perfect- 
ing of  the  excavating  machinery.  One  of  the  most  jvij)- 
ular  among  the  gasoline  driven  machines  is  the  Par- 
son's trench  filler.  This  niachine  requires  one  man  to 
operate  the  machine  and  one  man  to  guide  and  steady 
the  bucket  or  bucket  board.  Several  attempts  have 
been  made  to  do  away  with  the  man  guiding  the  buck- 
et or  bucket  board,  but  up  to  the  i)resent  time  no  type 
of  machine  has  been  developed  which  completely  eli- 
minates this  man.  This  is  particularly  true  "f  the  light- 
er machines  used  for  this  work.  There  have  been  one 
of  two  heavier  machines  developed  carrying  a  heavier 
bucket  board,  which  apparently  needed  only  occasional 
steadying  by  hand,  but  these  machines  have  been  so 
much  heavier  and  more  cumbersome  that  the  rate  of 
progress  thev  have  shown  has  not  coinjiared  favorably 
with  the  lighter  machines  requiring  the  additional jnan. 
These  machines  have  not  been  capable  of  backfilling 
each  day  all  of  the  trench  excavated  by  the  excavating 
machine,  but,  as  there  are  usually  delays  of  one  kind 
or  another  arising  on  this  kind  of  work,  the  machines 
are  on  the  whole  able  to  maintain  an  average  rate  of 
backfilling  about  equivalent  to  the  average  rate  of  ex- 
cavation . 

Including  the  night  watchman,  the  total  organiza- 
tion for  such  work  will  usualh.' number  22  to  28  men. 
The  actual  number  employed  may  be  as  low  as  22 
when  skilled  and  well-trained  men  are  employed.  There 
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are  usually  some  new  men  in  the  group  and  this  will 
necessitate  additional  men  up  to  Ihe  number  indicated. 

Standard  Reduced  Form  of  Organization. 

The  general  organization  indicated  for  the  smaller 
sewers  is  that  which  would  be  used  by  a  contractor 
equipped  with  a  machine  capable  of  performing  the 
amount  of  work  indicated  for  the  8-hour  day.  There 
are  several  contractors  in  Chicago  equipped  with  exca- 
vating machines  for  this  class  of  work,  whose  mach- 
ines are  not  capable  of  the  rate  of  excavation  indicated 
in  the  foregoing  organization.  In  order  to  balance 
their  efficiency  and  costs  so  that  they  may  compete 
with  the  others,  it  becomes  necessary  for  them  to  eli- 
minate some  of  the  workmen. 

A  gasoline  driven  machine  eliminates  the  firemen . 
It  also  eliminates  the  necessity  of  carrying  coal  or 
maintaining  a  water  line.  The  extra  duties  of  this  coal 
passer  are  usually  performed  by  the  man  handling 
sheeting  or  by  the  odd  laborers.  As  the  speed  is  not  so 
great,  there  is  only  one  man  in  the  bottom  be-hind  the 
machine  who  does  all  the  bracing  and  trimming.  The 
organization  used  for  digging  is  therefore  reduced  to 
four  men  instead  of  seven. 

The  constructing  organization  is  about  the  same 
as  that  indicated  in  the  former  organization,  except 
t'.iat  there  is  an  opportunity  to  do  away  with  the  men 
carrying  pipe  from  the  side  of  the  street.  If  the  ma- 


other  conditions  will  enter  to  change  this  standard  or- 
ganization.. 

Keeping  Close  to  the  Machine. 

It  is  an  unwritten  rule  on  this  class  of  work  that  the  I 
laying  of  the  sewer  and  the  construction  of  manholes 
on  the  sewer  should  follow  as  closely  behind  the  exca- 
vating machine  as  possible.  The  efficiency  of  this  me- 
thod is  apparent.  It  is  not  then  necessary  to  sheet  or 
brace  th-e  walls  of  the  trench  as  thoroughly  as  where 
other  ])rocedure  is  followed.  The  machine  automati- 
cally sets  the  pace  for  the  workmen  to  follow  and  this 
has  a  tendency  to  increase  the  speed  of  the  workmen. 
The  contractor  is  also  enabled  to  keep  his  organization 
together  and  under  his  eye'.  One  of  the  greatest  eco- 
nomies which  the  contractor  can  accomplish  is  found 
in  the  utilizing  of  the  odd  laborers  or  spare  workmen 
on  such  work.  When  these  men  are  not  actually  per- 
forming some  duty  in  connection  with  the  excavation 
for  or  construction  of  the  sewer,  they  can  be  used  in 
backfilling  over  the  pipe,  digging  out  braces  and  sheet- 
ing and  carrying  them  ahead,  moving  cement  boxes, 
and  the  multitude  of  small  duties  that  are  found  in  at- 
tending such  construction  work. 

Keeping  Expensive  Men  Busy. 

The  balancing  of  the  work  so  that  the  higher  priced 
men,  such  as  bricklayers,  machine  men,  etc.,  are  not  al- 
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Fig.  2 — Chicago  Organization  for  constructing  short  lengths  of  small  sewers  with  gasoline  ditcher  and  backfiller 

1.  Foreman.  ICxcavatiiij;  Organization:  2,  ()|icial(ji  ;  .",  and  4,  Mincing  Tender;  .'),  Bracer  and  liottoni  Man;  Constructing  Organization:  (5, 
(Irader;  7,  Lovveiing  Pipe;  K,  Pipe  Passer;  9  and  10,  lirick  Layers;  11,  Brick  J.ayer's  Tender;  12,  Jirick  Tosser  and  Carrier;  13,  Cement  Mixei 
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terial  is  properly  distributed  along  the  line  of  the  work, 
there  is  also  an  opportunity  to  do  away  with  the  man 
who  carries  brick.  .Such  an  organization  is  indicated, 
and  carries  a  total  of  14  workmen  under  the  direction 
of  one  ff)reman . 

Such  an  organization  is  used  for  the  construction 
of  small  lengths  of  work,  and  it  is  very  often  possible 
for  the  contractor  to  do  away  with  one  bricklayer  in 
->ucli  an  organization,  allowing  the  pipe  to  be  laid  and 
sealed  by  the  bricklayer,  and  then  during  the  occasion- 
al delays  having  the  bricklayer  go  back  and  construct 
necessary  manholes,  allowing  the  catchbasins  to  be  left 
until  the  sewer  ])roper  has  been  constructed.  He  can 
then  so  arrange  his  organization  that  a  portion  of  the 
workmen  are  excavating  for  catchbasins  while  the 
bricklayer  is  building  them. 

The  outfit  for  backfilling  is  the  same  as  that  indi- 
'  Utcd  for  the  other  organization. 

it  must  be  tmderstood  that  these  organizations  are 
set  up  as  types  of  standard  organization  such  as  might 
be  used  for  certain  classes  of  work,  and  that  various 
contractors  interchange  or  rearrange  the  labor  to  suit 
special  conditions  on  their  work.  Variations  in  soil 
character,  depth  of  excavation,  size  of  sewers  and  many 


lowed  to  stand  idle  is  one  of  the  great  problems  of  this 
class  of  work.  The  preparation  of  the  excavation  for 
the  construction  of  manholes  and  catchbasins  for  the 
bricklayers  and  the  .steady  repair  or  moving  of  the  ma- 
chine will  tax  the  contractor's  ingenuity  to  the  utmost. 
Most  of  the  work  done  by  the  contractors  in  Chicago, 
who  have  followed  this  construction  for  a  number  of 
years,  is  as  carefully  planned  and  timed  as  one  could 
imagine. 

Use  of  Steam  Shovels. 

In  regard  to  the  larger  sewers  constructed  in  ma- 
chine excavation  there  has  been  little  change  in  the 
general  type  of  machine  used  for  this  work.  About 
1893  a  Chicago  contractor  conceived  the  idea  of  mount- 
ing a  steam  shovel  on  stringers  across  the  trench  and 
excavating  for  the  larger  sizes  of  sewers  with  this 
machine.  "Jliis  practice  has  been  developed  somewhat, 
and  the  efficiency  of  the  organization  constructing  the 
work  in  this  kind  of  excavation  has  been  greatly  im- 
l)roved,  and,  while  the  general  arrangement  is  the 
same,  the  cost  figures  and  the  rate  of  progress  show 
that  the  Chicago  contractors  regard  it  as  an  efficient 
and  economical  method  of  constructing  sewers. 

Manufacturers  of  steam  shovels  have  constructed 
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Special  booms  and  dipper  sticks  for  dcei)cr  excavations 
and  have  ecjuipped  these  steam  shovels  with  larger 
drums  and  more  powerful  engines,  showing  tiiat  they 
have  recognized  this  field  of  work. 

Organization  for  Construction  of  Large  Sewers. 

The  organization  of  tlio  force  for  the  construction 
■of  a  large  sewer  varies  greatly    with  the  size  of  the 

^55 


and  the  wall  of  the  trench.  The  signal  is  then  pivcn 
for  the  move  ahead,  and  the  four  men  on  the  surf 
"stand  by"  io  watch  the  rollers  as  the  machine  is  j,  .. 
ed  ahead.  While  this  iN  being  done  the  four  men  in 
the  bottom  are  usually  engaged  in  putting  in  perman- 
ent braces  and  stringers  for  the  section  which  has  just 
been  "sheeted". 

i  hc  progress  of  the  steam  shovel,  aside  from  the 
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Fig.  3— Chicago  Organization  for  constructing  large  sewers  with  use  of  heavy  machinery 
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sewer  and  the  depth  and  character  of  the  excavation. 
.  In  a  manner  similar  to  that  outlined  in  the  small  sewer 
work,  this  orgonizatioii  may  be  divided  into  three 
groups ;  the  excavating,  the  constructing,  and  the  back- 
filling organizations. 

Type  of  Organization  on  Large  Sewers. 

As  a  type  of  organization,  let  us  take  the  force  used 
to  construct  a  5-ft.  circular  brick  sewer  in  an  average 
cut  of  15  ft.  See  Fig.  3.  The  excavating  force  on  such  a 
job  consists  of  the  engineer,  fireman  and  craneman  on 
•  the  steam  shovel ;  one  man  is  also  engaged  in  carrying 
coal  to  the  shovel.  Working  immediately  around  the 
shovel  there  are  two  men  engaged  in  carrying  planks 
and  rollers  ahead  to  provide  the  runway  for  the  ma- 
chine. In  addition,  there  are  two  men  engaged  in  car- 
rying up  sheeting  and  bracing  from  the  rear  of  the 
trench  and  placing  it  so  that  it  may  be  easily  reached 
when  it  is  necessary  to  sheet  a  new  section  of  the 
trench .  Working  directly  below  the  shovel  in  the  bot- 
tom of  the  cut  there  are  four  men;  two  of  these  men 
are  usually  engaged  in  trimming  and  shaping  the  bot- 
tom preparatory  to  laying  the  brick  work,  and  the 
other  two  are  usually  engaged  in  running  forward  be- 
tween each  cut  of  the  dipper  and  trimming  the  banks 
so  that  the  sheeting  will  assume  a  straight  line. 

When  the  signal  is  given  to  the  engineer  that  the 
excavation  has  proceeded  to  a  proper  point  the  four 
men  in  the  bottom  carry  forward  a  temporary  scaffold 
and  quickly  place  it  across  the  trench.  This  usually 
consists  of  two  or  three  pieces  of  2-in.  pipe  cut  so  that 
they  just  span  the  width  of  trench.  Upon  these  are 
placed  2-in.  planks  so  that  when  the  men  stand  upon 
these  planks  they  can  reach  the  level  of  the  stringers 
supporting  the  sheeting.  The  four  men  on  top  then 
pass  down  the  stringers  and  sheeting  for  the  new  sec- 
tion of  trench  to  these  men  on  the  scaffold . 

After  the  stringer  has  been  placed  and  the  sheeting 
dropped  in  behind,  the  men  on  the  top  usually  cut  down 
a  little  fine  material  so  that  when  the  brace  is  tighten- 
ed there  is  a  firm  and  even  bed  between  the  sheeting 


ability  of  its  operator;  is  almost  entirely  dependent 
ujx)!!  the  rapidity  witii  which  this  organization  carric' 
out  its  work . 

Rates  of  Progress. 

I'hcre  have  been  several  instances  under  the  obser- 
vation of  the  writer  where  the  sheeting  and  bracing  of 
a  section  of  trench  and  the  move  ahead  have  been  com- 
pleted in  from  4  to  9  minutes  on  the  type  of  work  in- 
dicated. The  writer  has  also  been  familiar  with  several 
organizations  where  this  same  work  took  from  15  to 
25  minutes . 

In  addition  to  the  two  men  indicated  as  trimming 
the  bottom  of  the  trench,  most  contractors  have  found 
that  it  was  to  their  advantage  to  have  an  additional 
man  in  the  bottom  setting  the  form  for  the  brick  work 
and  finally  shajiing  the  trench.  Nearly  all  contractors 
have  found  that  it  also  pays  to  have  a  foreman  whose 
duties  are  entirely  concerned  with  the  operation  of  this 
excavating  crew.  It  is  his  duty  to  see  that  the  steam 
shovel  is  properly  lined  up,  that  the  sheeting  and  brac- 
ing is  done  properly,  and  that  the  eflRciency  of  the 
whole  organization  is  at  its  top  notch. 

.Such  an  organization  will  dig  from  1()0  to  200  ft.  of 
trench  in  good  clay  soil  in  a  working  day  of  S  hours. 

If  the  construction  organizatiou  is  such  as  will  keep 
pace  with  this  orgonization,  these  rates  can  be  main- 
tained. Usually,  however,  it  is  found  that  the  rates  of 
speed  on  the  average  are  not  such  as  to  justify  an  organ- 
ization capable  of  constructing  200  ft.  of  this  class  of 
work . 

TIu'  writer  is  familiar  with  a  lumiber  of  pieces  of 
construction  of  this  class,  where  the  constructing  or- 
ganization was  limited  to  1(>0  ft.  to  ISO  ft.  per  day.  and 
the  excavating  organization  were  allowed  to  go  home 
after  completing  a  sufficient  amount  of  trench.  These 
men  realizing  that  they  were  working  for  their  own 
jiersonal  gain,  therefore  developed  a  great  efficiency 
and  were  known  to  go  home  at  2  ami  o'clock  in  the 
afternoon  after  completing  a  sulViciont  amount  of  work 
for  that  day. 

The  construction  organization  which  follows  behind 
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this  excavation  is  developed  into' two  parts,  but  quite 
differently  from  the  division  on  the  small  work.  It  is 
customary  on  this  work  to  organize  the  forces  into 
what  are  known  as  "bottom",  or  "invert"  and  "arch" 
crews.  The  "invert"  gang  constructs  the  lower  half 
of  the  sewer  from  the  flow  line  to  the  spring  line.  It  is 
then  necessary  for  the  contractor  to  set  up  a  tempor- 
ary centre  for  the  support  of  the  "green"  brick  work 
and  the  arch,  and  on  this  the  "arch"  gang  constructs 
the  upper  half  of  the  swer. 

Invert  and  Arch  Gangs. 

The  constructing  organization  for  the  "invert"  of 
.  a  sewer  of  the  size  indicated  would    consist  of  four 
bricklayers  with  two  bricklayer  tenders,  two  scaffold 
men,  and  two  brick  tossers.  Carrying  or  wheeling  brick 
to  these  tossers  are  two  brick  wheelers,,  and  carrying 
cement  are  two  cement  carriers.   It  has  been  found 
very  advantageous  on  this  class    of '  work  to  set  up 
guard  stakes  and  sheeting  along  the  side  of  the  trench 
against  which  the  brick  can  be  piled  in  quantity  suffi- 
cient for  the  masonry  work  so  that  all  of  the  brick  will 
be  within  easy  reach  of  the  brick  tosser  and  no  delay 
result  in  his  reaching  for  material.    It  has  also  been 
found  that  a  long  plank  thrown  across  the  trench  will 
enable  the  cement  carrier  to  hand  his  cement  directly 
to  the  scaffold  men  and  thereby  occasion  little  delay 
in  stopping  the  brick  tossers.  These  cement  carriers 
watch  their  opportunity  and  when  the  brick  tossers 
and  scaft'old  men  stop  for  a  moment,  as  they  usually 
do  on  this  work,  the  cement  is  passed  down  quickly  to 
the  tenders  in  the  bottom  and  the  tossing  of  brick  re- 
sumed with  almost  no  delay.   It  has  also  been  found 
that  two  cement  mixers  are  needed  for  this  work ;  one 
mixer  is  usually  preparing  sand  and  cement  and  get- 
ting the  next  batch  of  cement  ready  while  the  other 
is  engaged  in  tempering  and  turning  over  the  mortar 
which  is  being  used.  By  the  time  his  box  is  empty  the 
other  is  ready  for  use.  These  men  are  usually  assisted 
by  one  laborer.   As  soon  as  the  invert  is  completed 
the  joints  are  "struck"  and  the  organization  moves 
ahead  into  the  next  "bottom." 

Between  the  "bottom"  gang  and  the  "arch"  comes 
the  "centre  setter."  It  is  his  duty  to  "strike"  or  take 
down  the  centres  after  the  work  is  set,  carry  them  for- 
ward and  set  them  up  ready  for  the  new  work.  This 
work  usually  requires  a  major  portion  of  his  time,  but 
when  a  man  becomes  skilled  at  the  work  he  has  con- 
siderable time  during  which  he  is  usually  engaged  in 
"cleaning  down"  the  arch  or  wheeling  ahead  the  sur- 
plus cement  from  the  completed  work.  On  these  forms 
fhe  "arch"  gang  constructs  the  brick  work  in  two  sec- 
tions. Usually  there  are  four  bricklayers  in  such  a 
crew  working  in  pairs.  The  two  leading  bricklayers 
construct  the  wall  from  the  spring  line  up,  turning  the 
so-called  "(piarter,"  while  the  two  followers  close  or 
"key  uj)"  the  arch. 

Maintaining  Progress  Balance    Between   Invert  and 
Arch  Gangs. 

'i'hc  organization  for  crnicnt  and  brick  is  practical- 
ly identical  with  that  of  the  "bottom"  crew.  When  it 
is  necqssary  to  construct  a  manhcjle  on  the  sewer,  one 
b/icklayer  is  usually  detailed  f<ir  this  work.  This  ne- 
cessitates a  slight  rearrangement  of  the  gang  and  usu- 
ally slow'^  up  the  arching  process,  and  it  frequently 
bcrMiiics  nci-cs-ary  to  bring  back  the  bricklayers  froni 
I  lie  boUniii  and  turn  a  sufficient  amount  of  arch  so  that 
it  may  be  ke])t  fairly  close  behind  the  invert  construc- 
tion.  Any  such  rearrangement  of  crew  results  in  con- 


fusion, and  the  contractors  are  more  apt  to  put  on  extra 
bricklayers  in  either  "bottom"  or  "arch"  gang  so  that 
proper  balance  may  be  maintained.  The  difficulty  in 
employing  an  extra  bricklayer  comes  from  the  fact  that 
it  usually  necessitates  the  employment  of  an  extra  ten- 
der. These  tenders  are  capable  of  handling  material 
for  two  bricklayers,  and  the  contractors  are  more  apt 
to  employ  two  bricklayers  at  a  time  and  endeavor  to 
balance  the  rate  of  construction  by  sending  them  from 
the  bottom  back  to  the  arch  and  vice  versa.  Such  an 
extra  crew  understands  its  duties  and  performs  them 
wth  less  confusion  than  that  occasioned  by  the  transfer 
of  the  whole  "bottom"  or  "arch"  gang. 

In  charge  of  this  constructing  organization  there 
is  usually  a  foreman  whose  sole  duty  is  to  see  that  the 
materials  are  kept  moving  properly  and  regularly  to 
the  workmen,  and  that  the  proper  balance  in  rates  of 
construction  is  maintained  between  the  arch  and  the 
invert.  Following  this  constructing  crew  there  are  usu- 
ally three  or  four  men  taking  out  braces  and  removing 
sheeting  from  the  trench.  Supplementing  this  work 
there  are  two  men  engaged  in  carrying  this  material 
ahead  to  the -new  excavation.  Where  the  shovel  is 
maintaining  a  fair  rate  of  excavation,  the  travel  of  these 
men  from  the  rear  to  the  shovel  may  be  as  much  as 
200  or  300  ft.  As  the  sheeting  and  braces  are  easily 
taken  out,  the  men  engaged  in  their  removal  usually 
have  sufficient  time  to  cut  down  the  sides  of  the  bank 
and  backfiill  around  the  sides  or  quarters  of  the  sewer 
before  the  centres  are  struck. 

Backfilling  with  Orange  Peel  Bucket  and  Locomotive 

Crane. 

Following  this  organization  comes  the  backfilling. 
On  the  class  of  work  indicated  several  types  of  back- 
fillers have  been  developed.  The  range  of  experiments 
for  this  purpose  seem  to  have  covered  the  whole  field. 
Almost  every  imaginable  type  of  machine  has  been 
tried  out — drag  line  buckets,  orange  peel  buckets,  clam 
shell  buckets  and  many  special  types  of  buckets  have 
been  tried.  In  general,  the  Chicago  contractors  have 
conceded  that  the  best  type  of  machine  for  this  class 
of  work  is  the  orange  peel  bucket  carried  by  a  locomo- 
five  crane.  This  machine  is  self-propelling,  has  a  wide 
range  of  operation,  and  is  capable  of  cleaning  up  the 
work  in  very  good  shape,  and  is  usually  operated  by 
one  man.  It  has  been  found  that  two  laborers  accom- 
panying such  a  machine  are  usually  sufficient.  These 
men  adjust  the  track  or  run-way  for  the  machine  and 
maintain  the  water  connections.  Such  an  organization 
as  that  indicated  is  example  for  maintaining  the  rate  of 
speed  indicated  under  the  excavating. 

The  employment  of  unskilled  labor  in  this  class  of 
work  has  usually  been  disastrous  and  the  time  and  lab- 
or spent  in  training  them  is  usually  far  more  costly 
than  the  higher  wage  paid  to  the  skilled  workmen. 

As  in  the  case  of  the  smaller  sewers,  the  opportuni- 
ties for  economy  are  many.  Delays  in  machine  excava 
tion  due  to  breakdoAvn  of  machinery  or  bad  or  caving 
ground  under  the  shovel  often  require  the  contractor 
to  readjust  his  organization  entirely  and  even  under  the 
best  conditions  the  contractor  must  be  constantly  on 
the  alert.  One  of  the  fre(|uent  sources  of  delay  is  lack 
of  she^etiug.  If  the  ground  becomes  very  good  the 
contractor  is  tempted  to  speed  up  the  excavating,  and 
soon  finds  himself  with  all  his  sheeting  in  place  and 
nothing  left  for  the  new  excavation.  Oftentimes  the 
i  \ca\  ated  trench  w  ill  ca\  c'  luuler  the  sheeting"  and  re- 
cpiire  excavation  !))■  hand  on  scaff'old.  This  introduced 
great  delay . 
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Estimating  Methods  for  the  Contractor 

A  Vital  Factor  in  the  Business— Accurate  Records 
Necessary —  Some  Examples  of  Typical  Practice 


THE  ordinary  l)usinc.ss  man,  in  order  to  kc'ci> 
tab  on  his  ])rollt  and  loss  account, 
uses  strictly  business  accounting  methods. 
Is  not  the  contractor  under  the  same  re- 
sponsibility when  it  comes  to  a  (|uestion  of 
prosperity  or  bankrujitcy,  as  the  merchant?  In  fact, 
the  merchant  is  not  dealing  with  the  element  of  uncer- 
tainty to  anything  like  the  same  degree  as  the  contrac- 
tor. The  great  disparity  in  bids  for  the  same  piece  of 
work,  which  is  so  very  general,  has  resulted  in  creating 
considerable  doubt  in  the  minds  of  the  people  as  to 
whether  contractors  as  a  whole  use  reliable  busi- 
ness methods.  The  following  article  by  Mr.  E.  L.  Sea- 
brook,  in  the  National  Builder,  throws  considerable 
light  on  the  subject  of  estimating  methods  and  its  im- 
portance as  the  fundamental  item  of  all  contract  work : 
Estimating  is  the  vital  part  of  the  contracting  busi- 
ness.' The  estimate  can  put  the  business  into  bankrupt- 
cy or  place  it  in  a  flourishing  condition.  Correct  estim- 
ating depends  upon  a  great  many  factors,  and  the  es- 
timator must  know  a  great  deal  about  many  things. 
Business  rnethods  are  focused  in  the  estimate;  handling 
labor  and  right  buying  of  material  are  also  component 
parts  of  it.  The  estimator  in  large  and  complicated 
construction  work  holds  the  financial  future  of  his  firm 
at  the  point  of  the  lead  pencil .  This  is  no  less  true  of 
the  small  building  contractor. 

Despite  the  vital  importance  of  estimating,  many 
go  at  it  in  a  most  haphazard  manner  rather  than  as  a 
serious  business  problem  involving  profit  or  loss  and 
the  financial  stability  of  the  business. 

Accurate  estimating  is  possible  only  by  comparing 
the  quantities  of  labor  and  material  actually  used  with 
the  amounts  estimated.  In  order  to  do  this  it  is  neces- 
sary to  keep  in  some  permanent  form  a  record  of  the 
quantities  used  in  compiling  the  estimate.  Some  ele- 
ment of  uncertainty  enters  into  estimating,  but  there 
should  be  no  "guess  work"  permitted  on  such  a  vital 
business  problem.  Estimating  should  be  based  on  ex- 
periences from  contracts  and  work  already  performed. 
This  experience  will  be  available  if  proper  accounting 
methods  are  practiced.  This  involves  the  keeping  of 
an  accurate  record  of  each  piece  of  work,  big  or  little, 
of  the  amount  of  labor  and  material  used.  How  is  it 
possible  to  intelligently  make  an  estimate  or  price 
when  it  is  not  known  whether  the  exact  kind  or  similar 
work  previously  performed  yielded  a  profit  or  made  a 
loss? 

In  spite  of  this  self-evident  fact,  many  go  on  mak- 
ing estimates  without  the  slightest  idea  as  to  whether 
previous  work  of  a  like  nature  was  done  at  a  profit 
or  a  loss.  From  this  it  will  be  seen  that  estimating  is 
closely  allied  to  accounting  and  bookkeeping.  The 
competent  estimator  must  draw  his  data  from  several 
sources;  prices  of  material,  labor,  experience  on  similar 
work,  and  a  bookkeeping  or  accounting  system  which 
will  show,  among  other  things,  the  cost  of  conducting 
business  or  overhead . 

Every  estimate  or  price  is  or  should  be  composed 
of  four  elements:   Labor,  Material,  Oxerhcad,  rrofil. 


J-\  en  a  casual  study  of  the  composition  of  an  esti- 
mate or  price  shows  that  it  is  not  correct  if  it  does  not 
contain  these  four  elements.  It  is,  therefore,  <|uitc  ap- 
parent that  the  pro[)er  method  is  to  build  up  the  esti- 
mate or  i)ut  it  tfjgether  from  the  elements  that  com|)Osc 
it.  W  hile  these  four  elements  arc  related  to  each  other, 
each  is  distinct  so  far  as  the  quantity  or  amount  is  con- 
cerned. When  the  estimate  is  completed  it  should  be 
possible  to  know  the  exact  amount  allowed  for  each 
element.  When  the  contract  has  been  completed  the 
estimated  amounts  should  be  compared  with  those 
actually  used  in  the  ]K-rformance  of  the  work. 

The  Building  Contractors  Methods  as  Compared  With 
Those  of  the  Merchant. 

The  building  contractor  i>  no  le^s  a  merchant,  be- 
cause he  applies  the  material  he  buys  to  buildings,  than 
one  retailing  merchandise.  But  he  has  assumed  two 
jobs  instead  of  one.  The  compilation  of  a  price,  and 
distribution  of  the  ojjerating  expense,  differs  radically 
between  merchandising  and  contracting. 

In  merchandising  the  selling  price  is  placed  on  the 
article  after  its  cost  is  known. 

In  contracting  the  selling  price  is  placed  on  the 
work  before  the  cost  is  known. 

The  merchant  takes  his  cost  from  the  invoice ;  the 
contractor  must  estimate  the  amount  of  labor  and  ma- 
terial required,  and  is  never  certain  oi  the  cost  until 
the  work  is  completed.  The  merchant  in  naming  his 
selling  price  has  no  fluctuating  factors,  such  as  labor 
and  material.  There  being  but  one  method  of  apply- 
ing "overhead"  and  profit,  price  uniformity  of  merch- 
andising naturally  follows.  Evenness  and  stability  of 
prices  are  the  results  of  such  uniform  application  in 
merchandising. 

Unfortunately  this  uniformity  of  cost  of  overhead 
and  profit  application  does  not  exist  in  contracting. 
The  contractor  must  estimate,  and  there  is  an  element 
of  uncertainty ;  and  because  of  this  uncertainty  many 
contractors  take  a  gamble.  If.  like  the  merchant  they 
knew  exactly  where  cost  ended,  there  would  be  no  dis- 
position to  take  a  chance.  Then  again,  there  is  no  such 
thing,  as  a  perfect  cost  system.  The  exact  cost  of  an 
article,  where  more  than  one  line  is  taken  on,  is  not 
determinable.  For  all  practical  purposes,  however,  the 
appro.ximate  cost,  or  overhead,  can  be  determined. 
Different  methods  of  distributing  expense,  or  over- 
head, produce  different  estimates  or  prices.  The  cost 
of  conducting  business  is  of  necessity  distributed  on  a 
theory,  and  these  theories  are  legion.  A  dozen  firms 
will  have  as  many  expense  distribution  theories.  None 
of  these  is  perfect,  otherwise  it  would  be  a  fact  and  not 
a-  theory.  Ten  firms,  with  as  many  theories  of  expense 
distribution,  will  make  ten  different  selling  prices. 
The  overhead  enters  largely  into  the  contracting  busi- 
ness, and  the  distribution  of  this  expense  is  the  reason 
for  variation  in  estimates  from  the  same  plans  and 
specitications .  The  ]>ercentage  of  overheati  may  be 
the  same,  but  the  method  or  thei>ry  of  distributing  this 
])roduces  diffirent  results  in  the  final  estimate.  Th\» 
variation  can  be  \  cry  forcibly  illustrated  by  the  exper- 
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ience  of  two  firms  in  the  same  line  of  business,  located 
in  adjoining  towns.  The  sales  of  both  were  nearly  the 
same  and  both  made  a  fair  profit.  One  firm  based  its 
(n-crhead  on  productive  labor,  which  was  51  per  cent  of 
this  item  ;  the  other  took  productive  labor  and  mater- 
ial combined,  amounting  to  22  per  cent.,  as  the  basis 
upon  which  to  apply  the  overhead.  The  accounting- 
systems  of  both  firms  Avere  excellent,  and  there  is  noth- 
ing exceptional  in  the  ratios  of  expense. 

Suppose  these  two  firms  are  invited  to  estimate  on 
the  same  contract,  using  these  ratios  in  computing  the 
overhead  in  the  estimate. 


Estimate  No.  1 

Cost  of  Material   $200.00 

Cost  of  Labor   340.00 


$540.00 

Overhead,  51%  Productive  Labor   173.40 


First  cost  $713.40 

Estimate  No.  2. 

Cost  of  Material   $200.00 

Cost  of  Labour   340.00 


$540.00 

Overhead;  22%  of  Labor  and  Material   118.80 


First  cost  $658.80 


It  will  be  seen  that  there  is  a  difference  of  $54.60 
on  the  item  of  expense  alone  between  the  two  estim- 
ates when  first  cost  is  reached,  which  will  be  increased, 
if  profit  is  added  on  a  percentage  basis.  All  good  es- 
timators will  admit  that  this  variation  between  the  two 
estimates  is  entirely  too  great  for  so  small  a  total 
amount.  It  is  self-evident  that  this  variation  is  due  en- 
tirely to  a  lack  of  uniformity  in  applying  the  overhead. 
If  the  quantities  are  reversed — Productive  labor,  $200; 
material,  $340;  using  the  same  expense  ratios — there  is 
still  a  difference  of  $16.80.  While  this  sum  is  not  large 
in  comparison  with  the  total  amount  of  the  estimate, 
it  is  based  solely  on  one  item,  and  from  that  standpoint 
the  variation  is  too  large. 

Let  us  look  at  this  dift'erence  of  $54.60  from  anoth- 
er angle :  Suppose  two  men  varied  in  their  estimates 
of  $54.60  on  the  correct  amount  of  material,  $200.  It 
is  quite  evident  that  some  one  would  be  wrong.  Is 
there  any  more  reason  why  two  firms  should  be  $54.60 
apart  on  the  "overhead"  item  of  the  estimate  than  they 
should  be  on  material?  If  it  is  essential  to  have  uni- 
form plans  and  s])ccifications  upon  which  to  estimate, 
is  it  not  also  reasonable  that  there  should  be  some  uni- 
formity in  estimating  methods?  This  does  not  mean 
that  every  firm  should  have  the  same  book-keeping 
system,  but  that  they  should  approach  the  cost  of  doing 
business  and  the  application  of  it  on  the  same  basis, 
or  by  the  same  method.  General  contractors  often  ex- 
press suri)risc  at  the  great  variation  in  the  bids  of  sub  - 
contractors. While  much  of  this  may  be  due  to  loose 
methods,  guess  work  and  mistakes,  undoubtedly  a 
large  portion  is  due  to  a  lack  of  uniformity  in  applying 
the  overhead. 

Forms  of  Estimating. 

The  forms  and  ])r;ictices  of  cstim;iting  and  ])rice- 
making  almost  defy  enumeration  and  description. 
These  vary  from  the  clum.sy,  careless,  unreliable,  all 
the  way  up  to  methods  that  are  as  near  perfection  as 
jKJssible.  These  forms  and  i)ractices  all  fall  under 
three  general  .systems:  Rule  of  Thuml),  l>ump  Sum, 
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.Unit  of  Labor  and  Material.  The  first  step  is  taking 
the  quantities  from  the  plans,  etc.  The  care  with  which 
this  should  be  done  is  too  self-evident  to  need  any  com- 
ment. A  permanent  record  in  some  form  should  be 
made  of  the  estimate ;  this  .should  be  in  a  book  or  on 
make-up  sheets.  Provision  should  be  made  for  a  com- 
parison when  the  contract  is  completed.  Estimates 
should  not  be  made  on  scraps  of  paper.  If  the  estimate 
is  too  trivial  to  be  well  done,  it  had  better  be  left  alone. 

A  few  estimating  examples  drawn  from  actual  bus- 
iness practice  will  illustrate  the  proper  and  improper 
methods  of  compiling  prices.  Although  the  amounts  in 
these  examples  may  seem  small,  the  principles  and 
methods  of  correct  estimating  are  the  same  regardless 
of  the  amount,  and  it  is  these  upon  which  the  attention 
is  directed.  As  illustrated  above,  every  profitable  esti- 
mate or  price  will  be  composed  of  these  four  essentials. 


Cost  of  Material  $ 

Cost  of  Labor  >....$ 

Expense,  Condvicting  Business  $ 


Cost,  or  safety  point  $ 

Profit  $ 


Price,  or  Estimate  $ 


The  work  upon  which  the  following  estimate  was 
made  was  performed  on  a  building  in  Pennsylvania. 
The  first  column  is  the  estimate  in  condensed  form  ; 
the  second  column  shows  the  contract  cost : 


Estimate  Cost 

Materials  (itemized)  $1,119.00.  $1,094.24 

Labor  (productive)    380.00  333.00 

Expense,  55%  Productive  Labor..     209.00  183.15 


$1,708.00  $1,610.39 
Profit,  30%   512.00 


Bid   $2,220.00 


Profit    $  609.61 

Contract  Price   $2,220.00 


The  completed  work  shows  a  good  profit,  yet  this 
was  the  lowest  of  five  bids.  A  study  of  this  estimate 
shows  that  every  feature  of  the  work  was  carefully  an- 
alyzed and  the  computations  intelligently  put  together. 
Another  important  feature  of  this  transaction  is  that 
the  cost  of  each  item  was  kept  as  the  work  j-jrogressed. 
When  the  contract  was  completed  the  estimated  and 
real  cost  could  be  compared . 

The  following  estimate  is  a  striking  example  of  the 
lump  sum  method.  The  selling  price  is  the  only  item 
named,  except  labor,  for  \vhich  the  time  is  given  : 

Selling  Price 

Material   $130.00 

Labor,  4]^  days,  man  and  helper   28.00 


$158.80 

As  these  "lump  sums"  were  the  only  data  at  hand, 
and  not  knowing  the  real  cost,  an  offer  of  $144  was  ac- 
cepted .    The  results  of  the  completed  contract  were : 


Cost 

Cost  of  material  (itemized)  $  99.86 

Labor    22.50 


$122.36 

Profit     21.64 


Selling  Price   $144.00 


The  ])rofit,  $21. ()4,  is  almost  a  delusion.   The  ele- 
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liieiit  of  overhead  is  not  inoludcd.  Tlic  overhead  was 
based  on  ])ro(hictive  pay  roll  and  iIk  icnl  fridMrs  were: 

C'ost  of  material    .  99.86 

Cost  of  labor   22.50 

Expense   ■   11.70 

Profit   9.94 


Selling  Price   $144.00 


The  first  estimated  ])rice  of  $158.80  would  have  al- 
.owed  a  substantial  profit.  The  estimate  was  compiled 
in  such  a  manner  as  to  render  it  impossible  to  deter- 
mine the  probable  cost.  If  the  original  estimate  had 
been  put  up  in  something  like  this  form  :  Material 
(itemized),  $99.86;  Labor,  $22.50;  Expense,  $11.70; 
Profit,  $23.94;=$! 58.00,  it  would  have  been  seen  at  a 
glance  that  the  price  could  not  have  been  cut  to 
$144.00. 

A  large  percentage  of  contractors  who  figure  to 
make  a  profit  do  not  make  a  third  or  a  fourth  of  what 
they  estimate,  while  many  lose  money  on  contracts 
without  knowing  it.  Most  of  this  is  due  to  bad  estimat- 
ing and  failure  to  check  up  the  cost  of  each  completed 
item  with  the  estimate.  This  is  particularly  true  of 
small  work.  Here  is  an  example  of  a  loose  estimate 
lump  sum,  for  $80,  which  was  named  for  the  selling 
price. 

After  the  selling  price    was    named    the  make-up 


worked  out  was : 

Materials  $51.00 

Incidentals   5.50 

Labor   24.00 


$80.50 

Results  of  Completed  Contract. 

Materials  $46.25 

Labor  '   20.00 


Cost   .$66.25 

Profit  (supposed)    13.75 


$80.00 

The  expense  of  conducting  business,  or  overhead, 
on  this  job  was  $10,  calculated  on  the  productive  labor 
methods,  the  real  profit  was,  therefore,  $3.75. 

This  estimate  is  faulty,  because  the  cost  of  material 
expense  and  supposed  profit  are  lumped  together  in- 
stead of  being  separated.  How  much  more  intelligent 
this  estimate  appears  when  put  together  as  it  really 
should  be : 


C  ost  of  materials  (itcnii/rd  t 


Cost  of  labor  J(J,(X) 
l''xpcnsc  . .  10.00 

Cost  ,  ;  J5 

Profit  .                                                        .  375 
Selling  Price  $80.00 


Probably  the  most  surprised  of  all  in  this  transac- 
tion would  have  been  the  compiler  of  this  estimate  in 
lump  summing  it,  to  learn  of  the  narrow  marj^in  of 

$3.75. 

The  lump  sum  metliod  sh<nvs  nothing  but  the  selling 
price  and  cannot  be  commended  for  accuracy  or  profit- 
ableness. It  is  an  easy  method,  but  <leceptive,  becau>e 
the  selling  i>rice  is  not  analyzed  into  its  component 
parts.  The  amounts  allowed  for  material,  labor,  m- 
cidentals,  overhead  and  jjrofit  are  not  shown.  The  price 
named  is  not  developed  out  of  an  experience  and  ac- 
counting, but  because  the  amount  named  seems  to  be 
the  prevailing  jjrice.  This  class  of  estimates  is  used 
because  the  ])rice  has  been  fixed,  either  by  com[)Ctition 
or  some  other  circumstance,  it  i)eing  assumed  that  the 
cost  of  performing  the  work  would  be  less  than  the 
selling  price.  Another  undesirable  feature  is  that  the 
one  who  estimates  by  the  lump  sum  method  does  not 
generally  keep  a  record  of  the  cost  of  each  contract, 
and  has  no  means  of  determining  whether  there  is  a 
gain  or  a  loss.  While  the  amounts  of  the  above  illus- 
trations are  small,  the  princii)le  is  precisely  tiie  same 
for  estimates  of  any  size. 

The  unit  method  is  the  most  accurate  estimating 
system ;  its  value  consists  in  detailing  every  unit  of 
material  and  labor  required.  It  also  lessens  the  chance 
for  omissions,  underestimating  and  other  errors.  It 
consists  in  taking  each  ])art  of  the  work  as  a  unit. 

This  system  adapts  itself  very  readily  to  nearly  all 
lines  of  building  work.  For  instance,  the  number  of 
feet  of  conduit  for  electrical  work,  flooring,  or  roofing 
can  be  considered  as  a  unit.  The  cost  of  this  material 
and  the  labor  of  installation  completing  the  unit  makes 
the  estimating  comparatively  easy  and  accurate.  This 
system  is  more  accurate  in  taking  work  from  the  plan^. 
as  dift'erent  portions  can  be  checked  against  the  work 
shown  on  the  drawings,  .\nother  feature  in  its  favor 
is  the  ease  with  which  the  c.-«timated  cost  and  real  cost 
can  be  compared.  This  method  takes  a  little  more 
time,  more  painstaking,  more  detailed  work  than  the 
lump  sum,  but  estimating  is  too  vital  a  part  of  the 
business  to  be  slighted,  or  lumped,  because  .somebodv 
is  in  a  hurry. 


Improved  Type  of  Concrete  Swimming  Tank 


THE  ordinary  swimming  tank  is  generally  rectan- 
gular in  section  of  more  or  less  limited  capacity. 
A  certain  amount  of  disagreeable  congestion 
arises ;  for  example,  the  swimmer  who  essays  to 
test  his  power  in  the  long-distance  sprint  is  often  in  the 
wa}^  of  the  man  who  is  preparing  to  dive  from  the 
spring  board.  In  order  to  provide  suitable  swimming 
facilities  under  conditions  closely  resembling  natural 
resorts,  the  town  of  Agawam,  Mass.,  built  a  circular 
tank,  tlie  following  description  of  which  appears  in  the 
Engineering  News-Record : 

There  has  recently  iK'en  built  near  Springfield. 
Mass.,  a  large  outdfjor  pool,  which  is  novel  in  that  it  is 


circular  in  plan.  It  is  located  in  an  amusement  resort 
known  as  Riverside  Park,  in  the  town  of  Agawam, 
Mass.,  on  the  west  bank  of  the  Connecticut  River, 
which  is  now  ]xilluted  beyond  bathing  use  by  sewage 
and  factory  wastes.  Water  is  pumi)ed  from  the  river 
and  pa-sed  through  mechanical  filters. 

.\fter  a  careful  study  of  conditions  it  was  determin- 
ed to  build  a  circular  pool,  the  depth  of  water  to  in- 
crease gradually  to  a  point  near  the  centre,  where  it 
should  be  6  feet  deep.  .\t  this  ])oint  the  t\ooT  was  drop- 
ped more  abruptly  so  as  to  give  a  space  around  the 
centre  diving  platform,  where  the  water  would  he  11 
feet  deep.    With  tlio  usual  rectangular  pool  those  whi 
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Half  cross-section  of  circular  coiicrele  swirrmirg  peel  ;  t  Agawam,  Mass. 


cannot  swim  wade  in  the  water  at  the  shallow  end, 
while  the  other  is  used  for  swimming  and  diving.  As 
fully  75  per  cent,  of  the  people  who  visit  'a  public  swim- 
ming j)ool  cannot  swim,  one  end  of  such  a  pool  is  bad- 
ly crowded,  the  other,  or  deeper  end,  being  used  by  the 
comparatively  small  number  of  swimmers. 

A  circular  pool  has  many  advantages.  It  is  impos- 
sible for  one  to  fall  into  deep  water  from  the  shore. 

The  maximum  amount  of  space  in  which  non-swim- 
mers may  bath  is  attained,  and  if  any  of  these  should 
wade  out  beyond  their  depth,  it  is  easy  for  a  guard, 
stationed  on  the  diving  platform  at  the  centre,  to  reach 
and  help  him.  The  locating  of  the  diving  platform  at 
the  centre  gives  the  swimmers  who  wish  to  use  it  a 
better  chance  as  only  those  who  can  swim  can  reach 
the  platform.  Swimmers  also  can  pass  beyond  the 
wading  space  and  find  a  part  of  the  pool  which  is  not 
crowded.  The  circular  pool  also  makes  possible  a 
much  larger  beach  area — a  very  important  adjunct  to 
a  swimming  pool. 

This  pool,  which  is  one  of  the  largest  in  the  United 
.States,  is  300  ft.  in  diameter,  is  built  approximately  900 
feet  back  from  the  river  and  at  an  elevation  whicR 
makes  the  water  level  in  the  pool  50  feet  above  that  in 
the  river.  It  has  a  capacity  of  2,000,000  gallons. 

Method  of  Construction. 

An  under  base  varying  in  thickness  from  3  to  7  in. 
was  first  poured.  This  consisted  of  one  part  cement, 
two  parts  sand  and  four  parts  stone,  which  left  a  reas- 
onably even  surface.  No  reinforcing  steel  was  used  in 
the  under  base.  The  upper  layer  of  concrete  was  put 
in  3  in.  thick  over  the  entire  surface  and  was  reinforc- 
ed with  3/(S  in.  round  rods  placed  on  6  in.  centers  in 
both  directions.  For  waterproofing,  hydrated  lime  was 
used  thrtnighout  the  entire  upper  layer,  being  in-corpor- 
ated  with  the  concrete  in  the  mixture.  This  has  proved 
satisfactory,  for  although  careful  watch  of  the  pool  has 
been  kept  since  it  was  put  into  commission  no  appre- 
ciable leakage  has  l)een  found  at  any  point.  One-half 
inch  of  the  uijper  layer  was  put  in  as  a  finish,  this  be- 
ing added  before  the  other  in.  had  become  set.  The 
j^-in.  finished  surface  was  made  up  of  one  part  of 
.VIe'dusa  white  cement  and  parts  of  sand,  tiic  sur- 
face being  smoothly  trowelle(l.  'J'his  white  cement  prov- 
ed very  satisfactory,  for  although  no  special  white  sand 
was  used  a  very  light  surface  has  been  obtained. 

Expansion  joints  to  the  full  depth  of  the  3  in.  u])pcr 
layer,  dividing  the  surface  into  25  ft.  scpiares,  were  left 


when  the  concrete  was  poured.  After  they  had  set 
they  were  calked  with  oakum,  poured  nearly  full  of  hot 
asphalt  and  linished  with  cement  of  the  same  mixture 
as  the  Yi  in.  top  surface. 

Pumping  Equipment  and  Method  of  Operation. 

To  supply  water  three  De  Laval  horizontal  single 
stage  centrifugal  pumps  were  installed,  two  of  these, 
having  a  total  capacity  of  3000  gal.  per  minute,  being- 
located  at  the  pump  house  and  supplying  water  to  the 
pool  through  a  16  in.  cast-iron  pipe-line.  The  water  be- 
fore entering  the  pool  is  passed  through  a  battery  of 
fixtures  of  the  pressure  type.  The  third  pump  was 
placed  in  a  house  built  over  a  well  located  in  the  over- 
flow line  from  the  pool .  This  pump  was  used  to  recir- 
culate water,  which  was  again  passed  through  the  fil- 
ters before  re-entering  the  pool. 

All  water  entering  the  pool  is  filtered  and  discharg- 
ed into  a  chamber  at  the  centre.  It  overflows  from  this 
chamber  into  the  pool,  where  it  is  evenly  distributed 
toward  the  circumference,  overflowing  into  an  open 
concrete  gutter  extending  around  the  edge  of  the  pool . 
In  this  manner  the  shallow  water  at  the  outside  of  the 
pool,  which  on  a  warm  sunny  day  tends  to  become 
heated,  is  constantly  being  replaced  by  cooler  water 
from  the  centre.  This  arrangement  also  gives  an  ideal 
surface  skim,  and  any  lint  which  may  come  from  bath- 
ing suits  is  quickly  washed  into  the  gutter  at  the  edge. 

As  the  pool  is  used  for  both  day  and  night  bathing, 
a  proper  lighting  outfit  was  necessary.  This  consisted 
of  one  pedestal  and  twelve  pendant  lights,  mounted  on 
a  pole  at  the  centre,  giving  a  lighting  capacity  of  52,000 
candle  power,  making  it  possible  easily  to  read  a  news- 
paper at  any  point  on  the  edge  of  the  pool . 

A  bath  house  64  x  212  ft.,  fitted  with  lockers  to  ac- 
commodate 3000  bathers,  was  erected.  This  was  built 
with  a  lobby  extending  across  the  centre  of  the  build- 
ing dividing  the  men's  section  from  that  occupied  by 
the  women.  Each  section  was  fitted  with  toilet  room 
and  shower  baths,  and  the  whole  was  planned  to  be 
well  lighted  at  night.  In  the  basement  a  complete 
steam  laundry  and  sterilizer  wa.shes  and  dries  all  bath- 
ing suits  and  towels.  Last  summer  the  bath  house  of- 
ten was 'occupied  to  its  capacity  and  during  a  hot  spell 
the  bathers  would  average  5000  a  day  for  a  week. 

In  leaving  the  pool  for  the  past  winter,  of  record 
severe  cold,  the  water  was  drawn  down  until  it  measur- 
ed 5  ft.  in  depth  in  the  centre  part;  not  a  single  crack 
developed  in  the  concrete  floor  or  the  walls  of  the  pool . 
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East  and  West—  From  Coast  to  Coast 


The  Kiiiy;  (Construction  Company,  Limited,  iias  liccn  iii- 
CQrpoi'ated  with  a  capital  of  $40, (too,  head  otiicc  at  'roroiitn. 

The  Union  Engine  &  Machine  Works,  Limited,  has  been 
incorporated,  with  a  capital  of  $150,000,  head  oflice  at  Mont- 
real. 

During  the  month  of  May  there  were  177  building  per- 
mits issued  in  Winnipeg,  Man.,  at  an  estimated  value  of 
$39,5,000. 

The  Midland  Iron  &  Steel  Company,  Limited,  has  been 
incorporated  with  a  capital  of  $1,000,000,  head  office  at  Mid- 
land, Ont. 

The  Vickers  Contracting  t'onipany.  Limited,  has  been 
incorporated  with  a  capital  of  $10,000,  head  office  at  Van- 
couver, B.C. 

Work  has  already  commenced  in  connection  witii  the 
new  plate  mill  at  Sydney,  N.S.,  for  the  Dominion  Steel  Cor- 
poration; construction  is  to  be  rushed  with  all  possible  speed. 

Halifax  Shipyards,  Limited,  is  the  name  of  the  lirm  re- 
cently incorporated  for  the  purpose  of  establishing  a  big 
shipbuilding  plant  at  Halifax,  N.S.  The  company's  head  oflice 
is  at  Montreal,  and  their  capital  is  $6,000,000. 

The  Clyde  Engineering  Company,  Limited,  has  taken  out 
letters  patent  of  incorporation,  and  is  authorized  to  carry  on 
the  business  of  mechanical  engineers,  dealers  in  machinery, 
metals,  etc.,  with  head  office  in  Montreal;  capital  $100,000. 

Permits  have  recently  been  issued  in  Toronto  for  the 
erection  of  two  new  schools  by  the  Board  of  Education,  one 
on  Perth  Avenue  and  the  other  on  Bolton  Ave.,  at  a  cost  of 
'  $93,000  and  $100,000  respectively.    Both  will  be  three-storey 
structures,  of  red  brick  and  stone. 

Building  permits  to  the  value  of  $53,350  were  issued  in 
Regina,  Sask.,  during  the  month  of  May,  an  advance  of  $7,- 
325  over  the  same  month  in  1917.  The  total  value  of  the 
permits  for  the  first  five  months  of  the  year  is  $539,010,  as 
compared  with  $104,115  for  the  same  period  last  year. 

There  were  56  building  permits  issued  for  the  first  live 
months  of  the  year,  in  Peterboro,  Ont.,  the  total  value  being 
$111,795.  The  'argest  permit  included  is  for  the  reconstruc- 
tion'of  the  store  of  R.  Neill  Co.,  Ltd.,  at  a  cost  of  .$35,000, 
which  was  wipe  1  out  by  fire  last  January.  Only  five  permits 
were  issued  for  dwellings. 

There  were  261  building  permits  issued  in  Montreal  dur- 
ing May,  valued  at  $658,680,  as  compared  with  362  permits, 
valued  at  $490,054,  in  the  same  month  last  year.  The  total 
for  the  first  five  months  of  1918  is  635  permits,  at  a  value  of 
$1,742,005,  while  for  the  same  period  last  year  the  figures 
were  670,  valued  at  $3,108,914. 

The  first  large  concrete  vessel  to  be  launched  in  Eng- 
land has  been  ibuilt  for  Government  service.  She  has  a  dis- 
placement of  900  ton  Twelve  I5ritish  companies  formed  to 
build  vessels  of  concrete  have  been  registered,  their  capitals 
ranging  from  $35,000  to  $3,000,000.  'i'lio  one  with  the  last 
named  capital  is  the  Marine  &  Ceneial  Cmurelo  Cunslruc- 
tion  Syndicate,  Limited. 

An  amended  Order  in  Council  respeclmg  the  continua- 
tion of  the  St.  John  harbor  works  by  the  new  contractors, 
the  St  John  Drydock  &  Shipbuilding  Company,  was  i)assed 
on  June  6.  Provision  is  made  only  for  necessary  expenditures 
to  meet  the  harbor  requirements  of  the  new  drydock  and 
shipbuilding  plant  to  be  established  by  the  company.  The 


total  cost  (if  the  work  i'.,t   llii«  \  <  ur.tieti  at 

$.')00,OI)0. 

liiiildiiig  I  iiRpccior  McKeii/ic  !.  report  n<r  llic  iii'iiilii  m 
May  indicates  considerably  increased  huilding  activitico  in 
Vancouver  as  compared  with  last  year.  The  building  per- 
mits issued  during  last  month  numlicr  07  and  are  valued  at 
$261,845,  wiiiic  for  May,  1U17,  the  liKures  arc  54  permit*,  at  a 
value  of  $47,!i7.'i.  This  year's  total  up  till  the  end  of  May 
is  permits,  value  $(106.5.15,  and  the  1917  total  during  the 
same  period  was  222  permits,  value  $2H1,:J39. 

'J  hc  contract  for  the  new  office  l>uilding  for  the  Dominion 
(jovenimcnt  at  the  corner  of  O'Connor  and  Queen  Streets, 
Ottawa,  has  been  awarded  to  Bate,  McMahon  &  Company, 
of  that  city.  Their  tender,  $1,969,000,  was  the  lowest  of  sev- 
eral received.  The  structure  is  being  built  from  designs  pre- 
pared by  the  chief  architect's  staff  of  the  Department  of 
I'ublic  Works.  It  will  occupy  a  portion  of  the  block  on 
O'C  onnor  Street  between  Queen  and  Albert,  and  is  to  be  200 
feet  long  by  150  feet  wide,  and  nine  storeys  high  above  the 
sidewalk. 

The  works  committee,  of  Toronto,  have  recommende«l 
to  the  city  council  their  concurrence  in  an  agreement  be- 
tween the  Harbour  Commission  and  the  T.  Eaton  Company, 
whereby  the  latter  lease  2.95  acres  of  property  on  the  water- 
front between  Yonge  and  Bay  Streets,  including  part  of 
the  section  of  land  known  as  Bayside  I'ark.  The  Eaton  Com- 
Ijany  have  also  an  option  on  .611  acre  to  the  east  of  this  pro- 
perty and  the  effect  of  the  agreement  will  be  to  give  them 
a  solid  rectangle,  south  of  the  prf)pose(l  railway  viaduct.  It 
is  on  this  site  that  they  intend  erecting  their  large  new  mail 
order  l)uilding. 

'J'he  ()ntario  Railway  .'iiid  Municipal  Board  has  completed 
the  hearing  of  the  argument  by  the  Toronto-Hamilton  High- 
way Commission,  York  County  and  the  city  of  Toronto  as 
to  the  new  bridges  ordered  at  Mimico,  Etobicoke  and  Port 
Credit,  on  the  Toronto-Hamilton  Highway.  The  decision  is 
in  favor  of  concrete  structures,  instead  of  steel  as  provided 
in  the  original  plans.  Estimates  of  cost  were  approved  as 
presented  by  Engineer  Geo.  Hogarth,  of  the  Provincial  De- 
partment of  Highways.  His  figures,  which  show  not  only 
the  cost  of  the  structures  actually  to  be  built,  but  also  the 
estimated  amount  which  would  be  necessary  to  erect  stand- 
aril  county  bridges,  are  as  follows:  Etobicoke — Commission's 
bridge,  $14,803,  standard  county  bridge.  $9,418.50;  Mimico — 
Commission's  bridge,  $21,849,  county  bridge,  $13,657.94;  Port 
Credit — Commission's  bridge.  $20,798.90  county  bridge,  $16.- 
749.90.  Construction  of  these  new  structures  will  now  pro- 
ceed, the  allotment  of  the  proportional  charges  being  deter- 
mined later.  In  the  event  of  variation  in  actual  from  esti- 
mated costs,  the  ratio  between  the  cost  of  the  bridge  the 
tdmmission  erects  and  the  standard  county  structure  will 
be  adhered  to. 


Personals 

Lieut. -('id.  Ihlietsm  Leonard,  of  London,  C)nt.,  associ- 
ate member  E.  1.  of  C,  has  iieen  awarded  the  D.S.O.  He  is 
a  member  of  the  firm  of  E.  Leonard  i"^-  .'Nc>n<.  boiler  en- 
gine makers 

Lieut. -Col.  George  Eric  McLuaig,  ni  Montre.il,  h.i.-  ijccn 
made  a  Companion  of  St.  Mi  hacl  and  St.  George.  He  is  an 
associate  member  of  the  Engineering  Institute  of  Canada, 
and  was  among  the  first  to  otTcr  his  services  to  the  country. 

Mr.  Henry  Japp.  president  of  S.  Pearson,  Son  &  Part- 
ners. Canada,  Ltd.,  Montreal,  a  subsidiary  of  the  well-kn4>wn 
English  firm  of  contractors,  has  been  made  a  Knight  of  the 
newly  established  Order  of  the  British  Empire.  His  name 
was  included  in  the  Birthday  honours  list.  Si;  Henry  is  a 
member  oi  the  British  War  Commission  to  the  I'nitod  States 
He  is  a  member  of  the  Engineering  Institute  of  t\ir-.'.i. 


Contracts  Department 

News    of  Special  Interest  to  Contractors,  En^neers,  Manufacturers  and 

Dealers  in  Building  Supplies 


Waterworks,  Sewerage  and 
Roadways 

Bienville,  Que. 

Town  Council  contemplate  the  con- 
struction of  a  concrete  reservoir  Engin- 
eer, C.  Lessard,  147  Mountain  Hill,  Que- 
bec. 

Tenders  are  being  received  by  the 
engineer,  C.  Lessard,  147  Mountain  Hill, 
Quebec,  for  12-inch  deep  well  pump,  cap- 
acity 150,000  gallons  daily,  electric,  for 
the  Town  Council. 

Chicoutimi,  Que. 

The  municipalities  of  Chicoutimi  and 
Jonquieres  are  constructing  a  road 
twenty  miles  long.  Engineer,  M.  Henry, 
Parliament  Buildings. 

Colchester  South  Township,  Ont. 

Plans  and  specifications  are  with  the 
clerk  J  H.  Madill.  Harrow,  who  will 
receive  tenders  until  July  12  for  drainage 
work  for  the  Township  Council. 

Leamington,  Ont. 

Town  Council  contemplate  the  con- 
struction of  a  12-inch  sewer.  Clerk,  R. 
M.  Selkirk. 

Matane,  Que.  . 

Roads  Department,  Provincial  Govern- 
ment, Parliament  Bldgs.,  Quebec,  con- 
template the  construction  of  a  road  4.') 
miles  long.  Secretary-treasurer,  Chas. 
Thibeault,  Ste.  Anne  des  Monts. 

Matheson,  Ont. 

Town  Council  contemplate  the  erection 
of  a  waterworks  and  electric  light  plant. 
Clerk,  H.  Geo.  Ginn. 

Mimico,  Ont. 

Town  Council  contemplate  the  con- 
struction of  sewers. 

St.  Lambert,  Que.  . 

The  Roads  Department,  Provincial 
Government  Parliament  Bldgs.,  Quebec 
contemplate  the  construction  of  a  road 
from  here  to  Levis.  Engineer,  M.  Henry, 
Parliament  Bldgs.,  Quebec. 

Shawenegan  Falls,  Que. 

City  Council  conlcmi)late  the  construc- 
tion of  12  inch  concrete  pavement  on 
F"ifth  Avenue,  from  Tamarack  Street  to 
Station  Street  and  will  call  tenders  short- 
ly. Clerk,  J.  E.  Meunicr. 

Tara,  Ont.  ,  ,  , 

'I'cnders  are  being  received  by  the 
clerk.  Neil  McDougall,  for  the  construc- 
tion of  cf)ncrete  culverts  for  the  County 
Council . 

Tuckersmith  Township,  Ont. 

Tenders  will  be  received  by  the  clerk, 
D.  I*.  McGregor,  Scaforth,  until  June  22, 
for  the  construction  of  the  Watson  drain 
for  the  Township  Council. 

CONTRACTS  AWARDED. 

Essex,  Ont. 

F'"r;ink  P.rown  &  Son  have  the  general 
contract  for  the  construction  of  ceincni 
sidewalks  for  the  Town  Council. 


Hamilton,  Ont. 

J.  D,  Armstrong,  138  Erie  Ave.,  has 
the  contract  for  the  construction  of  a 
sewer  on  Murray  street,  and  J.  J.  Arm- 
strong &  Son,  116  Burris  St.,  the  contract 
for  sewers  on  Mary  &  Tisdale  Streets, 
for  the  City  Council. 

Ottawa,  Ont. 

The  Ottawa  Fireproof  Supply  Co.,  539 
Sussex  St.,  have  the  contract  for  pipe  in 
connection  with  the  construction  of  a 
$3,600  sewer  for  the  City  Council. 

Portage  La  Prairie,  Man. 

-  Wm.  Carr  has  the  contract  for  culverts 
for  the  Town  Council. 

St.  Catharines,  Ont. 

Rymer  &  Longley,  19  Wolesley  Ave., 
have  the  general  contract  for  the  con- 
struction of  concrete  walks  and  curbs  for 
the  City  Council. 

Vita,  Man. 

Michael  Bodnarchuk,  Nykola  Hawry- 
liuk  and  Jacob  Myktiuk  have  the  generar 
contract  for  the  construction  of  roads 
costing  $32,000  for  the  Municipal  Council. 


Railroads,  Bridges  and  Wharves 

Arthabaska,  Que. 

Bids  for  the  erection  of  a  steel  bridge 
for  the  Arthabaska  Municipality  have 
been  received  from  the  following:  Jos. 
Gosselin,  Levis,  Levasseur  &  Fortier, 
Victoriaville,  Jos.  Laroche,  Arthabaska, 
A.  Quesnel,  Arthabaska,  Nap.  Dumont, 
Riv.  Du.  Loup.  Secretary-treasurer,  C. 
R.  Garneau,  Arthabaska.. 

Bruce  County,  Ont. 

Tenders  will  be  received  by  the  super- 
intendent, D.  J.  Izzard,  Port  Elgin,  until 
6  p.m.  June  21  for  the  erection  of  two  re- 
inforced concrete  bridges  for  the  County 
Council.  Plans  and  specifications  wilth 
the  Superintendent  and  Engineer,  R.  Mc- 
Dowall,  Owen  Sound. 

Dufferin,  Man. 

Tenders  will  be  received  by  the  secre- 
tary-treasurer, F.  W.  Kirby,  Carman,  un- 
til 5  p.m.,  June  28,  for  the  construction 
of  two  pile  bridges  for  the  Municipal 
Council. 

Dundas,  Ont. 

Town  Council  contemplate  the  erec- 
tion of  a  $3,000  concrete  bridge.  Engin- 
eer, E.  H.  Darling,  Spectator  Bldg., 
Hamilton.  Clerk,  J.  S.  Fry. 

Elora,  Ont. 

Tenders  will  be  received  until  noon. 
July  1,  by  J.  P.  Mundrel  &  Co.,  Ltd.,  and 
U.  Richardson,  M.P.P.,  for  the  construc- 
tion of  a  concrete  dam  over  the  Grand 
River  for  the  Town  Council.  ' 

Osgoode  Township,  Ont. 

'I'enders  are  being  received  by  the  clerk 
h'raiik  Ivcson,  Metcalfe,  until  July  2,  for 
the  erection  of  a  bridge  over  Castor  River 
for  the  Township  of  Metcalfe.  Magwood 
ik  StidwcU,  Cornwall,  are  the  engineers. 

St.  John,  NIB. 

Tenders  are    I)eiiig    received    by  the 


clerk,  Herbert  E.  Wardroper,  until  11  a. 
m.  July  2,  for  the  construction  of  an  ad- 
dition to  ferry  wharf  for  the  City  Coun- 
cil. Plans  and  specifications  are  with 
the  engineer,  Geo.  N.  Hatfield. 


CONTRACTS  AWARDED. 
Brome,  Que. 

C.  J.  Dryden  Co.,  Ltd.,  care  of  secre- 
tary-treasurer, Geo.  F.  Hall,    have  the 
general  contract  for  steel  bridge  for  th 
Township  Council. 


Levis,  Que. 

Miles  Loneigan,  1254  St.  Valier  St., 
Quebec,  has  the  general  contract  for  im- 
provements costing  $125,000  to  electric 
railway  for  the  Levis  Co.  Ry.,  Commer- 
cial St.,  Levis. 


Grimmer  Parish,  N.B. 

Fred  E.  Rivard,  St.  Leonard,  has  the 
general  contract  for  $3,446  bridge  for  the 
Department  of  Public  Works,,  Dominion 
Government. 

Margaree,  N.S. 

Morris  A.  Condon,  Digby,  has  the  gen- 
eral contract  for  the  construction  of  a 
breakwater  for  the  Department  of  Public 
Works,  Dominion  Government. 

St.  David,  Que. 

Cie  de  Construction  de  Nicolet,  care  of 
secretary,  J.  W.  Joyal,  St.  David,  -have 
the  general  contract  for  bridge  and  abut- 
ments costing  $5,494  for  the  Town  Coun- 
cil. 

Sutton,  Que. 

Mr.  Poulin,  Marieville,  has  the  general 
contract  for  $24,000  reinforced  concrete 
bridge  for  the  Township  Council  of  Sut- 
ton, Town  Hall. 

Vancouver,  B.  C. 

W.  Greenless  has  the  general  contract 
for  repairs  costing  $3,650  to  Fraser  Av- 
enue bridge  for  the  Department  of  Pub- 
lic Works,  Provincial  Government. 

Wellington  County,  Ont. 

The  following  contracts  have  been 
awarded  for  the  construction  of  bridges, 
etc.  for  the  County  Council:  135  ft.  steel 
bridge,  Sarnia  Bridge  Co.,  Sarnia;  abut- 
ments, Chas.  Mattani,  Fergus;  55  ft.  con- 
crete arch  truss  bridge.  John  Pilker,  Har- 
riston;  two  concrete  beam  bridges,  W. 
Vallery,  Bellwood;  80  ft.  concrete  arch 
truss  bridge  over  Irvine  River,  Chas.  Vat- 
tani,  Fergus;  35  ft.  concrete  beam  bridge, 
W.  Vallery,  Bellwood. 

Westmorland  County,  N.  B. 

Power  &  Brewer,  107  Prince  William 
St.,  St.  John  have  the  general  contract  for 
$21,500  concrete  arch  bridge  for  the  De- 
l^artmcnt  of  Public  Works,  Dominion 
(Jovernment. 


Public  Buildings,  Churches 
and  Schools 

Beulah,  Man. 

Tenders  will  be  received  until  July  3 
for  the  erection  of  a  $15,000  school  for 
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Ikiilah  C'.S.D.  Arcliilcfl,  \i.  I).  Tultlc, 
i05  McArthur  Bldg.,  Winnipeg. 

Brockville,  Ont. 

rians  and  specifications  are  at  tin-  nf- 
lice  of  the  architect,  (_'.  J.  Read,  i7  Queen 
!■"..,  Toronto,  who  will  receive  tenders  un- 
til June  31),  for  the  erection  of  a  four- 
storey  stone  college  l)uilding  for  St. 
Mary's  College. 

Dominion,  N.S. 

Falconer  and  McDonald  Ltd.,  David- 
son St.,  Halifax,  general  contractors  for 
.1)1,5,000  church  for  the  Prcshyterian  con- 
gregation, will  carry  out  the  carpentry, 
plastering  and  glazing.  Owners  will  let 
plumhing,  heating,  painting  and  electrical 
work . 

Fredericton,  N.B. 

The  City  Council  contemplate  the  erec- 
tion of  an  isolation,  hospital  Mayor, 
Moses  Mitchell. 

Halifax,  N.S. 

Repairs  costing  $6,000  to  the  School 
for  the  Blind  on  Morris  St.,  are  contem- 
plated. Superintendent,  Sir  Frederick 
Fraser. 

Plans  and  specifications  are  with  the 
architects,  Harris  &  Horton,  Keith  Bldg., 
who  will  receive  tenders  until  June  22 
for  repairs  costing  $50,000  to  church  for 
Park  St.  Presbyterian  Church. 

Lachine,  Que. 

Viau  &  Venne,  76  St.  Gabriel  St..  Mon- 
teral,  have  been  appointed  architects  and 
are  preparing  plans  for  $2.50,000  church 
sacrristy  for  the  Roman  Catholic  Church, 
Parish  of  St.  Anges  Gardiens. 

Moncton,  N.B. 

Plans  and  specifications  are  at  the  resi- 
dence of  the  pastor,  Rev.  S.  A.  Baker, 
394  Lutz  St.,  who  will  receive  tenders 
until  June  23  for  remodelling  church  for 
the  Reformed  Baptist  Church  Congrega- 
tion. 

Nanton,  Alta. 

Tenders  will  be  called  shortly  for  the 
erection  of  a  $-10,000  school  for  the  Nan- 
ton  School  District  &  Parkland.  Secre- 
tary-treasurer, M.  VV.  MacDonald,  Nan- 
ton  . 

Ottawa,  Ont. 

The  Ottawa  Maternity  Hospital  con- 
templates alterations,  etc. 

Richmond,  B.C. 

Richmond  Council  contemplate  the 
erection  of  a  municipal  hall,  courthouse, 
and  jail.  Clerk,  Samuel  Sheppard,  Rich- 
mond. 

Toronto,  Ont. 

The  erection  of  an  addition  to  school 
is  contemplated  by  the  Separate  School 
Board.  Secretary.  J.  G.  Hall,  65  Bond  St. 

The  Seperate  School  Board  will  erect 
an  addition  to  school.  Secretary,  J.  G. 
Hall,  65  Bond  St. 

Trail,  B.C. 

PI  .ns  and  specifications  are  with  the 
architect,  J.  M.  Barnett,  and  tenders  are 
being  received  until  June  34  by  the  sec- 
retary, F.  E.  Dockerill,  for  the  erection 
of  a  $34,000  addition  to  school  for  the 
School  Board. 

Vancouver,  B.C. 

The  Board  of  School  Trustees,  City 
Hall,  contemplate  the  erection  of  an  open 
air  class  room  costing  $:i,000.  Secretary 
Gerald  Upton. 

The  Vancouver  Young  Men's  Christian 
Association,  403  Pender  St.,  contemplate 
the  erection  of  a  $300,000  extension  to 


tluir  luiilding  on  (jeorRia  .Street.  Final) 
cial  secretary,  Mr.  W.  C.  Myers. 

Winnipeg,  Man. 

'I'ciidcrs  ;irc  being  received  by  the  sec- 
relary-treasurer,  R.  H.  Smith,  until  June 
34  ffjr  the  erection  of  a  $100,000  sclujol 
for  the  \Vinni])eg  School  Boar<i,  EWvn  anrl 
William  Sts.  I'lans  and  specificatifms  with 
the  architects,  Jordan  &  Over,  47  (  anada 
I.ife  Bldg.,  and  the  Winnipeg  Builders 
Fxchange. 

Tenders  are  being  received  l)y  the  sec- 
retary-treasurer, R.  H.  Simth.  K.llen  & 
William  Sts.,  until  June  24  for  the  erec- 
tion of  a  $140,000  school  for  the  Winni- 
peg School  Board,  I*'ilen  and  William 
Sts.  .\rchitect,  H.  K.  Matthews,  H03 
Lindsay  Bldg. 

Tenders  are  being  received  by  the  sec- 
retary-treasurer, R.  H.  Smith,  cor.  Kllen 
and  William  .Sts.,  until  Jime  34.  for  the 
erection  of  a  $153,000  school  for  the 
School  Board.  ['lans  and  specifications 
are  with  the  architects,  Pratt  &  Ross. 
1011  Electric  Railway  Bldg..  and  tin- 
Winnipeg  Builders'  Exchange. 

CONTRACTS  AWARDED. 
Crescent,  B.  C. 

Barton  Bros.  &  Tarves  have  the  gen- 
eral contract  for  $:{,;j00  school  for  the 
Surrey  School  Board. 

Hamilton,  Ont. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  an  $8,000  parish  hall  for  the  I'olish 
Church,  cor.  Grey  and  St.  Joseph  Sts.: 
Plumbing,  J.  Foster;  electrical  work,  J. 
Dynes,  20  Avalon  Place;  painting,  W. 
Frost,  1130  Barton  St.  E.  The  genaral 
contractor,  J.  J.  Giles,  451  .Xberdeen 
Ave.,  will  carry  fuit  the  plastering. 

Montreal,  Que. 

The  following  contracts  have  been 
awarded  in  connection  with  repairs  to 
convent  for  the  Grey  Nuns:  Roofing. 
Metal  Shingle  &  Siding  Co.,  Ltd..  91'/. 
Delorimier  St.;  electrical  work,  H. 
Hogge;  steel.  Dominion  Bridge  Co.  Ltd., 
3S5  Beaver  Hall  Hill. 

Montreal  West,  Que. 

McFarlane-Douglass  Co..  Ltd..  34a 
Dorchester  St.  W.,  Montreal,  have  the 
roofing  contract  for  $183,000  high  school 
for  the  Board  of  Education. 

New  Watford,  N.  S. 

W.  R.  Martin,  New  Watford,  lias  the 
general  contract  for  $30,000  church  for 
the  Presbyterian  congregation, 

Ottawa,  Ont. 

The  following  contracts  have  l)een 
awarded  in  connection  with  the  erection 
of  a  $30,000  "Carnegie"  branch  library  for 
the  City  Council:  Masonry  and  brick. 
J  as.  Patterson,  873  Somerset  St.;  steel 
work.  Clarence  W.  Marshall,  care  of 
C  anadian  .\gcncy  and  Supply  ^"o..  50 
Ralph  St.,  plastering,  Thos.  Patterson.  70 
Rosedale  Ave. 

St.  Anne  De  Bellevue,  Que. 

(uiodwin's  Ltd..  St.  Catherine  St.,  \\  ., 
Montreal,  have  the  painting  contract  for 
military  hospital  for  the  Department  ot 
Public  Works.  Dominion  Government. 

St.  Louis  Nazaire,  Que. 

Thomas  Treniblay.  St.  Jerome,  has  the 
general  contract  for  $60,000  church  for 
the  congregation. 

Toronto,  Ont. 

(.".  W.  Wood  &  Sons.  613  Manning 
Ave.,  have  the  masonry  and  T.  P.  Wright, 


Maby  I'uini  <  rencenl,  the  cariirntry  con- 
irai  t  for  $jii,0(M>  church  for  the  iJuflferin 
St    Baptist  (  htif'  h 

Winnipeg,  Man. 

'I  hc  I'lllowiiig     '  .  .Ill  1  .!■  I  -   1 

awar(|ed  in  connection  with  the  erection 
•if  a  $1I0,()0()  addition  to  nurse*  home  for 
the  Winnipeg  (icncral  Hospital.  Manna- 
tync  Ave.:  Roormg.  W  innipCK  Ct-ilinK  & 
Rofjfing  Co.,  :nv'/t  Si.  fJonifacc;  plaster- 
ing. Western  Plastering  Co..  'A12  Confed- 
eration Life  BUIr.  ;  painting.  (iatc« 
Painting  &  Decoratintf  Co..  Rupert  St.; 
interior  finish,  Radford  &  Wright  Co., 
Mcl'hillips  St. 

Green  and  Litsler.  237  Fort  Street, 
have  the  pluniliing  contract  in  connection 
with  the  ercctif»n  of  an  addition  tn  tv  l 
for  the  School  Board. 

Business  Buildings  and  Indus- 
trial Plants 

Hamilton,  Ont. 

(ieo  Hill.  21  \  inc  St.,  will  erect  a  $10.- 
000  addition  to  warehouse  and  let  all 
trades . 

The  Royal  Hotel  Co..  care  of  Thos. 
Hobson,  Bank  of  Hamilton  Bldg..  con- 
tenii)late  alterations  to  hotel  for  market 
building.  .Architect,  E.  H.  Darling.  Spec- 
tator Bldg. 

Sir  Henry  M.  Pellatt,  Casa  Lonia.  To- 
ronto, contemplates  alterations  to  build- 
ing for  stores  and  apartments. 

Lachine,  Que. 

The  Canadian  .'\llis-Chalmers  Ltd.. 
Rockfield  St..  will  erect  an  extension 
costing  $20,000  to  their  foundry  on  St. 
Joseph  Street. 

Lindsay,  Ont. 

Dundas  and  FIcvelle's  Ltd..  Kent  St.. 
are  receiving  tenders  for  new  heating 
system  costing  $4,000  for  their  store. 

Liverpool,  N.S. 

The  North  .\inerican  Fisheries  and 
Cold  Storage  LiniitctI  will  erect  a  cold 
storage  plant. 

Ottawa,  Ont. 

\\  .  J.  Moiitgumery.  lOfi  Patterson  St.. 
will  make  alterations  to  his  store. 

Millson  &  Burgess.  I'nion  Bank  Bldg.. 
Sparks  St..  are  preparing  plans  for  al- 
ter.ilions  and  addition  to  ofHcc  and 
apartments  for  Dr.  Milton  Graham.  227 
(.'lemow  .Ave. 

Richards  and  .Vbra.  126  Sparks  St..  arc 
preparing  plans  for  alterations  and  addi- 
tion to  bank  for  the  Bank  of  Nova  Sco- 
tia. Sparks  St. 

Plans  and  specifications  are  with  the 
architects.  Millson  &  Burgess.  Union 
Bank  Bldg..  Sparks  St..  who  will  receive 
tenders  until  June  22  for  alterations  and 
addition  to  office  and  apartments  for  Dr. 
Milton  (iraham,  227  Clemow  .Ave. 

Renfrew,  Ont. 

Merell  Imbleau  contemplates  the  con- 
struction of  a  new  roof  on  his  foundry 
and  machine  shop  on  Raglan  Street. 

South  Edmonton,  Alta. 

The  Temple  Theatre  Corporation  arc 
having  plans  prepared  for  JlSO.tKK)  thea- 
tre. .Address  J.  J.  .\llen  9645  83rd  .\ve . 

Toronto.  Ont. 

The  sheet  Metal  Products  Co.  of  Can- 
ada Ltd..  199  River  St..  have  had  plans 
|)reparcd  for  a  $6,500  addition  to  engine 
house . 

Tenders  are  being  received  by  the  ar- 


Tenders  and  For  Sale  Department 


For  Sale 


Electric  Light  Plant  in  good  town,  divisional 
point  in  Alberta,  exclusive  franchise,  good  rate^ 
and  good  load.  Reason  for  selling,  owners  in- 
terested in  other  business.  Box  747,  Contract 
Record,   Toronto.  24-25 


Tenders  for 
Reconstuction  of  Tower 


Hulk  tenders  for  all  trades  required  in  con- 
nection with  the  removal  and  reconstruction  of 
upper  i)art  of  tower  to  combined  Police  Station 
and  Fire  Hall  in  Exhibition  (Jrounds  will  be  re- 
ceived by  registered  post  only,  addressed  to  the 
undersigned  up  to  noon  on  Tuesday,  June  25th, 
l!tl8. 

Plans  and  specifications  may  he  seen  and  forms 
of  tender  and  all  infomialion  obtained  at  the 
office  of  the  City  Arcliitict.  City  Hall.  Toronto. 
Envelopes  containing  tenders  must  be  plainly 
marked  on  the  outside  as  to  contents.  The  usu- 
al conditions  relating  to  tendering,  as  prescribed 
by  the  City  By-laws  must  be  strictly  complied 
wTth  or  tenders  may  not  be  entertained.  Ten- 
derers shall  submit  with  tender  the  names  of 
two  personal  sureties  or  tlie  bond  of  a  guarantee 
company  approved  by  the  City  Treasurer.  Tlie 
lowest  or  any  tender  not  necessarily  accepted. 

T.  L.  CHURCH,  Mayor, 
Chairman  of  the  Board  of  Control. 

25-25 


PARLIAMENT  BUILDINGS,  OTTAWA 

Tenders  Wanted  for 

HARDWARE 


Sealed  tenders  will  be  receivcfl  by  the  under- 
signed until  noon,  July  2,  1918,  for  the  hanlwarc 
required  in  the  reconstruction  of  this  building. 

All  tenders  are  to  be  based  on  tlie  supplying 
and  delivery  to  the  site  of  all  hardware  included 
in  the  Schedule  of  Quantities  as  required  and 
described  by  the  Plans,  Specifications  and  Sched- 
ule for  Hardware. 

The  work  of  this  contract  shall  be  proceeded 
with  as  indicated  in  the  schedule  or  as  may  be 
directed  and  in  such  a  manner  as  to  ensure  the 
completion  thereof  by  June  1,  1919. 

Plans,  Specifications,  Schedule  and  any  otiier 
information  required  can  be  obtained  at  the  office 
of  the  General  Contractors,  P.  I^yall  &  Sons  Con- 
struction  Company,    Limited,   Ottawa,  Ontario. 

Each  tender  must  be  accompanied  by  an  ac- 
cepted cheque  on  a  chartered  bank,  payable  to 
the  order  of  the  Minister  of  Public  Works,  for 
a  sum  not  less  than  five  per  cent.  (5  p.c.)  of  the 
amount  of  the  tender,  which  will  be  forfeited  if 
the  parties  tendering  flccline  to  enter  into  a  con- 
tract when  called  upon  to  do  so.  II  the  tender 
is  not  accepted  the  cheque  will  be  retiuned.  H 
the  tender  is  accepted  an  additonal  cheque  for  a 
sum  equivalent  to  five  iier  cent.  (5  p.c.)  of  the 
tender  mu?t  be  deposited  before  the  contract  is 
signed.  The  total  security  will  be  forfeited  if 
the  contractor  fails  to  complete  the  work  con- 
tracted for. 

Payments  for  material  will  be  made  monthly. 
Samples  must  be  submitted  with  tender. 
The    lowest     or    any     tender    not  necessarily 
accepted. 

Envelopes  containing  tenders  to  be  marked 
"Tenders  for  Hardware"  and  addressed  to  the 
undersigned. 

JOHN   A.    PEARSON,  Architect. 

J.  O.  MARCHAND,  Associate. 
Centre  Block.  Parliament  Hill, 

Ottawa.  24  25 


Tenders  for  Sidewalk 
Construction 

Sealeil  li-nders,  plainly  marked  as  tn  contents, 
will  lie  received  by  the  undersigned  up  to  12 
o'clock  noon  of  Saturday,  June  29th,  1918,  for  the 
construction  of  a  concrete  sidewalk  on  Weston 
Road,   Tow'nshij)   of  \*ork. 

Plans  and  specifications  may  be  seen  at  the 
office  of  the  undersigned,  lU  jarvis  Street,  To- 
ronto, or  at  the  ofiice  of  the  Township  Clerk,  Is- 
lington, Ont. 

'I'he  lowest  or  any  tender  will  not  necessarily 
be  accepted. 

FRANK  BARBER, 
25-25  Township  Eligineer. 

Toronto. 


Department  of  the  Naval  Service 

Tenders  for  Wharf 


Sealed  tenders,  addressed  to  the  undersigned, 
and  endorsed  "Tender  for  Coaling  Jetty,"  will 
be  received  up  to  noon  on  the  15th  of  July,  1918, 
for  the  reconstruction  of  the  Coaling  Wharf  at 
H.M.C.    Dockyard,    Esquimalt,  B.C. 

Tenders  should  be  accompanied  by  certified 
cheque  for  Ten  Per  Cent,  of  the  amount  of  the 
tender. 

Plans,  specifications  and  permission  to  view  the 
site  may  be  obtained  from  the  undersigned  or 
from  the  C'aptain  Superintendent,  H.M.C.  Dock- 
yard, Escpiinialt. 

O.  J.  DESBARATS, 
Deputy  Minister  of  the  Naval  Service. 
Department   of   Naval  Service, 
Ottawa.   May  31,  1918. 
I'natitliorized  publication  of  this  advertisement 
will  not  be  paid  for.  24-25 


Board  of  Education 


Scaled  tenders,  whole  or  separate,  addressed 
1(1  the  Secretary-Treasurer  of  the  Board,  will  be 
r(  ceived  until 

Thursday,  June  27th,  1918 

for  various  trades  In  connection  with 

Midsummer  Repairs,  including 
Blackboard  Slates,  Electrical  Work, 
Plumbing,  Steamfitting,  Sodding, 
Tinsmithing,  Etc. 

Sperilications  may  be  seen  and  all.  information 
olitained  at  the  office  of  tlie  Sui)erintendcnt  of 
liuildings,  l.')5  College  Street.  Each  tender  nuist 
be  accompanied  with  an  accepted  hank  cheque 
for  live  per  cent,  of  the  amount  of  tender,  or 
its  e(|uivalenl  in  cash,  applying  to  said  tender 
only,  and  will  be  subject  to  the  By-laws  and 
Regulations  of  the  Board.  Suretieij  for  all  ten-, 
ders  exceeding  four  thousand  doHars  must  lie 
furnished  by  surety  conqianies.  Tenders  nuisl 
be  in  the  hands  of  the  Secretary-Treasurer,  al 
his  office,  .\dministration  linilding,  not  later  than 
four  o'clock  p.m.,  on  the  day  named,  after  which 
no  tender  will  be  received.  The  lowest  or  any 
tender  will  not  necessarily  be  accepted. 

W.   C.  WILKINSON. 

.Secretary -Treasurer. 
(  .\K()1.1NE  S.   l!i<OWN.  M.n.. 
2.5-25  (  liaii  niaii  of  Committee. 


Standpipe  Painting 


Tenders  will  be  received  up  to  S  o'clock.  Tues- 
day evening,  June  25th,  for  sandblasting  or  J 
scraping  standpipe  20  ft.  .\  W>  ft.,  and  painting' 
two  coats  ]iaint,  outside.  Contractor  supply 
everything   except  paint. 

.\.  C..  PEIRSON,  Superintendent, 
-5-25  Weston  Waterworks  Dept. 


Tenders  Wanted 


Sealed  tenders  for  all  trades  in  connection  with 
tlie  erection  of  St.  Mary's  College  at  Brockville, 
Ont.,  for  the  Congregation  of  the  Most  Holy  Re- 
deemer, will  be  received  at  the  office  of  the  under- 
signed until  Monday,  June  29,  at  5  p.m. 

Tenders  to  be  accompanied  by  marked  cheque 
for  5  per  cent,  of  amount  of  bid.  The  lowest  or 
any  hid  not  necessarily  accepted. 

Plans,  Specifications  and  contract  forms  may 
be  seen,  and  Tender  Forms  obtained,  at  the  oflSce 
of  the  Architect.  Blue  prints  and  specifications 
may  be  obtained  by  depositing  a  marked  cheque 
for  .f25.00,  which  will  be  returned  on  return  of 
lilue  Prints  and  Specifications  in  good  condition. 

CHARLES  J.  READ,  Architect, 
137-S  Confederation  Life  Bldg., 
25-2C  Toronto,  Ont. 


Tenders  Wanted 

Concrete  Dam 

Sealed  tenders  will  be  received  by  the  under- 
signed up  to  noon  on  Monday.  July  1st,  for  the 
construction  of  a  Concrete  Dam  at  flume  over 
the   Grand   River,   at  Elora. 

For  plans  and  specilications  apply  to  Bowman 
&  Connor,  Engineers,  .'il  Queen  Street  West, 
Toronto,  or  to  the  unilersigned. 

Tilt  lowest  or  any  tender  will  not  neces- 
sarily  be  accepted. 

J.  P.  MUNDELf,  &  CO.,  LTD., 

Elora,  Out. 
V.  RICHARDSON,  M.P.P., 
24-25  Elora,  Onl, 


.Sealed  tenders  addressed  to  the  undersigned, 
and  endorsed  "Tender  for  Military  Isolation 
Hospital,  Kingston  (Ongwanada),  Ont.,"  will  he 
received  at  this  office  until  12  o'clock,  noon,  on 
Friday.  June  28.  1918,  for  the  construction  of  a 
Military  Isolation  Hospital,  Kingston  (Ong- 
wanada), Ont. 

Plans  and  specification  can  be  seen  and  forms 
of  tender  obtained  at  the  offices  of  the  Chief  Ar- 
chitect, Department  of  Public  Works,  Ottawa: 
Power  St  Son,  .\rchitects,  Kingston;  the  Clerk 
of  Works,  Postal  .Station  "  F,"  Toronto,  and  the 
Overseer  of  Dominion  liuildings.  Central  Post 
Office,   Montreal,  P.O. 

Tenders  will  not  be  considei'ed  unless  made  on 
the  forms  siqiplied  by  the  Department  and  in  ac- 
cordance with  the  conditions  set  forth  therein. 

Each  tender  must  be  accompanied  by  an  ac- 
cepted cheiiuc  on  a  chaitered  bank  payable  to 
the  order  of  the  Honourable  the  Minister  of  Pub- 
lic Works,  equal  to  10  per  cent,  of  the  amount 
of  the  tender. 

By  order, 

R.  C.  DESKOCHERS, 

.Secretary. 

Department  of  Public  Works, 

Ottawa,  June  1.5,  1918.  'J5-2fi 
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PARLIAMENT  BUILDINGS,  OTTAWA 

Tenders  Wanted  for 

Lighting  Fixtures 


Sealed  tenders  will  be  received  by  tlic  under- 
signed  until  noon,  July  2,  1918,  for  the  liphtinR 
lixtures  required  in  the  reconstruction  of  the 
above  building. 

All  tenders  to  be  based  on  the  execution,  in- 
stallation and  completion,  together  with  the  fur- 
nishing of  all  material,  tools,  appliances,  labor, 
etc.,  necessary  and  as  required  and  described  by 
the  plans,  specifications  and  schedule  for  lighting 
fixtures. 

The  work  of  this  contract  shall  be  proceeded 
with  as  indicated  in  the  Schedule  or  as  may  be 
directed  and  in  such  a  manner  as  to  ensure  the 
completion  thereof  by  November  1,  1919. 

Plans,  Specifications,  Schedule  and  any  other 
information  required  can  be  obtained  at  the  office 
of  the  General  Contractors,  P.  Lyall  &  Sons  Con- 
struction Company,   Limited,   Ottawa,  Ontario. 

Each  tender  must  be  accompanied  by  an  ac- 
cepted cheque  on  a  chartered  bank,  payable  to 
the  order  of  the  Minister  of  Public  Works,  for 
a  sum  not  less  than  five  per  cent.  (5  p.c. )  of  the 
amount  of  the  tender,  which  will  be  forfeited  if 
the  parties  tendering  decline  to  enter  into  a  con- 
tract when  called  upon  to  do  so.  If  the  tender  is 
not  accepted  the  cheque  will  be  returned.  If  the 
tender  is  accepted  an  additional  cheque  for  a  sum 
equivalent  to  five  per  cent.  (5  p.c.)  of  the  amount 
of  the  tender  must  be  deposited  before  the  con- 
tract is  signed.  The  total  security  will  be  for- 
feited if  the  contractor  fails  to  complete  the  work 
contracted  for. 

Payments  for  material  will  be  made  monthly. 

Samples  must  be  submitted  with  tender. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

Envelopes  containing  tenders  to  be  marked 
"Tenders  for  Lighting  Fixtures,"  and  addressed 
to  the  undersigned. 

JOHN  A.    PEARSON,  Architect, 

J.  O.  MARCHAND,  Associate. 
Centre  Block,  Parliament  Hill, 

Ottawa.  24-25 


For  Sale 

Travelling  A  Frame  Derrick 


60  ft.  boom,  suitable  for  clam  shell,  orange  peel, 
or  coal  handling;  equipped  with  8  x  12  hoisting 
engine,  3  drum  and  swinger.  Excellent  condition. 
Immediate  shipment. 

The  A.  R.  Williams  Machinery  Co.,  Ltd., 
64  Front  Sheet  West, 
17-t.f.  Toronto,  Ont. 


FOR  SALE 


i;W(>  ft.  of  (!-inch  second-hand  das  Well  Casing, 
having   screw   joints,   weighing  IS   lbs.   per  foot. 
This  pipe  is  in  good  condition.  .\pply, 
25-25  City  of  Swift  Current,  Sask. 


FOR  SALE 


For  immediate  delivery,  one  ;j/l(i-inch  second- 
liand  band  steel  smoke  stack,  4  ft.  in  diameter, 
and  85  ft.  long,  with  base  plate  and  damper  coin- 
l>lete.  This  stack  is  in  good  condition.  Apply, 
i!5-25  City  of  Swift  Current,  Sask. 


POSITIONS  WANTED 

WANTED — Ry  an  all-round  construction  man, 

position  as  Superintendent   or  (leneral  Foreman, 

by  Tuly  1st.    Al  testimonials.  Box  751,  Contract 

Record,  Toronto.  25-25 

WANTED — By    a    construction    master  mech- 
anic, competent  on  all  classes  of  air  caisson  and 
general    construction    work,    very   best    of  refer- 
ences.    Box  752,  Contract  Record,  Toronto. 
25-25 


Tenders  Wanted  for 
Repairs  for  the  Following 
Bridges 


Concession  5,  Lrjgaii. 
Logan   and  McKiliop, 

Town- Line  Fullartoii, 


r.ridge  on   Koad   No.  17, 

liridge   on    Town- Line, 
Concession  !•. 

Trafalgar  liridge  on 
lUanshard    and  Downie. 

Bridge  on  Koad  No.  20  (across  Whirl  Creek), 
nil   Town-line,    Fullarlon   and  Logan. 

.\11  lenders  to  be  addressed  lt>  W.  Davidson. 
County  Clerk's  office,  Stratford.  (Jnl.,  and  to  be 
sent  in  not  later  than  12  o'clock  (noon),  on 
Wednesday,   June  19th,  1918. 

The  lowest  or  any  tender  not  necessarily  ac- 
eejited. 

Plans  anrl  specifications  for  above  can  be  seen 
at  the  olifice  of  J.  Roger,  f).L.S..  County  Engi- 
neer, Mitchell.  Ont..  or  at  the  office  of  the 
County  Clerk.  Stratford.  Ont.  25-25 


Tenders  Wanted 


Intercepting  Sewer 

Essex  Border  District 


Sealed  proposals  will  be  received  by  the  Ksscx 
Bonier  Utditics  Commission  at  the  office  of 
Morns  Knowles.  Ltd.,  Engineers.  K  Royal  Bank 
Building,  Windsor,  Ontario,  Canada,  until  twelve 
o'clock  noon,  July  8,  1918,  where  they  will  im- 
mediately thereafter  be  publicly  opened  and  read, 
for  the  construction  of  the  East  .Sewage  Inter- 
ceptor   and  .Appurtenances. 

The  work  includes  furnishing  all  the  material 
and  doing  all  the  work  for  about  : 


l(KiO  ft.  of  15-inch  Vitrified 

1.310  ft.  of  18-inch  Vitrified 

1.530  ft.  of  20-inch  Vitrified 

2.540  ft.  of  24-inch  Vitrified 

1960  ft.  of  27-inch  Vitrified 

;{(>40  ft.  of  ."Ki-inch  Vitrified 

49  Manholes. 

2  Measuring  Chambers. 

.'!  Regulating  Chambers. 


Pipe  Sewer. 
Pipe  Sewer. 
Pip»  Sewer. 
Pipe  .Sewer. 
Pipe  Sewer. 
Pipe  Sewer. 


Each  proposal  must  be  accompanied  by  a  cer- 
tified cheque  for  five  |ier  cent.  (.5  p.c.)  of  the 
bid,  payable  to  the  Esse.x  Border  Utilities  Com- 
mission, as  guarantee  that  in  case  the  bid  be 
accepted,  the  bidder  will,  within  ten  days  there- 
after, execute  the  contract  and  furnish  a  satis- 
factory bond. 

.\  corporate  bond  in  an  acceptable  surety  com- 
pany will  be  re<piired  from  the  successful  bidder, 
and  in  the  amount  of  fifty  thousand  ($.50,000) 
dollars. 

Plans  and  spccificatioris  of  the  work  are_  on 
file  in  the  office  of  Morris  Knowles,  Ltd..  Wind- 
sor. Ontario,  and  in  the  office  of  Morris  Knowles, 
Inc.,  1200  Tones  BIdg.,  Pittsburgh.  Penna.. 
U.S.A. 

Intending  bidders,  upon  a  deposit  of  twenty- 
iive  (.$25)  dollars  will  be  entitled  to  receive  two 
copies  of  the  form  of  proposal,  one  copy  of  the 
notice  to  bidders,  contract  and  specifications,  and 
one  set  of  the  plans.  The  deposit  will  be  re- 
funded in  case  the  contract,  specifications  and 
plans  are  returned  in  good  condition  on  or  be- 
fore July  (>.  191.'*.  or  in  case  a  bid  is  submitted. 

The  right  is  reserved  to  reject  any  or  all  bids 
or  to  accept  the  one  that  in  the  opinion  of  the 
said  Commission  is  for  the  best  interests  of  tlic 
district. 

Bids  must  be  sealed  and  addressed  to  the  Es- 
sex Border  Utilities  Commission.  .S  Royal  Bank 
Building.  Windsor,  Ontario,  ami  marked  "Pro- 
posal for  Fast  .Sewage  Interceptor." 

Essex  Border  Utilities  Commission, 
CORDON   McGREC.OR,  Chairman. 
C.    L.   BARKER.  Secretary. 


chitects.  Banipan.  Mathers  &  Thompson, 
702  Tetnple  Bldg..  for  general  repairs  to 
office  building  for  the  I.O.O.F..  Temple 
Bldg. 

Lt.-Col.  W.  D.  Wilson.    116  Walmer 
Rd..  will  erect  five  garages  costing 
000. 

The  Canada  Bread  Co.,  liiO  .•\veniic 
Rd.,  contemplate  the  erection  of  a  bak- 
ery and  stables. 


J.  M.  Walker,  87  Bathgate  .Ave,  will 
erect  two  two-storcy,  brick  ttorct  cott- 
ing  $7,000. 
Welland,  Ont. 

W.  W.  I,a(,hance  has  been  appointed 
architect  and  tenders  will  be  called  for 
the  erection  of  a  $12.fMK)  .office  buitdinK 
for  the  Empire  Cotton  Co.,  Queen  E. 

Woodstock,  Ont. 

By-law  to  secure  site  and  erect  a  fac- 
tory estimated  to  cost  $20.(KK)  for  the 
Woodstock  Worsted  .Spinning  Company 
has  been  passed.  Snpcrinf endenl.  f-"  Ho|- 
den. 

CONTRACTS  AWARDED. 
Brampton,  Ont. 

Thos.  Ksst-ry,  Confederation  Life  Bldg  . 
Toronto,  has  the  general  contract  for  a 
$12,000  factory  extension  for  the  Hrr- 
ciiles  Rubber  Co. 

Brandon,  Man. 

AUx.  McDonald.  1638  \  ictf>ria  .St.,  has 
the  general  contract  for  $6,000.  one- 
storey,  brick  store  for  Bartlett  &  Bcau- 

l)icr. 

Brantford,  Ont. 

The  Otis  Fenson  Elevator  (  o  .  Ltd.. 
."•()  Bay  St..  Toronto,  have  the  elevator 
contract  for  $15,000  addition  to  factory 
for  the  Waddcll  Preserving  Co..  Ltd  . 
i:!l-i:!:{  Clarence  Street. 

Halifax,  N.S. 

Otis-Fensom  Elevatf)r  Co.  Ltd..  '.iM  St. 
James  St.,  Montreal,  have  the  contract 
for  freight  elevator  for  $25,000  ware- 
house for  the  Furness  Withy  Co.,  Ltd. 

Hamilton,  Ont. 

W.  H.  Cooper.  Clyde  Bldg..  has  the 
general  contract  and  masonry  for  brick 
factory  for  the  Ford-Smith  Machine  Co. 
Ltd.,  Rarl  Street. 

Lachine,  Que. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $29,000  motion  picture  theatre  for 
.\lex.  Laplante,  622  St.  Joseph  St.:— 
Marble  work,  Emile  Lepage.  .S2  X'incent 
St.,  Montreal;  electrical  work.  J.  \. 
St.  Amour.  3171  St.  Denis  St..  Montreal: 
plumbing  and  heating.  J.  O.  Desforge. 
443  St.  Joseph  St.;  seating.  Canada  Office 
Furniture  Co..  King  St..  Preston. 

Moose  Jaw,  Sask. 

Carter-Halls-.\ldinger.  1010  Union 
Bank  Bldg..  W  innipeg,  have  the  general 
contract  for  $125,000  abattoir  for  Gordon 
Ironside  &  Fares. 

Ottawa,  Ont. 

The  Otis-Fensom  Elevator  Co.  Ltd.. 
:!68  St.  James  St..  Montreal,  have  the 
contract  for  hoist  for  $60,000  warehouse 
for  .\.  L.  Florence.  Redpath  St. 

The  Dominion  Bridge  I'o..  Carleton 
Chambers,  have  the  steel  contract  for  al- 
terations and  repairs  to  stores  and  office 
building  on  Sparks  Street  for  H.  H. 
Brennan  Estate.  210  Somerset  St. 

J.  R.  McLennan.  240  Bank  St.,  has  the 
plumbing  and  heating  contracts  in  con- 
nection with  the  erection  of  stores  and 
office  costing  $18,000  lor  Dan  O'Connor. 
552  Ciilmour  St. 

The  Dominion  Bridge  Co.  Ltd..  Carle- 
ton  (.'hambers.  have  the  steel  contract  for 
stores  and  ottice  costing  $20,000  for  N. 
D.  ruriiT.  Bank  and  .-Klbert  Sts. 

Outremont,  Que. 

L.  Beaudry.  2420  Hutchison  St..  Mon- 
treal, has  the  general  contract  for  $10,- 
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()()()  cottaKC  and  garage  for  1'.  O.  Lasa- 
vant,  623  Champagncur  Ave. 

Pembroke,  Ont. 

The  Dominion  Bridge  Co.  Ltd.,  38;") 
Beaver  Hall  Hill,  Montreal,  have  the 
steel,  and  Dunlop  &  Co.'  Pembroke,  the 
roofing,  plumbing,  heating  and  electrical 
work  for  $25,000  bank  for  the  Merchants 
Bank  of  Canada,  head  office,  Montreal. 

St.  Catharines,  Ont. 

Newman  Bros.,  v.j  St.  Paul  St.,  have 
the  general  contract  and  will  let  all  trades 
for  the  erection  of  a  $2,5,000  factory  build- 
ing for  the  St.  Catharines  Silk  Mills, 
Carlton  St.  Westaway  Co.,  Sun  Life 
Bldg..  Hamilton,  are  the  engineers. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  two  stores  costing  $6,.")00  for  .\ndrew 
Smith,  145  St.  Paul  St.,  who  will  carry 
out  the  painting: — Electrical  work,  Le- 
page &  Holmes:  plumbing  and  heating, 
j.  Peart,  49  King  St.;  plastering.  Clutter- 
buck  &  Son. 

St.  John,  N.B. 

1.  .\.  Adams,  12H  Queen  St.  W.,  has 
the  general  contract  for  alterations,  etc. 
to  building  for  office  for  the  Canadian 
Pacific  Railway. 

Shawenegan  Falls,  Que. 

Steel  &  Radiation  Ltd.,  .'!04  University 
.\ve.,  Montreal,  have  the  metal  sash  and 
the  Phoenix  Bridge  &  Iron  Works,  Ltd., 
SH  Colborne  St.,  Montreal,  the  steel  con- 
tract for  the  erection  of  a  factory  costing 
$1,800,000  for  the  American  Products 
Company,  who  will  carry  out  the  electri- 
cal work  and  buy  machinery,  fittings,  etc. 
The  general  contractors,  Church,  Ross 
Co.  Ltd..  40  Hospital  St.,  Montreal,  will 
carry  out  the  roofing,  plastering,  carpen- 
try, masonry,  painting  and  glazing. 

Sydney,  N.S. 

Frank  Redding,  North  Sydney,  has  the 
general  contract  for  $18,000  warehouse 
for  Thompson  &  Sutherland  Ltd.,  :io:^ 
Charlotte  St. 

Ponpare  Bros.,  care  of  Co.,  Sydney, 
have  the  contract  for  excavating  for  $5,- 
000.000  steel  rolling  mill  for  the  Domin- 
ion Iron  &  Steel  Corporation,  113  St. 
James  St.',  Montreal. 

Toronto,  Ont. 

\V.  K.  Manners,  110  Malvern  \v<;..  has 
the  plumbing  and  heating  and  Dolson  & 
Palmer,  375  Waverley  Rd.,  the  electrical 
work  for  four  stores  and  apartments 
costing  $10,000  for  F.  J.  Cummings,  Can- 
ada Life  Bldg. 

The  Canadian  Northern  Railway  lia.s 
given  the  .'\.  B.  Ormsby  Company,  the 
steel  sash  contract  required  for  their  new 
building  on  DufTcrin  Street. 

The  Martin  Pump  &  Machine  Com]). my 
have  awarded  the  contract  for  steel  sash 
on  the  afldition  they  are  erecting  to  the 
A.  B.  Orinsby  Company. 

H.  J.  Derrick,  47  Woolfrcy  Ave.,  has 
the  j)lunibing  contract  for  three  stores 
and  apartments  costing  $10,000  for  C.  S. 
Lucas.  3  Katon  Ave. 

Mr.  Kemp  has  the  general  contract 
for  $.'{,500  two-storey  brick  stores  for  J. 
.\.  Kawcett,  358  (ieorge  St.  Tenders  for 
l)hinibing,  heating,  wiring,  plastering  and 
painting  will  be  received  about  June  34. 

Hudson  &  Moseley,  .'i  Jeroms  .St..  have 
the  genera!  contract  for  $;j,7.50  garage. 
C.  J.  Gibson,  I'",xcelsir)r  Life  Bldg.,  is  the 
architect . 

Jas.  Farrelly,  98  Gothic  Ave.,  has  the 


general  contract  for  $:iOOO  addition  to 
"factory  for  .A.dams  Mfg.  Co.,  313  Adelaide 
\V.,      .  . 

W.  Halls  &  Son,  (>  Indian  Valley  Cres.. 
have  the  general  contract  for  $14,000  ad- 
dition to  warehouse  for  the  Canadian 
Consolidated  Rubber  Co.,  1-3  Front  St. 
E. 

Walkerville,  Ont. 

Wells  &  Gray,  Bank  of  Commerce 
Bldg.,  Windsor,  have  the  general  contract 
and  will  let  plumbing,  heating,  painting, 
and  electrical  work  for  the  erection  of  a 
$65, 000  factory  for  the  Canadian  Hoskins 
Ltd.,  Power  Bldg.  Albert  Khan,  Mar- 
quette Bid.,  Detroit,  Mich.,  is  the  archi- 
tect. 

Windsor,  N.S. 

C.  W.  Wright,  Wolfville,  has  the  gen- 
eral contract  for  $10,000  telephone  build- 
ing" for  tlie  Mat-ifime  Telephone  &  Tele- 
graph Co.,  Salter  St.,  Halifax. 

William  Construction  Co.',  Walker  Rd., 
Walkerville,  have  the  general  contract 
for  $(1,500  warehouse  for  J.  T.  Wing  & 
Co..  Chatham  St. 

Winnipeg,  Man. 

j.  T.  Hunter,  159  Manitolja  St.,  has  the 
general  contract  for  $.S.300  warehouse  for 
the  \Vinnipeg  Oil  Co.,  Notre  Dame  & 
Erin  Sts. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $1:3,000  service  station  for  the  Imper- 
ial Oil  Co..  cor.  Alexander  &  Knox  Sts.: 
General  contract  and  masonry.  Hazelton 
&  Walin  Ltd.,  609  Electric  Rly.,  Cham- 
bers; carpentry.  Acme  Sash  &  Door  Co., 
Ltd.,  St.  Boniface;  roofing  McDonald 
Bros.  Sheet  Metal  Co.,  37()  Burrows  Ave., 
electrical  work.  T.  W.  Price,  37  Fawcett 
St.:  plumbing.  Green  &  Lister,  3:^7  Fort 
St. 

Yarmouth,  N.S. 

The  Burrell  Johnson  Co.,  Ltd..  Yar- 
mouth, have  the  general  contract  for  al- 
terations and  rebuilding  steam  hopper 
No.  6  for  the  Sugar  Products  Co.  Ltd., 
New  ^'ork. 

Residences 

Brantford,  Ont. 

\V.  N.  McEachren  &,Sons.  Ltd.,  Roy- 
al Bank  Bldg..  Toronto,  will  erect  fifty 
l)rick  residences  costing  $3,000  each. 

Fort  Saskatchewan,  Alta. 

Jacob  Mohr  has  the  general  contract 
for  $5,500,  brick  veneer  and  frame  resi- 
dence for  E.  .Armstrong. 

Halifax,  N.S. 

Harris  &  Horton.  Keith  Bid.,  are  pre- 
paring plans  for  repairs  costing  $3,000  to 
residence  for  H.  C.  W.  Powell,  97  Worth 
St. 

Hamilton,  Ont. 

Gen,  Earl,  (>()  Carick  ,\ve.,  lias  the  mas- 
onry contract  in  connection  with  the 
erection  of  a  $4,000  residence  for  E.  R. 
Bond,  053  Main  E.,  who  will  carry  out 
the  cariientry  and  roofing  and  let  all 
other  trades. 

The  Riled  ICstale  coiiteiiii)latc  altera- 
tions to  building  for  apartnievts.  Archi- 
tect, Ciordon  Hutton,  Bank  of  Hamilton. 

Lauzon,  Que. 

I).  .Samson,  .St.  Joseph  de  Levis,  will 
erect  a  $5,000,  thrf e-storcy,  brick  resi- 
dence on  Commercial  street. 

London  Township,  Ont. 

Tenders  are  being  received  for  the  erec- 


tion of  a  $4,000  residence  for  Dr.  McNeil, 
R.  R.  No.  3,  London.  Plans  and  specifica- 
tions are  with  the  architect,  W.  G.  Mur-. 
ray.  Dominion  Savings  Bldg.,  London. 

Montreal,  Que.  '] 

Batien  &  Cartier.  74  St.  James  St.,  afei 
preparing  plans  and  tenders, will  be  called 
soon  for  repairs  and  alterations  costing' 
$4,000  to  residence  and  store  for  Succ.i 
W.  Masson,  6  St.  James  St. 

Felix  Sauvageau,  113  St.  Antoine  .St., 
general  contractor  for  alterations  costing 
$4,000  to  residence  for  Estate  Jos.  Mar- 
ten, 401  Guy  .Street,  will  let  plumbing, 
heating  and  electrical  work  and  carry  out 
all  other  trades . 

Oakville,  Ont. 

Banigan,  Mathers  &  Thompson,  703 
Temiile  Bld.g.,  are  preparing  plans  for 
a  $6,000  bungalow. 

Ottawa,  Ont.  I 

Tenders  will  be  called  shortly  for  th' 
erection  of  an  $11,000  residence  on  Cle- 
mow  Ave.  A\rcliitect,  \V,  E.  Noffke,  Cen- 
tral Chambers. 

J,  P.  Maclaren.  104  Sparks  St..  is  pre- 
Ijaring  plans  f  ro  alterations  to  residence 
for  Mr.  Hardy,  Rusell  Ave. 

Quebec,  Que. 

L.  H.  Peters,  Ltd.,  10  St.  Ongele  St., 
have  the  general  contract  for  $5,000  an- 
nex to  residence  for  S.  Burrow.  109  Park 
Ave. 

G.  Cantin,  33  Lee  St.,  will  erect  a  $9,- 
500,  four-storey,  frame  residence. 

Renfrew,  Ont. 

Marten  F.  Enright.  497  Raglan  St., 
contemplates  the  erection  of  a  $3,000  two- 
storey  frame  residence  on  Barr  St. 

H.  B.  Bryan,  Principal  of  Renfrew  Col- 
legiate, contemplates  remodelling  his 
residence  on  Renfrew  St. 

Ruscombe,  Ont. 

C.  A.  Yorke,  J'Juscombe,  will  remodel 
his  residence. 

The  Ridge,  Ont. 

R.  Leslie,  The  ,  Ridge,  Leamington  P. 
().,  contemplates  the  erection  of  a  $3,000 
residence. 

Three  Rivers,  Que. 

Private  tenders  arc  being  received  and 
the  contract  will  be  awarded  shortly  for 
the  erection  of  ten  residences  for  the 
Canada  S.  S.  Lines,  De  Fleuve  St. 

Tenders  will  be  called  shortly  for  the 
erection  of  a  $13,000  boarding  house  for 
Mrs.  W.  Neault  who  is  in  the  market  for 
a  quantity  of  building  material.  Archi- 
tect. Jules  Caron,  69  St.  Francois  Xavier. 

Toronto,  Ont. 

Simmonds  Bros.,  Chisholm  Ave.,  will 
erect  a  pair  of  two-storey  residences. 

E.  Gagnon,  3:i59  Queen  E..  contem- 
plates the  erection  of  eight  $3,500,  two- 
storey  brick  residences,  will  buy  brick 
and  lumber  and  let  smaller  trades. 

Warrington  &  Bagc,  83  Wheeler  .\ve., 
will  erect  a  pair  (^f  two-storey,  brick  resi- 
dences costing  $:!,200  and  let  heating, 
plumbing  and  plastering. 

A.  Cornell,  ,'>5  Swanwick  Ave.,  will 
erect- a  pair  of  two-storey,  brick  residen- 
ces costing  $4,000,  and  wants  tenders  on 
hot  air  heating  and  wiring. 

H.  Bottomley,  177  Lee  Ave.,  will  erect 
a  two-storey,  brick  residence  and  garage 
costing  $4,300,  and  let  smaller  trades. 

W.  J.  Bricknell,  73  Alberta  Ave.,  will 
erect  a  $4,000.  'Z'/j  storey,  brick  residence 
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BOILERS 


Erie  City  Vertical  and  Horizontal 
water  tube  boilers  of  any  size  and 
capacity  can  be  built  and  installed  by 
us  on  short  notice. 

We  are  equipped  to  submit  suggestions 
or  quote  on  your  specifications. 


vji.A-;^yj.L-V--^  1 


The  John  Inglis  Company,  Limited 

ENGINEERS  AND  BOILERMAKERS 
14  Strachan  Ave.       -       -       Toronto,  Canada 

Ottawa  Representative-;.  W.  ANDERSON.  7  Bank  Street  Chambers 
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and  let  heating,  plumbing,  wiring  and 
plastering. 

Cross,  Nightscales  &  Smith,  416  King- 
ston Rd.,\vill  erect  two  two-storey,  rough 
cast  and  brick  residences  costing  $5,000. 

E.  Dodson,  65  Amroth  Ave.,  will  erect 
a  pair  of  two-storey,  concrete  and  brick 
residences  costing  $3,200. 

VV.  Hurrel,  66  Bird  Ave.,  will  erect  a 
pair  of  two-storey,  brick  residences  cost- 
ing $4,400. 

W.  T.  Ingleby,  269  Dovercourt  Rd., 
will  erect  a  $3,500  2^^  storey,  brick  resi- 
dence and  let  heating,  plumbing,  plaster- 
ing, etc. 

Geo.  Drury,  573  Jones  Ave.,  will  erect 
a  $3,500,  two-storey,  brick  residence. 

Geo.  McLaughlin,  48  Hogarth  Ave., 
will  erect  a  $3,000,  two-storey,  brick  resi- 
dence. 

C.  Watkins,  Moberley,  near  Danforth 
Ave.,  will  erect  a  $3,000,  two-storey,  brick 
residence,  carry  out  the  plastering  and 
will  receive  tenders  on  plumbing  and  wir- 
ing about  June  24. 

W.  J.  Devins,  61  Boon  Ave.,  will  erect 
a  $5,000,  2^  storey  brick  residence  and 
let  plumbing,  heating,  plastering,  etc. 

W.  J.  Nimmo,  27  Rosemount  Ave.,  will 
erect  a  $3,600,  2^  storey,  brick  residence 
and  let  heating,  plumbing,  etc. 

Tenders  are  in  and  contracts  will  be 
awarded  shortly  for  the  erection  of  a 
$5,000,  ^Yz  storey,  brick  residence  for  T. 
Mower  Martin,  225  Cottingham  St.  Arch- 
itects, Langley  &  Rowland,  112  King  W. 

W.  Colwell,  179  Delaware  Ave.,  will 
erect  a  $4,500,  2^)  storey,  brick  residence 
on  Lauder. 

T.  H.  Bishop.  659  Woodbine  Ave.,  will 
erect  a  $3,000,  two-storey,  brick  bungalow 
and  let  heating,  plumbing,  plastering  and 
painting. 

The  Pease  Heating  Co.,  King  E.,  have 
the  heating  and  Mr.  Thomson  the  plumb- 
ing contract  for  $5,000  residence  for  Ar- 
thur Edmonds,  35  Thome  Cres. 

A.  Rawlings,  1187  Dovercourt  Rd.,  has 
the  plumbing  and  heating  contracts  for 
$3,600  residence  for  W.  J.  Uimmo,  27 
Rosemount  Ave. 

Cox  and  Cummings,  Canada  LifeBldg., 
will  erect  five  two-storey,  l)rick  residen- 
ces costing  $3,500. 

E.  J.  McNamara,  881  King  W.,  wants 
tenders  for  wrecking  six  houses  at  the 
south  west  corner  of  King  and  Stafford 
Street. 

H.  Hamilton,  418  Woodbine  Ave.,  will 
erect  a  pair  of  two-storey,  brick  residen- 
ces costing  $4,200. 

E.  Gagnon,  2369  Queen  E.  is  receiving 
tenders  for  hot  water  heating,  plumbing, 
wiring  and  plastering  for  $5,000  apart- 
ments4 

F.  S.  Hurlburt,  122  St.  Clements  Ave., 
will  erect  four  two-storey,  brick  residen- 
ces costing  $12,500  and  will  let  pluml)ing, 
heating,  painting,  wiring  and  plastering. 

F.  C.  Lankin,  223  Fu4ton  Ave.,  will 
erect  three  i)air  of  residences  at  a  cost 
of  $10,000. 

Windsor,  Ont. 

EyJ.  Bal>y,  9  Bruce  Ave.,  will  erect  a 
ihrte-family  residence  costing  $4,500  and 
let  ijlastering,  painting,  heating,  plumbing 
and  electrical  work. 

CONTRACTS  AWARDED 
Brantford,  Ont. 

•Xlcx.  McXdani,  17  Princess  St.,  has  the 
general  contract  for  alterations  to  resi- 


dence and  barn  for  C.  H.  Waterous,  care 
of  Waterous  Engine  Works  Company. 

John  McGraw  &  Sons  have  the  general 
contract  for  ,$3,800,  V/z  storey,  brick  resi- 
dence for  Jno.  McGraw,  who  will  let  con- 
tracts locally  for  roofing,  plumbing  and 
heating. 

Chatham,  Ont. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $3,500  residence  for  Geo.  Wardell, 
209  St.  Clair  St. :— Plastering,  F.  Crago, 
Joseph  St.;  painting,  W.  H.  Palmer,  Ade- 
laide St,  S.;  plumbing,  Geo.  D.  Watt,  5th 
St.;  electrical  work.  Hydro  Office,  King 
St.  W. 

Donnacona,  Que. 

Vandry  &  Matte  Ltd.,  43  St.  Joachim 
St.,  have  the  electrical  work  for  cottage 
for  the  Donnacona  Paper  Co.  Ltd.,  who 
will  carry  out  the  painting. 

Vandry  &  Matte  Ltd.,  43  St.  Joachim 
St.,  have  the  electrical  contract  for  eight 
residences  for  the  Donnacona  Paper  Co., 
Limited . 

Halifax,  N.S. 

Longards  Ltd.,  215  Hollis  St.,  have  the 
heating  contract  for  $5,500  residence  for 
Nicholas  Abotis,  York  St.  The  general 
contractors.  Eastern  Investment  Corp., 
Ltd.,  Cragg  Bldg..  will  let  the  plumbing 
and  electrical  work. 

Jas.  Burns,  298  Chebucto  Rd.,  has  the 
masonry  contract  in  connection  with 
the  erection  of  two  flats  costing  $3,000  for 
L.  Giffin,  61  Allen  St. 

A.  A.  McDonlad,  Pickford  &  Black's 
Wharf,  has  the  general  contract  for  the 
conversion  of  a  residence  into  apartments 
for  Frances  J.  Driscoll,  37  North  St. 

Hamilton,  Ont. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $4,000  double  residence  for  P.  Ben- 
detti,  66  Hilliard  St.,  carpentry,  roofing, 
heating  and  painting: — Masonry,  C.  Na- 
zareno,  Birmingham  St.;  Electrical  work, 
Snyder  Bros.,  37  King  William  Street; 
plumbing,  Geo.  Pyle  &  Co.,  374  Barton 
St.  E. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $3,000,  two  storey,  brick  residence 
for  Sparks  &  McKay,  9  Fairholt  Rd.,  who 
will  carry  out  the  roofing:  Plumbing,  J. 
Saynor,  427  Aberdeen  Ave.;  electrical 
work,  D.  Landers,  155  King  St.  E. ;  plas- 
tering, C.  Hartnip,  177  Rebecca  St.; 
painting,  Gibson  Bros.,  172  Rosslyn  Ave. 

Sparks  &  McKay,  9  Fairholt  Rd.,  have 
awarded  the  following  contracts  for  the 
erection  of  a  $3,000  residence  on  Spadina 
Ave.:  Plumbing,  J.  Saynor,  427  Aberdeen 
Ave.;  electrical  work,  L.  Landers,  155 
King  St.  E.;  plastering,  C.  Hartnup,  177 
Rebecca  St.;  painting,  Gibson  Bros.,  172 
Rosslyn  Ave.;  heating,  R.  Dow,  9  Bay  St. 
N. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $3,000,  two-storey,  brick  resdience 
for  H.  Millett,  105  Canell  Ave.,  who  will 
carry  out  the  carpentry,  roofing,  painting 
and  heating:  General  contract,  J.  Cole- 
man, 31  Grosvenor  Ave.;  masonry  and 
plastering,  W.  Bayliss,  372  Beach  Rd.; 
electrical  work.  F.  Thornton,  174  Bal- 
moral Ave.;  plumbing,  H.  Barnes,  4 
Kensington  Ave.  S. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $3,000  residence  for  G.  E.  Gaylard,  54 
Lamoreaux    .St.: — h'-lectrical    work,  W. 


Bronson,  152  Queen  N.;  heating,  Bowes  & 
Jamieson,  King  St.  E.;  plastering,  J, 
Moreland,  520  Cannon  St.  E.;  painting, 
W.  Dunscombe,  132  Avondale  Ave. 

Moncton,  N.B. 

Alonzo  Milton,  241  St.  George  Street, 
has  the  general  contract  for  the  erection 
of  a  $3,500,  storey  residence  for  F.  C. 
Jones.  25  Gordon  St. 

C.  W.  Mitton,  Cameron  St.,  has  the 
general  contract  for  the  erection  of  a 
$3,000,  2^  storey  residence  for  Albert  AJ 
Fownes.  || 

Montreal,  Que. 

John  Neville,  145  Mansfield  Ave.,  has 
the  general  contract  for  alterations  to 
residence  for  H.  A.  Malley,  233  Metcalfe 
St. 

E.  H.  Lanthier,  423  Pie  Lx  Blvd.,  Mai- 
sonneuve,  has  the  general  contract  for  al- 
terations and  addition  costing  $3,000  to 
residence  for  Mrs.  Jean  Decarie,  420  Pie 
Ix  Blvd.,  Maisonneuve.  Viau  &  Venne, 
76  St.  Gabriel  St.,  are  the  contractors. 

L.  Beaudry,  2420  Hutchison  St.,  has 
the  general  contract,  masonry  and  car- 
pentry and  will  let  most  all  other  trades 
for  the  erection  of  a  $12,000  residence 
for  F.  X.  Dupuis,  Prince  Arhtur  Apart- 
ments, 709  St.  Urbain  St. 

The  Canada  Electric  Co.,  250  Beaver 
Hall  Hill,  have  the  electrical  contract  for 
alterations  and  additions  costing  $25,000 
to  residence  for  T.  S.  Gillespie,  726  Pine 
Ave.  W. 

Lavigeur  &  Menard,  2483  St.  Lawrence 
Blvd.,  have  the  roofing,  plumbing  and 
heating  for  $7,000  cottage  for  S.  D.  Val- 
lieres,  1431  St.  Hubert  St. 

Morris,  Man. 

J.  Smith  has  the  general  contract  for 
$5,000,  frame  residence  for  John  Christi- 
son. 

Ottawa,  Ont. 

S.  F.  Smith,  448  McLeod  St.,  has  the 
general  contract  for  the  conversion  of 
hotel  into  apartments  at  a  cost  of  $11,000 
for  R.  G.  Stewart,  153  Gilmour  St. 

Thos.  Bowman  &  Sons,  239  Florence 
St.,  have  the  plastering  and  Mr.  Jefi^rey 
the  painting  contract  for  $5,500  residence 
for  Maor  White,  care  of  general  con- 
tractor, W.  H.  Lee,  36  Burton  St. 

J.  &  C.  Low,  358  Lisgar  St.,  have  the 
general  contract  and  McKinley  &  North- 
wood,  56  Rideau  Street,  the  heating  and 
plumbing  for  alterations  costing  $12,000 
to  residence  for  apartments  for  Chas. 
Bryson,  Sparks  Street. 

Jos.  Jeimeux,  Wilbros  St.,  has  the  car- 
pentry contract  for  $4,000  residence  for 
Wm.  Schryer,  113  Goulbourne  Ave.,  who 
will  carry  out  the  excavating,  masonry, 
and  concrete  work  and  receive  tenders 
on  roofing,  plumbing,  heating,  plastering, 
painting  and  electrical  work. 

Quebec,  Que. 

Jos.  Gosselin,  Levis,  has  the  general 
contract  for  alterations  costing  $6,000  to 
residence  for  Nap.  Lavoie,  La  Banque 
Nationale. 

Sydney,  N.S. 

Duncan  Guthro,  North  Sydney,  and  E. 
W.  Johnston,  Vulcan  Ave.,  have  the  gen- 
eral contract  for  the  conversion  of  a 
building  into  apartments  at  a  cost  of  $6,- 
000  for  J.  E.  &  J.  T.  Burchell,  209  Char- 
lotte street.  A.  J.  McCormack,  344  Town- 
send  St. 

Thorold,  Ont. 

H.  W.  Stickle  has  the  carpentry  and 
Wm.  Justice  the  foundation  contract  in 
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in  the  trenches  is  the  test  of 

a  soldier's  stamina  and  worth 


Vitrified  Clay  Pipe 

"THE  PERMANENT  PIPE" 

is  holding  the  trenches  against  disease  in  every 
Canadian  City. 

Attacks  by  such  enemies  as  corrosion,  electrolysis  and 
decay  are  repelled  without  a  casualty.  No  siege  is 
long  enough   to  put  its   resistance  to  the  test. 

For  public  or  private  sewerage,  for  drains  and  for 
culverts,  Vitrified  Clay   Pipe  is  the  logical  Material. 

Ontario  Sewer  Pipe  Co.  Limited 

Mimico,  Oni. 
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connection  with  the  erection  of  three 
residences  costing  $4,000  for  T.  A. 
Thompson. 

Todmorden,  Ont. 

The  following  contracts  Iiave  been 
awarded  in  connection  with  the  erection 
of  an  $8,000  residence  for  Wilfred  Davies, 
Todmorden  Koad: — Masonry,  Page  & 
Co.,  W  eston  Rd.  S..  Toronto;  plumbing, 
A.  H.  Read.  692  Shaw  St.;  heating,  W. 
Schulkins,  932  College  St.;  plastering,  W. 
H.  Anderson;  painting,  Hughes  &  Co., 
S84  Yonge  St.;  wiring,  J.  Devonshire  Co., 
701  Yonge  St. 

Toronto,  Ont. 

\V.  E.  Manners.  110  Malvern  Ave,,  has 
the  plumbing  and  heating  and  Dolson  & 
Palmer,  2.")  Waverley  Rd.,  the  wiring  con- 
tract for  five  $4,000  residences  for  Cox 
&  Cumniings,  Canada  Life  Bldg. 

J.  T.  Bowes,  45  Harcourt  Ave.,  has  the 
plumbing  and  heating  contracts  in  con- 
nection with  the  erection  of  four  resi- 
dences costing  $2,.500  for  F.  T.  Burgess, 
Langford  Ave. 

Dolson  &  Palmer,  275  Waverley  Rd.. 
have  the  electrical  contract  for  five  pair 
of  residences  costing  $12,000  for  Geo.  Ni- 
cholson, 6  High  Park  Gardens. 

T.  W.  Robinson,  11  Evelyn  Crescent, 
has  the  general  contract  for  $3,700,  2^ 
storey,  brick  residence  for  L.  L.  Corley, 
333  Harbord  St. 

Purton  &  Chennelis,  17  Humewood 
Ave.,  have  the  general  contract  for  $3,500, 
two-storey,  brick  residence,  for  D.  H. 
Punnett,  200  Elsworth  Ave. 

Wm.  Howard,  74  Borden  St.,  has  the 
plumbing  and  heating  contracts  in  con- 
nection with  the  erection  of  two  duple.x 
residences  costing  $7,000  for  J.  Joliffe, 
437  Gladstone  Ave. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  two  $3,000  residences  for  A.  Nelson, 
329  Willard  .\ve.:  Masonry,  J.  J.  Wills, 
43  Garnet  .A.ve. ;  plumbing,  D.  &  G.  Lynch 
62  Marchmount  Rd.;  heating,  Christie 
Bros  Co.,  Ltd.,  1914  Dundas  St. 

1.  Maude,  19  Rowland  Ave.,  has  the 
jdumbing  contract  in  connection  with  the 
erection  of  a  $4,000  residence  for  F.  A. 
McCabe,  142  Edna  Ave. 

The  Danforth  Plumbing  &  Heating 
Co.,  103  Danforth  Ave.,  have  the  plumb- 
ing and  Geo.  Mathewson,  734  Queen  E., 
the  heating  contract  for  a  pair  of  resi- 
dences costing  $4,500  for  Wm.  Wiggins, 
36  Fairview  Blvd. 

C.  A.  Scott,  5  Simpson  Ave.,  has  the 
general  contract  and  is  open  to  receive 
tenders  on  hot  water  heating  and  plumb- 
ing for  the  erectif)n  of  a  pair  of  2'/^  storey 
brick  residences  ctjsting  $5,000  for  W. 
Wiggins,  36  Fairview  Blvd. 

H.  B.  Taber,  60  Hillbrow  Ave.,  has  the 
general  contract  and  will  let  smaller 
trades  for  the  erection  of  a  $7,500,  2^ 
storey,  Natco  hollow  tile  residence  for 
Mr.  Gough.  C.  S.  Cobb,  71  Bay  St.,  is 
the  architect. 

The  Toronto  Furnace  &  Crematory 
Co.,  Ltd.,  Ill  King  1'",,  have  the  heating 
and  Dunn  &  Wilkinson,  3124  Dundas  St. 
W.,  tl^e  wiring  contract  for  $6,500  resi- 
dence for  Misses  Colvin,  care  of  archi- 
tect. H.  Wright,  Baby  Point  Crescent. 

The  follf)wing  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $7,500,  2'/i  storey,  brick  residence  for 
J.  E.  Weatherill.  95  Osier  Ave.; — M.ison- 
ry,  A.  1'"..  Rule,  230  Pacific  Ave.;  carpen- 
try. H.  S.  Chapelle,    339    l'".velyn  Ave,; 
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plastering,  Thos.  Petrie,  495  Dupont  St.; 
painting,  Patterson  Bros.;  plumbing,  R. 
Paterson,  907  Keele  St. 


Power  Plants,  Electricity  and 
Telephones 

Kentville,  N.S. 

The  Town  Council  contemplate  the 
erection  of  an  electric  light  plant.  En- 
gineers, Booker  &  McKechnee,  Davidson 
Bldg.,  Halifax. 

Winnipeg,  Man. 

Tenders  are  being  received  by  the  sec- 
retary, M.  Peterson,  until  10  a.m.,  July 
2,  for  one  200  k.w.  generator  and  switch 
boards  for  the  City  Council. 

CONTRACTS  AWARDED. 

Aylesbury,  Sask. 

The  Canada  West  Electric  Ltd.,  1221 
Osier  St.,  Regina,  have  the  electrical  con- 
tract for  telephone  extension  for  the  Ban- 
bury Rural  Telephone  Company. 

Cornwall,  Ont. 

The  Hydro  Electric  Power  Commission 
has  awarded  the  contract  for  steel  sash 
on  their  new  power  station  to  the  A.  B. 
Ormsby  Company,  Limited. 

Sherbrooke,  Que. 

Loomis-Dakin,  Ltd.,  25  Belvidere  St., 
have  the  general  contract  for  $16,000 
power  house  for  the  MacKinnon  Steel 
Co.,  Ltd.,  Drumond  St.,  who  will  carry 
out  the  steel  work. 


Miscellaneous 

Halifax,  N.S. 

Geo.  H.  Archibald  of  Messrs.  Archi- 
bald and  Holmes,  Excelsior  Life  Bldg., 
Toronto,  has  been  appointed  manager  of 
the  Reconstruction  Department  of  the 
Halifax  Relief  Commission,  Halifax. 
Prices  are  wanted  on  all  building  mater- 
ials for  reconstruction  work. 

New  Glasgow,  N.S. 

The  McNeil  Shipbuilding  Company  are 
in  the  market  for  a  machine  for  bevelling 
timber.  Estimated  ^ost  about  $6,000,  also 
other  shipbuilding  equipment.  Address 
Mr.  Chas.  McNeil. 

Ottawa,  Ont. 

Holl)rook  &  Sons,  425  Somerset  St.,  arr 
in  the  market  for  80.000  red  buff  and  tap- 
estry brick,  quantity  of  sand  and  crush- 
ed stone  and  cement. 

St.  Johns,  Que. 

A.  E.  Brunei  is  erecting  cow  barns, 
stables,  and  poultry  pens  costing  $13,000 
and  is  in  the  market  for  a  quantity  of 
building  material. 

Toronto,  Ont. 

Milton  &  Prentiss,  1504  Traders  Bank 
Bldg.,  is  in  the  market  for  a  second-hand 
10  inch  belt  driven  air  compressor  for  100 
pounds  per  square  inch  in  good  condition. 

Weston,  Ont. 

Tenders  will  be  received  until  8  p.m. 
June  25,  for  sandblasting  and  scrapping 
standpipe  20'  x  80'  for  the  Town  Council. 
.Superintendent,  A.  G.  Pierson,  10  Church 
Street. 

Wildwood,  Ont. 

Jas.  Martin  contemplates  the  erection 
of  a  stf)ck  barn  to  replace  one  which  was 
recently  destroyed  by  fire  at  a  loss  of 
$4,000. 

CONTRACTS  AWARDED. 
Edmonton,  Alta. 

I'luasey  iS;  Hatson.  30;!  .Xlexander  Blk., 
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have  the  general  contract  for  the  erection 
of  the  old  mill  at  the  Exhibtion  Grounds 
for  the  Edmonton  Exhibition  Association-  .' 
Room  504,  Civic  Bldg. 

Ottawa,  Ont. 

The  following  contracts  for  supplies 
have  been  awarded  by  the  Department  of 
Public  Works,  Dominion  Government: — 
Switchboards,  panel  boards  and  transfor- 
mers, Ahearn  &  Soper  Ltd.,  56  Sparks  St., 
sand,  Dupuis  &  Son,  Hull;  and  the  Rideau 
Canal  Suply  Co.  Ltd.,  Canal  Basin,  Ot- 
tawa; boilers  and  stokers,  Goldie  &  Mc- 
Culloch  C,  Ltd.,  Gait. 

McFarlane-Douglas  Co.,  Ltd.,  250  Sla- 
ter St.,  have  the  general  contract  for  the 
canopy  for  Chas.  Ogilvy  Co.,  Rideau  St. 
Architect,  W  .E.  Noflfke,  Central  Cham- 
bers. ^ 


Fires  1 

Burnaby,  B.C.  ^ 

Shingle  mills  owned  by  Pearson  & 
Company.    Will  rebuild. 

Carievale,  Sask. 

Warehouse,  stores,  etc.,    owned  by 

Shannon     Hardware  Store,  Muldoon 

Brothers  and  Coades.  Loss  $75,000. 

Forest  Glen,  N.B. 

Sawmill,  etc.,  owned  by  S.  H.  White 
&  Co.,  Sussex,  totally  destroyed.  Loss 
about  $20,000. 

Grande  Mere,  Que. 

Residence  owned  by  John  Varbett. 
Loss,  $4,000.    Will  reipair  at  once. 

Irishtown,  N.  B. 

Sawmill  owned  by  Chipman  McFar- 
lane,   Mountain   Road,  Moncton. 

Leamington,  Ont. 

Wigle  Block,  on  Erie  St.  completely 
destroyed.    Loss  consdierable. 

McPherson's  Mills,  N.S. 

Residence  owned  by  A.  S.  Campbell  to- 
tally destroyed.    Loss,  about  $3,000. 

Milton,  N.S. 

Academy,  owned  by  the  School  Board, 
totally  destroyed.    Loss  considerable. 

Levis,  Que. 

Stable  owned  by  Leon  Guay.  Loss 
$3,500. 

Laundry  and  residences  owned  by  the 
Michaud  Laundry  and  Gervais  Laflamme 
completely  destroyed.     Loss  $40,000. 

Millington,  Que. 

Residence  and  barn  owned  by  Mrs.  S. 
G.  Patch  totally  destroyed.  Loss  $6,000. 
WeUand,  Ont. 

Lumber  warehouse    owned    by  Frank 
Rounds,  Main  street.  Loss  $10,000. 
Weymouth,  N.S. 

Residence  owned  by  W.  F.  Journeay 
totally  destroyed.  Loss  about  $6,000. 


CONTRACTORS 
and  TENDERERS 

for  Superior  Service 

THE 

Canadian  Surety  Co. 

26  Wallington  St.,  Eait 

Phone  Main  2609   TORONTO.  Ont. 
Represented  in  all  the  principal 
cities  and  towns  in  the 
Dominion. 

BONDS  INSURANCE 

of  every  description      Plate  Class— Burglary 
Automobile 
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STEEL 
BARS 


FOR  CONCRETE 
REINFORCING 


ROUNDS  SQUARES 
TWISTED  SQUARES 


FLATS  CHANNELS  ANGLES 
SPECIAL  SECTIONS 


BARS  BENT  TO  SHAPE  FOR  BEAMS,  STIRRUPS,  ETC. 

PROMPT  SHIPMENT 
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Do  You  Want  Crushed  Stone  ? 

That  is  Clean,  Tough  Stone  of  a  Quality 
suitable  for  Macadam  Road  and  Concrete 

We  can  supply  you  in  any  aiza  or  quantity. 

Our  tervico  is  unexcelled  and  our  prices  right. 

Phone  or  write  us  for  quotations  when  you  are  in  the  marlcct 

Office -M  4515-M  451«     Retidence-P  2278 

Crushed  Stone  Limited 

47  Yonge  St.  Arcade,  Toronto 

G.  W.  Essery,  Manager 


SPRINKLER 
TANKS 

AND 

TOWERS 

We  are  the  largest  manu- 
facturers in  Canada  of 
both  wood  and  steel  Tanks 
and  substructures  for  fac- 
tory sprinkler  systems 
and  for  Municipal 

RAILROAD  AND 

SUBURBAN 
WATER  SUPPLY 

We  shall  be  pleased  to 
furnish  you  with  all  the 
information  and  data  you 
may  require  on  this  class 
of  work. 

Send  us  your  blue  prints 
for  estimates. 

Send  for  special  Tank  and  Tower  Catalogue 

Ontario  Wind  Engine  &  Pump  Co. 

Toronto   Montreal  Limited       Winnipeg  Calgary 


Tenders 

A  few  dollars  spent  in  advertising 
your  proposals  in  the 

Contract  Record 

and  Engineering  Review 

would  result  in  additional  competition, 
which  might  save  your  city  or  town  or 
your  client  many  hundreds  of  dollars. 


Sandy  Gravel  and  Crushed  Stone 

Lime  Fire  Clay 

Cement  Fire  Brick 

Plaster  Sewer  Pipe 

Hair  Weeping  Tile 

Building  Stone 

Our  prices  are  right  and  our  service  good. 

Britnell  &  Co.,  Limited 

C.P.R.  Crossing,  Yonge  St.,  North  Toronto 

Phones.  Office  North  |  ^  Evenings,  North  2107 


FOR  SALE 

Concrete  Contractors 

LOOK! 

^  yd.  Insley  Tower  Hopper  and  Bucket. 

^  yd.  Insley  Tower  Hopper  and  Bucket. 
1  yd.,  J4  yd.,  Y2  yd.  Smith  Mixers  on  Skids, 
with  or  without  power. 

y>  yd.  and  1/3  yd.  Mixers  on  Truck,  with  En- 
gine and  Boiler. 

%  yd.  Mixer  on  Truck,  with  Engine  and 
Boiler,  suitable  for  sidewalks,  plaster  and 
mortar. 

1/5  yd.  Mi.xer  on  Truck,  with  Power  Loader, 

Gasoline  Engine. 
5  Concrete  Buckets,  1  yard  capacity. 
5  Concrete  Cars,  side  spout,  1  yard  capacity, 

24-inch  gauge. 
500'  Portable  Track,  24  in.  gauge,  with  switches. 
1000  Concrete  Form  Clamps,  24  in.  and  36  in. 
1  Telescopic  Concrete  Spout  for  under-water 
work. 

We  have  the  largest  assortment  of  Contrac- 
tors' Equipment,  hoists,  derricks,  clam  shells, 
crushers,  engines,  boilers,  pumps,  etc.,  in 
Canada. 

Write  Now  for  Prices 

The 

A.  R.  Williams  Machinery  Co. 

Limited 

64-66  Front  St.  W,,  Toronto,  Ont. 


CRANES 


Heavy  Mill 
»  Crane 
Patented 


Made  in 
Canada 


Electric  and  Hand  Traveling  Cranes 
Electric  and  Air  Hoists 

NORTHERN    CRANE  WORKS,  LTD. 

WALKERVILLE,  ONT. 
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TIIK   CONTRACT  RFX"(;RD 


EVERYTHING  FOR 


WE  SPR^ji^^l^.Oilml»  l<RE  W^ARATUS  AND  BUILD 


//^/l/f^.4Z^  Uovember  12th.  1917.. 


IJtcLeftn  iaily  -Reports,  Limltod. 
i:r.         '.  ■-'fhltttmore ,  IJanager, 
245  Adelaide  Street,  .'est, 
TOROHTO  Ontario. 


Dear  Slr:- 

■fle  v/iah  to  icicnowled({9  v/lth  ttmnka  rscelot 
of  memorandum  shov/lnj  value  of  Building  Peralts  Issued 
during  the  montha  of  June,  July  and  August,  1917.  in  the 
various  cities  of  Canada. 

Please  accept  our  appreoittioo  of  the  A-1  uor- 
vice  which  you  are  daily  giving  us  In  your  reports.  Our 
Branches  in  the  Tfrloua  Citlaa  of  Canada  report  that  they 
find  them  uniformly  oorrect,  dependable  and  up  totha  min- 
ute.     It  IB  a  pleasure  to  subscribe  to  such  a  real  Service 
as  yours. 

Yours  very  truly, 

.  BARRBKC  COI;T'i;Y,  LIinTED. 


lim^gf-r/ 3peclfloati.on  Departmen- 


Kates  and  Samples  on  Reqnest 
MACLEAN  DAILY  REPOKTS,  LTD. 
;!45  Adelaide  St.  West.  I'oronto. 


IDEAL 

Block-making  Equipment 

li.i  -   .iiv/,iV"i   ie'l  — t'jr  I .  > 

more    than    at    any    other    iimr.  ii> 
labor-aaving  feature*  are  of  national 
imporlanct.     They   mean    Biic  Capa- 
city Production.    On  IDEAL  Mach- 
ine* block*  arc  made  fail  and 
deh*e  and  itronK,  in  any  ttylc 
of  face,  any  fractional  of  «(>ecial 
size  —  economically  and  prcfil 
ably. 

A  k  for  CitaloKue 

Ideal  Concrete  Machinery 
Company,  Limited 

WINDSOR  ONTARIO 


DAKE  SINGLE  DRUM  HOISTS 


Tlie  Dakc  single  drum, 
double  geared  lioist,  is  the 
best  all-round  machine  for 
getieial  service.  Can  be  fur- 
nlslied  with  clulcli,  tight  or 
friction  drum,  All  parts  are 
most  substantially  built  so 
tliat  hoist  will  stand  twice 
the  load  of  its  rated  capa- 
city. Made  in  sizes  2  to  30 
horse  power.  Send  for  com- 
plete catalogue. 

DAKE  ENGINE  CO.,  Grand  Haven,  Mich.,  U.S.A. 

CANADIAN  AGENTS: 
Montreal,  Muisens,  Ltd.— Toronto,  A.  R.  William*  Machinery  Co..  Lid. 


TRADES    AND    LABOUR  nRA.\C:H 

NOTICE 

To  Manufacturers,  Dealers,  and  Users  cf 
Steim  Boilers 

.\1!  steam  Iioilcrs  built  in,  or  entering  the  I'rovinct  ot  Ontario,  and 
lioilers  exchanged  or  repaired,  arc  subject  to  Oovcinmcnt  Inspec- 
tion as  prescribed  in  the  Steam  Hoileis  .\ct,  ."!  George  V..  CI. 
.  .  Before  any  work  of  repair  or  alteration  is  commenced  on 
any  boiler,  notice  must  be  sent  to  the  Department  stating 
the  nature  and  extent  of  the  repairs  or  alterations  proposed 
to  be  made.     If  the  Chief  Inspector  should  consider  such 
repairs  or  alterations  of  an  extensive  character,  the  boiler 
must  be  inspected  in  accordance  with  the  Regulations  by  an 
Inspector  authorized  under  the  Act. 

.\11  commuiiicniions  sho\iM  be  addresseil  to  the  Steam  Boiler  nrancli, 
Di'Iiartnicnt   of   Public   Woi  ks,   Parliament   Buildings,  Toronto. 

HON.   F.  G.   MACDIARMID,  W.  A.  RIDDELL.  M.A.. 

Minister  of  Public  Works.  Superintendent. 
D.  M.  MEDCALF,  Chief  Inspector  of  Steam  Boilers. 


James  Thomson,  President. 


J.  G.  Allan.  Vice-President. 


Jamf.s  a.  Thomsiin.  Secretary 


THE  GARTSHORE-THOMSON  PIPE  &  FOUNDRY  GO. 


LIMITED 


Manufacturers  of 

Flexible  and  Flange  Pipe, 
Special  Castings  and  all  kinds 
of  Waterworks  Supplies. 


CAST  IRON  PIPE 


3  inches  to  60  inches  diameter. 

for  Water,  Gas,  Culvert  and  Sewer 
HAMILTON,  ONT. 
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Works  at  WalkervTlle,  Ontario 


When    placing  your 
order  for 

HYDRANTS, 
VALVES 

and 

VALVE 
BOXES 

place  it  with  us. 


MADE  IN  CANADA 

Strong,  Substantial  and 
Modern  Designs. 
Prices  right. 

Write  for  prices  and  see. 


.f. 


n 


li 


MITCD 


BftKffiREiffii 

VALVt-llYDRAliT  MANUFACTURERS 

WALKERVtLLE,ONT. 


BOOKS 

for  Engineers 
and  Contractors 

The  following  Books  arc  Offered  subject  to  Pre- 
vious Sale: 

British  &  Foreign  Building  Stones,  by  John  Watson.  Pub- 
lished in  1911  at  the  University  Press,  Cambridge,  Eng- 
land.   483  pages.     Price  60  cents. 

Centrifugal  Pumps,  by  R.  L.  Daugherty.  Published  in  1915 
by  McGraw-Hill  Book  Company.  190  pages,  illustrated. 
Price  $2.00. 

Construction  of  Roads  &  Pavements,  by  T.  R.  Agg,  C.  E. 
Published  in  1916  by  McGraw-Hill  Book  Company.  432 
pages,   illustrated.     Price  $3.00. 

"Hand  Book  of  Hydraulics,"  by  Horace  Williams  King.  1st 
edition  just  pul}lished  liy  McGraw-Hill  Book  Co.,  Inc. 
424  pages. 

History  of  Bridge  Engineering,  by  Henry  Grattan  Tyrrell, 
C.E.    480  pages,  illustrated.     Price  $5.00. 

Irrigation  Practice  and  Engineering  (Volume  One),  by  B.  A. 
Etcheverry.  Published  in  1915  by  McGraw-Hill  Book  Com- 
pany.    213  pages,  illustrated.     Price  $2.00. 

Irrigation  Practice  &  Engineering  (Vol.  2),  by  B.  A.  Etche- 
verry. Published  in  1915  by  McGraw-Hill  Book  Com- 
pany.   364  pages,  illustrated.    Price  $3.50. 

Irrigation  Practice  &  Engineering,  Volume  3,  by  B.  A.  Etche- 
verry. Published  in  1916  by  McGraw-Hill  Book  Company. 
438  pages,  illustrated.     Price  $4.00. 

Locks  and  Builders'  Hardware,  by  Henry  R.  Towne.  Published 
in  1904  by  John  Wiley  &  Sons.  1,116  pages,  illustrated. 
Price  $1.50. 

"Operation  and  Maintenance  of  Irrigation  Systems,"  by  S.  T. 
Harding.  First  edition,  just  published  by  the  McGraw-Hill 
Book  Co.     271  pages,  illustrated.     Price  $2.50. 

"Practical  Road  Building,"  by  Charles  E.  Foote.  Just  pub- 
lished by  David  McKay.    295  pages,  illustrated.  Price  $1.25. 

"Public  Utility  Rates."  A  discussion  of  the  Principles  and 
Practice  underlying  charges  for  Water,  Gas,  Electricity, 
Communication  and  Transformation  Services,  by  Harry 
Barker,  B.S.  First  edition,  just  published  by  the  McGraw- 
Hill  Book  Company.    387  pages.     Price  $4.00. 

Relief  from  Floods.  The  Fundamentals  of  Flood  Prevention, 
Flood  Protection  and  the  means  of  determining  proper 
remedies.  By  John  W.  Alvord  and  Charles  B.  Burdock. 
First  edition  just  published,  by  McGraw-Hill  Book  Com- 
pany, Inc.    175  pages,  illustrated.    Price  $2.00. 

Some  Considerations  Regarding  Cast  Iron  and  Steel  Pipes,  by 
John  Sharp.  Published  in  1914  by  Longmans,  Green  & 
Company.     142  pages,  illustrated.     Price  $1.50. 

Steel  Bridge  Designing,  by  Melville  B.  Wells,  C.E.  Published 
By  Myron  C.  Clark  Publishing  Company  in  1913.  260 
pages,  illustrated.    Price  $2.00. 

Use  of  Water  in  Irrigation,  by  Samuel  Fortier.  Published  in 
1915  by  McGraw-Hill  Book  Company.  265  pages,  illus- 
trated.    Price  $2.00. 

"Use  of  Water  in  Irrigation,"  by  Samuel  Fortier.  Second  edi- 
tion. Published  by  McGraw-Hill  Book  Company,  1916.  325 
pages,  illustrated.     Price  $2.00. 

Water  Power  Engineering;,  by  Daniel  W.  Mead,  2nd  edition. 
The  Theory,  Investigation  and  Development  of  Water 
Powers.  Published  in  1915  by  McGraw-Hill  Book  Com- 
pany.   843  pages,  illustrated.    Price  $5.00. 

Water  Purification,  by  Joseph  W.  Ellins.  Just  published  by 
McGraw-Hill  Book  Company.  485  pages,  illustrated.  Price 
$5.00. 

Waterworks  Engineering.  A  Practical  Treatise  on  the  Con- 
struction of  Waterworks  for  the  use  of  Engineers  and 
Students  of  Engineering,  by  Fred.  C.  Uren,  M.  Inst.  C. 
E.  I.  With  numerous  plates  and  186  illustrations.  Pub- 
lished by  Castle  Litho  Limited,  Bristol,  England,  in  1914. 
268  pages.     Price  $3.00. 

Waterworks  Handbook,  by  Alfred  Douglas  Flinn,  Robert  Spurr 
Weston  and  Clinton  Lathrop  Bogert.  Published  in  1916  by 
McGraw-Hill  Book  Company.  824  pages,  illustrated.  Price 
$6.00. 
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"Morse" 


DIVING  OUTFITS 

Pumps,  Helmets,  Suits,  etc. 

? 


MUSSENS  UNITED 


MONTREAL 
WINNIPEG 
VANCOUVER 


UEBEC-  Pruncau  &  Co 
ORONTO 


COBALT 


-H.  Turnbull  &  Co. 
H.  L.  Usborne 


One  of  Toronto's 
Finest  Buildings 

-  The  accompanying  illustration  shows  the  new 
Trusts  and  Guarantee  Building.  Among  other  fea- 
tures of  its  modern  fireproof  construction  is  the  use 
throughout  of  Pedlar's  "Perfect"  Expanded  Metal 
Lath.  This  material  has  won  a  high  place  in  the  esti- 
mation of  architects,  because  of  its  fireproofing  quali- 
ties and  of  the  fact  that  it  means  also  a  saving  in 
labor  and  plaster. 

Made  in  26,  24,  and  23  gauge,  in  sheets  of  24  inches 
wide,  and  in  lengths  of  97  inches. 


Write  for  Metal  Lath  Bopklet  CR 

The  Pedlar  People  Limited 

Established  1861 

Executive  Offices  and  Factories: 

OSHAWA,  ONT. 

Branches:  Montreal,  Ottawa.  Toronto,  London,  Winnipeg, 

Vancouver 


National  Iron  Corporation 

LIMITED 

Head  Office,  Works  and  Docks-TORONTO 

CAST  IRON  PIPE 

Every  Size  for  Water,  Gas,  Culvert  or  Sewer, 
Carried  in  Stock  at 

MONTREAL  -  TORONTO  -   PORT  ARTHUR 

RAIL  OR  LAKE  SHIPMENTS 


Pacific  Coast  Pipe  Co.,  Ltd. 

Wire  Wound  Wood  Stave  Pipe 

from  2  in.  to  24  in.  Ji.m.t.r 

Continuous  Stave  Pipe 

(rom  16  in.  to  12  ft.  di.m.t.r 

1551  Granville  Street     ■     Vancouver,  B.  C. 
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Current  Prices  of  Building  and  Engineering  Materials 


TORONTO  PRICES 

CEMENT.  LIME,  AND  BRICK 

Cement— delivered  in  5-baii  el  lots,  $2.95  per  bbl.  ; 
with  bags,  $3.35;  car  lots,  $2.30  on  the  track, 
with  pkgs.,  $2.70.  5c  per  bbl.  discount  20  days. 

Lime— grey  60c,  white  70c  per  100  lbs.,  delivered 
in  not  less  than  1500  lb.  lots.  At  the  ware- 
house, grey  55c,  white  65c.  Hydrated  lime, 
$16.75  per  ton  delivered ;  $15.75  at  warehouse. 

Brick— No.  1  dry  pressed  red  brick,  $22;  buff, 
$22,  f.o.b.  the  job;  No.  2,  $20;  common  red 
stock  brick,  $17;  grey,  $17;  wire-cut  brick, 
for  foundation  work,  $13.50  on  the  cars,  de- 
livered $15;  "Tapestry"  brick,  $25  to  $35; 
Eatonia  brick,  $35;  sand-lime  brick,  $12.25, 
f.d.b.  car  at  King  Edward  Siding;  $11.00  f.o.b. 
car  or  wagon  at  plant.  Paving  brick,  local 
manufacturers  not  quoting  prices  at  present, 
imported  paving  squares,  delivered  at  job 
in  Toronto,  best  quality  $80,  second  quality 
$75,  third  quality  $70.  (These  prices  are 
merely  approximate,  as  no  sales  are  recorded). 
Sun-Tex  face  brick,^$20  to  $30  at  plant,  $24 
to  $34  delivered,  price  depending  on  color 
and  texture.  Denison  interlocking  hollow 
tile,  $80  per  M.  at  plant,  $97.50  delivered. 
Lots  over  100,000,  $75. 

Fire  brick — $G5  to  !585  per  M.,  according  to  qual- 
ity.    Fire  clay,  $15  per  ton. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 
Toronto  prices,  F.O.B.  Car: 
Crushed  stone — 2  in.,  $1,55;  1  in.,  $1.75;  S/s  in.. 
$1.75;  rubble  stone,  in  car  lots,  $1.55  per  ton, 
f.o.b.  car. 

Sand — for  cement  or  brick  work,  $1.10  per  ton, 

f.o.b.  Toronto. 
Gravel — Pit   run,   $1.10  per   ton,   f.o.b.  Toronto; 

screened,  $1.50  per  ton,  f.o.b.  Toronto. 

LUMBER  (BUILDING  MATERIAL) 
Toronto  retail  prices,  delivered. 

Hemlock— 2  x  4  in.  to  2  x  10  in.,  12  and  14  ft. 
long,  $41;  10  and  16  ft.,  $42;  2  x  12  in.,  12 
and  14  ft,  .$42;  10  and  16  ft.,  .$43;  1x4  in. 
and  1x5  in..  T.  and  G.,  $44 ;  1  x  6  in.,  T. 
and  G.,  .$45;  No.  2,  $7  less  than  No.  1.  Siz- 
ing, $1  per  M.  extra. 

I'inc-  Box,  roubli,  1x4  in.  and  1x5  in.,  $51  ;  1 
x  6  in.,  ip.W;  1  x  S,  .$55;  1  x  10,  $60 ;  1  x  12, 
$60;  Rough  Shelving,  1  x  4  in.  and  5  in., 
.f62;  1  X  6,  .$66;  I  x  S,  .$72;  1  x  10,  $77;  1  x 
12,  .$82;  2x4  in.,  10  to  16  ft.  long,  common, 
$.52;  2  x  6,  .$55;  2x8,  .$56;  2  x  10,  .$60;  2  x 
12,  .$65;  drtssing  $2  more.  No.  1  flooring, 
$64;  No.  1  V  or  headed  sheeting,  $66.  Pine 
trim,  4  in.  casing,  $3.00  per  100  ft. ;  5  in. 
ilitto,  $:!..')0;  S  in.  |iini'  base,  $.'>.25 ;  4  in.  pine 
win<low  stock,  $4.50. 

Spruce — 10  to  16  ft.  long,  rough,  1  x  4  in.  and 
2x4  in.,  .K>2;  1  x  6  and  2  x  (i,  .f.'M ;  1  x  M 
and  2  X  8.  .f;,->(i;  1  x  10  anrl  2  x  10,  $.')S ;  1  x 
12;.n.l   2   x   12.  .$60. 

Dimension  Timber  (B.C.  fir)— 10  x  10.  10  x  12, 
10  x  14,  10  X  16,  12  X  12,  12  x  14,  12  x  16,  14 
X  16,  16  X  10,  $65;  12  x  18,  12  x  20,  14  x  18, 
14  X  20,  16  x  18,  16  X  20,  18  x  18,  18  x  20, 
$70.  These  prices  apply  to  lengths  up  to  32 
ft.;  .32  to  35  ft.,  $3  per  M.  extra;  36  to  40 
ft.,  $5  per  M.  extra. 

Shinglei— XXX  B.C.,  $5.50;  XX  B.C.,  $4.50;  N. 
a.  extras,  $6.00;  N.  B.  clears,  $5.75;  No.  1 
pine  lath,  $7.00;  No.  2  pine  lath,  $6.50;  No.  1 
spruce  lath,  $5.76. 

STEEL  AND  IRON 

Steel  and  Iron  Bars— $5.25  to  $7.00  base;  twist- 
ed and  deformed,  $5.60. 

Shapes-  Over  .''.5  lbs.  jjcr  yard,  $4. .50  per  100  lbs.; 
under  35  lbs.  per  yard,  ,$5.25  to  $5.50  per  100 
lbs. 


Plates — 6  ins.  and  over  and  under  30  ins.,  $7.50  per 
100  lbs.;  30  ins.  and  over,  $8.50.  Tank 
and  boiler  plates — %  in.  and  over  and  under 
36  ins.,  $10.00;  36  ins.  and  over,  $8.70. 
Gauge  plates— No.  10,  $11.50;  No.  12,  $7.30; 
No.  14,  $7.35  per  100  lbs.  Black  American 
Bessemer  Plates— 28  gauge,  $7.50  per  100  lbs. 

Flats— 6  ins.  wide  and  under,  $6.00  per  100  lbs. 

Rivets — Button  and  cone  head — base  for  yi  in. 
and  up,  $8.50. 

Extras — 1/lOc  per  lb.  extra  for  cutting  to  length, 
for  plate  less  than  54  'n.  thick,  for  angles 
less  than  5  in.  combined  legs  and  beams  and 
channels  under  6  ins.,  for  18,  20,  and  24  in. 
beams ;  1/lOc  to  J4c  per  lb.  extra  for  all 
Bethlehem  sections. 

Galvanized  iron — 28  gauge,  $8.75. 

Cast-iron  pipe — Standard  prices,  carload  lots, 
f.o.b.  Toronto:  4-in.  $78  to  $79  per  net  ton; 
6-in.  and  up  $75  to  $76.  Lower  price  for 
Class  B.  Higher  price  for  Class  A  and  gas 
pipe.  .   Less  than  car  lots,  $2  extra. 

SEWER  PIPE 

Sewer  pipe — Toronto  prices  (wholesale),  with  dis- 
counts as  below,  f.o.b.  factory — 4  in.,  30c  per 
ft.:  6  in.,  45c;  8  in.,  70c ;  9  in.,  90c;  10  in., 
$1.05;  12  in.,  $1.35;  15  in.,  $1.80;  18  in., 
$2.50;  20  in.,  $3;  22  in.,  $4;  24  in.,  $4.50. 
Discounts — 4  in.  to  9  in.  standard,  68  per 
cent. ;  10  in.  to  24  in.  standard,  65  per  cent.  ; 
15  in.  to  24  in.  double  strength,  60  per  cent. 

Tile  wall  coping — 8  or  9  in.  wall,  50c  per  ft. ;  12 
in.  or  13  in.  wall,  75c  per  ft. ;  18  in.  wall, 
$1.50  per  ft.;  carried  in  6,  12,  18,  and  24  in. 
lengths.    Discount  65  per  cent. 

PAINTS  AND  OILS 
White  lead — ground  in  oil,   less  than   ton  lots, 

$16.50  per  100  lbs.  ;  ton  lots,  $16.20  per  100 
lbs. 

Boiled  linseed  oil — in  bbls.,  $1.58  per  gal.  of  9  lbs. 

Raw  linseed  oil — in  bbls.,  $1.08  per  gal. ;  red  lead, 
dry,  $19  per  100  lbs. ;  putty  in  bulk,  $6.55  per 
100  lbs. ;  in  100-lb.  drums,  $7.40,  putty  in 
25-1b.  tins,  $7.90  per  100  lbs. ;  steel  sash 
putty  in  25-lb.  tins,  $8.15  per  100  lbs. ;  tur- 
pentine, in  bbls.,  78c  per  Imp.  gal.,  based 
on   southern  ga^ge. 


MONTREAL  PRICES 

CEMENT,  LIME,  AND  BRICK 
Cement — $3.10    steam    car    load    lots,  including 

sacks,  less  5  per  cent,  for  cash. 
Lime — Hydrated,  $20  per  ton;  lump,  $15. 
Brick — No.  1  pressed,  $18 ;  No.  2  pressed,  $15 ; 

Manganese  rustic,  $20;  buff  rustic,  $20;  red 

rustic.  No.  1,  $15;  red  rustic.  No.  2,  $13; 

buff  (smooth),  $21;  buff  (rough),  $20;  plastic 

$11..V».  : 
Concrete  Brick- grey  $22,  red  $22,  buff  $23,  white 

.$45,  plain  pressed  $12  per  thousand,  all  f.o.b. 

Works,  Mascouche,  P.Q. 

CONCRETE  SEWER  PIPE 
Straight  pipes  (per  foot)  :  not  reinforced,  8-in. 
26c;  9-in.  30c;  10-in.  34c;  12-in.  40c;  16  in. 
60c;  18-in.  74c.  Reinforced,  18-in.  90c;  21- 
in.  $1;  24  in.  $1.20;  30-in.  $1.60;  36-in.  $2.40; 
42-in.  $3;  48-in.  $4.20. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in.,  $1.75;  -H-in.  $2.00;  }i-in. 

$2.25  per  ton,  delivered. 
Sand — $1.40  ])i'r  Ion,  car  load,  on  cars. 
Gravel — $1.20  per  ton  f.o.b.  cars. 

STEEL  AND  IRON 

Steel  angles — 3  in._  x  3  in.  and  up?  .$5.50;  1  in. 
X  1  in.  X  li  in.,  25c  extraj  j4  in.  x  ^  in. 
X  l4i  in.  50  cents  extra.  Boiler  plates — %  in. 
thick  and  thicker,  $12.00.  Circular  plates- 
Flange  quality,  .36  in.  dimension  and  over, 
$12.50;  under  36  in.  diameter,  $13.00.  Beams 
and  channels— Under  .35  lbs.,  per  yd.,  $6.00; 
.35  lbs.  per  yd.  and  over,  $5.75,  f.o.b.  Mont- 
real, net  cash,  nominal.  Corrugated  iron — 26 
gauge,  $9.00;  28  gaug;*,  $8.20  per  100  iq.  feet. 


subject  to  change  without  notice.  Copptt 
bearing  sheets  —  Keystone  black,  28  U.  SL 
gauge,  $6.50  per  100  lbs.  nominal. 

SEWER  PIPE  f. 

Straight  pipe  (per  foot) — 4  in.,  30c;  6  in.,  46c;  I 
in.,  70c;  9  in.,  85c;  10  in.,  $1.05;  12  in.,  $1.35s 
15  in.,  $L80;  18  in.,  $2.50;  20  in.,  $3;  22  ink 
$4;  24  in.,  $4.50;  27  in.,  $6.50;  30  in.,  $7.2ft 
Channel  pipe  (4  in.  to  30  in.)  24c,  36c,  56<S, 
72c,  84c,  $1.08,  $1.44,  $2.00,  $2.40,  $3.20, 
$3.60,  $5.20,  $5.75.  One-eighth  bends  (4  irf. 
to  30  in.),  $1.20,  $1.80,  $2.80,  $3.60,  $4.20, 
$5.40,  $7.20,  $10,  $12,  $16,  $18,  $26,  $28: 
li,  $1.20,  $1.80,  $3.15,  $4.05,  $4.75,  $6.10, 
$14.40,  $20,  $24,  $32,  $36,  $52,  $57.60.  Double 
collar,  90c,  $1.35,  $2.10,  $2.55,  $3.16,  .$4.05i 
$5.40;  slant  1  foot  long  side  (4  in.  to  15 
in.),  90c,  $1.35,  $2.10,  $2.55,  $3.16,  $4.06, 
$5.40.  Single  branch  (6  in.  to  9  in.),  3  ft., 
$2.25,  $3.50,  $4.25;  2  and  2'/,  ft.  (4  in.  to  30 
in.),  $1.35,  $1.80,  $3.15,  $3.85,  $4.75,  $6.10. 
$8.10,  $11.25,  $13.50,  $18,  $20.25,  $32.50,  $36. 
Single  squares  (4  in.  to  30  in.)  ditto.  Double 
branch  and  double  square  and  Y  pipe  (4  in.  to 
30  in.),  $1.80,  $2.70,  $4.90,  $6.30,  $7.35,  $10.80, 
$14.40,  $20,  $24,  $32,  $36,  $45.50,  $50.40. 
Syphon,  cesspool,  and  buchan  trap  (4  in.  to 
15  in.),  $3,  $4,  $7,  $9,  $10.50,  $18.  Double 
syphon,  running  trap,  and  hand  hole  trap  (4 
in.  to  12  in.),  $3,  $4,  $7,  $9,  $10.50,  $18. 

These  prices  are  subject  to  a  discount  of  30 
per  cent,  for  less  than  car  load  lots  delivered, 
and  a  discount  of  from  .50  to  58  per  cent,  for 
car  load  lots  f.o.b.  factory. 

SUNDRIES 

Hard  wall  plaster — $17  per  ton.  Plaster  of  Paris 
$3.15  per  bbl..  both  less  5  per  cent,  for  cash. 
Rope — Best  Manilla,  39c  basis  per  pound; 
British  Manilla,  33c  basis;  sisal  rope,  2754c 
basis;  lath  yarn,  2754c.  Boiled  linseed  oil- ■ 
in  varrels,  .$1.90  per  gal.  of  9  lbs.  Raw  lin- 
seed oil — in  barrels,  $1.8754  per  gal. 


WINNIPEG  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — Portland,  $4.00  per  bbl. ;  mortar  ce- 
ment, 04c  per  70-lb.  bag,  in  ton  lots ;  Keenes, 
$6.45  to  $13.55  per  bbl.,  depending  on  qual- 
ity.    (All  prices  include  bags).- 

Lime — White  or  grey,  in  bulk,  45c  per  bushel; 
per  barrel,  $2.10  to  $2.40. 

Hydrated  Lime — In  paper  bags,  $16.36  per  ton ; 
in  cotton  bags,  $19.55. 

Brick — No.  1  dry  pressed,  red  and  buff,  $35; 
common  red  stock,  $25 ;  common  grey  stock, 
$12;  No.  1  enamelled  brick,  all  colors,  from 
$100;  sand  lime,  $12;  firebricks,  $70  to  $90. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 
(Including  delivery) 

Crushed  stone — l5^-in.  to  2-in.,  $2.60  per  yard; 
M-in.  to  1-in.,  $2.86;  stone 'dust,  $2.65;  rub- 
ble stone,  $14.20  per  cord. 

Sand,  gravel  and  torpedo  sand — $2.10  per  yard. 

Crushed  granite — lyi  and  2-in.,  $2.66;  J^-in.  and 
1-in.,  $2.90;  H  in.  and  dust,  $3.20. 

Gravel — Per  yard,  delivered,  $1.85. 

Crushed  Granite — lyi  and  2-in.,  $2.66;  ^-in.  and 
1-in.,  $2.90;  ^-in.  and  dust,  $3.20. 

LUMBER  (BUILDING  MATERIAL) 
(Including  delivery) 
(15  per  cent,  discount  for  cash) 
Flooring — No.  2  red  pine,  4  in.,  $43;  6  in.,  $46; 
No.  3  red  pine,  4  in.,  $38;  6  in.,  $40;  No.  4 
red  and  white  pine  or  spruce,  4  in.,  $28;  6 
in.,  $.32;  No.  1  and  2  fir,  edge  grain,  3  in., 
$60;  4  in.  and  6  in.,  .$55;  No.  3  fir,  edge  and 
flat  grain,  4  and  6  in.,  $45;  No.  4  fir  ship- 
lap  grade,  4  and  6  in.,  $32;  common  2x6 
pine,  spruce  or  fir,  4  and  6  in.,  $33;  No.  2 
white  pine,  4  and  6  in.,  $55;  No.  3,  $45;  No. 
2  red  pine,  4  and  6  in.,  $46;  No.  3,  $40;  No. 
4,  $32;  No.  6,  $24. 

Dunension  timber  (No.  1  pine,  spruce,  tamarac, 
fir  or  cedar)— 8  x  8,  8  x  10,  10  x  10,  10  x 
12,  12  X  12,  .$38;  10  x  14,  14  x  14,  14  x  16, 
6  X  10,  0  X  12,  8  X  12,  $.39;  10  x  16,  12  x  16,. 
16  X  16,  14  X  18,  16  x  18,  18  x  18,  20  x  20. 
$40;  6  X  14,  8  X  14,  12  x  18,  18  x  20,  $42;  6 
X  16,  6  X  18,  6  X  20,  8  X  16,  8  X  18,  8  x  20, 
10  X  18,  10  x  20,  12  X  20,  14  x  20,  16  x  20. 
$43. 

(Continued  on  page  54) 
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RAILS  BILLETS 
Concrete  Reinforcement  Bars 

Plain  Round,  Square  and  Cold  Twisted  Squares 

DOMINION  IRON  &  STEEL  COMPANY 

LIMITED 

BAR  STEEL 


- 

War«heu»«  Stock*  i 

Sale*  Offic**  t 

SYDNEY,  N.  S. 

SYDNEY.  N.  S. 

MONTREAL,  QUE. 

MONTREAL 
112  St.  James  St. 

Office*  1 

TORONTO,  ONT. 

TORONTO 

SYDNEY.  N.  S. 

FT.  WILLIAM,  ONT. 

18  Wellington  St.,  E. 

WIRE  NAILS    •««  WIRE  PRODUCTS 

STRUCTURAL  STEEL 


BRIDGES 

We  have  the  organization  to  plan 
and  e.xecute  a  steel  construction 
to  give  that  lasting  satisfaction 
expected  from  the  best. 

Write  us  for  an  estimate  on  y  )ur 
work. 

We  also  make  Steel  Tanks 
for  all  purposes 


MacKinnon^  Holmes  &  Co.,  Limited 

SHERBROOKE.      -  QUEBEC 
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CURRENT  PRICES  OF  BUILDING  AND  ENGINEERING  MATERIALS— continued 


(Continued  from  page  52) 
Pine — 1-in.  common,  6  to  l6  in.,  $105;  12  in., 
$110;  pine  trim  4-in.  casing,  $3.70  per  100 
ft.;  t'/i-in.  ditto,  $4.40;  8-in.  pine  base,  $6; 
lO  in.,  $7;  4-in.  pine  window  stool,  $7.50. 
Shingles— No.  1  B.  C.  cedar,  $4;  No.  2,  $3.50; 
No.  1  B.  C.  cedar  dimension,  $5.50;  hand- 
sawn,  $7. 

STEEL  AND  IRON 

Steel — Round  bars,  $5.25  per  100  lbs. ;  square 
twisted,  $5.25  per  100  lbs. ;  channels  and 
angles,  $5.50;  beams,  $5.25;  plates,  $8.25  per 
100  lbs. 

Cast  Iron  Pipes — Standard  price,  car  load  lots, 
f.o.b.  Winnipeg,  $38  per  ton. 


SEWER  PIPE 

Sewer  Pipe — Wholesale  price  f.o.b.  Winnipeg,  per 
ft.,  3  in.,  9  cents;  4  in.,  11  cents;  5  in.,  16 
cents;  6  in.,  18j^  cents;  8  in.,  30  cents;  9  in., 
35  cents;  10  in.,  40  cents;  12  in.,  50  cents; 
15  in.,  75  cents;  18  in.,  $1.00;  20  in.,  $1.50; 
24  in.,  $2.00. 


SUNDRIES 
(Including  delivery) 

Hard  Wall  Plaster— $19  to  $22.50  per  ton  ;  Plaster 
of  Paris,  $20.50  per  ton;  in  barrels,  $4.40  per 
bbl.  of  320  lbs. 

Plasterers'  Hair — $3.30  per  bale;  90c  per  bushel. 

PAINTS  AND  OILS 

Boiled  linseed  oil— In  bbls.,  $2.00  per  gal.  of  9 

lbs. 

Mixed  Paint— Per  gal.,  $3.55  to  $3.85. 

Raw  linseed  oil — In  bbls.,  $1.98  per   gal. ;  red 

lead,  dry,  $15.00  per  100  lbs.;  in  oil,  20^c; 

putty  in  bulk,  Standard,  $5.00;  Pure,  $6.00; 

Turpentine,  in  bbls.,  95c  to  $1.00. 
White  lead— Ground  in  oil,  $16.85  per  100  lbs. 


VANCOUVER  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — Grey  Portland,  $2.80  per  bbl.  f.o.b.  ware- 
house, sacks  extra ;  Keens  cement,  $9.00  per 
bbl.,  sacks  extra;  fine  white,  $8.00  per  bbl.  of 
300  lbs. ;  superfine,  white,  $9.50  per  bbl. ; 
white  Portland  cement,  $2.80  per  bbl.  of  250 
lbs.,  sacks  10c  extra,  f.o.b.  Vancouver. 

Lime — $1.90  per  bbl.  f.o.b.  warehouse  or  delivered. 

Brick- Common  red  brick,  $14.50  to  $16.00  f.o.b. 
warehouse ; '$16.50  and  up  in  car  lots  f.o.b. 
Vancouver ;  pressed  red  brick,  f.o.b.  wharf 
Vancouver ;  pressed  buflf  brick,  $45  at  ware- 
house;  $33  in  car  lots;  tapestry  brick,  $45  at 
warehouse;  impervious  brick,  $45  f.o.b.  build- 
ings ;  fire  brick,  $45  in  car  lots,  $50  in  ware- 
house ;  fire  clay,  $16.00  per  ton  in  car  lots. 

SAND  AND  GRAVEL 

Sand — Brick  and  plaster  sand  $2.60  per  cu.  yd. 

f.o.b.  bunkers. 
Gravel — $2.50  per  yard  delivered. 

LUMBER  (Building  Material) 
Vancouver  prices,  f.o.b.  mills: 
Dimension  timber — Douglas  fir — 8  x  8,  $29  ;  10  x 
10,  $29;  10  X  12,  .$29;  10  x  14,  $29.50;  12  x 
12,  $29;  14  X  14,  $29.50;  14  x  16,  $30.50;  6  x 
10,  .$29.50;  6  x  12,  $30 ;  8  x  10,  $30;  8  x  12, 
$29.50 ;  10  X  16,  $31 ;  12  x  16,  $31 ;  16  x  16, 
$30.50 ;  6  X  14,  $31 ;  8  X  14,  $31 ;  12  x  18,  $.32 ; 
18  x  20,  .$33;  14  x  20,  $32.50;  16  x  18,  $32.50; 
16  X  20,  $33.50;  18  x  IS,  $32.50;  20  x  20, 
$32.50;  24  x  24,  $33. 

Fir  Flooring— 1  x  3  edge  grain,  $48 ;  1  x  4,  $48; 
1  X  4  fiat  grain,  .$35;  No.  1  and  2,  1-inch 
clear  fir  double  dressed,  $46;  No.  1  and  2, 
114.  and  I'/z  inch  fir  double  dressed  $46; 
2-inch  fir  double  dressed  $46;  fir  lath,  $2.25; 
spruce  lath,  .$.3.50;  cedar  lath,  .$.3.50;  B.  C. 
cedar  shingles,  XX,  $2.00;  XXX,  $.3.00; 
XXXXX,  $3.60. 


STEEL  AND  IRON 

Vancouver  prices  f.o.b.  warehouse: 
Steel — (round  and  square  bars)  $6.50  base;  twist- 
ed and  deformed,  $6.50  base;  structural  sec- 
tions, .$8.00. 
Galvanized  iron — 28  gauge,  $10.85  per  100  lbs. 
Corrugated  iron — 26  gauge,  6,  7  and  8  ft.  sheets, 
$10.40 ;  9  and  10  ft.  sheets,  $10.05  per  square. 
Black  steel  sheets,  24  gauge,  $9.00  per  100 
lbs. 

Steel  angles —  $8.00  per  100  lbs.,  depending  on 
size,  quantity  and  specifications. 

Steel  channels,  beams — $8.00  per  100  lbs.,  depend- 
ing on  size,  quantity  and  specifications. 

Steel  plates— $12.00  to  $15.00 


SEWER  PIPE 

Sewer  pipe — Vancouver  prices  f.o.b.  warehouse; 
4-in.,  15c  per  ft.;  6-in.,  25c  per  ft.;  8-in.,  35c 
ft.;  10-in.,  45c  ft.;  12-in.,  55c  ft.;  15-in., 
$1.10  ft.;  18  in.,  $1.30  ft.;  20-in.,  $1.65  ft.; 
24-in.,  $2.30  ft.  (all  net  prices). 


SUNDRIES 

Hard  wall  plaster — $16.50  in  car  lots  f.o.b.  Van- 
couver, bags  extra. 
Hydrated  lime— $16.00  in  car  lots. 
Alca  lime — $16  per  ton. 

Plaster  of  Paris — Hammer  brand,  $4.60  per  bbl. 
Finishing  Plaster — $19  per  ton,  sacks  extra. 
Welsh  slate — $15.00  per  square,  f.o.b.  Vancouver. 
Rope,  Manilla,   %  in.,  40c  base;         in.,  40^c; 

Vs  in.,  41c;  %  in.,  ilyic;  2nd  grade,  34J4c 

base;  sisal  rope,  29}^c  base. 


PAINTS  AND  OILS 

Boiled  linseed  oil — In  bbls.,  $2.25  per  gal.  of  9 
lbs. 

Mixed  Paint— Per  gal.,  .$3.70  to  $4.25. 

Raw   linseed   oil — In   bbls.,   $2.00   per   gal. ;  red 

lead.dry,  $15.00  per  100  lbs.;  in  oil,  20!^c. ; 

putty  in  bulk,  Standard,  $5.00;  Pure,  $0.00; 

Turpentine,  in  bbls.,  $1.00. 
White  lead— Ground  in  oil,  $17.35  per  100  lbs. 


ALL  SIZES  OF  PIPES  and  CONNECTIONS  from  4  inch  to  30  inch  always  IN  STOCK 

High  Grade  Salt  Glazed  Vitrified  Sewer  Pipes  and  connections  are  a  specialty 
with  us.  We  also  manufacture  culvert  pipes,  inverts,  flue  linings,  stove  linings, 
fire  bricks,  locomotive  blocks,  gulley  traps,  range  bricks,  cupola  linings,  wall 
coping  and  all  kinds  of  vitrified  and  fire  clay  goods.  Prompt  shipments  on  all 
goods. 

Vitrified  Hollow  Building  Blocks 
Ground  Fire  Clay,  in  Bulk  or  Bagged. 
"Amco"  Segment  Sewers— From  30"  to  108"  diameter 

Send  for  Illustrated  Book  on  "Building  Segment  Sewers" 

Standard  Clay  Products  Limited 

THREE  SEWER  PIPE   FACTORIES  :  St.  JohuS,  P.  Q.,  aud  NcW  GUsgOW,  N.  S. 

ALSO  FIRE  CLAY  FACTORY  AT  ST.   JOHNS,    P.  Q. 
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Canada  Iron  Foundries,  Limited 


CAST  IRON  PIPE 


Head  Office 

Mark  Fisher  Building 
MONTREAL 


Car  Wheels,  Cast  Iron  Water  and  Gas  Pipe,  Specials,  Valves,  Hydrants,  etc.,  Castinfifs 
of  all  kinds.  Mooring  Bollards  for  both  Concrete  and  Wooden  Docks 


Made  in  Canada 
Conduit 


Orpen  Conduit  Co.,  Limited 

Toronto 


Engineers  &  Contractors,  Limited 

102  Prince  William  Street,  ST.  JOHN,  N.  B. 

E.  R.  REID,  President  E.  M.  ARCHIBALD,  Chief  Engineer 

The  Moncton  Bridge  Foundations 

were  built  by  our  firm 

We  are  equipped  both  in  plant  and  organization,  for  difiicult  foundation  work,  water  power  develop- 
ments, tunnels,  industrial  plants,  etc. 
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Civil 

Electrical 
Mechanical 


Directory  of  Engineers 


Contractors 

Special 

Interests 


Chipman  &  Power 

Civil  Engrineers 

TORONTO  WINNIPEG 

WilUt  Chipman.      Geo.  H.  Power. 


James,  Loudon  &  Hertzberg,  Ltd. 

CONSULTING  ENGINEERS 
36  Toronto  Street  -  TORONTO,  CAN. 
Water  Supply  and  Purification ;  Sewerage 
Systems;  Municipal  and  Trade  Waste 
IJisposal  Plants;  Incinerators;  Pavements; 
Bridges  and  Structural  work,  including 
Reinforced  Concrete. 


GENT  &  CO.,  Ltd. 

FARADAY  WORKS" 

LEICESTER  —  ENGLAND 

WATER  LEVEL 
INDICATORS 

C.\BLES  :  "  LODESTONE,  LEICESTER." 


H.  J.  Griiwold, 

Montreal. 


B.  W.  Seton, 

Toronto. 


DOMINION  ENGINEERING 
&  INSPECTION  CO. 

Inspecting  and  Testing  Engineer! 
Head  OfHca  and  Laboratorlea, 
ISO  Lagtuchetlere  8t.  West,  Moatreal. 

BRANCH  OFFICES: 
24  Adelaide  Street  East,  Toronto. 
806  Union  Trust  BuHding,  Winnipeg 
CEMENT  TESTING  AND  REIN- 
FORCED CONCRETE  INSPECTION 
MILL,  SHOP  AND  PIKLd  INSPEC- 
TION OF  STEEL  STRUCTURES 
AND  BRIDGES 
TESTS  AND  INSPECTION  OF  IRON 

AND  STEEL  PIPE,  ETC. 
LOCOMOTIVES,  CARS,  NEW  AND 

SECOND-HAND  EQUIPMENT 
Kepresented  at  New  York,  Pittaburvh  and 
Chicago;  Glasgow  and  London,  Eng. 


T.  S.  Grimtlis    N.  II.  Manning    L.  J.  Rogers 

CANADUN  INSPECTION  and 
TESTING  COMPANY 

Inspecting,  Testing 
'  Metallurgical  &  Chemical  Engineers 

Mill,  Shop  and  Field  inspection  of  bridges 
and  structural  work.  Mill  inspection  of 
rails  and  track  supplies.  Foundry  inspec- 
tion of  castings,  pipes,  etc.,  expert  exam- 
ination and  reports. 

Our  Physical,  Chemical  and  Cement  Lab- 
oratories are  fully  equipped  to  undertake 
all  kinds  of  tests. 

Principal  Offices  and  Laboratories 
MONTREAL     and  TORONTO 


R.  S.  &  W.  S.  LEA 

Consulting  Engineer* 

Water  Supply  ;  Sewerage  and  Drainage  ;  Water 

Purification;  Disposal  of  Sewage  and  Refute ; 

Water  Power  Developments  and  Power  Plants. 
Reports,  Designs,  Supervision  of  Construction 
New  Birks  Bide.  Telephone 

MONTREAL.  P.Q.  Uptown  783 


FRANK  BARBER 

Bridge  and  Structural  Engineer 

Steel  and  Reinforced  Concrete  Bridges  and 
Buildings,    Foundations,    Municipal  Work 

40  JARVIS  STREET,  TORONTO 


Robert  W.  Hunt 
President 


Charles  Warnock 
Treas.&Gen'IMgr. 


Robert  W.  Hunt  &  Co. 

Limited 

Consulting  and  Inspecting  Engineers, 
Chemists  and  Metallurgists 

Expert  Inspection  and  tests  of  all  structural 
materials  and  mechanical  equipment. 

Reports  on  Properties  and  Processes 

Head  Office  and  Laboratories : 
McGill  Building,  Montreal 
Branches : 

Toronto         Vancouver         London,  England 


McAllister  &taylor 

ENGINEERS  &  CONTRACTORS 
J.  W.  McAllister  »         John  Taylor, 

M.  Am.  Soc.  C.  E. 
87  Sun  Life  Bldg.,  HAMILTON,  ONT. 
Harbor    Improvements    and  Dredging 
Dams,  Piledriving,  Concrete  Work  and 
Excavation.     Under-water  construction  by 
Taylor  patent  compressed  air  caisson  method 


Anglins  Limited 

Contracting  Engineers 

65  Victoria  St.  MONTREAL 


Power  &  Son, 

Architects  and  Building  Surveyors 

Merchants  Bank  Chambera, 

Kingiton,  Canada 


Reid  &  Brown  Structural  Steel 
&  Iron  Works,  Limited 

We  carry  a  large  stock 

Steel  Beams,  Channels,  Angles, 
Plates,  Columns,  etc. 

FOR  IMMEDIATE  SHIPMENT 
Office  and  Works— 63  Esplanade  E,  TORONTO 
Pbones— Main  904  and  90S 


R.  O. 
WYNNE  -  ROBERTS 
Consulting  Engineer 

40  JARVIS  STREET 

TORONTO 

Water  Supply,  Sewerage,  Sewage  Dis- 
posal, Civic  and  General  Engineering, 
Arbitrations,  Investigations,  Valuations, 
Reports,  etc. 


SASH 

OPERATING  MACHINERY 

of  all  kinds 
KING  CONSTRUCTION  CO 

40  DovercourtRd.,  TORONTO 


Milton  Mersey  Co.,  Ltd. 

Engineers,  Chemists,  Inspectors 

PAVING 

designed,  superintended.  Inspected. 
Montreal  Winaipat  New  York 


Crushed 

Stone 
Steel  and 

Wood 
Water  Pipe 


TamcO 


Cut  Stone 
Sand 
Brick 


T.  A.  Morrison  &  Co.,  ="*^gVT-RTAL' 


This  Directory 
will  bring  you 
BUSINESS 

Keep  your  name  and  your  busi- 
ness prominently  before  live 
prospects  by  placing  an  an- 
nouncement in  our  "Directory  of 
Engineers."  Rates  and  inform- 
ation will  be  sent  on  request. 
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Built  for  C.P.R.  Montreal 


CANADIAN 
CHICAGO  BRIDGE  &  IRON  CO. 

Limited 
BRIDGEBURG.  ONTARIO 
Our  Specialty  Is  the  Deslfln,  Manufacture 
and  Erection  of  Elevated  Steel  Tanks 
for  Municipal,  Railroad  and  Factory  Service . 
We  also  design,  manufacture  and  construct 
Oil  Tanks,  Coaling  Station*,  Bridgei,  Turn- 
tables, Building  and  Structural  NUterial. 

"  Write  our  nearest  Sales  Office  for  prices,  plani 
and  specifications.  Our  catalogue  No.  15  gladly 
mailed  to  you  upon  request." 

Sales  Offices:— 
Bridsaburs,  OnUrio,  130  Janet  Street 

Chictgo,  Illinois,  130B  West  lOBth  Street 
New  York,  N.  Y.,  80  Church  Street 

SBOPSI-BridseburB,  Ont. 
Chicago,  111.  Greenville,  Pa. 


The  Maritime  Bridge 

Company,  Limited 

Manufacturers  and  Erectors  of 

Steel  Railway  and  Highway  Bridges, 
Buildings,  Girders,  Trusses,  Towers, 
Turntables,  Tanks,  Smoke  Stacks, 
Riveted  Pipe,  and  Structural  Steel  and 
Plate  Work  of  all  descriptions. 

We  have  the  only  complete  stock  of 
Steel  Shapes,  Plates  and  Bars  in  the 
Maritime  Provinces. 


Office  and  Plant: 

New  Glasgow,  Nova  Scotia 


"Galvaduct"  and  "Loricated" 

Conduits 


for  Interior  Construction 


Conduits  Company,  Limited 

Sole  Manufacturers  under  Canadian  and  U.  S.  Letters  Patent 


Toronto 


Canada 


Standard 


Cojjpcr,  Brass  and  Bronze  Wires 
Colonial  Copper  Clad  Steel  Wire 
Magnet  and  Weatherproof  Wire 
Rubber  Insulated  Wire 
Lead  Covered  and  Armored  Cable 
Cable  Accessories  of  all  kinds. 

\Vc  can  meet  your  requiretncnts,  however  large, 
promptly. 

Standard  Underground  Cable  Co. 

of  Canada,  Limited 
Hamilton,  Ont. 

Montreal  Toronto  Haitiillon  ,'t:.- 


STRUCTURAL  STEEL 

and 

BRIDGE  BUILDERS 


Capacity  18,000  Tons. 

We  build  and  erect  all  kinds  of  Structural  Steel,  Bridges, 
Roof  Trusses,  Bank  and  Ofifice  Railings,  Stair 
Work,  Elevator  Grilles,  F"ire  Escapes,  etc. 

Over  5,000  Tons  in  Stock  of 

Beams,  Column  Sections,  Angles,  Tees,  Plates,  Bars, 
Checkered  F'loor  Plates,  etc. 

McGregor  &  Mclntyre,  Limited 

1139  Shaw  St. 

Telephone  Hillcrest  1614 


TORONTO,  CAN. 
-1615—1616. 


BITUNAMEL 

Unsurpassed  for  waterproofing  foundations  and  prevent- 
ing rust  and  corrosion  on  exposed  iron 
and  metal  work. 

WRITE  FOR  SAMPLE 

The  Ault  &  Wiborg  Co.  of  Canada 
Ltd.,  Varnish  Works 


Montreal 


TORONTO 


Winnipcf 
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Makes  roads  last  longer 

Fluxphalte  is  the  best  macadam  road  preservative.  Being  used  by  road  com- 
missioners and  contractors  all  over  Canada  with  finest  results.  Binds  the  sur- 
face of  roadway  so  that  no  dusting  occurs.  Makes  surface  smooth  as  asphalt 
pavement  and  keeps  it  in  this  condition.  Saves  expense  of  repairs  and  constant 
attention. 

Send  for  free  booklet  and  further  details. 


To  Secure 
ECONOMY  and  DURABILITY 


Construct  Your 


SEWERS 


from 

Reinforced  Concrete  Pipe 

Manufactured  by 

Dominion  Concrete  Co. 

Limited 

KEMPTVILLE       -  ONTARIO 

"Better  good  pipe  at  a  fair 
price  than  poor  pipe 
at  any  price. " 

N.  B.  The  adjolnlne  Illustration  shows  a  line  of  42-ln.  pipe 
In  a  trench  ready  (or  (IlllnK. 
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=TlrKNBULL  ELeVATOR^^ 

MANUFACTURING  CO  TORONTO 


TurnbuU 

Elevators 

Economical  and  Practical 


The  leading  elevator  today  is  the  Turn- 
bull.  It  is  the  result  of  many  years  of 
practical  experience  in  the  production 
of  elevators  and  by  experimenting  we 
have  secured  the  maximum  of  strength 
with  the  minimum  of  weight.  Turnbull 
elevat  ors  are  built  rigid  and  strong; 
THEY  RUN  TRUE  and  are  giving  satis- 
faction wherever  in  use.  Turnbull  ele- 
vators are  reliable  because  every  inch  of 
material  used  is  inspected  and  tested  by 
experts. 


We  will  he  glad  to  supply  literature,  plans  and  prices  of  our 
various  models.    Inquire  today 


Turnbull  Elevator  Manufacturing  Co. 

126  John  St.,  TORONTO,  Ontario 

Montreal  Office   202  Mappin  &  Webb  Bldg. 
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You  Can  Save  Money 

by  using 


our 


Wire  Rope 

MADE  IN  CANADA 

The  Dominion  Wire  Rope  Company,  Limited 

MONTREAL  TORONTO  WINNIPEG 


For  Road  Repairs 

COMBINE 

Rapidity,  Efficiency 

and  Lack  of  Waste 

with 

Low  Cost 

by  using 

"RANSOME"  Bantam  Concrete  Mixers 


Do  You  Know  That 


We  are  HEADQUARTERS  for 

General  Marine  Supplies? 

Winches,  Windlasses,  Lamps, 

Rigging  Screws,  Shackles,  Blocks, 

"SHIPMATE"  RANGES 


Branch : 
108  Mail  Building 
TORONTO 

Telephone  Adelaide  840 


Head  Office 

MONTREAL 
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Wood  Stave  Pipe  and  Tanks 

Wire  Wound  and  Continuous  Wood  Stave  Pipe, 
Wooden  Tanks  and  Silos 

MADE   FROM   BRITISH   COLUMBIA  FIR 


46  in.  Diameter  Continuous  Wood  Stave  Pipe  Installed  by  us  for  the  Hydro-Electric  Power  Commission  of  Ontario 
Wood  Pipe  and  Tanks  made  in  all  sizes— for  Municipal,  Mining,  Irrigation  and  Power  Purpose. 

Write  for  Illustrated  Literature  and  Prices 


PACIFIC  COAST  PIPE  CO.,  LIMITED 

Established  1903  1551  Granville  Street  VANCOUVER.  B.C. 
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H-  E.  Plant, 
E.  Leonard 


Montreal,  Que. 
&  Sons,  St.  John 


"BEATTY" 

Auxiliary  Ship  Machinery 

Cargo  Winches 
Warping 
Winches 
Anchor  Wind- 
lasses 
Ash  Hoists 

Also 

Hoisting  Engines, 
Electric  Hoists, 
Steel  Derricks, 
Derrick  Irons, 
Clamshell  Buckets, 

Let  us  know  what  you  want 
along  this  line 

We  will  tender  promptly 

Ash  Hoist  for  ships  now  being  built  in  Canada. 
Agents  —   

N  B  ''^n:f^:^::::z  m.  beatty  &  sons,  ltd.,  welland 


Now  on  Munitions 

LYMBURNER,  LIMITED 

The  well  known  manufacturers  of  ornamental  metal  work  and 
special  machinery  are  entirely  occupied  making  munitions, 
and  cannot  execute  orders  for  above  work  until  a  later  date, 
when  they  will  be  glad  to  receive  enquiries  and  will  again 
produce  first  class  Metal  Specialties  of  Every  Description — 
Machinery,  Tools  and  Gauges. 


360  St.  Paul  St.  E. 


MONTREAL 
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Engineering  Needs 

When  the  demand  for  some  rubber  need 
becomes  urgent,  it  is  some  satisfaction  to 
know  that  a  prompt  service  is  assured  if 
your  '*hurry-up"  order  is  placed  with  the 
Dominion  Rubber  System.  Our  nearest 
branch  will  take  care  of  such  orders  in  a  way 
that  will  be  eminently  pleasing  to  you  and  to 
those  you  try  to  serve. 

But  when  service  goes  in  hand  in  hand 
with  quality  and  value,  there  is  every  reason 
for  buying  the  Dominion  Rubber  System 
products.  In  that  respect,  whatever  the  need 
in  rubber  may  be,  we  serve  your  interests  to 
the  best  advantage. 

It  will  pay  you  well  to  keep  in  touch  with  our  nearest 
branch.    Even  the  smallest  order  receives  our 
careful  consideration  and  attention. 

Canadian  Consolidated  Rubber  Co. 

LIMITED 
Head  Office    —  MONTREAL 

BRANCHES  at  Halifax,  St.  John,  Quebec,  Ottawa,  Toronto, 
Hamilton,  Kitchener,  London,  North  Bay,  Fort  William. 
Winnipeg,  Brandon,  Regina,  Saskatoon,  Calgary,  Lethbridge, 
Edmonton,  Vancouver,  Victoria. 
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LONDON 


ELEVATED  DRUM 


Paving  Mixer 


The  Elevated 
Drum  allows  a 
great  descent  for 
the  concrete.  Pro- 
vides for  a  rapid 
and  uniform  de- 
livery. 


Forward  Loader  and  Rear  Dis- 
charge take  up  little  room  on  the 
roadway. 

Traction  Drive.  Moves  any- 
where with  its  own  power. 

The  Rotary  Distributing  Chute 
turns  in  a  complete  half  circle; 
also  opens  up  at  different  points. 
The  concrete  is  distributed  to  any 
part  of  the  road.  No 'wheeling. 
No  shovelling  of  concrete. 

ONE-THIRD  LESS  MEN  REQUIRED.  A  BETTER  JOB.  We  guarantee  that  this  Machine 
will  deliver  Concrete  on  a  roadway  at  a  saving  of  10  per  cent,  over  any  other  type  of  Machine.  Full  par- 
ticulars on  request.    Send  for  Catalogue  No.  lA. 

We  have  twenty-three  different  sizes  and  styles  of  Mixers. 
Also  a  full  line  of  Concrete  Machinery  and  Cement  Working  Tools. 

London  Concfete  Machinery  Co.,  Ltd.,  Dept.  7,  London,  Ont. 

World's  Largest  Manufacturers  of  Concrete  Machinery 


R.  R.  Power,  Halifax,  N.S. 
Rene  Talbot,  Quebec,  Que. 

The  Foss  &  Hill  Machinery  Company,  Montreal,  Que. 


AGENCIES 

The  General  Supply  Company  of  Canada,  Ottawa,  Ont. 
The  General  Supply  Company  of  Canada,  Winnipeg,  Man. 
The  B.  C.  Equipment  Company,  Vancouver,  B.C. 


Cut  this  Adv.  out  and  save  for  reference! 


List  of  Wettlaufer  Improved  Machinery 

ALL  MADE  IN  CANADA-BY  CAHADIANS-WITH  CANADIAN  CAPITAL 


BELT  CONVEYORS 
BOILERS 

BLOCK  MACHINES 
BRICK  CARS 

BRICK  MACHINES  (POWER 
PRESS) 

15UILDERS  AND  CONTRACTORS 

SUPPLIES 
CARS  (BRICK) 
CARS  (TILE)  , 

COMBINED  PAVING  MIXER  and 

ROAD  ROLLER 
CONCRETE  MIXERS 
CONTINUOUS  MIXERS 
CONTRACTORS  AND  BUILDERS 

SUPPLIES 
CONVEYORS  (BELT) 
CENTRIFUGAL  PUMPS 
CRUSHERS  (MOUNTED) 
CRUSHERS  (STATIONARY) 
CRUSHING  ROLLS 
DIAPHRAGM  PUMPS 
'  ELECTRIC  HOISTS 
[•.LEVATORS 
I'NGINES  (GASOLINE) 
KNGINES  (STEAM) 
GASOLINE  I':NGINES 
GASOLINE  HOISTS 
HAND  BRICK  MACHINES 


HAND  MIXERS 
HOISTS  (ELECTRIC) 
HOISTS  (GASOLINE) 
HOISTS  (STEAM) 
MACHINES  (BLOCK) 
MACHINES   (BRICK)  • 
MACHINES  (TILE) 
MIXERS  (CONCRETE) 
MIXERS  (CONTINUOUS) 
MIXERS  (HAND) 
MIXERS  (PAVING) 
MIXERS  (PAVING  AND  ROAD 

ROLLER  COMBINED) 
MIXERS  (STANDARD) 
MOTORS 

PAVING  MIXER  AND  ROAD 
ROLLER  (COMBINED) 

PAVING  MIXERS 

POWER  PRESS  BRICK  MACH- 
INES 


178  SPADINA  AVENUE 

Branches  or  Agents  in  Most  Cities 


PUMPS  (CENTRIFUGAL) 
PUMPS  (DIAPHRAGHM) 
PUMPS  (STEAM) 
REVOLVING  SCREENS 
ROAD  ROLLER  AND  PAVING 

MIXER  (COMBINED) 
ROLLER  (ROAD) 
ROLLS  (CRUSHING) 
SCREENS  (REVOLVING) 
SIDEWALK  TOOLS 
STANDARD  MIXERS 
STEAM  ENGINES 
STEAM  HOISTS 
STEAM  PUMPS 

SUPPLIES  (BUILDERS  and  CON- 
TRACTORS) 
TILE  CARS 
TILE  MACHINES 
TOOLS  (SIDEWALK) 


TORONTO 

Four  Factories  in  Canada 


For  further  particulars  address 

WETTLAUFER  BROS. 
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600  TONS 


BARS,  ANGLES, 

CHANNELS,  TEES,  ETC. 


We  beg  to  announce  that  we  have 
purchased    the    entire    stock  lately 

carried  by 

FACTORY  PRODUCTS,  LTD. 

TORONTO 

which,  in  addition  to  our  regular  large 
stocks,  places  us  in  an  excellent  posi- 
tion for  big-tonnage  prompt  shipments 


BAiNES  &  PECKOVER 

IRON  AND  STEEL  MERCHANTS 

Warehouses —  "T/^  D Kl"!"^  Yards— 

98-116  Esplanade  TUKUIN  I  \J  Harbor  District 
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Acetylene  Gai 

The  Prest  O-Lite  Co.,  Inc. 
Air  Compressori 

Can.  IrigersoU-Rand  Co.,  Ltd. 

Canadian  Alli»-Chalmerf,  Ltd. 
Aluminium 

Spielmann  Agenciei  Regd. 
Air  Hoiits 

Canadian   IngersoU-Rand  Co. 

Northern  Crane  Worki 
Architectural  Iron  Works 

Canadian  AUit  Chalmers  Ltd. 

Canada  Wire  &  Iron  Goods  Co. 

McGregor  &  Mclntyre 

Architectural  Terra  Gotta 

Toronto  Plate  Glass  Imp'tg  Co. 

Asbestos  Shingles 

Asbestos  Mfg.  Company 

Ash  Hoists 

Gillii  &  Geoghegan 

Asphalt 

Asphalt  &  Supply  Company 
Imperial   Oil   Company,  Ltd. 

Axes 

Canada    Foundries    &  Forgings, 

Bar  Iron 

Baines   &  Peckover 

Canadian  Steel  Foundries,  Ltd. 

Beam  Spam 

MacKinnon  Holmes  &  Co. 

Blast  Hole  Drills 

Hopkins  &  Co.,  F.  H. 

Blocks  (Wire  and  Manilla  Rope) 
Hopkins  &  Company,  F.  H. 

Blowers  and  Compressors 

Canadian  Blower  and  Forgs  Co. 
Can.  IngersoU-Rand  Co.,  Ltd. 
Sheldoni  Limited 

Boilers 

Beatty  &  Sons,  M. 

Canadian  Allis-Chalmers  Ltd. 

Inglis  Company,  John 

Marsh  Engineering  Works,  Ltd. 

McDougall  Caledonian  Iron  Wks. 

Mussens  Limited 

Waterous  Engine  Works  Co. 

Williams  Machinery  Co.,  A.  R. 

Boiler  Compound 

Beveridge  Paper  Co.,  Ltd. 

Boiler  Covering  (Magnesia,  Asbes- 
tos, Wool,  Felt,  etc.) 
Asbestos  Mfg.  Company 
Boiler  Inspection 

Trades  &  Labour  Branch  Dept., 
Public  Works. 

Boxes — Junction 

Standard  Underground  Cable  Co. 
of   Canada,  Limited 

Brick  Dryers 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Brick  Machinery  and  Supplies 
Sheldons  Limited 

Bridget 

Canadian   Allis-Chalmers  Ltd. 

Bridges  (Steel) 

Canadian  Bridge  Company 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoincs  Bridge  &  Iron  Co. 
MacKinnon-Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime    Bridge  Company 

Buckets 

Beatty  &  Sons,  M. 
Hopkins  &  Co.,  F.  H. 
Manitoba  Bridge  &  Iron  Works 

Bucket^ — Steel 

MacKinnon  Holmes  &  Co. 
Marsh  Engineering  Works,  Ltd. 

Cable 

Dominion  Wire  Rope  Co.,  Ltd. 
Standard  Underground  Cable  Co. 
of  Canada,  .'.imited 

Car  Couplers 

Canadian  Steel  Foundries,  Ltd. 


Cable  Terminals 

Standard  Underground  Cable  Co. 
o(  Canada,  Limited 

Cars — Steel  Body 

Marsh  Engineering  W^orks,  Ltd. 
Williams  Machinery  Co.,  A.  R. 

Car  Wheels 

Marsh  Engineering  Works,  Ltd. 
Steel  Co.  of  Canada  Limited 


Castings — Grey  Iron 

Marsh  Engineering  Works,  Ltd. 

Casements 

Trussed  Concrete  Steel  Co.,  Ltd-. 

Cement 

Britnell  &  Company 

Cement,  High  Temperature 
Beveridge  Paper  Co.,  Ltd. 

Cement  Waterproofing 

Barrett  Company,  Limited 
Ideal  Concrete  Machinery  Co. 
Imperial   Oil   Company,  Ltd. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Centrifugal  Pumps 

Bawden  Pump  Company 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 

Chemists 

Canadian  Inspection  and  Testing 
Laboratories 

Coal  Chutes 

Manitoba  Bridge  &  Iron  Works 

Coal  Handling  Apparatus 
Beatty  &  Sons,  M. 

Cold   Storage  Insulation 
Armstrong  Cork  Company 

Compressed  Acetylene  Gas 
The   Prest-O-Lite  Co..  Inc. 

Concrete  Block  Machines 

Cast  Stone  Block  &  Machine  Co. 
Ideal  Concrete  Machinery  Co.  ' 
London  Concrete  Machinery  Co. 

Concrete  Culvert  Pipe 

Blair    Company,  B. 
Dominion  Concrete  Company 

Concrete  Hardener  and  Water- 
proofer 
Beveridge  Paper  Co.,  Ltd. 

Concrete  Mixers  and  Appliances 
Hopkins  &  Co.,  F.  H. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
Mussens  Limited 

Concrete  Sewer  Pipe 

Blair    Company,  B. 
Dominion  Concrete  Company 

Conduits 

Conduits  Company,  Limited 
Orpen  Conduit  Company 

Connecting  Rods 

Canada  Foundries  &  Forgings, 
Contractors 

Anglins  Limited 

Bate,   McMahon  &  Co. 

MacKinnon-Holmes  &  Co. 

Maritime  Bridge  Company 

Wells  &  Gray  Limited 

Contractors'  Plant  &  Supplies 
Beatty  &  Sons,  M. 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Dake  Engine  Company 
Marsh  Engineering  Works,  Ltd. 

Conveying  Machinery 

Canadian   Mathews   Gravity  Car- 
rier Company 

Core  Drills 

Canadian  Allis-Chalmers  Ltd. 
Can.  Ingersoll-Rand  Co.,  Ltd. 


Corrugated  Iron 
Pedlar  People  Limited 

Corrugated  Roofing 
Asbestos  Mfg.  Company 

Cranes,  Travelling  and  Locomotive 
Boving  Hydraulic  &  Engineering 

Company 
Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Northern  Crane  Works 

Crank  Shafts 

Canada    Foundries    &  Forgings, 

Crushed  Stone  and  Granite 

Canada   Crushed   Stone  Corpora- 
tion 

Crushed  Stone,  Limited 
Morrison  Company,  T.  A. 

Crushers  (Stone  and  Rock) 
Canadian  Allis-Chalmers  Ltd. 
Hopkins  &  Company,  F.  H. 
London  Concrete  Machinery  Co. 
Mussens  Limited 

Culverts 

Pedlar  People  Limited 

Damp  Proof  Coating 

Barrett  Company,  Limited 
Imperial   Oil   Company,  Ltd. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Derricks  and  Derrick  Fittings 
Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  II. 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Northern  Crane  Works 

Dredging  Pumps 

Boving  Hydraulic  &  Engineering 
Company 
Dredges 

Beatty  &  Sons,  M. 

Hopkins  &  Company,  F.  H. 

Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 

Drill  Steel  Sharpeners 

Canadian  Ingersoll-Rand  Co. 

Dump  Cars,  Wheels,  etc. 

Hopkins  &  Company,  F.  H. 
MacKinnon  Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime   Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Sheldons  Limited 

Drift  Pins 

Canada    Foundries    &  Forgings, 

Drying  Apparatus 

Canadian  Blower  &  Forge  Co. 

Elastite 

Carey  Mfg.  Co.,  Philip 

Trussed  Concrete  Steel  Co.,  Ltd. 

Electric  Air  Rock  Drills 

Canadian  Ingersoll-Rand  Co. 

Electric  Impulse  Clocks 

Gent  &  Company,  Limited 

Electric  Water  Systems 

Ontario  Wind  Engine  &  Pump 
Company 

Electrical  Specialties 
Spielmann  Agencies  Regd. 

Electrical  Supplies 
Canadian  General  Electric  Co. 

Elevator  Doors 

Ormsby  Company,  A.B. 

Elevators 

Norlliein   Crane  Works 
Turnbull  Elevator  Company 


Engines 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co 
Hopkins  &  Company,  F.  H. 
Inglis  Company,  John 
McDougall  Caledonian  Iron  Wkj 
Waterous  Engine  Works  Co. 

Engineers  (Civil  and  Mechanic*!) 

Bowman  &  Connor 
Chipman  &  Power 
Dominion  Engineering  &  Inspec- 
tion Company 
Hunt  &  Co.,  Robt.  W. 
MacKinnon  Holmes  &  Co. 
Milton  Hersey  Co. 
R.  &  W.  S.  Lea 
Wynne-Roberts,  R.  O. 

Excavators 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 

Exhaust  Heads 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Expanded  Metal 

Baines  &  Peckover 
Pedlar  People  Limited 

Trussed  Concrete  Steel  Co.,  Ltd. 

Fans 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Fibre,  Vulcanized 

Beveridge  Paper  Co.,  Ltd. 

Fire  Brick,  Jointless 

Beveridge  Paper  Co.,  Ltd. 

Fireproofing 

Asbestos  Mfg.  Company 

Fireproof  Doors  and  Windows 
Ormsby  Company,  A.  B. 
Pedlar  People  Limited 
Trussed  Concrete  Steel  Co. 

Fire  Escapes 

Dennis  Wire  &  Iron  Works  Co. 
Manitoba  Bridge  &  Iron  Works 
McGregor  &  Mclntyre 

Fire  Escape  Spirals 

Canadian  Mathews  Gravity  Car- 
rier  Company 

Fire  Protection  Appliances 
Bickle  Company,  R.  S. 

Flag  Poles 

Ontario  Wind  Engine  &  Pump 
Company 

Flooring  Materials 

Armstrong  Cork  Company 
Imperial  Oil  Company 

Forges 

Canadian  Blower  and  Forge  Co 
Sheldons  Limited 

Forgings,  Steel  ft  Iron 

Canada    Foundries    &  Forgings. 

Gasoline  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
London  Concrete  Machinetv  Co. 
Ontario  Wind  Engine  4  Pump 

Company 

Generators 

Canadian  General  Electric  Co 

Glass 

Toronto  Plate  Glass  Iniptg.  Co 
Governors 

Boving  Hydraulic  &  Engineering 
Company 

Gravity  Carriers 

Canadian  Mathews  Gravity  Car 
rier  Company 

(Continued  on  page  8) 
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Mueller 


Water  Tapping  Machine 

(/or  Tapping  Maim  Under  Pressure) 


■■•HE  first  and  only  efficient  machine  for  making  taps  in 
mains  under  pressure — little  more  than  this  need  be 
said.  The  long  bearing  surface  of  the  boring  bar  insures 
the  straight  entry  of  the  cock  into  the  main,  thus  eliminating 
a  common  fault  in  machines  of  this  nature. 

Our  stocks  of  Corporation  Cocks,  Goose  Necks,  Curb 
Cocks,  Service  Boxes,  Service  Clamps,  Etc.,  are  complete. 
We  can  ship  on  receipt  of  order.  Mueller  goods  are 
fully  warranted  and  MUELLER  quality  of  rich,  red  metal 
needs  no  further  introduction. 

Send  us  your  specifications  and  let  us  suggest  the  equip- 
ment best  fitted  for  your  needs. 

H.  Mueller  Mfg.  Co.,  Limited 

Sarnia  Canada 
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Hammeri 

Canada    Foundries    &  Forcings, 

Hammer  Drills 

Canadian  AUis-Chalmers  Ltd. 
Canadian  IngersoU-Rand  Co. 

Heating  Apparatus 

Canadian  Blower  and  Forge  Co. 

Sheldons  Limited 
Heat  Insulating  Materials 

Armstrong  Cork  Company 

Holits,  Electric 

Northern  Crane  Worki 
HoistinE  Apparatus 

Beatty  &  Sons,  M. 

Canadian  Ingersoll-Rand  Co. 

Gillis  &  Geoghegan 

Hopkins  &  Company,  F.  H. 

London  Concrete  Machinery  Co. 

Marsh  Engineering  Works,  Ltd. 

Mussens  Limited 

Northern  Crane  Worki 

Williams  Machinery  Co.,  A.  R. 

Hoisting  Engines 
Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Hopkins  &  Company,  F.  H. 
Marsh  Engineering  Works,  Ltd. 

Hollow  Tile 

National  Fire  Proofing  Co. 

Hose 

Can.  Consolidated  Rubber  Co., 
Ltd. 

Hydrants 

Canada  Iron  Foundries 
GarUhore-Thompson  Pipe  Co. 
Kerr  Engine  Company 
McAvity  &  Sons,  T. 

Industrial  Cars 

Hopkins  &  Company,  F.  H. 
MacKinnon-Holmes  &  Co. 

Inspection  Engineers 

Canadian  Inspection  and  Testing 
Laboratories 


Insulation  (Asbestos) 

Asbestos  Mfg.  Company 

Insulating  Compounds 

Imperial  Oil  Company,  Ltd. 
Spielmann  Agencies  Regd- 
Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Industrial  Cars 

Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 

Interior  Finish  and  Doors 

Canadian  Office  &  School  Furni- 
ture Company 

Insulating  Bricks 

Armstrong  Cork  Company 

Jib  Cranes  (all  kinds) 
Northern  Crane  Works 

Journal  Wedges 

Canada    Foundries    &  Forgings, 

Kilns 

Canadian  Blower  and  Forge  Co. 
MacKinnon  Holmes  &  Co. 
Sheld»ns  Limited 

Lead  Pencils 
American  Lead  Pencil  Company 

Lead  (Red  and  White,  Dry) 
Carter  White  Lead  Company 

"Lidgerwood"  Hoists 

Canadian  Allis-Chalmers  Ltd. 

Linabestos  Wallboard 
Asbestos  Mfg.  Company 

Lockers  (Clothes) 

Canada  Wire  &  Iron  Goods  Co. 
Dennis  Wire  &  Iron  Works  Co. 

Lumber  (Asbestos) 

Asbestos  Mfg.  Company 

Machinery  Insulation 

Armstrong  Cork  Company 


Metal  Lath 

Baines  &  Peckover 

Noble,  C.  W. 

Pedlar  People  Limited 

Trussed  Concrete  Steel  Co.,  Ltd. 

Metallic  Roofing 

Pedlar  People  Limited 

Meters,  Water 

McDougall  Caledonian  Iron  Wks. 
Neptune  Meter  Company 

Motors 

Canadian  General  Electric  Co. 

Oil  Tanks 

Boving  Hydraulic  &  Engineering 

Company 
Imperial  Oil  Company,  Ltd. 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 

Ornamental  Iron 

Dennis  Wire  &  Iron  Works  Co. 

Ornamental  Moulds 

Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 

Paints  and  Varnishes 
Dominion  Paint  Works 
Hopkins  &  Company,  F.  H. 
Spielmann  Agencies  Regd. 

Paints  (Bridge  and  Structural  Iron 
and  Pipe  Coating) 

Barrett  Company,  Ltd. 
Dominion  Paint  Works 
Imperial  Oil   Company,  Ltd. 
Spielmann  Agencies  (Regd.) 

Trussed  Concrete  Steel  Co.,  Ltd. 

Papers  (Building,  Roofing,  Water- 
proof and  Insulating) 

Beveridge  Paper  Co.,  Ltd. 

Paving  and  Paving  Materials 
Asphalt  &  Supply  Company 

Barrett  Company,  Limited 
Carey  Mfg.  Co.,  Philip 
Imperial   Oil   Company,  Ltd. 
Trussed  Concrete  Steel  Co.,  Ltd. 


Pipe  (Concrete,  Iron  St  Wood) 
Boving  Hydraulic  &  Engineering 

Company 
Dominion  Concrete  Company 
Gartshore  Thomson  Pipe  Co. 
National  Iron  Works 

Pipe  and  Boiler  Coverings 
Dominion  Paint  Works 

Pencils  (Lead) 

American  Lead  Pencil  Company 

Perforated  Metals 
Canada  Wire  &  Iron  Goods  Co. 

Pile  Driving  Machinery 
Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  G. 
Marsh  Engineering  Works,  Ltd. 

Pipe  Fittings  and  Flanges 

Pittsburgh  Valve,  Foundry  * 
Construction  Company 

Pipe  Covering  (Magnesia,  Asbestos. 
Wool,  Felt,  etc.) 
Asbestos  Mfg.  Company 

Pipe  Covering  (Cold  and  Steam) 
Armstrong  Cork  Company 

Plumbing  Supplies 

Mueller  Mfg.  Company,  H. 

Planing  Mill  Exhausters 

Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 

Plaster 

Britnell  &  Company 

Plug  Drillers 

Canadian  Ingersoll-Rand  Co. 
(Continued  on  page  10) 


Economical  Car  Moving  Men  and  Money 


This  is  the 

Belt  Driven  Machine 

referred  to  in  this  clipping. 

We  make  this  machine  in  7  sizes,  from  10 
to  60  Horse  Power,  and  with  any  diameter 
Drum  up  to  48  inches  at  the  bottom  of  flanges. 
The  size  of  the  drum  governs  the  speed  at 
which  the  car  moves. 

We  also  make  this  machine  with  one  drum, 
or  with  two,  three  or  four  drums,  as  required. 


Spotting  Freight  Cars  by  Power 

A  very  handy  arrangement  for 
spotting  or  moving  freight  cars 
short  distances  along  a  siding, 
when  the  siding  is  near  the  mill, 
consists  of  a  wire  cable  running 
over  and  around  pulleys  to  a  drum 
which  may  he  located  in  the  mill 
f>r  wherever  convenient,  and  driven 
either  by  belt  or  electric  motor. 
While  this  idea  is  in  use  in  some 
few  plants,  there  are  many  more 
in  which,  if  it  were  used,  it  would 
effect  a  big  saving  in  labor  and  time. 

Railroad  switching  crews  are  not 
always  on  hand  when  most  needed, 
nor  do  the  railways  spot  cars  just 
where  you  want  them,  and  even 
where  they  do,  it  is  frequently 
necessary  to  shift  the  cars  along 
from  time  to  time  during  the  day 
as  they  are  loaded  or  unloaded, 
whichever  the  case  may  be.  The 
l)()wer  cable  is  a  convenient  and  ec- 
unomical  solution  of  the  problem. 
With  it  there  is  no  necessity  for 
calling  out  several  workmen  'to  la- 
boriously push  and  "pinchl)ar"  the 
car  along  by  inches. — Mississippi 
Valley  T-umberman. 


This  is  the 

Electric  Driven  Drum 

referred  to  in  this  clipping. 

We  make  this  machine  also  in  7  sizes,  from 
10  to  50  Horse  Power,  and  with  any  diameter 
drum  up  to  48  inches.  Made  also  with  one, 
two,  three  or  four  drums,  as  required. 

In  the  machine  as  shown  above  the  motor 

sets  on  the  floor  inside  the  Hoist.     We  also 

make  this  so  the  motor  fits  on  the  bed  plate 
of  the  Hoist. 


Marsh  Engineering  Works^  Limited, 


Established 
1846 


Belleville,  Ont. 
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PRODUCTS 


"Hamilton"  Pig  Iron 
Open  Hearth  Steel  Billets 
Steel  and  Iron  Bar8 

Forgings 
Railway  Fastenings 
Pole  Line  Hardware 
Bolts,  Nuts  and  Washers 
Wrought  Pipe 
Screws,  Wire 


and 


Wire  Products 
of  every  description 


STEEL  COMPANY 

OF  CANADA 

LIMITED 

HAMILTON  MONTREAL 
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Pneumatic  Machinery  • 
Canadian  Ingersoll  Rand  Co. 

Power  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Inglis  Company,  John 

Pumps 

Canada    Foundries    &  Forgings, 

Pumps  and  Pumping  Machinery 
American  Well  Works 
Beattv  &  Sons,  M.  . 
Boving  Hydraulic  &  Engineering 

Company  .  , 

Canadian  AHis  Chalmers  Ltd. 
Canadian  Blower  and  Fo'-gJ  Co. 
Canadian  Ingersoll  Rand  Co. 
Cook,  A.  D. 

Hopkins  &  Company,  t.  H. 
Inglis  Company,  John 
McDougal!  Caledonian  Iron  Wks. 
Ontario  Wind  Engine   &  Pump 

Company 
Waterous  Engine  Works  Co. 

Quarry  Machinery 

Canadian  Ingersoll  Rand  Co^ 
Hopkins  &  Company,  F.  H. 

Railway  Supplies 
Can.  Chicago  Bridge  &  Iron  Co^ 
Dominion  Iron  &  Wrecking  Co. 
Gartshore,  John  J. 
Hopkins  &  Company,  t.  H. 

Reinforcing  Bars 
Baines  &  Peckover 

Reinforcements,  Concrete  and  Steel 

Baines  &  Peckover 
Burlington  Steel  Company 
Canada  Wire  &  Iron  Goods  Co. 
Pedlar  People  Limited 
Steel  Co.  of  Canada.  Limited 
Trussed  Concrete  Steel  Co.,  Ltd. 

Refrigeration  Machinery 

Boving  Hydraulic  &  Engineering 
Company 

Rigging  Screws 

Hopkins  &  Company,  F.  H. 

Riveted  Sptnt 

MacKinnon  Holmes  &  Co. 

Road  Asphalt 

Asphalt  &  Supply  Company 
Imperial   Oil   Company,  Ltd. 

Road  Oil 

Barrett  Company,  Limited 
Imperial   Oil  Company,  Ltd. 

Road  Mesh 

Baines  &  Peckover 

Road  Machinery 

Hopkins  it  Company,  F.  H. 
Waterous  Engine  Works  Co. 

Rolling  Steel  Doors 
Ormsby  Company,  A.  B. 

Roofings  (Plastic  and  Liquid) 
Bcveridge   Paper  Company 

Roofinc  Material 

Asbestos  Mfg.  Company 
Harre-lt  Company,  Limitcrl 
Bishopric  Wallboard  Company 
Brantford  Roofing  Company 
Carey  Company,  Philip 
Imperial    Oil    Company,  Ltd. 
NobU,  Clarence  W. 
Pedlar  People  Limited 

Roofing,  Rubber 

Beverldge  Paper  Co.,  Ltd. 

Rubber  Ooods 

Barrett  Company,  Limited 
Can.  Consolidated  Rubber  Co., 
Ltd. 


Sash  Machinery 

King  Construction  Company 

Scrap  Iron 

Dominion  Iron  &  Wrecking  Co. 

Screens 

Canada  Wire  &  Iron  Goods  Co. 


Sewer  Pipe 

Britnell  &  Company 
Canada  Iron  Foundries 
Dominion  Sewer  Pipe  Co. 
Gartshore  Thompson  Pipe  Co. 
Hamilton  &  Toronto  Sewer  Pipe 

Company 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
National  Iron  Works 
Ontario  Sewer  Pipe  Company 
Standard  Clay  Products  Ltd. 

Sheathings 

Beveridge  Pap.er  Co.,  Ltd. 

Sheeting 

Barrett  Company,  Limited 

Shingles  (Asbestos) 

Asbestos  Mfg.  Company 


Ship  Forgings 

Canada    Foundries    &  Forgings, 


Shovels  (Steam) 

Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 

Silo  Moulds 

London  Concrete  Machinery  Co. 

Skylights 

Pedlar  People  Limited 

Trussed  Concrete  Steel  Co.,  Ltd. 

Slates  (Asbestos) 

Asbestos  Mfg.  Company 

Smoke  Stacks 

Can.  Chicago  Bridge  &  Iron  Co.* 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
MacKinnon,  Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Pedlar  People  Limited 
Waterous  Engine  Works  Co. 

Sprinkler  Tanks  (Steel) 

Can.  Chicago  Bridge  &  Iron  Co. 

Stair  Builders 

Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Steam  Apparatus  and  Specialties 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
McAvity  &  Sons,  T. 
Sheldons  Limited 

Steam  Turbines 

McDougall  Caledonian  Iron  Wks. 

Steel 

Burlington   Steel  Company 
Dominion  Iron  &  Wrecking  Co. 
Hopkins  &  Company,  F.  H. 
Steel  Company  of  Can.,  Ltd. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Steel  Bars 

Baines  &  Peckover 
Burlington  Steel  Company 
Hopkins  &  Company,  F.  IL 
Maritime  Bridge  Company 
Steel  Company  of  Canada,  Ltd. 
Trussed  Concrete  Steel  Co.,  Ltd. 


Steel  Beams 

MacKinnon  Holmes  &  Co. 

Steel  Castings 

Canadian  Steel  Foundries,  Ltd. 

Steel  Pipe 

Can.  Chicago  Bridge  &  Iron  Wks. 


Steel  Plate  Construction 
MacKinnon-Holmes  &  Co. 
Marsh  Engineering  Works,  Ltd. 
Waterous  Engine  Works  Co. 


Steel  Sash 

Ormsby  Company,  A.  B. 

Trussed  Concrete  Steel  Co.,  Ltd. 


Stone 

Britnell  &  Company 

Structural  Iron  and  Steel 
Burlington  Steel  Company 
Canadian  Allis-Chalmers  Ltd. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
MacKinnon-Holmes  &  Co. 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 
McGregor   &  Mclntyre 
Reid  &  Brown  Structural  Steel  & 
Iron  Works 


Stucco  Board 

Bishopric  Wallboard  Company 

Swinging  Gears 

Dake  Engine  Company 

-Switchboardt 

Canadian  General  Electric  Co. 

Tanks  and  Steel  Pipes 

Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  DesMoines  Steel  Co. 
Inglis,  John 

Manitoba  Bridge  &  Iron  Works 
Marsh  Engineering  Works,  Ltd. 
McDougall  Caledonian  Iron  Wks. 
MacKinnon-Holmes  &  Co. 
Maritime  Bridge  Company 
Ontario  Wind  Engine  &  Pump 

Company 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co.,  A.  R. 

Telescopic  Hoists 

Black  Building  Supply  Company 
Gillis  &  Geoghegan 


Testing  and  Inspecting  Bureau 
Hunt  &  Company,  Robt.  W. 

Tile  Moulds 

London  Concrete  Machinery  Co. 

Thumb  Screws  and  Nuts 

Canada    Foundries    &  Forgings, 

Towers 

Can.  Chicago  Bridge  &  Iron  Co. 

Transformers 

Canadian  General  Electric  Co. 

Turnbuckles 

Canada    Foundries    &  Forgings, 

Dominion  Wire  Rope  Company 

Valves 

Canada    Iron  Foundries 
Crartshore-Thomson   Pipe  Co. 
Kerr   Engine  Company 
McAvity  &  Soni,  T. 


Ventilating   ft   Heating  Apparatus 
Canadian  Blower  and  Forge  Co. 
Sheldons  Limited 


Varnishes — Insulating 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 


Wagoni 

Tiffin  Wagon  Company 


Wall  Board 

Bishopric  Wallboard  Company 

Wallboard   (Asbestos,  Linabestos) 
Asbestos  Mfg.  Company 

Water   Level  Apparatus 

Gent  &  Company,  Limited 


Waterproofing 

Barrett  Company,  Limited 
Imperial  Oil  Company,  Ltd. 
Trussed  Concrete  Steel  Co.,  Ltd. 


Water  Softeners  and  Filters 

Manitoba  Bridge  &  Iron  Worki 

Water  Tapping  Machines 
Mueller  Mfg.   Company,  H. 


Water  Turbines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
McDougall  Caledonian  Iron  Wks 


Welding  Apparatus 

Prest-O-Lite  Company,  Inc. 

Welding  and  Cutting  Plants 
Prest-O-Lite  Company,  Inc. 


Well  Drilling  Plants 
American  Well  Works 
Ontario  Wind  Engine  &  Pump 
Company 


Window  Sash 

Trussed  Concrete  Steel  Co.,  Ltd 

Wires  and  Cablet 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Wire  Guards  and  Screens 

Canada  Wire  &  Iron  Goods  Co. 


Wire  Rope 

Dominion  Wire  Rope  Co.,  Ltd. 


Wrenches 

Canada    Foundriei   &  Forgingt, 


Wood  Pipe 

Canadian  Pipe  Company 
Pacific  Coast  Pipe  Company 
Vancouver  Wood   Pipe  &  Tank 
Company 


Wood  Tank! 

Pacific  Coast  Pipe  Company 
Vancouver  Wood  Pipe  and  Tank 
Company 
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DUNDAS  STONE 


Crushed  Stone 

Dundas  Crushed  Stone  has  the  big-  advantage  of  being  a  tried 
and  proven  material.  In  miles  of  roadway  throughout  the  pro- 
vince Dundas  Stone  is  making  good.  We  can  give  you  much 
valuable  information  in  this  connection,  if  you  are  interested 
in  good  roads.    Write  to-day. 

Toronto  Agents— Rogers  Supply  Co  Limited, 
38  King  Street  West 


Canada  Crushed  Stone  Corporation 

Limited 

DUNDAS  ONTARIO 


Made  in  Canada 
Conduit 


Orpen  Conduit  Co.,  Limited 

Toronto 
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SPRINKLER 
TANKS 

AND 

TOWERS 

We  are  the  largest  manu- 
facturers in  Canada  of 
both  wood  and  steel  Tanks 
and  substructures  for  fac- 
tory sprinkler  systems 
and  for  Municipal 

RAILROAD  AND 

SUBURBAN 
WATER  SUPPLY 

We  shall  be  pleased  to 
furnish  you  with  all  the 
information  and  data  you 
may  require  on  this  class 

of  work. 

Send  us  your  blue  prints 
for  estimates. 


Send  for  special  Tank  and  Tower  Catalogue 

Ontario  Wind  Engine  &  Pump  Co. 

Winnipeg  Calgary 


Toronto  Montreal 


Limited 


Canadian  Rivet  Forges  are  built  to 
last. 

Easy  running  blower,  powerful, 
uniform  blast,  rigid  steel  plate  con- 
struction. 

Write  for  Catalog  100-12. 

Canadian  Blower  &  Forge  Co. 

Kitchener,  Ont. 


See  the  difference? 


iiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiy^^ 


Does  it  mean  any 
thing  to  you  ? 


PUZZLE— 

Guess  which  i»  the 
Ribbed  Lath. 


Gives  Stiff  Lathing 


]>aggy  ])laces  in  metal  lath  must  be  levelled  up  with  plaster.  Herringbone  Lath  is  stiff.  It  does 
not  bag.  .Mso,  the  Herringbone  ribs  form  little  shelves  at  the  back.  The  wet  mortar  rests  securely 
-caling  in  the  filaments.    By  this  means  Herringbone  makes  a   better   job  and   uses   less  plaster. 

Write  for  Information 

•CLARENCE  W.  NOBLE,  General  Sales  Agent 


117  Sun  Life  Building 


TORONTO 


The  Metal  Shingle  Siding  Co.,  Manufacturers 
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An  Architect's  Bungalow 

The  summer  residence  at  Gowan,  Out.,  erected  by  Mr.  Bani- 
gan,  of  Messrs.   Banigan,  Mathers  &  Thompson, 
Architects,  of  Toronto. 


This  Bungalow  is  constructed  throuj^hout 


ith 


STuccoboaRD 

from  designs  drawn  by  Mr.  Banigan — the  exterior  walls 
being  stuccoed  and  the  interior  walls  plastered. 
Mr.  Banigan  has  expressed  himself  as  being  well  pleased 
with  the  results  obtained  by  using  "Bishopric  Stucco 
Board." 

As  for  cost,  "Bishopric  Stucco  Board"  takes  the  place 
of  boarding,  sheathing  paper,  furring  strips  and  laths — • 
saving  the  cost  of  these  extra  materials  and  fully  75 
per  cent,  of  the  time. 

Write  for  more  facts  and  samples — free  on  request. 

Bishopric  Wall  Board  Co.,  Ltd.,  oTTiwA^'n.. 


Tru 


scon  St€iel  SasH 


The  demand  for  big- 
ger production  requires 
top-notch  efficiency  in 
man  and  machine. 
TKUSCON  STEEL  SASH 
is  the  solution  to  day- 
light and  ventilation 
problems.  Flooded  with 
daylight,  more  and  bet- 
ter work  cein  be  done. 
Proper  ventilation  as- 
sures healthful  work- 
ing conditions.  Deep- 
breathing,  clear-headed 
workers  produce  more. 
TRUSCON  representa- 
tives will  give  personal 
service  to  architects, 
engineers  and  contrac- 
tors and  co-operate 
with  them  fully. 


Trussed  Concrete  Steel  Co. 


I 


o(  CAn.cl 

ALKERVILlt 

ronio  Wi 


J 


'innij  c( 


Limited 

ONTARIC 

Calgary 


Vancouver 


■llllllllllllllllllilllllllllllllllllllllllllllllllllllllllllllllllllll 

Preserve  Your  Pavement  by 
Installing  Sewers  First 

It  is  one  thing  to  pave  a  street,  but  quite  another  thing  to  keep  it 
paved.  If  it  is  torn  up  for  trenching,  the  appearance  and  service- 
ability of  the  pavement  are  seriously  marred. 

Hamilton  Vitrified  Salt  Glazed  Sewer  Pipe 


is  a  product,  well  suited  by  long  years  of  test  for  sanitary  and  storm 
water  sewers,  its  everlasting  resistance  to  corrosion  and  decay  is  the 
best  possible  guarantee  that  your  pavement  will  not  be  disturbed. 

The  Hamilton  and  Toronto  Sewer  Pipe  Co.,  Limited 

HAMILTON  and  TORONTO 


mm 
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"PERFECT"  wmiimK 


Automatic  Exhaust  Type 

They  have  no  revolving  parts  and  require  no  power. 
Variable  ventilating  capacity  is  obtained  by  means  of 
a  simple  chain  device.  A  fusible  link  automatically 
closes  them  in  case  of  fire. 

Pedlar's  "Perfect"  Ventilators  are  adaptable  to  all 
building  conditions.  They  are  made  in  galvanized  iron, 
Toncan  Metal,  or  Copper,  and  are  absolutely  weather- 
proof. And  as  there  is  nothing  in  their  construction  to 
wear,  break  or  decay  they  cannot  get  out  of  order. 


Made  in  13  sizes  from 
8  to  72  inches  dia- 
meter, metal  or  glass 
top.  Write  for  Ven- 
tilator Booklet  CR 


The  Pedlar  People  Limited 

Established  1861 
Executive  Offices  and  Factories: 

OSHAWA,  ONT. 

Branches:  Montreal,  Ottawa,  Toronto,  London,  Winnipeg, 
Vancouver 


We  Buy  For  Cash 

Used  Machinery,  Metals  of  all  kinds,  Shafting,  and 

Electrical  Equipment 

We  gather  together  the  various  materials  and  products  that  have  served  their 
purpose  in  the  economic  machine  and  start  them  over  again  in  new  forms  through 
this  machine. 

Forward  us  a  list  of  what  you  have  and  obtain  our  prices 

Because  we  Buy  for  Cash  we  can  Sell  at  Attractive  Prices 

Motors,  Generators,  Transformers,  Electrical  Equipment,  Water  Wheels,  Shafting, 
Pulleys,  Hangers,  Rails,  Locomotives,,  Boilers,  Cars,  Engines. 

WE  INVITE  YOU  TO  TEST  OUR  SERVICE  AND  PRICES 

DOMINION  IRON  &  WRECKING  CO.,  LTD. 

General  Offices:  Transportation  Building,  MONTREAL 


June  3G,  1918 
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SILENT  SANITARY  SCHOOL  DESKS 

WITH  FOLDING»lSEATS 


VIEW  OF  ROW  OF  SILENT  SANITARY  DESKS  IN  POSITION 
Produced  at 

J  AS.  SMART  PLANT 

BROCKVILLE,  ONT.  WINNIPEG,  MAN. 


STEEL  CASTINGS 


For  All  Purposes 


One  Pound  to  Fifty  Tons 

Canadian  Steel  Foundries 


General  Offices 
Transportation  Building 

Montreal 


LIMITED 

Western  Representative* 

Kelly  Powell  Limited 

403  McArlhur  Building 

Winnipeg 


Works 

Montreal 

Welland 
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ALPHABETICAL  LIST  OF  ADVERTISERS 


Alabastine  Co.  of  Paris  

American  Lead  Pencil  Company   . . 

American  Well  Works   54 

Anglins  Limited   50 

Armstrong  Cork  Company    ('2 

Asbestos  Manufacturing  Company.. 

Asphalt  and  Supply  Coiripany   

Ault  &  Wiborg  Company    20 

Raines  &  Peckover   5 

Barber.  Frank  60 

Barrett  Company     49 

Bate,  McMahon  &  Co   21 

Bawden  Pump  Company   50 

Beatty  &  Son,  Ltd.,  M   3 

Beveridge  Paper  Company   

Bickle  Company,  R.  S  

Bisphoric  Walllioard  Company   ....  13 

Blair  Company,  B   53 

Black  Building  Supply  Company....  57 
Boving   Hydraulic  and  Engineering- 
Company    62 

Brantford  Roofing  Company  

Britnell  Company,  Limited    54 

Burlington  Steel  Company    47 

Canada  Crushed  Stone  Corporation..  11 

Canada  Iron  Foundries,  Limited....  01 

Canada  Foundries  and  Forgings,  Ltd.  15 

Canada   Wire  and  Iron   Goods  Co.  53 

Canadian  Allis-Chalmers   IS 

Canadian  Blower  and  Forge  Co.  ...  12 
Canadian  Cliicago  Bridge  and  Iron 

Company   01 

Canadian   Consolidated   Rublier   Co.  ,3 

Canadian  DesMoines  Steel  Company  53 

Canadian  General  Electric  Co   18 

Canadian  1  ngersoll- Rand  Company  51 
Canadian     Inspection     and  Testing 

Laboratories   00 

Canadian   Mathews   (jravity  Carrier 

Company  

Canadian  (Office  School  Furniture  Co. 

Canadian  Pipe  Comiiany,  Ltd   48 

Canadian  Steel  Foundries,  Ltd   15 

Canadian  Surety  Company    48 

Carey  Comijany,  Philip  

Carter  White  Lead  Comi)any  

Cast  Stone  Block  and  Machine  Co. 

Chipnian  &  Power,  Limited    00 

Conduits  Company,  Limited    20 

CV)ok.  A.  D   r>'.) 

Cruslied  Stone,   Liniilcd    r,4 

Dake   F''ngine  Company    (i;> 

Dennis  Wire  and  Iron  Company....  20 

Dominion  CfMicrele  Company   55 


Dominion  Engineering  and  Inspec- 
tion Company   60 

Dominion  Iron  and  Steel  Company  57 

Dominion  Iron  and  Wrecking  Co...  14 

Dominion   Sewer  Pipe  Company...  55 

Dominion  Wire  Rope  Company....  64 

Dunlop  Tire  &  Rubber  Goods  Co...  52 


Engineers  and  Contractors,  Ltd. 


Foster,  W.  L  

Gartshore,  John  J   59 

Gartshore-Thompson  Pipe  and  Foun- 
dry Company   20 

Gent  Comjjany   GO 

Gillis  &  Geoghegan   57 

Hamilton  &  Toronto  Sewer  Pipe  Co.  13 

Hopkins  &  Company,  F.  H   64 

Hunt  &  Company,  Robert  W   60 

Ideal  Concerte  Machinery  Company 

Imperial  Oil  Limited   

Inglis  Company,  John   45 

James,  Loudon       Herberg    60 


Kerr  Engine  Company,  Ltd. 
King  Construction  Co.  Ltd. 


18 
60 


Lea,  R.  S.  &  W.S   60 

London  Concrete  Macliinery  Co   4 

Lymburner,   Limited   2 

MacKinnon  Holmes  &  Co  

MacLean  Daily  Reports    53. 

Maritime  Bridge  Works  Company.,  (il 
Manitoba  Bridge  and  Iron  Works  Co. 

Marsh  Engineering  Works   8 

McAllister  &  Taylor   00 

McAvity  &  Sons,  T  

McDougall  Caledonian    iron  Works 

Company  ,  .    ...  50 

McCiovern,  T.  J   r>\ 

McCiregor  &  Mclntyre   61 


Miller  &  Co.,  George  M   60 

Milton  Hersey  Company   60 

Morrison  &  Co.,  T.  A   00 

Mueller  Manufacturing  Company. ...  7 

Mussens  Limited   20 

National  Fireproofing  Company  ...  22 

National  Iron  Corporation  '  62 

Noble,  Clarence  W   12 

Northern  Crane  Works,  Ltd   54 

Nova  Scotia  Steel  and  Coal  Co.... 

Office  Specialt}'  Company   59 

Ontario  Sewer  Pipe  Company  

Ontario  Wind  Engine  and  Pump  Co.  12 

Ormsby  Company,  A.  B  

Orpen  Conduit  Company   n 

Pacific  Coast  Pipe  Company   i 

Pedlar  People   14 

Power  &  Son  

Prest-O-Lite  Co   is 

Reid  &  Brown  Structural  Steel  and 

Iron  Works                             . .  .  . .  00 

Sheldons  Limited   5,5 

Sonneliorn  Sons,  L.,  Lnc   63 

Standard  Clay  Products,  Ltd   58 

Standard  Underground  Cable  Com- 
pany of  Canada,  Ltd   01 

Steel  Company  of  Canada,  Ltd   9 

Spielmann  .Agencies  

Tiffin  Wagon  Company  

Toronto  Plate  Glass  Importing  Co. 
Trades  and  Labor  Branch,  Depart- 
ment of  Public  Works  

Trussed  Concrete  Steel  C"ompany .  ...  13 

Tnrnbull  Elevator  Company  


Vancouver  Wood  Pipe  and  Tank  Co.  59 


Waterous  Engine  Works  Company  22 

\\  ells  &  Gray,  Limited   17 

Wettlaufer  Bros   4 

Williams  Machinery  Co.,  Ltd.,  A.  R.  54 

Wynne-Roberts,  R.  O   60 


Our  advertisers  represent  the  most  progressive  manufacturers  and  dealers.  Make 
your  purchases  of  them.   Give  your  business  to  the  man  who  is  enterprise 
in^  enough  to  spend  money  and  time  to  get  in  touch  with  you. 


June  20,  1918 
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WELLS  AND  GRAY,  LIMITED 

Engineers  and  Contractors 


Branch  Office : 

BANK  OF  COMMERCE  BLDG. 
Windsor,  Ont. 


Head  Office : 

701  CONFEDERATION  LIFE  BLDG. 
Toronto  Ont. 


List  of  Work  Done  During  1917 


Building 

Owner 

Location 

Approx.  Value 

Packing  Case  Building 

Peters  Cartridge  Co. 

Kings  Mills,  Ohio 

$170,000.00 

Shooting  Gallery 

<<           it  it 

<(             a  <• 

45,000.00 

Coal  Conveyor 

it          it  it 

it             it  it 

1 2,000.00 

iLXiensions  lo  i  lani 

r  ora  ivioior  v-o. 

rord,  ^Jnt. 

240  000  00 

Jim^yJ  t\J\J\J  .\J\J 

Reinforced  Concrete  Bridge 

Canadian  Pacific  Railway 

North  Toronto 

175.000.00 

Freight  Shed 

it           it  it 

Lambton,  Ont. 

11.000.00 

Additions  to  Factory 

Nicholson  File  Co. 

Port  Hope,  Ont. 

58,000.00 

rowei  j_/cveiu[jiiiciii  wuiiv 

Big  Chute,  Severn  R. 

21,000.00 

Extensions  to  Transformer 
House,  Power  Lines,  etc. 

((               <<                <(  it 

Niagara  Falls,  Ont. 

83.000.00 

Addition  to  Residence 

G.  M.  McGregor 

Windsor,  Ont. 

14.000.00 

Addition  to  Factory 

Canadian  Lamp  &  Stamping 
Co. 

Ford,  Ont. 

21.000.00 

Addition  to  Factory 

Kelsey  Wheel  Co. 

Windsor,  Ont. 

2.000.00 

Completion  of  Collegiate  Insti- 
tute Building 

Board  of  Education 

It  <• 

75.000.00 

Alterations  in  Plant 

Harris  Abattoir  Co. 

West  Toronto 

3,500.00 

Extensions  to  Plant 

Dominion  Forge  &  Stamping 
Co. 

Ford,  Ont. 

90.000.00 

Alterations  to  Plant 

Canadian  Salt  Co. 

Windsor,  Ont. 

10.000.00 

Total 

$1,030,500.00 

Of  this  total  $660,000.00  worth  of  work  was  done  on  a  percentage  basis. 
Every  one  of  the  above  contracts  was  obtained,  because  we  had  previously  given  satis- 
faction on  other  contracts  for  the  same  owners. 

We  please  others.    We  can  please  you  if  given  an  opportunity. 

WELLS  AND  GRAY  LIMITED 
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Works  at  Walkerville,  Ontario 


When    placing  your 
order  for 

HYDRANTS, 
VALVES 

and 

VALVE 
BOXES 

place  it  with  us. 


MADE  IN  CANADA 


Strong,  Substantial  and 
Modern  Designs. 
Prices  right. 

Write  for  prices  and  see. 


TIMITED 


VALVE  -HYDRANT  MANUFACTURERS 

WALKERVILLE,  ONT. 


OxyAcetylene  ^^^lding  and  Cutting 

Conservation  vs.  Waste 


( ).xy-AcL'tylene  Weld-ing 
Outfit,  employing  Prest- 
O-Lite  ready-made  Ace- 
tylene and  compressed 
Oxygen,  both  in  portable 
cylinders. 


Oxy-Acetjdene  Welding 
is  provinp-  a  great  econo- 
mic factor  in  the  Factories, 
Mills,  Railroads,  Mines  and 
Machine  Shops  of  Canada. 
The  Nation's  scrap  pile  is 
one  of  the  worst  enemies 
of  Conservation.  Hundreds 
of  thousands  of  dollars' 
worth  of  damaged,  worn  or 
liroken  tools,  castings,  pipe 
and  machine  parts  lie  rust- 
ing on  the  scrap  piles  of 
this  country.  Much  of  this 
enormous  waste  is  now  be- 
ing eliminated  by  Oxy- 
Acetylene Welding.  Losses 
due  to  breakdowns  —  re- 
sulting in  "tie-ups"  of  op- 
erating equipment — are  al- 
so being  greatly  reduced. 


is  ideal  for  all  classes  of  metal  repair  work.  It 
handles  repairs,  quickly  and  efficiently — often 
right  on  the  spot-;— makes  broken  or  worn  parts 
strong  as  when  new — saves  time  which  would  be 
wasted  waiting  for  replacements — abolishes  the 
"Scrap  Pile." 

The  welding  outfit  is  portable — available  for 
outside  work  as  well  as  for  shop  use. 

No  matter  what  other  welding  method  you  now 
use,  a  Prest-O-Lite  outfit'  put  to  work  in  your 
slio-ps  will  quickly  pay  you  profits. 

Write  NOW  for  special  literature  and  data  that 
will  point  out  ways  to  reduce  waste  and  increase 
efficiency. 

Address  Dept.  C.105. 

THE  PREST-O-LITE  CO..  INC. 

CANADIAN  GENERAL  OFFICES 
Prest  o-Lite  Building 
Corner  Elm  Street  and  Centre  Avenue 
TORONTO 

Canadian  Plants;  Branches  at: 


Toionto.  Ont. 
MeiVitton,  Ont. 
Sbawinigan  Falls, 
P.Q. 

St.   Boniface.  Man. 


Toronto,  Ont. 
Montreal,  P.Q. 
Merritton.  Ont. 
Winnipeg,  Man. 


World's  Largest  Makers  of  Dissolved  Acetylene 


(line  3r>,  191S 
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WHEELER 
REFLECTORS 


Group  "W" 

For  General  lUumination. 
Wide  Light  Distribution 
with  the  elimination  of 
glare.  Designed  for  use  in 
Mills,  Foundries,  Machine 
Shops,  Factories,  Textile 
Mills,  Sewing  Rooms  and 
large  areas  requiring 
bright  General  Illumina- 
tion. The  smaller  sizes  for 
Localized  Lighting  of 
Looms,  Work  Benches, 
Sporting  Tables,  etc. 


Semi-Indirect  Fixtures 

For  Offices,  Drafting  Koonis,  Show 
Rooms,  etc.,  in  Industrial  Plants,  Public 
Buildings,  Business  Houses,  Stores,  Resi- 
dences where  diffused  lighting  can  be  used 
to  advantage. 


Group  "N" 

.\nglc  Hcflcctnr  for  light 
ing  vertical  piano  such  a- 
large  signs;  for  lighting 
horizontal  |>lanes  from  the 
side  walls  where  moving 
cranes  j)revent  lighting 
from  units  hung  above : 
for  protection  of  ground- 
around  industrial  plant.-  : 
for  outside  tennis  court- 
and  other  recreation 
grounds. 


Group  "P" 

For  Localized  Lighting 
and  where  economy  in 
current  consumption  may 
be  effected  by  hanging 
smaller  units  nearer  the 
working  plane.  For  Work 
Benches,  Lathes,  Presses, 
Shapers,  Looms,  Sewing 
and  Knitting  Machines, 
etc. 


There  is  a 

Wheeler  Reflector 

for  everv  puri)ose  of  Industrial  Illumina- 
tion and  an  exi)erience  of  nearly  tort>' 
years  in  tlie  manufacture  and  aiiplication 
of  reflectors  to  ensure  etlicient  service. 

The  design  is  scientilically  correct,  the 
reflecting  surface  jjcrfect,  the  accessory 
l)arts  substantially  built  for  .service  under 
the  most  severe  operating  conditions,  antl 
skilled  engineers  will  tell  you  how  to  use 
them. 


Diffusing  Globe 
Fixtures 

I'ixturcs  with  PitTusing 
Glol)os  used  in  .\rmorics. 
i'ublic  Halls,  Corridors' of 
Public  Buildings,  in  front 
of  Business  H  o  u  s  c  s. 
Theatres,  and  along  thor- 
oughfares tor  purposes  of 
Decorative  Lightinng. 


CANADIAN  GENERAL  ELECTRIC  CO 


LIMITED 


AT    ,.,1  O.ulK-.  Halifax   Sydney.  Ottawa.   Cobalt,   South    Porcupine.    London,    Winnipeg,   C.lg.ry.  Edmonton 

Head  Office:  Toronto.    Sales  Offices;  Montreal.  Uu>  Ik.  l'^'"^''' j?.>,,„/;„d  Vancouver. 
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B-G  CONVEYORS 

Portable  Conveyors  for  unloading  material  from  Box 

or  Gondola  Cars. 

A  Labor  Saver  and  Profit  Maker 


MUSSENS  LIMITED 


MONTREAL 

WINNIPEG 

VANCOUVER 


UEBEC— Pruncau  &  Co. 
ORONTO-H.  TurnbuU  &  Co. 
COBALT  -H.  L.  Usborne 


Steel  Lavatory  Partitions 

are  in  every  way 
superior  to  wood, 
being  indestruct- 
ible, non  -  mark- 
able,  hygienic, 
washable,  will  not 
warp,  rot,  split  or 
absorb  dampness. 

We  sell  these  in 
great  volume  each 
year  and  can  fill 
orders  very 
promptly.  Let  us 
send  folders  illus- 
trating our  com- 
plete range  of 
steel  equipment,  marketed  throughout  the  Dominion  un- 
der the  well-known  name  of 

nENHISTEEl 

Made  in  Canada  I 

Steel    Lockers,    Steel    Cabinets,    Steel    Bins,  Steel 

Shelving    (standardized),   Steel  Tote    Boxes,  Steel 

Partitions,  Steel  Racks,  Steel  Tool  Stands. 

We    also    manufacture    Ornamental    Bronze,  Iron 

and  Wire  Work,  General  Builders'  Ironwork  of  all 

kinds. 

TORONTO  OFFICE— 36  LOMBARD  STREET 

The  Dennis  Wire  and  Iron 
Works  Co.  Limiteo 

LO  IVI  D  ON 

C  A  M  AO A 

Halifax         Montreal         Ottawa         Winnipeg  Vancouver 


'Galvaduct"  and  ''Loricated" 

Conduits 


for  Interior  Construction 


Conduits  Company,  Limited 

Sole  Manufacturers  under  Canadian  and  U.  S.  Letters  Patent 


Toronto 


Canada 


BITUN  AMEL 

Unsurpassed  for  waterproofing  foundations  and  prevent- 
ing rust  and  corrosion  on  exposed  iron 
and  metal  work. 

WRITE  FOR  SAMPLE 

The  Ault  &  Wiborg  Co.  of  Canada 
Ltd.,  Varnish  Works 


Montreal 


TORONTO 


Winnipeg 


Jambs  Thomson,  President. 


J.  G.  Allan,  Vice-President. 


James  A.  Thomson,  Secretary. 


THE  GARTSHORE-THOMSON  PIPE  &  FOUNDRY  GO. 


LIMITED 


Manufacturers  of 


>  Flexible  and  Flange  Pipe, 
Special  Castings  and  all  kinds 
of  Waterworks  Supplies. 


3  inches  to  60  Inches  diameter. 

for  Water,  Gas,  Culvert  and  Sewer 
HAMILTON,  ONT. 


June  2(3,  1918 
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^•^•"^^^  E.  MclVlahon 

Bate,  McMahon  &  Co. 

Contractors 

Robt.  S.  Low,  Manager 


Grading  Roads,  Borden  Military  Camp 

We  Do  All  Kinds  of  Contracting 


Drainage,  Sewer  and  Water  Supply  Installation 
Earth  and  Rock  Excavation 
Road  and  Street  Paving 
Concrete  Bridges  of  all  types 


Cement-Gun  Works  (guniting) 
Scientific,  Economical  Concrete  Construction 
Reinforced  Concrete  Work  of  all  kinds 
Railroad  and  Street  Railway  Construction 


Note  the  Following 

PREVIOUS  WORK  EXECUTED  BY  BATE,  McMAHON  &  CO. 


Camp  Hoare  for  Imperial  Munition  Board 
Camp  Mohawk,  Deseronto,  for  Imperial  Munition 
Board 

Camp  Rathbun  Farm,  Deseronto,  for  Imperial  Muni- 
tion Board 

Camp  Leaside,  Toronto,  for  Imperial  Munition  Board 
Camp  Armour  Heights,  Toronto,  for  Imperial  Muni- 
tion Board 

Long  Branch,  Ontario,  for  Imperial  Munition  Board 
Valcartier  Camp,  Quebec,  for  Dominion  Government 
Camp  Hughes,  Sewell,  Man.,  for  Dominion  Govern- 
ment. 


Sarcee  Camp,  Calgary,  for  Dominion  Government 
Camp  Borden,  Ontario,  for  the  Dominion  Govern- 
ment 

Connaught  Rifle  Range,  under  construction 
Barracks,  North  Common,  Halifax,  under  construc- 
tion 

Administration  Offices,  Halifax,  Relief  Commission 
Ten  military  type  apartment  houses.  Halifax 
And  sewers,  waterworks,  paving,  bridges,  concrete 
construction,  railroads,  and  engineering-contract- 
ing of  all  kinds.    Proposals  and  estimates  upon 
request. 


HEAD  OFFICE:-CENTRAL 


CHAMBERS,    OTTAWA,  ONT. 
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Detail  in  perspective  of  Long 
Span  Combination  Hollow 
Tile  and  Reinforced  Concrete 
Floor. 


Have  You  the  Data 

on  this  improved  modern  method  of  saving  much  of  the 
cost  of  steel  and  foundations  ? 

Long  Span  Floor  Construction  of 

NATCO 
HOLLOW  TILE 

and  Reinforced  Concrete 

First  in  the  Mind  of 
the  Designer 

when  seeking  a  minimum  in  cost 
and  weight,  and  the  maximum  in 
strength  and  fireproof  qualities  for 
his  floor  construction. 


Write  to-day  for  our  Long  Span  Catalogue, 

National  Fire  Proofing  Co.  of  Canada,  Limited 


Factory— HAMILTON 


Head  Office— Dominion  Bank  Bldg.,  TORONTO 


The  Waterous  Engine  Works  Co.,  Limited 


Brantford.  Canada 
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HUGH  G.  MACLEAN,  LIMITED 
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Industrial  Reconstruction  and  Scientific 
Research 

AN  organization  which  ha.s  great  pos.sibilitics 
for  usefuhiess  is  the  recently  formed  Canadian 
Industrial  Reconstruction  Committee,  com- 
prising some  of  our  best-known  industrialists, 
financiers  and  educationalists.  At  a  recent  meeting  of 
this  committee  a  report  from  the  executive  was  con- 
sidered and  one  of  the  chief  topics  of  discussion  was 
the  establishment  of  research  departments  and  schol- 
arships in  our  universities. 

The  committee  apparently  take  it  for  granted  that 
a  National  Research  Institute  will  be  estal)lishe(l  at 
Ottawa  in  the  near  future  along  lines  suggested  by 
the  Advisory  Countril  for  Scieiilitic  and  Industrial  Re- 
search, and  the  report  suggests  that  a  close  co-opera- 
tion between  this  institute  and  the  research  work  of 
the  universities  is  desirable  as  being  certain  to  result 
profitably  for  both  organizations. 

There  is  the  greatest  need  at  tiie  ])resent  tinu'  in 
Canada  for  the  prosecution  of  research  work.  It  is 
generally  recognized  that  industrial  comi)etition  after 


tlie  war  will  be  keener  than  anything  the  world  haf» 
ever  seen,  (iermany's  condition,  conmicrcially,  will  he 
desjjcratc,  and  there  is  no  question  hut  thrt»  '  •  will 
make  every  possible  effort  to  regain  the  \  'Ik- 
war  will  have  lost  for  her.  Much  of  (jerm.ih.  pro- 
minence, industrially,  was  the  result  of  -oiiMitific  rc- 
searcli  work  carried  on  by  their  inii  "her 
organizations  >ub>i(lized  by  the  <ii  nt, 
and  in  this  respect  they  undoubtedly  k*«l  the  whole 
world.  It  would  surely  be  foolish  for  us  t«)  close  our 
eyes  to  these  facts  and  refuse  to  profit  hy  the  experi- 
ence of  the  past.  Uidess  we  speed  up  on  research  in 
manufacturing,  we  shall  soon  have  lost  all  the  advant- 
ages that  will  have  been  gained  hy  isolating  German 
c(jniinerce  for  the  duration  <jf  the  war.  Tf»  acc«jmplish 
the  desirerl  ends  it  will  be  necessary  not  only  that 
ample  facilities  be  placed  at  the  disposal  of  our  re- 
search workers,  but  also  that  sutlicient  encouragement 
be  offered  in  the  way  of  retnuncration  that  our  very 
best  and  cleverest  young  scientists  will  he  attracted  to 
this  work. 

So  far  as  the  manufacturing  interests  themselves 
are  concerned,  there  seems  to  be  no  question  hut  that 
they  are  now  coming  around  to  the  viewpoint  where 
they  will  su])port  any  expenditure  the  Government  may 
make  in  this  direction.  We  believe  also  that  the  people 
at  large  are  of  the  same  mind.  The  whole  question  of 
whether  Canada  becomes  a  c(jnsiderable  factf>r  in  the 
industrial  ])rogress  of  the  world  or  whether  she  settle.^ 
into  the  class  of  purely  agricultural  countries,  hinges, 
as  we  believe,  to  a  very  great  extent,  indeed,  on  what 
action  our  government  takes  within  the  next  few 
months  on  this  very  important  fpiestion  of  establish- 
ing research  facilities  where  manufacturers,  engineers, 
contractors  and  industrialists  of  every  kind  may  bring 
their  problems  for  discussion  and  solution. 

The  initial  ex])enditure  of  a  million  or  two  of  dol- 
lars may  look  large  at  the  monient,  but  is  likely  to 
prove  insignificant  compared  with  the  advantages  that 
must  ultimately  accrue  to  the  country  at  large.  We 
trust  our  government  will  lose  no  time  in  preparing 
plans  and  furthering  the  erection  with  all  possible 
si)eed  of  research  laboratories,  not  only  in  Ottawa,  but 
in  numerous  other  prominent  industrial  centres 
throughout  the  Dominion. 

Rescarcii  facilities  in  our  universities  would  supple- 
ment the  usefulness  of  such  laboratories  in  many  ways. 
They  would  be  in  a  position  to  carry  on  research  work 
into  the  more  ])urely  scientific  ])robIetns  and.  perhaps 
still  more  im])ortant,  wouUl  constitute  training  schools 
from  which  the  research  scholars  for  the  industrial 
laboratories  would  be  drawn. 


Hamilton  Branch  I.  E.  G. 

H.\MILTOX  engineers  have  fallen  in  line 
with  the  general  movement  towards  greater 
co-operation  among  Canadian  members  of 
the  engineering  profession,  and  at  a  recent 
meeting  held  in  the  Royal  (.  onnaught  Hotel  they  de- 
cided to  form  a  Hamilton  branch  of  the  I-^ngineering 
Institute  of  Canada.  .*^onie  fifty  engineers  were  in  at- 
tendance at  the  gathering,  Mr.  |.  I,.  Weller.  C  hief  l\n- 
gineer  of  the  Welland  Canal  construction,  presiding. 
Mr.  I'raser  Keith,  the  general  secretary  of  the  In- 
stitute, was  al>o  present.  Mr.  Keith  a»ldressed  the 
meeting,  explaining  the  necessary  procedure  for  the 
formation  of  the  liranch.  and  spi>ke  mo>t  hopefully  of 
llamiltonV  prospects  as  a  centre  .>!  engineering  and 


500 


THE   CONTRACT  RECORD 


June  36,  1918 


industrial  activity.  A  resolution  was  passed  and  an 
application  signed,  to  be  presented  to  the  parent  body 
in  Montreal.  Pending  the  receipt  of  the  necessary 
authority  for  the  establishment  of  the  branch,  Mr.  E. 
R.  Gray'  city  engineer,  was  elected  chairman  and  Mr. 
E.  H.  Darling,  secretary. 

The  enthusiasm  displayed  at  the  meeting  bids  well 
for  the  success  of  the  new  branch.  There  is  no  doubt 
that  if  the  engineers  of  Hamilton  continue  in  hearty 
co-operation,  they  wall  become  a  big  factor  in  the 
growth  and  development  of  their  city  and  community, 
and  incidentally  in  raising  the  status  of  the  engineer- 
ing profession.  It  was  suggested  that  engineers  should 
be  more  aggressive  in  taking  their  place  as  public- 
spirited  citizens  and  should  co-operate  with  the  Board 
of  Trade  and  other  public  bodies  in  advancing  the 
material  interests  of  the  community.  That  all  present 
were  in  thorough  accord  with  this  view  shows  that 
Hamilton  engineers  have  caught  the  true  spirit  of  co- 
operation and  that  they  are  progressing  in  the  right 
direction. 

.-\nother  point  to  be  remembered,  too,  is  that  the 
action  of  the  Jlamilton  engineers  reflects  credit  on  the 
Engineering  Institute  of  Canada.  That  they  have  de- 
cided, as  did  the  Halifax  engineers  a  short  time  ago, 
to  adopt  the  Institute  as  a  ]iarent,  would  indicate  their 
approval  of  its  aims  and  objects  and  their  belief  in  its 
usefulness,  as  reorganized  under  the  new  name.  These 
vigorous  offspring  of  the  Institute  will,  we  feel  sure, 
not  only  grow  and  flourish  themselves,  but  will 
greatly  help  to  increase  the  prestige  and  broaden  the 
influence  of  the  whole  profession. 


How  Would  the  General  Adoption  of  the 
Cost  Plus  Contract  System  Affect 
the  Contracting  Business? 

THERE  are  few  contractors  who  will  not  agree 
that  the  present  status  of  the  contracting  busi- 
ness is  not  what  it  should  be.  It  would  seem 
that  there  are  two  main  causes — more  or  less^ 
interdependent  upon  each  other — to  which  this  condi- 
tion is  attributable.  One  is  the  present  system  of  bid- 
ding, and  the  other  is  the  ill-defined  field  which  the  de- 
signation "contractor"  covers.  As  regards  the  former, 
it  is  undeniable  that  the  practice  of  a  wide-open  invi- 
tation for  tenders  and  the  "lowest  bid"  award,  fosters 
the  unreliable  type  of  contractor,  who  does  not  hesitate 
to  cjbtain  a  jjrofit,  or  prevent  a  loss,  by  skim])ing  his 
work.  Not  only  so,  but  this  system  often  jjlaces  even 
the  best-intentioned  contractor  in  a  position  where  his 
honesty  is  too  severely  tested.  It  is  a  very  hard  thing  to 
live  absolutely  up  to  specifications,  when  through  some 
unforeseen  and  uncontrollable  contingency,  work  must 
be  carried  out  at  a  loss,  while  at  the  same  time  an  unrea- 
sonable or  unscrupulf)us  owner  profits  by  it.  Risks  must 
be  taken  in  every  line  of  business,  but  the  gambling 
clement  in  the  contracting  business  is  unnecessarily 
great.  Nor  are  all  the  faults  on  the  side  of  the  con- 
tractor; cases  are  all  too  numerous  where  governments 
or  private  owners  seek  to  escape  their  ol)ligations  at 
the  contractor's  expense. 

It  is  very  evident  how  tlie  second  main  cause  we 
have  mentioned,  namely,  the  ill-defined  limits  of  the 
contracting  field,  tends  to  lower  the  standing  of  the 
contractor.  In  the  public  mind,  not  only  does  the  term 
"contractor"  cover  every  class  of  constructor  from  the 
jerry-builder  to  the  large  engineering  organization 
which  can  handle  an  undertaking  involving  millions, 


but  it  also  includes  the  manufacturer  who  supplies 
paper  soled  shoes  to  the  army,  the  cold  storage  mag- 
nates who  hold  foodstuffs  for  high  prices  until  they 
rot,  and  all  the  various  classes  of  profiteers  who  enter 
into  agreements  with  the  government  for  the  furnish- 
ing of  supplies.  Thus  it  is  that  the  legitimate  contrac- 
tor becomes  the  scape-goat  for  a  multitude  of  sins  of 
which  he  is  altogether  innocent. 

The  primary  means  by  which  the  contracting  busi- 
ness may  be  elevated  to  its  proper  level,  is,  we  believe, 
the  general  adoption  of  the  cost  plus  contract  system. 
This  step  would  place  contracting  on  the  same  basis 
as  any  other  business ;  it  would  remove  the  gambling 
element  to  a  very  great  extent  and  make  every  con- 
tractor depend  on  his  record  for  the  obtaining  of  busi- 
ness rather  than  on  a  lucky  chance,  thus  tending  to  eli- 
minate the  inferior  type  of  man  who  makes  most  of  his 
profit  through  skimping  his  work.  Construction  men 
adopting  this  system  in  the  carrying  out  of  their  work 
would  soon  become  separated  in  the  public  mind  from 
the  wide  class  now  known  as  "contractors,"  and,  as  a 
result,  would  not  sufi^er  on  account  of  the  reflections 
cast  upon  the  name  by  numerous  scandals  in  no  way 
connected  with  construction  work. 

There  is  another  means  which  contractors  have 
been  very  slow  to  take  advantage  of  for  the  protection 
of  their  reputation  and  the  increase  of  their  prestige — 
that  is,  organization.  It  is  hard  to  explain  why  they 
should  hesitate  to  get  together  for  mutual  benefit,  par- 
ticularly that  they  may  oppose  the  depredations  of  the 
irresponsible  contractor  and  raise  the  general  status  of 
their  business. 

In  the  reorganization  of  the  present  contract  sys- 
tem, undoubtedly  the  most  difficult  problem  to  be  solv- 
ed is  the  letting  of  government  or  municipal  work.  It 
seems  as  if  the  government  must  of  necessity  adhere 
to  a  system  in  which  every  contractor  on  the  list  has 
— ai)parently — an  equal  opportunity  of  obtaining  the 
award.  This  course  has  at  times  been  diverted  from, 
and  the  result  has  generally  been  dissatisfaction  and 
charges  of  favoritism.  With  the  removal  of  the  patron- 
age system  the  question  now  would  seem  to  be  whether 
any  method  can  be  devised  whereby,  without  the  elim- 
ination of  competition,  the  possibility  of  graft  or  play- 
ing politics  may  be  minimized.  There  are,  in  this  con- 
nection, one  or  two  suggestions  which  we  hear  from 
time  to  time.  The  first  is  the  registration  of  contrac- 
tors for  government  work.  That  is  to  say,  every  con- 
tractor who  wishes  to  participate  in  government 
works  must  register  with  the  authorities,  giv- 
ing particulars  as  to  the  personnel  of  the  firm, 
its  capital,  plant,  and  staff.  Thus  contractors 
might  be  classified  according  to.  their  financial  stand- 
ing and  their  facilities  for  carrying  on  work.  The  sec- 
ond suggestion  is  that  in  connection  with  government 
undertakings,  the  specifications  cover  not  only  the 
work  but  also  the  contractor,  specifying  the  organiza- 
tion and  capital  which  he  must  possess  before  being 
eligible  for  consideration.  The  third  and  final  sugges- 
tion is  that  there  be  a  definite  percentage  of  profit  fix- 
ed for  government  work  and  that  the  decision  between 
the  contractors  desirous  and  eligible  to  undertake  it 
be  made  by  ballot  in  the  presence  of  those  interested. 

These  suggestions  may  seem  somewhat  radical  and 
no  doubt  they  may  have  weak  points,  but  with  altera- 
tion or  modification  it  is  possible  that  they  might  form 
the  basis  of  a  system  more  efpiitable  and  more  workable 
than  that  under  which  contractors  are  now  forced  to 
carry  on  their  business. 
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Repairs  to  Bridges  in  the  Ghaudiere  Valley 


ON  July  3(Jth,  1917,  there  was  a  <;reat  rain  .slurm 
in  the  Chaudierc  Valley,  especially  severe  some 
sixty  miles  south  of  the  city  (jf  (Juel)ec,  when, 
over  an  area  al)out  thirty  miles  hy  ei},dit  miles 
there  fell  five  inches  of  water  in  an  hour  and  a  half. 
The  result  was  that  the  Chaudiere  River  rose  from 
twenty  to  forty  feet  in  a  few  hours,  Hoodini^-  the  valley 
and  doing-  great  damage.  This  article  deals  with  the 
repair  of  two  highway  bridges  which  suffered,  one  at 
Scott's  and  the  other  at  St.  Come. 

The  225-ft.  span  at  Scott's  was  lifted  up  on  a  great 
mass  of  floating  slab  wood  and  turned  over  on  its  side 
about  two  hundred  yards  downstream.  The  steel  floor 
beams  and  stringers  were  uppermost,  not  much  dam- 
aged, but  the  trusses  were  buckled  in  all  directi(jns, 
some  of  the  posts  being  bent  double.  The  wooden  lloor 
mostly  broke  away  and  the  lower  truss  became  buried 
in  about  three  feet  of  gravel.  The  flood  subsiding, 
there  remained  eight  feet  of  water.  To  salvage  the 
wreckage  the  accessible  floor  stringers  were  cut  out, 
leaving  sixty  tons  of  steel  work  to  be  dragged  three 
hundred  feet  to  the  shore.  The  structure  was  raised 
little  by  little  by  shear  legs  to  allow  the  gravel  to  fall 
underneath.  When  it  appeared  to  rest  on  the  surface 
of  the  river  bed  the  hauling  tackle  was  hitched  up.  This 
consisted  of  a  five-rope  block  of  lys  wire  ro])e  con- 
nected to  deadman  of  24-inch  timber,  15  feet  long, 
buried  12  feet.  This  tackle  was  pulled  by  eight  part 
5/g,  wire  rope  block  hauled  by  four  thousand  pound> 
pull  hoisting  engine.  In  dragging  the  steel  work  to 
the  bank  much  trouble  was  caused  by  projecting  steel 
fouling  heavy  boulders.  As  the  wreckage  came  ashore 
it  was  cut  apart. 

One  abutment  of  the  170  ft.  span  at  St.  Come  was 


Fig.  l-St.  Come  Bridge. 

washed  out,  making  it  tilt  about  two  feet.  Tlu"  bridge 
steel  weighed  sixty  tons,  Seigwart  concrete  i)eam  floor 
one  hundred  tons,  giving  normal  reaction  at  each  ol 
four  sui)ports  of  forty  tons.  Tiie  steel  structure  was 
stiff  enough,  however,  to  stand  clear  of  the  abutment 
at  the  sunken  end  l)y  alK)Ut  3  inches,  thus  prtxlucnig 
a  load  of  eighty  ton's  at  higher  end  of  tlie  damagi'd 


abulmenl  and  eighty  Uiiis  at  the  en<l  <lia},'onally  up|H>- 
sile  on  the  other  ai)Utmenl.  Under  .such  unusual  con- 
ditions tile  ffjilowing  short  account  of  disturtion  will 
probably  be  of  interest.  The  web  ti  '  the 
|)ortals  at  both  ends  of  Ijridgc  failed  in  :i  as 

shown  on  l-ig.  1.  The  intermediait  .svvu>  iraincs 
showed  no  distress  but  the  posts  to  which  they  were 
attached  were  bent  a  maximum  of  2  inches  at  fourth 
panel  from  end  but  none  at  centre,  liridjic  leaned  over 
two  feet  at  sunken  end  and  two  feet  in  the  ojjjKJsitc 
direction  at  other  end.  Top  lateral  bracing  was  not 
visibly  strained.    Calculation  based  on  measured  dis- 


Fiy.  2— Showing  suspension  verticals  sirensthcncd  by  timbers. 

tortious  of  sway  frame  posts  revealed  the  fact  that  the 
greater  part  of  the  load  transfer  was  due  to  the  rigidity 
of  the  floor  beam  connections  to  trusses.  .\'o  rivet 
heads  pulled  off  nor  rivets  sheared. 

To  restore  the  bridge  without  cutting  it  apart  a 
special  jacking  girder  was  attached  across  the  road 
abo\e  the  damaged  abutment  and  jacks  arranged  for 
eighty  ton  lilt  at  each  truss  end.  Fig.  1.  .\fter  lilling 
up  the  washout  with  cijncrete  under  the  abutment, 
jacking  of  the  low  point  was  begun.  ( )n  reaching  the 
proper  level  it  was  found  that  tiie  raised  end  had  nnich 
more  load  than  the  (jther.  proving  that  the  bridge  had 
received  a  "permanent  set"  l>y  i)eing  overstrained.  Ti» 
rectify  this  the  jacking  was  continued  l)eyond  the  level 
and  the  iiridge  distorted  in  the  opposite  direction  ami 
then  let  back  to  normal.  It  was  then  found  that  e(|ual 
loads  were  sui)ported  by  the  two  truss  ends  and  that 
all  ])osts  were  straight  and  trusses  were  plumb.  The 
"nly  parts  to  be  re|)laced  were  the  web  angles  of  the 
two  portal  frames. 

I'ig.  2  shows  the  susjiension  vertical.s  at  second 
])anel  from  abutment  stiffened  by  two  S  x  6  inch  tim- 
bers so  that  the  bridge  could  rest  on  falsework  while 
the  damaged  abntnuiil  was  demolished  and  replaced 
by  a  new  one. 

The  repairs  above  described  were  carried  out  hv 
MacKinnon.  Holmes  vK:  Company.  Limited,  .'slu-rbnHike. 
One.;  concrete  work  by  Jos.  (losselin  Limited,  of  Oue- 
bec  ;  all  under  the  directioti  of  Mr.  I,.  .\.  X'allee.  engi- 
neer of  the  Oeparlment  of  I'ublic  Works  and  Labour, 
(  )U(.'1h'c. 
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Present  High  Prices  and  Public  Utility  Rates 


WHILE  practically  every  detail  entering  into  a 
contractor's  organization  has  shown  an  in- 
creased cost,  it  is  interesting  to  note  that 
electricity  is,  in  general,  an  exception.  Al- 
though the  use  of  electricity  by  the  contractor  for  oper- 
ating cranes,  shovels,  etc.,  is  limited  to  the  availabil- 
ity of  the  power,  yet  in  certain  projects  such  as  the  Nia- 
gara-Chippewa power  development  scheme,  described 
fn  our  last  issue,  even  although  considerable  prepara- 
tion had  to  be  made  to  make  the  current  available,  a 
saving  of  some  50  per  cent,  was  effected  on  the  cost  of 
the  work . 

Why  the  price  of  electricity  has  not  been  increased 
since  the  war,  in  comparison  to  other  commodities,  is 
probably  due  to  the  fact  that  this  increase  can  only 
take  place  under  the  proper  public  authority.  It  has 
been  said  that  after  the  war  is  over  prices  will  drop 
rapidly.  Perhaps  the  hope  of  this  is  one  reason  why 
the  price  of  electricity  has  not  advanced.  In  an  inter- 
esting address  recently  delivered  before  the  Wisconsin 
Cas  and  FLlectric  Association  at  Milwaukee,  Mr. 
\V.  |.  Hagenah  drew  conclusions  from  historical  pre- 
cedents, a'lid  showed  that  the  decline  of  prices  from 
their  present  high  level,  will  likely  be  very  slow  after 
the  war  is  over.  This,  in  effect,  is  what  the  average 
business  man  is  inclined  to  fear. 

We  are  witnessing  at  the  present  time  a  most  im- 
portant development  growing  out  of  our  disturbed 
economic  and  political  conditions — one  which  is  destin- 
ed to  have  a  most  far-reaching  effect  on  the  operations 
of  public  utilities.  Economists  have  for  some  time  fore- 
seen and  predicted  the  condition  which  is  now  exerting 
such  tremendous  pressure  on  every  form  of  activity, 
individual  as  well  as  corporate  and  public  as  well  as  pri- 
vate. There  is  hardly  an  individual  or  an  enterprise 
that  has  not  already  felt  this  staggering  force  or  is  not 
destined  to  feel  it  in  the  near  future,  but  among  all 
forms  oi  industry  which  are  staggering  to  effect  a  re- 
adjustment none  has  suffered  so  acutely  as  have  the 
public  utilities.  I  refer  to  the  steadily  rising  level  oj 
prices,  to  which  such  decided  impetus  has  been  giver 
by  our  entry  into  the  great  European  war. 

For  over  fifteen  years  before  the  opening  of  the 
l",uro])ean  war  we  witnessed  in  this  country  a  gradual- 
Iv  increasing  price  level.  Coincident  with  this  was  our 
great  industrial  and  commercial  develo])ment . 

The  mine  owner,  the  manufacturer,  the  farmer,  the 
tradesman  and  the  professional  man  met  the  rising 
level  of  prices  by  shifting  the  burden  through  increased 
charges  for  their  product  or  his  service,  but  not  so  with 
the  utility.  Its  rates  were  fixed  and  cfiuld  not  be  in- 
creased except  by  action  of  the  proj)cr  public  author- 
ity. So  long,  however,  as  the  utility  had  not  yet  rr-ach- 
ed  the  reasonable  limit  of  its  technical  development 
and  while  the  territory  which  it  served  was  still  far 
from  saturation,  these  increasing  costs  were  largely 
offset  by  improvements  in  apparatus  and  methods.  In 
fact,  there  are  many  instances  where  in  spite  of  these 
conditions  net  earnings,  because  of  especially  favorable 
local  conditions,  showed  annual  increases.  I'llectric  pro- 
duction units  were  each  year  l)ccoming  larger  and  more 
efficient.  'I  he  art  of  distriI)ution  and  transmission  was 
making  great  strides.  The  investment  per  unit  of 
capacity  generally  tended    downward.   At    the  same 


time  the  demand  for  utility  service  was  growing,  and 
what  fifteen  years  ago  was  considered  a  luxury  in  a 
short  time  became  a  necessity.  As  long  as  this  condi- 
tion was  present  the  economies  growing  out  of  increas- 
ed efficiency  and  service  development  tended  to  offset 
the  rise  in  labor  and  material  prices,  but  when  relative- 
ly high  efficiency  had  been  realized  and  the  increases 
in  the  price  level  appeared  to  be  gaining  in  momentum, 
the  trend  of  net  earnings  in  most  instances  turned  de- 
finitely downward.  With  the  reasonable  limit  of  expan- 
sion reached,  the  crisis  in  the  history  of  the  utility 
industry  approached.  Between  the  pressure  of  increas- 
ing costs  and  the  declining  purchasing  power  of  the 
dollar  of  income  net  earnings  were  threatened  with 
extinction.  This,  in  brief,  was  the  condition  of  the  util- 
ity industry  when  in  1914  the  storm  of  the  European 
war  burst  on  the  world — a  war  which  each  year  has 
enveloped  additional  peoples  and  has  gained  in  fury 
and  destructiveness.  And  with  the  coming  of  this  war 
the  level  of  prices,  which  was  already  at  the  highest 
point  reached  in  a  generation,  turned  abruptly  and  vio- 
lently upward,  which  tendency  it  has  maintained  to  this 
time. 

Commodity  Prices  That  Go  Back  a  Hundred  Years. 

The  diagram  reproduced  with  this  article  shows 
Sauerbeck's  ten-year  average  index  prices  for  the  years 
from  1817  to  1916,  on  which  I  have  superimposed  the 
annual  index  prices  of  the  London  Statist  in  order  to 
show  what  has  taken  place  beyond  the  period  covered 
by  the  Sauerbeck  data  and  what  the  extension  of  the 
Sauerbeck  data  for  the  next  few  years  will  reveal. 

Just  as  the  political  history  of  the  nineteenth  cen- 
tury dates  from  the  Congress  of  Vienna  and  the  final 
defeat  of  Napoleon,  so  the  economic  history  of  that 
century  also  begins  with  the  conditions  then  broadly 
recorded.  The  year  1815  is  one  of  those  years  in  his- 
,tory  which  marks  an  epoch  and  the  influences  of  which 
time  extend  for  many  decades.  In  the  next  few  years 
we  are  likely  to  witness  another  such  epoch-making 
date,  when  the  world,  bled  white  by  war,  will  close  a 
chapter  of  great  social  and  economic  forces  in  conflict, 
in  the  soil  of  which  mighty  political  movements  will 
have  taken  root. 

Let  me  call  attention  to  the  fact  that  from  the  high- 
price  level  following  the  Napoleonic  wars  to  the  high 
level  of  the  Civil  War  period  was  approximately  fifty 
years.  Also,  following  the  low  point  reached  in  about 
1846,  it  was  again  fifty  years  before  the  low  level  after 
the  civil  war  was  reached.  Singularly,  it  is  now  just 
fifty  years  since  the  high  level  of  prices  in  the  Civil 
War  period.  In  view  of  these  events  of  the  last  cen- 
tury covering  two  complete  major  economic  cycles,  in 
each  case  growing  out  of  conditions  similar  to  those 
with  which  the  world  is  confronted  at  this  time,  caji  it 
be  expected  that  following  the  declaration  of  peace  in 
this  war  we  shall  see  a  (|uick  decline  in  prices  to  the 
pre-war  level  or  lower? 

Prevailing  Prosperity  is  Largely  Fallacious. 

In  spite  of  prevailing  conditions,  we  appear  very 
])r()sperous  at  this  time,  but  let  us  not  be  deceived. 
This  is  a  war  j^rosperity,  and  both  England  and  Ger- 
many report  the  same  kind  of  business  activity.  How- 
ever, in  view  of  what  we  know  of  conditions,  it  would 
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be  more  correct  to  say  that  we  arc  cxlretuely  busy 
ratber  tban  extremely  prosperous,  since  we  are  not 
creating  wealth.  Our  country,  along  with  almost  tiie 
entire  world,  is  just  now  engaged  under  pressure  of  the 
greatest  necessity  in  carrying  on  campaigns  which  arc 
exhausting  the  man  power  and  wealth  of  the  world 
and  from  which  all  will  emerge  as  jjeoplcs  much  poorer 
than  before  they  entered.  From  this  i)eriod  of  intense 
activity,  of  strained  production  and  increasing  con- 
sumption, we  shall  enter  a  period  after  the  war  when 
this  destruction  must  be  paid  for  by  the  hard  labor  and 
economics  of  the  people  .The  reaction  will  be  as  great 
as  was  the  action,  but  it  will  be  extended  over  a  much 
longer  period  of  time.  This  does  not  mean  that  we 
shall  at  once  have  a  serious  dejjression.  On  the  con- 
trary, the  necessity  for  urgent  reconstruction  and  the 
accumulation  of  deferred  work,  will  lead  to  consider- 
able activity  for  a  year  or  more  after  the  close  of  the 
war;  but  the  period  of  readjustment  and  of  producing 
from  the  soil  and  other  natural  resources  and  by  hard 
labor  the  wealth  to  i)ay  for  these  struggles  will  cover 
many  years,  and  during  this  time  we  shall  undoubted- 


and  destrnctivcncss  of  thi.s  wtirld  v  id»-  war  ati<!  rrnicin- 
bcr  llie  price  niovoincnt  after  ■  r  two 

great  wars,  it  is  not  difficult  t(j  1.  ,     .   ,,y  mcii 

in  this  room  will  not  live  U>  see  the  return  to  the  price 
level  of  1914. 

As  a  result  (>{  this  violent  price  m<n<'mcnt  which 
we  arc  now  witnessing  the  work  of  tile  ii'  i**- 
sions  has  not  only  been  enormously  inci'  the 
character  (jf  their  decisions  n-Hects  the  really  toii-.iruc- 
tive  ])ur])ose  of  such  institutions.  Ouring  the  decade 
of  cf)minission  activity  extending  fnjni  1*X)7  to  1917  the 
almost  universal  results  of  commis>ion  investigations 
were  reductions  in  rates.  For  the  larger  part  of  this 
])eriod  the  rise  in  prices  was  gradual  but  extremely 
moderate  in  comparison  with  the  last  two  years;  but 
these  increases  were  in  many  instances  (jfTset  by  the 
increased  efficiency  in  utility  operations  an<l  the  great 
extension  in  service.  So  elastic  was  the  industry  and 
so  quick  its  response  to  reasonable  rate  reduction  that 
these  years,  which  represent  an  almo.st  unbroken  re- 
cord of  rate  reductions,  at  the  same  time  mark  the  gol- 
den years  of  utility  growth — years  during  which  public 
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ly  experience  a  relatively  high  level  of  prices,  but  w-ith 
a  gradual!}'  declining  tendency  the  world  over. 

Based  on  the  course  of  the  price  movement  after 
l)eriods  of  great  world  wars  in  the  past  and  in  view  of 
the  special  conditions  with  res])ect  to  the  currency  and 
])anking  systems  at  the  present  time,  we  may  look  for- 
ward to  a  considerable  period  of  high  prices,  a  period 
of  business  readjustment  and  a  ])eriod  of  new  social 
legislation.  What  this  means  in  its  full  significance  to 
individuals,  to  business  in  general,  and  especially  to 
pul)lic  utilities,  can  be  readily  understood  without  at- 
tempt on  my  part  either  to  generalize  or  to  go  into 
details. 

However,  reflect  on  what  it  will  mean  to  business 
to  be  required  to  make  extension  and  to  finance  require- 
ments on  this  level  of  prices  while  operating  under  a 
rate  schedule  deternvned  five  years  ago  if  we  should 
not  return  for  fifteen  or  twenty  years  to  the  ])rice  level 
on  which  such  rate  schedule  was  based.  What  will  it 
mean  to  business  to  have  to  purchase  operating  sup- 
plies on  the  price  level  of  five  years  ago?  The  price 
level  under  which  plants  were  built,  under  which 
franchise  obligations  were  established  and  on  which 
rate  schedulei^  were  established  may  ne)t  again  be 
reached  in  fifteen  years  or  even  longer.  There  are  some 
who  say  that  jirices  will  decline  quickly  with  the  re- 
turn of  peace.  Whether  they  will  or  not  no  one  defin- 
itelv  knows,  but  when  we  .stop  to  consider  the  extent 


utilities  reached  a  point  of  growth  in  size  and  stability 
coinparing  favorably  with  the  greatest  industries  of 

history . 

At  the  present  time,  however,  the  commissions, 
which  were  ipiick  to  take  advantage  for  the  public  of 
everv  economy  in  o|)eratinn  or  profit  resulting  from 
improvements,  are  now  foremost  in  granting  relief 
from  the  pressure  of  high  prices.  Nearly  five  hundred 
public  utilities  have  received  increases  in  rates  or  have 
been  relieved  from  burden.some  obligations  by  state 
utility  commissions  and  by  city  councils  within  the 
last  fifteen  months,  and  among  this  number  are  com- 
panies operating  in  many  o{  the  large  centres 
of  population,  if  the  jiresent  tendency  among 
state  commissions  and  city  councils  to  permit 
increases  in  rates  to  oftset  rising  cost- 
])ermit  increases  in  rates  to  offset  ri.sing  cost-  v  . 
tinues,  the  year  1918  will  witness  a  practical  cancella- 
tion of  nuicli  of  the  work  for  rate  reduction  accomplish- 
ed l)v  these  same  autlmrities  after  many  years  of  labor. 
It  will  also  show  that  the  original  concejition  of  a 
public  utility  conunission  as  a  continuing  investigating 
l)odv  created  to  do  justice  to  investor  and  public  alike 
was  correct,  and  that  even  in  the  midst  of  this  great 
war.  wherein  every  element  of  our  national  lite  is 
str.iined  to  the  utmost,  the  desire  for  justice  and  fair 
])lav  to  all  interests  is  still  firmly  gnnuuled  in  the  heart 
an(i  mind  of  the  pid)lic. 
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Important  Details  in  Housing  Problems 


PERHAPS  no  project  before  the  public  at  present 
is  more  important  than  that  of  housing.  That 
this  phase  of  our  industrial  progress  has  not 
been  given  due  consideration  is  shown  by  the 
conditions  which  now  exist  throughout  Canada.  It  is 
becoming  more  and  more  the  general  opinion  among 
manufacturing  heads  that  the  only  way  to  keep  men 
is  to  provide  suitable  accommodation  within  reason- 
able distance  of  their  work.  While  this  is  an  import- 
ant consideration,  yet  this  is  not  the  only  reason  why 
housing  accommodation  is  urgently  needed  at  the  mo- 
ment. In  Toronto,  for  instance,  there  is  a  general  scar- 
city of  houses  and  the  conditions  have  become  so  acute 
that  people  are  living  in  over-crowded  quarters  and, 
in  addition,  are  obliged  to  pay  extremely  high  rents. 
Several  projects  are  now  on  foot  to  overcome  the  dif- 
ficulty in  Toronto,  while  other  schemes  are  in  course 
of  development  at  Brantford,  Halifax,  Temiskaming, 
and  other  points.  In  order  to  throw  some  light  on 
what  necessary  data  must  be  collected  before  a  hous- 
ing project  is  developed,  Mr.  John  W.  Alvord,  a  pro- 
minent Chicago  consulting  engineer,  has  formulated 
in  the  Engineering  News-Record  the  following  im- 
portant features  to  be  observed : 

Drainage — It  is  important  to  notice  that  the  site 
can  be  well  drained  to  ample  depths  required  for 
cellars.  High,  slightly  rolling  or  gently  sloping  land 
at  least  15  to  20  ft.  above  an  available  outlet  in  the  im- 
mediate vicinity  is  highly  desirable  and  ideal. 

Low  Lands  Available — Low  marshy  land  with  no 
marked  drainage  lines  is  not  to  be  entirely  avoided, 
because  it  can  probably  be  developed,  but  at  consider- 
able expense  for  grading  or  pumping  the  sewage  and 
drainage,  which  expense  must  be  added  to  the  cost  of 
the  land  and  should  be  kept  in  mind  for  ])urposes  of 
com])arison. 

Marked  Natural  Drainage — Gently  sloping  land, 
with  well  marked  natural  drainage  lines  traversing  it, 
is  desirable,  as  the  cost  for  natural  drainage  is  lessen- 
ed and  desirable  open  spaces  are  increased. 

Broken  Land — Very  broken  land,  with  accordingly 
rugged  to])ograi)hy,  all  requiring  a  great  deal  of  heavy 
grading  to  render  it  habitable,  is  to  be  avoided  for  pre- 
sent purposes. 

Desirable  Sandy  Land — Sand  soils,  with  low 
ground-water  level  and  good  outlet,  are  desirable,  al- 
though exjjensive  to  develop  fully.  The  disadvantage 
of  expensive  black  soil  importation  offsets  in  part  the 
naturally  good  drainage,  dry  cellars,  and  cheap  storm 
water  removal  available. 

Undesirable  .Sandy  Land — Sandy  soils  with  high 
ground  water  and  poor  outlet  facilities  are  expensive, 
ff)r  the  construction  of  underground  work. 

Clay  Soils — Close  clay  soils  arc  not  entirely  desir- 
able, as  surface  drainage  will  be  largely  increased,  es- 
])ecial!y  where  steep  slopes  prevail.  Stifif  clay  makes 
for  expensive  pavements,  imperatively  needed,  and  of- 
ten cellar  drainage  must  be  especially  provided. 

Gravels  and  Sands — Sandy  gravel,  even  containing 
sf)me  clay,  makes  an  excellent  site,  ])articularly  when 
porf)Us  and  combined  with  low  ground-water  level 
Such  a  site  needs  a  minimum  of  street  i)a\'ement  or, 
at  best,  inexpensive  pavenient,  and  the  drainage  sys- 


tem will  be  much  cheapened.  Excavation  is  also  less 
costly  than  in  some  other  soils. 

Sites  Best  for  Streets — The  topography  best  suited 
for  streets  will  furnish  grades  less  than  0.3  or  0.4  per 
cent  and  not  greater  than  4  per  cent. 

Corporate  Limits — It  is  important  to  note  whether 
the  proposed  housing  site  is  inside  corporate  limits  of 
the  municipality,  and,  if  it  is  not,  to  ascertain  possibi- 
lity and  terms  for  connections  with  existing  municipal 
public  utilities. 

Important  Sewerage  Details. 

Connection  to  Existing  Systems — The  available 
outlet  for  the  sewers  must  be  fully  investigated.  If 
this  is  through  an  existing  sewer  in  a  neighboring 
sewer  system,  ascertain  if  it  is  large  enough,  where 
it  empties,  and  what,  if  anything  it  imperils.  Report 
type  of  sewer  system,  whether  sanitary,  combined  or 
storm  water. 

Note  approximate  drainage  areas,  direction  of  flow 
and  relative  surface  elevations,  with  particular  refer- 
ence to  the  necessity  and  approximate  size  of  storm 
sewers  and  open  ditches. 

Long  Outlet — If  long  outlet  sewers  are  necessary 
for  connection  with  neighboring  sewers,  ascertain 
their  cost  and  how  this  may  compare  with  other  pos- 
sible outlets. 

Legal  Status — Investigate  if  local  sewers  in  adja- 
cent systems  can  be  legally  used  without  payment.  If 
proposed  housing  quarters  are  outside  corporate  limits, 
can  connection  be  made  with  sewers  in  the  corpora- 
tion ? 

Si^ecial  Assessment  Laws — Always  check  general 
statements  about  the  use  of  adjacent  sewers  by  con- 
sultation with  the  city  authorities  and  particularly 
see  the  special  assessment  laws  and  ordinances  by 
which  such  sewer  districts  were  formed  and  such  sew- 
ers paid  for. 

Constructive  Question.s — Ascertain  soil  conditions 
as  to  cost  of  construction  on  the  proposed  site.  Will 
the  banks  stand  up  alone?  To  what  depth?  Quick- 
sand? Rock?  (iround  water? 

Local  material — Are  there  local  supplies  of  building 
material?  Lumber?  Cement?  Sand?  Gravel?  Broken 
stone?  Prices? 

Local  contractor.s — Are  there  local  contractors  and 
builders?  What  equipment  is  available,  such  as  trench 
machines,  concrete  mixers,  grading  outfits,  steam 
shovels,  teams,  motor  trucks?  P'ind  recent  contract 
])rices  for  sewers,  paving,  curbs  and  sidewalks. 

Transportation — What  are  the  railroads  with  and 
transportation  facilities  for  delivery  material  ? 

Local  labor — Investigate  local  labor  situation  with 
reference  to  available  carpenters  and  laborers. 

Selection  of  Sewer  Outfalls. 

Outfalls  to  be  h'irst  Considered — As  the  sewerage 
and  drainage  are  in  many  ways  affected  by  the  ultimate 
method  of  sewage  disposal,  it  is  essential  that  investi- 
gators should  obtain  the  data  for  the  proper  solution 
and  a])proval  of  that  ])roblem. 

.State  Control — In  most  states  the  state  board  of 
health  has  control  of  the  sanitary  standards  to  be 
observed,  and  in  some  cases  they  issue  rules,  direc- 
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tioiis  and,  in  other  cases,  have  well  deliiied  policies 
which  it  is  important  to  know  and  follow. 

Detailed  Approval  by  State  Authorities — Where 
state  board  of  health  or  other  authority  controls  stream 
pollution,  it  is  usual  to  iind  that  the  law  provides  that 
it  has  final  api)roval  of  all  plans  and  specifications. 
This  should  be  kept  in  mind. 

Extension  of  Existing  Facilities — In  localities  where 
sewerage  facilities  exist,  extension  of  such  facilities 
is  presupposed,  unless  the  state  auth(M-ity  or  good 
practice  requires  their  revision  or  rejection. 

Local  Practice — In  developments  which  are  conti- 
guous to  municipalities  or  are  parts  of  municipalities, 
the  practice  and  method  of  such  numicipality  should 
be  followed  if  good,  and  followed  and  supplemented  by 
good  practice  where  desirable. 

Isolated  Developments — Where  developments  are 
not  adjacent  to  settled  territory  of  any  description, 
standards  must  be  outlined,  future  expansion  taken 
into  account  and  especially  complete  information  ob- 
tained. 

Stream  Pollution — In  general,  streams  should  not 
receive  raw  sewage  from  isolated  develojMiients  unless 
the  extreme  low-water  flow  of  the  stream  exceeds 
about  5  cu.  ft.  per  second  for  each  1000  of  the  probable 
future  population . 

Provision  for  Future  Tankage — In  every  case, 
where  possible,  outlet  sewers  should  be  at  such  eleva- 
tion that  sewage  treatment  by  tankage  can  be  readily 
introduced  in  the  future,  if  required. 

Outlets — In  the  cases  of  all  considerable  streams 
into  which  the  contents  of  sewers  are  discharged,  good 
practice  would  suggest  that  submerged  outlets  convey- 
ing the  normal  flow  should  extend  out  into  water  of 
such  depth  that  the  sewage  will  be  quickly  difTused 
and  not  easily  observable.  Overflow  at  the  shore  line 
may  provide  for  abnormal  flow. 

Tidal  Outlets — In  cases  where  outlet  sewers  empty 
into  tidal  estuaries,  special  studies  are  necessary  to  be 
assured  that  freedom  from  ofifensive  conditions  will  be 
obtained.  In  some  cases,  where  elevation  is  lacking, 
it  may  be  necessary  to  store  the  sewage  temporarily 
during  high  tide  ;  and  in  other  cases  it  may  be  desirable 
for  other  reasons  to  release  the  sewage  from  storage 
reservoirs  on  the  falling  tide  only. 

Partial  Treatment — In  cases  where  the-  low-water 
flow  of  streams  available,  for  sewerage  is  less  than 
about  5  cu.  ft.  per  second  for  each  1000  of  ultimate  fu- 
ture population  served,  treatment  works  should  be 
planned  for,  and  if  the  poi)ulation  in  the  near  future 
requires  such  works  should  be  introduced  more  or  less 
completely,  as  circumstances  appear  to  render  neces- 
sary. 

Complete  Treatment — In  cases  where  the  sewage 
must  be  emptied  into  a  stream  quite  insufficient  in  flow 
to  deal  properly  with  it,  treatment  wc^-ks  of  a  reason- 
ably complete  character  must  be  introduced. 

Complete  Plant  for  l^xtreme  Cases — No  sewage  or 
polluted  storm  water  should  be  discharged  into  a 
stream  used  as  a  source  of  doniestio  water  sui)ply  at 
any  point  where  it  may  possibly  contaminate  such  wa- 
ter supply,  except  in  the  most  extreme  cases,  when  it 
is  absolutely  unavoidable  to  di\  crt  the  sewage  from 
a  stream  used  as  a  source  of  water  su])ply, 
treatment  plants  of  the  most  complete  and 
reliable  character  should  l)e  introduced.  .\  site  involv- 
ing the  above  conditions  is  undesirable,  and  should  not 
be  selected  if  it  is  possible  to  iivonl  it. 

Provision  for  Future  Treatment — W  here  it  is  likel\ 


that  while  the  present  populatiiMi  may  safely  empty 
sewage  into  streams,  the  future  po|>iilation  can  prob- 
ably iKJt  do  so.  Space  aii<l  elevation^  should  be  left 
so  as  to  provide  f(jr  the  possible  future  installation 
that  may  be  necessary. 

Treatment  Sites  Removed  from  Population  Areas 
— Sewer  outfalls  liable  to  recpiire  treatment  plants 
shrnild  not  be  located  in  or  near  thickly  |jo|>ulated  or 
residential  proijerty,  if  it  is  possible  to  avoid  it. 

Long  ()utfalls  Avoided — Long  outfall  sewers  arc 
to  be  avoided  if  jjossible,  where  the  liability  to  intro- 
duce treatment  works  is  only  a  future  jX)ssibility . 
Short  outfalls  to  the  nearest  outlet  may  be  .selected, 
but  at  such  elevation  that  intercepting  sewers  to  ni"re 
distant  outfalls  can  be  introduced  when  found  nece-- 
sary . 

Water  Supply  Details. 

Extension  of  Exi.sting  Facilities — Available  water 
snjjplies  alrearly  developed  should  be  e.xamined  in  de- 
tail, to  ascertain  that  they  will  be  satisfactory  from  the 
standpoint  of  fa)  quality;  (b)  (piantity,  and  (c)  pres- 
sure . 

Water-Works  Information — Water-works  informa- 
tion should  include  :  (a )  Type  and  cai)acity  of  pumps ; 
(b)  average  daily  supply;  fc)  population  served:  (d ) 
pressure  near  j)()int  of  extension  ;  (e)  relative  elevation 
of  i)roposed  site;  (f)  size  of  main  su|)ply  jjipes  to  site; 
(g)  reservoir  and  stand|)ipe  elevations  or  storage. 

Cost  of  Connecting  Mains — \\'hcre  connecting 
mains  outside  of  the  site  are  not  sufficient  in  size  or  are 
deficient  in  i)ressure,  the  cost  of  supplying  these  defici- 
encies should  be  approximately  ascertained,  if  possible, 
and  also  incpiiry  should  make  known  whether  that  cost 
will  be  assisted  by  the  nnmici])ality  or  water  com|>any. 

Water  Rates — Ascertain  whether  water  is  sold  in 
adjacent  territory  by  meter  or  flat  rates  or  in  part ; 
both  what  these  rates  arc  and  what  ])olicy  the  water 
company  or  department  will  have  in  the  matter  of  the 
housing  development,  particularly  if  the  proposed 
housing  quarters  are  outside  of  the  corporate  limits. 

Cost — Ascertain  whether  the  extension  of  water 
mains  within  the  housing  develo|)ment  site  will  be  a 
direct  charge  or  will  be  amortized  in  the  rates. 

Pressure — Find  out  whether  the  pressure  is  deficient, 
whether  new  and  higher  pressure  can  be  generally  in- 
stalled, whether  a  high  service  district  is  necessary,  or 
whether  booster  pumps  or  storage  will  be  needed. 

h'ire  I'.ngines^ — .Ascertain  whether  fire  engines  are 
used  or  extra  fire  pressure,  developed  at  the  i)um|)ing 
station,  is  used  for  fire  service. 

Poor  Supply  Quality — Water  supplies  from  surface 
supply  unfiltered  are  to  be  looked  upon  with  suspicion, 
and,  generally,  arrangements  should  be  urged,  if  pos- 
sible, for  their  filtration  or,  at  least,  sterilization. 

Contamination  by  New  Housing — Water  supplies 
in  adjacent  develoi)ments  should  not  be  imperiled  by 
the  installation  of  the  new  housing  developnients  in 
such  manner  that  the  sewage  will  reach  their  source. 

Special  Report — If  entirely  new  supplies  must  be 
developed  an  experienced  water-works  engineer  should 
report  especially  on  the  possible  source  and  the  co>t 
of  construction  and  operation,  and  should  show  the 
resulting  rates  as  well. 

Streets  and  Pavements. 

Situation — Note  location  of  the  proposed  housing 
site  with  reference  to  street  connections  of  the  nuiiii 
cipalitv.    Ls  the  site  on  a  main  thoroughfare?  Will 
extensiv  e  street  work  be  re([uircd  to  connect  the  hous 
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ing  site  with  the  business  and  factory  sections? 

"  Soil  and  Drainage — As  a  well-drained  site  or  one 
with  gravel  soil  may  materially  reduce  the  necessity 
for  expensive  improved  pavements,  these  features 
should  be  specially  observed. 

Grades — The  best  topography  for  street  grades  will 
run  not  less  than  0.3  per  cent,  or  0.4  per  cent  and  not 
greater  than  4  per  cent.  Note  the  extent  of  grading 
required  for  streets  and  houses. 

Local  Practice — Observe  the  local  practice  as  to 
types  of  pavement,  street  and  pavement  widths,  curb 
and  gutters  and  sidewalks,  particularly  where  there 
are  recently  built  industrial  housing  quarters,  or 
new  real  e.^tate  developments.  Note  whether  alleys 
are  used. 

Local  INlaterials  and  Prices — For  approximate  or 
comparative  estimates,  note  the  availability  of  local 
paving  materials  and  prices,  also  recent  contract  prices 
for  pavements,  curbs  and  walks. 


A  good  description  of  the  local  electric-light  plant 
and  gas  company  should  be  secured.  Have  they  capa- 
city ?  How  connected  up  to  site?  Cost?  By  whom 
paid?  Report  on  local  methods  of  street  lighting. 

Investigate  rates.  Is  there  dissatisfaction  in  the 
community?  Ls  it  reasonable?  Or  unreasonable  ?  Hear 
both  sides  to  any  controversy.  Compare  rates  with 
other  similar  situation .  See  if  there  is  any  reason  for 
abnormal  rates.  Are  rates  governed  by  State  or  other 
utility  commission? 

Is  service  good?-  Quality  of  gas?  How  determined? 
What  ordinance  requirement?  Electric  light:  Are 
there  breakdowns  and  stoppages?  Why? 

Will  companies  finance  complete  installation  and 
authorize  through  rates  or  expect  cash  cost  advance 
and  rates  accordingly- 

^Vhat  contractural  relations  otherwise  may  be  reas- 
onably expected? 


Compressed  Air  and  Its  Wide  Use  in  Con- 
tracting Work 


AT  the  present  time  when  the  shortage  of  man 
power  is  so  acute,  necessity  has  resulted  in  an 
ever  increasing  demand  for  a  means  of  con- 
serving man  power  as  much  as  possible.  While 
compressed  air  has  now  almost  universal  use  in  the 
mining  industry,  its  great  service  to  the  contractor  is 
possibly  not  fully  appreciated.  For  certain  kinds  of 
work — pumping  water  through  direct  acting  pumps, 
for  instance — compressed  air  is  too  expensive  as  com- 
pared with  steam  to  warrant  its  use,  but  the  problem 
of  whether  one  is  justified  in  using  a  compressed  air 
plant  on  a  contract  is  largely  governed  by  the  proper 
choice  of  equipment.  The  following  article  by  Walton 
I.  Aims,  in  "Contracting,"  gives  an  outline  of  the  pos- 
sible use  of  compressed  air  in  ordinary  construction 
work : 

Recent  Developments. 

Inii)rovcments  made  during  the  last  few  years  in 
machinery  and  in  methods  of  installation  have  greatly 
increased  the  profitable  use  of  compressed  air,  by  ef- 
fecting economies  in  the  cost  of  plant  and  operating 
expenses. 

In  the  matter  of  drilling  rock  either  in  trench  or 
open  excavation  the  wasteful  and  cumbersome  steam- 
driven  tripod  drill  requiring  two  men  to  operate  has 
largely  been  superseded  by  the  one-man  pneumatic 
hammer  drill  which  is  now  made  to  bore  holes  to  a  syf- 
ficient  depth  for  all  ordinary  requirements  at  a  great 
saving  in  cost  per  foot  of  hole. 

Convenient  Portable  Compressor. 

On  small  jobs  of  this  character  a  handy  rig  for  fur- 
nishing compressed  air  consists  of  an  air  receiver 
mounted  on  wheels,  on  top  of  which  is  bolted  an  air 
compressor  driven  by  a  gasoline  engine  with  an  un- 
loading device  on  the  air  cylinder  and  a  fly  wheel  gov- 
ernor on  the  engine  the  machiiie  is  automatic  and  re- 
quires but  little  attention. 

Uses  for  Various  Purposes, 
[•"or  working  vmall  derrick  or  sliear  leg  hoists  sev- 
eral liand\-  riir  iimtors  ;irc  made  that  can  be  bolted  di- 


rectly to  the  mast  or  shear  legs  and  the  work  of  hoist- 
ing and  placing"  is  thereby  greatly  facilitated. 

The  advantages  of  air  riveters,  caulkers,  chisels, 
reamers,  and  wood-boring  tools  over  similar  tools 
operated  by  manual  labor  is  well  known,  when  the 
quantity  of  such  work  is  sufificient  to  Avarrant  the 
necessary  plant  outlay. 

When  any  amount  of  cement  grouting  is  required 
grouting  machines  operated  by  compressed  air  will  do 
more  than  double  the  work  at  less  than  half  the  cost  of 
pumping  grout  either  by  hand  or  by  power. 

For  pulling  and  hauling  a  handy  little  winch  run  by 
air  will  often  do  the  work  of  10  men. 

An  air  hoist  hooked  to  a  "trolley"  running  on  the 
'bottom  flange  of  an  I-beam  makes  a  very  useful  travel- 
ing derrick  for  unloading,  storing,  and  reloading  heavy 
material . 

Although  the  use  of  compressed  air  as  power  for 
pumping  water  through  direct  acting  pumps  is  expen- 
sive, as  compared  to  direct  steam  it  often  has  proved 
of  value  in  emergency  or  in  temporary  work  and  when 
properly  applied  in  the  air  lift  is  reasonably  economi- 
cal. 

Where  open-bottom  steel  pipe  piles  are  to  be  driven 
it  is  sometimes  possible  to  clean  out  the  interior  of  these 
piles  by  dropping  a  2-in.  or  larger  pipe  inside  the  pile 
and  blowing  the  material  out  by  compressed  air. 

A  rock  drill  of  about  Sy^-'m.  diameter  easily  can  be 
made  over  by  a  blacksmith  into  an  efifTicient  sheet  pile 
driver  where  only  a  light  hammer  is  required.  This 
drill  either  can  be  suspended  from  a  light  derrick  or 
may  be  rigged  up  to  run  on  a  wire  cable  or  other  over- 
head runway  over  the  line  of  sheeting,  and,  operated 
by  air,  will  often  do  cheap  and  rapid  driving. 

Opportunities  also  may  arise  for  the  use  of  the 
cement  gun,  the  sand-blast,  or  the  pneumatic  paint 
brush. 

In  cramped  or  obstructed  concrete  work,  such  as 
the  ])lacing  of  the  arch  of  a  tunnel  lining,  the  method 
of  mixing  and  ])lacing  concrete  by  compressed  air  ha"s 
been  employed  successfully. 

With  the  excei)tion  of  the  last  mentioned,  the  bulk 


June  30,  1918 


THE  CONTRACT  R[':CORD 


Ml 


of  these  machines  re(|uirc  but  (.-oniparatively  little  air, 
at  a  i)ressure  of  60  II).  or  less,  so  that  the  orij^inal  plant 
installation,  if  for  rock  drilling?,  for  instance,  is  ai)un(l- 
antly  al)le  to  take  care  of  them. 

The  above  are  a  few  of  the  many  ap])lications  of 
com])resse(l  air  to  the  exig-encies  of  the  work  in  hand 
as  they  may  arise  durin,t^  its  prosecution,  if  cf)nditions 
have  warranted  the  orif^inal  plant  installation. 

Choice  of  Compressors. 

On  work  where  the  possibilities  of  usinj?  compress- 
ed air  are  small,  a  g-asoHne-driven  compressor,  such  as 
has  been  previously  described,  may  best  answer  the 
purpose,  but  where  larger  quantities  of  air  can  be  used 
to  advantage  a  central  ])Ower  station  is  advisable.  This 
may  be  either  steam  or  electric  driven. 

With  steam  the  cpiestion  at  once  arises  as  to  choice 
of  machines.  Shall  the  compressors  be  Straight  Line, 
Duplex-Compound  Steam,  Compound  Air,  or  Corliss 
Cross-Compound  Condensing?  The  Straight-Line  is 
much  the  simplest  and  cheapest  to  install,  but  when  the 
air  is  not  compound,  it  is  also  the  most  expensive  to 
operate  in  cost  per  1,000  ft.  of  free  air  per  minute,  de- 
livered, the  unit  universally  used. 

For  a  comparatively  small  amount  of  air  on  a  short 
contract  the  Straight  Line  machine  may  be  selected, 
but  for  a  large  piece  of  Avork,  using  large  quantities  of 
air  and  extending  over  2  yr.  or  more,  the  Cross-Com- 
pound machine,  with  high  pressure  steam  and  con- 
densing, if  possible,  should  be  chosen.  A  steam-driven 
Straight  Line  plant  consisting  of  boiler,  compressor, 
air  receiverj^  and  the  necessary  plant  piping  and  fit- 
tings of  a  capacity  of  1,200  cu.  ft.  of  free  air  per 
minute,  will  cost  erected,  everything  new,  about  $8,000. 

In  a  plant  for  driving  a  rock  tunnel,  the  contract  for 
which  was  completed  about  6  yr.  ago,  the  co.st  of  a 
compressed  air  plant  consisting  of  high  pressure  tubu- 
lar boilers  2,100-hp.  rating,  Corliss  Cross-Compound 
Compressors  of  3,400  LH.P.,  Intercoolers,  Condens- 
ers, and  Air  After  Coolers,  erected,  was  about  $140,000. 
This  plant  delivered  about  20,000  cu.  ft.  of  free  air  per 
minute  at  110  lb. 

For  use  in  rough  preliminary  estimating  the  cost  of 
installing  a  new  high  pressure  steam  compressor  plant 
may  be  taken  at  about  $7  per  cubic  foot  of  free  air  ])er 
minute . 

Cost  of  Compression. 

The  cost  of  furnishing  compressed  air  at  100  lb. 
pressure,  from  a  steam-driven  Cross-Comi)ound  Com- 
pressor plant,  is  at  present  prices,  about  5  c.  per  1,000 
cu.  ft.  of  free  air. 

At  the  rock  tunnel  plant  above  mentioned,  where 
local  conditions  were  extremely  favorable,  the  claim 
was  made  that  the  cost  of  delivering  compressed  air 
to  the  main  was  only  2c.  per  1,000  cu.  ft.  of  free  air. 

The  cost  of  compressing  air  at  90  lb.  pressure,  from 
a  small  Straight  Line  plant  may  run  as  high  as  11  or 
12  c.  per  1,000  cu.  ft.  of  free  air. 

Electric  Power. 

On  work  where  electric  ])Ower  from  some  neighbor- 
ing plant  is  available  it  is  generally  possible  to  obtain 
such  favorable  rates  for  electric  current  that  the  cost 
of  plant  installation  and  O])eration  is  very  materially 
reduced.  The  electrically-driven  conqiressor  plant  may 
be  made  so  ncarlv  automatic  as  to  re(|uire  but  little  at- 
tention and  ax'oids  the  necessity  of  eni|)loying  men 
holding  sjiecial  licenses. 

When  the  work  is  completed  the  plant  salvage  is 


nuuh  greater  than  in  tlic  m-.-  r,f  ih<-  -t. ■-,.!:  'fr-.  <-n 
plant. 

(jcnerally  ^|K-aking,  in  ,i  .miIi.i,  j.i.ii.i  ,;,  ;.i 
the  steam  driv  e  should  not  be  considered  until  th< 
sibilties  of  obtaining  jjower  for  thi-  c-lcctro  d' 
been  exhausted!.  In  arldititjn  to  the  economy 
tion  it  has  the  arh  antage  of  greater  cleanlin. 
away  with  all  the  grit  and  dust  of  the  fire  r-     .  d 
so  greatly  reducing  the  dc|)reciation  of  the  machinery 
and  the  (juantity  of  lubricating  oil. 

If  not  in  continuous  operation  it  can  be  switched 
off  and  on  at  will,  with  no  fires  to  bank  or  expensive- 
force  to  maintain  when  idle,  as  is  the  case  with  steam. 

An  advantage  in  electric  operation  if  the  work  i- 
spread  over  a  large  area  is  the  avoidance,  of  long  pipe 
lines  by  installing  two  or  more  smaller  plants  at  the 
various  ])oints  where  compressed  air  is  required  in- 
stead of  a  single  large  plant.  This  may  be  done  with- 
out any  material  increase  in  the  cost  of  operation  in 
the  case  of  the  electric  drive. 

Under  conditions  where  electric  current  i"^  unol)- 
tainable  and  serious  obstacles  to  the  running  of  pipe 
lines  arise,  it  may  be  advisable  to  install  an  electric 
generating  i)lant  at  a  point  convenient  to  coal  and 
water  sui)i)ly,  extending  the  transmission  line  to  the 
various  distant  points  where  compressed  air  is  requir- 
ed and  there  installing  the  electric-driven  compressors. 

.\  plant  to  meet  such  conditions  of  a  capacity  of 
7,500  cu.  ft.  of  free  air  per  minute  compressed  to  100 
lb.  consisting  of  1000-hp.  water  tube  boilers,  gener- 
ators, transmission  line,  transformers,  and  motor- 
driven  compres.sors  would  cost  about  $1 10.000  or  about 
double  the  cost  of  a  direct  steam  compression  plant. 

Ordinarily  electric  current  should  be  obtainable  at 
a  price  around  2  c.  per  horsepower  per  hour,  the  price 
decreasing  if  the  recjuirements  are  large.  On  work 
where  operations  are  carried  on  in  the  daytime  only, 
such  electric  ])ower  contracts  are  of  great  advantage 
to  electric  lighting  companies,  as  the  demand  for  cur- 
rent comes  at  the  time  when  lighting  consumption  is 
small  and  so  tends  to  equalize  loading  conditions.  The 
brake  horse-power  required  to  compress  1,000  cu.  ft. 
of  air  to  100  lb.  in  an  efficient  compressor.  ci>oIing  the 
air  to  a  constant  temjjerature  during  com|)ressi(  >n.  i^ 
about  L35  h]).  For  lines  of  mains  extending  less  than 
a  mile  from  the  i)lant,  90  lb.  initial  pressure  will  be  suf- 
ficient for  rock  drilling. 

\\'here  long  pipe  lines  are  necessary  a  pressure  of 
100  or  110  lb.  should  be  i-)rovided  for  at  the  plant,  to 
allow  for  loss,  if  rock  drills  are  to  be  driven  at  their 
maximum  efficiency.  For  purposes  other  than  rock 
drilling  the  pressure  may  be  reduced  considerably. 

In  running  the  air  supply  mains  great  care  must  be 
taken  to  provide  pipes  of  adequate  size  and  to  avoid  all 
leakage  at  the  joints.  For  all  sizes  of  pipe  up  to  6  or  8 
in.,  the  ordinary  screw  thread  and  couplings  piade  up 
with  red  or  white  lead  may  be  used,  but  for  larger  size> 
of  pipe  line,  special  couplings  which  do  not  require  the 
pipe  to  be  threaded  and  do  not  require  that  the  pipe 
be  laid  to  an  absolute  grade  should  be  secured.  Tho<e 
latter  cou])lings  also  act  as  expansion  joints,  while  on 
the  threaded  pipe  an  occasional  swing  joine  or  el>e  an 
expansion  joint  may  be  re(iuireil  on  a  long  line. 

Danger  From  Frost. 

I'.xcei)!  in  the  ease  of  \er\  long  ;in<l  exp»»sed  pipe 
lines  the  danger  of  freezing  in  the  mains  is  very  slight 
and  in  the  majority  of  cases  may  be  igni»red.  In  ver\ 
large  plants  this  danger  is  guarded  again>t  by  in>tall 


508 


THE   CONTRACT  RECORD 


June  26,  1918 


ing  after-coolers,  which  condense  the  moisture  in  the 
compressed  air  before  it  enters  the  mains. 

If  trouble  is  experienced  with,  freezing  at  the  mach- 
ines Avhere  the  power  is  applied  this  is  easily  obviated 
by  installing  air  re-heaters  on  the  line  to  these  mach- 
ines. These  heaters  consist  of  a  coil  of  pipe  in  a  sala- 
mander or  other  .stove  or  they  may  be  made  of  a  cast 
iron  pot  with  a  grate  below  and  a  hood  and  short  stack 
on  top,  in  which  a  coal  fire  is  maintained.  The  cast 
iron  pot  is  made  with  a  double  shell  containing  an  air 
space  through  which  the  compressed  air  circulates  and 
absorbs  sufficient  heat  to  prevent  its  freezing  by  ex- 
pansion in  the  ports  of  the  machines. 

As  a  temporary  expedient  a  fire  may  be  built  around 
the  compressed  air  main.  Ordinarily,  unless  the  duty 
is  very  heavy,  no  trouble  will  be  experienced  by  freez- 
ing. 

In  all  compressor  plants  frequent  attention  should 
be  given  to  the  proper  draining  of  the  air  receiver. 

In  times  like  the  present,  when  wide  fluctuations 
are  occurring  in  both  the  labor  and  material  markets, 
it  is  very  difficult  to  determine  a  fair  estimate  of  costs. 
The  figures  that  have  been  given,  therefore,  must  be 
taken  as  giving  a  general  idea  only  and  subject  to  a 
wide  variation  on  account  of  changing  conditions. 

On  all  contract  work  the  cost  of  operating  machin- 
ery is  more  stable  than  that  of  hand  lal)or  and  there- 
fore should  be  resorted  to  by  the  contractor  whenever 
possible. 

New  Post  OflSce,  Three  Rivers,  P.  Q. 

THE  new  post  office  building  in  Three  Rivers, 
P.Q.,  is  situated  on  the  plot  of  ground  known 
as  the  Plateau  property,  fronting  on  Notre 
Dame  Street  and  Rue  des  Casernes,  formerly 
the  site  of  the  old  British  War  Office  barracks,  which 
proi)erty  was  handed  over  by  the  War  Office  to  the 


governnunt  in  1H56.  The  barracks  was  converted  in- 
to offices  for  the  Customs,  Inland  Revenue  and  St. 
Maurice  Works  officials  in  the  year  1880-1-2,  Init  was 
destroyed  by  lire  in  1908.  as  was  also  another  l)uilding 
on  the  same  property,  which  had  been  originally  in- 
tended for  a  customs  l)uilding,  but  was  converted  for 
|)Ost  office  use  when  the  old  barracks  building  was 
altereil.  Consequently,  in  I'^ebruary,  1913,  a  contract 
was  entered  into  for  the  erection  of  a  new  l)uilding 
on  the  same  site. 

The  strurtm-e,  which  is  now  completed,  consists  of 
a  mail)  middle  ])f>rtion  92  ft.  long  by  78  ft.  deep,  making 
in  all  a  frontage  of  2f)0  feet.  The  middle  portion,  ex- 
cci)ting  25  feet  in  dei)th  at  the  rear,  which  is  one  storey 


and  jjasement,  is  three  storeys,  while  the  wings  arc 
one  storey  less. 

The  excavation  was  made  through  a  sand  ridge, 
which  test  pits  showed  to  be  some  125  feet  in  depth. 
Concrete  foundations  were  laid,  the  material  being 
handled  from  the  mixer  by  barrows. 

The  outer  walls,  which  are  of  common  brick,  are 
faced  with  cut  stone  and  lined  with  terra  cotta,  the 
stone  being  obtained  from  limestone  quarries  at  St. 
Marc  des  Carrieres.  The  frame  is  of  steel,  encased  in 
concrete;  the  partitions  are  terra  cotta;  the  floors,  of 
steel  and  concrete — covered  with  hardwood  in  the 
offices  and  tiling  in  the  lobbies ;  the  roof  is  of  steel  and 
concrete,  finished  in  accordance  with  the  Bancoro  pro- 
cess, and  the  dados  and  stair  steps  are  of  marble. 
V aults  of  brick  are  provided  for  the  various  depart- 
ments. 

Heating  is  by  open  gravity  hot  water  system,  using 
two  series  of  three  furnaces.    Lighting  is  by  electricity. 

The  basement  contains  the  Customs  Examining 
Warehouse,  toilet  room,  workshop,  storage  room, 
boiler  room  and  coal  room ;  the  ground  floor,  the  post 
office,  the  Custom  House  and  the  Inland  Revenue  offi- 
ces in  the  middle  portion,  the  right  wing  and  the  left 
wing  respectively;  the  first  floor,  the  public  works  offi- 
ces and  those  of  the  Harbor  Commissioners ;  and  the 
attic,  the  caretaker's  apartments. 

The  arrangement  of  the  windows  for  lighting  is 
especially  successful  so  that  in  the  post  office,  which  is 
an  exceptionally  deep  room,  there  is  not  a  dark  space 
even  in  the  corners. 

The  building  was  designed  by  D.  Ewart,  chief  archi- 
tect. Department  of  Public  Works,  and  the  construc- 
tion carried  out  under  his  instructions.  The  stone 
work  was  constructed  under  contract  with  Messrs. 
V'ermette,  Macleod  &  Ferron,  of  Three  Rivers,  and  the 
remaining-  works,  under  contract  with  Mr.  Joseph 
Jiourque,  of  Hull.  The  marble  was  furnished  by  Smith 
Marble  and  Construction  Company,  Limited,  145  Van 
Horne  Avenue,  Montreal ;  bricklaying  was  caiTied  out 
by  J.  H.  Giroux,  St.  Olivier  Street,  Three  Rivers;  roof- 
,ing,  McFarlane  &  Douglass,  250  Slater  Street,  Ottawa ; 
plumbing,  Louis  Gendron,  39  Bridge  Street,  Hull ; 
plastering,  Jos.  Lambert,  Three  Rivers. 


Science  in  War 

Our  attention  has  been  drawn  by  Sir  Robert  Hadfield 
to  a  significant  action  by  the  Kaiser  in  approving  the  founda- 
tion of  a  trust  which  is  to  be  entitled  "The  Kaiser  Wilhelm 
Trust  for  the  Promotion  of  War  Science."  The  aim  of  this 
organization  is  to  further  the  development  of  scientific  and 
technical  aids  in  warfare  by  uniting  the  scientific  and  the 
military  forces  of  the  country  in  co-operative  efifort.  The 
work  is  to  be  carried  on  by  committees  dealing  with  (1) 
chemical  raw  materials  for  the  production  of  materials  for 
munitions;  (2)  chemical  war  materials,  such  as  explosives; 
(.S)  physics,  including  telephony  and  telegraphy;  (4)  engi- 
neering and  conununications ;  (5)  aeronautics;  and  (6)  the 
oibtaining  and  preparation  of  metals.  We  think  it  will  be 
generally  agreed  that  the  education  of  German  military  offi- 
cers is  likely  to  be  more  on  scientific  lines  than  the  educa- 
tion followed  in  this  country,  and  that  consequently  if  such 
a  movement  is  desirable  in  Germany  it  is  still  more  likely 
to  be  necessary  in  Great  Britain.  We  are  well  aware  that 
certain  similar  efYorts  are  already  carried  on  in  one  way  or 
another  l)y  our  government  departments,  but  we  very  much 
doubt  if  full  advantage  is  yet  being  taken  of  the  technical 
and  scientific  ability  of  this  country  up  to  the  present  time. — 
The  JClcctrician. 
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Fertilizing  Value  of  Activated  Sludge 

 By  Col.  George  G.  Nasmitli,  I'll.  I).,  C.  M.  G.,  and  (i.  P.  McKay"  


TIIIC  most  iinportaiit  prohUmi  rcmainiiij^-  to  be 
solved  in  the  disposal  of  sewaj^e  is  i)robably 
that  of  economically  dewaterinj^-  the  s1u(1.l;c. 
Since  the  discovery  of  the  activated  slii<i|.4e 
method,  the  necessity  of  devising-  a  method  of  dewater- 
ing  this  new  type  of  sludge  has  become  even  more 
urgent  for  the  reason  that  activated  sludge  has  marked 
fertilizing- properties,  as  liartow  and  I  latlicld  have 
l)ointed  out. 

In  the  activated  sludge  method  of  sewage  dispo.-^al, 
finely  divided  air  is  blown  through  the  sewage.  After 
some  time  the  sludge  which  settles  out  is  found  to 
possess  remarkable  properties  when  agitated  with 
fresh  sewage  by  the  same  method  of  aeration.  The 
sludge  has  become  "activated"  and  when  l)lov.  n  in  con- 
tact with  fresh  sewage  the  organic  matter  jjresent  in 
the  latter  is  rapidly  oxidized,  practically  all  the  iiltest- 
inal  bacteria  destroyed,  nitrates  elaborated,  and  a 
stable  effluent  formed. 

"Activated"  sludge,  however,  like  ordinary  sludge, 
contains  95  per  cent,  of  water,  and  still  has  to  !)c  de- 
watered  before  it  can  be  satisfactorily  handled. 

The  treatment  of  sewage  by  this  method  is  very 
promising-  for  if  the  fertilizing  value  of  the  sludge  is 
high,  the  revenue  therefrom  would  help  to  pay  the  cost 
of  dewatering-  and  disposing  of  the  sludge.  Further- 
more, it  is  a  question  of  conservation  of  the  first  mag- 
nitude, for  if  a  fair  proportion  of  the  fertilizing  value 
of  the  excreta  from  our  cities  and  towns  could  be  saved 
and  turned  into  the  land  it  would  be  a  great  factor  to- 
wards solving-  our  fertilizer  problem,  particularly  in 
conserving  the  supply  of  humus  and  nitrates,  and  in- 
creasing the  fertility  and  productivity  of  the  soil. 

In  December,  1915,  a  small  experimental  activated 
sludge  plant  was  started  at  the  Toronto  Main  Sewage 
Disposal  Works,  Morley  Avenue.  Dr.  Adams  and 
Mr.  J.  Scott,  who  at  first  operated  the  i)lant  during 
my  absence  in  France,  soon  proved  that  Toronto 
sludge  could  be  readily  activated,  and  the  plant  has 
been  in  operation  ever  since.  A  good  deal  of  prehm- 
inary  data  have  been  obtained  for  our  own  information 
in  case  the  city  of  Toronto-should  ever  decide  to  adopt 
the  method  on  a  large  scale.  Among  other  things,  we 
have  tested  the  value  of  activated  sludge  as  a  fertilizer. 

Bartow  and  Hatfield,  in  .some  exi)erimental  work  to 
determine  the  value  of  acti\ated  sludge  as  a  fertilizer, 
made  a  number  of  experiments  with  the  growth  ol 
wheat  in  pots.  The  activated  sludge  used  by  them 
gave  the  following  analysis :  Total  Nitrogen  =  0.3  per 
cent. ;  P^O^  =  2.69  per  cent. 

By  the  use  of  one  ton  of  this  sludge  per  acre,  ecpuv- 
alent  to  120  lbs.  of  nitrogen,  together  with  o  tons  ot 
dolomite,  ton  of  bonemeal,  and  500  lbs.  ol  potassium 
suli)hate  per  acre,  they  obtained  a  yield  yl  -^^  to  3/1, 
bushels  of  wheat  per  acre  as  against  U]/,  bushe  s  per 
acre  where  the  equivalent  amount  of  nitrt)gen  had  been 
added  in  the  form  of  dried  blood.  The  straw  also 
amounted  to  over  two  tons  per  acre  as  against  less 
than  -M  of  a  ton  of  straw  i)er  acre  where  dried  blood 
had  been  employed  as  fertilizer.  _ 

'  In  further  tests  as  to  the  value  ot  sludge  as  a  mar- 
ket garden  fertilizer,  these  investigators  used  i.lots 
■h  2  ft  X  3  ft    which  were  treated  with  equivalent 
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quantities  (jf  sludge  and  dried  l>lood  pt-r  acre.  They 
(obtained  an  increase  in  weight  of  4^)  per  cent,  in  the 
lettuce  and  l.SO  per  cent,  in  the  radishes,  and  the 
grrjwth  was  much  more  rapi<l  in  the  beds  fertilized 
with  activated  sludge.  They  conclude  from  their  ex- 
periments "that  the  nitrugen  in  'activated  sludge'  is 
in  a  very  valuable  form,  and  that  nrti  al<  d  -Ind.-'- 
valuable  as  a  fertilizer." 

ISartow  and  Hatfield,  ni  deli  i  Minini:;  liii  am.aiul 
of  fertilizer  to  be  em])loyed.  used  as  a  basis  the  amount 
of  nitrogen  jjresent.  For  instance,  they  U'<ed  in  their 
ex])erimcnts  the  (juantity  of  activated  >ludge  and  dried 
l)lood  that  would  yield  120  lbs.  of  nitrogen  per  acre. 
The  amount  of  ijhosphate  <jr  other  in'.^rcf!ient>;  [)re<ent 
in  the  sludge  was  not  considered. 

The  Value  of  Fertilizers 

Fxperience  has  jjroved  that  the  value  oi  in-ii  :n.i 
nure  as  a  cro])  ])roducer  is  from  one-third  to  two-thirds 
more  effective  than  rotted  manure,  Iiecause  a  certain 
propcntion  of  the  nitrogen  and  other  ingredients  have 
l)een  leached  out  of  the  latter  and  lost.  Manure  haa^ 
a  greater  fertilizing  value  than  would  l)e  estimated 
Irom  the  amount  of  nitrogen.  i)hosphoric  acid  and 
potash  present.  This  greater  value  is  due  to  the  large 
amount  of  humus  present  in  the  manure;  humus  is 
not  found  to  any  extent  in  the  commercial  fertilizers, 
which  are  commonly  purchased  on  their  nitrogen, 
plios]>horic  acid  or  jjotash  content. 

llumus  is  partly  decomi)osed  organic  matter,  such 
as  decayed  leaves.  It  is  found  in  large  tpiantities  in 
all  fertile  soils  and  is  probably  the  most  valuable  con- 
stituent present.  l)ecause  it  is  not  only  a  source  of 
nitrogen,  but  it  helps  to  keep  the  soil  moist,  loose  and 
well  aerated,  as  well  as  to  provide  a  medium  for  the 
propagation  of  soil  organisms  so  essential  to  the  growth 
of  ])laiit  life. 

The  chemical  constituents  in  a  fertilizer  are  not 
the  only  ones  upon  which  its  fertilizing  value  mu>t  be 
determined.  It  w(juld  be  jiossible  to  have  the  same 
amount  of  imtash,  nitrogen  and  phosphate  in  two  dif- 
ferent fertilizers  and  yet  obtain  entirely  different  re- 
sults upon  plant  growth.  The  availal>ility  t)f  the  food 
material  for  the  assimilation  of  the  plant  is  a  great 
factor.  Thus  ordinary  seiitic  sludge  is  not  a  good  fer- 
tilizer for  immediate  growth  of  plants,  results  obtained 
the  first  year  being  ]ioor.  !'>ut  the  transformation  of 
the  septic  sludge  taking  place  in  the  soil  frees  the  plant 
food  material  locked  uji  in  this  sludge  and  renders  it 
available,  so  that  it  becomes  an  excellent  fertilizer  the 
second  year  after  it  has  been  dug  into  the  soil.  The 
experiences  of  a  number  of  amateurs  in  Toronto  who 
ha\  e  been  using  ordinary  se]>tic  sludge  fi»r  several 
vears  in  their  vegetable  and  rose  gardens,  have  quite 
estal)lished  this  fact. 

The  truest  test  of  fertilizers  is  not  their  content  of 
nitrogen,  jihospate  or  other  chemical,  but  rather  the 
availabilitv  of  the  chemicals  present  as  ftiod  for  grow- 
ing crojis  and  the  actual  increase  in  the  >  ield  brought 
about  bv  the  fertilizer.  Here  again  the  fertilizers 
must  In-  (lilVerentiated  according  to  their  ability  to  pro- 
duce ininu-diate  results.  W  e  mu>t  determine  whether 
the\  are  available  through  the  grt>\\ing  seasi>n.  whe- 
ther the\  leave  a  residue  of  humus  and  other  materials 


J 


510 


THE  CONTRACT  RECORD 


June  26,  1918 


in  tlic  soil,  and  whether  they  l)rini4-  ^ihout  exhaustion 
of  the  mineral  elements  of  the  soil  or  not. 

Activated  sludj>e,  when  air-dried,  is  a  dark  brown, 
Iriahk",  perfectly  inoffensive  material  with  a  slightly 
earthy  odor  like  thaf  of  decayed  leaves.  It  consists 
largely  of  humus,  but  contains  much  more  nitrogen, 
phosphoric  acid  and  potash  than  does  ordinary  barn- 
yard manure.  J'~urthermore,  it  is  crowded  with  mil- 
lions of  the  nitrifying  type  of  organisms  so  essential 
to  plant  growth. 

For  the  reasons  gi\en  above  as  to  the  fertilizing 
value  of  manure,  we  have  taken  this  for  our  standard 
of  comparison  and  have  not  compared  the  fertilizing 
\alue  of  sludge  with  commercial  fertilizers  on  a  nitro- 
gen, phosphoric  acid  or  potash  basis. 

The  real  single,  final  test  of  any  fertilizer  or  ma- 
nure is  the  increase  in  the  yield  produced  by  it  when 
compared  with  an  equivalent  amount  of  barnyard  ma- 
nure. 

We  selected  for  our  plot  experiments  a  site  on  ver}' 
poor,  humus-free  clay  soil,  adjacent  to  our  experiment- 
al plant.  The  surface  was  scraped  to  free  it  of  any  or- 
ganic matter  present,  and  four  inches  of  water-washed 
sand  were  then  thoroughly  incorporated  with  the  soil 
to  a  depth  of  ten  inches.  This  was  done  to  permit  of 
aeratfon,  to  prevent  the  soil  baking  in  the  sun.  and  to 
make  the  soil  friable. 

Six  beds,  each  10  ft.  x  4  ft.,  were  then  laid  out  and 
separated  from  the  paths  by  boards  placed  edgewise 
in  the  ground. 

One  bed  w-as  kept  as  a  control,  and  no  fertilizer 
added  to  it.  The  second  was  treated  with  27  lbs.  of 
air-dried  horse  manure,  and  the  other  four  each  with 
27  lbs.  of  air-dried  sludge  (equivalent  to  14  Yz  tons 
to  the  acre).    This  is  summarized  below. 


Total 

Total 

Quantity 

Nitrogen 

Bod 

Air-dried  Fertilizer 

Used 

Per  cent. 

Per  cent 

No.  1 

None 

0 

0 

0 

No.  2 

Manure 

27  lbs. 

1.90 

1.00 

No.  .'{ 

Activated  sludge 

37  lbs. 

2.50 

2.46 

No.  4 

Sludge  from  old  bed 

27  lbs. 

1.10 

0.f5 

.Vo.  .5 

Humus — Rrush  filter 

27  lbs. 

1..S0 

1.20 

.Vo.  0 

.Sludge — tanks 

27  lbs. 

1.21 

1.24 

On  May  18,  1917,  the  fertilizers  were  added  and' 
thoroughly  incorporated  with  the  soil,  and  on  May  21, 
the  seeds  were  planted  in  all  the  beds.  Seeds  were 
used  except  in  the  case  of  tomatoes  and  Spanish  onions. 
A  fairly  thick  planting  was  made  so  that  plenty  of 
seedlings  would  be  available  when  thinning  out,  and  a 
uniform  number  of  strong  seedlings  of  each  variety 
could  be  left  in  each  bed. 

As  each  row  of  vegetables  was  pulled  from  the  sev- 
eral beds  at  the  same  time,  the  complete  plants,  leaves 
and  all,  were  placed  in  bags,  labelled  and  brought  to 
the  laboratory.  After  the  removal  of  adherent  earth 
the  product  of  each  bed  was  weighed ;  the  tops,  in  the 
case  of  root  crops,  were  then  taken  of¥  and  weighed 
separately  and  the  difference  taken  as  the  weight  of 
the  root.  Notes  were  also  made  as  to  the  quality  of 
the  crop; 

Before  weighing,  the  crops  were  spread  out  on  the 
floor  in  their  respective  groups  and  ])hotographed.  The 
photographs,  however,  gave  only  a  general  idea  of  the 
difference  in  size  of  the  various  groui)s  because  of  the 
fact'that  ihc  camera  had  to  be  tilted,  in  consequence 
of  whicli  the  rows  closer  to  the  camera  a])pear  larger 
and  the  rows  farther  awav  smaller  than  they  should  be. 

The  plan  adopted  worked  very  well  in  practice  and 
gave,  we  think,  fair  comparative  results. 

Dailv  observations  were  made  by  the  man  who 
lo(;ked  after  the  beds,  and  who  was  himself  a  gardener, 
as  to  a|)i)c-arance  of  the  \arious  vegetables,  tempera- 


ture, rainfall  and  cultivation.  When  he  cultivated  one 
bed  he  cultivated  all  the  beds,  if  he  watered  one  he 
watered  all,  and  used  the  same  amount  of  water,  and 
when  he  pulled  one  variety  he  pulled  that  variety  from 
all  the  beds. 

In  this  way  we  tried  to  eliminate  every  factor  which 
might  give  any  advantage  to  one  bed  over  another, 
and  to  remove  every  influence  that  might  have  had  any 
bearing  on  the  growth  of  the  plants  except  the  actua'l 
effect  of  the  fertilizers  themselves  during-  the  course 
of  one  season. 

The  following-  are  synopses  of  the  results  obtained : 

Table  1 — Early  Radislics 

Acti-  Morley  N.Toronto 

Con-  Man-    vated  Ave.     ,        ^  ^ 

trol  ure   Sludge  Sludge  Humus  Sludge 

VVeiglif.    total— grams                     02  4.55       7.'-)7  5!*2  752 

Weigit.    roots— grams                   5!)  400  200  417  518 

■Weigbt,   tops— grams                      3.3  105       267  117  165  •>.34 

increase  in  roots  over  control 

—per   cent   493       730  2.30  606  77S 

Yield    per    acre — tons    5.04  7 

„.  .  ,  Table  2 — Head  Lettuce 

Weight,    total — grams    31       238  4S4 

Increase  over  control — per  cent.  . .        667      1461        .  . . 
Yields  per  acre — tons    1.9       3.88  .  ..  ... 

...  .  ,  ,  Table  3— Lettuce,  Grand  Rapids 

Weight,  total — grams                    75      Missing    524       1.55  277  24H 

Increase  over  control — per  cent.  .  .      Missing    598       106  269  22.S 

Yield  per  acre — tons                             Missing     ...        ...  7..  TT. 

Table  4 — Beans 

Weight,  total— grams    256       296       525       ,3.57       377  531 

Increase  over  control  -per  cent.    ..  15.6    105         30.4      47.2  107 

Yield   per  acre — tons    1.78      3.16  ... 

Table  .5 — Beets 

Weight,  total— grams    79      1796     .3437     1160     2012  2945 

Weight,  roots — Grams    24       730      17.37       437       S91  1169 

Increase  over  control-  per  cent.     .  .      2941      71.37      1.304      .3612  4770 
Yield  per  acre — tons   5.85    13.90  ..  . 

Table  6 — Late  Radishes 

Weight,  total— grams                      ,32  75    ■    315       472       285  738 

Weight,  roots — grams                     IS  48       179       283       107  452 

Increase  over  control-  per  cent.     .  .  1.39       894      1470      1006  2410 

Yield  per  acre — tons    ...  ... 

Table  7 — Tomatoes 

Weight,  total— grams                      29  422      16.34  ICA  553  1184 

No.  of  tomatoes                              2  9         15  2  6  1.3 

Average  weight   of  single  to- 
mato— grams                                14  47       110  82  89  91 

Increase  over  control-per  cent.     .  .  1355      .5603  466  17.38  3983 

Yield  per  acre — tons   5.07    19.9  ... 

Table  8 — Carrots 

Weight,  total— grams                    885      1680      15.35  1425  1560  2695 

Increase  over  controI--per  cent.     .  .         96         80  66  82  215 

Yield  per  acre — tons                                  20        ...  ...  ...  32.4 

Table  9 — Onions,  Spanish  (16  Best) 

Weight,  total— grams                     41         96  280       142  ftS  .327 

Increase  over  control--per  cent.     .  .        1.34  583       246  64  700 

Yield  per  acre — tons                                   1.2       3.4     ...  ...  3.9 

Table  10— Onions,  Red  Weatherfield  (8  Best) 

Weight,  total— grams                      67  110       720       2.39  225  421) 

Increase  over  control--per  cent.     .  .  64       974       256  2.35  527 

Yield  per  acre — tons    1.3       8.7     ...  ...  5.1 

Table  11 — Onions,  Danvers,  Yellow  Globe  fS  Best) 

Weight,  total— grams   67       124       2.32  260       184  169 

Increase  over  control--per  cent.     .  .  85       246  288       l74  152 

Yield  per  acre — tons   1.5  2.8 

Notes  on  Tables  1  to  11 

Table  1 — The  radishes  were  planted  May  21  and 
pulled  July  5,  approximately  six  weeks  later.  The 
same  number  of  radishes  was  left  in  each  bed. 

The  yields  from  the  activated  sludge  and  North 
Toronto  sludge  were  about  the  same,  but  40  per  cent, 
greater  than  that  from  the  manured  bed. 

Tables  2  and  3— The  two  sets  of  lettuce,  pulled 
July  V),  clearly  showed  the  superiority  of  activated 
sludge  as  a  fertilizer.  These  beds  yielded  doul)le  the 
weight  of  lettuce  produced  by  the  beds  fertilized  with 
ordinary  manure  and  other  sludges.  Activated  sludge, 
therefore,  is  a  particularly  good  fertilizer  for  lettuce. 

'("able  4 — The  beans,  one  of  the  legumes,  were  ])ull- 
fd  .\ugust  7.  and  did  not  show  so  wide  a  \ariation  in 
the  different  beds  as  did  the  radishes  and  lettuce.  Still, 
the  crops  from  the  beds  fertilized  with  acti\ated  sludge 
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and  with  North  Toronlo  sludj4C  were  77  per  cent, 
heavier  than  from  the  bed  fertilized  witii  orcUnary 
horse  manure. 

'liable  5 — 'i'iie  beets  were  pulled  .Xn.^ust  16.  Dur- 
in.t;-  the  period  of  q-j-owth  the  folia,i;e  on  the  beets  in 
the  activated  slud.^e  bed  was  much  more  luxuriant 
than  that  on  the  !)eets  in  any  of  the  (jther  plots.  The 
yield  of  tops  was  double  that  from  the  beds  fertilized 
with  ordinary  manure,  and  the  yield  of  roots  \3H  \>cr 
cent.  j>reater.  The  slud}4e  from  North  Toronto  was 
considerably  behind  in  this  case. 

Table  6 — The  late  radishes  were  not  a  success, 
though  a  larj^e  increase  over  the  control  was  ajiparent 
in  all  cases;  they  were  distorted  in  shape  and  in  .some 
cases  rotted.  The  yield  from  the  North  Toronto 
sludge  plot  was  greatest,  but  the  sludge  irom  the  old 
beds,  which  had  not  been  a  successful  fertilizer  up  to 
this  time,  made  a  good  showing-  and  indicated  that 
aerobic  action  and  nitrification  of  this  sludge  had  taken 
I)lace  in  the  earth,  rendering  this  fertilizer  available  as 
a  plant  food. 

Table  7 — The  tomatoes  were  picked  October  2. 
During  the  growing  season  the  tomato  plant  in  the 
activated  sludge  bed  had  been  most  vigorous ;  the  to- 
matoes had  also  ripened  first  on  the  beds  treated  with 
activated  sludge  and  North  Toronto  sludge.  The  acti- 
vated sludge  bed  gave  the  greatest  number  and  the 
greatest-  total  weight  of  tomatoes.  The  activated 
sludge  gave  a  yield  of  300  per  cent,  in  excess  over  that 
of  the  manure  bed,  showing;  that  activated  sludge  is 
an  ideal  fertilizer  for  tomatoes.  The  yield  from  the 
plot  fertilized  with  North  Toronto  sludge  was  con- 
siderably behind  the  activated  sludge,  though  away 
ahead  of  the  manure  plot. 

Table  8 — The  carrots  were  pulled  on  Octol)er  9. 
Except  in  the  case  of  North  Toronto  sludge,  which 
grew  some  huge  carrots,  the  yields  from  the  other  beds 
were  all  much  the  same  as  that  from  the  bed  fertilized 
with  ordinary  manure. 

Tables  9,  10  and  11 — The  onions  were  pulled  Oc- 
tober 9,  and  did  not  show  phenomenal  growth.  Morley 
Avenue  sludge  gave  a  slightly  better  results  than  ac- 
tivated sludge  in  the  case  of  Danvers  ^^-llow  Globe, 
showing-  that  this  sludge  had  latent  fertilizing  value. 
Activated  sludge  was  the  best  forcer  in  the  case  of 
Red  Weatherfield  onions,  giving  an  increase  in  yield  of 
554  per  cent,  over  the  manured  crop. 

The  yield  of  Spanish  onions  was  ])ractically  the 
same  in  the  case  of  the  beds  fertilized  with  North 
Toronto  sludge  and  activated  sludge,  but  much  greater 
than  that  from  the  manured  plots. 

In  casting  about  for  the  reason  why  the  sludge 
from  the  North  Toronto  sedimentation  tanks  gave  us 
almost  as  good  results  as  activated  sludge,  we  went 
back  over  the  method  used  in  its  preparation. 

The  sludge  is  pumped  from  the  sedimentation  tanks 
into  drying  beds.  The  water  gradually  flows  away 
into  the  drains  beneath,  so  that  in  from  2  to  4  weeks 
the  sludge  is  dry  enough  to  dig  out.  During  this  dry- 
ing period  it  undergoes  anaerobic  action  underneath 
the  thick  black,  crust  which  forms  on  the  surface. 
Eventually,  however,  it  dries  sufficiently  for  aerobic 
action  to  take  i)lace  in  the  simngy  mass.  The  sludge 
is  then  dug  out  of  the  beds  and  carried  away  on  small 
dump  cars  and  deposited  in  long  heaps,  wdiere  it  lies 
exi)osed  to  the  sun  and  air  until  finally  removed. 

Tn  all  i)robabilitv  a  series  of  nitrifying  actions 
somewhat  similar  to  those  which  occur  in  activatmg 
^Inds-e  occur  accidentally  in  this  method  ol  drying 
North  Toronto  sludge,  rendering  it  snilal)ie  lor  im- 


mcdialc  .i-.-iniil.ii  i' .u  i,.   p,.iir,       ii   .'..uiid  -cim 
proliable  that  any  sludge  dry  cnouyli  to  he  >padcd 
would,  if  thrown  into  shallow  ht-aps  or  '  out  in 

layers       the  grounil,  be  convcrlerj  b\  >ii  and 

hat  terial  actii^ii  fn^ni  a  form  not  rcadilv  a>-.iiniialile 
by  plants  to  one  readily  assimilable  by  them.  The 
same  action  would  (jccur  when  .sludjie  i-,  du^  into  the 
earth  itself,  and  presumably  mcire  rapidly  in  a  porous 
soil  than  in  a  heavy  clay  soil.  This  latter  jmint  seems 
to  be  evident  from  results  (obtained  from  the  anaero- 
bic sludge  dug  fnjm  the  (ild  Morley  Avenue  sludge 
beds.  This  sludge  made  a  very  |joor  showing  early 
in  the  year,  but  later  on  in  the  season  ai>peared  to  be 
more  readily  available  for  the  growth  of  plant  life. 

Conclusions 

I  roni  the  foregoing  talnilated  results  it  is  clearly 
esident  that  activated  sludge  is  a  nuist  valuable  fer- 
tilizer. When  compared  with  the  standard  barnyard 
manure  used  by  the  farmer,  our  results  show  the  fol- 
lowing increases : 

Incrciise  in  Yield  I>iic  to  Activatnl  SIipU-.-  f,v<r  H.-rnvard  Manure 


l-cttucc   IIKJ..'! 

lioans   77. .'i 

Heels   l.'<.s.iiii 

I..Ttc  Radishes  

Tomatoes   [SUM 

Carrots   ,\<t  iniTca*** 

<  Jnioits,  Spanish   1**1. 0 

Wcatheiridd   VA.Ii 

Danviis,  N'tllow  Clol.t   «7.1  . 


I'rom  the  results  obtained  by  us  it  seems  to  be 
true  that  crops  such  as  lettuce,  where  the  foliage  it- 
self is  eaten,  or  cro])s  like  beans,  beets  or  tomatoes, 
which  demand  a  heavy  growth  of  plant  and  leaf  if 
the  yield  of  roots  or  fruit  is  to  be  heavy,  can  be  stimu- 
lated into  very  heavy  growth  by  the  use  of  activated 
sludge.  The  increase  in  the  yield  of  onions  is  also 
great. 

Eor  the  grow  th  of  lettuce  or  tomatoes  under  glass, 
activated  sludge  should,  therefore,  prove  to  be  a  most 
valuable  fertilizer.  In  the  case  of  radishes,  though 
the  final  weight  was  not  materially  greater,  the  rad- 
ishes matured  much  more  rapidly,  which  is  just  as 
valuable  to  the  market  gardener  as  if  his  crop  were 
greater,  for  the  quick  growth  is  what  is  wanted.  The 
same  holds  good  of  lettuce  or  beets  in  which  the 
growth  was  much  more  ranid  than  it  was  with  the 
other  fertilizers  tested.  These  points  are  now  being 
tested  by  actual  exi)eriments  under  glass. 

It  should  be  noted  that  the  amount  of  air-dried 
manure  added,  14"/^  tons  per  acre,  is  about  the  maxi- 
mum amount  that  could  be  used  to  advantage,  and. 
therefore,  in  all  probability  the  maximum  crops  cap- 
able of  being  produced  by  the  addition  of  manure  had 
been  produced. 

If  this  is  true  then  the  increase  in  yield  due  to  ac- 
tivated sludge  over  ordinary  barnyard  manure  is  very 
striking  and  at  once  places  a  high  monetary  value  on 
this  material,  for  the  value  of  fertilizers  must  be  di- 
rei  tlv  proportional  to  the  crop  returns  yielded  by  them. 

The  Canadian  Tngersoll-Rand  Coni|>any.  Ltd..  have 
recently  issued  a  32  page  catalogue,  fifteen  illustrations, 
describing  the  "Ingersoll-Rogler"  air  compressor.  The 
booklet  gives  fi  sketch  of  the  development  of  the  "In- 
gersoll-Rogler" valve,  with  particular  attention  to  the 
application  of  the  valve  to  large  air  comjiressors  having 
direct  svnchronons  motor  drive,  ("^ther  special  features 
of  the  "Ingersoll-Rogler"  ctMupressors  described  arc 
the  rolling  mill  engine  tyi>e  frames,  special  intercooler 
design  and  clearance  ct»ntroller  with  automatic  maxim- 
um load  stop . 
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New  Hamilton  Office  Building 


working  days  from  August  1st,  to  September  1st,  tak- 
ing out  Sundays  and  one  holiday.  The  building  has. 
since  Christmas  last,  been  in  the  hands  of  interior  finish- 


WE  are  reprodficing  herewith  photographs  of 
the  Canadian  Westinghouse  Company's  office 
building,  which  was  recently  erected  in  Ham- 
ilton, Ontario.  Messrs.  Track  and  Perrine 
were  the  architects  and  structural  engineers.  The 
Pigott-Healy  Construction  Company  of  Hamilton,  were 
the  contractors  for  the  reinforced  concrete  work  and 
all  masonry — including  stone  and  brick  work  and  in- 
terior gypsum  partitions  throughout. 

There  were  six  reinforced  concrete  slabs  to  pour 
each  200  ft.  x  50  ft.  Combination  tile  and  concrete 
slabs  were  used  in  the  design.  The  building  was  divid- 
ed into  three  panels,  running  the  entire  length  carried 
on  four  lines  of  concrete  beams  supported  every  20  ft. 
by  square  columns. 

A  large  auditorium  was  provided  in  one  end  run- 
ning two  stories  and  part  of  another  in  height,  having 
a  clear  span  of  the  width  of  building,  arranged  through 
the  introduction  of  steel  trusses.  A  unique  feature  of 
these  trusses  was  that  they  were  so  designed  as  to  per- 
mit of  their  being  incorporated  in  the  ordinary  interior 
dividing  walls  on  the  upper  floors,  and  at  the  same 
time  provide  for  the  various  door  openings  and  corri- 
dor through  the  members  of  the  trusses. 

Remarkably  fast  time  was  made  on  the  structural 
portion  of  this  work.  At  the  outset  a  schedule  was 
drawn  up  linmg  up  a  programme  for  each  week.  This 
is  nothing  new,  of  course,  in  construction  work,  but  in 
this  instance  the  work  actually  came  through  on  this 
schedule —  the  roof  slab,  the  sixth  and  last,  being  pour- 
ed on  the  very  day  set  out  for  it. 

Some  interesting  features  in  connection  with  this 
progress  were — from  the  day  on  which  the  first  slab  was 
ready  to  pour  to  the  day  on  which  the  roof  was  pour- 
ed, after  deducting  for  Sundays,  holidays,  and  a  few 
days  tie  up  on  structural  steel,  just  42  working  days 
were  put  in,  or  7  days  to  each  floor.  This  had  to  cover  « 
the  forms,  placing  of  continuous  tile  for  joists,  bending 
and  placing  of  reinforcing  steel  and  the  actual  pouring. 
These  slabs  from  bottom  of  tile  to  top  of  concrete 
were  1 1  inches. 

'i"he  cuts  here  rc])roduced  show  the  progress  of  25 


New  office  building  Canadian  Westinghouse  Co.,  Hamilton. 

ers,  painters,  tile  and  marble  men.  It  is  now  finished 
and  is  one  of  the  finest,  if  not  the  finest  office  building 
occupied  by  one  corporation  in  this  country. 


Plans  for  Gouin  Highway 

Mr.  T.  Ahearn,  president  of  the  Ottawa  Motor 
League,  has  placed  before  Sir  Lomer  Gouin  the  planfe 
of  the  proposed  Gouin  highway,  Ottawa  County,  a 
distance  of  53  miles,  and  has  asked  for  the  support  of 
the  Quebec  government.  The  road  will  start  from 
Hull,  and  follow  the  valley  of  the  Gatineau  as  far  as 
Wakefield.  At  the  latter  village  the  highway  will  turn 
west  up  the  Peche  Valley,  as  far  as  Masham  Mills, 
thence  south  of  Eardley,  Luskville,  Kingsmere  and 
Chelsea  to  Hull. 


The  first  unit  of  tlie  technical  school  which  is  planned 
to  be  erected  in  Hamilton,  Ont.,  will  cost  some  $100,000.  It 
will  be  four  storeys  high,  of  reinforced  concrete  construction, 
and  GO  X  150  feet  in  plan. 


Westinghouse  Ollice  Buildinff.  July  30,  1917. 


Condition  of  work  on  Sept.  1,  1917,  four  weeks  later. 


jiinc  30,  1918 


THE   CONTRACT  RECORD 


Bridges  and  Viaducts  of  the  World 


Wl  1 1  U'',  tlicrc  is  an  almost  unliiniud  luuiibLT  of 
books  on  bri(l<>es,  as  well  as  descriptions  in 
all  our  technical  journals  of  certain  bridges 
which  are  termed  as  "the  largest  of  its  kind 
yet  constructed,"  etc.,  there  are  few  instances  that  we 
can  recall  where  these  bridges  have  been  compared  as 
to  their  dimensions  when  drawn  to  the  same  scale. 
That  this  is  the  only  proper  method  of  comparing 
bridges  when  the  size  only  is  the  governing  feature  is 
beyond  doubt,  hence  the  following  interesting  article 
from  '"The  Engineer"  shows  how  our  bridges  in  Amer- 
ica compare  with  those  in  Europe.  It  may  be  well  to 
state  here  that  bridges  in  Europe  are  more  heavily  de- 
signed than  in  America,  and  that  pin  connections  are 
not  used  in  the  British  Isles.  The  Quebec  bridge,  as 
shown  by  the  drawings  on  the  opposite  page,  has  the 
longest  span,  although  it  is  not  the  longest  bridge  in 
the  world.  The  bi'idges  have  been  classified  under  two 
headings,  namely,  cantilever  bridges  and  steel  viaducts. 
Brief  references  follow  to  a  number  of  these  bridges. 

The  bridge  over  the  Firth  of  Forth  is  the  largest 
cantilever  bridge  ever  built.  The  dimensions  as  shown 
in  the  cut,  show  the  enormous  size  of  the  structure  in 
comparison  with  other  bridges.  It  has  been  said  that 
there  is  an  excess  amount  of  .material  in  the  bridge, 
making  the  design  not  as  economical  as  it  might  have 
been.  Probably  the  additional  factor  of  safety  has 
been  more  than  justified  by  the  satisfactory  service 
given  by  the  structure.  The  total  length  as  shown  in 
the  cut  is  8095  ft.,  and  the  clear  headway  at  high  water 
is  150  ft.  The  trusses  are  not  in  parallel  planes,  but 
are  inclined  inwards,  being  120  ft,  apart  at  the  piers, 
and  only  31  ft.  6  in.  at  the  ends.  Most  of  the  compres- 
sion members  are  hollow  tubes,  of  a  maximum  dia- 
meter of  12  ft.  The  whole  structure  com])riscs  51,000 
tons  of  steel . 

Britannia  Bridge. 

The  Britannia  bridge  over  the  Menai  straits  was 
built  when  wrought  iron  bridge  work  first  came  into 
use.  As  shown  there  are  two  spans  of  460  ft.  and  two 
of  230  ft.  and  the  overall  length  is  1,511  ft.  Each  span 
consists  of  two  separate  tubes,  both  the  top  and  bottom 
chords  being  of  cellular  construction.  The  total  weight 
of  metal  in  the  bridge  is  4,306  tons.  In  erecting,  the 
two  central  spans  were  floated  out  to  their  place  on 
pontoons,  ancl  the  two  shore  sj)ans  were  erected  on 
timber  falsework. 

Blackwell's  Island  Bridge. 

This  bridge  over  the  h-ast  Ti'wvv  near  New  York 
City  has  the  next  greatest  length  t<>  the  i'"ortli  bridge, 
the  total  length  being  3,724  ft.  6  in.  The  girders  are 
60  ft.  apart  on  centres.  Nickel  steel  A\as  used  in  the 
tension  members  and  the  ])ins. 

The  Quebec  Bridge. 

As  shown,  the  Quebec  bridge  has  a  central  span  of 
1,800  ft.,  the  longest  in  the  world.  The  overall  length 
of  the  bridge,  which  includes  the  two  cantilevers  and 
the  suspended  span,  is  2,830  ft.  with  trusses  88  ft.  apart 
and  a  total  weight  of  metal  of  65,000  tons.  It  is 
interesting  to  note  that  the  K  system  of  web  trussing 
was  used  instead  of  the  double  system  of  bracing  em- 


l>loy(  (l  in  the  I'ortli  Uridge,  which  it  i»  claimed  gives 
greater  safety  during  erection  and  more  economy  and 
rapidity  during  construction,  as  fewer  tcm|><»rary 
members  are  required.  It  als<j  simplifies  the  details  and 
reduces  the  sections  of  the  diagonal  bars,  at  the  same 
time  reducing  the  secondary  stresses.  The  lateral 
bracing  in  the  top  ch<jrfls  was  omitted  with  the  idea  of 
throwing  the  win«l  resistance  wholly  upon  the  bottom 
chord,  and  the  eye  bars  were  trussed  to  su|*port  their 
weight  between  the  main  su|>porting  jjoints. 

The  Thebes  Bridge. 

'Fh.e  Thebes  bridge  over  the  Mississippi  River  in 
Illinois  consists  of  five  spans  of  simjde  girder  de-ign 
with  cantilevers  at  each  end.  It  is  criticized  as  \nM\ii 
too  s(|uat,  and  it  would  have  been  an  improvement  had 
there  been  five  simjjle  spans,  all  but  the  middle  one 
being  alike,  and  even  this  s\kiu  could  have  been  made 
simi)ly  an  enlargement  of  the  others.  .Ml  the  connec- 
tions are  ])in  (Jonnected  and  the  total  weight  of  the 
steel  is  12,000  tons,  while  the  total  length  of  the  struc- 
ture is  2,750  ft.  4  in. 

The  Poughkeepsie  Bridge. 

The  Poughkeepsie  bridge  over  the  Hudson  River 
consists  of  five  spans  and  two  anchor  arms.  The  bridge 
was  originally  built  for  a  donble  line  of  railway  and 
has  been  strengthened  by  inserting  another  line  of 
trusses  midway  between  the  original  girders.  The 
whole  distance  of  the  seven  spans  is  divided  into  95 
equal  panels  of  31  ft.  9y^  in.,  making  the  omt.iII  length 
3.093  ft.  9  in. 

Cernavoda  Bridge. 

This  bridge,  as  shown  in  the  cut,  consists  es.sential- 
ly  of  five  si)ans,  consisting  of  sinii)le  girders  with  can- 
tilevers at. each  end  ])r()jecting  into  the  adjoining  spans, 
I  he  rest  of  the  structure  being  made  up  of  suspended 
spans.  The  lattice  bars  forming  the  web  of  girders 
and  cantile\  ers  are  of  the  double  intersection  type,  and 
in  this  respect  are  tpiite  difi'erent  from  the  .\nierican 
bridges  given  in  the  cut.  The  C  ernavoda  spans  the 
Danube  Rixcr  in  Roumania. 

Memphis  Bridge. 

This  bridge  o\  er  the  .\l  ississipjii  is  nou  d  i^  i  tin.-  ir- 
regularity of  its  spans  which  vary  from  347  to  7*K)  ft. 
5j4  ill.  .\ll  the  joints  are  pin  connected,  eye  bars  are 
used  for  tension  members,  while  compressii>n  members 
li.n  e  the  form  of  channel  or  double  tees.  The  trusses 
■Avc  30  ft.  apart  and  the  total  weight  of  steel  '  .I'.o 
tons,  the  total  length  being  2.548  ft.  ID'S  in. 

The  sketches  of  the  Lansdowne,    Red    Rik  k 
Connel  Ferry  bridges  show  bridges  of  le"!is  total  length 
but  of  considerable  span. 

Steel  Viaducts. 

The  Lethbriilge  viaduct  is  proi)ably  the  largest  and 
heaviest  viaduct  in  the  world,  and  has  12,200  tons  of 
steel  in  its  structure,  a  length  of  5J27  ft.  and  a  height 
of  314  ft.  It  is  situated  in  .Mberta.  Canada,  mer  the 
Helly  River  and  valley.  The  design  consists  of  simple 
])late  girtlers  8  ft.  deep  placed  lO  ft.  apart  on  centres, 
.111(1  of  \00  ft.  span.   The  towers  are  made  up  of  hori- 
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/.oiital  mcn]l)ers  and  diaj^onal  struts.  The  erection  was 
(lone  by  a  steel  traveller  of  356  tons  weij^ht. 

The  Boone  Viaduct. 

The  Boone  viaduct  carries  the  Chicago  and  North- 
western Railway  over  the  Des  Moines  river.  The  tow- 
ers  are  18  in  number  and  have  a  maximum  height  of 
185  ft.  with  a  width  of  45  ft.  The  spans  are  75  ft.  each 
with  one  exception  of  300  ft.,  while  all  the  girders  ex- 
cept those  of  the  larger  span,  have  a  uniform  depth  of 
7  ft.,  there  being  four  lines  of  main  girders  of  this 
depth. 

The  Portage  Viaduct. 

The  Portage  viaduct  over  the  Genesee  River  in 
New  York  State,  consists  of  four  50-foot  spans,  six  50- 
foot  towers,,  two  spans  of  100  ft.  and  one  span  of  118 
ft.,  the  larger  spans  being  of  truss  design.  This  bridge 
was  originally  composed  of  timber  Howe  trusses,  but 
was  burned  and  replaced  with  steel. 

Verrugas  Viaduct. 

This  viaduct  carries  the  Lima  and  Oroya  railroad 
over  a  gorge  in  the  Cordilleras,  about  50  miles  from 
Lima,  Peru.  The  viaduct  consists  of  three  trestles, 
each  50  feet  wide  and  made  up  of  6  verticals  braced 
together,  the  height  being  256  ft.  above  water  level. 
The  Fink  system  of  trussing  was  adopted.  It  is  said 
to  be  the  first  wrought  iron  viaduct  built  in  America. 

Lyon  Brook  Viaduct. 

The  Lyon  Brook  viaduct  carries  the  New  York, 
Oswego  and  Midland  Ry.,  and  is  820  ft.  long.  It  con- 
sists of  a  series  of  wrought  iron  trestles  30  ft.  apart, 
making  24  spans  of  this  dimension  and  one  larger  trus- 
sed span  of  100  ft.  The  large  trusses  were  carried  on 
trestles  entirely  of  iron. 

The  Pecos,  Free  Bridge,  Runcorn,  Tay,  .Saltash. 
are  other  large  viaducts,  all  r)f  which  have  their  own 
outstanding  details. 


Divisional  Engineers  Given  Defined  Positions 

Consequent  on  the  new  policy  of  concentrating  the 
work  of  the  engineering  department  of  the  city  of 
Montreal,  the  divisional  engineers  have  been  given  de- 
fined positions.  Mr.  J.  H.  Valiquette,  of  the  Western 
division,  is  now  assistant  designer  toMr.  E.  Fusey,  who 
is  acting  chief  of  the  sewer.s  .department  in  the  absence 
of  Mr.  G.  R.  McLeod,  on  war  work  in  the  U.  S. ;  Mr. 
T.  Langlois  is  the  assistant  engineer  of  this  depart- 
ment. Mr.  E.  Blanchard,  of  the  l^astern  division,  has 
been  appointed  assistant  engineer  of  the  road  de])art- 
ment.  Mr.  F.  li.  Fields,  the  engineer  of  the  filtration 
plant,  has  been  appointed  assistant  to  Mr.  T.  W.  Le- 
sage,  head  of  the  Avaterworks  department.  In  future 
all  plans  and  estimates  will  be  made  in  the  designers' 
department,  in  jilace  of  this  work  being  done  in  each 
dei)artment . 


A  subscriber  wishes  to  obtain  a  copy  of  each 
of  the  following-  numbers  of  the  Contract  Record, 
in  order  to  complete  his  files  for  ])inclins;  I'ur- 
poses— Nos.  1  to  10,  inclusive,  Vol.  22,  190H. 

Anyone  liaving  a  spare  copy  of  any  of  these 
issues,  will  confer  a  favor  l)y  sendin.ti'  them  to  the 
Toronto  office  of  the  Contract  Record. 


Railway  Contractors  Win  Suit 
.  I"  iIh-  .Superior  Court.  Montreal,  Mr.  Justice  Mrr- 
HT  has  g.ven  judgnu-nt  in  two  aclion.n  |,y  Me.l/, 
Ol.nen  and  Dohcny,  railway  contractors  M  .mreal' 
UKJunst  the  guebcc  ^  .Saguen'ay  kailwav.  'tI  .  l  in- 
ers were  contractors  for  the  portion  of' the  line' from 
Uh  !  m    r"^  ^"'^  -'M>endcd  work  on 

cnt  of  money  due  for  work  do,.e.  The  jud«e  found 
"  favor  of  the  piamti.Ts  for  .5-^70.518.78.  being  the 

>u).pl,ed  m   the  construction  of  the  portion  of  the 
.n   quest.on.      \\'ith   interest   fro'm  .September. 
11^.  the  condemnation  amounts  to  over  $1  '^OOOO 
u-  court  also  declared  that  the  plaintiffs  u;rc' en- 
tlcd   o  a  pnvdege  upon  the  railway  to  the  extent  of 
the  pins  value  guen  by  their  work,  to  secure  pay- 
ment ot  the  amount  of  their  claim.  ' 

Estimated  Cost  of  Building  Work  as  Indicated  by 
Building  Permits  in  Thirty-five  Cities 
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On  May  2.-)th  the  Southern  Canada  Power  Company. 
Ltd..  formally  opened  the  new  sub-station  and  store  at  tlran- 
by,  P.Q.  The  Company  is  carrying  out  a  policy  of  opening 
sliow  rooms  at  the  principal  points  on  their  system  for  the 
sale  of  electrical  apijliances.  Invitations  were  sent  out  to  the 
inhabitants  of  Cranby  and  tiie  district,  and  were  freely  re- 
sponded to.  Dcnionstrations  of  electrical  c<H>king  were  given. 
.Several  of  the  (Hrectors  of  the  company,  with  the  divisional 
superintendents  and  officials,  were  present.  The  building  is 
on  the  main  street  in  the  centre  of  the  town.  It  is  constructed 
of  l)iiff  brick.  The  show  rooms  and  the  rooms  above  arc  de- 
voted to  a  lar>je  display  of  electrical  appliances  of  all  descrip- 
tions. The  sub-station,  of  concrete,  is  located  in  the  rear  of 
the  store.  This  contains  three  transformers,  of  48000-3400  v. 
and  I,-)  ft.  switchiiii.;  (laneis. 
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Mainly  Constructional 

East  and  West— From  Coast  to  Coast 


In  order  to  have  the  grandstand  at  the  exhibition  grounds 
in  Regina  finished  in  time  for  the  summer  fair,  the  city  has 
decided  to  go  ahead  and  complete  the  undertaking  itself.  The 
pouring  of  concrete  for  the  ground  floor  was  commenced 
some  time  ago.  , 

The  town  planning  board  of  the  County  of  Halifax,  N.S., 
have  intimated  their  intention,  pursuant  to  the  Nova  Scotia 
Town  Planning  Act,  1915,  of  applying  to  the  Commissioner 
of  Public  Works  and  Mines  of  the  Province  to  prepare  four 
town  planning  schemes,  in  respect  of  lands  situated  in  tlie 
county. 

The  mail  order  building  which  the  T.  Eaton  Company 
propose  to  erect  at  the  corner  of  Bay  and  Lake  Streets,  To- 
ronto, will  cost  approximately  $3,000,000.  It  will  be  nine 
storeys  and  basement  in  height  and  398  x  32,3  feet  in  dimen- 
sions. There  will  be  about  88,000  square  feet  of  floor  space 
on  each  floor. 

Leamington,  Ont.,  proposes  to  construct  a  new  reservoir 
of  900,000  gallons  capacity,  also  to  enlarge  the  existing  one. 
The  total  cost  of  the  work  and  purchase  of  the  land  is  esti- 
mated at  .$39,000,  and  the  combined  capacity  of  both  reser- 
voirs will  be  1,065,000,  which  meets  the  requirements  of  the 
Fire  Underwriters. 

The  contract  for  the  Rock  City  Tobacco  Company's  new 
leaf  factory  at  Leamington,  Ont.,  has  been  awarded  to  Mr. 
VV.  VV.  Link.  This  building  will  be  220  x  50  feet  and  will  be 
located  on  the  north  side  of  Ivan  Street.  For  one-half  of  its 
length,  the  construction  will  be  of  concrete  and  the  remainder 
of  galvanized  iron.  Work  is  to  liegin  at  once  and  is  to  be 
completed  in  three  months. 

The  excavation  work  for  the  new  government  iiflice 
building  in  Ottawa,  on  O'Connor  Street,  for  which  Messrs. 
Bate,  McMahon  &  Comjiany  are  contractors,  has  been  pushed 
forward  rapidly,  witli  130  men  and  10  teams  on  the  job.  The 
excavation  for  the  main  building  will  be  to  a  (lejith  of  1 1  ft^ 
below  the  level  of  tlie  sidewalk,  while  for  tlie  cnai  cellar  it 
will  be  IT  ft.,  the  total  nunil)er  of  cul)ic  yards  Ijeing  12,000. 

.As  a  special  concession  to  tlie  Dominion  Steel  Products 
Company,  which  will  erect  loo  homes  in  lirantford,  (_)nt.,  to 
cost  from  $3,000  to  $5,000,  the  city  council  have  agreed  to 
levy  lax  on  only  half  of  the  building  assessment,  which  is  also 
to  be  fixed  for  five  years.  Tlie  scliool  and  local  improvement 
taxes,  however,  will  be  levied  in  full.  The  city  will  pay  the 
cost  of  grading  the  streets  in  the  new  sul)di\isinii,  aniniinting 
to  $25,000. 

With  the  ol)jecl  nf  encouraging  tlie  building  of  sniiill 
ajiartment  iiouses  and  the  conversion  dF  large  residences  to 
similar  use,  the  sul)-C(immittee  of  the  Toronto  lioard  of  con- 
trol, after  consultation  with  the  city  architect  and  lire  chief, 
have  recommended  to  the  city  council  tliat  tlic  residential 
by-laws  1)C  modilied  with  reference  to  tlie  area  bounded  by 
Bloor  Street  on  the  north  and  Parliament  Street  and  Dover- 
court  Road  on  the  east  and  west  respectively. 

In  connection  with  the  large  mining  undertaking  of  the 
Granby  Consolidated  Mining,  Smelting  &  Power  Company  on 
Varjcouver  Island,  where,  in  the  vicinity  of  Cassidy's  Land- 
ing, near  Nanaimo,  coal  areas  recently  acquired  arc  now  be- 
ing developed,  work  is  also  being  proceeded  with  siniultane- 
.ously  on  the  $1,000,000  coke  plant  of  the  ccmipany  near  An- 
yox.  This  plant  will  be  supplied  with  co;il  from  the  com- 
pany's holdings  on  Vancouver  Island,  It  will  l)e  located  at 
Graves  Point,  a  mile  and  one-half  from  tlic  company's  great 


copper  smelter.  Storage  sheds  are  being  erected,  the  brick 
slicd  alone  having  a  floor  area  of  half  an  acre.  Construc- 
tion of  the  coal  bunkers  is  also  under  way.  These  are  52  ft. 
wide  and  300  ft.  long  and  more  than  705,000  ft.  of  lumber 
will  be  used  in  their  construction. 

The  Canadian  Northern  Railway  will  spend  in  the  neigh- 
l)orhood  of  $2,000,000  in  improvements  and  the  construction 
of  new  branch  lines  this  year,  according  to  a  recent  announce- 
ment. Almost  all  of  this  work  will  be  done  on  lines  west  of 
Port  Arthur,  and  a  great  deal  of  it  in  Saskatchewan  and  Al- 
berta_.  An  order-in-council  has  been  passed  authorizing  the 
company  to  proceed  with  the  construction  of  the  Medicine 
Hat-Hanna  branch,  which  serves  a  well  settled  and  fine  grain 
producing  country.  The  contract  for  the  construction  of  the 
section  of  this  branch  from  Hanna  to  the  Red  Deer  River, 
has  been  awarded  to  W.  A.  Button,  Winnipeg-  Construction 
of  the  line  northwest  of  Gravelbourg  also  is  contemplated. 
The  line  from  Battleford  to  Edmonton  and  from  Edmonton 
to  Edson  will  be  ballasted.  New  eighty-pound  rails  will  be 
laid  from  Munson  to  Hanna.  Second  track  work  will  be  built 
from  Drumheller  westerly  to  accommodate  the  growing  traffic 
from  the  collieries  there.  In  the  vicinity  of  Edmonton  work 
of  refilling  in  the  trestle  at  the  west  end  of  the  Fort  Sas- 
katchewan bridge  is  commencing.  The  trestle  work  will  be 
filled  in  right  up  to  Edmonton  this  season.  Considerable 
sums  will  be  expended  on  station  buildings,  works  and  water 
supply,  and  general  improvements  in  terminals.  Some  work 
also  is  conteiuplated  on  lines  east  of  Winnipeg. 


Personals 

Mr.  T.  P.  Howard,  general  manager  of  the  Phoenix 
Bridge  &  Iron  Works,  Montreal,  has  been  elected  vice-presi- 
dent of  the  Canadian  Manufacturers'  Association.  He  is  now 
at  Washington  on  the  stai?  of  the  British  War  Commission. 

Major  H.  M.  Mowat,  K.C.,  M.P.  for  Parkdale  riding, 
Toronto,  speaking  before  a  recent  meeting  of  electors,  out- 
lined a  bill  which  he  proposes  introducing  in  Parliament  in 
connection  vvfith  the  re-establishment  of  soldiers  in  civil  life. 
His  suggestion  is  to  form  soldiers'  settlements  near  cities, 
wliere  returned  men  and  their  families  could  live,  and  the 
erection,  l)y  the  government,  of  power-equipped  homes  where 
the  men  could  follow  all  kinds  of  employment. 


Obituary 

Mr.  Edward  Wakelield,  153  Evelyn  Ave.,  Toronto,  of  the 
firm  of  Wakelield  &  Company,  and  one  of  the  pioneer  brick 
manufacturers  of  Toronto,  died  from  heart  failure  recently. 

Lieut.  Harold  L.  Scully,  formerly  of  Owen  Sound,  Ont., 
and  who  previous  to  enlistment  was  on  the  stafl  of  the  Do- 
minion Constructicni,  Toronto,  is  reported  to  have  died  of 
wounds  in  h'rancc.  He  was  a  lirntlier  of  A,  A.  Scully,  con- 
Iracfnr,  13:!  I';iy  .'-'treet,  Toroiit", 


Trade  Publications 

Tarvia-KP  for  L!old  Patching — issued  l)y  the  Barrett 
Company.  This  is  descrilied  as  a  handy  vest-pocket  reference 
boiiklet  showing  each  step  in  patching  a  road  with  "Tarvia- 
Ki',"'    It  is  nicely  illustrated. 

The  Harrison  Safety  Boiler  Works,  Philadelphia,  Penn., 
manufacturers  of  the  Cochrane  lines  of  equipment,  have  is- 
sued a  timely  little  booklet,  "Ways  in  which  the  Cochrane 
Metering* Heater  Saves  Coal."  Canadian  Allis-Chalmers, 
Ltd.,  Toronto,  handle  this  equipment  in  Canada. 

The  I'ufTalo  Forge  Company,  BufTalo,  N.Y.,  have  re- 
cently issued  Section  No.  108  of  their  catalogue,  covering 
stationary  forges.  It  is  noted  that  all  forges  in  this  section 
have  lieen  renuml)ered  and  in  order  to  avoid  confusion  an  in- 
dex is  included  showing  both  the  old  and  new  numbers. 


Contracts  Department 

News    of   Special   Interest   to   Contractors,   Engineers,   Manafactnrert  and 

Dealers  in  Building  Supplies 


Waterworks,  Sewerage  and 
Roadways 

Daysland,  Alta. 

The  Provincial  Govornnienl,  Kdiiinii- 
ton,  contemplate  the  costructiim  ol 
drains.  Engineer,  A.  Macdonald,  lul- 
nionton. 

East  London,  Ont. 

Tenders  will  be  called  shortly  for  the 
construction  of  a  tile  sewer  costing  $1.5,- 
500  for  the  City  Council.  Clerk,  S. 
Baker. 

Fullerton  Township,  Ont. 

Tenders  are  being-  received  l)y  the 
clerk,  R.  H.  I'omery,  Inillerlon,  until 
July  8  for  the  construction  of  the  ".\n- 
dersoii"  drain  at  a  cost  of  $8,,')()0  for  the 
Township  Council. 

Halifax,  N.S. 

City  Council  contemplate  the  exten- 
sion to  Brunswick  .Street.  Clerk,  L.  1. 
Monaghan. 

Maidstone  Township,  Ont. 

Town  Council  contemplate  dramage 
work  costing  !ii;i,.-.46.  Clerk,  .\.  Mous- 
seau. 

Merritton,  Ont. 

Tenders  are  being  received  by  the 
clerk,  Richard  Clark,  until  noon,  July  8, 
for  the  construction  of  1,370  feet  of  30- 
inch,  1,000  feet  of  13-inch  and  1.000  feet 
of  10-inch  sewers  for  the  Municipal 
Council.  ■  Plans  and  speci hcations  with 
the  engineer,  F.  N.  Rutherford,  C.E.,  34 
Queen  Street,  St.  Catharines. 

New  Glasgow,  N.S. 

Town  Council  contemplate  the  con- 
struction of  pavement  costing  !F:)0,000  on 
North  Provost  Street.  Engineer,  t.  b. 
Eraser. 

St.  John,  N.B.  ,  . 

Citv  Council  contemplate  iiavmg  nniiii 
side  of  Marsh  Road  at  a  cost  ..1  $10,400. 
Clerk,  H.  E.  Wardroper. 

Ste.  Tite,  Que.  ,      ,  , 

Tenders    will    l>e    called  >^ 
gravelling  roadway  at  a  cost  ol  $1.>.00() 
for  the  Town  Council. 

Sault  Ste.  Marie,  Ont. 

City  Council  contemplate  the  construc- 
tion of  bitulithic  pavement  c(.stiiig  $^o,- 
000  on  Queen  St.  Engineer,  \V  .  1^.  Mc- 
I'aul. 

The  construction  of  sanitary  sewers 
costing  $30,000  is  contemplated  by  tlic 
C'ity  Council. 

Vancouver,  B.C. 

The  City  Council  will  construct  sew- 
ers on  Sixteenth  .\ve.  at  a  cost  ol  $S,- 
000.    Clerk,  Wm.  Macquecn. 

Plans  have  been  drawn  for  water 
mains,  hydrants  and  lire  hose  for  the  t  ity 
Council.    Clerk,  Wm.  Macqueen. 

Windsor,  Ont.  ,  ,     .  , 

Tenders  will  be  called  about  JuIn  -s  lor 
the  construction  of  an  intercepting  sow- 
er for  the  Utilities  Commission,  town 


Cniiiuil.  I'jiginecr,  Morris  Knowle^. 
liaiik  of  (  (Jinmerce  lihig. 

York  Township,  Ont. 

Tenders  will  lie  received  uiiiil  June  -".i 
fur  the  construction  of  a  concrete  side- 
walk 1)11  Weston  Road.  Engineer,  {-"rank 
ISarlier,  K)  Jarvis  Street,  Tor<Hito. 

CONTRACTS  AWARDED 
Edmonton,  Alta. 

Ilrown  &  liargreaves.  Merchants  I'.ank 
ISldg.,  have  the  general  contract  for  lifi- 
inch  sewer  extension  costing  $37,4.')()  for 
the  City  Council. 

Ottawa,  Ont. 

The  ()tlawa  b'ire|)roof  &  .Suiiply  Co., 
Sussex  Street,  have  the  contract  for  pipe 
in  connection  with  the  construction  of 
an  18-inch  tile  pipe  sewer  costing  $'.).- 
000  on  Booth  St.  for  the  City  Council. 

St.  Benoit,  Que. 

(Joddclte  &  La  Chapelle.  St.  Ours,  have 
the  general  contract  for  gravelling  streets 
at  a  cost  of  $:i4,000  for  the  City  Council. 

St.  Jerome,  Que. 

F.  E.  Siinard,  St.  Espirit.  has  the  gen- 
eral contract  and  will  require  gravel  and 
tools  for  gravelling  two  miles  of  road  at 
a  cost  of  $7,050  for  the  Department  of 
Public  Works,  Quebec. 


Railroads,  Bridges  and  Wharves 

Cedar  Springs,  Ont. 

Peel  County  and  the  Canadian  Pacilic 
Railway  will  construct  a  subway.  County 
clerk,  i).  Kirkwond,  i'.ranipton. 

ChilHwack,  B.C. 

The  Deparlinent  of  Public  \\  orks. 
Provincial  (iovernnicnt.  Victoria,  con- 
teiiiiilate  reiiairs  to  bridge  over  the  V'ed- 
(ler  Uiver.  Chief  engineer,  .\.  E.  Fore- 
man. 

Back  Bay,  N.B. 

Tenders  will  lie  received  hy  the  secre- 
tary. R.  C.  Desrochers.  Ottawa,  until 
noon,  July  17,  for  renewal  and  repair>  to 
luiblic  wharf  for  the  Department  of  Pub- 
lic  Works.   Dominion  (lovcninu-iit. 


Battery  Point,  N.S. 

renders  are  being  received  by  the  sec- 
retary. K.  C.  Desrochers.  Ottawa,  until 
noon'.  Inly  17th.  for  the  construction  of 
an  addition  to  the  south  breakwater  for 
the  Department  of  I'ublic  Works.  Do- 
minion Ciovcrnmeiit. 

Maple  Ridge,  B.C.  . 

The  Miami  Corporation.  W  ilnnngloii. 
Delaware,  L^S..-\.,  eonteiiiplale  the  con- 
struction of  liflcen  miles  of  logging  rail- 
way costing  $350,000.  .\bernethy  I'v 
Eoughecd,  Port  llaney.  are  local  repre- 
sentatives. 

Port  Colborne,  Ont. 

Tonders  are  being  received  l>\  the  sec 
rctary.  I\.  C.  Desrochers.  (Utawa,  until 
Inly  II  f'T  rebuilding  eiui  of  cast  break- 
water    for     the     Department  of  Public 
\\  iirks.  Dominion  ( iovernineiit. 


CONTRACTS  AWARDED 
Andcrdon  Township,  Ont. 

rill  Siratiord  I'ridKe  &  Iron  Work* 
t  o..  '.II -'j7  l>ie  .St..  Straiford.  have  the 
general  contract  for  the  erection  <jf  two 
steel  liritlKes  costing  $i:t,<KNt  over  the 
Canarfl  River  for  the  Township  Council. 

Arthabaska,  Que. 

.\ugii-5te  QuesncI,  .\rthal>aska,  has  the 
general  contract  for  «31,U'J.O  ste<I  1,rid-r 
for  tlie  .Xrtliaba^ika  Municipalit 

Chicoutimi,  Que. 

Tliadce  lirisson  has  the  general  con- 
tract for  $.».20(i  highway  bridvc  f  .r  the 
Tf)wn  Council. 

East  Zorra  Township,  Ont. 

Win.  J.  \  anee  has  the  general  c'»ntract 
for  the  erection  of  four  -li  r1  l.ridji-.  f.,r 
the  Township  Council 

Ellice  Township,  Ont. 

The  Str.itfc.rd  I'.ridge  &  Iron  Co..  'Jl-<J7 
Erie  Street.  Stratford,  iiave  the  general 
contract  for  $.i.:.'5.j  steel  bridge  for  the 
T{iwnsliip  Council. 

Gilletta,  Ont. 

K.  G.  Sutherland.  AM  t  hapel  St..  '  >tta- 
wa,  has  the  general  contract  for  rein- 
forced concrete  and  steel  bridirc  f'T  the 
Townshii)  Council. 

Lansdowne,  Man. 

.\lex.  Scobie.  Winnipeg,  or  care  of 
clerk,  M.  E.  I'ougliton.  Lansdowne.  ha.> 
the  general  contract  for  reinforced  con- 
crete bridge  over  White  Mud  River  for 
the  Municipal  Council. 

Lorette,  Man. 

Geo.  Gauthier  has  the  general  contract 
for  pile  bridge  over  Fisli  Creek  for  the 

Municipal  ('nuiicil. 

Southampton,  Ont. 

C  ainpbell  &  Lattiniorc.  C.  P.  R.  BKIr.. 
Toronto,  ha\e  the  general  contract  i"r 
.$15,000  concrete  dam  lor  the  Sawgecn 
Electric  Light  &  Power  Ci>.,  Ltd..  Walk- 
erton. 

Toronto,  Ont. 

Wells    &    (iray.    Confederation  Life 
BIdg..  have  the  general  contract  (or 
000  roundhouse,  etc..  for  the  Canadian 
Pacitic   Uailway.  Room  602,  I'nion  Sta- 
tion. 

Winnipeg,  Man. 

The  fiilliiwiiig  C"iui.ul~  ii.i\c  'reii 
awardeil  in  connection  with  alterations 
and  a<ldition  costing  $|0.ooo  to  terminal 
station  fi>r  the  l  ity  (."ouncil: — Steel.  Man- 
itidia  Bridge  &  Iron  Works,  Ltd..  Lo^an 
St.  W.:  plumbing.  .\.  English.  ItM  Mar- 
grave St.:  piling.  W.  J.  Mohnes,  cor. 
Langside  and  Portage.  The  general 
contractors,  cMayden  Co.,  Ltd..  l-'urhy 
Place,  will  carry  out  the  masonry,  car- 
l)cntry.  plastering  and  painting. 

Public  Buildings,  Churches 
and  Schools 

Byron,  Ont. 

Plaii>  .md  speeifications  are  with  the 
owners.  I  he  Lond«<n  Health  .\ssociation. 
who  will  recei\e  tenders  until  the  en  ' 


Tenders  and  For  Sale  Department 


Tra 


Tenders  Wanted 


SeaJed  tenders  addressed  to  Mr.  John  Debbie, 
.'!17  Victoria  Ave.,  Xiagara  Falls,  Ontario,  Chair- 
man of  Executive  Hoard,  will  be  received  until 
p.m.,  Wednesday,  July  3rd,  for  the  various 
trades  reiiuired  in  the  erection  of  a  building,  for 
the  Union  Church  of  Niagara  Falls,  Ont.  Plans 
and  specifications  may  be  seen  at  the  ofhce  of  tlie 
architects,  Messrs.  Cordon  &  Helliwell,  ."j2(i  Con- 
feileration  Life  Building,  Toronto,  or  at  the  above 
address  at  Xiagara  Falls.  The  lowest  or  any  ten- 
tier  not  necessarily  accejited.  2(i-li(j 


Tenders  Wanted 


Scaled  tenders  will  be  received  up  to  8  p.m.  on 
Tuesday,  July  2nd,  1918,  to  repair  the  supply 
pipes  of  tlie  water  tank  at  Ilawkesbury.  For 
infoiniation  apply  to  foreman  of  coriioration,  D. 
McKellar.  An  accei)tc-d  chetjue  for  o  per  cent, 
of  amount  tendered  must  accompany  eacli  tender. 

The  Corporation  will  not  be  bound  to  accept 
the  lowest  or  any  of  the  tenders. 

Tenders  to  be  addressed  to : 


M.  GAREAU, 


Town  Clerk. 


Tenders  Wanted 


Sealed  tenders  for  all  trades  in  connection  with 
the  erection  of  St.  Mary's  College  at  Brockville, 
Ont.,  for  the  Congregation  of  the  Most  Holy  Re- 
deemer, will  be  received  at  tlie  office  of  the  under- 
signed until  Saturday,  June  29,  at  5  p.m. 

Tenders  to  be  accompanied  by  marked  cheque 
for  5  per  cent,  of  amount  of  bid.  The  lowest  or 
any  bid  not  necessarily  accepted. 

Plans,  Specifications  and  contract  forms  may 
be  seen,  and  Tender  Forms  obtained,  at  the  office 
of  the  Architect.  Blue  prints  and  specifications 
may  be  obtained  by  depositing  a  marked  cheque 
for  $25.flO,  which  will  be  returned  on  return  of 
Blue  Prints  and  Specifications  in  good  condition. 

CHARLES  J.  READ,  Architect, 
137-8  Confederation  Life  BIdg., 
2.0-20  Toronto,  Ont. 


Sealed  tenders  addressed  to  the  undersigned, 
and  endorsed  "Tender  for  Military  Isolation 
Hospital,  Kingston  (Ongwanada),  Ont.,"  will  be 
received  at  this  office  until  12  o'clock,  noon,  on 
Friday,  June  28,  1918,  for  the  construction  of  a 
Military  Isolation  Hospital,  Kingston  (Ong- 
wanada), Ont. 

Plans  and  specification  can  be  seen  and  forms 
of  tender  obtained  at  the  offices  of  the  Chief  Ar- 
chitect, Department  of  Public  Works,  Ottawa ; 
Power  &  .Son,  Architects,  Kingston ;  the  Clerk 
of  Works,  I'ostal  Station  "  F,"  Toronto,  and  the 
Overseer  of  Dominion  Buildings,  Central  Post 
Office,   Montreal,  P.Q. 

Tcntjers  will  not  be  considered  unless  made  on 
the  forms  supplied  by  the  Department  and  in  ac- 
cordance witli  the  conditions  set  fcjrth  therein. 

Each  lender  must  be  accompanied  by  an  ac- 
cepted cheque  on  a  cliarterid  bank  payable  to 
the  order  of  the  Honourable  the  Minister  of  Pub- 
lic Works,  equal  to  10  per  cent,  of  the  amount 
of  the  tender. 

I!y  order. 

K.  C.  DESROCIIERS, 

.Secrelary. 

Deparliiicnt  of  I'ublic  Works, 

Ottawa,  June  15,  1018.  25  2C 


Sealed  tenders,  addressed  to  the  undersigned, 
and  endorsed  "Tender  for  Military  (larage,  To- 
ronto, Ont.,"  will  be  received  at  this  office  until 
12  o'clock  noon,  on  Tuesday,  July  2,  1918,  for  the 
construction  of  a  Military  Garage  at  Toronto,  Ont. 

Plans  and  specifications  can  be  seen  and  forms 
of  tender  obtained  at  the  offices  of  the  Chief  Ar- 
chitect. Department  of  Public  Works,  Ottawa, 
and  the  Clerk  of  Works,  Postal  Station  "  F," 
Toronto,  Ont. 

Tenders  will  not  be  considered  unless  made  on 
the  forms  supplied  by  the  Department  and  in  ac- 
cordance with  the  conditions  set  forth  therein. 

Each  tender  must  be  accompanied  by  an  accept- 
ed cheque  on  a  chartered  bank  payable  to  the  or- 
der -of  the  Honourable  the  Minister  of  Public 
Works,  equal  to  10  per  cent,  of  the  amount  of  the 
tender. 

By  order, 

R.  C.  DESROCHERS, 

Secretary. 

Department  of  I'ublic  Works, 

Ottawa,  June  1!>,  1!)1.S.  2G-2() 


Tenders  Wanted 


Intercepting  Sewer 

Essex  Border  District 


Sealed  proposals  will  be  received  by  the  Essex 
Border  Utilities  Commission  at  the  office  of 
M  orris  Knowles,  Ltd.,  Engineers,  8  Royal  Bank 
Building,  Windsor,  Ontario,  Canada,  until  twelve 
o'clock  noon,  July  8,  1918,  where  they  will  im- 
mediately thereafter  be  publicly  opened  and  read, 
for  the  construction  of  the  East  Sewage  Inter- 
ceptor   and  Appurtenances. 

The  work  includes  ftirnishing  all  the  material 
and  doing  all  the  work  for  about: 

1060  ft.  of  15-inch  Vitrified  Pipe  Sewer. 

I.SIO  ft.  of  18-inch  Vitrified  Pipe  Sewer. 

1.530  ft.  of  20-inch  Vitrified  Pipe  Sewer. 

2.540  ft.  of  24-inch  Vitrified  Pipe  Sewer. 

1960  ft.  of  27-inch  Vitrified  Pipe  Sewer. 

3640  ft.  of  .'iH-inch  Vitrified  Pipe  Sewer. 
49  Manholes. 

2  Measuring  Chambers. 

3  Regulating  Chambers. 

Each  proposal  must  be  accompanied  by  a  cer- 
tified cheque  for  five  per  cent.  (5  p.c.)  of  the 
bid.  payable  to  the  Essex  Border  Utilities  Com- 
mission, as  guarantee  that  in  case  the  bid  be 
accepted,  the  bidder  will,  within  ten  days  there- 
after, execute  the  contract  and  furnish  a  satis- 
factory bond. 

A  corporate  bond  in  an  acceptable  surety  com- 
pany will  be  required  from  the  successful  bidder, 
and  in  the  amount  of  fifty  thousand  (JfSO.OOO) 
dollars. 

Plans  and  specifications  of  the  work  are  on 
file  in  the  office  of  Morris  Knowles,  Ltd.,  Wind- 
sor, Ontario,  and  in  the  office  of  Morris  Knowles, 
Inc.,  1200  Jones  Bldg.,  Pittsburgh,  Penna., 
U.S.A. 

Intending  bidders,  upon  a  deposit  of  twenty- 
five  (.$25)  dollars  will  be  entitled  to  receive  two 
copies  of  the  form  of  proposal,  one  copy  of  the 
notice  to  bidders,  contract  and  specifications,  and 
one  set  of  the  plans.  The  deposit  will  be  re- 
funded in  case  the  contract,  specifications  and 
plans  are  returned  in  good  condition  on  or  be- 
fore July  0,  1018,  or  in  case  a  bid  is  submitted. 

The  right  is  reserved  to  reject  any  or  all  bids 
or  to  accept  the  one  that  in  the  opinion  of  the 
said  Commission  is  for  the  best  interests  of  the 
district. 

Bids  must  be  sealed  and  addressed  to  the  Es- 
sex Border  Utilities  Commission,  8  Royal  Rank 
Building,  Windsor,  Ontario,  and  marked  "Pro- 
posal for  East  .Sewage  Interceptor." 

Essex  Border  Utilities  Commission. 
GORDON    McGregor,  chairman. 
C.   L.   BARKER,  Secretary. 


Tenders  for  Sewers 

Town  of  Merritton 


Sealed  tenders,  marked  as  to  contents,  addressed 
to  Richard  Clark,  Municipal  Clerk,  Jlerritton, 
Ont.,  will  be  received  until  noon  of  Monday,  July 
8th,  1918,  for  the  construction  of  1270  feet  of  30- 
mcli,  lUOU  feet  of  12-inch  and  1000  feet  of  10-inch 
suwers. 

Plans,  specification  and  other  data  will  be  sup- 
plied on  application  to  the  undersigned. 
No  tender  necessarily  accepted. 

F.  N.  RUTHERFORD, 

Municipal  Engineer, 
26-27  St.  Catha  rines,  Ont. 


Parliament  Buildings,  Ottawa 

Tenders  Wanted 

for 

Interior  Doors,  Etc. 


-Sealed  tenders  will  be  received  by  the  under- 
signed until  noon,  July  16,  1918,  for  the  "  "In- 
terior Doors,  etc.,"  required  in  the  reconstruction 
of  this  building. 

i\ll  tenders  are  to  be  based  on  the  supplying  and 
delivering  to  the  site  in  the  manner  indicated  and 
under  the  conditions  set  forth  of  all  doors,  door 
frames,  transom  sash,  door  trim,  base-board,  pic- 
ture mould,  etc.  as  indicated  and  described  on  the 
drawings  and  in  the  specifications. 

The  work  of  tliis  contract  shall  be  proceeded 
with  as  may  be  directed  and  in  such  manner  as  to 
comply  with  the  requirements  of  the  specifications. 

Plans,  specifications  and  any  other  information 
re<|uired  can  be  obtained  at  the  office  of  the  Gen- 
eral Contractors,  P.  Lyall  &  Sons  Construction 
Company,  Limited,  Ottawa. 

Each  tender  must  be  accompanied  by  an  accept- 
ed checjue  on  a  chartered  bank,  payable  to  the 
order  of  the  Minister  of  Public  Works,  for  a  sum 
not  less  than  five  per  cent.  (.5  p.c.)  of  the  amount 
of  the  tender  which  will  be  forfeited  if  the  parties 
tendering  decline  to  enter  into  a  contract  when 
called  upon  to  do  so.  If  the  Tender  is  not  ac- 
cepted the  cheque  will  be  returned.  If  the  tender 
is  accepted  an  additional  cheque  for  a  sum  et|uiva- 
lent  to  five  per  cent.  (.5  p.c.)  of  the  tender  must 
be  deposited  before  tlie  contract  is  signed.  The 
total  security  will  be  forfeited  if  the  contractor 
fails  to  complete  the  work  contracted  for. 

Payments  for  material  will  be  made  monthly. 

Samples  must  be  submitted  as  required  by  the 
specifications. 

The  lowest  or  any  tender  not  necessarily  ac- 
cepted. 

Envelopes  containing  tenders  to  be  marked, 
"Tenders  for  Interior  Doors,  etc.,"  and  addressed 
to   the  undersigned. 

JOHN  A.  PEARSON,  Architect. 
J.  O.  MARCI-IAND,  Associate. 
Centre  Block,  Parliament  Bldg., 

Ottawa.         '  26-27 


SITUATION  VACANT 


WANTED 


An  Expert  Continuous  Brick  Kiln  Builder,  In 
supervise  construction  of  ;i  large  brick  plant  lo 
catcd  at  ()ucbec.     Apply,  staling  exiH'ricnce,  to 

Citadel   Brick  &   Paving  Block  Company, 
2«  27-28  Ouebec,  One. 


June  26,  1012 


THE   CONTRACT  RRCOKIj 


4) 


For  Sale 

Travelling  A  Frame  Derrick 


60  ft.  boom,  suitable  for  clam  slicll,  orange  peel, 
or  coal  liandling;  equipped  with  8  x  12  hoisting 
engine,  3  drum  and  swinger.  Excellent  condition. 
Immediate  shipment. 

The  A.  R.  Williams  Machinery  Co.,  Ltd., 
64  Front  Street  West, 
IT  t.f.  Toronto,  Ont. 


For  Sale 

1  Xo.   7-i   1).   M.   Oiiincy  Cias   Engine  .\ir  Com- 
pressor. 

:t  .Steel   Four-whceleil  Maney  Scrapers. 

1  Wheeling  mounted  ( lasoline-driven  Kock  Crush- 
er, capacity  about  2.j  cubic  yard.s  per  day. 

L'.IHHI  feet  Wrought  Iron  Water  I'ipe,  sizes  J4  in., 
1  in.,  I'/i  in.  and  2  in. 

2  (Ordinary  Wheel  Scrapers. 

1  Set  Whalen  Collapsible  Steel  Culvert  Forms. 
All  in  good  condition.    Correspondence  solicited. 

H.  T.  KOUTI.V, 
20-27-28  .        Winchester,  Ont. 


For  Sale 

1 — Standard  Gauge  Dinkey. 
1 — Model  (il  Marion  Shovel. 
L — Model  50  Marion  Shovel. 
1 — 40C  liucyrus  Shovel. 

1 — Vulcan   Revolving   Shovel  on   traction  wheels, 

1J4   yard  dipper. 
1 — 7  X  12   Beatty   Hoisting  Engine. 
1 — 7    X    10    Lidgerwood    Hoisting    Engine  with 

Swinger. 

1 — I'/J  yard  Hayward  Clam  Shell  Bucket. 
Eastern  Equipment  Company,  Limited, 
211  Mctiill  Street, 
20-27  Montreal,  Que. 


Board  of  Education 


Sealed  tenders,  whole  or  separate,  addressed 
to  the  Secretary-Treasurer  of  the  Board,  will  be 
received  until 

Monday,  July  15th,  1918 

for 

All  Trades  for  Two  New  School 

Buildings  on 
Glengrove  and  Glenholme  Avenues, 
also 

Sundry   Trades — Midsummer  Repairs, 
including 

Cabinet  Work,  Electric  Wiring,  Plumb- 
ing, Steamfitting,  Tinsmithing, 
Removal  of  Trees  from  McMurrich 
School  Grounds,  Ossington  Avenue, 
Near  St.  Clair  Avenue. 

Specifications  may  be  seen  and  all  information 
obtained  at  the  office  of  t-he  Superintendent  of 
Buildings,  155  College  Street.  Kacli  tender  will 
be  subject  to  tlie  By-laws  and  Regulations  of  the 
Board  and  must  be  accompanied  with  an  accepted 
bank  cheiiue  for  five  i)er  cent,  of  the  amount  of 
tender,  or  its  ecpiivalent  in  cash,  applying  to  said 
tender  only.  Sureties  for  all  tenders  exceeding 
four  thousand  dollars  must  be  furnished  by 
Surety  Companies.  Tenders  must  be  in  the 
hands  of  the  Secretary-Treasurer  at  his  oflieo. 
Adminiistration  Building,  not  later  than  four 
o'clock  p.m.,  on  the  day  named,  after  which  no 
tender  will  be  received.  The  lowest  or  any  len- 
der will  not   necessarily  be  accepted. 

W.    C.  Wll.KIN'SOX, 

Secretary  'rieasurei 

C.\K()1.IXK   S.    BROWN,  M.D.. 
■)(;.2iJ  Chairman  of  Conimiltee. 


Wanted 

*'■•>'•'■'  '•  '■■  I ""<•  ii.-p'-. i.,i,,  I.. 

VVareliouse  I  lei  k.s  and   .Vecouiilaiiti,  (■ 

South  .Xnitrira,  three  year  conlriic(i>.  e- 

and    from    pro(icrly    and    salary  wliile 

paid  by   the  (  oinpaiiy.     Box   No.  "W,  ('ontraci 

Ueeoril,  Toronto.  "Jd  27  2X 


8  inch  and  10  inch 

SPIRAL  PIPE 
For  Sale 

I  mnicdiatc  .Sliipnient — sul)ject  to  iirior 
<lisi>o.sitii)n,  aiiproximately — 

5,000  feet  10-inch  diameter. 
1,000  feet    8-inch  diameter. 

New  Spiral  .Vsplialted  I'ipc  in  2.j-foot 
lengths,  conii)letc  with  I'lauKes,  IJolt.s 
and  Gaskets,  also  Tecs. 

Offered  at  extremely  low  prices.  I'ot 
further  information  apply  Box  7.jO.  Con- 
tract liecord,  Toronto.  20-27 


of  the  month  for  the  erection  of  a  $:i5,- 
000  tubercclosis  huildinfr.  Chairman,  Sir 
.\(Iani   ]?cck,  (ill  Albert  St.,  London. 

Calgary,  Alta. 

Tenders  will  be  called  shortly  for  the 
erection  of  a  convalescent  hospital  for 
tlie  Department  of  I'ulilic  Works, 
Dominion  Government,  .\rchitect,  Capt. 
\V.  L.  Symons.  Robinson  IJldfi.,  Ottaw'a. 

East  Zorra  Township,  Ont. 

W.  W.  LaChance,  Welland.  is  prepar- 
ing plans  for  .$65,000  consolidated  school 
for  the  Five  School  Districts.  Superin- 
tendent of  Public  Schools,  J.  M.  Cole. 

Woodstock. 

Fairmont,  B.C. 

Tenders  will  be  called  shortly  for  the 
erection  of  a  vocational  building  for  the 
Department  of  Public  Works,  Dominion 
Government.  Acting  chief  architect,  R. 
C.  Wright,  Robinson  Bldg.,  Ottawa. 

Halifax,  N.S. 

The  Roman  Catholic  Corporation  con- 
template the  erection  of  an  addition  to 
St.  Teresa's  Home  on  Harrington' Street. 
Clerk,  D.  T.  Lyiiagh,  South  Park  Street. 

Kingston,  Ont. 

Tenders  are  bein.g  received  by  the  sec- 
retary, R.  C.  Desrochers,  until  noon,  June 
28,  for  the  erection  of  a  military  isola- 
tion hospital  for  the  Department  of  Pub- 
lic Works,  Dominion  Government. 

Niagara  Falls,  Ont. 

Tenders  will  be  called  shortly  for  the 
erection  of  a  $15,000  Sunday  school  for 
the  Union  Church,  Ellen  Ave.  .\rchi- 
tects,  Gordon  &  Helliwell.  Confederation 
Life  Bldg-.,  Toronto. 

Ottawa,  Ont. 

The  Public  Library  Hoard,  Mctcalle 
St.,  contemplate  enlarging  reading  room. 
Librarian,  W.  J.  Sykes. 

Quebec,  Que. 

Tenders  are  being  called  by  the  archi- 
tect. G.  K.  Tanguay,  20  dWiguiilon  St.. 
for  the  erection  of  a  $i:(7,000  school  for 
the  Scltool  I'oard. 

St.  John.  N.B. 

Tenders  are  being  received  by  lite  ar- 
cliitocl,  Xeil  Hrodie.  42  I'rincess  St.. 
until  July  ~  for  the  erection  of  a  $110,- 


000  church  and  Sunday  ochool  for  St. 

DaviM's  l*rc*l>yi<-r'.iM  (  '.r-.-f  :- 1'\  • 

St.  Louia,  Sask. 

'1  cnilcr>>  arc 
chitcct.  \.  L.  h- 
hy  IMfick,  Sask.r  tr 
the  ercctif»n    of    a  'if 

1  ather  .\dain.  I'la:  >n* 
are  with  the  owner  ami  archilcct. 

Sault  Ste.  Marie,  Ont. 

(  .  .\.  l  itwUay,  .»27  Queen  Street  E..  hat 
the  general  contract  for  $40.(mH)  addition 
t(»  scho<jl  for  the  I'ublic  School  board. 
Chairman,  H.  1'.  Goodfcllnw. 

Winnipeg,  Man. 

TiiKkr^  will  l>c  called  shortly  for  the 
erection  of  a  military  hrtspital.  including 
hospital  ward.  nurse.>>'  huildinK.  etc.,  for 
the  I'ublic  Works  Department.  Dominion 
Government.  .\rchitects.  Capt.  W.  L. 
Symons  and  (  tiii  f  R   i '.  \\  ri;,'ht 

CONTRACTS  AWARDED 
Dartmouth,  N.S. 

Till  following  contracts  have  been 
awarded  in  connection  witli  the  erection 
of  a  .$200,000  school  for  the  School  Board: 
—  Plumbing.  J.  Ritchie  &  Co.,  180  Port- 
land St.;  sheet  metal,  Jas.  Donohue.  Bed- 
ford Row,  Halifax;  electrical  work,  J. 
Starr  Son  &  Co.,  Granville  Street. 

Toronto,  Ont. 

I.  t  asey.  :iO  Dalhousit  St.,  has  the  con- 
tract for  painting  and  glazing  for  $70,- 
000  school  for  the  Board  of  Education. 

Windsor,  Ont. 

Lanilieri  iV  Braithwaite.  19  KfcEwan 
.\ve..  have  the  general  contract  tor  four 
schools  costing  $4.:it>o.  and  Schultz  Bros. 
Ltd.,  :!7  Ali)ion  St..  the  contract  for  one 
school  costing  .$tJlO  for  the  Windsor 
School  B..ar(!.  La  Belle  P.M- 


Business  Buildings  and  Indus- 
trial Plants 

Chicoutimi,  Que. 

P.  Riverin  will  erect  a  $20.00(»  flour 
mill.  Engineer,  Ed.  Lavoic. 

Merlin,  Ont. 

(  oatsworth  Brick  and  Tile  Company 
have  the  contract  for  l»locks  for  cement 
i)lock  garage  to  he  erected  by  John  Dent. 

Montreal,  Que. 

Tenders  are  in  for  the  erection  of  a 
$'.>,000  garage  and  residence  for  Dionnc 
&  Dionne.  4120  St.  Catherine  St.  Joseph 
Sawyer,  407  Guy  St..  is  the  architect. 

The  Estate  of  Henry  Earle.  .12:i  Beaver 
Mall  Hill,  will  make  alterations  to  store 
and  residence  at  a  cost  of  iri.OlM).  W.  S. 
Wright.  204  St.  James  Street,  is  the  ar- 
chitect. 

E.  Dionne.  2012  Notre  Dame  St.  W.. 
will  erect  a  $."),000  garage  and  has  award- 
ed the  steel  and  ironwork  to  the  Phoe- 
ni.\  Bridge  &  Iron  Works.  Ltd..  83  Col- 
borne  St.,  and  the  millwork  and  lumber 
to  R.  Mcl"arlanc  &•  Co..  I.t.!  S'  Ta-i  e-i 
Street. 

Niagara  Falls,  Ont. 

\\  itcliell  1.*^:  Son,  .'>6  St.  Helens  .\veniie, 
Toroitto.  wdl  sulunit  a  general  le-  'r-  • 
the  erection  of  a  bank  for  the  N' 
Hank  of  Canada,  licati  oftice.  N 
and  desires  suli-tcnders  on  snialler  tr.4..i  - 

'Tenders  will  l>e  received  l>y  the  archi 
tects,  Siicpard  &  lalvin.  Excelsior  Lite 
P.ldg..  Toronto,  until  June  2S  f«>r  the  erec- 
tion of  a  two-storey  bank  for  the  N''- 
chants    I5ank    of    Canada,  head 
Montreal. 
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North  Vancouver,  B.C. 

The  Deliaiice  Packing  Co.,  50  Hastings 
W..  contemplate  the  erection  of  a  retail 
fish  market.  Manager,  A.  H.  Sherman. 

The  W'm.  Lyall  Shipbuilding  Co.,  con- 
temjilate  the  erection  of  an  addition  to 
shipbuilding  berths.  Manager,  E.  D. 
Cook. 

Ottawa,  Ont. 

Leon  Sabourin.  200  Hawthorne  Ave., 
contemplates  the  erection  of  a  building 
and  a  stable. 

Point  Grey,  B.C. 

The  1!.  C.  Box  Co..  Ltd.,  295  Duffenn 
St.  \V.,  will  erect  a  sawmill  on  the  banks 
of  the  Fraser  River.  Manager,  Thos. 
Harvil,  1001  Burrard  Street. 

Port  Clements,  B.C. 

W.  P.  Lynch  will  erect  a  sawmill  and' 
will  likely  let  smaller  trades  and  require 
machinery. 

Port  Haney,  B.C. 

The  Miami  Corporation,  Haney,  B.C., 
and  Delaware,  U.S.A.,  contemplate  the 
erection  of  a  lumber  mill.  Abernethy  & 
Lougheed,  Port  Haney,  are  local  repre- 
sentatives. 

Queensborough,  B.C. 

The  British  Columbia  Mfg.  Co.,  Lulu 
Island,  -New  Westminster,  contemplate 
the  erection  of  a  toy  factory. 

Toronto,  Ont. 

Plans  are  being  prepared  for  two- 
storey  brick  factory  building  'for  the 
Martin-Senour  Co.,  Ltd.,  215  Victoria  St. 

Tenders  are  being  received  by  the  ar- 
chitect, C.  S.  Cobb,  71  Bay  St.,  until  June 
29,  for  all  trades  in  connection  with  al- 
terations to  store  for  bank  for  the  Im- 
perial Bank,  .32  Wellington  E. 

Tenders  will  be  received  until  July  2 
for.  the  erection  of  a  one-storey  frame 
garage  for  the  Department  of  Public 
Works,  Dominion  Government.  Acting 
architect,  R.  C.  Wright,  Robinson  Bldg., 
Ottawa.  R.  C.  Desrochers,  Ottawa,  is 
the  secretary. 

The  British  Forgings,  Ltd.,  Atlantic 
.\ve..  are  erecting  a  $3,000  munitions 
building. 

The  British  Acetones  Toronto  Ltd., 
Trinity  Street,  will  erect  a  .$6,000  addi- 
tion to  their  tank  house. 

V.  S.  Mallory,  65  .\delaide  E.,  is  pre- 
iiaring  plans  for  a  brick  factory  building. 

CONTRACTS  AWARDED 

Brampton,  Ont. 

W'm.  Warr  has  the  concrete,  stone  and 
brick  work  and  W.  R.  McCuUough  the 
cariientry  work  for  $12,000  factory  ex- 
tension for  the  Hercules  Rubber  Co. 

Brantford,  Ont. 

I'.  II.  Sccord  &  Sons,  Ltd.,  133  Nelson 
.St..  have  the  general  contract  and  the 
Dominion  Bridge  Co.,  Ltd.,  Imperial  Life 
HIdg.,  Toronto,  the  structural  steel  con- 
tract for  $30,000  factory  extension  for  the 
Verity  Plow  Co.,  Ltd..  Canal  Road.  .Sec- 
retary-treasurer. W.  G.  Ranton. 

Th,e  Boake  Mfg.  Co.,  Ltd.,  Dartnell 
Ave.,  Toronto,  have  the  liunber,  and  I'en- 
net  &  Wright  Co.,  72  Queen  St.  E.,  To- 
ronto, the  plumbing  contract  for  $175,000 
shell  factf>ry  ff)r  Motor  Trucks  Limited, 
Elgin  .Street. 

Schulfz  Bros.,  Ltd..  .37  .Albion  St.,  have 
llic  general  contract,  and  The  Hamilton 
Bridge  Works  Ltd.,  Hamilton,  the  steel 
contract  for  $8,000  one-storey  brick  ad- 


dition to  boiler  house  for  the  Cockshutt 
Plow  Co.,  Ltd.  A.  E.  Foulds,  care  of  gen- 
eral contractors,  open  for  tenders  on 
roofing  and  sheet  metal  work.- 

Collingwood,  Ont. 

The  Dickie  Construction  Co.,  Limited, 
Ryrie  Bldg.,  Toronto,  ha\e  the  general 
contract  for  remodelling  hotel  into  bank 
for  the  Merchants  Bank  of  Canada,  head 
office,  Montdeal. 

Fort  William,  Ont. 

Messrs.  Fegles- Bellows  Company,  of 
Fort  William,  have  closed  with  the  .A.  B. 
Ormsby  Company  for  rolling  steel  doors 
for  the  Saskatchewan  Co-operative  Ele- 
vator Company. 

Gait,  Ont. 

The  Brantford  Roofing  Co.,  Ltd.,  Syd- 
enham St.,  Brantford,  have  the  roofing 
contract  for  brick  addition  to  plant  for 
the  Gait  Brass  Co.,  Ltd. 

Guelph,  Ont. 

The  following  contracts  have  been 
awarded  in  connection  with  remodelling 
factory  at  a  cost  of  $20,000  for  Sythes  & 
Co.,  Ltd.: — Steel,  Lnuden  Machine  Co.; 
carpentry,  Geo.  Walker;  plasteding,  J.  J. 
Mahony,  Kent  St.;  painting,  R.  H.  Bar- 
ber, Farquhar  St.  A.  Bowles  is  the  ar- 
chitect. 

Halifax,  N.S. 

The  following  contracts  have  l)een 
awarded  in  connection  with  the  erection 
of  a  $30,000  hotel  for  the  King  Edward 
Hotel: — Plumbing  and  heating,  G.  .\.  Per- 
rier,  Granville  St.;  painting  and  glazing, 
Martin  &  Moore,  Barrington  St.;  sheet 
metal,  Jas.  Donohue,  Bedford  Row. 

Liverpool,  N.S. 

Rawding  &  Telfer,  Main  St.,  have  the 
general  contract  for  cold  storage  plant 
for  the  North  .\merican  Fisheries  &  Cold 
Storage  Ltd. 

London,  Ont. 

C.  Redge,  286  Huron  St.,  has  the  .gen- 
eral contract  for  the  conversion  of  resi- 
dence into  store  and  apartment  for  Ed- 
ward Shea,  573  Wellington  St. 

Moncton,  N.B. 

G.  F.  Perry,  773  Main  St.,  has  the  con- 
tract for  the  plumbing  and  electrical  work 
for  repairs  to  store  and  residence  for  R. 
M.  Rive,  230  Highfield  Street. 

Montreal,  Que. 

L.  E.  Moulton  &  Co.,  Ltd.,  142  Inspec- 
tor St.,  have  the  contract  for  plumbing, 
heating  and  sprinkler  system,  and  the 
Canada  Electric  Co.,  250  Beaver  Hall 
Hill,  the  electrical  work  for  alterations 
costing  $6,000  to  warehouse  for  the  Do- 
minion Cartage  Co.,  120  St.  James  St. 
The  general  contractors.  Reid  Bros.,  511 
St.  Catherine  St.,  will  carry  out  the 
masonry,  carpentry  and  painting. 

J.  E.  Blanchard  &  Sons,  2133  St.  Law- 
rence Blvd.,  have  the  rooling,  plum!)ing 
and  heating  for  $20,000  addition  to  fac- 
tory for  the  Imperial  Pin  Co.,  Ltd.,  500 
Parthenais  Street. 

Cami)bell  Gilday  Co.,  Ltd.,  79:!  St.  Paul 
St.  W.,  have  the  rooling  contract  for  $22,- 
000  machine  shop  for  the  Dominion  Coj)- 
l)er  Products  Co.,  Ltd.,  Dominion  Station, 
Lachine. 

John  Colford,  5()Sa  Guy  .St.,  has  the 
plumbing  and  heating,  and  Geo.  R.  Wil- 
liams &  Co.,  :!1  Milton  St.,  the  painting- 
contract  for  $100,000  institute  for  the  Me- 
chanics Institute,  204  St.  James  Street. 

Montreal  West,  Que. 

The  following  contracts  ha\c  been 
awarded  in  connection  with  ihc  conver- 


sion of  a  hotel  into  bank  at  a  cost  of  $15,- 
000  for  the  Bank  of  Hamilton,  head  office, 
Hamilton: — Mill  work  and  trim,  Paul  De- 
mers,  115  Van  Horne  Ave.,  Outremont; 
electrical  work,  Vincent  &  Say  Electric 
Co.,  351  Union  Ave.,  Montreal;  Hickey 
&  .Auibut,  93  Dominion  Street. 

Ottawa,  Ont. 

J.  W.  Foster,  11  Irving  .\ve.,  has  the 
general  contract  for  one-storey  carpen- 
try shop  for  Mrs.  J.  W.  Foster. 

Outremont,  Que. 

-Alfred  Mcrcure,  419  Labrecque  Street, 
Montreal,  has  the  general  contract  for 
$8,000  garage  and  alterations  to  reisdence 
for  Eugene  A.  Sehez,  381  McDougall 
Ave.,  who  will  let  plumbing,  heating  and 
electrical  work. 

Pembroke,  Ont. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $25,000  bank  for  the  Merchants 
Bank  of  Canada,  head  office,  Montreal: 
Marble  and  tile  work.  Smith  Marble  & 
Construction  Co.  Ltd.,  145  Van  Horne 
Ave.,  Montreal;  painting,  J.  M.  Taylor, 
Pend)roke;  lumber,  J.  &  W.  Duncan  Ltd., 
1801  Ontario  E.,  Montreal. 

St.  Boniface,  Man. 

Carter-Halls-Aldinger  Co.,  519  Union 
Bank  Bldg.,  Winnipeg,  have  the  general 
contract  for  $36,000  warehouse  for  the 
Western  Canada  Flour  Mills  Co.,  Ltd., 
10th  Floor,  Union  Trust  Bldg.,  Winnipeg. 

Shawinigan  Falls,  Que. 

The  Sharpe  Construction  Co.,  Ltd., 
Lindsay  Bldg.,  Quebec,  have  the  general 
contract  and  Edmond  Bourassa,  95  Notre 
Dame  St.,  Three  Rivers,  the  contract  for 
wooden  trestle  for  the  erection  of  a  $100,- 
000  factory  for  the  Canadian  Ferro  .Al- 
loys Company. 

Sydney,  N.S. 

J.  R.  Martin,  Victoria  Rd.,  has  the  gen- 
eral contract  and  will  let  plumbing,  heat- 
ing and  electrical  work  for  $23,000  office 
and  warehouse  for  the  Sydney  Whole- 
sale Grocery  Co.,  74:i  Victoria  Road. 

Toronto,  Ont. 

The  Sherwood  Construction  Co.,  Mail 
Bldg..  have  the  general  contract  for  fi\e- 
storey  reinforced  concrete  warehouse  for 
the  Massey  Harris  Co.,  King  W. 

The  John  V.  Gray  Construction  Com- 
liany  have  lieen  awarded  the  contract  for 
alterations  to  stock  pens  for  the  llnion 
Stock  Yards,  Limited,  alterations  to  fer- 
tilizer building  for  Gunn's  Limited,  and 
for  alterations  to  foundry  building  for 
the  Canadian  Rumley  Co.,  Limited. 

Geo.  Oakley  &  Son,  Ltd.,  278  Booth 
Ave.,  have  the. contract  for  stone  for  $45,- 
000  addition  to  plant  for  the  Universal 
Tool  Steel  Co.,  159  Dufferin  Street. 

The  Dickie  Construction  Co.,  Ryrie 
Bldg.,  have  the  general  contract  for  one- 
storey  brick  garage  building  for  the  Can- 
adian Aeroplanes,  Ltd.,  Dufferin  Street. 

J.  P.  McCallum.  68  Arundel  .Ave.,  has 
the  plumbing  contract  for  two  stores 
costing  $7,000,  for  J.  M,  Walker,  87  Bath- 
gate Ave. 

B.  H.  Prack,  Lumsden  Bldg.,  has  the 
general  contract  for  reinforced  concrete 
l)oiler  house  for  the  Palmolive  Co.  of 
Canada,  Ltd.,  64   Natalie  Street. 

Walkerville,  Ont. 

Wells  &  Gray,  Ltd.,  I!aiik  of  Coninierce 
lUdg..  Windsor,  liaxc  the  general  con- 
tract and  will  Id  pliuubing,  heating, 
iiainting,  rooling  and  electrical  work  for 
$:;(),000  factory  for  Hiram  Walker  &  St)ns, 
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Boil 


e  r  s 


V¥/'E  make  the  well  known  Inglis 
*  *  Standard  Return  Tubular  Boilers, 
in  all  sizes  and  capacities.  Inglis  boilers 
are  made  in  Canada  and  have  been  in- 
stalled in  many  of  the  largest  steam  plants 
in  Canada. 

Quotations  gladly  furnished. 


The  John  Inglis  Company,  Limited 

ENGINEERS  AND  BOILERMAKERS 
14  Strachan  Ave.       -        -       Toronto,  Canada 

Ottawa  Representative— J.  W.  ANDERSON,  7  Bank  Street  Chambers 
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Limited.  Architect,  Jno.  R.  Boyd,  2W 
Ouellette  Ave..  Windsor. 

The  Otis-Fensom  Elevator  Co.,  Ltd.. 
50  -Baj'  St.,  Toronto,  have  the  contract 
for  elevator  for  $00,000  factory  for  Mc- 
Gregor Ban  well  Co.,  Walkerville. 

Wells  &  Gray,  Ltd.,  Confederation  Life 
Bldg.,  Toronto,  have  the  general  con- 
tract and  R.  Paddon  &  Co.,  141)  Sandwich 
St.  E.,  Windsor,  the  plumbing  and  heat- 
ing for  alterations  costing  .$14,000  to 
building  for  the  Bell  Telephone  Co., 
head  office,  118  Notre  Dame  St.  W., 
Montreal. 

Winnipeg,  Man. 

J.  ,\.  Patterson,  664  Coryden  Ave.,  has 
the  general  contract,  masonry  and  car- 
pentry for  stone,  brick  and  mill  ware- 
house for  the  Winnipeg  Paper  Co.,  cor. 
Pacific  and  Ellen  Streets. 

Carter-Halls-Aldinger  Co.,  .519  LTnion 
Bank  Bldg..  have  the  general  contract 
for  $27,000  four-storey  stone,  mill  and 
brick  mill  for  the  B.  B.  Rye  Flour  Mills, 
Ltd.,  Higgons  and  Sutherland  Streets. 

Carter-Halls-Aldinger  Co.,  519  Union 
Bank  Bldg.,  have  the  general  contract, 
masonry  and  carpentry,  and  the  Metal 
Shingle  &  Siding  Co.,  of  Manitoba,  Ltd., 
Notre  Dame  St.  W.,  the  metal  sash  con- 
tract for  .'i!25,00  warehouse  for  the  Swift 
Canadian  Co..  Ltd.,  Louise  Bridge. 


Residences 

Brantford,  Ont. 

Geo.  Randier.  178  Murray  St.,  will  erect 
a  one-storey  brick  residence  and  will  let 
plumbing  and  heating. 

Calgary,  Alta. 

Tenders  are  in  for  the  erection  of  a 
.$9,000,  IK'  storey,  tile  and  stucco  resi- 
dence for  H.  E.  Midleton,  care  of  archi- 
tects, Burrell  &  McDonnell,  Centre  St. 

Chatham,  Ont. 

J.  Methven,  Fifth  St.,  Victoria  Block, 
has  been  appointed  architect  for  $3,000, 
two-storey,  brick  residence  fur  F.  Crage, 
Joseph  St. 

Bulk  or  Seperate  tenders  are  being  re- 
ceived by  the  architect,  A.  E.  Nicholson, 
46  Queen  St.,  St.  Catharines,  until  July 
1  for  the  erection  of  a  residence  for 
Henry  Knight.  Plans  and  specifications 
with  the  architect  and  MacLean  Daily 
Reports.  Ltd.,  .345  .Adelaide  St.  W.,  To- 
ronto. 

Halifax,  N.S. 

The  Estate  J.  Ross,  Moran  St.,  will 
make  repairs  to  six  residences  at  a  cost  of 
$2,500  each. 

A.  R.  Cobb,  Tramway  Bldg.,  is  prepar 
ing  plans  and  tenders  will  be  called  soon 
for  the  erection  of  a  $10,000  residence 
ff.r  .\rthur  l'"..  Doull,  '.i-il/,  Morris  St. 

Hamilton,  Ont. 

W.  R.  Bennett,  Victoria  Apt.,  King  E., 
will  erect  two  $1,500,  two-storey,  frame 
residences,  will  carry  out  the  carpentry, 
healing  and  roofing  and  let  plumbing, 
heating,  ])ainting,  plastering  and  electrical 
work, 

W.  Finden.  291  Catharine  St.  N.,  will 
erect  a  $3,000,  two-storey,  lirick  residence 
and  carry  out  the  masonry,  carpentry 
and  joofing. 

Levis,  Que. 

Lorcn/.M  .'\nger,  .St.  Jf)hn  St.,  Queliec, 
is  preparing  plans  for  alterations  to  resi- 
dence for  Edouard  Perreault,  St.  George 
St, 

London,  Ont. 

Tender^  will  l)c    called    July  I  for  ir 


modelling  residence  at  a  cost  of  $4,000  for 
\^'.  G.  Murray,  Dominion  Savings  Bldg. 

Montreal,  Que. 

Elie  .A.larie,  1983  Clarke  St..  will  erect 
a  $5,000,  two-storey,  l)rick  residence,  and 
will  require  a  quantity  of  brick,  sand, 
gravel,  cement  and  lumber. 

Geo.  E.  Blackwell.  4184  St.  Catharine 
St.,  will  be  in  the  market  for  lumber, 
lirick,  sand,  gravel,  cement,  lath,  etc.,  and 
will  let  roofing  and  electrical  work  in 
connection  with  the  erection  of  three 
residences  costing  $30,000. 

Owen  Roberts,  368  Kingston  .\ve..  will 
erect  two  two-storey,  stone  and  brick 
residences  costing  $13,000,  and  will  be 
in  the  market  for  all  kinds  of.  building 
material. 

L,  Beaudry,  2420  Hutchison  St.,  gen- 
eral contractor  for  $12,000  residence  for 
F.  H.  Dupuis,  Prince  Arthur  Apts.,  will 
carry  out  the  painting.  Roofing,  plaster- 
ing, plumbing  heating  and  electrical 
work  will  be  let. 

The  Greenfield  Land  &  Construction 
Cq.  Ltd.,  235  St,  James  St„  will  erect  a 
$4,200,  two-storey,  brick  veneer  residence 
and  carry  out  the  masonry,  carpentry, 
plastering  and  painting.  Roofing,  plumb- 
ing, heating,  excavating,  foundation  and 
electrical  work  will  be  let. 

Ottawa,  Ont. 

W,  H,  Lee,  36  Barton  St,,  will  erect  a 
$5,000  residence  and  is  receiving  tenders 
until  July  1  for  plumbing,  heating,  plas- 
tering, painting  and  electrical  work. 

R.  J.  Cough,  129  Glenora  Ave,,  will 
erect  apartments. 

David  Arbuckle,  40  Gwynne  Ave,,  has 
secured  a  site  on  which  he  will  erect  a 
$5,000  residence. 

Plans  are  in  progress  for  a  $6,300 
residence  to  be  erected  on  Lewis  Street 
by  David  Arbuckle,  49  Gwynne  St. 

B.  A.  Grison,  115  Fentiman  Ave,,  will 
erect  a  $4,500  residence  and  wants  ten- 
ders for  plumbing,  heating,  plastering, 
painting  and  electrical  work. 

Wm.  Bellanger,  7  Edgar  St,,  will  erect 
flats  costing  $5,000  on  Preston  Street. 

Wm.  O'Byrnes,  379  Arlington  Ave,, 
contemplates  the  erection  of  a  l)rick  resi- 
dence. 

Shawenegan  Falls,  Que. 

.A.ljraham  Hill  will  erect  tenements 
costing  $12,000,  and  is  in  the  market  for 
a  quantity  of  building  material, 

Aime  Beaulieu  is  erecting  tenements 
costing  $4,000, 

Leopold  Lanneville  will  erect  tene- 
ments costing  $7,000  on  Third  Street  and 
is  in  the  market  for  a  quantity  of  build- 
ing material . 

St.  Maurice,  Que. 

Emile  Fontaine  will  erect  a  $7,000, 
two-storey,  frame  residence,  and  is  in 
the  market  for  a  ipiantity  of  Imilding  ma- 
terials. 

Three  Rivers,  Que. 

Tenders  will  be  called  shortly  for  the 
erection  of  an  $8,000,  two-storey,  brick 
cottage  for  Lucien  Gagnon,  St.  Prosper 
St,   Jules  Caron,  69  St.  Francais  Xavier. 

Jules  Caron,  09  St.  Francois  Xavier,  is 
preparing  plans  for  foundations  and  re- 
pairs costing  $4,000  to  residence  for  Ovi- 
la  Houlr, 

Toronto,  Ont. 

Tenders  are  wanted  for  excavating, 
'.tone  and  brick  work.  c;iri)entry,  pluml)- 


ing  and  painting  for  residence  for  R. 
Pointer,  69  Millicent  St, 

B.  Lack,  160  Willow  Ave.,  will  erect 
a  pair  of  two-storey,    brick    residences ' 
costing  ,$4,500. 

A,  Yee,  15  Merrill  Ave,,  will  erect  two 
pair  of  two-storey,  brick  and  brick  veneer 
residences  costing  $6,000. 

C.  S.  Lucas,  1  Lipton  Ave.,  will  erect, 
a  $2,300,  two-storey,  brick  residence. 

G.  W.  Lucas,  51  Harcourt  Ave.,  will 
erect  a  pair  of  two-storey,  brick  resi- 
dences costing  $4,350. 

F.  S,  Mallory,  65  Adelaide  E„  is  the 
architect  for  alterations  to  New  Northern 
Hotel  for  apartments. 

Bulk  tenders  are  wanted  for  the  erec- 
tion of  eight  pair  of  two-storey  tile  and 
brick  residences  to  cost  $5,000  a  pair. 

J.  W,  Butchart,  158  Blythwood  Rd., 
will  erect  a  $3,500,  two-storey,  brick  resi- 
dence and  let  smaller  trades. 

Tenders  are  wanted  on  hot  water  heat- 
ing, plumbing,  wiring,  painting,  glazing, 
and  plastering  for  $6,000  residence  for 
Chas.  Hough,  905  Broadview  Ave. 

G.  W,  Lucas,  51  Harcourt  Ave.,  will 
erect  a  $3,000,  two-storey,  brick  residence 
and  let  smaller  trades, 

C.  S.  Lucas,  1  Lipton  Ave.,  will  erect 
two  pair  of  two-storey,  roughcast  and 
brick  residences  costing  $6,000, 

W.  J.  Travis,  103  Lytton  .Blvd.,  will 
erect  a  $5,000,  2yi  storey,  brick  residence 
and  let  smaller  trades. 

Geo.  Farrell,  13  Sellers  Ave.,  will  erect 
three  two-storey,  brick  residences  costing 
$4,800. 

Mcllroy  &  Lowery,  105  Clendennan 
Ave.,  will  erect  a  $3,000,  two-storey, 
brick  residence  and  let  all  small  trades. 

W.  J.  Travis,  103  Lytton  Blvd.,  will 
erect  a  $5,000,  2yi  storey,  brick  residence 
and  let  smaller  trades. 

.A.,  &  A,  Grant,  837  Logan  Ave.,  will 
erect  a  pair  of  2]/?  storey,  brick  residences 
costing  $6,000, 

Warrington  &  Bage,  82  Wheeler  Ave., 
will  erect  a  pair  of  two-storey,  brick  and 
veneer  residences  costing  $4,000. 

S.  H.  Lumb,  63  Arundel  Ave.,  will  erect 
a  pair  of  two-storey,  brick  residences 
costing  $4,200. 

Padfield  Bros,,  29  Hunter  St.,  will  erect 
a  pair  of  two-storey,  brick  residences 
costing  $4,000,  and  will  let  hot  air  heat- 
ing and  wiring. 

A.  L,  Sanagan,  2234  Queen  E.,  will 
erect  a  $3,500,  two-storey,  brick  residence 
and  let  heating,  plumbing,  plastering  and 
wiring, 

Vancouver,  B.C. 

Murdock  Campbell,  739  Hastings  St., 
W.,  will  erect  two  $3,500,  one-storey, 
frame  and  brick  residences  and  will  re- 
quire 1500  brick  and  a  quantity  of  plas- 
tering. 

Woodstock,  Ont. 

Dr.  W,  Kupp,  33  Light  St.,  will  erect 
five  $2,000  residences  on  Norwich  Ave, 

CONTRACTS  AWARDED. 
Chauvin,  Alta. 

Bennett  &  White  Construction  Co., 
Second  St.  E.  and  Eighth  .'\ve.,  Calgary, 
have  the  general  contract  for  bungalow 
for  A.  C.  Giflford. 

Halifax,  N.S. 

H.  G,  Hagcn  &  Co.,  Ltd.,  161  Quinpool 
Rd.,  have  the  plumbing  and  T.  T.  Dorey. 
Mollis  St„  the  electrical  work  for  $5,000 
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Burlington  Steel 
Co.,  Ltd. 

i,  Canada 


STEEL  BARS 


For 


Concrete  Reinforcing 


THE  MOST  IMPORTANT  FACTOR  IN 
CONCRETE  REINFORCEMENT  IS  THE 
TENSILE  STRENGTH  AND  ELASTIC 
LIMIT  OF  THE  REINFORCING  BAR. 

OTHER  THINGS  BEING  EQUAL, 
STEEL  HAVING  THE  HIGHEST  ELAS- 
TIC LIMIT,  OR  YIELD  POINT,  WILL  BE 
THE  MOST  SATISFACTORY  FOR  REIN- 
FORCEMENT. WHEN  UNDER  STRAIN, 
AS  SOON  AS  THE  ELASTIC  LIMIT  OF 
ANY  REINFORCING  BAR  IS  REACHED, 
THE  METAL  STRETCHES,  RAPIDLY 
DECREASING  IN  SECTION,  DRAWING 
LOOSE  FROM  THE  CONCRETE,  AND 
DESTROYING  THE  MONOLITHIC  BOND 
EXISTING  BEFORE  THIS  POINT  IS 
REACHED.  THEREFORE,  THE  SAFETY 
OF  THE  ENTIRE  CONSTRUCTION  IS  IN 
DIRECT  PROPORTION  TO  THE  ELAS- 
TIC LIMIT  OF  THE  STEEL  USED. 

THE  ELASTIC  LIMIT  OF  RAIL  CAR- 
BON STEEL  IS  50,000  TO  60,000  POUNDS 
PER  SQUARE  INCH,  EITHER  TWISTED 


OR  PLAIN,  AS  COMPARED  WITH  AN 
ELASTIC  LIMIT  OF  25,000  TO  30,000 
POUNDS  IN  SOFT  STEEL. 

THAT'S  WHY  RAIL  CARBON  STEEL, 
WITH  ITS  80,000  POUNDS  MINIMUM 
TENSILE  STRENGTH,  IS  RECOMMEND- 
ED AS  BEING  FAR  SUPERIOR  FOR  ALL 
KINDS  OF  REINFORCED  CONCRETE 
WORK. 

AT  OUR  HAMILTON,  ONT.,  WORKS 
WE  BUY  SELECT  RAILS,  AND  ROLL 
THEM  INTO  RAIL  CARBON  STEEL  RE- 
INFORCING BARS  IN  A  PLANT  WHICH 
IS  THE  EMBODIMENT  OF  THE  LATEST 
THOUGHT  AND  PRACTICE. 

THESE  BARS  CAN  BE  SUPPLIED 
FROM  STOCK  IN  VARIOUS  SIZES, 
LENGTHS  AND  SHAPES.  WE  CAN 
ALSO  ROLL  SPECIAL  SHAPES  AND 
SIZES  TO  FIT  YOUR  PARTICULAR  RE- 
QUIREMENTS. 


Bars  bent  to  shape  for  Beams, 
Stirrups,  Etc. 

Prompt  Shipment 
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residence  for  A.  S.  Austen,  Gottingen 
St. 

Cragg  Bros.  Ltd.,  Barrington  St.,  have 
the  electrical  contract  for  .$7,000  residence 
for  Jas.  Hillis,  Hollis  St.  The  general 
contractors.  Eastern  Investment  Corp., 
Ltd.,  Cragg  Bldg.,  will  let'  the  plumbing. 

The  following  contracts  have  been 
awarded  in  connection  with  the  erection 
of  a  $6,000  residence  for  Mrs.  Thackeray, 
care  of  general  contractor,  O.  L.  Giffin, 
61  Allen  St.:  Masonry.  Jas.  Burns.  29S 
Chebucto  Rd.;  plastering,  F.  E.  Dobson, 
38  Allen  St.;  plumbing  and  heating, 
Chas.  E.  Oldenburg,  4  Argyle  St.  The 
general  contractor  will  carry  out  the 
painting  and  will  let  wiring. 

Hamilton,  Ont. 

F.  D.  Barnes.  33  Fife  St.,  has  the  gen- 
eral contract,  masonry,  carpentry  and 
roofing  for  $,5,000,  two-storey,  brick  resi- 
dence for  C.  F.  Price,  26  Fairleigh  Ave., 
N. 

Lewisville,  N.B. 

Sumner  &  Co..  Main  St.,  Moncton,  have 
the  plumbing  and  electrical  contracts  for 
$.!, 000 .  residence  for  Carl  Eraser,  761 
Main  St.,  Moncton. 

Moncton,  N.B. 

G.  F.  'Perry,  773  Main  St.,  has  the 
plumbing,  heating  and'electrical  contracts 
for  the  erection  of  a  residence  and  re- 
pairs to  two  residences  at  a  cost  of  $3, .500 

■for  A.  E.  Metzler,  194  Queen  St. 

Montreal,  Que. 

Lavigeur  &  Menard,  2483  St.  Lawrence 
Blvd.,  have  the  roofing,  plumbing  and 
heating,  and  A.  Lapierre,  Avenue  Laurie, 
the  electrical  work  for  four  residences, 
costing  $16,000  for  Adrien  Gregoire,  418 
NorthclifTe  Ave.,  who  will  carry  out  the 
masonry,  carpentry  and  painting. 

Ottawa,  Ont. 

Ed.  Wentzlifi^e,  249  McKay  St..  has  the 
carpentry  contract  for  six  residences 
costing  $.5,000  for  M.  C.  Neate,  Rockcliffe, 
Ottawa. 

Toronto,  Ont. 

Percy  Payne,  666  Balliol  Ave.,  has  the 
plumbing  and  heating  contracts  for 
$3,7.50  residence  for  Miss  L.  M.  Inman, 
247  St.  Clements  Ave. 

W.  J.  Wise  Heating  Company,  117 
X'aupghan  Rd.,  have  the  plumbing  .and 
heating,  and  W.  J.  Porter,  10.5  Ballion 
Ave.,  the  plastering  contract  for  $4,000 
residence  for  G.  T.  Death,  244  Sheldrake 
Ave. 

Fred  Markham,  .51  Orchard  \'iew  Blvrl., 
has  the  general  contract  for  $.5,000  resi- 


dence for  T.  Mower  Martin,  225  Colling- 
ham  St. 

R.  C.  Ramsay,  129  Blythwood  Rd.,  has 
the  general  contract  and  will  let  smaller 
trades  for  the  erection  of  a$5.000  resi- 
dence for  Misses  Boulton. 

Wm.  Howard,  74  Borden  St.,  has  the 
plumbing  and  heating  contracts  for  $6,000 
residence  for  R.  J.  Farnon,  Kennedy  Ave. 

Wm.  Howard,  74  Borden  St.,  has  the 
plumbing  and  heating  for  $8,000  residence 
for  E.  B.  Varey,  174  Balmoral  Ave. 

Westmount,  Que. 

Campl)ell  Gilday  Co.,  Ltd.,  793  St.  Paul 
St.,  W.,  Montreal,  have  the  roofing  and 
L.  B.  Smith,  251  Addington  Ave.,  Mon- 
treal, the  electrical  work  for  $10,000  resi- 
dence for  Geo.  E.  Blackwell,  4184  St. 
Catherine  St.,  Montreal. 


Power  Plants,  Electricity  and 
Telephones 

Montague,  N.S. 

The  Montague  Gold  Mining  Company 
contemplate  installation  of  power  equip- 
ment. Superintendent,  E.  S.  Romilly 
Smith. 

Ottawa,  Ont. 

Work  will  start  soon  on  a  conduit  sys- 
tem for  the  Bell  Telephone  Company, 
Besserer  St.,  Manager,  J.  E.  McPherson, 
Queen  St. 

Winnipeg,  Man. 

Tenders  are  ])eing  received  by  the  sec- 
retary, M.  Peterson,  54  King  St.,  until 
10  a.m.,  July  5,  for  the  supply  of  glass- 
ware and  electrodes  required  for'  the 
Street  Lighting  Department  for  year 
1918-1919. 

CONTRACTS  AWARDED. 
Sherbrooke,  Que. 

Loomis  Dakiu,  Ltd.,  25  Belvidere  St.. 
have  the  general  contract  for  $30,000  dis- 
tributing station  for  the  City  Council. 

Weedon,  Que.  < 

Loomis  Dakin  Ltd.,  25  Belvidere  St.. 
Sherbrooke,  have  the  general  contract  for 
$3,000  transformer  house  for  the  Sher- 
brooke City  Council. 


Ottawa.  Deputy  Minister,  G.  J.  Desbar- 
ats . 

Inverness,  N.  S. 

Tenders  are  being  received  by  the  sec- 
retary, R.  C.  Desrochers,  Ottawa,  until 
noon,  July  9,  for  the  construction  of  har- 
l)or  improvements  for  the  Department  of 
Public  Works,  Dominion  Government. 

Osgoode,  Ont. 

Boyd  Bros,  are  in  the  market  for  a 
quantity  of  cement,  stone,  sand,  lumber^ 
and  reinforcing  steel. 

Ottawa,  Ont. 

J.  B.  Low,  358  Lisgar  St.,  is  in  the 
market  for  35,000  red  brick,  cement, 
sand,  stone,  lumber  and  concrete. 

Port  Coquitlam,  B.C. 

The  Coquitlam  Council  contemplate 
dredging  the  Coquitlam  River  from  the 
C.P.R.  bridge  to  the  mouth  of  the  river. 

St.  Maurice,  Que. 

Emile  Fontaine  will  erect  barn  and 
stable  costing  $3,000. 

Toronto,  Ont. 

C.  A.  Ward,  300  College  St.,  will  erect 
a  $6,000  drive  shed  on  Oxford  St. 

Vancouver,  B.C. 

Tenders  will  likely  be  called  shortly 
for  pile  work  to  cost  $4,870  for  the  City 
Council.   Engineer,  F.  L.  Fellowes. 

West  St.  John,  N.B. 

Tenders  are  Ijeing  received  by  the 
engineer  in  charge,  A.  Gray,  St.  John's 
Harljor,  until  1  p.m.,  June  29,  for  the 
supply  of  birch,  spruce  and  B.  C.  fir  lum- 
l)er  for  the  Department  of  Public  Works, 
Provincial  Government. 

Winnipeg,  Man. 

The  Young  Men's  Christian  Associa- 
tion, 301  Vaughan  St.,  contemplate  the 
erection  of  a  $40,000  hut. 


Miscellaneous 

Esquimault,  B.C. 

Tenders  are  open  for  the  construction 
of  a  coaling  jetty  for  the  Department  of 
Naval  Service,     Dominion  Government, 


CONTRACTORS 
and  TENDERERS 

for  Superior  Servic* 

THE 

Canadian  Surety  Co. 

26  Wellington  St.,  Eait 

Phone  Main  2609   TORONTO,  Ont. 
Represented  in  all  the  principal 
cities  and  towns  in  the 
Dominion. 

BONDS  INSURANCE 

of  every  description      PUte  Glass— Burglary 
Automobile 


WOODEN  PIPE 


t     Wire  wound  wood  Btave  pipe,  2  in.  to  24  in.  diameter.  Con- 
tinuous  wood   stave   pipe,   any   diameter  required. 

CANADIAN  PIPE  CO.,  LIMITED 

Ettablithed  1904  New  Factory  Erected  1910 

Equipped  witli  the  most  up-to-date  machinery.  Every 
machine  driven  by  a  separate  electric  motor.  Satisfaction 
Gua  ranteed. 

0«ica  and  Factory— 550  Pacific  St.,  VANCOUVER,B.C. 


Tenders 

A  few  dollars  spent  in  advertising 
your  proposals  in  the 

Contract  Record 

and  Engineering  Review 

would  result  in  additional  competition, 
which  might  save  your  city  or  town  or 
your  client  many  hundreds  of  dollars. 
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^^ade  in  Canada 


Preseri/es  Roads 
Pre i/e fits  Dust^ 


Tarvia  in 
York  County 


VoriKC    Street,  (  , 

Ont,.  treated  witli  "Tarvia- 
I!"  ill  l!M(i  aii'l  1!II7.  Thir- 
teen miles  i)f  this  rijail 
treateil   with  Tarvia. 


The  York  County  Highway  Board  has 
been  using  Tarvia  ever  since  1914.  Tar- 
via has  made  good  as  it  always  does,  sav- 
ing the  roads  from  damage  by  automo- 
biles and  wagon-trafific  and  saving  the 
taxpayers'  money  by  the  same  process. 
One  of  the  accompanying  pictures 
shows  a  stretch  of  the  1914  work.  The 
photograph  is  recent  and  exhibits  a 
stretch  of  macadam  that  is  still  perfect 
in  contour,  not  damaged  by  frost  or 
automobiles  and  needing  little  or 
nothing  in  the  way  of  maintenance  and 
repairs. 

York  County  has  constantly  extended 
the  use  of  Tarvia.  It  is  rapidly  becom- 
ing a  Tarvia  cojnty.  For  example, 
Yonge  Street  already  has  been  treated 
with  Tarvia  for  thirteen  miles  of  its 
length.  There  are  many  such  cities, 
communities  that  use  Tarvia  on  all  their 
principal  roads  as  a  matter  of  settled 
policy  for  the  sake  of  the  large 
economies  and  superior  road-surfaces 
that  are  thus  obtained. 
There  is  a  Tarvia  and  a  Tarvia  method 
for  every  macadam-road  problem. 


D.iii  .Mills  i;,,a 
at  'I'odnioi  (leii, 
eoiistnieled  wi 
"Tarvia-  \" 
in  I'llt. 


Tarvia  is  a  coal-tar  preparation  shipped 
in  barrels  or  in  tank-cars.  It  is  made 
in  several  grades  for  varying  road  con- 
ditions. 

"Tarvia-A"  is  applied  hot  for  resur- 
facing a  road  already  built. 

"Tarvia-B"  is  used  cold.  It  sinks 
readily  into  the  road-surface,  yet  is 
strong  enough  to  bind  it  firmlv  to- 
gether. It  is  the  cheapest  form  of 
road  maintenance  yet  invented. 

"Tarvia-X"  is  to  be  used  in  construct- 
ing a  new  road. 

Let  us  send  you  our  literature  showing 
roads  all  over  the  Domifiion  that  have  been 
built  and  treated  with  Tarvia. 


Special  Service  Department 


This  company  has  a  corps  of  trained  engineers 
and  chemists  who  have  given  years  of  study  to 
modern  road  problems. 

The  advice  of  these  men  may  be  had  for  the  ask- 


ing by  any  one  interested. 

If  you  will  write  to  the  nearest  ofBce  regarding 

road  problems  and  conditions  in  your  vicinity, 
the  matter  will  h,ive  prompt  attention. 


The  ^^^.^^'pompany 


MONTREAL  TORONTO 
ST.  JOHN,  N.B. 


HALIFAX.  N.S. 


WINNIPEG  VANCOUVER 
SYDNEY.   N  S 
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Turbine 
Pumps 

Electric  and  Steam 

Water  Works 
Factory  and 
Fire  Services 

Humphrey!  Gas 
Pumps 

Any  capacity  or  pressure 

THE  JOHN  McDOUGALL 
CALEDONIAN  IRON  WORKS  CO.,  LIMITED 

Works:  Seigneurs  St  William  Sts.,  Montreal. 
Manufacturers  of  Boilers,  Castings,  Condensers,  Elevators,  Engines,  Filters,  Forgings,  Hydraulic 
Machinery,  Pumps,  centrifugal  and  reciprocating.  Steam  Turbines,  Tanks,  Water  Wheels,  Water 

Works  Plants 


Lachine  Water  Works 
Three  million  gallons,  eighty  pounds  domestic,  160  lbs.  fire. 


Bawden 

Automatic  Condensation 

PUMPS 

Equip  your  Heating  Systems 
with  a  BAWDEN  Pump.  They 
are  automatic  in  their  operation. 

They  are  fitted  with  Bronze 
Shafts  and  enclosed  type  Impel- 
ler in  perfect  hydraulic  balance. 

IV rite  for  catalogues  of  our  Pumping 
Machinery. 

NO  PUMP  TOO  SMALL 
NO  PUMP  TOO  LARGE  FOR  US 

The  Bawden  Pump  Co.,  Ltd., Toronto,  Canada 
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Series  A 


Compressed  Air  Machinery,  Tools  and  Appliances 

JENCKES  CRUSHERS  IN  SERVICE 
ALL  OVER  THE  COUNTRY 

The  Jenckes  Crusher  has:- 

Solid  Main  Frame  of  semi-steel 
Cast  Steel  Pitman 

Semi-steel  Swing  Jaw,  heavily  ribbed 
Hard  chilled  iron  Jaw  and  Cheek  plates, 
or  manganese  steel  to  order 
Hard  chilled  iron  toggles 
Steel  toggle  bearings 
Special  lubrication  for  main  bearing 


Si/A  S  from  7  in.  \  10  in.  tu  4J  in. 
X  ,^6  in.  fur  all  classes  of  work. 
Write  for  lUiliftin  CiO^. 


BACONS  PATENT 
T'Wf',,-    SIZEZO  XIOB  NO. 

■^'^cnEs  MACHINE  co.uwnto 

-ABLE  C.BACON.EHGlNECR 
NEVV  YORK 


Built  by 

THE  JENCKES  MACHINE  COMPANY,  LIMITED 

Sold  by 

CANADIAN  INGERSOLL  -  RAND  CO.,  LTD. 


Sydney,  N.S. 
Cobalt,  Ont. 


General  Offices:  MONTREAL,  QUE. 

BRANCH  OFFICES: 
Sherbrooke,  Que.  Montreal,  Que. 

Titnmin.,  Ont.  Winnipeg,  Man.  NeUon,  B.C. 


Toronto,  Ont. 

Vancouver,  B.C. 
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APPROVED 

FIRE  EXTINGUISHER 


This  Dunlop  Extinguisher 
has  proven  to  be  one  of  the 
handiest,  most  economical 
and  efficient  fire-fighting 
implements  ever  produced. 
It  is  approved  of  by  the 
Underwriters'  Laboratories, 
Inc.,  Chicago,  and  is  accepted 
by  the  Canadian  Fire  Under- 
writers' Association. 

It  is  specially  recommend- 
ed for  general  use  in  Indus- 
trial Plants  and  Public  Build- 
ings of  all  kinds. 


You  may  have  some  equip- 
ment but  is  it  adequate  ? 

The  Canadian  Fire  Under- 
writers' Association  say  there 
should  be  an  extinguisher  for 
every  2500  feet  of  floor  area. 

A  line  from  you  will 
bring  an  expert  demonstra- 
tor to  you  anytime  most  con- 
venient. 

Ask  us  about  Dunlop  Mill 
Fire  Hose — also  approved  of 
by  the  Underwriters. 


Dunlop  Tire  &  Rubber  Goods  Co.^  Limited 


Head  Office  and  Factories : 

TORONTO 

Branches : 
Victoria,  Vancouver,  Edmonton, 

Calgary,  Saskatoon,  Regina, 
Winnipeg,      London,  Hamilton, 
Toronto,    Ottawa,  Montreal, 
St.  John,  Halifax. 


foi 


Also  Makers  of 
High-Grade  Tires 
all  purposes, 
Belting,  Packing, 
General  Hose,  Mechanical 
Rubber  Products  of  all 
descriptions,  and 
General  Rubber  Specialties. 
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Concrete  Bonding 
Lockers  for  Clothe* 
Iron  Stairway* 

Enquiries  lollclted. 

CANADA  WIRE  &  IRON 
GOODS  CO.,  Hamilton 


CANADIAN   DES  MOINES 
STEEL  CO.,  Limited 

Elevated  Tank*  Barges  Bridges 

Standpipes  Wireless  Towers 

Structural  Steel  for  all  purposes. 


Let  us  bid  on  your  requirements. 
Attractive  Prices— Prompt  Deliveries. 


Sales  Offices  and  Plant 
CHATHAM,  ONT.  275  Inshes  Ave 

Associated  with 
I'[TTSBURGH-DES  MOINES  STEEL  CO. 
Pittsburgh,  Pa.  New  York  City 

945  Curry  BIdg.  42  Church  St. 

DES  MOINES  BRIDGE  AND  IRON  CO. 
Des  Moines,  Iowa,  938  Tuttle  Street 


AprU  4tt.  Ifflf. 


»IUoUftn  Ifftll7  Mtyorta,  L*.  i., 

246  AA«1*U«  atrttt.  ■«•!. 

Toroatc.  Ont. 

X  h«T«  joor  «lre«lBr  1^  tt«r ,  of  \>m 
£ad  lait'.,    t  oannot,  %\  \\m  ^j%mr>K  tjM. 
think  of  any  ■vo^itloaa  19  ottvr  t^i 
tuko  Chft  Mrvlc*  Bsrt  T»XB*feLi  to  «t.  f>M 
atmoo.  M  It  1»r  I  flnd  Ttry  ••tlor*eter>, 
u  I  an  oonotaatly  (att  Ing  •lv»ac«  InfaraAti?" 
utofal  to  m,  nbloh.  ■Ithoat  y«ar  sarTlM,  I 
sight  never  have  r«c«lv«i  in  c  t»o  ce  eialu  ew 
of  It. 


Yova  •-ruljr. 


Kates  and  Samples  on  Request 
MacLE.W  D.VILY  REPORTS.  LTD., 
:t45  .\flelaicle  St.  West,  Toronto. 


cm 


Blair  Concrete  Pipe 


We  use  only  llie  tiiiot 
parade  materials  in  all  our 
work.  Clean,  sharp  sand 
and  lii<^li-i;rade  cement. 
Gravel  sorted  and  crushed 
in  our  own  plant.  After 
thorough  mi-xiii!/,  the  con- 
crete is  power  tamped,  lu 
ensure  g[reat  density.  I'ipe 
is  then  allowed  to  set  for 
"2  hours  in  vaporizing 
chambers,  with  automatic 
sprinklers,  giving  the  pipe 
^rcat  hardness.  W  e  make 
large  sizes  of  pipe  in  our 
portable  plant  at  the  place 
where  thcv  will  be  used. 
\Vc  also  have  a  special 
feature  in  our  continuous 
reinforced  concrete  pipe. 

Write  to-dav  for  further 
details  and  prices. 


B.  Blair  Company,  Limited 


WOODSTOCK 


ONTARIO 
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Do  You  Want  Crushed  Stone  ? 

That  is  Clean,  Tough  Stone  of  a  Quality 
suitable  for  Macadam  Road  and  Concrete 

We  can  supply  you  in  any  cize  or  quantity. 

Our  service  i*  unexcelled  and  our  price*  right. 
Phone  or  write  ui  for  quotations  when  you  are  in  the  market 

Office   M  4515-M  4516      Residence— P  2278 

Crushed  Stone  Limited 

47  Yonge  St.  Arcade,  Toronto 

G.  W.  Easery,  Manager 


Economy  in  Large  Capacity 
Deep  Well  Pumping 

A  large  water  supply  from  deep 
wells  is  most  successfully  obtained 
with  "American"  Deep  Well  Turbine 
CentrifuKal  Pumps,  because  they  de 
liver  a  remarkably  large  quantity  of 
water  frcmi  a  deep  drilled  well,  rnain- 
taiii  higli  efficiencies  and  are  reliable 
in  operation. 
These  pumps  are  made  in  styles  to 
deliver  water  at  the 
surface  or  in  com- 
b  i  n  a  t  i  o  n  with  a 
booster  centrifugal 
operating  on  the 
same  shaft  at  the 
surface,  to  produce 
a  pressure  in  the 
mains. 

Pumps  of  this  type 
operate  in  drill  holes 
12  inches  in  diam- 
eter and  larger,  and 
deliver  to  3,000  gal- 
lons of  water  per 
minute. 

Catalog  1352  describes  them. 
Write  for  it. 

The  American  Well  Works 

General  Office  and  Works:  AURORA.  ILL. 
Chicago  Off  ice :    First  National  Bank  Building 

Special  Canadian  Dealers 
R.  H.  Buchanan  &  Co.,  -  Montreal. 

Gorman,  Clancy  &  Grindley,  Ltd., 

Edmonton  and  Calgary. 
B.  C.  Equipment  Co.,       -      Vancouver,  B.C. 


FOR  SALE 
Machinery  Equipment 

1 — Type  Q.  Thew  on  Traction  Wheels. 

1 —  Marion  Model  30  Marion  on  standard  gauge  trucks. 

2 —  20-ton  standard  gauge  Locomotives. 

X>ump  Wagons,  Rails,  Boilers,  Motors  and  Dump  Cars. 
Standard  gauge  Flat  Cars. 

Write,  wire  or  phone. 

T.  J.  McGOVERN 

Room  1 5A,  Manning  Arcade,  TORONTO,  Ont. 


Sand,  Gravel  and  Crushed  Stone 


Lime 
Cement 
Plaster 
Hair 


Fire  Clay 
Fire  Brick 
Sewer  Pipe 
Weeping  Tile 


Building  Stone 

Our  prices  are  right  and  our  service  good. 

Britnell  &  Co.,  Limited 

C.P.R.  Crossing,  Yonge  St.,  North  Toronto 

Phones,  Office  North  |  ^   Evenings,  North  2107 


FOR  SALE 

Concrete  Contractors 

LOOK! 

yi,  yd.  Insley  Tower  Hopper  and  Bucket. 

H  yd.  Insley  Tower  Hopper  and  Bucket. 
1  yd.,  %  yd.,  Yi  yd.  Smith  Mixers  on  Skids, 
with  or  without  power.  • 

H  yd.  and  1/3  yd.  Mixers  on  Truck,  with  En- 
gine and  Boiler. 

^  yd.  Mixer  on  Truck,  with  Engine  and 
Boiler,  suitable  for  sidewalks,  plaster  and 
mortar. 

1/5  yd.  Mixer  on  Truck,  with  Power  Loader, 

Gasoline  Engine. 
5  Concrete  Buckets,  1  yard  capacity. 
5  Concrete  Cars,  side  spout,  1  yard  capacity, 

24-inch  gauge. 
500'  Portable  Track,  24  in.  gauge,  with  switches. 
1000  Concrete  Form  Clamps,  24  in.  and  36  in. 
1  Telescopic  Concrete  Spout  for  under-water 
work. 

We  have  the  largest  assortment  of  Contrac- 
tors' Equipment,  hoists,  derricks,  clam  shells, 
crushers,  engines,  boilers,  pumps,  etc.,  in 
Canada. 

Write  Now  for  Prices 

The 

A.  R.  Williams  Machinery  Co. 

Limited 

64-66  Front  St.  W.,  Toronto,  Ont. 


Electric  Cranes 


MAnE  IN  CANADA 


Electric  and  Hand 
Travelling  Cranes 

Electric  and  Air 
Hoists 

NORTHERN  CRANE  WORKS,  LTD. 

WALKERVILLE,  ONT. 
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SWANSEA 

Salt  Glazed  and  Vitrified 

SEWER  PIPES 


True  to  Size 
Impervious  to  Water 

Sizes  manufactured  and  al- 
ways in  stock  4  in.  to  24  in. 


Ask  for  Price  List 
and  Discounts 


also 

Chimney  Tops 
Flue  Lining's 
Wall  Coping 
Culvert  Pipe 
Inverts 

Telephone  (Toronto  Connection) 
Parkdale  5000 


The  Dominion  Sewer  Pipe  Co. 

(The  Independent  Co.)  Limited 

SWANSEA  (near  Toronto) 


To  Secure 
ECONOMY  and  DURABILITY 


Construct  Your 


SEWERS 


from 

Reinforced  Concrete  Pipe 

Manufactured  by 

Dominion  Concrete  Co. 

Limited 

KEMPTVILLE       -  ONTARIO 

"Better  good  pipe  at  a  fair 
price  than  poor  pipe 
at  any  price. " 

N.  B.  The  adjoining  lllustrBtlon  shows  a  line  of  42-ln.  pipe 
In  a  trench  ready  (or  filling. 


Keith 
Fans 


The  oppor- 
t  u  n  i  t  y  for 
greater  econ- 
omy and  effic- 
iency in  Heat- 
ing and  Ven- 
tilating is  em- 
phasized in  the    "Keith''    Fan.  Com- 
parative tests  of  other  types  of  fans  have 
resulted  in  the  "Keith"  being  proclaimed 
the  most  efficient  and  economical  in  the 

Fan  World.         ^^t^  catalogue  No.  55. 

SHELDONS  LIMITED,  Gait.,  Ont. 

Toronto  Office :  609  Kent  Building 

AGENTS : 

Meesrs.  ROSS  Si  GHEIG.  412  James  St..  .Montreal.  Que. 
Messrs.  WALKER'S  LTD., 'Jift-'^ei  Stanley -St.,  Winnipeg.  Man. 
Mesarg.  GORMAN,  CLANCKY  &  GRLVnLP:V,  LTD..  Calgary 

and  Edmonton,  Alta. 
Messrs.  ROBERT  HAMILTON  &  CO..  LTD.,  Bank  of  Ottawa 
Bldg.,  Vancouver,  B.  C. 
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Current  Prices  of  Building  and  Engineering  Materials 


TORONTO  PRICES 

CEMENT.  LIME,  AND  BRICK 

Cement— delivered  in  5-barrel  lots,  $2.95  per  bbl. ; 
with  bags,  $3.35;  car  lots,  $2.30  on  the  track, 
with  pkgs.,  $2.70.  5c  per  bbl.  discount  20  days. 

Lime— grey  60c,  white  70c  per  100  lbs.,  delivered 
in  not  less  than  1500  lb.  lots.  At  the  ware- 
house, grey  55c,  white  65c.  Hydrated  lime, 
$16.75  per  ton  delivered ;  $15.75  at  warehouse. 

Brick— Xo.  1  dry  pressed  red  brick,  $22;  buff, 
$22,  f.o.b.  the  job;  No.  2,  $20;  common  red 
stock  brick,  $17;  grey,  $17;  wire-cut  brick, 
for  foundation  work,  $13.50  on  the  cars,  de- 
livered $15;  "Tapestry"  brick,  $25  to  $35; 
Eatonia  brick,  $35;  sand-lime  brick,  $12.25, 
f.o.b.  car  at  King  Edward  Siding;  $11.00  f.o.b. 
car  or  wagon  at  plant.  Paving  brick,  local 
manufacturers  not  quoting  prices  at  present, 
imported  paving  squares,  delivered  at  job 
in  Toronto,  best  quality  $80,  second  quality 
$76,  third  quality  $70.  (These  prices  are 
merely  approximate,  as  no  sales  are  recorded). 
Sun-Tex  face  brick,  $20  to  $30  at  plant,  $24 
to  $34  delivered,  price  depending  on  color 
and  texture.  Denison  interlocking  hollow 
tile,  $80  per  M.  at  plant,  $97.50  delivered. 
Lots  over  100,000,  $76. 

Fire  brick— $65  to  $85  per  M.,  according  to  qual- 
ity.   Fire  clay,  $15  per  ton. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 
Toronto  prices,  F.O.B.  Car: 
Crushed  stone— 2  in.,  $1.55;  1  in.,  $1.75;  5^  in.. 

$1.75;  rubble  stone,  in  car  lots,  $1.55  per  ton, 

f.o.b.  car. 

Sand— for  cement  or  brick  work,  $1.10  per  ton, 

f.o.b.  Toronto. 
Gravel— Pit   run,   $1.10  per   ton,   f.o.b.  Toronto; 

screened,  $1.60  per  ton,  f.o.b.  Toronto. 

LUMBER  (BUILDING  MATERIAL) 
Toronto  retail  prices,  delivered. 

Hemlock— 2  x  4  in.  to  2  x  10  in.,  12  and  14  ft. 
long,  $41;  10  and  16  ft.,  $42 ;  2  x  12  in,,  12 
and  14  fl.,  $42;  10  and  16  ft.,  $43;  1x4  in. 
and  1  X  5  in.,  T.  and  G.,  $44;  1x6  in.,  T. 
and  G.,  $45;  No.  2,  $7  less  than  No.  1.  Siz- 
ing, $1  per  M.  extra. 

Pine— Box,  roubh,  1  x  4  in.  and  1x5  in.,  $51;  1 
x  6  in.,  $.53;  1x8,  .$55;  1  x  10,  $60;  1  x  12, 
$60;  Rough  Shelving,  1  x  4  in.  and  5  in., 
$62 ;  1  x  6,  $66 ;  1  X  8,  $72 ;  1  x  10,  $77 ;  1  x 
12,  $82;  2x4  in.,  10  to  16  ft.  long,  common, 
.$52;  2x6,  $55;  2  x  8,  $56;  2  x  10,  .$60;  2  x 
12,  $65;  drtssing  .$2  more.  No.  1  flooring, 
.$64;  No.  1  V  or  headed  sheeting,  $66.  Pine 
trim,  4  in.  casing,  $3.00  per  100  ft.;  5  in. 
ditto,  $3.50;  8  in.  pine  l)asc,  $5.25;  4  in.  pine 
window  stock,  $4.50. 

Spruce — 10  to  1ft  (t.  long,  rough,  1  x  4  in.  and 
2x4  in.,  $.52;  1  x  ti  and  2  ^  6,  .^.'H ;  1  x  H 
and  2  x  H,  ^.Ki;  1  x  10  and  2  x  10,  .$.58;  1  x 
12an-l  2   x  12,  .$(!(!. 

Dimension  Timber  (B.C.  fir)— 10  x  10,  10  x  12, 
10  X  14,  10  X  16,  12  X  12,  12  x  14,  12  x  16,  14 
X  16,  16  x  16,  $65;  12  x  18,  12  x  20,  14  x  18, 
14  X  20,  16  X  18,  16  x  20,  18  x  18,  18  x  20, 
$70.  These  prices  apply  to  lengths  up  to  32 
ft.;  82  to  35  ft.,  $3  per  M.  extra;  36  to  40 
ft.,  $6  per  M.  extra. 

Shineles— XXX  B.C.,  $5.50;  XX  B.C.,  $4.50;  N. 
B.  extras,  $0.00;  N.  B.  clears,  $6.75;  No.  1 
pine  lath,  $7.00;  No.  2  pine  lath,  $6.60;  No.  1 
■pruce  lath,  $6.76. 

STEEL  AND  IRON 

Steel  and  Iron  Bars — $5.25  to  $7.00  base;  twist- 
ed and  deformed,  $6.60. 

Shapes— Over  .35  lbs.  per  yard,  $4.50  per  100  lbs. ; 
under  35  lbs.  per  yard,  $5.25  to  .$5.50  per  MO 
lbs. 


Plates — 6  ins.  and  over  and  under  30  ins.,  $7.50  per 
100  lbs.;  30  ins.  and  over,  $8.50.  Tank 
and  boiler  plates — \i  in.  and  over  and  under 
36  ins.,  $10.00;  36  ins.  and  over,  $8.70. 
Gauge  plates— No.  10,  $11.50;  No.  12,  $7.30; 
No.  14,  $7.35  per  100  lbs.  Black  American 
Bessemer  Plates— 28  gauge,  $7.50  per  100  lbs. 

Flats — 6  ins.  wide  and  under,  $6.00  per  100  lbs. 

Rivets — Button  and  cone  head — base  for  J4  in. 
and  up,  $8.50. 

Extras — 1/lOc  per  lb.  extra  for  cutting  to  length, 
for  plate  less  than  }4  'n.  thick,  for  angles 
less  than  5  in.  combined  legs  and  beams  and 
channels  under  6  ins.,  for  18,  20,  and  24  in. 
beams;  1/lOc  to  %c  per  lb.  extra  for  all 
Bethlehem  sections. 

Galvanized  iron — 28  gauge,  $8.75. 

Cast-iron  pipe — Standard  prices,  carload  lots, 
f.o.b.  Toronto:  4-in.  $78  to  $79  per  net  ton; 
6-in.  and  up  $75  to  $76.  Lower  price  for 
Class  B.  Higher  price  for  Class  A  and  gas 
pipe.     Less  than  car  lots,  $2  extra. 

SEWER  PIPE 

Sewer  pipe — Toronto  prices  (wholesale),  with  dis- 
counts as  below,  f.o.b.  factory — 4  in.,  30c  per 
ft.;  6  in.,  45c;  8  in.,  70c;  9  in.,  90c ;  10  in., 
$1.05;  12  in.,  $L35;  16  in.,  $L80;  18  in., 
$2.50;  20  in.,  $3;  22  in.,  $4;  24  in.,  $4.50. 
Discounts — 4  in.  to  9  in.  standard,  68  per 
cent. ;  10  in.  to  24  in.  standard,  65  per  cent.  ; 
1.'5  in.  to  24  in.  double  strength,  60  per  cent. 

Tile  wall  coping — 8  or  9  in.  wall,  50c  per  ft. ;  12 
in.  or  13  in.  wall,  75c  per  ft. ;  18  in.  wall, 
$1.50  per  ft.;  carried  in  6,  12,  18,  and  24  in. 
lengths.    Discount  65  per  cent. 

PAINTS  AND  OILS 
White  lead — ground  in  oil,   less  than  ton  lots, 
$16.50  per  100  lbs.;  ton  lots,  $16.20  per  100 
lbs. 

Boiled  linseed  oil — in  bbls.,  $1.58  per  gal.  of  9  lbs. 

Raw  linseed  oil — in  bbls.,  $1.98  per  gal. ;  red  lead, 
dry,  $19  per  100  lbs. ;  putty  in  bulk,  $6.55  per 
100  lbs. ;  in  100-Ib.  drums,  $7.40,  putty  in 
25-lb.  tins,  $7.90  per  100  lbs.;  steel  sash 
putty  in  25-Ib.  tins,  $8.15  per  IQO  lbs. ;  tur- 
pentine, in  bbls.,  78c  per  Imp.  gal.,  based 
on  southern  gauge' 


MONTREAL  PRICES 

CEMENT,  LIME,  AND  BRICK 
Cement — $3.10    steam    car    load    lots,  including 

sacks,  less  6  per  cent,  for  cash. 
Lime — Hydrated,  $20  per  ton;  lump,  $15. 
Brick — No.  1  pressed,  $18;  No.  2  pressed,  $15; 

Manganese  rustic,  $20;  buff  rustic,  $20;  red 

rustic.  No.  1,  $15;  red  rustic.  No.  2,  $13; 

buff  (smooth),  $21;  buff  (rough),  $20;  plastic 

$11.50. 

Concrete  Brick— grey  $22,  red  $22,  buff  $23,  white 
$45,  plain  pressed  $12  per  tlioojsand,  all  f.o.b. 
Works,  Mascouche,  P.Q. 

CONCRETE  SEWER  PIPE 
Straight  pipes  (per  foot)  :  not  reinforced,  8-in. 
26c;  9-in.  30c;  10-in.  34c;  12-in.  40c;  16-in. 
60c;  18-in.  74c.  Reinforced,  i8-in.  90c;  21- 
in.  $1;  24-in,  $1,20;  30  in,  $1,60;  36-in.  $2.40; 
42-in.  $3;  48-in.  $4.20. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in.,  $1.75;  54-in.  $2.00;  5^-in. 

$2.25  per  ton,  delivered. 
Sand — $1.40  per  ton,  car  load,  on  cars. 
Gravel — $1.20  per  ton  f.o.b.  cars. 

STEEL  AND  IRON  , 

Steel  angles  -3  in.  x  3  in.  and  up,  $5. .50;  1  in. 
X  1  in.  X  in.,  25c  extra j  54  'n.  x  54  in. 
X  }^  in.  50  cents  extra.  Boiler  plates — \i  in. 
thick  and  thicker,  $12.00.  Circular  plates — 
Flange  quality,  36  in.  dimension  and  over, 
$12.50;  under  .36  in.  diameter,  $13.00.  Beams 
and  cliannels— Under  .35  II)S..  per  yd.,  $6.00; 
35  lbs.  per  yd.  and  over,  $5.75,  f.o.b.  Mont- 
real, net  cash,  nominal.  Corrugated  iron — 26 
pauge,  $9.00;  28  gauKC,  $8.26  per  100  sq.  feat. 


subject  to  change  without  notice.  Copper 
bearing  sheets  —  Keystone  black,  28  U.  S. 
gauge,  $6.50  per  100  lbs.  nominal. 

SEWER  PIPE 

Straight  pipe  (per  foot) — 4  in.,  30c;  6  in.,  45c;  8 
in.,  70c;  9  in.,  85c;  10  in.,  $1.05;  12  in,,  $1.35; 
15  in,,  $1,80;  18  in.,  $2.50;  20  in,,  $3;  22  in., 
$4;  24  in.,  $4.50;  27  in.,  $6.50;  30  in.,  $7.20. 
Channel  pipe  (4  in.  to  30  in.)  24c,  36c,  56c, 
72c,  84c,  $1,08,  $1,44,  $2.00,  $2.40,  $3,20, 
$3.60,  $5.20,  $5.75.  One-eighth  bends  (4  in. 
to  30  in.),  $1.20,  $1.80,  $2.80,  $3.60,  $4.20, 
$5.40,  $7.20,  $10,  $12,  $16,  $18,  $26,  $28; 
54,  $1.20,  $1.80,  $3.15,  $4,05,  $4.75,  $6.10, 
$14.40,  $20,  $24,  $32,  $36,  $52,  $57.60.  Double 
collar,  90c,  $1.35,  $2,10,  $2.55,  $3.16,  $4.05. 
$5.40;  slant  1  foot  long  side  (4  in.  to  15 
in.),  90c,  $1.35,  $2.10,  $2.55,  $3.15,  $4.05, 
$5.40.  Single  branch  (6  in.  to  9  in.),  3  ft,, 
$2,25,  $3,50,  $4,25;  2  and  2%  ft.  (4  in.  to  SO 
in),  $1.35,  $1.80.  $3.15,  $3.85,  $4,75,  $6,10, 
$8.10,  $11.25,  $13.50,  $18,  $20.25,  $32.50,  $36. 
Single  squares  (4  in.  to  30  in.)  ditto.  Double 
branch  and  double  square  and  Y  pipe  (4  in.  to 
30  in.),  $1,80,  $2,70,  $4.90,  $6.30,  $7.35,  $10.80, 
$14.40,  $20,  $24,  $32,  $36,  $45.60,  $50.40. 
Syphon,  cesspool,  and  buchan  trap  (4  in.  to 
15  in.),  $3,  $4,  $7,  $9,  $10.50,  $18.  Double 
syphon,  running  trap,  and  hand  hole  trap  (4 
in.  to  12  in.),  $3,  $4,  $7,  $9,  $10.50,  $18. 

These  prices  are  subject  to  a  discount  of  30 
per  cent,  for  less  than  car  load  lots  delivered, 
and  a  discount  of  from  50  to  58  per  cent,  for 
car  load  lots  f,o,b.  factory. 

SUNDRIES 

Hard  wall  plaster — $17  per  ton.  Plaster  of  Paris 
$3.15  per  bbl.,  both  less  5  per  cent,  for  cash. 
Rope — Best  Manilla,  39c  basis  per  pound; 
British  Manilla,  33c  basis;  sisal  rope,  2754c 
basis;  lath  yarn,  27Hc.  Boiled  linseed  oil- 
in  varrels,  ffl.90  per  gal.  of  9  lbs.  Raw  lin- 
seed oil — in  barrels,  .$1.87^2  per  gal. 


WINNIPEG  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — Portland,  $4.00  per  bbl. ;  mortar  ce 
nient,  (54c  per  70-lb.  bag,  in  ton  lots;  Keenes 
$6.45  to  $13.55  per  bbl.,  depending  on  qual 
ity.     (All  prices  include  bags). 

Lime — White  or  grey,  in  bulk,  45c  per  bushel 
per  barrel,  $2.10  to  $2.40. 

Hydrated  Lime — In  paper  bags,  $16.S5  per  ton 
in  cotton  bags,  $19.55. 

Brick — No.  1  dry  pressed,  red  and  buff,  $35, 
common  red  stock,  $25;  common  grey  stock, 
$12;  No.  1  enamelled  brick,  all  colors,  from 
$100;  sand  lime,  $12;  firebricks,  $70  to  $90. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 
(Including  delivery) 

Crushed  stone — I'/i-in.  to  2-in.,  $2.60  per  yard; 
54-in.  to  1-in.,  $2.85;  stone  dust,  $2.55;  rub- 
ble stone,  $14.20  per  cord. 

Sand,  gravel  and  torpedo  sand — $2.10  per  yard. 

Crushed  granite — lyi  and  2-in.,  $2.65;  54-in.  and 
1-in.,  $2.90;  54-in.  and  dust,  $3.20. 

Gravel — Per  yard,  delivered,  $1.85. 

Crushed  Granite — IVj  and  2-in.,  $2.65;  54-in.  and 
1-in.,  $2.90;   54-in.  and  dust,  $3.20. 

LUMBER  (BUILDING  MATERIAL) 
(Including  delivery) 
(15  per  cent,  discount  for  cash) 
Flooring — No.  2  red  pine,  4  in.,  $43;  6  in.,  $46; 
No.  3  red  pine,  4  in.,  $38;  6  in.,  $40;  No.  4 
red  and  white  pine  or  spruce,  4  in.,  $28;  6 
in.,  $32:  No.  1  and  2  fir,  edge  grain,  3  in., 
$60;  4  in.  and  6  in.,  .$55;  No.  3  hr,  edge  and 
flat  grain,  4  and  6  in.,  $45;  No.  4  fir  ship- 
lap  grade,  4  and  6  in.,  $32;  common  2x6 
pine,  spruce  or  fir,  4  and  6  in.,  $33;  No.  2 
white  pine,  4  and  6  in.,  $55;  No.  3,  $45;  No. 
2  red  pine,  4  and  0  in.,  $46;  No.  3,  $40;  No. 
4,  $32;  No.  5,  $24. 

Dimension  timber  (No.  1  pine,  spruce,  tamarac, 
fir  or  cedar)— 8  x  8,  8  x  10,  10  x  10,  10  x 
12,  12  X  12,  $38;  10  x  14,  14  x  14,  14  x  16, 
6  X  10,  6  X  12,  8  X  12,  $39 ;  10  x  16,  12  x  16, 
16  X  10,  14  X  18,  16  X  18,  18  x  18,  20  x  20. 
$40;  6  x  14,  8  x  14,  12  x  18,  18  x  20,  $42;  6 
X  10,  6  x  18,  6  X  20,  8  x  16,  8  X  18,  8  x  20, 
10  X  18,  10  x  20,  12  X  20,  14  x  20,  16  x  20, 
$43. 

(Continued  on  page  58) 
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RAILS  BILLETS 
Concrete  Reinforcement  Bars 

Plain  Round,   Square  and  Cold  Twisted  Squares 

DOMINION  IRON  &  STEEL  COMPANY 

LIMITED 

BAR  STEEL 


War«h«u>e  Stocks  i 

SYDNEY.  N.  S. 
MONTREAL.  QUE. 
TORONTO,  ONT. 
FT.  WILLIAM.  ONT. 


Sale*  Offic«t  t 

SYDNEY.  N.  S. 

MONTREAL 
112  St.  James  St. 

TORONTO 
18  Wellington  St..  E. 


MilU  kud  General 
Offices  I 

SYDNEY.  N.  S. 


WIRE  NAILS 


and  other 


WIRE  PRODUCTS 


jiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiniiiiiiiiiiiiiiiiiiiiiiiiiiiiiiii^ 


For  Easy  Ash  Removal 


Install  a  G  &  G 
Telescopic  Hoist 


Teli 


escopic  Hois  t 


"With  Autcnidtic  Ccdrihilnii^  Brake 
Dcvict:  and  Silencer 


MADE  IN  CANADA 


on  your  next  job.  G  &  G  Telescopic  Hoists  are  easily 
installed  and  economically  operated  in  every  type  of 
building — old  or  new — wherever  there  are  ashes  to  be 
removed. 

When  not  in  use  entire  apparatus  telescopes  below  the 
sidewalk, — is  thoroughly  protected  and  no  part  is  visible 
from  street  level. 

Model  B  is  designed  especially  for  use  in  buildings  where 
it  is  possible  for  wagons  to  drive  up  alongside  of  hatch. 
With  the  overhead  crane  attachment,  cans  are  raised  di- 
rectly from  cellar  to  wagon,  eliminating  the  necessity  of 
rehandling  at  the  sidewalk — a  saving  in  both  time  and 
labor. 

There  are  four  other  models  constructed  to  solve  every 
ash  removal  problem.  Write  to  nearest  dealer  for  bul- 
letin describing  them  all  in  detail  with  prices. 


GILLIS  &  GEOGHEGAN,  Sherbrooke,  Quebec 


B.  &  S.  H.  THOMPSON  CO., 
LTD..  Montreal  and  Toronto, 
Agents  for  Quebec  and  Ontario 


WM.  N.  O'NEIL  CO..  LTD.. 

VANCOUVER, 
Agents    for    British  Columbia 

iiiiiiiiiiniiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiii 


R.  C.  GR.\NT. 
NEW  Cl.ASGOW, 
.•\gent  for  tlie  Maiitime  Provinces 

mil 


\V    r.  C.ROSE. 
.\gcnt  (or  Manitoba.  Saskatchewan. 
Alberta.  \Vinnip«i 
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CURRENT  PRICES  OF  BUILDING  AND  ENGINEERING  MATERIALS— continued 


(Continued  from  pa^e  56) 

Pine— 1-in.  common,  6  to  10  in.,  $105;  12  in., 
$110;  pine  trim  4-in.  casing,  $3.70  per  100 
ft.;  5'A-in.  ditto,  $4.40;  8-in.  pine  base,  $G; 
10-in.,  $7;  4-in.  pine  window  stool,  $7.50. 

Shingles— No.  1  B.  C.  cedar,  $4;  No.  2,  $3.50; 
No.  1  B.  C.  cedar  dimension,  $5.50;  hand- 
saw n,  $7. 

STEEL  AND  IRON 

Steel— Round  bars,  $5.25  per  100  lbs.;  square 
twisted,  $5.25  per  100  lbs. ;  channels  and 
angles,  $5.50;  beams,  $5.25;  plates,  $8.25  per 
100  lbs.  .  .     ,  , 

Cast  Iron  Pipes— Standard  price,  car  load  lots, 
f.o.b.  Winnipeg,  $38  per  ton. 


SEWER  PIPE 

Sewer  Pipe — Wholesale  price  f.o.b.  Winnipeg,  per 
ft.,  3  in.,  9  cents;  4  in.,  11  cents;  5  in.,  16 
cents;  6  in.,  18^  cents;  8  in.,  30  cents;  9  in., 
35  cents;  10  in.,  40  cents;  12  in.,  50  cents; 
15  in.,  75  cents;  18  in.,  $1.00;  20  in.,  $1.50; 
24  in.,  $2.00. 

SUNDRIES 
(Including  delivery) 

Hard  Wall  Plaster— $19  to  $22.50  per  ton;  Plaster 
of  Paris,  $20.50  per  ton  ;  in  barrels,  $4.40  per 
bbl.  of  320  lbs. 

Plasterers'  Hair— $3.30  per  bale ;  90c  per  busliel. 


VANCOUVER  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement— Grey  Portland,  $2.S0  per  bbl.  f.o.b.  ware- 
house, sacks  extra;  Keens  cement,  $9.00  per 
bbl.,  sacks  extra;  fine  white,  $8.00  per  bbl.  of 
300  lbs.;  superfine,  white,  $9.50  per  bbl.;' 
wliite  Portland  cement,  $2.80  per  bbl.  of  250 
lbs.,   sacks  10c  extra,   f.o.b.  Vancouver. 

Lime — $1.90  per  bbl.  f.o.b.  warehouse  or  delivered. 

Brick- Common  red  brick,  $14.50  to  $16.00  f.o.b. 
warehouse;  $16.50  and  up  in  car  lots  f.o.b. 
Vancouver;  pressed  red  brick,  f.o.b.  wharf 
Vancouver ;  pressed  buff  brick,  $45  at  ware- 
house; $33  in  car  lots;  tapestry  brick,  $45  at 
wareliouse;  impervious  brick,  $4^  f.o.b.  build- 
ings; fire  brick,  $45  in  car  lots,  $50  in  ware- 
liouse; fire  clay,  $16.00  per  ton  in  car  lots. 


SAND  AND  GRAVEL 

Sand — Brick  and  plaster  sand  $2.50  per  cu. 

f.o.b.  bunkers. 
Gravel — $2.50  per  yard  delivered. 


yd. 


PAINTS  AND  OILS 


gal.  of  9 


Boiled  linseed  oil— In  bbls.,  $2.00  per 
lbs. 

Mixed  Paint— Per  gal.,  $3.55  to  $3.85. 

Raw  linseed  oil— In  bbls.,  $1.98  per  gal. ;  red 

lead,  dry,  $15.00  per  100  lbs.;  in  oil,  20}^c; 

putty  in  bulk.  Standard,  $5.00;  Pure,  $6.00; 

Turpentine,  in  bbls.,  95c  to  $1.00. 
White  lead— Ground  in  oil,  $16.85  per  100  lbs. 


LUMBER  (Building  Material) 
Vancouver  prices,  f.o.b.  mills : 
Dimension  timber — Douglas  fir — S  x  8,  $29;  10  x 
10,  $29;  10  X  12,  $29;  10  x  14,  $29.50;  12  x 
12,  $29;  14  X  14,  $29.50;  14  x  16,  $30,50;  6  x 
10,  $29.50;  6  x  12,  $30;  8  x  10,  $30;  8  x  12, 
$29,50;  10  X  16,  $31;  12  x  16,  $31;  10  x  16, 
$30.50 ;  0  X  14,  $31 ;  8  X  14,  $31 ;  12  x  18,  $32 ; 

15  X  20,  $33;  14  x  20,  $32,50;  16  x  18,  $32,50; 

16  X  20,  $33.50;  IS"  x  18,  $32.50;  20  x  20, 
$32.50 ;  24  x  24,  $33. 

Fir  Flooring— 1  x  3  edge  grain,  $48;  1  x  4,  $48; 
1  X  4  flat  grain,  $35;  No.  1  and  2,  1-inch 
clear  fir  double  dressed,  $46;  No.  1  and  2, 
I'A  and  154  inch  fir  double  dressed  $46; 
2-inch  fir  double  dressed  $46;  fir  lath,  $2.25; 
spruce  lath,  $3.50;  cedar  lath,  $3.50;  B.  C. 
cedar  shingles,  XX,  $2.00;  XXX,  $3.00; 
XXXXX,  $3,60. 


STEEL  AND  IRON 

Vancouver  prices  f.o.b.  warehouse: 
Steel — (round  and  square  bars)  $6.50  base;  twist- ^ 
ed  and  deformed,  $6.50  base;  structural  sec-'^ 
tions,  $8.00. 

Galvanized  iron — 28  gauge,'  $10.85  per  100  lbs.  j 

Corrugated  iron — 26  gauge,  6,  7  and  8  ft.  sheets,  'Jj 
$10.40;  9  and  10  ft.  sheets,  $10.05  per  square.'. 
Black  steel  sheets,  24  gauge,  $9.00  per  100' 
lbs.  < 

Steel  angles —  $8.00  per  100  lbs.,  depending  ore 
size,  quantity  and  specifications. 

Steel  channels,  beams— $8.00  per  100  lbs.,  depend- 
ing on  size,  quantity  and  specifications. 

Steel  plates— $12.00  to  $15.00  ^ 

SEWER  PIPE  ^ 

Sewer  pipe — Vancouver  prices  f.o.b.  warehouse; 
4-in.,  15c  per  ft. ;  6-in.,  25c  per  ft. ;  8-in.,  35c 
ft.;  10-in.,  45c  ft.;  12-in.,  55c  ft.;  15-in., 
$1.10  ft.;  18-in.,  $1.30  ft.;  20-in.,  $1.55  ft.; 
24-in.,  $2.30  ft.  (all  net  prices). 

SUNDRIES 

Hard  wall  plaster — $16.60  in  car  lots  f.o.b.  Van- 
couver, bags  extra. 
Hydrated  lime — $16.00  in  car  lots. 
Alca  lime — $16  per  ton. 

Plaster  of  Paris — Hammer  brand,  $4.50  per  bbl. 
Finishing  Plaster— $19  per  ton,  sacks  extra. 
Welsh  slate — $15.00  per  square,  f,o.b.  Vancouver. 
Rope,  Manilla,  ^  in.,  40c  base;        in.,  iO'Ac; 

ii  in.,  41c;  'A  in.,  41^c;  2nd  grade,  Siyic  \ 

base;  sisal  rope,  29j^c  base. 


PAINTS  AND  OILS 

$2.25  per  gal.  of  9 


Boiled  linseed  oil — In  bbls 
lbs. 

Mixed  Paint— Per  gal.,  $3.70  to  $4.25 
Raw   linseed   oil — In   bbls,,   $2.00  per    gal.;  red 

lead.dry,  $15.00  per  100  lbs.;  in  oil,  20j4c. ; 

putty  in  bulk.  Standard,  $5.00;  Pure,  $6.00; 

Turpentine,  in  bbls,,  $1.00. 
White  lead— Ground  in  oil,  $17.35  per  100  lbs. 


and  ^.tlOHHS.-lQ. 


f 

Town  and  City  Sewers 

ALL  SIZES  OF  PIPES  and  CONNECTIONS  from  4  inch  to  30  inch  always  IN  STOCK 

In  our  salt  glazed  vitrified  sewer  pipe  we  offer  the  highest  type  of  sewer  material.  Pipe 
of  our  manufacture  have  been  used  in  practically  every  city  in  Canada.  Highly  glazed  and  per- 
fectly vitrified. 

If  you  are  contemplating  sewer  construction  we  can  quote  you  some  attractive  prices.  We 
also  make  all  classes  of  fire  clay  goods. 
Prompt  shipment  on  all  orders. 

Ground  Fire  Clay,  in  Bulk  or  Bagged. 
"Amco"  Segment  Sewers— From  30"  to  108"  diameter 
^  Send  for  Illustrated  Book  on  "Building  Segment  Sewers" 

Standard  Clay  Products  Limited 

St.  Johns,  P.  Q.,  and  New  Glasgow,  N.  S. 


THREE  SEWER  PIPE  FACTORIES 


ALSO  FIRE  CLAY  FACTORY  AT  ST.   JOHNS,    P.  Q. 
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Till'    CONTRACT  RI-.CORI) 


Instantly  A  vailable! 

No  searching  from  tag  to  tag — no 
unrolling  and  rerolling  of  numerous  plans 
and  drawings  to  find  the  one  you  want. 
This  annoying  procedurej  with  its  conse- 
quent waste  of  time;  wear  and  tear  on  your 
valuable  plans  and  blue  prints  is  entirely 
eliminated  by  the  use  of  a 

MAMMOTH  VERTICAL  FILE 

An  ingenious  indexing  arrange- 
ment which  can  be  adapted  to  your  own 
requirements  enables  you  to  have  your  blue 
prints,  drawings  and  plans  classified  and 
ready  for  instant  reference. 

It  contains  twenty  large  light-proof 
pockets  of  a  strong  fibrous  substance  having 
accomodation  for  about  1,000  blue  prints, 
designs,  drawings,  etc.  —its  construction 
absolutely  protects  from  dust  and  dirt,  the 
effacing  of  essential  details  due  to  frequent 
handling  and  the  possibilities  of  deterioration 
from  constant  exposure  to  the  light.  The 
front  can  also  be  pulled  up  and  out  and 
used  as  a  reference  table. 

Compare  this  compact  and  service- 
able file,  taking  up  about  four  feet  of  floor 
space,  and  the  large  and  unsightly-looking 
pigeon-hole  cases  so  prevalent  in  draughting 
rooms.  Then  write  to-day  to  our  nearest 
Service  store  for  a  descriptive  folder  con- 
taining other  advantages  of  the  Mammoth 
Vertical  File. 

the  office  specialty  mfg.  co.,  limited 

Home  Otticc             NEWM.^KKET  Canada 

Filing  Eqnipmeni  Stores  at : 

Toronto       Montreal       Ott.nwa       Halifax  Hainilion 

Winnipeg       Regina      Ednignlon     Calgary  Vancmivrr 


V 


U  A  II    Q  New  and  Relaying 
Iv/\lJLiO  Switches,  Turntable*,  Etc. 

Carried  in  Stock 

Locomotives  and  Cars 
Jno.  J.  Gartshore,  Toronto 


Water  Supply 

from 

Deep  Wells 

is  obtaiiicfl  at  a  mini- 
mum co.st  by  u.sc  of  our 
deep  well  pumps. 


Write  for 
Hullelin  M 
••xplaininff 
the  use  of 
Cook's 
Patent 
lirass  Tiilic 
Well 
Strainer 


I 


A.  D.  COOK 


Lawrenceburg  Indiana,  U.  S.  A. 

MainilactiHcr  of  a  Complete  line  of  DEEP  WELL 
SUPPLIES,  including  Steam,  Belt  and  Motor  Driven 
DEEP  WELL  PUMPS,  Wind-mill  and  Hand  rnmps. 
Workiii.n  Harrels  and  \'alve.s.  Pump  Rods  and  Pump 
Rod  Joints,  Drill  Rods  and  Drill  Rod  Joints,  Drilling 
and  Well  Tools. 

Catalogue  Mailed  Upon  Request 


VANCOUVER  WOOD  PIPE 

&  TANK  CO.,  LTD. 


Contractors  for  Waterworks  Constnictlon, 
Manufacturers  ot  Wire-Wound  Wood  Pipe.  Continuous  Stave 
Pipe,  Tanks,  Silos,  Steam  Casing. 

See  our  new  patented  \\'oo.l  Pipe  Coupling  rrt»Mlvelv  l.KAK  PRCKIF 
We  ar*  the  originXort  of  the  BORED  OUT  Wood  Sleeie  Coupliai 

Write  for  Ulii-trtttc.l  riii:i;ok:MP. 

850  Hastings  St.  W.      VANCOUVER,  B.C 


(iO 
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V^IVII 

v^oniraciors 

Electrical 

Directory  of  Engineers 

Special 

Mechanical 

Interests 

Chipman  &  Power 

Civil  Engineers 

TORONTO  WINNIPEG 

Willii  Chipman.      Geo.  H.  Power. 


James,  Loudon  &  Herlzberg,  Ltd. 

CONSULTING  ENGINEERS 
36  Toronto  Street    -    TORONTO,  CAN. 

Water  Supply  and  Purification;  Sewerage 
Systems;  Municipal  and  Trade  Waste 
Disposal  Plants;  Incinerators;  Pavements; 
Bridges  and  Structural  work, 
Reinforced  Concrete. 


including 


GENT  &  CO.,  LTD. 

"Faraday  Works" 

LEICESTER  —  ENGLAND 

Manufacturing 
Electrical  Engineers 

CABLES:  "LODESTONE,  LEICESTER." 


H.  J.  Gritwold, 

Montreal. 


B.  W.  Seton, 

Toronto. 


DOMINION  ENGINEERING 
&  INSPECTION  CO. 

Inspecttnc  and  Testinf  Enginters 
Head  Offica  and  Laboratorlei, 
ItO  Lafauchetlere  St.  West,  MoHtrcal. 

BRANCH  OFFICES: 
24  Adelaide  Street  Eatt.  Toronto. 
80e  Union  Trust  Building,  Winnipeg 
CEMENT  TESTING  AND  REIN- 
FORCED CONCRETE  INSPECTION 
MILL,  SHOP  AND  PIELd  iMTUC- 
TION  OF  STEEL  STRUCTURE* 
AND  BRIDGES 
TESTS  AND  INSPECTION  OF  IRON 

AND  8TEEL  PIPE,  ETC. 
LOCOMOTIVES,  CARS,  NEW  AND 

SECOND-HAND  EQUIPMENT 
Kepreiented  at  New  York,  Pittibursh  and 
Chicago;  Glasgow  and  London,  Eng. 


T.  S.  Griffiths    N.  H.  Manning    L.  J.  Rogers 

CANADI4N  INSPECTION  and 
TESTING  COMPANY 

Inspecting,  Testing 
Metallurgical  &  Chemical  Engineers 

Mifl,  Shop  and  Field  inspection  of  bridges 
and  structural  work.  Mill  inspection  of 
rails  and  track  supplies.  Foundry  inspec- 
tion of  castings,  pipes,  etc.,  expert  exam- 
ination and  reports. 

Our  Physical,  Chemical  and  Cement  Lab- 
oratories are  fully  equipped  to  undertake 
all  kinds  of  tests. 

Principal  Offices  and  Laboratories 
MONTREAL    aid  TORONTO 


R.  S.  &  W.  S.  LEA 

Consulting  Engineers 

Water  Supply;  Sewerage  and  Drainage  ;  Water 

Purification;  Disposal  of  Sewage  and  Refuse ; 

Water  Power  Developments  and  Power  Plants. 
Reports,  Designs,  Supervision  of  Construction 
New  Birk*  BIdg.  Telephone 

MONTREAL.  P.Q.  Uptown  783 


FRANK  BARBER 

Bridge  and  Structural  Engineer 

Steel  and  Reinforced  Concrete  Bridges  and 
Buildings,    Foundations,    Municipal  Work 

40  JARVIS  STREET,  TORONTO 


Robert  W.  Hunt 
President 


Charles  Warnock 
Treas.&Geri'IMgr. 


Robert  W.  Hunt  &  Co. 

Limited 

Consulting  and  Inspecting  Engineers, 
Chemists  and  Metallurgists 

Expert  Inspection  and  tests  of  all  structural 
materials  and  mechanical  equipment. 

Reports  on  Properties  and  Processes 

Head  Office  and  Laboratories : 
McGIU  Building,  Montreal 
Branches : 

Toronto         Vancouver         London,  England 


McAllister  &taylor 

ENGINEERS  &  CONTRACTORS 
J.  W.  McAllister  John  Taylor, 

«      M.  Am  Soc.  C.  E. 
37  Sun  Life  Bldg.,  HAMILTON,  ONT. 
Harbor   Improvements   and  Dredging 
Dams,  Piledriving,  Concrete  Work  and 
Excavation.     Under-water  construction  by 
•  Taylor  patent  compressed  air  caisson  method 


Anglins  Limited 

Contracting  Engineers 

65  Victoria  St.  MONTREAI, 


Geo.  M.  Miller  &  Co. 

Architects 
93  Yonge  Street        -  TORONTO 


Reid  &  Brown  Structural  Steel 
&  Iron  Works,  Limited 

We  carry  a  large  stock 

Steel  Beams,  Channels,  Angles, 
Plates,  Columns,  etc. 

FOR  IMMEDIATE  SHIPMENT 
Office  and  Works— 63  EipUnade  E.  TORONTO 
Phonss— Main  904  and  905 


R.  O. 
WYNNE  -  ROBERTS 
Consulting  Engineer 

40  JARVIS  STREET 

TORONTO 

Water  Supply,  Sewerage,  Sewage  Dis- 
posal, Civic  and  General  Engineering, 
Arbitrations,  Investigations,  Valuations, 
Reports,  etc. 


SASH 

OPERATING  MACHINERY 

of  all  kinds 
KING  CONSTRUCTION  CO 
40  DovercourtRd.,  TORONTO 


Milton  Mersey  Co.,  Ltd. 

Engineers,  Chemists,  Inspectors 

PAVING 

designed,  superintended,  inspected. 
Montreal  Winnipac  New  York 


Crushed 

Stone 
Steel  and 

Wood 
Water  Pipe 

T.  A.  Morrison  &  Co.,  ""jSgVi^T-RTAL^' 


This  Directory 
will  bring  you 
BUSINESS 

Keep  your  name  and  your  busi- 
ness prominently  before  live 
prospects  by  placing  an  an- 
nouncement in  our  "Directory  of 
Engineers."  Rates  and  inform- 
ation will  be  sent  on  request. 

Contract  Record 

&  Engineering  Review 

347  Adelaide  St.  W.  TORONTO 
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CANADIAN 
CHICAGO  BRIDGE  &  IRON 


CO. 


Limited 
BRIDGEBURG.  ONTARIO 
Our  Specialty  is  the  Design,  Manufacture 
and  Erection  of  Elevated  Steel  Tanks 

for  Municipal,  Railroadand  Factory  Service. 
We  also  design,  manufacture  and  construct 
Oil  Tanks,  Coaling  Stations,  Bridges,  Turn- 
tables, Building  and  Structural  Nuterial. 

"Write  our  nearest  Sales  Oftice  for  prices,  plans 
and  specifications.  Our  catalogue  No.  15  gladly 
mailed  to  you  upon  requett." 

Sales  Offices  :— 
Bridgaburg,  Ontario.  130  Janet  Street 

CliicBgo,  Illinois,  1306  West  lOBth  Street 
New  York,  N.  Y.,  80  Church  Street 

Shops:— Bridgabara,  Ont. 

Built  for  C.P.R.Montreal   Chicago,  III.  Greenvilla,  Pa. 


The  Maritime  Bridge 

Company,  Umited 


Manufacturers  and  Erectors  of 

Steel  Railway  and  Highway  Bridges, 
Buildings,  Girders,  Trusses,  Towers, 
Turntables,  Tanks,  Smoke  Stacks, 
Riveted  Pipe,  and  Structural  Steel  and 
Plate  Work  of  all  descriptions. 

We  have  the  only  complete  stock  of 
Steel  Shapes,  Plates  and  Bars  in  the 
Maritime  Provinces. 


Office  and  Plant: 

New  Glasgow,  Nova  Scotia 


Standard 


Copper,  Brass  and  Bronze  Wires 
Colonial  Copper  Clad  Steel  Wire 
Magnet  and  Weatherproof  Wire 
Rubber  Insulated  Wire 
Lead  Covered  and  Armored  Cable 
Cable  Accessories  of  all  kinds. 

We  can  meet  your  requirements,  however  large, 

promptly. 

Standard  Underground  Cable  Co. 

of  Canadm,  Limited 
Hamilton,  Ont. 

Montreal  Toronto  Hamilton  Seattle 


STRUCTURAL  STEEL 

and 

BRIDGE  BUILDERS 


Capacity  18,000  Tons. 

We  build  and  erect  all  kinds  of  Structural  Steel,  Bridges, 
Roof  Trusses,  Bank  and  Office  Railings,  Stair 
Work.  Elevator  Grilles,  Fire  Escapes,  etc. 

Over  5,000  Tons  in  Stock  of 
Beams,  Column  Sections,  Angles,  Tees,  Plates,  Bars, 
Checkered  Floor  Plates,  etc. 

McGregor  &  Mclntyre,  Limited 

1139  Shaw  St.  .  -  TORONTO,  CAN. 

Telephone  Hillcrest  1614—1615—1616. 


Canada  Iron  Foundries,  Limited 


CAST  IRON  PIPE 


Hca<  Office 


Mark  Fisher  Buildini^ 
MONTREAL 


Car  Wheels,  Cast  Iron  Water  and  Gas  Pipe,  Specials,  Valves,  Hydrants,  etc..  Castings 
of  all  kinds,  Mooring  Bollards  for  both  Concrete  and  Wooden  Docks 
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Save  Coal  and  Power 

Our  standard  low  pressure  Pumps  will 
save  you  about  half  the  cost  of  coal  or 
electric  power  compared  with  other 
pumps. 

Strong  Construction 
Large  Capacity 
Prices  are  Moderate 

BOVING  HYDRAULIC  &  ENGINEERING  CO.,  Limited      LINDSAY,  ONT. 


One  User 


The  testimony  of  Mr.  Poste,  of  the  Elyria 
Enameled  Products  Co.,  Elyria,  Ohio,  shows 
clearly  the  many  advantages  of  using 

Nonpareil  Insulating  Brick 

For  Furnaces,  Boiler  Settings,  Ovens,  etc. 

Just  consider  what  they  accomplished  in  his  case : 

1.    Two  courses  of  fire  brick  were  eliminated  entirely,  which 
more  than  ofTset  the  cost  of  the  Nonpareil  Brick  ; 

2.  The  temperature  around  the  furnace  was  lowered  materially,  resulting  in 
more  comfortable  working  conditions  and  increased  efficiency  of  the  men  ; 

3.  Loss  of  heat  through  the  walls  was  reduced  to  a  minimum,,  making  it  pos- 
sible to  operate  the  furnace  at  a  lower  fuel  cost. 

These  results  are  not  unusual.  You  can  get  just  as  good  ones  if  you  will  use 
Nonpareil  Insulating  Brick  in  your  furnaces,  boiler  settings,  blast  mains,  ovens, 
etc. 

Full  information  and  sample  on  request. 

Armstrong  Cork  &  Insulation  Company,  Limited 

11  Church  Street  505  McGill  Building 

Toronto,  Ont.,  Can.  Montreal,  Que.,  Can. 

Also  manufacturers  of  Nonpareil  High  Pressure  Covering  for 
steam  lines;  Nonpareil  Cork  Covering  for  drinking  water  systems; 
Nonpareil  Corkhoard  for  coil  storage  rooms;  Nonpareil  Cork  Mach- 
inery Isolation  for  deailening  the  noise  of  machines;  and  Linotile 
for  floors  in  offices,  residences,  etc. 


m 


m 

'0. 

m 

m 
Ml 

i 

i 


m 

0- 

m 

0- 

IP 
4 


National  Iron  Corporation 

LIMITED 

Head  Office,  Works  and  Docks— TORONTO 

CAST  IRON  PIPE 

Every  Size  for  Water,  Gas,  Culvert  or  Sewer, 
Carried  in  Stock  at 

MONTREAL  -  TORONTO  -   PORT  ARTHUR 

RAIL  OR  LAKE  SHIPMENTS 


Dake  Double  Drum  Friction  Hoist 


Made  in  six  sizes,  5 
to  30  horse  power,  steam 
or  compressed  air — Dake 
motor  directly  connected. 
Furnished  with  clutch 
drums  if  preferred.  Can 
he  douhle  geared  to 
double  the  lifting  capa- 
city and 'decrease  speed 
by  one  half.  Made  to 
carry  overload  as  great 
as  rated  capacity. 


DAKE  ENGINE  CO.,  Grand  Haven,  Mich.,  U.  S.  A. 


CANADIAN  AGENTS: 
Montreal,  Muis»ns,  Ltd.  — Toronto,  A.  R.  Williams  Machinery  Co.,  Ltd. 
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Makes  Concrete  Floors  Hard  as  Granite 

Lapidolized  concrete  floors  are  permanently  dustproof 
and  wearproof. 

It  is  a  waste  to  permit  the  grinding  away  of  concrete 
floors — besides,  the  resulting  concrete  dust  is  injuri- 
ous to  merchandise,  machinery  and  men. 

This  liquid  chemical  Lapidolith  is  flushed  on  new  or  old 
floors  at  any  time  without  stopping  work. 

Write  for  Sample  and  Canadian  Testimonials. 


STORMTIGHT 

LIQUID  ALL  COLORS  PLASTIC 

Stop  Roof  Leaks ! 

Stormtight  can  be  applied  over  any  type  of  roof  with 
assured  success. 

It  is  a  liquid  and  plastic  coating  composed  of  asphaltic 
oils  and  asbestos,  and  is  seamless,  fireproof  and 
watertight.  Guaranteed  for  ten  years.  Stormtight 
your  roof  and  forget  it  until  1928. 

Application  simple,  cost  negligible,  guaranteed  results. 

Write  Today  for  Information. 

Lapidolith  and  Stormtight  are  manufactured  by 

L.  Sonneborn  Sons,  Inc.  -  New  York 

Distributed  by 

Beveridge  Paper  Co.,  Ltd.,  Montreal  N.  J.  Dineen,  Ltd.,  Winnipeg 

J.  B.  Keeble,  Ltd.,  Toronto 
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Where  DURABILITY  Counts 


use 


"DOMINION"  Wire  Rope 

and  our 

Blocks    Clips    Thimbles  Shackles 


The  Dominion  Wire  Rope  Company,  Limited 

MONTREAL  TORONTO  WINNIPEG 


Efficient  Equipment 

Enables  the  construction  and  upkeep  of 

GOOD  ROADS 

Our  Spiinklers,  Flushers,  Sweepers 

Are  Second  To  None 

HORSE  AND  STEAM 

ROLLERS 


A  feature 
of  the 

"Ransome" 
is  the 

thorough 
mixing 


Branch : 
108  Mail  Building, 
TORONTO 

Telephone  Adelaide  840 


Head  Office 

MONTREAL 


I 


